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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Oil  Burner  Rules. 

Rules  governing  the  use  of  equipment  for  spraying  and 
drying  of  paints,  varnishes,  lacquers  and  other  flam¬ 
mable  surface  coatings  and  storage  of  such  materials. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 


RULES 


New  Cases  Filed  up  to  December  25,  1945. 

Cal.  No.  Dept.  Premises  Affected 

796-45-A — H.B.B. — 22-32  Buckingham  road,  west  side, 
172  ft.  7  in.  south  of  Caton  avenue  (cellar  and  1st 
floors);  (Block  5076,  Lot  14),  Borough  of  Brooklyn, 
Alt.  1755-44  and  Alt.  1756-44. 


797-45-BZ — H.B.Q. — 164-26  Northern  boulevard  and  164- 
27  Sanford  avenue,  southwest  corner  (Block  5337,  Lot 
17),  Flushing,  Borough  of  Queens,  N.B.  1602-45. 


798-45-A — H.B.M. — 590  Madison  avenue,  southwest  cor¬ 
ner  of  East  57th  street  (20th  floor);  (Block  1292,  Lot 
56),  Borough  of  Manhattan,  Misc.  P.A.  78-45. 


799-45-BZ — H.B.M.— 507  East  75th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan,  Alt.  1898-45. 


800-45-SA — -Coleman  Oil  Fired  Floor  Furnace,  Model 
885A,  Appliance. 


801-45-A — H.B.B. — 3908-3912  8th  avenue  (rear),  west 
side,  50  ft.  2  in.  south  of  39th  street  (Block  915,  Lot  34), 
Borough  of  Brooklyn,  Alt.  3544-45. 


802-45-BZ — H.B.B. — 90-110  Bay  47th  street  and  2739- 
2747  Harway  avenue,  northeast  corner  (Block  6901,  Lots 
1,  3,  63,  64  and  66),  Borough  of  Brooklyn,  Alt.  3410-45. 


803-45-A — H.B.B. — 90-110  Bay  47th  street  and  2739-2747 
Harway  avenue,  northeast  corner  (ground  floor);  (Block 
6901,  Lots  1,  3,  63,  64  and  66),  Borough  of  Brooklyn, 
Alt.  3410-45. 


804-45-A — F.D. — 350  5th  avenue,  west  side,  from  West 
33rd  to  West  34th  streets  (1st  floor,  Flower  Shop); 
(Block  835,  Lots  19-28  and  41-54,  inclusive),  Borough 
of  Manhattan,  43117-LC  and  Decision. 


805-45-A — H.B.B. — 2500  Nostrand  avenue,  southwest 
corner  of  Avenue  K  (cellar);  (Block  7629,  Lots  1  to  80, 
inclusive),  Public  Junior  High  School,  240,  Borough  of 
Brooklyn,  Amendment  to  N.B.  141-44. 


Last  Publication  in 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943 — Vol. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec.  28,1943 — Vol. 

Certificate  of  Occupancy, 

approved  form  . Dec.  28,  1943 — Vol. 

Concrete  Flat  Slabs,  Rules . July  13.  1937— -Vol. 

Concrete  Masonry  Units,  Utiles 
for  Manufacture,  Testing 

and  Use  of . Dec.  28.  1943— Vol. 

Concrete  Rules  (Hydrated  l.inie)..  Aug.  3.  1937 — Vol. 

Elevator  Rules  . . Mar.  3,  1936 — Vol. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec.  28.  1943 — Vol. 

Exit  Rules  (Revolving  Doors) . Tune  15,  1937 — Vol. 

Exterior  Veneering  Materials, 

Rules  on  . June  19.  1945 — Vol. 

Factory  Exit  Rules  . Sept.  12,  1944 — Vol. 

Fire  Alarm  Rules  (Interidr) . Dec.  28.  1943 — Vol. 

Fire  Drill  Rules  . Aug.  28.  194  5— Vol. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  . Feb.  20.  1945 — Vol. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec.  25,  1945— Vol. 

Fireproof  Wood,  Testing  of  . Apr.  13,  1937 — Vol. 

Frame  Garages,  Ruling  for  . Jan.  21,  1919 — Vol. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec.  28,  1943 — Vol. 

Gas  Shut-Off  Rules  . Apr.  7.  1925— Vol. 

Hatchway  Protection  . June  5.  1928 — Vol 

Insulating  Fibre  Board  Rules  . June  12.  1 94 5 — - Vol. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Feb.  6,1945 — Vol. 

Oil  Burner  Rules  . Jan.  1,  1946— Vol. 

Opening  Protective  Assemblies. 

Rules  for  Inspection  of  . June  12,  1945 — Vol. 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Jan.  1,  1946 — Vol. 

Platform  Trucks,  Specifications  for.. Nov.  24.  1936 — Vol. 

Plumbing  Rules  . Aug.  3.  1937— Vol. 

Plumbing  Rules  (Submerged  Inlets: 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  Mar.  13.  1945 — Vol.  30,  No.  11 

Procedure,  Rules  of  . Sept.  7.  1 937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.Dec.  11,  1945— Vol.  30,  No.  50 

Smoking  in  Factories,  Rules  for... Nov.  6,  1945— Vol.  30.  No  45 

Sprinkler  Rules  . June  29.  1 937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No  23 

Structural  Alterations.  Reporting _ Tune  7,  1932 — Vol.  17.  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1 936— Vol.  21 .  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24.  1936 — Vol.  21.  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Dec.  28,  1043 — Vol.  28.  No.  52A 


Bulletin 

28.  No.  52A 
28,  No.  52 A 

28,  No.  52A 
22,  No.  28 


28,  No.  52 A 
22,  No.  31 
21,  No.  9 


28,  No.  52 A 
22,  No.  24 

30.  No  25 

29,  No.  36 
28.  No.  52 A 

30,  No.  35 

30,  No.  8 

30,  No.  52 
22,  No.  15 
4.  No.  3 

28.  No.  52 A 
10.  No.  14 
13.  No.  23 
30.  No.  24 

30.  No.  6 

31.  No.  1 

30,  No.  24 

31.  No.  1 

21,  No.  47 

22,  No.  31 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publications 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bul¬ 
letin  of  the  Board  of  Standards  and  Appeals  dated 
November  27,  1945— Vol.  30,  No.  48,  through  the  Bulletin 
dated  December  25,  1945 — Vol.  30,  No.  52. 


80G-45-BZ — H.B.B. — 6410-6424  4th  avenue  (6408  dis-  January  3,  1946,  10  A.M.  and  2  P.M. 

played)  and  369-379  65th  street,  northwest  corner  (Block  - - 

5817,  part  of  Lot  36),  Borough  of  Brooklyn,  Alt.  3556-45.  January  8,  1946,  10  A.M.  and  2  P.M. 


807-45-A — H.B.B. — 831-851  65th  street,  north  side,  180  ft.  January  15,  1946,  10  A.M.  and  2  P.M. 

west  of  9th  avenue  (1st  floor);  (Block  5742,  Lot  54),  - 

Borough  of  Brooklyn,  Alt.  3952-45.  January  22,  1946,  10  A.M.  and  2  P.M. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


January  29,  1946,  10  A.M.  and  P.M. 


February  5,  1946,  10  A.M. 


February  13,  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chairman. 


RULES 


OIL  BURNER  RULES 


35?. 0^ 

K&vJ 

(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 
1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE :  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 

rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  .connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  ( V2 ")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  04)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eights  ()4)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  04)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  04)  inch 
thick. 

2.12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,’’  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT :  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2 1/2)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE :  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallops  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE;  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 
No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO'  in  the  flue  gas  shall  be  maintained  at  hot 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of_  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 

tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust, 
the  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked, .  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less  • 

Tanks  36  in.  in  diameter  and  less — A  in. 
shell,  J4  >n-  heads. 

Tanks  37  to  72  in.  in  diameter — A  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  A  in.  heads. 

Tanks  over  120  in  in.  diameter  to  be  of 
A  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  re- 
tangular  tanks. 

5.1.5  Diameter  and  spacing  of  rivets : 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  nA  in-  thick,  A  in.  in  diameter 
rivets  2(4  in.  pitch. 

In  shell  5/16  in.  thick,  A  in.  in  diameter 
rivets  2A  in.  pitch. 

In  shell  Ys  in.  thick,  A  in.  in  diameter 
rivets  2*4  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  Ys  of  an  inch  in 
diameter  and  spaced  not  more  than  2;4 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers.  . 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  moans 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  (A")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight ;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gal’ons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  A  inch  and  the  minimum 
thickness  of  roof  plates  A  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

TxE 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch) . 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
05")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  _  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feel 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  Y in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  Y\"  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  o: 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  ( 2 ')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and .  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  _  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  Ya"  in  thickness. 
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6.4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1^4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 


If  distant  30  feet .  24,000 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000 

If  distant  60  feet .  60,000 

If  distant  75  feet .  96,000 


If  distant  85  feet,  or  more  100,000 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1A)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (J4)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (1  A)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 

6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 

•  tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

Rule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminium  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  06") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1:A)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  witnout  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1  A")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  'A  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 
If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or 
electric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (273;  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 

.  the  lowest  floor  of  a  building  shall  not  be 

larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 
legibly  labeled  “Remote  Control  for  Oil  Burner.” 

On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Eire 
Commissioner. 

10.1.2  Applications  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  tire  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
C09  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installation* 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 


10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
*  in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  llA  times  the 
working  pressure. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks  and 
Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  h* 
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14.5  The  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 


reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 


Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following : 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furances  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  Vi"  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons' 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addition  to  the  instruction  card  herein  provided 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941  under  the  provisions  of  C-26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  to  May  1, 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers”  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Sta)id- 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.  1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  or  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2. 1  The  term  “SPRAY  or  SPRAYING  SPACE” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 


the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures,  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 
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2.9  The  term  “CERTFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths,  Spray 
Rooms,  Dip  and  Immersing  Rooms, 
Drying  Equipment  and  Material  Stor¬ 
age  Rooms. 

4 . 1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  adminis¬ 
trative  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  %"  unsanded  gypsum 
plaster  or  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  draining 
system  or  the  public  sewer,  shall  not  be  per¬ 


mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 
opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (54)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
opening. 

The  lighting  equipment  shall  comply  with 
rule  4. 5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
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gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless  . 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute ; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 


tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4.3.2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 
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4. 4. SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36”)  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diamteer  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  {%") 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact,  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  fluores¬ 
cent  light  or  other  electrical  equipment  shall 


be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  for  use 
in  explosive  atmosphere  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4. 3. 2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4. 5. 2. Lighting  Fixtures. 

4.5.2. 1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5.2.2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with 
explosion-proof  interlocking  switch 
precluding  the  removal  of  the  plug 
when  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en- 
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gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  llexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 


5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinets  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  doors  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 

shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  administrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located ; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa¬ 
city,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand- 
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ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
C19-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  proznsions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  folloivs : 

Section  C19-152.0  of  the  Administrative  Code,  “ Any  per¬ 
son  zvho  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  lazv  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accummulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently ; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  Installations. 

8. 1  These  rules  shall  be  retroactive  in  the  following  respects : 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray  Rooms, 
Dip  and  Immersing  Rooms,  New  Drying 
Equipment,  and  Material  Storage  Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electrical  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in'  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Minutes  of  Regular  Meeting  of  Thursday  Morning, 
January  3,  1946,  Affecting  Calendar  Numbers  345-36- 
BZ,  588-45-BZ,  593-45-BZ,  618-45-BZ,  556-45-BZ, 

51-30-BZ,  352-45-BZ,  701-45-BZ,  609-45-A,  722-45-A, 
675-45-A.  1345-39-SM,  527-40-SM,  158-41-SM  and 

304-44-SM. 

Minutes  of  Regular  Meeting  of  Thursday  Afternoon, 
January  3,  1946,  Affecting  Calendar  Numbers  718- 
45-A,  764-45-A,  357-45-A,  255-43-A,  163-45-A,  712- 
45-A,  729-45-A,  73-38-BZ,  1175-39-BZ,  926-28-BZ, 

141-33-BZ,  175-44-BZ,  842-39-BZ  and  433-38-SM. 

Rules  for  Use  of  Methyl  Chloride  in  Class  B  and  C 
Refrigerating  Systems. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  in. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  he  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  1,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

808-45-BZ — H.B.Bx. — South  side  of  Eastern  (Bruckner) 
boulevard,  190.72  ft.  west  of  Zerega  avenue  (Block  3701, 
Lot  54),  Borough  of  The  Bronx,  Amendment  to  N.B. 
570-38. 


809-45-A — H.B.Q. — 102-14  to  102-16  37th  avenue,  south 
side,  50.05  ft.  west  of  103rd  street  (Block  1768,  Lot  9), 
Corona,  Borough  of  Queens,  Alt.  396-45. 


810-45-BZ — H.B.Bx. — 1835  Carter  avenue,  east  side, 
208.77  ft.  north  of  Prospect  place  (Block  2892,  Lot  54), 
Borough  of  The  Bronx,  Amendment  to  Alt.  617-45. 


811-45-BZ — H.B.R. — -172  Richmond  avenue,  west  side, 
55  ft.  north  of  Harrison  street  (Block  1077,  Lot  51), 
Port  Richmond,  Borough  of  Richmond,  Alt.  157-45. 


812-45-A— H.B.M.— 501-521  West  16th  street,  500-528 
West  17th  street  and  97-111  10th  avenue,  entire  block 
(Block  688,  Lot  21),  Borough  of  Manhattan,  Alt.  1653-45. 


813-45-SA — Salvajor  (dishwasher),  Appliance. 


814-45-A — H.B.M. — 266-267  West  street,  east  side,  44  ft. 
2y2  in.  north  of  Vestry  street  (Block  223,  Lot  5),  Bor¬ 
ough  of  Manhattan,  Amendment  to  N.B.  241-44. 


815-45-A — H.B.M. — 62-68  Vestry  street,  north  side,  85  ft. 
134  in.  east  of  West  street  (Block  223,  Lot  1),  Borough 
of  Manhattan,  Amendment  to  Alt.  1614-45. 


816-45-A — H.B.R. — 2865  Richmond  avenue  and  10  Yukon 
avenue,  southeast  corner  (Block  2460,  Lot  100),  New 
Springville,  Borough  of  Richmond,  N.B.  219-45. 


817-45-SM— Tel-O-Post  (all  steel  telescopic  screw  jack, 
basement  column),  manufactured  by  Tel-O-Post  Co., 
Inc.,  Material. 


818-45-A — H.B.Bx. — 1445-1449  Unionport  road,  west  side, 
81.51  ft.  south  of  McGraw  avenue  (1st  floor);  (Block 
3932,  Lots  178,  179  and  180),  Borough  of  The  Bronx, 
Amendment  to  N.B.  189-45. 


819-45-BZ — H.B.Q. — 103-48  Lefferts  boulevard,  west  side, 
93.66  ft.  north  of  Liberty  avenue  (Block  9556,  Lots  26 
and  27),  Richmond  Hill,  Borough  of  Queens,  Alt. 
2164-45. 


820-45-A — F.D. — 120-55  Queens  boulevard,  northeast 
corner  of  Union  turnpike  (Block  2274,  Lot  2),  (1st 
floor);  Kew  Gardens,  Borough  of  Queens,  1114-LC. 


821-45-SA — Instant  Heat  Oil  Burner,  Appliance. 


822-45-BZ — H.B.B. — 1573-1575  McDonald  avenue,  east 
side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot  58), 
Borough  of  Brooklyn,  Alt.  1826-45. 


823-45-A — F.D. — 135  Wooster  street,  west  side,  94  ft. 
north  of  Prince  street  (Block  515,  Lot  36),  Borough  of 
Manhattan,  43104-LC. 

Restored  to  Calendar. 

842-39-BZ — H.B.B. — 963-985  Rutland  road,  north  side, 
between  East  92nd  and  East  93rd  streets  (Block  4595, 
Lots  54,  62  and  64  to  67,  inclusive),  Borough  of  Brook¬ 
lyn,  Applic.  1968-39. 


433-38-SM — Saylor’s  Velvet  Mortar  Cement,  manufac¬ 
tured  by  Coplay  Cement  Manufacturing  Co.,  Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings.  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — -De¬ 
partment  of  Housing  and  Buildings,  Queens ;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department.  ' 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)  .  .  .Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ...  Jan. 

Oil  Burner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint.  Varnish  and  Lacquer 

Spraying  Rules  . Jan. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Dec. 
Smoking  in  Factories,  Rules  for.... Nov. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations.  Reporting.  ..  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)... Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 

12,  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945 — Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
1,  1946— Vol.  31,  No.  1 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
11,  1945— Vol.  30,  No.  50 

6,  1945— Vol.  30,  No.  45 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publications 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  dated  November 
27,  1945 — Vol.  30,  No.  48,  through  the  Bulletin  dated  De¬ 
cember  25,  1945— Vol.  30,  No.  52. 

January  8,  1946,  10  A.M.  and  2  P.M. 


January  15,  1946,  10  A.M.  to  2  P.M. 


January  22,  1946,  10  A.M.  to  2  P.M. 


January  29,  1946,  10  A.M.  and  2  P.M. 


February  5,  1946,  10  A.M. 
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HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

THURSDAY  MORNING,  JANUARY  3,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  APPLICATIONS 

345-36-BZ 

APPLICANT— Ira  B.  Livingston,  for  John  Seinfeld, 
owner. 

SUBJECT— Application  reopened  July  3,  1945— Application 
(decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  alteration  and  conver¬ 
sion  of  occupancy  of  basement  of  existing  mulitple 
dwelling  to  stores. 

PREMISES  AFFECTED— 2095  Grand  Concourse,  west 
side,  93.63  ft.  north  of  East  180th  street  (Block 
3161,  Lot  26),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1946  at 
10  A.M.  at  the  request  of  the  Board,  to  permit  an 
inspection  by  a  committee  of  the  Board  and  for 
further  consideration. 


588-45-BZ 

APPLICANT — Norman  Lederer,  for  Far  Rockaway  Lum¬ 
ber  Co.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  of  a  shed  to  store  lumber. 

PREMISES  AFFECTED— 21-06  New  Haven  avenue, 
north  side,  250  ft.  west  of  Beach  20th  street  (Block 
215,  Lot  4),  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Norman  Lederer. 

For  Opposition :  David  Ivrauss  and  Leo  Bresler. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
10  A.  M.,  for  decision  without  further  argument. 


593-45-BZ 

APPLICANT — M.  Martin  Elkind,  for  Home  Life  Insur¬ 
ance  Co.*,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  D  area,  the 
erection  of  a  garage  and  laundry  to  occupy  the 
entire  lot. 

PREMISES  AFFECTED— 104-03  101st  street  and  101-02 
Liberty  avenue,  southeast  corner  (Block  9522,  Lot 
1),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks, 
Margaret  Carmosimo,  Maria  Nicola  Avella, 
John  Weller,  Susie  Mele,  Catherine  Boos,  Jen¬ 
nie  Ambrosio,  Virginia  Dolin,  and  George  Boos. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Laid  over  to  January  29,  1946  at 
10  A.  M.,  for  an  inspection  by  a  committee  of  the 
Board  and  decision  by  the  Board,  without  further 
argument. 

618-45-BZ 

APPLICANT — Albert  J.  Appell,  for  Charlotte  H.  Appell, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7e  of  the  zoning 
resolution,  to'  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  club,  bowling  alleys,  ban¬ 
quet  hall  and  dwelling  to  retail  stores,  offices  and 
dwelling. 

PREMISES  AFFECTED — 448  West  51st  street,  south 
side,  243  ft.  9  in.  east  of.  10th  avenue  (Block  1060, 
Lot  154),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  J.  Appell. 

For  Opposition:  Rev.  Hugh  Gilmartin. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1946  at 
10  A.M.,  for  decision  by  the  Board. 


556-45-BZ 

APPLICANT — Joel  D.  Marder,  for  Newspaper  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  B  area,  the  erec¬ 
tion  of  a  six  story  fireproof  addition  to  existing  five 
story  factory  building  fronting  West  34th  street;  to 
connect  the  two  buildings  at  each  floor  with  fire¬ 
proof  horizontal  exit;  to  replace  present  wood 
stairway  with  lawful  fireproof  enclosed  stairway,  to 
install  subdividing  partitions  and  an  elevator. 

PREMISES  AFFECTED — 410-412  West  34th  street,  south 
side,  120  ft.  west  of  9th  avenue,  and  405-407  West 
33rd  street  (Block  731,  Lots  53,  36  and  37),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joel  D.  Marder  and  Jacob  Brenner. 
For  Opposition:  Rev.  John  J.  Kiernan,  Leo  S. 
Herzog,  John  W.  Tynan  and  Richard  N. 
Crockett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant,  after  discusison. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 


51-30-BZ 

APPLICANT — T.  H.  Engelhardt,  for  Cord  Meyer  Devel¬ 
opment  Co.,  owner. 

SUBJECT — Application  reopened  October  2,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent)  un¬ 
der  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence,  business  and  retail  use  district,  the 
extension  of  the  kitchen  facilities  into  the  garage 
area  (garage  previously  granted  by  the  Board). 

PREMISES  AFFECTED — 112-01  to  112-19  Queens  boule¬ 
vard,  75-01  to  75-09  112th  street,  northeast  corner 
and  112-16  to  112-40  75th  avenue  (Block  2264,  Lots 
73  and  79),  Forest  Hills,  Borough  of  Queens. 
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MINUTES 


APPEARANCES— 

For  Applicant:  T.  H.  Engelhardt. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (51-30-BZ) 

Whereas,  this  application,  under  sections  7g  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  and  also  the  installation  of  a  gasoline  service  sta¬ 
tion,  affecting  premises  112-01  and  112-19  Queens  boulevard, 
75-01  to  75-09  112th  street,  northeast  corner,  and  112-16  to 
112-40  75th  avenue  (Block  No.  2264,  Lot  Nos.  79  and  73) 
Forest  Hills,  Borough  of  Queens,  was  granted  by  the  Board 
April  8,  1930,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  from  time  to  time 
and  last  amended  January  20,  1942;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  2,  1945  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  January  3,  1946,  after  due  notice  by  publication  in  its 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Queens  boulevard  is  in  a  retail  and 
business  use,  E  area  and  Class  Y,  height  district ;  75th  ave¬ 
nue  is  in  a  residence  and  business  use,  D  and  E  area  and 
Class  Ya  height  district  and  112th  street  is  in  a  business  use, 
D  and  E  area,  Class  Ya  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  6,  1945,  re  Alt.  Applic.  1525-45,  reads : 

“1.  As  this  building  was  approved  by  the  Board  of 
Standards  and  Appeals  under  Cal.  51-30-BZ,  any 
changes  would  have  to  be  approved  by  that  Board.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  288  ft.  frontage  by  275  ft.  in  depth,  on  which  is  located 
a  building  261  ft.  front  by  247.84  ft.  in  depth,  3  stories 
(33.5  ft.)  in  height,  of  Class  1  and  3  construction;  that  it  is 
proposed  to  extend  the  kitchen  into  the  garage  directly 
above  on  the  2nd  story,  with  independent  fireproof  enclosed 
stairway  leading  to  the  street  and  with  minor  alterations  to 
the  present  kitchen ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
extend  the  kitchen  facilities  into  the  garage  area  on  the 
2nd  story  directly  above  present  kitchen  area,  with  inde¬ 
pendent  and  fireproof  enclosed  stairway  leading  to  the 
street ;  that  this  area  will  be  subdivided  for  employees’  locker 
and  toilet  room  facilities,  to  properly  accommodate  number 
now  employed ;  storage  rooms  to  accommodate  storage  now 
in  the  kitchen  area,  which  is  objectionable  to  the  Department 
of  Health ;  Manager’s  private  office  and  auxiliary  kitchen 
for  specialties  served  on  the  premises ;  that  the  exterior,  with 
exception  of  cutting  in  two  windows  for  toilet  room  ventila¬ 
tion  will  not  be  altered  in  any  way;  that  the  first  story 
alterations  will  consist  of  new  enlarged  public  toilet  rooms, 
removal  of  serving  pantry,  present  toilet  rooms  and  minor 
interior  alterations  to  accommodate  more  modern  equipment ; 
that  the  enlargement  was  not  contemplated  when  restaurant 
kitchen  was  orginally  installed,  but  is  necessary  for  proper 
operation  of  the  same,  to  enable  tenant  to  comply  with  more 
stringent  Health  Dep’t  regulations,  on  account  of  the  addi¬ 
tional  number  of  people  now  employed,  caused  by  increased 
business  due  to  domestic  health  problems  ;  and 

Whereas,  on  April  8,  1930,  the  Board  under  Section  7g, 


granted  a  variation,  permitting  the  erection  and  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  and  a  gaso¬ 
line  service  station  on  the  southeast  corner  of  Queens  boule¬ 
vard  and  112th  street;  that  the  plot  had  a  frontage  of  275 
ft.  on  75th  avenue,  112  ft.  on  112th  street  and  108  ft.  on 
Queens  boulevard;  and 

Whereas,  on  February  9,  1937  the  Board  denied  an  ap¬ 
plication  to  amend  the  resolution  in  regard  to  signs ;  and 

Whereas,  on  April  6,  1937,  May  11,  1937  and  February 
1,  1938,  the  Board  amended  the  resolution  as  to  open¬ 
ings  and  signs ;  and 

Whereas,  on  June  14,  1938,  the  Board  amended  the  reso¬ 
lution  as  to  the  height  of  the  garage;  and 

Whereas,  on  November  1,  1938,  the  Board  amended  the 
resolution  as  to  the  extension  of  a  restaurant  in  the  build¬ 
ing;  and 

VVhereas,  on  December  6,  1938,  the  Board  amended  the 
resolution  as  to  signs ;  and 

Whereas,  on  June  4,  1940,  the  Board  denied  a  reopening 
re  amendment  of  the  resolution  as  to  signs;  and 

Whereas,  on  February  11,  1941,  the  Board  amended  the 
resolution  as  to  signs  and  on  September  16,  1941,  further 
amended  the  resolution  as  to  signs  and  on  January  20,  1942, 
again  amended  the  resolution  as  to  signs. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  8,  1930,  as  amended 
by  resolutions  adopted  through  January  20,  1942,  so  that 
as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Ap¬ 
peals  does  hereby  make  a  variation  in  the  appli¬ 
cation  of  the  use  district  regulations  of  the  zoning  reso¬ 
lution  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  exceed 
in  height  four  stories  above  grade  and  shall  be  con¬ 
structed  fireproof,  substantially  in  accordance  with  the 
plans,  as  to  design,  plan  and  layout,  filed  in  this 
appeal;  that  the  exterior  of  the  building  on  all  sides 
shall  be  finished  with  light-colored  face  brick  with 
dark-colored  face  brick  trim,  architectural  terra  cotta 
or  natural  stone  trim ;  that  there  shall  be  no  vehicular 
opening  on  the  75th  avenue  frontage;  that  any  door 
openings  on  the  75th  avenue  front  shall  not  execeed  a 
width  of  3  ft.  8  in. ;  that  no  gasoline  pumps  shall 
be  installed  within  10  ft.  of  any  street  building  line; 
that  there  shall  be  incorporated  on  the  building  line 
at  street  frontage  a  concrete  curb  not  less  than  12 
in.  in  width  and  not  less  than  5  in.  in  height  with 
rounded  top  for  a  distance  of  not  less  than  5  ft. 
from  the  southerly  interior  line  and  for  a  length 
of  not  less  than  8  ft.  opposite  each  of  the  pump 
islands,  permitting  the  three  entrances  to  the  premises 
not  more  than  25  ft.  in  width  from  Queens  boulevard 
and  one  entrance  not  more  than  30  ft.  in  width  from 
Seminole  avenue,  with  curb  cuts  opposite  each  such 
opening  not  exceeding  35  ft.  in  width  each;  that  adver¬ 
tising  display  shall  be  restricted  to  the  glass  globes 
of  the  gasoline  pumps  and  to  a  flat  wall  sign  attached 
to  that  portion  of  the  building  used  as  a  garage  and 
to  one  electric  sign  on  the  roof  over  the  garage  en¬ 
trance  and  signs  on  the  street  front  of  the  portion  of 
the  building  used  for  restaurant  purposes  as  permitted 
under  Cal.  No.  31-38-A-WF ;  and  also  permitting  one 
post  standard  erected  within  the  building  line  towrard 
the  easterly  side,  near  the  easterly  interior  lot  line,  for 
supporting  a  sign  that  may  be  illuminated,  advertising 
solely  the  brand  of  gasoline  for  sale;  that  in  the  event 
the  owner  desires  to  add  additional  stories  to  the  exist¬ 
ing  one  story  garage  erected  pursuant  to  resolution 
adopted  by  the  Board,  that  such  additional  stories  may 
be  added,  not  to  exceed  a  total  of  4,  as  permitted  in 
the  resolution  adopted  on  April  8,  1930  on  condition 
that  all  the  requirements  of  this  resolution  shall  be 
complied  with  and  that  no  sign  shall  be  erected  upon 
the  roof  of  the  building  as  increased  in  height  without 
the  approval  of  this  Board  and  that  all  permits  for 
additional  construction  work  shall  be  obtained  and  all 
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work  completed  within  one  year  from  the  date  of  this 
action. 

‘‘Resolved  further,  that  in  the  event  it  is  desired  to 
extend  the  area  of  the  first  floor,  now  occupied  by  a 
restaurant,  for  additional  kitchen  area,  such  extension 
may  be  made  by  reducing  the  space  now  occupied  as 
a  part  of  the  garage,  provided  the  space  is  not  later 
restored  to  garage  use ;  that  a  permanently  affixed 
illuminated  sign  may  be  attached  below  the  coping 
course  near  the  top  of  the  second  story  facing  Queens 
boulevard,  reading  ‘Seminole  Garage’,  provided  such 
sign  is  rectangular  in  shape,  not  exceeding  32  feet  in 
length  and  2  feet  in  width,  substantially  as  indicated  on 
revised  plans  marked  ‘Received  December  2,  1938.’ 

“Resolved  further,  that  in  the  event  the  owner  desires 
to  add  to  the  garage,  the  adjoining  space  to  the  east, 
known  as  Lot  73,  Block  2264,  with  a  frontage  of  72  ft. 
6  in.  on  Queens  boulevard,  and  to  erect  thereon  a  one- 
story  addition  to  be  occupied  toward  the  front  for 
lubrication  and  toward  the  rear  for  minor  repair  work, 
such  extension  and  addition  may  be  permitted  under 
Section  7c  on  condition  that  the  building  shall  be  erected 
substantially  as  indicated  on  plans  marked  ‘Received 
December  31,  1940’  except  that  no  portion  of  the  build¬ 
ing  shall  be  constructed  within  the  residence  area ;  that 
the  building  shall  not  exceed  one  story  in  height  and 
shall  be  protected  throughout  with  a  sprinkler  system ; 
that  the  minor  repair  work  shall  be  carried  on  ex¬ 
clusively  in  the  rear  portion  and  shall  consist  only  of 
such  minor  repairing  as  can  be  accomplished  by  hand 
tools ;  that  fhe  lubrication  portion  shall  be  toward  the 
front  as  indicated,  with  openings  from  the  gasoline 
selling  area  and  no  openings  directly  from  Queens 
boulevard ;  that  any  windows  erected  in  the  rear  wall 
shall  be  constructed  of  approved  glass  block  with  no 
openings  therein ;  that  skylights  shall  be  erected  not 
nearer  than  10  ft.  to  side  building  line;  that  the  ad¬ 
ditional  gasoline  selling  area  shall  be  cement  paved ; 
that  no  signs  shall  be  erected  on  this  portion  of  the 
building  except  painted  signs  on  the  plate  glass  win¬ 
dows;  that  the  existing  banjo  sign,  6  ft.  in  diameter, 
may  be  maintained  in  its  present  location,  provided 
such  sign  is  within  the  building  line  and  advertises  only 
the  brand  of  gasoline  on  sale;  that  no  other  sign  shall 
be  erected  extending  beyond  the  building  line  nor  in 
addition  to  those  herein  permitted ;  that  the  existing 
bracket  sign  4  ft.  in  diameter  attached  to  the  addition 
of  the  garage  building,  may  be  maintained  in  its  pres- 

?etit  location,  provided  such  sign  is  within  the  building 
line  and  advertises  only  the  brand  of  gasoline  on  sale; 
that  no  other  signs  shall  be  erected  and  no  signs  shall 
extend  beyond  the  building  line  nor  be  in  addition  to 
those  herein  permitted. 

“Resolved  further,  that  the  restaurant  area  may  be 
further  increased,  by  reducing  the  space  occupied  by 
the  garage,  as  indicated  on  plans  filed  with  this  ap¬ 
plication  marked  ‘Received  November  9,  1945’,  con¬ 
sisting  of  a  space  on  the  first  floor  for  new  toilets  and 
a  space  on  the  second  floor  at  the  northwest  corner, 
for  kitchen  dtid  other  purposes  in  connection  with  the 
restaurant,  on  condition  that  such  space  and  all  parts 
of  the  restaurant  shall  be  separated  from  the  garage 
use  by  three-hour  fireproof  construction ;  with  no  open¬ 
ings  from  such  restaurant  space  to  such  garage  space ; 
that  the  space  within  the  restaurant  shall  comply  with 
all  requirements  therefor;  that  such  portable  fire-fight¬ 
ing  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  the  sprinkler  system  shall 
be  maintained  throughout  the  garage  and  restaurant 
area  in  accordance  with  the  requirements  therefor ;  that 
in  all  other  respects,  the  resolution  of  the  Board  adopted 
April  8,  1930  as  amended  through  January  20.  1942 
shall  be  complied  with ;  that  all  permits  for  such  pro¬ 
posed  new  work  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


352-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Nathan  Ossip, 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  re¬ 
construction  of  gasoline  service  station  with  a  new 
building,  to  install  two  additional  550  gallon  gaso¬ 
line  storage  tanks  and  to  re-arrange  pumps. 
PREMISES  AFFECTED— 81-22  Rockaway  boulevard, 
94-38  82nd  street,  southwest  corner  and  81-09  to 
81-17  95th  avenue  (Block  9010,  Lot  26),  Wood- 
haven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  . : .  0 

THE  RESOLUTION  (352-45-BZ) 

Whereas,  Lama  and  Proskauer,  for  Nathan  Ossip,  owner, 
filed  May  29,  1945,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
reconstruction  of  a  gasoline  service  station  with  a  new  build¬ 
ing,  to  install  two  additional  550  gallon  gasoline  storage  tanks 
and  to  re-arrange  the  pumps;  affecting  premises  81-22 
Rockaway  boulevard,  94-38  82nd  street,  southwest  corner 
and  81-09  to  81-17  95th  avenue  (Block  9019,  Lot  26),  Wood- 
haven,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  January  3,  1946,  after  due  notice  by  publication  in  its 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Rockaway  boulevard  is  in  a  business 
use,  D  area  and  Class  1  height  district ;  95th  avenue  and 
82nd  street  are  in  a  residence  and  business  use,  D  area  and 
Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  16,  1945,  re  N.B.  App.  175-45,  reads: 

“1.  The  construction  of  a  new  building  for  use  as 
an  office,  lubritorium  and  auto  laundry,  on  an  existing 
gasoline  station  located  in  a  business  district,  is  con¬ 
trary  to  article  2,  section  4,  subsec.  46  of  the  Zoning 
Law.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  1 13.26  ft.  frontage  by  96.92  ft.  in  depth,  irregular,  on 
which  is  to  be  constructed  a  building  62  ft.  front  by  28  ft. 
deep,  one  story  (14  ft.  6  in.)  in  height,  of  Class  3  con¬ 
struction;  that  it  is  proposed  to  demolish  the  existing 
structure  and  construct  a  one-story  building  to  house  an 
office,  automobile  laundry,  and  lubritorium ;  also  to  install 
two  additional  550  gallon  gasoline  storage  tanks  and  to 
re-arrange  the  pumps ;  and 

Whereas,  the  applicant  contends  that  the  premises  has 
a  frontage  of  121.29  ft.  on  Rockaway  boulevard,  113.26  ft. 
on  95th  avenue,  95.80  ft.  on  the  westerly  lot  line  and  12.04 
ft.  on  82nd  street;  that  it  is  presently  improved  with  a 
gasoline  service  station  which  was  erected  prior  to  1925, 
and  with  an  office  20  ft.  6  in.  by  20  ft.  6  in.,  one  story  in  height, 
two  open  grease  pits,  two  550  gallon  gasoline  storage  tanks 
and  pumps ;  that  the  owner  intends  to  demolish  the  existing 
structure  and  erect  a  modern  one-story  building  62  ft.  by  28 
ft.  to  house  an  office,  automobile  laundry  and  lubritorium ; 
alsd  to  install  two  additional  550  gallon  gasoline  storage 
tanks  and  re-arrange  the  pumps,  as  shown  on  plans  filed 
with  this  application ;  that  inasmuch  as  this  application  is 
for  the  reconstruction  of  a  building  on  an  existing  gasoline 
service  station,  the  proposed  improvements  will  be  bene¬ 
ficial  to  the  general  surroundings;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution ;  and 

Whereas,  the  records  of  the  Department  of  Housing 
and  Buildings  indicate  that  under  N.B.  6780-25,  a  permit 
was  issued  for  erection  of  an  office  building  for  a  proposed 
gasoline  service  station  on  Lot  26,  Block  322  (now  known 
as  Block  9010),  southwest  corner  of  Rockaway  boulevard 
and  82nd  street.  The  lot  is  described  as  having  a  frontage 
on  95th  avenue  of  113  ft.,  on  82nd  street  of  14  ft.  and  a 
rear  line  between  95th  avenue  and  Rockaway  boulevard 
of  95  ft.,  no  dimension  given  along  Rockaway  boulevard. 
The  building  is  recorded  as  completed  September  29,  1925; 
and 

Whereas,  the  records  of  the  Fire  Department  indicate 
that  Plan  684-25  was  approved  April  29,  1945  for  two 
gasoline  tanks,  550  gallons  capacity  each  and  two  pumps ; 
that  yearly  permits  were  issued  from  1925  through  1930 ; 
that  under  Plan  1082-29,  an  additional  tank  and  pump  were 
permitted;  that  permits  were  thereafter  issued  for  1931 
through  1941  ;  that  the  premises  were  found  vacated  in 
1941  until  July  1945,  when  the  tanks  were  reopened,  permit 
issued  for  the  years  during  vacancy  and  up  to  August  1946  ; 
that  during  these  years,  the  dimensions  of  the  plot  are 
variously  given,  but  at  no  time  corresponding  to  the  dimen¬ 
sions  as  filed  with  the  Department  of  Housing  and  Build¬ 
ings. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  here  is  granted  under  section  7c  thereof, 
to  permit  the  lawfully  existing  gasoline  service  station  to 
be  reconstructed  and  re-arranged  substantially  as  indicated 
on  plans  filed  with  this  application,  marked  “Received  May 
29,  1945”,  except  as  hereinafter  reopened  on  condition  that 
all  existing  structures  shall  be  removed  from  the  premises 
and  the  premises  shall  be  leveled  substantially  to  the  grade 
of  surrounding  streets  ;  that  the  accessory  building  shall  be 
erected  along  the  westerly  rear  lot  line,  designed  and  ar¬ 
ranged  substantially  as  indicated,  except  that  the  building 
shall  be  moved  toward  Rockaway  boulevard,  so  as  to  leave 
a  space  not  less  than  10  ft.  between  the  southerly  wall  of 
the  accessory  building  and  the  lot  line  of  95th  avenue ; 
that  the  accessory  building  shall  comply  with  the  require¬ 
ments  of  the  Building  Code  therefor ;  that  no  windows  or 
other  openings  shall  be  erected  in  tbe  westerly  wall ;  that 
on  the  interior  lot  lines  to  the  west  and  to  the  north,  there 
shall  be  erected  a  fence  which  may  be  of  wood,  provided 
same  is  erected  upon  a  concrete  base  not  less  than  1  ft.  in 
height ;  that  the  fence  including  the  base,  shall  be  not  less 
than  5  ft.  in  height ;  that  curb  cuts  shall  be  restricted  to 
two,  to  Rockaway  boulevard  not  more  than  35  ft.  in  length 
each,  no  part  of  any  curb  cut  to  be  nearer  than  5  ft.  from 
the  lot  line  to  the  west  or  to  the  east  and  to  not  more 
"ban  two  curb  cuts  to  95th  avenue,  each  not  over  25  ft. 
in  width  and  not  nearer  than  5  ft.  to  the  easterly  lot  line 
as  extended ;  that  all  existing  curb  cuts  shall  he  removed 
and  curbing  restored;  that  new  sidewalks  shall  be  con¬ 
structed  on  all  street  fronts ;  that  the  entire  premises,  where 
not  occupied  by  accessory  building  and  pumps  and  planting 
as  shown,  shall  be  surfaced  with  concrete  or  colprovia ; 
that  any  gasoline  pumps  erected  shall  be  not  nearer  than  10 
ft.  to  tbe  street  building  line  on  Rockaway  boulevard ;  that 
the  gasoline  storage  tanks  shall  not  exceed  four ;  that  the 
accessory  building  shall  be  arranged  for  office,  greasing 
and  laundry  accessory  uses ;  that  the  boiler  room  shall  be 
separated  from  the  balance  of  the  building  by  fireproof 
construction  and  enterable  only  from  the  exterior ;  ^hat 
the  greasing  racks  shall  be  of  the  hydraulic  type ;  that 
no  signs  shall  be  erected  on  the  premises,  except  that  there 
may  he  a  permanent  sign  attached  to  the  accessory  build¬ 
ing  and  the  illuminated  globes  of  the  pumps,  but  permitting 
two  posts  to  be  erected  within  the  building  line,  each  for 
supporting  a  sign  which  may  be  illuminated,  advertising- 


only  the  brand  of  gasoline  on  sale,  permitting  such  sign  to 
extend  beyond  the  building  line  for  a  distance  of  not 
more  than  four  feet ;  that  planting  areas  properly  curbed, 
shall  also  be  maintained  in  addition  to  the  space  indicated 
near  the  intersection  at  82nd  street  also  to  the  south  and 
north  of  the  accessory  building ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  tbe  fire  com¬ 
missioner  shall  direct;  that  complete  plans  shall  be  sub¬ 
mitted  within  two  months,  for  approval  before  filing  same 
with  the  Borough  Superintendent ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


701-45-BZ 

APPLICANT— Robert  J.  Farrington,  for  Krauss  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7i  of  the  zoning  res¬ 
olution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  from  stores  and  welding  to 
auto  showroom  and  service  station,  motor  vehicle 
repair  shoo  and  garage  for  more  than  five  cars. 
PREMISES  AFFECTED— 700-710  Southern  boulevard 
and  1031  Leggett  avenue,  northeast  corner  (Block 
2729,  Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  J.  Farrington,  Allan  B. 

Bates  and  Harry  Lefkowitz. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (701-45-BZ) 

Whereas,  Robert  J.  Farrington,  for  Krauss  Service  Sta¬ 
tion,  Inc.,  owner,  filed  November  14,  1945,  an  application 
under  sections  A  and  7i  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  and  ex¬ 
tension  of  a  building  from  stores  and  welding  to  auto  show¬ 
room  and  service  station,  motor  vehicle  repair  shop  and 
garage  for  more  than  five  cars;  affecting  premises:  700-710 
Southern  boulevard  and  1031  Leggett  avenue,  northeast  cor¬ 
ner  (Block  2729,  Lot  1),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  3,  1946,  after  due  notice  by  publication  in  its 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Southern  boulevard  is  in  a  business 
use,  B  area  and  Class  \y2  and  2  height  district  and  Leggett 
avenue  is  in  a  business  and  unrestricted  use,  B  area  and 
Class  1  y2  and  2  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  23,  1945,  re  Alt.  App.  663-45,  reads: 

“1.  No  building  in  a  business  use  district  may  be 
used  for  automobile  service  station,  motor  vehicle  re¬ 
pair  shop  or  garage  for  more  than  five  cars.  Sec.  4. 
Zone  Resolution. 

“2.  No  building  may  be  used  as  a  service  station  or 
garage  for  more  than  five  cars,  which  is  within  200 
feet  of  a  public  school  playground.  Sec.  21-A  Zone 
Resolution. 

“3.  The  resolution  of  the  Board  of  Standards  gnd 
Appeals  Cal.  No  306-25-BZ  printed  in  Bulletin  No.  40, 
Vol.  10,  and  approved  on  Oct.  9,  1925,  restricted  40  ft. 
frontage  to  garage  use.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  116  ft.  8  in.  frontage  by  101  ft.  4  5-18  in.  in  depth,  on 
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which  is  located  a  building  116  ft.  8  in.  front  by  82  ft.  deep, 
one  story  (15  ft.)  in  height,  of  Class  3  construction  and 
that  it  is  proposed  to  alter  and  extend  present  building; 
that  there  will  be  no  gasoline  storage,  welding,  body  or 
fender  work ;  and 

Whereas,  the  applicant  contends  that  the  westerly  100 
feet  of  the  premises  fronting  on  Southern  boulevard  are  in 
a  business  use  district  and  the  rear  portion  is  in  an  unre¬ 
stricted  district ;  that  there  is  no  change  in  the  use  zone 
nor  in  the  structures,  either  of  the  subject  lot  or  in  the  sur¬ 
rounding  neighborhood,  since  the  original  application  (Cal. 
306-25-BZ),  except  that  a  factory  in  the  rear  of  applicant’s 
lot  has  been  torn  down  and  replaced  by  a  service  station ; 
that  the  applicant  has  filed  the  consent  of  this  owner  with 
present  application ;  that  the  public  school  shown  at  the 
southwest  corner  of  Southern  boulevard  and  Leggett  ave¬ 
nue  was  in  existence  back  in  1925  and  the  nearest  entrance 
or  exit  into  the  school  premises  is  more  than  200  feet  aw'ay ; 
that  the  school  itself  fronts  on  Fox  street ;  that  under  Cal. 
306-25-BZ,  the  Board  granted  the  use  of  applicant’s  build¬ 
ing  for  the  storage  of  more  than  five  motor  vehicles  in  the 
rear  of  the  stores,  fronting  on  Southern  boulevard  and  the 
premises  were  used  thereafter  and  up  to  year  1941  by  the 
1  Casanova-Nash  Company  as  an  auto  showroom  and  service 
station  for  servicing  their  cars ;  that  a  portion  of  the  ground 
floor  is  used  as  a  welding  shop  with  stores  now  vacant ; 
that  the  present  owner  has  obtained  the  Nash  Agency  and 
intends  to  use  the  premises,  extended  and  altered  as  shown 
on  plans  filed  with  this  application,  for  a  Nash  auto  show¬ 
room  and  to  service  its  cars  in  the  rear  portion  of  the 
J  building;  that  there  will  be  no  gasoline  storage  equipment 
used  on  the  premises,  nor  will  there  be  any  storage  of  gaso¬ 
line,  welding,  body  or  fender  work;  that  this  is  the  same 
use  carried  on  for  so  many  years  by  the  Nash-Casanova 
Co.,  on  these  premises ;  that  the  neighborhood  is  used  for 
garage,  service  stations,  auto  accessory  salesrooms,  particu¬ 
larly  in  Block  2729,  which  is  used  entirely  for  that  purpose ; 
that  in  the  rear  of  the  premises  lie  the  New  Haven  and 
Hartford  Railroad,  gasoline  and  service  stations ;  that  on 
October  23,  1945,  the  Department  of  Housing  and  Buildings 
disapproved  this  alteration  because  the  intended  use  is  con¬ 
trary  to  Section  4  and  21-A  of  the  Zoning  Resolution  and 
because  of  the  restrictions  imposed  by  this  Board  under  Cal. 
306-25-BZ;  that  in  objection  2  of  the  Building  Depart¬ 
ment’s  denial,  the  subject  premises  is  referred  to  as  being 
within  200  feet  of  a  public  school  and  the  applicant  doubts 
the  correctness  of  that  statement ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  .a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
divisions  c  and  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  sections  7c  and  7i 
thereof,  to  permit  the  premises  and  the  existing  building,  as 
granted  by  the  Board  under  Calendar  306-25-BZ,  to  be  ex¬ 
tended  toward  the  east  as  indicated  on  revised  plans  marked 
"  “Received  December  27,  1945”  so  as  to  have  a  total  frontage 
1  on  Leggett  avenue  of  101  ft.  in.  and  to  permit  the  prem- 

>  ises  to  be  ocupied  as  a  service  station  and  repair  shop  for 

an  automobile  agency  ocupying  the  entire  premises,  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  by  the 
Board  under  Cal.  306-25-BZ  on  October  9,  1925,  shall  be 
|  complied  with  in  all  other  respects ;  that  there  shall  be  no 
u  vehiclular  openings  from  the  premises  through  to  Southern 
boulevard ;  that  no  openings  shall  be  constructed  in  the  lot 
line  walls  to  the  north  and  east;  that  all  existing  signs  not 
‘  in  compliance  with  the  zoning  resolution,  including  roof 
sign  structures,  shall  be  removed  and  only  such  signs  in¬ 
stalled  as  are  in  compliance  with  the  requirements  therefor ; 
that  the  show  windows  along  Southern  boulevard  in  the 
areas  indicated  as  “storage  for  parts”  shall  have  separating 
walls  from  floor  to  ceiling;  that  the  repair  work  shall 
be  limited  to  general  servicing  of  automobiles  dealt  in  by 


the  agency,  excluding  welding  and  body  or  fender  work ; 
that  no  repairing  shall  be  done  except  as  may  be  done  by 
hand  tools,  except  that  a  small  grinder  and  drill  may  be 
installed,  provided  the  motor  power  of  each  is  not  over 
Z>  h.p. ;  that  no  painting  or  spraying  shall  be  permitted  on 
the  premises ;  that  a  fireproof,  self-closing  door  shall  be 
maintained  in  the  wall  separating  the  “parts  department” 
from  the  “parts  storage” ;  that  the  window  opening  upon 
Leggett  avenue  in  the  area  marked  “new  auto  laundry” 
shall  be  filled  with  approved  glass  block;  that  in  all  other 
respects,  the  building  and  ocupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
( 1 )  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

609-45-A 

APPPLICANT — Norman  Ledercr,  for  Far  Rockaway 
,  Lumber  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 21-06  New  Haven  avenue, 
north  side,  250  ft.  west  of  Beach  20th  street  (Block 
215,  Lot  4),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Norman  Lederer. 

For  Opposition :  David  Krauss  and  Leo  Bresler. 
For'  Administration :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
10  A.M.,  in  conjunction  with  Cal.  588-45-BZ. 


722-45-A 

APPLICANT — Photogravure  and  Color  Co.,  lessee,  for 
207-217  West  25th  Street  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  .of  the 
fire  commissioner  and  a  decision  of  the  borough 
superintendent. 

PREMISES  AFFECTED — 207-217  West  25th  street,  north 
side,  102  ft.  west  of  7th  avenue  (11th  floor)  ;  (Block 
775,  Lot  28) ,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Geo.  T.  Bailey,  John  S.  Chapman, 
Jr.  and  James  F.  Coupar. 

For  Administration:  E.  A.  Meyer,  Fire  Dept,  and 
Fred  Dahlem,  Dept,  of  Housing  and  Buildings. 
ACT  ION  OF  BOARD — Laid  over  to  January  15,  1946  at 
10  A.M.  for  further  consideration. 


675-45-A 

APPLICANT — Isidore  Klein,  lessee,  for  Charles  Polivy, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 922  East  169th  street,  south 
side,  63.47  ft.  west  of  Fox  street  (Block  2718,  Lot 
43),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Berger  and  Isidore  Klein. 
For  Administration :  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . : .  0 

THE  RESOLUTION  (675-45-A) 

Whereas,  Isidore  Klein,  for  Charles  Polivy,  owner,  filed 
October  26,  1945,  an  appeal  from  an  order  and  decision  of 
the  fire  commissioner,  affecting  premises  922  East  169th 
street,  south  side,  63.47  ft.  west  of  Fox  street  (Block  2718, 
Lot  43),  Borough  of  The  Bronx;  and 
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Whereas,  Order  41867-LC,  issued  by  the  fire  commis¬ 
sioner  on  June  14,  1945,  and  referred  to  in  his  decision  of 
October  25,  1945,  reads : 

“Your  application  for  a  permit  to  store  ten  tons  of 
combustible  material  (loose  rags)  is  denied,  for  the 
reason  that  such  storage  is  maintained  in  building  which 
is  less  than  fifty  feet  from  the  nearest  wall  of  a  building 
occupied  as  a  place  of  public  assembly. 

YOU  ARE  HEREBY  ORDERED  TO: 

1.  Forthwith  discontinue  the  storage  of  more  than  one 
ton  of  combustible  material  on  these  premises.  Sec. 
C19-149-C-1.” 

and 

W hereas,  the  applicant  states  that  the  building  is  one 
story  (16  ft.)  in  height,  30  ft.  by  85  ft.,  irregular,  in  area; 
of  Class  1  construction ;  erected  in  1922 ;  located  in  a  busi¬ 
ness  use,  B  area  and  Class  ty2  height  district;  occupied  as 
follows:  Cellar,  oil  burner;  1st  floor,  storage  of  baled  and 
bagged  new  cotton  goods  and  wiping  cloths  (3  persons), 
which  materials  are  laundered  elsewhere  than  on  premises ; 
that  the  building  is  equipped  with  one  stairway  38  in. 
wide  of  steel  construction,  fireproof  enclosed;  and 

Whereas,  the  applicant  contends  that  the  building  has 
a  metal  ceiling  and  concrete  floor  construction ;  that  there 
are  two  doorway  openings  in  the  30  ft.  front ;  that  at  the 
entrance  to  the  synagogue  at  918  East  169th  street,  the  al¬ 
leged  place  of  public  assembly,  it  is  50  ft.  distant  to  the 
building  in  question;  that  no  oily  or  dirty  rags  are  kept 
on  the  premises ;  that  only  rags  which  are  stored  on  the 
premises  are  brand  new  or  which  have  been  cleaned  else¬ 
where;  that  the  synagogue  building  is  two  stories,  of  fire¬ 
proof  construction ;  that  the  occupancy  of  the  synagogue  is 
light,  in  view  of  the  change  in  the  neighborhood,  which 
makes  it  difficult  for  the  synagogue  to  obtain  the  necessary 
ten  persons  to  conduct  services;  that  the  business  in  the 
building  in  question  is  conducted  between  the  hours  of  8  :30 
A.M.  and  5  :45  P.M.  and  is  closed  on  Saturdays  and  Sun¬ 
days  and  is  thus  usually  closed  when  the  synagogue  is  in 
use;  that  smoking  is  not  permitted  on  the  premises  in 
question. 

Resolved,  that  Order  41867-LC,  item  1,  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  premises  shall 
be  maintained  as  proposed,  with  no  loose  material  and  only 
bagged  clean  cotton  goods  and  wiping  cloths  laundered  else¬ 
where  than  on  the  premises ;  that  the  amount  of  such  ma¬ 
terials  stored  on  the  premises  shall  at  no  time  exceed  three 
(3)  tons;  and  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

1345-39-SM 

APPLICANT — Concrete  Units,  Incorporated,  owner. 
SUBJECT — -Application  for  consideration — reopened  No¬ 
vember  20,  1945 — re  amendment  of  resolution — 
Cinder  Concrete  Masonry  Units  (previously  ap¬ 
proved  on  condition). 

APPEARANCES— 

For  Applicant :  Martin  Gelbman. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 

THE  RESOLUTION  (1345-39-SM) 

Whereas,  Concrete  Units,  Incorporated,  owner,  filed  on 
November  1,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Cinder  Concrete  Masonry  Units ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
April  29,  1941,  on  certain  conditions ;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  20,  1945,  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

December  26,  1945. 

Re:  Cal..  1345-39-SM 

Subject:  Cinder  Concrete  Masonry  Units,  manufac¬ 
ture  by  Concrete  Units,  Inc.  of. 

The  Concrete  Units,  Inc.,  addressed  a  communication 
dated  November  9,  1945,  to  the  Board  of  Standards  and 
Appeals  requesting  amendment  of  the  resolution  as 
follows : 

In  the  list  of  units  manufactured  by  the  applicant 
'appearing  in  the  resolution  of  the  Board  dated  April 
29,  1941,  partition  units,  hollow,  in  sizes  of  3"  x  8"  x  24" 
and  4"  x  8"  x  24"  are  now  proposed  to  be  substituted 
for  by  sizes  3"  x  8"  x  18"  and  4"  x  8"  x  18",  hollow 
type,  for  use  in  partitions  exclusively. 

The  Committee  has  reviewed  the  applicant’s  request 
for  permission  to  substitute  shorter  units  and  recom¬ 
mends  that  in  view  of  the  apparent  greater  strength  of  the 
shorter  blocks,  that  the  applicant’s  request  be  allowed, 
provided  the  block  in  the  two  sizes  are  manufactured, 
labeled  and  used  in  accordance  with  the  resolution 
adopted  by  the  Board  on  April  29,  1941. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  29,  1941,  in  accordance 
with  the  report  of  the  Committee  on  Tests,  dated  December 
26,  1945. 

527-40-SM 

APPLICANT — Roddis  Lumber  and  Veneer  Co.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Roddiscraft  Protex 
One  Hour  Wood  Door  (previously  approved  on 
condition). 

APPEARANCES— 

For  Applicant :  J.  R.  Macaulay. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (527-40-SM) 

Whereas,  the  Roddis  Lumber  and  Veneer  Co.,  owner, 
filed  on  May  16,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  the  material 
known  as  the  Roddiscraft  Protex  One  Hour  Door ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
January  21,  1941,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

Dec.  26,  1945. 

Re:  Cal.  527-40-SM 

Subject:  Roddiscraft  Protex  One  Hour  Wood  Door. 

The  Roddis  Lumber  and  Veneer  Company  addressed 
a  communication  to  the  Board  of  Standards  and  Appeals, 
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dated  November  20,  1945,  requesting  amendment  of  the 
resolution  adopted  by  the  Board  on  January  21,  1941, 
for  the  purpose  of  proposing  a  method  of  identification 
of  their  product,  as  required  by  the  approval  and  the 
Board's  Rules  for  the  Inspection  and  Testing  of  Open¬ 
ing  Protective  Assemblies. 

The  assemblies  of  the  applicant’s  manufacture  arc 
not  shipped  in  their  final  state  ready  for  erection.  Since 
these  doors  are  wood,  they  are  delivered  to  the  job  in 
the  same  manner  as  other  types  of  wood  doors  and  fitted 
into  place  in  the  field.  Because  of  the  cutting  away  of 
the  sides  and  edges  as  may  be  necessary  to  properly 
fit  the  door  in  a  buck  or  frame,  any  identification  placed 
on  these  edges  would  disappear.  The  applicant  proposes 
to  identify  the  assemblies  with  a  form  of  temporary 
label  at  the  factory  and  after  the  assemblies  have  been 
installed  and  finished,  the  permanent  label  as  required 
by  the  Board’s  Rules  will  be  affixed  by  the  applicant  or 
his  agents  to  each  assembly. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  request,  the  Committee 
on  Tests  recommends  that  the  applicant’s  request  be 
allowed,  provided  each  opening  protective  assembly  has 
affixed  thereto  a  temporary  label  which  shall  include  all 
the  data  required  by  the  Board’s  Rules  for  the  Inspec¬ 
tion  and  Testing  of  Opening  Protective  Assemblies,  and 
that  upon  installation,  each  such  assembly  shall  have 
affixed  thereto  the  permanent  label  as  provided  for  in 
the  aforesaid  Rules. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  21,  1941,  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests,  dated 
December  26,  1945. 


158-41-SM 

APPLICANT — Roddis  Lumber  and  Veneer  Co.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Roddiscraft  Protex 
One  Hour  Wood  Door  (previously  approved  on 
condition). 

APPEARANCES— 

For  Applicant:  J.  R.  Macaulay. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (158-41-SM) 

Whereas,  Roddis  Lumber  and  Veneer  Co.,  owner,  filed 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Roddis  Protex 
45  Door ;  and  , 

Whereas,  this  application  was  withdrawn  January  27, 
1942,  on  request  of  applicant ;  and 
Whereas,  the  applicant  requested  reopening  of  the  appli¬ 
cation  and  consideration  by  the  Board ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 


Board  on  June  30,  1942  and  the  material  was  approved  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Dec.  26,  1945. 

Re:  Cal.  158-41-SM 

Subject:  Roddis  Protex  No.  45  Door  (-kj  Hr.  rating). 

The  Roddis  Lumber  and  Veneer  Company  addressed  a 
communication  to  the  Board  of  Standards  and  Appeals 
dated  November  20,  1945,  requesting  amendment  of  the 
resolution  adopted  by  the  Board  on  June  30,  1942,  for 
the  purpose  of  proposing  a  method  of  identification  of 
their  product  as  required  by  the  approval  and  the  Board’s 
Rules  for  the  Inspection  and  Testing  of  Opening  Pro¬ 
tective  Assemblies. 

The  assemblies  of  the  applicant’s  manufacture  are  not 
shipped  in  their  final  state  ready  for  erection.  Since  these 
doors  arc  wood,  they  are  delivered  to  the  job  in  the  same 
manner  as  other  types  of  wood  doors  and  fitted  into  place 
in  the  field.  Because  of  the  cutting  away  of  the  sides  and 
edges  as  may  be  necessary  to  properly  fit  the  door  in  a 
buck  or  frame,  any  identification  placed  on  these  edges 
would  disappear.  The  applicant  proposes  to  identify  the 
assemblies  with  a  form  of  temporary  label  at  the  factory 
and  after  the  assemblies  have  been  installed  and  finished, 
the  permanent  label  as  required  by  the  Board’s  Rules 
will  be  affixed  by  the  applicant  or  his  agents  to  each 
assembly. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  request,  the  Committee 
on  Tests  recommends  that  the  applicant’s  request  be 
allowed,  provided  each  opening  protective  assembly  has 
affixed  thereto  a  temporary  label  which  shall  include  all 
the  data  required  by  the  Board’s  Rules  for  the  Inspection 
andTesting  of  Opening  Protective  Assemblies,  and  that 
upon  installation  each  such  assembly  shall  have  affixed 
thereto  the  permanent  label  as  provided  for  in  the  afore¬ 
said  Rules. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  30,  1942,  in  accordance 
with  the  report  of  the  Committee  on  Tests,  dated  December 
26,  1945. 

304-44-SM 

APPLICANT — A.  P.  Green,  for  Celotex  Corporation, 
owner. 

SUBJECT — Cemesto  Board  (Asbestos  Cement  Clad  Insula¬ 
tion  Board),  approval  of. 

APPEARANCES— 

For  Applicant :  A.  P.  Green. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  Report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (304-44-SM) 

Whereas,  A.  P.  Green,  for  Celotex  Corp.,  owner,  filed  on 
May  23,  1944,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Cemesto 
Board  (Asbestos  Cement  Clad  Insulation  Board)  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 

November  19,  1945. 

Re:  Cal.  304-44-SM 

Subject:  Cemesto  Board  (Asbestos  Cement  Clad  In¬ 
sulation  Board),  approval  of: 

The  Celotex  Corporation  of  Chicago,  Ill.,  filed  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  un¬ 
der  the  requirements  of  C26-178.0,b  for  the  approval  of 
their  product  known  as  Cemesto  Board  and  accessories 
for  its  attachment,  for  use  as  a  siding,  roofing  and  parti¬ 
tion  material  under  the  pertinent  provisions  of  the  Ad¬ 
ministrative  Building  Code  and  the  Board’s  Insulating 
Fibre  Board  rules  and  as  specifically  described  herein. 

DESCRIPTION 

The  material  is  manufactured  at  Metuchen,  New  Jer¬ 
sey,  being  the  plant  of  the  Celotex  Corporation.  The 
Celotex  core  is  manufactured  at  Marrero,  Louisiana  and 
fibre  board  comprising  this  core  has  already  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  199-39-SM.  Cemesto  Board  is  a  structural  in¬ 
sulating  material  consisting  of  cane  fibre  as  described  in 
Insulating  Fibre  Board  Rules  170-39-SR  of  Cane  Fibre 
surfaced  on  both  sides  with  approximately  1/8"  asbestos 
cement  board,  light  gray  in  color.  A  bituminous  adhesive 
compound  secures  the  asbestos  cement  board  to  the  fibre 
board  core.  The  core  is  coated  with  an  asphalt  cement¬ 
ing  compound  applied  hot  and  the  asbestos  cement  board 
is  applied  in  a  wet  mass  and  while  wet  is  pressed  with 
machine  pressure  to  cover  the  board  to  approximately 
1/8"  in  thickness.  This  application  is  applied  on  both 
sides  of  the  board.  The  finished  product  is  stored  on  a 
level  platform  and  allowed  to  cure  for  21  days  prior  to 
shipment. 

Routine  checks  of  dimensions,  weights,  density,  mois¬ 
ture  in  the  core  and  facing  are  regularly  made.  Tests 
evaluating  the  physical  properties  such  as  stiffness  and 
rupture  are  made  every  hour. 

Sizes,  Thicknesses,  and  Weight: 

Cemesto  Board  is  manufactured  in  thicknesses  of  1-1/8", 
1-9/16"  and  2"  by  4'  -  0"  wide.  Standard  lengths  are  4,  6, 
8,  10  and  12'  and  of  properties  as  follows: 


Overall  Thickness 

1-1/8" 

1-9/16" 

2 

Celotex  Core  Thickness 

7/8" 

1-5/16" 

1-3/4 

Conductance  of  Celotex  Core 

0.38 

0.25 

0.19 

Cemesto  Wall  Coefficients 

Air  to  Air  (“U”  Value) 
Inside  Walls  or  Partitions 

0.25 

0.19 

0.15 

Outside  Walls 

0.28 

0.20 

0.16 

Cemesto  Surface  to  Surface 

Coefficients  (Conductance) 

0.36 

0.24 

0.18 

Approximate  Weight  per 

Sq.  Ft.  (lbs.) 

4.0 

4.8 

5.3 

TESTS 

The  applicant  has  submitted  data  on  tests  made  by  the 
Robert  W.  Hunt  Company  of  Chicago,  Ill.,  reports  of 
which  have  been  filed  with  this  application.  Details  of 
the  tests  and  results  as  follows  : 

Uniform  Loading  Test-  1-1/8"  Cemesto  Board  (Robert 
W.  Hunt  Co.  Report  No.  PI 6237-38) 

The  sample  tested  was  1-1/8"  thick,  4  ft.  wide,  12  ft. 
long,  supported  on  4"  x  8"  wood  framework,  nailed  at 
corners.  End  pieces  of  framework  were  12  ft.  0  in.  cen¬ 
ters  and  side  pieces  were  4  ft.  1/8  in.  centers.  The  Ce¬ 
mesto  was  secured  to  supports  by  lOcl  nails,  6"  centers, 
3/4"  from  edge.  Deflections  were  measured  Point  A  3  ft. 
from  one  end,  Point  B  centered  in  both  directions,  Point 
C  3  ft.  from  the  other  end,  with  results  as  follows : 


Deflection  in  inches 


Location 

A 

B 

C 

Uniformly  distributed 
load  -  lb./sq.  ft. : 

10 

0.040 

0.047 

0.036 

20 

0.080 

0.097 

0.073 

30 

0.111 

0.147 

0.110 

40 

0.161 

0.188 

0.140 

50 

0.203 

0.234 

0.177 

60 

0.246 

0.283 

0.215 

70 

0.292 

0.336 

0.249 

80 

0.334 

0.390 

0.297 

90 

0.380 

0.440 

0.338 

100 

0.422 

0.492 

0.375 

110 

0.458 

0.541 

0.414 

120 

0.503 

0.600 

0.460 

130 

0.63 

0.75 

0.58 

Load  at  which  first  crack  was  noted- 

lb/sq.  ft .  133 

Maximum  load  -  lb/sq.ft .  133 


lb/sq.  ft .  133 

Maximum  load  -  lb/sq.ft .  133 


Uniform  Loading  Tests-  1-9/16"  Cemesto  Board  (Rob¬ 
ert  W.  Hunt  Co.  Report  No.  P 16241-43) 

The  foregoing  test  was  repeated  using  the  thicker  Ce¬ 
mesto  Board  except  that  the  Cemesto  was  8'  long  and  the 
nails  were  12d  on  6"  centers.  The  deflections  were  meas¬ 
ured  at  Point  A  two  ft.  from  one  end,  Point  B  centered 
in  both  directions  and  Point  C  2  ft.  from  the  other  end. 
In  the  first  test,  Cemesto  Board  was  supported  all 
around,  at  sides  and  ends  by  a  bearing  of  nominal  2". 
In  this  second  test,  the  4'  wide  ends  were  supported  for 
a  bearing  of  nominal  2"  and  the  center  bearing  was 
nominal  4",  giving  three  4  ft.  long  supports  on  4'  -centers 
and  leaving  the  long  edges  of  the  board  unsupported. 
Results  of  the  tests  were  as  follows : 


Supports .  All  Around  Ends  and  Center 


Points  . 

...  A 

B 

C 

A 

C 

Uniformly  Distributed 
Load — lb./sq.  ft. : — 

Deflection  in 

Inches 

10 

0.019 

0.019 

0.011 

0.010 

0.011 

20 

0.037 

0.041 

0.026 

0.020 

0  022 

30 

0.052 

0.060 

0.041 

0.030 

0.032 

40 

0.071 

0.080 

0.053 

0.041 

0.041 

50 

0.089 

0.100 

0.066 

0.061 

0.055 

60 

0.109 

0.121 

0.079 

0.062 

0.064 

70 

0.128 

0.141 

0.092 

0.072 

0.077 

80 

0.145 

0.158 

0.105 

0.083 

0.085 

90 

0.165 

0.180 

0.120 

0.093 

0.095 

100 

0.184 

0.201 

0.133 

0.102 

0.105 

110 

0.199 

0.217 

0.145 

0.116 

0.118 

120 

0.219 

0.237 

0.159 

0.124 

0.126 

130 

0.236 

0.259 

0.171 

0.136 

0.138 

140 

0.252 

0.281 

0.191 

0.150 

0.148 

150 

0.284 

0.302 

0.204 

0.163 

0.156 

160 

0.307 

0.330 

0.227 

0.195 

0.201 

170 

0.331 

0.355 

0.248 

0.200 

0.208 

180 

0.353 

0.383 

0.268 

0.217 

0.227 

190 

0.377 

0.410 

0.287 

0.234 

0.245 

200 

0.773 

0.830 

0.529 

0.242 

0.256 

Maximum  load — 

-lb./sq.  ft. 

200 

210 

Remarks 

Bottom  sur¬ 
face  cracked 

Bottom  sur¬ 
face  cracked 

irregularly  across  one 
from  corners.  mid-span. 
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Deflection  and  Recovery  Tests — 1-9/16"  x  4'  x  8'  Cemesto 
Board  (Robert  W.  Hunt  Co.  Report  No.  P19398-C). 

The  sample  was  nailed  to  2  x  4  wood  supports  at  all 
edges,  ends  and  sides  with  12d  nails,  6"  on  centers.  A 
uniformly  distributed  load  of  dry  sand  weighing  75  lb. 
per  sq.  ft.  was  applied  for  24  hours  and  then  removed. 
Loading  took  l]/2  hours.  Removal  of  load  took  3  hours. 
Deflection  at  the  center  of  the  supports  was  as  follows : 


Deflection  under  load  of  75  lb.  per  sq.  ft. : 

Immediately  after  application  of  load .  0.3407" 

24  hours  after  removal  of  load .  0.0233" 

Set  after  removal  of  load 

(Deflection  remaining  after  removal  of  load)  : 

Immediately  after  removal  of  load .  0.0748" 

24  hours  after  remova  of  load .  0.0233" 


Approximately  48  hours  following  the  foregoing  deflec¬ 
tion  and  recovery  tests,  the  same  sample  was  subjected 
to  a  uniform  loading  test  (Robert  W.  Hunt  Co.  Report 
P19398-D)  which  was  performed  in  the  same  manner  as 
hereinbefore  described  and  readings  were  taken  at  load¬ 
ings  of  10  lb.  per  sq.  ft.  increments.  Loading  was  at  the 
rate  of  75  lb.  per  sq.  ft.  per  hour  with  results  as  follows : 


Uniformly  Deflection 

Distributed  at  center 

Load-lb./sq.ft.  — inches 


10 

0.046 

20 

0.087 

30 

0.127 

40 

0.171 

50 

0.215 

60 

0.252 

70 

0.296 

80 

0.330 

90 

0.358 

100 

0.391 

110 

0.428 

120 

0.461 

130 

0.495 

140 

0.534 

150 

0.567 

160 

0.600 

Apparent  proportional  limit —  170 

0.638 

180 

0.675 

190 

0.722 

200 

0.762 

210 

0.820 

220 

0.888 

230 

0.995 

240 

1.13 

Maximum  load —  250 

1.30 

Uniform  Loading  Tests  -  1-9/16"  x  2'  x  8'  Cemesto  Board 
with  Splines  /  Robert  W.  Hunt  Co.  Report  P19398-B) 

Details  and  results  as  follows : 

The  panel  consisting  of  two  pieces  of  1-9/16"  x  2' x  8' 
Cemesto  Board  with  grooved  long  edges  were  joined 
with  one  7/16"  x  1-3/4"  spline  of  clear  Douglas  Fir  at 
the  long  edges.  Each  of  the  two  outer  grooves  had  half 
of  a  similar  spline  to  fill  the  groove.  The  panel  was  sup¬ 
ported  by  wooden  2  x  4’s  on  edge,  one  at  each  end  and 
one  across  the  center,  perpendicular  to  the  splines.  The 
Cemesto  Board  was  nailed  by  12d  nails,  6"  o.c.  at  all 
three  supports  and  at  the  ends,  at  3/4"  from  the  ends. 
The  ends  of  the  supporting  2  x  4’s  were  fixed  relative 
to  each  other  by  nailing  two  2  x  4’s  to  the  ends,  one  at 
each  side  of  the  panel.  Deflections  were  taken  at  midspan 
with  a  load  of  dry  sand  uniformly  applied  over  one  span 
only  until  the  proportional  limit  had  been  passed,  after 
which  the  load  was  removed.  The  remaining  span  was 
then  loaded  to  failure  with  results  as  follows : 


Uniformly 

Distributed 

Load-lb 

sq.ft. 

Deflection  at  Mid-Span — Inches 
Application 
of  load  to 

one  span  to  Application 

indication  of  load  to 

of  the  other 

proportional  span  to 

limit  failure 

10 

0.0147 

0.0160 

20 

0.0278 

0.0290 

30 

0.0413 

0.0448 

40 

0.0560 

0.0602 

50 

0.0702 

0.0767 

60 

0.0851 

0.0943 

70 

0.1002 

0.1087 

80 

0.1140 

0.1236 

90 

0.1283 

0.1387 

100 

0.1424 

0.1539 

110 

0.1569 

0.1702 

120 

0.1715 

0.1875 

130 

0.1856 

0.2037 

140 

0.2001 

0.2170 

150 

0.2145 

0.2329 

160 

0.2287 

0.2482 

170 

0.2434 

0.2635 

Apparent 

180 

0.2571 

0.2790 

Proportional  Limit 

190 

0.2720 

0.2951 

200 

0.2875 

0.3119 

210 

_ 

0.331 

220 

— 

0.347 

Maximum  Load — 

230 

— 

0.48 

Examination  after  test  was  completed  showed  that 
bottom  surface  cracked  across  both  samples  at  mid¬ 
span  and  top  surface  at  one  side  of  central  support. 
Splines  were  not  broken. 

Stiffness  Due  to  Splines  in  1-9/16"  Cemesto  Board 
Joints  (Robert  W.  Hunt  Co.  Report  No.  P-16246) 

To  evaluate  stiffness  due  to  splines  in  Cemesto  Board, 
three  pieces  of  Cemesto  Board,  size  4'  x  8',  were  nailed 
side  by  side  and  at  right  angles  to  four  supports  of 
nominal  4"  width  on  32"  centers  by  10d  nails  6"  o.c., 
>4"  from  edges.  A  static  load  of  1,000  lb.  was  placed 
upon  a  central  area  7"  x  10"  of  the  middle  panel  with 
deflections  measured  at  various  points  across  sample 
at  middle  of  central  span.  After  removing  the  load,  the 
same  procedure  was  repeated  with  splines  in  place.  The 
tests  were  repeated  in  the  same  manner  using  Cemesto 
Board,  2'  x  8'.  Deflections  were  averaged  for  three  sets 
of  readings  and  for  relative  positions  on  each  side  of  the 
load. 

With  the  2'  wide  boards,  the  splines  cut  deflection 
in  half.  For  the  4'  wide  boards,  the  outer  boards  ro¬ 
tated  at  close  to  the  longitudinal  center  line,  being  deflected 
upward  at  the  outer  edges  and  downward  at  the  inner 
edges,  allowing  a  maximum  deflection  of  the  middle 
board  approximately  the  same  as  when  splines  were  not 
in  place.  Within  the  limits  of  the  test,  the  splines  afford 
rigidity  to  4'  x  8'  Cemesto  partitions  due  to  the  load 
on  a  panel  being  transmitted  to  adjacent  unloaded 
panels.  In  addition  to  affording  rigidity  to  2'  x  8'  Cem¬ 
esto  roof  decks,  there  is  less  deflection  when  using 
splines. 

End  Compression  Tests  of  1-1/8",  1-9/16",  and  2" 
Cemesto  Board  (Robert  W.  Hunt  Co.  Report 
PI 6232) 

Compression  Tests  of  Cemesto  Board  consisted  of 
specimens  cut  from  pieces  of  1-1/8",  1-9/16"  and  2" 
Cemesto  Boards  in  pieces  3l/2"  x  1)4"  by  the  Cemesto 
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Board  thickness.  The  areas  under  compression  were 
\yA"  wide  and  the  height  tested  was  3J4".  In  the  fol¬ 
lowing  table  of  test  results  the  crushing  strength  in 
pounds  per  linear  inch  was  obtained  by  dividing  the 
maximum  load  by  1.75"  with  results  as  follows: 


Crushing  Strength 

Thickness  (inches)  (lb/linear  inch) 


1.105 

1,250 

1.109 

1,142 

1.105 

1,310 

1.610 

1,710 

1.592 

1,740 

1.586 

1,640 

2.017 

1,810 

2.008 

1,794 

2.017 

1,766 

In  each  case,  at  the  maximum  load,  the  asbestos 
cement  board  facing  sheared,  followed  by  sidewise 
buckling  of  some  or  all  of  the  surface,  either  at  the 
top,  or  bottom,  or  bottom  at  one  side  and  top  at  the 
other  side.  When  loading  was  carried  on  further,  the 
inner  layers  sheared  or  separated  into  layers,  or  both. 

Buckling  Test  on  Edge  Loaded  Panel — 1-9/16”  Cemesto 
Board  (Robert  W.  Hunt  Co.,  Report  No.  P-16230) 

For  the  buckling  test  a  piece  of  Cemesto  Board  4'  x 
12'  x  1-9/16"  was  loaded  between  the  1-9/16"  and  12' 
edges.  The  sample  was  supported  by  3"  x  12"  x  y%" 
I-beam  which,  in  turn,  was  supported  by  a  testing 
machine  weighing  table  8'  long.  Load  was  applied  to 
the  Board  by  two  3"  x  12"  x  I-beams  bolted  to¬ 
gether  side  by  side  and  to  the  moving  head  of  the  testing- 
machine,  which  head  contacted  approximately  a  20" 
length  of  the  I-beams.  Head  was  moved  at  0.05"  per 
minute  and  stopped  at  intervals  of  about  5000  lbs.  to 
allow  for  examination.  There  was  no  noticeable  effect 
upon  the  sample  until  a  load  of  55,000  lbs.  was  reached. 
At  55,000  lbs.,  there  was  some  breakage  of  the  asbestos 
cement  hoard  facing  at  the  central  portion  of  the  top 
edges.  At  the  maximum  load  of  60,200  lbs.,  or  5,017  lbs. 
per  foot  of  length,  there  was  a  buckling.  At  one  side 
the  asbestos  cement  board  facing  material  broke  by 
bending  outward.  At  the  other  side,  the  surface  sheared 
and  the  portion  sheared  off  was  forced  into  the  softer 
fibre  board  core,  or  between  it  and  the  unsheared  asbes¬ 
tos  cement  board  facing.  The  breakage  was  largely  at 
the  central  20"  length  of  the  top  edge  of  Cemesto,  since 
bending  of  the  loading  beams  caused  uneven  distribution 
of  load. 

Another  test  was  made  upon  a  4'  by  39"  piece  of 
1-9/16"  Cemesto  cut  from  a  sample  submitted.  This 
was  loaded  between  the  1-9/16"  by  39"  edges.  It  was 
supported  by  the  weighing  table  of  a  testing  machine, 
and  loaded  by  a  heavy  steel  block.  Load  was  applied  at 
0.05"  per  minute,  stopped  at  intervals  of  about  2,000  lbs. 
to  allow  for  examination.  There  was  no  noticeable  effect 
upon  the  sample  until  the  maximum  load  of  21,820  lbs. 
or  6,720  lbs.  per  foot  of  length.  Failure  was  as  above 
but  uniformly  distributed  and  noticeable  effects  were  all 
within  2 1/2"  of  the  edge. 

Shear  Tests  of  Cemesto  Board — Iks”,  1-9/16"  and  2" 
thickness  (Robert  W.  Hunt  Co.  Report  No. 
PI 9396) 

Shear  tests  were  made  on  samples  of  1%",  1-9/16" 
and  2"  Cemesto  Board,  12"  wide  by  18"  long,  supported 
on  a  clear  span  of  1154"  and  loaded  by  means  of  a  load¬ 
ing  block  5y  long  by  12"  wide  allowing  3"  clearance 
on  either  side  between  this  block  and  the  supports.  Re¬ 
sults  of  tests  indicated  failure  was  at  the  edges  of  the 
loading  block  with  summary  of  the  tests  as  follows : 


At  Apparent  Proportional  Limit  At  Maximum  Load 


Load — lbs. 
(Verti- 
Thick-  cal  shear 
ness  for  2  lin- 
inches  ear  ft.) 

Deflec¬ 

tion 

inches 

Maximum 

Horizontal 

Shear 

Ib/sq.in. 

Load — lbs. 

(Verti¬ 
cal  shear 
for  2  lin¬ 
ear  ft.) 

Deflec¬ 

tion 

inches 

Maximum 

Horizontal 

Shear 

Ib/sq.in. 

1/4 

600 

0.087 

33 

920 

0.270 

51 

1-9/16 

72  5 

0.055 

29 

1,440 

0.299 

57 

2 

700 

0.059 

22 

1,400 

0.337 

44 

Maximum  horizontal  shear  in  lbs.  per  square  inch  in 
the  above  table  was  computed  from  the  formula  H=3V 

2bd~ 

wherein  V  is  vertical  shear  in  lbs.,  b  is  breadth  in 
inches,  d  is  depth  or  thickness  in  inches. 

Shear  Tests  on  Cemesto 

Additional  shear  tests  on  samples  1"  x  3j4"  cut  from 
Cemesto  Board  in  thicknesses  of  l%",  1-9/16"  and  2" 
were  made  by  the  Robert  W.  Hunt  Co.  (Report  No. 
P16234).. 

This  test  consisted  of  specimens  supported  on  blocks 
\l/2"  apart  with  the  asbestos  cement  surfaces  in  a  verti¬ 
cal  position.  The  load  was  applied  through  a  rectangu¬ 
lar  1"  wide  block  centered  between  supports,  allowing  a 
clearance  of  l/A"  from  the  edges  of  the  loading  tool  and 
the  supports.  The  height  in  each  case  was  1"  with  re¬ 
sults  as  follows : 


Thickness 

inches 

Maximum  Load 
lbs. 

Shearing  *Strength 
lb/sq.in. 

1.115 

449 

201 

1,125 

435 

193 

1.133 

476 

210 

1.594 

679 

213 

1.615 

656 

203 

1.582 

686 

217 

2.017 

1,097 

272 

2.020 

1,088 

269 

2.023 

1,167 

289 

*  The  actual  breaks  were  not  in  double  shear  but  a 
single  break  under  the  loading  tool  as  would  be  expected 
for  flexure  tests. 


Impact  Tests  on  1-9/16"  Cemesto  Board  (Robert  W. 

Hunt  Co.  Report  No.  PI 6245) 

Impact  tests  were  made  on  a  sample  of  1-9/16"  Cemesto 
Board  4'  wide  by  12'  long,  supported  all  around  and 
having  a  nominal  2"  bearing  on  wooden  framework  and 
secured  with  12d  nails  on  6"  centers,  yA"  from  edges. 
The  impact  to  which  the  panel  was  subjected  was  the 
dropping  of  a  60  lb.  sand  bag  as  outlined  in  Bureau  of 
Standards  Building  Materials  and  Structures  Report 
BMS  2.  Sand  bag  was  first  dropped  6",  then  additional 
drops  by  increasing  increments  of  6"  until  failure  oc¬ 
curred. 


Center  of  Panel 
42 

Punctured  top  surface,  a  ring  of 
about  10"  to  13"  diameter.  Diag¬ 
onal  cracks  in  bottom  surface. 
3  Ft.  from  End 
2  Ft.  from  Sides 
42 

Punctured  top  surface,  a 
ring  of  about  10"  to  13" 
diameter.  Diagonal  cracks 
in  bottom  surface. 


Location 

Height  of  drop  at 

failure — inches  . 

Nature  of  Failure  .... 

3  Ft.  from  other  end 
2  Ft.  from  Sides 
48 

Punctured  top  surface,  a 
ring  of  about  10"  to  13" 
diameter.  Diagonal  cracks 
in  bottom  surface. 


Racking  Load  Test  of  1-9/16"  Cemesto  Board  (Robert 
W.  Hunt  Co.  Report  No.  P16231) 

A  4'  x  12'  piece  of  1-9/16"  Cemesto  board  was  sub- 
jucted  to  a  racking  load  test.  Test  was  performed  in 
the  same  manner  as  outlined  in  Building  Materials  and 
Structures  Report  BMS  No.  2  of  the  National  Bureau 
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of  Standards,  except  as  to  the  size  of  panel.  Test  was 
made  on  the  Cemcsto  alone,  with  no  supplementary 
framework  attached.  Loading  and  restraint  on  the  edges 
of  the  panel  was  through  blocks  to  give  full  contact  and 
to  avoid  local  crushing. 

The  following  results  were  obtained : 


Load-lbs. 

Deflection  of  top 
with  respect  to 
bottom — inches 

Set  of  top  with 
respect  to 
bottom — inches 

1,000 

0.00 

0.00 

2,000 

0.00 

0.00 

3,000 

0.00 

0.00 

4,000 

0.01 

0.00 

5,000 

0.01 

0.00 

5,600 

* 

0.00 

*  Maximum  load.  Asbestos  cement  board  surface 
sheared  and  buckled  from  the  top  to  down  about  8". 
On  increased  movement,  buckling  of  cemesto  facing 
and  of  Celotex  fiberboard  core  continued. 

Tensile  Strength  Tests  of  Cemesto  Board — 1-9/16" 
and  2"  (Robert  W.  Hunt  Co.  Report  No.  P-16247) 
Samples  of  Cemesto  Board  1*4",  1-9/16"  and  2"  in 
thickness  had  a  breaking  section  1"  wide  for  a  length  of 
1",  beyond  which  there  were  easy  fillets  increasing  the 
section  to  the  holding  shackles,  which  shackles  were  10" 
from  the  breaking  section,  with  results  of  tests  as  fol¬ 
lows  : 


Thickness  of 
Test  Cemesto 

No.  inches 

Number 

of 

Nails 

Size 

of 

Nails 

Maximum 
Load 
— lbs. 

Nail 

Penetration 
in  wood — in. 

Load 

per 

Nail— lbs. 

1 

VA 

8 

6d 

2,070 

Vs 

259 

2 

1  9/16 

8 

8d 

1,930 

15/16 

241 

3 

1  Vs 

14 

6d 

2,830 

* 

4 

1  9/16 

14 

8d 

3,235 

* 

5 

1 A 

10 

8d 

3,015 

Ws 

301 

6 

1  9/16 

10 

lOd 

3,700 

17/16 

370 

7 

2 

10 

12d 

3,990 

iy4 

399 

8 

l  A 

22 

6d 

3,285 

* 

9 

1  9/16 

22 

8d 

3,810 

* 

10 

2 

22 

lOd 

4,515 

* 

*Loads  per  nail  for  nailing  into  top  and  bottom  framing 
members  were  not  computed  since  deflection  caused  un¬ 
even  loads  in  the  variously  spaced  nails.  Actually,  the 
nails  bent  gradually,  then  nail  heads  were  pulled  through 
the  outer  surfacing  of  asbestos  cement  board. 

An  additional  nail  pulling  test  on  the  same  thicknesses  of 
Cemesto  Board  was  made  by  the  Robert  W.  Hunt  Co. 
Report  No.  P19398-A).  For  this  test  a  specimen  18" 
sq.  was  centered  over  an  opening  2"  square.  A  common 
nail  was  driven  through  the  center  of  the  specimen  and 


Nominal 

Thickness 

inches 


Actual 

Thickness 

inches 


Total  Thickness  of 
Asbestos  Cement 

Facings — Inches  Direction 


Average  Breaking 

Breaking  load —  Load — lbs.  for  a  1  in. 

lbs.  for  1  in.  width  width 


VA 

1.123 

0.289 

Lengthwise 

213 

211 

1.128 

0.290 

it 

210 

1.135 

0.269 

tt 

209 

1 A 

1.139 

0.271 

Crosswise 

211 

213 

1.126 

0.290 

tt 

214 

1.135 

0.279 

it 

215 

1-9/16 

1.591 

1.569 

0.327 

0.321 

Lengthwise 

it 

231 

241 

232 

1.582 

0.330 

tt 

'  223 

1-9/16 

1.589 

1.573 

0.330 

0.324 

Crosswise 

tt 

240 

253 

242 

1.579 

0.328 

tt 

233 

9 

2  093 

0.314 

Lengthwise 

252 

247 

2.119 

0.322 

tt 

243 

2.110 

0.325 

tt 

247 

9 

2.183 

0.316 

Crosswise 

259 

244 

2.079 

0.314  . 

tt 

240 

2.069 

0.316 

tt 

236 

All  failures  occurred  simultaneously  through  the  asbes¬ 
tos  cement  facing  and  the  fibreboard  core. 

Mail  Holding  Tests  of  Cemesto  Board  (Robert  W. 

Hunt  Co.  Report  P-16240) 

Cemesto  Board  in  thicknesses  of  1  A",  19/16"  and  2" 
were  nailed  to  2  x  4’s  and  4  x  4’s  by  common  nails  so 
applied  that  the  under  surface  of  the  head  was  flush 
with  the  outer  surface  of  the  Board.  No  holes  were 
drilled  for  the  nails.  Panel  size  for  tests  1,  2,  3  and  4 
was  40"  in  width  x  52"  in  length,  and  for  tests  5,  6,  7, 
8,  9  and  10  the  panel  size  was  40"  in  width  and  36"  in 
length.  A  2"  x  4"  block  was  placed  at  the  center  of  a 
2"  x  4"  load  distribution  block  extending  the  full  width 
of  the  top  edge  of  the  panel  which  was  erected  on  edge 
with  load  applied  to  the  center  block,  with  results  as 
follows : 


load  was  applied  so  as  to  pull  the  nail  through,  with 
results  as  follows : 


Nominal 
Thickness  of 
Cemesto 
inches 

Nail 

size 

Maximum, 

with 

At  0.10",  nail  head 
Diameter  of  deformation  shear- 
Nail — inches  of  top  ing  top 

Head  Shank  surface  surface 

Maximum, 

with 

nail  head 
cracking 
bottom 
surface 

VA 

6d 

0.255 

0.112 

130 

170 

250 

VA 

8d 

0.273 

0.131 

158 

150 

213 

1 A 

lOd 

0.299 

0.147 

169 

204 

216 

1  9/16 

8d 

0.273 

0.131 

157 

192 

220 

1  9/16 

lOd 

0.299 

0.147 

210 

241 

257 

1  9/16 

12d 

0.293 

0.148 

167 

155 

221 

2 

lOd 

0.299 

01.47 

181 

244 

265 

2 

1 2d 

0.293 

0.148 

198 

220 

256 

2 

16d 

0.343 

0.167 

177 

287 

270 

2 

20d 

0.392 

0.192 

245 

356 

330 
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In  every  test,  the  nail  head  sheared  through  the  top 
surface  of  the  Cemesto  without  causing  any  additional 
cracking.  When  passing  through  bottom  surface,  nail 
head  caused  radial  cracks  which  ranged  from  %"  to 
13/s"  in  length. 

Screw  Holding  Tests — Steel  to  Cemesto  Board — 1" , 
1  9/16"  and  2"  thick  (Robert  W.  Hunt  Co.  Report 
No.  PI 6235) 

Pieces  1'  high  by  2'  long  were  cut  from  specimens  and 
were  tested  with  a  6"  length  of  2"  x2"  x  54"  steel  angle 
applied  to  the  center  by  means  of  two  round  head  wood 
screws  on  4"  centers,  and  centered  on  the  2"  face.  The 
sides  of  each  piece  were  held  from  tipping  by  wood 
2  x  4’s.  The  end  of  a  2x4  was  used  to  apply  load  to 
the  top  face  of  the  angle  in  such  a  way  as  to  tend  to 
shear  off  the  Cemesto  panel  at  the  start  of  the  load¬ 
ing.  Holes  were  drilled  through  the  leg  of  the  steel 
angle  and  through  the  asbesto  cement  coating,  of  such 
diameter  that  screw  shanks  fit  fairly  snugly.  The  fol¬ 
lowing  results  were  obtained : 


Nominal 
Thickness 
of  Cemesto 
— inches 

Size  of 
wood  screws 

Maximum 
Load — lbs. 

Load  per 
screw — lbs. 

1 

1"  #10 

740 

370 

1"  #12 

725 

362 

1"  #14 

780 

390 

1  9/16" 

154"  #12 

770 

385 

154"  #14 

820 

410 

mn  #i6 

885 

442 

2 

W"  #14 

800 

400 

W"  #16 

830 

415 

M”  #18 

840 

420 

In  each  case  the  angle  was  forced  downward  over 
the  face  of  the  Cemesto,  elongating  the  screw  holes  by 
shearing  off  the  edges,  then  angle  rotated  so  as  to  pull 
screws  out. 

Screw  Holding  Tests — Wood  to  Cemesto  Board 
(Robert  W.  Hunt  Co.  Report  P16236) 

Samples  of  Cemesto  Board  cut  into  pieces  12"  x  36" 
were  used  in  this  test.  A  wooden  2x4,  36"  long,  was 
attached  to  the  center  of  one  face  of  each  piece  by 
means  of  six  flat  head  steel  wood  screws.  The  screws 
were  staggered  on  two  lines  l1//'  apart,  and  on  per¬ 
pendicular  lines,  6"  apart.  With  face  of  specimen  in 
vertical  plane,  load  was  applied  by  another  2  x  4  to 
the  center  top  of  the  2x4  screwed  to  the  Cemesto 
Board,  the  4"  face  of  the  2x4  touching  the  face  of 
the  Cemesto,  and  the  2x4  end  contacting  the  2x4.  In 
applying  wood  screws,  holes  were  drilled  through  the 
2x4  but  not  through  the  asbestos  cement  board  facing 
of  the  Cemesto.  Where  necessary,  screws  were  started 
with  a  hammer  tap.  The  following  results  were  ob¬ 
tained  : 


Nominal  Thickness 
of  Cemesto — inches 

Size  of  wood 
screws 

Maximum 

Load — lbs. 

1 

254"  #14 

1,955 

254"  #16 

1,730 

254"#  18 

1,400 

1-9/16 

3"  #14 

2,375 

3"  #16 

2,295 

3"  #18 

2,440 

2 

354"  #14 

2,845 

354"  #16 

3,225 

354"#18 

3,050 

Note:  Loads  per  screw  are  not  computed  since  bending 
in  the  2x4  ledger  caused  partial  failure  in  the  center 
screws  before  end  screws  were  affected  by  the  loading. 

On  each  test,  the  2x4  was  first  moved  downwards 
over  the  face  of  the  Cemesto  sample,  then  tipped  so  as 
to  tend  to  pull  screws  out,  and  consequently  bent  the 
screws. 

Washer  Loading  Tests  of  1-1/8" ,  1-9/16"  and  2" 
Cemesto  Board 

(Robert  W.  Hunt  Co.  Report  P-16233) 

Pieces  18"  square  were  cut  from  Cemesto  Board 
1-1/8",  1-9/16"  and  2"  thick.  At  the  center,  a  5/16" 
hole  was  drilled.  Washers  with  5/16"  holes,  approxi¬ 
mately  0.109"  thick,  and  centered  over  this  hole,  were 
loaded  by  means  of  a  1/4"  diameter  bolt.  Except  for  a 
254"  by  4"  area  centered  under  the  hole,  the  Cemesto 
Board  pieces  were  fully  supported. 

The  following  results  were  obtained : 


Shear — lb.  per 

lineal  inch 

at  1/10" 

Material  Loads — lbs.  Remarks 

deflection 

TVs" 

Cemesto, 

670 

0.100"  deflection,  sur- 

170 

1/4" 

O.D.  Washer 

face  sheared  at  edge  of 
washer. 

1 54" 

Cemesto, 

820 

0.100"  deflection 

174 

154" 

O.D.  Washer 

850 

Circular  crack  in  sur¬ 
face  of  approximately 
354"  diameter. 

960 

Break  in  surface  around 
hole  of  /s"  to  154" 
radius 

1-9/16"  Cemesto, 

460 

0.100"  deflection. 

117 

1/4" 

O.D.  Washer 

530 

Circular  crack  in  sur¬ 
face,  3)4"  diameter. 

590 

Circular  crack  in  sur¬ 
face,  254"  diameter. 

1-9/16"  Cemesto, 

535 

0.100"  deflection. 

116 

154" 

O.D.  Washer 

640 

Circular  crack  in  sur¬ 
face,  454"  diameter. 

840 

Circular  crack  in  sur¬ 
face,  254"  diameter. 

2"  Cemesto, 

610 

0.100"  deflection. 

155 

154" 

O.D.  Washer 

870 

Circular  cracks  of  ra¬ 
dius  15/16"  to  V/s". 

2"  Cemesto, 

770 

0.100"  deflection. 

163 

154" 

O.D.  Washer 

900 

Circular  crack  in  sur¬ 
face,  Z/s"  diameter. 

930 

Diagonal  .cracks  within 
the  above. 

930 

Sheared  at  rim  of 
washer. 

Higher  loads  than  shown  above  could  be  obtained  but 
with  considerable  distortion  of  soft  inner  material.  Such 
loads  would  be  materially  influenced  by  the  supporting 
surface. 

Fire  Test  of  Cemesto  Board 
(Robert  W.  Hunt  Co.  Report  No.  P-16243-44) 
Sample  of  Cemesto  Board  2'6"  square  cut  from  a 
1-9/16"  thick  Cemesto  Board  was  supported  horizontally 
upon  a  framework  of  asbestos  cement  sheet  2'  square.  A 
gas  burner  was  centered  under  the  panel  and  impinged 
upon  an  area  about  8"  in  diameter  on  the  under  side. 
Four  thermo-couples  were  in  contact  with  the  under  side 
of  the  test  specimen.  After  the  burner  had  been  on  for 
five  minutes,  the  average  temperature  thus  measured 
within  the  8"  diameter  covered  by  the  burner  flame  was 
915  deg.  F.  The  maximum  noted  was  1090  deg.  F.  The 
minimum  noted  within  the  2'  square  area  was  670  deg. 
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F.  The  test  was  run  with  a  room  temperature  of  about 
85  deg.  F.  with  results  as  follows : 


Time  after 
start  of  burner 

Temperature 
of  Top 
Surface — 

Notes  0  F 

3  minutes 

Crack  occurred  in  asbestos  cement 
facing. 

95 

5  minutes 

Another  crack  opened.  Outside  of 
the  blue  flame  of  the  gas  burner, 
there  was  yellow  flame,  both 
covering  an  area  of  about  12"  di¬ 
ameter.  It  appeared  that  the  yel¬ 
low  flame  was  due  to  combustion 
of  materials  within  the  asbestos 
cement  covering. 

97 

10  minutes 

Heated  side  was  somewhat  bulged 

102 

15  minutes 

130 

20  minutes 

141 

25  minutes 

Partial  delamination  noted  at  out¬ 
side  edges. 

154 

30  minutes 

156 

40  minutes 

158 

50  minutes 

160 

60  minutes 

Yellow  flame,  from  burning  in¬ 
terior  material,  stopped. 

163 

120  minutes 

197 

180  minutes 

213 

240  minutes 

Test  stopped,  little  change  taking 
place. 

232 

There  were  four  irregular  cracks  in  the  bottom  sur¬ 
face  radiating  from  the  center  to  near  the  four  corners. 
The  Celotex  Fibreboard  core  within  the  asbestos  cement 
facings  was  charred  for  about  24"  diameter  but  not  all 
the  way  through  to  the  top  side. 

Hot  Air  Test  of  1-9/16"  Ccmcsto  Board 
(Robert  W.  Hunt  Co.  No.  P-16239) 

A  piece  12"  x  18"  was  cut  from  1-9/16"  Cemesto 
Board.  The  intermediate  fibreboard  insulating  material 
and  one  outer  facing  of  asbestos  cement  board  were  cut 
off  for  one  inch  at  each  end.  The  specimen  was  placed 
in  an  oven,  being  supported  by  the  one  inch  overhang 
of  one  facing  of  asbestos  cement  board  in  such  a  way 
that  the  weight  of  the  Celotex  fibreboard  core  and  bot¬ 
tom  asbestos  cement  board  surfacing  would  tend  to 
separate  them  from  the  upper  or  supporting  surfacing. 
The  temperature  of  the  oven  was  raised  approximately 
one  degree  Fahrenheit  per  minute.  When  the  tempera¬ 
ture  reached  358  deg.  F.  the  specimen  was  delaminating, 
separation  taking  place  between  the  upper  surfacing  of 
asbestos  cement  board,  and  the  intermediate  fibreboard 
insulating  material. 

Measurement  of  Sound  Transmission  Loss 
(National  Bureau  of  Standards  Report 
VI-2/TN-1 00470  F-14.) 

The  Cemesto  test  panel  was  built  of  l%"  thick 
Cemesto  Board  which  was  nailed  on  both  sides  of  a 
\y2"  thick  wooden  frame  having  the  outer  dimensions 
of  89"  x  71".  Two  sheets  of  44"  x  70"  Cemesto  board 
were  used  for  each  face  so  that  the  frame  protruded 
Yz"  on  all  edges.  The  frame  itself  consisted  of  four 
edge  members  which  were  \YV  thick  and  \¥%"  wide.  A 
central  stud,  thick  and  3"  wide,  located  approxi¬ 

mately  44"  on  centers,  was  employed,  the  joint  in  the 
Cemesto  board  occurring  at  this  central  stud.  The  joint 
was  caulked  with  a  suitable  caulking  compound.  The 
Cemesto  board  was  nailed  to  the  central  stud  and  edges 
of  the  frame  with  8-penny  nails  which  were  spaced 
approximately  4"  apart. 

The  principle  of  measurement  is  that  which  is  de¬ 


scribed  in  research  paper  RP  800  published  in  the  Jour¬ 
nal  of  Research  of  the  National  Bureau  of  Standards. 
The  area  of  the  panel  through  which  the  sound  is  trans¬ 
mitted  is  6.5  ft.  high  by  5  ft.  wide.  The  results  of  the 
measurements  are  given  in  the  following  table. 


Frequency 

c/s 


128 

192 

256 

384 

512 

768 

1024 

2048 

4096 

Avg. 

Weight  of  panel,  lb. 


Sound  transmission 
loss,  decibels 
Cemesto  Party  Wall, 
Panel  No.  F-14 

28.7 

32.5 

30.7 
35.3 

37.5 
42.2 

41.5 
49.9 

59.6 

39.8 

361 


Thermal  Conductivity  Test  -  (Armour  Research  Founda¬ 
tion  Test  No.  3657-D1  10/13/44) 

The  size  of  the  sample  was  16.5  x  16.5  x  1.31"  and  the 
density  as  received  was  18.95  lbs.  per  cu.  ft. 

In  the  Table  below  the  K-Factor  or  thermal  conduc¬ 
tivity  is  expressed  in  B.T.U.’s  per  hr.  per  sq.  ft.  per 
degree  F.  for  a  thickness  of  one  inch.  The  well  known 
flat  plate  method  was  used  to  determine  the  K-Factor. 
TABLE:  Thermal  Conductivity  of  Cemesto  Board  Core 
Stock : 


Thickness, 

Inches 

Density 
(Dry) 
lbs.  per 
cu.  ft. 

Hot 

Side 

°F. 

Cold 

Side 

°F. 

Mean 

Temp. 

°F. 

K-Factor 

1.31 

17.55 

90 

60 

75 

0.338 

Vapor  Permeability  -  ( Frank  B.  Rowley,  M.E.  Report 
dated  5/24/44) 

The  sample  consisted  of  Cemesto  Board  in  a  thickness 
of  1-9/16"  and  tested  in  an  apparatus  described  as 
follows : 

A  test  frame  was  built  up  with  the  layer  of  Cemesto 
Board  on  one  surface  and  an  aluminum  panel  on  the 
other.  These  two  were  slightly  over  2  inches  apart  and 
separated  with  a  layer  of  mineral  wool  insulation  2 
inches  in  thickness.  The  samples  were  all  sealed  in  the 
test  frame  and  the  assembled  unit  was  subjected  to  air 
on  the  Cemesto  board  side  of  70F  and  40  per  cent  rela¬ 
tive  humidity  and  on  the  aluminum  panel  side  of  — 10F. 
Under  these  conditions,  the  vapor  pressure  drop  was 
from  the  Cemesto  board  side  of  the  test  unit  to  the 
aluminum  panel  where  any  vapor  would  be  condensed. 

In  making  a  test,  the  assembled  unit  was  subjected  to 
test  conditions  and  the  aluminum  panel  was  weighed 
each  48  hour  period  until  uniform  increments  of  weight 
were  recorded.  The  rate  in  frost  formation  on  the  panel 
was  taken  as  the  rate  of  vapor  transmission  through  the 
Cemesto  board  test  specimens  under  the  given  conditions. 

Results  of  Tests 

Duration  of  tests  5/10/44  to  5/17/44 


Average  dry  bulb  temperature,  warm  side  70.3F 

Average  wet  bulb  temperature,  warm  side  56.5  F 
Average  dew  point  temperature,  warm  side  46.0F 
Average  relative  humidity,  warm  side  40% 

Average  air  temperature,  cold  side  of  sample  — 11. IF 
Average  temp.,  aluminum  condensing  panel  — 8.3F 


Rate  of  condensation,  grams/sq.ft.  /24  hrs.  on  aluminum 
panel : 

Sample  1:  0.963  Sample  2:  1.293 

Condensation,  grains/sq.ft. /hr/in.  of  mercury,  vapor 
pressure  difference : 

Sample  1:  2.155  Sample  2 :  2.894 
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Note :  In  calculating  the  rate  of  condensation  in  grains 
per  hour  per  inch  of  mercury,  the  pressure  difference 
across  the  sample  was  taken  as  the  difference  between 
the  vapor  pressure  of  air  on  the  warm  side  and  a  vapor 
pressure  corresponding  to  the  temperature  of  the  alumi¬ 
num  plate. 

Rain  Penetration  Tests  on  Cemesto  Board  (John  B. 
Pierce  Foundation  of  New  York  City,  Report  dated 
October  28,  1940). 

Test  Procedure:  Cemesto  specimens  were  exposed 
to  a  heavy  rain  test  in  a  rain  penetration  testing  chamber. 
By  covering  the  test  wall  with  a  continuous  sheet  of 
water  backed  up  by  static  air  pressure,  conditions  sim¬ 
ulating  a  combined  rain  and  windstorm  of  any  desired 
intensity  can  be  created.  Roughly  a  static  air  pressure 
of  10  lb.  per  sq.  ft.  which  will  balance  a  column  of  water 
two  inches  high  will  produce  the  same  effect  on  a 
wall  surface  as  the  impact  pressure  due  to  a  sixty  mile 
an  hour  wind.  Similarly  one-half  inch  or  2)4  lb.  is 
equivalent  to  a  thirty  mile  wind. 

Test  Results:  1)4  in.  Cemesto  panels  having  vertical 
and  horizontal  joints  were  tested  in  the  rain  pene¬ 
tration  testing  chamber.  The  Cemesto  panel  having  the 
vertical  joint  consisted  of  panels  butted  .with  joints 
caulked  and  battened,  whereas  the  panel  having  the 
horizontal  joint  consisted  of  a  wood  rail  intersecting 
two  panels.  Another  panel  consisted  of  a  combination  of 
the  vertical  and  horizontal  joints.  The  Cemesto  panels 
resisted  without  the  slightest  evidence  of  moisture  pene¬ 
tration  through  either  the  joints  or  the  material  itself, 
five  days  of  continuous  exposure  to  the  heavy  rain  test. 
Absorption  values  of  test  panels  showed  that  moisture 
penetrated  the  asbestos  cement  to,  but  not  through,  the 
asphalt  binder,  thus  indicating  the  essential  function  of 
the  asphalt  film  as  a  moisture  barrier. 

Adhesion  Test — Asbestos  Cement  to  Insulation  of 
Cemesto  (Robert  W.  Hunt  Co.  Report  No.  P-20721) 

Sample  of  Cemesto  1  9/16  in.  thick  and  6  in.  .square 
with  asbestos  cement  surfaces  cemented  to  pulling  blocks, 
was  loaded  in  a  direction  perpendicular  to  the  surfaces, 
so  as  to  pull  the  surface  material  directly  away  from 
the  central  insulating  material,  placing  the  bonded  sur¬ 
faces  under  tension.  This  is  in  accordance  with  method 
for  adhesion  or  bond  test  given  in  Commercial  Stand¬ 
ard  CS-42-35  Structural  Fibre  Insulating  Board.  Sam¬ 
ple  broke  within  the  insulating  material  at  1,026  lbs. 
per  sq.  ft.  The  bond  between  insulation  and  surfacing 
was  not  disturbed.  Due  to  the  nature  of  the  failure, 
Hunt  believes  it  probable  that  other  thicknesses  of 
Cemesto  would  show  a  similar  test  result. 

Strength  of  Metal  Wall  and  Roof  Clips  (The  Elmen- 
dorf  Corp.,  Chicago,  Ill.,  Report  dated  July  19,  1945). 

Tests  were  conducted  on  wall  and  roof  dips  used  in 
attaching  Cemesto  to  steel  framing  to  determine  the 
strength  of  the  clips  in  resisting  wind  pressures. 

Test  Procedure 

Typical  assembled  wall  and  roof  sections  of  Cemesto 
were  placed  between  the  two  heads  of  a  testing  ma¬ 
chine,  the  upper  head  exerting  the  pull  on  the  steel 
framing  member  while  the  lower  head  pulled  the 
Cemesto  downward. 

In  the  wall  tests,  an  asbestos  cement  board  batten 
strip  was  placed  over  the  Cemesto  joint  in  one  case, 
while  washers  were  placed  under  bolt  heads  in  the  second 
test. 

Tests  of  roof  clips  for  fastening  Cemesto  to  steel  fram¬ 
ing  included  assembled  panels  with  and  without  filler 
strips.  The  roof  clips  engaged  the  flanges  of  the  steel 
framing  member  and  were  nailed  to  the  Cemesto  with 
two  4d  nails. 

Test  Results 

1.  Wall  Clips — The  strength  of  16  gage  “S”  wall  clips 
was  determined  as  follows : 


Maximum  load  on  two  clips  using  asbestos  cement 

board  batten  strip  . 647  lbs. 

Maximum  load  on  two  clips  using  washer  under  the 

bolt  head  . 625  lbs. 

Since  the  Cemesto  is  four  feet  wide  and  the  clips  are 
spaced  12  in.  o.c.  each  clip  must  resist  the  force  on 
2  sq.  ft.  area.  With  a  wind  pressure  of  30  lbs.  per 
sq.  ft.  the  load  on  two  clips  amounts  to  120  lbs.  As 
one  of  the  loads  to  cause  two  clips  to  flatten  is  625  lbs., 
there  is  a  factor  of  safety  of  5. 

2.  Roof  Clips — The  strength  of  the  16  gage  roof  clips 
was  determined  as  follows : 

Test  on  two  clips — load  at  .10  in.  deformation. .  90  lbs. 


Load  at  initial  failure — on  two  clips  . 403  lbs. 

Load  at  crushing  edge  of  Cemesto  . 455  lbs. 


Based  on  an  upward  wind  load  of  30  lbs.  per  sq.  ft. 
less  the  dead  load  of  the  Cemesto  and  roofing  equiva¬ 
lent  to  10  lbs.  per  sq.  ft.,  the  net  load  on  two  clips 
spaced  12  in.  o.c.,  is  80  lbs.  Each  clip  resists  the  load 
on  2  sq.  ft.  of  Cemesto  roof  deck  area.  Since  the  load 
at  initial  failure  amounted  to  403  lbs.,  there  is  there¬ 
fore,  a  factor  of  safety  of  5. 

DETAILS  OF  APPLICATION  OF  CEMESTO 
EXTERIOR  SIDING 

General 

Cemesto  in  1)4",  1-9/16"  and  2°  thicknesses  may  be 
used  for  walls.  Panels  shall  bear  on  framing  members. 
Steel  framing  members  at  joints  between  panels  shall 
have  flanges  at  least  4"  wide  and  wood  framing  members 
shall  have  a  face  of  4"  (nominal)  width  so  that  edges 
of  panels  will  have  a  minimum  bearing  of  at  least  1 )4"- 
No  span  shall  be  more  than  4'  0"  in  one  direction  or 
either  vertical  or  horizontal  application  with  joint  allow¬ 
ance  of  )4"  to  Cemesto  panels  shall  be  factory 

sealed  on  all  edges  for  exterior  use. 

Application  to  Steel  Framing 

For  vertical  or  horizontal  application  of  panels,  initial 
fastening  shall  be  made  at  each  upper  corner  of  each 
panel  with  flat  head  or  counter  sunk  bolts  of  suitable 
length.  For  attachment  to  steel,  panels  "shall  be  drilled 
and  fastened  with  %"  diameter  bolts  and  1)4"  x  2)4" 
pressure  type  16  gauge  metal  clips  spaced  12"  o.c.  Bolt 
heads  bearing  on  steel  or  battens  shall  be  provided  with 
H"  diameter  metal  washers  and  )4"  diameter  caulking 
washers.  Battens  shall  be  cement  asbestos  board  at 
least  5/16"  thick  and  4"  wide.  Washers  bearing  on 
Cemesto  shall  be  12  gauge  metal  1)4"  diameter.  Lock 
washers  shall  be  used  under  nuts.  Where  panels  rest 
on  or  against  steel  use  a  gasket  or  caulking  strip  )4" 
thick  of  asphalt  or  rubber  extruded  ribbon  of  suitable 
width.  Lower  edges  of  panels  bearing  on  steel  framing 
shall  rest  on  similar  caulking  strips.  Caulking  strips 
shall  be  1"  wide  for  1)4"  panels;  1)4"  wide  for  19/16" 
panels  ;  and  2"  wide  for  2"  panels. 

Horizontal  joints  not  backed  up  by  steel  framing  shall 
be  flashed  with  caulking  strips  and  a  12  gauge  struc¬ 
tural  metal  “Z”  which  shall  bear  against  the  vertical 
framing  members.  Horizontal  joints  backed  up  with 
steel  framing  shall  be  flashed  with  caulking  tape  and  a 
16  gauge  metal  “Z”. 

Vertical  joints  not  backed  up  with  framing  members 
shall  be  covered  with  strips  of  55  lb.  Smooth  Roll 
Roofing  and  cement  asbestos  battens  on  both  the  in¬ 
terior  and  exterior.  Vertical  joints  backed  up  with 
framing  members  shall  be  covered  with  a  strip  of  55  lb. 
Smooth  Roll  Roofing  and  a  cement  asbestos  batten  on 
the  exterior  surface  only. 

All  bolts,'  nuts,  clips,  washers  and  “Z”  bars  shall  be 
treated  to  resist  corrosion.  The  minimum  length  of 
bolts  shall  be  as  follows : 

2) 4"  for  1)4"  panels 

3"  for  1  9/16"  panels 

3) 4"  for  2"  panels 

When  bolts  pass  through  cement  asbestos  battens  the 
length  shall  be  increased  by  )4"  respectively. 
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Application  to  Wood  Framing 

On  wood  frame  structures,  panels  may  be  used  in 
vertical  or  horizontal  application.  The  frame  shall 
consist  of  sills,  posts,  girts,  headers  and  plates  mutually 
braced  complying  with  sub.  art.  7  of  Article  9  of  Ad¬ 
ministrative  Code.  Sills  shall  be  anchored  to  concrete 
construction,  and  plates,  girts  and  headers  shall  be 
securely  fastened  to  posts.  Headers  shall  be  provided 
between  posts  at  windows  and  door  openings. 

Horizontal  flashing  where  one  panel  is  applied  above 
another  panel  shall  be  made  water  tight  with  26  gauge 
galvanized  “Z”  iron  or  other  suitable  metal  flashing. 
Outside  vertical  joints  shall  be  covered  with  a  strip  of 
55  lb.  Smooth  Roll  Roofing  and  covered  with  a  batten 
of  wood  or  cement  asbestos  board.  Battens  may  be 
1"  x  4"  wood  or  5/16"  x  4"  cement  asbestos  board 
drilled  for  nails.  Nailing  through  battens  shall  be  on 
8"  centers.  Where  Cemesto  rests  on  or  against  framing, 
use  a  gasket  of  55  lb.  Smooth  Roll  Roofing  or  a  caulk¬ 
ing  strip  )4"  thick  of  asphalt  or  rubber  extruded  rib¬ 
bon  of  suitable  width.  Caulking  strips  in  joints  or  at 
edges  resting  on  framing  shall  be  of  similar  material  1" 
wide  for  1  )4"  panels;  \l/2"  wide  for  19/16"  panels; 
and  2"  wide  for  2"  panels. 

Nailing  shall  be  spaced  not  over  8"  on  centers  in  both 
directions.  Nails  shall  be  non-corrosive  and  coated 
where  exposed  to  the  elements  as  follows : 

8d  Nails  for  1*4"  Cemesto 
12d  Nails  for  1  9/16"  Cemesto 
16d  Nails  for  2"  Cemesto 

ROOF  DECKS 
Application  to  Steel  Framing 

Cemesto  19/16"  or  2"  thick  (1%"  thickness  not  to 
be  used  for  roof  decks)  square  edge  panels  4'  0" 
(nominal)  wide  in  lengths  up  to  12'  0"  shall  be  used 
for  roof  decks.  Panels  shall  be  cut  to  widths  less  than 
4'  0"  to  meet  special  framing  conditions.  All  panels 
shall  be  applied  on  spans  not  exceeding  4'  0"  in  both 
directions.  Cemesto  panels  shall  be  factory  sealed  on 
all  edges  for  exterior  use  and  shall  be  fastened  only 
along  all  edges  to  the  framing  members.  Roof  joists, 
either  light  weight  structural  members  or  bar  joists, 
shall  have  a  flange  or  face  4"  wide  so  that  all  edges 
of  panels  will  have  a  minimum  bearing  of  1%" .  Panels 
shall  be  fastened  along  all  edges  directly  to  the  flanges 
of  the  structural  members  with  1"  wide  16  gauge  gal¬ 
vanized  metal  clips,  clamped  over  the  flanges  of  the 
framing  members  and  bent  over  and  nailed  to  the  top 
surface  of  the  panel.  Clips  shall  be  spaced  not  over 
12"  on  centers.  Allow  )4"  to  YY  joints  between  the 
panels  and  caulk  with  asphalt  cut  back  plastic  roofing 
cement  (gun  application)  and  cover  with  strips  of  30  lb. 
saturated  roofing  felt  stuck  to  the  plastic  roofing 
cement  caulking.  Cemesto  roof  decks  shall  be  covered 
with  approved  built-up  roofing  suitable  for  use  on  con¬ 
crete  decks. 

Application  to  Wood  Framing 

Cemesto  1  9/16"  or  2"  thick  (1)4"  thickness  not  to 
be  used  for  roof  decks)  square  edge  panels  4'  0"  (nomi¬ 
nal)  wide  in  lengths  up  to  12'  0"  shall  be  used  for 
roof  decks.  Panels  shall  be  cut  to  widths  less  than 
4'  0"  to  meet  special  framing  conditions.  All  panels 
shall  be  applied  on  spans  not  exceeding  4'  0"  in  both 
directions.  Cemesto  panels  shall  be  factory  sealed  on 
all  edges  for  exterior  use.  Panels  shall  be  applied  over 
wood  framing  not  less  than  4"  (nominal)  wide  or 
steel  framing  and  bar  joists  with  2"  x  4"  wood  nailers 
laid  flat-wise  and  fastened  to  the  upper  flanges  with 
counter-sunk  bolts,  providing  a  minimum  bearing  of 
\YY  at  all  edges.  2"  x  4"  wood  headers  laid  flat-wise 
4'  0"  on  centers  shall  be  toe-nailed  in  between  wood 
joists  or  cut  in  between  wood  nailers  attached  to  steel 
framing  or  bar  joists.  Headers  shall  be  fastened  to 


steel  framing  or  bar  joists  with  counter-sunk  bolts. 
Panels  shall  be  applied  with  long  edges  parallel  to 
and  centering  over  main  bearing  members  with  the 
short  edges  bearing  on  headers  and  shall  be  nailed 
along  all  edges  only,  using  12d  non-corrosive  common 
nails  for  1  9/16"  panels  and  16d  non-corrosive  common 
nails  for  2"  panels,  spaced  6"  on  centers  and  YY  in 
from  edges.  Allow  YY  to  YY'  joints  between  panels 
and  caulk  with  asphalt  cut-back  plastic  roofing  cement 
(gun  application)  and  cover  with  strips  of  30  lb. 
sheathing  paper  stuck  to  the  plastic  roofing  cement 
caulking.  Cemesto  roof  decks  shall  be  covered  with 
approved  built-up  roofing  suitable  for  use  on  concrete 
decks. 

INTERIOR  PARTITIONS 

For  wood  framed  load  bearing  and  tion-load  bearing, 
demountable  and  single  wall  construction  limited  to 
height  of  12'  in  one  panel ;  single  lengths  4',  6',  8',  10', 
12'.  Widths  4'  0"  or  less.  The  maximum  single  length 
shall  be  12'  for  the  2",  10'  for  the  1  9/16"  and  9'  for 
the  1  Y&"  material. 

Wood-Frame  Load  Bearing  Demountable 

Use  1)4",  1 9/16"  or  2"  Cemesto.  Studs  shall  be 
spaced  with  an  opening  of  4'  0)4"  or  less  to  form  the 
frame  between  which  the  single  panel  shall  be  inserted. 
Upper  and  lower  plates  shall  be  securely  anchored  in 
place.  Studs  shall  be  set  between  the  plates  and  spaced 
to  receive  the  panels  which  shall  be  held  in  place  by 
wood  stops  nailed  to  the  framing  members.  Wood 
stops  or  moulding  shall  be  nailed  to  one  side  to  re¬ 
ceive  the  panels.  The  panels  shall  be  secured  in  place 
by  means  of  wood  stops  or  mouldings  on  the  opposite 
side.  Stops  shall  be  fastened  to  the  studs  with  finish¬ 
ing  nails  at  the  vertical  joints  and  also  at  the  floor 
and  ceiling  plates.  Studs  shall  be  either  2"  x  4",  2"  x  6" 
or  4"  x  6".  Corner  posts  shall  be  4"  x  4"  or  6"  x  6". 
The  upper  plate  and  studs  shall  be  sufficient  size  to 
carry  any  load  placed  thereon.  Steel  frame  work  may 
also  be  used  for  this  type  of  partition. 

Wood-Framed  Studlcss  Splined  Non-Load  Bearing 

Use  19/16"  or  2"  Cemesto  (1)4"  not  to  be  used 
for  this  type).  For  studless  splined  partitions,  Cemesto 
shall  be  grooved  at  the  factory.  Grooves  shall  be  )4" 
wide  by  1"  deep  and  splines  may  be  of  wood  or  steel 
7/16"  x  IYY-  For  permanent  partitions,  splines  shall 
be  cemented  in  place  using  chip  glue  or  light  body  alco¬ 
hol  base  adhesive  for  wood  splines.  For  metal  splines, 
an  approved  adhesive  material  shall  be  used.  Trim,  base 
and  ceiling  plate  assemblies  may  be  of  wood  or  metal. 

To  install  partition,  secure  base  plate  on  floor  and 
ceiling  plates  into  ceiling  with  trim  assembled  on  one 
side  only.  Fasten  with  spikes  or  screws  in  wood  or 
expansion  bolts  in  concrete.  Set  panels  in  base  framing. 
Assemble  and  fasten  panels  with  four  6d  nails  or  screws, 
two  at  head  and  two  at  base.  Apply  trim  and  mould¬ 
ings.  Door  frames  and  corner  blocks  shall  be  installed 
as  panels  are  set  in  place  to  allow  splines  to  be  inserted. 
Where  it  is  necessary  to  set  the  last  panel  of  a  par¬ 
tition  at  a  wall,  the  wall  plate  shall  be  installed  after 
the  last  panel  has  been  set  and  positioned  over  spline. 

Batten  Type  Non-Load  Bearing 

Use  1)4",  19/16"  or  2"  Cemesto. 

“L”  shaped  wood  or  metal  plates  shall  be  securely 
fastened  to  wall,  ceiling  and  floor.  For  securing  to 
wood,  use  spikes ;  to  paster,  use  toggle  bolts ;  to  con¬ 
crete,  use  expansion  bolts.  Framing  members  shall  be 
set  in  place  so  that  wall,  ceiling  and  floor  plate  battens 
can  be  applied  on  the  same  side  of  the  partition.  Panels 
shall  be  set  in  place  against  floor  and  ceiling  plates. 
Nail  or  screw  separate  top  and  bottom  wood  or  metal 
battens  in  place  to  complete  plate  assemblies. 

Set  wood  or  metal  battens  on  opposite  sides  of  all 
vertical  joints  and  fasten  together  by  nailing  or  screw- 
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ing  through  batten  on  one  side  and  through  the  panel 
into  the  batten  on  the  opposite  side.  Finishing  nails 
or  screws  of  proper  length  shall  be  used.  Vertical 
battens  shall  stop  at  the  plates. 

ELECTRIC  WIRING  AND  PIPING 

Wherever  electric  wiring  is  used,  such  wiring  shall 
be  placed  in  approved  conduits  and  not  chased  through 
panels  used  for  single  wall  partitions.  In  no  case  shall 
piping  of  any  kind  be  chased  through  Cemesto  panels 
and  for  single  wall  partitions. 

FIRE  PROTECTION 

All  steam  and  hot  water  lines  shall  be  placed  not 
closer  than  y2"  to  panels.  Warm  air  pipes  shall  not 
be  closer  than  1"  and  heating  boilers  shall  be  located 
on  an  incombustible  base  located  at  least  2  ft.  from 
any  Cemesto  construction.  The  connection  of  heating 
boilers  to  legal  chimneys  shall  be  by  metal  breeching 
or  piping,  located  not  nearer  than  18"  to  the  ceiling 
and  leading  to  a  legal  flue  as  provided  in  C26-70S.0. 
The  location  of  gas  fired  appliances  shall  be  as  provided 
in  C26-69S.0  with  the  same  clearances  as  required  for 
combustible  materials  and  that  all  gas  outlet  pipes  be 
separated  from  panels  as  provided  for  combustible  ma¬ 
terial  in  C26-695.0,  c,  5.  Insulated  metal  chimneys  may 
not  be  used  unless  approved  by  the  Board  for  installa¬ 
tion  in  Class  4  construction. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  Cemesto  Board 
and  accessories  as  described  herein,  for  use  in  New 
York  City  under  the  Board’s  authority  as  provided  in 
C26-191.0,  a,  when  made  and  used  as  described  herein 
and  when  applied  as  described  under  the  portion  of 
report  reading  “Details  of  Application  of  Cemesto”  and 
for  uses  as  follows : 

Under  C26-241.0,  Class  3  Non-Fireproof  Structures, 
as  a  wood-framed,  load  bearing  interior  partition,  a 
non-load  bearing  interior  partition  and  as  a  roof  deck. 
When  used  in  a  load-bearing  partition,  the  wood  fram¬ 
ing  and  not  the  Cemesto  shall  carry  the  load. 

Under  C26-242.0,  Wood  Frame  Structures,  as  an  ex¬ 
terior  siding,  as  a  wood-framed,  load  bearing  interior 
partition,  a  non-load  bearing  interior  partition  (See 
Board’s  Rules  on  Uses  of  Insulating  Fibre  Board  Rule 
2.3)  and  as  a  roof  deck.  When  used  in  a  load  bearing 
partition,  the  wood  framing  and  not  the  Cemesto  shall 
carry  the  load. 

Under  C26-243.0,  Class  5,  Metal  Structures,  as  ex¬ 
terior  siding  and  as  a  roof  deck. 

Under  C26-667.0,  5  as  a  subdividing  partition  in 
spaces  without  conbustible  occupancies  requiring  a  per¬ 
mit  from  the  Fire  Commissioner  for  use  in  areas  as 
limited  by  this  section. 

While  the  Insulating  Fibre  Board  Rules  under  Rule  2.2 
precludes  the  use  of  fibreboard  as  a  roof  sheathing  ma¬ 
terial,  Cemesto  panels  having  a  fibreboard  core  and 
surfaced  on  both  sides  with  %"  of  cement  asbestos 
sheets  and  all  edges  weather  sealed  at  the  factory  com¬ 
prise  a  form  of  construction  differing  from  insulating 
fibre  board  covered  by  the  rules  and  on  the  basis  of 
the  test  data  submitted  herein,  the  Committee  recom¬ 
mends  the  use  of  Cemesto  as  a  roof  material  for  live 
loads  of  40  lbs/  sq.  ft.  and  dead  loads  of  10  lb./  sq.  ft. 
when  applied  as  described  under  the  portions  of  this 
report  reading  “Details  of  Application  of  Cemesto”. 

When  used  as  an  exterior  material  on  roofs  or  for 
exterior  siding,  Cemesto  panels  shall  be  cut  to  lengths 
as  required  by  the  design  and  edges  factory  sealed 
against  the  weather.  When  it  is  necessary  to  cut 
panels  used  for  exterior  siding  or  roof  decks  at  the 
site,  equivalent  weather  sealing  shall  be  applied  to  cut 
edges,  consisting  of  micro-crystalline  wax,  plastic  roof¬ 
ing  cement  or  caulking  compound. 


In  no  case  shall  any  chases  of  any  kind  be  made  in 
Cemesto  panels. 

It  is  further  recommended  that  all  Cemesto  panels  or 
packages  of  Cemesto  panels  be  identified  with  labels 
or  printing  reading  as  follows  :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  304-44-SM.” 

(Sgd.)  BERNARD  A.  SAVTGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Cemesto  Board  (As¬ 
bestos  Cement  Clad  Insulation  Board),  on  condition  that 
the  material  be  manufactured,  installed,  used  and  labelled 
in  accordance  with  the  above  report. 


Adjourned:  1:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

THURSDAY  AFTERNOON,  JANUARY  3,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

718-45-A 

APPLICANT — Robert  Teichman,  for  Frances  A.  Groth, 
et  al.,  owners  (Victory  Bag  and  Hanger  Co.,  Inc., 
lessee) . 

SUBJECT — An  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 58-66  Sedgwick  street,  south 
side,  125  ft.  east  of  Van  Brunt  street  (1st  floor)  ; 
(Block  318,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Robert  Teichman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (718-45-A) 

Whereas,  Robert  Teichman,  for  Frances  A.  Groth,  et  al. 
owner  (Victory  Bag  and  Hanger  Co.,  Inc.,  lessee),  filed 
November  14,  1945,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  58-66  Sedgwick 
street,  south  side,  125  ft.  east  of  Van  Brunt  street  (1st 
floor)  ;  (Block  318,  Lot  10),  Borough  of  Brooklyn;  and 
Whereas,  Order  15361 -LF,  issued  by  the  fire  commis¬ 
sioner  on  June  22,  1945,  reads: 

“You  are  hereby  ordered  and  required  within  30  days 
from  the  date  of  the  service  of  this  order  to: 

1.  Provide  on  1st  story  a  fixed  fire  extinguishing  sys¬ 
tem  or  other  means  for  the  extinguishment  of  fire  satis¬ 
factory  to  the  fire  commissioner.  Section  09-161.0 
Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioners  dated 
October  16,  1945,  reads : 
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“This  will  acknowledge  receipt  of  your  letter  of  Octo¬ 
ber  8th  wherein  you  request  the  modification  of  Orders 
14934-LF  and  15361-LF  affecting  the  above  mentioned 
premises. 

You  will  please  be  advised  that  your  request  must  be 
denied.  However,  if  you  feel  that  there  are  any  cir¬ 
cumstances  which  entitle  you  to  a  modification  or  that 
there  is  an  undue  hardship  in  complying  with  the  orders, 
you  have  the  alternative  of  filing  an  appeal  with  the 
Board  of  Standards  and  Appeals,  Room  1015,  Municipal 
Building,  Manhattan. 

Order  14934-LF  has  been  rescinded  and  superseded 
by  Order  15361-LF  for  the  reason  that  the  former  was 
erroneously  issued  against  the  occupant.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(14  ft.)  in  height;  125  ft.  by  100  ft.  in  area;  of  Class  3 
construction;  erected  1900;  located  in  an  unrestricted  use, 
A  area  and  Class  1(4  height  district,  and  used  and  occupied 
throughout  since  1943  for  the  manufacture  and  storage  of 
paper  bags  and  clothes  hangers,  20  persons ;  that  no  change 
in  use  or  occupancy  is  proposed ;  and 

Whereas,  the  applicant  contends  that  the  easterly  section 
contains  approximately  5700  sq.  ft.  and  is  separated  by  a 
fire  wall  about  75  ft.  long ;  that  the  center  section  contains 
1400  sq.  ft.  and  contains  a  boiler  room  entirely  separated 
from  the  east  and  west  sections ;  that  the  westerly  section 
contains  approximately  1900  sq.  ft.;  that  the  hangers  manu¬ 
factured  are  pressed  and  stamped  out  from  cardboard  and 
the  paper  bags  are  manufactured  from  paper  which  is  neatly 
stored  in  piles,  with  ample  passageway  between  piles  and  all 
the  debris  is  gathered  daily,  baled  and  removed  from  the 
premises ;  that  housekeeping  conditions  are  good  and  sand 
and  water  pails  are  available ;  that  there  are  no  open  lights, 
no  combustibles  or  chemicals  stored ;  that  the  ceiling  of  the 
easterly  section  where  the  work  is  done,  is  covered  with 
metal  over  asbestos  and  plasterboards ;  that  it  will  be  a 
hardship  to  be  compelled  to  install  a  sprinkler  system ;  that 
a  fire  could  easily  be  fought  by  the  Fire  Department  from 
the  front,  side  or  rear  of  the  building  as  well  as  from  the 
roof  through  the  skylights ;  that  in  lieu  of  the  sprinkler  sys¬ 
tem  required,  the  owner  is  willing  to  provide  portable  fire 
extinguishers,  one  for  ever  2500  sq.  ft. ;  it  is  therefore 
requested  that  the  Board  modify  the  order. 

Resolved ,  that  the  decision  of  the  fire  commissioner  acting 
on  Order  15361-LF,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
fire  wall,  approximately  in  the  middle  of  the  premises  run¬ 
ning  from  front  to  rear,  shall  comply  with  the  requirements 
of  the  Building  Code  as  to  a  fire  wall,  and  the  openings 
therein  shall  either  be  filled  with  approved  masonry  or 
protected  with  required  fire  doors ;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  proposed ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


764-45-A 

APPLICANT— -New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— North  side  of  East  6th  street 
to  south  side  of  East  13th  street,  from  Avenue  D 
to  Franklin  D.  Roosevelt  (East  River)  drive  (Block 
367,  Lot  1  and  Block  362,  Lots  1  and  100),  Jacob 
Riis  Houses,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  S.  Joseph  and  Edward  I.. 
Van  Valkenburgh. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  .  1 

Negative:  Commissioners  Savage  and  Blum  and 

Deputy  Chief  Gunn  .  3 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 

Negative  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 

THE  RESOLUTION  (764-45-A) 


Whereas,  the  New  York  City  Housing  Authority,  owner, 
filed  December  6,  1945,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  north  side  of 
East  6th  street  to  south  side  of  East  13th  street  from 
Avenue  D  to  Franklin  D.  Roosevelt  (East  River)  drive 
(Block  367,  Lot  1  and  Block  362,  Lots  1  and  100),  Jacob 
Riis  Houses,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  222  to  240-1945,  inclusive,  dated 
November  7,  1945,  reads: 

“A-l.  Incinerators  required  to  have  one  hour  self¬ 
closing  fireproof  doors  in  addition  to  hopper  doors. 

(Note:  Examined  for  the  above  items  only.  No 
further  examinations  made). 

“2.  Principal  reinforced  concrete  columns  should 
have  a  maximum  total  thickness  of  12  in.,  sec.  C26- 
494.0  Administrative  Code.” 

(Note:  Examined  for  the  above  item  No.  2  only).” 
and 

Whereas,  the  applicant  states  that  the  proposed  buildings 
will  consist  of  seven  6-story,  eight  13-story  and  four  14- 
story  Class  1  multiple  dwellings,  having  1700  apartments; 
and 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
the  Code  provides  in  Section  8.5.26.1  that  the  principal  re¬ 
inforced  concrete  columns  in  buildings  shall  have  a  mini¬ 
mum  total  thickness  of  12  inches;  that  the  Building  Regu¬ 
lations  for  Reinforced  Concrete  (318-41)  adopted  by  the 
American  Concrete  Institute  on  February  20,  1941  ratified 
July  21,  1941,  reflects  later  thinking  in  the  field  of  concrete 
and  reinforced  concrete  than  the  current  Building  Code; 
that  Section  1101  of  said  Building  Regulations  for  Rein¬ 
forced  Concrete  provides  that  principal  columns  in  build¬ 
ings  shall  have  a  minimum  diameter  of  12  inches  or  in  the 
ca<e  of  rectangular  columns,  a  minimum  thickness  of  10 
inches  and  a  minimum  gross  area  of  120  square  inches ;  that 
it  is  proposed  to  use  principal  columns  having  a  minimum 
dimension  of  11(4  inches,  square  columns  having  a  gross 
area  of  132  square  inches ;  that  the  reinforcing  design  of 
the  columns  is  based  on  the  actual  cross  section  area,  thus 
providing  adequate  safety;  that  the  use  of  11  (4  inch  col¬ 
umns  will  prove  more  practical  and  economical  because  of 
the  elimination  of  waste  in  the  construction  of  the  forms 
and  by  providing  more  available  space ;  and  contends  as  to 
objection  2,  that  the  incinerators  are  the  non-fuel  fired 
type  and  are  not  subject  to  the  same  degree  of  heat  or 
hazard  as  fuel  oil  fired  incinerators ;  that  the  incinerator 
openings  will  be  provided  with  self-closing  hopper  doors 
and  frames  having  a  one-hour  fire  test  rating;  that  in 
buildings  where  protective  doors  have  been  installed,  the 
doors  have  been  a  nuisance  to  the  tenants  by  interfering 
with  the  convenient  operation  of  the  hopper  door  and  have 
caused  people  to  spill  refuse,  thus  creating  an  unsanitary 
condition ;  and  that  in  addition  this  door  is  impractical  and 
most  of  the  buildings  using  this  protective  door  have  been 
of  non-fireproof  construction,  whereas  the  proposed  buildings 
will  be  Class  1  fireproof  structures  throughout. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applies.  222  to  240-45.  inclusive,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
n ranted  as  to  Objection  A-l,  on  condition  that  the  interior 
hopper  assembly  shall  be  of  a  type  as  submitted  to  the  Board, 
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as  meeting  the  test  requirements  for  one  hour  rating,  and 
shall  be  self-closing;  that  this  is  granted  only  in  relation 
to  the  buildings  in  which  the  incinerator  shaft  is  located 
outside  of  the  stair  enclosure;  as  to  Objection  2,  that  the 
columns  shall  be  designed  and  constructed  as  proposed  and 
otherwise  shall  comply  with  the  requirements  of  the  Code ; 
that  in  all  other  respects,  the  buildings  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


357-45-A 

APPLICANT — Claude  L.  Spray,  for  Jamlee  Hotel  Corp., 
owner. 

SUBJECT- — Application  for  consideration — reopening  and 
consideration  of  new  Fire  Department  order — re 
Appeal  from  an  order  of  the  Fire  Department 
(previously  denied). 

PREMISES  AFFECTED — 1282-1300  Broadway,  46-62 
West  34th  street  and  53-63  West  33rd  street  (Block 
835,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Claude  L.  Spray. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen,  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn ...  4 


255-43-A 

APPLICANT — Charles  M.  Spindler,  for  Hyland  Nursing 
Home,  owner. 

SUBJECT — Application  reopened  February  20,  1945— re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 28-53  216th  street,  north  side, 
477.32  ft.  east  of  38th  avenue  (Block  6019,  Lot  1), 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
2  P.M.,  for  further  consideration. 


163-45-A 

APPLICANT— Kalvid  Realty  Corp.,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
September  25,  1945— re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED — 54-31  to  54-37  Myrtle  avenue, 
343-359  Woodbine  street,  northwest  corner  and 
350  St.  Nicholas  avenue,  southwest  corner  of  Wood¬ 
bine  street  (2nd  floor)  ;  (Block  3445,  Lots  1  and 
32),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  David  I.  Silverman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
2  P.M.,  at  request  of  applicant. 


712-45-A 

APPLICANT — Arthur  Jovis,  for  Milton  Steiner,  owner, 
(Anna  Hoffmann,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 5440  Independence  avenue, 
east  side,  315.46  ft.  north  of  West  254th  street  (1st 
and  2nd  floors)  ;  (Block  3425,  Lot  284),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
2  P.M.,  for  an  inspection  by  a  committee  of  the 
Board. 


729-45-A 

APPLICANT— Harry  P.  Jaenike,  for  The  Guaranty  Trust 
Co.  of  New  York,  trustee  u/w  of  Elmer  E. 
Smathers,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 562  5th  avenue  and  1  West  46th 
street,  northwest  corner  (Block  1262,  Lot  34), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
2  P.M.,  for  an  inspection  by  a  committee  of  the 
Board. 


ZONING  APPLICATIONS 

73-38-BZ 

APPLICANT — Paul  Friedman,  for  Sears,  Roebuck  and 
Company,  owner. 

SUBJECT — Application  reopened  December  4,  1945 — re 
Application  (decision  of  the  borough  superintend¬ 
ent)  previously  granted  on  condition,  under  section 
7h  of  the.  zoning  resolution,  permitting  in  a  business 
use .  district,  the  parking  of  more  than  five  motor 
vehicles,  which  expired  by  limitation  April  17, 
1944. 

PREMISES  AFFECTED — 2420  Bedford  avenue  and  2301  - 
2323  Beverly  road,  northwest  corner  (Block  5133, 
Lot  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition  :  None. 

For  .Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  o 

THE  RESOLUTION  (73-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  building 
zone  resolution  to  permit  in  a  business  use  district  the  park¬ 
ing  of  more  than  five  (5)  motor  vehicles;  premises  2420 
Bedford  avenue  and  2301-2323  Beverly  road,  northwest  cor¬ 
ner  (Block  No.  5133,  Lot  No.  14),  Borough  of  Brooklyn 
was  granted  by  the  Board  June  28,  1938,  for  a  temporary 
period  of  two  (2)  years  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  June  4,  1940  and 
the.  applicant  requested  a  further  extension  of  the  permit, 
which  permit  had  expired  by  time  limitation;  and 

Where \s,  this  case  was  reopened  bv  vote  of  the  Board 
on  December  4,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  January  3,  1946;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  January  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  28,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
five  (5)  years  from  the  date  of  this  amended  resolu¬ 
tion,  on  condition  *  *  *  and  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  adopted  June 
28,  1938,  shall  be  complied  with ;  this  lot  may  be  used 
in  conjunction  with  adjoining  lot  also,  now  part  of 
Lot  14,  variance  for  which  was  granted  to  permit  the 
parking  use  under  Cal.  No.  1 1 75-39-BZ ;  that  the  curb 
cut  openings  hereinbefore  permitted  for  a  width  of  20 
ft.  on  Bedford  avenue  may  be  increased  to  a  width  not 
to  exceed  41  ft.  for  each  of  the  two  curbs  to  Bedford 
avenue ;  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained.” 

— 

1175-39-BZ 

APPLICANT — Paul  Friedman,  for  Sears,  Roebuck  and 
Company,  owner. 

SUBJECT — Application  reopened  January  3,  1946,  for  ex¬ 
tension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  of  more  than  five  motor 
vehicles  (expired  by  limitation  4/17/42). 
PREMISES  AFFECTED— 2201-2209  Beverly  road  and 
149-175  East  22nd  street,  northeast  corner  (Block 
5133,  Lots  38  to  49,  inclusive),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (1175-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  of  more  than  five  motor  vehicles, 
affecting  premises  2201-2209  Beverly  road  and  149-175  East 
22nd  street,  northeast  corner  (Block  5133,  Lots  38  to  49,  in¬ 
clusive),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  February  27,  1940,  on  certain  conditions ;  and 
Whereas,  the-resolution  was  amended  April  9,  1940;  and 
Whereas,  the  permit  was  extended  on  April  17,  1942  and 
the  applicant  requested  a  further  extension  of  the  permit, 
which  permit  had  expired  by  time  limitation ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  4,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  January  3,  1946;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  January  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  at  the  time  this  application  was  originally 
granted  on  February  27,  1940,  the  lot  numbers  were  38  to 
49,  inclusive;  that  this  lot  is  now  known  as  part  of  Lot  14. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  27,  1940, 
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as  amended  through  April  17,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution ;  the  use 
herein  granted  may  be  in  connection  with  the  similar 
use  permitted  on  the  balance  of  Lot  14  where  unbuilt 
upon,  granted  under  Cal.  No.  73-38-BZ ;  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


926-28-BZ 

APPLICANT — The  Texas  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  the 
extension  of  an  accessory  building  (for  lubritory 
use)  and  the  rearrangement  of  pumps  on  an  ex¬ 
isting  gasoline  service  station. 

PREMISES  AFFECTED — 2633-2643  Ocean  avenue  and 
2002  Avenue  V,  southeast  corner  (Block  7381,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 

THE  RESOLUTION  (926-28-BZ) 

Whereas,  this  application,  to  permit  in  a  residence  dis¬ 
trict,  under  section  21  of  the  zoning  resolution,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  2633-2643  Ocean  avenue  and  2002  Avenue  V,  south¬ 
east  corner  (Block  7381,  Lot  1),  Borough  of  Brooklyn,  was 
denied  by  the  Board  on  May  7,  1929 ;  the  action  of  Board 
was  reversed  by  the  Supreme  Court,  and  a  gasoline  service 
station  erected;  a  request  for  reopening  was  denied  by  the 
Board  on  February  9,  1937,  as  it  appeared  that  this  station, 
as  erected,  did  not  conform  to  the  plans  filed  with  the  Board 
and  part  of  the  record  before  the  Court;  and 

Whereas,  on  order  of  the  Court,  this  application  was 
reopened  by  the  Board  on  January  25,  1938,  and  granted  on 
condition ;  and 

Whereas,  this  application  was  reopened  on  December  16, 
1941,  under  section  7c  of  the  zoning  resolution  and  the  reso¬ 
lution  of  January  25,  1938  was  amended  on  November  24, 
1942  and  time  was  extended  to  obtain  permits  and  complete 
the  work  on  December  21,  1943  and  December  19,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  25,  1938, 
as  amended  through  December  19,  1944,  only  so  far  as  it 
has  reference  to  obtaining  permits  and  completion  of  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“  ...  In  view  of  statement  by  applicant  that  plans 
have  been  filed,  that  no  permits  have  been  obtained 
and  no  work  has  been  done,  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution  (Alt.  Applic. 
5551-44).” 


141-33-BZ 

APPLICANT — Austin  B.  Mandel,  for  James  H.  Hassall 
and  Elsie  J.  Hassall,  owners. 
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SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  21  for  a  term  of  ten 
years  (matter  having  been  referred  back  to  Board 
by  Court),  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — Northwest  corner  of  Farmers 
boulevard  and  143rd  road  (Block  3238,  Lot  109), 
Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Austin  B.  Mandel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Savage  .  1 

THE  RESOLUTION  (141-33-BZ) 


Whereas,  this  application,  under  sections  7f  and  21  of 
the  building  zone  resolution^  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station,  premises  northwest  corner  of  Farmers  boulevard 
and  143rd  road  (Block  No.  3238,  Lot  No.  109),  Springfield, 
Borough  of  Queens,  was  denied  by  the  Board  December  27, 
1933;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  June  2,  1936,  in  accordance  with  order  of  the  court, 
and  granted  by  the  Board  under  section  21  of  the  building 
zone  resolution,  on  June  23,  1936,  on  certain  conditions, 
one  of  which  required  the  submission  of  plans  for  approval 
by  the  Board;  and 

Whereas,  the  resolution  of  the  Board  was  amended  June 
25,  1940,  also  approving  plans  marked  “Received  June  17, 
1940;  and 

Whereas,  on  April  1,  1941,  the  Board  affirmed  the  reso¬ 
lution  adopted  on  June  23,  1936,  as  amended  on  June  25, 
1940,  to  carry  out  the  requirements  of  the  resolution  adopted 
by  the  Board  on  June  23,  1936;  and 

Whereas,  the  applicant  requested  a  further  amendment 
to  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  23,  1936,  as 
amended  by  resolution  adopted  June  25,  1940,  only  so  far  as 
it  has  reference  to  shrubbery,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“  .  .  .  that  such  area  shall  be  planted  with  shrubbery 
or  maintained  with  lawn  grass  in  a  presentable  condition 
at  all  times.” 


175-44-BZ 

APPLICANT — John  J.  Barrett  &  Son,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  extension 
of  an  existing  business  use  (undertaking  establish¬ 
ment),  arranged  for  embalming  and  for  holding- 
funeral  services. 

PREMISES  AFFECTED— 420-424  West  51st  street,  south 
side,  491  ft.  6  in.  east  of  10th  avenue  (Block  1060, 
Lots  44,  44)4  and  45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  John  J.  Barrett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chiqf  Gunn..  4 
Negative  . .  0 

THE  RESOLUTION  (175-44-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  business  use  (undertaking  establishment), 
arranged  for  embalming  and  for  holding  funeral  services, 
affecting  premises  420-424  West  51st  street,  south  side,  491 
ft.  6  in.  east  of  10th  avenue  (Block  1060,  Lots  44,  44l/2  and 
45),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  May  9,  1944  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  atnend  the  resolution  adopted  on  May  9,  1944,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“.  .  .  that  in  view  of  statement  by  owner  that  all 
permits  have  been  obtained  and  all  work  completed  that 
a  certificate  of  occupancy  shall  be  obtained  within  three 
(3)  months  from  the  date  of  this  amended  resolution 
(Alt.  Applic.  128-44).” 


842-39-BZ 

APPLICANT — Harry  Singer,  for  Coosa  Company,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permist — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  (pleasure-car  type). 

PREMISES  AFFECTED— 963-985  Rutland  road,  north 
side,  between  92nd  street  and  East  93rd  street 
(Block  4595,  Lots  54,  62  and  64  to  67,  inclusive). 

APPEARANCES— 

For  Applicant:  Harry  Singer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appplication  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  February  5, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


MATERIAL  SUBMITTED  FOR  APPROVAL 
433-38-SM 

APPLICANT — Coplay  Cement  Mfg.  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Saylor’s  Velvet  Mor¬ 
tar  Cement,  etc.  (previously  approved). 
APPEARANCES— 

For  Applicant:  D.  S.  MacBride  and  Peter  J. 
Loughran. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


'  (Cal.  333-44-SR.) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  New  York  and  Section  C19-98.0  of  the  Ad- 

ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note:  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

C  19-96.0  Permits. — a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 

building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article,  as 
arc  deemed  by  the  commissioner  necessary  in  the  interest 
of  public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  commissioner. 

C19-97.0  Classifications. — a.  The  total  amount  of  re¬ 
frigerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
for  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 

C19-98.0  Permissible  locations. — a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 


ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  field  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

b.  The  direct  method  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
room  ;  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  when  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families, 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

c.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat¬ 
ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used 
exclusively  for  instruction  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un¬ 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 
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g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  in  a  class  B  system  only 
when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 

h.  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  a  class  A 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  public  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to 
the  volume  of  conditioned  space  is  not  over 
.7  of  1  per  cent.  (Methyl  chloride  to  equal 
8.0  cubic  feet  per  lb.) 

Rule  2.0  Requirements,  for  Permissible  Uses  of  Methyl 

Chloride  Refrigerant  in  Class  B  and  C  Refriger¬ 
ating  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency ;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 

2.3  That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3.1  The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 
replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

2.3.2  The  system  shall  be  thoroughly  cleansed 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 

2.3.3  Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

2.3.4  Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

2.3.5  All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

2.3.6  Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam, 
open  flame  or  otherwise  be  applied  to 
the  cylinder  containing  the  refrigerant 
and  only  the  exact  amount  or  refrig¬ 
erant  required  for  charging  shall  be 
permitted  to  be  delivered  to  the  prem¬ 
ises.  After  charging  the  cylinder  shall 
be  immediately  disconnected  and  re¬ 
moved.  No  reserve  storage  of  methyl 
chloride  shall  be  permitted  nor  shall 
there  be  any  open  flames  in  the  same 
room  with  the  refrigeration  equipment. 

2.3.7  Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  the  refriger¬ 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
be  replaced  with  parts  made  of  suit¬ 
able  metals. 

2.3.8  Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the  equipment  is  put  in  operation, 
the  service  company  shall  make  a 
complete  check  for  leaks  using  a 
Halide  torch  and  immediately  remedy 
any  leaks. 

2.3.9  A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside 
the  equipment  room. 

2.3.10  A  weekly  inspection  by  the  person 
holding  a  certificate  of  fitness  to  su¬ 
pervise  refrigerating  equipment  as 
provided  in  C26-214.0  shall  be  made 
of  the  refrigeration  equipment  and  all 
piping  and  connections  for  leakage. 

2.3.11  Refrigeration  equipment  within  the 
purview  of  these  rules  shall  bear  a 
metal  sign  reading :  “Caution :  Methyl 
Chloride  Refrigerant,  Guard  against 
Leaks.” 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Minutes  of  Regular  Meeting  of  Tuesday  Morning, 
January  8,  1946,  Affecting  Calendar  Numbers  313- 
19-BZ,  1205-40-BZ,  460-45-BZ,  559-45-BZ  and  759- 
45-BZ. 

Minutes  of  Regular  Meeting  of  Tuesday  Afternoon, 
January  8,  1946,  Affecting  Calendar  Numbers  581  - 
45-A,  775-45-A,  672-45-A,  731-45-A,  330-29-BZ,  428- 
37-BZ  and  17-38-BZ. 

(Remaining  minutes  of  the  meeting  of  January  8,  1946 
will  be  printed  in  the  Bulletin  of  January  22,  1946). 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  8,  1946. 

Cal.  No.  Dept.  Premises  Affected 

1-46-A — H.B.Q. — 39-09  214th  place,  southeast  corner  of 
39th  avenue  (Block  6243,  Lot  5),  Bayside,  Borough  of 
Queens,  Alt.  2148-45. 


2- 46-A — H.B.Q. — 60-01  to  60-19  Woodhaven  boulevard, 
east  side,  between  Booth  and  Wetherole  streets  (1st 
floor);  (Block  3008,  Lot  1),  Woodhaven,  Borough  of 
Queens,  N.B.  2008-45. 

3- 46-A — H.B.Q. — 59-41  to  59-59  Woodhaven  boulevard, 
northeast  corner  of  Booth  street  (Block  3074,  Lot  1), 
Woodhaven,  Borough  of  Queens,  N.B.  2009-45. 

4- 46-A — H.B.Q. — 37-24  34th  street,  northwest  corner  of 
38th  avenue  (basement);  (Block  366,  Lot  37),  Long  Is¬ 
land  City,  Borough  of  Queens,  Misc.  2811-45. 

5- 46-A — F.D. — 448-456  Kent  avenue,  northwest  Qorner 
of  South  10th  street  (1st  floor);  (Block  2143,  Lot  1), 
Borough  of  Brooklyn,  1253-LC. 

6- 46-A — H.B.Q. — 82-10  Queens  boulevard,  northeast 
corner  of  Simonson  street  (cellar);  (Block  2475,  Lots 
40  and  41),  Elmhurst,  Borough  of  Queens,  Misc.  3349-45. 


Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . _ . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . .....Aug. 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc.  . . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Instating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ..  .Jan. 

Oil  Burner  Rules . . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Tan. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Dec. 
Smok'ng  in  Factories,  Rules  for.... Nov. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . Tune 

Structural  Alterations  Reporting.  ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks.  Gasoline,  etc . Nov. 

Wire  Glass  Rulps  (Amendment  to 

Rule  SOS  of  Industrial  Code)... Dec. 


Last  Publication  in  Bulletin 

3,  1936 — Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 

12,  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945 — Vol.  30,  No.  8 

25.  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28,  1943 — Vol.  28,  No.  52A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
1,  1946 — Vol.  31,  No.  1 

12,  1945— Vol.  30,  No.  24 

1.  1946 — Vnl.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13.  1945— Vol.  30,  No.  11 

7,  1937 — Vol.  22,  No.  36 
11.  1945— Vol.  30.  No.  50 

6.  1945 — Vol.  30,  No.  45 
29,  1937— Vol.  22,  No.  26 

8,  1937 — Vol.  22,  No.  23 

7.  1932— Vol.  17,  No.  23 
24.  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


7-46-A — H.B.M. — 540-550  West  58th  street,  south  side, 
175  ft.  east  of  11th  avenue  (5th  and  6th  floors);  (Block 
1086,  Lot  52),  Borough  of  Manhattan,  Amendment  to 
Alt.  1955-45. 

Restored  to  Calendar 

367-38-BZ — H.B.B.— 88-98  Conway  street,  east  side,  98 
ft.  8  in.  s.outh  of  Bushwick  avenue  (Block  3476,  part  of 
Lot  16),  Borough  of  Brooklyn,  Alt.  3930-45. 

1156-40-BZ — H.B.B. — 69-71  Carroll  street,  north  side,  75 
ft.  east  of  Columbia  street  (Block  348,  Lot  50),  Borough 
of  Brooklyn,  Alt.  3969-45. 

962-39-SM — Gritcrete  Flat  Ceiling  Clear  Construction, 
manufactured  by  Aerocrete  Corporation  of  America, 
Material. 


1063-40-SM — Copperweld  204-30  Non-Rusting  Wall  Ties, 
manufactured  by  Copperweld  Steel  Co.,  Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943 — Vol.  28,  No.  52A 

Carbon  Dioxide  Liquefier,  Rules ...  .Dec.  28,  1943 — Vol.  28,  No.  52A 
Certificate  of  Occupancy, 

approved  form  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  LTnits,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,1937 — Vol.  22,  No.  31 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  bv  publications 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  dated  December 
4,  1945 — Vol.  30,  No.  49.  through  the  Bulletin  dated  De¬ 
cember  25,  1945 — Vol.  30,  No.  52. 

January  15,  1946,  10  A.  M.  and  2  P.  M. 


January  22,  1946,  10  A.  M.  and  2  P.  M. 


January  29,  1946,  10  A.  M.  and  2  P.  M. 


February  5,  1946,  10  A.  M.  and  2  P.  M. 


February  13,  1946,  10  A.  M.  and  2  P.  M. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  19,  1946,  10  A,  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public #  hearing 
Tuesday  morning,  February  19,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters ; 

Zoning  Applications. 

345-36-BZ — Application  of  Ira  B.  Livingston,  applicant, 
on  behalf  of  John  Seinfeld,  owner,  reopened  July  3,  1945, 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  alteration  and  conversion  of 
occupancy  of  basement  of  existing  multiple  dwelling  to 
stores;  premises  2095  Grand  Concourse,  west  side,  93.63 
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ft.  north  of  East  180th  street  (Block  3161,  Lot  26),  Bor- 
.ough  of  The  Bronx. 

747-45-BZ — Application,  December  4,  1945,  under  sec¬ 
tion  7c  and  approval  of  playground  as  per  Art.  4,  Sec¬ 
tion  13(c)  and  14(d)  of  the  zoning  resolution,  of  William 
I.  Hohauser,  applicant,  on  behalf  of  Saunders  Park 
Estate,  Inc.,  owner,  to  permit  in  a  partly  residence  and 
partly  business  use  district,  the  extension  of  stores  from 
a  business  use  into  a  residential  use  of  proposed  stores 
and  the  approval  of  recreational  space  as  suitable;  prem¬ 
ises  64-41  Saunders  street,  and  97-02  to  97-22  Queens 
boulevard,  southeast  corner  of  64th  road  (Block  3084, 
Lots  2,  9,  11,  54,  56  and  part  of  13,  46  and  64),  Rego 
Park,  Borough  of  Queens. 

37-41-BZ — Application  of  Henry  Nordheim,  applicant,  on 
behalf  of  Ardea  Realty  Corp.,  owner,  reopened  Decem¬ 
ber  18,  1945,  for  consideration  as  to  extension  of  variance 
(expired  by  limitation) — Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution, 
for  a  term  of  two  years,  permitting  in  a  business  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  motor 
'vehicles;  premises  3349-3359  Webster  avenue,  west  side, 
176.98  ft.  south  of  Gun  Hill  road  (Block  3355,  Lot  126), 
Borough  of  The  Bronx. 

743-42-BZ — Application  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  D.  J.  Leary  (Arthur  Leary,  Execu¬ 
tor)  and  John  Teague,  owners,  reopened  December  18, 
1945,  for  consideration  as  to  extension  of  variance  (ex¬ 
pired  by  limitation) — Application  previously  granted  on 
condition,  under  section  7h  of  the.  zoning  resolution,  for 
a  term  of  two  years,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles; 
premises  51-59  Maujer  street  and  451-457  Lorimer  street, 
northwest  corner  (Block  2785,  Lots  32,  35  and  36),  Bor¬ 
ough  of  Brooklyn. 

687- 45-BZ— Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

735-45-BZ — Application,  November  28,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Herbert  E.  Matz,  ap¬ 
plicant,  on  behalf  of  St.  Pauls  Evangelical  Lutheran 
Church,  owner,  to  permit  in  residence  and  retail  use,  D 
area  district,  the  erection  of  Church  Parish  House  and 
Parsonage  to  occupy  a  greater  percentage  of  area  of  lot 
than  is  permitted;  premises  1355  Virginia  avenue,  and 
1891  McGraw  avenue,  northwest  corner  (Block  3936, 
Lots  32,  35  and  38),  Borough  of  The  Bronx. 

688- 45-BZ — Application,  November  9,  1945,  under  section 
21  of  the  zoning  resolution,  of  Edward  J.  Farrell,  appli¬ 
cant,  on  behalf, of  Emil  Kupprat,  owner,  to  permit  in  a 
business  use  district,  the  change  of  occupancy  from  office 
and  marble  storage  to  permit  cutting,  polishing  and  let¬ 
tering  of  stones  and  monuments  in  addition  to  office  and 
marble  storage;  premises  162-34  Pidgeon  Meadow  road, 
west  side,  289.54  ft.  south  of  46th  avenue  (Block  5461, 
Lot  40),  Flushing,  Borough  of  Queens. 

44-46-BZ — Application,  January  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Daumar  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  D  area  district, 
the  extension  of  present  buildings  to  cover  more  area 
than  permitted  at  curb  level;  premises  1609-1611  Avenue 
U,  north  side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brooklyn. 

367-38-BZ — Application  of  Koch  and  Wagner,  applicants, 
on  behalf  of  John  F.  Trommer,  Inc.,  owner,  reopened 


January  8,  1946,  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension  in 
height  of  an  existing  building;  premises  88-98  Conway 
street,  east  side,  98  ft.  8  in.  south  of  Bushwick  avenue 
(Block  3476,  part  of  Lot  16),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  19,  1946,  at  2  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matter :  * 

Appeal  from  Administrative  Decision. 

672-45-A — 1120  Shore  boulevard,  southwest  corner  of 
Jaffrey  street  (Block  7517,  Lot  941),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  26,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

557-45-BZ — Application,  July  20,  1945,  under  sections  7 a 
and  21  of  the  zoning  resolution,  of  John  T.  Clancy,  ap¬ 
plicant,  on  behalf  of  Slattery  Contracting  Co.,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  ex¬ 
tension  of  garage  for  more  than  five  trucks  for  owner’s 
use  and  repair  shop;  premises  51-01  72nd  place  and  72-28 
to  72-36  51st  road,  southeast  corner  (Block  2465,  Lots  1 
to  5),  Woodside,  Borough  of  Queens. 

797-45-BZ — Application,  December  19,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Queens  Avenue 
Realty  Corporation,  applicant  and  owner  (Lievendag 
Motors,  Inc.,  lessee),  to  permit  in  a  business  use,  C 
area  district,  the  erection  of  a  building  to  occupy  more 
area  than  permitted  at  curb  level;  premises  164-26 
Northern  boulevard,  and  164-27  Sanford  avenue,  south¬ 
west  corner  (Block  5337,  Lot  17),  Flushing,  Borough  of 
Queens. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises  212 
Evergreen  avenue,  south  side,  70  ft.  east  of  Willoughby 
street  (Block  3206,  Lot  16),  Borough  of  Brooklyn. 

621-45-BZ — Application,  October  18,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Mary  Phillips,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  erection  of  a 
building  to  occupy  more  than  the  permitted  area;  prem¬ 
ises  1556-1570  (1556-1558  displayed)  63rd  street,  south 
side,  125  ft.  west  of  16th  avenue  (Block  5537,  Lot  29), 
Borough  of  Brooklyn. 

810-45-BZ — Application,  December  26,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Morris  Rothstein  & 
Son,  applicants,  on  behalf  of  Record  Sales  Corp.,  owner, 
to  permit  in  residence  and  unrestricted  use  district,  the 
change  of  occupancy  from  public  garage  to  factory; 
premises  1835  Carter  avenue,  east  side,  208.77  ft.  north 
of  Prospect  place  (Block  2892,  Lot  54),  Borough  of  The 
Bronx. 
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148-35-BZ — Application  of  Morris  Whinston,  applicant, 
on  behalf  of  The  Cniham  Corporation,  owner,  reopened 
January  15,  1946,  for  consideration  as  to  amendment  of 
resolution — Application,  previously  granted  on  condition, 
under  section  7c  of  the  zoning  resolution,  permitting 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  the  conversion  of  occupancy  of  the  second  story 
of  an  existing  building  from  office  use,  previously  grant¬ 
ed  by  the  Board  to  bowling  alleys;  premises  168-170 
Dyckman  street,  west  side,  100  ft.  north  of  Sherman 
avenue  and  71  Thayer  street  (Block  2175,  Lot  70),  Bor¬ 
ough  of  Manhattan. 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  January  22,  1946,  undjsr  section  7f  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  reconstruction  and  extension  of  existing  gas  station 
(previously  granted  by  the  Board);  premises  242-02  to 
242-12  Merrick  boulevard  and  133-41  to  133-45  242nd 
street,  southeast  corner  (Block  13206  (3645),  Lots  17  and 
19),  Rosedale,  Borough  of  Queens. 

795-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Charles  J.  Bast,  own¬ 
er  (Haven  Chevrolet  Co.,  lessee),  to  permit  in  a  business 
use,  D  area  district,  the  erection  of  an  automobile  show¬ 
room,  parts  department,  servicing  and  minor  repairs  cov¬ 
ering  more  than  permitted  area;  premises  93-11  to  93-25 
Rockaway  boulevard  and  103-30  to  103-38  94th  street, 
northwest  corner  (Block  9144,  Lot  19),  Woodhaven, 
Borough  of  Queens. 


779-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 
for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf  of 
The  Macmillan  Company,  owner,  to  permit  in  a  resi¬ 
dence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

V 

416-45-A — 40-48  Burnside  avenue,  southeast  corner  of- 
Grand  avenue  (2nd  floor);  (Block  2870,  Lot  26),  Bor¬ 
ough  of  The  Bronx  (reopened  October  9,  1945;  previ¬ 
ously  denied). 

712-45-A — 5440  Independence  avenue,  east  side,  315.46  ft. 
north  of  254th  street  (1st  and  2nd  floors);  (Block  3425, 
Lot  284),  Borough  of  The  Bronx. 

-  HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  MORNING,  JANUARY  8,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  APPLICATIONS. 

313-19-BZ 

APPLICANT — Frank  Randazzo,  for  Roswin  Realty  Corp., 
owner  (Anthony  F.  Mayo  and  Harry  Sharp, 
lessees) . 

SUBJECT — Application  reopened  September  11,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  inclusion  of  display 
and  sale  of  more  than  five  motor  vehicles  in  a 
garage  and  gasoline  service  station  (previously 
granted  by  the  Board). 

PREMISES  AFFECTED— 1223-1231  Coney  Island  avenue, 
west  side,  140  ft.  north  of  Avenue  I  (Block  6695, 
Lot  56),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  Randazzo,  Anthony  F,  Mayo, 
Jr.  and  Benj.  Hershowitz. 

For  Opposition :  Doris  Katz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1946  at 
10  A.M.,  for  an  inspection  by  a  committee  of  the 
Board  and  for  decision  by  the  Board,  without  fur¬ 
ther  argument. 


1205-40-BZ 

APPLICANT — Jack  Z.  Cohen,  for  Geno  Arditi,  owner. 

SUBJECT — Application  reopened  October  2,  1945 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  and  unrestricted  district,  the  change  of 
occupancy  from  public  garage  for  more  than  five 
motor  vehicles,  to  storage  garage  for  more  than 
five  motor  vehicles,  in  conjunction  with  auto  service, 
sale  of  new  and  used  cars,  service  and  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 421-427  East  93rd  street,  north 
side,  133  ft.  4)4  in.  west  of  East  River  drive  (Block 
1573,  Lot  14),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jack  Z.  Cohen,  Philip  Klinger  and 
W.  Altman. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  H.  Klorfein,  Dep’t  of 
Parks. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1946  at 
10  A.M.,  for  an  inspection  by  a  committee  of  the 
Board  and  for  decision  by  the  Board,  without 
further  argument. 


460-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Harry  Winkler, 
owner. 
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SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
of  a  new  building  to  house  an  office,  lubritorium 
and  laundry ;  to  enlarge  site  and  relocate  and  add 
to  present  number  of  storage  tanks. 

PREMISES  AFFECTED — 2130-2148  Atlantic  avenue  and 
273-277  Saratoga  avenue,  southeast  corner  (Biock 
1433,  Lots  6,  7,  8,  9,  10  and  109),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  D.  Goreisre. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1946  at 
10  A.M.,  for  an  inspection  by  a  committee  of  the 
Board  and  for  decision  by  the  Board,  without 
further  argument. 


559-45-BZ 

APPLICANT — Koch  and  Wagner,  for  Fresh  Pond  Hold¬ 
ing  Co.,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area,  the  erection  of 
a  one  story  and  cellar  building,  to  occupy  more  than 
60%  of  the  area  of  the  lot. 

PREMISES  AFFECTED— 1589-1591  Broadway,  north 
side,  17  ft.  east  of  Halsey  street  (Block  3408,  Lots 
8  and  9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  R.  Koch. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1946  at 
10  A.M.,  for  an  inspection  by  a  committee  of  the 
Board  and  for  decision  by  the  Board,  without 
further  argument. 


759-45-BZ 

APPLICANT— Boris  W.  Dorfman,  for  Sackett  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area,  the  erection  of 
an  extension  in  the  rear  of  existing  building  to  cover 
more  than  the  permitted  area. 

PREMISES  AFFECTED— 1536-1538  Flatbush  avenue, 
west  side,  205  ft.  2/i  in.  north  of  Germania  place 
(Block  7557A,  Lots  60  and  61),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Boris  W.  Dorfman,  W.  McMeekan 
and  S.  Malen. 

For  Opposition:  H.  Hannibal  and  R.  Ashton,  Jr. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. ..  4 
Negative  .  0 

THE  RESOLUTION  (759-45-BZ) 

Whereas,  Boris  W.  Dorfman,  for  Sackett  Realty  Cor¬ 
poration,  owner,  filed  December  7,  1945,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district,  the  erection  of  an  extension  in  the  rear 
of  an  existing  building  to  cover  more  than  the  permitted 
area,  affecting  premises  1536-1538  Flatbush  avenue,  west 
side,  205  ft.  2 H  in.  north  of  intersection  of  Flatbush  avenue 
and  Germania  place  (Block  7557A,  Lots  60,  61)  Borough 
of  Brooklyn ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  8,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  klatbush  avenue  is  m  a  business  use, 
C  area  and  Class  V/\  height  district;  Germania  place  is  in 
a  business  use,  C  area  ana  Class  lj4  height  district;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  November  20,  1945,  re  Alt.  Applic.  3712  and  3713-45 
read : 

“1.  Premises  located  in  C  Area  district  in  excess  of 
60%  of  the  lot  contrary  to  Art.  IV,  Sec.  13  of  the  zon¬ 
ing  resolution!” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  40  ft.  lrontage  by  1U0  ft.  in  depth,  on  which  is  located 
a  building  40  ft.  front  by  55  ft.  in  depth,  3  stories,  35  ft. 
m  height,  of  Class  3  construction.  It  is  proposed  to  extend 
the  present  building  to  a  depth  of  95  ft.  on  the  first  story ; 
and 

Whereas,  the  applicant  contends  that  this  section  of 
Flatbush  hvenue,  to  a  large  extent,  is  given  to  retail  busi¬ 
nesses  and  requires  considerable  banking  facilities  and,  since 
the  major  activities  of  such  bank  is  based  on  contact  with 
the  public,  it  requires  a  large  area;  that  when  1536  and 
1538  Flatbush  avenue  and  most  of  the  other  business  build¬ 
ings  in  this  area  were  erected,  this  section  was  thinly  popu¬ 
lated  and  small  stores  were  sufficient  for  the  storage  and 
sale  of  groceries,  stationery  and  food  needed;  that  since 
then  the  growth  of  the  population  and  the  confinement  of 
most  of  the  business  area  to  Flatbush  avenue  have  forced 
the  enlargement  of  these  stores;  that  between  1520  and  1556 
Flatbush  avenue,  a  distance  of  385  ft — 280  ft.  or  almost  75% 
are  already  extended  (163  ft.  of  the  280  ft.  is  extended  to 
the  rear  lot  line)  ;  that  the  proposed  bank  already  com¬ 
bines  two  buildings,  but  the  area  is  still  inadequate ;  that  to 
absorb  additional  buildings  is,  for  all  practical  purposes,  im¬ 
possible  as  each  building  consists  of  a  definite  business  or 
two;  that  because  the  activities  of  a  bank  are  free  from 
noise  or  odor,  and  confined  to  the  usual  office  hours,  it  may 
be  considered  by  the  owners  of  the  abutting  residential  area 
preferable  to  any  other  business ;  that  inasmuch  as  the  ad¬ 
joining  buildings  are  built  to  the  depth  of  95  ft.  and  75  ft., 
the  applicant  requests  that  the  Board  grant  the  extension  of 
the  first  story  of  1536-38  Flatbush  avenue  to  a  depth  of 
95  ft. ;  and 

Whereas,  the  applicant  further  contends  that  had  the 
owners  of  1536-38  Flatbush  avenue  built  a  six  story  apart¬ 
ment  house  it  would  have  required  a  yard  21  ft.  6  in.  deep 
and  the  rear  wall  of  this  house  would  have  risen  to  a  height 
of  60  ft. ;  or  had  he  built,  instead,  a  4  story  building,  he 
would  be  required  to  provide  a  yard  only  14  ft.  deep  for  the 
height  of  40  ft. ;  that  the  proposed  extension  seems  to  benefit 
lots  12  and  13  in  that  it  is'  only  a  few  feet  above  the  win¬ 
dow  sills  of  a  possible  six  story  apartment,  above  which  it 
offers  the  benefit  of  a  45  ft.  yard  for  the  height  of  20  ft. 
and  an  unlimited  space  above  it;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board. 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  increase  in  building  area  and  was.  therefore, 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unecessary  hardship ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  to  permit  the  extension 
of  area  proposed,  substantially  as  indicated  on  plans  filed 
with  this  application,  marked  “Received  December  11,  1945”, 
except  that  the  total  length  of  building  with  the  one  story 
extension  shall  not  exceed  seventy-five  (75)  feet  from  the 
building  line  of  Flatbush  avenue ;  that  the  balance  of  25  feet 
shall  remain  vacant  and  unbuilt  upon  and  shall  be  cement 
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paved  and  properly  drained ;  that  substantial  fences  shall  be 
maintained  on  the  interior,  side  and  rear  lot  lines,  except 
where  adjoining  buildings  on  the  lot  line  exist;  that  the 
building  shall  not  be  further  increased  in  height  or  area ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ;  and  that  all  permits  required  shall  be  obtained  and  all 
work  involved  shall  be  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


Adjourned:  11:30  A.M. 


Joseph  J.  Doyle, 
Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  8,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

581-45-A 

APPLICANT — Kitzler  and  Nurick,  for  Aubrey  Ifill,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent 

PREMISES  AFFECTED — 938  Fulton  street,  south  side, 
64  ft.  5  in.  east  of  St.  James  place  (Block  2014, 
Lot  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler. 

For  Administration :  Fred  Dahlem,  Henry  Pheney, 
Division  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  RESOLUTION  (581-45-A) 

Whereas,  Kitzler  and  Nurick,  for  Aubrey  Ifill,  owner 
filed  October  2,  1945,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  938  Fulton  street, 
south  side,  64  ft.  5  in.  east  of  St.  James  place  (Block  2014, 
Lot  13),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  10,  1945,  on  Alt.  Applic.  2606-45,  reads : 
“1.  Restoration  of  this  building  to  an  old  law  tene¬ 
ment  contrary  to  Sec.  8. 

Last  C.  of  O.  99691  indicates  2  family  occupancy. 
The  right  to  revoke  a  C.  of  O.  is  vested  in  the  Board 
of  Standards  and  Appeals  or  a  court  of  jurisdiction.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories,  (41  ft.)  in  height;  25  ft.  by  52  ft.  in  area;  of  Class  3 
construction,  on  a  lot  25  ft.  by  66  ft.  6  in.  in  area,  in  a  busi¬ 
ness  use  C  area,  Class  1)4  height  district;  erected  prior  to 
1900  and  used  and  occupied  since  1939  as  follows :  cellar, 
storage;  1st  floor,  store,  2  persons;  2nd  floor,  dwelling,  one 
family;  3rd  floor,  dwelling,  one  family;  4th  floor,  vacant. 
It  is  proposed  to  convert  the  building  to  its  former  original 
classification  of  Old  Law  Tenement  and  occupy  it  as  fol¬ 
lows:  cellar,  storage;  1st  floor,  store;  and  2nd,  3rd  and  4th 
floors,  dwelling,  one  family  each ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  prior  to  1900  as  a  tenement;  that  in  1939  plans  were 
approved  to  convert  the  building  to  store  and  two  family 
occupancy  and  in  1941  C.O.  99691  was  issued  for  such 
occupancy;  that  this  conversion  was  done  by  the  bank 
which  owned  the  property  at  that  time  in  order  to  save 
expenses  involved  in  complying  with  the  Multiple  Dwelling 


Law ;  that  the  fourth  floor  was  to  be  blocked  off  and  re¬ 
main  vacant;  that  the  present  owner  acquired  title  to  the 
building,  in  April  or  May  of  1945  with  full  intentions  of 
complying  with  all  the  requirements  and  violations  which 
existed  in  1939  and,  in  addition,  it  is  proposed  to  renovate 
and  modernize  the  apartments ;  that  since  the  former  owner 
converted  the  building  solely  to  evade  compliance  with  the 
Multiple  Dwelling  Law,  as  orders  were  pending  at  the 
time,  and  the  hazards  and  dangers  still  exist,  and  in  view 
of  the  fact  that  those  hazards  and  dangers  were  increased 
by  reason  of  the  vacant,  blocked  off  (except  for  a  ladder 
and  scuttle),  and  unoccupied  fourth  story,  there  is  doubt 
as  to  whether  the  Department  of  Housing  and  Buildings 
had  the  right  to  issue  a  C.O.  for  two  families  with  im¬ 
proper  and  illegal  access  to  the  roof  through  a  vacant  and 
unoccupied  fourth  floor;  that  a  permit  to  build,  requiring 
proof  of  Workmen’s  Compensation  Insurance,  was  not  issued 
under  Alt.  Applic.  4432-39 ;  that  the  construction  permit 
was  signed  off  as  completed  October  7,  1940  by  the  inspector; 
it  is  now  proposed  to  comply  with  all  requirements  of  the 
Multiple  Dwelling  Law  affecting  a  building  of  this  class 
and  kind;  that  since  the  Department  had  no  authority  to 
revoke  a  C.O.,  and  since  a  building  cannot  be  converted  to 
an  Old  Law  Tenement  unless  such  certificate  is  revoked, 
this  application  is  made  to  the  Board  to  revoke  C.O.  No. 
99691  so  that  the  building  may  revert  to  its  previous  classi¬ 
fication  as  an  Old  Law  Tenement;  and 

Whereas,  in  the  opinion  of  the  Board,  the  Certificate 
of  Occupancy  was  improperly  issued. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2606-45,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
revoking  Certificate  of  Occupancy  99691  issued  on  comple¬ 
tion  of  the  work  proposed  to  be  done  under  Alt.  Applic. 
4432-39,  in  order  to  permit  the  new  owner  to  have  the 
classification  of  the  building  restored  to  an  Old  Law  Tene¬ 
ment  upon  compliance  with  all  the  requirements  under 
Article  7  of  the  Multiple  Dwelling  Law  in  reference  there¬ 
to  ;  that  the  building  also  shall  comply  with  all  other 
laws,  rules  and  regulations  applicable  to  the  construction 
and  occupancy  as  an  existing  Old  Law  Tenement. 


775-45-A 

APPLICANT— John  J.  McNamara,  for  B.K.R.  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  octing  bor¬ 
ough  superintendent. 

PREMISES  AFFECTED — 97-05  Queens  boulevard  and 
97-01  to  97-07  54th  road,  northwest  corner  and 
97-22  to  97-28  64th  avenue  (Block  2091,  Lots  1, 
4,  16  and  18),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  J.  McNamara. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 

THE  RESOLUTION  (775-45-A) 

Whereas,  John  J.  McNamara,  for  B.K.R.  Holding  Cor¬ 
poration,  owner,  filed  December  10,  1945,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
97-05  Queens  boulevard  and  97-01  to  97-07  64th  road,  north¬ 
west  corner  and  97-22  to  97-28  64th  avenue  (Block  2091, 
Lots  1,  4,  16  and  18),  Rego  Park,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  3,  1945,  on  N.B.  Applic.  986-45,  reads : 

“1.  The  erection  of  a  building  on  a  plot  in  a  business 
C  and  residence  D  district,  lying  wholly  within  the  C 
area  portion  of  the  plot  exceeds  the  maximum  area 
permitted  in  a  C  district.  (Art.  IV,  Sec.  13,  B.Z.R.)” 

and 
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Whereas,  the  applicant  states  that  the  proposed  building 
will  be  two  stories,  50  ft.  in  height,  100.2  ft.  by  100  ft.  in 
area  at  1st  floor,  100.2  ft.  by  92  ft.  6  in.  in  area  at  typical 
floor ;  Class  1  construction,  on  a  lot  located  partly  in  a 
business  use  C  area,  partly  in  a  business  use  D  area  and 
partly  in  a  residence  use  D  area,  Class  1  height  district ; 
fronting  100.2  ft.  on  Queens  boulevard  and  63.64  ft.  on 
64th  road  running  through  to,  and  fronting  80  ft.  on,  64th 
avenue ;  that  the  building  will  be  used  and  occupied  as  a 
motion  picture  theatre  and  stores ;  that  the  entire  plot  com¬ 
prises  19,170  sq.  ft.  and  the  building  itself  10,557  sq.  ft.; 
and 

Whereas,  the  applicant  contends  that  this  is  an  appeal 
for  an  interpretation  of  Art.  4,  Sec.  13  of  the  Zoning 
Resolution ;  that  the  entire  building  and  the  necessary  egress 
courts,  part  of  the  rear  yard  and  approximately  25%  of 
the  required  unoccupied  area  would  be  located  in  the  busi¬ 
ness  use,  C  area  portion  of  the  plot ;  that  the  balance  of 
the  rear  yard  and  required  unoccupied  rear  area  will  be 
located  in  the  business  use  D  area  and  in  the  residence  use, 
D  area  district ;  that  since  not  more  than  the  permitted  per¬ 
centages  of  the  entire  plot  will  be  occupied  by  the  pro¬ 
posed  building,  it  is  contended  there  will  be  no  violation  of 
Art.  4,  Sec.  13,  of  the  Zoning  Resolution;  and 

Whereas,  the  report  of  a  committee  of  the  Board  reads 
as  follows : 

REPORT  OF  COMMITTEE 

January  2,  1946. 

It  is  proposed  to  erect  a  theatre  and  store  building 
on  a  plot  of  ground,  comprising  Lots  1,  4,  16  and  18 
in  Block  2091,  Queens.  These  lots  have  a  total  area 
of  19,170  sq.  ft.,  of  which  approximately 

11,800  sq.  ft.  are  in  a  Business  C  area, 

220  sq.  ft.  are  in  a  Business  D  area,  and 
7,150  sq.  ft.  are  in  a  Residence  D  area. 

The  actual  building  is  entirely  within  a  Business  C 
area  and  is  shown  to  cover  10,557  sq.  ft.  against  an  area 
permitted  in  a  Business  C  area  under  Section  13  (b), 
plus  the  Business  D  area  under  Section  14  (c),  with 
due  allowance  for  coverage  permitted  for  a  corner  lot 
of  approximately  2,959  sq.  ft.  A  rear  yard  across  the 
entire  rear  of  the  business  use  portion  is  required,  even 
though  a  corner  lot,  under  Section  17. 

It  is  proposed  to  provide  the  balance  of  the  required 
uncovered  area  of  approximately  4,066  sq.  ft.  within 
the  portion  of  the  plot  in  the  residence  use  district 
and  this  the  applicant  maintains  should  be  permitted 
under  the  law. 

A  business  building  with  the  required  open  unbuilt 
upon  space  must  be  provided  for  entirely  within  the 
business  use  area.  To  provide  otherwise  would  require 
a  variance  of  the  Zoning  Resolution.  A  business  use 
including  its  required  accessory  open  spaces  cannot 
be  permitted  in  a  residence  use  district  or  to  extend 
into  a  residence  use  district  unless  a  zoning  variance 
is  granted  by  this  Board. 

As  this  appeal  is  solely  for  interpretation  of  the  law 
and  not  an  application  for  a  zoning  variance,  the  Com¬ 
mittee  recommends  that  the  appeal  be  denied,  there 
being  no  basis  for  the  interpretation  requested. 

(Sgd.)  HARRIS  H.  MURDOCK. 
Chairman, 

BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief,  Fire  Dep’t. 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  986-45,  Objection  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


672-45-A 

APPLICANT — Oscar  Fensterheim,  for  Celia  Rosenthal, 
owner, 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1120  Shore  boulevard,  south¬ 
west  corner  of  Jaffrey  street  (Block  7517,  Lot 
941),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Oscar  Fensterheim  and  Jacob  W. 
Sherman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1946  at 
2  P.M.  at  request  of  applicant. 


731-45-A 

APPLICANT — Lama  and  Proskauer,  for  Bay  69th  Street, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 6905  5th  avenue,  east  side,  40 
ft.  7^  in.  south  of  Bay  Ridge  avenue  (Block  5874, 
Lot  12),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1946  at 
2  P.M.  for  further  consideration. 


ZONING  APPLICATIONS 

330-29-BZ 

APPLICANT — Lama  and  Proskauer,  for  Hannah  Har¬ 
mon,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7f  of  the  zoning  resolu¬ 
tion,  permitting  in  business  and  residence  use  dis¬ 
trict,  the  continued  use  of  a  gasoline  service  station, 
beyond  the  temporary  term  granted  by  the  Board 
under  Cal.  330-29-BZ,  Vol.  I. 

PREMISES  AFFECTED — 70-58  to  70-66  Kissena  boule¬ 
vard  and  153-08  to  153-18  Vleigh  road,  southwest 
corner  (Block  6697,  Lot  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Applications  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 

THE  RESOLUTION  (330-29-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
affecting  premises  southwest  corner  of  Kissena  road  and 
Vleigh  road  (Block  2395,  Lot  1),  Flushing,  Borough  of 
Queens,  was  granted  by  the  Board  on  December  20,  1932, 
on  certain  conditions ;  and 

Whereas,  the  permit  extended  on  May  7,  1935;  and 
Whereas,  the  resolution  was  amended  and  the  permit  fur¬ 
ther  extended  on  June  16,  1936  and  November  17,  19.36;  and 
Whereas,  the  permit  was  further  extended  on  June  8, 
1937,  April  11,  1939,  April  29,  1941  and  the  resolution  was 
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further  amended  and  permit  further  extended  on  May  22, 
1945 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
to  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  22,  1945  only  in  so  far 
as  it  has  reference  to  the  number  of  gasoline  storage  tanks, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  the  number  of  gasoline  storage  tanks  shall  not 
exceed  six  (6),  each  with  a  capacity  of  550  gallons; 
that  in  all  other  respects  the  resolution  of  the  Board 
adopted  May  22,  1945,  including  compliance  with  the 
design  and  arrangement  as  shown  on  plans  marked 
‘Received  May  18,  1945’,  shall  be  complied  with.’’ 


428-37-BZ 

APPLICANT — Herman  Kron,  for  Jefferson  Auto  Park¬ 
ing  Co.,  Inc,,  lessee,  for  Board  of  Transportation, 
City  of  New  York,  owner. 

SUBJECT- — Application  for,  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  -superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 874  Eighth  avenue  and  266 
West  53rd  street  (Block  1024,  Lots  3,  63  and  161), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 

THE  RESOLUTION  (428-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  tem¬ 
porary  period  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  874  Eighth 
avenue  and  266  West  53rd  street  (Block  1024,  Lots  3,  63 
and  161),  Borough  of  Manhattan,  was  granted  by  the  Board 
November  22,  1938,  on  certain  conditions;  resolution  amended 
February  14,  1940,  and  March  4,  1941  and  permit  extended 
on  April  7,  1942  and  January  25,  1944  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  22,  1938, 
as  amended  through  January  25,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  to  permit  the  premises  to  be  used  for  parking  of 


more  than  five  motor  vehicles  on  condition  .  .  .  and 
that  other  than  as  herein  amended  the  conditions  of 
the  resolution  of  November  22,  1938,  as  amended  March 
4,  1941,  and  as  amended  through  January  25,  1944,  shall 
be  complied  with.” 


17-38-BZ 

APPLICANT — Herman  Kron,  for  34th  Street  Corporation, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 324-328  West  34th  street, 
south  side,  325  ft.  west  of  Eighth  avenue  (Block 
757,  Lots  51  and  53,  inclusive),  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (17-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  324-328  West  34th  street,  south 
side,  325  ft.  west  of  Eighth  avenue  (Block  757,  Lots  51  and 
53,  inclusive),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  11,  1939,  on  certain  conditions,  permit  ex¬ 
tended  on  January  6,  1942  and  January  4,  1944,  and  the 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1939,  as 
amended  through  January  4,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  to  be  used  for  the  parking  of  more  than 
five  motor  vehicles,  on  condition  .  .  .  and  that  other 
than  as  herein  amended  the  conditions  of  the  resolution 
of  July  11,  1939,  shall  be  complied  with;  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


(Remaining  minutes  of  the  meeting  of  January  8,  1946 
will  be  printed  in  the  Bulletin  of  January  22,  1946). 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York.  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  22l3,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Notice  of  the  Hearing  Calendar. 

Continuation  of  Minutes  of  Regular  Meeting  of  Janu¬ 
ary  8,  1946,  Affecting  Calendar  Numbers  459-39-BZ, 
1392-39-BZ,  367-38-BZ,  1156-40-BZ,  962-39-SM  and 
1063-40-SM. 

Minutes  of  Regular  Meeting  of  Tuesday  Morning, 
January  15,  1946,  Affecting  Calendar  Numbers  151- 
41-BZ,  205-42-BZ,  84-45-BZ,  557-45-BZ,  618-45-BZ, 
668-45-BZ,  289-40-BZ,  58-39-BZ,  741-45-A,  627-45-A 
and  722-45-A. 

Minutes  of  Regular  Meeting  of  Tuesday  Afternoon, 
January  15,  1946,  Affecting  Calendar  Numbers  187- 
35-A,  472-45-A,  726-45-A,  744-45-A,  801-45-A,  805- 
45-A,  807-45-A,  814-45-A,  815-45-A,  16-46-A,  632-45-A, 
727-45-A,  784-45-A,  798-45-A,  593-30-BZ,  364-36-BZ, 
806-40-BZ,  818-40-BZ,  819-40-BZ,  333-41-BZ,  569-43- 
BZ,  228-44-BZ,  492-27-BZ,  148-35-BZ,  503-41-BZ,  774- 
39-SM,  500-43-SM  and  476-44-SM. 

Rules  relating  to  Smoking  in  Factories,  etc. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  15,  1946. 

Cal.  No.  Dept.  Premises  Affected 

8- 46-BZ — H.B.Bx — 1270  Gerard  avenue  and  41  East 
168th  street,  northeast  corner  (Block  2481,  Lot  1),  Bor¬ 
ough  of  The  Bronx,  Amendment  to  B.N.  480-44. 

9- 46-BZ — H.B.M. — 51-55  West  51st  street,  north  side, 
153  ft.  east  of  6th  avenue  (Block  1267,  Lots  8  and  107), 
Bordugh  of  Manhattan,  Amendment  to  Alt.  1119-42. 

10- 46-SM — Alabama  Small  Diamond  Mesh  Lath,  Ala¬ 
bama  Corner  Bead  and  Alabama  Cold  Rolled  Channel, 
manufactured  by  Alabama  Metal  Lath  Co.,  Material. 

11- 46-SM — Albi  “R”  (fire  retardant  paint),  manufactured 
by  Albi  Chemical  Corp.,  Material. 

12- 46-BZ — H.B.Bx — 2135  East  177th  street,  southeast 
corner  of  Powell  avenue  (Block  3810,  Lot  48),  Borough 
of  The  Bronx,  Amendment  to  N.B.  85-45. 

13- 46-BZ — H.B.M. — 345-347  West  54th  street,  north  side, 
225  ft.  east  of  9th  avenue  (Block  1045,  Lots  10  and  11), 
Borough  of  Manhattan,  Alt.  1971-45. 

14- 46-SM — Bostwick  Metal  Lath  and  Accessories,  manu¬ 
factured  by  The  Bostwick  Steel  Lath  Co.,  Material. 

15- 46-SM — Ackerman  Insulated  Plank,  manufactured  by 
Ackerman  Concrete  Products,  Inc.,  Material. 


26- 46-A — H.B.B. — 201-217  Clinton  street,  east  side,  be¬ 
tween  Amity  and  Pacific  streets  (Block  292,  Lots  1,  2 
and  4  to  8  inclusive),  Public  School  78,  Borough  of 
Brooklyn,  N.B.  25-44. 

27- 46-SM — Penn-Dixie  Portland  Cement,  types  1,  2  and 
3  as  manufactured  by  Penn-Dixie  Cement  Corp.  at  Bath, 
Maine  and  Nazareth,  Pa.  plants,  Material. 

28- 46-A — F.D. — 84-40  101st  street,  west  side,  346.31  ft. 
south  of  Park  lane  South  (3rd  and  4th  floors);  (Block 
9177,  Lot  23),  Richmond  Hill,  Borough  of  Queens, 
1 124-LC 

Restored  to  Calendar. 

148-35-BZ — H.B.M. — 168-170  Dyckman  street,  west  side, 
100  ft.  north  of  Sherman  avenue  and  71  Thayer  street 
(Block  2175,  Lot  70),  Borough  of  Manhattan,  Alt. 
2136-45. 

503-41-BZ — H.B.M. — 314-322  West  43rd  street,  south 
side,  200  ft.  west  of  8th  avenue  (Block  1033,  Lots  14, 
42  and  43),  Borough  of  Manhattan,  Drop  Curb  Applic. 
1801-41. 

593-30-BZ — H.B.Q. — 219-02  Horace  Harding  boulevard 
and  61-01  219th  street,  southeast  corner  (Block  7609,  Lot 
1),  Bayside,  Borough  of  Queens,  N.  B.  134-45. 

492-27-BZ — H.B.B. — 1134-1144  East  New  York  avenue, 
and  2-12  East  98th  street,  southwest  corner  of  East  98th 
street  (Block  4600,  Lot  7),  Borough  of  Brooklyn,  Alt. 
3441-45. 


16- 46-A — H.B.Q. — 216-03  to  219-13  130th  avenue,  north 
side,  216-04  to  219-16  130th  avenue,  south  side  and  130- 
03  to  130-15  Springfield  boulevard  (Block  12825,  part  of 
Lot  480,  Block  12892,  part  of  Lot  41,  Block  12893,  part 
of  Lot  121,  Block  12894,  part  of  Lot  29  and  Block  12897, 
part  of  Lot  20),  Springfield,  Borough  of  Queens,  N.B. 
2248-45  to  N.B.  2293-45,  inclusive. 

17- 46-A — F.D. — 143-155  Varick  street  and  42-46  Van 
Dam  street,  southwest  corner  (Block  579,  Lot  68),  Bor¬ 
ough  of  Manhattan,  43079-LC  and  Decision. 


632-45-A — H.B.B. — 1326  and  1330  Ocean  parkway,  west 
side,  205  ft.  south  of  Avenue  M  (Block  6568,  Lots  21  and 
22),  Borough  of  Brooklyn,  Alt.  2878-45  and  Alt.  2876-45. 

476-44-SM — U.S.  Gypsum  2  inch  Solid  Rocklath  and 
Plaster  Partition,  manufactured  by  U.S.  Gypsum  Co., 
Material. 

774-39-SM — Iron  Clad  Light  Portland  Cement,  Iron 
Clad  Dark  Portland  Cement  and  Velo  High  Early 
Strength  Portland  Cement,  manufactured  by  Glens  Falls 
Portland  Cement  Co.,  Material. 


18- 46-A — H.B.B. — 5-11  Cook  street,  north  side,  25  ft. 
east  of  Manhattan  avenue  (basement  and  1st  floor); 
(Block  3113,  Lot  33),  Borough  of  Brooklyn,  Alt.  2818-45. 

19- 46-SM — Electroline-Fiege  Wire  Rope  Connectors 
(Cable  Fittings),  manufactured  by  Electroline  Co.,  Ma¬ 
terial. 

20- 46-BZ — H.B.M. — 668  8th  avenue,  east  side,  80  ft.  north 
of  West  42nd  street  (Block  1014,  Lot  4),  Borough  of 
Manhattan,  Alt.  2044-45. 

21- 46-A — H.B.M. — 94  Bowery,  west  side,  50  ft.  8  in. 
north  of  Hester  street  (5th  floor);  (Block  239,  Lot  36), 
Borough  of  Manhattan,  Amendment  to  Alt.  1932-45. 

22- 46-BZ — H.B.Q. — 139-15  109th  avenue  and  139-17, 

north  side,  144  ft.  east  of  139th  street  (Block  10068,  Lots 
210  and  211),  Jamaica,  Borough  of  Queens,  N.B.  58-42. 

23- 46-A — H.B.Q. — 139-15  and  139-17  109th  avenue,  north 
side,  144  ft.  east  of  139th  street  (Block  10068,  Lots  210 
and  211),  Jamaica,  Borough  of  Queens,  N.B.  58-42. 

24- 46-BZ — H.B.Bx — 1840-1844  Grand  Concourse  and  157- 
161  East  176th  street,  northeast  corner  (Block  2801,  Lot 
1),  Borough  of  The  Bronx,  Alt.  652-45. 

25- 46-BZ — H.B.B. — 1702  Cropsey  avenue  and  8835-8847 
17th  avenue,  southeast  corner  (Block  6462,  Lots  16  and 
18),  Borough  of  The  Bronx,  N.B.  1208-45. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan:  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec. 

Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 
and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)..  Aug. 

Elevator  Rules  . . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) ...... .Dec. 

Fire  Drill  Rules  . Aug. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of  . Apr. 

Frame  Garages,  Ruling  for  . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec. 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . June 


28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52 A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52 A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30.  No.  25 

12,  1944— Vol.  29,  No.  36 
28.  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  IS 

21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10.  No.  14 
5,  1928— Vol.  13,  No.  23 
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CALENDAR 


Last  Publication  in  Bulletin 


Insulating  Fibre  Board  Rules  . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Jan. 

Oil  Burner  Rules  . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . June 

PainL  Varnish  and  Lacquer 

Spraying  Rules  . Jan. 

Platform  Trucks,  Specifications  for.  .Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  ..Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Dec. 
Smoking  in  Factories,  Rules  for... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  .J  une 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Dec. 


12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
1,  1946— Vol.  31.  No.  1 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31.  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
11,  1945— Vol.  30,  No.  50 
22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publication  of 
the  calendar,  for  the  dates  listed  below,  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals  dated  December  4, 
1945 — Vol.  30,  No.  49,  through  the  Bulletin  dated  January 
15,  1946 — Vol.  31,  No.  3. 

January  22,  1946,  10  A.M.  and  2  P.M. 


January  29,  1946,  10  A.M.  and  2  P.M. 


February  5,  1946,  10  A.M. 


February  13,  1946,  10  A.M.  and  2  P.M. 


February  19,  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  26,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  26,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

557-45-BZ — Application,  July  20,  1945,  under  section 
7 a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

797-45-BZ — Application,  December  19,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Queens  Avenue 
Realty  Corporation,  applicant  and  owner  (Lievendag 
Motors,  Inc.,  lessee),  to  permit  in  a  business  use,  C 
area  district,  the  erection  of  a  building  to  occupy  more 
area  than  permitted  at  curb  level;  premises  164-26 
Northern  boulevard,  and  164-27  Sanford  avenue,  south¬ 
west  corner  (Rlock  5337,  Lot  17),  Flushing,  Borough 
of  Queens. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  70  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook¬ 
lyn. 


621-45-BZ — Application,  October  18,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Mary  Phillips,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  erection  of 
a  building  to  occupy  more  than  the  permitted  area; 
premises  1556-1570  (1556-1558  displayed)  63rd  street, 
south  side,  125  ft.  west  of  16th  avenue  (Block  5537,  Lot 
29),  Borough  of  Brooklyn. 

810-45-BZ — Application,  December  26,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Morris  Rothstein  & 
Son,  applicants,  on  behalf  of  Record  Sales  Corp.,  owner, 
to  permit  in  residence  and  unrestricted  use  district,  the 
change  of  occupancy  from  public  garage  to  factory; 
premises  1835  Carter  avenue,  east  side,  208.77  ft.  north 
of  Prospect  place  (Block  2892,  Lot  54),  Borough  of 
The  Bronx. 

148-35-BZ— Application  of  Morris  Whitiston,  applicant, 
on  behalf  of  The  Cniham  Corporation,  owner,  reopened 
January  15,  1946,  for  consideration  as  to  amendment 
of  resolution — Application,  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution,  per¬ 
mitting  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district,  the  conversion  of  occupancy  of  the 
second  story  of  an  existing  building  from  office  use, 
previously  granted  by  the  Board  to  bowling  alleys; 
premises  168-170  Dyckman  street,  west  side,  100  ft.  north 
of  Sherman  avenue  and  71  Thayer  street  (Block  2175, 
Lot  70),  Borough  of  Manhattan. 

575-32-BZ — Application  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  May  Cavallaro  and  Harriet  Swee¬ 
ney,  owners,  reopened  January  22,  1946,  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  reconstruction  and  extension  of  existing  gas 
station  (previously  granted  by  the  Board);  premises 
242-02  to  242-12  Merrick  boulevard  and  133-41  to  133-45 
242nd  street,  southeast  corner  (Block  13206  (3645),  Lots 
17  and  19),  Rosedale,  Borough  of  Queens. 

795-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Charles  J.  Bast, 
owner  (Haven  Chevrolet  Co.,  lessee),  to  permit  in  a 
business  use,  D  area  district,  the  erection  of  an  auto¬ 
mobile  showroom,  parts  department,  servicing  and  mi¬ 
nor  repairs  covering  more  than  permitted  area;  prem¬ 
ises  93-11  to  93-25  Rockaway  boulevard  and  103-30  to 
103-38  94th  street,  northwest  corner  (Block  9144,  Lot 
19),  Woodhaven,  Borough  of  Queens. 

779-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 
for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf 
of  The  Macmillan  Company,  owner,  to  permit  in  a  res¬ 
idence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  26,  1946,  at  2  o’clock,  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

416-45-A — 40-48  Burnside  avenue,  southeast  corner  of 
Grand  avenue  (2nd  floor);  (Block  2870,  Lot  26),  Borough 
of  The  Bronx  (reopened  October  9,  1945;  previously 
denied). 

712-45-A — 5440  Independence  avenue,  east  side,  315.46  ft. 
north  of  254th  street  (1st  and  2nd  floors);  (Block  3425, 
Lot  284),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


MARCH  5,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  5,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

205-42-BZ — Application  of  Benjamin  Antin,  applicant, 
on  behalf  of  1748  Jerome  Avenue  Corp.,  owner,  reopened 
October  30,  1945  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  non-flashing  neon  electric  sign  extend¬ 
ing  more  than  eighteen  (18)  inches  beyond  the  building 
line;  premises  1754  Jerome  avenue  and  1-7  East  175th 
street,  northeast  corner  (Block  2850,  Lot  1),  Borough  of 
The  Bronx. 

151-41-BZ — Application  of  James  E.  McKillop,  applicant, 
on  behalf  of  Anna  Klonoski,  owner,  reopened  Decem¬ 
ber  11,  1945,  for  consideration  as  to  extension  of  time 
to  obtain  permits  and  complete  work — Application,  pre¬ 
viously  granted  on  condition,  under  sections  7f  and  7i 
of  the  zoning  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  and  a  motor  vehicle  repair  shop;  premises 
546-548  Morgan  avenue,  northeast  corner  of  Anthony 
street  (Block  2810,  Lots  1  and  2),  Borough  of  Brooklyn. 

748-45-BZ— Application,  November  29,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Minogue, 
applicant,  on  behalf  of  Julius  L.  Goldenburg,  owner,  to 
permit  in  a  restricted  retail  and  unrestricted  use,  B  area. 
Class  2  height  district,  the  erection  of  a  building  exceed¬ 
ing  the  area  and  height  requirements  of  the  zoning  res¬ 
olution;  premises  101-113  West  30th  street,  855-857 
Avenue  of  The  Americas  (6th  avenue),  northwest  cor¬ 


ner  and  106-108  West  31st  street  (Block  806,  Lots  34, 
35,  47  and  48),  Borough  of  Manhattan. 

743-45-BZ — Application,  November  30,  1945,  under  sec¬ 
tion  7c,  7h  and  21  of  the  zoning  resolution,  of  Gorvan 
Realties,  Inc.,  applicant  and  owner,  to  permit  in  a  res¬ 
idence  and  unrestricted  use,  D  and  E  area  districts,  the 
erection  of  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles,  exceeding  the  permitted  area  and  having 
an  entrance  located  within  a  residence  use  district; 
premises  134-12  94th  avenue  (now  Atlantic  avenue), 
south  side,  100  ft.  east  of  134th  street,  and  134-23  95th 
avenue,  north  side,  100  ft.  west  of  Van  Wyck  boulevard 
(Block  9450,  Lots  35  and  56),  Richmond  Hill,  Borough 
of  Queens. 

788-45-BZ — Application,  December  12,  1945,  under  sec¬ 
tions  7c  and  7d  of  the  zoning  resolution,  of  Wood  and 
Marshall,  applicants,  on  behalf  of  Fairchild  Sons,  Inc.., 
owner,  to  permit  in  a  residence  use  and  retail  use  dis¬ 
trict,  the  erection  of  a  garage  for  five  (5)  motor  vehicles 
and  the  use  of  a  driveway  from  a  retail  use  district 
through  a  residence  use  district,  for  business  purposes; 
premises  89-05  to  89-07  Parsons  boulevard  and  159-02 
89th  avenue,  southeast  corner  (Block  9758,  Lots  6,  9, 
11  and  13),  Jamaica,  Borough  of  Queens. 

65-46-BZ — Application,  January  30,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Alexander  D.  Crosett  and 
Associates,  applicants,  on  behalf  of  City  Savings  Bank 
of  Brooklyn,  owner,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  erection  of  a  building  to  be  used 
as  a  bank;  premises  6702-6704  Bay  parkway  and  2172 
67th  street,  southwest  corner  (Block  5572,  Lot  30),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  Janu¬ 
ary  8,  1946.) 

459-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Leon  K.  Rock- 
more,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  busines  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 505-509  Utica  avenue,  east1  side, 
140  ft.  north  of  Rutland  road  (Block  4591,  Lot  51), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . .  0 

THE  RESOLUTION  (459-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  505-509  Utica  avenue,  east  side, 
140  ft.  north  of  Rutland  road  (Block  4591,  Lot  51),  Borough 


of  Brooklyn,  was  granted  by  the  Board  on  January  3,  1940, 
on  certain  conditions,  permit  extended  on  January  13,  1942 
and  January  18,  1944,  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  3,  1940  as  amended 
through  January  18,  1944  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  .  .  . 

and  that  other  than  as  herein  amended,  the  provisions  of 
the  resolution  of  January  3,  1940  as  amended  through 
January  18,  1944  shall  be  complied  with;  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


1392-39-BZ 

APPLICANT — Herman  Kron,  for  Jefferson  Auto  Parking 
Co.,  Inc.,  lessee,  for  Board  of  Transportation,  City 
of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residential  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 870-872  Eighth  avenue  and 
265-273  West  52nd  street,  northeast  corner  (Block 
1024,  Lots  1,  2,  104,  105,  5  and  106),  Borough  of 
Manhattan. 
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MINUTES 


APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (1392-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting,  partly  in  a  business  use  and 
partly  in  a  retail  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
(The  Board  having  previously  granted  .permission  to  oc¬ 
cupy  a  portion  of  these  premises  as  a  parking  and  storage 
space  for  more  than  five  motor  vehicles),  affecting  premises 
870-872  Eighth  avenue  and  265-273  West  52nd  street, 
northeast  corner  (Block  1024,  Lots  1,  2,  104,  105,  5  and 
106),  Borough  of  Manhattan,  was  granted  by  the  Board 
February  14,  1940,  on  certain  conditions,  the  resolution 
amended  July  16,  1940,  March  4,  1941,  and  permit  extended 
on  April  7,  1942  and  January  25,  1944  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  14,  1940, 
as  amended  March  4,  1941,  and  as  amended  through  Janu¬ 
ary  25,  1944,  only  so  far  as  it  has  reference  to  the  term  of 
the  permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  of  more 
than  five  cars,  on  condition  .  .  .  and  that  other  than 
as  herein  amended  the  condtions  of  the  resolution,  of 
February  14,  1940,  as  amended  March  4,  1941,  shall  be 
complied  with,  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


367-38-BZ 

APPLICANT — Koch  and  Wagner,  for  John  F.  Trommer, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7a  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  a  restaurant, 
dance  hall  and  keg  storage  room  (used  in  con¬ 
junction  with  a  brewery)  to  an  office,  wash  house 
and  filling  room,  to  be  used  in  conjunction  with 
existing  brewery. 

PREMISES  AFFECTED — 88-98  Conway  street,  east  side, 
98  ft.  8  in.  south  of  Bushwick  avenue  (Block  3476, 
part  of  Lot  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  R.  Koch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn ...  4 
Negative  .  0 


1156-40-BZ 

APPLICANT — Frank  J.  Ross,  for  Vincent  Merolla,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  sections  7f,  7g  and  7i  of  the 
zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  erec¬ 


tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and  motor  vehicle  repair 

shop. 

PREMISES  AFFECTED — 69-71  Carroll  street,  north  side, 
75  ft.  east  of  Columbia  street  (Block  348,  Lot  50), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  J.  Ross. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  February  5, 
1946  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL 

962-39-SM 

APPLICANT — Aerocrete  Corporation  of  America,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Gritcrete  Long  Span 
Flat  Ceiling-Floor  Construction  (previously  ap¬ 
proved  on  condition). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar  for  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 

1063-40-SM 

APPLICANT — Copperweld  Steel  Company,  owner. 

SUBJECT — Application  for  reopening — re  test  and  report 
— “Copperweld”  204-30  Non-Rusting  Wall  Ties, 
Application  for  approval  previously  withdrawn. 
APPEARANCES— 

For  Applicant:  Henry  Oberle  and  S.  Van  Wagener. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative  .  0 


Adjourned:  3:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  15,  1946  at  10  A.M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 

on  Tuesday  morning  and  Tuesday  afternoon,  November  20, 

1945  were  approved  as  printed  in  Bulletin  No.  48,  Volume  30. 

ZONING  APPLICATIONS 

151-41-BZ 

APPLICANT — James  E.  McKillop,  for  Anna  Klonoski, 
owner. 

SUBJECT — Application  reopened  December  11,  1945,  for 
consideration  as  to  extension  of  time  to  obtain 
permits  and  complete  work  (expired  by  limitation) 
— Application  (decision  of  the  borough  superin¬ 
tendent),  previously  granted  on  condition,  for  a 
term  of  ten  years,  under  sections  7f  and  7i  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station  and  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 546-548  Morgan  avenue,  north¬ 
east  corner  of  Anthony  street  (Block  2810,  Lots 
1  and  2),  Borough  of  Brooklyn. 


MINUTES 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Removed  from  calendar  for  further 
examination  and  setting  of  new  hearing  date. 


205-42-BZ 

APPLICANT — Benjamin  Antin,  for  1748  Jerome  Avenue 
Corp.,  owner. 

SUBJECT — Application  reopened  October  30,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  non-flashing  neon  electric  sign  extend¬ 
ing  more  than  eighteen  (18)  inches  beyond  the 
building  line. 

PREMISES  AFFECTED — 1754  Jerome  avenue  and  1-7 
East  175th  street,  northeast  corner  (Block  2850, 
Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Benjamin  Antin,  Benjamin  Albert 
and  Eva  Rohr. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
10  A.M. 


84-45-BZ 

APPLICANT— F.  P.  Platt  &  Brother,  for  T.  L.  &  L. 
Corp.,  owner. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  partly  residence  and  partly  restricted 
retail  use  district,  the  parking  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 1-5  Greenwich  avenue,  south¬ 
west  corner  of  Christopher  street  (Block  593,  Lot 
13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  R.  A.  Rische,  F.  P.  Platt,  G.  Klop- 
stock  and  D.  Robbins. 

For  Opposition :  Edward  Steinert,  M.  Morganstein, 
A.  Raphael  and  John  H.  Forbes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
10  A.M. 


557-45-BZ 

APPLICANT — John  T.  Clancy,  for  Slattery  Contracting 
Co.,  owner. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  a  garage  for  more 
than  five  trucks  for  owner’s  use  and  repair  shop. 

PREMISES  AFFECTED— 51-01  72nd  place  and  72-28  to 
72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  T.  Clancy. 

For  Opposition:  John  Rizzo,  Charles  A.  Kussmaul, 
Hazel  Boeckman,  Ann  Pigloch,  Anthony  An¬ 
gelo,  Agnes  Korcinek,  John  Kanzler,  Clara 
Brandt,  Barbara  Kemules,  Frieda  Missfeldt, 
Marie  Magariello,  N.  De  Prima,  Marjorie  Hy- 
slop,  Emma  Achatz,  Agnes  McGregor,  Alice 
Broker  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
10  A.M. 


618-45-BZ 

APPLICANT— Albert  J.  Appell,  for  Charlotte  H.  Appell, 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  club,  bowling  alleys, 
banquet  hall  and  dwelling  to  retail  stores,  offices 
and  dwelling. 

PREMISES  AFFECTED— 448  West  51st  street,  south 
side,  243  ft.  9  in.  east  of  10th  avenue  (Block  1060, 
Lot  154),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  C.  Goebel. 

For  Opposition:  Rev.  Hugh  Gilmar'tin  and  John  F. 
Burns. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1946  at 
10  A.M. 


668-45-BZ 

APPLICANT— Max  Siegel,  for  Park  Web  Co.,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  district,  the 
change  of  use  from  stable  to  store,  first  floor,  office, 
showroom  and  light  manufacturing  on  the  upper 
floors. 

PREMISES  AFFECTED — 322-324  West  48th  street,  south 
side,  250  ft.  west  of  8th  avenue  (Block  1038,  Lot 
43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  A.  A.  Walsh,  P.  Ahrens,  H.  Rap- 
.  paport  and  R.  Lesser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
10  A.M. 


289-40-BZ 

APPLICANT — Irving  N.  Fenichel,  for  Lerad  Realty  Corp., 
owner. 

SUBJECT — Application  reopened  November  13,  1945,  for 
consideration  as  to  amendment  of  resolution — re 
Application  (decision  of  the  borough  superinten¬ 
dent),  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  C  area  district,  the  extension  of  an 
existing  building  without  conforming  to  the  area 
and  yard  requirements  of  the  zoning  resolution, 
the  Board  having  granted  a  variation,  but  the 
work  was  not  started  until  the  area  and  yard  re¬ 
quirements  were  changed. 

PREMISES  AFFECTED — 103  Bruckner  boulevard,  north 
side,  195  ft.  west  of  Brown  place  (formerly  447-457 
East  133rd  street,  north  side,  200  ft.  west  of  Brown 
place)  ;  (Block  2278,  Lots  64  and  69),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Irving  Fenichel. 

For  Opposition :  V.  Laphold,  Mrs.  Butler,  Mrs. 
Heost,  F.  Conlon,  T.  Grossman,  Mr.  Watson, 
Mr.  McHale,  Mr.  Walsh,  Mrs.  Raphael,  E. 
Maglong,  W.  Rogers,  Mrs.  Reilly,  Mr.  Heiss 
and  T.  Gorman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 
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58-39-BZ 

APPLICANT — Anfrecl  Realty  Corp.,  owner. 

SUBJECT — Application  reopened  November  20,  1945,  for 
consideration  as  to  extension  of  permits — Applica¬ 
tion  (decision  of  the  borough  superintendent),  pre¬ 
viously  granted  on  condition,  under  section  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  a  building 
to  a  motor  vehicle  repair  shop,  for  a  temporary 
term  of  years. 

PREMISES  AFFECTED — 1351)4  Webster  avenue,  west 
side,  424.49  ft.  north  of  East  169th  street  (Block 
2887,  Lot  165),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  I.  I.  Braff. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (58-39-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop,  affecting  premises  1351)4  Webster  avenue,  west  side, 
424.49  ft.  north  of  East  169th  street  (Block  No.  2887,  Lot 
No.  165),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  June  27,  1939,  on  certain  conditions  for  a  period 
of  five  (5)  years;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit,  which  permit  had  expired  by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  20,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  December  18,  1945,  and  laid  over  to  January  15, 

1  1946,  at  10  A.M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  January  15,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  new  owner  of  the  premises  is  the  Anfred 
Realty  Corporation. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  27,  1939,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  Section  7i  to  permit  the  premises 
to  be  occupied  for  motor  vehicle  repair  shop  for  a  term 
of  five  (5)  years  from  the  date  of  this  amended  resolu¬ 
tion,  on  condition  that  such  repair  work  .  .  .  and  that 
other  than  as  herein  amended  the  conditions  of  the 
resolution  of  June  27,  1939,  shall  be  complied  with; 
and  that  a  certificate  of  occupancy  shall  be  obtained.” 

|.  J  '  - 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

741-45-A 

APPLICANT — Ellis  L.  Lavine,  for  Ruco  Management 
Corp.,  (Springfield  Electric  Specialties,  Inc.,  lessee). 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 120-126  Wooster  street,  east 
side,  25  ft.  south  of  Prince  street  (2nd  floor)  ; 
(Block  500,  Lots  11  and  13),  Borough  of  Man-  • 
hattan. 

APPEARANCES— 

For  Applicant:  Ellis  L.  Lavine. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
10  A.M. 

I 


627-45-A 

APPLICANT — Joseph  L.  Porte  and  Raphael  Porte,  owners. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 3179  Atlantic  avenue,  north 
side,  175  ft.  west  of  Logan  street  (Block  4137A, 
Lot  51),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  L.  Porte  and  Raphael  Porte. 
For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (627-45-A) 

Whereas,  Joseph  L.  Porte  and  Raphael  Porte,  owners, 
filed  August  29,  1945,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  3179  Atlantic  -avenue,  north 
side,  175  ft.  west  of  Logan  street  (Block  4137A,  Lot  51), 
Borough  of  Brooklyn;  and 

Whereas,  Order  212-LC,  issued  by  the  fire  commissioner 
July  31,  1945,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  inflammable  mix¬ 
tures,  on  above  premises,  shows  the  following  must  be 
done  before  the  permit  requested  by  you  can  be  issued. 

“2.  Provide  a  mixing  compartment  for  the  manufac¬ 
ture  of  inflammable  mixture  in  accordance  with  C19-59, 
Administrative  Code.” 
and 

Whereas,  the  applicant  contends  that  the  building  is  one 
story,  14  ft.  in  height ;  50  ft.  by  96.6  ft.  in  area ;  of  Class  3 
construction ;  located  in  an  unrestricted,  C  area,  Class  1 
height  district,  and  used  and  occupied  for  the  manufacture 
of  automobile  supplies,  7  persons,  for  which  C.O.  112922 
was  issued  August  10,  1945,  to  supersede  C.O.  No.  36690, 
issued  on  N.B.  2237-25,  specifically  permitting  the  manu¬ 
facture  of  brake  fluid  and  allied  automotive  parts ;  and 

Whereas,  the  applicant  contends,  as  to  Item  2  of  the 
fire  commissioner’s  order,  that  two  tanks  will  be  used  for 
mixing  of  brake  fluid  mixture  composed  of  alcohol  and 
castor  oil  by  a  cold  process  and  will  be  located  at  the  ex¬ 
treme  rear  of  the  premises ;  that  to  provide  a  mixing  com¬ 
partment  would  be  impracticable  in  that  it  would  require 
various  pipe  lines  to  be  constructed  which  would  complicate 
the  process ;  that  alcohol  is  supplied  for  the  mixing  tank 
from  a  tank  buried  outside  of  the  building  and  castor  oil 
is  supplied  from  a  tank  in  the  interior  of  the  building;  that 
these  are  mixed  by  a  cold  process  and  then  piped  into  cans ; 
that  to  provide  mixing  compartments  for  each  tank  or  one 
mixing  compartment  for  both  tanks  would  make  this  process 
very  complicated  and  involved  and  would  require  the  in¬ 
stallation  of  new  pipe  lines  from  tanks  to  cans ;  that  the 
average  quantity  of  castor  oil  stored  in  the  3000  gallon  steel 
tank  is  1500  gallons;  that  the  tank  from  which  the  alcohol 
is  pumped  is  located  outside  of  the  building  and  the  aver¬ 
age  amount  of  alcohol  stored  is  2000  gallons  in  a  3000  gal¬ 
lon  tank ;  that  after  the  materials  are  mixed  the  brake  fluid 
is  packaged  in  tin  containers  of  pint,  quart  and  gallon  sizes, 
the  average  amount  so  packaged  being  250  gallons  total ; 
that  these  cans  when  filled  are  kept  on  the  premises  not 
more  than  48  hours ;  that  the  flash  point  of  the  mixture 
is  75  degrees ;  that  in  addition  to  the  brake  fluid  manu¬ 
factured  on  the  premises  leather  boots  for  covering  of 
joints  in  automobiles  are  cut  and  stamped  on  the  premises 
at  the  front  portion  of  the  building  directly  opposite  the 
office  as  indicated  on  plans  filed  with  this  appeal ;  that  the 
portion  of  the  premises  where  these  boots  are  stamped  is 
70  ft.  from  the  mixing  and  storage  tanks ;  that  as  soon  as 
the  boots  are  stamped  they  are  packaged  in  corrugated 
cartons  and  shipped  immediately ;  that  the  average  amount 
of  boots  on  the  premises  is  4,000 ;  that  no  other  articles  are 
manufactured  on  the  premises ;  and 

Whereas,  the  applicant  states  that  all  electrical  equip- 
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ment  throughout  the  premises  is  of  the  type  approved  for 
explosive  atmospheres. 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Order  212-LC,  objection  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  door  leading  from  the  boiler  room  to  the  factory 
shall  be  bricked  up  with  masonry  as  approved  by  the  bor¬ 
ough  superintendent  and  access  to  the  boiler  room  shall  be 
from  the  exterior  only ;  that  such  portable  fire-fighting- 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  within  one  year  the  mixing  tanks  shah  be 
moved  into  the  storage  room  at  the  rear  unless  the  premises 
as  a  whole  are  used  for  mixing  work  only  and  no  other 
material  is  manufactured  on  the  premises ;  that  in  the 
event  such  change  is  made  proper  ventilation  in  such  storage 
room  shall  be  furnished  and  maintained  with  a  fireproof 
self-closing  door  to  such  storage  room. 


722-45-A 

APPLICANT — Photogravure  and  Color  Company,  lessee, 
for  207-217  West  25th  Street  Company,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  and  a  decision  of  the  borough 
superintendent. 

PREMISES  AFFECTED— 207-217  West  25th  street,  north 
side,  102  ft.  west  of  7th  avenue  (11th  floor)  ;  (Block 
775,  Lot  28),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  G.  W.  Bailey,  J.  Coupar  and  J.  S. 
Chapman,  Jr. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  .  • 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (722-45-A) 

Whereas,  Photogravure  and  Color  Company,  lessee  for 
207-217  West  25th  Street  Company,  Incorporated,  owner, 
filed  on  November  23,  1945,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner  and  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  207-217  West  25th  street, 
north  side,  102  ft.  west  of  7th  avenue  (Block  775,  Lot  28), 
Borough  of  Manhattan;  and 

Whereas,  Order  42907-LC,  issued  by  the  fire  commis¬ 
sioner  on  October  3,  1945,  reads : 

“Before  a  permit  may  be  issued  for  the  storage  and 
use  of  lubricating  oil,  etc.,  the  following  must  be  done : 

“1.  Replace  all  lights,  motors,  switches,  rheostats  or 
other  electrical  spark  producing  devices,  with.  a  type 
approved  for  use  in  explosive  atmospheres  within  10 
ft.  of  gravure  print  presses  and  area  where  thinners 
are  stored.  C19,  Article  1-11  Adm.  Code. 

“2.  Provide  rigid  stem  pipe  lighting  fixtures  equipped 
with  keyless  sockets  having  vaporproof  globes  protected 
by  approved  wire  guards  within  10  ft.  of  gravure  print 
presses  and  area  where  thinners  are  stored.  Sec.  C19, 
Article  1-11  Adm.  Code.” 

and 

Whereas,  the  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  November  5th,  1945 ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  F.P.  Applic.  2609-45,  dated  December  17, 
1945,  reads : 

“1.  Replace  all  lights,  motors,  switches,  rheostats  or 
other  electrical  spark  producing  devices,  with  a  type 
approved  for  use  in  explosive  atmospheres  within  10 
feet  of  gravure  print  presses  and  area  where  thinners  are 
stored  C19,  Adm.  Code. 

“2.  Provide  rigid  stem  type  lighting  fixtures  equipped 
with  keyless  sockets  having  vapor  proof  globes  pro¬ 
tected  by  approved  wire  guards  within  10  ft.  of  gravure 
print  presses  and  area  where  thinners  are  stored  C19, 
Adm.  Code.” 


Whereas,  the  applicant  states  that  the  building  is  12 
stories  132  ft.  in  height;  126  ft.  by  102  ft.  in  area;  of  Class 
1  construction  erected  in  1913;  located  in  a  residence  use  B 
area,  Class  1^4  height  district  and  used  and  occupied  since 
1932 :  Cellar,  boiler  room  and  storage,  5  persons ;  1st  floor, 
factory,  20  persons ;  2nd  floor,  bindery,  15  persons ;  3rd 
floor,  printing,  12  persons;  4th  floor,  printing,  20  persons; 
5th  floor,  manufacturing  razor  blades,  30  persons ;  6th  floor, 
printing,  20  persons ;  7th  floor,  printing,  25  persons ;  8th 
floor,  printing,  15  persons;  9th  floor,  printing,  15  persons; 
10th  floor,  knitting,  20  persons;  11th  floor,  printing,  20  per¬ 
sons  ;  12th  floor,  electrical  manufacturing,  25  persons ;  no 
change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  a  one  source  sprinkler  system  throughout, 
a  standpipe  system,  interior  fire  alarm  system,  and  fire 
drills  are  maintained ;  that  there  are  two  interior  fireproof 
stairs,  two  fire  towers,  and  two  fire  escapes  leading  to  roof 
by  stair  and  to  street  and  yard  by  stairs  with  egress  from 
yard  to  building ;  that  windows  and  doors  on  the  course  of 
the  fire  escapes  are  fireproof  self-closing;  and 

Whereas,  the  applicant  further  states  that  it  is  proposed 
to  use  the  existing  plate  storage  vault  on  the  11th  floor 
for  storage  and  mixing  approximately  300  gallons  for  2,000 
lbs.  of  ink  and  approximately  50  gallons  of  solvent  Fire 
Department  Certificate  of  Approval  No.  1217,  and  approxi¬ 
mately  50  gallons  of  lubricating  oil ;  and 

Whereas,  the  applicant  contends  that  all  fluorescent  light¬ 
ing  fixtures  within  10  ft.  of  gravure  print  presses  and  area 
where  thinners  are  stored  will  be  replaced  by  vaporproof 
fixtures  approved  for  use  in  explosive  atmospheres ;  that 
it  is  not  clear  however  from  the  order  whether  the  depart¬ 
ment  intends  that  such  lighting  fixtures  be  replaced  that 
are  located  within  10  ft.  of  any  part  of  the  presses  which 
are  quite  large  or  whether  the  prescribed  10  ft.  is  to  be 
measured  from  the  press  fountain  containing  the  ink  solv¬ 
ents  ;  that  it  is  proposed  to  replace  only  those  fluorescent 
fixtures  within  10  ft.  of  press  fountains;  that  fixtures  placed 
high  and  at  least  10  ft.  from  the  press  fountain  would  not 
seem  to  constitute  a  hazard ;  that  it  is  not  possible  at  the 
present  time  to  install  motors  approved  for  use  in  ex¬ 
plosive  atmospheres  ;  that  there  are  8  presses  installed  on 
the  premises;  that  presses  Nos.  1,  2,  3,  4  and  7  are  not  now 
being  manufactured  and  presses  5,  6  and  8  are  of  English 
manufacture ;  that  the  presses  are  constructed  with  frames 
to  fit  the  motors  now  in  use ;  that  even  if  a  motor  approved 
for  explosive  atmospheres  could  be  obtained  it  would  not 
now  be  installed  on  any  of  these  presses  as  presently  con¬ 
structed  ;  that  in  lieu  of  installing  motors  for  use  in  ex¬ 
plosive  atmospheres,  it  is  proposed  to  close  ventilating  open¬ 
ings  on  the  present  motors,  with  two  thicknesses  of  No.  24 
glass  wire  cloth ;  that  switches,  rheostats  and  other  control 
fixtures  are  of  a  construction  which  present  any  sparks 
from  entering  the  atmosphere  and  it  is  felt  that  this  equip¬ 
ment  complies  with  the  order. 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Order  42907-LC,  objections  1  and  2,  and  the  decision 
of  the  borough  superintendent  acting  on  Misc.  F.P.  Applic. 
2609-45,  objections  1  and  2,  be  and  they  hereby  are  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  ventilating  system  on  the  11th  floor  involved  in 
the  order  shall  be  constructed,  re-arranged  and  maintained 
substantially  as  indicated  on  revised  plans  marked  “Received 
January  15,  1946”  and  that  all  of  the  notations  as  indicated 
thereon  shall  be  complied  with  and  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner ;  that  all  globes  and  light¬ 
ing  fixtures  shall  be  maintained  of  the  type  approved  for 
use  in  explosive  atmospheres  when  same  are  located  within 
10  ft.  of  the  fountains  of  the  presses ;  that  the  ventilating 
system  shall  be  maintained  so  that  there  is  ventilation  at 
all  times,  night  and  day,  from  the  ink  storage  room;  that 
such  room  shall  be  enclosed  in  fire  roof  partition  with  fire¬ 
proof  self-closing  door;  that  otherwise  the  system  shall  be 
maintained  substantially  as  proposed  and  at  all  times  to  the 
satisfaction  of  the  fire  commissioner;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  the  sprinkler  system  shall  be  main- 
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tained  in  accordance  with  the  requirements  therefor  as  well 
as  the  standpipe  system,  interior  fire  alarm  system  and  fire 
drills. 


Adjourned:  1:05  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  15,  1946, 

at  2  P.M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

187-35-A 

APPLICANT — New  York  Dock  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Appeal  from 
orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  515,  part  of  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  A.  Eweler. 

ACTION  OF  BOARD — Appeal  reopened  and  time  extended. 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (187-35-A) 

Whereas,  this  appeal  from  a  decision  of  the  commissioner 
of  buildings,  affecting  Pier  No.  38,  Clinton  Wharf,  Atlantic 
Basin  (Block  515,  part  of  Lot  1),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  26,  1935,  on  certain 
conditions ;  and 

Whereas,  time  was  extended  from  time  to  time,  to  obtain 
permits  and  complete  the  work,  the  last  such  extension  hav¬ 
ing  been  granted  on  June  26,  1945 ;  and 
Whereas,  the  applicant  requested  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  26,  1935, 
as  amended  through  June  26,  1945,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“  .  .  .  that  in  view  of  statement  by  applicant’s  repre¬ 
sentative  that  the  work  has  been  substantially  completed 
and  that  all  work  will  be  completed  within  four  (4) 
months,  that  all  work  shall  be  completed  within  six  (6) 
months  from  the  date  of  this  amended  resolution.” 


472-45-A 

APPLICANT — Daniel  Santoro,  for  Marsul  Realty,  Inc., 
and  Bethlehem  Steel  Co.,  owners  (Island  Bar  and 
Grill,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3094-3100  Richmond  terrace, 
south  side,  183.63  ft.  east  of  Mersereau  avenue 
(Block  1238,  Lot  44  and  part  of  Lot  47),  Mariners 
Harbor,  Borough  of  Richmond  (under  section  35, 
General  City  Law,  re  bed  of  proposed  widening  of 
Richmond  terrace). 

APPEARANCES— 

For  Applicant :  Daniel  Santoro. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (472-45-A) 

Whereas,  Daniel  Santoro,  for  Marsul  Realty,  Inc.  and 
Bethlehem  Steel  Company,  owners  (Island  Bar  &  Grill, 
lessee),  filed  July  12,  1945  an  appeal  from  decisions  of  the 
borough  superintendent  and  an  application  pursuant  to  sec¬ 
tion  35  of  the  General  City  Law,  affecting  premises  3094- 
3100  Richmond  terrace,  south  side,  183  ft.  east  of  Mersereau 
avenue  (Block  1238,  Lot  44  and  part  of  Lot  47),  Mariners 
Harbor,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  10,  1945  on  amendment  to  B.N.  Applic.  92-44 
reads : 

“1.  The  erection  of  this  proposed  1-story  non-fire- 
proof  structure  is  denied  as  extending  beyond  the  pro¬ 
posed  widening  line.  (General  City  Law  No.  35).” 

and 

Whereas,  the  decision  of  the  borough  superintendent 

dated  July  10,  1945  on  Alt.  Applic.  50-45  reads: 

“The  existing  extension  which  was  erected  illegally 
as  an  alteration  to  an  existing  restaurant  and  bar  is 
not  permitted,  as  the  area  of  this  extension  in  addition 
to  the  area  of  the  connecting  frame  structures  will 
exceed  the  tabular  limits  of  3000  sq.  ft.  Adm.  Code 
(C26-254.0) .” 

and 

Whereas,  the  decision  of  the  borough  superintendent 

dated  September  18,  1945  on  Alt.  319-40  reads: 

“On  October  17,  1940  this  department  issued  a  con¬ 
ditional  approval  for  the  alteration  of  the  above  prem¬ 
ises.  This  conditional  approval  was  for  a  period  of 
five  years  at  the  end  of  which  time  the  then  proposed 
extension  was  to  be  removed.  Date  of  said  expiration 
of  such  approval  is  October  17,  1945. 

“It  is  not  my  policy  to  issue  such  conditional  ap¬ 
provals  and  I  am  now  informing  you  to  take  necessary 
measures  either  to  demolish  the  extension  or  to  obtain 
a  variation  from  the  Board  of  Standards  and  Appeals 
who  have  jurisdiction  in  such  a  case. 

“The  extension  as  built  projects  beyond  a  proposed 
street  widening  and  under  General  City  Law,  Section 
35,  the  Board  of  Standards  and  Appeals  has  the  power 
to  grant  a  variation  or  modification  of  the  law.  An 
appeal  from  this  decision  must  be  made  within  30  days 
from  today.” 
and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  erected  pursuant  to  B.N.  Application  92-44,  1 -story, 
10  ft.  6  in.  in  height,  30  ft.  front  by  15  ft.  in  depth,  of 
Class  3  construction,  located  in  a  business  1  use  D  area 
Class  1  height  district,  occupied  as  a  store  and  located 
almost  completely  within  the  line  of  the  proposed  widening 
of  Richmond  terrace ;  and 

Whereas,  the  structure  which  is  the  subject  of  Alt.  50-45 
is  a  one-story  frame  dining  room  and  office,  erected  with¬ 
out  a  permit  between  1942  and  1944;  and 

Whereas,  the  portion  of  the  structure  which  is  the  sub¬ 
ject  of  Alt.  Applic.  319-40  is  1  story  in  height,  13  ft.  3  in. 
by  36  ft.  in  area,  extending  into  the  proposed  widening  of 
Richmond  terrace  approximately  14  ft. ;  and 

Whereas,  the  applicant  contends  that  there  are  three 
points  involved  in  this  appeal :  the  portion  affected  marked 
“A”  on  plans  filed  with  this  appeal  was  erected  illegally 
by  the  former  owner  prior  to  March  1944  and  this  condi¬ 
tion  was  brought  to  light  by  the  filing  of  an  application 
for  a  certificate  of  occupancy  and  permit  for  a  place  of  as¬ 
sembly  ;  that  plans  were  filed  to  legalize  this  construction 
under  Alt.  50-45  and  the  decision  of  the  borough  superin¬ 
tendent  on  such  application  is  made  part  of  this  appeal ; 
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the  portion  of  the  premises  marked  “B”  on  plans  filed 
with  this  appeal  (B.N.  92-44)  is  a  one-story  store  struc¬ 
ture  to  be  erected  nearly  entirely  within  the  proposed  wid¬ 
ening  area  of  Richmond  Terrace  as  approved  by  the  Board 
of  Estimate  and  Apportionment  December  14,  1906;  that 
inquiry  at  the  office  of  the  Borough  Engineer  reveals  that 
there  is  no  project  to  proceed  with  this  widening  at  this 
time  or  at  any  future  time  within  his  knowledge ;  that  the 
owners  have  paid  taxes  for  the  past  40  years  and  have  been 
denied  the  use  of  this  portion  since  1906  when  section  35 
of  the  General  City  Law  became  effective ;  that  the  owners 
have  filed  a  statement  with  this  appeal  that  the  structure 
will  be  removed  at  their  own  cost  upon  notice  from  the 
City  that  it  is  ready  to  proceed  with  the  widening;  that  the 
portion  of  the  premises  which  is  the  subject  of  the  decision 
of  the  borough  superintendent  under  Alt.  319-40  and  marked 
“C”  on  plans  filed  with  this  appeal  is  13  ft.  3  in.  front,  9.15 
ft.  rear  and  36.05  ft.  in  depth  and  was  constructed  under  a 
conditional  permit  to  run  with  the  lease  for  five  years 
issued  under  Alt.  Plan  319-40  and  expires  October  17,  1945 ; 
that  the  restaurant  and  bar  to  which  this  extension  is 
added  was  erected  about  1925  and  encroaches  on  Lot  47 
which  is  owned  by  the  Bethlehem  Steel  Company ;  that  the 
present  owners  have  renewed  the  lease  for  another  year 
with  the  renewal  privilege  of  four  additional  years ;  that 
the  applicant  seeks  an  extension  of  time  to  run  with  the 
lease  and  the  owners  agree  to  remove  the  portions  which 
extend  beyond  the  proposed  widening  line  of  Richmond 
Terrace  and  waive  all  right  to  damage  against  the  City  on 
account  of  same,  this  condition  to  apply  also  to  the  struc¬ 
ture  marked  “B”  on  plan;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  Bethlehem  Steel  Company  as  owner  of  Lot  47  stating 
that  permission  is  granted  to  demolish  a  portion  of  the 
building  located  on  Lot  47  and  that  portion  of  the  building 
located  on  its  premises  within  the  proposed  Richmond  Ter¬ 
race  street  widening  line  at  the  expiration  of  any  permit 
granted  by  the  Board  or  at  the  expiration  of  the  lease  with 
the  applicant;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  October  8,  1945  from  the  President,  Borough  of  Rich¬ 
mond,  stating  that  at  the  present  time  he  sees  no  justification 
for  entering  into  street  opening  proceedings  for  possibly  the 
next  twenty  years  and  that  in  comparison  with  the  overall 
cost  of  widening  Richmond  Terrace,  the  cost  of  this  struc¬ 
ture  would  be  negligible;  that  the  Borough  President  also 
states  it  is  the  intention  of  the  City  Planning  Commission 
to  have  the  lines  of  Richmond  Terrace  readopted  to  a 
width  of  100  ft.,  in  which  case  the  existing  lines  would 
be  modified ;  and 

Whereas,  the  applicant  filed  plan  marked  “Received  De¬ 
cember  21,  1945”,  accompanied  by  a  statement  which  reads  as 
follows  : 

“A — Remove  partitions  at  west  side  of  dining  room, 
forming  closet  and  Bed  Room,  put  in  additional  window 
for  light  and  ventilation  so  that  on  completion  the  room 
will  conform  to  Section  C-26-261.0  of  Building  Code. 
(Window  area  to  be  10%  of  room  area). 

B — Lack  of  ventilation  in  bath  room  will  be  remedied 
by  providing  a  ventilating  duct  12"  x  12"  extending  to 
the  center  of  the  adjoining  dining  porch  and  extended  to 
and  2'  above  the  roof  thereof.  The  duct  to  be  provided 
with  an  automatic  closing  fire  damper  on  the  bath  room 
side  of  the  duct.  It  will  also  be  equipped  at  its  upper 
termination  with  a  wind-blown  ventilator  cap,  designed 
in  accordance  with  the  rules  of  the  Board  of  Standards 
and  Appeals. 

C — Remove  the  siding  on  the  house  wall  which  faces 
the  dining  porch,  brickfill — after  removing  all  existing 
openings  and  brickfill  from  sill  to  dining  porch  ceiling. 
Also  fill  all  open  spaces  between  the  floor  beams,  from 
top  of  house  foundation  to  top  of  beams,  with  masonry. 
Do  not  fill  the  door.  Leave  open  for  the  installation  of 
the  fire  proof  door  required  in  item  D  of  this  specifica¬ 
tion. 


D — Put  in  a  new  approved  fire  proof  self  closing  door 
from  dining  porch  to  storage  room.  Jambs  and  casing 
also  to  be  fire  proof. 

E — Remove  the  existing  trap  door  to  cellar  from  din¬ 
ing  porch,  close  the  opening  in  cellar  wall  with  similar 
masonry.  Also  close  the  floor  openings  with  similar  floor 
beams  and  flooring. 

F — Provide  a  new  area  door  and  concrete  steps  to 
cellar,  on  the  west  side  of  dwelling,  near  front  of  build¬ 
ing. 

G — Remove  existing  cellar  sump  pump  and  put  in  a 
new  automatic  “Pemberthy”  or  equal  approved  sump. 
This  item  is  provided  in  accordance  with  the  request  of 
the  Chairman  of  the  Board  who  examined  the  premises 
and  requested  that  the  applicant  make  some  provision  to 
remedy  the  unsanitary  condition  found  by  him  and  other 
members  of  the  Board  when  they  made  an  inspection 
recently.” 

and 

Whereas,  the  subject  premises  was  inspected  by  a  com¬ 
mittee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  B.N.  92-44,  be  and  it  hereby  is  modified  as  to 
objection  1,  and  that  the  appeal  be  and  it  hereby  is  granted, 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  to  permit  the  erection  of  the  pro¬ 
posed  one-story  non-fireproof  structure,  located  as  shown 
on  plans  filed  with  this  appeal  marked  “Received  September 
21,  1945”  and  indicated  as  Building  B,  within  the  area 
mapped  as  a  proposed  widening  of  Richmond  Terrace,  on 
condition  that  if  and  when  this  portion  of  the  premises  is 
acquired  by  the  city  for  street  widening,  this  building  shall 
be  removed  at  the  owner’s  expense  as  agreed  in  letter  dated 
December  18,  1945,  filed  with  this  appeal,  and  that  no 
claim  shall  be  made  for  compensation  in  condemnation  for 
such  building ;  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  Applic.  50-45,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  extension  to  the  existing  restaurant 
indicated  as  “A”  on  plan  filed  with  this  appeal,  marked 
“Received  September  21,  1945”  shall  not  be  increased  in 
height  or  area  and  that  the  building  shall  be  remodeled  as 
set  forth  in  statement  filed  by  the  applicant  marked  “Re¬ 
ceived  December  21,  1945”  items  A  to  G  inclusive,  except 
item  “D”,  together  with  plan  attached  thereto  received  on 
same  date  ;  that  in  addition  the  space  marked  “storage  closet 
D”  on  such  plan  shall  have  all  walls  and  ceiling  between 
this  storage  space  and  the  adjoining  residential  occupancy 
protected  with  wire  lath  and  cement  plaster  with  one  fire¬ 
proof  self-closing  door  to  dining  room  “A”  and  the  2  ft. 
6  in.  by  6  ft.  8  in.  fireproof  self-closing  door  proposed  lead¬ 
ing  from  space  marked  “Dining  Porch”  to  storage  closet 
“D”  shall  not  be  installed  and  such  opening  shall  be  closed 
with  wood  studs,  brick  filled  and  surfaced  both  sides  with 
metal  lath  and  14  in.  cement  plaster ;  that  the  decision  of 
the  borough  superintendent,  acting  on  Alt.  Applic.  319-40 
be  and  it  hereby  is  modified  and  the  appeal  granted,  under 
the  powers  vested  in  the  Board  under  section  35  of  the 
General  City  Law,  on  condition  that  the  portion  of  the 
restaurant  building  extending  into  the  area  mapped  for 
the  proposed  extension  of  Richmond  Terrace  previously 
permitted  by  the  borough  superintendtnt,  and  as  indicated 
as  Building  C  on  plan  marked  “Received  September  21, 
1945”,  shall  not  be  increased  in  height  or  area  and  such 
building  shall  be  removed  at  the  expense  of  the  owner  and 
no  claim  made  therefor  for  damages  if  and  when  the  city 
acquires  this  portion  of  the  premises  for  the  widening  of 
Richmond  Terrace,  as  agreed  to  by  the  owner  in  a  letter 
dated  December  18,  1945 ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  throughout  the  building  as 
the  fire  commissioner  shall  direct ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 
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726-45-A 

APPLICANT — R.  L.  Bertin,  for  Dyehouse  Property,  Inc., 
owner  (Mojud  Hosiery  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 36-20  to  36-46  33rd  street 
(Washington  avenue),  northwest  corner  of  37th 
(Webster)  avenue  (basement)  ;  (Block  601,  Lot  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Max  Berman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  .  0 

THE  RESOLUTION  (726-45-A) 

Whereas,  R.  L.  Bertin,  for  Dyehouse  Property,  Inc., 
owner,  Mojud  Hosiery  Co.,  Inc.,  lessee,  filed  November  16, 
1945,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  36-20  to  36-46  33rd  street,  north¬ 
west  corner  of  37th  avenue  (Block  601,  Lot  1),  Long 
Island  City,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  29,  1945,  on  Misc.  App.  4364-45,  reads: 

“1.  Proposed  installation  of  solid  screens  is  contrary 
to  section  272  paragraph  3  of  Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories,  78  feet  in  height,  456  ft.  by  102  ft.  in  area  at  first 
floor,  456  ft.  by  70  ft.  in  area  at  typical  floor,  Class  1  con¬ 
struction,  erected  in  1914,  located  in  an  unrestricted  use,  B 
area  and  Class  1  (4  height  district ;  used  and  occupied  since 
1914:  basement,  boiler  room  and  engine  room,  4  persons; 
1st  floor,  west  side,  candy  manufacturer,  center,  dyeing; 
east  side,  metal  working  and  machine  shop,  total,  40  per¬ 
sons  ;  2nd  floor,  hosiery  manufacturer,  dyeing  room,  200 
persons;  3rd  floor,  hosiery  manufacturer,  150  persons;  4th 
floor,  woodworking  shop  and  storage,  200  persons ;  5th  floor, 
east  half,  metal  working  shop ;  west  half,  woodworking 
shop,  200  persons ;  that  the  building  is  equipped  with  a 
one-source  sprinkler  system,  standpipe  system  and  fire  alarm 
system;  that  no  fire  drills  are  maintained;  that  there  are 
four  44  in.  and  one  66  in.  concrete  stairs,  enclosed  in  con¬ 
crete  walls,  equipped  with  3-ply  tin  clad  self-closing  doors 
and  leading  from  roof  bulkhead  direct  to  street ;  and 
Whereas,  Violation  2223-44  was  issued  October  20,  1944, 
and  indicated  that  floor  cards  were  not  posted,  allowable 
occupancy  was  not  posted  and  that  steel  casement  sash  was 
defective  and  concrete  at  window  sills  and  heads  of  spandrel 
beams  was  broken,  exposing  reinforcing  steel ;  and 
Whereas,  the  applicant  contends  that  Alt.  Applic.  1203- 
44  is  now  on  file  for  a  new  certificate  of  occupancy ;  that 
plans  were  filed  under  Misc.  4364-44  showing  the  installation 
of  fixed  screens  in  front  of  the  steel  sash  at  sidewalk  level, 
opening  on  to  the  boiler  room  and  engine  room ;  and 

Whereas,  the  applicant  further  contends,  as  to  item  1 
of  the  borough  superintendent’s  decision  that  Misc.  App. 
4364-44,  that  the  proposed  screens  are  intended  to  protect 
pedestrians  from  falling  through  the  windows  when  open 
and  would  constitute  a  hazard  if  arranged  so  that  they  may 
be  opened  from  the  sidewalk;  that  the  windows  to  be  pro¬ 
tected  are  located  12  feet  or  more  above  floors  and  are 
not  acceptable  as  exits ;  that  the  areas  served  by  these 
windows  are  provided  with  all  necessary  exits ;  and 
Whereas,  the  existing  Certificate  of  Occupancy  1526, 
issued  June  11,  1925,  on  completion  of  work  under  Alt. 
Applic.  1203  of  1944  permits  the  use  of  (he  building  through¬ 
out  as  a  factory,  number  of  persons  not  stated. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 


acting  on  Misc.  App.  4364-45,  objection  1,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  no 
screens  shall  be  constructed  and  maintained,  except  on  win¬ 
dows  as  proposed  and  shown  on  plans  marked  ‘‘Received 
December  16,  1945”;  that  the  sprinkler  system  and  stand¬ 
pipe  system  shall  be  maintained  throughout  the  building 
and  that  the  building  shall  comply  in  all  other  respects  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cals.  441-42-S  and  549- 
43-A  and  that  all  violations  existing  against  the  premises 
shall  be  complied  with. 


744-45-A 

APPLICANT — J.  G.  Tripp,  for  Fresh  Meadow  Country 
Club,  owner. 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — North  and  South  sides  of  67th 
avenue  from  189th  to  192nd  streets  (Blocks  7118, 
7119,  7096  and  7097,  Lots  1),  Flushing,  Borough 
of  Queens,  (Under  section  35,  General  City  Law 
re  bed  of  mapped  street — 67th  avenue). 
APPEARANCES— 

For  Applicant:  James  G.  Tripp. 

For  Administration :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (744-45-A) 

Whereas,  J.  C.  Tripp,  for  Fresh  Meadow  Country  Club, 
owner,  filed  December  3,  1945,  an  appeal  from  decisions  of 
the  borough  superintendent,  pursuant  to  section  35  of  the 
General  City  Law,  to  permit  the  erection  of  structures  in 
the  bed  of  a  mapped  street  (67th  avenue),  affecting  premises 
comprising  botli  sides  of  67th  avenue,  between  189th  and 
192nd  streets  (Block  7118,  Lot  1;  Block  7097,  Lot  1;  Block 
7119,  Lot  1  and  Block  7096,  Lot  1),  part  of  acreage  com¬ 
prising  the  Fresh  Meadow  Country  Club,  Flushing,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  22,  1945,  on  N.B.  App.  6-45,  reads: 

“9.  Proposed  structure  and  existing  building  are  ap¬ 
parently  in  bed  of  mapped  street ;  same  is  contrary  to 
Sec.  35  of  General  City  Law  and  must  be  submitted 
to  Board  of  Standards  and  Appeals  for  consideration.” 
and  , 

Whereas,  the  applicant  states  that  the  premises  consist 
of  acreage  located  in  a  residence  use,  D  area,  Class  1  height 
district,  used  as  a  golf  club  with  an  occupancy  of  268  per¬ 
sons  ;  that  it  is  proposed  to  erect  a  swimming  pool  58  ft. 
6  in.  by  125  ft.  6  in.  in  area,  a  snack  bar,  41  ft.  by  25  ft. 
in  area,  Class  3  construction  and  a  concrete  and  terrazzo 
dance  floor  50  ft.  by  60  ft.  in  area;  that  the  proposed  swim¬ 
ming  pool  is  to  be  located  partly  in  the  bed  of  67th  avenue 
as  shown  on  the  city  map ;  and 

\\  hereas,  the  applicant  contends  that  the  present  clubhouse 
building  was  erected  in  1923  and  is  apparently  in  the  bed 
of  mapped  streets,  which  streets  were  mapped  subsequent  to 
1923;  that  the  approximate  location  of  the  L-shaped  con¬ 
crete  two-story  clubhouse  approximately  162  ft.  by  200  ft. 
in  area  is  in  the  intersection  of  67th  avenue  and  189th  street 
and  blocks  off  67th  avenue  as  proposed ;  that  other  struc¬ 
tures,  golf  tees,  greens,  tennis  courts,  etc.,  block  many  other 
mapped  streets  within  the  122  acre  property;  that  all  of 
the  structures  now  proposed  to  be  erected  will  be  located 
at  ground  level  elevation,  approximately  70  feet  above  sea 
level ;  that  plans  filed  give  an  approximate  location  of  the 
structures  now  existing  and  those  proposed;  that  there  is 
no  other  location  for  the  proposed  pool  without  ruining 
fairways  or  replacing  other  existing  structures  or  removing 
it  entirely  from  the  control  of  the  clubhouse,  office,  kitchen 
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and  locker  rooms  in  the  clubhouse ;  that  since  there  is  no 
present  intention  of  the  owners  to  put  the  122  acres  on 
the  market  for  subdivision  and  none  within  the  future  or 
at  least  15  years,  it  is  suggested  the  Board  act  favorably 
on  this  appeal  on  the  basis  that  the  club  will  agree  to 
amortize  the  cost  of  this  swimming  pool,  snack  bar  and 
dance  floor  over  a  period  of  15  to  20  years,  thus  reducing 
the  damages,  if  any,  to  the  unamortized  portion  at  the 
time  of  condemnation. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  App.  6-45,  objection  9,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  to  permit  the  encroachment  of 
the  proposed  structures,  as  indicated  on  plan  filed  with  this 
appeal  marked  “Received  December  3,  1945,”  into  the 
mapped  bed  of  67th  avenue,  on  condition  that  the  structures 
shall  be  substantially  as  proposed ;  that  in  the  event  the 
bed  of  67th  avenue  is  acquired  by  the  City  of  New  York  for 
street  purposes,  the  claim  for  the  cost  of  the  structures 
herein  permitted  in  the  bed  of  67th  avenue  shall  be  the 
cost  of  the  structures  within  the  bed  of  the  street  amortized 
at  the  rate  of  five  per  cent  for  each  year  after  their  construc¬ 
tion,  and  granted  for  a  term  of  not  over  twenty  years. 


801-45-A 

APPLICANT — Louis  A.  Bellini,  for  Maria  and  Gerardo 
Puiia,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 3908-3912  8th  avenue  (rear), 
west  side,  50  ft.  2  in.  south  of  39th  street  (Block 
915,  Lot  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant — Louis  A.  Bellini. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (801-45-A) 

Whereas,  Louis  A.  Bellini,  for  Maria  and  Gerardo  Puiia, 
owners,  filed  December  20,  1945,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  3908-3912 
8th  avenue  (rear),  west  side,  50  ft.  2  in.  south  of  39th  street 
(Block  915,  Lot  34),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  Alt.  Applic.  3544-45,  dated  December  19,  1945,  reads : 
“Const. 

1.  Provide  two  means  of  egress  from  each  floor  com¬ 
plying  with  the  requirements  of  Sec.  270  of  the  labor 
law.  Note:  Bldg,  was  erected  under  N.B.  14168-26 
3.  Floor  beams  weak.  To  be  reinforced  for  120  lb. 
per  sq.  ft.  live  load  as  per  Sec.  7.32.3.  (C26-345.0)  of 
the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  cellar,  25  ft.  in  height ;  50  ft.  by  35  ft.  in  area ; 
of  Class  3  construction ;  erected  in  1927  and  located  in  an 
unrestricted  use,  C  area  district,  and  used  as  follows :  cellar, 
laundry  and  boiler  room;  1st  floor,  public  baths,  2nd  floor, 
massage  room  and  private  baths,  and  proposed  to  be  used 
and  occupied :  cellar,  storage  and  boiler  room ;  1st  floor, 
manufacturing  of  women’s  dresses,  22  persons ;  2nd  floor, 
manufacturing  women’s  dresses,  54  persons ;  that  the  build¬ 
ing  is  equipped  with  one  3  ft.  8  in.  wide  stairs  enclosed  in 
fire  retarded  partitions,  equipped  with  one  hour  self-closing 
doors  and  leading  directly  to  the  street  and  provided  with  a 
ladder  and  scuttle  to  roof  and  one  fire  escape  in  rear  yard 
leading  to  roof  by  ladder  and  to  street  through  fireproof 
passage;  that  adjoining  buildings  to  the  north  and  west  are 
one  story  in  height;  that  C.O.  45133,  issued  June  29,  1927, 


on  completion  of  work  under  N.B.  permit  14168-26  permitted 
the  use  of  the  building  as  follows :  cellar,  boiler  room  and 
laundry;  1st  floor,  public  baths,  100  lb.  live  load;  2nd  floor 
massage  room  and  private  baths,  100  lb.  live  load,  number 
of  occupants  permitted  not  stated ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1  that 
the  existing  stairs  is  fireproof,  3  ft.  8  in.  wide  with  direct 
exit  to  street  and  enclosed  with  wood  studs,  wire  lath  and 
cement  mortar  both  sides ;  that  new  3  ft.  8  in.  exit  doors 
from  work  space  to  stairs  will  be  installed  to  meet  the  re¬ 
quirements  of  the  one  hour  test ;  that  a  stationary  iron  lad¬ 
der  leads  to  roof  scuttle ;  that  acceptance  of  existing  rear 
wall  fire  escape  is  requested ;  that  these  fire  escapes  consist 
of  a  2  ft.  6  in.  wide  continuous  run  fixed  fire  escape  stairs 
from  the  2nd  story  window  to  yard,  and  a  2  ft.  8  in.  full 
length  fire  escape  balcony  at  2nd  story  windows  extending 
across  the  full  length  of  the  westerly  walls ;  that  a  4  ft.  wide 
unobstructed  passageway  is  provided  for  accessibility  to  fire 
escapes  and  has  egress  direct  to  front  of  building ;  and 
thence  to  street  through  yard  that  all  windows  at  the  2nd 
floor  westerly  wall  may  be  used  as  exits ;  that  a  fixed  goose 
neck  iron  ladder  is  provided  from  the  fire  escape  balcony  to 
roof;  that  adjoining  buildings  are  one  story  high;  and  that, 
as  to  Objection  3,  it  is  requested  the  Board  accept  the  105 
lbs.  live  load  in  lieu  of  the  required  120  lb.  live  load ;  that 
walls  and  ceilings  of  1st  and  2nd  floors  will  be  plastered  with 
rock  lath  Y"  cement  mortar  and  lime  finish ;  that  floor 
beams  have  been  inspected  and  defective  or  decayed  beams 
replaced  and  reinforced  by  bridging ;  that  the  floors  will  be 
used  for  the  manufacture  of  women’s  dresses,  using  hand 
pressing  equipment  and  cutting  tables,  and  the  easterly  third 
of  the  floor  area  of  the  first  floor  will  be  occupied  for  of¬ 
fices,  toilets  and  women’s  dressing  room ;  that  comparison 
with  the  use  and  occupancy  permitted  by  the  existing  C.O. 
with  an  unlimited  number  of  occupants  permitted  and  the 
use  proposed  having  a  maximum  of  76  employees  working 
on  women’s  dresses  shows  there  is  much  less  hazard ;  that  it 
is  requested  that  the  Board  accept  the  proposed  conditions. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  35-44-45,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
as  to  objection  1,  that  the  primary  and  secondary  means  of 
exit  as  herein  proposed  and  as  indicated  on  plans  filed  with 
this  appeal,  marked  “Received  December  20,  1945”,  (two 
sheets)  shall  be  constructed  and  maintained;  that  in  addi¬ 
tion  the  windows  to  the  north  and  south  on  the  second  floor 
ooening  upon  the  fire  escape  balcony  shall  be  cut  down  to 
the  approximate  level  of  the  fire  escape  balcony  and  out¬ 
wardly  swinging  doors  installed;  and  that  a  step  shall  be 
constructed  on  the  inside  reaching  each  such  door ;  that  all 
windows  on  the  course  of  the  fire  escape  shall  be  fireproof, 
self-closing;  that  the  occupancy  of  the  second  floor  shall  not 
exceed  that  permitted  for  the  primary  means  of  exit ;  as  to 
objection  3,  that  the  floor  load  of  the  first  and  2nd  floors 
shall  at  no  time  be  less  than  105  lbs.  per  superficial  foot; 
that  such  loads  shall  be  posted ;  that  the  building  at  no  time 
shall  be  loaded  beyond  such  specified  loading;  that  the  oc¬ 
cupancy  of  the  building  shall  be  for  needlework  purposes 
or  similar  type  manufacturing,  as  proposed ;  that  this  varia¬ 
tion  shall  continue  only  so  long  as  the  conditions  herein  pro¬ 
posed  and  required  are  maintained ;  that  the  wall  of  the 
building  in  the  rear  to  the  west  shall  be  unpunctured  for  its 
full  height ;  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct. 


805-45-A 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  City 
of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 2500  Nostrand  avenue,  south¬ 
west  corner  of  Avenue  K  (cellar)  ;  (Junior  High 
School.  No.  240)  ;  (Block  7629,  Lots  1-80  inclu¬ 
sive),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Gustave  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (805-45-A) 

Whereas,  Eric  Kebbon,  for  Board  of  Education,  City  of 
New  York,  owner,  filed  December  18,  1945,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
2500  Nostrand  avenue,  southwest  corner  of  Avenue  K  (Jun¬ 
ior  High  School  #24),  (Block  7629,  Lots  1-80  inch), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
amendment  to  N.B.  Applic.  141-44,  dated  December  12, 
1945,  reads : 

“1.  Connection  of  more  than  one  oil  burner  installa¬ 
tions  to  a  single  chimney  is  contrary  to  Rule  12.1  Oil 
Burner  Rules.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  3  stories,  47  ft.  8  in.  in  height,  287  ft.  4  in.  by  192  ft. 
6  in.  in  area,  Class  1  construction,  located  in  business  and 
residence  use,  E  and  D  area,  Class  1  height  district  and 
used  as  a  public  school  with  a  capacity  of  2,124  students; 
that  interior  fire  alarm  system  and  regular  semi-monthly  fire 
drills  will  be  maintained ;  and  that  a  one-source  sprinkler 
system  will  be  installed  in  such  portion  of  the  building  where 
required  by  the  Code;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  medium  temperature  chimney  for  one  boiler  and  a 
similar  chimney  for  two  boilers,  the  breaching  from  one 
boiler  equipped  with  a  fully  automatic  type  oil  burner  will 
be  connected  to  one  chimney  and  the  breaching  from  two 
boilers,  each  equipped  with  a  semi-automatic  type  oil  burner 
will  be  connected  to  the  other  chimney;  that  these  boilers 
will  at  all  times  be  under  the  supervision  of  a  competent  and 
qualified  operator ;  that  the  estimated  temperature  at  point 
of  entrance  to  the  chimney  is  about  400  degrees ;  that  these 
burners  will  be  operated  simultaneously  at  times ;  that  if 
compliance  with  Section  12.1  of  the  Oil  Burner  Rules  is  ad¬ 
hered  to  it  will  require  the  construction  of  three  individual 
flues. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  141-44,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  installation  shall  be  maintained  substan¬ 
tially  as  proposed  and  that  in  all  other  respects  the  require¬ 
ments  of  the  Oil  Burner  Rules  and  all  other  rules  and  regu¬ 
lations  shall  be  complied  with. 

807-45-A 

APPLICANT— H.  McNabb,  for  Sheffield  Farms  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 831-851  65th  street,  north  side, 
180  ft.  west  of  9th  avenue  (1st  floor)  ;  (Block  5742, 
Lot  54),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hilliard  McNabb  and  Edwin  Acker. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (807-45-A) 

Whereas,  H.  McNabb,  for  Sheffield  Farms  Co.,  Inc., 
owner,  filed  December  21,  1945  an  appeal  from  a  decision  of 


the  borough  superintendent  affecting  premises  831-851  65th 
street,  north  side,  232.5  ft.  west  of  9th  avenue  (portion  of 
premises  located  180  ft.  west  of  9th  avenue)  (Block  5742, 
lot  54),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  18,  1945  on  Alt.  Applic.  3952-45  reads: 

“Proposed  change  of  use  of  a  portion  of  1st  floor  for 
use  as  a  garage  is  contrary  to  Sect.  4.2.1,  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  and  2 
stories,  30  ft.  in  height,  128.33  ft.  by  100  ft.  in  area,  of 
Class  3  construction,  erected  in  1917,  located  in  an  unrestrict¬ 
ed  use  C  area  class  1*4  height  district  and  used  and  occupied 
since  1930  as  follows:  1st  floor — wagon  storage  and  loading 
space — 6  persons ;  2nd  floor — offices — 9  persons,  and  proposed 
to  be  used  and  occupied:  1st  floor — wagon  room,  loading 
space  and  4  car  storage  garage— 6  persons ;  2nd  floor — of¬ 
fices — 9  persons ;  that  the  building  is  equipped  with  a  one 
source  sprinkler  system,  a  standpipe  system,  two  3  ft.  8  in. 
wide  steel  and  concrete  stairs,  enclosed  in  6"  t.c.  and  8" 
brick,  equipped  with  kalamein  self-closing  doors  and  leading 
from  roof  bulkhead  direct  to  street,  and  for  which  C.O.  62503 
was  issued  December  1,  1930,  permitting  the  use  of  the  1st 
story  for  wagon  room  and  second  floor  for  offices,  upon 
completion  of  work  done  under  permit  6353-30  which  in¬ 
volved  the  construction  of  a  new  fireproof  second  story  for 
offices  over  part  of  the  first  story;  and 

Whereas,  the  applicant  contends  that  the  building  is  used 
as  part  of  a  milk  distributing  station  and  that  the  distribu¬ 
tion  of  milk  from  this  station  is  entirely  by  horsedrawn  ve¬ 
hicles,  with  the  exception  of  four  automobiles  in  for  serving 
the  more  remote  sections ;  that  it  is  proposed  to  store  these 
four  automobiles  in  the  existing  wagon  storage  room  which 
is  also  used  for  loading  of  route  vehicles  which  vehicles  re¬ 
ceive  milk  from  trailers  and  are  placed  in  position  for 
route  loading ;  that  the  wagon  room  building  in  the  main 
is  a  one  story  structure;  that  on  the  65th  street  front  there 
is  a  2  story  section  which  is  fireproof ;  that  the  storage  of 
four  autos  in  the  existing  wagon  room  will  not  create  any 
hazard  as  the  cars  will  be  stored  there  only  for  short  periods 
each  night  and  the  second  story  over  the  proposed  auto 
storage  space  is  fireproof ;  that  the  stored  autos  will  be 
parked  directly  inside  the  entrance  driveway  as  indicated  on 
plans  filed  with  this  appeal  and  will  at  no  time  be  within  25 
ft.  of  any  wagon ;  that  there  are  no  horses  quartered  in  the 
building;  that  to  be  required  to  enclose  the  auto  storage 
space  with  fireproof  walls  would  create  a  hardship  upon  the 
shipping,  loading  and  unloading  facilities  of  this  most  im¬ 
portant  public  commodity ;  that  such  an  enclosured  would  de¬ 
prive  them  of  one  of  the  important  entrance  driveways  of 
which  there  are  but  two  thus  creating  a  hardship  on  the 
distribution  system. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  3952-45,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  not  more  than  four  motor  vehicles,  used  only  in  con¬ 
nection  with  the  business  for  milk  delivery  in  remote  sec¬ 
tions,  shall  be  stored  within  the  building  as  proposed;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  inwall  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  and  as  permitted  under 
Certificate  of  Occupancy  62503. 


814-45-A 

APPLICANT — Henry  Cash,  for  James  Duffy,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 266-267  West  street,  east  side, 
44  ft.  2*4  in.  north  of  Vestry  street  (Block  223, 
Lot  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Henry  Cash  and  Jacob  Fisher. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commisisoners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (814-45-A) 

Whereas,  Henry  Cash  for  James  Duffy,  owner,  filed  De¬ 
cember  29,  1945,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  266-267  West  street,  east 
side,  44.2  ft.  north  of  Vestry  street  (Block  223,  lot  5), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  18,  1945  on  amendment  to  N.B.  24-44  reads: 

“10.  As  building  is  connected  with  #62-68  Vestry  St. 
the  use  as  an  automobile  repair  ship  is  not  permitted — 
building  is  2  stories  high  and  should  be  fireproof.  Sect. 
4.2.1.  B.C.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  2  stories,  25  ft.  in  height,  44.2  ft.  by  85.5  ft.  in  area 
at  1st  floor,  44.2  ft.  by  22.4  ft.  in  area  at  2nd  floor,  of  Class 
3  construction,  located  in  an  unrestricted  use  A  area  Class  2 
height  district  and  used  and  occupied;  1st  floor — auto  show¬ 
room,  auto  repair  shop  incidental  to  auto  showroom— 3  per¬ 
sons  ;  2nd  floor — offices — 3  persons ;  that  the  building  will  be 
equipped  with  one  3  ft.  wide  iron  stairs  enclosed  in  one  hour 
partition,  equipped  with  fireproof  self-closing  doors  and  lead¬ 
ing  direct  to  street  and  be  provided  with  a  ladder  and  scuttle 
to  roof ;  and 

Whereas,  the  applicant  contends  that  N.B.  Applic.  241-44 
was  filed  and  approved  and  construction  started  for  a  2 
story  building  to  be  occupied  as  an  auto  showroom  on  the 
1st  floor  and  second  floor  for  offices;  that  the  owner  ac¬ 
quired  62-68  Vestry  street  (see  Cal.  815-45-A)  which  it  is 
proposed  to  combine  with  the  premises  affected  by  this  ap¬ 
peal  and  cover  the  entire  plot  with  an  enlarged  building ; 
that  it  was  decided  that  the  most  expeditious  way  of  handling 
this  matter  was  to  file  an  alteration  application  covering  the 
Vestry  street  addition  and  Alt.  Applic.  1614-45  was  filed, 
permit  obtained  and  work  started  so  that  both  buildings  now 
constitute  one  building ;  that  while  the  total  area  of  both  the 
West  street  and  Vestry  street  portions  of  the  building  at 
the  1st  floor  is  not  more  than  8,000  sq.  ft.,  the  total  area  of 
both  second  story  portions  will  not  exceed  3,000  sq.  ft.,  the 
West  street  portion  at  the  2nd  floor  being  less  than  1,000 
sq.  ft.  in  area  while  the  Vestry  street  portion  at  2nd  floor 
will  not  exceed  2,000  sq.  ft.  in  area ;  that  the  entire  ceiling 
of  1st  floor  will  be  fire-retarded  and  no  public  auto  repair 
shop  will  be  conducted  and  repairs  will  be  provided  only  as 
a  service  to  customers  and  this  in  the  Vestry  street  portion 
only ;  that  the  proposed  use  as  an  auto  repair  shop  will  be 
incidental  to  the  main  use  as  a  showroom  conducted  on  the 
West  street  portion;  that  the  general  business  of  motor  ve¬ 
hicle  repairs  will  not  be  conducted  on  the  premises  ;  that  this 
building  could  have  been  erected  of  Class  3  construction  as 
a  one  story  building  to  cover  12,000  sq  ft.  which,  with  a 
cellar,  would  have  provided  24,000  sq.  ft.  of  floor  space  for 
general  use  as  a  repair  shop  or  even  as  a  garage  whereas 
the  aggregate  space  of  this  building  does  not  exceed  11,000 
sq.  ft.  and  only  apportion  of  the  8,000  sq  ft.  on  the  1st  floor 
will  be  devoted  to  the  incidental  use  as  a  motor  vehicle  repair 
shop. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  N.B.  Applic.  241-44,  Objection  10, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  not  be 
increased  in  height  and  area,  other  than  as  herein  proposed,  and 
as  proposed  under  Cal.  No.  815-45-A  (Alt.  Applic.  1614-45) 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ;  that  the  motor  vehicle  repair  shop  shall  be  maintained 
only  in  the  section  of  the  building  facing  62-68  Vestry  street ; 
operated  only  in  conjunction  with  the  automobile  showroom 
as  herein  proposed;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct. 


815-45-A 

APPLICANT — Henry  Cash  for  James  Duffy,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 62-68  Vestry  street,  north  side, 
85  ft.  1  in.  east  of  West  street  (Block  223,  Lot  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Cash  and  Jacob  Fisher. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (815-45-A) 

Whereas,  Henry  Cash  for  James  Duffy,  owner,  filed  De¬ 
cember  28,  1945  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  62-68  Vestry  street,  north 
side,  85.1  ft.  east  of  West  street  (Block  223,  lot  1), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1614-45  dated  December  18,  1945  reads: 

“1.  Use  as  auto  repair  shop  not  permitted  as  building 
should  be  fireproof  and  exceeds  tabular  height  (Sect. 
4.2.1.  B.C.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  2  stories,  (27  ft.)  in  height,  47.9  ft.  by  88.2  ft.  in 
area  at  1st  floor,  47.9  ft.  by  46  ft.  in  area  at  2nd  floor,  of 
Class  3  construction,  located  in  an  unrestricted  use  A  area 
Class  2  height  district  and  used  and  occupied  as  indicated 
under  Cal.  814-45-A;  and 

Whereas,  the  applicant  requests  relief  on  the  same  basis 
as  is  stated  under  Cal.  814-45-A. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1614-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  shall  be  used  only  as  proposed  in  conjunction 
with  the  building  on  the  adjoining  lot  as  described  in  Cal. 
No.  814-45-A  (N.B.  Applic.  241-44)  ;  that  such  repair  shop 
shall  be  operated  only  in  connection  with  the  sales  car  agency 
in  the  balance  of  the  building  as  proposed  and  as  herein  set 
forth  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  this  building  may  be  connected  to  and  used  in 
conjunction  with  the  building  as  described  under  Cal.  No. 
814-45-A. 

16-46-A 

APPLICANT — Louis  A.  Brown,  for  Certified  Queens 
Homes,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 216-03  to  219-13  130th  avenue, 
north  side,  and  216-04  to  219-16  130th  avenue,  south 
side,  130-03  to  130-15  Springfield  boulevard  (Block 
12825,  Lot  480,  Block  12892,  Lot  41,  Block  12893, 
Lot  121,  Block  12894,  Lot  29  and  Block  12897,  Lot 
20),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Louis  A.  Brown. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — x\ppeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (16-46-A) 

Whereas,  Louis  A.  Brown  for  Certified  Queens  Homes, 
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Inc.,  owner,  filed  January  11,  1946  an  appeal  from  decisions 
of  the  borough  superintendent  affecting  premises,  north  side 
of  130th  street,  between  Springfield  boulevard  and  a  point 
995.37  ft.  easterly  thereof,  south  side  of  130th  avenue'  be¬ 
tween  Springfield  boulevard  and  217th  street,  south  side  of 

130th  avenue  between  217th  and  218th  street,  south  side  of 

130th  avenue  between  218th  and  219th  streets  and  the  south 

side  of  130th  avenue  from  219th  street  to  a  point  170.05  ft. 

easterly  thereof,  east  side  of  Springfield  boulevard,  93.83  ft. 
south  of  130th  avenue,  west  side  of  217th  street,  85.87  ft. 
south  of  130th  avenue,  east  side  of  218th  street,  80  ft.  south 
of  130th  avenue  and  the  west  side  of  219th  street,  60.12  ft. 
south  of  130th  avenue  (Block  12825,  part  of  lot  480;  Block 
12892,  part  of  lot  41 ;  Block  12893,  part  of  lot  121 ;  Block 
12894,  part  of  lot  29)  216-03  to  219-13  130th  avenue,  216-04 
to  219-16  130th  avenue,  130-03  to  130-15  Springfield  boule¬ 
vard,  130-14  217th  street,  130-05  to  130-09  218th  street  and 
130-06  219th  street,  Springfield,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  December  17,  1945  on  N.B.  Applications  2248-229 3  of 
1945  inclusive  read: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  section  4.1.2 — Building  Code.” 

and 

Whereas,  the  premises  consist  of  plots  of  ground  located 
in  a  business  and  residence  use  D  area,  Class  1  height  dis¬ 
trict,  upon  which  it  is  proposed  to  erect  one  story  frame 
dwellings  27  ft.  in  height,  25  ft.  by  34  ft.,  35  ft.  by  26  ft.  and 
25  ft.  by  37  ft.  in  area,  to  be  occupied  by  one  family.  The 
dwellings  will  be  set  back  from  building  lines  a  distance  of 
21  ft.  average  except  for  the  dwellings  to  be  located  on  the 
corner  lots  which  will  be  set  back  from  the  building  lines  of  the 
streets  intersecting  130th  avenue  not  less  than  10  ft.  Dwell¬ 
ings  will  be  provided  with  side  yards  not  less  than  10  ft.  in 
width  on  one  side  and  not  less  than  5  ft.  in  width  on  the 
opposite  side  so  that  dwellings  will  be  located  15  ft.  apart, 
all  of  the  proposed  dwellings  to  be  surfaced  on  the  exterior 
with  masonry  veneer  to  the  plate  line  and  asbestos  shingles 
above  and  with  roofs  surfaced  with  asphalt  shingles ;  the 
front  entrances  and  chimney  breasts  will  project  into  set¬ 
backs  and  yards ;  and 

Whereas,  the  applicant  contends  that  the  proposed  dwell¬ 
ings  are  to  be  erected  in  addition  to  the  dwellings  previously 
permitted  by  the  Board  under  Cal.  356-45-A  and  629-45-A 
in  the  same  development ;  that  these  are  low  cost  homes 
being  built  to  alleviate  the  housing  shortage  for  veterans 
and  other  hardship  cases ;  that  it  is  almost  impossible  to 
comply  with  the  requirements  for  construction  in  the  fire 
limits  and  it  is  therefore  requested  that  the  Board  grant 
favorable  action  on  this  appeal  to  permit  construction  as 
herein  proposed. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  2248  to  2293-45,  inclusive,  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  each  dwelling  shall  be  limited 
to  occupancy  by  one  family ;  and  that  in  all  other  respects 
the  buildings  shall  comply  with  the  requirements  for  build¬ 
ings  when  erected  within  a  D  residential  zone. 


632-45-A 

APPLICANT — Schnall  and  Blaufeux,  for  Rabbi  Mayer 
Rosenblum,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  for  consideration  of  new 
proposal — re  Appeal  from  decision  of  the  borough 
Superintendent  (previously  denied). 

PREMISES  AFFECTED — 1326  and  1330  Ocean  parkway, 
west  side,  205  ft.  south  of  Avenue  M  (Block  6568, 
Lots  21  and  22),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Judson  C.  Schnall. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


727-45-A 

APPLICANT — William  Higginson  and  Son,  for  Kinsey 
Distilling  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 19-37  Pearl  street,  145-165  Ply¬ 
mouth  street,  20-40 Jay  street  and  22-44  John  street 
(entire  block),  (Block  19,  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Hieginson  and  Horace  S. 
Manges. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
2  P.  M. 


784-45-A 

APPLICANT — Abraham  Davis,  for  Kapp  Realty  Co., 
owner  (Fisher-Beer  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 39-12  to  39-16  Main  street,  west 
side,  53.48  ft.  north  of  Roosevelt  avenue  and  135-33 
to  135-37  Roosevelt  avenue  (cellar)  ;  (Block  4976, 
Lots  3,  6,  7  and  53),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  Otis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  22,  1946  at 
2  P.M. 


798-45-A 

APPLICANT — F.  P.  Platt  and  Brother,  for  International 
Business  Machine  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 590  Madison  avenue,  southwest 
corner  of  East  57th  street  (20th  floor)  ;  (Block 
1292,  Lot  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  S.  Bookwalter  and  A.  F.  Jacquier. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1946  at 
2  P.M. 


ZONING  APPLICATIONS. 

593-30-BZ 

APPLICANT — Hauben  Investing  Corporation,  owner. 
SUBJECT— Application  for  consideration — reopening  and 
rehearing  based  on  reduced  area  of  plot — re  Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  of  a  gasoline 
service  station,  same  having  been  previously  granted 
by  Board  for  a  portion  of  subject  premises,  but  not 
erected ;  subsequent  application  was  denied. 
PREMISES  AFFECTED— 219-02  Horace  Harding  boule¬ 
vard  and  61-01  219th  street,  southeast  corner  (Block 
7609,  Lot  1),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  P.  McGrath  and  Joseph 
Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure,  to  con¬ 
sider  the  same  plot  and  proposal  as  was  before  the 
Board  at  the  time  decision  was  made  under  date 
of  March  31,  1931  and  under  the  same  section  of 
the  zoning  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . .  0 

THE  RESOLUTION  (593-30-BZ) 

Whereas,  the  Board  granted  an  application  for  a  zoning 
variance  under  Calendar  Number  593-30-BZ,  Volume  1  on 
M(arch  31,  1931  and  the  gasoline  station  was  not  constructed, 
and  variance  granted  expired  by  limitation  under  section  22A 
of  the  zoning  resolution ;  and 

Whereas,  the  application  was  reopened  subject  to  the 
usual  procedure  to  permit  a  gasoline  station  on  a  smaller 
size  plot  and  this  application  was  denied  July  24,  1945;  and 

Whereas,  a  request  has  been  made  to  consider  the  same 
plot  and  arrangement,  and  under  the  same  section  of  the 
zoning  resolution  as  granted  March  31,  1931,  which  grant 
expired  by  limitation. 


364-36-BZ 

APPLICANT — Oswald  Fisher,  for  Peter  T.  Becker,  lessee, 
for  John  A.  Petrullo,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a 
temporary  term  of  years. 

PREMISES  AFFECTED — 31-64  to  31-86  31st  street,  west 
side,  100  ft.  north  of  Broadway  (Block  589,  part  of 
Lot  9),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Oswald  Fischer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (364-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  af¬ 
fecting  premises  31-64  to  31-86  31st  street,  west  side  of  31st 
street,  100  ft.  north  of  Broadway  (Block  589,  part  of  Lot 
9),  Astoria,  Borough  of  Queens,  was  granted  by  the  Board 
July  16,  1937,  on  certain  conditions,  permit  extended  Octo¬ 
ber  17,  1938,  October  28,  1941,  October  13,  1943,  time  ex¬ 
tended  on  January  13,  1942  and  March  31,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  16,  1937  as  amended 
through  October  13,  1943  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  *  and 
that  other  than  as  herein  amended  the  provisions  of  the 
resolution  of  October  17,  1939  as  amended  October  28, 
1941  shall  be  complied  with;  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


806-40-BZ 

APPLICANT— Arthur  H.  Haaren,  for  Edlar  Realty  Cor¬ 
poration,  owner  (Cogat  Garage,  Incorporated,  les¬ 
see). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
extension  of  a  gasoline  station  use  to  include  a 
parking  and  storage  of  more  than  five  motor  ve¬ 
hicles  for  a  temporary  term. 

PREMISES  AFFECTED — 4566  Broadway  and  2  Nagle 
avenue,  northeast  corner  (Block  2172,  Lot  1),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  Coker. 

For  Administration:  Fred  Dahlem,.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (806-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  exten¬ 
sion  of  a  gasoline  service  station  use  to  include  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term,  affecting  premises  4566  Broadway  and  2 
Nagle  avenue,  northeast  corner  (Block  2172,  Lot  1),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  March  18, 
1941,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  24,  1942,  time  and  permit  extended 
on  March  16,  1943,  time  extended  on  March  7,  1944,  and 
time  and  permit  extended  on  January  23,  1945;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  18,  1941,  as  amended 
through  January  23,  1945  only  in  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that 
a  small  portion  of  the  work  has  been  completed,  all 
permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


818-40-BZ 

APPLICANT — Seligsburg,  Friedman  and  Berliner,  for 
Sylvia  M.  Bullowa,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 1882-1884  Second  avenue,  east 
side,  25  ft.  north  of  East  97th  street  (Block  1669, 
Lot  2),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant :  William  F.  Beeler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTIOXT  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  q 
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THE  RESOLUTION  (818-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1882-1884  Second  avenue, 
east  side,  25  ft.  north  of  East  97th  street  (Block  1669,  Lot 
2),  Borough  of  Manhattan,  was  denied  by  the  Board  on 
January  14,  1941 ;  and 

Whereas,  the  Board  deemed  that  the  application  should 
be  reopened  and  granted  under  suitable  conditions,  in  view 
of  the  action  of  the  Court ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  January  20,  1942,  and  granted  on  certain  condi¬ 
tions,  permit  extended  on  January  18,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  20,  1942  as  amended 
January  18,  1944  only  in  so  far  as  it  has  reference  to  the 
term  of  the  variance  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended  the  provisions 
of  the  resolution  of  January  20,  1942  with  correction 
as  to  the  fence,  shall  be  complied  with ;  that  a  certificate 
of  occupancy  shall  be  obtained.” 


819-40-BZ 

APPLICANT — Sylvia  M.  Bulowa,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1888-1890  Second  avenue,  east 
side,  50  ft.  south  of  East  98th  street  (Block  1669) 
Lots  51  and  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  F.  Beelr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (819-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1888-1890  Second  avenue, 
east  side,  50  ft.  south  of  East  98th  street  (Block  1669,  Lots 
51  and  52),  Borough  of  Manhattan,  was  denied  by  the  Board 
on  January  14,  1941 ;  and 

Whereas,  the  Board  deemed  that  the  application  should 
be  reopened  and  granted  under  suitable  conditions,  in  view 
of  the  action  of  the  Court;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  January  20,  1942,  and  granted  on  certain  condi¬ 
tions,  permit  extended  on  January  18,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  20,  1942  as  amended 
January  18,  1944  only  in  so  far  as  it  has  reference  to  the 
term  of  the  variance  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended  the  provisions 


of  the  resolution  of  January  20,  1942,  with  correction 
as  to  the  fence,  shall  be  complied  with ;  that  a  certificate 
of  occupancy  shall  be  obtained.” 


333-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Phillip  Cuillo  & 
Josephine  Cuillo,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  and  the  use  of  an  existing  build¬ 
ing  as  a  garage  for  five  motor  vehicles. 

PREMISES  AFFECTED— 299-303  McDougal  street,  north 
side,  100  ft.  west  of  Stone  avenue  (Block  1528, 
Lots  49  and  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (333-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  and  the  use  of  an  existing  building  as  a 
garage  for  five  motor  vehicles,  affecting  premises  299-303 
McDougal  street,  north  side,  100  ft.  west  of  Stone  avenue 
(Block  1528,  Lots  49  and  5 2);  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  January  6,  1942,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  6,  1942  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  the  application  be  and  it  hereby  is  granted  under 
section  7f  to  permit  the  existing  five  car  garage  on  lot 
49  and  under  section  7h  to  permit  the  balance  of  lot 
49  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  condition  *  *  *  and 
that  other  than  as  herein  amended,  the  provisions  of  the 
resolution  of  January  6,  1942  shall  be  complied  with; 
and  that  a  certificate  of  occupancy  shall  be  obtained.” 


569-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Rose  Bennett, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 520-522  Lefferts  avenue,  south 
side,  254  ft.  6  in.  west  of  Kingston  avenue  and  571 
East  New  York  avenue  (Block  1332,  Lot  27  and 
part  of  Lot  87),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  D6p’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (569-43-BZ) 

Whereas,  this  application  under  section  7 h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  for  a  term  of  two  years,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  520-522  Lefferts  avenue,  south  side,  254  ft.  6  in. 
west  of  Kingston  avenue  and  571  East  New  York  avenue 
(Block  1332,  Lot  27  and  part  of  Lot  87),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  January  18,  1944, 
on  certain  conditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  18,  1944  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  *  *  *  and  that  other  than  as  herein  amended, 
the  provisions  of  the  resolution  of  January  18,  1944 
shall  be  complied  with ;  that  a  certificate  of  occupancy 
shall  be  obtained.” 


228-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Atex  Realty  Cor¬ 
poration,  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7i  and  7c  of  the 
zoning  resolution,  permitting  partly  in  business  and 
partly  in  residence  use  districts,  the  extension  of  an 
existing  gasoline  service  station  and  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 2816-2828  Atlantic  avenue  and 
231-241  Hendrix  street,  southeast  corner  (Block 
3963,  Lots  8,  9,  12,  13  and  105),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (228-44-BZ) 

Whereas,  this  application  under  sections  7i  and  7c  of  the 
zoning  resolution,  permitting  partly  in  business  and  partly 
in  residence  use  districts,  the  extension  of  an  existing  gaso¬ 
line  service  station  and  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop,  affecting  premises  2816-2828  At¬ 
lantic  avenue  and  231-241  Hendrix  street,  southeast  corner 
(Block  3963,  Lots  8,  9,  12,  13  and  105),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  July  25,  1944,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  25,  1944  only  in  so  far 
as  it  has  reference  to  completing  the  work  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  the  work  has  been  ap¬ 
proximately  70%  completed,  all  work  shall  be  com¬ 
pleted  within  six  months  from  the  date  of  this  amended 
resolution.” 


492-27-BZ 

APPLICANT — Lama  and  Proskauer,  for  Halward  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  new  proposed  use — 
Application  (decision  of  the  borough  superintendent) 
for  additional  use  of  repair  shop  to  existing  gaso¬ 
line  service  station,  lubritorium,  brake  testing,  auto 
laundry  and  office,  in  a  business  use  district,  previ¬ 
ously  granted  on  condition  by  the  Board;  denied 
as  to  repair  shop  in  1927. 

PREMISES  AFFECTED— 1134-1144  East  New  York  av¬ 
enue  and  2-12  East  98th  street,  southwest  corner 
(Block  4600,  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Comimssioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


148-35-BZ 

APPLICANT — Morris  Whinston,  for  Oniham  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  sections  7a  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and 
partly  in  business  use  districts,  the  conversion  of 
occupancy  of  the  second  story  of  an  existing  build¬ 
ing  from  office  use  to  bowling  alleys,  previously 
granted  by  the  Board. 

PREMISES  AFFECTED — 168-170  Dyckman  street,  west 
side,  100  ft.  north  of  Sherman  avenue  and  71  Thayer 
street,  (Block  2175,  Lot  70),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Whinston  and  James  J. 
Beste. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

503-41-BZ 

APPLICANT— Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — expired  April  7,  1944 — re  Ap¬ 
plication  (decision  of  the  borough  superintendent, 
previously  granted  on  condition  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  retail  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  mo¬ 
tor  vehicles  for  a  term  of  two  years. 

PREMISES  AFFECTED — 314-322  West  43d  street,  south 
side,  200  ft.  west  of  Eighth  avenue  (Block  1033, 
Lots  14,  42  and  43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 
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MINUTES 


774-39-SM 

APPLICANT — Glens  Falls  Portland  Cement  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Iron  Clad  Portland  Ce¬ 
ment  and  Velo  High  Early  Strength  Portland  Ce¬ 
ment  (previously  approved). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


500-43-SM 

APPLICANT — O’Brien  Brothers  Sand  and  Gravel  Corpo¬ 
ration,  owner. 

SUBJECT — O’Brien  Brothers  Sand  and  Gravel  Corp., 
Sand,  Gravel  and  Grit  for  Concrete  Aggregates, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


476-44-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re — U.S.  Gypsum  Co’s  2" 
Solid  Rocklath  and  Plaster  Partition,  Method  of 
Construction  (previously  approved). 
APPEARANCES— 

For  Applicant:  Frank  A.  Wall. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar  for  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


Adjourned:  5:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are :  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283 
of  the  Labor  Law  (Old  Section  83c). 

[Cal.  1262-18-SR] 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupancies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting; 

Stone  or  mounmental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 


_ NOTICE _ 

FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


_  Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Minutes  of  Regular  Meeting  of  Tuesday  Morning, 
January  22,  1946,  Affecting  Calendar  Numbers  745- 
45-BZ,  746-45-BZ,  747-45-B Z,  503-38-BZ,  1181-39-BZ, 
588-45-BZ,  635-45-BZ,  609-45-A,  716-45-A,  741-45-A 
267-45-SA,  331-45-SA  and  690-45-SA. 

Minutes  of  Regular  Meeting  of  Tuesday  Afternoon, 
January  22,  1946,  Affecting  Calendar  Numbers  255- 
43-A,  671-45-A,  727-45-A,  729-45-A,  742-45-A,  751-45-A, 
757-45-A,  758-45-A,  812-45-A,  7-46-A,  163-45-A,  461- 
45-A,  693-45-A,  723-45-A,  784-45-A,  416-45-A,  712-45-A, 
721-45-A,  798-45-A,  497-23-B Z,  737-28-BZ,  185-33-BZ, 
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(Remaining  minutes  of  the  meeting  of  January  22,  1946 
will  be  printed  in  the  Bulletin  of  February  5,  1946). 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  22,  1946. 

Cal.  No.  Dept.  Premises  Affected 

29- 46-SM — Duffy  Brothers,  Inc.,  “Duffcon”  (lightweight 
precast  concrete  roof  slab),  manufactured  by  Duffy 
Brothers,  Inc.,  Material. 

30- 46-A — H.B.B. — 467-469  Fulton  street  and  156-164 
Lawrence  street,  northwest  corner  (Block  151,  Lots  1 
and  40),  Borough  of  Brooklyn,  Alt.  3759-44. 

31- 46-A — H.B.Bx. — 703  Elton  avenue,  west  side,  50  ft. 
north  of  East  154th  street  (2nd  to  5th  floors);  (Block 
2376,  Lots  23-24),  Borough  of  The  Bronx,  Amendment 
to  Alt.  717-45. 

32- 46-SA — Harris  Calorific  Welding  Blowpipe,  No.  22, 
Appliance. 

33- 46-SA — Stebbins  Indirect  Gas-Fired  Air  System 
Types  A,  B,  C,  and  E  (Immersion  Fired  Extended  Fin 
Surface),  Appliance. 

34- 46-SA— Weil  Pump  Company’s  Non-Clog  Sewage 
Pump,  Appliance. 

35- 46-A — -F.D. — 151-159  Dean  street,  north  side,  75  ft. 
east  of  Hoyt  street  (basement);  (Block  189,  Lots  7,  8, 
9,  10  and  13),  Borough  of  Brooklyn,  Decision  re  99677- 
LC. 


36-46-BZ — H.B.Q. — 68-72  to  68-88  Austin  street,  south 
side,  100  'ft.  west  of  69th  avenue  (Block  3234,  part  of 
Lots  22  and  34),  Forest  Hills,  Borough  of  Queens,  N.B. 
2150-45. 


43-46-A — F.D. — 349-351  West  26th  street,  north  side,  186 
ft.  east  of  9th  avenue  (Block  750,  Lot  11),  Borough  of 
Manhattan,  34709-LF  and  Decision. 


44- 46-BZ — H.B.B. — 1609-1611  Avenue  U,  north  side,  96 
ft.  and  112  ft.  west  of  East  17th  street  (Block  7321,  Lots 
45  and  46),  Borough  of  Brooklyn,  Alt.  4167-45. 

45- 46-SM — United  States  Flameproofing  Compound, 
manufactured  by  Harry  Klauber,  Material. 

46- 46-BZ — H.B.M. — 18  East  62nd  street,  south  side,  95 
ft.  west  of  Madison  avenue  (Block  1376,  Lot  60),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  1990-45. 

47- 46-BZ — H.B.B. — 173  Lincoln  road  (177  displayed) 
and  1817-1821  Bedford  avenue,  northeast  corner  (Block 
1328,  Lot  1),  Borough  of  Brooklyn,  Alt.  2090-45. 

Restored  to  Calendar. 

575-32-BZ — H.B.Q. — 242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner 
(Block  13206  (3645),  Lots  17  and  19),  Rosedale,  Borough 
of  Queens,  N.B.  2029-45. 


413-45-BZ — H.B.M. — 154  Henry  street,  south  side,  83  ft. 
east  of  Rutgers  street  (Block  271,  Lot  57),  Borough  of 
Manhattan,  Amendment  to  N.B.  128-45. 

812-39-SM — Nabcor  High  Pressure  Steam  Cured  Cinder 
Concrete  Blocks,  manufactured  by  National  Brick  Corp., 
Material. 


12-39-SM — Red  Top  Insulating  Wool,  manufactured  by 
Fiberglas  Corporation,  Material. 


37- 46-BZ — H.B.Bx. — 1275  Jerome  avenue,  west  side,  75 
ft.  north  of  West  169th  street  and  east  side  of  Inwood 
avenue,  75  ft.  north  of  West  169th  street  (Block  2855, 
part  of  Lot  45),  Borough  of  The  Bronx,  Alt.  755-45. 

38- 46-BZ — H.B.Bx. — 1611-1621  Unionport  road,  west 
side,  82.75  ft.  south  of  Tremont  avenue  and  1584-1594 
White  Plains  road  (Block  3952,  Lots  1,  5,  19  and  part 
of  Lot  16),  Borough  of  The  Bronx,  N.B.  1-46. 

39- 46-A — F.D. — 819-825  10th  avenue,  west  side,  50  ft.  5 
in.  north  of  West  54th  street  (cellar  and  1st  floor); 
(Block  1083,  Lot  31),  Borough  of  Manhattan,  34843-LF 
and  Decision. 


40-46-BZ-— H.B.M. — 206-212  West  34th  street,  south 
side,  100  ft.  west  of  7th  avenue  and  209-211  West  33rd 
street  (Block  783,  Lots  33  and  50),  Borough  of  Man¬ 
hattan,  Alt.  2153-45. 


41-46-BZ — H.B.M. — 126-128  West  42nd  street,  south  side, 
240  ft.  west  of  6th  avenue  and  129-131  West  41st  street 
(Block  994,  Lots  21,  43  and  44),  Borough  of  Manhattan, 
Alt.  2181-45. 


42-46-A — H.B.Q. — 75-02  88th  street,  west  side,  632-82  ft. 
north  of  77th  avenue  (1st  and  2nd  floors);  (Block  3837, 
Lot  61),  Glendale,  Borough  of  Queens,  Amendment  to 
N.B.  1849-45. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 

Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 
and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)  ..  .Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dex 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52 A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
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CALENDAR 


Last  Publication  in  Bulletin 


Insulating  Fibre  Board  Rules . June 

Methyl  t  liloride  Rules  for  Class  1! 

and  C  Refrigerating  Systems. .  .Jan. 

Oil  Burner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Tati. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Dec. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ....  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Dec. 


12,  1945 — Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
1,  1946— Vol.  31,  No.  1 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13.  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
11,  1945— Vol.  30,  No.  50 
22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24.  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publication 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  dated  December 
11,  1945 — Vol.  30,  No.  50,  through  the  Bulletin  dated 
January  22,  1946 — Vol.  31,  No.  4. 

January  29,  1946,  10  A.M.  and  2  P.M. 


February  5,  1946,  10  A.M. 


February  13,  1946,  10  A.M.  and  2  P.M. 


February  19,  1946,  10  A.M.  and  2  P.M. 


February  26,  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chaim, an. 


MARCH  5,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  5,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

205-42-BZ — Application  of  Benjamin  Antin,  applicant, 
on  behalf  of  1748  Jerome  Avenue  Corp.,  owner,  reopened 
October  30,  1945  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  M  a  non-flashing  neon  electric  sign  extend¬ 
ing  more  than  eighteen  (18)  inches  beyond  the  building 
line;  premises  1754  Jerome  avenue  and  1-7  East  175th 
street,  northeast  corner  (Block  2850,  Lot  1),  Borough  of 
The  Bronx. 

842-39-BZ — Application  of  Harry  Singer,  applicant  and 
lessee,  on  behalf  of  City  of  New  York  (receiver),  owner, 
reopened  January  3,  1946,  for  consideration  as  to  ex¬ 
tension  of  permit  (expired  by  limitation) — Application, 
previously  granted  on  condition,  under  section  7h  of 


the  zoning  resolution,  for  a  term  of  two  years,  permit¬ 
ting  in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  motor  vehicles  (pleasure-car  type); 
premises  963-985  Rutland  road,  north  side,  between  East 
92nd  and  East  93rd  streets  (Block  4595,  Lots  54,  62  and 
64  to  67,  inclusive),  Borough  of  Brooklyn. 

151-41-BZ — Application  of  James  E.  McKillop,  applicant, 
on  behalf  of  Anna  Klonoski,  owner,  reopened  December 
11,  1945,  for  consideration  as  to  extension  of  time  to 
obtain  permits  and  complete  work — Application,  pre¬ 
viously  granted  on  condition,  under  sections  7f  and  7 i 
of  the  zoning  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and  a  motor  vehicle  repair  shop;  premises 
546-548  Morgan  avenue,  northeast  corner  of  Anthony 
street  (Block  2810,  Lots  1  and  2),  Borough  of  Brooklyn. 

748-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tional  of  the  zoning  resolution,  of  William  J.  Minogue, 
applicant,  on  behalf  of  Julius  L.  Goldenburg,  owner,  to 
permit  in  a  restricted  retail  and  unrestricted  use,  B  area, 
Class  2  height  district,  the  erection  of  a  building  exceed¬ 
ing  the  area  and  height  requirements  of  the  zoning 
resolution;  premises  101-113  West  30th  street,  855-857 
Avenue  of  The  Americas  (6th  avenue),  northwest  cor¬ 
ner  and  106-108  West  31st  street  (Block  806,  Lots  34, 
35,  47  and  48),  Borough  of  Manhattan. 

743-45-BZ— Application,  November  30,  1945,  under  sec¬ 
tions  7c,  7h  and  21  of  the  zoning  resolution,  of  Garvan 
Realties,  Inc.,  applicant  and  owner,  to  permit  in  a  res¬ 
idence  and  unrestricted  use,  D  and  E  area  districts,  the 
erection  of  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles,  exceeding  the  permitted  area  and  having 
an  entrance  located  within  a  residence  use  district; 
premises  134-12  94th  avenue  (now  Atlantic  avenue), 
south  side,  100  ft.  east  of  134th  street,  and  134-23  95th 
avenue,  north  side,  100  ft.  west  of  Van  Wyck  boulevard 
(Block  9450,  Lots  35  and  56),  Richmond  Hill,  Borough 
of  Queens. 

788-45-BZ — Application,  December  12,  1945,  under  sec¬ 
tions  7c  and  7d  of  the  zoning  resolution,  of  Wood  and 
Marshall,  applicants,  on  behalf  of  Fairchild  Sons,  Inc., 
owner,  to  permit  in  a  residence  use  and  retail  use  dis¬ 
trict,  the  erection  of  a  garage  for  five  (5)  motor  vehicles 
and  the  use  of  a  driveway  from  a  retail  use  district 
through  a  residence  use  district,  for  business  purposes; 
premises  89-05  to  89-07  Parsons  boulevard  and  159-02 
89th  avenue,  southeast  corner  (Block  9758,  Lots  6,  9, 
11  and  13),  Jamaica,  Borough  of  Queens. 

65-46-BZ — Application,  January  30,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Alexander  D.  Crosett  and 
Associates,  applicants,  on  behalf  of  City  Savings  Bank 
of  Brooklyn,  owner,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  erection  of  a  building  to  be  used 
as  a  bank;  premises  6702-6704  Bay  parkway  and  2172 
67th  street,  southwest  corner  (Block  5572,  Lot  30),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  5,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  5,  1946,  at  2  o’clock  in  Room  1013, 
Muncipal  Building,  Manhattan,  on  the  following  matter: 

Appeal  from  Administrative  Decision. 

746-44-A — 709-715  8th  avenue  and  300  West  45th  street, 
southwest  corner  (Block  1035,  Lot  36),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar  July  27.  1945; 
previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  MORNING,  JANUARY  22,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  November  27, 
1945,  were  approved  as  printed  in  Bulletin  No.  49,  Vol.  30. 


ZONING  APPLICATIONS. 

745-45-BZ 

APPLICANT — William  I.  Hohauser,  for  Saunders  Leasing 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area,  the  extension  (in 
the  rear)  of  an  existing  building,  (stores)  to  cover 
more  than  permitted  area. 

PREMISES  AFFECTED— 95-16  to  95-24  Queens  boule¬ 
vard,  south  side,  140  ft.  east  of  63rd  avenue  (Block 
3080,  Lot  12),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  V.  McKee,  Gilbert  Lazerus, 
William  Hohauser,  L.  W.  Schloss. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
10  A.M.,  for  decision  by  the  Board. 


746-45-BZ 

APPLICANT — William  I.  Hohauser,  for  Penelope  Realty 
Corp,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  partly  residence  and  partly 
business  use,  the  erection  of  a  building  (stores) 
exceeding  the  area  requirements,  and,  also  the  omis¬ 
sion  of  the  required  rear  yard. 

PREMISES  AFFECTED— 96-52  to  96-68  Queens  boule¬ 
vard,  southwest  corner  of  64th  road  (Block  3082, 
Lots  71  and  79),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  V.  McKee,  Gilbert  Lazerus 
and  W.  Hohauser. 

For  Opposition:  Joseph  Leav  and  Simon  Gross. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
10  A.M.  for  decision  by  the  Board. 


747-45-BZ 

APPLICANT — William  I.  Hohauser,  for  Saunders  Park 
Estate,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  and  approval  of  play¬ 
ground  as  per  Art.  4,  Section  13(c)  and  14(d)  of 
the  zoning  resolution,  to  permit  in  a  partly  residence 
and  partly  business  use  district,  the  extension  of 
stores  from  a  business  use  into  a  residential  use  of 
proposed  stores  and  the  approval  of  recreational 
space  as  suitable. 

PREMISES  AFFECTED — 64-41  Saunders  street,  and  97- 
02  to  97-22  Queens  boulevard,  southeast  corner  of 
64th  road  (Block  3084,  Lots  2,  9,  11,  54,  56  and 
part  of  13,  46  and  64),  Rego  Park,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  Joseph  V.  McKee,  Gilbert  Lazerus. 

William  Hohauser  and  L.  W.  Schloss. 

For  Opposition:  Joseph  Leav. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
10  A.M.  for  further  consideration. 


503-38-BZ 

APPLICANT — Henry  Nordheim,  for  Miriam  Osborn  Mem¬ 
orial  Home  Association,  Inc.,  Mary  T.  Howard, 
Mary  Cory  and  Gertrude  Hughes,  owners.  • 
SUBJECT — Application  reopened  December  11,  1945,  for 
consideration  as  to  extension  of  variance  (expired 
by  limitation) — Application  (decision  of  the  borough 
superintendent),  previously  granted  on  condition, 
under  sections  7c  and  7h  of  the  zoning  resolution, 
for  a  temporary  period  of  two  years,  permitting 
partly  in  an  unrestricted  use  and  partly  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 2327-2331  Bathgate  avenue, 
west  side,  25  ft.  south  of  East  185th  street  and 
2326-2330  Bassford  avenue  (Block  3053,  Lots  28, 
31,  32  and  49),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  H.  Nordheim. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (503-38-BZ) 

Whereas,  this  application  under  section  7c  and  7h  of 
the  building  zone  resolution,  to  permit  partly  in  an  un¬ 
restricted  use  and  partly  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  (2)  years,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles,  af¬ 
fecting  premises  2327-2331  Bathgate  avenue,  west  side,  25 
ft.  south  of  East  185th  street  and  2326-2330  Bassford  ave¬ 
nue  (Block  No.  3053,  Lot  Nos.  28,  31,  32  and  49),  Borough 
of  The  Bronx,  was  granted  by  the  Board  September  12, 
1939,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  September  16, 
1941  and  the  applicant  requested  a  further  extension  of  the 
permit,  which  permit  had  expired  by  time  limitation;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board, 
restored  to  the  calendar  and  set  for  hearing  on  January  22, 
1946  at  10  a.m. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Sandards  and  Appeals ;  and 
Whereas,  the  objection  of  the  Borough  Superintendent, 
dated  January  9,  1946,  reads: 

“Your  application  for  a  new  certificate  of  occupancy 
for  use  of  the  above  premises  for  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles  is  denied,  as  the 
extension  of  time  granted  by  the  Board  of  Standards 
and  Appeals,  has  expired.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  12,  1939, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  premises  to  be 
occupied  for  the  parking  and  storage  of  motor  vehicles, 
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on  condition  .  .  .  and  that  other  than  as  herein  amended, 
the  conditions  of  the  resolution  of  September  12,  1939, 
shall  be  complied  with.” 


1181-39-BZ 

APPLICANT — Henry  Nordheim,  for  Jefferson  Associates, 
Inc.  and  Orada  Realty  Corp.,  owners. 

SUBJECT — -Application  reopened  December  11,  1945,  for 
consideration  as  to  extension  of  variance  (expired 
by  limitation) — Application  (decision  of  the  bor¬ 
ough  superintendent),  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  partly  in  a  business  use  and  partly  in  an 
unrestricted  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— Northwest  corner  of  Sedgwick 
avenue  and  West  167th  street  (Block  2540,  Lots  16. 
21  and  24),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  H.  Nordheim. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (1181-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  building 
zone  resolution,  to  permit  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  for  a  temporary  pediod  of  not 
more  than  two  (2)  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  premises  Northwest  corner 
of  Sedgwick  avenue  and  West  167th  street  (Block  No.  2540, 
Lot  Nos.  16,  21  and  24),  Borough  of  The  Bronx,  was 
granted  by  the  Board  January  28,  1941,  on  certain  conditions ; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  16,  1941  and  the  applicant  re¬ 
quested  an  extension  of  the  permit,  which  permit  had  expired 
by  time  limitation;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board, 
restored  to  the  calendar  and  set  for  hearing  on  January  22, 
1946,  at  10  a.m. ;  and 

Whereas,  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
January  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
January  9,  1946,  reads : 

“Your  application  for  a  new  certificate  of  occupancy 
for  use  of  the  above  premises  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  is  denied,  as  the 
extension  of  time  granted  by  the  Board  of  Standards 
and  Appeals  (Cal.  No.  1181-39-BZ)  has  expired.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  28,  1941,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

.  .  .  Granted  under  Section  7h  to  permit  in  the  busi¬ 
ness  use  area  to  be  occupied  for  the  storage  and  parking 
of  more  than  five  motor  vehicles  in  conjunction  with 
the  balance  of  the  premises  within  the  unrestricted  area 
for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution,  on  condition  .  .  .  and  that  other  than 
as  herein  amended  the  conditions  of  the  resolution  of 
January  28,  1941,  shall  be  complied  with;  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained. 


588-45-BZ 

APPLICANT — Norman  Lederer,  for  Far  Rockaway  Lum¬ 
ber  Company,  owner. 


SUBJEC 1 — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  of  a  shed  to  store  lumber. 

PREMISES  AT  FEC  TED — 21-06  New  Haven  avenue, 
north  side,  250  ft.  west  of  Beach  20th  street  (Block 
215,  Lot  4),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  N.  Lederer. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Deputy  Chief 

Guinee  .  2 

Negative:  Commissioners  Savage  and  Blum . 2 

THE  RESOLUTION  (588-45-BZ) 

Whereas,  Norman  Lederer  for  Far  Rockaway  Lumber 
Co.,  owner,  filed  October  4,  1945  an  application  under  sec¬ 
tion  7 a  and  7c  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  erection  of  a  shed  to  store  lumber, 
affecting  premises  2106  New  Haven  avenue,  north  side,  250 
ft.  west  of  Beach  20th  street  (Block  215,  Lot  4),  Far  Rock¬ 
away,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  New  Haven  avenue  is  in  a  residence 
and  business  use,  C  area  and  class  1  height  district;  Beach 
20th  street  is  in  a  business  use,  C  area  and  class  1  height 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  21,  1945  on  N.B.  Applic.  876-45  reads: 

“1.  The  erection  of  a  lumber  shed  in  a  business  dis¬ 
trict  is  contrary  to  Art.  II,  Sec.  4  (31)  of  Zon.  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  50  ft.  frontage  by  200  ft.  in  depth,  on  which  it 
is  proposed  to  erect  a  building  60  ft.  front  by  50  ft.  in  depth, 

1  story  and  merranine,  37  ft.  2  in.  in  height,  of  class  4 
construction.  It  is  proposed  to  erect  the  proposed  building 
at  a  point  103  ft.  from  New  Haven  avenue  to  be  used  for 
the  storage  of  lumber;  and 

Whereas,  the  applicant  contends  that  this  plot  has  been 
occupied  as  a  lumber  yard  for  over  25  years  according  to 
the  best  information  obtained  from  old  inhabitants  of  Far 
Rockaway ;  that  a  certificate  of  occupancy  Q24839  was  issued 
by  the  Department  of  Housing  and  Buildings  on  Feb.  16, 
1942;  that  prior  to  Dec.  23,  1939  the  front  100  ft.  to  a 
distance  100  ft.  north  of  New  Haven  avenue  was  zoned  as 
business,  and  from  a  point  100  ft.  north  of  the  building  line 
on  New  Haven  avenue,  it  was  zoned  as  unrestricted;  that 
on  Dec.  28,  1939  the  entire  plot  was  rezoned  as  business ; 
that  the  owners  have  been  storing  their  lumber  in  the  open 
and  the  erection  of  a  lumber  shed  on  the  premises  will  enable 
them  to  deliver  lumber  to  their  customers  which  is  clean 
and  not  weather  stained  or  dirty;  that  the  erection  of  this 
building  and  the  enclosing  of  this  lumber  in  a  building  will 
not  be  different  than  the  C.  O.  now  states,  which  classifies 
the  plot  as  a  lumber  yard;  that  the  building  will  start  at  a 
point  103  ft.  back  from  the  building  line  on  New  Haven 
avenue  and  will  be  almost  entirely  obscured  by  the  trees 
between  the  proposed  site  of  this  building  and  the  street; 
that  it  will  be  no  more  hazardous  or  in  any  way  detrimental 
to  the  neighborhood  than  the  purpose  for  which  it  has  been 
used  and  occupied  for  so  many  years;  and 
Whereas,  the  premises  and  area  are  inspected  by  a  com¬ 
mittee  of  the  Board ;  and 

.  Whereas,  the  following  resolution  was  offered  for  con¬ 
sideration  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
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trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  urfder  Section  7c,  thereof, 
to  permit  the  erection  of  a  lumber  shed  as  proposed,  on 
condition  that  the  premises  shall  not  be  extended  beyond 
the  area  indicated  on  plans  filed  with  this  application,  and 
that  no  further  buildings  shall  be  erected  on  the  site;  that 
the  building  herein  permitted  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto,  other  than  as  may 
be  modified  by  the  Board  under  Cal.  No.  609-45-A ;  that 
in  all  other  respects  the  premises  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  this  building 
shall  continue  only  so  long  as  the  use  is  continued  as  a  per¬ 
mitted  lumber  yard  under  Certificate  of  Occupancy  Q24839, 
which  shall  be  corrected  so  as  to  include  only  the  area 
under  this  ownership  as  shown  on  plan  filed  with  this  ap¬ 
plication  marked  “Received  October  4,  1945  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  876-45,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


635-45-BZ 

APPLICANT — Samuel  Rosenblum,  for  480  Realty  Co., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a,  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
erection  of  a  one  story  shipping  room  building  as 
•  an  extension  to  an  existing  factory  building. 
PREMISES  AFFECTED— 395  Brook  avenue,  477-489  East 
143rd  street,  northwest  corner  and  482-498  East 
144th  street  (Block  2288,  Lot  57),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  R.  Potts. 
For  Opposition:  FI.  Tashjian,  V.  Smits,  J.  Scholz, 
C.  C.  Mathews,  J.  Kroml,  L.  Viacave,  W.  P. 
Dolan  and  P.  G.  Wicha. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (635-45-BZ) 

Whereas,  Samuel  Rosenblum  for  480  Realty  Company 
owner,  filed  October  18,  1945,  an  application  under  section 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a  res¬ 
idence  use  district,  the  erection  of  a  one  story  shipping  room 
building  as  an  extension  to  an  existing  factory  building; 
premises  395  Brook  avenue  477-489  East  143rd  street,  north¬ 
west  corner  and  482-498  East  144th  street  (Block  2288,  Lot 
57),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Brook  avenue  is  in  a  business  use,  B 
area  and  Class  Wi  times  height  district;  East  144th  street 
is  in  partly  business  and  partly  unrestricted  use,  B  area 
and  class  H4  times  height  district;  and  East  143rd  street  is 
partly  in  a  residence  and  partly  in  a  business  use,  B  area 
and  Class  1  x/2  times  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  17,  1945,  re  Alt.  Applic.  529-45,  reads: 

“1.  Proposed  construction  of  a  commercial  building 
in  a  residence  district  is  contrary  to  Art.  2,  Sec.  3  of 
the  zoning  resolution.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  240  ft.  frontage  by  199.9  ft.  in  depth,  irregular 
in  area,  on  which  is  located  a  building  240  ft.  front  by  199.9 
ft.  in  depth,  (irregular)  3  stories,  45  ft.  in  height,  of  Class 
3  construction ;  that  it  is  proposed  to  erect  a  building  60  ft. 
by  103.4  ft.,  irregular,  one  story,  17  ft.  4  in.  in  height,  of 
Class  3  construction,  to  be  occupied  as  a  shipping  room  for 
the  existing  factory;  and 

Whereas,  the  applicant  contends  that  the  proposed  one 
story  building  is  to  be  part  of  the  existing  factory  building 
which  nows  runs  through  from  East  143rd  Street  to  East 
144th  street;  that  there  are  at  present  two  loading  sheds,  a 
boiler  house  furnishing  power  for  the  factory  and  a  chimney 
for  said  boiler ;  that  there  is  also  a  vault  at  the  building  line 
for  use  in  connection  with  the  manufacturing  processes  con¬ 
ducted  on  the  premises ;  that  there  is  no  new  use  being 
introduced  but  merely  to  facilitate  the  loading  and  shipping 
of  the  products  of  the  company;  that  it  is  proposed  to  roof 
over  this  one  story  portion ;  that  in  doing  this,  it  is  intended 
to  remove  the  vault  at  the  front,  and  also  the  shed  in  front 
of  the  boiler  house,  and  a  new  one  story  loading  platform 
is  to  be  placed,  replacing  the  existing  sheds  and  loading 
platform ;  that  at  the  front  where  there  is  a  brick  wall 
there  will  be  ceiling  doors  installed;  that  the  chimney  and 
flue  will  be  left  undisturbed;  that  by  this  arrangement  the 
occupant  will  be  able  to  do  all  his  loading  inside  of  the 
premises  and  avoid  the  possibility  of  any  trailers  projecting 
across  the  sidewalk  and  instead  of  being  a  detriment  to  the 
neighborhood  there  will  be  a  completely  covered  structure 
with  the  loading  and  shipping  done  on  the  inside  under  roof 
cover;  that  there  are  no  new  uses  being  introduced  here, 
inasmuch  as  the  property  has  always  been  used  for  the  same 
general  purposes,  and  the  boiler  house  and  chimney  and  load¬ 
ing  platforms  are  now  existing ;  that  to  the  west  of  the  por¬ 
tion  to  be  covered  is  an  existing  three-story  factory  building 
part  of  the  main  plant ;  that  insasmuch  as  the  vacant  prop¬ 
erty  is  now  being  used,  and  has  been  used  heretofore  for 
storage  and  loading,  and  as  part  of  the  shipping  of  the  by¬ 
products  of  the  factories  conducted  on  the  premises  and  as 
the  proposed  structure  will  remove  any  unsightly  appearance, 
and  is  part  of  the  extension  of  the  existing  plant,  it  is  re¬ 
quested  that  the  Board  grant  a  variation  to  permit  the  carry¬ 
ing  out  of  the  proposed  shipping  and  loading  platforms  and 
one  story  structure;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7 a 
of  the  zoning  resolution ;  and  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  as  to  area  requirements  of  the  zoning 
resolution  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  sections  7 a  and  21  thereof, 
to  permit  the  construction  of  a  one  story  loading  building 
substantially  as  indicated  on  plans  filed  with  this  application 
marked  “Received  October  18,  1945”  on  condition  that  this 
proposed  addition  shall  be  used  only  as  proposed  for  load¬ 
ing  and  unloading;  that  all  existing  buildings  on  the  prem¬ 
ises  that  are  proposed  to  be  removed  shall  be  removed ;  that 
closure  doors  shall  be  erected  at  the  building  line  as  pro¬ 
posed  ;  that  the  proposed  building  shall  not  be  constructed  in 
any  part  nearer  to  the  adjoining  premises  on  Lot  58  than  10 
ft. ;  that  the  space  at  street  grade  for  trucks  shall  be  not  less 
than  34  ft.  in  depth ;  that  the  closure  doors  shall  be  of  ap¬ 
proved  type  and  shall  not  extend  beyond  the  building  line 
during  the  operation  of  opening  or  closing ;  that  the  sprinkler 
system  throughout  the  building  shall  be  extended  into  this 
proposed  building  and  maintained  in  accordance  with  the  re¬ 
quirements  therefor ;  that  a  curb  cut  not  exceeding  30  ft. 
in  width  may  be  constructed  and  the  existing  curb  cut  shall 
otherwise  be  restored ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

609-45-A 

APPLICANT — Norman  Lederer,  for  Far  Rockaway  Lum¬ 
ber  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super-, 
intendent. 

PREMISES  AFFECTED — 21-06  New  Flaven  avenue, 
north  side,  250  ft.  west  of  Beach  20th  street  (Block 
215,  Lot  4),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  N.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  in  view  of 
action  taken  on  Cal.  588-45-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


716-45-A 

APPLICANT — S.  Millman  and  Son,  for  Abraham  Karron, 
owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 243-245  Glenmore  avenue, 

northeast  corner  of  Snediker  avenue  (5th  floor)  ; 
(Block  3698,  Lot  32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Peter  Millman  and  A.  Karron. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn,  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


741-45-A 

APPLICANT — Ellis  L.  Lavine,  for  Ruco  Management 
Corp.,  (Springfield  Electric  Specialties.  Inc.,  lessee). 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 120-126  Wooster  street,  east 
side,  25  ft.  south  of  Prince  street  (2nd  floor)  ; 
(Block  500,  Lots  11  and  13),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Ellis  L.  Lavine. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (741-45-A) 

Whereas.  Ellis  L.  Lavine,  for  Ruco  Management  Corp., 
owner;  Springfield  Electric  Specialties,  Inc.,  lessee,  filed 
November  30,  1945,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  120-126  Wooster 
street,  east  side,  25  ft.  south  of  Prince  street,  2nd  floor, 
(Block  500,  Lots  11  and  13),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  43077-LC  issued  by  the  fire  com¬ 
missioner,  issued  October  20,  1945,  reads : 

“In  addition  to  Order  No.  42558-LC  now  pending  in 
this  Division,  the  following  must  also  be  complied  with : 

“1.  Discontinue  the  use  of  a  fuel  oil  system  having 
two  275  gallon  storage  tanks  connected  to  one  burner, 
Rule  6.1.1  of  the  Fuel  Oil  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
November  8,  1945,  reads: 


“This  will  reply  to  your  recent  communication  re¬ 
garding  our  violations  against  the  Springfield  Electric 
Specialties,  Inc.  » 

“As  the  hookup  of  the  fuel  oil  installation  is  con¬ 
trary  to  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  we  regret  that  your  request  for  disposal  of  the 
violation  must  be  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories,  82  ft.  in  height,  100  ft.  11  in.  by  100  ft.  in  area 
at  1st  floor;  100  ft.  11  in.  by  82  ft.  4  in.  in  area  at  typical 
floor ;  Class  3  construction ;  erected  in  1893 ;  located  in  an 
unrestricted  use,  B  area,  Class  1(4  height  districts;  and  used 
and  occupied  since  prior  to  1913:  Cellar,  storage  and  boiler- 
room;  1st  floor,  store,  15  persons;  2nd  floor,  manufacture 
of  electrical  condensers,  30  persons;  3rd  floor,  manufacture 
of  woodwork,  30  persons;  4th  floor,  manufacturing  toys,  30 
persons ;  5th  floor,  manufacture  of  millinery  and  metal 
products,  30  persons;  6th  floor,  manufacture  of  coats  and 
printing,  50  persons,  for  which  no  certificate  of  occupancy 
has  been  issued ;  that  the  building  is  equipped  with  a  two- 
source  sprinkler  system,  interior  fire  alarm  system  and  fire 
drills  are  not  maintained ;  that  there  are  two  4  ft.  wide 
wood  stairs  enclosed  in  fire-retarded  partitions,  equipped 
with  fireproof,  self-closing  doors  and  leading  from  roof 
bulkhead  to  street  and  one  fire  escape  at  front  leading  to 
roof  by  stairs  and  to  street  by  counterbalanced  ladder ;  that 
windows  and  doors  on  the  course  of  the  fire  escape  are  fire¬ 
proof,  self-closing;  and 

Whereas,  the  applicant  contends  that  about  three  years 
ago  a  Kres-Kno  Steam  generating  system  with  automatic 
oil  burners  was  installed  on  the  2nd  floor ;  that  the  burners 
installed  were  of  a  type  approved  by  the  Board  under  Cal. 
591-29-SA;  that  each  of  the  two  burners  installed  is  equipped 
with  a  6-gallon  storage  container ;  that  this  installation  has 
been  used  in  the  past  by  means  of  pouring  oil  from  a 
funnel  through  an  approved  safety  can  from  6-gallon  con¬ 
tainers;  that  this  method  was  satisfactory  when  the  de¬ 
livery  of  oil  could  be  obtained  daily ;  that  due  to  war  con¬ 
ditions,  it  was  impossible  to  get  daily  delivery  of  fuel  oil 
and  safety  cans  and  two  275  gallon  obround  tanks  were 
installed  in  masonry  enclosed  vault  under  the  sidewalk ; 
that  there  was  not  sufficient  room  to  install  one  550  gallon 
pre- fabricated  tank  in  this  vault;  that  F.P.  Application 
1508-45  was  filed  showing  proposed  installation  of  two  275 
gallon  tanks  connected  to  a  transfer  pump  discharging  to 
an  auxiliary  storage  tank,  equipped  with  a  float  switch ; 
that  from  this  auxiliary  one-gallon  storage  tank  the  oil 
flows  by  gravity  to  the  6  gallon  storage  containers,  which 
are  part  of  the  original  installation ;  that  the  oil  burners 
are  not  directly  connected  to  the  275  gallon  tanks ;  that 
this  fire  prevention  application  was  approved  February  5, 
1945  and  a  copy  of  same  furnished  to  the  Fire  Department; 
that  installation  was  completed  and  application  made  for 
permit  to  store  oil,  resulting  in  the  issuance  of  the  order 
herein  appealed  from ;  that  it  is  therefore  requested  the 
Board  modify  the  decision  of  the  Fire  Commissioner,  and 
accept  the  installation  as  completed  under  F.P.  App.  1508-44. 

Resolved,  that  Order  43077  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  two  275  gallon 
storage  tanks  for  supplying  the  burners  as  set  forth  shall 
be  used  alternately  and  not  more  than  one  at  a  time  with 
proper  shut-offs  and  controls ;  that  the  system  as  a  whole 
as  set  forth  may  be  continued  provided  it  is  maintained 
to  the  satisfaction  of  the  fire  commissioner  and  complies  in 
all  other  respects  with  the  Oil  Burner  Rules  of  the  Board; 
that  in  all  other  respects  the  burners  shall  be  in  compliance 
with  the  resolution  of  the  Board  approving  same  under 
Cal.  591-29-SA:  that  this  variance  shall  continue  only  so 
long  as  the  present  lessee  uses  this  equipment  in  connection 
with  his  business  as  proposed  and  the  equipment  maintained 
to  the  satisfaction  of  the  fire  commissioner;  that  upon  this 
lessee’s  removal  from  the  premises  the  use  shall  be  dis¬ 
continued  and  the  equipment  removed. 
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APPLIANCES  SUBMITTED  FOR  APPROVAL 

267-45-SA# 

APPLICANT — Standard  Heater  and  Oil  Equipment  Co., 
owner. 

SUBJECT — Standard  3  Circuit  “Surete”  Indirect  Fuel  Oil 
Heating  System  (Oil  Preheater),  approval  of. 
APPEARANCES— 

For  Applicant :  H.  G.  Gamble. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  Report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (267-45-SA) 

Whereas,  the  Standard  Heater  &  Oil  Equipment  Com¬ 
pany,  owner,  filed  on  May  5,  1945,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  Standard  3  Circuit  “Surete”  Indirect 
Fuel  Oil  Heating  System,  (Oil  Preheater)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests,  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  8,  1946. 

Re:  Cal.  267-45-SA. 

Subject:  Standard  3  Circuit  “Surete”  Indirect  Fuel  Oil 
Heating  System,  (Oil  Preheater). 

The  Standard  Heater  &  Oil  Equipment  Co.,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Standard  3  Circuit  “Surete”  In¬ 
direct  Fuel  Oil  Heater,  under  the  provisions  of  09- 
57.0.  a  Administrative  Code  and  the  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals. 


DESCRIPTION 

The  Standard  3  Circuit  “Surete”  Heater  (Fig.1  1) 
is  an  oil  preheater  designed  to  prevent  any  fuel  oil  en¬ 
tering  the  boiler  or  piping  system  should  an  oil  pre¬ 
heating  heating  tube  become  defective  in  service  and 
develop  a  leak.  This  preheater  consists  of  a  water 
storage  tank  with  an  expansion  chamber  or  head,  a 
relief  water  valve,  a  horizontal  sight  glass  with  pet 
cock  to  vent  air,  an  oil  heating  element,  a  boiler  water 
or  steam  heating  element  and  a  water  inlet  and  drain 
connection.  The  heating  element  tubes  can  be  of  seam¬ 
less  copper,  steel  or  stainless  steel.  The  water  storage 
tank  is  of  high  grade  steel  with  steel  nozzles — one  in 
each  head  to  accommodate  the  two  heating  elements. 

The  primary  heating  medium,  either  boiler  water  or 


(BOILER  WATER  IN 
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(Fig.  1) 

steam  enters  the  lower  heating  element  shown  in  the 
drawing,  the  heat  in  the  medium  is  transferred  to  the 
water  in  the  storage  tank  and  in  turn  to  the  oil  in  the 
top  heating  element.  The  water  in  the  storage  tank 
is  filled  from  the  city  water  line  until  it  is  visible  in  the 
horizontal  gauge  glass  in  the  topmost  port  of  the  tank, 
after  which  the  supply  is  shut  off.  Expansion  of  the  stor¬ 
age  tank  water  is  relieved  by  the  expansion  chamber  or 


head  and  in  the  event  of  any  excessive  pressure  by  the 
water  relief  valve.  Should  an  oil  tube  leak  the  oil 
being  lighter  than  water  will  make  its  appearance  in 
the  horizontal  gauge  glass.  With  this  precaution  there 
is  no  possibility  of  fuel  oil  contaminating  the  boiler 
water  or  piping  system  for  the  tubes  containing  this 
primary  heating  medium  is  at  the  bottom  of  the  storage 
tank. 

The  heater  is  designed  so  that  easy  and  quick  re¬ 
moval  of  either  heating  element  can  be  made.  The 
heater  is  designed  to  meet  the  maximum  pressure  re¬ 
quirement  for  heating  boilers  up  to  10  p.s.i.,  using  either 
boiler  water  or  steam  as  the  primary  heating  medium 
in  the  tubes  of  the  heater. 


TEST 

Inspection  and  test  of  this  heater  was  made  at  8615 
Fort  Hamilton  parkway,  Brooklyn,  N.  Y.,  in  the  pres¬ 
ence  of  Commissioner  C.  M.  Blum,  L.  V.  Huber  of 
the  Committee  on  Tests,  J.  A.  Ross  and  H.  G.  Gamble, 
representing  the  manufacturer.  The  inspection  and 
test  disclosed  the  following.  The  oil  preheater  func¬ 
tioned  properly  when  the  oil  burner  was  started  up, 
there  was  no  smoke  or  fumes.  The  preheater  was 
equipped  with  sufficient  thermometers  to  determine  the 
temperature  of  the  primary  or  boiler  water  entering  at 
202° F„  the  temperature  of  the  storage  tank  water  at 
202°  F.  and  the  temperature  of  the  oil  inlet  at  120°  F. 
and  outlet  at  135°  F. 


RECOMMENDATION 

On  the  basis  of  the  inspection  and  tests,  the  Com¬ 
mittee  recommends  the  approval  of  the  Standard  3 
Circuit  Indirect  Fuel  Oil  Heater  System  (Preheater) 
under  the  provisions  of  Section  C26-191.0a  of  the  Ad¬ 
ministrative  Building  Code  for  use  under  the  Oil  Burner 
Rules  adopted  pursuant  to  C19-57.0.a  of  the  Adminis¬ 
trative  Code  and  since  the  device  meets  the  require¬ 
ments  of  Section  7.2.2  of  such  rules  and  provided  that 
the  installation  shall  comply  with  the  requirements  of 
the  Oil  Burner  Rules  and  that  the  device  bears  a  label 
permanently  affixed  reading.  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  267-45-SA.” 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Standard  3 
Circuit  “Surete”  Indirect  Fuel  Oil  Heating  System,  (Oil 
Preheater),  on  condition  that  the  appliance  be  manufactured, 
installed,  used  and  labelled  in  accordance  with  the  above 
report. 


331-45-SA 

APPLICANT — Fostoria  Pressed  Steel  Corp.,  owner. 
SUBJECT— Fostoria  Even  Ray  System  (Infra  Red  Heating 
Equipment),  approval  of. 

APPEARANCES— 

For  Applicant :  E.  Bechley  and  S.  J.  Barher. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 
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THE  RESOLUTION  (331-4S-SA) 

Whereas,  Fostoria  Pressed  Steel  Corp.,  owner,  filed  on 
June  1,  1945,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
Fostoria  Even  Ray  System  (Infra  Red  Heating  Equipment)  ; 
and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  30,  1945 

Re:  Cal.  331-45-SA 

Subject:  Fostoria  Even  Ray  System 

Infra  Red  Heating  Equipment. 

The  Fostoria  Pressed  Steel  Corporation,  filed  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals 
for  the  approval  of  Fostoria  Even  Ray  System  (Infra 
Red  Heating  Equipment)  under  the  provisions  of  C-19- 
84  through  C19-86  of  the  Administrative  Code  and  the 
Paint  Varnish  and  Lacquer  Spraying  Rules  of  the  Board 
of  Standards  and  Appeals. 

DESCRIPTION 

The  Fostoria  Even  Ray  Equipment  is  constructed  of 
adjustable  vertical  and  horizontal  sections  of  infra-red 
lamps  supporting  steel  frames  which  require  only  bolting 
together  to  assemble  into  open  tunnel  sections  as  may 
be  required  for  longer  or  shorter  heating  cycles.  Con¬ 
vection  and  radiant  heat  are  obtained  by  using  integral 
reflected  material  in  construction  which  acts  as  reflec¬ 
tors  for  the  lamps.  The  sections  are  designed  for  either 
floor  or  ceiling  mounting  with  overhead  or  belt  con¬ 
veyors.  Cool  operation  of  the  sockets  of  the  lamps  is 
obtained  by  providing  an  air  space  between  the  lamp 
face  and  the  sockets. 

The  principle  employed  consists  of  infra-red  rays  pass¬ 
ing  through  the  lacquer  or  other  surfacing  material  and 
thus  heating  the  metal  which  is  being  lacquered,  and 
drying  the  surface  material  from  the  inside  outwardly. 
The  lamps  used  range  from  250  to  1,000  watts  in  capacity 
and  are  arranged  in  series.  The  heat  generated  is  gov¬ 
erned  by  the  distance  of  the  lamps  from  the  material 
and  may  vary  from  100  deg.  to  400  deg. 

The  shell  socket  and  reflector  assembly  is  referred  to 
as  a  section.  All  sections  are  wired  for  500  watts  per 
socket  and  section  wiring  is  collected  in  a  wiring  gutter 
which  houses  the  feeders  and  from  which  leads  connect 
to  Underwriter  approved  switches.  The  reflecting  sur¬ 
faces  are  gold-plated  over  copper  and  nickel. 

TEST 

An  inspection  and  test  of  this  method  of  drying  and 
dehydrating  material  were  made  at  92  Warren  Street 
and  it  was  found  that  if  adequate  ventilation  was  pro¬ 
vided  to  draw  off  fumes  from  lacquers  and  paints,  that 
no  dust  or  deposits  were  allowed  to  accumulate  on  the 
apparatus  and  that  the  apparatus  was  kept  at  least  15 
feet  away  from  paint  spraying  rooms  or  booths,  there 
was  no  general  hazard.  This  test  was  witnessed  by 
Commr.  C.  M.  Blum,  Chief  Eng.  L.  V.  Huber  and  R. 
Lent,  Chief  Inspector,  Elect.  Division,  Fire  Department. 

RECOMMENDATION 

On  the  basis  of  the  inspection  and  test  it  is  recom¬ 
mended  that  the  Fostoria  Even  Ray  System  Infra  Red 
Heating  Equipment  manufactured  by  the  Fostoria 
Pressed  Steel  Corp.  of  Fostoria,  Ohio,  be  approved  for 
use  in  New  York  City  under  the  authority  vested  in 
the  Board  by  Section  6 66,  subdivision  1,  Charter  of  the 
City  of  New  York,  provided  the  installation  conforms  to 
the  following  requirements : 

The  electrical  equipment  shall  be  approved  type  and 
installed  in  accordance  with  the  National  Electric  Code 
and  the  requirements  of  the  Electrical  Code  of  the  City 
of  New  York. 


In  drying  processed  material,  involving  the  evapora¬ 
tion  of  considerable  amounts  of  flammable  solvents  by 
infra-red  lamps,  such  installations  shall  not  be  confined 
in  small  rooms  unless  such  rooms  are  thoroughly  ven¬ 
tilated  by  a  power-driven  ventilation  system  of  sufficient 
capacity  to  provide  100  cubic  feet  of  air  per  minute; 
the  controls  of  the  ventilating  system  to  be  so  inter¬ 
locked  with  the  Infra-Red  System  that  the  latter  cannot 
function  unless  the  ventilating  system  is  in  operation. 
When  equipped  with  duct  ventilating  system,  the  Infra- 
Red  Oven  shall  be  adequately  fastened  so  as  to  prevent 
moving. 

Where  the  evaporation  of  a  considerable  amount  of 
flammable  solvents  is  involved  ventilated  hoods  or  en¬ 
closures  shall  be  provided  at  the  initial  stage  of  the 
process  with  adequate  exhaust  system  to  discharge  the 
first  evaporation  from  the  solvents  to  the  outer  air,  so 
that  when  the  processed  material  progresses  through  its 
lamp  drying  tunnels  a  comparatively  small  amount  of 
solvent  is  left  for  evaporation.  A  space  between  such 
ventilating  section  and  the  drying  section  shall  be  main¬ 
tained.  Lamps  and  other  electrical  equipment  shall  be 
kept  free  from  flammable  deposits  and  adequate  cleaning 
shall  be  maintained.  Lamp  drying  units  shall  be  sep¬ 
arated  from  spraying  and  dipping  processes  complying 
with  the  Board’s  Rules,  by  a  distance  of  at  least  15  feet 
or  shall  be  installed  in  a  separate  fireproof  room. 

Controls  shall  be  arranged  so  that  the  lamps  in  the 
tunnels  will  be  shut  off  automatically  if  and  when  the 
conveyor  stops.  Where  there  are  no  conveyors  and  the 
material  being  processed  is  left  stationary  in  the  dryer, 
there  shall  be  an  excessive  temperature  switch  to  shut 
off  the  lamps  to  avoid  overheating  the  material  being 
processed  if  it  is  not  removed  from  the  dryer  on  time. 
Material  to  be  processed  on  the  conveyors  shall  be  rig¬ 
idly  supported  so  as  not  to  be  liable  to  displacement 
and  cause  lamp  breakage  and  short  circuits.  Where  there 
are  no  conveyors,  goods  should  be  fixed  on  dollies  run¬ 
ning  on  tracks  or  other  equivalent  method  to  accomplish 
the  same  result. 

The  use  of  this  process  shall  be  limited  to  metal  or 
other  incombustible  material  requiring  paint  processing. 

The  requirements  of  Rule  4.4  of  the  Board’s  Rules 
governing  the  use  and  equipment  for  spraying  of  paints, 
varnishes,  lacouers  and  other  inflammable  surface  coat- 
ings  shall  not  be  deemed  to  apply  to  any  of  the  electrical 
equipment  with  the  safety  requirements  as  herein  set 
forth. 

Such  fire  fighting  equipment  shall  be  provided  in  each 
installation  as  the  fire  commissioner  may  direct. 

It  is  further  recommended  that  each  drawing  com¬ 
prising  this  equipment  shall  be  stamped,  labeled  or  let¬ 
tered,  reading  as  follows : 

“This  equipment  and  installation  thereof  complies 
in  every  respect  with  the  approval  granted  for  use 
in  New  York  City  under  Cal.  331-45-SA.” 

(Sgd.)  BERNARD  A..  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  ahbrove  the  appliance  known  as  Fostoria  Even  Ray 
System  (Infra-Red  Heating  Equipment),  on  condition  that 
the  appliance  be  manufactured,  installed,  used  and  labelled 
in  accordance  with  the  above  report. 


690-45-SA 

APPLICANT — Bennie  L.  Galumbeck,  sole  owner,  d/b/a 
Selectrol  Engineering  Co. 
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SUBJECT — Atomic  Oil  Burner,  Models  1G,  2G,  3G,  4G 
and  5G,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (690-4S-SA) 

Whereas,  Bennie  L.  Galumbeck,  d/b/a  Selectrol  Engi¬ 
neering  Co.,  owner,  filed  on  October  31,  1945,  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  appliance  known  as  Atomic  Oil  Burner,  Models  1G, 
2G,  3G,  4G  and  5G;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  2,  1946. 

Re:  Cal.  690-45-SA. 

Subject:  Atomic  Oil  Burner,  Models  1G,  2G,  3G,  4G 
and  5G — Approval  of. 

The  Selectrol  Engineering  Company  of  2036  McDon¬ 
ald  avenue,  Brooklyn,  N.  Y.,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  Atomic  Oil  Burner,  Models  1G,  2G,  3G,  4G  and  5G, 
under  the  provisions  of  C-19-57.0  of  the  Administrative 
Code  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 


DESCRIPTION 

The  burner  was  installed  in  a  steam  boiler  for  do¬ 
mestic  or  commercial  heating.  It  is  of  the  mechan¬ 
ically  atomizing  gun-type  and  consists  of  the  following 
assembly : 

A  G.E.  1/6  H.P.  motor,  Type  K.H.,  a  Sundstrand 
fuel  pump  1.35  to  4  gals,  per  hour,  a  regulating  valve, 
a  strainer,  a  Torrington  5%  ref.  3^  aerotor  type 
fan  and  Monarch  nozzle,  of  capacities  as  required  by 
the  several  models. 

Ignition — General  Electric  transformer  110  to  10,- 
000  volts. 

Controls — Standard  Minneapolis  Honeywell  con¬ 
trols,  consisting  of  protecto  relay  R-117  and  Pres- 
suretrol  L.404  aquastat  and  thermostat. 

TEST 

A  model  of  the  burner  was  inspected  and  tested  at 
the  plant  of  the  applicant  in  the  presence  of  the  Com¬ 
missioner  C.  M.  Blum  and  Chief  Engineer  L.  V.  Huber. 
With  the  oil  supply  cut  off  and  a  cold  combustion  chamber, 
the  burner  was  put  into  operation  and  in  successive  tests 
the  controls  functioned  and  shut  the  burner  down  in  63 
seconds.  The  burner  was  then  put  in  normal  operation 
and  the  controls  functioned  as  designed.  During  the 
period  of  tests  there  were  no  flarebacks  due  to  faulty 
ignition  and  an  examination  of  the  combustion  chamber 
showed  no  undue  carbon  deposits.  A  test  of  the  CO2 
content  of  the  flue  gases  indicated  not  less  than  10% 
throughout  the  operating  range  of  the  capacity  of  the 
burner. 


RECOMMENDATION 

On  the  basis  of  this  inspection  and  test  the  Com¬ 
mittee  on  Tests  recommends  that  the  Atomic  Oil 
Burner,  Models  1G,  2G,  3G,  4G  and  5G,  be  approved 
for  domestic  and  commercial  use  in  New  York  City 
with  fuel  oil  not  heavier  than  No.  3  U.  S.  Dept,  of 
Commerce  Standards,  when  installed  in  accordance  with 
this  report  and  with  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals,  provided  the  burner  bears 
a  label  permanently  affixed  reading,  “Approved  by  the 


Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  690-45-SA.” 


and 


(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Atomic  Oil  Burner, 
Models  1G,  2G,  3G,  4G  and  5G,  on  condition  that  the  appli¬ 
ance  be  manufactured,  installed,  used  and  labelled  in  ac¬ 
cordance  with  the  above  report. 


Adjourned:  12:50  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING, 

TUESDAY  AFTERNOON,  JANUARY  22,  1946. 
Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

255-43-A 

APPLICANT — Charles  M.  Spindler  for  Hyland  Nursing 
Home,  owner. 

SUBJECT — Application  reopened  February  20,  1945 — re 
Appeal  from  a  decision  of  the  borough  superintend¬ 
ent  (previously  granted  on  condition). 

PREMISES  AFFECTED — 28-53  216th  street,  north  side, 
477.32  ft.  east  of  38th  avenue  (Block  6019,  Lot  1), 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant — Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLULTION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (255-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  28-53  216th  street,  north 
side,  477.32  ft.  east  of  38th  avenue  (Block  6019,  Lot  1), 
Bayside,  Borough  of  Queens,  was  granted  by  the  Board  on 
October  5,  1943  for  a  term  of  two  (2)  years  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
variance  as  to  the  mapped  street,  which  had  expired  by  time 
limitation,  and  also  an  amendment  to  the  resolution  as  to 
extension  of  use;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  20,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  January  22,  1946;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  26,  1944,  reconsideration  denied  January 
4,  1945,  on  Alt.  Applic.  1628-44,  reads : 

“1.  Extension  of  a  use  granted  under  Cal.  255-43-A 
must  be  approved  by  Bd.  of  Stds.  &  Appeals. 

2.  Provide  a  Fire  Alarm  Signal  System;  108-16-SR.” 
and 
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Whereas,  the  applicant  now  states  that  the  permission  is 
sought  to  increase  the  number  of  rooms  and  occupants  on 
the  first  floor  and  to  install  a  modified  interior  fire  alarm 
system ;  and 

Whereas,  the  applicant  contends  that  the  westerly  end  of 
the  first  floor  originally  consisted  of  a  two-car  garage;  that 
due  to  the  demand  for  additional  space  for  convalescents,  the 
garage  use  was  discontinued  and  partitions  were  erected 
dividing  the  garage  space  into  four  rooms  with  a  total  occu¬ 
pancy  of  six  persons ;  that  no  increase  was  made  in  the 
size  or  height  of  the  building;  that  the  new  rooms  are 
located  at  grade  level  and  immediately  adjacent  to  an  exist¬ 
ing  exit  door  to  the  yard;  that  since  the  number  of  occu¬ 
pants  above  the  first  floor  is  twenty  (only  five  in  excess  of 
the  maximum  number  permitted  without  a  fire  alarm),  and 
since  there  will  be  no  occupancy  above  the  second  floor,  it  is 
respectfully  requested  that  a  modified  push  button  fire  alarm 
be  accepted,  consisting  of  a  6"  gong  on  each  floor  connected 
to  two  sets  of  six  dry  cell  batteries  located  in  a  locked  bat¬ 
tery  cabinet  painted  Fire  Dept,  red  and  labeled  “Fire  Alarm 
Battery-’ ;  that  a  non-coin  telephone  will  be  maintained  in 
the  office  on  the  first  floor;  that  it  is  also  respectfully  re¬ 
quested  that  an  extension  of  the  permission  to  maintain  this 
building  in  the  bed  of  a  mapped  street  be  granted  for  an 
additional  period ;  and 

Whereas,  it  appears  that  Certificate  of  Occupancy  Q30428 
was  issued  February  8,  1944 ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  5,  1943,  by 
adding  thereto : 

“*  *  *  that  irrespective  of  the  requirements  of  the 
resolution  adopted  October  5,  1943,  that  the  garage  shall 
not  be  occupied  other  than  for  storage  of  cars  belonging 
to  persons  operating  the  Convalescent  Home,  the 
garage  may  be  subdivided  so  as  to  provide  four  bed¬ 
rooms  on  the  first  floor,  with  a  total  occupancy  of  six 
persons,  as  shown  on  revised  plan  marked  ‘Received 
December  31,  1945’  (4  sheets),  provided  the  hallway 
shall  be  continued  through  to  the  exterior  wall  with 
central  window  in  such  wall  made  into  a  door  for  addi¬ 
tional  exit ;  that  the  attic  space  in  such  garage  addition 
may  be  occupied  for  storage  as  proposed,  provided  such 
storage  is  of  an  incombustible  type ;  that  there  shall  be 
installed  in  the  stair  halls,  entries,  kitchen  and  such 
storage  space,  a  sprinkler  system  complying  with  the 
requirements  for  a  sprinkler  system  in  a  converted  mul¬ 
tiple  dwelling  and  that  such  sprinkler  system  may  be 
fed  from  the  domestic  water  line  of  the  building,  pro¬ 
vided  it  is  not  less  than  2  inches  in  diameter ;  as  to 
objection  2,  that  a  modified  fire  alarm  system  shall  be 
installed,  provided  same  is  installed  as  proposed  and 
maintained  to  the  satisfaction  of  the  fire  commissioner ; 
that  a  non-coin  telephone  shall  be  maintained  in  the  office 
on  the  first  floor ;  that  no  persons  shall  be  housed  on 
the  2nd  floor  except  ambulatory  patients;  that  the  modi¬ 
fication  granted  by  the  Board  on  October  5,  1943  as  to 
permission  to  occupy  a  portion  of  the  mapped  street  is 
hereby  extended  for  a  further  term  of  two  years  from 
the  date  of  this  amended  resolution ;  that  the  occupancy 
at  all  times  shall  be  maintained  to  the  satisfaction  of 
the  Department  of  Hospitals,  and  in  all  other  respects, 
the  building  and  premises  shall  comply  with  all  laws 
and  rules  applicable  thereto.” 


671-45-A 

APPLICANT — Joseph  Levy,  Jr.,  for  Brooklyn  Jewish 
Center,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 916-918  Lincoln  place  (910-912 
displayed)  south  side  360  ft.  east  of  New  York 
avenue  (Block  1263,  Lots  20  and  21),  Borough  of 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  Joseph  Levy,  Jr. 

For  Administration:  Fred  Dahlcm,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (671-45-A) 

\\  HEREAS,  Joseph  Levy,  Jr.,  for  Brooklyn  Jewish  Center, 
Incorporated,  owner,  filed  November  1,  1945,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  916-918 
(910-912  displayed)  Lincoln  place,  south  side,  360  ft.  east  of 
New  York  avenue  (Block  1263,  Lots  20  and  21),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  Alt.  Applications  3258  and  3259-45,  dated  October 
30,  1945,  reads: 

“1.  The  change  in  occupancy  of  a  three-story  non- 
fireproof  building  from  private  dwelling  to  school  is 
contrary  to  Sections  2. 1.3. 5  and  4.2.1  of  the  Building 
Code. 

2.  The  interior  stairs  should  be  enclosed  in  fireproof 
partitions  with  a  two  hour  fire  resistive  rating  and  be 
not  less  than  3  ft.  8  in.  in  width. 

3.  I  he  exterior  stairs  should  be  enclosed  in  masonry 
wall  meeting  the  requirements  of  Section  8.4.1  through 
Sect.  8.4.9.14  of  the  Building  Code. 

4.  The  2nd  and  3rd  floor  beams  should  be  of  sufficient 
strength  to  safely  support  a  live  load  of  60  lbs.  per  sq. 

and 

\\  hereas,  the  applicant  states  that  the  buildings  are  each 
three  stories,  32  ft.  10  in.  in  height;  20  ft.  by  48  ft.  in  area 
of  Class  3  construction ;  located  in  a  residence  use,  B  area, 
Class  1 T4  height  district,  and  used  as  follows:  Building  No. 
916,  cellar,  ordinary  use;  1st  and  2nd  floor,  1  family  com¬ 
bined;  3rd  floor  one  family;  Building  No.  918,  cellar,  or¬ 
dinary  use;  1st  and  2nd  floors,  one  family;  3rd  floor,  one 
family;  and  that  the  buildings  are  proposed  to  be  used  and 
occupied  as  follows:  No.  916,  cellar,  ordinary;  1st  floor, 
classroom,  25  persons ;  2nd  floor,  classroom  and  supply  room, 
25  persons ;  3rd  floor,  dwelling,  one  family ;  Building  No. 
918,  cellar,  ordinary;  1st  floor,  classroom  and  teachers’  room, 
25  persons ;  2nd  floor  supply  room  and  teachers’  room,  25 
persons;  3rd  floor,  dwelling,  one  family;  that  both  buildings 
are  to  be  used  as  elementary  schools  and  equipped  with  an 
interior  fire  alarm  system  and  fire  drills  will  be  maintained; 
that  there  will  be  one  two  ft.  8  in.  wide  wood  stair  in  each 
building,  enclosed  in  partitions  of  wood  studs  with  stairhall 
partitions,  ceilings  of  stairhalls  and  soffits  of  stair  fire  re¬ 
tarded  with  metal  lath  and  two  coats  of  cement  mortar  with 
white  plaster  finish,  and  leading  from  3rd  story  direct  to 
street,  equipped  with  one  hour  fireproof  self-closing  doors 
and  provided  with  a  ladder  and  scuttle  to  roof;  that  one  ex¬ 
terior  stair  will  be  erected  at  rear  of  buildings  extending 
from  second  story  to  yard  by  stairs,  with  egress  through 
adjoining  property  in  the  same  ownership;  that  windows  on 
the  course  of  the  fire  escape  are  fireproof  self-closing;  and 
that  an  approved  fire  alarm  system  will  be  installed;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  building  is  32  ft.  10  in.  to  the  highest  point  of  the  roof 
beams  from  grade  at  front  and  only  30  ft.  in  rear,  thus  the 
building  is  only  2  ft.  10  in.  higher  in  front  than  the  building 
limit  provided  in  Section  4.2.1  for  non-fireproof  buildings 
hut  yet  three  stories  in  height;  that  as  to  Objection  2,  the 
first  story  is  at  grade  and  has  direct  exits  to  street  and  yard 
from  each  building;  that  the  second  story  has  a  direct  exit 
at  front  by  means  of  a  stone  stoop  and  at  rear  by  an  ex¬ 
terior  steel  stairs  to  yard  ;  that  the  third  story  has  exit  to 
an  interior  stairs  and  by  horizontal  party  wall  balcony ;  that 
the  interior  stair  halls  will  be  fire  retarded,  including  ceilings 
of  stair  halls  and  soffits  of  stairs;  that  all  stair  halls  will 
be  equipped  with  approved  one  hour  fireproof  self-closing 
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doors  and  trim ;  that  the  interior  stairs  only  serves  the  third 
floor;  that  cellar  stairs  are  enclosed  in  4  in.  approved  fire¬ 
proof  blocks  with  one  hour  test  door  at  the  bottom ;  that  as 
to  Objection  3,  the  exterior  stairs  serves  only  the  2nd  floor 
as  secondary  exit  from  each  building  and  will  be  3  ft.  8  m. 
wide  with  diamond  plate  steel  treads  and  platforms  with 
corrugated  iron  roof  cover  and  sides  throughout  full  height 
enclosed  with  diamond  shaped  wire  mesh  screen ;  that  stairs 
will  terminate  at  yard  with  egress  through  adjoining  prop¬ 
erty  in  same  ownership;  that  all  doors  leading  to  exterior 
stairs  will  be  fireproof  and  windows  along  the  course  of  the 
exterior  stairs  will  be  fireproof  self-closing;  that  as  to  Ob¬ 
jection  4,  the  building  is  constructed  with  fore  and  aft  bear¬ 
ing  partitions  on  1st,  2nd  and  3rd  floors  which  will  not  be 
disturbed,  and  in  the  cellar  there  is  a  line  of  concrete  filled 
steel  columns  with  steel  girders  supporting  the  bearing  par¬ 
titions  above;  that  if  the  bearing  partitions  are  taken  into 
consideration,  the  live  load  is  sufficient  for  the  span  of  the 
present  beams  ;  that  an  approved  interior  fire  alarm  system 
will  be  installed  to  the  satisfaction  of  the  Fire  Department 
and  monthly  fire  drills  will  be  maintained;  that  in  view  of 
the  fact  that  the  present  quarters  are  overcrowded  and  the 
need  for  space  is  essential,  and  that  the  buildings  back  up 
on  the  present  school  with  yard  space  between,  it  is  re¬ 
quested  that  the  Board  grant  favorable  consideration  to  this 
appeal. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applications  3258  and  3259-45,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  Objection  1,  on  condition  that  the  buildings 
shall  not  be  increased  in  height  or  area  and  that  the  two 
lower  stories  only  shall  be  used  for  school  purposes  as  pro¬ 
posed  and  the  third  floor  of  each  building  shall  be  used 
only  for  the  occupancy  of  one  family ;  that  the  primary  means 
of  exit  shall  be  fire  retarded  as  proposed  with  all  doors 
leading  thereto  fireproof  and  self-closing;  that  the  existing 
stoops'  from  the  1st  floor  to  the  street  shall  be  maintained 
as  well  as  exits  from  the  basement  or  lower  story  to  the 
street ;  that  the  proposed  rear  exterior  stairs  shall  be  con¬ 
structed  and  maintained  as  proposed  and  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  November  1, 
1945”  five  sheets,  as  amended  by  third  floor  plan  marked 
“Received  January  9,  1946,”  as  to  Objection  2  and  3,  that 
the  requirements  as  herein  ■  stated  shall  be  complied  with  ; 
as  to  Objection  4,  that  all  floors  shall  safely  support  a  live 
load  of  60  lbs.  per  superficial  foot;  that  there  shall  be  no 
openings  between  these  two  buildings  or  to  the  adjoining 
building  at  908  used  for  the  same  purpose  under  C.  O.  57962 ; 
that  exits  from  the  rear  fire  escapes  of  all  three  buildings 
as  constructed  and  as  proposed  shall  be  maintained  with 
means  of  reaching  Eastern  Parkway  through  adjoining  prem¬ 
ises  under  the  same  control  as  indicated  on  plot  plan  marked 
“Received  December  15,  1945”;  that  such  portable  fire  fight¬ 
ing  appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct. 


727-45-A 

APPLICANT — William  Higginson  and  Son,  for  Kinsey 
Distilling  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 19-37  Pearl  street,  145-165  Ply¬ 
mouth  street,  20-40  Jay  street  and  22-44  John  street 
(entire  block)  ;  (Block  19,  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  C.  H.  Higginson,  H.  S.  Manges 
and  Stanley  Philip. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


THE  RESOLUTION  (727-45-A) 

Whereas,  William  Higginson  and  Son,  for  Kinsey  Dis¬ 
tilling  Sales  Company,  Incorporated,  owner,  filed  November 
15,  1945,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  19-37  Pearl  street,  145-165 
Plymouth  street,  20-40  Jay  street  and  22-44  John  street, 
entire  block  (Block  19,  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  17,  1945,  on  Alt.  Applic.  3142-45,  reads: 

“F.P.l.  Storage  of  liquors  more  than  2  tiers  high 
contrary  to  Art.  21  of  Ch.  19-127.0  A.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  10 
stories,  150  ft.  in  height;  200  ft.  by  206  ft.  in  area ;  of  Class 
1  construction;  erected  1910;  located  in  an  unrestricted  use 
A  area,  Class  2  height  district  and  used  and  occupied  as 
storage  warehouse  and  proposed  to  be  used  and  occupied 
as  follows:  basement,  case  liquor  storage,  20  persons;  1st 
floor,  bonded  liquor  warehouse  and  government  office,  30 
persons ;  2nd  floor,  liquor  bottling  department,  50  persons ; 
3rd  floor  to  10th  floors,  inclusive,  bonded  liquor  warehouse, 
20  persons;  Pent  house,  offices,  150  persons;  that  the  build¬ 
ing  is  equipped  with  two  fireproof  stairs,  equipped  with 
metal  clad  sliding  doors  of  the  automatic  type;  that  both 
stairways  lead  to  street;  and  that  each  floor  above  the  first 
is  designed  to  sustain  200  lb.  live  load,  and  the  first  floor 
for  500  lbs.  sq.  ft.;  and 

Whereas,  the  applicant  contends  that  the  building  will 
be  equipped  with  a  100%  two  source  sprinkler  system ;  that 
the  building  is  now  equipped  with  a  standpipe  system  and 
each  floor  is  divided  into  four  sections  with  fire  walls  of 
reinforced  concrete ;  that  the  barrels  of  liquors  will  be  stored 
on  individual  supports  provided  with  racks  on  which  the 
barrels  are  rolled  or  supported ;  that  these  racks  will  be 
constructed  of  substantial  materials  thoroughly  braced  and 
welded ;  that  there  is  little  likelihood  of  sparks  resulting 
from  the  rolling  of  barrels  on  these  racks  which  are  so 
constructed  that  the  barrels  cannot  fall ;  that  all  racks  will 
be  grounded  to  the  concrete  floor  construction ;  that  all 
barrels  at  the  time  of  their  initial  entry  into  the  warehouse 
are  inspected  for  leaks  and  while  in  storage  are  inspected 
not  less  than  twice  each  week  to  detect  leaks ;  that  barrels 
are  stored  with  bungs  up ;  that  there  is  little  likelihood  of 
volatide  fumes;  that  no  smoking  will  be  permitted;  that  the 
only  possible  hazard  in  the  building  will  be  that  portion 
designed  as  the  regauging  room  in  which  barrels  are  opened 
in  the  process  of  regauging  or  recoopering;  that  this  room 
will  be  adequately  ventilated  and  all  electric  equipment 
throughout  this  section  will  be  of  the  explosion  proof  type ; 
that  it  will  be  a  serious  hardship  to  be  limited  to  storage 
two  barrels  high  instead  of  four  barrels  high  on  typical 
floors  and  7  high  on  first  floor  as  it  would  cut  the  capacity 
of  the  building  in  half  making  the  project  so  uneconomical 
that  it  would  have  to  be  abandoned ;  and 

Whereas,  in  the  opinion  of  the  Board  the  requirements 
of  Section  C19-127.0  of  the  Administrative  Code,  which 
continued  the  former  provisions  of  Section  252  of  Chapter 
10  were  intended  to  insure  that  the  floors  would  not  be 
overstressed ;  and 

Whereas,  in  the  present  application  the  floor  loads  are 
given  as  500  lbs.  per  superficial  foot  for  the  first  floor 
and  200  lbs.  per  superficial  foot  for  the  upper  floors ;  and 

Whereas,  the  applicant  states  that  even  if  the  barrels 
are  stored  as  proposed,  the  actual  ratio  would  exceed  one 
barrel  to  4  square  feet,  as  required  by  the  Administrative 
Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  App.  3142-45,  objection  F.P.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  barrels  throughout  the  build¬ 
ing  shall  not  be  stored  more  than  four  (4)  high  on  racks 
as  proposed  and  that  aisle  space  and  space  between  racks 
shall  be  maintained  on  each  floor,  as  indicated  on  revised 
plan  marked  “Received  January  18,  1946”;  that  the  type 
of  racks  and  floor  plan  shall  be  as  indicated  on  plan  marked 
“Received  November  15,  1945”  (5  sheets),  except  that 
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on  the  first  floor  the  barrels  shall  not  be  stacked  more  than 
four  high,  as  herein  required;  that  the  two-source  sprinkler 
system  shall  be  maintained  with  central  station  connection 
to  Fire  headquarters,  and  in  accordance  with  the  require¬ 
ments  therefor  as  well  as  the  standpipe  system  and  the 
fire  walls  of  reinforced  concrete;  that  a  space  of  not  less 
than  18  inches  shall  be  maintained  between  the  lowest  sprink¬ 
ler  piping  and  the  racked  barrels  on  each  floor. 


729-45-A 

APPLICANT — Harry  P.  Jaenike,  for  The  Guaranty  Trust 
Company  of  New  York  trustee  u/w  of  Elmer  E. 
Smathers,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 562-Sth  avenue  and  1  West  46th 
street,  northwest  corner  (Block  1262,  Lot  34), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  P.  Jaenike. 

For  Administration  :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative . ’ .  0 

THE  RESOLUTION  (729-45-A) 

Whereas,  Harry  P.  Jaenike,  for  the  Guaranty  Trust 
Company  of  New  York,  as  trustee  owner,  filed  November 
21,  1945  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  562  5th  avenue,  and  1  West 
46th  street,  northwest  corner  (Block  1262,  Lot  34),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  23,  1945  on  amendment  to  Alt.  Applic.  1547- 
45  reads : 

“3a.  Repeat — wood  partitions  as  shown  in  cellar  and 
upper  floors  where  marked  is  contrary  to  Section  270-6 
Labor  Law. 

3b.  Repeat — doors  opening  on  public  corridors  and 
transoms  to  be  F.P.S.C.  10.9.2.3  Code. 

3c.  Repeat — doors  opening  on  stairs  to  be  F.P.S.C. 
approved  type.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  and  penthouse,  136  ft.  in  height,  100  ft.  by  27  ft. 
1  in.  irregular  in  area,  of  class  1  construction,  erected  in 
1920,  located  in  a  business  use  and  retail  use  B  area  class 
1)4  height  district  and  used  and  occupied  since  1928  as 
follows:  cellar — storage  and  boiler  room;  1st  floor — store 
— 75  persons ;  2nd  to  penthouse  floor — offices,  showrooms  and 
factory — 75  persons  each  floor;  that  no  change  in  use  or 
occupancy  is  proposed;  that  not  more  than  25%  of  the 
floor  area  of  the  entire  building  is  used  for  manufacturing ; 
and 

Whereas,  the  applicant  further  states  that  all  wood  par¬ 
titions  above  the  cellar  story  have  been  replaced  to  comply 
with  existing  laws;  and 

Whereas,  the  applicant  contends  that  at  the  time  the  build¬ 
ing  was  converted  to  factory  use,  the  question  of  non- 
combustible  partitions  was  discussed ;  that  the  minutes  of  the 
hearing  held  by  the  Board  under  Cal.  388-28-S  indicate 
that  the  matter  of  non-combustible  partitions  had  been 
brought  to  the  attention  of  the  Board  by  the  Fire  Preven¬ 
tion  Division ;  that  all  doors  to  small  units  are  wood  and 
glass  panel  doors  with  transoms  over ;  that  partition  sashes 
have  wood  frames  and  glass  panels ;  that  the  building  has 
been  operating  for  the  past  17  years  under  these  condi¬ 
tions  and  it  would  be  a  hardship  to  the  owners  and  tenants 
if  these  doors  were  to  be  made  fireproof  and  the  borrowed 
lights  built  up,  particularly  as  the  majority  of  the  tenants 
are  in  the  jewelry  trade  with  articles  of  great  value  in 
the  various  shops ;  and 


Whereas,  the  records  indicate  the  building  was  erecetd 
under  N.B.  App.  122  of  1920;  that  occupancy  was  approved 
for  1st  floor  store  and  mezzanine,  upper  floors,  offices  and 
showrooms;  that  under  Alteration  App.  1713  of  1924,  after 
a  variation  by  the  Board  under  Cal.  388-28-S,  occupancy 
of  upper  floors  was  changed  to  offices  and  manufacturing 
not  to  exceed  25%  of  the  floor  area,  restricted  to  the  con¬ 
duct  of  light  needle  work  and  the  jewelry  trade  in  the 
readjustment,  alteration  and  nominal  repair  of  merchandise 
purchased  on  the  premises ;  that  this  occupancy  was  per¬ 
mitted  with  existing  floor  loads  of  60  lbs.  per  superficial  foot 
above  the  first  floor,  which  has  a  floor  load  of  120  lbs.; 
that  certificate  of  occupancy  14183  was  issued  in  1928,  super¬ 
seding  certificate  of  occupancy  2794,  issued  in  1921  ;  that 
this  appeal  is  filed  due  to  altering  the  mezzanine  to  a  full 
floor ;  and 

Whereas,  upon  inspection  the  Board  found  that  the  doors 
to  stairs  are  gobd  quarity  kalamein-type,  manufactured  by 
Howell,  Field  and  Goddard,  and  are  fireproof,  self-closing 
and  3  ft.  in  width. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1547-45  and  that  the  appeal  be  and 
it  hereby  is  granted  as  to  objections  3a  and  3b  on  condition 
that  all  wood  partitions  now  existing  in  the  cellar  shall  be 
entirely  removed ;  that  on  the  upper  floors  no  wood  par¬ 
tition  shall  be  maintained,  except  that  existing  wood  doors 
opening  into  spaces  not  used  for  factory  purposes  may  be 
continued,  as  indicated  on  plans  marked  “Received  No¬ 
vember  21,  1945”  (15  sheets)  ;  that  any  wood  doors  in 
spaces  now  lawfully  used  for  manufacturing  purposes  may 
be  continued,  provided  such  doors  are  made  to  swing  out¬ 
wardly  in  the  direction  of  exit  and  are  hard-wood  doors 
and  have  all  glass  removed  and  wire  glass  substituted 
therefor ;  that  this  shall  also  apply  to  fan  lights  for  doors 
and  to  borrowed  light  openings  in  hallway  partitions ;  as 
to  objection  3c  that  the  existing  doors  opening  to  stairs 
may  be  continued,  provided  same  are  maintained  self¬ 
closing  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  a  new  certificate  of  occupancy  shall  be  ob¬ 
tained;  that  a  floor  plan  shall  be  filed  with  the  borough 
superintendent,  showing  the  amount  of  space  now  used  for 
manufacturing  on  each  floor,  so  that  same  may  be  checked 
for  compliance  with  the  zoning  resolution  as  to  factory 
occupancy  being  kept  within  25  per  cent,  of  total  floor  area ; 
that  other  than  as  herein  modified,  the  resolution  adopted 
by  the  Board  under  Cal.  388-28-S  on  June  10,  1928,  shall 
be  complied  with. 


742-45-A 

APPLICANT — Kops  Brothers,  Inc.,  lessee,  for  Kops 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 100-02  Rockaway  boulevard, 
southwest  corner  of  101st  street  (basement)  ;  (Block 
9539,  Lot  1),  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  E.  Smith. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (742-45-A) 

^  Whereas,  Kops  Brothers  Inc.,  lessee,  for  Kops  Realty 
Corporation,  owner,  filed  November  3,  1945  an  application 
for  variation  of  the  requirements  of  the  Labor  Law  affect¬ 
ing  premises  100-02  Rockaway  boulevard,  southwest  corner 
of  101st  street  (Block  9539,  lot  1),  Ozone  Park,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
October  8,  1945  reads: 
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“In  response  to  your  letter  of  October  4,  1945,  where¬ 
in  you  request  a  permit  for  your  employees  to  smoke 
in  the  lunchroom  located  in  your  factory,  you  are  ad¬ 
vised  that  your  request  must  be  denied  for  the  reason 
that  smoking  in  all  parts  of  factories  is  prohibited  by  the 
provisions  of  the  State  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories,  30  ft.  in  height,  200  ft.  by  65  ft.  in  area,  of  class  1 
construction,  on  a  lot  200  ft.  by  800  ft.  in  area,  erected  in 
1922,  located  in  an  unrestricted  use  A  area  class  1  height 
district  and  used  and  occupied  since  1922 :  cellar — boiler 
room  and  storage — 10  persons,  lunchroom — 312  persons;  1st 
floor — office,  stock  and  shipping — 87  persons  ;  2nd  floor — 
storage  and  manufacturing  of  Singer  sewing  machines  and 
corsets — 270  persons ;  that  the  building  is  equipped  with  a 
one  source  sprinkler  system  and  an  approved  standpipe 
system,  one  interior  stairs  and  two  fire  towers  from  roof 
to  street ;  that  there  are  three  exterior  stairs  at  both  ends 
of  lunchroom  leading  to  yard  in  rear  of  building  with  ready 
access  to  street;  and 

Whereas,  the  applicant  requests  permission  for  its  em¬ 
ployees  to  smoke  in  the  lunchroom  as  indicated  on  plans 
filed  with  this  appeal. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

•f  by  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
October  8,  1945,  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  smoking  shall  be  permitted  throughout 
the  building,  except  in  the  space  in  the  cellar  as  shown  on 
revised  plans  marked  “Received  January  14,  1946”  and  indi¬ 
cated  as  “lunch  room” ;  that  this  space  shall  be  separated 
from  the  balance  of  the  cellar  by  metal  covered  partition 
from  floor  to  ceiling,  with  any  doors  therein  fireproof  and 
self-closing;  that  such  receptacles  shall  be  installed  as  the 
rules  require  for  smoker’s  refuse  and  signs  shall  be  posted 
as  may  be  determined  by  the  fire  commissioner  indicating 
that  smoking  is  permitted  within  this  lunch  room  ;  that  the 
exits  therefor  as  indicated  on  such  plans,  shall  be  main¬ 
tained  ;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct  in  addition 
to  the  one  source  sprinkler  system  and  standpipe  system ; 
that  this  variance  shall  continue  only  so  long  as  the  prem¬ 
ises  are  occupied  as  proposed  and  maintained  to  the  satisfac¬ 
tion  of  the  fire  commissioner. 


751-45-A 

APPLICANT — Sylvia  Fleischman,  owner  (A.  and  L„  Up¬ 
holstery  Shop,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1618-1620  Broadway,  west  side, 
50  ft.  south  of  Macon  street  and  15-17  Hopkinson 
avenue  (rear)  ;  (Block  1499,  Lot  4)  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Zirn  and  Louis  Kamenet¬ 
sky. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmaitve :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (751-45-A) 

Whereas,  Sylvia  Fleischman,  owner  for  A.  and  L.  Up¬ 
holstery  Shop  Corp.,  lessee,  filed  December  4,  1945,  an  ap¬ 
peal  from  an  order  and  a  decision  of  the  Fire  Commissioner, 
affecting  premises  1618-1620  Broadway,  west  side,  50  ft. 
south  of  Macon  street  and  15-17  Hopkinson  avenue  (Block 
1499,  Lot  4),  Borough  of  Brooklyn;  and 
Whereas,  Order  No.  15678  LF  issued  by  the  Fire  Com¬ 
missioner  September  12,  1945,  reads: 


“1.  Provide  throughout  the  building  a  fixed  fire  ex¬ 
tinguishing  system  or  other  means  for  the  extinguish¬ 
ment  of  fire  satisfactory  to  the  Fire  Commissioner. 
Sec.  C19-161.0  Admin.  Code.” 

and 

Whereas,  the  decision  of  the  Fire  Commissioner  dated 
October  16,  1945,  reads  in  part  as  follows : 

“This  will  acknowledge  receipt  of  your  registered  let¬ 
ter  dated  October  9th  wherein  you  request  the  modifi¬ 
cation  of  Order  No.  15678-LF  and  the  cancellation  of 
said  order  after  fireproof  receptacles  have  been  provided 
by  the  tenant. 

In  reply  you  are  informed  that  your  request  must  be 
denied.  The  rules  of  the  Department  require  that  a  fixed 
fire  extinguishing  system  be  provided  in  all  premises 
exceeding  two  stories  in  height  wherein  combustible 
fiber  is  used  or  stored.  The  fact  that  you  have  obtained 
a  Certificate  of  Occupancy  does  not  relieve  you  from 
the  necessity  of  complying  with  the  Order  in  question.” 

and 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  13,  1945,  reads: 

“"This  will  acknowledge  receipt  of  your  letter  of 
November  9th  with  further  reference  to  Order  No. 
15675-LF,  and  we  note  your  statement  that  the  decision 
of  the  Board  of  Standards  and  Appeals  was  unknown  to 
you  and  also  to  this  office. 

In  this  connection,  you  will  please  be  informed  that 
there  is  a  copy  of  the  resolution  in  the  folder  and  has 
been  since  the  action  of  the  Board.  This  resolution  has 
no  connection  and  does  not  affect  in  any  manner  the 
issuance  of  the  Order  for  the  fixed  fire  extinguishing 
system.  Furthermore,  your  request  for  reissuance  of 
the  Order  is  hereby  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories,  34  ft.  in  height,  37  ft.  front  on  Broadway,  49  ft. 
4  in.  front  on  Hopkinson  avenue  with  an  average  depth  of 
100  feet,  of  Class  3  construction,  erected  in  1927,  located 
in  a  business  use,  C  area,  Class  1  height  district,  used  and 
occupied  as  follows :  Cellar,  boilerroom  and  storage  of 
furniture;  1st  floor,  store  and  storeroom,  3  persons;  2nd 
floor,  upholstery  work,  3  persons ;  3rd  floor,  upholstery 
work,  office  and  showroom,  4  persons  ;  that  the  entire  build¬ 
ing  is  occupied  by  one  tenant  doing  upholstery  work  on 
furniture  for  retail  public  and  furniture  trade;  that  the 
building  is  equipped  with  two  3  ft.  8  in.  wood  stairs,  en¬ 
closed  in  fire-retarded  partitions  with  fireproof,  self-closing 
doors  leading  directly  to  street;  that  a  ladder  with  scuttle 
to  roof  is  provided ;  and 

Whereas,  Certificate  of  Occupancy  84836  issued  Novem¬ 
ber  3,  1937,  permits  the  use  of  the  Cellar  for  upholstery 
storage  with  an  occupancy  of  10  persons;  1st  floor,  store 
with  occupancy  of  5  persons ;  2nd  floor,  upholstery  manu¬ 
facturing,  25  persons  and  a  live-load  of  60  lbs.  and  limiting 
the  area  to  be  used  for  manufacturing  on  this  floor  to  3300 
sq.  ft.  and  permitting  the  use  of  the  3rd  floor  for  show¬ 
room,  office  and  upholstery  manufacturing,  25  persons  and 
a  liveload  of  60  lbs.  and  permitting  an  area  of  only  680 
sq.  ft.  to  be  used  for  manufacturing  on  this  floor ;  and 

Whereas,  the  applicant  contends  that  under  Cals.  139- 
37-A  and  140-37-S  the  Board  granted  a  modification  of  the 
borough  superintendent’s  decision  and  a  variation  of  the 
Labor  Law  and  authorized  the  building  to  be  used  for  up¬ 
holstery  storage  and  manufacturing  with  a  total  of  65  em¬ 
ployees;  that  upon  compliance  with  the  conditions  of  the 
Board’s  resolution,  the  borough  superintendent  issued  C.O. 
84836  permitting  the  building  to  be  so  used;  that  in  1943 
the  present  owner  leased  the  building  to  the  present  tenant 
which  has  been  conducting  the  business  of  doing  uphostery 
work  on  furniture,  employing  only  15  persons  under  a  lease 
winch  expires  February  28,  1946;  that  the  order  of  the 
Fire  Commissioner  herein  appealed  was  issued  because  an 
inspector  found  some  loose  fiber-hair  on  the  premises  ;  that 
the  tenant  to  obviate  the  cause  of  the  order  provided  a 
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large  metal  storage  container  of  approved  type  on  each  of 
the  two  floors  where  such  fiber-hair  is  used  and  each  em¬ 
ployee  was  equipped  with  a  covered  metal  container  to  keep 
such  fiber-hair  as  he  used ;  that  seven  or  eight  fire  pails 
were  installed  on  each  floor;  that  never  more  than  200  lbs. 
of  fiber-hair  is  kept  on  the  premises  at  any  one  time;  that 
if  the  order  were  enforced  the  cost  would  be  prohibitive 
and  the  tenant’s  established  business  would  have  to  vacate 
the  premises. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
November  13,  1945  as  to  Order  15678-LF,  Objection  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  no  manufacturing  by 
this  tenant  shall  be  carried  on  above  the  second  story  of 
the  building ;  that  the  housekeeping  conditions  shall  be  to 
the  satisfaction  of  the  fire  commissioner ;  that  the  top  or 
third  floor  shall  be  used  by  this  tenant  only  for  storage  or 
offices ;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  throughout  the  building  as  the  fire  commissioner 
shall  direct;  that  the  exits  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  December  4,  1945"  shall  be 
maintained ;  that  the  certificate  of  occupancy  C.O.  84836 
issued  in  1937  shall  hold  for  factory  space  permitted  except 
during  the  tenure  of  the  present  tenant  as  herein  pro¬ 
vided  ;  that  the  total  number  of  occupants  shall  not  exceed 
the  capacity  of  the  primary  means  of  exit  leading  directly 
to  Broadway ;  that  at  no  time  shall  more  than  500  lbs.  of 
fiber  be  kept  on  the  premises ;  that  in  all  other  respects 
all  laws,  rules  and  regulations  shall  be  complied  with  and 
as  modified  under  Cal.  Nos.  139-37-A  and  140-37-S. 


757-45-A 

APPLICANT — Sidney  L.  Strauss,  for  861  East  162nd 
Street  Realty  Corp.,  owner  (Victory  Baptist  Church, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 861  East  162nd  street,  north 
side,  100  ft.  east  of  Prospect  avenue  (basement  and 
1st  floors)  ;  (Block  2690,  Lot  96),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (757-45-A) 

Whereas,  Sidney  L.  Strauss,  for  861  East  162nd  Street 
Realty  Corporation,  owner,  (Victory  Baptist  Church,  lessee) 
filed  December  5,  1945  an  appeal  from  a  decision  of  the 
fire  commissioner  affecting  premises  861  East  162nd  street, 
north  side,  100  ft.  east  of  Prospect  avenue,  basement  and 
1st  floors  (Block  2690,  Lot  96),  Borough  of  The  Bronx; 
and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
November  14,  1945  reads : 

“In  reply  to  your  letter  in  reference  to  the  Day 
Nursery  at  the  above  premises. 

“You  are  advised  that  on  July  27,  1944,  we  approved 
the  Nursery  for  30  children  within  the  jurisdiction  of 
this  Department. 

“If  more  than  30  children  are  now  proposed  it  will 
be  necessary  to  install  an  approved  type  of  an  interior 
fire  alarm  system.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  and  basement,  45  ft.  in  height,  54  ft.  by  39  ft.  in 
area,  of  Class  3  construction,  erected  in  1922,  located  in  a 
residence  use  B  area  Class  lx/2  height  district  and  used 
and  occupied  since  August  1944 :  Cellar,  boiler  room,  stor¬ 
age  and  kitchen;  basement,  dining  room  and  club  room,  50 


persons;  1st  floor,  dance  hall  and  club  room,  50  persons; 
2nd  floor,  meeting  room  and  club  room,  60  persons ;  3rd 
floor,  dwelling,  one  apartment;  proposed  to  be  used  and 
occupied  as  follows :  cellar,  same ;  basement,  nursery  play¬ 
room,  25  persons;  1st  floor,  nursery  playroom,  25  persons; 
2nd  floor,  meeting  room  and  club  room,  60  persons ;  3rd 
floor,  dwelling,  one  apartment;  that  the  building  is  equipped 
with  one  44  in.  wide  fireproof  stairs,  brick  enclosed,  equipped 
with  hardwood  self-closing  doors  and  leading  from  top 
story  direct  to  street  and  provided  with  ladder  and  scuttle 
to  roof ;  that  there  is  one  fire  escape  in  the  westerly  court 
leading  to  grade  by  stair ;  that  windows  and  doors  on  the 
course  of  the  fire  escape  are  fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  sub-standard  fire  alarm  system  consisting  of  6  in. 
vibrating  bells  as  indicated  on  plans  filed  with  this  appeal ; 
that  below  each  bell  there  will  be  installed  a  push  button, 
each  one  to  actuate  all  gongs ;  that  wiring  will  be  run  in 
V2  in.  conduit  with  No.  14  wire ;  that  the  system  will  be 
supplied  by  two  sets  of  dry  cells  contained  in  a  wooden  box 
painted  Fire  Department  red;  it  is  therefore  requested  that 
the  Board  accept  this  type  of  system  in  lieu  of  the  system 
required  by  the  Fire  Alarm  Rules  ;  that  the  nursery  is  under 
the  program  of  the  Mayor’s  Committee  on  Wartime  Care  of 
Children ;  and 

Whereas,  the  applicant  states  that  the  present,  owner  of 
the  premises  is  the  United  Zion  Methodist  Episcopal  Church. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
November  14,  1945,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  fire 
alarm  system  shall  be  maintained  substantially  as  proposed 
and  to  the  satisfaction  of  the  fire  commissioner ;  that  fire 
drills  shall  be  maintained  at  least  once  in  two  weeks  under 
the  supervision  of  qualified  persons;  that  the  number  of 
children  shall  not  exceed  50,  and  the  only  floors  to  be  used 
for  nursery  purposes  shall  be  the  basement  and  first  floor  as 
proposed. 


758-45-A 

APPLICANT— Sidney  L.  Strauss,  for  First  A.  M.  E.  Zion 
Church,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 468-480  Tompkins  avenue  and 
52-72  McDonough  street,  southwest  corner  (1st 
and  2nd  floors)  ;  (Block  1854,  Lot  25),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (758-45-A) 

Whereas,  Sidney  L.  Strauss,  for  First  A.M.E.  Zion 
Church,  owner,  filed  December  5,  1945  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner  affecting  prem¬ 
ises  468-480  Tompkins  avenue  and  52-72  McDonough  street, 
southwest  corner,  1st  and  2nd  floors  (Block  1854,  Lot  25), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  15605-LF  issued  by  the  fire  commis¬ 
sioner  August  20,  1945  and  referred  to  in  a  decision  of  the 
fire  commissioner  November  14,  1945  reads: 

“2.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals  and  the  enclosed  approved  lay¬ 
out.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories,  45  ft.  in  height,  198  ft.  by  135  ft.  in  area,  of  class 
3  construction,  erected  in  1906,  located  in  a  business  and 
residence  use  P>  area  class  \]/A  height  district  and  used  and 
occupied  since  October  1945:  basement — heating  and  storage; 


83 


MINUTES 


1st  floor — church;  2nd  floor — gymnasium;  3rd  floor — offices; 
proposed  to  be  used  and  occupied  as  follows :  basement — 
same ;  1st  floor — church  and  nursery  ;  2nd  floor — gymnasium 
and  nursery ;  3rd  floor — offices ;  that  there  is  a  total  oc¬ 
cupancy  of  45  children  in  the  nursery;  that  the  building  is 
equipped  with  two  interior  stairs,  enclosed  in  partitions  of 
lath  and  plaster,  equipped  with  hardwood  doors  which  are 
not  self-closing ;  that  stairs  are  4  ft.  and  5  ft.  wide  and 
lead  direct  to  street;  that  there  is  no  stair  to  roof  nor  is 
there  a  ladder  or  scuttle ;  and 

Whereas,  the  applicant  contends  that  there  is  an  existing 
alarm  system  consisting  of  No.  26  annunciator  wire  run 
exposed  at  the  ceiling,  inter-connecting  6"  vibrating  bells 
with  push  button  directly  below,  as  indicated  on  plans  filed 
with  this  appeal ;  that  the  bells  are  located  in  playroom 
No.  1  on  the  second  floor  and  in  the  office  on  the  1st  floor; 
that  in  view  of  the  close  proximity  of  the  playroom  to 
exits,  it  is  requested  that  a  variation  of  the  requirements 
be  granted  permitting  the  existing  system  fed  by  dry  cell 
batteries  to  be  accepted  in  lieu  of  full  compliance  with  the 
reqquirements  of  the  Fire  Alarm  Rules  of  the  Board  of 
Standards  and  Appeals. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  15605-LF,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
fire  alarm  system  for  use  in  connection  with  the  nursery 
on  the  first  floor  and  second  floor  shall  be  maintained  sub¬ 
stantially  as  proposed,  and  to  the  satisfaction  of  the  fire 
commissioner ;  that  there  shall  be  two  sets  of  batteries 
maintained  in  a  proper  box  and  painted  Fire  Department 
red ;  that  no  other  portion  of  the  building  shall  be  used  for 
the  nursery  than  the  spaces  as  proposed  with  a  total  of 
not  over  45  children ;  that  fire  drills  shall  be  maintained 
at  least  once  in  two  weeks  in  charge  of  competent  persons ; 
that  all  doors  leading  from  spaces  to  be  occupied  for 
nursery  purposes  and  stairway  enclosure  shall  be  hardwood 
doors  and  made  self-closing  and  opening  in  the  direction 
of  exit. 


812-45-A 

APPLICANT — Joseph  Lau,  for  Merchants  Refrigerating 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 501-521  West  16th  street,  500- 
528  West  17th  street  and  97-111  10th  avenue,  en¬ 
tire  block  (Block  688,  Lot  21),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Administration :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative .  0 

THE  RESOLUTION  (812-45-A) 

Whereas,  Joseph  Lau,  for  Merchants  Refrigerating  Com¬ 
pany,  owner,  filed  December  27,  1945,  an  appeal  "from  a 
decision  of  the  Borough  superintendent,  affecting  501-521 
West  16th  street,  500-528  West  17th  street  and  97-111  10th 
avenue  entire  block  (Block  688,  Lot  21),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  26,  1945,  on  Alt.  Applic.  1653-45,  reads: 

“1.  Marquee  is  contrary  to  Section  2.4. 1.4.8  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  9 
stories,  (106  ft.)  in  height,  184  ft.  by  283  ft.  by  197  ft.  by 
356  ft.,  irregular  in  area ;  of  Class  i  construction ;  erected 
in  1918;  located  in  an  unrestricted  use,  A  area  and  Class 
2  height  district  and  used  and  occupied  for  the  cold  storage 
of  food ;  and 


Whereas,  the  applicant  further  states  that  it  is  proposed 
to  erect  two  new  sections  of  marquee,  one  marquee  section 
to  be  58  ft.  long  located  over  the  curb  cuts  on  11th  avenue, 
20  ft.  5J4  in.  south  of  West  17th  street  and  another  marquee 
to  be  34  ft.  10 Y\  in.  long;  erected  over  present  curb  cuts 
on  10th  avenue,  91  ft.  10  in.  south  of  West  17th  street;  and 

Whereas,  the  applicant  contends  that  when  the  building 
was  erected  a  marquee  was  installed  along  the  West  16th 
street  front  from  10th  avenue  to  11th  avenue  and  along 
11th  avenue  for  a  distance  of  39  ft.  l\y2  in.;  that  another 
marquee  runs  along  10th  avenue  for  a  distance  of  91  ft. 
10  in.  and  thence  along  the  entire  frontage  of  West  17th 
street  and  for  a  distance  of  20  ft.  5*4  in.  on  11th  avenue; 
that  the  building  is  used  exclusively  for  cold  storage  ware¬ 
housing  of  goods ;  that  permission  is  requested  for  erec¬ 
tion  of  the  two  new  sections  of  marquee  to  protect  from 
stormy  weather  the  trucks  during  loading  and  unloading  of 
tremendous  amounts  of  food  stuffs  handled  in  and  out  of 
this  building. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  App.  1654-45,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  marquee  shall  not  be  extended  bebyond 
the  points  indicated  on  plan  filed  with  this  appeal  marked 
“Received  December  13,  1945”  as  to  an  additional  section  on 
11th  avenue  and  also  on  10th  avenue,  provided  such  marquee 
shall  be  in  conformance  with  the  approval  of  the  Depart¬ 
ment  of  Housing  and  Buildings  on  N.B.  App.  510-16, 
amendment  dated  August  29,  1917  and  also  complying  with 
the  marquee  construction  as  indicated  on  plan  filed  with 
the  borough  superintendent  under  Alt.  App.  1653-45. 


7 -46- A 

APPLICANT — W.  M.  Dowling,  for  Mayal  Realty  Corp., 
Inc.,  owner  (Motty  Eitingon,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 540-550  West  58th  street,  south 
side,  175  ft.  east  of  11th  avenue  (5th  and  6th  floors)  ; 
(Block  1086,  Lot  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  W.  M.  Dowling  and  J.  W.  Hilton. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (7-46-A) 

Whereas,  W.  M.  Dowling,  for  Mayal  Realty  Corp.,  Inc., 
owner;  Motty  Eitingon,  lessee,  filed  January  3,  1946,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent,  affecting- 
premises  540-550  West  58th  street,  south  side,  175  ft.  east 
of  11th  avenue,  5th  and  6th  floors  (Block  1086,  Lot  52), 
Borough  of  Manhattan ;  and 
W hereas,  the  decision  of  the  borough  superintendent, 
amendment  dated  December  19,  1945,  re  Alt.  App.  1955-45, 
reads : 

“1.  Repeat.  Exits  to  comply  with  Section  270  L.  L. 
Provide  2  fireproof  enclosed  stairs  to  lead  to  street  and 
roof.  Reconsideration  denied. 

Note :  Exterior  unenclosed  stair  leading  to  fireproof 
passage  to  street  not  acceptable. 

2.  Repeat.  Windows  to  comply  with  Sect.  264  L.  L. 
Reconsideration  denied. 

4.  Repeat.  Inside  stairway  inadequate  for  no.  of  oc¬ 
cupants  on  5th  and  6th  floors.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories,  82  ft.  1)4  ft-  in  height,  150  ft.  by  90  ft.  5  in.  in  area 
at  typical  floor,  150  ft.  by  100  ft.  5  in.  in  area  at  first  floor, 
Class  1  construction,  located  in  an  unrestricted  use,  B  area, 
Class  1 1/2  height  district;  erected  in  1926,  used  since  April 
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21,  1938,  as  follows:  Cellar,  boilreroom;  1st  fl.,  service 
station  and  garage,  15  persons;  2nd  and  3rd  floors,  garage, 
12  on  2nd,  15  on  3rd ;  4th,  5th  and  6th  fls.,  vacant ;  proposed 
to  be  used  and  occupied;  cellar,  same;  1st  fl.,  same;  2nd 
and  3d  floors,  garage,  10  persons  per  floor;  4th  fl.,  storage 
and  showrooms,  25  persons;  5th  fl.,  manufacturing  fur  gar¬ 
ments,  77  persons;  6th  fl.,  manufacturing  fur  garments,  75 
persons ;  that  the  building  is  equipped  with  an  approved 
standpipe  system  and  an  interior  fire  alarm  system  and 
regular  monthly  fire  drills  are  maintained;  that  there  is 
one  3  ft.  8  in.  steel  stairs  enclosed  in  4  in.  t.c.  plastered 
both  sides,  with  1  in.  of  cement  mortar,  equipped  with  fire¬ 
proof  self-closing  doors  and  leading  from  roof  bulkhead 
direct  to  street  and  one  exterior  stairs  at  southeast  corner  of 
building  extending  to  roof  by  stairs  and  to  street  through 
fireproof  passage;  that  windows  and  doors  on  the  course  of 
the  exterior  stairs  are  fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  the  Board  under 
Cal.  241-28-S  made  a  variation  of  the  Labor  Law  on  condi¬ 
tion  that  the  factory  work  should  be  restricted  to  the  5th  and 
6th  floors  in  manual  operation  and  adjustment  to  automo¬ 
biles,  etc. ;  that  it  is  now  requested  that  a  certificate  of  occu¬ 
pancy  be  issued  to  occupy  the  building  for  manufacturing 
on  the  5th  and  6th  floors;  and 
Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  building  has  one  interior  fireproof  stairs  leading  from 
roof  to  street  complying  with  section  270  of  the  labor  law 
and  an  exterior  Unenclosed  stairway  supported  on  steel 
frame  with  5  in.  angle  iron  supports  from  grade  to  roof ; 
that  the  stair  runs  and  platforms  are  3  ft.  8  in.  wide  with 
iron  railings  47  in.  high;  that  this  stair  will  lead  to  street 
through  a  fireproof  enclosed  passageway;  that  this  stairway 
was  accepted  as  approved  exit  at  the  time  of  erection  of  the 
building ;  that  is  is  intended  to  maintain  the  present  use  of 
the  building  for  business  and  storage  with  the  exception  that 
the  5th  and  6th  floors  will  be  used  for  manufacturing;  that 
inasmuch  as  the  occupancy  of  the  other  floors  will  be  very 
low  the  exterior  fireproof  stair,  being  of  the  required  width 
and  leading  through  a  fireproof  passageway  to  street  and 
located  on  the  outside  of  a  fireproof  building,  for  all  prac¬ 
tical  purposes,  is  substantially  as  safe  as  an  interior  stair ; 
and  that  as  to  Objection  2,  the  windows  on  the  rear  are  steel 
with  wire  glass;  that  the  windows  on  the  front  are  steel 
with  plain  glass ;  that  inasmuch  as  the  building  will  be  used 
for  manufacturing  on  the  5th  and  6th  floors  only  and  since 
the  front  of  the  building  faces  a  wide  street  it  is  requested, 
in  view  of  the  hardship  of  the  owner,  that  the  Board  waive 
the  requirements  for  replacing  all  of  the  glass  in  this  exist¬ 
ing  fireproof  structure;  and  that  as  to  Objection  4,  the  ex¬ 
terior  stairway  will  lead  to  a  fireproof  passage  to  street  and 
inasmuch  as  the  occupancy  of  the  floors  below  the  4th  will 
be  very  low  (30  persons)  compared  to  42  in  the  present 
certificate  of  occupancy,  and  since  the  structure  is  fireproof 
with  approved  fire  alarm  system  and  standpipe  system,  it  is 
requested  that  the  stairway  be  included  in  consideration  of 
the  number  of  exits  required  for  the  proposed  occupancy  of 
the  5th  and  6th  floors ;  that  the  work  on  the  5th  and  6th 
floors  will  consist  of  furriers  assembling  fur  skins  into 
coats,  wraps,  etc;  and 

Whereas,  C.  O.  23536,  issued  April  21,  1938,  permits  the 
use  of  the  building  as  follows:  cellar,  boiler  room;  1st  floor, 
service  station,  15  persons,  120  lb.  live  load;  2nd  to  5th 
floors,  storage,  12,  15,  15,  and  18  persons,  respectively,  120 
lbs.  live  load ;  6th  floor,  dead  storage  of  automobiles,  20 
persons,  120  lb.  live  load;  and 
Whereas,  the  applicant  further  states  that  the  U.  S. 
Army  who  occupied  the  entire  building  during  the  war 
moved  out  of  the  4th,  5th  and  6th  floors  on  December  15, 
1945,  and  is  now  occupying  the  first,  second  and  3rd  floors ; 
that  this  lease  expires  June  30,  1946;  that  when  the  Army 
has  vacated  the  1st,  2nd  and  3rd  floors,  the  present  lessee, 
who  is  the  lessee  of  the  entire  building  for  a  period  of  10 
years  will  use  the  1st,  2nd  and  3rd  floors  for  storage  and 
business  use  and  will  discontinue  the  present  garage  and 
storage  garage  on  these  floors ;  and 
Whereas,  the  owner  of  the  building  has  filed  a  communi¬ 


cation  with  the  Board  stating  that  is  gives  its  approval 
to  its  tenants  to  use  the  1st,  2nd  and  3rd  floors  of  its  premises 
for  storage  and  business  in  the  conduct,  operation  and 
transaction  of  their  business,  providing  that  at  all  times  they 
use  the  same  in  accordance  with  law  and  the  terms  of  their 
lease  and  that  the  owner  has  no  objection  to  a  change  of 
certificate  of  occupancy  allowing  the  use  of  the  1st,  2nd  and 
3rd  floors  for  storage  and  business. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
acting  on  Alt.  Applic.  1955-45,  objection  1,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
primary  means  of  exit  shall  be  maintained  as  shown  on 
plans  filed  with  this  appeal,  marked  “Received  January  3, 
1946”  (8  sheets)  and  that  the  secondary  means  of  exit  may 
be  accepted  in  the  form  of  an  exterior  stair  previously  ap¬ 
proved  for  the  former  use  and  with  fireproof  passage  there¬ 
from  through  to  58th  street;  that  the  occupancy  per  floor 
shall  be  based  on  the  primary  means  of  exit  which  may  be 
increased  by  adding  portion  of  the  hallway  on  each  floor 
leading  to  such  primary  means  of  exit,  provided  such  hall¬ 
ways  are  separated  from  the  balance  of  the  floor  by  fire¬ 
proof,  self-closing  doors  complying  with  all  the  require¬ 
ments  therefor;  as  to  objection  2,  that  the  windows  through¬ 
out  shall  be  of  steel  frames  and  sash;  that  the  rear  windows 
shall  be  glazed  with  wire  glass  and  the  windows  facing 
58th  street  may  be  glazed  with  plain  glass,  provided  the 
size  of  lights  do  not  exceed  240  square  inches ;  and  with¬ 
drawn  as  to  item  4,  in  view  of  the  modification  granted  by 
the  Board  under  objection  1 ;  that  the  present  temporary 
use  by  the  U.S.  Government  of  the  1st  to  4th  floors  as  stor¬ 
age  space  for  motor  vehicles  may  be  permitted  to  continue, 
but  not  later  than  June  30,  1946,  and  that  upon  the  discon¬ 
tinuance  of  such  use,  all  tanks  for  the  storage  of  gasoline 
shall  be  removed  from  the  building  or  sealed  to  the  satis¬ 
faction  of  the  fire  commissioner;  and  that  thereafter  the 
balance  of  the  building,  consisting  of  the  1st  to  4th  floors 
may  be  used  for  manufacturing  or  storage,  provided  the 
occupancy  per  floor  is  in  compliance  with  the  requirements 
herein  above  stated ;  and  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  and  that  this  modifi¬ 
cation  shall  supersede  action  taken  by  the  Board  under  Cal. 
64-26-BZ  by  resolution  adopted  November  23,  1937. 


163-45-A 

APPLICANT — Kalvid  Realty  Corp.,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
September  25,  1945— re  appeal  from  a  decision  of 
the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED— 54-31  to '54-37  Myrtle  avenue, 
343-359  Woodbine  street,  northwest  corner  and  350 
St.  Nicholas  avenue,  southwest  corner  of  Woodbine 
street  (2nd  floor)  ;  (Block  3445,  Lots  1  and  32), 
Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  David  I.  Silverman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice,  on  request  of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


461-45-A 

APPLICANT — Joseph  Linde,  for  Frank  Cantasano,  Inc., 
owner. 

SUBJECT — Appeal  reopened  and  restored  to  calendar  Oc¬ 
tober  2,  1945 — re  Appeal  from  an  order  and  a  deci- 
cision  of  the  fire  commissioner  (previously  dismissed 
for  lack  of  prosecution). 
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PREMISES  AFFECTED — 442  Pearl  street,  north  side, 
243  ft.  IO9.4  in.  east  of  Park  Row  (Block  118,  Lot 
8),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration  :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


693-45-A 

APPLICANT — Martyn  N.  Weston,  for  Arthur  Herz,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 270-272  West  19th  street,  south 
side,  150  ft.  east  of  8th  avenue  (1st  floor)  ;  (Block 
768,  Lots  75  and  76),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Martyn  N.  Weinstein  and  Arthur 
Herz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


723-45-A 

APPLICANT — Carl  W.  Salminen,  for  J.  DiBenedetto  and 
L.  DeMonte,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  decisions 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 58-50  and  58-56  214th  street, 
northwest  corner  of  Horace  Harding  boulevard 
(Block  7464,  Lot  27),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


784-45-A 

APPLICANT — Abraham  Davis,  for  Kapp  Realty  Co., 
owner  (Fisher-Beer  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 39-12  to  39-16  Main  street, 
west  side,  53.48  ft.  north  of  Roosevelt  avenue  and 
135-33  to  135-37  Roosevelt  avenue  (cellar)  ;  (Block 
4976,  Lots  3,  6,  7  and  53),  Flushing,  Borough  of 
Quens. 

APPEARANCES— 

For  Applicant:  Abraham  Davis  and  Joseph  Otis. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


416-45-A 

APPLICANT — J.  M.  Berlinger,  for  Harlem  Savings  Bank, 
owner. 

SUBJECT — Appeal  reopened  October  9,  1945,  re  Appeal 
from  a  decision  of  the  borough  superintendent  (pre¬ 
viously  denied). 

PREMISES  AFFECTED — 40-48  Burnside  avenue,  south¬ 
east  corner  of  Grand  avenue  (2nd  floor)  ;  (Block 
2870,  Lot  26),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  J.  M.  Berlinger. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
2  P.M.,  for  further  consideration. 


712-45-A 

APPLICANT — Arthur  Jovis,  for  Milton  Steiner,  owner 
(Anna  Hoffman,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 5440  Independence  avenue,  east 
side,  315.46  ft.  north  of  West  254th  street  (1st  and 
2nd  floors)  ;  (Block  3425,  Lot  284),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1946  at 
2  P.M.,  for  consideration. 


721 -45- A 

APPLICANT — The  Park  Avenue  Operating;  Co.,  Inc., 
owner. 

SUBJECT^-Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 33  West  51st  street,  north  side, 
494  ft.  west  of  5th  avenue  (Block  1267,  Lot  17), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Floyd  D.  Frost  and  R.  A.  Haddin. 
For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD- — Laid  over  to  February  5,  1946  at 
2  P.M.,  for  further  consideration. 


798-45-A 

APPLICANT — F.  P.  Platt  and  Brother,  for  International 
Business  Machines  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 590  Madison  avenue,  southwest 
corner  of  East  57th  street  (20th  floor)  ;  (Block 
1292,  Lot  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  C.  C.  Platt,  J.  S.  Bookwalter  and 
A.  F.  Joquier. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1946  at 
2  P.M.,  for  further  consideration. 


ZONING  APPLICATIONS. 

497-23-BZ 

APPLICANT — Edwin  W.  Kleinert,  for  Bedford  President 
Garage,  Inc.,  lessee;  for  1590  Bedford  Avenue 
Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  alteration 
and  conversion  of  occupancy  of  part  of  a  garage 
for  more  than  five  motor  vehicles  (previously  de¬ 
nied  by  Board  and  granted  by  the  Court)  so  as  to 
form  an  alcove  gasoline  service  station. 
PREMISES  AFFECTED — 1572-1590  Bedford  avenue  and 
1049-1057  President  street,  northwest  corner  (Block 
1273,  Lot  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Edwin  W.  Kleinert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (497-23-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles,  affecting  premises 
1572-1590  Bedford  avenue  and  1049-1057  President  street, 
northwest  corner  (original  address  1578-1586  Bedford  ave¬ 
nue)  ;  (Block  1273,  Lot  46),  Borough  of  Brooklyn,  was 
denied  by  the  Board  October  3,  1924;  and 

Whereas,  the  action  of  the  Board  was  reversed  by  the 
court  and  the  garage  erected  and  occupied;  and 

\\  hereas,  the  resolution  of  the  Board  was  amended  April 
11,  1939,  permitting  the  inclusion  of  an  alcove  gasoline 

service  station,  time  to  obtain  permits  and  complete  the 
work  extended  April  29,  1941,  May  12,  1942,  May  18,  1943, 
May  31,  1944  and  June  12,  1945;  and 

Whereas,  the  applicant  requested  an  amendment  to  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  October 
3,  1924,  as  amended  by  resolutions  adopted  by  the  Board 
through  June  12,.  1945,  by  adding  thereto: 

“that  in  view  of  statement  by  the  applicant  that  the 
garage  use  has  been  temporarily  discontinued  during 
the  war  emergency  and  that  the  owner  intends  to 
continue  the  garage  use  and  also  install  the  gasoline 
selling  alcove,  as  permitted  by  this  Board,  and  that 
temporarily  the  building  has  been  occupied  by  Santini 
Brothers  in  the  upper  stories  for  storage  of  household 
furniture  and  by  Standard  Brands  on  the  first  floor  for 
storage  of  canned  goods,  that  such  use  may  be  per¬ 
mitted  temporarily  for  a  term  not  over  three  months 
from  the  date  of  this  amended  resolution ;  that  the  gar¬ 
age  use  may  thereafter  be  restored  provided  such  use 
is  promptly  restored  and  no  other  use  is  permitted  in  the 
building  unless  the  garage  and  proposed  gasoline  selling 
alcove  are  permanently  discontinued ;  that  a  temporary 
certificate  of  occupancy  from  the  Department  of  Hous¬ 
ing  and  Buildings  shall  be  obtained.” 


737-28-BZ 

APPLICANT — Ray  Vincent  Mayham,  tenant,  for  Frank 
Mosner  and  Frank  Benes,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 


PREMISES  AFFECTED — 28-09  31st  street,  southeast 
corner  of  28th  avenue  (Block  619,  Lots  45  to  50, 
inclusive),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Ray  Vincent  Mayham. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  q 


THE  RESOLUTION  (737-28-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  28-09  31st  street,  south¬ 
east  corner  of  28th  avenue  (Block  619,  Lots  45  to  50,  in¬ 
clusive),  Astoria,  Borough  of  Queens,  was  granted  by  the 
Board  on  September  22,  1937,  on  certain  conditions,  permit 
extended  on  October  17,  1939  and  November  18,  1941  and 
January  18,  1944,  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  22,  1937,  as 
amended  by  resolutions  adopted  through  January  18,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  that  other  than  as  herein 
amended,  the  resolution  adopted  by  the  Board  September 
22,  1937,  shall  be  complied  with  in  all  respects  and  that 
a  certificate  of  occupancy  shall  be  obtained  (Corr.  281- 
37) .  ’ 


185-33-BZ 

APPLICANT  Simon  B.  Kopp,  for  Sadie  Teitelbaum, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
for  a  term  of  two  years,  permitting  partly  in 
business  and  partly  in  residence  use  district,  the 
maintenance  of  an  automobile  wrecking  and  junk 
storage  yard. 

PREMISES  AFFECTED— 2284-2296  West  8th  street  and 
129-143  Avenue  W,  northwest  corner  (Block  7142, 
Lots  48  and  53),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant — Simon  B.  Kopp. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  q 

THE  RESOLUTION  (185-33-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  district  and  partly 
in  a  residence  district,  an  automobile  wrecking  and  junk 
storage  yard,  affecting  premises  2284-2296  West  8th  street 
and  129-143  Avenue  W,  northwest  corner  (Block  7142,  Lots 
48  and  53),  Borough  of  Brooklyn,  was  granted  by  the  Board 
January  16,  1934,  on  certain  conditions,  permit  extended 
February  4,  1936,  February  8,  1938,  January  6,  1940,  Janu¬ 
ary  27,  1942  and  January  18,  1944,  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 
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Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutions  adopted  through  January  18, 
1944,  only  so  far  as  it  has  reference  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 

“*  *  *  granted  under  section  7 h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  *  *  *  an  automobile  wrecking  and  junk  storage 
yard  on  condition  *  *  *  that  other  than  as  amended 
herein  the  resolution  adopted  by  the  Board  January  16, 
1934,  including  the  amendment  of  January  27,  1942, 
shall  be  complied  with  in  all  respects.” 


39-37-BZ 

APPLICANT— John  J.  Morro,  for  Cross  Country  Gaso¬ 
line  Station,  Incorporated,  owner  (Alden  Gas  Sta¬ 
tions,  lessee). 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  busines  use  district,  the  extension 
of  a  gasoline  service  station,  so  as  to  permit  the 
parking  and  storage  of  more  than  five  motor 
vehicles,  for  a  term  of  two  years. 

PREMISES  AFFECTED — 619-641  Coney  Island  avenue, 
east  side,  from  Slocum  place  to  Mathews  place, 
1-5  Slocum  place  and  2-8  Mathews  place  (Block 
5141,  Lots  53  and  74),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Martin  J.  Sones. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (39-37-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  extension  of  an  existing  gasoline  service  station 
and  also  the  inclusion  of  a  brake  testing  service,  premises 
619-641  Coney  Island  avenue,  east  side,  between  Mathews 
place  and  Slocum  place,  2-8  Mathews  place  and  1-5  Slocum 
place  (Block  5141,  Lots  53  and  74),  Borough  of  Brooklyn, 
was  granted  by  the  Board  June  15,  1937,  on  certain  condi¬ 
tions  and  the  resolution  amended  November  3,  1937 ;  and 

Whereas,  John  J.  Morro,  for  Cross  Country  Gasoline 
Station,  Inc.,  owner  (Alden  Gas  Stations,  lessee)  requested 
reopening  of  the  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  extension 
of  such  gasoline  service  station  so  as  to  permit  for  a  tem¬ 
porary  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1942,  on  certain  conditions,  permit  extended 
January  11,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  15,  1937,  as 
amended  through  January  11,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 


“that  such  use  may  be  permitted  under  section  7h  for  a 
term  of  two  years  from  the  date  of  this  amended  reso¬ 
lution,  on  condition  *  *  *  and  that  other  than  as 
amended  herein,  the  resolution  amended  by  the  Board 
January  6,  1942,  shall  be  complied  with;  and  that  a  new 
certificate  of  occupancy  shall  be  obtained.” 


375-40-BZ 

APPLICANT — Lauritz  Lauritzen,  for  Walter  A.  Beaudel, 
owner  (Beaudel  Brothers,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  alteration 
and  reconstruction  of  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED — 144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit  avenue  and 
186-08  144th  street,  southwest  corner  of  Springfield 
boulevard  (Block  3816,  Lot  76  and  part  of  Lot  63), 
Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Lauritz  Lauritzen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . .  0 

THE  RESOLUTION  (375-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  altera¬ 
tion  and  reconstruction  of  an  existing  gasoline  service  sta¬ 
tion,  affecting  premises  144-12  Springfield  boulevard,  north¬ 
west  corner  of  North  Conduit  avenue  and  186-08  144th 
street,  southwest  corner  of  Springfield  boulevard  (Block 
3816,  Lot  76  and  part  of  Lot  63),  Springfield  Gardens, 
Borough  of  Queens,  was  granted  by  the  Board  December 
3,  1940,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  November  5,  1941,  March  30,  1943  and 
November  20,  1945;  and 

Whereas,  the  applicant  requested  an  amendment  to  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  3,  1940,  as 
amended  by  resolutions  adopted  through  November  20,  1945 
and  specifically  as  to  resolution  dated  March  30,  1943,  ap¬ 
proving  plans,  so  that  as  amended  this  resolution  shall  have 
the  following  addition : 

“*  *  *  that  the  extension  to  the  rear  marked  on  such 
approved  plans  ‘sales  room’  may  be  omitted,  provided 
that _  in  all  other  respects  the  approved  plan  shall  be 
carried  out  and  the  space  proposed  to  be  occupied  by 
such  sales  building  shall  be  included  in  the  area  adjacent 
to  be  landscaped,  as  indicated  on  plan  marked  ‘Received 
January  10,  1946’  (N.B.  1468-40).” 


(Remaining  minutes  of  the  meeting  of  January  22,  1946 
will  be  printed  in  the  Bulletin  of  February  5,  1946.) 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents ;  by  mail  85  cents. 
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uary  29,  1946,  Affecting  Calendar  Numbers  345-36-BZ, 
563-45-BZ,  313-19-BZ,  185-31-BZ,  1205-40-BZ,  107-42- 
BZ,  460-45-BZ,  559-45-BZ,  593-45-BZ,  738-45-BZ,  755- 
45-BZ,  -793-45-BZ,  806-45-BZ,  5-46-A,  820-45-A  and  816- 
45-A. 
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uary  29,  1946,  Affecting  Calendar  Numbers  520-45-A, 
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337-43-SM. 


COURT  DECISIONS 

IN  AN  ACTION  for  declaratory  judgment,  seeking  to  have  the  Zon¬ 
ing  Law  of  the  Village  of  East  Hampton  declared  unconsti¬ 
tutional  as  to  a  site  upon  which  the  owner  desired  to  erect 
a  super  gasoline  station  where  the  use  district  prohibited 
it,  Mr.  Justice  Cuff  at  Special  Term,  Supreme  Court, 
cited  among  others,  the  decision  of  the  Court  of  Appeals 
in  Dowsey  vs.  Village  of  Kensington  and  quoted  the  find¬ 
ing  of  the  Court  in  that  case  as  applicable  to  the  one  at 
bar,  i.e.,  “To  sustain  the  attack  upon  the  validity  of  the 
ordinance,  an  aggrieved  property  owner  must  show  that  if 
the  ordinance  is  enforced,  the  subsequent  restrictions  upon 
his  property  preclude  its  use  for  any  purpose  to  which  it  is 
reasonably  adapted.”  The  Court  found  “that  the  plaintiff’s 
proof  falls  far  short  of  satisfying  the  rule  as  enunciated 

by  the  Court  of  Appeals  to  accomplish  the  voidance  of  the 
ordinance  complained  of.”  (N.Y.  Law  Journal,  January  11, 
1946,  page  148.) 

*  *  *  * 

Official  Referee,  Hon.  George  H.  Taylor,  Jr.  reversed  the  New 

Rochelle  Board  of  Zoning  Appeals  in  denying  an  appli¬ 

cation  to  “reestablish  a  gasoline  station”  established  prior 
to  a  change  in  the  zoning  restriction.  Due  to  restrictions 
as  to  gasoline,  the  station  was  temporarily  discontinued 
and  the  pumps  were  removed  but  not  the  tanks  and  some 
other  station  equipment.  The  official  referee  found  that 
the  vested  right  continued  in  view  of  there  being  no 

evidence  that  the  non-conforming  use  was  voluntarily  aban¬ 
doned.  Citing  several  cases,  the  official  referee  stated  in 

part,  “The  right  to  resume  a  non-conforming  use  after 
a  period  of  non-user  or  of  different  use  from  that  in  effect 
at  or  before  the  time  of  zoning  depends  upon  the  solution 
of  the  question  of  what  amounts  to  an  abandonment  of  the 
use  under  the  applicable  ordinance.  A  mere  temporary 

discontinuance  of  a  prior  non-conforming  use  will  not  of 
itself  show  an  abandonment  thereof  and  of  the  vested  right 
connected  therewith,  so  as  to  preclude  the  revival  of  such 
non-conforming  use.  This  is  true,  even  if  the  discontinu¬ 
ance  is  protracted.  Abandonment  in  law  depends  upon  the 
concurrence  of  two  factors  only,  (1)  the  intention  to  abandon 
or  relinquish,  and  (2)  some  overt  act  or  some  failure  to  act, 
implying  that  the  owner  neither  claims  nor  retains  any 
interest  in  the  subject  matter  of  the  abandonment.  Time  is 
not  an  essential  element  of  abandonment.  It  has.  however, 
a  bearing  on  the  question  of  the  intention  to  abandon.  Mere 
non-user  is  not  evidence  of  abandonment,  unless  it  con¬ 
tinues  for  the  statutory  period  of  limitations  of  actions 
to  recover  the  right  of  property.  Abandonment  connotes 
a  voluntary  affirmative  completed  act.  The  relator’s  right 
was  not  lost  by  the  unpropitious  circumstances  over  which 
it  had  no  control  and  which  brought  about  a  mere  suspen¬ 
sion  of  the  non-conforming  use. 

If  the  relator  had  removed  the  balance  of  the  filling  sta¬ 
tion  equipment,  respondents’  argument  would  have  been 
conclusive,  but  it  did  not  remove  the  tanks  and  other 
paraphernalia:  and  the  pumps  were  removed  without  its 
consent.  I  think  that  no  application  to  “re-establish”  the 
station  was  necessary  -  for  the  amendment  of  1927  did  not,  as 
it  could  not,  affect  the  non-conforming  use.  On  the  whole 
case  I  find  that  there  was  no  abandonment.  (N.Y.L.J., 
January  11,  1946,  page  149.) 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 
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DOCKET 

•  New  Cases  Filed  up  to  January  29,  1946. 

Cal.  No.  Dept.  Premises  Affected 

48- 46-BZ — H.B.M. — 13  East  53rd  street,  north  side,  225 
ft.  east  of  5th  avenue  (Block  1289,  Lot  10),  Borough  of 
Manhattan,  Alt.  100-46. 

49- 46-SM — HTP  275  Gallon  Fuel  Oil  Storage  Tank, 
manufactured  by  Heat  Transfer  Products,  Inc.,  Material. 

50- 46-A— F.D. — ‘60-82  Washington  street,  west  side,  1-27 
Flint  street,  27-37  York  street,  and  66-76  Front  street, 
entire  block  (5th  floor);  (Block  50,  Lot  1),  Borough  of 
Brooklyn,  Decision  re  851-LC. 

51- 46-A — H.B.Bx. — 4745  to  4755  Bronx  boulevard  and 
550  East  242nd  street,  southwest  corner  (2nd  floor); 
(Block  5102,  Lot  27),  Borough  of  The  Bronx,  Alt.  846-45. 


62-46-A — H.B.M. — 1971-1979  1st  avenue  and  340  East 
102nd  street,  southwest  corner  (2nd  floor);  (Block 
1673,  Lots  27  and  29),  Borough  of  Manhattan,  Alt. 
2065-45. 


63-46-BZ — H.B.Q. — 108-05  to  108-15  Rockaway  boule¬ 
vard,  north  side,  30  ft.  east  of  108th  street  (Block  11475, 
Lot  1),  Richmond  Hill,  Borough  of  Queens,  N.B. 
2336-45. 


64-46-BZ— H.B.Q.— 109-64  to  109-72  Van  Wyck  boule¬ 
vard,  west  side,  120  ft.  north  of  111th  avenue  (Block 
11615,  Lot  40),  Jamaica,  Borough  of  Queens,  N.B. 
2335-45. 

Restored  to  Calendar. 

56-40-BZ— H.B.Bx. — 4745-4755  Bronx  boulevard  and  550 
West  242nd  street,  southwest  corner  (Block*  5102,  Lot 
27),  Borough  of  The  Bronx,  Alt.  846-45. 


52-46-BZ — H.B.Q. — 159-17  Hillside  avenue,  north  side, 
168.20  ft.  east  of  Parsons  boulevard  (Block  9768,  Lot 
89),  Jamaica,  Borough  of  Queens,  Alt.  1980-45. 


53-46-A — H.B.Q. — 58-48  and  58-52  212th  street,  west  side, 
92.08  ft.  and  42.08  ft.  north  of  Horace  Harding  boulevard, 
58-52  212th  street  northwest  corner  of  Horace  Harding 
boulevard,  (Block  7462,  part  of  Lot  71);  58-47  and  58-51 
212th  street,  east  side,  92.08  ft.  and  42.08  ft.  north  of 
Horace  Harding  boulevard,  58-55  212th  street,  northeast 
corner  of  Horace  Harding  boulevard  (Block  7463,  part 
of  Lot  1),  Bayside,  Borough  of  Queens,  N.B.  2121,  2122, 
2126,  2135,  2136  and  2140-45. 


556-45-BZ— H.B.M.— 410-412  West  34th  street,  south 
side,  120  ft.  west  of  9th  avenue  and  405-407  West  33rd 
street  (Block  731,  Lots  53,  36  and  37),  Borough  of  Man¬ 
hattan,  Alt.  915-45. 

28-38-SM — Cantilite  Concrete  Plank,  for  Floor  and  Roof 
Construction,  manufactured  by  Concrete  Plank,  Co.,  Inc., 
Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


54- 46-A — H.B.Q. — 35-10  36th  avenue,  southeast  corner  of 
36th  street  (Block  635,  Lot  33),  Long  Island  City,  Bor¬ 
ough  of  Queens,  M-6026-45. 

55- 46-A — H.B.M. — 312-314  Bowery,  west  side,  40  ft.  4  in. 
south  of  Bleeker  street  (Block  521,  Lot  75),  Borough  of 
Manhattan,  Misc.  F.P.  2349-45. 

56- 46-BZ — H.B.B. -139-141  Kosciusko  street,  north  side, 
300  ft.  west  of  Marcy  avenue  (Block  1779,  Lot  66),  Bor¬ 
ough  of  Brooklyn,  Alt.  1-46. 

57- 46-BZ — H.B.Q. — 168-01  to  168-09  Hillside  avenue  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block  9840, 
Lot  1),  Jamaica,  Borough  of  Queens,  N.B.  2337-45. 

58- 46-A— F.D. — 287-473  Maspeth  avenue,  northeast  cor¬ 
ner  of  Varick  avenue  (Block  2838,  Lot  1),  Borough  of 
Brooklyn,  1276-LC. 


59-46-BZ — H.B.Q. — 106-28  101st  avenue,  southwest  cor¬ 
ner  of  107th  street  (Block  9424,  Lot  7),  Ozone  Park, 
Borough  of  Queens,  Alt.  1819-45. 


60- 46-A — H.B.Q. — 106-28  101st  avenue,  southwest  corner 
of  107th  street  (Block  9424,  Lot  7),  Ozone  Park,  Bor¬ 
ough  of  Queens,  Alt.  1819-45. 

61- 46-BZ — H.B.B. — 1-7  Dare  court,  northwest  corner  of 
Plum  Beach  Channel  (Block  7547,  Lots  2162,  2164,  2166, 
2168,  2170  and  2172),  Borough  of  Brooklyn,  N.B.  1355-45. 


RULES 

Last 

Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 

Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 
and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime) ..  .Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dee. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ..  .Jan. 

Oil  Burner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Tan. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 


Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 


Publication  in  Bulletin 

28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  S2A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
1,  1946— Vol.  31,  No.  1 

12,  1945— Vol.  30,  No.  24 

1.  1946— Vol.  31,  No.  1 
24.  1936— Vol. -21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 
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Procedure,  Rules  of  . 

RefrigeratinR  Systems,  Extract  A.C. 
Smoking  in  Factories,  Rules  for. 

Sprinkler  Rules  . 

Standpipe  Fireline  Rules . 

Structural  Alterations,  Reporting. 
Tank  Trucks,  Fuel  Oil,  etc.  . .  . 

Tank  Trucks,  Gasol  ine,  etc . 

Wire  Glasfc  Rules  (Amendment  to 
Rule  SOS  of  Industrial  Code)  . . 


Last  Publication  i 
Sept.  7,  1937— Vol 
Dec.  11,1945— Vol 
Jan.  22,  1946— Vol 
June  29,  1937— Vol 
June  8,  1937— Vol 
Line  7,  1932— Vol 
Nov.  24.  1936— Vol 
Nov.  24.  1936— Vol 


n  Bulletin 

22,  No.  36 
.  30,  No.  50 
31,  No.  4 
.  22,  No.  26 
22,  No.  23 
17.  No.  23 
21,  No.  47 
21,  No.  47 


Dec.  28,  1943— Vol.  28,  No.  S2A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publication 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals  dated  De¬ 
cember  11,  1945 — Vol.  30,  No.  50,  through  the  Bulletin 
dated  January  29,  1946— Vol.  31,  No.  5. 

February  5,  1946  10  A.M. 


February  13,  1946,  10  A.M.  and  2  P.M. 


February  19,  1946,  10  A.M.  and  2  P.M. 


February  26,  1946,  10  A.M.  and  2  P.M. 


March  5,  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  12,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  12,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

618-45-BZ — Application,  October  18,  1945,  under  sections 
7c  and  7e  of  the  zoning  resolution,  of  Albert  J.  Appell. 
applicant,  on  behalf  of  Charlotte  H.  Appell,  owner,  to 
permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  from  club,  bowling  alleys,  banquet  hall  and  dwell¬ 
ing  to  retail  stores,  offices  and  dwelling;  premises  448 
West  51st  street,  south  side,  243  ft.  9  in.  east  of  10th 
avenue  (Block  1060,  Lot  154),  Borough  of  Manhattan. 

44-46-BZ — Application,  January  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Daurnar  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  D  area  district, 
the  extension  of,  present  buildings  to  cover  more  area 
than  permitted  at  curb  level;  premises  1609-1611  Avenue 
U,  north  side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brooklyn. 

556-45-BZ — Application  of  Joel  D.  Marder,  applicant,  on 
behalf  of  Newspaper  Realty  Corp.,  owner,  reopened  and 
restored  to  calendar  January  29,  1946— re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
retail  use  district,  B  area,  the  erection  of  a  six  story 
fireproof  addition  to  existing  five  story  factory  building 
fronting  West  34th  street;  to  connect  the  two"  buildings 
at  each  floor  with  fireproof  horizontal  exit;  to  replace 
present  wood  stairway  with  lawful  fireproof  enclosed 
stairway,  to  install  subdividing  partitions  and  an  eleva¬ 
tor  (previously  withdrawn);  premises  410-412  West  34th 
street,  south  side,  120  ft.  west  of  9th  avenue,  and  405-407 
West  33rd  street  (Block  731,  Lots  53,  36  and  37),  Bor¬ 
ough  of  Manhattan. 


640-45-BZ — Application,  October  23,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  Jacob  Lubroth, 
applicant,  on  behalf  of  Jacob  S.  Kaminsky,  owner,  to 
permit  in  an  unrestricted,  C  area  district,  the  extension 
of  an  existing  building  to  occupy  the  full  area  of  lot  on 
the  first  floor;  premises  60-77  Myrtle  avenue,  north  side, 
208  ft.  west  of  Fresh  Pond  road  (Block  3538,  Lot  55), 
Ridgewood,  Borough  of  Queens. 

778-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Stuyvesant  Cham¬ 
bers,  Inc.,  applicant  and  owner,  to  permit  in  a  residence 
use  district,  the  alteration  and  conversion  of  occupancy 
from  heretofore  converted  dwelling  (Class  A)  to  busi¬ 
ness  use  (portions  of  2nd,  3rd,  4th  and  5th  floors  for 
research  and  direction  in  connection  with  professional 
activities);  premises  19-20  Gramercy  Park  south  and 
86-88  Irving  place,  southeast  corner  (Block  875,  Lot 
61),  Borough  of  Manhattan. 

783-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Emil  Koeppel,  appli¬ 
cant,  on  behalf  of  Masonic  Club  of  Bay  Ridge,  owner, 
to  permit  in  a  residence  use  district,  the  use  of  the  first 
floor  for  business  purposes  (restaurant);  premises  7602- 
7608  4th  avenue,  southwest  corner  of  76th  street  (Block- 
5950,  Lot  44),  Borough  of  Brooklyn. 

786-45-BZ — Application,  December  17,  1945,  under  sec¬ 
tional  of  the  zoning  resolution,  of  James  Allen  Tuck, 
applicant,  on  behalf  of  William  Johcnning,  owner,  to 
permit  in  a  residence  use,  G  area  district,  the  erection 
of  a  garage  (one  car)  nearer  than  the  permitted  distance 
to  lot  lines;  premises  311  Beach  149th  street,  west  side, 
90  ft.  north  of  Neponsit  avenue  (Block  751,  Lot  30), 
Neponsit,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  12,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  12,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

672-45-A — 1120  Shore  boulevard,  southwest  corner  of 
Jaffrey  street  (Block  7517,  Lot  941),  Borough  of  Brook¬ 
lyn. 

90-46-A — 17-40  Metropolitan  avenue,  south  side,  299.52 
ft.  east  of  Woodward  avenue  and  25  Woodward  avenue 
(Block  3375,  Lots  15,  22,  25  and  115),  Maspeth,  Borough 
of  Queens  (under  section  35,  General  City  Law  re  bed 
of  mapped  street  widening — Metropolitan  avenue). 

98-46-A — 109-42  Rockaway  boulevard,  in  bed  of  108th 
street,  1660  ft.  north  of  North  Conduit  boulevard  and 
^70  ft.  east  of  L.I.R.R.  between  135th  and  149th  avenues- 
(Block  11539,  Lot  1  and  Block  11540,  Lot  1),  Aque¬ 
duct,  Borough  of  Queens  (under  section  35,  General 
City  Law  re  bed  of  mapped  street — 108th  street). 

HARRIS  H.  MURDOCK,  Chairman. 


(Continuation  of  the  minutes  of  the  meeting  of  Tanu-* 
ary  22,  1946.) 


442-42-BZ 

APPLICANT — Henry  C.  Brockman,  for  Guf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previouslv 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  reconstruction  and  extension  of  an  existing 
gasoline  service  station. 
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PREMISES  AFFECTED — 2001-2011  Cropsey  avenue  and 
8799-8815  20th  avenue,  northeast  corner  (Block 
6442,  Lot  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (442-42-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  recon¬ 
struction  and  extension  of  an  existing  gasoline  service  sta¬ 
tion,  affecting  premises  2001-2011  Cropsey  avenue  and 
8799-8815  20th  avenue,  northeast  corner  (Block  6442,  Lot 
5),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
September  29,  1942,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  23,  1945 ;  and 
Whereas,  the  applicant  requested  a  further  extension  for 
such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  29,  1942,  as 
amended  through  January  23,  1945,  only  so  far  as  it  has 
reference  to  the  time  within  which  to  obtain  permits  and 
complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“*  *  *  that  in  view  of  statement  by  applicant  that 
plans  have  been  approved  by  the  Department  of  Hous¬ 
ing  and  Buildings,  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution.” 


244-45-BZ 

APPLICANT — Abraham  Davis,  for  133-135  Roosevelt 
Avenue  Corporation,  Kapp  Trading  Corp.  and 
Jacob  Burgheimer,  owners  (Fisher  Beer  Co.,  les¬ 
see). 

SL1BJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  C  area  district,  the  exten¬ 
sion  in  area  of  a  building  to  occupy  100%  of  the 
area  on  the  1st  story. 

PREMISES  AFFECTED — 39-12  to  39-16  Main  street, 
west  side,  53.48  ft.  north  of  Roosevelt  avenue  and 
135-33  to  135-37  Roosevelt  avenue  (Block  4976, 
Lots  3,  6,  7  and  53),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  Otis  and  Abraham  Davis. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

t  Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (244-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  C  area  district,  the  extension  in 
area  of  a  building  to  occupy  100%  of  the  lot  area  in  the  1st 
story,  affecting  premises  39-12  to  39-16  Main  street,  west 
side,  53.48  ft.  north  of  Roosevelt  avenue  and  135-33  to  135-37 
Roosevelt  avenue  (Block  4976,  Lots  3,  6,  7  and  53),  Flush¬ 
ing,  Borough  of  Queens,  was  granted  by  the  Board  on  July 
17,  1945,  on  certain  conditions;  and 
Whereas,  request  to  reopen  the  application  for  further 
consideration  as  to  objection  2,  requiring  that  a  loading 


space  be  provided,  was  denied  by  the  Board  on  September 
11,  1945;  and 

Whereas,  the  applicant  requested  an  amendment  to  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  17,  1945,  as  to 
objection  2,  so  that  as  ametided  this  portion  of  the  resolu¬ 
tion  shall  read: 

“*  *  *  and  denied  as  to  objection  2,  except  that  exist¬ 
ing  conditions  as  proposed  may  be  continued  for  a 
period  of  not  over  two  years  from  the  date  of  this 
amended  resolution,  provided  that  loading  space  com¬ 
plying  with  the  requirements  of  the  zoning  resolution 
shall  thereafter  be  supplied.” 


413-45-BZ 

APPLICANT — Emil  Koeppel,  for  Rabbi  Samuel  A.  Rubin, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  and  re¬ 
tail  use  district,  a  proposed  building  to  be  used  as 
a  synagogue,  occupying  more  than  55%  of  the  area 
of  lot,  with  rear  yard  not  in  conformance  with  sec¬ 
tion  14a  of  Zoning  Resolution  and  with  chimney 
erected  in  rear  yard  in  excess  of  area  permitted  by 
Sec.  17c  of  Zoning  Resolution,  (previously  with¬ 
drawn  without  prejudice). 

PREMISES  AFFECTED — 154  Henry  street,  south  side, 
83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Emil  Koeppel. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . .  0 


575-32-BZ 

APPLICANT — Charles  M.  Spindler  for  Mary  Cavallaro 
and  Harriet  Sweeney,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  area  and  rearrangement— re  Applica¬ 
tion  (decision  of  the  borough  superintendent)  pre¬ 
viously  granted  on  condition  under  section  7f  of  the 
zoning  resolution  for  a  term  of  five  (5)  years,  per¬ 
mitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Merrick 
road  and  242nd  street  (Block  3645,  Lot  19),  Rose- 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  Q 


MATERIALS  SUBMITTED  FOR  APPROVAL. 
12-39-SM 

APPLICANT — Owens-Corning  Fiberglas  Corp.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  to  include  additional  names 
of  product— re  Approval  of  Red  Top  Insulating 
Wood  (previously  approved  on  condition). 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


812-39-SM 

APPLICANT — National  Brick  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  test  of  additional  sjzes 
— re  “Nabcor”  High  Pressure  Steam  Cured  Cinder 
Concrete  Blocks  (for  load-bearing  and  non-load 
bearing),  previously  approved  on  condition. 
APPEARANCES— 

For  Applicant:  Walter  Scholl,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


108-16-SR 

APPLICANT — Acme  Fire  Alarm  Co.,  Inc. 

SUBJECT — Interior  Fire  Alarm  Rules,  reopening  and 
amendment. 


APPEARANCES— 

For  Applicant :  C.  W.  Mitchell. 

For  Administration :  Richard  C.  Lent  and  Peter 
Maher,  Fire  Dep’t. 

ACTION  Ob'  BOARD — Rules  reopened  and  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RULES— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (108-16-SR) 

Whereas,  the  Acme  Fire  Alarm  Co.,  Inc.,  requested  an 
amendment  to  the  existing  Interior  Fire  Alarm  Rules;  and 

Whereas,  the  request  was  submitted  for  public  hearing  on 
January  22,  1946. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  Fire  Alarm  Rules,  only  so  far  as  it  has 
reference  to  Rule  16,  by  adding  the  words  “or  Cast  #4 3 
Aluminum”,  so  that  as  amended  this  Rule  shall  read : 

“16.1  In  fire  alarm  signal  systems  the  metal  case  en¬ 
closing  exposed  or  surface  alarm  boxes  shall  be  of  cast 
iron  or  Cast  No.  43  Aluminum  and  drilled  and  tapped 
to  receive  the  conduit.  When  exposed  to  moisture  the 
box  shall  be  enclosed  in  a  suitable  weather-proof  outer 
shell.  In  new  buildings,  approved  back  boxes  embedded 
in  the  wall  may  be  used  and  the  conduits  shall  be  prop¬ 
erly  secured  by  lock  nuts  and  bushings.” 


Adjourned:  5:15  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  29,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  December  4, 
1945,  were  approved  as  printed  in  Bulletin  No.  50,  Vol.  30. 

ZONING  APPLICATIONS 

345-36-BZ 

APPLICANT — Ira  B.  Livingston,  for  John  Seinfeld,  owner. 
SUBJECT — Application  reopened  July  3,  1945 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  alteration  and  conversion 
of  occupancy  of  basement  of  existing  multiple  dwell¬ 
ing  to  stores. 

PREMISES  AFFECTED— 2095  Grand  Concourse,  west 
side,  93.63  ft.  north  of  East  180th  Street  (Block 
3161,  Lot  26),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1946  at 
10  A.M.  for  decision  by  Board  without  further  ar¬ 
gument,  after  inspection  by  a  committee  of  the 

Board. 


563-45-BZ 

APPLICANT — William  O.  Staber,  for  Edward  W.  Winkle, 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7 a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  an  existing  gasoline 
service  station  to  gasoline  service  station,  brake  and 
battery  service  and  lubritorium. 

PREMISES  AFFECTED — 217-48  Hempstead  turnpike, 
southeast  corner  of  217th  place  (Block  11096,,  Lot 
1),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant — William  O.  Staber. 

For  Opposition :  Anna  Stein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  to  renewal. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 


313-19-BZ 

APPLICANT — Frank  Randazzo,  for  Roswin  Realty  Corp., 
owner  (Anthony  F.  Mayo  and  Harry  Sharp, 
lessees) . 
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SUBJECT — Application  reopened  September  11,  1945 — 
Application  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  inclusion  of  display 
and  sale  of  more  than  five  motor  vehicles  in  a 
garage  and  gasoline  service  station  (previously 
granted  by  the  Board). 

PREMISES  AFFECTED— 1223-1231  Coney  Island  ave¬ 
nue,  west  side,  140  ft.  north  of  Avenue  I  (Block 
6695,  Lot  56),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  Randazzo. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
N  egative  :  .  0 

THE  RESOLUTION  (313-19-BZ) 

Whereas,  this  application,  permitting  the  erection  of  a 
garage  for  more  than  five  motor  vehicles  in  a  business  use 
district,  affecting  premises  1223-1231  Coney  Island  avenue, 
west  side,  140  ft.  north  of  Avenue  I  (Block  6695,  Lot  56), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  June  19, 
1919,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  the  display  and  sale  of  more  than  five 
motor  vehicles  in  the  existing  garage  and  gasoline  service 
station;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  11,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  January  29,  1946  at  10  A.  M. ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution'  show  that  Coney  Island  avenue  is  in  a  business 
use,  C  area  and  Class  1  height  district;  Avenue  I  is  in  a 
residence  and  business  use,  C  area  and  Class  1  height  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  1,  1945,  as  amended  January  24,  1946, 
re  Alt.  App.  464-45,  reads : 

“Proposed  modification  of  present  non-conforming  use 
granted  by  the  Board  of  Standards  and  Appeals  under 
Cal.  No.  313-19-BZ  must  be  referred  to  the  Board  for 
consideration.”  * 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  100  ft.  by  100  ft.  in  depth,  one  story,  15  feet  in 
height  of  Class  3  construction;  that  it  is  proposed  to  use  a 
space  32  ft.  long  by  32  ft.  wide  located  inside  and  at  the 
front  of  building  to  display  and  sell  used  cars ;  and 
Whereas,  the  applicant  contends  that  this  building  is  a 
one-story  brick  garage  of  nonfireproof,  Class  3  construction ; 
that  outer  walls  are  brick,  floor  concrete,  ceiling,  wood 
beams  with  plasterboard  covering;  that  it  has  an  office  on 
the  first  floor  and  a  small  fireproof  cellar  for  the  heating 
plant,  accessible  from  the  outside;  that  the  building  fronts 
100  ft.  on  Coney  Island  avenue  with  a  depth  of  100  ft.  and 
approximate  height  of  15  ft.;  that  the  present  occupancy 
(public  garage  and  gas  station)  was  granted  by  the  Board 
of  Standards  &  Appeals  under  Cal.  313-19-BZ  and  subse¬ 
quently  extended  and  modified  by  Order  of  the  Appellate 
Division  of  the  Supreme  Court  of  the  State  of  New  York; 
that  the  lessee  of  the  building,  because  of  low  ebb  of  gasoline 
and  garage  business,  is  obliged  to  supplement  same  by  pur¬ 


chasing,  displaying  and  selling  used  cars;  that  the  entire 
business  is  to  be  carried  on  within  the  enclosure  of  the  build¬ 
ing;  that  the  applicant  in  behalf  of  the  lessee  has  applied 
to  the  Dept,  of  Housing  and  Buildings  for  a  new  Certifi¬ 
cate  of  Occupancy  under  Alt.  App.  464-45,  and  the  Dept,  of 
Housing  and  Buildings  has  denied  the  aforestated  applica¬ 
tion;  that  the  applicant  contends  further  that  the  additional 
use  is  a  legal  and  conforming  use  permitted  under  the  Build¬ 
ing  Code  and  Zoning  Laws  of  the  City  of  New  York;  that 
such  added  use  is  entirely  in  harmony  with  the  present 
occupancy  and  cannot  be  construed  as  an  extension  of  the 
nonconforming  use ;  that  the  sale  and  display  of  used  cars 
does  not  create  any  additional  or  new  hazards ;  that  the 
immediate  neighborhood  on  Coney  Island  avenue  is  particu¬ 
lar!);  adapted  for,  and  largely  developed  with,  buildings  used 
as  garages,  gasoline  stations,  parking  and  used  car  lots  and 
for  the  display  and  selling  of  new  and  used  cars ;  that  the 
adjacent  flanking  properties  are  developed  with  similar  uses 
and  the  added  use  will  not  detrimentally  affect  the  further 
developments  of  the  neighborhood. 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  19,  1919,  by  add¬ 
ing  thereto : 

“That  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  464-45,  dated  January  24,  1946, 
is  hereby  modified  and  the  application  for  the  use  as 
herein  requested  is  granted  in  addition  to  the  garage 
use  permitted  under  resolution  adopted  by  the  Board 
June  19,  1946  (Calendar  313-19-BZ,  Volume  I),  on 
condition  that  the  space  indicated  to  be  used  for  the 
sale  of  used  cars,  shown  on  plans  filed  with  this  appli¬ 
cation  marked  “Received  June  25,  1945”  as  32  ft.  by 
32  ft.,  located  toward  the  central  front  portion  of  the 
building,  shall  be  enclosed  in  walls  of  fireproof  material ; 
that  the  gasoline  pumps  indicated  within  the  building 
shall  either  be  removed  to  another  location  within  the 
building  or  arranged  in  an  alcove  so  as  not  to  be  within 
the  space  to  be  occupied  for  the  sale  of  used  cars;  that 
any  signs  on  the  building  advertising  the  garage  use 
and  the  sale  of  used  cars  shall  be  restricted  to  the  front 
facade  of  the  building,  excluding  temporary  signs  and 
roof  signs,  and  complying  with  the  requirements  of  the 
zoning  resolution  as  to  area  thereof  ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  throughout 
the  building  as  the  fire  commissioner  shall  direct ;  that 
in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto  other  than  as  modified  by  the  zoning  variance 
granted  under  this  Cal.  No.  313-19-BZ,  Vol.  I ;  that  all 
permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  months  from  the  date  of  this  amended 
resolution.” 


185-31-BZ 

APPLICANT — Lama  and  Proskauer,  for  Koster’s  Bakery 
Co.,  owner. 

SUBJECT — Application  reopened  April  11,  1944 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use,  C  area  district,  the 
extension  of  existing  business  building  (bakery), 
previously  granted  by  the  Board  to  cover  more 
than  permitted  area. 

PREMISES  AFFECTED— 1155-1161  Madison  street,  north 
side,  75  ft.  east  of  Central  avenue  (Block  3360, 
Lots  52  and  55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Joseph  ICoretz. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OK  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (185-31-BZ) 

Whereas,  this  application,  under  section  7a,  to  permit 
in  a  residence  use  district,  the  erection  and  maintenance 
of  an  extension  to  an  existing  business  building  (bakery), 
affecting  premises  1157-1161  Madison  street,  north  side, 
100  ft.  east  of  Central  avenue  (Block  No.  3360,  Lot  No. 
52),  Borough  of  Brooklyn,  was  granted  by  the  Board 
November  17,  1931,  on  certain  conditions,  and  resolution 
amended  January  4,  1938,  February  15,  1938  and  May  17, 
1938  and  time  to  complete  the  work  extended  on  May  9, 
1939;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  sections  21  and  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  and  business  use, 
C  area  district  the  extension  of  the  existing  business  build¬ 
ing  (bakery)  to  cover  more  than  the  permitted  area;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
April  11,  1944,  restored  to  the  calendar  and  set  for  hearing 
on  January  29,  1946  at  10  A.  M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  and  area  district  maps  accompanying 
the  zoning  resolution  show  that  Madison  street  is  in  a  resi¬ 
dence  and  business  use,  C  area  and  Class  1  height  district ; 
Central  avenue  is  in  a  business  use,  C  area  and  Class  1 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  2,  1945,  re  Alt.  Applic.  691-44,  reads: 

“1.  Resubmit  to  B.  S.  &  Appeals  any  changes  from 
the  resolution  of  B.Z.  185-31,  Bui.  21,  Vol.  23. 

2.  Area  of  extended  building  will  exceed  that  per¬ 
mitted  in  Art.  IV,  Sect.  13  of  the  Zone  Resolution. 

3.  Total  area  for  manufacturing  exceeds  that  per¬ 
mitted  in  Art.  II,  Sect.  4,  Par.  C  of  Zone  Resolution. 

4.  Provide  rear  yard  as  per  Art.  IV,  Sect.  17  of  zone 
resolution.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  75  ft.  and  100  ft.  by  100  ft.  in  depth,  2  and  3 
stories,  28  ft.  and  31  ft.  in  height,  of  Class  3  construction : 
that  it  is  proposed  to  demolish  the  3  story  frame  dwelling 
and  extend  the  existing  bakery  westerly  25  ft.  by  100  ft. 
in  depth ;  and 

Whereas,  the  applicant  contends  that  the  site,  at  the 
present  time,  is  improved  with  a  brick  building  75  ft.  by 
100  ft.,  one  portion  3  stories  in  height  and  another  portion 
2  stories,  occupied  as  a  bakery  and  two  families ;  that  the 
westerly  portion  of  the  plot  is  improved  with  a  3-story  frame 
multiple  dwelling;  that  it  is  the  intention  of  the  owners  to 
demolish  the  3-story  frame  dwelling  and  extend  the  exist¬ 
ing  bakery  westerly  25  ft.  by  100  ft.  in  depth;  that  this  new 
extension  is  to  house  office,  locker  rooms  and  oven  on  the 
first  floor,  and  sifting  room  on  the  2nd  floor;  that  the  new 
extension  is  zoned  as  a  business  district  1  times  height  dis¬ 
trict  and  a  “C”  area ;  that  in  view  of  the  fact  that  the  ex¬ 
tension  to  the  present  establishment  is  proposed  in  a  business 
use  district  and  is  urgently  required  to  meet  the  increase  in 
business,  it  is  respectfully  requested  that  this  application  be 
granted ;  and 

Whereas,  the  applicant  amended  his  application  to  include 
section  21  in  connection  with  the  extension  in  area ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution  as  to  extension  of  use  and 
that  the  applicant  had  substantiated  a  basis  of  appeal  under 
section  21  of  the  zoning  resolution  as  to  extension  of  area 


and  was,  therefore,  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardships. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution  and  that 
the  application  be  and  it  hereby  is  cjrantcd,  under  sections 
7c,  as  to  extension  of  use  and  21  as  to  extension  of  area,  to 
permit  the  extension  of  the  building  now  existing  on  the 
adjoining  premises  within  the  residence  use  district  sub¬ 
stantially  as  proposed  on  plans  filed  with  this  application, 
marked  “Received  April  4,  1944”,  except  that  the  building 
shall  not  exceed  two  stories  in  height  for  a  depth  of  not 
over  75  feet  and  not  over  15  feet  or  one  story  to  the  rear 
lot  line,  on  condition  that  this  building  shall  not  be  further 
increased  in  height  or  area ;  that  there  shall  be  no  windows 
or  other  openings  constructed  or  maintained  along  the 
westerly  or  northerly  walls  of  this  proposed  building;  that 
this  building  may  be  occupied  in  conjunction  with  the  ad¬ 
joining  buildings  under  the  same  ownership  as  permitted  by 
the  Board  under  Cal.  No.  185-31-BZ,  Vol.  I  by  resolution 
adopted  November  17,  1931  and  under  Vol.  II  by  resolution 
adopted  hv  the  Board  as  amended  May  17,  1938:  that  the 
conditions  of  such  resolution  as  to  the  construction  of  the 
buildings  within  the  residential  use  area  shall  be  maintained: 
that  all  existing  buildings  on  the  plot  now  to  be  improved 
shall  be  removed ;  that  no  advertising  signs  shall  be  main¬ 
tained  on  the  side  walls  or  roof  of  the  proposed  building 
within  the  business  use  district;  that  in  all  other  respects 
the  buildings  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  and  that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


1205-40-BZ 

APPLICANT — Jack  Z.  Cohen,  for  Geno  Arditi,  owner. 
SUBJECT— Application  reopened  October  2,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent)  un¬ 
der  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  and  unrestricted  district,  the  change 
of  occupancy  from  public  garage  for  more  than  five 
motor  vehicles,  to  storage  garage  for  more  than  five 
motor  vehicles,  in  conjunction  with  auto  service, 
sale  of  new  and  used  cars,  service  and  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED- — 421-427  East  93d  street,  north 
side,  133  ft.  4S/&  in.  west  of  East  River  drive  (Block 
1573,  Lot  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Jack  Z.  Cohen,  William  Altman  and 
Philip  Krueger. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Dep’t 
of  Parks. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (1205-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning- 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  an  unrestricted  use  district,  the  erection  of  an  addi¬ 
tional  story  upon  an  existing  building  (garage),  affecting 
premises  421-427  East  93rd  street,  north  side.  133  ft.  4%  in. 
west  of  East  River  drive  (Block  1573,  Lot  14),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  April  22,  1941, 
on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  September  9,  1942,  October  5,  1943,  October 
3,  1944  and  June  12,  1945;  and 

Whereas,  since  the  amendment  to  the  zoning  resolution, 
effective  December  2,  1944,  nullified  the  previous  grant  of 
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variance  by  the  Board,  in  view  of  no  permit  having  been 
issued  and  no  substantial  work  done  prior  thereto,  on  July 
17,  1945,  the  Board  rescinded  its  action  of  June  12,  1945, 
and  the  application  was  restored  to  the  calendar  and  set 
for  hearing  on  September  11,  1945;  and 

Whereas,  on  September  11,  1945  the  Board  reaffirmed 
the  resolution  adopted  April  22,  1941,  and  required  that  all 
permits  be  obtained  and  all  work  completed  within  one 
year  from  date  of  this  amended  resolution ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
tricts  the  change  of  occupancy  from  public  garage  for  more 
than  five  motor  vehicles  to  storage  garage  for  more  than 
five  motor  vehicles,  in  conjunction  with  auto  service  station, 
sale  of  new  and  used  cars,  service  and  motor  vehicle  repair 
shop ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  2,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  January  29,  1945  at  10  A.M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning- 
resolution  show  that  East  93d  street  is  in  residence  and  un¬ 
restricted  use,  A  area  and  Class  2  height  districts ;  East 
River  drive  is  in  residence  use,  A  area  and  Class  2  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  7,  1945,  re  Alt.  App.  3153-40  reads: 

“2.  The  proposed  use  of  this  bldg,  for  a  storage 
garage  for  more  than  five  motor  vehicles  and  in  con¬ 
junction  with  Auto  Service  Station,  sale  of  new  and 
used  cars  and  serviced  and  motor  vehicle  repair  shop 
is  not  permitted,  being  contrary  to  Sec.  3,  Article  II, 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  100  ft.  SJ/2  in.  in  depth,  on 
which  is  located  a  building  100  ft.  front  by  100  ft.  84  in. 
depth,  3  stories,  38  ft.  in  height,  of  Class  3  construction ; 
that  it  is  proposed  to  alter  the  first  floor  by  erection  of 
partitions  forming  new  auto  parts  room,  offices,  etc.,  new 
ramp  to  upper  floors ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  two-story  public  garage  and  a  third  story 
is  being  erected,  making  same  three  stories ;  that  this  third 
story  was  granted  by  the  Board  under  Cal.  1205-40-BZ; 
that  this  entire  building  was  leased  to  Klinger  Pontiac 
Corp.  in  December  1944  for  a  period  of  ten  years  with  an 
option  of  five  more  years  for  occupancy  as  one  tenant ;  that 
it  is  now  the  intention  of  the  owner  to  include  in  the  pres¬ 
ent  use  auto  service  station,  sale  of  new  and  used  cars  and 
served,  and  motor  vehicle  repair  shop  on  1st  and  2nd  floors, 
3rd  floor  to  be  used  for  storage  of  new  and  used  cars;  that 
the  only  contemplated  alteration  would  be  to  the  first  floor, 
the  erection  of  partitions  forming  new  auto  parts  room, 
offices,  waiting,  toilet  and  locker  rooms;  that  the  additional 
use  will  in  no  way  affect  the  general  suroundings. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  on  the  question  of  the 
new  application  to  permit  the  change  of  use  from  garage 
(previously  permitted  to  be  extended  in  height  by  the  Board) 
to  garage,  auto  service  station  in  conjunction  with  the  sale 
of  new  and  used  cars  and  repair  shop ;  and 

Whereas,  the  Board  recently  denied  an  application  for 
a  repair  shop  on  premises  across  the  street  from  subject 
site ;  and 

Whereas,  the  Committee  was  of  the  opinion  that  in  view 
of  the  nearness  to  East  River  drive  and  the  residential  dis¬ 
trict  that  this  application  should  not  be  granted ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution ; 


Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

107-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  Socony-Vacuum 
Oil  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  December  18,  1945 — 

Application  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution  to  permit 
in  business  use  district,  the  reconstruction  of  exist¬ 
ing  gasoline  service  station  in  proximity  to  a  play¬ 
ground,  previously  withdrawn. 

PREMISES  AFFECTED— 401-415  Dahill  road  and  2-12 
Cortelyou  road,  southeast  corner  (Block  5384,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Herman  Schner  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Dep’t 
of  Parks. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
N  egative  :  .  0 

THE  RESOLUTION  (107-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station  in  proximity 
to  a  playground,  affecting  premises  401-415  Dahill  road 
and  2-12  Cortelyou  road,  southeast  corner  (Block  5384, 
Lot  1),  Borough  of  Brooklyn,  was  withdrawn  on  Novem¬ 
ber  24,  1942 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  restoration  to  the  calendar ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  18,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  January  29,  1946  at  10  A.  M.;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Dahill  road  is  in  a  residence  and  busi¬ 
ness  use  C  area  and  class  1  height  district;  Cortelyou  road 
is  in  a  business  use  C  area  and  class  1  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  16,  1946  on  N.  B.  Applic.  111-44  reads: 

“1.  Permit  for  gasoline  service  station  was  originally 
granted  under  permit  N.B.  6558-25  on  premises  Block 
5384,  lot  1  of  dimensions  40'  x  100'. 

Proposed  extension  of  existing  gasoline  service  sta¬ 
tion,  lubrfforium,  laundry  and  office  and  construction 
of  new  building  on  premises  located  in  a  business  zone 
is  contrary  to  Article  II,  Section  4a  (4b)  of  the  Zoning 
Resolution. 

_  2.  Proposed  extension  to  existing  gasoline  service  sta¬ 
tion  on  premises  is  contrary  to  Art.  II,  Sec.  21 A  of  the 
Zoning  Resolution  because  of  the  proximity  of  an  exit 
to  a  public  playground.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  125  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  43  ft.  8  in,  front  by  26  ft.  8  in.  in  depth, 
one  story  14  ft.  234  in.  in  height,  of  class  3  construction ; 
that  it  is  proposed  to  demolish  all  of  the  existing  buildings 
and  open  grease  pits  and  construct  a  modern  one  story 
masonry  building,  housing  an  office,  lubritorium  with  two 
hydraulic  lifts,  a  utility  room,  as  shown  on  plans  filed  with 
this  application ;  and 
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Whereas,  the  applicant  contends  that  the  masonry  build¬ 
ing  proposed  will  be  45  ft.  8  in.  by  26  ft.  8  in.  in  area  and 
it  is  proposed  to  construct  along  the  easterly  lot  line  and 
the  southerly  lot  line  a  picket  fence  with  brick  piers  approxi¬ 
mately  8  ft.  on  centers,  also  repave  the  unbuilt  upon  area 
with  concrete  or  tarvia,  to  rearrange  the  existing  pump 
islands;  that  this  alteration  would  be  a  decided  improve¬ 
ment  in  the  area ;  that  adjoining  the  site  on  the  south  is  a 
coal  yard  with  10  coal  pockets ;  that  on  the  northeast  corner 
of  Cortelyou  and  Dahill  roads  there  is  a  gas  station  and  in 
Block  5384,  Lot  26  there  is  a  trolley  terminal  and  shop,  in 
Block  5384,  Lot  17  a  lumber  yard  and  sheds  and  Block  5383, 
Lot  1  a  gasoline  service  station;  that  while  it  would  appear 
that  the  dimensions  of  the  site  do  not  check  with  records 
of  the  Fire  Department,  nevertheless  this  site  has  been 
continuously  used  as  a  gas  station  since  it  was  opened 
by  previous  occupants ;  that  the  present  owners  acquired 
title  August  28,  1940  and  deed  recorded  in  the  Register’s 
office  indicates  the  plot  to  be  100  by  125  ft.  and  affidavit  is 
filed  from  the  previous  occupant  who  bears  out  the  fact 
that  he  occupied  a  plot  100  by  125  ft.  and  therefore  requests 
the  granting  of  this  application ;  and 

Whereas,  the  premises  and  area  have  been  inspected  by 
a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  to  permit  the 
existing  gasoline  service  station,  100  ft.  on  Cortelyou  road 
by  125  feet  on  Dahill  road  to  be  rearranged  substantially  as 
indicated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  January  10,  1946“  on  condition  that  all  buildings  and 
structures,  including  the  greasing  pits,  billboards  and  signs 
shall  be  removed  from  the  premises  and  the  premises  leveled 
substantially  to  the  grade  of  the  adjoining  streets;  that  the 
proposed  accessory  building  shall  be  located  and  constructed 
substantially  as  indicated  on  such  plans ;  that  the  accessory 
building  shall  comply  with  the  requirements  of  the  Building 
'  Code  therefor  and  shall  not  exceed  the  height  indicated ; 
that  the  heater  room  shall  be  separated  from  the  balance 
of  the  building  by  fireproof  construction  and  be  enterable 
only  from  the  exterior ;  that  the  accessory  building  shall  be 
arranged  and  used  only  for  the  purpose  indicated,  namely 
offices  and  accessory  use  such  as  greasing  and  washing  of 
cars ;  that  on  the  interior  lot  lines  to  the  east  and  south  a 
fence  not  less  than  6  feet  in  height  shall  be  constructed 
substantially  of  the  design  indicated  with  brick  piers,  except 
that  the  fence  portion  shall  have  steel  pickets  instead  of 
wood ;  that  the  balance  of  the  premises  where  not  occupied 
by  accessory  building,  pumps  and  areas  for  planting  shall 
be  cement-paved  or  paved  with  tarvia  or  suitable  impervious 
material ;  that  any  pumps  erected  shall  be  not  nearer  than 
10  feet  to  the  building  line  of  the  two  streets  and  in  the 
general  location  indicated  on  plans;  that  all  curb  cuts  shall 
be  removed  and  curbs  and  sidewalks  restored  and  no  curb 
cuts  constructed  except  two  not  over  40  ft.  in  width  each 
on  Dahill  road  and  two  not  over  30  feet  in  width  each  to 
Cortelyou  road  ;  that  no  portion  of  any  curb  cuts  shall  be 
nearer  than  5  feet  to  the  interior  property  lines  or  the  lot 
lines  at  the  intersection  as  extended;  that  there  shall  be 
erected  within  the  intersection  of  Cortelyou  and  Dahill 
roads  a  block  of  concrete  not  less  than  one  foot  in  height, 
extending  not  less  than  5  ft.  on  both  streets,  for  protection 
to  pedestrians ;  that  such  block  may  be  segmental  in  shape ; 
that  signs  shall  be  restricted  to  permanent  signs  attached 
to  the  facade  of  the  accessory  building  and  the  illuminated 
globes  of  the  pumps,  excluding  all  roof  signs  and  temporary 
signs,  but  permitting  the  erection  within  the  building  line 
near  the  intersection  of  a  post  standard  to  support  a  sign, 
which  may  be  illuminated,  advertising  only  the  brand  of 
gasoline  on  sale,  and  permitting  such  sign  to  extend  beyond 
the  building  line  not  over  4  feet;  that  the  areas  adjacent  to 
the  wall  to  the  east  and  south  shall  be  curbed  as  indicated 


and  the  areas  maintained  with  suitable  planting,  kept  in 
proper  condition  at  all  times ;  that  such  curbing  shall  at 
no  point  be  nearer  the  proposed  fence  than  5  feet;  that  the 
greasing  equipment  within  the  accessory  building  shall  be 
of  the  hydraulic  type  and  no  other  greasing  or  washing 
equipment  installed  on  the  premises ;  that  such  portable  fire¬ 
fighting  apliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct  and  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution. 


460-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Harry  Winkler, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  busines  use  district,  the  erection  of 
a  new  building  to  house  an  office,  lubritorium  and 
laundry ;  to  enlarge  site  and  relocate  and  add  to 
present  number  of  storage  tanks. 

PREMISES  AFFECTED — 2130-2148  Atlantic  avenue  and 
273-277  Saratoga  avenue,  southeast  corner  (Block 
1433,  Lots  6,  7,  8,  9,  10  and  109),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  Lama. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (460-45-BZ) 

Whereas,  Lama  and  Proskauer  for  Harry  Winkler, 
owner,  filed  July  20,  1945  an  application  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  business  use  district 
the  erection  of  a  new  building  to  house  an  office,  lubritorium 
and  laundry,  to  enlarge  site  and  relocate  and  add  to  present 
number  of  storage  tanks,  affecting  premises  2130-2148 
Atlantic  avenue,  273-277  Saratoga  avenue,  southeast  corner 
(Block  1433,  Lots  6,  7,  8,  9,  10,  109),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  a  business  use ; 
C  area  and  class  1  height  district;  Saratoga  avenue  is  in  a 
business  use,  C  area  and  class  1  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  27,  1945  on  N.  B.  Applic.  285-45  reads: 

“1.  Proposed  use  of  premises  located  within  a  busi¬ 
ness  use  district,  as  a  gasoline  service  station  violates 
Art.  II,  Sec.  4a-46  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  77  ft.  in  depth,  on  which  is  to  be 
erected  a  proposed  building,  65  ft.  frontage  by  25  ft.  in 
depth,  1  story,  15  ft.  in  height,  of  brick  construction;  that 
it  is  proposed  to  demolish  all  existing  buildings  and  con¬ 
struct  a  new  brick  building  thereon,  relocate  gasoline  tanks 
and  two  islands ;  and 

Whereas,  the  applicant  contends  that  the  premises  arc 
presently  improved  with  a  gasoline  service  station  at  the 
corner  of  Saratoga  and  Atlantic  avenues  and  three  2  story 
and  basement  frame  two  family  dwellings ;  that  the  gas  sta¬ 
tion  was  erected  prior  to  1925  at  a  time  when  it  was  a 
permissible  use  in  a  business  zone ;  that  the  frame  dwellings 
are  in  poor  condition  and  are  considerably  deteriorated;  that 
within  the  affected  area  there  is  located  on  the  NEC  of 
Atlantic  and  Saratoga  avenues  a  gasoline  service  station 
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and  a  permit  was  granted  for  a  gas  station  on  the  NWC  of 
Atlantic  and  Saratoga  avenues  by  the  Board,  which  pro¬ 
posal  never  materialized;  that  it  is  proposed  to  demolish  all 
existing  buildings  on  the  premises  and  construct  thereon  a 
modern  brick  building,  to  house  an  office,  lubritorium  and 
laundry  and  to  bury  six  550  gallon  gasoline  storage  tanks, 
and  two  islands  set  back  10  ft.  from  the  lot  line,  one  on 
Saratoga  avenue  and  one  on  Atlantic  avenue ;  that  the  im¬ 
provement  will  in  no  way  affect  the  adjoining  property 
owners  and  will  make  a  decided  improvement  thereon ;  that 
both  Atlantic  and  Saratoga  avenues  are  main  automobile 
arteries  and  this  location  is  naturaly  suitable  for  a  gas  sta¬ 
tion  ;  that  inasmuch  as  there  is  a  legal  gasoline  station  on  a 
portion  of  this  property,  it  is  requested  that  they  be  per¬ 
mitted  to  enlarge  the  site  so  as  to  make  a  more  practical 
gas  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  c  of  the  zoning  resolution ;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  lawfully  existing  gasoline  service  station  to 
be  reconstructed  and  extended,  substantially  as  indicated  on 
plans  filed  with  this  application,  marked  “Received  June  20, 
1945”,  on  condition  that  all  buildings  and  equipment  now  on 
the  premises  shall  be  entirely  removed  and  the  plot  leveled 
substantially  to  the  grade  of  the  surrounding  streets ;  that 
the  accessory  building  shall  be  located  toward  the  rear  of  the 
premises,  as  indicated ;  that  such  acessory  building  shall 
comply  with  the  requirements  of  the  Building  Code  therefor 
and  arranged  to  accommodate  office,  lubritorium,  auto  laun¬ 
dry,  minor  repairs  and  storage,  as  indicated ;  that  such 
accessory  building  shall  be  constructed  of  face  brick ;  that 
the  boiler  room  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  construction,  enterable  only  from  the 
exterior ;  that  there  shall  be  no  windows  constructed  open¬ 
ing  on  the  interior  lot  lines  to  the  east,  south  or  west;  that 
the  balance  of  the  premises  where  not  ocupied  by  the  pro¬ 
posed  accessory  building  shall  be  surfaced  with  concrete  or 
tarvia;  that  pumps  shall  not  be  less  than  10  feet  to  the 
street  building  line  and  shall  consist  of  two  islands,  as  indi¬ 
cated;  that  curb  cuts  shall  not  exceed  two  to  Saratoga  ave¬ 
nue,  each  not  over  25  feet  in  width  and  two  to  Atlantic 
avenue,  not  over  30  feet  in  width,  no  curb  cut  to  be  nearer 
than  5  feet  to  the  interior  lot  line  as  extended ;  that  there 
shall  be  erected  at  the  intersection  of  Saratoga  and  Atlantic 
avenues  within  the  building  line  a  block  of  concrete,  which 
may  be  segmental  in  shape,  extending  for  not  less  than  5 
feet  from  the  intersection  along  each  street  line ;  that  along 
the  lot  line  to  the  east  and  also  to  the  south  there  shall  be 
a  masonry  wall  extending  from  the  accessory  building  to  the 
street  line,  not  less  than  8  feet  in  height,  except  that  such 
wall  may  be  ramped  down  to  the  building  line  to  a  height 
of  not  less  than  5  feet  commencing  at  a  point  not  over  10 
feet  distance  from  the  street  line ;  that  advertising  shall  be 
restricted  to  permanent  signs  attached  to  the  facade  of  the 
accessory  building  and  the  illuminated  globes  of  the  pumps, 
excluding  all  temporary  signs  and  all  roof  signs,  but  per¬ 
mitting  the  erection  within  the  building  line  at  the  inter¬ 
section  of  Atlantic  and  Saratoga  avenues  of  one  sign  post 
for  supporting  a  sign  which  may  be  illuminated,  advertising 
only  the  brand  of  gasoline  on  sale,  and  permitting  such  sign 
to  extend  beyond  the  building  line  for  a  distance  of  not  over 
4  feet ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  under 
this  variance  the  premises  shall  be  used  only  as  a  gasoline 
service  station  and  for  the  uses  accessory  thereto,  consisting 
of  washing  and  greasing  cars,  and  also  minor  repairs  to 
motor  vehicles,  provided  such  repairs  are  done  with  hand 
tools  only  and  within  the  building,  as  indicated ;  and  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution 


559-45-BZ 

APPLICANT — Koch  and  Wagner,  for  Fresh  Pond  Hold¬ 
ing  Co.,  Inc.,  owner. 

SUBJECT — -Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  busines  use,  C  area,  the  erection  of 
a  one-story  and  cellar  building,  to  occupy  more  than 
60%  of  the  area  of  the  lot. 

PREMISES  AFFECTED— 1589-1591  Broadway,  north 
side,  17  ft.  east  of  Halsey  street  (Block  3408,  Lots 
8  and  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  R.  Koch  and  Charles  Auer. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

THE  RESOLUTION  (559-45-BZ) 


Whereas,  Koch  and  Wagner  for  Fresh  Pond  Holding 
Company,  Inc.,  owner,  filed  September  20,  1945  an  applica¬ 
tion  under  section  21  of  the  zoning  resolution,  to  permit  in 
a  business  use,  C  area,  the  erection  of  a  one  story  and  cellar 
building  to  occupy  more  than  60%  of  the  area  of  the  lot, 
affecting  premises  1589-1591  Broadway,  north  side,  17  ft. 
cast  of  Halsey  street  (Block  3408,  lots  8  and  9),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Broadway  is  in  a  business  use,  C  area 
and  class  1  height  district;  Halsey  street  is  in  a  business 
use,  C  area  and  class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  19,  1945  on  N.  B.  Applic.  370-45  reads: 

“3.  Proposed  building  to  occupy  more  than  60%  of  the 
area  of  the  lot  in  a  C  area  district  is  contrary  to  Art. 
IV,  Sec.  13  of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  35  ft.  frontage  by  80  ft.  in  depth,  on  which  is  to 
be  erected  a  building  35  ft.  front  by  75  ft.  6  in.  in  depth, 
1  story,  14  ft.  in  height,  of  class  3  construction;  that  it  is 
proposed  to  erect  a  one  story  and  cellar  store  building  to 
occupy  94.3%  of  the  area  of  the  lot;  and 
Whereas,  the  applicant  contends  that  the  owner  has  held 
title  to  the  property  since  1922  and  in  1943  fire  destroyed 
the  building  to  such  an  extent  that  same  had  to  be  demol¬ 
ished  by  order  of  the  Department  of  Housing  and  Build¬ 
ings  ;  that  the  building  before  the  fire  had  a  frontage  of  35 
ft.  on  Broadway,  51  ft.  4)4  in.  deep,  two  stories  in  height, 
with  a  17  ft.  7  in.  by  28  ft.  2  in.  one  story  extension  at  rear; 
that  the  owner  in  question  also  owns  lots  3  and  5  on  which 
existing  buildings  are  full  depth  of  lots,  the  building  on 
lot  5  extending  120  ft.  with  a  frontage  on  Halsey  street  of 
19  ft.  8  in.  occupied  by  a  one  and  3  story  store  building;  that 
also  on  lot  5  facing  on  Halsey  street  is  an  existing  1  story 
frame  building  16  ft.  8  in.  front  and  32  ft.  6  in.  deep,  main¬ 
taining  3  ft.  8  in.  right  of  way;  that  on  the  rear  of  adjoin¬ 
ing  corner  lot  10  there  is  an  existing  one  story  frame  store 
building  17  ft.  by  40  ft.;  that  the  owner  desired  to  erect 
this  building  prior  to  this  time  but  could  not  proceed  before 
the  zoning  law  was  amended  due  to  war  time  restrictions ; 
that  a  building  35  ft.  front  and  48  ft.  deep  which  would 
occupy  60%  of  the  area  of  this  lot  in  accordance  with  the 
zoning  law  as  recently  amended  would  be  prohibitive  finan¬ 
cially  as  same  could  not  bring  a  reasonable  rental  value  on 
the  assessed  valuation  of  these  lots  and  building  cost ;  that 
vacant  lots  are  assessed  at  $6,500  for  lot  8  and  $6,100  for 
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lot  9;  that  a  prospective  tennant  cannot  use  a  building  48  ft. 
deep;  that  the  40%  unoccupied  portion  will  not  benefit  the 
Broadway  frontage  nor  the  residential  buildings  on  the  rear 
of  Halsey  street ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  failed 
to  substantiate  a  basis  of  appeal  under  sectional  21  of  the 
zoning  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

593-45-BZ 

APPLICANT — M.  Martin  Elkind,  for  Home  Life  Insur¬ 
ance  Company,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tended!)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  D  area,  the 
erection  of  a  garage  and  laundry  to  occupy  the 

entire  lot. 

PREMISES  AFFECTED— 104-03  101st  street  and  101-02 
Liberty  avenue,  southeast  corner  (Block  9522,  Lot 
1),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Park*. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (593-45-BZ) 

Whereas,  M.  Martin  Elkind  for  Home  Life  Insurance 
Company,  owner,  filed  October  1,  1945,  an  application  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use,  D  area  district  the  erection  of  a  garage  and 
laundry  to  occupy  the  entire  lot:  premises  104-03  101st 
street  and  101-02  Liberty  avenue,  southeast  corner  (Block 
9522,  lot  1),  Richmond  Hill,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  101st  street  is  in  a  business  and  un¬ 
restricted  use,  D  area  and  Class  1  height  districts ;  Liberty 
avenue  is  in  business  and  unrestricted  use,  D  area  and  Class 
1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  18,  1945,  re  N.B.  App.  892-45,  reads: 

“1.  Laundry  and  garage  for  more  than  5  cars  in  a 
business  use,  district  is  not*  permitted  by  Art.  2,  Sec.  4 
of  Zoning  Resolution.” 

2.  Area  of  plot  occupied  exceeds  limit  set  for  a  ‘D‘ 
area  district  as  per  sec.  14  of  Zoning  Resolution.” 

and 

Whereas,  the  corrected  decision  of  the  borough  superin¬ 
tendent,  dated  January  17,  1946,  re  N.B.  App.  892-45,  reads: 
“1.  Wet  Wash  Laundry — and  garage  for  more  than 
5  cars  in  a  business  use  district  is  not  permitted  by  Art. 
2,  Sec.  4  of  Zoning  Resolution. 

2.  Area  of  plot  occupied  exceeds  limits  set  for  a  ‘D‘ 
area  district  as  per  Sec.  14  of  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  of  147.03  feet  frontage  by  100  feet  in  depth,  on  which 
it  is  proposed  to  erect  a  building  147.03  feet  by  100  feet 
deep,  one  story  22  feet  in  height,  of  Class  3  construction ; 
that  it  is  proposed  to  erect  a  one-story  nonfireproof  building 


with  boiler-room  and  garage  separated  to  be  occupied  as  a 
steam  laundry  garage  for  more  than  5  cars ;  and 

Whereas,  on  November  12,  1929,  the  Board  granted  un¬ 
der  Cal.  219-29-BZ  the  use  of  premises  for  business  stores 
on  Liberty  avenue  .  .  .  and  a  garage ;  and 

Whereas,  on  December  10,  1929,  the  Engineer’s  report 
was  adopted  and  plans  were  approved ;  and 

Whereas,  on  April  14,  1931  the  Board  reopened  the  ap¬ 
plication  and  extended  the  time;  and 

Whereas,  it  is  evident  that  the  building  was  not  con¬ 
structed  ;  and 

Whereas,  the  applicant  contends  that  the  subject  plot 
was  changed  from  unrestricted  to  busines  on  May  20,  1926; 
that  the  height  and  area  districts  are  unchanged  since  1916; 
that  the  proopsed  structure  will  be  one-story,  of  nonfireproof 
construction  with  brick  walls,  steel  windows,  wood  beam 
and  steel  girder  roof  framing;  that  boiler  room  and  garage 
will  be  separated  from  each  other  and  from  the  laundry  by 
masonry  walls ;  that  the  property  is  faced  across  the  street 
to  the  west  and  to  the  north  with  unrestricted  districts;  that 
to  the  south  an  adjoining  property  is  a  public  garage;  that 
an  elevated  transit  line  runs  alongside  the  property  on  Lib¬ 
erty  avenue  and  200  ft.  to  the  west  is  a  viaduct  supporting 
the  Long  Island  Railroad  tracks ;  that  across  the  street  to  the 
west  is  an  automobile  junk  yard  and  on  the  diagonally  oppo¬ 
site  corner  a  gas  station;  that  the  property  is  not  suitable 
for  improvement  with  any  usual  business  use,  due  to  the 
character  of  the  surrounding  neighborhood  nor  is  it  possible 
to  anticipate  that  such  a  use  would  be  suitable  in  the  future ; 
that  the  owners  investigated  the  possibilities  for  developing 
the  property  with  a  conforming  use  and  had  no  success ; 
that  the  proposed  structure  will  not  adversely  affect  the 
character  of  the  district ;  that  the  business  entrance,  deliv¬ 
ery  or  garage  openings  will  be  on  the  Liberty  avenue  side 
facting  the  auto  junk  yard  and  vacant  properties  in  the 
unrestricted  district ;  that  to  conform  to  the  area  require¬ 
ments  for  a  D  district  would  make  it  impractical  to  con¬ 
struct  the  proposed  building;  the  space  required  for  equip¬ 
ment,  work  space,  boiler  room  and  truck  storage  are  such 
that  a  building  area  equal  to  the ‘full  area  of  the  lost  is 
required;  that  it  is  also  submitted  that  a  variance  would 
not  be  contrary  to  the  public  health,  safety  or  general  wel¬ 
fare  of  the  neighborhood  and  in  view  of  the  unrestricted 
uses  in  the  immediate  vicinity  and  the  fact  the.  adjoining 
building  to  the  south  now  covers  100%  of  the  lot  area,  it 
would  be  a  hardship  on  this  owner  to  conform  to  the  use 
and  area  requirements;  and 

Whereas,  the  applicant  under  date  of  January  19,  1946, 
made  the  further  contention  by  letter  that  this  building  will 
be  used  as  a  commercial  steam  laundry  in  connection  with 
the  proposed  owner’s  linen  and  towel  supply  business;  that 
it  will  not  be  operated  as  a  family  wet  wash  business ;  that 
the  proposed  owner  now  owns  the  property  immediately  ad¬ 
joining  subject  premises  to  the  east,  namely  101-12-14  Lib¬ 
erty  avenue  and  has  owned  this  property  since  August. 
1944;  that  he  established  a  linen  and  towel  supply  business 
there  and  now  contracts  out  the  actual  laundering  of  these 
items;  that  the  purpose  of  this  application  is  to  secure  an 
approval  for  this  laundry  which  will  be  used  exclusively  in 
connection  with  his  business:  that  the  subject  property 
would  be  ideal  for  this  purpose  as  it  adjoins  his  present 
place  of  business ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  and  the  committee 
recommended  that  the  application  should  not  be  granted ; 
and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution  and  that  the  appli¬ 
cant  failed  to  substantiate  a  basis  of  appeal  under  section  21 
thereof  and  was.  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 
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738-45-BZ 

APPLICANT— James  Whitford,  for  Philip  F.  Harling, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  parking  of  more  than  five  motor 
vehicles  for  patrons  of  proposed  drive-in  theatre. 
PREMISES  AFFECTED — 2865  Richmond  avenue,  and  10 
Yukon  avenue,  southeast  corner  (Block  2460,  Lot 
100),  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  Whitford,  Philip  F.  Harling 
and  Drew  Eberson. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (738-45-BZ) 

Whereas,  James  Whitford,  for  Philip  F.  Harling,  owner, 
filed  November  20,  1945,  an  application  under  section  7g 
(amended  at  the  hearing  to  section  7  subdivisions  e  and  h) 
of  the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district  the  parking  of  more  than  five  motor 
vehicles  for  patrons  of  proposed  drive  in  theatre,  with  re¬ 
quired  accessory  buildings,  affecting  premises,  2865  Rich¬ 
mond  avenue  and  10  Yukon  avenue,  southwest  corner  (Block 
2460,  Lot  11),  New  Springville,  Borough  of  Richmond;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  29,  1.946,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Richmond  avenue  is  in  a  residence 
and  business  use,  D  area  and  class  1  height  district;  Yukon 
avenue  is  in  a  residence  and  business  use,  D  area  and  class  1 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  26,  1945,  on  N.  B.  Applic.  219-45  reads : 

“The  proposed  drive-in  motion  picture  theatre  is  pro¬ 
hibited  in  this  use  zone  as  it  is  a  combined  business  and 
residential  use  zone  which  prohibits  parking  of  over 
5  cars  and  also,  any  business  in  their  respective  zones. 
Zoning  Res.  Art.  II,  Sec.  3  &  Sec.  4a  (15.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  585.81  ft.  frontage  by  997  ft.  in  depth  (irregular) 
on  which  is  to  be  erected  a  building  38  ft.  front  by  40  ft. 
deep,  1  story  12  ft.  in  height,  of  class  1  construction;  that 
it  is  proposed  to  construct  a  drive-in  open  air  theatre  with 
accommodations  for  more  than  five  motor  vehicles ;  and 
Whereas,  the  applicant  contends  that  the  property  is 
in  a  large  undeveloped  section  and  there  are  no  maps  in  the 
Tax  Department  showing  the  contemplated  sub-division  or 
any  new  streets  for  the  property  in  question,  excepting 
Yukon  avenue  which  is  an  unimproved  street  with  dirt  road ; 
that  the  property  directly  opposite  on  the  west  side  of 
Richmond  avenue  is  largely  meadow  land  and  there  is  a 
privately  owner  air  field  on  the  westerly  side ;  that  to  the 
north  on  the  easterly  side  of  Richmond  avenue  is  the  Rich¬ 
mond  Flying  Service  air  field  and  there  are  numerous 
vegetable  road  stands  and  advertising  signs  on  Richmond 
avenue  in  close  proximity ;  that  to  the  south  there  is  the 
New  Springville  bridge  spanning  creeks  and  large  meadow 
lands  and  extends  to  Arthur  Kill  Road  at  which  point  both 
sides  of  Richmond  Avenue  are  lined  with  large  road  houses, 
game  rooms,  etc. ;  that  with  one  exception  there  has  not 
been  one  residential  building  built  in  this  area  and  this  sec¬ 


tion  of  the  island  has  been  used  for  recreational  and  pleas¬ 
ure  purposes  almost  exclusively ;  that  the  use  proposed  is 
consistent  with  the  general  development  of  this  area  and 
should  promote  an  increased  demand  for  property  in  close 
proximity  and  expedite  the  development  of  this  section;  that 
the  buildings  will  be  entirely  of  fireproof  construction  and  will 
consist  of  a  projection  room  with  toilet  facilities,  conces¬ 
sion  stands,  etc.,  screen  housing,  ticket  booths  and  electric 
sign,  all  of  modern  design ;  that  the  essential  character  of 
this  area  is  unrestricted  although  zoned  for  business  and 
residence  uses ;  that  this  application  is  for  the  parking  of 
more  than  five  motor  vehicles  for  patrons  of  the  proposed 
Drive-in  Theater  but  the  patrons,  however,  do  not  leave 
their  cars ;  that  the  total  frontage  in  the  affected  area  as 
fixed  by  the  Board  is  5494  lin.  ft.  including  both  sides  of 
the  streets ;  that  the  applicant  has  the  consents  of  owners 
for  5037  lin.  ft.  of  this  frontage  or  91.6%  and  the  assurance 
of  the  owner  of  lot  620,  block  2440,  that  he  will  not  oppose 
this  application ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivisions  h  and  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  sections  7h  and 
7e  thereof,  to  permit  the  use  as  proposed  and  as  indicated 
on  plans  filed  with  this  application  consisting  of  an  open 
air  motion  picture  theater  and  facilities  for  driving  in  and 
parking  of  motor  vehicles  for  customers,  on  condition  that 
the  premises  shall  be  arranged  and  constructed  substantially 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  November  20,  1945”;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  in  all  other  respects,  the  premises  and  structures 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto  other  than  as  modified  by  the  Board  under  this 
application  and  under  Cal.  816-45-A ;  that  this  variance 
shall  continue  for  a  term  of  five  years  from  the  date  of 
this  amended  resolution ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  months  from  the  date 
of  this  amended  resolution. 


755-45-BZ 

APPLICANT — Skidmore,  Owings  and  Merrill,  for  Board 
of  Education,  City  of  New  York,  prospective 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  E  area  district,  the 
erection  of  a  proposed  elementary  school  covering 
a  greater  percentage  of  the  lot  on  upper  floors 
than  is  permitted  and  the  erection  of  the  building 
nearer  than  10  feet,  from  the  street  line. 

PREMISES  AFFECTED — 1410-1424  Caton  avenue,  south 
side,  from  Rugby  road  to  Marlborough  road,  9-29 
Rugby  road,  and  12-22  Marlborough  road  (P.S. 
249)  ;  (Block  5075,  Lots  1,  6,  12,  14,  16,  19,  21,  57, 
59,  61  and  63),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  F.  O’Brien,  J.  B.  Powers. 
For  Opposition :  Charles  Burston,  Leon  Rosenberg, 
Mrs.  Atkins,  Mr.  Berman,  Louis  Weiss,  Chas. 
L.  Failing  and  G.  Kuppendorf. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
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THE  RESOLUTION  (7S5-4S-BZ) 

Whereas,  Skidmore,  Ovvings  and  Merrill,  for  the  Board 
of  Education  of  the  City  of  New  York,  prospective  owner, 
filed  an  application  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  E  area  district,  the  erec¬ 
tion  of  a  proposed  elementary  school  covering  a  greater 
percentage  of  the  lot  on  upper  floors  than  is  permitted  and 
the  erection  of  the  building  nearer  than  10  ft.  from  the 
street  line,  affecting  premises  1410  to  1424  Caton  avenue, 
6  to  29  Rugby  road  and  12  to  22  Marlborough  road,  south 
side  of  Caton  avenue  from  Rugby  road  to  Marlborough 
road  (Block  5075,  lots  1,  6,  12,  14,  16,  19,  21,  57,  59,  61 
and  63),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Caton  avenue  is  in  a  residential 
use  E  area  and  class  \V\  height  district;  Rugby  road  and 
Marlborough  road  are  in  residence  use  E  area  and  class 
1%  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  28,  1945,  on  N.  B.  Applic.  1050-45  reads: 

“1.  (a)  Percentage  of  lot  covered  on  upper  floors 
exceeds  that  permitted  by  Sec.  15c,  Zoning  Res. 

(b)  Building  may  not  be  erected  nearer  than  10 
ft.  from  street  line.  Sec.  15  (d)  Zoning  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  322  ft.  7  in.  frontage  by  200  ft.  in  depth,  on  which 
it  is  proposed  to  erect  a  building  246  ft.  front  by  191  ft.  10 
in.  at  street  level,  typical  floor  246  ft.  front  by  60  ft.  deep, 
1  and  3  stories,  28  ft.  8  in.  and  40  ft.  5  in.  in  height,  of 
class  1  construction ;  that  it  is  proposed  to  erect  an  ele¬ 
mentary  school,  to  be  called  Public  School  249  for  the 
Board  of  Education,  City  of  New  York;  and 

Whereas,  the  applicant  contends  that  P.S .  249  is 
scheduled  for  construction  in  1946  and  will  serve  a  com¬ 
munity  comprising  approximately  38,000  homes;  that  the 
site  will  be  cleared  of  the  existing  dwelling  units;  that  the 
site  was  approved  by  the  Board  of  Estimate  and  funds  ap¬ 
proved  for  the  acquisition  of  the  site  which  to  date  has  not 
been  acquired ;  that  generally  elementary  school  buildings 
are  designed  for  future  needs  and  extend  up  to  a  1500  pupil 
actual  capacity  and  in  view  of  this  it  will  be  necessary  at 
some  future  time  to  acquire  the  remaining  property  in 
Block  5075;  that  as  indicated  by  filed  plans  there  is  very 
little  difference  in  the  square  foot  area  to  be  occupied  by 
the  proposed  building  and  the  existing  buildings  and  it  is 
apparent  that  the  proposed  building  will  give  a  greater 
amount  of  sunlight  and  air  and  is  a  more  orderly  arrange¬ 
ment  ;  that  this  plan  is  the  only  one  that  meets  the  require¬ 
ments  for  educational,  administrative  and  community  use; 
that  any  other  type  of  project  planned  for  this  area  would 
not  afford  as  much  open  space  as  indicated  in  the  proposed 
plan  of  this  school ;  that  the  lot  area  remaining  for  plav- 
ground  amounts  to  25 1  ^  sq.  ft.  per  pupil,  4^2  sq.  ft.  below  the 
usual  minimum  requirements  for  playgrounds ;  that  setting 
the  building  back  on  the  lot  to  meet  the  zoning  requirements 
would  further  reduce  the  area  of  the  playground  and  increase 
the  lot  coverage  and  would  not  meet  with  the  maximum  re¬ 
quirements  for  education,  administrative  and  instructional 
use ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zon¬ 
ing  resolution  as  to  area  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


793-45-BZ 

APPLICANT — Stanley  H.  Klein,  for  Vanzan  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  E  area  district,  the 
erection  of  a  one  family  dwelling  and  garage  with¬ 
out  required  setback  from  street  line. 

PREMISES  AFFECTED— 51-19,  51-29  Marathon  park¬ 
way,  northeast  and  southeast  corners  of  Van  Zandt 
avenue,  and  51-45  Marathon  parkway,  northeast 
corner  of  51st  (Sanborn)  avenue  (Block  8236, 
Lot  21  and  Block  8237,  Lots  26  and  34),  Little 
Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Opposition :  Charles  H.  Cordes  and  Nathan 
Danbroff. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (793-45-BZ) 

Whereas,  Stanley  H.  Klein,  for  Vanzan  Realty  Corpora¬ 
tion,  owner,  filed  December  11,  1945,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  E  area  district  the  erection  of  a  one-family  dwelling 
and  garage  without  required  setback  from  street  line; 
premises:  51-19,  51-29  and  51-45  Marathon  Parkway,  north¬ 
east  and  southeast  corners  of  Van  Zandt  avenue  and  north¬ 
east  corner  of  Sanborn  (51st)  avenue,  (Block  8236,  Lot 
21  ;  Block  8237,  lots  26  and  34)  Little  Neck,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  29,  1946,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Marathon  Parkway  is  in  business  use, 
F  area  and  Class  1  height  districts;  Van  Zandt  avenue  is 
partly  in  residence  and  business  use,  E  area  and  Class  1 
height  districts ;  and  Sanborn  avenue  is  partly  in  residence 
and  partly  in  business  use  E  area  and  Class  1  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  13,  1945,  re  NB  Apps.  1134-45,  1135-45 
and  1139-45,  reads: 

“2.  Setback  from  street  line  must  be  not  less  than 
10  ft.  Set  back  of  8  ft.  8  in.  does  not  comply  with 
Sec.  15-d  of  the  zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  feet  frontage  by  91.37  ft.,  84.91  ft.  and  91.48  ft. 
in  depth,  on  which  it  is  proposed  to  build  W2  story  brick 
veneer,  one-family  dwellings  and  garages  on  corner  plots; 
and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  three  \y2  story  brick  veneer  one-family  dwellings  on 
corner  plots  40  ft.  by  91.37  ft.,  40  by  84.91  ft.  and  40  by 
91.48  ft.  with  one-car  garage  in  cellar  of  each  at  the  street 
level  off  Marathon  Parkway,  Al/2  rooms  on  the  first  floor 
and  an  open  attic ;  that  these  dwellings  are  in  a  group  of 
fourteen  under  construction  from  Cambria  Ave.  to  Brattle 
Ave.,  facing  Marathon  Parkway;  that  all  buildings  are  set 
back  22  ft.  from  Marathon  Parkway  and  8  ft.  8  in.  from 
the  side  streets,  leaving  a  5  ft.  side  yard;  that  the  plot 
plan  was  arranged  in  error  for  a  D  area  district  instead 
of  an  E  area  district :  that  the  use  zone  is  business ;  that 
the  construction  of  the  frame  dwellings  in  a  business  dis¬ 
trict  was  approved  by  this  Board  on  October  2,  1945,  under 
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Cal.  573-45-A;  that  excavating  permits  for  the  14  dwellings 
were  granted  by  the  Dept,  of  Housing  and  Buildings  on 
Sept.  14,  1945,  and  foundation  approvals  for  ten  dwellings 
granted  on  Oct.  15,  1945;  that  foundations  were  built  in 
Block  #8237  and  on  lot  21  of  Block  8236  before  the  error 
was  noted;  that  these  dwellings  have  a  22  ft. .setback  from 
the  main  street  and  an  8  ft.  8  in.  setback  from  the  side 
street,  whereas  a  10  ft.  setback  from  both  streets  is  re¬ 
quired;  that  the  present  side  yard  is  5  ft.  and  the  required 
one  4  ft. ;  that  the  buildings  occupy  only  an  area  of  27%  of 
the  plot,  whereas  70%  is  permitted;  that  the  dwellings  arc 
completely  detached,  whereas  semi-attached  dwellings  are 
permitted;  that  all  residences  to  be  erected  at  rear  of  these 
premises  will  have  side  yards  of  at  least  10  ft.  along  the 
rear  line;  that  the  only  premises  directly  affected  are  under 
the  same  ownership ;  that  since  the  dwellings  as  planned 
are  more  desirable  in  regard  to  area,  use  and  height  than 
is  permitted  in  an  “E”  district  and  since  the  error  in  locat¬ 
ing  the  buildings  on  the  lots  was  caused  by  a  desire  for 
greater  space  between  dwellings,  and  since  the  reduction  of 
the  encroachment  to  meet  the  requirements  would  be  an 
extreme  hardship  and  would  decrease  the  mortgage  value 
of  the  dwelling  by  decreasing  the  room  sizes,  relief  is 
respectfully  requested  by  the  granting  of  this  modification ; 
that  a  request  has  been  made  to  the  City  Planning  Commis¬ 
sion  for  a  change  in  zone  from  business  to  residence  use, 
in  accordance  with  the  conditions  of  Cal.  573-45-A ;  that 
this  request  has  been  made  by  letter,  as  petitions  are  not 
accepted  until  April  1946;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  it  was  found 
that  the  buildings  were  substantially  completed;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  reduction  in  the  side  yard  along  the 
street  building  line  provided  such  reduction  in  width  is  not 
less  than  16"  from  the  required  width  of  10  ft. ;  that  the 
front  yard  shall  be  of  excessive  depth  as  proposed  and  the 
coverage  on  the  plot  shall  be  in  accordance  with  the  pro¬ 
posal  ;  that  the  building  shall  not  be  increased  in  height 
or  area  to  increase  such  coverage;  that  record  of  this  zon¬ 
ing  variance  shall  be  inserted  in  the  deed  of  the  purchaser 
of  eacli  house ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  varied  by  the  Board 
under  Cal.  573-45-A ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  year. 


806-45-BZ 

APPLICANT— Paul  Friedman,  for  Key  Holding  Corp., 
owner  (Autocraft  Sales  and  Service,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7a,  7c  and  7i  of  the  zon¬ 
ing  resolution,  to  permit  in  a  partly  business  and 
partly  unrestricted  use  district,  the  change  of 
occupancy  from  garage  for  more  than  five  motor 
vehicles,  gasoline  selling  station  and  lubritorium 
to  garage  for  more  than  five  motor  vehicles,  gas¬ 
oline  selling  station,  lubritorium,  auto  showroom 
and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 6410-6424  (6408  displayed) 

4th  avenue  and  369-379  65th  street,  northwest 
corner  (Block  5817,  part  of  Lot  36),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Harry  Ganga- 
ware. 


For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative  .  0 

THE  RESOLUTION  (806-45-BZ) 

Whereas,  Paul  Friedman,  for  Key  Holding  Corporation, 
owner ;  Autocraft  Sales  and  Service,  lessee,  filed  December 
19,  1945,  an  application  under  sections  7a,  7c  and  7i  of  the 
zoning  resolution,  to  permit  partly  in  business  and  partly 
in  unrestricted  use  districts,  the  change  of  occupancy  from 
garage  for  more  than  five  motor  vehicles,  gasoline  selling 
station,  lubritorium,  to  garage  for  more  than  5  motor 
vehicles,  gasoline  selling  station,  lubritorium,  auto  show¬ 
room  and  motor  vehicle  repair  shop ;  premises :  6410-6424 
(6408  displayed)  4th  avenue  and  369-379  65th  street,  north¬ 
west  corner  (Block  5817,  part  of  Lot  36),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  January  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  4th  avenue  is  partly  in  business  and 
unrestricted,  C  area  and  1^2  times  height  districts;  65th 
street  is  in  unrestricted  use,  B  area  and  1J4  times  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  18,  1945,  re  Alt.  App.  3556-45,  reads: 

“1.  Changing  occupancy  in  partly  unrestricted  and 
partly  business  use  district,  from  garage  for  more  than 
5  motor  vehicles,  gasoline  selling  station  &  lubritorium 
to  garage  for  more  than  5  motor  vehicles.  Gasoline 
selling  station,  lubritorium,  Auto  showroom  and  motor 
vehicle  repair  shop  is  contrary  to  the  provisions  of  the 
Board  of  Standards  and  Appeals  resolution  Cal. 
#246-19-BZ  and  Cal.  #672-19-BZ.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  part  of  a  plot,  150  feet  frontage  by  100  feet  in  depth 
on  which  is  located  a  building  150  feet  front  by  100  feet  in 
depth,  1  story,  18  feet  in  height,  of  Class  1  construction; 
that  it  is  proposed  to  relocate  present  lubritorium  and  to 
use  as  an  automobile  showroom  the  present  space,  installing 
modern  show  windows  and  signs  at  the  front  and  side ;  and 

Whereas,  the  applicant  contends  that  this  application  is 
brought  under  sections  7a,  7c  and  7i  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  an  unrestricted  use  district  and 
partly  in  a  business  use  district  the  alteration  and  conver¬ 
sion  of  a  public  garage  and  gasoline  selling  station,  and 
three  greasing  lifts  to  a  garage  for  more  than  five  motor 
vehicles,  gasoline  selling  station,  lubritorium,  automobile 
showroom  and  motor  vehicle  repair  shop ;  that  the  use, 
height  and  area  district  designations  affecting  this  plot  have 
not  been  changed  since  1916,  except  that  the  unrestricted 
portion  of  the  plot  was  changed  from  business  to  un¬ 
restricted  use  on  January  6,  1922 ;  that  the  one-story  brick 
fireproof  building  was  erected  in  1920  and  C.  of  O.  #68236 
issued  for  occupancy,  as  public  garage  on  first  story, 
gasoline  station  and  three  greasing  lifts;  that  on  June  17, 
1919,  the  Board  of  Standards  and  Appeals  permitted  the 
erection  of  a  public  garage  on  the  subject  premises,  con¬ 
sisting  of  area  of  150  ft.  on  4th  Ave.  and  100  ft.  on  65th 
Street:  that  on  October  7,  1919,  the  Board  extended  the 
area  of  the  proposed  one-story  garage,  covering  entire  block 
on  west  side  of  Fourth  Ave.  between  64th  and  65th  streets, 
fronting  200  ft.  on  4th  Ave.  and  having  a  depth  of  100 
feet ;  that  it  is  proposed  to  relocate  the  present  lubritorium 
now  situated  at  the  front  of  the  premises  to  the  garage 
area  in  the  rear  and  to  use  as  an  automobile  showroom  the 
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space  now  occupied  by  present  lubritorium,  including  mod¬ 
ern  show  windows  and  signs  at  the  front  and  side  portion 
of  building  to  be  used  for  automobile  showroom;  and  the 
applicant  further  contends  that  two-thirds  of  the  premises 
are  in  an  unrestricted  use  district  and  only  one-third  in  a 
business  use  district;  that  the  construction  of  an  attractive 
showroom  and  store  front  will  improve  the  appearance  of 
the  site;  that  the  proposed  showroom  will  be  located  in  the 
business  use  district  and  is  permitted  therein,  and  will  not 
adversely  affect  the  neighborhood,  which  is  already  devoted 
to  automobile  uses;  that  the  granting  of  the  application  will 
be  in  harmony  with  the  general  purpose  and  intent  of  the 
Zoning  Resolution  because  it  will  permit  a  reasonable  and 
beneficial  use  of  premises  without  adversely  affecting 
nearby  property;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution ;  and 

Whereas,  it  appears  that  the  portion  of  the  plot  at  the 
corner  of  65th  street  and  4th  avenue  was  changed  from  a 
business  use  zone  to  an  unrestricted  use  zone  for  a  distance 
of  100  ft.  along  4th  avenue  and  100  ft.  in  depth,  on  January 
6,  1922. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7,  subdivision 
c,  thereof,  to  permit  that  portion  of  the  garage  facing  4th 
avenue  to  the  north  to  be  altered  as  proposed  and  the  use 
changed  from  lubritorium  to  showroom  for  motor  vehicles, 
on  condition  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal  Nos.  246-19-BZ  and  672-19-BZ  except  that  the 
gasoline  selling  area  as  shown  may  be  continued  and  the 
lawful  repairing  may  be  continued  provided  same  is  main¬ 
tained  within  the  unrestricted  portion  of  the  building;  that 
the  greasing  of  cars  may,  however,  be  permitted  within 
that  portion  of  the  garage  within  the  business  use  area  pro¬ 
vided  all  greasing  racks  are  of  the  hydraulic  type ;  that 
signs  shall  be  restricted  to  permanent  signs  attached  to  the 
facade  of  the  building  and  the  illuminated  globes  of  the 
gasoline  pumps  excluding  all  temporary  signs  and  roof  signs 
other  than  such  signs  as  now  exist  as  indicated  on  photo¬ 
graphs  filed  with  this  application ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

5-46-A 

APPLICANT — The  F.  and  M.  Schaefer  Brewing  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 448-456  Kent  avenue,  north¬ 
west  corner  of  South  10th  street  (1st  floor)  ; 
(Block  214,1,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Gustav  Mortensen. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  February  13,  1946. 
at  10  A.M.  for  further  consideration  and  report  by 
Board. 


820-45-A 

APPLICANT — Simon  Mahler,  for  Department  of  Public 
Works,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 


PREMISES  AFFECTED— 120-55  Queens  boulevard, 
northeast  corner  of  Union  turnpike  (1st  floor)  ; 
(Block  2274,  Lot  2,)  Kew  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Simon  Mahler  and  Stanley  Rothen- 
berg. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


816-45-A 

APPLICANT — James  Whitford,  for  Philip  F.  Harling, 
owner. 

SURJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (under  section  35,  General  City  Law  re 
bed  of  mapped  streets — Mica  avenue,  Mineral  and 
Brunswick  streets). 

PREMISES  AFFECTED— 2865  Richmond  avenue  and 
10  Yukon  avenue,  southeast  corner  (Block  2460, 
Lot  100),  New  Springville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  Whitford,  Philip  F.  Harling 
and  Drew  Eberson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (816-45-A) 

Whereas,  James  Whitford,  for  Philip  E.  Harling, 
owner,  filed  December  27,  1945,  an  application  pursuant  to 
section  35  of  the  General  City  Law  for  permission  to  erect 
a  structure  in  the  bed  of  mapped  streets  (Mica  avenue. 
Mineral  street  and  Brunswick  street)  affecting  premises 
2865  Richmond  avenue  and  10  Yukon  avenue,  southeast  cor¬ 
ner  (Block  2460,  lot  100)  New  Springville,  Borough  of 
Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  26,  1945,  on  N.  B.  Applic.  219-45  reads: 
“2.  The  proposed  erection  of  this  one  story  fireproof, 
drive-in-open  air  theatre  is  not  permitted,  as  it  will 
encroach  into  the  beds  of  mapped  streets.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  fronting  585  ft.  on  Richmond  avenue,  997  ft.  on 
Yukon  avenue,  irregular  in  area,  located  in  a  business  and 
residence  use  D  area  class  1  height  district,  now  vacant, 
proposed*  to  be  used  and  occupied  as  a  drive-in-open-air 
theatre  with  accommodations  for  more  than  five  motor 
vehicles  and  accessory  buildings  as  described  in  an  applica¬ 
tion  filed  under  Cal.  738-45-BZ  for  variation  of  the  applica¬ 
tion  of  the  zoning  resolution;  and 

Whereas,  the  applicant  contends  that  the  mapped  streets 
in  question  were  approved  July  19,  1936,  by  the  Board  of 
Estimate  as  a  tentative  map  and  have  never  been  adopted 
as  a  final  map;  that  it  is  proposed  to  change  the  street 
system  to  connect  with  the  proposed  Richmond  parkway 
which  passes  about  2,000  ft.  south  of  the  premises  in  ques¬ 
tion  ;  it  is  therefore  requested  that  the  Board  permit  the 
construction  as  proposed  inasmuch  as  the  street  system  has 
not  been  acepted  as  a  final  map  and  in  view  of  the  fact  that 
the  plot  in  question,  if  subdivided  by  the  proposed  streets, 
will  be  of  no  value  to  the  owner  for  the  proposed  improve¬ 
ment  ;  and 
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Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  December  18,  1945,  from  the  Consulting  Engineer  of 
the  Borough  of  Richmond  wherein  it  is  stated  that  the 
street  system  in  question  is  based  on  the  Borough  Presi¬ 
dent’s  tentative  street  system  made  in  1936  and  has  not 
been  adopted  by  the  Board  of  Estimate  as  a  final  map  and 
that  the  tentative  street  system  as  shown  will  be  materially 
changed  to  conform  to  the  lines  of  the  proposed  Richmond 
parkway  which  passes  about  2000  ft.  southerly  from  this 
property;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  December  20,  1945,  from  the  Chief  of  Staff  of  the 
Department  of  City  Planing  stating  that  Richmond  avenue 
was  incorporated  on  the  City  Map  in  1928;  that  Mica  av¬ 
enue  and  Mineral  street  are  shown  on  the  tentative  map 
adopted  by  the  Board  of  Estimate  September  25,  1936. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  219-45,  Objection  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  to  permit  the  ocupancy  of  the  beds 
of  the  proposed  streets,  all  as  indicated  on  plans  filed  with 
this  appeal  and  under  the  conditions  as  set  down  in  the  reso¬ 
lution  adopted  by  the  Board  this  day  under  Cal.  No.  738- 
45-BZ,  on  condition  that  in  the  event  portions  of  the  plot 
are  acquired  by  the  City  for  street  purposes  no  claim  shall 
be  made  in  condemnation  except  for  the  value  of  the 
ground  as  may  be  determined  by  the  Court. 


Adjourned:  1:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  29,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

520-45-A 

APPLICANT — New  York  Enamel  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFEECTED — 704  East  13th  street,  south  side, 
103  ft.  east  of  Avenue  C  (ground  floor)  ;  (Block 
382,  Lot  10),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (520-45-A) 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board,  who  found  the  appli¬ 
cants  business  removed  from  the  premises. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


632-45-A 

APPLICANT — Judson  E.  Schnall,  for  Schnall  and  Blau- 
feux,  for  Rabbi  Mayer  Rosenblum,  owner. 

SUBJECT— Application  reopened  January  15,  1946 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent 
(previously  denied). 


PREMISES  AFFECTED— 1326  and  1330  Ocean  parkway, 
west  side,  205  ft.  south  of  Avenue  M  (1st  and  2nd 
floors)  ;  (Block  6568,  Lots  21  and  22),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Domenick  Tretola. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (632-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1326  and  1330  Ocean  park¬ 
way,  west  side,  205  ft.  south  of  Avenue  M  (1st  and  2nd 
floors)  ;  (Block  6568,  Lots  21  and  22),  Borough  of  Brook¬ 
lyn,  was  denied  by  the  Board  on  November  20,  1945;  and 

Whereas,  on  December  12,  1945,  the  applicant  requested 
reopening  and  restoration  to  the  calendar  based  on  a  new 
decision  of  the  borough  superintendent;  and 

Whereas,  the  Board  on  January  15,  1946,  reopened  and 
restored  this  appeal  to  the  calendar  based  on  revised  plans 
and  a  new  decision  of  the  borough  superintendent  dated 
December  11,  1945,  on  Alt.  Applications  2875-45  and  2876-45; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  11,  1945,  on  Alt.  Applications  2875-45  and 
2876-45,  reads : 

“1.  Changing  occupancy  from  residence  to  public  use 
in  a  Class  3  building  over  20  ft.  in  height  is  contrary 
to  Sections  2.1.3. 5  and  4.2.1  of  Building  Code.” 
and 

Whereas,  the  applicant  now  states  that  the  buildings  are 
each  2  stories,  26  ft.  in  height;  20  ft.  by  68  ft.  in  area  at 
1st  floor  j  20  ft.  by  60  ft.  in  area  at  2nd  floor;  of  Class  3 
construction ;  erected  in  1922,  located  in  an  unrestricted  use 
C  area,  Class  2  height  district  and  used  and  occupied  as 
two  family  dwelling  and  proposed  to  be  used  and  occupied, 
when  combined,  as  follows :  basement,  reception  room, 
prayer  room  and  locker  room,  (number  of  occupants  not 
stated)  ;  1st  floor,  bedroom,  kitchen  and  offices,  21  persons; 
2nd  floor,  bedroom,  29  persons ;  that  the  buildings  proposed 
will  be  equipped  with  two  interior  stairs  one  at  front  and 
one  at  rear,  each  3  ft.  in  width  of  steel  construction,  en¬ 
closed  in  3  hour  fireproof  partitions,  equipped  with  fire¬ 
proof  self-closing  doors  and  leading  direct  to  street;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
alter  the  building  as  follows :  install  2  sets  of  fireproof  stairs 
enclosed  in  3  hour  fireproof  partitions  and  fireproof  self¬ 
closing  doors  as  per  Section  6.4.1.8.1  of  Building  Code, 
remove  portions  of  party  walls  on  1st  floor  and  2nd  floor 
to  combine  building  for  a  conjunctive  occupancy;  entire 
cellar  ceiling  to  be  fire  retarded  with  in.  plaster  boards 
and  26  gauge  metal ;  enclose  interior  cellar  stairs  with  a 
fireproof  3  in.  gypsum  block  partition  and  fireproof  self¬ 
closing  one  hour  test  door  at  bottom;  remove  present  front 
stairs  leading  up  to  2nd  floor  and  install  a  3  ft.  8  in.  wide 
rear  stairs  enclosed  in  3  hour  rating  fireproof  partitions; 
that  Section  4.2.1  limits  a  public  building  to  20  ft.  high 
and  5,000  sq.  ft.  in  area  and  permission  is  requested  to  use 
the  buildings  which  are  26  ft.  high  and  2765  sq.  ft.  in  area 
as  the  proposed  buildings  will  be  brick  construction,  set 
back  30  ft.  from  the  building  line,  completely  detached, 
equipped  with  oil  burning  heating  unit  and  only  2  stories 
high;  that  existing  garages  on  rear  of  lot  will  be  used  only 
in  conformity  with  zoning  resolution  as  accessory  to  the 
principal  use  of  the  premises. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applications  2875  and  2876-45,  Objection  1, 
be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall 
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not  be  increased  in  height  or  area ;  that  the  alterations  shall 
be  carried'  out  as  indicated  on  revised  plans  marked  “Re¬ 
ceived  December  17,  1945,”  four  sheets,  and  the  exits  thereon 
indicated  shall  be  completed  and  maintained ;  that  in  addi¬ 
tion  there  shall  be  sprinkler  heads  installed  in  the  two 
kitchens  on  the  1st  floor  and  all  hallways  on  both  floors 
and  any  space  used  for  the  storage  of  linens  and  closets 
off  hallways ;  that  such  sprinkler  system  may  be  fed  from 
the  domestic  water  line  of  the  building,  provided  such  feed 
line  is  not  less  than  1)4"  in  diameter  from  the  street  main; 
that  the  cellar  ceiling  shall  be  fire  retarded  as  proposed 
and  the  partitions  separating  the  places  of  assembly  towards 
the  front  and  the  rear  portion  of  cellar  shall  be  fire  re¬ 
tarded  as  required  for  one  hour  partitions  and  the  doors 
therein  shall  be  one  hour  doors  and  made  self-closing ;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
the  attic  story  shall  be  maintained  without  human  occupancy 
and  shall  not  be  used  for  storage;  that  the  requirements 
of  the  Department  of  Health  or  Department  of  Hospitals, 
whichever  has  jurisdiction,  shall  be  complied  with;  that  the 
premises  shall  be  used  only  as  proposed — as  a  convalescent 
home  for  non-bedridden  patients;  that  in' all  other  respects 
the  buildings  and  occupancy  shall  comply  with  all  laws 
and  rules  applicable  thereto. 


731-45-A 

APPLICANT — Lama  and  Prosqauer,  for  Bay  69th  Street, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 6905  5th  avenue,  east  side,  40 
ft.  7%  in.  south  of  Bay  Ridge  avenue  (Block  5874, 
Lot  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (731-45-A) 

Whereas,  Lama  and  Proskauer,  for  Bay  69th  Street,  Inc., 
owner,  filed  November  27,  1945,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  6905  5th  avenue, 
east  side,  40  ft.  7  in.  south  of  Bay  Ridge  avenue  (Block 
5874,  Lot  12),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
acting  on  P.A.  Applic.  187-45,  dated  October  30,  1945,  reads: 
“1.  Two  means  of  egress  leading  to  street  are  re¬ 
quired  from  1st  floor  rear  in  accordance  with  Sec. 
6.1.2.2.2  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  35  ft.  in  height;  19  ft.  6%  in.  by  80  ft.  5)4  in.  in 
area  at  first  floor;  19  ft.  6fys  in.  by  50  ft.  at  typical  floor; 
of  Gass  3  Construction ;  located  in  a  business  use,  C  area, 
Class  1  height  district ;  erected  about  1909  and  used  and 
occupied  since  1918  as  follows:  Cellar,  ordinary;  1st  floor, 
confectionery  and  luncheonette,  94  persons ;  2nd  floor,  one 
family ;  3rd  floor,  one  family ;  and  that  no  change  in  use 
or  occupancy  is  proposed;  and 

Whereas,  the  applicant  contends  that  request  is  made 
for  a  variation  of  Sec.  6.1.2.2.2  of  the  Building  Code;  that 
these  premises  have  been  continuously  used  as  a  confec¬ 
tionery  store  and  luncheonette  for  a  period  of  25  years ; 
that  there  are,  at  the  front,  two  1  ft.  10  in.  doors  opening 
out,  and  at  the  rear  there  is  a  2  ft.  4  in.  yard  with  an  iron 
ladder  against  the  adjoining  one  story  extension  to  the 
north,  which  in  the  event  of  fire  can  be  used  and  would 


lead  directly  to  Bay  Ridge  avenue ;  that  all  required  exit 
doors  will  open  out  and  will  have  exit  signs ;  that  there 
will  be  86  chairs  and  8  employees  making  it  a  total  of  94; 
that  in  view  of  the  fact  that  the  premises  have  been  estab¬ 
lished  for  25  years,  it  is  requested  that  this  application  be 
granted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  P.A.  Applic.  187-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  a  second  means  of  exit  shall  be  con¬ 
structed  as  indicated  on  the  revised  plans  marked  “Received 
January  25th  and  January  28,  1946;”  that  such  stairs  shall 
comply  with  the  requirements  of  the  building  code  therefor 
with  an  outwardly  swinging  door  at  the  top ;  that  this 
variance  shall  continue  so  long  as  there  is  a  means  of  access 
from  the  one  story  brick  extension  of  this  building  to  the 
one  story  brick  extension  of  the  building  to  the  north ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


809-45-A 

APPLICANT — Saul  Goldsmith,  for  Samuel  Brenner, 

owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 102-14  to  102-16  37th  avenue, 
south  side,  50.05  ft.  west  of  103rd  street  (Block 
1768,  Lot  9),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (809-45-A) 

Whereas,  Saul  Goldsmith,  for  Samuel  Brenner,  owner, 
filed  December  26,  1945,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  102-14  to  102-16 
37th  avenue,  south  side,  50.05  ft.  west  of  103d  street  (Block 
1768,  Lot  9),  Corona,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  20,  1945,  re  Alt.  Applic.  396-45,  reads : 

“1.  Two  fireproof  enclosed  stairs  as  required  by  sec. 
270  of  the  Labor  Law  not  provided  (not  further  con¬ 
sidered.)” 
and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
24  ft.  in  height,  52  ft.  3  in.  by  95  ft.  9  in.  in  area,  of  Class 
3  construction;  located  in  business  use,  C  area,  Class  1  l/2 
height  district;  erected  in  1924,  used  and  occupied:  Cellar, 
bowling  alleys,  billiards  and  boiler  room,  70  persons;  1st 
floor,  manufacturing  ladies  suits,  30  persons;  2nd  floor, 
manufacturing  underwear  and  trimmings,  30  persons;  that 
no  change  in  use  or  occupancy  is  proposed;  that  the  build¬ 
ing  is  equipped  with  one  4  ft.  3  in.  wide  wood  stairs,  en¬ 
closed  in  brick  walls,  equipped  with  kalamein,  self-closing 
doors  and  leading  directly  to  street  but  not  to  roof ;  that 
there  are  two  fire  escapes  at  rear  leading  to  roof  by  stair 
and  both  to  yard  by  stairs  with  egress  to  street  through 
right-of-way;  that  windows  and  doors  on  the  course  of  the 
fire  escapes  are  fireprdof,  self-closing;  and 

Whereas,  Violation  2322  issued  June  29,  1944,  stated 
that  door  at  foot  of  stairs  was  not  installed,  as  per  amend¬ 
ment  and  that  manufacturing  on  1st  and  2nd  floors  was 
contrary  to  certificate  of  occupancy;  and 

Whereas,  Certificate  of  Occupancy  1282,  issued  April 
3,  1929  permitted  the  use  of  the  building  as  a  store  on  the 
1st  floor,  75  lbs.  liveload  and  as  clubroom  and  dancehall  on 
the  2nd  floor;  and 
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Whereas,  C.O.  19738  issued  September  15,  1925,  upon 
completion  of  work  under  N.B.  App.  12427-24  permitted  the 
use  of  the  building  as  follows:  1st  fl.,  store,  75  lbs.  liveload; 
2nd  floor,  hall,  40  lbs.  liveload;  and 
Whereas,  the  applicant  stated  at  hearing  that  the  floor 
loads  given  on  Certificate  of  Occupancy  are  incorrectly 
stated  and  that  the  floors  are  good  for  120  lhs.  per  super¬ 
ficial  foot  and  will  be  so  maintained ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  under  NB  12427-24  for  Cellar,  bowling  alleys,  bil¬ 
liards  and  boiler  room;  1st  floor,  dance  hall,  meeting  rooms 
and  stores,  200  persons ;  2nd  floor,  dance  hall,  300  per¬ 
sons  and  was  so  used  for  many  years ;  that  the  City  of 
New  York  acquired  title  and  leased  the  first  and  second 
floors  for  factory  purposes ;  that  the  building  was  occupied 
as  a  factory  for  approximately  8  years,  at  least  until 
February  1944,  at  which  time  the  present  owner  acquired 
title  and  continued  the  factory  use  of  the  1st  and  2nd 
floors  by  occupying  the  first  floor  himself  and  leasing  out 
the  2nd  floor ;  that  the  building  has  been  occupied  in  this 
manner  to  date;  that  in  June  1944,  four  months  after  the 
present  owner  took  title  the  Department  of  Housing  and 
Buildings  issued  Violation  2322-44  for  illegal  use  and 
occupancy;  that  in  1945  Alt.  396-45  was  approved,  showing- 
certain  work  to  be  done  in  order  to  comply  with  the  vio¬ 
lation;  that  the  work  was  impractical  and  difficult  to  carry 
out  and  an  amendment  was  filed  showing  the  complete 
and  true  conditions,  such  amendment  resulting  in  the  objec¬ 
tion  herein  appealed ;  that  the  building  is  constructed  of 
Class  3  construction,  brick  enclosing  walls,  wood  floor  beams 
and  steel  columns  and  girders ;  that  the  rear  cellar  extension 
at  yard  below  curb  and  under  rear  fire  escapes  is  fireproof 
construction ;  that  egress  from  the  2nd  floor  may  be  had  by  a 
4  ft.  3  in.  wide  brick  enclosed  stair  leading  to  street;  that 
there  is  no  ladder  and  scuttle  to  the  roof  but  an  auxiliary 
stair  leads  to  roof ;  that  at  the  rear  are  two  iron  stairways, 
4  ft.  wide  leading  to  rear  yard  and  one  to  roof ;  that  egress 
from  the  1st  floor  at  front  is  by  doors  to  street  and  rear 
by  doors  to  rear  yard;  that  egress  from  the  cellar  bowling 
alleys  and  billiard  parlor  is  by  means  of  a  4  ft.  wide 
brick  enclosed  wood  stair  at  front  equipped  with  fireproof, 
self-closing  doors  leading  directly  to  street  and  at  rear 
by  3  ft.  6  in.  concrete  stairs  leading  to  egress  from  rear 
yard  is  through  a  12  ft.  right-of-way  leading  directly  to 
102nd  street ;  that  in  view  of  the  use,  the  small  and  un¬ 
hazardous  occupancy  and  the  adequacy  of  the  existing 
exit  facilities,  it  is  requested  the  Board  grant  a  variance 
and  accept  the  existing  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  396-45,  Objection  1,  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  means 
of  exit  as  indicated  on  plans  filed  with  this  appeal,  four 
sheets,  marked  “Received  December  26,  1945”  and  consisting 
of  two  enclosed  stairways  towards  the  front  of  the  building 
and  two  exterior  steel  stairs  at  the  rear  shall  be  main¬ 
tained;  that  the  existing  enclosures  of  interior  stairs  as 
shown  may  be  accepted  provided  self  closing  doors  are 
installed  at  all  openings  as  approved  for  one  hour,  except 
that  such  metal  doors  as  are  now  installed  may  be  continued 
if  previously  duly  approved  and  in  good  condition  and  are 
maintained  self-closing;  that  in  addition  a  door  shall  be 
constructed  in  the  wall  on  the  first  floor  of  the  central 
interior  stair  as  a  means  of  exit  through  the  hallway  lead¬ 
ing  directly  to  the  street ;  that  the  interior  stairs,  at  least 
one  rear  exterior  stairs  shall  be  continued  to  roof  as  rep¬ 
resented  ;  that  the  rear  exterior  stairs  shall  be  maintained 
with  passage  available  at  all  times  for  exit  purposes  to 
102nd  street;  that  permission  for  the  use  of  such  right-of- 
way  to  102nd  street  shall  be  filed  with  the  borough  super¬ 
intendent;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  the  floor  load  of  the  first  floor  and 
second  floor  shall  be  not  less  than  120  lbs.  per  superficial 
foot;  that  a  new  certificate  of  occupancy  shall  be  obtained. 


182-42-A 

I 

APPLICANT — New  York  Tribune,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Appeal  from  an 
order  and  decisions  of  the  fire  commissioner. 
PREMISES  AFFECTED— 242  West  41st  street,  south 
side,  300  ft.  east  of  8th  avenue  (Block  1012,  Lot  49), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  J.  Edgar  Swanin. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


712-45-A 

APPLICANT — Arthur  Jovis,  for  Milton  Steiner,  owner 
(Anna  Hoffman,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 5440  Independence  avenue,  east 
side,  315.46  ft.  north  of  West  254th  street  (1st  and 
2nd  floors)  ;  (Block  3425,  Lot  284),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Jovis  and  David  Hoffman. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1946  at 
2  P.M.,  for  applicant  to  file  corrected  plans. 


ZONING  APPLICATIONS. 

200-27-BZ 

APPLICANT — Sylvania  Electric  Products  Inc.,  for  Wil¬ 
liam  B.  Lampert,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  for  a  term  of  two  years,  under  section  7e 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  conversion  of  occupancy  for  a 
temporary  period  of  a  garage  for  more  than  five 
motor  vehicles  to  a  technical  laboratory. 
PREMISES  AFFECTED — 83-30  Kew  Gardens  road, 
southwest  corner  of  83d  drive  (west  side  of  Kew 
Gardens  road,  between  Kingsley  and  Jennico 
places)  ;  (Block  3366,  Lot  30),  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES—  ' 

For  Applicant:  Fred  E.  Russell,  John  B.  Paschman 
and  Bernard  F.  Brooks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  o 

THE  RESOLUTION  (200-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor  ve¬ 
hicles,  affecting  premises  83-30  Kew  Gardens  road,  south¬ 
west  corner  of  83rd  drive  (west  side  of  Kew  Gardens  road, 
between  Kingsley  and  Jennico  places)  ;  (Block  3356,  Lot 
30),  Kew  Gardens,  Borough  of  Queens,  was  granted  by 
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the  Board  on  May  31,  1927,  on  certain  conditions  and  reso¬ 
lution  amended  on  February  9,  1937  as  to  signs,  and  further 
amended  on  July  25,  1944  permitting  the  conversion  of 
occupancy,  for  a  temporary  period,  to  a  technical  laboratory, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit ;  and 

Whereas,  the  applicant  stated  that  the  Sylvania  Electric 
Products,  Incorporated,  have  a  lease  from  the  owner  for 
this  building  expiring  April  30,  1949,  and  request  that  the 
term  of  the  variance  granted  for  two  years  be  increased  to 
three  years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  31,  1927,  as 
amended  through  July  25,  1944,  so  that  the  last  amendment 
approved  July  25,  1944,  will  read  as  to  the  term  of  the 
variance : 

“*  *  *  that  in  the  event  the  owner  desires  to  lease 
the  building  for  a  term  of  not  over  three  (3)  years  to 
the  Sylvania  Electric  Products,  Incorporated  *  *  * 
and  that  other  than  as  herein  amended  as  to  term  the 
conditions  of  the  resolution  of  May  31,  1927,  shall  be 
complied  with,  (Alt.  Applic.  440-44). 


823-39-BZ 

APPLICANT— Shanley,  Purcel  and  McKegney,  for  Mess- 
more  Kendall,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tempor¬ 
ary  term  of  two  (2)  years,  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 231-235  West  50th  street, 
north  side,  255  ft.  east  of  Eighth  avenue  (Block 
1022,  Lots  12,  13  and  part  of  Lot  5),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Osborne  A.  McKegney. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (823-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  231-235  West  50th  street, 
north  side,  255  ft.  east  of  Eighth  avenue  (Block  1022,  Lots 
12  and  13  and  part  of  Lot  5),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  January  30,  1940,  on  certain  con¬ 
ditions,  permit  extended  on  January  13,  1942  and  January 
18,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 

the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  30,  1940, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles,  on  condi¬ 
tion  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  January  30,  1940,  shall 
be  complied  with ;  that  a  certificate  of  occupancy  shall 
be  obtained.” 


56-40-BZ 

APPLICANT — William  C.  Stohldrier  and  Robert  G. 
Zetsche,  for  4747  Bronx  Boulevard  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
21  and  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  of  occupancy  from 
storage  and  offices  to  manufacturing  and  offices 
(previously  granted  on  condition  for  former  use). 

PREMISES  AFFECTED — 4745-4755  Bronx  boulevard 
and  550  East  242nd  street,  southwest  corner  (Block 
5102,  Lot  27),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  G.  Zetsche. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

556-45-BZ 

APPLICANT — Joel  D.  Marder,  for  Newspaper  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Application  (decision  of 
the  borough  superintendent)  under  section  21  of  the 
zoning  resolution,  to  permit  in  retail  use,  B  area, 
the  erection  of  a  6-story  fireproof  addition  to 
existing  5-story  factory  fronting  West  34th  street, 
to  connect  the  two  buildings  at  each  floor  with 
fireproof  horizontal  exit;  to  replace  present  wood 
stairway  with  lawful  fireproof  enclosed  stairway, 
to  install  subdividing  partitions  and  an  elevator. 

PREMISES  AFFECTED— 410-412  West  34th  street, 
south  side,  120  ft.  west  of  9th  avenue  and  405-407 
West  33d  street  (Block  731,  Lots  53,  36  and  37), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joel  D.  Marder  and  Jacob  Bren¬ 
ner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL 

28-38-SM 

APPLICANT — Concrete  Plank  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Cantilite  Concrete 
Plank  for  Roof  and  Floor  Construction  (previously 
approved). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  q 
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MINUTES 


337-43-SM 

APPLICANT— Hollywood  Paper  Box  Division  of  The 
Flintkote  Co.,  owner. 

SUBJECT — Holy  wood  Paper  Box  Division  of  The  Flint¬ 
kote  Co.,  Cardboard  Container  for  Motion  Picture 
Film,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


Adjourned:  4:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


NOTICE 


AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four _  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York.  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents ;  by  mail  85  cents. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Minutes  of  Regular  Meeting  of  Tuesday  Morning,  Feb¬ 
ruary  5,  1946,  Affecting  Calendar  Numbers  842-39-BZ, 
205-42-BZ,  557-45-BZ,  747-45-BZ,  766-45-BZ,  1000-40- 
BZ,  442-45-BZ,  443-45-BZ,  927-22-BZ,  547-32-BZ,  1156- 
40-BZ,  330-42-BZ,  84-45-BZ,  411-45-BZ,  668-45-BZ,  745- 
45-BZ,  746-45-BZ,  819-45-BZ,  17-46-A,  496-39-SM,  604- 
44-SM,  145-45-SM,  432-45-SM,  703-45-SA  and  706-45- 
SM. 

Minutes  of  Regular  Meeting  of  Tuesday  Afternoon,  Feb¬ 
ruary  5,  1946,  Affecting  Calendar  Numbers  81-45-A, 
721-45-A,  768-45-A,  4-46-A,  6-46-A.  18-46-A,  53-46-A, 
348-43-A,  434-44-A,  382-43-A,  421-45-A,  697-45-A,  746- 
44-A,  416-45-A,  798-45-A,  238-27-BZ,  106-30-BZ,  74-33- 
BZ,  328-35-BZ,  89-38-BZ,  266-41-BZ,  694-41-BZ,  676-42- 
BZ  and  612-45-BZ. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

Nezv  Cases  Filed  up  to  February  5,  1946. 

Cal.  No.  Dept.  Premises  Affected 

65- 46-BZ — H.B.B. — 6702-6704  Bay  parkway  and  2172  67th 
street,  southwest  corner  (Block  5572,  Lot  30),  Borough 
of  Brooklyn,  N.B.  69-46. 

66- 46-SM — Eronel  Firefoil  (flameproofing  compound), 
manufactured  by  Eronel  Services,  Material. 


421-45-A — H.B.B. — 2956  Brighton  5th  street,  west  side, 
120  ft.  north  of  Ocean  View  avenue  (Block  7284,  Lot 
472),  Borough  of  Brooklyn,  N.B.  1235-45. 


612-45-BZ — H.B.Q. — 94-15  to  94-23  Northern  boulevard, 
32-45  to  32-61  Junction  boulevard,  northeast  corner  and 
32-44  to  32-60  95th  street,  northwest  corner  of  Northern 
boulevard  (Block  1424,  Lots  32  and  33),  Corona,  Bor¬ 
ough  of  Queens,  N.B.  352-45. 


67- 46-SM — Lumite  Fabrics  (woven  of  Saran  or  Vinyle- 
dine  Chloride)  manufactured  by  Chicopee  Manufactur¬ 
ing  Corp.,  Lumite  Division,  Material. 

68- 46-A — F.D.— Re  Packaging  of  combustible  mixtures 
known  as  “Bruce  Floor  Cleaner”  and  “Bruce  Floor 
Wax”  in  one  gallon  glass  containers  (capacity  of  glass 
containers  not  in  conformity  with  Administrative  Code 
requirements),  Decision. 


69- 46-BZ — H.B.Bx. — 1761  Stillwell  avenue,  southeast 
corner  of  Pelham  parkway  (Block  4411,  part  of  Lot  300), 
Borough  of  The  Bronx,  Amendment  to  Alt.  686-45. 

70- 46-A — H.B.M. — 502  East  77th  street,  south  side,  98  ft. 
east  of  York  avenue  (Block  1488,  Lot  45),  Borough  of 
Manhattan,  Amendment  to  Alt.  1640-45. 

71- 46-BZ — H.B.Q. — 105-28  to  105-32  101st  avenue  and 
101-02  to  101-10  106th  street,  southwest  corner  (Block 
9423,  Lot  13),  Jamaica,  Borough  of  Queens,  Alt.  10-46. 


72-46-BZ — H.B.R. — 1112  Richmond  terrace,  south  side, 
95  ft.  east  of  Bard  avenue  (Block  77,  part  of  Lot  6), 
West  Brighton,  Borough  of  Richmond,  N.B.  254-45. 


73-46-BZ — H.B.R. — 1975  Hylan  boulevard,  northeast 
corner  of  Adams  avenue  (Block  3561,  Lot  74),  Grant 
City,  Borough  of  Richmond,  Alt.  26-46. 


74-46-A — H.B.B. — 865-867  Grand  street,  north  side,  175 
ft.  west  of  Olive  street  (Block  2922,  Lot  42),  Borough  of 
Brooklyn,  Alt.  4018-45. 


75-46-A — H.B.Q. — 57-11  to  57-53  Parsons  boulevard,  east 
side  and  57-12  to  57-56  Parsons  boulevard,  west  side, 
77.61  ft.  and  91.53  ft.  south  of  North  Hempstead  turn¬ 
pike  (Block  6725,  part  of  Lot  1  and  Block  6724,  part  of 
Lot  6),  Flushing,  Borough  of  Queens,  N.B.  3  to  N.B. 
13-46  inclusive  and  N.B.  306  to  N.B.  317-46  inclusive. 


76-46-SM — Giant  Portland  Cement,  Types  1,  2  and  3, 
manufactured  by  Giant  Portland  Cement,  Material. 

Restored  to  Caletidar. 

676-42-BZ — H.B.M. — 357  West  17th  street,  north  side, 
100  ft.  east  of  9th  avenue  (Block  741,  Lot  5),  Borough  of 
Manhattan,  Alt.  2073-45. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Eire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Jan. 

Oil  Burner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . . . Jan. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems.  Extract  A.C.  .Dec. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ....  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52 A 
3,  1937— Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52 A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
1,  1946— Vol.  31,  No.  1 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7.  1937— Vol.  22,  No.  36 
11;  1945— Vol.  30,  No.  SO 
22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17.  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


382-43-A — H.B.B. — 150  Ocean  parkway,  west  side,  395  ft. 
south  of  Caton  avenue  (Block  5328,  Lot  30),  Borough  of 
Brooklyn,  Alt.  2307-43. 


Due  notice  of  public  hearing  was  given  by  publication 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  dated  December 
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18,  1945 — Vol.  30,  No.  51,  through  the  Bulletin  dated 
January  29,  1946 — Vol.  31,  No.  5. 

February  13,  1946,  10  A.  M.  and  2  P.  M. 


February  19,  1946,  10  A.  M.  and  2  P.  M. 


February  26,  1946,  10  A.  M.  and  2  P.  M. 


March  5,  1946,  10  A.  M.  and  2  P.  M. 

HARRIS  M.  MURDOCK,  Chairmen. 


MARCH  12,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  12,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

618-45-BZ — Application,  October  18,  1945,  under  sections 
7c  and  7e  of  the  zoning  resolution,  of  Albert  J.  Appell, 
applicant,  on  behalf  of  Charlotte  H.  Appell,  owner,  to 
permit  in  a  residence  use  distrtict,  the  change  of  occu¬ 
pancy  from  club,  bowling  alleys,  banquet  hall  and  dwell¬ 
ing  to  retail  stores,  offices  and  dwelling;  premises  448 
West  51st  street,  south  side,  243  ft.  9  in.  east  of  10th 
avenue  (Block  1060,  Lot  154),  Borough  of  Manhattan. 

44-46-BZ — Application,  January  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Daumar  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  D  area  district, 
the  extension  of  present  buildings  to  cover  more  area 
than  permitted  at  curb  level;  premises  1609-1611  Avenue 
U,  north  side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brooklyn. 

556-45-BZ — Application  of  Joel  D.  Marder,  applicant,  on 
behalf  of  Newspaper  Realty  Corp.,  owner,  reopened  and 
restored  to  calendar  January  29,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
retail  use  district,  B  area,  the  erection  of  a  six  story  fire¬ 
proof  addition  to  existing  five  story  factory  building 
fronting  West  34th  street;  to  connect  the  two  buildings 
at  each  floor  with  fireproof  horizontal  exit;  to  replace 
present  wood  stairway  with  lawful  fireproof  enclosed 
stairway,  to  install  subdividing  partitions  and  an  elevator 
(previously  withdrawn);  premises  410-412  West  34th 
street,  south  side,  120  ft.  west  of  9th  avenue,  and  405-407 
West  33rd  street  (Block  731,  Lots  53,  36  and  37),  Bor¬ 
ough  of  Manhattan. 

640-45-BZ — Application,  October  23,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  Jacob  Lubroth,  ap¬ 
plicant,  on  behalf  of  Jacob  S.  Kaminsky,  owner,  to  per¬ 
mit  in  an  unrestricted,  C  area  district,  the  extension  of 


an  existing  building  to  occupy  the  full  area  of  lot  on  the 
first  floor;  premises  60-77  Myrtle  avenue,  north  side,  208 
ft.  west  of  Fresh  Pond  road  (Block  3538,  Lot  55),  Ridge¬ 
wood,  Borough  of  Queens. 

778-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Stuyvesant  Chambers, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion  of  occupancy  from 
heretofore  converted  dwelling  (Class  A)  to  business  use 
(portions  of  2nd,  3rd,  4th  and  5th  floors  for  research 
and  direction  in  connection  with  professional  activities) ; 
premises  19-20  Gramercy  Park  south  and  86-88  Irving 
place,  southeast  corner  (Block  875,  Lot  61),  Borough  of 
Manhattan. 

783-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Emil  Koeppel,  ap¬ 
plicant,  on  behalf  of  Masonic  Club  of  Bay  Ridge,  owner, 
to  permit  in  a  residence  use  district,  the  use  of  the  first 
floor  for  business  purposes  (restaurant) ;  premises  7602- 
7608  4th  avenue,  southwest  corner  of  76th  street  (Block 
5950,  Lot  44),  Borough  of  Brooklyn. 

786-45-BZ — Application,  December  17,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  James  Allen  Tuck, 
applicant,  on  behalf  of  William  Johenning,  owner,  to  per¬ 
mit  in  a  residence  use,  G  area  district,  the  erection  of  a 
garage  (one  car)  nearer  than  the  permitted  distance  to 
lot  lines;  premises  311  Beach  149th  street,  west  side,  90 
ft.  north  of  Neponsit  avenue  (Block  751,  Lot  30),  Ne- 
ponsit,  Borough  of  Queens. 

HARRIS  M.  MURDOCK,  Chairman. 


MARCH  12,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  12,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  front  Administrative  Decisions. 

672-45-A — 1120  Shore  boulevard,  southwest  corner  of 
Jaffrey  street  (Block  7517,  Lot  941),  Borough  of  Brook¬ 
lyn. 

90-46-A — 47-40  Metropolitan  avenue,  south  side,  299.52  ft. 
east  of  Woodward  avenue  and  25  Woodward  avenue 
(Block  3375,  Lots  15,  22,  25  and  115),  Maspeth,  Borough 
of  Queens  (under  section  35,  General  City  Law  re  bed 
of  mapped  street  widening — Metropolitan  avenue). 

98-46-A — 109-42  Rockaway  boulevard,  in  bed  of  108th 
street,  1660  ft.  north  of  North  Conduit  boulevard  and 
570  ft.  east  of  L.I.R.R.  between  135th  and  149th  avenues; 
(Block  11539.  Lot  1  and  Block  11540,  Lot  1),  Aqueduct, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street — 108th  street). 

HARRIS  M.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  5,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  December  11,  1945, 
were  approved  as  printed  in  Bulletin  No.  51,  Vol.  30. 


ZONING  APPLICATIONS 

842-39-BZ 

APPLICANT — Harry  Singer,  lessee,  for  City  of  New  York 
(receiver),  owner. 

SUBJECT — Application  reopened  January  3,  1946,  for  con¬ 
sideration  as  to  extension  of  permit  (expired  by 
limitation) — Application  (decision  of  the  borough 
superintendent),  previously  granted  on  condition, 
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under  section  7 h  of  the  zoning  resolution,  for  a 
term  of  two  years,  permitting  in  a  business  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five 
motor  vehicles  (pleasure-car  type). 

PREMISES  AFFECTED— 963-985  Rutland  road,  north 
side,  between  East  92nd  and  East  93rd  streets 
(Block  4595,  Lots  54,  62  and  64  and  67,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at  10 
A.  M.  for  consideration. 


205-42-BZ 

APPLICANT — Benjamin  Antin,  for  1748  Jerome  Avenue 
Corporation,  owner. 

SUBJECT — Application  reopened  October  30,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent)  un¬ 
der  section  21  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance 
of  a  non-flashing  neon  electric  sign  extending  more 
than  eighteen  (18)  inches  beyond  the  building  line. 
PREMISES  AFFECTED— 1754  Jerome  avenue  and  1-7 
East  175th  street,  northeast  corner  (Block  2850, 
Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Benjamin  Antin  and  Eva  Rohr. 
For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at  10 
A.  M.  for  further  consideration. 


557-45-BZ 

APPLICANT — John  T.  Clancy,  for  Slattery  Contracting 
Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  the  extension  of  a  garage  for  more  than 
five  trucks  for  owner’s  use  and  repair  shop. 
PREMISES  AFFECTED— 51-01  72nd  place  and  72-28  to 
72-36  51st  road,  southeast  corner  (Block  2465,  Lots 
1  to  5),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  John  T.  Clancy. 

For  Opposition  :  John  Rizzo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1946  at 
10  A.  M.  for  further  consideration. 


747-45-BZ 

APPLICANT — William  I.  Hohauser,  for  Saunders  Park 
Estate,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  and  approval  of  play¬ 
ground  as  per  Art.  4,  Section  13(c)  and  14(d)  of 
the  zoning  resolution,  to  permit  partly  in  a  residence 
and  partly  in  business  use  district,  the  extension  of 
stores  from  a  business  use  into  a  residential  use  of 
proposed  stores  and  the  approval  of  recreational 
space  as  suitable. 

PREMISES  AFFECTED — 64-41  Saunders  street,  and  97- 
02  to  97-22  Queens  boulevard,  southeast  corner  of 
64th  road  (Block  3084,  Lots  2,  9,  11,  54,  56  and 
part  of  13,  46  and  64),  Rego  Park,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  J.  V.  McKee,  G.  Lazarus,  W.  Ho¬ 
hauser  and  L.  Schloss. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1946  at 
10  A.  M.  for  further  consideration. 


766-45-BZ 

APPLICANT — Albert  E.  Wheeler,  for  Marie  P.  Campagna, 
owner  (Monitor  Institutes,  Inc.,  under  contract  to 
purchase,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
and  change  of  occupancy  from  multiple  dwelling  to 
business  use  (offices  for  research  bureau). 
PREMISES  AFFECTED— 640  West  249th  street  (Spauld¬ 
ing  lane),  south  side,  162  ft.  west  of  Arlington 
avenue  (Block  3419,  part  of  Lot  290),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Albert  E.  Wheeler,  W.  Raphael, 
J.  Dahn  and  A.  Campagna. 

For  Opposition :  Thomas  Diskin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1946  at 
10  A.  M.  for  further  consideration. 


1000-40-BZ 

APPLICANT — Oscar  Goldschlag,  for  Eckert  Realty  Corp.. 
owner. 

SUBJECT — Application  reopened  July  14,  1942 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use,  B  area  district,  the  conversion  of 
apartments  to  retail  stores  in  basement,  which  is  the 
street  floor  facing  the  Grand  Concourse. 
PREMISES  AFFECTED— 2337  Grand  Concourse,  164 
Field  place,  southwest  corner  (Block  3164,  Lot  19), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Oscar  Goldschlag  and  W.  Rolling. 
For  Oppostion :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice.- 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


442-45-BZ 

APPLICANT — Oscar  Goldschlag,  for  Grandboro  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use,  B  area  district,  the  con¬ 
version  of  apartments  to  retail  stores  on  first  floor 
facing  the  Grand  Concourse. 

PREMISES  AFFECTED — 2327  Grand  Concourse,  west 
side,  150  ft.  south  of  Field  place  (Block  3164,  Lot 
25),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 
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ACTION  OF  BOARD — Application  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


443-45-BZ 

APPLICANT — Oscar  Goldschlag,  for  Andart  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin- 
•  tendent)  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence,  B  area  district,  the  conversion 
of  apartments  to  retail  stores  on  the  first  floor  facing 
the  Grand  Concourse. 

PREMISES  AFFECTED — 2331  Grand  Concourse,  west 
side,  100  ft.  south  of  Field  place  (Block  3164,  Lot 
23),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  withdrawn  without 
prej  udice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


927-22-BZ 

APPLICANT — Herman  Kron,  for  Rogers  Place  Corpora¬ 
tion,  owner. 

SUBJECT — Application  reopened  October  9,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent)  un¬ 
der  sections  7b  and  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the 
alteration  and  conversion  of  occupancy  from  pub¬ 
lic  baths  to  factory. 

PREMISES  AFFECTED — 913-915  Westchester  avenue, 
north  side,  93.47  ft.  west  of  Rogers  place  (Block- 
2698,  Lot  79),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Herman  Kron  and  Charles  L. 
Fleece. 

For  Opposition :  William  Lonimace,  A.  Lutz,  A. 
Wanamaker,  Mrs.  F.  Bass  and  J.  Van 
Devevere. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee:  4 
Negative  .  0 

THE  RESOLUTION  (927-22-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution  permitting  the  erection  and  maintenance  of  a 
business  building,  partly  in  business  and  partly  in  residence 
use  districts,  affecting  premises  913-915  Westchester  av¬ 
enue,  north  side,  93.47  ft.  west  of  Rogers  place  (Block  2698, 
Lot  79),  Borough  of  the  Bronx,  was  granted  by  the  Board 
on  October  20,  1922,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  4,  1924  and  May  5,  1931 ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  under  sections  7b  and  7c  of  the  zoning  resolution, 
to  permit  in  residence  and  business  use  districts  the  altera¬ 


tion  and  conversion  of  occupancy  from  public  baths  to  fac¬ 
tory;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  9,  1945,  and  restored  to  the  calendar  subject  to 
the  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Westchester  avenue  is  in  a  business 
use,  B  area  and  Class  1  height  district ;  Rogers  place  is  in  a 
residence  and  business  use,  B  area  and  Class  1)4  height 
district ;  Stebbins  avenue  is  in  a  residence  and  business  use, 

B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  20,  1945,  re  amendment  to  Alt.  Applic. 
451-45,  reads: 

“6 :  Proposed  use  of  premises  as  a  factory  in  a  partly 
business  and  partly  residence  district  is  contrary  to 
Article  2,  Sections  3  and  4,  Building  Zone  Resolution." 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  97.94  feet  frontage  by  725  feet  in  depth,  irregular, 
on  which  is  located  a  building  97.94  feet  front  by  150  feet 
deep,  irregular;  typical  floor  90  feet  deep  by  110  feet  deep, 
irregular ;  3  stories  30  feet  in  height,  of  Class  1  construc¬ 
tion  ;  that  it  is  proposed  to  alter  existing  public  baths  to 
factory ;  and 

Whereas,  the  applicant  contends  that  this  building  was 
erected  in  1922  as  public  baths  and  is  of  fireproof  construc¬ 
tion,  3  stories  high ;  that  the  cellar  is  used  for  lockers ; 
that  there  are  two  fireproof  stairs  in  the  building;  that  his 
client  bought  the  building  a  few  months  ago  and  invested 
about  $20,000,  to  renovate  the  building  and  operate  same  as 
baths ;  that  the  conditions  in  the  neighborhood  are  such  that 
it  is  impossible  to  so  operate  same;  therefore  it  is  very 
necessary  to  change  this  building  into  a  factory,  otherwise 
the  whole  investment  will  be  in  jeopardy;  and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committe  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c,  to  permit  that 
portion  of  the  existing  building  within  the  residential  use 
district  to  be  occupied  for  factory  purposes  in  conjunction 
with  the  portion  of  the  building  in  a  business  use  area  and 
as  may  be  permitted  in  a  business  use  district  and  also  to 
include  the  space  30  ft.  in  width  in  the  rear  of  such  building 
to  be  left  vacant  but  available  for  exit  purposes  through 
and  across  land  owned  by  the  same  owner,  known  as  Lot 
75,  to  Rogers  place,  on  condition  that  a  fence  shall  be  con¬ 
structed,  approximately  30  ft.  away  from  the  rear  wall  of 
the  adjacent  building,  continuously  across  the  lot;  that  the 
building  shall  not  be  increased  in  height  or  area  and  that  i 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


547-32-BZ 

APPLICANT — Lama  and  Proskauer,  for  Socony  Vacuum 
Oil  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  October  9,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  inclusion  of  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles,  on 
gasoline  service  station  (previously  granted  by  the 
Board). 
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PREMISES  AFFECTED— 4519-4525  Broadway,  south¬ 
west  corner  of  Bennett  avenue  (Block  2180,  Lot 
652),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  I.  Proskauer. 

For  Opposition:  H.  Klorfein,  Dep’t  of  Parks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (547-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  4519-4525  Broadway,  southwest  corner  of  Bennett 
avenue  (Block  2180,  Lot  652),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  January  24,  1933,  on  certain  con¬ 
ditions  ;  and 

Whereas,  on  November  28,  1933,  the  Board  approved 
plans  as  submitted,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district  the  inclusion  of  parking  and 
storage  of  more  than  five  motor  vehicles  on  the  existing 
gasoline  service  station ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  9,  1945,  and  restored  to  the  calendar  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  February  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Broadway  is  in  a  business  use,  B  area 
and  times  height  district;  Nagle  avenue  is  in  a  business 
use,  B  area  and  Class  1%  times  height  district;  Hillside 
avenue  is  in  partly  residence  and  partly  business  use,  B 
area  and  Class  1,%  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  1,  1945,  re  Alt.  Applic.  1222-45,  reads : 

“1.  Proposed  use  of  premises  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  together  with 
present  use  as  gasoline  service  station  and  lubritorium 
in  a  business  district  is  contrary  to  Sec.  4,  Article  II, 
Zoning  Resolution. 

2.  The  location  of  premises  with  regard  to  Ft.  Tryon 
Park  is  contrary  to  Sec.  21A,  Art.  V,  zoning  resolu¬ 
tion.” 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building,  30  ft.  3  in.  front  by  77  ft.  9  in.  in  depth, 
one  story,  15  ft.  in  height,  of  Class  3  construction;  that  it 
is  proposed  to  store  and  park  more  than  5  motor  vehicles 
on  the  present  gasoline  service  station;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles;  that  directly  adjoining  to  the  south  there  is 
a  parking  lot  and  used  car  and  parking  lot;  that  in  Block 
2172,  Lot  1  there  is  a  gasoline  service  station  and  parking 
lot;  that  in  Block  2170,  Lot  102  there  is  a  gas  station  and  a 
series  of  one  car  garages ;  that  the  corner  of  Block  2180, 
Lot  513  is  a  used  car  lot;  that  permission  is  also  requested 
to  eliminate  the  12"  curbing  on  the  building  line  as  called 
for  in  the  resolution  previously  adopted  by  the  Board ;  that 
these  curbs  have  been  continuously  knocked  down  by  trucks ; 
that  it  is  proposed  to  construct  a  12"  by  12"  concrete  curb 
at  the  intersection  of  Broadway  and  Bennett  avenue,  6  ft. 
on  Broadway  and  4  ft.  on  Bennett  avenue,  5  ft.  on  the  north¬ 
westerly  portion  of  the  lot  and  6  ft.  on  the  southeasterly 
portion  of  the  plot ;  that  it  is  respectfully  requested  that  this 
application  be  granted. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  24.  1933  as  amended 
November  28,  1933  by  adding  thereto : 

“that  the  parking  and  storage  of  not  more  than  15 
cars  may  be  permitted  in  conjunction  with  the  uses 
herein  permitted  on  condition  that  such  cars  shall  be 
those  that  are  left  at  the  station  for  servicing  or  occa¬ 
sional  overnight  storage  and  not  for  regular  weekly  or 
monthly  rental ;  that  such  cars  shall  be  stored  or  parked 
only  in  the  space  intervening  between  the  rear  of  the 
accessory  building  and  the  rear  fence;  that  the  12' x  12' 
curbs  shown  on  plans  approved  November  28,  1933  be¬ 
tween  the  curb  cuts  along  Broadway  and  between  the 
curb  cuts  along  Bennett  avenue  may  be  removed  pro¬ 
vided  the  curbings  at  the  corner  intersection  and  toward 
the  southerly  and  westerly  lot  line  are  continued,  as 
shown  on  approved  plans.” 


1156-40-BZ 

APPLICANT — Frank  J.  Ross,  for  American  Stevedores, 
Inc.,  owner. 

SUBJECT — Application  reopened  January  8,  1946,  for  con¬ 
sideration  as  to  amendment  of  resolution — Applica¬ 
tion  (decision  of  the  borough  superintendent),  pre¬ 
viously  granted  on  condition,  under  sections  7f,  7 g 
and  7i  of  the  zoning  resolution,  permitting  partly  in 
a  business  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  garage  for  more  than 
five  motor  vehicles  and  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 69-71  Carroll  street,  north  side, 
75  ft.  east  of  Columbia  street  (Block  348,  Lot  50), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  J.  Ross. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . .  0 

THE  RESOLUTION  (1156-40-BZ) 

Whereas,  this  application,  under  sections  7f,  7g  and  7i 
of  the  building  zone  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop,  premises  69-71 
Carroll  street,  north  side,  75  ft.  east  of  Columbia  street 
(Block  No.  348,  Lot  No.  50),  Borough  of  Brooklyn,  was 
granted  by  the  board  March  25,  1941,  on  certain  conditions, 
and  the  resolution  amended  on  April  15,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
to  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  8,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  February  5,  1946;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  February  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  25,  1941  as  amended 
April  15,  1941  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  extend  the 
existing  building  to  the  east  by  adding  a  second  story 
extension  toward  the  rear  and  renovating  the  front  facade 
substantially  as  indicated  on  plans  marked  “Received 
January  3,  1946,”  three  sheets,  such  additional  extension 
may  be  permitted  provided  that  in  all  other  respects  the 
resolutions  adopted  by  the  Board  on  March  25,  1941  as 
amended  April  15,  1941  are  complied  with.  (Alt.  Applic. 
3969-45).” 
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330-42-BZ 

APPLICANT — Eugene  De  Rosa,  for  Jcron  Company,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening,  ex¬ 
tension  of  time  to  complete  and  approval  of  plans — 
re  Application  (decision  of  the  borough  superinten¬ 
dent)  previously  granted  on  condition,  under  section 
7c  of  the  zoning  resolution,  permitting  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  building  to  be 
used  as  a  theatre  and  stores. 

PREMISES  AFFECTED— 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63rd  drive  and 
63-39  to  63-49  Saunders  street  (Block  3080,  Lots  30 
and  31),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  J.  V.  McKee,  G.  Lazarus  and  E. 
De  Rosa. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  time  ex¬ 
tended  and  plans  approved. 

THE  VOTE  TO  REOPEN,  EXTEND  TIME,  AND 
APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (330-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  theatre  and  stores,  affect¬ 
ing  premises  95-42  to  95-48  Queens  boulevard,  south  side, 
130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders  street 
(Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens,  was  granted  by  the  Board  on  February  6,  1945,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work,  and  approval  of 
plans  submitted. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  6,  1945,  only 
so  far  as  it  has  reference  to  the  obtaining  of  permits  and 
completion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read  : 

“.  .  .  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution  ;  that  the  plans  submitted  in 
compliance  with  the  resolution  marked  ‘Received  Janu¬ 
ary  29,  1946,’  9  sheets  and  3  sets,  are  hereby  approved 
as  in  substantial  compliance  with  the  resolution  (N.B. 
App.  397-42).” 


84-45-BZ 

APPLICANT— F.  P.  Platt  &  Brother,  for  T.  L.  &  L.  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  partly  residence  and  partly  restricted 
retail  use  district,  the  parking  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 1-5  Greenwich  avenue,  south¬ 
west  corner  of  Christopher  street  (Block  593,  Lot 
13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Klopstock. 

For  Opposition :  W.  Raphael. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. 
Negative  . . 


THE  RESOLUTION  (84-45-BZ) 

Whereas,  F.  P.  Platt  and  Brother,  for  T.  L.  and  L.  Cor¬ 
poration,  owner,  filed  February  13,  1945,  an  application  un¬ 
der  section  7h  of  the  zoning  resolution,  to  permit  partly  in 
a  residence  and  partly  in  a  restricted  retail  use  district,  the 
parking  of  more  than  five  (5)  motor  vehicles,  affecting 
premises :  1-5  Greenwich  avenue,  southwest  corner  of  Chris¬ 
topher  street  and  6th  avenue  (Block  593,  Lot  13),  Borough 
of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Greenwich  avenue  is  in  a  restricted  retail 
and  local  retail  use,  C  area  and  Class  1)4  height  district; 
6th  avenue  is  in  a  restricted  retail  use,  C  area  and  Class  1)4 
height  district ;  Christopher  street  is  in  a  residence  and  re¬ 
stricted  retail  use,  C  area,  and  Class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
December  18,  1945,  re  Alt.  Applic.  555-44,  reads : 

“Objec.  2.  Since  area  is  in  a  restricted  retail  height 
1)4  area  C  district,  proposed  use  for  parking  of  more 
than  5  motor  vehicles  is  contrary  to  Art.  II,  Section 
4-15,  Zoning  Resol. 

Objec.  3.  Proposed  business  use  in  a  residence  district 
is  contrary  to  Art.  II,  Sec.  3,  Zoning  Resol.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  irregular  in  area,  85  ft.  2)4  in.  frontage  by  80  ft.  in 
depth  on  6th  avenue;  107  ft.  9 /  in.  frontage  on  Greenwich 
avenue  and  76  ft.  9)4  in.  frontage  by  55  ft.  on  Christopher 
street;  and 

Whereas,  the  applicant  contends  that  a  variance  is  re¬ 
quested  under  section  7h  to  permit,  for  the  duration  of  the 
war  emergency,  the  temporary  use  of  a  parking  lot  for  more 
than  5  motor  vehicles,  as  delineated  on  the  accompanying 
drawings ;  that  in  this  connection  the  applicant  quotes  the 
following  from  a  prior  hearing,  Cal.  175-42-A,  on  the  same 
plot :  “The  Committee  points  out  that  the  owner  may  sub¬ 
mit  to  the  Board  a  new  application  for  a  zoning  variance 
upon  a  showing  of  new  substantial  facts,  not  present  when 
the  application  for  a  zoning  variance  was  denied  under  Cal. 
614-37-BZ”;  that  the  new  developments  in  question  involve 
the  restrictions  of  the  war  emergency  upon  construction  work 
requiring  owners  to  make  the  best  use  possible  of  their  land 
pending  the  release  of  building  materials ;  that  an  important 
development  also  is  the  attached  consent  from  the  owner 
of  1  Christopher  street,  immediately  opposite  the  driveway 
to  the  parking  lot,  which  is  the  interest  probably  the  most 
affected  by  the  parking  lot  use ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7h 
thereof,  for  a  term  of  two  years,  to  permit  the  unbuilt-upon 
portion  within  the  business  use  district  to  be  occupied  for 
the  parking  and  storage  of  more  than  five  motor  vehicles 
on  condition  that  along  the  building  line  of  Greenwich  avenue 
and  Christopher  street  where  existing  buildings  do  not  oc¬ 
cur  there  shall  be  erected  a  substantial  picket  fence  which 
may  be  of  wood ;  that  such  fence  shall  be  not  less  than  5  ft. 
in  height  and  shall  be  kept  painted ;  that  the  only  opening 
therein  shall  be  one  to  Christopher  street  for  entrance  and 
exit  not  over  15  ft.  in  width  with  a  curb  cut  opposite  of 
similar  width ;  that  no  signs  shall  be  erected  except  that 
there  may  be  attached  to  the  fence  a  sign  advertising  the 
parking  and  storage  use  provided  such  sign  does  not  extend 
beyond  the  building  line  and  does  not  exceed  15  ft.  in  area 
4  and  is  not  illuminated;  that  the  portion  of  the  plot  to  be 
0  occupied  for  parking  shall  be  surfaced  with  clean  cinders 
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or  other  suitable  material  and  properly  rolled;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  resolution. 


411-45-BZ 

APPLICANT — Emil  Koeppel,  for  General  Outdoor  Ad¬ 
vertising  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  and  residence  use  dis¬ 
trict,  the  extension  of  an  existing  garage  for  more 
than  five  cars ;  for  storage  and  paint  shop. 
PREMISES  AFFECTED — 538  Washington  avenue,  west 
side,  80  ft.  south  of  Fulton  street  and  898-902  Ful¬ 
ton  street  (Block  2012,  Lots  32,  35  and  39),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Opposition:  Frederick  Trotman.  Frank  E. 
Davis,  Huston  L.  Lovell,  Rev.  B.  J.  Lowry, 
Robert  J.  Nash,  Charles  Thorne  and  others. 
For  Administration;  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appplication  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (411-45-BZ) 

Whereas,  Emil  Koeppel,  for  General  Outdoor  x\dvertis- 
ing  Company,  owner,  filed  July  2,  1945,  an  application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
business  and  residence  use  district  the  extension  of  an  ex¬ 
isting  garage  for  more  than  five  cars  and  for  storage  and 
paint  shop;  affecting  premises  538  Washington  avenue  and 
898-902  Fulton  street,  west  side  of  Washington  avenue,  80 
feet  south  of  Fulton  street  (Block  2012,  lots  32,  35  and  39), 
Borough  of  Brooklyn  ;  and 

Whereas,  under  Cal.  416-32-BZ  the  Board  granted,  on 
September  27,  1932,  under  sections  7a,  7e  and  21  of  the 
zoning  resolution  on  a  portion  of  subject  premises,  permis¬ 
sion  to  develop  the  whole  plot  with  a  building  not  more 
than  two  stories  in  height,  for  the  storage  of  automobiles 
and  the  installation  of  one  550  gallon  tank  and  two  pumps, 
the  automobiles  stored  therein  to  be  confined  to  those  in  the 
ownership,  and  used  in  the  operation,  of  the  sign  business 
conducted  on  the  premises  or  for  its  employees ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Washington  avenue  is  in  residence, 
business  and  unrestricted  use,  B  area  and  Class  \l/2  height 
districts ;  Fulton  street  is  in  a  business  use,  B  area  and 
Class  1 l/  height  district;  and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  July  2,  1945,  in  re  N.  B.  App.  72-45,  reads: 

“1.  Proposed  extension  for  storage  and  painting  shop 
of  a  garage  for  more  than  5  cars,  studio  and  office  on  a 
plot  partly  in  a  residence  use  district,  partly  in  a  busi¬ 
ness  use  district  and  partly  in  an  unrestricted  use  dis¬ 
trict  is  contrary  to  Art.  II,  Sec.  3  and  Art.  II,  Sec. 
4(a)  15  of  the  Zoning  Resolution. 

Note:  These  premises  were  the  subject  of  conditional 
variation  of  the  Board  of  Stds  and  Appeals.  Cal  416-32- 
BZ.B.40.V.17.” 

and 

\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  130  ft.  2  in.  in  depth,  on  which 
it  is  proposed  to  erect  a  building  25  ft.  front  by  78  ft.  in 
depth,  1  story,  17  ft.  in  height,  of  Class  3  construction,  for 
the  purpose  of  storage  and  paint  shop ;  that  it  is  proposed  to 


erect  an  extension  to  the  existing  garage  and  paint  shop 
building  which  was  erected  on  lots  32  and  35,  pursuant  to 
variance  granted  by  the  Board  under  Cal.  416-32-BZ ;  and 

Whereas,  the  applicant  contends  that  the  entire  premises 
have  been  occupied  by  the  General  Outdoor  Advertising  Co. 
for  the  past  42  years  and  it  has  now  become  necessary  to 
increase  the  area  of  the  building  to  meet  the  increase  in 
"business;  that  it  would  be  a  great  hardship  for  the  present 
owner  to  have  to  move  part  of  his  business  to  a  new  location ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7c,  to  per¬ 
mit  the  extension  of  use  as  a  paint  shop  in  connection 
with  the  existing  use  of  the  adjoining  building  as  indicated 
on  plans  filed  with  this  application  marked  “Received  July 
2,  1945,”  on  condition  that  such  building  shall  not  exceed 
one  story  in  height  and  shall  not  exceed  a  total  height  of 
20  ft.  above  the  parapet,  except  for  the  proposed  skylight ; 
that  such  building  shall  be  erected  towards  the  rear  of  the 
lot  and  shall  not  exceed  in  area  the  size  indicated  on  such 
plans;  that  the  front  portion  of  the  lot  toward  Washington 
avenue  shall  be  left  unbuilt  upon  and  shall  be  cement  paved 
and  properly  drained  and  not  used  for  any  permanent  stor¬ 
age  of  equipment;  that  along  the  street  line  of  Washington 
avenue  there  shall  be  erected  a  masonry  wall  constructed 
of  face  brick  not  less  than  6  ft.  6  in.  in  height,  continuously 
without  openings  therein ;  that  such  wall  shall  return  along 
the  interior  lot  line  of  the  adjoining  lot,  No.  40,  to  a  point 
at  least  1  ft.  westerly  of  the  front  wall  of  such  building ; 
that  such  brick  wall  shall  be  properly  coped  with  limestone 
or  other  approved  natural  stone ;  that  a  segmental  grille 
with  steel  rungs  shall  be  maintained  on  the  top  of  such  wall 
to  prevent  children  climbing  from  adjoining  stoop  to  the 
return  portion  of  such  wall  where  it  adjoins  such  house; 
that  the  existing  billboard  sign  shall  be  removed  and  no 
other  sign  shall  be  installed  on  such  wall  or  on  the  premises ; 
that  any  entrance  to  this  extension  shall  be  solely  through 
the  existing  buildings  occupied  by  the  same  company  on 
Fulton  street ;  that  there  shall  be  no  openings  in  the  wall 
to  the  south  or  west  and  that  the  skylight  shall  be  not 
nearer  than  10  ft.  to  the  southerly  lot  line;  that  the  ceil¬ 
ings  throughout  shall  be  fire  retarded  and  no  cellar  shall  be 
erected  under  the  building ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  the  use  of  such  building  shall  be  only  as  pro¬ 
posed  ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


668-45-BZ 

APPLICANT — Max  Siegel,  for  Park  Web  Company,  In¬ 
corporated,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sectons  7e  and  21  of  the  zoning  res¬ 
olution.  to  permit  in  a  residence  district,  the  change 
of  use  from  stable  to  store,  first  floor,  office,  show¬ 
room  and  light  manufacturing  on  the  upper  floors. 
PREMISES  AFFECTED — 322-324  West  48th  street,  south 
side,  250  ft.  west  of  8th  avenue  (Block  1038,  Lot 
43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (668-4S-BZ) 

Whereas,  Max  Siegel,  for  Park  Web  Co.,  Inc.,  owner, 
filed  October  31,  1945,  an  application  under  sections  7e  and 
21  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district  the  change  of  use  from  stable  to  store  on  first  floor ; 
office,  showroom  and  light  manufacturing  on  upper  floors ; 
affecting  premises  322-324  West  48th  street,  south  side,  250 
ft.  west  of  Eighth  avenue  (Block  1038,  Lot  43),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  tbe  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  February  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  48th  street  is  in  a  residence  use,  B 
area  and  Class  1)4  height  district;  8th  avenue  is  in  a  retail 
1  use,  B  area  and  Class  1)4  height  district  and  9th  avenue 
is  in  a  retail  use,  B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  10,  1945,  re  Alt.  App.  1685-45,  reads: 

“2.  Change  of  use  from  stable  to  store  1st  fl. — office, 
showroom  and  manufacturing  on  upper  floors  contrary 
to  Section  3  Zoning  Resolution,  as  building  is  in  a  res¬ 
idence  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  50  ft.  frontage  by  100  ft.  5  in.  in  depth,  on  which  is 
located  a  building  50  ft.  front  by  98  ft.  and  100  ft.  5  in.  in 
depth,  6  stories  (74  ft.  11  in.)  in  height,  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  alter  the  building,  construct 
new  stairways,  elevator,  toiletrooms,  etc.,  for  store,  show¬ 
rooms  and  25%  light  manufacturing;  and 

Whereas,  the  applicant  contends  that  the  premises  consist 
of  a  6-story  and  cellar,  nonfireproof  brick  constructed  build¬ 
ing  about  50  by  98  ft.  in  area,  erected  in  1902  and  occupied 
continuously  since  erection  as  a  stable  for  more  than  five 
horses ;  that  the  premises  are  now  located  in  a  residence  use 
district  since  1936,  prior  to  which  time  it  was  located  in  a 
business  use  district ;  that  under  Section  6  of  the  Zoning 
Resolution  this  nonconforming  use  can  be  maintained  and 
legally  continued ;  that  the  stable  use  of  the  building  has  so 
depreciated  that  it  can  no  longer  be  operated  profitably ; 
that  it  is  proposed,  therefore,  to  convert  the  stable  to  com¬ 
mercial  uses  similar  to  that  permitted  by  the  zoning  resolu¬ 
tion  in  a  business  use  district,  i.e.,  store,  offices,  showroom 
and  25%  light  manufacturing;  that  the  building  cannot  be 
converted  to  residential  uses  as  now  required  by  the  Zoning 
Resolution  unless  it  is  completely  reconstructed ;  that  the 
arrangement  is  such  that  it  can  readily  be  converted  to 
commercial  uses  as  proposed  without  involving  complete  re¬ 
construction  ;  that  the  real  estate  valuation  of  the  land  and 
building  make  it  impractical  to  reconstruct  this  building  for 
residential  uses  and  the  only  reasonable  use  that  could  be 
made  of  this  existing  building  is  that  proposed ;  that  the 
block,  while  zoned  for  residence,  is  not  exclusively  residen¬ 
tial,  inasmuch  as  immediately  adjacent  on  either  side  are 
nonconforming  uses ;  and  there  are  several  other  buildings 
devoted  to  nonconforming  uses  in  the  same  block  ;  that  the 
alterations  will  consist  of  removing  the  horse  stalls  from 
the  various  floors,  cleaning  and  fumigating  the  entire  prem¬ 
ises  so  as  to  eliminate  the  stable  odors,  constructing  new 
stairways,  elevator,  toilet  rooms  and  similar  accessory  items 
for  a  modern  commercial  building;  that  the  facade  will  be 
cleaned,  windows  repaired  or  replaced,  stable  doors  removed 
and  replaced  with  show  windows,  driveways  will  be  elimi¬ 
nated  and  a  new  modern  entrance  created,  all  of  which  will 
materially  enhance  the  appearance  of  the  building ;  that  the 
elimination  of  the  stable  from  the  block  will  be  a  material 
improvement  to  the  neighborhood,  as  the  proposed  uses  will 
be  much  less  objectionable  and  will  enhance  the  value  of 
surrounding  properties ;  that  this  is  an  appropriate  case  for 
the  Board  to  exercise  its  discretion  under  section  7e  and 


grant  the  variance  requested  for  a  minimum  of  ten  years, 
which  period  of  time  would  be  consistent  with  the  invest¬ 
ment  and  the  alterations  necessary  to  make  this  building 
usable  for  commercial  uses;  that  the  granting  of  this  vari¬ 
ance  will  be  in  full  harmony  with  the  general  purpose  and 
intent  of  the  zoning  resolution  and  substantial  justice  done 
which  will  benefit  the  public  health,  safety  and  general  wel¬ 
fare  and  relieve  the  owner  of  practical  difficulties  and  un¬ 
necessary  hardships ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7. 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  ten  years,  to  permit  the  building  to  be  altered  as 
proposed  for  an  occupancy  throughout  for  offices  and  show¬ 
rooms  on  condition  that  there  shall  be  no  manufacturing 
carried  on  except  such  manufacturing  as  may  be  incidental 
to  a  retail  business  use  of  the  type  permitted  in  a  retail  u^e 
district ;  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  curbing  in  front  of  the  premises  shall  be 
restored  and  curb  cuts  removed  and  the  sidewalk  shall  be 
replaced  with  new'  surfacing ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  except  that  the  existing 
rear  yard  may  be  accepted ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
or  this  resolution. 


745-45-BZ 

APPLICANT — William  I.  Hohauser,  for  Saunders  Leas¬ 
ing  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
extension  (in  rear)  of  an  existing  building  (stores) 
to  cover  more  than  permitted  area. 

PREMISES  AFFECTED— 95-16  to  95-24  Queens  boule¬ 
vard,  south  side,  140  ft.  east  of  63rd  avenue  (Block 
3080,  Lot  12),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  V.  McKee,  G.  Lazarus,  W.  Ho¬ 
hauser  and  L.  Schloss. 

For  Opposition :  None. 

For  Administration :  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (745-45-BZ) 

Whereas,  William  I.  Hohauser  for  Saunders  Leasing 
Corporation,  owmer,  filed  December  4,  1945,  an  application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
business  use,  C  area  district,  the  extension  (in  the  rear) 
of  an  existing  building  (stores)  to  cover  more  than  the 
permitted  area,  affecting  premises  95-16  to  95-24  Queens 
boulevard,  south  side,  140  ft.  east  of  63rd  avenue  (Block 
3080,  Lot  12)  Rego  Park,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  w'as  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting.  February  5,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Queens  boulevard  is  in  a  business  use. 
C  area  and  Class  1  height  district ;  63rd  avenue  is  partly 
in  residence  and  partly  in  business  use,  C  area  and  Class  1 
height  district ;  and 

Whereas,  the  _  decision  of  the  borough  superintendent, 
dated  November  5,  1945,  on  Alt.  Applic.  1620-45,  reads: 


MINUTES 


“1.  Enlarging  the  area  of  an  existing  building,  on  an 
interior  lot  in  a  C  district,  which  already  occupies  an 
area  of  more  than  60%  is  contrary  to  Art.  IV,  Sec.  13, 
BZR.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  75  ft.  4  in.  in  depth,  one 
story,  17  ft.  in  height,  of  Class  3  construction;  that  it  is 
proposed  to  enlarge  the  building  by  extending  the  southerly 
wall  19  ft.  8  in.,  making  its  total  depth  94  ft.  8  in. ;  and 

Whereas,  the  applicant  contends  that  the  existing  store 
building  is  75  ft.  in  depth;  that  it  is  proposed  to  enlarge 
the  building  by  extending  the  southerly  wall  19  ft.  8  in., 
making  a  total  depth  of  94  ft.  8  in. ;  that  the  premises  are  in 
a  highly  developed  business  area ;  that  based  on  a  survey 
made  by  various  newspapers,  there  are  between  75,000  and 
100,000  persons  residing  within  a  radius  of  a  mile  of  the 
property  in  question,  approximately  85%  or  64,000  to  85,000 
persons  reside  south  of  Queens  boulevard,  and  15%  or  11,000 
to  15,000  reside  north  of  Queens  boulevard;  that  the  growth 
<Jf  the  area  will  continue  at  an  accelerated  pace  with  the 
commencement  of  housing  construction ;  that  at  present 
there  are  no  vacant  stores  along  Queens  boulevard  from 
63rd  avenue  to  64th  drive  and  there  is  a  strong  demand 
for  additional  store  space;  that  the  proposed  enlargement  of 
the  structure  will  help  to  meet  the  need  for  greater  store 
space;  that  strict  enforcement  of  the  area  district  require¬ 
ment  as  contained  in  Sec.  13  of  Art.  IV  of  the  zoning 
resolution  would  result  in  practical  difficulties  and  un¬ 
necessary  hardship ;  that  the  general  purpose  and  intent  of 
Sec.  13  (b)  of  Art.  IV  is  to  require  structures  to  be  pro¬ 
vided  with  enough  space  about  them  to  assure  sufficient  light 
and  ventilation  for  the  adjacent  properties;  that  in  this  case 
this  area  restriction  would  serve  no  useful  purpose,  and  is 
unnecessary  because  of  the  unique  conditions  which  are 
present;  that  the  structure  adjacent  to  the  east  consists  of  a 
1  story  business  building  which  does  not  extend  beyond  the 
present  rear  wall  of  the  property  in  question,  and  has  no 
windows  which  would  face  upon  the  proposed  extension ; 
that  the  building  adjacent  to  the  west  consists  of  a  6  story 
apartment  house  which  also  does  rot  extend  beyond  the 
present  rear  wall  of  this  property  and  also  has  no  windows 
facing  the  proposed  extension;  that  adjacent  to  the  south 
there  is  a  six  story  apartment  house ;  that  because  of  the 
grade  of  the  block  the  top  of  the  beams  of  the  rear  wall 
of  the  proposed  extension  will  be  but  15  in.  higher  than  the 
bottom  sills  of  the  1st  floor  windows  of  this  apartment 
house;  that  in  addition  the  two  rear  walls  will  be  approxi¬ 
mately  25  ft.  apart;  that  therefore  the  proposed  extension 
will  amount  to  no  more  than  a  rear  yard  at  almost  curb 
level  for  the  apartment  house ;  that  none  of  the  surrounding 
structures  will  be  deprived  of  any  light  or  ventilation  by 
the  proposed  structure ;  that  the  proposed  extension  will  be 
but  17  ft.  in  height  at  its  rear  wall  and  will  thus  provide 
each  adjacent  structure  with  greater  light  and  ventilation 
than  they  would  enjoy  if  a  10  story  apartment  house  built 
in  accordance  with  the  present  area  requirements  were  to  be 
constructed;  that  in  addition  the  block  is  fully  developed 
and  its  character  as  regards  block  ventilation  has  already 
been  determined;  that  the  present  area  restrictions  which 
permit  the  buildings  on  neighboring  plots  on  the  same  block 
to  cover  substantially  the  entire  area  of  such  plots,  while 
preventing  the  proposed  extension  on  the  plot  results  in 
unjust  and  arbitrary  inequality  and  interferes  with  fair 
competition;  that  at  present  the  property  is  occupied  by  a 
grocery  store,  a  fruit  and  vegetable  store,  a  Chinese  restau¬ 
rant,  a  laundry,  a  shoe  repair  store  and  a  candy  and  station¬ 
ery  store ;  that  the  owner  desires  to  rent  the  property  on 
termination  of  the  present  leases  to  a  large  chain  store  but 
cannot  serve  the  needs  of  such  prospective  tenants  unless  the 
depth  of  the  store  is  increased ;  that  it  is  therefore  respect¬ 
fully  submitted  that  the  strict  enforcement  of  the  area  re¬ 
quirements  would  cause  both  practical  difficulties .  and  un¬ 
necessary  hardship;  that  the  variation  of  such  restrictions  so 


as  to  permit  the  proposed  extension  of  the  building  in  ac¬ 
cordance  with  the  filed  plans  would  be  in  harmony  with  the 
general  purposes  and  intent  of  the  zoning  resolution  and 
would  work  no  injury  to  public  health,  safety  or  general 
welfare  and  would  be  of  definite  benefit  to  the  neighborhood, 
and  should  be  granted  in  the  interest  of  substantial  justice; 
and  _  .  . 

Whereas,  the  proposal  is  to  limit  the  entire  building 
to  one  story  in  height  which  would  be  of  less  bulk  that 
could  be  constructed  under  the  Zoning  Resolution  and  by 
limiting  the  height  the  general  conditions  as  to  light  and 
air  are  materially  enhanced  for  the  benefit  of  adjoining 
residential  buildings ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  existing  one  story  building  to  be  ex¬ 
tended  substantially  as  proposed  on  plans  filed  with  this 
application  marked  “Received  December  4,  1945”,  three 
sheets,  on  condition  that  the  yard  space  across  the  entire 
rear  shall  be  not  less  than  10  ft.  in  width ;  that  such  yard 
space  shall  be  cement-paved  and  properly  drained;  that  re¬ 
taining  walls  as  may  be  necessary  shall  be  constructed  on 
the  rear  lot  line  and  an  adequate  fence  maintained;  that  the 
exit  from  such  rear  yard  across  the  rear  of  the  adjoining 
lot  6  through  to  63rd  avenue  shall  be  maintained;  that  the 
rear  yard  shall  be  kept  clear  of  all  material,  equipment  and 
rubbish  at  all  times;  that  in  view  of  this  variance  the  build¬ 
ing  shall  be  maintained  as  a  one  story  building  and  shall 
not  be  increased  in  height;  that  no  sign  shall  be  erected 
on  the  roof  of  the  building  and  no  signs  on  the  rear  or  side 
walls,  and  such  signs  as  erected  on  the  front  of  the  building 
shall  comply  with  the  requirements  of  the  zoning  resolution 
therefor ;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  throughout  the  building  as  the  fire  commis¬ 
sioner  shall  direct ;  that  all  partitions  separating  the  stores 
shall  be  carried  up  to  the  underneath  side  of  the  roof  and 
shall  be  adequately  fire  stopped  in  accordance  with  the  code 
requirements ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


746-45-BZ 

APPLICANT — William  I.  Hohauser,  for  Penelope  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  partly  in  residence  and  partly 
in  business  use  district,  the  erection  of  a  building 
(stores)  exceeding  the  area  requirements,  and  also 
the  omission  of  the  required  rear  yard. 
PREMISES  AFFECTED— 96-52  to  96-68  Queens  boule¬ 
vard,  southwest  corner  of  64th  road  (Block  3082, 
Lots  71  and  79),  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  V.  McKee,  G.  Lazarus,  W. 

Hohauser  and  L.  Schloss. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


118 


wshhi  ■nnaijnP9ijRii^viH7;  v  j  v 

r 

MINUTES 


THE  RESOLUTION  (746-45-BZ) 

Whereas,  William  1.  Hohauser,  for  Penelope  Realty 
Corporation,  owner,  filed  December  4,  1945  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
partly  in  a  residence  and  partly  in  business  use  district,  the 
erection  of  a  building  (stores)  exceeding  the  area  require¬ 
ments  and  also  the  omission  of  the  required  rear  yard,  af¬ 
fecting  premises,  96-52  to  96-68  Queens  boulevard,  south¬ 
west  corner  of  C4th  road  (Block  3082,  Lots  71  and  79)  Rego 
Park,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Queens  boulevard  is  in  residence  and  busi¬ 
ness  use  C  and  D  area  and  class  1  height  districts,  64th 
road  is  in  residence  and  business  use  C  and  D  area  and 
class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  5,  1945  on  N.  B.  Applic.  1214-45  reads: 

“1.  Because  of  the  following,  proposed  building  is  con¬ 
trary  to  the  Building  Zone  Resolution  : 

(a)  Stores  extend  into  a  residence  district  (Art.  II, 
sec.  3). 

(b)  Occupied  area  exceeds  more  than  75%  on  the  cor¬ 
ner  portion  of  lot  and  more  than  60%  on  the  in¬ 
terior  portion  of  lot,  in  a  C  district  (Art.  IV, 
sec.  13). 

(c)  Parts  of  building  in  the  residential  portion  of  lot 
not  provided  with  a  rear  yard  (Art.  IV,  sec.  17). 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  223.81  ft.  frontage  by  100  ft.  in  depth,  on  which 
is  to  be  erected  a  building  223.8  ft.  front,  by  95  ft.  in  depth, 
one  story,  14  ft.  10  inches  in  height,  of  class  3  construction; 
that  it  is  proposed  to  construct  a  one-story  store  building 
running  along  the  entire  Queens  boulevard  frontage,  95  ft. 
in  depth ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
bound  on  the  west  by  business  property  and  on  the  south 
by  an  apartment  house,  the  opposite  corner  to  the  east  is 
now  vacant  but  will  be  used  as  a  site  for  an  apartment  house 
containing  stores,  variance  for  which  is  requested  under  cal¬ 
endar  747-45-BZ;  that  the  Building  Zone  Resolution  now 
divides  this  property  so  that  100  ft.  of  the  property  facing 
Queens  boulevard  beginning  at  the  corner  of  64th  road  is 
in  a  residence  district  while  the  adjoining  portion  of  123.81 
ft.  to  the  west  is  in  a  business  district ;  that  the  southeastern 
corner  of  Queens  boulevard  and  64th  road  is  in  a  business 
district ;  that  the  entire  south  side  of  Queens  boulevard  to 
the  west  of  the  plot  in  question  running  all  the  way  to  63rd 
avenue  is  zoned  for  business ;  that  the  portion  of  the  plot 
which  is  in  a  residence  district  is,  in  effect,  an  unnatural 
island  along  an  avenue  zoned  for  business  both  to  east  and 
west ;  that  the  arbitrary  division  of  the  plot  in  question  was 
created  by  an  amendment  to  the  use  district  in  1940  based 
largely  upon  the  particular  requests  of  the  then  owners  of 
land  along  Queens  boulevard ;  that  it  has  become  obsolete 
due  to  the  population  changes  in  the  area ;  that  the  existing 
use  division  has  no  logical  justification  and  greatly  prejudices 
the  affected  property  by  lessening  its  value  for  residential 
purposes ;  that  the  property  is  part  of  a  highly  developed 
business  area  which  is  constantly  growing  and  it  is  expected 
with  the  commencement  of  new  housing  construction,  the 
i  increase  of  population  in  the  area  will  continue,  rapidly  nec¬ 
essitating  much  greater  shopping  facilities :  that  the  proposed 
structure  will  be  erected  under  such  conditions  as  will  safe¬ 
guard  the  character  of  the  residential  area ;  that  the  stores 
will  face  only  on  Queens  boulevard  which  is  substantially 
devoted  to  business  and  the  store  fronts  artistically  designed, 
and  will  in  no  way  adversely  affect  the  character  of  the 
surrounding  area,  but  will  be  of  positive  benefit  to  the  neigh¬ 
borhood  ;  that  the  strict  enforcement  of  the  area  district 
requirements  would  result  in  practical  difficulties  and  un¬ 
necessary  hardship ;  that  the  general  purpose  and  intent  of 


Sections  13  and  17,  Art.  IV,  is  to  require  each  structure 
to  be  provided  with  enough  space  about  it  to  assure  suffi¬ 
cient  light  anti  ventilation  for  the  adjacent  properties;  that 
in  this  case,  the  area  restriction  would  serve  no  useful 
purpose  since  the  adjacent  building  to  the  west  consists  of 
a  one  story  building  which  with  the  exception  ot  two  corner 
yards  is  constructed  to  its  rear  lot  line,  and  covers  almost 
the  entire  area  of  its  plot  at  the  curb  level  and  has  no 
windows  whatever  facing  any  part  of  the  proposed  build¬ 
ing;  that  the  bunding  adjacent  on  the  south  consists  of  a 
6  story  apaitmeni  house  but  because  of  the  grade  of  64th 
road  the  top  of  the  beams  of  the  rear  wall  of  the  proposed 
building  will  be  only  approximately  3  inches  higher  than 
the  bottom  sills  of  the  first  floor  windows  of  this  apartment 
house,  and  in  addition  the  two  rear  walls  will  be  approxi¬ 
mately  15  ft.  apart;  that  as  to  the  apartment  house,  there¬ 
fore,  the  proposed  structure  will  in  effect  amount  to  no 
more  than  a  rear  yard  at  almost  curb  level  and  none  of  the 
surrounding  structures  will  be  deprived  of  any  light  or  ven¬ 
tilation  and  the  proposed  building  will  be  but  10  ft.  in  height 
at  its  rear  wall  and  will  thus  permanently  provide  each  ad¬ 
jacent  structure  with  much  greater  light  and  ventilation 
than  such  adjacent  structures  would  enjoy  if  a  ten  story 
apartment  house,  built  in  accordance  with  the  area  require¬ 
ments,  were  to  be  constructed  on  the  plot  in  question ;  that 
the  block  in  which  the  plot  in  question  is  contained  is  fully 
developed  and  its  character  as  regards  block  ventilation  has 
already  been  determined;  that  the  entire  balance  of  the  block 
front  on  Queens  boulevard  consists  of  buildings  constructed 
to  their  rear  lot  lines  at  the  curb  level ;  that  under  the  ex¬ 
isting  conditions  therefore  there  is  no  block  ventilation 
which  would  be  adversely  affected  by  the  proposed  struc¬ 
ture  ;  that  the  present  area  restriction,  which  permits  the 
buildings  on  the  adjacent  properties  on  the  same  block  to 
cover  substantially  the  entire  area  of  such  plots  while  pre¬ 
venting  the  construction  of  the  proposed  building  is  in  ac¬ 
cordance  with  the  filed  plans,  results  in  unjust  and  arbitrary 
inequality  and  interferences  writh  fair  competition ;  that  the 
owner  proposes  to  rent  the  stores  to  large  chain  store  com¬ 
panies  which  can  only  serve  the  needs  of  these  prospective 
tenants  if  the  store  have  a  depth  as  indicated  on  filed  plans; 
and 

Whereas,  the  proposed  limitation  to  one  story  and  the 
fact  that  the  residential  building  to  the  west  is  on  higher 
ground  provides  better  light  and  air  than  would  be  provided 
if  a  building  was  erected  to  a  height  permitted  under  the 
zoning  resolution ;  that  as  the  building  to  the  north  is  deeper 
than  the  law  now  permits,  equality  of  privilege  wrould  per¬ 
mit  the  proposed  building  to  have  additional  coverage  inas¬ 
much  as  the  public  welfare  is  not  effected  adversely;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution  as  to  extension  of 
use,  and  that  the  applicant  had  substantiated  a  basis  of  ap¬ 
peal  under  section  21  of  the  zoning  resolution  and  was,  there¬ 
fore,  entitled  to  relief  as  to  area  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  requirements  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  sections 
7c  and  21  thereof,  to  permit  the  extension  of  area  as  pro¬ 
posed  substantially  as  indicated  on  plans  filed  with  this 
application  marked  "Received  December  4,  1945,”  two  sheets, 
on  condition  that  the  rear  yard  across  the  entire  rear  shall 
be  not  less  than  10  ft.  in  width  and  such  rear  yard  shall 
be  cement  paved  and  properly  drained ;  that  a  retaining  wall 
on  the  rear  line  shall  be  maintained  as  may  be  necessary 
and  a  suitable  fence  thereon  maintained ;  that  a  gate  shall 
be  maintained  at  the  building  line  along  64th  road ;  that 
such  rear  yard  shall  be  kept  clear  of  rubbish,  materials  and 
equipment  at  all  times ;  that  no  signs  shall  be  erected  on 
the  rear  or  side  w  alls  and  no  roof  signs  shall  be  erected ; 
that  any  signs  erected  shall  be  in  accordance  with  the  re¬ 
quirements  of  the  zoning  law  therefor ;  that  in  view  of  this 
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permitted  extension  in  area,  the  building  shall  not  be  in¬ 
creased  in  height  beyond  one  story  as  proposed;  that  all 
partitions  separating  the  stores  shall  be  carried  up  to  the 
underneath  side  of  the  roof  and  properly  fire  stopped;  that 
the  building  shall  be  divided  by  a  fire  wall  in  accordance 
with  the  requirements  of  the  building  code  and  in  all  other 
respects  shall  comply  with  the  zoning  resolution  and  all 
other  laws,  rules  and  regulations  applicable  thereto ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


819-45-BZ 

APPLICANT — T.  H.  Engelhardt,  for  United  National 
Bank  of  Long  Island,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  D  area  dis¬ 
trict,  the  extension  of  an  existing  building  (Bank) 
to  occupy  more  than  permitted  area. 

PREMISES  AFFECTED— 103-48  Lefferts  boulevard,  west 
side,  93.66  ft.  north  of  Liberty  avenue  (Block  9556, 
Lots  26  and  27),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  T.  H.  Engelhardt,  C.  Baier  and 
B.  F.  Downing. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition, 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (819-45-BZ) 

Whereas,  T.  H.  Engelhardt  for  United  National  Bank  of 
Long  Island,  owner,  filed  December  29,  1945,  an  application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
business  use,  D  area  district,  the  extension  of  an  existing 
building  (Bank)  to  occupy  more  than  permited  area;  affect¬ 
ing  premises  103-48  Lefferts  boulevard,  west  side,  93.66  ft. 
north  of  Liberty  avenue  (Block  9556,  Lots  26  and  27),  Rich¬ 
mond  Hill,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  5,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  7,  1945,  re  Alt.  App.  2164-45,  reads : 

“1.  The  percentage  of  area  of  the  lot  to  be  occupied 
by  the  building  is  excessive.  Sec.  14-C — Zoning  Law. 

2.  The  depth  of  the  proposed  rear  yard  is  insufficient 
(sec.  14-a  and  sec,17-b  of  Zoning  Law.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  60  ft.  frontage  by  100  ft.  in  depth,  on  which  is  to 
be  located  a  building  40  ft.  front  by  75  ft.  in  depth,  one 
story  (30  ft.  8  in.)  in  height,  of  Class  3  construction;  that 
it  is  proposed  to  build  an  addition  to  the  present  building 
and  to  alter  the  present  building  to  serve  as  one  complete 
building  unit;  and 

Whereas,  the  applicant  contends  that  the  premises  pur¬ 
chased  in  1938  consisted  of  a  plot  having  40  ft.  on  the  west 
side  of  Lefferts  boulevard  and  100  ft.  deep ;  the  building 
built  on  the  site  occupied  2800  sq.  ft.  or  75%  of  the  plot 
and  was  adequate  for  the  neighborhood  demand  at  that  time ; 
that  site  was  purchased  with  idea  that  building  could  be 
enlarged  at  a  later  date  should  the  growth  of  the  community 
so  warrant ;  that  the  intervening  war  years  placed  a  greater 
demand  on  banks  and  with  the  rapid  growth  of  business  in 
this  area,  the  bank  quarters  became  inadequate  to  meet 


present  day  needs ;  that  in  order  to  alleviate  this  condition 
the  adjoining  parcel  to  the  north  of  the  bank  was  purchased 
on  September  30,  1944;  that  this  new  plot  has  a  20  ft. 
frontage  on  Lefferts  boulevard  and  is  100  feet  deep;  that 
due  to  war  time  exigencies,  it  was  impossible  to  build  at 
that  time ;  that  in  the  interval  the  zoning  resolution  has 
been  amended  limiting  ground  coverage  in  this  area  to  55% 
of  the  lot ;  that  the  building  in  its  altered  form  would 
occupy  5,520  sq.  ft.  or  92%  of  area  of  the  combined  plots, 
which  is  a  contravention  of  the  present  zoning  resolution; 
that  it  is  requested  consideration  be  given  to  the  proposed 
enlargement  for  the  reason  that  the  structure  in  question  is 
1-story  and  the  height  far  less  than  the  legal  code  require¬ 
ments  and  will  never  be  increased  in  height,  thus  affording 
more  light  and  air  to  the  adjacent  residential  area  and  act¬ 
ing  as  an  asset  rather  than  a  detriment  to  the  community ; 
that  the  adjoining  building  to  the  north  has  a  40  ft.  frontage 
on  Lefferts  boulevard  and  100  feet  in  depth  and  occupies 
100%  coverage  of  the  plot  on  the  first  floor  and  90%  on  the 
2nd  floor,  thus  impeding  block  ventilation ;  that  in  view  of 
this  fact  it  would  serve  no  purpose  to  limit  the  coverage 
in  the  present  case  as  no  perceptible  benefit  would  be  de¬ 
rived  therefrom ;  that  due  to  the  unique  nature  of  the  Com¬ 
munity  Bank,  its  operation  is  necessarily  limited  to  a  one- 
story  building  for  security  and  practical  operation ;  that  this 
is  a  severe  limitation  as  compared  with  other  business  build¬ 
ings  which  can  expand  vertically ;  that  the  bank  is  a  well- 
recognized  public  institution  designed  to  serve  the  vital 
needs  of  the  community;  as  the  community  expands,  so  must 
the  bank,  in  order  to  keep  pace  with  the  demands ;  any  cur¬ 
tailment  of  the  expansion  would  be  a  disservice  to  the  com¬ 
munity;  it  is  therefore  of  utmost  importance  that  relief  be 
granted  and  the  proposed  extension  and  alteration  allows ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  s  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  is  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21  thereof, 
to  permit  the  extension  of  the  bank  building  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  December  29, 
1945,”  four  sheets,  on  condition  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  the  building  shall 
not  be  further  extended  in  height  or  area ;  that  this  variance 
shall  continue  only  so  long  as  the  building  is  occupied  as 
proposed  as  a  bank ;  that  no  roof  signs  shall  be  erected  and 
no  signs  on  the  side  or  rear  walls;  that  the  vacant  area  as 
proposed  at  the  rear  of  the  building  shall  be  cement  paved 
and  properly  drained ;  that  a  substantial  fence  shall  be 
erected  on  the  rear  lot  line  and  on  side  lot  lines  where  walls 
of  adjoining  building  do  not  exist;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

17-46- A 

APPLICANT — Robert  Teichman,  for  The  Recto'r,  Curch 
Wardens  and  Vestrymen  of  Trinity  Church,  owner 
(Charles  L.  Huisking  and  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 143-155  Varick  street  and  42-46 
Van  Dam  street,  southwest  corner  (Block  579,  Lot 
68),  Borough  of  Manhattan. 

APPREARANCES— 

For  Applicant:  Robert  Teichman. 

For  Administration :  E.  Meyer,  Fire  Dep’t. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  Commissioner  Savage .  1 

THE  RESOLUTION  (17-46-A) 

Whereas,  Robert  Teichman,  for  The  Rector,  Church 
Wardens  and  Vestrymen  of  Trinity  Church,  owner,  Charles 
L.  Huisking  and  Company,  Inc.,  lessee,  filed  January  11, 
1940,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  premises  143-155  Varick  street  and  42-46  Van 
Dam  street,  southwest  corner  (Block  579,  Lot  68),  Borough 
of  Manhattan ;  and 

Whereas,  Order  43079-LC,  issued  by  the  fire  commis¬ 
sioner  October  22,  1945,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  December  12,  1945,  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  storage 
and  use  of  wholesale  drugs,  the  following  must  be  done : 

1.  Provide  a  fire  extinguishing  system  approved  by 
the  fire  commissioner.  Section  C-19- 136.0  Administrative 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  30  ft.  in  height ;  142  ft.  2)4  in.  by  75  ft.  in  area ; 
of  Class  3  construction ;  erected  prior  to  1895 ;  located  in 
an  unrestricted  use,  B  area,  Class  1)4  height  district  and 
used  and  occupied  since  1931  :  cellar,  storage  of  drugs  and 
shipping  of  cod  liver  oil,  6  persons;  1st  floor,  storage  of 
drugs  and  shipping,  6  persons ;  2nd  floor,  offices,  and  stor¬ 
age,  40  persons ;  that  the  building  is  equipped  with  four 
3  ft.  wide  wood  stairs  enclosed  in  wood  studs  and  wood 
sheathing,  equipped  with  some  wood  and  some  fireproof  doors 
which  are  not  self-closing;  that  stairs  lead  direct  to  street 
and  are  provided  with  a  ladder  and  scuttle  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  business  con¬ 
ducted  by  the  lessee  consists  mostly  of  import  and  export 
of  drugs  and  chemicals  in  wholesale  quantities,  primarily 
the  handling  of  goods  in  bulk  and  the  packaging  and  han¬ 
dling  of  cod  liver  oil ;  that*  this  packaging  and  han¬ 
dling  of  cod  liver  oil  is  done  in  the  cellar;  that  in  1931 
prior  to  the  lessee’s  taking  possession  of  the  building  the 
premises  were  inspected  by  the  fire  department  for  the  pro¬ 
posed  use  and  the  applicant  entered  into  a  lease  after  re¬ 
ceiving  the  approval  of  the  fire  department  and  secured  the 
necessary  permits  from  1931  to  date;  that  during  all  this 
time  the  amounts  of  drugs  and  chemical  stored  on  the  prem¬ 
ises  were  kept  to  a  minimum ;  that  if  required  by  the  Board 
the  lessees  will  now  dispense  with  storage  of  volatile  inflam¬ 
mable  liquids  and  some  of  the  non-volatile  liquids  and  will 
reduce  the  essential  oils  to  5,000  lbs. ;  the  turpentine  to  five 
barrels ;  soluble  glycerine  to  2,000  lbs. ;  sulphur  to  20  barrels, 
shellac  to  1500  lbs.  resins,  gums,  etc.,  to  5000  lbs.  Lyco¬ 
podium  to  500  lbs. ;  glaciac  acetic  acid  to  500  lbs.,  carbolic 
acid  to  500  lbs.  and  will  dispense  with  nitric  acid,  Venice 
turpentine  and  Burgundy  pitch ;  that  the  nature  of  the  busi¬ 
ness  conducted  does  not  require  any  explosive  chemicals ; 
that  it  would  be  an  extreme  hardship  to  be  required  to  in¬ 
stall  a  sprinkler  system  in  view  of  the  limited  supply  of 
drugs  and  chemicals  stored  on  the  premises  especially  in 
view  of  the  fact  that  permits  have  been  issued  for  15  years 
it  is  requested  that  the  Board  grant  relief  from  the  require¬ 
ments  of  the  fire  commissioner’s  order. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  43079-C,  Objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  storage  of  volatile  inflammable  liquids  will  be  dis¬ 
continued  as  proposed  and  that  the  storage  of  non-volatile 
liquids  will  be  as  proposed ;  that  all  chemicals  or  other  sub¬ 
stances  deemed  by  the  fire  commissioner  to  be  extra-hazard¬ 
ous  shall  be  stored  within  the  vault  in  the  cellar ;  that  the 
windows  along  the  areaways  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  January  11,  1946”  shall  be 
maintained  with  windows  opening  upon  same ;  that  such  por¬ 
table  fire  fighting  appliances  as  the  fire  commissioner  deems 
desirable  to  maintain  on  the  several  floors  shall  be  installed 


and  maintained;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


MATERIALS  AND  APPLIANCES  SUBMITTED 
FOR  APPROVAL 

496-39-SM 

APPLICANT — Alpha  Portland  Cement  Company,  owner. 
SUBJECT — Alpha  Type  1  Portland  Cement  (reopening 
and  amendment). 

APPEARANCES— 

For  Applicant :  Louis  Anderson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordnace  with  report  of  Com¬ 
mittee  on  Tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (496-39-SM) 

Whereas,  this  application  for  approval  of  Atlas  Portland 
Cement  was  granted  by  the  Board  on  July  18,  1939,  on  cer¬ 
tain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  amendment  of  the  resolution  to  include  the  ap¬ 
proval  of  Alpha  Portland  Cement  (Type  I),  as  manufac¬ 
tured  at  the  applicant’s  mills  at  Martins  Creek,  Pa.,  and 
Cementon,  N.  Y. ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  5,  1946;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  496-39-SM 


January  23,  1946. 


Subject:  Alpha  Type  I  Portland  Cement, 
approval  of. 

Application  was  made  by  the  Alpha  Portland  Cement 
Company,  pursuant  to  the  provisions  of  the  resolution 
adopted  by  the  Board  July  27,  1945  under  Cal.  No.  464- 
45-GR  for  approval  pursuant  to  Section  C26-178.0,b  of 
the  Administrative  Code  under  the  powers  vested  in  the 
Board  by  Section  C26-191.0  of  the  Administrative  Build¬ 
ing  Code,  of  Alpha  Type  I  Portland  Cement,  as  manu¬ 
factured  at  the  applicant’s  mills  located  at  Martins 
Creek,  Pa.,  and  Cementon,  N.  Y.,  for  use  in  New  York 
City  under  Section  C26-312.0,c,l,  as  superseded  by  reso¬ 
lution  adopted  by  the  Board  on  July  27,  1945  under  Cal. 
No.  464-45-GR,  pursuant  to  the  authority  vested  in  the 
Board  by  Section  C26-189.0,c  of  the  Administrative 
Building  Code. 

Process  of  Manufacture  of  Alpha  Type  I  Portland 
Cement  at  the  Martins  Creek,  Pa.  Plant 

The  raw  material  used  for  the  manufacture  of  Alpha 
Type  I  Portland  Cement  is  a  natural  cement  rock  con¬ 
taining  the  necessary  silica,  iron  and  alumina  contents 
but  is  slightly  deficient  in  calcium  carbonate.  To  com¬ 
pensate  for  the  deficiency  in  calcium  carbonate  a  small 
percentage  of  high  limed  limestone  containing  better 
than  96%  calcium  carbonate  is  added  at  the  quarry. 
The  limestone  is  obtained  from  the  Lebanon  Valley  of 
Pennsylvania  near  Annville.  The  quarry  at  Martins 
Creek  contains  20,000,000  tons  of  cement  rock  or  suffi¬ 
cient  to  produce  about  70,000,000  barrels  of  cement. 
This  supply  of  rock  is  sufficient  to  maintain  a  maximum 
rate  of  production  for  at  least  50  years. 

The  manufacturing  processes  are  as  follows :  6"  holes 
are  drilled  by  means  of  electric  well  drills  the  entire 
depth  of  the  quarry  face.  Five  to  twenty  holes  are 
blasted  at  a  time.  The  rock  is  loaded  into  12  ton  cars 
by  means  of  electric  shovels  and  elevated  to  a  roll 
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crusher  where  it  is  crushed  to  sizes  between  2  and  4 
inches.  The  crushed  rock  is  conveyed  to  the  spot  by  a 
belt  conveyor.  A  small  percentage  of  high  calcium 
limestone  is  added  at  this  conveyor  under  the  supervision 
of  the  plant  chemist.  The  rock  then  passes  through 
hammer  mills  to  dryers  and  to  preliminary  pulverizing 
mills  where  it  is  ground  to  a  fineness  of  approximately 
45%  passing  200  mesh.  It  is  then  conveyed  to  the 
finishing  raw  mills  where  it  is  pulverized  to  a  fine¬ 
ness  of  approximately  90%  passing  200  mesh.  The 
finished  raw  material  is  then  stored  in  15  raw  blending 
bins.  The  raw  material  is  burned  in  kilns  ranging  from 
8J4'  to  10'  in  diameter  and  146'  long.  Kilns  are  fired 
with  pulverized  bituminous  coal  injected  by  means  of  low 
air  pressure.  The  burned  clinker  goes  directly  from  the 
kilns  to  an  Allis-Chalmers  air  quenching  cooler  where 
it  is  cooled  to  approximately  100  deg.  F.  The  cool 
clinker  is  then  ground  in  preliminary  mills  to  approxi¬ 
mately  45%  passing  200  mesh  and  then  finished  in  tube 
mills  to  a  surface  area  of  approximately  1800  sq.  cm. 
per  gram.  It  is  then  pumped  to  silos  ranging  in  capacity 
from  1700  to  17,000  barrels  with  a  total  capacity  of 
350,000.  The  cement  is  pumped  from  the  silos  to  auto¬ 
matic  packing  machines,  where  it  is  packed  in  either 
paper  or  cloth  bags  with  a  net  capacity  of  94  pounds. 
It  is  also  packed  in  bulk  cars  directly  from  the  silos. 

The  controls  of  the  manufacturing  processes  are  as 
follows:  High-limed  limestone  is  added  at  the  quarry 
after  the  quarry  rock  is  sampled  during  drilling  and 
analyzed.  The  finished  raw  material  is  sampled  and 
analyzed  during  filling  of  the  blending  bins.  The  final 
mix  is  made  by  withdrawing  from  at  least  five  blending 
bins  at  one  time  in  the  proper  proportions  to  insure  a 
uniform  composition.  The  twenty-four  hour  variation  of 
the  composition  is  not  more  than  .4  of  one  percent. 
The  quarry  mixing  and  raw  blending  is  under  the 
supervision  of  the  plant  chemist.  The  uniformity  of 
the  raw  material  insures  a  uniformly  burned  clinker. 

Process  of  Manufacture  of  Alpha  Type  I  Portland 
Cement  at  the  Cementon ,  N.  Y Plant 

The  raw  material  consists  of  a  mixture  of  Becralt 
(high  lime)  and  New  Scotland  (low  lime)  limestone, 
to  which  mixture  is  added  6%  of  high  silica,  high 
alumina  clay.  This  mixture  is  made  by  storing  sep¬ 
arately  in  a  large  stone  storage  at  the  quarry.  The 
high  and  low  limed  limestone  are  withdrawn  in  the 
proper  proportions  as  indicated  by  the  plant  chemist. 
This  mixture  is  conveyed  to  the  plant  a  distance  of  a 


mile  by  means  of  an  overhead  tramway  and  deposited  in 
the  stone  storage  at  the  plant.  This  mixture  is  then 
withdrawn  from  the  storage  and  by  means  of  an  auto¬ 
matic  scale  about  6%  of  clay  is  added.  This  mixture 
is  then  pulverized  by  means  of  a  B.  &  W.  mill  to  a 
fineness  of  92%  passing  the  200  mesh  screen.  This 
material  is  then  stored  in  six  silos  with  a  total  capacity 
of  3500  tons.  Under  the  direction  of  the  plant  chemist 
three  silos  are  withdrawn  at  one  time  through  regularly 
controlled  hoppers  in  the  proper  proportion  to  give  the 
correct  mix  for  the  kiln  feed.  This  material  is  then 
burned  to  a  clinker  at  a  temperature  of  approximately 
2700  deg.  F.  The  clinker  then  is  quickly  cooled  by 
means  of  two  Allis-Chalmers  air  quenched  coolers  and 
then  is  passed  through  a  crusher  and  finally  to  the  bins 
over  the  finishing  tube  mills.  Gypsum  in  the  proper 
proportion  is  added  to  the  clinker  after  leaving  the 
clinker  crusher.  The  clinker  is  ground  by  means  of 
tube  mills  to  a  fineness  of  approximately  1850  cm  2/g 
surface  area.  From  the  finishing  tube  mills  it  is  con¬ 
veyed  by  means  of  Fuller-Kinyon  pumps  to  the  silo 
storage.  There  are  15  silos  ranging  in  capacity  from 
5800  to  13,000.  The  finished  cement  is  withdrawn  by 
means  of  Fuller-Kinyon  pumps  from  these  silos  and 
delivered  to  the  packing  house  where  the  packing, 
either  in  paper  or  cloth  sacks,  is  done  by  means  of 
Bates  automatic  packing  machines,  and  where  it  is 
necessary  to  pack  in  bulk  it  is  delivered  by  means  of 
pumps  to  the  bulk  cars. 

The  kilns  burning  the  clinker  are  fired  by  means  of 
pulverized  coal,  which  is  not  only  controlled  manually 
but  is  also  controlled  by  automatic  means.  Tempera¬ 
tures  and  drafts  are  rigidly  controlled  by  automatic 
means.  Shipments  are  made  from  the  plant  either  by 
means  of  the  railroad  or  by  water. 

The  limestone  quarry  at  the  Cementon,  N.  Y.  plant 
is  located  about  one  mile  from  the  plant  and  contains 
about  6,000,000  tons  of  limestone,  which  will  produce 
about  20,000,000  barrels  of  Alpha  Portland  Cement  and 
at  normal  operation  wofild  last  about  30  years. 

The  clay  quarry  is  located  adjacent  to  the  plant  and 
contains  about  1,000,000  tons  of  available  clay. 

Samples  of  these  materials  were  selected  at  the  appli¬ 
cant’s  mills  located  at  Martins  Creek,  Pa.,  and  Cemen¬ 
ton,  N.  Y.,  and  tested  at  the  laboratory  of  the 
applicant’s  mill  at  Cementon,  N.  Y.  in  the  presence  of 
representatives  of  the  Committee  on  Tests,  with  the 
following  results  : 


Alpha  Type  I  Portland  Cement 


(Martin’s  Creek,  Pa.,  Plant) 


Fed.  Spec. 
SS-C-lQla 

ASTM 

Cl 50-44,  Type  1 

%  passing  200  mesh  sieve 

96.6 

%  passing  325  mesh  sieve 

91.0 

Surface  area,  cm2/g 

1761 

1500 

%  Expansion 

.321 

Soundness 

OK 

Setting  Time — Initial 

3  Hrs.  10  min. 

60  minimum 

— Final 

5  Hrs.  59  min. 

10  hrs.  max. 

Chemical  Analysis 

%  Silica  (Si02) 

21.31 

Iron  (Fe203) 

2.36 

Alumina  (A1203) 

6.36 

7.50 

Lime  (CaO) 

63.20 

6.00 

Magnesia  (MgO) 

3.35 

5.00 

5.00 

Sulph.  Anhydride  (S03) 

1.63 

2.00 

2.00 

Loss  on  Ignition 

0.65 

3.00 

3.00 

Tri-Cal-Silicate  (C3S) 

44.4 

Di-Cal-Silicate  (C2S) 

27.5 

Tri-Cal-Aluminate  (C3A) 

12.9 

Terra-Cal-Al-Ferrite  (C4AF) 

7.3 
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TENSILE 

STRENGTH— P.S.I. 

(Average 

of  six  specimens) 

ASTM  METHOD: 

ASTM..D 

Test  Results 

C150-44 

Age  3  days 

Spec.  No.  1 

365 

2 

380 

3 

345 

4 

390 

5 

380 

6 

385 

Avg.  374 

Avg.  150 

Age  7  days 

Spec.  No.  1 

405 

2 

420 

3 

425 

4 

415 

5 

410 

6 

415 

Avg.  415 

Avg.  275 

Age  28  days 

Spec.  No.  1 

460 

2 

490 

3 

440 

4 

480 

5 

420 

6 

450 

Avg.  457 

Avg.  350 

COMPRESSIVE  STRENGTH 
2"  Cubes— P.S.I. 
(Average  of  6  specimens)  : 


A  STM  C109  METHOD 
W/C  =  .53  by  Wt.,  Flow  106% 


Test 

Results 

ASTM,  D, 
C150-44 

Fed.  S pet . 
SS-C-191a 

Age  3  days 

Spec.  No. 

1 

1835 

2 

1930 

3 

2005 

4 

1865 

5 

1850 

6 

1825 

Avg.  1885 

Avg.  900 

Avg.  900 

Age  7  days 

Spec.  No. 

1 

2850 

2 

3050 

3 

2950 

4 

2950 

5 

2950 

6 

3000 

Avg.  2958 

Avg.  1800 

Avg.  1800 

Age  28  days 

Spec.  No. 

1 

4555 

2 

4650 

3 

4650 

4 

4800 

5 

4600 

6 

4700 

Avg.  4659 

Avg.  3000 

Avg.  3000 

Alpha  Type  I  Portland  Cement 
(Cementon,  N.  Y.,  Plant) 


Fed.  Spec.  ASTM 

SS-C-191a  C 150-44,  Type  l 


%  passing  200  mesh  sieve 

96.9 

%  passing  325  mesh  sieve 

93.4 

Surface  Area  cm2/g 

1842 

1500 

%  Expansion 

.050 

Soundness 

OK 

Setting  Time — Initial  3 

Hrs.  10  Min. 

60  min.  minimum 

— Final  5  Hrs.  10  Min. 

10  hrs.  maximum 

Chemical  Analysis 

%  Silica  (Si02) 

23.20 

Iron  (Fe203) 

3.48 

Alumina  (A1203) 

5.04 

7.50 

Lime  (CaO) 

64.03 

6.00 

Magnesia  (MgO) 

1.35 

5.00 

5.00 

Sulph.  Anydride  (S03) 

1.60 

2.00 

2.00 

Loss  on  Ignition 

0.70 

3.00 

3.00 

Tri-Cal-Silicate  (C3S) 

41.8 

Di-Cal-Silicate  (C2S) 

35.0 

Tri-Cal-Aluminate  (C3A) 

7.3 

T etra-Cal-Al-Ferrite  (C4AF) 

10.7 
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TENSILE  STRENGTH— p.s.i. 


RECOMMENDATION 


ASTM  METHOD: 

Test  Results 

ASTM.,D 

C150-44 

Age  3  days 

Spec.  No.  1 

300 

2 

290 

3 

295 

4 

250 

5 

250 

Avg.  277 

Avg.  150 

Age  7  days 

Spec.  No.  1 

350 

2 

400 

3 

360 

4 

365 

5 

385 

6 

385 

Avg.  374 

Avg.  275 

Age  28  days 

Spec.  No.  1 

450 

2 

510 

3 

470 

4 

440 

5 

450 

6 

450 

Avg.  462 

Avg.  350 

COMPRESSIVE  STRENGTH— 2"  CUBES  P.S.I. 
(Average  of  six  specimens) 

ASTM  C109  METHOD 

W/C  =  .53  by  Wt.,  Flow  100% 

Test  ASTM,  D, 

Results  C150-44 

Fed.  Spec. 

ss-c-ma 

Age  3  days 

Spec.  No.  1 

1355 

2 

1375 

3 

1325 

4 

1340 

5 

1345 

6 

1350 

Avg.  1345 

Avg.  900 

Avg.  900 

Age  7  days 

Spec.  No.  1 

3000 

2 

2800 

7  3 

2800 

4 

2900 

5 

3000 

6 

2800 

Avg.  2883 

Avg.  1800 

Avg.  1800 

Age  28  days 

Spec.  No.  1 

5850 

2 

6100 

3 

6200 

4 

6200 

5 

6150 

6 

6200 

Avg.  6116 

Avg.  3000 

Avg.  3000 

Based  on  the  foregoing  data,  and  test  results,  the 
Committee  on  Tests  recommends  that  the  resolution 
adopted  by  the  Board  on  July  18,  1939,  be  amended  so 
as  to  include  the  approval  of  Alpha  Portland  Cement 
(Type  I),  as  manufactured  at  the  applicant’s  mills  at 
Martins  Creek,  Pa.,  and  Cementon,  N.  Y.,  pursuant  to 
Section  C26- 191.0  of  the  Administrative  Code  and  re¬ 
quired  by  Subdivision  b,  of  Section  C26- 178.0  of  the 
Administrative  Code,  for  use  in  New  York  City  as  a 
Type  I  Portland  Cement  in  accordance  with  Section 
C26-312.0,c,l,  as  superseded  by  General  Resolution  464- 
45-GR,  provided  the  applicant  shall  file  monthly  mill 
test  reports  of  physical  and  chemical  analysis  certified 
by  the  applicant’s  Chief  Chemist  at  each  mill ;  that  the 
type  of  cement  be  legibly  marked,  and  that  each  bag, 
or  container  be  marked,  tagged  or  labeled,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  496-39-SM”  and  when 
marketed  in  bulk  for  use  in  New  York  City,  the  bills 
of  lading  shall  be  similarly  marked. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

**  Committe  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  18,  1939,  to  include 
the  approval  of  the  material  known  as  Alpha  Type  I  Port¬ 
land  Cement  on  condition  that  the  material  be  manufactured, 
used  and  labelled  in  accordance  with  the  above  report. 


604-44- SM 

APPLICANT — Alpha  Portland  Cement  Company,  owner. 
SUBJECT — Alpha  High  Early  Strength  Portland  Cement, 
Type  III  (reopening  and  amendment). 
APPEARANCES— 

For  Applicant :  Louis  Anderson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  report  of  Com¬ 
mittee  on  Tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (604-44-SM) 

Whereas,  this  application  for  approval  of  Alpha-Hi-Early 
Strength  Portland  Cement  was  granted  by  the  Board  on 
May  8,  1945,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  amendment  of  the  resolution  to  include  the  ap¬ 
proval  of  Alpha  High  Early  Strength  Portland  Cement 
(Type  III),  as  manufactured  at  the  applicant’s  mill  located 
at  Martins  Creek,  Pa. ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  5,  1946 ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS. 


Re :  Cal.  604-44-SM 


January  16,  1946. 


Subject:  Alpha  High  Early  Strength  Portland  Cement 
(Type  III)  approval  of. 

Application  was  made  by  the  Alpha  Portland  Cement 
Company,  pursuant  to  the  provisions  of  the  resolution 
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adopted  by  the  Board  July  27,  1945  under  Cal.  No. 
464-45-GR  for  approval  pursuant  to  Section  C26-178.0,b 
of  the  Administrative  Building  Code  under  the  powers 
vested  in  the  Board  by  Section  C26-191.0  of  the  Ad¬ 
ministrative  Building  Code,  of  Alpha  High  Early 
Strength  Portland  Cement,  as  manufactured  at  the 
applicant’s  mill  located  at  Martins  Creek,  Pa.,  for  use 
in  New  York  City  under  Section  C26-312.0,c,l,  as  super¬ 
seded  by  resolution  adopted  by  the  Board  on  July  27, 
1945  under  Cal.  No.  464-45-GR,  pursuant  to  the  author¬ 
ity  vested  in  the  Board  by  Section  C26-189.0,c  of  the 
Administrative  Building  Code. 

The  raw  material  used  for  the  manufacture  of  Alpha 
High  Early  Strength  Portland  Cement  is  a  natural 
cement  rock  containing  the  necessary  silica,  iron  and 
alumina  contents  but  is  slightly  deficient  in  calcium 
carbonate.  To  compensate  for  the  deficiency  in  calcium 
carbonate  a  small  percentage  of  high  limed  limestone 
containing  better  than  96%  calcium  carbonate  is  added 
at  the  quarry.  The  limestone  is  obtained  from  the 
Lebanon  Valley  of  Pennsylvania  near  Annville.  The 
quarry  at  Martins  Creek  contains  20,000,000  tons  of 
cement  rock  or  sufficient  to  produce  about  70,000,000 
barrels  of  cement.  This  supply  of  rock  is  sufficient  to 
maintain  a  maximum  rate  of  production  for  at  least  50 
years. 

The  manufacturing  processes  are  as  follows :  6"  holes 
are  drilled  by  means  of  electric  well  drills  the  entire 
depth  of  the  quarry  face.  Five  to  twenty  holes  are 
blasted  at  a  time.  The  rock  is  loaded  into  12  ton  cars 
by  means  of  electric  shovels  and  elevated  to  a  roll 
crusher  where  it  is  crushed  to  sizes  between  2  and  4 
inches.  The  crushed  rock  is  conveyed  to  the  spot  by  a 
belt  conveyor.  A  small  percentage  of  high  calcium 
limestone  is  added  at  this  conveyor  under  the  super¬ 
vision  of  the  plant  chemist.  The  lime  contained  in  the 
raw  material  is  carried  high  enough  to  produce  a  dry 
calcium  silicate  content  of  55%.  The  rock  then  passes 
through  hammer  mills  to  dryers  and  to  preliminary  pul¬ 
verizing  mills  where  it  is  ground  to  a  fineness  of  ap¬ 
proximately  45%  passing  200  mesh.  It  is  then  conveyed  to 
the  finishing  raw  mills  where  it  is  pulverized  to  a  fine¬ 
ness  of  approximately  95%  passing  200  mesh.  The  fin¬ 
ished  raw  material  is  then  stored  in  15  raw  blending  bins. 
The  raw  material  is  burned  in  kilns  ranging  from  8^4' 
to  10'  in  diameter  and  146'  long.  Kilns  are  fired  with 
pulverized  bituminous  coal  injected  by  means  of  low 
air  pressure.  The  burned  clinker  goes  directly  from  the 
kilns  to  an  Allis-Chalmers  air  quenching  cooler  where 
it  is  cooled  to  approximately  100  deg.  F.  The  cool 
clinker  is  then  ground  in  preliminary  mills  to  approxi¬ 
mately  45%  passing  200  mesh  and  then  finished  in  tube 
mills  to  a  surface  area  of  approximately  2600  sq.  cm. 
per  gram.  It  is  then  pumped  to  silos  ranging  in  ca¬ 
pacity  from  1700  to  17,000  barrels  with  a  total  capacity 
of  350,000.  The  cement  is  pumped  from  the  silos  to 
automatic  packing  machines,  where  it  is  packed  in 
either  paper  or  cloth  bags  with  a  net  capacity  of  94 
pounds.  It  is  also  packed  in  bulk  cars  directly  from 
the  silos. 

The  controls  of.  the  manufacturing  processes  are  as 
follows  : 

High-limed  limestone  is  added  at  the  quarry  after  the 
quarry  rock  is  sampled  during  drilling  and  analyzed. 
The  finished  raw  material  is  sampled  and  analyzed  dur¬ 
ing  filling  of  the  blending  bins.  The  final  mix  is  made 
'by  withdrawing  from  at  least  five  blending  bins  at  one 
time  in  the  proper  proportions  to  insure  a  uniform 
composition.  The  twenty-four  hour  variation  of  the 
composition  is  not  more  than  .4  of  one  percent.  The 
quarry  mixing  and  raw  blending  is  under  the  super¬ 
vision  of  the  plant  chemist.  The  uniformity  of  the  raw 
material  insures  a  uniformly  burned  clinker. 

Samples  of  the  material  were  selected  at  the  appli¬ 
cant’s  mill  located  at  Martins  Creek.  Pa.  and  tested 
at  the  laboratory  of  the  applicant’s  mill  at  Cementon. 


N.  Y.  in  the  presence  of  representatives  of  the  Com¬ 
mittee  on  Tests,  with  the  following  results: 


CHEMICAL 

ANALYSIS 

Fed.  Spec. 

ASTM 

SS-C-201 

C150-44 

As  Tested 

Type  III 

>  Silica  (Si02) 

20.50 

Iron  (Fe203) 

2.34 

6.00 

Alumina  (A1203) 

6.12 

7.50 

Lime  (CaO) 

64.54 

Magnesia  (MgO) 

2.77 

5.00 

5.00 

Sulph.  Anhydride  (S03) 

2.40 

2.00 

2.50 

Loss  on  Ignition 

0.65 

4.00 

3.00 

Tri-Cal-Silicate  (C3S) 

55.6 

Di-Cal-Silicate  (C2S) 

16.7 

Tri-Cal-Aluminate  (C3A) 

12.4 

Tetra-Cal-Al -Ferrite 

7.0 

PHYSICAL  ANALYSES 


Tensile  Strength — Lbs.  per  Sq.  In. 


Age — 1  Day 

Age — 7  Days 

340 

525 

370 

440 

335 

445 

380 

545 

355 

530 

380 

520 

360  Avg. 

500  Avg. 

Age — 3  Days 

Age — 28  Days 

475 

520 

460 

510 

475 

520 

475 

490 

480 

530 

475 

530 

473  Avg. 

516  Avg. 

Compression  Strength — Lbs.  per  Sq.  In. 

A.  S.  T.M 

—Type  III 

Water  53 %- 

—Flow  100% 

Age — 1  Day 

Age — 7  Days 

1500 

5150 

1550 

4950 

1575 

5100 

1660 

5100 

1585 

4850 

1715 

4850 

1600  Avg. 

500  Avg. 

Age — 3  Days 

Age — 28  Days 

3250 

6550 

3250 

6450 

3200 

6250 

3300 

6200 

3300 

6100 

3250 

6400 

3258  Avg. 

6325  Avg. 

Fed.  Spec. 

SS-C-201a 

Water  55%- 

-Flow  115% 

Age — 1  Day 

Age — 7  Days 

1636 

4850 

1660 

4800 

1650 

4700 

1605 

5000 

1560 

4650 

1605 

4850 

1618  Avg. 

4808  Avg. 
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Age — 3  Days 
3450 
3550 
3800 
3450 
3450 
3450 


3525  Avg. 

%  passing  200  mesh  sieve 
%  passing  325  mesh  sieve 
Surface  Area  cm2/g 
%  Expansion 
Soundness 

Setting  Time— Initial 
Final 


Age — 28  Days 
6600 
6300 
6500 
6500 
6400 
6300 


6433  Avg. 

100.00 

99.1 

2600 

.310 

OK 

1  hr.  30  min. 
3  hr.  10  min. 


RECOMMENDATION 

On  the  basis  of  the  foregoing  results  of  physical  and 
chemical  analyses  it  is  recommended  that  Alpha  High 
Early  Strength  Portland  Cement  as  manufactured  by 
the  applicant  at  its  Martins  Creek,  Pa.  mill,  be  approved 
under  C26-191.0a  for  use  in  New  York  City  as  meet¬ 
ing  the  requirements  of  Section  C26-312.0,c,l  of  the 
Administrative  Building  Code  for  Type  III  Portland 
Cement  as  modified  by  the  resolution  of  the  Board 
adopted  July  27,  1945  under  Cal.  No.  464-45-GR  as 
required  by  subdivision  b  of  Section  C26-178.0  of  the 
Administrative  Building  Code  pursuant  to  the  power 
vested  in  the  Board  under  Section  C26-191.0  provided 
the  applicant  file  monthly  mill  test  reports  of  physical 
and  chemical  analyses  certified  by  its  Chief  Chemist 
at  the  Martins  Creek  mill  and  that  each  bag  be  marked, 
tagged  or  labeled,  as  follows :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  u  e  in  New  York  City  as 
a  Type  III  Portland  Cement  under  Cal.  604-44-SM.” 

( Sgd. )  BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 
Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  8,  1945,  to  include  the 
approval  of  the  material  known  as  Alpha  High  Early 
Strength  Portland  Cement,  Type  III  on  condition  that  the 
material  be  manufactured,  used  and  labelled  in  accordance 
with  the  above  report. 


145-45-SM 

APPLICANT— Universal  Atlas  Cement  Company,  owner. 
SUBJECT — Atlas  Mortar  Masonry  Cement,  approval  of. 

APPEARANCES— 

For  Applicant :  Clayton  L.  Davis. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (145-45-SM) 

Whereas,  Universal  Atlas  Cement  Company,  owner,  filed 
on  March  13,  1945,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Atlas  Mortar  Masonry  Cement ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

January  23,  1946. 

Re:  Cal.  145-45-SM 

Subject:  Atlas  Mortar  (Masonry  Cement), 
approval  of 

On  March  13,  1945  the  Universal  Atlas  Cement  Com¬ 
pany  filed  an  application  for  approval  of  Atlas  Mortar 
Cement  as  manufactured  at  the  applicant’s  mills  located 
at  Northampton,  Pa.,  and  Hudson,  N.  Y.,  pursuant  to 
the  requirements  of  Section  C26-178.0,b  of  the  Ad¬ 
ministrative  Building  Code  pursuant  to  the  authority 
granted  to  the  Board  by  Section  C26-191.0  of  the  Ad¬ 
ministrative  Building  Code  for  use  of  this  material  as 
meeting  the  requirements  of  Section  C26-314.0  for  use 
in  “other  mortars”  and  Section  C26-312.0,c,2  as  a 
masonry  cement. 

M anufacturing  Processes : 

Atlas  Mortar  cement  at  each  of  the  plants  is  manu¬ 
factured  by  grinding  a  properly  proportioned  mixture  of 
Type  I  Portland  cement  clinker  (manufactured  as  de¬ 
scribed  in  Cal.  1020-38-SM),  limestone,  gypsum  and  a 
plasticizing  agent.  The  clinker  and  limestone  are  pro¬ 
portioned  volumetrically  and  the  mixture  is  delivered  to 
the  grinding  mills  by  automatic  weighing  equipment 
along  with  gypsum  and  the  plasticizing  agent  over  sim¬ 
ilar  weighing  equipment.  The  grinding  is  done  in  mills 
in  which  the  secondary  units  are  in  closed  circuit  with 
air-mechanical  classifiers  to  control  fineness  of  grind¬ 
ing.  The  finished  cement  is  then  conveyed  to  large  stor¬ 
age  silos  from  which  it  is  packed  for  shipment. 

Controls: 

During  the  grinding,  suitable  chemical  tests  at  two- 
hour  intervals  are  made  on  samples  of  the  product  to 
check  the  uniformity  of  proportioning,  and  the  fineness 
of  grinding  is  determined  by  air-permeability  specific 
surface  measurements.  Setting  time  tests  are  made  on 
each  sample.  Daily  average  samples  are  tested  for 
setting  time,  fineness,  soundness,  water  retention,  com¬ 
pressive  strength  and  water  repellency. 

Samples  of  Atlas  Mortar  Cement  were  selected  at  the 
mills  and  tested  at  the  applicant’s  laboratory  located 
at  Hudson,  N.  Y„  in  the  presence  of  representatives  of 
the  Committee  on  Tests,  with  the  following  results: 

ATLAS  NORTHAMPTON  MORTAR  CEMENT 

Fed.  Spec. 

As  ASTM,D,  SS-C-181b 

Tested  C91-44T  (Type  II) 

99.1 
OK 


4  hr.  45  min.  60  minimum  60  minimum 
8  hr.  30  min.  24  hr.  max.  24  hr.  max. 

Chemical  Analysis 

%  Silica  (Si02) 

Iron  (Fe203) 

Alumina  ( A1203) 

Lime  (CaO) 

Magnesia  (MgO) 

Sulph.  Anhydride  (S03) 

Loss  on  Ignition 
Insol.  Residue 

Physical  Tests 

Tensile  Strength — Lbs.  per  Sq.  In.  (Average  of  6  speci¬ 
mens  prepared  in  accordance  with  ASTM..D.,  C91- 
40,  par.  21  (a)  and  (b)  (70.7  flow),  10.0%  Water 
(200c.c.) 


11.47 

1.73 

4.51 
52.87 

5.51 
1.18 

17.06 

4.83 


%  passing  200 
mesh  sieve 
Soundness 
Setting  Time — 
Initial 

(Gillmore) 

Final 
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Compression  Strength — Lbs.  per  Sq.  In.  (Average  of 
par  23  (a)  10.0%  Water  (200  c.c.) 

6  Specimens  prepared  in  accordance  with 

ASTM.,  D.,  C91-44-T, 

Avg.  of  6  Spec. 

prepared  in  accord. 

Fed.  S  pec. 

As 

ASTM 

u'ith  Fed.  Spec. 

S  SC— 181b 

Tested 

C91-44T 

11.25%  Water  (225  c.c.) 

(Type  11) 

At  Age — 7  Days 

Spec.  No.  1 

2825 

1700 

Spec.  No.  2 

2900 

1710 

Spec.  No.  3 

2650 

1770 

Spec.  No.  4 

2650 

1725 

Spec.  No.  5 

2650 

1717 

Spec.  No.  6 

2600 

1725 

Avg.  2712 

Avg.  400 

Avg.  1724 

Avg.  500 

At  Age — 28  Days 

Spec.  No.  1 

3350 

2405 

<<  ((  ? 

2875 

2055 

“  “  3 

2975 

2255 

t(  «  ^ 

3025 

2290 

“  “  5 

3100 

2525 

“  “  6 

3250 

2312 

Avg.  3096 

Avg.  750 

Avg.  2307 

Avg.  1000 

Water  Retention— 

-73.4 

70% 

65% 

Water  Repellency  0.36 

0.90  max. 

At  Age — 7  Days 

A  t  A ge — 28  Days 

357 

410 

338 

422 

311 

330 

370 

408 

392 

414 

356 

425 

Avg.  354 

Avg.  401 

ATLAS  HUDSON  MORTAR  CEMENT 

As 

ASTA1,D,  Fed.  Spec. 

T  ested 

%  passing  200 
mesh  sieve  98 

Soundness  OK 

Setting  Time — 

C91-44T  SS-C-181b. 

Initial 

60  minimum  60  minimum 

(Gillmore)  4  hr.  10  min. 

Final  7  hr.  35  min. 

24  hr.  max.  24  hr.  max. 

Chemical  Analysis 

%  Silica  (Si02) 

11.26 

Iron  (Fe203) 

2.60 

Alumina  (A1203) 

3.32 

Lime  (CaO) 

56.40 

Magnesia  (MgO) 

LOO 

Sulph.  Anhydride  (S03) 

0.91 

Loss  on  Ignition 

19.82 

Insol.  Residue 

4.24 

Physical  Tests 

Tensile  Strength— Lbs.  per  Sq.  In.  (Average  of  6  speci¬ 
mens  prepared  in  accordance  with  ASTM.,D.,  C91-40, 
par.  21(a)  and  (b)  (74.5  flow),  10.3%  water  (206c.c.) 


It  age — 7  days 

At  age — 28  days 

266 

320 

242 

283 

228 

308 

243 

310 

260 

293 

251 

270 

Avg.  248 

Avg.  298 

RECOMMENDATION 

» 

On  the  basis  of  the  foregoing  results  of  physical  and 
chemical  analyses,  it  is  recommended  that  Atlas  Mortar 
Cement  manufactured  by  the  Universal  Atlas  Cement 
Company  at  its  Northampton,  Pa.,  and  Hudson,  N.  Y. 
mills  be  approved  for  use  in  New  York  City  for  use 
as  masonry  cements  under  C26-191.0,a  for  use  under 
C26-312.0,c,2  of  the  Administrative  Code  and  in  “other 
mortars”  pursuant  to  Section  C26-314.0,a  in  place  of 
cement  mortars  pursuant  to  Section  C26-314,0,b  when 
cement  mortars  are  not  specifically  required  and  in 
place  of  cement  lime  mortars  pursuant  to  Section  C26- 
314.0, c,  provided  the  applicant  shall  file  monthly  mill 
test  reports  of  physical  and  chemical  analyses  certified 
by  its  Chief  Chemist  at  each  mill  and  that  the  materials 
be  packed  in  moisture-proof  paper  bags  or  cloth  bags 
of  70  lbs.  capacity  each  and  that  each  bag  be  stamped, 
marked  or  labeled  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  as  a  masonry 
cement  under  Cal.  145-45-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner 

CHARLES  M.  BLUM 
Commissioner 

LESLIE  V.  HUBER 
Chief  Engineer. 

Committee  on  Tests. 
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Sompression  Strength — Lbs.  per 
23(a)  10.0%  Water  (206  c.c.) 

sq.  in.  (Av.  of  6  specimens 

prepared  in  accordance  with  ASTM., 

D.,  C91-44-T,  par. 

As 

T  ested 

ASTM 

C91-44T 

Avg.  of  6  spec, 
prepared  in  accord, 
with  Fed.  Spec 

114 %  Water  (228  c.c.) 

Fed.  Spec. 

S  SC -181b 
(Type  II) 

At  Age 

— 7  days 

Spec.  No.  1 

1780 

1152 

ii 

“  2 

1755 

1117 

it 

“  3 

1520 

1157 

ii 

“  4 

1625 

1130 

a 

“  5 

1580 

1120 

a 

“  6 

1645 

1125 

Avg.  1651 

Avg.  400 

Avg.  1133 

Avg.  500 

At  age- 

-28  days 

Spec. 

No.  1 

1900 

1450 

it 

“  2 

2010 

1475 

ii 

“  3 

1765 

1405 

ii 

“  4 

1882 

1550 

a 

“  5 

1865 

1530 

a 

“  6 

2055 

1497 

• 

Avg.  1913 

Avg.  750 

Avg.  1484 

Avg.  1000 

Water  Retention — 83.8 

70% 

65% 

Water  Repellency  0.32 

0.90  max. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Atlas  Mortar 
Masonry  Cement,  on  condition  that  the  material  be  manu¬ 
factured,  used  and  labelled  in  accordance  with  the  above 
report. 


432-45-SM 

APPLICANT — Alpha  Portland  Cement  Co.,  owner. 
SUBJECT — Alpha  Mortar  Cement,  approval  of. 
APPEARANCES— 

For  Applicant:  Louis  Anderson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (432-45-SM) 

Whereas,  Alpha  Portland  Cement  Co.,  owner,  filed  on 
June  19,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Alpha 
Mortar  Cement ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  16,  1946 

Re:  Cal.  432-45-SM 

Subject:  Alpha  Mortar  Cement,  approval  of, 

On  June  19,  1945  the  Alpha  Portland  Cement  Com¬ 
pany  of  Easton,  Pa.,  filed  an  application  for  approval 
of  Alpha  Mortar  Cement  as  manufactured  at  the  appli¬ 
cant’s  mill  located  at  Martins  Creek,  Pa.,  pursuant  to 
the  requirements  of  Section  C26-178.0,b  of  the  Admin¬ 
istrative  Building  Code  pursuant  to  the  authority  granted 
to  the  Board  by  Section  C26-191.0  of  the  Administrative 


Building  Code  for  use  of  this  material  as  meeting  the 
requirements  of  Section  C26-314.0  for  use  in  “other 
mortars”  and  Section  C26-312.0,c,2  as  a  masonry 
cement. 

Alpha  Mortar  Cement  is  manufactured  at  the  appli¬ 
cant’s  Martins  Creek  mill  as  follows :  50%  of  Alpha 
Standard  Portland  Cement  clinker  (Martins  Creek 
quarry)  and  50%  of  high  calcium  carbonate  limestone 
having  a  96%  carbonate  content  to  which  a  mixture 
of  .2%  of  resin  is  added  is  ground  so  that  over  99% 
passes  200  mesh  screen  and  95%  passes  325  mesh  screen. 
The  controls  and  storage  are  the  same  as  for  the  appli¬ 
cant’s  portland  cements  as  reported  by  this  Committee 
under  Cal.  604-44- SM  in  report  dated  January  16,  1946, 
The  material  is  packaged  in  70  lb.  bags. 

Samples  of  Alpha  Mortar  Cement  were  selected  at 
the  mill  and  shipped  to  the  applicant’s  laboratory  lo¬ 
cated  at  the  applicant’s  Cementon,  N.  Y.,  mill  and  tested 
in  the  presence  of  representatives  of  the  Committee  on 
Tests,  with  the  following  results: 

Fed.  Spec. 


As  ASTM.D, 

SS-C-181b 

Tested  C91-44T 

(Type  II) 

%  passing  200 

mesh  sieve 

99.7 

88 

%  passing  325 

mesh  sieve 

95.3 

%  Expansion 

.185 

Soundness 

OK  OK 

OK 

Setting  Time — 

Initial 

4  hrs.  0  min.  60  minimum 

60  minimum 

Final 

8  hrs.  30  min.  24  hrs.  max. 

24  hrs.  max. 

Chemical  Analysis 


%  Silica  (Si02 

13.20 

Iron  (Fe203) 

1.39 

Alumina  (A1203) 

3.97 

Lime  (CaO) 

56.14 

Magnesia  (MgO) 

2.98 

Sulph.  Anhydride  (S03) 

0.78 

Loss  on  Ignition 

19.64 
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Physical  Tests 
Tensile  Strength — Lbs.  per  Sq.  In.  Avg.  of  6  Speci¬ 
mens  prepared  in  accordance  with  ASTM..D.,  C91-40, 


par.  21  (a)  and  (b) 
As  Tested 
At  Age — 7  Days 
300 
250 
285 
275 
275 
250 


As  Tested 
At  Age — 28  Days 
340 
355 
335 
340 
320 
330 


Avg.  272  Avg.  336 


Compression  Strength — Lbs.  per  Sq.  In.  Avg.  of  6 
Specimens  prepared  in  accordance  with  ASTM..D., 
C91-44T,  par.  23  (a) 


ASTM 

Fed.  Spec 

As  Tested 

At  Age — 7  Days 
1835 

1875 

1915 

1740 

1880 

1755 

C91-44T 

SSC-181b  (Type  II) 

Avg.  1833 

Avg.  400 

Avg.  500 

ASTM 

Fed.  Spec 

As  Tested 

At  Age — 28  Days 

C91-44T 

S SC -181b  (Type  II) 

2650 

2750 

2750 

2700 

2700 

2700 


Avg.  2708  Avg.  750 
Water 

Retention — 86.0%  70% 

Water 

Repellency  0.83 


Avg.  1000 
65% 

0:90.  max. 


RECOMMENDATION 

On  the  basis  of  the  foregoing  results  of  physical  and 
chemical  analyses  it  is  recommended  that  Alpha  Mortar 
Cement  manufactured  by  the  Alpha  Portland  Cement 
Company  at  its  Martins  Creek  mill  be  approved  for 
use  in  New  York  City  for  use  as  a  masonry  cement 
under  C26-191.0a  for  uses  under  C26-312.0,c,2  of  the 
Administrative  Building  Code  and  for  use  in  other 
mortars  pursuant  to  Section  C26-314.0,a,  in  place  of 
cement  mortars  pursuant  to  Section  C26-314,0,b  when 
cement  mqrtars  are  not  specifically  required  and  in 
place  of  cement  lime  mortars  pursuant  to  Section  C26- 
314, 0,c,  provided  the  applicant  shall  file  monthly  mill 
test  reports  of  physical  and  chemical  analyses  certified 
by  its  Chief  Chemist  at  the  Martins  Creek  mill  and 
that  the  materials  be  packed  in  moisture-proof  paper 
bags  or  cloth  bags  of  70  lbs.  capacity  each  and  that  each 
bag  be  stamped,  marked  or  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  as  a  masonry  cement  under  Cal.  432-45-SM.’’ 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner 

CHARLES  M.  BLUM 
Commissioner 

LESLIE  V.  HUBER 
Chief  Engineer. 

Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Alpha  Mortar 
Cement,  on  condition  that  the  material  be  manufactured, 
used  and  labelled  in  accordance  with  the  above  report.  * 


703-45-SA 

APPLICANT — Watson  Elevator  Co.,  Inc.,  owner. 
SUBJECT — Watson  Electro-Mechanical  Interlock,  Type 
5-B,  approval  of. 

APPEARANCES— 

For  Applicant :  O.  P.  Cummings. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative .  0 

THE  RESOLUTION  (703-45-SA) 

Whereas,  Watson  Elevator  Co.,  Inc.,  owner,  filed  on 
November  14,  1945,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
at  Watson  Electro-Mechanical  Interlock,  Type  5-B  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  26,  1946 

Re:  Cal.  703-45-SA 

Subject:  Watson  Electro-Mechanical  Interlock 
Type  5-B. 

The  Watson  Elevator  Company,  Inc.  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Watson  Electro-Mechanical  Interlock 
Type  5-B  under  the  provisions  of  C26-178.0b,  for  use 
under  subarticle  9  Group  1  of  Article  14  of  the  Admin¬ 
istrative  Building  Code. 

DESCRIPTION 

The  device  is  an  electro  mechanical  elevator  interlock 
for  hoistway  unit  systems,  for  power-driven  elevators 
employing  a  type  of  operation  that  does  not  require  the 
presence  of  an  operator  in  the  car.  It  may  also  be 
used  for  elevators  which  require  a  regular  operator  in 
the  car  and  which  can  only  be  operated  from  inside  the 
car. 

The  construction  of  the  contact  and  door-latching  as¬ 
sembly  is  such  that  the  device  may  be  employed  for 
horizontally  sliding  hoistway  doors  or  for  swinging 
hoistway  doors. 

OPERATION 

The  assembly  comprises  a  housing  within  which  is 
assembled  the  necessary  electrical  switching  mechanism. 
Two  sets  of  electrical  contacts  are  enclosed  within  the 
housing.  One  pair  of  contacts  consists  of  two  separate 
spring-controlled  finger  contacts  mounted  side  by  side 
on  an  insulating  support  and  closed  by  contact  fingers 
entering  holes  in  the  end  of  the  housing  (in  the  case  of 
sliding  door  installations)  or  in  the  side  of  the  housing 
(for  swinging  door  installations).  The  mounting  of 
the  contact  is  such  that  the  contact  fingers  will  complete 
the  circuit  through  the  contacts  from  either  the  end  of 
the  housing  or  the  side  of  the  housing.  In  the  latter 
case,  the  contact  assembly  is  turned  at  right  angles  so 
as  to  assure  proper  engagement  of  the  contact  fingers. 

A  rotating  shaft  actuates,  through  a  transverse  pin.  a 
swinging  arm  on  one  end  of  which  is  mounted  a  pair 
of  contacts.  The  other  end  of  the  arm  engages  a  slot 
in  the  locking  bar.  The  movement  of  this  arm  is  con¬ 
trolled  by  a  compression  spring.  The  rotating  shaft  is 
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actuated  by  a  roller  arm  assembly,  the  roller  of  which 
is  acted  upon  by  the  retiring  cam.  The  switch  housing 
is  mounted  in  a  horizontal  position  in  the  case  of  the 
application  of  this  device  to  a  sliding  door  assembly. 
In  this  case  the  contact  fingers,  enter  the  housing  from 
the  end.  The  sequence  of  operations  for  the  5-B  sliding 
door  interlock  is  as  follows : 

When  the  car  arrives  at  a  floor  for  which  a  call  has 
been  registered,  the  following  operations  occur  in  the 
indicated  sequence : 

1.  The  power  is  disconnected  from  the  elevator 
motor,  the  brake  is  applied,  and  the  car  stops. 

2.  The  Retiring  Cam  Motor  is  de-energized  and  the 
Retiring  Cam  falls  by  gravity  against  the  Roller  Arm. 

3.  As  the  Roller  Arm  Assembly  rotates,  it  rotates 
the  shaft  to  which  it  is  attached. 

4.  A  Pin  which  is  attached  to  Shaft  then  engages 
the  Contact  Arm  Assembly  causing  a  corresponding 
rotation  about  Operating  Shaft. 

5.  As  the  Contact  Arm  Assembly  rotates,  it : 

a.  Compresses  a  Spring. 

b.  Breaks  contact  between  the  Contact  Assembly 
and  the  Contact  Bridge  Assembly. 

c.  Disengages  the  Latch  Bolt  from  engagement 
with  the  Door  Ratchet  permitting  the  door  to  be 
opened. 

6.  As  the  door  is  opened,  for  a  specified  time  in¬ 
terval  the  Striker  Assembly  which  is  mounted  on 
Ratchet  breaks  contact  with  Contact  Assembly. 

7.  After  the  specified  time  interval  previously  men¬ 
tioned  has  elapsed,  the  door  closes  and  Contact  As¬ 
sembly  makes  contact  with  Striker  Assembly. 

8.  The  Retiring  Cam  Motor  is  energized  lifting  the 
Retiring  Cam  out  of  contact  with  Roller  Arm  Assem¬ 
bly  and  Spring  expands  causing  rotation  of  Contact 
Arm  Assembly. 

9.  This  action  causes : 

a.  The  Latch  bolt  to  engage  the  Door  Ratchet 
locking  the  door. 

b.  The  Contact  Bridge  Assembly  to  make  con¬ 
tact  with  Contact  Assembly  completing  the  circuit 
to  permit  the  car  to  move  away  from  the  floor. 

Referring  to  the  arrangement  of  the  device  as  ap¬ 
plied  to  a  swinging  door  installation,  the  switch  housing 
is  mounted  in  a  vertical  position  and  the  striker  assem¬ 
bly  is  so  arranged  that  the  contact  fingers  enter  the 
housing  from  the  side.  In  this  case,  the  contact  assem¬ 
bly  is  turned  at  right  angles  to  the  position  used  in  the 
case  of  a  sliding  door  installation.  The  sequence  of 
operations  for  the  swinging  door  interlock  is  as  follows  : 

When  the  car  arrives  at  the  floor  for  which  a  call  has 
been  registered,  the  following  operations  occur  in  the 
indicated  sequence : 

1.  The  power  is  disconnected  from  the  elevator 
motor,  the  brake  is  applied,  and  the  car  stops. 

2.  The  Retiring  Cam  Motor  is  de-energized  for  a 
specified  time  interval  and  the  Retiring  Cam  falls  by 
gravity  against  the  Roller  Arm  Assembly. 

3.  As  the  Roller  Arm  Assembly  rotates,  it  rotates 
Shaft  to  which  it  is  attached. 

4.  Pin,  which  is  attached  to  Shaft,  then  engages 
the  Contact  Arm  Assembly  causing  a  corresponding 
rotation  about  Operating  Shaft. 

5.  As  the  Contact  Arm  Assembly  rotates,  it : 

a.  Compresses  Spring. 

b.  Breaks  contact  between  the  Contact  Assembly 
and  the  Contact  Bridge  Assembly. 

c.  Disengages  Latch  Bolt  from  engagement  with 
the  door  permitting  the  door  to  be  opened. 


6.  As  the  door  is  opened,  Striker  Assembly,  which 
is  attached  to  the  door,  breaks  contact  with  Contact 
Assembly. 

7.  When  the  door  closes,  Striker  Assembly  EA-1013 
makes  contact  with  Contact  Assembly. 

8.  After  contact  is  made  between  the  Striker  As¬ 
sembly  and  the  Contact  Assembly,  and  the  previously 
mentioned  time  interval  has  elapsed,  the  Retiring  Cam 
Motor  is  energized. 

9.  When  the  Retiring  Cam  Motor  is  energized  the 
Retiring  Cam  is  lifted  out  of  contact  with  the  Roller 
Arm  Assembly. 

10.  Spring  then  expands  causing  rotation  of  Con¬ 
tact  Arm  Assembly. 

11.  This  action  causes: 

a.  The  Latch  Bolt  to  engage  the  door,  locking 
the  door. 

b.  The  Contact  Bridge  Assembly  to  make  contact 
with  Contact  Assembly,  completing  the  circuit  to 
permit  the  car  to  move  away  from  the  floor. 

DESCRIPTION  AND  ASSEMBLY 

Housing — The  housing  is  a  cast-iron  frame  8^4  in. 
long,  33yi  in.  wide,  and  1/4  in.  deep.  Its  wall  thickness 
is  5/32  in.  Its  corners  are  reinforced  for  the  cover  at¬ 
tachment  screws  and  lugs  are  provided  for  the  mounting 
of  the  shaft  assembly.  Special  webs  are  provided  for 
the  locking  bolt  guides.  A  %-in.  diameter  hole  is  pro¬ 
vided  for  the  conduit  connection. 

Each  side  is  closed  by  a  1/16-in.  steel  cover  attached 
by  four  countersunk  screws.  Inside  each  cover  is 
riveted  an  area  of  1/32-in.  thick  phenolic-composition 
insulating  material.  The  housing  and  its  covers  are 
enameled  as  protection  against  corrosion. 

Contact  Assembly — In  this  assembly  the  contact 
fingers  are  made  of  copper  in.  wide  by  1/16  in. 
thick.  Each  finger  is  loosely  pivoted  to  a  supporting 
bracket  by  a  small  lug  entering  a  hole  in  the  bracket 
and  is  controlled  by  a  coil  spring.  The  supporting 
bracket  is  made  of  3/32-in.  copper  and  is  held  in  place 
by  a  brass  terminal  screw  inserted  in  the  phenolic- 
composition  insulating  support.  The  latter  is  Y  in. 
thick  and  is  mounted  in  slots  provided  in  the  housing 
and  in  the  insulating  block  of  assembly.  Each  copper 
contact  finger  is  connected  to  its  terminal  screw  by  a 
short  length  of  braided  copper  flexible  conductors.  The 
binding  screws  are  provided  with  cupped  washers. 
There  are  two  contact  fingers,  one  mounted  each  side 
of  a  /4-in.  thick  phenolic-composition  barrier. 

Roller  Arm  Shaft — This  is  a  15/32-in.  diameter  steel 
shaft  which  enters  the  housing  at  the  side  through  an 
inside  boss  provided  for  that  purpose.  Near  its  inner 
end,  inside  the  housing,  is  a  transverse  steel  pin,  which 
engages  a  yoke  formed  on  the  contact  arm.  Attached 
to  the  shaft  outside  the  housing  is  the  cast-iron  roller 
arm,  having  a  rubber  composition  roller  mounted  at 
its  outer  end.  This  arm  is  adjustable  on  the  shaft. 

Contact  Arm — This  arm  is  a  brass  or  bronze  casting 
hinged  by  a  steel  pin  to  brass  or  bronze  plates,  mounted 
in  the  switch  housing.  To  its  lower  end  is  screwed  a 
phenolic-composition  insulator  block  on  the  end  of 
which  is  mounted  a  half-round  brass  contact  strip  form¬ 
ing  parts  of  the  contact  assembly.  This  contact  strip 
bridges  a  pair  of  finger  contacts  similar  to  those  de¬ 
scribed  in  connection  with  contact  assembly  above. 
These  contact  fingers  are  mounted  on  a  phenolic-com¬ 
position  insulator  block  and  are  separated  by  a  barrier 
of  similar  material.  A  socket  in  the  arm  above  the 
hinge  pin  receives  one  end  of  the  steel  compression 
spring,  the  other  end  being  guided  by  a  pin  attached  to 
the  inside  of  the  housing.  The  upper  end  of  the  arm 
has  a  circular  lug  which,  enters  a  slot  in  the  steel  latch 
bolt. 
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Latch  Bolt — Latch  Bolt,  is  made  of  steel  and  has  a 
cross  section  of  by  Yt  in.  A  rounded  nose  is  provided 
on  the  outer  end  and  a  slot  is  provided  for  engagement 
with  the  upper  end  of  the  arm  in  the  housing.  The  bolt 
operates  through  holes  in  suitable  guide  lugs  inside  the 
housing  and  through  a  hole  in  the  housing  wall. 

Striker  Assembly — This  assembly  consists  of  a  pair  of 
brass  post  contact  fingers  with  rounded  ends  screwed 
to  a  bridging  bar  of  brass  and  insulated  from  the  mount¬ 
ing  by  which  they  are  secured  in  position.  The  mount¬ 
ing  bracket  is  made  in  two  forms,  one  of  which  is  suit¬ 
able  for  use  on  a  swinging  door  installation  and  the 
other  for  sliding  door  installation.  These  forms  of 
bracket  are  essentially  the  same  with  the  exception  of 
the  lugs  by  which  the  assembly  is  attached  to  the  door 
in  either  case.  The  striker  studs  or  fingers  are  made 
of  3/1 6-in.  diameter  brass  and  are  threaded  for  mount¬ 
ing.  Each  one  is  surrounded  by  a  bakelite  insulator 
sleeve  which  permits  only  the  rounded  end  of  the 
striker  finger  to  be  exposed.  The  connector  bar  is  made 
of  brass  and  is  3A  in.  wide  by  7/64  in.  thick. 

Ratchet  Assembly — The  ratchet  assembly  is  used  in 
the  operation  of  this  interlock  in  connection  with  hori¬ 
zontally  sliding  elevator  doors.  The  assembly  is 
mounted  on  top  of  the  door  and  consists  of  a  striker 
assembly,  mounted  on  a  vertical  lug  at  one  end,  a  key- 
lever  hinged  to  one  side  of  the  base.  A  key  lever  trip  is 
secured  to  the  outer  end  of  the  key  lever.  This  tripping 
combination  is  used  to  lift  the  latch  bolt  prior  to  the 
opening  of  the  door.  It  is  actuated  either  by  the  power- 
driven  door  or  by  the  motion  of  the  door  when  initiated 
by  the  car  operator.  The  door  ratchet  is  made  of  brass 
and  provided  two  latching  notches  near  its  outer  end. 
The  key  lever  is  also  made  of  brass  and  has  a  thickness 
of  5/32  in.;  its  upper  arm  is  1-1/16  in.  wide;  and  its 
vertical  arm  is  13/16  in.  wide.  The  upper  arm  is  drilled 
near  one  end  for  a  hinge  pin  and  at  the  other  end  for 
attachment  screws  by  which  the  brass  lever  trip  is 
attached. 

TESTS 

The  appliance  was  tested  and  approved  by  the  Un¬ 
derwriters  Laboratories  Safety  Appliance  #522  Appli¬ 
cation  #44C840  Feb.  14,  1945  for  each  of  the  following 
tests : 

Endurance  Test  without  lubrication 

Current  Interruption  Misalignment  test. 

Test  in  moist  atmosphere 

The  applicant  has  filed  a  letter  dated  January  8.  1946, 
saying  that  the  clearances  between  machinery  parts  of 
the  device  are  such  that  they  will  satisfactorily  function 
within  the  temperature  range  as  required  by  C26-1179- 
0-a  of  the  Administrative  Building  Code. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Watson  Type 
5B  electro-mechanical  interlocks  under  C26-191.0a  and 
as  having  met  the  requirements  of  subarticle  9  Group 
1  of  Article  14  of  the  Administrative  Building  Code 
be  approved  for  use  in  New  York  City  when  installed 
in  accordance  with  this  report  under  the  pertinent  pro¬ 
visions  of  the  Administrative  Building  Code;  that  the 
appliance  be  marked  labeled  or  stamped  reading : 
“Approved  by  the  Board  of  Standards  &  Appeals  for 
use  in  New  York  City  under  Cal  #703-45-SA". 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer, 

Committe  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Watson  Electro- 
Mechanical  Interlock,  Type  5B,  on  condition  that  the  appli¬ 
ance  be  manufactured,  installed,  used  and  labelled  in  ac¬ 
cordance  with  the  above  report. 


706-45-SM 

APPLICANT — George  E.  Strehan,  for  Flexicore  Co.,  Inc., 
owner. 

SUBJECT — Flexicore  Floor  and  Roof  Slabs,  approval  of. 
APPEARANCES— 

For  Applicant — George  E.  Strehan  and  Francis  R. 
MacLeay. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (706-45-SM) 

Whereas,  George  E.  Strehan,  for  Flexicore  Co.,  Inc., 
owner,  filed  on  November  16,  1945,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  Flexicore  Floor  and  Roof  Slabs;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  19,  1946. 

Cal.  706-45-SM 

Subject:  Flexicore  Floor  and  Roof  Slabs,  Approval  of 
George  E.  Strehan,  Consulting  Engineer  for  The 
Flexicore  Co.  Inc.,  filed  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  Flexicore 
Floor  and  Roof  Slabs  under  the  provisions  of  the 
Administrative  Building  Code  as  hereinafter  provided 
in  accordance  with  the  requirements  of  C26-178.0-B 
and  under  C26-254.0,  C26-618.0,  C26-619.0.  C26-620.0 
and  C26-270.0  Administrative  Building  Code. 

1.  DESCRIPTION  AND  MANUFACTURE 

The  Flexicore  Floor  and  Roof  Slab  (Fig.  1)  is  a 
prefabricated  reinforced  concrete  unit  manufactured  in 
a  standard  section,  12  in.  in  width  and  6  in.  in  depth, 
with  2  cores  4 A"  diameter  and  with  side  grooves  and 
keys  to  provide  a  field  grout  bond  between  adjacent 
units  and  form  a  continuous  flat  slab  between  supports 
when  installed  in  the  building,  (Fig.  2). 


JffCT/O/V  THROUGH  FLdtreone  SLAB 

S/o6j  ovat  fab/e  mfcnjthj  of}  /o  Z2‘&“ 

(Fig-  1) 
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(Fig.  2) 


Concrete.  Two  mixes  are  used:  Standard,  consisting 
of  1  part  Approved  High  Early  Cement,  2.6  parts  ap¬ 
proved  sand  and  2.3  parts  of  Y  in.  approved  gravel ; 
and  Light-W eight  consisting  of  1  part  approved  High- 
Early  Cement,  1.2  parts  Waylite  Sand  and  2.5  parts  of 
■}i  in.  Waylite  Aggregate.  An  admixture  of  2  lbs.  of 
Calcium  Chloride  is  added  in  solution  with  4  to  5  gals, 
of  water  per  bag  of  cement.  Each  batch  produces 
approximately  1/6  yard  of  concrete,  adequate  for  pour¬ 
ing  one  unit  of  the  Standard  Type. 

Three  (3)  specimens  of  the  18  ft.  8  in.  unit  of  each 
of  the  Standard  and  Light-weight  mixes  were  cast  and 
marked  for  identification;  and  six  (6)  test  cylinders  of 
each  type  were  made  for  control  tests  at  1  day,  7  days, 
and  28  days  age. 

Forms.  The  steel  forms  for  manufacturing  Flexicore 
units  are  of  knock-down  type,  consisting  of  6  in.  side 
channels,  clamped  together  with  wood  end-bulkheads 
having  circular  holes  for  locating  the  reinforcement, 
through  which  the  rubber  hose  cores  are  also  inserted. 
The  bottom  consists  of  a  removable  steel  plate  to  form 
the  smooth,  ceiling  surface. 

Reinforcement.  The  bottom  tension  steel  is  threaded 
at  the  ends  to  permit  prestressing  of  the  rods  with  a 
special  wrench  designed  to  produce  a  tension  of  16000 
lbs.  sq.  in.  on  the  steel  under  the  application  of  33  ft. 
lbs.  on  the  l/2  in.  bar.  The  stirrups  hold  the  top  bars 
in  a  predetermined  position  to  the  bottom  bars. 

Core  Hose.  The  core  hose  is  inflated  to  a  pressure  of 
6  lbs.  sq.  in.  to  establish  the  4^4"  diameter  cores  and  the 
assembled  specimen  is  then  transferred  to  the  concrete 
mixer.  Before  pouring  concrete,  wood  yokes  spaced 
14"  on  centers  are  clamped  over  the  forms  to  position 
the  cores  at  the  proper  elevation  as  the  concrete  is 
placed  and  agitated  on  the  vibration  table.  These  core 
hose  are  removed  from  the  specimen  after  3  to  4  hours 
in  the  Curing  Room,  to  be  reused  in  the  continuous 
process. 

Curing.  Sixteen  (16)  slabs  are  cast  and  loaded  on  a 
truck,  4  tiers  high  and  4  specimens  wide.  Before  trans¬ 
ferring  the  load  to  the  Curing  Room,  the  top  is  screeded 
off  to  a  rough  level  surface.  The  slabs  remain  in  the 


Curing  Room  for  22  to  24  hours  at  a  temperature  of 
80°  to  100°  F.,  after  which  the  forms  are  stripped,  the 
specimens  marked  with  date  and  destination  and  stored 
for  further  air  curing  of  5  to  7  days.  The  metal  forms 
are  transferred  to  the  Cleaning  and  Assembly  Table  to 
repeat  the  cycle  of  operation. 

2.  INSPECTION 

Inspection  of  the  plant  and  process  was  made  by 
Commissioner  Charles  M.  Blum  and  Chief  Engineer 
L.  V.  Huber  on  December  19,  1945.  Also  present  were 
Mr.  Louis  Corbetta,  Secretary-Treasurer  of  The  Flexi¬ 
core  Company,  Inc.,  Chief  Engineer  Francis  R.  Mac- 
Leay  and  Mr.  F.  W.  LaMorte,  superintendent  of  the 
plant.  At  the  time  of  inspection,  units  were  being  cast 
for  use  in  Rochester,  N.  Y.,  18'-8"  in  length,  reinforced 
half  round  with  three  (3)  V2"  diameter  rods  at  the 
bottom  and  two  5/16"  diameter  rods  at  the  top. 

The  capacity  of  the  plant  is  approximately  4000  feet 
of  units  per  day,  the  operation  being  continuous  from 
stripping  of  the  forms  through  cleaning,  assembling, 
reinforcing,  pouring  and  curing.  From  15  to  20  units 
are  cast  in  one  hour,  stored  in  the  Curing  Room  from 
22  to  24  hours,  marked  with  date  and  destination  and 
moved  to  the  stock  pile  for  final  air  curing  for  a  period 
of  5  to  7  days ;  while  the  forms  are  returned  for  clean¬ 
ing  and  assembling  to  continue  the  cycle  of  operations, 
there  being  200  sets  of  forms  continuously  engaged  in 
process. 

3.  TESTS 

Cylinders.  The  Control  Cylinders  were  tested  at  1 
and  7  days  at  the  Pittsburgh  Testing  Laboratories  (Re¬ 
ports  Nos.  60358  and  60375)  with  the  following  average 
results : 


1  Day 

7  Days 

Wt. 
Cu.  Ft. 

Standard  Mix 

3100  lb.  sq.  in. 

3765  lb.  sq.  in. 

142  lbs. 

Waylite  Mix 

3073  lb.  sq.  in. 

4247  lb.  sq.  in. 

116  lbs. 

Slabs.  Three  units  of  each  type  were  erected  on  an 
18'2"  clear  span  with  3"  end  bearing,  and  the  joints  and 
keys  were  grouted  as  in  practice.  The  specimens  were 
9  days  old  on  the  day  of  test  and  the  cement  mortar 
joints  were  2  days  old.  The  slabs  were  loaded  at  the 
Third  Points  through  4"  bearing  timbers,  using  bags 
of  cement  at  94  lbs.  each  on  a  timber  platform.  Follow¬ 
ing  are  the  logs  of  the  tests : 

WAYLITE  SLABS 

Weight  of  Platform  540Lbs.  Equivalent  to  lOLbs.  Sq. 
Ft.  Load 

Equiv. 

Uni.  Load 
Tot  Lbs.  Lbs. 

Load  Sq.  Sq.  Deflect 

Lbs.  Ft.  Ft.  Ins.  Remarks 

(3  pt. 
loading) 

1856  34  46  y4  Safe  Computed  Load-50# 

3172  59  79  H 

4448  83  111  7/s 

5428  101  135  iy8 

6368  118  157  1)4 

7308  136  181  U/4 

8248  153  204  2 

9288  172  230  2)4  Tension  crack  2' off  Load  Pt. 

9752  180  240  4  Deflection  progressive. 

Slab  continued  to  deflect  to  6",  until  loading  platform 
contacted  end  of  slab.  Numerous  tension  cracks  de¬ 
veloped  at  center  of  span  and  toward  one  end  of  slab. 
At  the  design  safe  load  the  deflection  was  9/32". 

The  ratio  of  Ultimate  to  Safe  Load  was  4.8  for  Live 
Load  only  and  3.5  for  Live  and  Dead  Load. 
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STANDARD  SLABS 


Uni.  Load 

Equiv. 

• 

Tot 

Lbs. 

Lbs. 

Load 

Sq. 

Sq.  Deflect 

Lbs. 

Ft. 

Ft. 

Ins.  Remarks 

(3  pt. 

loading) 

1480 

28 

37 

1/a  Safe  Computed 

2420 

45 

60 

Ys  Load -60# 

3360 

63 

84 

Ya 

4400 

82 

109 

1 

5340 

99 

132 

1% 

6280 

116 

155 

1  ^ 

7220 

135 

180 

17/8 

8060 

150 

200 

2 

9100 

169 

226 

2Y  Tension  crack  at 

center 

9464 

175 

234 

6  Deflection  progressive 

Slab  continued  to  deflect  to  9Y"  when  restrained  by 
contact  of  loading  platform  with  end  of  slab. 

At  the  design  safe  load,  the  measured  deflection  was 

H". 

The  ratio  of  ultimate  to  design  Live  Load  3as  3.9  and 
2.7  for  Live  and  Dead  Load. 

4.  ANALYSIS 

Both  slabs  failed  by  overstressing  the  steel  in  tension, 
although  no  steel  actually  parted  before  the  deflection 
was  retarded  by  the  restraint  of  the  supports.  No  evi¬ 
dence  of  compression  failure  in  the  concrete  could  be 
observed  in  either  case  nor  was  there  any  evidence  of 
bond  slippage  at  the  ends  of  the  span  where  bond  and 
shear  stresses  would  normally  be  high.  No  shear  cracks 
were  observed  but  the  tension  rods  indicated  an  apprec¬ 
iable  decrease  in  section  at  the  many  distributed  cracks 
on  the  bottom  of  the  slab. 

Based  on  accepted  theory  and  the  provisions  of  Sec. 
C-26-364.02  of  the  Administrative  Building  Code  for 
allowable  working  stresses  and  on  Sec.  C-26-468.0 
through  C26-493.0  for  the  design  of  reinforced  concrete, 
the  safe  live  loads  have  been  computed  for  clear  spans 
of  10'  to  22'6"  and  from  30  to  200  lbs.  sq.  ft.  for  both 
types  of  unit.  In  Tables  1-2-3-4  submitted  by  the  appli¬ 
cant,  the  tabular  load  includes  the  dead  weight  of  the 
slab,  40  and  30  lbs.  respectively  for  the  Standard  and 
Lightweight  mixes.  In  the  check  tests,  the  measured 
deflections  of  Y/'  and  9/32"  are  approximately  one-half 
the  usually  acceptable  1/360  of  the  span. 

The  units  and  the  joints  were  9  days  and  2  days  old 
respectively  at  the  time  of  test,  and  the  slabs  were  only 
three  units  in  width.  A  greater  width  would  probably 
be  more  effective  in  load  bearing  capacity. 

The  tests  were  conducted  on  the  run  of  the  plant  at 
an  early  age  and  developed  factors  of  safety  comparable 
to  generally  accepted  practice  and  requirements.  Tests 
to  destruction  of  reinforced  concrete  flexural  members 
designed  in  accordance  with  accepted  theory  show  ratios 
of  ultimate  to  working  loads  generally  varying  from 
2j£  to  3Y- 

Specimens  of  the  reinforcing  bars  were  cut  from  the 
broken  slabs  and  from  stock  on  hand  and  were  tested  at 
Columbia  University  for  Yield  Point  and  Elongation 
with  the  following  average  results  of  two  specimens  of 
each  kind : 


Aver.  Y.P. 

Stock  Specimens  49650 
Slab  Specimens  49050 


Percent 

Elongation 

25% 

14% 


Ult. 

Strength 

69500 

68500 


The  specimens  removed  from  the  broken  slabs  show  the 
effect  of  the  additional  working  due  to  test.  (Reports 
Nos.  73427,  73428,  73429,  73430  of  the  Research  Labora¬ 
tories  of  Columbia  University,  dated  January  10,  1946 
are  filed  with  this  application. 


5.  DESIGN  LOAD  TABLES  AND 
CONSTRUCTION  DETAILS 
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6.  RECOMMENDATIONS 

The  Committee  recommends,  on  the  basis  of  the  fore¬ 
going  data,  the  approval  of  the  foregoing  load  tables 
submitted  with  the  application  for  use  of  the  Flexicore 
Prefabricated  Concrete  Units  in  New  York  City  as 


meeting  the  requirements  of  C26-619.0  Administrative 
Building  Code  (C26-619.0b)  for  roofs  of  Class  1  and 
Class  2  construction  where  the  fireprotective  covering 
is  omitted  from  the  roof  trusses  as  provided  in 
C26-618.0  Administrative  Building  Code;  under 
C26-620.0.C.l.b  Administrative  Code  as  the  concrete  top 
slab  provided  for  therein;  under  C26-270.0  Administra¬ 
tive  Building  Code  as  a  floor  or  roof  slab  as  provided 
for  therein ;  and  under  the  provisions  of  Sec.  C26-254.0 
(4.2.1  BC)  as  a  floor  or  roof  slab  wherever  Class  3, 
provided  no  fire  resistive  rating  is  required,  Class  4,  or 
Class  6  constructions  are  permitted,  under  the  follow¬ 
ing  conditions : 

1.  The  clear  span  shall  not  exceed  the  limits  specified 
in  the  load  tables ; 

2.  A  minimum  bearing  of  3"  shall  be  provided  on  the 
steel  or  masonry  supports ; 

3.  Only  High  Early  Strength  Cement  of  an  approved 
brand  shall  be  used ;  and  the  specimens  shall  be 
cured  for  not  less  than  24  hours  at  a  temperature  of 
80  deg.  to  100  deg.  F.  and  not  less  than  7  days  in 
air. 

4.  Control  cylinders  of  the  standard  concrete  shall  de¬ 
velop  a  compressive  strength  of  3750  lbs.  sq.  in.  and 
the  lightweight  concrete  3500  lbs.  sq.  in.  at  24  hours ; 
the  applicant  to  test  3  cylinders  daily  at  the  age  of 
24  hours,  and  submit  monthly  report  of  such  tests  to 
the  borough  superintendent. 

5.  Each  unit  made  for  use  under  this  approval  shall  be 
marked  for  identification,  per  the  attached  sketch 
showing  the  date  of  manufacture. 

The  Committee  further  recommends  that  to  meet  the 
requirements  of  C26-609.0  for  lateral  bracing  of  sup¬ 
porting  beams  or  girders,  a  3"  x  5"  x  %"  exposed  steel 
plate  be  welded  to  the  middle  reinforcing  bar  of  ade¬ 
quate  size  within  the  unit  at  both  ends  for  welding  to 
the  flange  of  the  supporting  girder  in  the  field ;  and 

That  where  Flexicore  slabs  are  supported  on  masonry 
walls,  the  units  shall  be  anchored  with  U-Bolts  and 
government  anchors  at  intervals  not  greater  than  4 
feet  to  comply  with  Sec.  C26-416.0  Administrative 
Code;  and  when  the  span  is  16  feet  or  more  in  the 
clear,  the  anchorage  shall  be  adequate  to  distribute  uni¬ 
formly  the  uplift  due  to  a  negative  moment  of  1  /40th 
W.L.,  in  which  W  represents  the  total  live  load  on  the 
span ;  and 

That  the  applicant  file  9  copies  of  the  trade  mark  as 
required  under  C26-306.0  including  the  data  required 
by  the  Board  identifying  the  name  of  the  product  and 
the  calendar  number  under  which  it  was  approved  as 
well  as  the  date  of  manufacture. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Flexicore  Floor  and 
Roof  Slabs,  on  condition  that  the  material  be  manufactured, 
installed,  used  and  labelled  in  accordance  with  the  above 
report. 


Adjourned:  1:15  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


134 


MINUTES 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  5,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

81-45-A 

APPLICANT — A.  Schrader’s  Sons,  Division  of  Scoville 
Manufacturing  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  October  16,  1945 — Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  granted  on  condition). 

PREMISES  AFFECTED— 465-471  Adelphi  street,  east 
side,  258  ft.  north  of  Atlantic  avenue  (basement 
and  1st  floor)  ;  (Block  2008,  Lot  9),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ernest  Ross. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (81-45-A) 

Whereas,  this  appeal,  from  a  decision  of  the  borough 
superintendent,  affecting  premises  465-471  Adelphi  street, 
east  side,  258  ft.  north  of  Atlantic  avenue  (basement  and 
1st  floor)  ;  (Block  2008,  Lot  9),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  April  17,  1945,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  16,  1945,  and  restored  to  the  calendar;  and 
Whereas,  on  April  17,  1945,  the  Board  granted  a  varia¬ 
tion  of  the  requirements  of  the  Administrative  Code,  to 
permit  the  use  of  the  building  as  follows  :  cellar — boiler  room ; 
basement — garage  for  more  than  five  cars  and  warehouse — 
5  persons;  1st  floor — warehouse — 6  persons,  on  condition 
that  no  materials  be  stored  in  the  basement,  except  metal 
and  that  such  materials  shall  not  be  in  combustible  cases 
or  crates ;  and 

Whereas,  on  September  29,  1945,  Ernest  Ross,  for  A. 
Schrader’s  Son,  owner,  requested  restoration  of  this  appeal 
to  the  calendar  for  the  purpose  of  rehearing  based  on  a 
new  proposal  and  a  new  decision  of  the  borough  superin¬ 
tendent;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  7,  1945,  on  Alt.  Applic.  1468-44  reads: 

“Comply  with  Board  of  Standards  and  Appeals  reso¬ 
lution  81-45-A,  Bulletin  17,  Volume  30,  as  to  specifica¬ 
tion  of  material  to  be  stored  in  basement  to  be  limited 
to  the  storage  of  metal  in  incombustible  cases.” 

and 

Whereas,  it  is  now  proposed  to  occupy  the  building  on 
the  basement  and  1st  floor  as  a  warehouse  only;  and 

Whereas,  the  applicant  now  contends  that  the  1st  and 
basement  story  columns  are  of  steel,  fireproofed,  and  with 
cinder  concrete  arches  having  a  1  in.  cement  finish ;  that  the 
roof  is  steel  frame  with  wood  joists,  covered  on  the  under¬ 
side  with  V2  in.  plaster  boards  and  26  gauge  metal ;  that 
the  first  story  columns  are  fireproofed  with  2  in.  Portland 
cement  on  wire  lath;  that  the  basement  floor  is  2  ft.  6  in. 
below  grade  and  the  1st  floor  12  ft.  above  grade;  that  all 
cars  have  been  removed  from  the  building  and  it  is  there¬ 
fore  requested  that  the  Board  amend  the  resolution  previ¬ 
ously  adopted,  so  as  to  permit  the  use  of  both  the  1st  floor 
and  basement  for  warehouse  purposes. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  17,  1945,  so  that 
as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  acting  on  Alt.  Applic.  1468-44,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  materials  shall  be  stored 
in  the  basement  except  metal ;  that  such  material  shall 
not  be  in  combustible  cases  or  crates;  that  the  ramp 
leading  to  the  first  floor  from  grade  shall  be  separated 
from  the  basement  story  at  all  points  with  fireproof 
construction ;  that  this  variance  shall  continue  only  so 
long  as  the  building  is  occupied  as  proposed  and  no 
manufacturing  is  carried  on  therein  and  the  stairway  as 
indicated  on  plans  filed  with  this  appeal  marked  ‘Re¬ 
ceived  February  19,  1945’  is  maintained  in  accordance 
with  the  requirements ;  that  in  all  other  respects,  the 
building  and  ocupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 

that  in  the  event  the  garage  use  as  heretofore  pro¬ 
posed  is  discontinued,  the  requirement  in  the  resolu¬ 
tion  adopted  April  17,  1945,  that  no  materials  shall  be 
stored  in  the  basement  except  metal  and  that  such 
material  shall  not  be  in  combustible  cases  or  crates, 
may  be  disregarded.” 


721-45-A 

APPLICANT — The  Park  Avenue  Operating  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 33  West  51st  street,  north  side, 
494  ft.  west  of  5th  avenue  (Block  1267,  Lot  17), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  A.  Haddin. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 

THE  RESOLUTION  (721-45-A) 

Whereas,  The  Park  Avenue  Operating  Co.,  Inc.,  owner, 
filed  November  20,  1945,  an  appeal  from  an  order  and  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  33  West 
51st  street,  north  side,  494  ft.  west  of  5th  avenue  (Block 
1267,  Lot  17),  Borough  of  Manhattan;  and 

Whereas,  Order  35788-LF,  issued  by  the  fire  commis¬ 
sioner  September  19,  1945,  reads: 

“1.  Install  an  adequate  electric  closed  circuit  interior 
fire  alarm  system  of  an  approved  type  in  accordance 
with  the  interior  fire  alarm  rules  of  the  Board  of 
Standards  and  Appeals.  Section  487e-2.0-c-l  Adm.  Code. 

2.  Provide  telegraphic  communication  with  Fire  De¬ 
partment  headquarters,  as  provided  for  by  the  Admin¬ 
istrative  Code.  Section  487-e-2.0-b  Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  22,  1945,  reads: 

“In  reply  to  your  letter  of  October  11,  1945,  you  are 
advised  that  a  reinspection  of  the  above  premises  shows 
that  there  is  a  class  3  manual  fire  alarm  station  located 
in  the  kitchen. 

This  station  is  not  satisfactory,  as  the  operating  per¬ 
sonnel  are  not  familiar  with  its  location  and  in  the  event 
of  a  fire  or  other  emergency,  serious  loss  of  time  may 
result  in  transmitting  the  alarm. 

Before  item  2  of  said  order  may  be  dismissed  as 
complied  with,  it  will  be  necessary  to  relocate  the  sta¬ 
tion  to  a  point  near  the  telephone  switchboard  in  the 
front  office  on  the  first  story. 
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Relative  to  Item  number  1  of  said  order,  the  law 
requires  the  installation  of  the  interior  fire  alarm 

system  in  addition  to  the  telegraphic  communication 
station. 

Your  request  for  a  variance  in  view  of  the  facts 
stated  above  is  again  denied  for  the  reasons  contained 
in  our  letter  of  October  15,  1945.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 

October  15,  1945,  reads: 

“In  reply  to  your  letter  of  October  9,  1945,  you  are 
advised  that  the  fire  commissioner  is  without  power 
to  either  waive  or  modify  the  provisions  of  the  law. 
Neither  can  an  extension  of  time  to  comply  with  the 
order  be  granted,  other  than  the  period  specified,  which 
is  30  days.” 

and 

Whereas,  the  applicant  states  the  building  is  12  stories 
(144  ft.)  in  height;  42  ft.  by  100  ft.  in  area;  of  Class  1 

(construction;  erected  1913;  located  in  a  retail  use  B  area 

and  Class  \V2  height  district  and  used  and  occupied  as  a 
hotel ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
already  adequately  protected  against  fire,  by  existing  in¬ 
stallations  and  by  its  method  of  construction ;  that  the  in¬ 
stallations  called  for  in  the  fire  commissioner’s  order  already 
exist  in  part;  that  compliance  with  the  order  would  be  un¬ 
just  and  oppressive  to  the  owner  and  would  subject  it  to 
great  expense ;  that  the  installation  of  an  electric  closed 
circuit  interior  fire  alarm  circuit  is  unnecessary,  because  of 
the  existing  fire  prevention  facilities  and  would  involve  a 
prohibitive  cost ;  that  the  building  is  equipped  with  a  stand¬ 
pipe  system,  one  enclosed  fire  stairs  and  one  outside  fire 
escape ;  that  the  building  is  equipped  with  A.D.T.  service 
with  watchmen’s  clock  registering  once  each  hour  on  each 
floor  of  the  building,  during  the  night ;  that  telegraphic 
communication  with  fire  headquarters  already  exists  and 
the  glass  enclosed  blocks  providing  for  such  communica¬ 
tion  is  maintained  in  the  kitchen  of  the  premises ;  that  the 
location  of  this  box  is  deemed  unsatisfactory  by  the  fire 
commissioner,  because  the  personnel  of  the  hotel  was  not 
familiar  with  it ;  that  this  location  in  the  kitchen  provided 
adequate  protection,  but  in  order  to  further  comply  with 
the  order,  the  location  of  this  box  has  been  changed  to  a 
position  near  the  telephone  switchboard  and  directly  in  back 
of  the  telephone  operator;  that  all  personnel  of  the  hotel 
have  been  notified  of  this  change  and  instructed  in  the  use 
of  the  box ;  that  it  is  therefore  requested  Item  2  of  the 
order  be  dismissed,  as  being  fully  complied  with  and  that 
Item  1  be  waived,  because  of  the  fireproof  construction  and 
the  existing  facilities  of  the  building  or  that  compliance 
with  such  Item  1  of  the  order  be  deferred  for  a  period  of 
12  months,  to  give  the  applicant  reasonable  opportunity  to 
complete  pending  negotiations  for  demolition  of  the  build¬ 
ing  ;  that  the  demolition  of  the  building  is  contemplated,  to 
permit  the  erection  of  a  modern  office  building ;  that  nego¬ 
tiations  for  such  demolition  are  expected  to  be  completed 
within  the  next  12  months ;  and 

Whereas,  a  letter  from  the  Department  of  Housing  and 
Buildings,  dated  January  25,  1946,  advised  that  this  build¬ 
ing  is  classified  as  a  heretofore  erected  existing  Class  A 
multiple  dwelling  and  that  a  report  of  the  inspector  indi¬ 
cated  that  the  building  is  now  occupied  in  accordance  with 
such  classification. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed, 
inasmuch  as  the  order  of  the  fire  commissioner  is  improperly 
placed  in  view  of  the  classification  of  the  building  as  now 
determined  by  the  Department  of  Housing  and  Buildings. 


768-45-A 

APPLICANT — Joseph  B.  Klein,  for  1007  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 


PREMISES  AFFECTED— 1005-1007  Intervale  avenue, 
west  side,  102.03  ft.  south  of  East  165th  street 
(1st  and  2nd  floors)  ;  (Block  2699,  Lot  43), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Klein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (768-45-A) 

Whereas,  Joseph  B.  Klein,  for  1007  Realty  Corp., 
owner,  filed  December  10,  1945,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  1005- 
1007  Intervale  avenue,  west  side,  102.03  ft.  south  of  East 
165th  street  (1st  and  2nd  floors)  ;  (Block  2699,  Lot  43), 
Borough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  25,  1946,  on  amendment  to  Alt,  App.  32-45, 
reads : 

“2.  Provide  two  enclosed  stairways  from  second 
floor,  as  per  Section  270  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (25  ft.)  in  height,  50  ft.  by  100  ft.,  irregular,  in 
area,  of  Class  3  construction;  erected  in  1921;  located  in 
business  use,  B  area  and  Class  \l/2  height  districts  and  used 
and  occupied  without  a  certificate  of  occupancy  as  follows : 
Cellar,  boiler-room;  1st  and  2nd  floors,  public  garage; 
proposed  to  be  used  and  ocupied :  Cellar,  same;  1st  floor, 
factory  (machine  shop),  15  persons;  2nd  floor,  storage  of 
plumbing  supplies,  1  person ;  that  the  building  is  equipped 
with  one  3  ft.  8  in.  wide  steel  stairs,  enclosed  in  8  in.  terra 
cotta,  equipped  with  fire  proof,  self-closing  doors  and  lead¬ 
ing  from  the  roof  bulkhead,  directly  to  the  street,  and  pro¬ 
posed  to  be  equipped  with  one  fire  escape  at  the  rear,  lead¬ 
ing  to  the  yard  by  a  drop  ladder  with  egress  to  the  street 
through  the  adjoining  premises  at  the  rear;  that  windows 
and  doors  on  the  course  of  the  fire  escape  will  be  fireproof, 
self-closing;  and 

Whereas,  the  applicant  contends  that  the  second  tier  is 
fireproof ;  that  the  building  occupies  the  entire  plot  and 
the  right-of-way  easement  has  been  obtained  from  the  own¬ 
ers  of  the  vacant  lot  in  the  rear  facing  on  Rogers  place,  to 
permit  egress  to  the  street  from  the  second  means  of  egress, 
which  will  be  a  3  ft.  8  in.  platform  with  a  drop  ladder  to  the 
year  yard,  reached  by  a  3  ft.  8  in.  fireproof,  self-closing 
door  at  the  2nd  story  and  at  first  floor  by  a  3  ft.  8  in. 
fireproof  self-closing  door  leading  to  the  rear  yard ;  that 
the  easement  given  by  the  adjoining  owners  is  on  file  with 
the  borough  superintendent  under  Alt.  App.  32-45. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  App.  32-45,  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  2,  on  condition  that  the 
primary  means  of  exit  shall  be  constructed  and  maintained 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  January  25,  1946”,  two  sheets;  that  a  secondary 
means  of  exit  shall  be  provided  as  indicated  thereon,  con¬ 
sisting  of  an  exit  from  the  first  floor,  with  steps  up  to  grade 
and  a  balcony  at  the  second  floor  level,  with  a  counterbal¬ 
anced  drop  ladder  to  yard  grade;  that  means  of  escape  from 
the  rear  yard  shall  be  provided  across  abutting  vacant  lot 
owned  by  others  and  permission  to  traverse  such  vacant  lot 
for  exit  purposes,  shall  be  filed  with  the  borough  superin¬ 
tendent;  and  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 
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4-46-A 

APPLICANT — Interborough  Engineering  Co.,  for  Frank 
Scalamandre,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 37-24  24th  street,  northwest 
corner  of  38th  avenue  (basement)  ;  (Block  366, 
Lot  37),  Long  Island  Citv,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  V.  Perotto. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (4-46-A) 

Whereas,  Interborough  Engineering  Co.,  for  Frank 
Scalamandre,  owmer,  filed  January  3,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
37-24  24th  street,  northwest  corner  of  38th  avenue  (base¬ 
ment)  ;  (Block  366,  Lot  37),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  13,  1945,  on  Misc.  App.  2811-45,  reads: 

“1.  The  connection  of  more  than  one  oil  burning 
boiler  to  a  single  flue,  is  contrary  to  Rule  12.1  Oil 
Burner  Rules,  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(50  ft.)  in  height,  212  ft.  by  73  ft.  in  area,  of  Class  3  con¬ 
struction,  located  in  an  unrestricted  use,  B  area  and  Class 
iy2  height  district;  erected  in  1919  and  used  and  occupied 
since  1920  without  a  certificate  of  occupancy,  as  follows : 
Basement,  boiler-room  and  factory,  75  persons;  1st  floor, 
stockroom,  10  persons ;  2nd  and  3d  floors,  silk  mill,  80  per¬ 
sons  per  floor ;  that  no  change  in  use  (V  occupancy  is  pro¬ 
posed  ;  that  the  building  is  equipped  with  sprinkler  and 
standpipe  systems  and  an  interior  fire  alarm  system  and 
that  fire  drills  are  maintained ;  that  there  are  four  48  in. 
fireproof  stairs  from  the  roof  bulkhead  to  the  street ;  and 
Whereas,  it  is  proposed  to  convert  from  coal  to  oil-firing, 
the  two  existing  boilers  now  connected  to  one  chimney;  and 
Whereas,  the  applicant  contends  that  the  building  has 
been  using  two  boilers  on  one  chimney  since  its  erection ; 
that  this  chimney  was  designed  to  handle  two  boilers  fired 
with  coal  and  has  been  satisfactory  for  many  years ;  that 
the  change  to  oil-firing  will  not  alter  the  efficiency  or  safety 
of  the  chimney. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  App.  2811-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  installation  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  and  that  a  damper  shall  be  installed  in  the  breaching,  so 
that  same  may  t>e  closed  when  only  one  boiler  is  in  opera¬ 
tion  ;  and  that  a  certificate  of  occupancy  shall  be  obtained. 


6-46-A 

APPLICANT — Interborough  Engineering  Co.,  for  Queens- 
borough  Elks  Building  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 82-10  Queens  boulevard,  north¬ 
east  corner  of  Simonson  street  (cellar)  ;  (Block 
2475,  Lots  12,  25,  39.  40  and  41),  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  V.  Perotto. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (6-46-A) 

Whereas,  Interborough  Engineering  Co.,  for  Queens- 
borough  Elks  Building  Corporation,  owner,  filed  January 
3,  1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises;  82-10  Queens  boulevard, 
northeast  corner  of  Simonson  street  (cellar)  ;  (Block  2475, 
Lots  12,  25,  39,  40  and  41),  Elmhurst,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  27,  1945,  on  Misc.  App.  3349-45,  reads: 

"1.  Each  oil  burner  boiler  shall  be  connected  to  a 
separate  legal  flue.  Rule  12.1  Oil  Burner  Rules,  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (50  ft.)  in  height,  80  ft.  by  110  ft.  in  area,  Class 
1  construction,  located  in  a  business  and  residence  use,  C 
area  and  Class  I'A  height  district;  erected  in  1923;  used 
and  occupied  since  1924  as  follows  :  Cellar,  boiler-room  and 
bowling  alley,  212  persons;  1st  floor,  restaurant  and  office, 
422  persons ;  2nd  floor,  lodge  room  and  office,  422  persons ; 
mezzanine,  billiard  room,  100  persons ;  3d  floor,  26  furn¬ 
ished  rooms ;  that  the  building  is  equipped  with  a  stand¬ 
pipe  system  and  an  interior  fire  alarm  system  and  regular 
monthly  fire  drills  are  held ;  that  there  are  three  48  in. 
fireproof  stairs,  extending  from  the  roof  to  the  street ;  and 

Whereas,  the  applicant  states  that  the  building  has  been 
using  three  boilers  and  one  chimney  since  its  erection;  that 
the  chimney  was  designed  to  handle  three  boilers  fired  with 
coal  and  it  has  been  satisfactory  and  that  the  change  to 
oil-firing  will  not  alter  the  efficiency  or  safety  of  this 
chimney. 

Resolved,  that  th£  decision  of  the  borough  superintendent, 
acting  on  Misc.  App.  3349-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  installation  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  and  that  a  damper  shall  be  installed  in  the  breaching,  so 
that  same  may  be  closed  when  only  one  boiler  is  in  opera¬ 
tion  ;  and  that  a  certificate  of  occupancy  shall  be  obtained. 


18-46-A 

APPLICANT — Ellis  L.  Lavine,  for  5-11  Cook  Street 
Realty  Co.,  Inc.,  owner  ( Royal  Backing  Corp., 
lessee) . 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 5-11  Cook  street,  north  side, 
25  ft.  east  of  Manhattan  avenue  (basement  and  1st 
floor)  ;  (Block  3113,  Lot  33)  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Ellis  L.  Lavine. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (18-46-A) 

Whereas,  Ellis  L.  Lavine,  for  5-11  Cook  Street  Realty 
Co.,  Inc.,  owner  (Royal  Backing  Corp.,  lessee),  filed 
January  12,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  5-11  Cook  street,  north 
side.  25  ft.  east  of  Manhattan  avenue  (basement  and  1st 
floor):  (Block  3113,  Lot  33),  Borough  of  Brooklyn;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  13,  1945,  on  Alt.  Applic.  2818-45,  reads : 

“2.  Provide  two  means  of  egress  from  each  floor, 
complying  with  the  requirements  of  Sec.  270  of  the 
Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  1)4 
stories  (23  ft.)  in  height,  100  ft.  by  125  ft.  in  area  at  base¬ 
ment,  100  ft.  by  100  ft.  in  area  at  1st  floor,  of  Class  3  con¬ 
struction,  erected  in  1925,  located  in  an  unrestricted  use,  B 
area  and  Class  1)4  height  district  and  used  and  occupied  since 
1945  as  follows  :  cellar — boiler  room  ;  basement — office  and 
garage  for  more  than  five  motor  vehicles — 4  persons;  1st 
floor — garage  for  more  than  five  motor  vehicles — 4  persons; 
proposed  to  be  used  and  occupied :  cellar — same ;  basement — 
office,  chemical  coating  and  manufacturing  of  textiles — 20 
persons;  1st  floor — storage  of  U.  S.  Navy  supplies— -1  per¬ 
son  ;  that  the  building  is  equipped  with  a  one  source 
sprinkler  system ;  that  there  is  one  4  ft.  wide  fireproof  stairs 
extending  from  the  roof  to  the  street;  and 

Whereas,  the  applicant  contends  that  due  to  changes  in 
the  neighborhood  and  the  lack  of  demand  for  automobile 
storage  space,  the  basement  floor  was  leased  for  manufac¬ 
turing  and  chemical  coating  of  textiles ;  that  no  mixing  of 
chemicals  or  inflammable  mixtures  will  be  done  on  the 
premises  and  all  inflammable  mixtures  will  be  delivered  in 
approved  containers  and  stored  in  a  fireproof  room  properly 
ventilated  and  sprinklered;  that  the  original  building  had 
a  one  source  sprinkler  system  on  the  first  floor  only,  which 
is  now  being  extended  to  cover  the  basement  floor  and  stair- 
hall,  making  the  building  completely  sprinklered  through¬ 
out;  that  egress  is  being  provided  from  the  basement  by 
the  construction  of  a  new  3  ft.  8  in.  wide  exit,  with  steps 
near  the  westerly  garage  door ;  that  another  3  ft.  8  in.  wide 
exit,  with  steps  is  being  provided  in  the  former  easterly 
garage  doorway  and  the  balance  of  this  doorway  will  be 
closed  up  with  8  in.  solid  masonry  and  steel  sash  window ; 
that  these  two  exits  will  be  provided  from  the  basement 
not  more  than  150  ft.  distant  from  any  part  of  this  floor; 
that  these  doors  will  open  outwardly ;  that  in  addition,  there 
is  an  exit  in  the  rear,  opening  to  the  yard  which  leads  to 
yards  of  the  adjoining  property;  that  the  1st  floor  is  now 
being  used  by  the  Navy  for  storage;  that  exits  from  the  1st 
floor  consist  of  a  4  ft.  wide  fireproof  stairway  at  the  west, 
leading  directly  to  the  street,  enclosed  with  terra  cotta 
blocks ;  that  this  stairway  continues  to  the  roof  and  is  fully 
sprinklered;  that  at  the  easterly  side  of  the  building,  there 
is  a  ramp,  fully  separated  from  the  basement  floor  by  fire¬ 
proof  construction  and  leading  directly  to  the  street,  with 
a  slope  of  12  ft.  in  77  ft.;  that  the  third  means  of  egress 
from  the  1st  floor  is  by  means  of  a  door  in  the  rear  lead¬ 
ing  to  the  roof  extension  over  the  basement,  from  whence 
an  iron  ladder  leads  to  the  yard  and  another  iron  ladder 
up  to  the  main  roof  of  the  building;  that  due  to  the  present 
lease  of  the  first  floor  by  the  Navy,  the  owner  cannot  get 
the  right  to  make  any  extensive  alterations  to  this  floor ;  that 
should  this  lease  be  cancelled,  an  additional  fireproof  stairs 
will  be  provided  from  1st  floor,  in  accordance  with  the 
Labor  Law  requirements;  it  is  therefore  requested  that  the 
exits  be  accepted  as  proposed,  so  long  as  the  1st  floor  is 
used  for  storage. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2818-45,  objection  2,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
means  of  exit,  as  indicated  for  the  basement  floor,  shall  be 
maintained;  that  the  exits  to  the  first  floor,  consisting  of 
the  primary  means  of  exit  on  the  westerly  side,  shall  be 
maintained  as  proposed  and  indicated  on  plans  filed  with 
this  appeal  marked  “Received  January  12,  1946”,  3  sheets; 
that  in  addition,  a  ladder  from  the  rear  one-story  extension 
to  yard,  shall  be  maintained  and  a  ladder  from  such  exten¬ 
sion  to  the  roof  and  such  may  be  accepted  as  a  secondary 
means  of  exit,  provided  consent  is  filed  from  adjoining 

138 


owner,  to  permit  access  to  his  premises  for  exit  purposes  ; 
that  in  the  event  such  agreement  is  not  filed,  a  secondary 
means  of  exit  from  the  first  floor  shall  be  constructed,  con¬ 
sisting  of  a  balcony  at  the  easterly  side  of  Cook  street, 
with  counterbalanced  ladder  leading  therefrom  to  grade ; 
that  as  soon  as  the  present  tenancy  expires,  a  second  stair 
shall  be  constructed  as  proposed;  that  the  ramp  may  be 
continued,  cut  off  from  the  lower  floor  as  represented  but 
shall  not  be  deemed  a  lawful  exit ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  and  that  the  sprinkler 
system  shall  be  maintained  in  accordance  with  the  require¬ 
ments  therefor. 


53-46-A 

APPLICANT — Bayside  Hills  Co.,  Inc.,  owners. 
SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 58-48  and  58-52  212th  street, 
west  side,  92.08  ft.  and  42.08  ft.  north  of  Horace 
Harding  boulevard,  58-52  212th  street,  northwest 
corner,  58-47  and  58-51  212th  street,  east  side, 
92.08  ft.  and  42.08  ft.  north  of  Horace  Harding 
boulevard  and  58-55  212th  street,  northeast  corner 
(Block  7462,  part  of  Lot  71  and  Block  7463,  part 
of  Lot  1),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Morris  Weinberger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (53-46-A) 

Whereas,  Bayside  Hills  Co.,  Inc.,  owner,  filed  January 
24,  1946,  an  appeal  from  decisions  of  the  borough  superin¬ 
tendent,  affecting  premises  58-48  and  58-52  212th  street, 
west  side,  92.08  ft.  and  42.08  ft.  north  of  Horace  Harding 
boulevard,  58-52  212th  street,  northwest  corner  of  Horace 
Harding  boulevard,  58-47  and  58-51  212th  street,  east  side, 
92.08  ft.  and  42.08  ft.  north  of  Horace  Harding  boulevard 
and  58-55  212th  street,  northeast  corner  of  Horace  Harding 
boulevard  (Block  7462,  part  of  Lot  71,  and  Block  7463,  part 
of  Lot  1),  Bayside,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  3,  1946,  acting  on  N.  B.  Applications  2121-45, 
2122-45,  2126-45,  2135-45,  2136-45  and  2140-45,  reads: 

“L  The  erection  of  a  Class  4  (wood  frame)  build¬ 
ing  in  a  business  use  district,  is  contrary  to  Sec.  4.1.2. 
B.C.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  two  separate  plots,  one  fronting  100.2  ft.  on  the  north 
side  of  Horace  Harding  boulevard  and  132.08  ft.  on  212th 
street  and  the  other  plot  fronting  97.50  ft.  on  Horace  Hard¬ 
ing  boulevard  and  132  ft.  on  212th  street,  east  side,  which 
plots  it  is  proposed  to  subdivide  into  separate  lots  and  to 
erect  on  each  lot  a  two  story  frame  one  family  dwelling, 
25  ft.  6  in.  by  26  ft.  in  area,  set  back  from  212th  street  build¬ 
ing  line  a  distance  of  20  ft.,  into  which  setback,  entrances 
may  project  approximately  5  ft.;  that  each  dwelling  will 
be  provided  with  a  side  yard  of  not  less  than  5  ft.  on  one 
side  and  not  less  than  11  ft.  on  the  other  side,  so  arranged 
that  dwellings  will  be  located  not  nearer  than  16  ft.  to 
the  next  adjoining  dwelling;  that  side  entrance  steps  and 
chimney  breasts  will  project  into  side  yards  approximately 
3  ft. ;  and 

Whereas,  the  applicant  contends  that  the  construction  of 
dwellings  of  Class  3  construction  is  impossible  in  the  present 
market  and  is  undesirable,  in  view  of  the  character  of  the 
development,  which  consists  of  about  1000  dwellings  of 
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similar  construction  to  that  herein  proposed;  that  the  pro¬ 
posed  dwellings  will  be  of  frame  construction,  masonry 
veneered  at  1st  story,  and  surfaced  on  the  exterior  of  the 
2nd  story  with  cedar  siding,  asbestos  shingles,  asbestos 
siding  or  stucco  and  with  roofs  surfaced  with  asphalt 
shingles ;  that  the  construction  proposed  will  be  in  har¬ 
mony  with  the  character  of  the  existing  development  and 
will  permit  a  continuance  of  the  architectural  treatment 
characteristic  of  this  section  of  Queens ;  that  garages,  if 
constructed,  will  be  of  construction  similar  to  the  dwellings 
or  will  be  of  Class  3  construction  to  the  plate  line,  sur¬ 
faced  above  plate  line  in  harmony  with  the  dwellings. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applications  2121-45,  2122-45,  2126-45,  2135- 
45,  2136-45  and  2140-45,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  buildings  shall  be  constructed  and 
located  substantially  as  proposed  and  shall  be  restricted  to 
occupancy  of  one  family  m  each  building ;  that  in  all  other 
respects,  the  buildings  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  and  to  the  requirements 
of  the  residential  use  and  D  area,  except  that  if  a  garage 
is  erected  on  any  plot,  same  shall  comply  with  the  require¬ 
ments  of  the  zoning  resolution  for  a  G  area ;  and  that  as 
soon  as  lot  numbers  are  assigned  to  these  lots,  a  record 
of  same  shall  be  filed  with  the  Board  and  with  the  borough 
superintendent. 


348-43-A 

APPLICANT — Socony  Vacuum  Oil  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  an  order  of 
the  fire  commissioner  re  packing  and  storing  of 
combustible  mixtures  known  as  “Mobilgloss,  Mo- 
bil-Pre-Wax  Cleaner,  Mobile  Penetrating  Oil,  Mo¬ 
bile  Dry  Cleaner,  Tavern  Dry  Cleaner,  Sanilac 
Liquid  Wax,  Sanilac  Floor  Dressing,  Sanilac  Pene¬ 
trating  Finish,  Sanilac  Super  Sealer,  in  1 -gallon 
glass  jugs;  “Tavern  Liquid  Wax”  in  1-gallon  and 
y2  gallon  glass  jugs  and  “Tavern  Floor  Wax,  Sani¬ 
lac  Paste  Wax  and  Mobilwax”  (hard)  in  3-lb.  glass 
jars  (capacity  of  glass  jugs  and  jars  not  in  con¬ 
formity  with  Administrative  Code  specifications)  ; 
(previously  granted  on  condition  for  a  term  of  six 
months) . 

APPEARANCES— 

For  Applicant:  H.  C.  Smyth,  Jr. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (348-43-A) 

Whereas,  Socony- Vacuum  Oil  Company,  Inc.,  owner, 
filed  on  July  8,  1943,  an  appeal  from  a  decision  of  the  fire 
commissioner,  relating  to  the  packaging  in  glass  containers 
of  the  following  combustible  mixtures ;  Mobilgloss,  Mobil 
Pre-Wax  Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry  Clean¬ 
er,  Tavern  Liquid  Wax,  Tavern  Dry  Cleaner,  Sanilac  Liquid 
Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super  Sealer, 
Sanilac  Floor  Dressing,  Tavern  Floor  Wax  (paste)  Sanilac 
Paste  Wax,  Mobilwax  (hard),  which  are  the  subject  of 
Permit  No.  B-355-295  issued  by  the  Division  of  Com¬ 
bustibles,  Fire  Department,  Brooklyn ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  July 
27,  1943,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  May  9,  1944,  and 
July  17,  1945  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  27,  1943,  as 
amended  through  July  17,  1945,  so  that  as  amended  the 
resolution  shall  read : 


"Resolved,  that  the  decision  of  the  fire  commissioner 
dated  May  27,  1943,  and  decision  as  to  Orders  95107-LC 
and  99891 -C,  be  and  they  are  hereby  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition,  to 
permit  the  packaging  of  the  following  products :  Mobil¬ 
gloss,  Mobil  Pre-Wax  Cleaner,  Mobil  Penetrating  Oil, 
Mobil  Dry  Cleaner,  Tavern  Liquid  Wax,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing, 
as  proposed  in  glass  bottles  of  approximately  one  gallon 
capacity  and  for  the  solid  materials  in  glass  bottles  of 
approximately  one-half  gallon  capacity,  as  manufactured 
by  the  Owens-Illinois  Company  and  the  Olean  Glass 
Company,  subject  to  permit  by  the  fire  commissioner, 
No.  B-355-295  and  in  accordance  with  the  applicant’s 
proposal ;  that  this  variance  is  for  a  term  of  six  (6) 
months  from  the  date  of  this  amended  resolution,  with 
the  understanding  that  the  use  of  glass  bottles  will  be 
terminated  sooner  if  metal  cans  can  be  made  available, 
and  also  on  condition  that  none  of  the  items  proposed  to 
be  packaged  in  bottles  will  have  a  flash  point  of  less 
than  100  degrees  F.” 


434-44-A 

APPLICANT — E.  Gertz,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 162-10  to  162-14  Jamaica  ave¬ 
nue,  south  side,  51  ft.  west  of  New  York  boulevard, 
92-15  to  92-29  Union  Hall  street  and  92-14  to  92-20 
New  York  boulevard  (Block  10102,  Lots  4,  6,  13, 
15,  72,  74  and  79),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sheppard  Glucroft  and  Frank  Park- 
hurst. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (434-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  162-10  to  162-14  Jamaica 
avenue,  south  side,  51  ft.  west  of  New  York  boulevard,  92-15 
to  92-29  Union  Hall  street  and  92-14  to  92-20  New  York 
boulevard  (Block  10102,  Lots  4,  6,  13,  15,  72,  74  and  79), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board  on 
July  25,  1944,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  October  31, 
1944;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  adopted  July  25,  1944,  to  omit  the  requirement 
“that  the  store  fixtures  throughout  shall  be  either  of  metal 
or  fireproof  wood”  and  in  return  offered  to  modify  the 
fire  wall  variance  on  the  upper  floors  to  provide  a  safer 
condition. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutions  adopted  by  the  Board  July  25, 
1944  and  October  31,  1944  so  that  as  amended  it  shall  read: 
"Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  App.  486-44,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  objection  1,  on  condition  that,  in  lieu  of  the 
requirements  of  the  Code  for  a  complete  fire  wall,  the 
fire  wall  may  be  constructed  on  each  floor  as  proposed  and 
shown  on  revised  plans,  marked  ‘Received  February 
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2,  1946’,  except  that  on  the  first  floor  the  westerly 
opening  marked  ‘B’  shall  be  eliminated  and  a  solid 
wall  substituted,  except  that  a  3-hour,  3  ft.  8  in.  fire¬ 
proof  self-closing  door  shall  be  inserted  therein  and 
that  on  each  of  the  upper  floors  the  opening  marked 
‘A’  to  the  west  shall  be  moved  to  a  point  between  the 
westerly  ‘B’  opening  and  the  enclosed  stairway  adjacent 
to  Union  Hall  street;  that  in  the  subcellar,  the  fire 
wall  shall  be  continuous  in  accordance  with  the  re¬ 
quirements  of  the  Code  therefor,  as  shown  on  such 
revised  plans ;  that  at  all  openings  in  the  fire  wall  where 
rolling  steel  shutters  are  to  be  installed  on  the  first  floor, 
a  fireproof  baffle  as  proposed  shall  be  constructed,  ex¬ 
tending  for  a  distance  not  less  than  2  feet  below  the 
line  of  the  ceiling  or  lowest  soffit  of  steel  girder  or 
beam;  that  on  either  side  of  such  openings  in  addition 
to  the  sprinkler  system  throughout  the  building,  sprink¬ 
ler  heads  forming  a  sprinkler  curtain  shall  be  installed 
approximately  2  feet  from  either  side  of  the  opening  and 
spaced  not  less  than  5  ft.  on  centers ;  that  such  sprinkler 
curtain  shall  be  outside  but  within  two  feet  of  such 
baffle ;  that  sprinkler  heads  may  be  J4  inch  in  diameter ; 
as  to  objection  2,  that  the  ceiling  throughout  the 
nonfireproof  portion  of  the  building  shall  be  protected 
as  proposed,  with  wire  lath  and  vermiculite  plaster ; 
as  to  objection  4,  that  the  escalators  may  be  installed 
from  the  1st  to  6th  floors  as  proposed  as  indicated  on 
plans  marked  ‘Received  October  11,  1944’  and  ‘Re¬ 
ceived  October  25,  1944’  and  revised  plans  marked 
‘Received  February  2,  1946’,  on  condition  that  the 
protection  around  the  escalator  shall  consist  of  a  2"  rein¬ 
forced  baffle  plate  extending  down  two  feet  from  ceiling 
or  beam  soffit  and  within  two  feet  of  the  floor  opening 
continuously  around  each  opening ;  that  outside  of  such 
baffles  and  within  two  feet  there  shall  be  constructed  and 
maintained  a  sprinkler  curtain  with  l/2"  heads  spaced 
four  feet  apart,  as  proposed ;  that  the  roller  shutter  at 
the  top  of  each  opening  per  floor  shall  be  constructed 
and  arranged  so  as  to  be  readily  operated  by  hand  by 
means  of  a  chain  permanently  secured  by  a  heavy  ring 
to  the  bottom  rail  of  the  shutter  and  supported  on  hook 
brackets  so  as  to  be  at  all  times  readily  available ;  that 
such  chain  shall  weigh  not  less  than  Yt  lb.  per  running  foot ; 
that  in  addition,  on  all  escalators  shutters  directly  above 
the  bottom  rail,  there  shall  be  painted  in  red  letters 
not  less  than  3  inches  in  height,  the  words  ‘Close  Shut¬ 
ter  to  Floor’  with  an  arrow  pointing  downwardly ;  that 
a  gong  shall  be  placed  at  each  escalator  run,  operated 
by  means  of  push  buttons  located  centrally,  two  to  a 
floor,  the  pushing  of  any  such  button  to  ring  gongs 
on  all  floors  as  a  signal  to  close  escalator  curtains ; 
that  instructions  to  all  superintendents  and  section  man¬ 
agers  shall  include  in  addition  to  general  instructions 
as  to  use  of  fire  extinguishing  equipment  and  exits  in 
case  of  fire,  instructions  and  monthly  drill  as  to  closing 
escalator  shaft  curtains,  so  that  responsibility  will  at  all 
times  be  fixed  on  attendants  on  each  floor,  to  the  end 
that  curtains  are  immediately  closed  upon  the  sounding 
of  the  gong  signal ;  that  the  closing  of  curtains  shall 
automatically  stop  all  escalators ;  that  at  the  open 
stair  shown  on  such  revised  plans  marked  ‘Received 
February  2,  1946,’  leading  from  cellar  to  first  floor, 
there  shall  be  a  cut-off  by  curtain  or  otherwise  oper¬ 
ated  by  fusible  link,  so  as  to  close  off  this  stairway 
between  floors  and  that  all  walls  enclosing  such  stair¬ 
way  shall  be  of  approved  masonry ;  that  the  backs  and 
tops  of  all  showcases  within  20  feet  of  openings  as 
herein  permitted  on  the  first  floor,  shall  be  protected 
with  incombustible  material ;  that  the  standpipe  system 
and  the  two  source  sprinkler  system  shall  be  main¬ 
tained  in  accordance  with  the  requirements  therefor  and 
to  the  satisfaction  of  the  fire  commissioner,  including 
a  connection  through  an  approved  central  station  to  fire 
headquarters  and  with  full  watchman’s  service ;  that 
the  number  of  enclosed  stairways  shall  be  maintained 
on  either  side  of  the  fire  wall,  located  substantially  as 


indicated  on  plans  marked  received  July  10,  1944  and 
February  2,  1946 ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  other  than  as  modified 
by  the  Board  under  Cal.  90-34- A,  280-38-A,  290-40- A, 
465-43-A  and  306-44-A,  insofar  as  modification  of  law 
under  these  appeals  apply  to  the  buildings  as  proposed 
to  be  altered.” 


382-43-A 

APPLICANT — Frank  A.  Barrera,  for  Edmund  L.  Pal- 
mieri,  Executor  of  Estate  of  John  Palmieri,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition) . 

PREMISES  AFFECTED — 150  Ocean  Parkway,  west  side, 
395  ft.  south  of  Caton  avenue  (Block  5328,  Lot 
30),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Frank  A.  Barrera. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . .  0 


421-45-A 

APPLICANT — Samuel  Rice,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar— re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 2956  Brighton  5th  street,  west 
side,  120  ft.  north  of  Ocean  View  avenue  (Block 
7284,  Lot  472),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rice. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 


697-45-A 

APPLICANT — Randolph  H.  Almiroty,  for  The  Salvation 
Army,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 224  Tompkins  street,  southeast 
corner  of  Warren  street  (Block  522,  Lots  23,  24,  25 
and  26),  Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Randolph  H.  Almiroty. 

For  Administration :  Peter  Maher,  Fire  Dep't. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discus¬ 
sion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative .  0 
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746-44-A 

APPLICANT — Sidney  Daub,  for  Central  Hanover  Bank 
and  Trust  Co.  and  Thomas  C.  Meeks,  trustee  for 
Estate  of  Lee  Kamineer,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
July  27,  1945 — re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 
PREMISES  AFFECTED— 709-715  8th  avenue  and  300 
West  45th  street,  southwest  corner  (Block  1035, 
Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board. 


416-45-A 

APPLICANT — J.  M.  Berlinger,  for  Harlem  Savings  Bank, 
owner. 

SUBJECT — Appeal  reopened  October  9,  1945,  re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  denied). 

PREMISES  AFFECTED — 40-48  Burnside  avenue,  south¬ 
east  corner  of  Grand  avenue  (2nd  floor)  ;  Block 
2870,  Lot  26),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant — William  Vitacco. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1946 
at  2  P.  M.  at  request  of  applicant’s  representative. 


798-45-A 

APPLICANT — F.  P.  Platt  and  Brother,  for  International 
Business  Machines  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 590  Madison  avenue,  southeast 
corner  of  East  57th  street  (20th  floor)  ;  (Block 
1292,  Lot  56),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  S.  Bookwalter. 

For  Administrator:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1946  at 
2  P.  M.  for  further  consideration. 


ZONING  APPLICATIONS 

238-27-BZ 

APPLICANT — Benjamin  Barondess,  for  B.  and  O.  Silk 
Dyeing  Company,  Inc.  (lessee),  for  Knickerbocker 
Laundry  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  the  change 
of  occupancy  of  an  existing  building  from  a  laun¬ 
dry  to  a  dyeing  establishment  (an  extension  to  said 
laundry  having  been  previously  granted  by  Board) 
for  a  term  of  two  years. 

PREMISES  AFFECTED— 51-37  Cddwise  place  (Dewey 
street),  east  side,  314  ft.  2J4  in.  south  of  Queens 
boulevard  (Block  2473  (1577),  Lot  82),  Elmhurst, 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Benjamin  Barondess. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (238-27-BZ) 


Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  tem¬ 
porary  term,  the  change  of  occupancy  of  an  existing  building 
from  a  laundry  to  a  dyeing  establishment,  effecting  premises 
51-37  Codwise  place  (Dewey  street),  east  side,  314  ft.  2 Y\ 
in.  south  of  Queens  boulevard  (Block  2473  (1577),  Lot  82), 
Elmhurst,  Borough  of  Queens,  was  granted  by  the  Board  on 
November  30,  1937,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  April  23,  1940, 
January  20,  1942  and  February  15,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebly  amend  the  resolution  adopted  November  30,  1937, 
as  amended  through  February  15,  1944,  only  so  far  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

" Granted  under  section  7e  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  occupancy  of  the  building  for  the  silk  dye¬ 
ing  use  proposed,  on  condition  .  .  .  that  other  than 

as  herein  amended,  the  conditions  of  the  resolution  of 
November  30,  1937,  as  amended  February  15,  1944,  shall 
be  complied  with  and  that  a  certificate  of  occupancy 
shall  be  obtained  (M.  1084-42).” 


106-30-BZ 

APPLICANT — Mabel  Hall,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  un¬ 
der  section  7f  for  a  term  of  five  years,  permitting 
in  a  business  use  district,  the  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard  (Block  6499,  Lot  5), 
Huguenot,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant — Mabel  Hall. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative .  0 

THE  RESOLUTION  (106-30-BZ) 

Whereas,  this  application,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  years,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard  (Block  6499,  Lot  5),  Huguenot, 
Borough  of  Richmond,  was  granted  by  the  Board  on  May 
12,  1931,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  July  18,  1933,  June 
11,  1935,  April  27,  1937,  May  2,  1939  and  March  18,  1941; 
and 
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Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1931,  as 
amended  through  March  18,  1941,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  maintenance 
of  a  gasoline  service  station,  on  condition  *  *  *  that 
other  than  herein  amended  the  conditions  of  the  reso¬ 
lution  of  May  12,  1931,  shall  be  compiled  with,  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


74-33-BZ 

APPLICANT — Murphy,  Block,  Sullivan  and  Sawyer,  for 
Bermont  Operating  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition  under  section  21  of  the  zoning- 
resolution,  permitting  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district  the  con¬ 
version  of  a  building  to  a  garage  for  more  than 
five  motor  vehicles  for  a  temporary  term  of  five 
years. 

PREMISES  AFFECTED— 4650-4664  Broadway  and  2-16 
Sherman  avenue,  northeast  corner  (Block  2175, 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Charles  E.  Murphy,  Sigmund 
Engler  and  William  Altman. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  permit  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  PERM  IT- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
N  egative :  .  0 

THE  RESOLUTION  (74-33-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years, 
the  conversion  of  a  building  to  a  garage  for  more  than  five 
motor  vehicles,  affecting  premises  4650-4664  Broadway  and 
2-16  Sherman  avenue,  northeast  corner  (Block  2175,  Lot  1), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  Janu¬ 
ary  9,  1934,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  14, 
1934,  permit  extended  on  April  14,  1936  and  on  April  29, 
1941,  the  resolution  was  further  amended  and  the  permit 
was  further  extended  for  a  term  of  five  years ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution  and  extension  of  the  permit ;  and 

Whereas,  the  applicant  states  that  the  premises  have  been 
sold  by  the  Packard  Motor  Car  Company  to  a  new  owner, 
the  Bermont  Operating  Corporation,  as  of  December  28, 
1945 ;  and 

Whereas,  the  roof  sign  which  was  permitted  to  continue 
for  two  years  from  April  29,  1941,  has  been  removed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  9,  1934,  as 
amended  through  April  29,  1941,  so  as  amended,  this  portion 
of  the  resolution  shall  read : 

"Granted  for  a  term  of  five  (5)  years  from  the 
date  of  this  amended  resolution,  to  permit  the  use  of 
the  existing  building  as  a  garage  for  more  than  five 


motor  vehicles,  on  condition  .  .  .  that  other  than 

as  herein  amended,  the  conditions  of  the  resolution  of 
April  29,  1941  shall  be  complied  with ;  that  in  the  event 
the  new  owner  desires  to  install  an  additional  gasoline 
storage  tank  within  the  building  to  a  total  of  three  550 
gallon  storage  tanks,  such  additional  tank  may  be  in¬ 
stalled  and  one  additional  gasoline  pump,  making  a  total 
of  two  pumps.” 


328-35-BZ 

APPLICANT — Cadwalader,  Wickersham  and  Taft,  for 
Margaret  C.  S.  Carroll  and  Francis  Smyth,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term. 

PREMISES  AFFECTED — 922  Westchester  avenue,  918 
Rogers  place,  southeast  corner  and  909-923  East 
163rd  street  (Block  2697,  Lot  35),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Richard  N.  Crockett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION:  (328-35-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  922  Westchester  avenue, 
918  Rogers  place,  southeast  corner  and  909-923  East  163rd 
street  (Block  2697,  Lot  35),  Borough  of  the  Bronx,  was 
granted  by  the  Board  on  March  31,  1936,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  resolution  was  amended  on  April  28,  1936 
and  September  14,  1937  and  permit  extended  on  March  15, 
1938,  February  20,  1940,  February  10,  1942  and  February  8, 
1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  31,  1936,  as 
amended  through  February  8,  1944,  so  as  amended,  the  reso¬ 
lution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  so  as  to  permit  that  portion  of  Lot 
35,  Block  2697,  now  vacant  and  unbuilt  upon  to  be  used 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles,  and  on  condition  that  the  plot  be  occupied  for 
no  other  use  than  such  parking  and  storing  and  that  no 
motor  vehicles  are  at  any  time  to  be  parked  or  stored 
other  than  cars  that  are  in  a  good  state  of  repair  and 
capable  of  being  operated;  that  the  plan  marked  ‘filed 
April  6,  1936’,  as  required  in  the  resolution  adopted  by 
the  board  on  March  31,  1936,  is  hereby  approved  as 
complying  with  the  conditions  hereinbefore  stated;  on 
further  condition  that  the  grading,  retaining  wall,  fenc- 
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ing,  sidewalk  surfacing,  curb  cuts  and  entrances,  as 
shown  on  plan  marked  ‘received  April  7,  1936',  shall  be 
constructed  and  maintained  during  the  term  of  this  vari¬ 
ation;  that  in  addition  the  small  frame  office  and  en¬ 
trance  shall  contain  toilet  facilities ;  that  in  the  event  it 
is  desired  to  increase  the  size  of  the  office  to  an  area 
not  exceeding  10  feet  square  and  locate  same  along  the 
Westchester  avenue  building  line,  this  arrangement  may 
be  permitted;  that  lanes  not  less  than  15  ft.  in  width 
shall  be  maintained  so  that  all  cars  can  be  readily 
moved;  that  illumination  shall  be  by  means  of  lights 
with  metallic  reflectors  supported  on  pipe  standards, 
such  reflectors  to  reflect  downwardly ;  that  signs  shall 
be  restricted  to  a  small  sign  at  each  entrance,  indicating 
the  name  and  use  of  the  plot  for  parking  and  eliminat¬ 
ing  all  other  billboards  and  signs ;  that  such  portable 
fire-extinguishers  shall  be  maintained  as  the  commis¬ 
sioner  shall  direct  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


89-38-BZ 

APPLICANT — Herman  Kron,  for  Isaac  T.  Flatto,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 1682  Palmetto  street  and  714 
Cypress  avenue,  southeast  corner  (Block  3449,  part 
of  Lot  6),  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION:  (89-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1682  Palmetto  street  and 
714  Cypress  avenue,  southeast  corner  (Block  3449,  part  of 
Lot  6),  Ridgewood,  Borough  of  Queens,  was  granted  by  the 
Board  on  January  30,  1940,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  January  20,  1942 
and  January  18,  1944;  and 

Whereas,  the 'applicant  requested  a  further  extension  of 

the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  30,  1940,  as 
amended  through  January  18,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

" Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  northerly  portion  of  the  premises  included  in 
this  application  for  a  depth  of  65  ft.  southerly  from 
Cypress  avenue,  to  be  occupied  for  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  .  .  . 
that  other  than  as  herein  amended,  the  conditions  of  the 
resolution  of  January  30,  1940,  shall  be  complied,  and 
that  a  certificate  of  occupancy  shall  be  obtained  (Deci¬ 
sion  re  Order  109-38).” 


266-41-BZ 

APPLICANT — Edwards  Bros.,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work  re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7c  and  7 g  of 
the  zoning  resolution,  permitting  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  group  of  four  (4) 
buildings  for  the  storage  in  the  aggregate,  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 55-02  to  55-32  Flushing  avenue, 
south  side,  from  55th  to  56th  streets,  60-01  to  60-09 
55th  street  and  60-02  to  60-18  56th  street  (Block 
2648,  Lots  15,  26,  28,  29,  31,  34,  36,  37  and  39), 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  Edwards. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION:  (266-41-BZ) 

Whereas,  this  application  under  sections  7c  and  7g  of  the 
zoning  resolution,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  group  of  four  buildings  for  the  storage,  in  the 
aggregate  of  more  than  five  motor  vehicles,  affectng  prem¬ 
ises  55-02  to  55-32  Flushing  avenue,  south  side,  from  55th 
to  56th  streets,  60-01  to  60-09  55th  street  and  60-02  to  60-18 
56th  street  (Block  2648,  Lots  15,  26,  28,  29,  31,  34,  36,  37 
and  39),  Maspeth,  Borough  of  Queens,  was  granted  by  .the 
Board  September  30,  1941,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  December  2, 
1941,  May  19,  1942  and  November  4,  1942;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  November  16,  1943  and  January  30,  1945; 
and 

W hereas,  the*  applicant  requested  a  further  amendment  of 
the  resolution  and  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  30,  1941, 
as  amended  through  January  30,  1945,  only  so  far  as  it  has 
reference  to  completing  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  owner  that  all  plans 
have  been  approved  and  all  permits  issued,  and  most 
of  the  work  completed,  that  all  work  completed  within 
one  (1)  year  from  the  date  of  this  amended  resolution 
and  that  the  11  garages  proposed  to  be  ejected  along 
the  building  line  of  Flushing  avenue  are  to  be  omitted 
as  shown  on  plans  marked  “Received  October  15,  1942 
(N.  B.  Applic.  844-41).” 


694-41-BZ 

APPLICANT — Bernard  Master,  for  Charles  E.  Sturgell, 
new  sub-lessee  (Frederick  Waldhauer,  owner). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  on  an  existing  gasoline  service 
station. 
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PREMISES  AFFECTED— 1092-1102  Rogers  avenue  and 
2613-2623  Clarendon  road,  northwest  corner  (Block 
5170,  Lot  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Bernard  Master. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (694-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  on  an  existing  gasoline  service  station,  affect¬ 
ing  premises  1092-1102  Rogers  avenue  and  2613-2623  Claren¬ 
don  road,  northwest  corner  (Block  5170,  Lot  34),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  January  6,  1942, 
on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  on  January  25,  1944 
and  the  resolution  was  amended  on  April  11,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit;  and 

Whereas,  the  applicant  states  that  the  present  tenant  is 
Charles  E.  Sturgell ;  and 

Whereas,  the  applicant  states  that  the  billboards  referred 
to  in  the  resolution  have  now  been  entirely  removed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  6,  1942,  as 
amended  through  April  11,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

.  “Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  additional  occupancy  of  the  parking  and  storage 
of  motor  vehicles  in  connection  with  the  existing  legally 
established  gasoline  station,  on  condition  .  .  .  that 

other  than  as  herein  amended,  the  conditions  of  the  reso¬ 
lution  of  January  6,  1942,  shall  be  complied  with  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


676-42-BZ 


re  Application  (previously  denied  under  section 
21 )  to  permit  in  a  residence  use  district,  the  altera¬ 
tion  and  conversion  of  occupancy  of  a  four  story 
building,  erected  as  a  stable,  to  manufacturing  and 
storage. 

PREMISES  AFFECTED — 357  West  17th  street,  north 
side,  100  ft.  east  of  Ninth  avenue  (Block  741, 
Lot  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Ellis  L.  Lavine,  and  B.  Kooper- 
man. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative .  0 


612-45-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Henry  J.  Pfistner, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  for  consideration  under  sec¬ 
tion  7f  of  the  Zoning  resolution — re  Application 
(decision  of  the  borough  superintendent)  previously 
denied  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district  the 
erection  of  a  gasoline  service  station  and  parking 
for  more  than  five  motor  vehicles. 


PEMISES  AFFECTED — 94-15  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61  Junction  boulevard,  northeast 
corner,  and  32-44  to  32-60  95th  street,  northwest 
corner  Northern  boulevard  (Block  1424,  Lots  32 
and  33),  Cornona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative .  0 


APPLICANT — Ellis  L.  Lavine,  for  Tillie  Kooperman  and 
William  Broder,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  under  section  7e  of  zoning  resolution 


Adjourned,  4:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
City  Record.  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each ;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

Nezv  Cases  Filed  up  to  February  12,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

77-46-A — F.D. — 110-122  Broad  street,  west  side,  from 
Water  street  to  Front  street,  15-17  Water  street  and 
16-18  Front  street  (7th  floor);  (Block  8,  Lots  17-20), 
Borough  of  Manhattan,  43882-LC. 


78-46-A — F.D. — 16-18  West  22nd  street,  southwest  corner 
of  5th  avenue  (12th  floor);  (Block  823,  Lot  29),  Bor¬ 
ough  of  Manhattan,  43526-LC  and  Decision. 


79-46-A — H.B.Q. — Northwest  corner  of  Rockaway  boule¬ 
vard  and  143rd  street  (Block  12039,  Lots  51-55),  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 143rd  street),  N.B. 
2472-45. 


Restored  to  Calendar. 

811-26-BZ — H.B.Q. — 93-02  to  93-14  Atlantic  avenue  and 
94-02  to  94-08  Woodhaven  boulevard,  southwest  corner 
(Block  9033,  Lot  1),  Woodhaven,  Borough  of  Queens, 
Alt.  2226-45. 


1478-39-BZ— H.B.Q.— 175-01  to  175-65  Hillside  avenue, 
northeast  corner  of  175th  street  (Block  927,  Lot  1  and 
part  of  Lots  3,  16  and  18),  Jamaica,  Borough  of  Queens, 
Misc.  5640-39. 


327-23-BZ — H.B.Q. — Southwest  corner  of  Jackson  av¬ 
enue  and  21st  street  (Block  1250,  Lot  6),  Astoria,  Bor¬ 
ough  of  Queens,  Alt.  2079-45. 

624-39-BZ — H.B.Q. — 178-02  to  178-08  Union  turnpike, 
south  side,  400  ft.  east  of  Utopia  parkway  (Block  7227, 
part  of  Lot  24),  Flushing,  Borough  of  Queens,  N.B. 
2219-45. 


80-46-BZ — H.B.Q. — North  side  of  137th  avenue,  from 
160th  to  161st  streets  and  134-40  161st  street  (Block 
12299,  Lots  13,  14,  18,  20,  22,  24,  26,  27,  30-33,  37,  39-43, 
45,  47,  49,  51,  53-55,  57  and  132),  P.S.  167,  Flushing,  Bor¬ 
ough  of  Queens,  N.B.  1225-45. 


81-46-A — H.B.B. — 422-438  Fulton  street,  south  side,  93  ft. 
west  of  Hoyt  street,  14-30  Hoyt  street,  177  Livingston 
street  and  15  Gallatin  place  (Block  156,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  2722-44. 


82-46-A — H.B.Q. — 165  Beach  98th  street,  west  side,  169.7 
ft.  north  of  Ocean  Promenade  (Block  637,  Lot  61), 
Rockaway  Beach,  Borough  of  Queens,  Alt.  1904-45. 


83-46-A — H.B.Q. — 21-24  45th  road,  south  side,  215  ft. 
east  of  21st  street  (1st  floor);  (Block  76,  Lot  41),  Long 
Island  City,  Borough  of  Queens,  Alt.  2254-45. 


84-46-BZ — H.B.B. — 852-874  Jamaica  avenue  and  2-20 
Hemlock  street,  southwest  corner  (Block  4106,  Lot  39), 
Borough  of  Brooklyn,  Alt.  2201-45. 


85-46-A — H.B.Bx. — 2108  Arthur  avenue,  east  side,  69.22 
ft.  north  of  East  180th  street  (1st  floor);  (Block  3070. 
Lot  4),  Borough  of  The  Bronx,  Alt.  87-46. 


86-46-BZ — H.B.Bx. — 555  East  Tremont  avenue,  north¬ 
east  corner  of  Monterey  avenue  (Block  3060,  Lot  32), 
Borough  of  The  Bronx,  Alt.  9-46. 


87-46-A — H.B.M — 238-240  West  54th  street,  south  side, 
126  ft.  in.  west  of  Broadway  (2nd  floor);  (Block  1025, 
Lot  51),  Borough  of  Manhattan,  Alt.  168-46. 


88-46-A — H.B.M. — 4  West  54th  street,  south  side,  122.6 
ft.  west  of  5th  avenue  (Block  1269,  Lot  42),  Borough  of 
Manhattan,  N.B.  37-46. 


89-46-A — H.B.B. — 1760-1764  Pitkin  avenue  and  128  Wat¬ 
kins  street,  southwest  corner  (Block  3524,  Lot  16),  Bor¬ 
ough  of  Brooklyn,  Alt.  4088-45. 


619-45-BZ — H.B.R. — 977  Victory  boulevard,  north  side, 
932  ft.  east  of  Melrose  avenue  (Block  240,  Lot  26), 
Tompkinsville,  Borough  of  Richmond,  Alt.  197-45. 

70-37-BZ — H.B.Q. — 70-15  Astoria  boulevard,  northwest 
corner  of  71st  street  (Block  1002,  Lots  15  and  16),  Long 
Island  City,  Borough  of  Queens,  N.B.  2081-45. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing*  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943 — Vol.  28,  No.  S2A 

Carbon  Dioxide  Liquefier,  Rules ...  .Dec.  28,  1943 — Vol.  28,  No.  S2A 

Certificate  of  Occupancy, 

approved  form  . Dec.  28,  1943 — Vol.  28,  No.  S2A 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec.  28,1943 — Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors)  .  .  - June  15,  1937— Vol.  22,  No.  24 

Exterior  Veneering  Materials, 

Rules  on  . June  19,  1945 — Vol.  30,  No.  25 

Factory  Exit  Rules  . Sept.  12,  1944 — Vol.  29,  No.  36 

Fire  Alarm  Rules  (Interior) . Dec.  28,1943 — Vol.  28,  No.  52A 

Fire  Drill  Rules  . Aug.  28,  1945 — Vol.  30,  No.  35 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb.  20,  1945— Vol.  30,  No.  8 

Fire  Retarding  Rules  for 

Garages,  etc . Dec.  25,  1945 — Vol.  30,  No.  52 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for.  .  .  .  . Jan.  21,  1919— Vol.  4,  No.  3 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10,  No.  14 

Hatchway  Protection  .  . June  5,  1928— Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . June  12,  1945 — Vol.  30,  No.  24 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ..  .Jan.  8,1946 — Vol.  31,  No.  2 

Oil  Burner  Rules . Jan.  1,  1946— Vol.  31,  No.  1 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June  12,  1945 — Vol.  30,  No.  24 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Tan.  1,  1946 — Vol.  31,  No.  1 

Platform  Trucks,  Specifications  for.. Nov.  24,  1936 — Vol.  21,  No.  47 
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Last  Publication  in  Bulletin 


Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply) .  Mar. 
Procedure,  Rules  of  . Sept. 


Refrigerating  Systems,  Extract  A.C 
Smoking  in  Factories,  Rules  for.  . 

Sprinkler  Rules  . 

Standpipe  Fireline  Rules . 

Structural  Alterations.  Reporting.. 

Tank  Trucks,  Fuel  Oil,  etc . 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code) .  . .  Dec. 


.  Dee. 

•  Jan. 

.  J  une 
.  June 
.  June 
.  Nov. 
.  Nov. 


3,  1937— Vol.  22,  No.  31 


13.  1 94S — Vol.  30.  No.  11 

7,  1937— Vol.  22,  No.  36 
11.  1945— Vol.  30,  No.  50 
22,  1946— Vol.  31,  No.  4 
29.  1937— Vol.  22,  No.  26 

8.  1937— Vol.  22,  No.  23 
7.  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21.  No.  47 
24.  1936— Vol.  21.  No.  47 

28,  1943— Vol.  28,  No.  52A 


the  Board  of  Standards  and  Appeals  dated  December  18, 
1945 — Vol.  30,  No.  51,  through  the  Bulletin  dated  February 
19,  1946 — Vol.  31,  No.  8. 

February  13,  1946,  10  A.M.  and  2  P.M. 


February  19,  1946,  10  A.M.  and  2  P.M. 


February  26,  1946,  10  A.M.  and  2  P.M. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publication  of 
the  calendar,  for  the  dates  listed  below',  in  the  Bulletin  of 

i 


March  5,  1946,  10  A.M.  and  2  P.M. 


March  12,  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  FEBRUARY  13,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  December  18, 
1945,  were  approved  as  printed  in  Bulletin  No.  52,  Vol.  30. 


ZONING  APPLICATIONS. 

633-45-BZ 

APPLICANT— Ferdinand  Savignano,  for  Julius  Spilka, 
owner. 

,  SUBJECT — Application  (decision  of  the  borough  superin¬ 

tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  present  building  to  occupy  more 
area  than  permitted  at  curb  level. 

,  PREMISES  AFFECTED— 1474-1476  60th  street,  south 
side,  60  ft.  west  of  15th  avenue  (Block  5720,  Lot 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Jean  Epstein. 

For  Opposition :  Alfred  Resinder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1946  at 
10  A.M.  for  inspection  by  Committee  of  Board, 
and  for  further  consideration. 


766-45-BZ 

APPLICANT — Albert  E.  Wheeler,  for  Marie  I’.  Campagna, 
owner  (Monitor  Institutes,  Inc.,  under  contract  to 
purchase,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
anti  change  of  occupancy  from  multiple  dwelling 
to  business  use  (offices  for  research  bureau). 

PREMISES  AFFECTED— 640  West  249th  street  (Spauld¬ 
ing  lane),  south  side,  162  ft.  west  of  Arlington 
avenue  (Block  3419,  part  of  Lot  290),  Borough  of 
The  Bronx. 


APPEARANCES— 

For  Applicant:  Albert  E.  Wheeler. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1946  at 
10  A.M.  at  request  of  applicant. 


797-45-BZ 

APPLICANT — Queens  Avenue  Realty  Corporation,  owner 
(Lievendag  Motors,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
erection  of  a  building  to  occupy  more  area  than 
permitted  at  curb  level. 

PREMISES  AFFECTED — 164-26  Northern  boulevard,  and 
164-27  Sanford  avenue,  southwest  corner  (Block 
5337,  Lot  17),  Flushing,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant:  Roland  Lievendag. 

For  Opposition:  Harold  R.  Schmitt  and  J.  Winston. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob’  BOARD — Laid  over  to  February  26,  1946  at 
10  A.M.  for  applicant  to  submit  revised  plans. 


982-39-BZ 

APPLICANT — Julius  Eckman,  for  Chapmald  Realty  Corp., 
owner. 

SUBJECT — Application  reopened  December  11,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7h  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (previously  denied  by  the  Board 
under  section  21  and  again  denied  by  the  Board 
under  section  7h  of  the  zoning  resolution). 

PREMISES  AFFECTED— 406-420  West  55th  street,  south 
side,  100  ft.  west  of  9th  avenue  (Block  1064,  Lots 
37,  39,  40,  41,  42  and  141),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Julius  Eckman  and  O.  A.  Robert¬ 
son. 

For  Opposition :  Marie  McGahan,  P.  McIntyre, 
T.  Meenan,  S.  Pinkert  and  M.  Klein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (982-39-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a  temporary 
period  of  not  more  than  two  years,  affecting  premises  406- 
420  West  55th  street,  south  side,  100  ft.  west  of  Ninth  avenue 
(Block  1064,  Lots  37  to  42,  inclusive),  Borough  of  Manhat¬ 
tan,  was  denied  by  the  Board  on  November  21,  1939,  and 
again  denied,  under  section  7h  of  the  zoning  resolution,  on 
March  23,  1943 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  reconsideration  under  section  7h  and  21  of  the 
zoning  resolution,  based  on  new  facts  and  a  new  decision 
of  the  borough  superintendent ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  11,  1945,  and  restored  to  the  calendar  subject 
to  usual  procedure;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals  :  and 
W hereas.  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  West  55th  street  is  in  residence  and  retail 
use,  B  area  and  Class  1  height  districts;  9th  avenue  is 
in  retail  use,  B  area  and  Class  V/2  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  23,  1945,  re  Alt.  App.  1954-45,  reads : 

“1.  Proposed  use  as  a  parking  lot  for  more  than  5 
cars  not  permitted  in  a  residence  use  district,  Sec.  3 
of  the  Zon.  Resol.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregularly  shaped  plot,  having  a  frontage  of  154  feet 
2  inches  and  a  maximum  depth  of  100.5  feet ;  that  it  is 
proposed  to  use  the  plot  for  a  term  of  years  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 
Whereas,  the  applicant  contends  that  site  was  originally 
in  an  unrestricted  use  district  and  was  changed  in  1936  to 
a  residence  use ;  the  property  has  been  in  the  present  owner¬ 
ship  since  1919:  that  of  the  total  1600  ft.  frontage  on  both 
sides  of  West  55th  street  from  9th  to  10th  avenues,  only  140 
feet  is  used  for  conforming  use,  the  remaining  1460  feet  or 
91%  of  total  frontage  is  for  nonconforming  uses  such  as 
business,  garage,  factory,  warehouse  and  laundry;  that  all 
the  nonconforming  use  buildings  are  modern  substantial 
structures  which  will  endure  for  many  years  to  come ;  the 
four  dwellings  on  this  street  are  old  and  two  are  boarded 
up ;  that  owing  to  the  factory  warehouse  and  garage  uses 
on  this  block  the  street  is  generally  occupied  by  trucks  and 
cars  ;  that  it  has  not  been  possible  to  determine  on  a  con¬ 
forming  use  project  for  the  vacant  lot  under  appeal  as  no 
economically  feasible  investment  could  be  worked  out  to 
date ;  that  lending  institutions  such  as  banks  could  not  be 
interested  in  this  site  for  a  conforming  use  improvement ; 
that  this  plot  is  assessed  at  $82,000,  total  value;  this  imposes 
a  large  tax  upon  the  owner,  and  owing  to  the  zoning  restric¬ 
tions,  an  economically  feasible  improvement  is  prevented  and 
the  owner  has  been  subjected  to  great  hardship ;  that  when 
the  Board  considered  this  case  previously  there  were  several 
objectors,  mainly  garage  owners,  whose  representatives 
maintained  there  was  an  ample  number  of  garages  in  the 
vicinity,  that  business  was  poor  and  they  protested  the  addi¬ 
tion  of  a  parking  lot;  that  the  gasoline  rationing  was  then 


in  effect ;  that  the  applicant  believes  the  main  factor  in  the 
Board’s  decision  was  the  garage  men’s  objection;  that  con¬ 
ditions  are  radically  changed  today  and  the  previous  basis  of 
objection  no  longer  exists;  that  the  city  has  a  difficult  traf¬ 
fic  problem ;  that  there  is  need  for  additional  parking  space 
and  garages  to  keep  cars  off  the  streets ;  that  within  the 
immediate  vicinity  of  subject  site  are  several  buildings  for¬ 
merly  used  as  garages  that  have  been  converted  to  factory 
and  warehouse  use,  subsequent  to  the  Board’s  decision,  which 
are  as  follows :  Block  1065,  lot  21,  6  story  factory;  Block 
1064,  lot  51,  6  story  factory  and  warehouse;  block  1064,  lot 
18.  6  story  factory  and  block  1064,  lot  16,  6-story  factory; 
that  thus,  the  floor  area  formerly  used  for  garage  within  a 
200  ft.  radius  of  site  now  no  longer  used  for  such  purposes 
is  in  excess  of  twelve  times  the  area  of  subject  plot;  that 
the  character  of  this  street  is  such  that  the  proposed  parking 
lot  will  not  have  any  adverse  effect;  that  no  permanent 
structure  is  to  be  erected;  that  permission  is  requested  for 
a  stated  period  of  time  as  defined  by  the  Board ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  h,  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resoliftion  and  was 
therefore  not  entitled  to  relief  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1954-45,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


56-40-BZ 

APPLICANT— William  C.  Stohldrier  and  Robert  G. 
Zetscbe,  for  4747  Bronx  Boulevard  Corporation, 
owner. 

SUBJECT — Application  reopened  January  29,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution 
to  permit  in  a  residence  use  district,  the  conversion 
of  occupancy  of  an  existing  building  formerly  oc¬ 
cupied  as  a  milk  distributing  plant,  garage  for  more 
than  five  motor  vehicles,  stable  and  wagon  storage, 
a  variation  for  which  was  granted  for  a  garage  for 
more  than  five  motor  vehicles  and  minor  alterations 
and  repairs,  and  a  further  variation  for  which  was 
granted  for  storage,  printing,  testing  and  light  as¬ 
sembly  on  the  first  story  and  as  a  research  labor¬ 
atory  on  the  second  floor  to  the  north,  no  manufac¬ 
turing  ;  to  permit  the  manufacture  of  cameras  on 
the  first  story,  assembly,  stockroom  and  laboratory 
on  the  second  story. 

PREMISES  AFFECTED— 4745-4755  Bronx  boulevard  and 
550  East  242nd  street,  southwest  corner  (Block  5102. 
Lot  27),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  G.  Zetsche,  Harry  Mandell. 

Dr.  Wirgius  and  Henry  Wirgius. 

For  Opposition :  Mrs.  Decker,  Elizabeth  Weithas 
and  Mrs.  T.  Clausen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  . 

Affirmative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (56-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  altera¬ 
tion  and  conversion  of  occupancy  of  part  of  an  existing 
building  to  a  garage  for  the  storage  of  more  than  five  (51 
motor  vehicles  and  motor  repair  shop,  premises  4745-4747 
Bronx  boulevard  and  550  East  242nd  street,  southwest  cor¬ 
ner  (Block  No.  5102,  Lot  No.  27),  Borough  of  The  Bronx. 
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was  granted  by  the  Board  May  14,  1940,  on  certain  condi¬ 
tions;  the  resolution  amended  December  23,  1941,  February 
24,  1942,  and  May  12,  1942;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  formerly 
occupied  as  a  milk  distributing  plant,  garage  for  more  than 
five  motor  vehicles,  stable  and  wagon  storage,  a  variation 
for  which  was  granted  to  a  garage  for  more  than  5  motor 
vehicles,  and  minor  alterations  and  repairs,  now  temporarily 
occupied  under  a  further  variation  for  storage,  printing, 
testing  and  light  assembly  on  the  1st  story,  and  as  a  re¬ 
search  laboratory  on  the  2nd  story  to  the  north  with  no 
manufacturing,  to  camera  manufacturing  in  the  1st  story, 
assembly,  of  cameras,  stock  room  and  laboratory  on  the  2nd 
story;  premises  4745-4755  Bronx  boulevard  and  550  242nd 
street,  southwest  corner  (Block  5102,  Lot  27),  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Bronx  boulevard  is  in  a  residence  use, 
C  area  and  Class  1  height  district,  Bullard  avenue  is  in  a 
C  area  and  Class  1  height  district  and  East  242nd  street  is 
in  an  unrestricted  and  residence  use,  C  area  and  Class  1 
height  district;  and 

W  here  as,  the  decision  of  the  borough  superintendent 
dated  January  8,  1946,  re  Alt.  Applic.  846-45,  reads: 

“1.  The  use  of  premises  in  a  residence  district  for 
manufacturing  is  contrary  to  Art.  2,  Sec.  3,  B.  Z.  R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  232  ft.  7)4  in.  frontage  by  91  ft.  10)4  in.  in  depth, 
irregular  in  area ;  that  the  entire  area  is  covered  by  a  J 
story  fireproof  building  now  occupied  for  storage,  printing, 
testing  and  light  assembly  on  the  1st  stoiy;  assembly,  of 
cameras,  stock  room  and  laboratory  on  2nd  story ;  that  it 
is  proposed  to  occupy  the  1st  story  for  camera  manufactur¬ 
ing  and  for  assembly,  stock  room  and  laboratory  on  2nd 
story;  and 

Whereas,  the  applicant  contends  that  the  building  is  fire¬ 
proof,  completed  in  1926  as  a  milk  distributing  plant  for 
the  Sheffield  Farms  Company  in  a  then  unrestricted  district ; 
that  subsequently  by  amendment  May  19,  1928,  the  property 
was  rezoned  as  a  residence  district;  that  as  originally  plan¬ 
ned  there  were  stables  and  offices  on  the  2nd  floor  and  load¬ 
ing  platform  and  ice  box  on  the  1st  floor  with  a  small  garage 
at  the  southern  section  of  the  building;  that  the  Sheffield 
Farms  Co.  contemplated  motorizing  the  plant  as  authorized 
by  the  Board  May  14,  1940  but  abandoned  the  project  and 
leased  the  building  to  the  Ward  Leonard  Electric  Company; 
that  the  Board  granted  permission  to  this  company  December 
23,  1941  to  occupy  the  premises  for  a  term  of  5  years  for 
an  assembly  plant  for  electric  devices  for  the  U.  S.  Navy; 
that  the  proposed  owner,  intends  to  use  the  building  for 
making  the  parts  for  and  assembling  of  cameras  ;  that  the 
appeal  is  brought,  under  section  21  and  7c  of  the  zoning  res¬ 
olution  and  it  is  requested  that  the  Board  vary  the  provisions 
of  Section  3  as  it  would  work  a  hardship  on  the  owner  in 
denying  him  the  right  to  sell  his  property  to  the  proposed 
owner  for  the  purposes  stated ;  that  the  proposed  occupancy 
would  not  endanger  public  health  or  general  welfare  in  any 
way;  that  the  major  portion  of  the  space  will  be  used  for 
assembly  and  laboratories ;  that  such  small  machines  as  are 
used  for  making  parts  operate  with  small  motor  and  are 
practically  noiseless ;  that  there  is  nothing  in  the  new  occu¬ 
pancy  that  constitutes  a  nuisance;  that  the  building  will  be 
occupied  essentially  as  is,  with  the  exception  of  new  parti¬ 
tions  as  indicated;  that  such  future  rulings  as  the  Depart¬ 
ment  of  Housing  and  Buildings  may  make  will  be  complied 
with;  that  opposite  the  building  in  question,  on  Bronx  boule¬ 
vard,  is  a  garage  of  almost  equal  frontage,  on  242nd  street 
a  die  casting  plant,  and  at  the  rear  of  the  building  across 
Bullard  Avenue,  there  are  N.  Y.  New  Haven  and  Hartford 


Railroad  yards;  that  counsel  for  the  purchaser  informed  the 
applicant  that  the  Mayor’s  Committee  on  Commerce  look' 
with  favor  on  the  establishment  of  this  enterprise  in  the 
building  in  question;  that  it  will  give  employment  to  lb(l 
people ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  ot  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  super¬ 
seding  the  resolution  adopted  by  the  Board  May  14,  1940, 
as  amended  through  May  12,  1942,  to  permit  the  use  as 
proposed  within  the  building,  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area;  that  no  roof  signs 
shall  be  erected  on  the  building  and  no  signs  erected  on  the 
facade  of  the  building,  except  a  neat  sign  at  the  entrance 
on  the  Bronx  boulevard  side;  that  no  additional  windows 
shall  be  erected  in  the  southerly  lot  line  wall ;  that  struc¬ 
ture  existing  beyond  the  building  line  on  any  one  of  the 
three  streets  shall  be  removed  and  no  such  building  or  struc¬ 
ture  constructed ;  that  the  factory  work  shall  be  largely  by 
hand  tools  and  no  machine  driven  tools  used  requiring  horse 
power  beyond  two  h.p.  each ;  that  no  heavy  stamping  presses 
shall  be  maintained  on  the  premises ;  that  the  existing  horse 
ramp  from  the  first  to  the  second  floor  shall  be  completely 
removed ;  that  an  area  of  sufficient  size  shall  be  maintained 
in  the  building  as  a  recreation  room  for  the  operatives  dur¬ 
ing  the  lunch-hour  period ;  that  such  a  room  shall  be  sep¬ 
arated  from  the  balance  of  the  building  by  fire-retarded 
walls  with  fireproof  self-closing  door  therein;  that  unloading 
space  shall  be  established  and  maintained  on  the  Bullard 
avenue  side ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  the  requirements  of  the  zoning 
resolution  and  all  other  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  by  the  Board  under  Cal. 
51-46-A;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  year  from  the  date  of  this 
resolution. 


503-44-BZ 

APPLICANT — Ettore  Mazzei,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  light  manufactur¬ 
ing,  not  incidental  to  sale  or  retail  business,  occupy¬ 
ing  more  than  permitted  floor  area. 

PREMISES  AFFECTED — 82  Seaview  avenue,  southwest 
corner  of  Jefferson  street  (Block  3306,  Lot  44), 
Grant  City,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  D.  Robinson  and  E.  Mazzei. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  ROARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (503-44-BZ) 

Whereas,  Ettore  Mazzei,  owner,  filed  August  .30,  1  (>44  an 
application  under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit,  in  a  retail  use  district,  light  manufacturing  not  incidental 
to  sale  or  retail  business,  occupying  more  than  permitted 
floor  area,  affecting  premises,  82  Seaview  avenue,  southwest 
corner  of  Jefferson  street  (Block  3306,  Lot  44),  Grant  City, 
Borough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Roard  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
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Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Seaview  avenue  is  in  a  retail  use,  D  area 
and  Class  1  height  district;  Jefferson  street  is  in  a  partly 
residence  use  and  partly  retail  use  D  area  and  Class  1 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  1,  1945,  on  B.N.  Application  222-44  reads: 

“2.  Manufacture  of  blouses  not  incidental  to  sale  or 
retail  business  occupying  more  than  5%  of  the  floor 
area  is  contrary  to  Art.  II,  4a,  Zone  Resolution — Retail 
Dist.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  55  ft.  in  depth,  two  stories, 
25  ft.  in  height,  of  Class  3  construction ;  that  it  is  proposed 
to  use  the  1st  floor  for  light  manufacturing  of  ladies  blouses, 
2nd  floor  for  one  family ;  and 

Whereas,  the  applicant  contends  that  the  main  floor  was 
built  for  store  purposes  and  the  2nd  floor  for  dwelling  pur¬ 
poses  ;  that  this  property  for  many  years  was  vacant  and 
the  store  was  not  rented  for  many  years;  that  this  property 
went  through  foreclosure  proceedings  and  the  present  owner 
bought  same  from  the  Superintendent  of  Insurance  in  1943 
and  moved  his  business  of  manufacturing  blouses  when  he 
purchased  same ;  that  the  business  has  grown  and  he  now 
bas  24  employees ;  that  the  cutting  of  blouses  is  done  else¬ 
where  and  the  only  work  done  here  is  the  sewing  of  the 
blouses  together  and  very  little  noise  or  dirt  is  connected 
with  this  business  ;  that  prior  to  the  present  zoning  when  the 
neighborhood  was  zoned  for  unrestricted  use,  the  present 
type  of  manufacturing  would  have  been  allowed ;  that  the 
neighborhood  is  mediocre  and  will  not  be  adversely  affected 
by  the  proposed  use  which  would  be  no  more  disadvan¬ 
tageous  than  a  retail  chain  grocery  store ;  that  the  type  of 
future  development  of  this  section  is  pretty  well  established 
and  cannot  be  adversely  affected  by  the  granting  of  this  ap¬ 
plication  ;  that  because  the  fact  that  the  store  was  vacant  for 
several  years,  it  can  be  safely  asserted  that  its  desirability 
for  a  retail  store  is  nill  and  the  proposed  use  is  a  practical 
solution ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  descretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  ami  it  hereby  is  granted,  under  section  7e  thereof,  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied 
on  the  street  floor  as  proposed  for  more  than  5%  of  the 
floor  area  to  be  used  for  manufacturing,  on  condition  that 
such  manufacturing  shall  be  restricted  to  said  street  floor  ; 
that  the  building  shall  not  be  increased  in  height  or  area 
and  the  type  of  manufacturing  shall  be  as  proposed  ;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  in¬ 
cluding  the  requirements  of  the  State  Labor  Law;  and  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
six  months  from  the  date  of  this  resolution. 


670-44-BZ 

APPLICANT — Albert  E.  Wheeler,  for  Vinmont  Land  Cor¬ 
poration,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21 -C  of  the  zoning  resolution, 
to  permit  in  a  C  and  F  area  district,  a  one-family 
residential  development  not  conforming  to  the  area 
district  requirements. 

PRKMISES  AFFECTED — East  side  of  Mosholu  avenue, 
from  West  254th  to  West  255th  streets  (Block 
3421 C,  Lot  1311  and  Block  3421 D,  Lot  1417),  Bor¬ 
ough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Albert  E.  Wheeler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  -1 
Negative  .  0 

THE  RESOLUTION  (670-44-BZ) 

Whereas,  Albert  E.  Wheeler,  for  Vinmont  Land  Cor¬ 
poration,  owner,  filed  November  15,  1944,  an  application  un¬ 
der  Section  21-C  of  the  zoning  resolution,  to  permit  in  a 
residence  use,  partly  F'  and  partly  C  area  districts,  the  erec¬ 
tion  of  groups  of  two,  three,  four  and  six  one-family  houses, 
not  in  conformity  with  F  area  requirements,  upon  a  tract 
of  land  comprising  approximately  three  acres,  located  at  the 
East  side  of  Mosholu  avenue,  from  West  254th  to  West 
255th  Streets  (Block  3421C,  Lot  1311,  and  Block  3421D, 
Lot  1417),  Borough  of  The  Bronx;  and 
Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  the  bulk  of  this  property  lies  within  an 
F  area  district,  except  for  a  small  portion  along  its  easterly 
border,  which  is  in  a  C  area  district;  that  part  of  it  is  in  a 
1 -times  height  district  and  partly  in  a  lr4  times  height  dis¬ 
trict;  and  all  of  it  is  in  a  residence  use  district;  and 

W  hereas,  the  decision  of  the  borough  superintendent, 
dated  September  12,  1944,  and  repeated  on  October  17,  1944, 
acting  on  N.B.  Appls.  121-150/44,  inclusive,  reads: 

“1.  This  building  is  in  an  F  district  and  should  con¬ 
form  to  all  requirements  of  Art.  4,  Sec.  16,  Zon.  Res. 
as  to  setback,  yards  and  courts.  No  part  of  building- 
may  be  within  15'  of  street  line.  Side  yards  at  least  5' 
wide  are  required  on  both  sides  of  building.  Not  more 
than  35%  of  lot  area  or  25%  where  over  18'  may  be 
occupied. 

2.  Art.  4  Sec.  21c  Zon.  Res.  refers  to  large  residen¬ 
tial  developments,  that  is,  large  structures  where  each 
building  is  separated  from  the  adjoining  building  by  a 
distance  of  at  least  6"  per  foot  of  height  and  in  no  case 
less  than  20'.” 

and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
thirty  one-family  houses  attached  in  groups  of  two,  three, 
four  and  six,  2-stories,  26  feet,  in  height,  of  Class  3  construc¬ 
tion,  upon  a  plot  having  a  frontage  of  311.22  ft.  and  a  depth 
of  454.94  and  537.56  feet ;  that  these  houses  will  conform 
substantially  to  the  requirements  of  a  D-l  district  and  the 
whole  development  as  to  setbacks,  area  coverage  at  ground 
level  and  aggregate  floor  area,  is  within  the  requirements 
imposed  in  an  F-l  district,  yet  they  do  not  conform  to  all 
the  technical  requirements  of  either  of  these  districts  nor  to 
the  F  district  in  which  the  major  part  of  the  site  now  lies; 
that  it  is  also  proposed  to  include  in  this  development  a 
community  garage  for  the  accommodation  of  cars  belonging 
to  the  residents  of  these  proposed  houses  ;  and 

Whereas,  the  applicant  contends  that  the  project  for 
which  variations  are  requested  is  a  proposed  development 
for  a  group  of  thirty  one-family  dwellings,  so  arranged  as 
to  make  adequate  use  of  a  site  presenting  both  unusual  top¬ 
ographical  conditions  and  exceptional  natural  beauties  ;  that 
the  site  consists  of  about  three  acres  and  is  bounded  on  the 
west  of  Mosholu  avenue,  a  legally  opened  street,  on  which 
it  has  a  frontage  of  311  feet;  on  the  north  by  a  mapped  city 
street.  West  225th  street,  on  which  it  will  have  a  frontage 
of  455  feet:  on  the  east  by  an  old  farm  line  which  adjoins 
the  rear  of  plots  fronting  on  Fieldston  Road;  and  on  the 
south  by  lands  acquired  in  the  opening  of  Henry  Hudson 
Parkway  and,  for  part  of  its  length,  by  a  mapped  street. 
West  254th  Street;  that  the  bulk  of  the  property  lies  within 
an  F  area  district,  except  a  small  portion  along:  its  easterly 
border,  which  is  in  a  C  area  district,  and  all  of  it  is  in  a 
residential  use  district:  that  the  property  immediately  ad¬ 
joining  on  the  east  is  improved  with  two-family  houses,  and, 
on  the  east  side  of  Fieldston  Road  with  a  six-storv  multi- 
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family  dwelling,  “Fieldston  Manor”,  accommodating  about 
130  families;  that  the  block  immediately  opposite  the  prop¬ 
erty  on  the  west  side  of  Mosholu  avenue  is  vacant  and  has 
recently  been  authorized  for  purchase  by  the  City  as  an 
addition  to  P.S.  81 ;  that  to  the  northwest,  diagonally  op¬ 
posite,  on  the  west  side  of  Mosholu  avenue,  is  the  library 
and  recreation  building,  and  grounds  of  the  Riverdale  Neigh¬ 
borhood  and  Library  Association ;  that  the  terrain  is  rug¬ 
ged  and  practically  virgin  land;  that  there  is  considerable 
ledge  rock,  as  indicated  by  out-croppings ;  that  most  of  it 
is  woodland  with  many  large  forest  trees ;  that  the  eleva¬ 
tion  of  the  land  is  generally  above  the  level  of  adjoining 
streets,  and  the  plans  will  provide  for  private  drives  and 
roadways  with  sewers  which  will  drain  into  the  existing 
sewer  in  Mosholu  avenue;  that  under  the  existing  zoning 
requirements  it  would  be  possible  to  construct  on  the  major 
portion  of  the  plot  (now  zoned  residential  use,  F  area  and 
one-times  height  district)  a  multi-family  building  with  more 
that  25%  coverage,  from  six  to  eight  stories  in  height,  which 
could  house  well  over  100  families ;  and  on  the  rear  portion 
of  the  plot  in  a  C,  1)4  times  height  district  an  even  greater 
density  would  be  permissible ;  that  the  architect  for  this 
development,  who  has  designed  and  ovvnes  private  residences 
in  other  parts  of  Riverdale,  believes  that  it  would  be  detri¬ 
mental  to  the  community  to  develop  this  land  at  anything 
near  its  maximum  density  with  a  multi-family  dwelling  in 
an  F  zone,  to  say  nothing  of  the  even  greater  density  which 
would  be  permitted  on  that  portion  lying  in  the  C  zone ;  that, 
on  the  other  hand,  the  development  of  this  property  with 
one-family  houses  of  the  more  expensive  type  such  as  have 
been  build  in  Fieldston  and  other  parts  of  Riverdale,  would 
not  be  marketable  in  this  section,  and  the  alternative — 
smaller  one-family  detached  houses  on  40  by  50  ft.  plots 
(which  would  conform  to  the  requirements  of  an  F  zone)  — 
would  be  unattractive  and  a  detriment  to  the  surrounding 
territory ;  that  it  is  therefore  proposed  to  improve  this  site 
with  group-houses,  i.e„  attached  single-family  houses  in 
groups  of  two,  three,  four  or  six  in  a  ,  ow;  that  such  a 
development  would  not,  however,  be  possible  under  the  pres¬ 
ent  F  zone,  although  it  would  be  permissible  for  that  part 
of  the  site  within  the  C  zone  and  would  therefore  require 
changing  the  entire  property  to  a  C  area  district  in  order 
to  conform  to  present  technical  requirements ;  that  such  a 
change,  however,  would  be  opposed  by  the  community  and 
justifiably  so,  since  it  might  open  the  way  to  extension  of 
a  type  of  development  familiar  elsewhere  in  the  city,  but 
wholly  undesirable  in  this  part  of  Riverdale;  that  the  site 
plan  herewith  submitted,  comprising  thirty  one-family  units, 
as  described  above,  conforms  substantially  to  the  require¬ 
ments  of  a  D-l  district,  and  the  whole  development  as  to 
setbacks,  area  coverage  at  ground  level  and  aggregate  floor 
area,  is  well  within  the  requirements  for  an  F-l  district, 
but  it  does  not  conform  to  all  the  technical  requirements  of 
either  of  these  districts  nor  to  the  F  district  in  which  the 
major  part  of  the  site  now  lies;  that  the  proposed  develop¬ 
ment  would,  however,  be  much  more  restrictive  than  the 
F  zone,  which  would  permit  multi-family  houses  of  many 
times  the  density,  measured  in  families  per  acre ;  that  since 
it  seems  economically  unfeasible  to  build  and  sell,  or  rent, 
expensive  private  homes  on  land  which  is  on  the  border  of 
an  F  zone,  and  entirely  detached  from  restricted  communities 
where  the  larger  private  homes  are  located,  and  since  the 
alternative  of  erecting  inexpensive  small  detached  private 
houses  on  narrow  plots  with  minimum  side  yard  require¬ 
ments  would,  in  the  opinion  of  the  owners  and  the  architect, 
be  as  detrimental  to  the  community  as  a  large  apartment 
house,  application  is  hereby  made  under  section  21 -C  of  the 
zoning  ordinance  for  variations  to  permit  a  group-house 
development ;  that  such  variations  as  may  be  necessary  seem 
to  be  further  justified  by  the  belief  that  a  petition  for  a 
change  zone  to  a  less  restrictive  area  district  would  open 
the  door  for  similar  changes  in  lands  surrounding  and  lead 
to  speculative  building  and  exploitation  in  the  neighborhood ; 
that  on  the  other  hand,  a  variation  such  as  may  be  granted 
in  response  to  this  application  could  impose  obligations  on 
the  owners  to  carry  out  to  completion  a  definite  plan  based 
on  those  now  filed  in  the  Building  Department,  and  also 


such  requirements  as  to  design  and  architecture  as  may  be 
made  a  condition  of  such  variation ;  that  these  latter  re¬ 
quirements  could  not  be  controlled  within  the  scope  of  the 
existing  zone  ordinance;  that  moreover,  the  “roadways" 
indicated  on  the  site  plan  accompanying  this  application,  as 
well  as  additional  roads  in  the  bed  of  adjoining  streets  (now 
on  the  city  map)  shall  remain  in  the  ownership  or  control 
of  a  holding  company  and  maintained  for  the  benefit  of  the 
entire  development,  whether  the  units  are  offered  for  sale 
or  rent ;  that  small  play  areas  for  children  under  school  age 
will  be  provided  and  also  space  assigned  for  a  community 
garage ;  that  these  spaces  also  will  remain  in  control  of  the 
holding  company;  that  no  provision  has  been  made  for 
recreation  spaces  for  children  of  school  age  or  for  adults, 
as  these  will  be  amply  provided  for  in  the  existing  facilities 
of  the  Riverdale  Neighborhood  Association  and  in  the  exist¬ 
ing  and  future  playgrounds  surrounding  P.S.  81.  both  of 
which  lie  directly  opposite  the  site  on  the  west  side  of 
Mosholu  avenue;  that  an  appeal  is  hereby  made  on  objec¬ 
tions  one  and  two  of  the  Department  of  Housing  and 
Buildings,  dated  September  12,  1944  (on  which  reconsidera¬ 
tion  was  denied  and  objections  repeated  on  October  17, 
1944),  affecting  N.B.  Nos.  121-150,  inclusive,  of  1944,  objec¬ 
tions  4  and  B-5  of  the  same  dates  refer  to  technical  require¬ 
ments  of  the  Building  Department  and  do  not  seem  to  require 
action  by  this  Board;  that  objections  1  and  2  have  to  do  with 
non-conformity  with  the  zoning  resolution;  and 

Whereas,  this  Board  has  obtained  from  the  City  Plan¬ 
ning  Commission  a  favorable  report  on  this  proposal  and 
the  plans  as  proposed  and  for  substantial  compliance  there¬ 
with,  except  for  further  consideration  as  to  architectural 
design  of  buildings ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  21 -C  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution  and  that 
the  application  be  and  it  here  is  granted,  under  section  21 -C 
thereof,  to  permit  the  arrangement  and  location  of  dwellings, 
substantially  as  indicated  on  revised  plan,  marked  “Received 
September  14,  1945”,  on  condition  that  in  all  other  respects 
the  requirements  of  the  zoning  resolution  and  all  other  laws, 
rules  and  regulations  applicable  thereto,  other  than  as  may 
be  varied  by  the  Board  as  to  Building  Code  requirements, 
shall  be  complied  with ;  that  this  variance  is  certified  to  by 
this  Board  as  meeting  the  general  spirit  and  intent  of  the 
zoning  resolution  as  to  developments  of  this  type ;  that  at 
all  times  the  premises  and  the  buildings  erected  or  proposed 
to  be  erected  thereon  shall  be  under  one  management  and 
control  and  that  no  building  at  any  time  shall  be  sold 
separately  so  as  to  be  removed  from  such  general  control, 
unless  the  zoning  resolution  is  amended  as  to  use  and  area 
to  permit  the  occupancies  and  buildings  as  proposed  as  a 
matter  of  right;  that  this  resolution  is  subject  to  further 
consideration  by  the  Board  as  to  type  of  architecture  of  the 
buildings ;  and  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date  of 
this  resolution. 


736-45-BZ 

APPLICANT — John  Kadel,  for  The  Rector,  Churchward¬ 
ens  and  Vestrymen  of  Trinity  Church  in  the  City 
of  New  York,  owner. 

SLTBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e,  7f,  7i  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  of  a  gasoline  service  station,  lubri- 
tory, .  office,  repairs  for  four  (4)  cars  and  car 
washing. 

REMISES  AFFECTED — 3740  Broadway,  northeast  cor¬ 
ner  of  West  155th  street  (Block  2114,  Lot  1), 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  John  Kadel,  E.  Rogal  and  W. 
Rooney. 

For  Opposition:  Norman  Denzer,  S.  Greenburg, 
Mrs.  Lee  S.  Katjen,  W.  L.  Scanlon  and 
L.  Spencer, 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (736-45-BZ) 

Whereas,  John  Kadel,  for  The  Rector,  Churchwardens 
and  Vestrymen  of  Trinity  Church  in  the  City  of  New  York, 
owner,  filed  November  3,  1945,  an  application  under  sec¬ 
tions  7e,  7f,  7i  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  erection  of  a  gasoline  service 
station,  lubritorium,  office,  repairs  for  4  cars  and  auto  laun¬ 
dry,  affecting  premises  3740  Broadway,  northeast  corner 
West  155th  street  (Block  2114,  Lot  1),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Broadway  is  in  a  business  use,  B  area 
and  Class  1)4  height  district;  West  155th  street  is  in  resi¬ 
dence  and  business  use,  B  area  and  Class  W2  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  30,  1945,  re  N.B.  Applic.  241-45,  reads: 

“1.  Gasoline  service  station,  office,  lubritory  and  re¬ 
pairs  for  4  cars  and  car  washing  not  permitted  in  a 
business  district  as  per  Sec.  4(a)  Article  II,  Zoning 
Resolution. 

2.  Location  of  a  gasoline  service  station,  lubritory 
and  repairs  for  4  cars  and  car  washing  in  the  same 
block  with  a  museum  not  permitted  as  per  Sec.  21-A 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  99  ft.  11  in.  in  depth,  on  which 
it  is  proposed  to  erect  a  building,  63  ft.  front  by  46  ft.  4  in. 
in  depth,  one  story,  14  ft.  6  in.  in  height,  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  erect  a  gasoline  station, 
lubritorium  and  office,  also  to  do  minor  repairs  and  auto 
laundry ;  and 

Whereas,  the  applicant  contends  that  the  premises  arc 
now  vacant  and  requests  permission  to  erect  and  maintain 
a  gasoline  station,  lubritorium  and  office;  that  it  is  proposed 
to  do  repairs  to  four  cars  and  car  washing  on  the  premises  ; 
that  the  applicant  is  the  owner  of  the  property  south  of  the 
site,  both  on  the  east  and  west  sides  of  Broadway;  that  for 
three  years  from  March,  1938  to  September,  1941,  the  prem¬ 
ises  were  used  as  a  display  lot  for  used  cars;  that  since  1941, 
no  use  has  been  made  of  the  premises ;  that  it  cannot  be 
devoted  to  a  conforming  use  because  the  size  does  not  war¬ 
rant  the  construction  of  an  apartment  house  and  it  would 
not  be  feasible  to  construct  a  store  because  of  the  large  num¬ 
ber  of  stores  already  in  the  neighborhood,  many  of  which 
are  vacant;  that  the  neighborhood  is  deterioriating  eco¬ 
nomically,  so  that  the  probabilities  of  being  able  to  maintain 
stores  will  be  less  in  the  future ;  that  the  construction  of  a 
gas  station  would  serve  a  public  need ;  that  there  are  no 
gas  stations  in  the  immediate  'neighborhood,  the  nearest 
garage  is  on  Morgan  place  and  West  158th  street,  and  the 
nearest  gas  station  is  on  125th  street ;  that  the  physical  con¬ 
ditions  surrouding  the  premises  are  evident  from  the  photo¬ 
graphs,  which  indicate  that  the  plot  cannot  be  devoted  to  a 
conforming  use,  and  the  construction  and  maintenance  of  a 
gas  station  would  serve  a  public  need;  and 


Whereras,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  on  numerous  occasions 
and  again  recently  by  the  Chairman  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  sections  7e  and  7f  of  the  zoning  resolution  and  that 
the  applicant  failed  to  substantiate  a  basis  of  appeal  under 
section  21  of  the  zoning  resolution  and  was,  therefore,  not 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship ;  and 

Whereas,  the  Board  also  finds  that  the  proposed  gasoline 
service  station  is  contrary  to  the  requirements  of  section 
21  A. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


739-45-BZ 

APPLICANT — J.  M.  Berlinger,  for  Mayfry  Estates,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  B  area  district,  the 
extension  of  present  building  to  cover  entire  plot 
for  one  (1)  story. 

PREMISES  AFFECTED— 407  West  38th  street,  north 
side,  100  ft.  west  of  9th  avenue  (Block  736,  Lot  29), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  M.  Berlinger. 

For  Opposition :  Rebecca  Krolm. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (739-45-BZ) 

Whereas,  J.  M.  Berlinger,  for  Mafry  Estates,  Inc.,  owner, 
filed  November  30,  1945,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  an  unrestricted  use,  B 
area  district,  the  extension  of  present  building  to  cover  en¬ 
tire  plot  for  one  story:  premises  407  West  38th  street,  north 
side.  100  ft.  west  of  9th  avenue  (Block  736,  Lot  29),  Bor¬ 
ough  of  Manhattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  February  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  38th  street  is  in  an  unrestricted  use, 
B  area  and  Class  1)4  height  district;  9th  avenue  is  in  an 
unrestricted  use,  B  area  and  Class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  30,  1945,  Re  Alt.  Applic.  1467-45,  reads : 

“Amendment  disapproved  with  following  objection 
repeated. 

a.  Proposed  extension  at  rear  contrary  to  Art.  IV, 
Subdiv.  12B,  Zoning  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  98  ft.  9  in.  in  depth,  on  which 
is  located  a  building  25  ft.  front  by  98  ft.  9  in.  in  depth, 
4  stories,  43  ft.  10  in.  in  height,  of  Class  1  construction; 
that  it  is  proposed  to  remove  the  upper  three  floors  of  the 
rear  extension  and  to  build  up  the  yard  at  the  first  floor 
level  to  a  height  of  one  story;  and 

Whereas,  the  applicant  contends  that  there  are  two  four 
story  buildings  in  the  front  and  rear  of  the  plot  located  in 
the  unrestricted  use  district,  the  front  building  is  4  stories, 
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25  ft.  wide  by  53  ft.  deep  and  is  4  in.  back  from  the  build¬ 
ing  line;  that  the  rear  building  is  4  stories  high,  situated 
on  the  rear  lot  line;  that  between  the  two  existing  buildings 
there  is  an  open  yard  19  ft.  3  in.  in  depth ;  that  it  is  intended 
to  remove  the  upper  three  floors  of  the  rear  extension  and 
keep  the  4  story  front  building  as  is  and  to  build  up  the 
yard  at  the  first  floor  level  only  to  a  height  of  one  story ; 
that  the  removal  of  the  upper  three  stories  of  the  rear  build¬ 
ing  will  result  in  the  yard  being  opened  up  above  the  1st 
story  height  for  improved  block  ventilation  of  considerable 
benefit  to  the  adjoining  premises;  that  the  volume  of  the  re¬ 
sultant  yard  will  be  47.3%  greater  than  the  existing  yard, 
counting  the  old  yard  between  buildings  from  the  grade 
to  the  top  of  the  rear  building  parapet,  and  the  new  yard 
from  the  level  of  the  2nd  tier  of  the  beams  to  the  same 
point  between  rear  of  the  front  building  and  the  rear  lot 
line;  that  the  removed  portion  of  the  rear  building  totals 
22,559  cu.  ft.;  that  the  portion  of  the  old  yard  added  to 
the  removed  portion  of  the  rear  building  totals  32,643  cu.  ft. ; 
that  retention  of  the  4  story  building  and  the  narrow  yard 
between  the  front  and  rear  buildings  would  be  legal  under 
the  existing  laws ;  that  the  owner  of  the  plot  is,  at  his  own 
volition,  losing  by  reason  of  this  alteration  22,559  cu.  ft.  of 
rentable  space  and  the  added  loss  of  11,000  cu.  ft.  which 
would  be  necessitated  by  strict  adherence  to  the  letter  of 
the  zoning  law  would  create  such  a  hardship  as  to  make  it 
impossible  for  him  to  improve  the  block  ventilation  and  the 
owner  therefore  would  be  forced  to  continue  the  existing 
conditions ;  that  it  is  therefore  requested  that  the  appeal  be 
granted ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  is  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21  thereof 
to  permit  the  alteration  of  the  building  as  proposed  by 
reducing  the  existing  rear  building  to  a  building  one  story 
in  height  and  constructing  a  connecting  link  between  such 
proposed  rear  building  and  the  existing  building  on  the 
front,  on  condition  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  the  requirements  of  the 
zoning  resolution  and  all  other  laws,  rules  and  regulations 
applicable  thereto;  that  the  building  shall  not  be  further 
extended  in  height  or  area ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


9-46-BZ 

APPLICANT — Irvin  L.  Scott,  for  Charles  F.  Noyes, 
owner  (51  West  51st  Street  Corporation,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  use,  B  area  district,  the 
alteration  and  extension  of  an  existing  business 
building  (restaurant)  to  cover  more  than  permitted 
area. 

PREMISES  AFFECTED— 51-55  West  51st  street,  north 
side,  153  ft.  east  of  Avenue  of  The  Americas  (6th 
avenue)  ;  (Block  1267,  Lots  8  and  107),  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant :  Irvin  L.  Scott. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.. 
Negative  . 


4 

0 


THE  RESOLUTION  (9-46-BZ) 

Whereas,  Irvin  L.  Scott,  for  Charles  F.  Noyes,  owner. 
51  West  51st  Street  Corporation,  lessee,  filed  January  9, 
1946,  an  application  under  section  21  of  the  zoning  resolution, 
to  permit  in  retail  use,  B  area  district  the  alteration  and 
extension  of  an  existing  business  building  (restaurant)  to 
cover  more  than  the  permitted  area;  premises  51-55  West 
51st  street,  north  side,  153  feet  east  of  the  Avenue  of  the 
Americas  (Block  1267,  Lots  8  and  107),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  13.  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  51st  street  is  in  a  retail  use,  B 
area  and  Class  2  and  1  '/>  height  district ;  Avenue  of  the 
Americas  is  in  a  retail  use,  B  area  and  Class  2  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  11,  1945,  re  Alt.  App.  1119-42,  reads: 

“1.  Proposed  extension  in  front  and  2nd  floor  rear  of 
bldg.  ‘A’  as  indicated  on  filed  plans  exceeds  the  allow¬ 
able  percentage  of  coverage  of  lot  area  permitted  in 
Sec.  12,  Article  IV  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  60  feet  frontage  by  100  feet  5  inches  in  depth,  on 
which  is  located  two  buildings  totaling  60  feet  front  by 
100  feet,  5  in.  in  depth,  of  2  and  4  stories,  30  ft.  and  50  ft. 
in  height,  of  Class  3  construction ;  that  it  is  proposed  to 
extend  55  West  51st  street  in  front  for  two  stories  and  to 
add  a  second  story  in  rear  to  conform  with  51  W.  51st 
street ;  and 

Whereas,  the  applicant  contends  that  the  proposed  ex¬ 
tension  in  front  and  2nd  floor  rear  of  Building  No.  55, 
marked  “A”  on  filed  plans  exceeds  the  allowable  percent¬ 
age  of  coverage  of  lot  area  permitted  in  Section  12,  Art. 
IV  of  Zoning  Resolution;  that  the  plans  covering  this 
alteration  were  prepared  in  December  1941  and  formed 
the  basis  of  the  lease  for  premises  55  West  51st  street 
between  the  present  owner  and  tenant,  which  lease  is  dated 
October  28,  1942  and  states  in  part  that  the  tenant  agrees, 
as  soon  as  the  war  is  over  and  WPB  order  L-41  withdrawn, 
and  taking  into  account  the  availability  of  materials  and 
labor,  to  proceed  at  his  expense  to  reconstruct  premises 
55  West  51st  street  as  a  building  not  less  than  two  stories 
in  height  of  the  same  general  type  and  character  of  con¬ 
struction  as  that  constructed  on  premises  51  and  53  West 
51st  street;  that  permission  to  proceed  with  the  proposed 
alteration  in  its  entirety  was  withheld  at  the  time  by  the 
War  Production  Board,  except  that  permission  was  granted 
to  construct  the  1-story  addition  in  rear  of  55  West  51st 
street  for  purpose  of  kitchen  extension;  that  accordingly 
plans  for  this  portion  were  filed,  approved  and  executed 
under  Alt.  App.  1119-42  for  this  part  of  the  work  and  all 
necessary  installations  made  with  the  anticipation  that  the 
balance  of  the  alteration  would  proceed  when  permission 
(from  L-41  WPB)  could  be  obtained;  that  since  the  job 
has  never  been  closed,  the  present  proposed  alterations  are 
filed  as  an  amendment  to  Alt.  1119-42  following  the  abroga¬ 
tion  of  Order  No.  L-41  ;  that  while  it  is  recognized  that 
the  preparation  of  plans  and  the  terms  of  the  lease,  both 
of  which  antedate  the  zoning  amendment  of  1944  do  not 
constitute  a  legal  basis  for  a  variance  of  the  zoning  ordi¬ 
nances  now  in  effect,  they  are,  nevertheless  indications  of 
intent,  the  substance  of  which  would  have  been  carried 
out  had  authority  been  granted  by  the  War  Production 
Board ;  that  as  may  be  noted  by  the  filed  photographs, 
55  West  51st  street  is  an  eyesore  to  the  neighboring  property 
owners,  and  is  occupied  in  the  basement  and  1st  floor  only; 
that  the  limitation  of  the  present  building  is  such  that 
unless  the  extension  in  front  to  the  building  line  and  2nd 
storv  rear  is  permitted,  the  space  gained  is  insufficient  to 
justify  the  cost  of  alterations;  that  the  requirement  to  recon- 
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struct  the  premises  as  required  by  the  lease  agreement 
without  benefit  of  additional  space  for  public  use  results  in 
an  undue  hardship  to  the  tenant;  that  it  is  believed  the 
proposed  extension  to  the  building  line,  to  join  with  the 
adjacent  building  at  51-53  West  51st  street  and  the  elimin¬ 
ation  of  the  present  areaway  and  stoop  will  considerably  en¬ 
hance  tlie  appearance  of  the  neighborhood ;  that  it  should  be 
noted  also  that  many  other  adjacent  buildings  in  the  affected 
area  have  been  extended  to  the  established  building  line ; 
that  the  building  so  extended  falls  well  within  the  setback 
line  for  permissible  height  at  established  building  line  and 
will,  therefore,  not  affect  the  infiltration  of  light  and  air;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  is  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  to  permit  the 
extension  of  area  as  proposed,  on  condition  that  the  extension 
to  the  building  line  at  the  front  shall  not  exceed  a  height  of 
approximately  30  ft.  as  indicated  on  drawings  filed  with  this 
application;  that  the  extension  in  the  rear  consisting  of  a 
second  story  as  indicated  on  plans  shall  not  exceed  a  total 
height  above  grade  of  approximately  30  ft.  and  that  the  rear 
wall  of  such  proposed  rear  extension  shall  be  not  nearer 
than  10  ft.  to  the  rear  lot  line ;  that  any  openings  in  such 
rear  extension  shall  be  constructed  of  glass  block  as  ap¬ 
proved  for  exterior  lot  line  walls  with  no  openings  therein  ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  the  requirements  of  the  zoning  resolution  and 
all  other  laws,  rules  and  regulations  applicable  thereto,  in¬ 
cluding  Local  Law  29,  the  requirements  for  public  assembly, 
and  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


40-46-BZ 

APPLICANT — Sidney  L.  Strauss,  for  North  River  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  B  area  district,  the  erec¬ 
tion  of  an  addition  to  an  existing  building  covering 
more  than  65%  of  the  lot  area. 

PREMISES  AFFECTED — 206-212  West  34th  street,  south 
side,  100  ft.  west  of  7th  avenue  and  209-211  West 
33rd  street  (Block  783,  Lots  33  and  50),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  S.  L.  Strauss. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (40-46-BZ) 

Whereas,  Sidney  L.  Strauss,  for  North  River  Savings 
Bank,  owner,  filed  January  17,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  retail  use, 
B  area  district  the  erection  of  an  addition  to  an  existing 
building  covering  more  than  the  65%  of  the  lot  area ;  prem¬ 
ises  :  206-212  West  34th  street,  south  side,  100  ft.  west  of 
7th  avenue  and  209-211  West  33rd  street,  (Block  783,  Lots 
33  and  50),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 


ing,  February  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  34th  and  33rd  streets  are  in  retail  use, 
B  area  and  Class  2  height  districts;  7th  avenue  is  in  res¬ 
tricted  retail,  B  area  and  Class  2  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  10,  1946,  re  Alt.  App.  2153-45,  reads: 

“1.  Building  located  in  a  retail  district  should  not 
occupy  more  than  65%  of  area  of  plot.  Sec.  12(b) 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  67  ft.  7y2  in.  by  40  ft.  frontage  by  197 ft.  in 
depth,  on  which  is  located,  on  the  34th  street  front,  a  2-story 
and  mezzanine  bank  building  and  on  the  33rd  street  front 
a  3-story  building,  which  will  be  demolished;  that  it  is  pro¬ 
posed  to  erect  on  the  33rd  street  front  a  new  7-story  build¬ 
ing,  which  with  the  existing  building  on  34th  street  will 
cover  the  entire  plot ;  and 

Whereas,  the  applicant  contends  that  the  North  River 
Savings  Bank  is  the  owner  of  the  entire  plot  running 
through  from  West  34th  to  West  33d  street  and  it  is  pro¬ 
posed  to  erect  a  new  seven-story  addition  to  present  bank- 
building,  connected  on  the  1st  floor  with  that  portion  of  the 
2nd  floor  now  in  place  on  existing  34th  street  building,  so 
that  the  entire  plot  would  be  covered  to  the  height  of  the 
existing  bank  building  on  West  34th  street,  which  is  ap¬ 
proximately  42  feet  in  height;  that  the  addition  to  be  erected 
will  be  seven  stories  in  height  or  90  feet  and  will  extend 
northerly  to  the  main  wall  of  the  existing  bank  building,  a 
distance  of  109  ft.  9  in.  from  the  33d  street  building  line; 
that  the  proposed  addition,  together  with  the  existing  build¬ 
ing  will  be  the  ultimate  improvement  to  the  plot  and  under 
the  Zoning  Resolution  in  a  Class  2  height  district  buildings 
could  continue  to  a  height  of  150  ft.  on  34th  street  and  90 
ft.  on  33d  street  before  setbacks;  that  all  buildings  sur¬ 
rounding  the  premises  affected  cover  100%  of  the  land  at 
least  on  the  1st  floor  and  in  most  cases  extensions  to  the 
surrounding  buildings  are  2  and  3  stories  in  height;  that  40 
feet  east  of  premises  affected  or  the  property  located  at  the 
southwest  corner  of  34th  street  and  Seventh  Avenue  is  now 
improved  with  a  building  20  stories  high,  covering  the  en¬ 
tire  plot  and  to  the  east  of  that  portion  of  the  lot  affected 
on  the  33rd  street  side  there  now  exists  one  and  two- 
story  extensions ;  that  the  proposed  improvement  on  the  site 
with  the  limitations  provided  in  height  will  more  than  offset 
the  requirements  for  block  ventilation,  whereas  the  existing 
buildings  surrounding  the  plot,  all  at  present  covered  with 
buildings  greater  than  the  allowable  areas  now  provided  in 
the  Zoning  Resolution,  definitely  would  not  permit  of  through 
ventilation ;  that  in  view  of  these  facts  it  is  respectfully  re¬ 
quested  that  a  variation  of  the  Zoning  Resolution  to  permit 
the  construction  of  the  proposed  addition  be  granted  ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  thereof,  to  per¬ 
mit  the  extension  of  area  as  proposed  and  indicated  on  plans 
filed  with  this  application,  marked  “Received  February  1, 
1946”  ;  on  condition  that  the  portion  of  the  building  fronting 
on  West  34th  street  and  the  proposed  7-story  building  front¬ 
ing  on  West  33d  street  shall  not  be  increased  in  height  or 
area  and  that  the  unbuilt  upon  space  shown  on  the  side  lot 
line  to  the  west  shall  continue  unbuilt  upon;  that  such  space 
shall  be  cement  paved  and  properly  drained ;  that  the  building 
throughout  shall  be  occupied  solely  by  one  tenant  as  pro¬ 
posed,  i.e.  the  North  River  Savings  Bank  as  owner;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  the  zoning  resolution  and  all  other  laws,  rules  and  regu¬ 
lations  applicable  thereto;  and  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  one  year  from 
the  date  of  this  resolution. 
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48-46-BZ 


APPLICANT — Samuel  Rosenbluni,  for  13  East  53rd  Street 
Realty  Corp.,  owner  (Olmsted  Restaurant,  Inc., 
lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  restricted  retail  use,  B  area  districts, 
the  proposed  one  story  extension  exceeding  permit¬ 
ted  area  coverage  of  lot  at  curb  level,  and  also 
omitting  required  10  feet  rear  yard. 

PREMISES  AFFECTED — 13  East  53rd  street,  north  side, 
225  ft.  east  of  5th  avenue  (Block  1289,  Lot  10), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  S.  Rosenbluni  and  P.  Cashman. 
For  Opposition :  S.  Sidney  Heller. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 

THE  RESOLUTION  (48-46-BZ) 

Whereas,  Samuel  Rosenbluni  for  13  East  53rd  Street 
Realty  Corporation,  owner,  Olmsted  Restaurnat,  Incorpo¬ 
rated,  lessee,  filed  January  23,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  restricted 
retail  use,  B  area  district,  the  proposed  one  story  extension 
exceeding  the  permitted  area  coverage  of  lot  at  curb  level, 
and  also  omitting  required  10  ft.  rear  yard,  affecting  prem¬ 
ises  13  East  53rd  street,  north  side,  225  ft.  east  of  5th  ave¬ 
nue  (Block  1289,  Lot  10),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Stanadard  and  Appeals,  at  its  regular  meet¬ 
ing  February  13,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  53rd  street  is  in  a  restricted 
retail  use,  B  area  and  Gass  1(4,  1(4  and  2  height  district; 
5th  avenue  is  in  a  restricted  retail  use,  B  area  and  Class 
1(4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  21,  1946,  re  Alt.  Applic.  100-46,  reads: 

“1.  Proposed  one  story  extension  in  1st  story  exceeds 
the  permitted  area  coverage  of  lot  at  curb  level  as  per 
Sec.  12b  Article  IV  zoning  resolution  for  “B”  area, 
district  and  restricted  retail  use  district. 

2.  Provide  at  least  a  10  ft.  rear  yard  at  curb  level 
as  per  Sec.  12a,  Art.  IV,  zoning  Resolution.” 

and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  plot,  25  ft.  frontage  by  100  ft.  5  in.  in  depth,  on 
which  is  located  a  building,  25  ft.  by  60  ft.  in  depth,  4 
stories  and  basement,  50  ft.  in  height,  of  Class  3  construc¬ 
tion ;  that  it  is  proposed  to  extend  the  1st  floor  8  ft.  in  front 
and  27  ft.  5  in.  in  the  rear  one  story  with  mezzanine  in  the 
front,  20  ft.  6  in.  in  height ;  of  Class  3  construction ;  that 
the  1st  floor  will  be  made  level  with  street;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  4  story  and  basement  brick  structure,  25  ft.  by  60 
ft.,  which  is  vacant  at  present ;  that  it  is  proposed  to  erect 
a  1  story  extension  extending  the  building  at  the  front  to 
the  building  line  and  an  extension  in  the  rear  to  within  5  ft. 
of  the  rear  lot  line ;  that  as  altered  the  building  will  be 
used  by  one  tenant  who  will  use  the  1st  story  and  mezza¬ 
nine  for  a  restaurant  and  the  upper  part  in  conjunction  with 
the  premises,  for  offices  and  for  pastry  baking  for  the 
restaurant,  and  will  use  the  top  floor  for  dwelling  purposes ; 
that  this  building  is  the  only  undeveloped  parcel  on  the 
entire  block  on  the  north  side  of  the  street ;  that  to  the  east 
there  is  a  9  story  building  used  for  offices  and  manufactur¬ 


ing,  which  on  the  1st  story  extends  to  within  3  ft.  of  the 
rear  lot  line  and  extends  for  a  full  depth  of  90  ft.  from  the 
front  for  7  stories  before  a  set  back  in  the  rear,  so  that 
applicant’s  premises  is  hemmed  in  on  the  east  by  a  much 
greater  structure  than  would  be  permitted  under  present 
regulations ;  that  the  premises  to  the  west  have  a  one  story 
extension  which  extends  89  ft.  from  the  front;  that  the  rear 
yard  at  the  west  is  covered  over,  making  a  roof  garden 
effect ;  that  diagonally  westward  is  a  brick  extension  prac¬ 
tically  built  the  full  depth  of  the  yard ;  also  to  the  cast  many 
properties  are  built  up  to  the  lot  line ;  that  it  can  be  seen 
from  the  assessed  value  of  the  property  that  the  principal 
value  of  the  property  is  for  the  land  as  the  assessment 
indicates  a  value  of  $75,000  for  the  land  and  only  $5, (XX)  for 
the  building  on  it ;  that  the  property  from  which  an  income 
can  be  obtained  which  makes  these  premises  suitable  for 
improvement  is  the  1st  story;  that  the  plot  is  too  small  to 
be  used  for  dwelling  purposes,  especially  as  the  entire  street 
has  been  given  over  for  commercial  uses ;  that  the  erection 
of  a  1  story  extension  will  not  be  a  detriment  to  anyone  in 
the  area  and  will  in  fact  be  using  a  smaller  percentage  of 
the  property  than  is  now  being  used  directly  alongside  to 
the  east  and  diagonally  to  the  west ;  that  the  2nd,  3rd  and 
4th  stories  are  not  to  be  extended  in  any  way ;  that  in  view 
of  the  hardship,  the  smallness  of  the  plot,  and  inasmuch  as 
the  immediate  property  is  already  built  upon  in  greater  pro¬ 
portion  than  the  proposed  extension,  and  as  this  proposal  is 
merely  for  one  story  and  mezzanine,  it  is  requested  a  varia¬ 
tion  to  permit  the  extension  be  granted;  and 

W  hereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  21  there¬ 
of,  to  permit  the  extension  of  the  building  to  the  front 
building  line,  substantially  as  proposed,  on  condition  that 
such  extension  shall  not  be  increased  in  height  beyond  that 
indicated  on  plans  filed  with  this  application,  marked  “Re¬ 
ceived  January  23,  1946”,  indicating  a  height  of  approxi¬ 
mately  21  feet,  and  to  permit  the  proposed  extension  to  the 
rear  of  similar  height,  provided  such  extension  shall  be  so 
constructed  as  to  leave  a  rear  yard  of  not  less  than  five 
feet ;  that  such  rear  yard  shall  be  cement  paved  and  prop¬ 
erly  drained ;  that  any  windows  in  the  rear  line  of  such 
extension  shall  be  filled  with  glass  blocks,  without  openings 
therein,  of  a  type  approved  for  exterior  lot  line  walls ;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  requirements  of  the  zoning  resolution  and  all 
laws,  rules  and  regulations,  including  Local  Law  29 ;  and 
that  all  permits  required  shall  be  obtained  and  all  work- 
completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

5-46-A 

APPLICANT — The  F.  and  M.  Schaefer  Brewing  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 448-456  Kent  avenue,  north¬ 
west  corner  of  South  10th  street  (1st  floor); 
(Block  2143,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Gustav  Mortensen. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  o 
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THE  RESOLUTION  (5-46-A) 

The  F.  &  M.  Schaefer  Brewing  Co.,  owner,  filed  on 
January  2,  1946,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  448-456  Kent  avenue,  north¬ 
west  corner  of  South  10th  street  (1st  floor)  ;  (Block  2143, 
Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  Order  No.  1253  LC  issued  by  the  fire  commis¬ 
sioner,  December  21,  1945,  reads: 

“With  reference  to  your  application  for  a  permit  for 
the  use  of  a  De  Marcus  Apparatus  for  the  liquefication 
of  fermentation  (CO-2)  gas,  two  liquid  (CO-2)  storage 
tanks  and  evaporators  to  return  the  liquid  (CO-2)  back 
to  a  gaseous  state  on  the  premises,  448-56  Kent  Avenue, 
Brooklyn,  we  regret  to  advise  you  that  this  department 
is  without  power  to  grant  this  permit  for  the  storage 
and  use  of  a  De  Marcus  Apparatus  for  the  liquefication 
of  fermentation  (CO-2)  gas,  two  liquid  CO-2  storage 
tanks  and  evaporators  to  return  the  liquid  (CO-2)  back 
to  a  gaseous  state  for  the  reason  that  the  two  liquid 
CO-2  receivers  are  to  be  tested  at  520  pounds  per  square 
inch  by  the  installers. 

This  is  contrary  to  Chapter  19-91. 0-C-1,  of  the  Ad¬ 
ministrative  Code  which  requires  a  uniform  interior 
pressure  test  of  at  least  3,000  pounds  per  square  inch.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
(almost  complete)  is  119  ft.,  8  stories,  in  height,  120  ft.  by 
90  ft.  in  area,  Class  3  construction,  located  in  an  unrestricted 
use,  A  area,  Class  2  height  district,  to  be  occupied:  1st  story, 
brewery,  and  liquid  C02  storage,  2  persons;  2nd  to  7th 
floors,  brewery  stockhouse,  2  persons  per  floor ;  8th  floor, 
fermentation  room,  2  persons ;  that  the  building  will  be 
equipped  with  a  standpipe  system,  two  interior  stairs  and 
two  fire  towers,  3  ft.  8  in.  wide  of  steel  and  concrete  con¬ 
struction,  enclosed  with  6  in.  t.c.  and  brick  equipped  with 
fireproof,  self  closing  doors,  leading  from  roof  bulkhead 
direct  to  street ;  and 

Whereas,  the  applicant  contends  that  all  the  apparatus 
for  the  storage  of  C02  in  the  gaseous  state  is  now  existing 
and  has  been  in  operation  for  many  years ;  that  after  the 
CO-  gas  is  pre-cooled  it  passes  through  a  conduit  into  the 
condensing  chamber  and  is  translated  to  liquid  form  by  a 
reduction  in  temperature  and  flows  by  gravity  through  a 
conduit  into  the  liquid  CO2  storage  tanks ;  that  since  the 
liquid  CO2  is  stored  at  controlled,  predetermined  vapor  pres¬ 
sures  and  the  storage  tanks  are  properly  insulated  and  are 
designed  in  accordance  with  the  A.S.M.E.  Code  for  unfired 
pressure  vessels  for  a  maximum  working  pressure  of  260 
lbs.  per  sq.in.  and  tested  hydrostatically  at  520  lbs.  and  are 
inspected  and  stamped  by  the  Hartford  Steam  Boiler  In¬ 
spection  and  Insurance  Company ;  the  tanks  are  installed  in 
a  room  having  10-inch  thick  cork  walls ;  that  a  variation  is 
requested  of  the  requirement  for  an  interior  test  for  these 
tanks  of  at  least  3,000  lbs.  per  square  inch ;  that  an  equal¬ 
izing  line  connects  the  top  of  the  storage  tank  with  the  top 
of  the  C02  condensing  chamber  and  permits  the  unretarded 
flow  of  CO2  from  the  condensing  chamber  and  make  it 
possible  whenever  heat  leakage  into  the  storage  tank  occurs, 
C02  vapor  is  returned  to  the  condensing  chamber  and  trans¬ 
ferred  again  into  liquefied  form ;  that  on  the  various  con¬ 
duits  through  the  system  a  number  of  safety  valves  are 
placed  to  permit  the  blow-off  of  C02  should  any  of  the 
manually  operated  valves  be  closed  by  accident;  that  there 
are  also  two  relief  valves  on  top  of  the  conduit  which  con¬ 
nects  with  the  top  of  the  CO2  storage  tanks ;  that  these 
valves  are  set  at  275  lbs.  gauge  pressure;  that  in  addition 
the  dual  control  valve  is  designed  so  that  the  pressure  may 
be  shut  off  from  one  relief  valve  at  a  time ;  that  it  is  pos¬ 
sible  to  have  both  relief  valves  connected  to  the  tank,  but 
impossible  to  shut  off  both  at  the  same  time ;  that  regardless 
of  the  dual  control  valve  position  of  operation,  at  least  one 
of  the  relief  valves  is  open  to  the  tank ;  that  the  system 
proposed  to  be  installed  is  a  DeMarcus  liquefying  system 
as  filed  with  the  Board  under  Cal.  586-45-SA. 


Resolved,  that  the  order  of  the  fire  commissioner,  No. 
1253  LC,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  to  permit  the  installation  of  the 
DeMarcus  System  for  liquefication  of  fermentation  (CO-2) 
gas,  substantially  as  proposed  for  general  approval  under 
Cal.  586-45-SA,  on  condition  that  such  system  shall  be 
maintained  substantially  as  proposed  to  the  complete  satis¬ 
faction  of  the  fire  commissioner ;  that  all  safety  devices  shall 
be  in  duplicate  as  proposed  and  of  a  type  approved  by  the 
fire  commissioner ;  that  for  the  purpose  of  maintaining 
pressures  as  proposed,  this  system  may  be  used  in  conjunc¬ 
tion  with  a  refrigerating  system  complying  with  all  the  re¬ 
quirements  therefor. 


51-46-A 

APPLICANT — William  C.  Stohldreier  and  Robert  G.  Zet- 
sche,  for  4747  Bronx  Boulevard  Corp.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 550  East  242nd  street  and  4745- 
4755  Bronx  boulevard,  southwest  corner  (2nd 
floor)  ;  (Block  5102,  Lot  27),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Robert  G.  Zetsche  and  Harry 
Mandell. 

For  Opposition:  Mrs.  Decker,  Elizabeth  Weithas 
and  Mrs.  T.  Clausen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (51-46-A) 

Whereas,  William  C.  Stohldreier  and  Robert  G.  Zetsche, 
for  4747  Bronx  Boulevard  Corp.,  owner,  Camera  Specialty 
Co.,  proposed  owner,  filed  January  16,  1946  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
550  East  242nd  street  and  4745-4755  Bronx  boulevard,  south¬ 
west  corner,  (2nd  floor)  ;  (Block  5102,  Lot  27),  Borough  of 
The  Bronx ;  and 

W hereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  846-45,  dated  January  8,  1946,  reads: 

“2.  Factories  must  be  capable  of  safely  sustaining  a 
liveload  of  120  lbs.  per  sq.  ft.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  28  ft.  in  height,  232  ft.  by  91  ft.,  irregular  in  area, 
Class  1  construction,  located  in  a  residence  use,  C  area. 
Class  1  height  district,  erected  in  1926  and  used  and  occupied 
since  1942  as  an  electrical  research  laboratory  and  offices 
with  85  persons  on  the  first  floor  and  160  on  the  2nd  floor, 
proposed  to  be  used  and  occupied  as  follows:  1st  floor,  manu¬ 
facturing  of  camera  parts,  50  persons ;  2nd  floor  assembly 
offices.  50  persons ;  that  the  building  is  equipped  with  a 
standpipe  system,  two  3  ft.  8  in.  steel  stairs  with  cement 
treads,  enclosed  in  terra  cotta  partitions,  equipped  with 
kalamein,  self-closing  doors  and  leading  from  roof  bulk¬ 
head  to  street ;  and 

Whereas,  the  applicant  contends  that  in  1941  the  then- 
lessee.  the  W ard  Leonard  Electric  Co.  made  alterations  to  the 
building  and  in  order  to  use  the  second  floor  for  their  engi¬ 
neering  department  levelled  off  the  former  horse  stalls  with 
concrete,  thus  reducing  the  liveload  capacity  to  90  lbs.  per 
square  foot :  that  for  the  purposes  of  the  proposed  occupancy 
the  90  lbs.  per  square  foot  liveload  will  be  ample  for  the 
use  as  assembly  offices  and  laboratories  and  the  floor  will  be 
posted,  so  that  this  load  will  not  be  exceeded,  but  the  only 
work  contemplated  is  the  installation  of  partitions;  and 
Whereas,  the  applicant  has  filed  with  this  appeal  a  pro¬ 
posed  layout  diagram  for  the  second  floor,  indicating  the  in- 
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stallation  of  equipment  and  the  construction  of  new  parti¬ 
tions. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  846-45,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tion  2,  on  eondition  that  the  second  floor  shall  be  maintained 
as  originally  approved  for  120  lbs.  and  as  reduced  due  to 
the  cement  topping;  that  the  floor  shall  be  posted  for  the 
proposed  load  of  90  lbs.  per  superficial  foot ;  that  at  no  time 
shall  the  floor  be  overloaded  beyond  such  safe  carrying 
capacity  and  such  floor  limited  as  proposed  to  light  assembly 
of  cameras,  laboratory  work  and  offices ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  other  than  as  modified 
by  the  Board  under  Cal.  56-40-RZ,  Vol.  3  and  the  require¬ 
ments  of  the  resolution  adopted  thereunder  shall  be  com¬ 
plied  with. 


MATERIALS  AND  APPLIANCES  SUBMITTED 
FOR  APPROVAL 

779-38-SA 

APPLICANT — Martin  &  Schwartz,  Inc.,  owner 
SUBJECT — M  and  S  Computing  Gasoline  Pump,  Model  80 
(reopened  October  30,  1945). 

APPEARANCES— 

For  Applicant :  J.  H.  Prause  and  E.  R.  Eichner. 
ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (779-38-SA) 

Whereas,  Martin  and  Schwartz,  Inc.,  owner,  filed  Sep¬ 
tember  9,  1938  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
M.  and  S.  Computing  Gasoline  Pump,  Model  70;  and 
Whereas,  this  appliance  was  approved  by  the  Board  Janu¬ 
ary  24,  1939  in  accordance  with  the  report  of  engineer ; 
and 

Whereas,  the  resolution  was  amended  on  December  16, 
1941 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  30,  1945,  and  restored  to  the  calendar ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  28,  1946. 

Re:  Cal.  779-38-SA,  Vol.  2 

Subject:  M.  &  S.  Computing  Gasoline  Pump,  Model  80. 

Martin  &  Schwartz,  Inc.,  filed  an  application  with  the 
Board  of  Standards  and  Appeals  for  an  amendment  to 
the  resolution  adopted  by  the  Board  December  16,  1941, 
for  inclusion  of  the  approval  of  the  M.  &  S.  Computing 
and  Non-computing  Gasoline  Pump,  Model  80,  under 
the  provisions  of  C26-178.0.b,  Administrative  Building 
Code  and  C19-69.0.C  of  the  Administrative  Code. 

The  Board  on  January  24,  1939,  under  this  calendar 
number  approved  the  M.  &  S.  Cumputing  Gasoline 
Pump,  Model  70.  On  December  16,  1941,  the  resolution 
was  amended  to  include  the  approval  of  the  M.  &  S. 
Computing  Gasoline  Pumps,  Models  70  RA  2,  70  RAP 
2-15  and  2-25  and  W.M.P.  2-15  and  2-25. 

Description  of  Model  80. 

The  M.  &  S.  Computing  Gasoline  Pump  Model  80 
has  a  pumping  unit,  air  separator,  air  separator  pump, 
meter  and  computer  identical  with  approved  model  70. 
The  difference  between  the  models  is  that  Model  80  has 
a  smaller  housing  and  the  interior  of  the  housing  has 


been  rearranged  and  in  some  of  the  modifications  of  this 
mode!  the  hose  reel  is  inside  the  housing.  Model  80  is 
manufactured  in  the  following  scries: 

Model  80,  Se  ries  1A — Standard  computing  pump  with 
hose  reel. 

Model  80,  Series  IB — Standard  computing  pump  with 
hanging  hose. 

Model  80,  Series  1AE — Master  computing  pump  with 
hose  reel. 

Model  80,  Series  1BE — Master  computing  pump  with 
hanging  hose. 

Model  80,  Series  1AC — Standard  noncomputing  pump 
with  hose  reel. 

Model  80,  Series  1BC — Standard  noncomputing  pump 
with  hanging  hose. 

Model  80,  Series  1ACE — Master  noncomputing  pump 
with  hose  reel. 

Model  80,  Series  1BCE — Master  noncomputing  pump 
with  hanging  hose. 

Model  80,  Series  1AD — Standard  computing  bus  pump 
with  hose  reel. 

Model  80,  Series  1BD — Standard  computing  bus  pump 
with  hanging  hose. 

Model  80,  Series  1ACD — Standard  non-computing  bus 
pump  with  hose  reel. 

Model  80,  Series  1BCD — Standard  non-computing  bus 
pump  with  hanging  hose. 

Model  80,  Series  1ADE — Master  computing  bus  pump 
with  hose  reel. 

Model  80,  Series  1BDE — Master  computing  bus  pump 
with  hanging  hose. 

Model  80,  Series  1ACDE — Master  non-computing  bus 
pump  with  hose  reel. 

Model  80,  Series  1BCDE — Master  non-computing  bus 
pump  with  hanging  hose. 

Model  80,  Series  1AF — Standard  tandem  (dual)  com¬ 
puting  pump  with  hose  reel. 

Model  80,  Series  1BE — Standard  tandem  (dual)  com¬ 
puting  pump  with  hanging  hose. 

Model  80,  Series  1ACF — Standard  tandem  (dual)  non¬ 
computing  pump  with  hose  reel. 

Model  80,  Series  1BCF — Standard  tandem  (dual)  non¬ 
computing  pump  with  hanging  hose. 

Model  80,  Series  1AEFG — Tandem  (Master  &  Dummy 
combination)  computing  pump  with  hose  reel. 

Model  80,  Series  1BEFG — Tandem  (Master  &  Dummy 
combination)  computing  pump  with  hanging  hose. 
Model  80,  Series  1AG — Dummy  computing  pump  with 
air  separator  and  hose  reel  without  motor  or  pump¬ 
ing  unit. 

Model  80,  Series  1BG — Dummy  computing  pump  with 
air  separator  and  hanging  hose,  without  motor  or 
pumping  unit. 

Model  80,  Series  1AGH — Dummy  computing  pump  with 
hose  reel,  without  air  separator  or  motor  or  pump¬ 
ing  unit. 

Model  80,  Series  1BGH — Dummy  computing  pump  with 
hanging  hose,  without  air  separator  or  motor  or 
pumping  unit.  * 

M  odel  80,  Series  1GMN — Marine  hose  reel  dummy. 

Inspection  and  Test 

A  model  of  this  pump,  Model  80,  Series  1A  was  in¬ 
spected  and  tested  at  26  Broadway,  Manhattan,  in  the 
presence  of  Commissioner  Blum  and  Mr.  L.  V.  Huber 
of  the  Committee  on  Tests,  Mr.  E.  R.  Eichner  of  the 
Standard  Oil  Co.  and  Mr.  J.  H.  Prause  of  Martin  & 
Schwartz,  Inc.  The  pump  operated  as  designed. 

On  the  basis  of  this  inspection  and  test  it  is  recom¬ 
mended  that  the  resolution  adopted  by  the  Board  Jan- 
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uary  24,  1939,  as  amended  December  16,  1941,  be  further 
amended  to  include  the  approval  of  the  M.S.  Computing 
and  Non-computing  Gasoline  Pump,  Model  80  in  the 
series  hereinbefore  listed. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  24,  1939  as  amended 
December  16,  1941,  in  accordance  with  the  report  of  the 
Committee  on  Tests,  dated  January  28,  1946. 


1020-38-SM 

APPLICANT— Universal  Atlas  Cement  Company,  owner. 
SUBJECT— Hudson  Atlas  Portland  Cement,  Northampton 
Atlas  Portland  Cement,  Atlas  White  Portland 
Cement  and  Atlas  Waterproofed  White  Portland 
Cement,  reopened  May  9,  1944  re  amendment  of 
resolution  as  to  Northampton  Atlas  Portland  Ce¬ 
ment  Type  II,  Northampton  Atlas  High  Early 
Strength  Portland  Cement  Type  III,  Atlas  White 
Portland  Cement  Type  I  and  Atlas  Waterproofed 
White  Portland  Cement  Type  I,  as  manufactured 
at  the  applicant’s  mill  at  Northampton,  Pa. 
APPEARANCES— 

For  Applicant:  :None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative  .  0 

THE  RESOLUTION  (1020-38-SM) 

Whereas,  Universal  Atlas  Cement  Company,  owner,  filed 
on  November  14,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Hudson  Atlas  Portland  Cement  and  Northampton  Atlas 
Portland  Cement,  Atlas  White  Portland  Cement  and  Atlas 
Waterproofed  White  Portland  Cement;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
January  31,  1939,  on  certain  conditions,  and  the  resolution 
amended  on  March  7,  1944;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  9,  1944,  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

February  5,  1946. 

Re:  Cal.  1020-38-SM 

Subject:  Hudson  Atlas  Portland  Cement,  Northampton 
Atlas  Portland  Cement,  Atlas  White  Port¬ 
land  Cement  and  Atlas  Waterproofed  White 
Portland  Cement,  reopened  May  9,  1944  re 
amendment  of  resolution  as  to  Northampton 
Atlas  Portland  Cement  Type  II,  Northamp¬ 
ton  Atlas  High  Early  Strength  Portland 
Cement  Type  III,  Atlas  White  Portland  Ce¬ 
ment  Type  I,  and  Atlas  Waterproofed 
White  Portland  Cement  Type  I,  as  manu¬ 
factured  at  the  applicant’s  mill  at  North¬ 
ampton,  Pa.,  approval  of. 

On  March  7,  1944  the  resolution  adopted  by  the  Board 
on  January  31,  1939  was  amended  to  include  the  ap¬ 
proval  of  Atlas  Portland  Cement  and  Atlas  High  Early 
Strength  Portland  Cement,  as  manufactured  by  the  ap¬ 


plicant  at  its  new  Northampton  mill  and  Atlas  Dura- 
plastic  Air  Entraining  Portland  Cement  as  manufactured 
by  the  applicant  at  the  old  Northampton  mill. 

The  Board  is  now  requested  to  amend  the  resolution 
adopted  March  7,  1944  and  the  resolution  adopted  Jan¬ 
uary  31,  1939  so  as  to  include  the  approval  of  North¬ 
ampton  Atlas  High  Early  Strength  Portland  Cement 
Type  III,  Northampton  Atlas  Portland  Cement  Type 
II,  Atlas  White  Portland  Cement,  Type  I  and  Atlas 
Waterproofed  White  Portland  Cement  Type  I,  as  man¬ 
ufactured  at  the  applicant’s  new  mill  at  Northampton, 
Pa.,  and  to  delete  from  such  prior  resolutions  any  ap¬ 
proval  for  use  in  New  York  City  of  these  materials  as 
heretofore  manufactured  at  the  applicant’s  old  mill  lo¬ 
cated  at  Northampton,  Pa.,  in  view  of  the  fact  that  said 
mill  has  been  demolished  and  the  supplies  of  all  cements 
manufactured  therein  have  been  completely  dispensed. 

Representatives  of  the  Committee  on  Tests  visited 
the  new  Northampton  mill  for  investigation  of  the  po¬ 
tential  supply  of  raw  materials,  the  manufacturing 
processes,  and  equipment  and  the  controls  exercised 
over  these  manufacturing  processes  for  the  purpose  of 
insuring  consistency  of  manufacture  of  these  cements 
so  as  to  ensure  the  chemical  and  physical  properties 
herein  reported  as  a  result  of  tests  conducted  at  the 
applicant’s  laboratory  at  Northampton,  Pa.,  with  results 
as  reported  herein. 

MANUFACTURING  PROCESSES  AND  CON¬ 
TROLS  IN  THE  PROCESS  OF  MANUFACTURE 

Manufacturing  Processes : 

These  cements  are  made  in  a  wet  process  plant  using 
cement  rock  and  sand  as  raw  material.  The  cement  rock 
after  quarrying  is  crushed  and  delivered  to  a  covered 
storage  from  which  it  is  fed  by  accurate  weighing  equip¬ 
ment  into  each  of  twro  wet  grinding  circuits.  The  fine¬ 
ness  of  grinding  is  closely  controlled  by  rake  and  bowl 
classifiers.  The  product  of  the  grinding  units  is  a  thin 
slurry  which  is  pumped  to  a  large  thickener. 

The  thickened  cement  rock  slurry  is  split  into  two 
portions  part  of  which  is  delivered  to  a  blending  tank. 
The  other  fraction  passes  through  a  centrifugal  classifier 
which  makes  a  separation  between  a  coarse  (higher 
lime)  fraction  or  cake,  and  a  fine  (lower  lime)  fraction 
or  effluent.  The  effluent  is  delivered  to  floatation  cells 
which  beneficiate  the  rock  by  removing  carbon  and  mica 
and  deliver  a  high  lime  concentrate  slurry  to  a  second 
thickener  which  also  receives  the  cake  from  the  centri¬ 
fugal  classifier.  The  thickened  cake-concentrate  slurry 
is  delivered  to  a  second  blending  tank. 

Sand  is  ground  in  a  separate  grinding  circuit  similar 
to  those  grinding  cement  rock.  The  sand  slurry  is 
pumped  to  a  smaller  thickener  and  the  thickened  slurry 
is  delivered  to  a  third  blending  tank.  The  three  slurries, 
in  separate  blending  tanks  are  then  blended  in  the  de¬ 
sired  proportions  to  produce  a  mix  of  the  desired  com¬ 
position. 

The  blended  mix  is  pumped  to  storage  tanks  from 
which  it  is  fed  into  slurry  filters  preceding  the  kilns 
which  further  dewater  the  slurry  and  deliver  it  to  the 
kilns  as  a  filter  cake.  The  kilns  are  maintained  under 
uniform  conditions  by  using  automatic  draft  control 
and  other  instrument  aids.  Pulverized  coal  is  fired  to 
the  kilns  at  a  uniform  rate  by  automatically  controlled 
unit  pulverizers  with  integral  blast-air  fans.  A  continu¬ 
ous  record  of  kiln  revolutions,  production,  burning 
temperatures  and  other  pertinent  data  is  kept.  Clinker 
discharged  from  kilns  is  cooled  on  quenching  type  vi¬ 
brating  coolers  and  delivered  to  storage.  It  is  then 
proportioned  with  a  predetermined  amount  of  gypsum 
and  fed  to  each  of  three  grinding  circuits  by  automatic 
weighing  equipment.  The  fineness  of  grinding  is  con¬ 
trolled  by  air-mechanical  classifiers.  The  finished  ce¬ 
ment  is  then  conveyed  to  large  storage  silos  from  which 
it  is  packed  either  in  bags  or  in  bulk. 
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Controls : 

The  entire  manufacturing  process  is  under  chemical 
and  physical  control  throughout.  The  fineness  of  grind¬ 
ing  of  cement  rock  and  sand  is  checked  by  hourly  sam¬ 
ples  from  automatic  slurry  samplers.  Calcium  carbonate 
determinations  are  made  on  each  blended  raw  mix  slurry 
tank  before  the  slurry  is  released  to  the  storage  tanks 
for  kiln  feed.  Uncombined  lime  determinations  and 
complete  chemical  analyses  are  made  on  average  samples 
of  clinker.  During  the  grinding  of  the  clinker,  specific 
surface  is  determined  on  each  two-hour  sample  of  ce¬ 
ment,  as  well  as  setting  time.  Tensile  and  compressive 
strength  tests,  soundness  tests,  and  complete  chemical 
analyses  are  made  on  daily  average  samples  of  cement 
production. 

NORTHAMPTON  ATLAS  PORTLAND 
CEMENT— Type  II 


Chemical  Analysis  and  Potential  Compounds 


Test 

ASTM,  D. 

Fed. 

Results 

C150-44  SSC-191 

SiOa  . 

....  21.80 

ADOS  . 

....  5.30 

7.50 

be203  . 

....  4.70 

6.00 

CaO  . 

....  63.19 

MgO  . 

....  2.16 

5.00 

5.00 

SO*  . 

....  174 

2.00 

2.00 

Loss  on  Ignition  . . 

. 52 

3.00 

3.00 

C3S  . 

....  43.5 

C2S . 

....  29.7 

C3A  . 

. . . .  6.3 

C\AF  . 

. . . .  14.3 

Physical  Tests 

Test 

ASTM,  D 

Results 

Cl  50-44 

Normal  Consistency  . .  22.0 

Setting  Time 

Gillmore — Initial 

...  4:15 

Not  less  than  60 

min. 

Final 

....  7:10 

Not  more  than  10  hr. 

Vicat 

Initial 

...  3 :20 

Not  less  than  45 

min. 

Final 

....  6:10 

Not  more  than  10  hr. 

%  Autoclave  Expansion  .03 

Spec.  Surface 

cm2/gm  (Wagner) 

....  1761 

1500 

COMPRESSIVE 

STRENGTH 

2"  CUBES— P.S.I. 

(Average  of  6  specimens) 

A  STM  C109  METHOD 

W/C=53.2  by  Wt. 

Test 

ASTM,  D, 

Age  3  days 

Results 

C150-44 

Spec.  No.  1 . . . 

1086 

_  2... 

1129 

3... 

1103 

4. .. 

1086 

5... 

1105 

6... 

1078 

Avg.  1098 

Avg.  900 

W/C=53.2  by  Wt. 

ASTM,  D, 

Age  7  days 

Cl  50-44 

Spec.  No.  1 . . . 

1819 

2.. 

1748 

3... 

1799 

*  4... 

1800 

5... 

1911 

6... 

1842 

Test 

ASTM,  D, 

Results 

Cl  50-44 

Age  28  days 

Spec.  No.  1 . . . 

4138 

2... 

4247 

3... 

3963 

4... 

4388 

5... 

4234 

6... 

4090 

Avg. 

4177 

Avg.  3000 

FEDERAL  SS-C-158a 

METHOD 

W/C=51.5  by  Wt. 

Fed.  Spec. 

Age  3  days 

SS-C-191a 

Spec.  No.  1 . . . 

1054 

2... 

1135 

3... 

1155 

4... 

1165 

5... 

1194 

6... 

1086 

Avg. 

1131 

Avg.  900 

Age  7  days 

Spec.  No.  1 . . . 

1949 

2... 

1945 

3... 

1901 

4... 

1960 

5... 

1679 

6... 

1956 

Avg. 

1898 

Avg.  1800 

Age  28  days 

Spec.  No.  1 . . . 

4260 

2... 

4321 

3... 

4418 

4... 

4324 

5... 

4241 

6... 

4238 

Avg. 

4300 

A  vg.  3000 

TENSILE  STRENGTH 

—P.S.I. 

(Average  of  six  specimens) 

Test 

ASTM,  D, 

Results 

Cl  50-44 

ASTM  METHOD: 

Age  3  days 

Spec.  No.  1 . . . 

240 

2... 

250 

3... 

255 

4... 

265 

5... 

240 

6... 

245 

Avg. 

249 

Avg.  150 

Age  7  days 

Spec.  No.  1 . . . 

430 

2 

340 

3... 

340 

4... 

330 

5... 

410 

6... 

325 

Avg. 

362 

Avg.  275 

Age  28  days 

Spec.  No.  1 . . . 

440 

2... 

425 

3... 

495 

4... 

445 

5... 

465 

6... 

450 

Avg.  1820  Avg.  1800 
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Avg.  453  Avg.  350 


MINUTES 


NORTHAMPTON  ATLAS  HIGH  EARLY 
STRENGTH  PORTLAND  CEMENT— Type  III 


Chemical  Analysis  and  Potential  Compounds 


Test 

ASTM,  D, 

SSC-201 

Results 

Cl  50-44 

SiO<-  . 

. . .  19.92 

A1,03  . 

. . .  5.85 

7.50 

Fe203  . 

. . .  2.45 

6.00 

CaO  . 

. . .  64.92 

MgO  . 

. . .  2.61 

5.00 

5.00 

S03  . 

...  2.14 

2.50 

2.50 

Loss  on  Ignition. .  . 

. . .  0.82 

3.00 

3.00 

C3S  . 

. . .  63.8 

C2S  . 

...  9.0 

C3A  . 

...  11.3 

15.00 

C4AF  . 

...  7.5 

Physical  Tests 

Test 

ASTM,  D, 

Fed.  Spec. 

Results 

C150-44 

SS-C-201 

Normal  Consistency 
Setting  Time 

. . .  27.6 

Gillmore 

Initial  . 

. . .  2.40 

Not  less 
than  60  min. 

60  min. 

Final  . 

. . .  4.55 

Not  more 
than  10  hr. 

10  hr. 

Vicat 

Initial  . 

...  1.40 

Not  less 
than  45  min. 

Final  . 

. . .  3.55 

Not  more 
than  10  hr. 

%  Autoclave  Expansion  .09 

Spec.  Surface 
cm2/gm  (Wagner). 

. . . .  2749 

1900 

COMPRESSIVE 

STRENGTH— 2" 
P.S.I. 

CUBES 

(Average  of  six  specimens) 

Test 

ASTM,  D, 

• 

Results 

C150-44 

ASTM  C109  METHOD 

W/C=  .53  by  Wt. 

Age  1  day 

Spec.  No.  1 . . . 

1726 

2... 

1689 

3... 

1705 

4... 

1734 

5... 

1768 

6... 

1691 

Avg.  1719 

Avg.  1250 

Age  3  days 

Spec.  No.  1 . . . 

4162 

2... 

4367 

3... 

4419 

4... 

4231 

5... 

4347 

6... 

4244 

a  —  n 

Avg.  4295 

Avg.  2500 

Age  7  days 


Spec.  No.  1 . . .  6226 

2.. .  6369 

3.. .  6073 

4.. .  6232 

5.. .  6402 

6.. .  6494 


Test 

ASTM,  D, 

Results 

Cl  50-44 

Age  28  days 

Spec.  No.  1 . . 

7225 

2.. 

7185 

3.. 

7252 

4.. 

7319 

5.. 

7436 

6.. 

7073 

Avg.  7248 

Higher  than 

7  days 

FEDERAL  SS-C-158a 

METHOD 

W/C=  .55  by  Wt. 

Test 

Fed.  Spec. 

Results 

SS-C-201 

Age  1  day 

Spec.  No.  1 . . 

1563 

2.. 

1636 

3.. 

1609 

4.. 

1648 

5.. 

1651 

6.. 

1631 

Avg.  1623 

Avg.  1250 

Age  3  days 

Spec.  No.  1 . . 

4259 

2.. 

4002 

3.. 

4170 

4.. 

4155 

5.. 

4268 

6.. 

4177 

Avg.  4172 

Avg.  2500 

Age  7  days 

Spec.  No.  1 . . 

6074 

2.. 

6109 

3.. 

6105 

4.. 

6101 

5.. 

5951 

6. . 

6062 

Avg.  6067 

Avg.  3500 

Age  28  days 

Spec.  No.  1 . . 

7182 

2.. 

7174 

3.. 

7547 

4.. 

7429 

5.. 

7548 

6.. 

7263 

Avg.  7357 

No.  requirement 

TENSILE  STRENGTH 
ASTM  METHOD 
— P.S.I. 

Test  ASTM  Fed.  Spec. 

Results  C150-44  SSC-201 

Age  1  day 


Spec.  No.  1 . . .  310 

2.. .  345 

3.. .  325 

4.. .  335 

5.. .  340 

6.. .  350 


Avg.  334  Avg.  275 


Avg.  6299  Higher  than 
3  days 
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Avg.  275 


MINUTES 


Test  ASTM,  D,  Fed.  Spec. 
Results  Cl  50-44  SSC-201 


Avg.  479  Avg.  375  Avg.  375 


Results  ASTM,  D,  Fed.  Spec. 
Test  Cl  50-44  SSC-191,a 

ASTM  C109  METHOD 
W/C=53.2  by  Wt. 

Age  3  days 


Spec.  No.  1. 

1988 

2. 

2061 

3. 

1876 

4. 

1968 

5. 

2026 

6. 

2004 

Avg.  1987 

Avg.  518  Higher  than  Avg.  425 
3  days 


Avg.  540  Higher  than  7  days 

ATLAS  WHITE  PORTLAND  CEMENT— Type  I 
Chemical  Analysis  and  Potential  Compounds 

Test  ASTM,  D,  Fed.  Snec. 


ASTM  C109  METHOD 
W/C=  .53  by  Wt. 


Test 


Age  7 


Results 

days 

No.  1 . . . 

3406 

2... 

3386 

3... 

3536 

4... 

3343 

5... 

3359 

6... 

3556 

Avg. 

3431 

days 

No.  1 . . . 

6268 

2... 

6324 

3... 

6224 

4... 

6336 

5... 

5983 

6... 

6467 

Avg. 

6267 

ASTM,  D, 
C150-44 


Results 

Cl 50-44  SSC-191,  a 

FEDERAL  SS-C-158a 

Si02  . 

..  24.16 

METHOD 

AI2O3  . 

. ..  4.16 

7.50 

W/C=49.0  by  Wt. 

Fe2Oa  . 

.35 

6.00 

Test 

CaO  . 

. .  66.25 

Results 

MgO  . 

.99 

5.00  5.00 

Age  3  days 

SOa  . 

1.44 

2.00  2.00 

Spec.  No.  1. . 

2532 

Loss  on  Ignition .... 

. .  2.29 

3.00  3.00 

2.. 

2639 

C3S  . 

. .  55.3 

3. . 

4.. 

2465 

2620 

C2S  . 

. .  27.7 

5.. 

2506 

C3A . 

..  10.1 

6.. 

2570 

C4AF  . 

..  1.1 

Avg.  2555 

Physical  Tests 

Age  7  days 

Normal  Consistency 

. .  25.2 

Spec.  No.  1 . . 

3621 

Setting  Time 

2.. 

3739 

Gillmore 

3.. 

3684 

Initial  . 

. .  4.00 

Not  less  than  60  min. 

4.. 

C 

3935 

Final  . 

. .  6.45 

Not  more  than  10  hr. 

J  .  • 
6. . 

3759 

Vicat 

Initial  . 

. .  3.05 

Not  less  than  45  min. 

Avg.  3739 

Final  . 

. .  5.50 

Not  more  than  10  hr. 

Age  28  days 

%  Autoclave  Expansion  .00 

Spec.  No.  1 . . 

5513 

Spec.  Surface 

2.. 

5571 

cm2/grn  (Wagner)  . 

. . .  2248 

1500 

3.. 

5201 

4. . 

5476 

COMPRESSIVE 

5.. 

5158 

STRENGTH— 2" 

CUBES 

6.. 

5345 

Fed.  Spec. 
SS-C-191a 


— P.S.I. 

(Average  of  six  specimens) 


161 


Avg.  5378  Avg.  3000 


MINUTES 


TENSILE  STRENGTH 
— P.S.I. 


(Average  of  six  specimens) 

ASTM  METHOD 

Test 

ASTM,  D 

Results 

C150-44 

Age  3  days 

Spec.  No.  1 . . . 

353 

2... 

370 

3... 

305 

4... 

310 

5... 

320 

6... 

315 

Avg.  329 

Avg.  150 

Age  7  days 

Spec.  No.  1 . . . 

480 

2... 

480 

3... 

470 

4... 

415 

5... 

500 

6... 

405 

Avg.  458 

Avg.  275 

Age  28  days 

Spec.  No.  1 . . . 

500 

2... 

490 

3... 

500 

4... 

550 

5... 

490 

6... 

505 

Avg.  506  Avg.  350 

ATLAS  WATERPROOFED  WHITE  PORTLAND 
CEMENT— Type  I 

Chemical  Analysis  and  Potential  Compounds 

Test  ASTM,  D,  SSC-197a 


Results 

Cl 50-44  Fed.  Spec 

Si02  . 

.  24.02 

A1203  . 

.  3.79 

7.50 

besOs  . 

. 37 

6.00 

CaO  . 

.  66.44 

MgO  . 

.  1.16 

5.00  5.00 

S03  . 

.  1.71 

2.00  2.00 

Loss  on  Ignition. 

.  2.31 

3.00  3.00 

C3S  . 

.  56.7 

C2S  . 

.  26.1 

C3A  . 

.  9.4 

C4AF  . 

.  1.1 

Physical  Tests 

Test 

ASTM.  D, 

Results 

C150-44 

Normal  Consistency  . .  25.8 

Setting  Time 

Gillmore 

Initial  . 

.  4.20 

Not  less  than  60  min. 

Final  . 

.  7.10 

Not  more  than  10  hr. 

Vicat 

Initial  . 

.  3.25 

Not  less  than  45  min. 

Final  . 

.  6.15 

Not  more  than  10  hr. 

%  Autoclave  Expansion  .00 

COMPRESSIVE 

STRENGTH — 

2"  CUBES 

—P.S.I. 

(Average  of  six 

specimens) 

A  STM  009  METHOD 


W/C=53.2  by  Wt. 

Age  3  days 
Spec.  No.  1 . . . 

2... 

3.. . 

4.. . 

5.. . 

6.. . 


Test  ASTM,  D, 
Results  Cl  50-44 

1719 

1699 

1715 

1673 

1674 
1760 


Avg.  1707  Avg.  900 


Average  7  days 


Spec.  No.  1 . . . 

2679 

2... 

2564 

3... 

2806 

4... 

2553 

5... 

2814 

6... 

2790 

Avg.  2701 

Avg.  1800 

Age  28  days 

Spec.  No.  1 . . . 

5710 

2... 

5514 

3... 

5351 

4... 

5100 

5... 

5476 

6... 

5553 

Avg.  5451 

Avg.  3000 

TENSILE  STRENGTH 

ASTM  METHOD 

Test 

ASTM 

Results 

C150-44 

Age  3  days 

Spec.  No.  1 . . . 

290 

2... 

260 

3... 

240 

4... 

280 

5... 

265 

6... 

280 

Avg.  269 

Avg.  150 

Age  7  days 

Spec.  No.  1 . . . 

360 

2... 

400 

3... 

375 

4... 

345 

5... 

350 

6... 

400 

Avg.  372 

Avg.  275 

Age  28  days 

Spec.  No.  1 . . . 

485 

2... 

455 

3... 

465 

4... 

540 

5... 

495 

6... 

450 

Avg.  482 

Avg.  350 
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MINUTES 


FEDERAL  SS-C-158a 
METHOD 
\V/C=49.0  by  Wt. 

Test 


Results 

\ge  3  days 

Spec.  No.  1... 

2044 

2... 

2124 

3... 

2024 

4... 

2055 

5... 

1998 

6... 

2010 

Avg. 

2042 

\ge  7  days 

Spec.  No.  1 . . . 

3036 

2... 

2812 

3... 

3069 

4... 

3119 

5 . . . 

3026 

6... 

2854 

Avg. 

2986 

Vge  28  days 

Spec.  No.  1 . . . 

5219 

2 

5150 

3... 

5234 

4.  .. 

5401 

5... 

5134 

6... 

4964 

Avg. 

5184 

Fed.  Spec. 
SS-C-191a 


Avg.  900 


Avg.  1800 


Avg.  3000 


RECOMMENDATIONS 

Based  on  the  foregoing  data,  and  tes.  results,  the 
Committee  on  Tests  recommends  that  the  resolution 
adopted  by  the  Board  March  7,  1944,  and  the  resolution 
adopted  January  31,  1939  be  amended  so  as  to  include 
the  approval  of  Northampton  Atlas  High  Early  Strength 
Portland  Cement  (Type  III),  Northampton  Atlas  Port¬ 
land  Cement  (Type  II),  Northampton  Atlas  White 
Portland  Cement  (Type  I),  and  Northampton  Atlas 
Waterproofed  White  Portland  Cement,  (Type  I)  as 
manufactured  at  the  applicant’s  new  mill  at  Northamp¬ 
ton,  Pa.,  pursuant  to  Section  C 26- 191.0  of  the  Adminis¬ 
trative  Code  and  required  by  Subdivision  b,  of  Section 
C26-178.0  of  the  Administrative  Code,  for  use  in  New 
\ork  City  in  accordance  with  Section  C26-312.0cl  as 
superseded  by  General  Resolution  464-45-GR,  provided 
the  applicant  shall  file  monthly  mill  test  reports  of  physi¬ 
cal  and  chemical  analyses  certified  by  the  applicant’s 
Chief  Chemist  at  the  New  Northampton  Mill,  that  each 
type  of  cement  be  legibly  marked,  and  that  each  bag  be 
marked,  tagged  or  labeled,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  un¬ 
der  Cal.  1020-38-SM"  and  when  marketed  in  bulk  for 
use  in  New  York  City  the  bills  of  lading  shall  be 
similarly  marked. 


(Sgd,) 


BERNARD  A.  SAVAGE, 
Commissioner, 


CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutions  of  January  31,  1939  and  March 
|  7,  1944,  in  accordance  with  the  report  of  the  Committee  on 

Tests,  dated  February  5,  1946. 


241-39-SM 

APPLICANT — Milcor  Steel  Company,  owner. 

SI  BJECT — Milcor  Metal  Lath  and  Metal  Lath  Accessories 
— Netmesh,  Smalmesh,  Finermesh,  Furlath,  Tilatli. 
Kuehn  Specialmesh,  Stayrib  Metal  Lath,  approval 
of 

APPEARANCES— 

For  Applicant:  Mathew  G.  Robertson. 

AC  I  ION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  () 


THE  RESOLUTION  (241-39-SM) 

\\  hereas,  Milcor  Steel  Company,  owner,  filed  on  Feb¬ 
ruary  27,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Milcor 
Metal  Lath  and  Metal  Lath  Accessories — Netmesh,  Smal¬ 
mesh,  Finermesh,  Furlath,  Tilath,  Kuehn  Specialmesh,  Stay- 
rib  Metal  Lath ;  and 

V  hereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  241-39-SM 


Jan.  31,  1946. 


Subject:  Milcor  Metal  Lath  and  Metal  Lath  Acces¬ 
sories — Netmesh,  Smalmesh,  Finermesh,  Fur¬ 
lath,  Tilath,  Kuehn  Specialmesh,  Stayrib 
Metal  Lath,  approval  of. 


The  Milcor  Steel  Company  of  Milwaukee,  Wisconsin, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  under  the  mandatory  requirement  of  C26- 
178.0,b  for  the  approval  of  their  metal  lath  and  lath 
accessories,  for  use  under  the  requirements  of  C26- 
459.0  and  C26-460.0  of  the  Administrative  Building- 
Code. 

These  materials  are  manufactured  at  the  applicant’s 
plant  located  in  Milwaukee,  W  isconsin,  from  required 
gauge  metal  sheets  or  blanks  of  widths  and  lengths  as 
are  required  of  the  finished  products.  The  laths  are 
produced  on  either  the  rotary  or  guillotine  type  ma¬ 
chines  and  also  by  the  punched  method.  On  the  rotary 
and  guillotine  types,  the  slitted  sheet  of  required  dimen¬ 
sions  is  expanded  as  it  leaves  the  original  operation. 
On  the  punched  type  the  material  is  first  punched  and 
then  mechanically  or  manually  expanded  to  the  finsh 
size,  after  which  all  sheets  are  bundled  with  a  weight 
identification  tag  and  then  painted  and  dipped,  dried 
and  stored  ready  for  shipment. 

The  lath  and  accessories  of  the  applicant’s  manufac¬ 
ture  are  listed  as  follows : 


Milcor  Netmesh  or  Smalmesh 
Metal  Laths 

2.5#  Painted  Copper  Alloy 
3.4# 

3.4#  Galvanized 

Milcor  Specialmesh  &  No.  1 
Flat  Rib.  Stay-Rib  Metal  Laths 
2.75#  Painted  Copper  Alloy 
3.4#  Painted  Copper  Alloy 

Milcor  y%"  No.  2  Stay-Rib 
Metal  Lath 

3.4#  Painted  Copper  Alloy 
4.0#  Painted  Copper  Alloy 

Milcor  y  No.  3  Stay-Rib 
Metal  Lath 

.60#  Painted  Copper  Alloy 
.75# 


Actual  Weight 

per  sq.  yrd. 

Gauge 

2.5 

26 

3.4 

24 

3.4 

25 

2.75 

29 

3.4 

28 

3.4 

28 

4.0 

26 

5.4 

25 

6.75 

24 
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Milcor  (Bostwick)  Sheet  Lath 


4.5#  Painted  Copper  Alloy 

4.5 

30 

Milcor  Burial  Vault  Mesh 

Metal  Lath 

2.5#  Painted  Copper  Alloy 

2.5 

26 

2.5#  Unpainted  “ 

2.5 

26 

3.4#  Painted 

3.4 

24 

3.4#  Unpainted  “ 

3.4 

24 

Milcor  Bigmesh  Stucco  Lath 

1.8#  Painted  Copper  Alloy 

3.0 

18 

3.6# 

3.0 

16 

STUDDING,  FURRING  &  ACCESSORIES 

Actual  Wgt. 

per  1000' 

Gauge 

Milcor  Steel  Studs  and  Track 

3)4"  Painted 

674 

16 

4"  Painted 

654 

16 

6" 

834 

16 

Milcor  Cold  Rolled  Channels 

yA"  Painted 

300 

16 

1  y2"  Painted 

475 

16 

Milcor  Corner  Lath  and  Lath  Strips 

2"  x  2"  Painted  Copper  Alloy  . 

90 

26 

3"  x  3"  Painted  Copper  Alloy 

140 

26 

3"  Painted  Copper  Alloy 

75 

26 

Milcor  Tie  &  Hanger  Wire 

Tie  Wire  in  Coils,  Hanks  or  Stones 

16  &  18 

Galvanized  or  Black 

Hanger  Wire  in  Coils 

8 

Galvanized 

MILCOR  CORNER  BEADS 

Super-Ex 

320 

26 

No.  1  Expansion 

230 

26 

No.  103d"  Radius  Expansion 

365 

26 

No.  11 3d"  “  “  Reinforced 

465 

26 

No.  8)4"  Radius 

850  16  ga.  Face 

No.  9)4"  Radius 

1050  16 

ga.  Face 

ARCH  BEAD 

180 

26 

No.  12  Wide  Flange 

370 

26 

No.  13  Superior 

220 

26 

No.  15 

200 

26 

No.  19 

370 

26 

No.  50  3d"  Radius 

290 

26 

No.  31  3d"  Radius 

590 

24 

No.  41  3d"  Radius 

480 

26 

No.  50-A  Mitres 

40 

22 

Corner  Bead  Clips 

30 

24 

Milcor  Metal  Casings 

No.  4  Expansion 

350 

24 

No.  6  Expansion 

350 

24 

No.  60  Short  Flange 

235 

22 

No.  66  “ 

235 

22 

No.  138  “ 

250 

24 

No.  139  “ 

250 

24 

No.  704  “ 

160 

24 

No.  705  “ 

125 

20 

No.  706  “ 

170 

24 

No.  4  &  6  Casing  Mitres 

70 

22 

Casing  Locking  Clips 

8 

20 

No.  2  Casing  Clips 

35 

16 

Milcor  Screeds  &  Picture  Moulds 


No.  3  Expansion  Screed 

230 

26 

No.  61  Screed 

200 

26 

No.  74  Curved  Point  Screed 

195 

26 

No.  77  Plain  Screed  J4" 

160 

26 

No.  77  Fittings 

60 

No.  16  Picture  Mould 

275 

26 

No.  70  Picture  Mould 

260 

26 

INSPECTION 

Random  samples  of  the  applicant’s  types  of  lath  were 

inspected  by  the  Committee 

of  the  Board  consisting  of 

Commissioner  Charles  M.  Blum  and 

.  Chief 

Engineer 

Leslie  V.  Huber,  at  Chicago,  with  results  as 

follows : 

Sam- 

Av. 

pie  Area  of 

Wt.  per 

wt.  per 

No.  Catalogue  lot  unit  tested 

unit,  lbs. 

unit,  lbs. 

1  3.4  Galvanized  (2bdls.) 

40  yds. 

130 

3.25 

2  .75#/sq.ft.  3d"  Stayrib 

192  sq.ft. 

140 

.73 

3  3.4  painted  (2  bdls.) 

40  yds. 

134 

3.35 

4.  .6/sq.ft.  3d"  painted 

192  sq.ft. 

106 

.55 

110 

.57 

5  4.0#  painted 

32  yds. 

125 

3.97 

6  3.4  painted 

32  yds. 

101 

3.16 

7  2.75  painted 

32  yds. 

92 

2.9 

8  3.4  painted 

32  yds 

104 

3.25 

9  2.5  painted 

40  yds. 

104 

2.6 

10 

Wt.  per  lin.  ft. 

Super  ex  corner  bead  .320 

Gauge 

26 

11 

2"  x  2"  painted  corner  lath 

.090 

26 

12 

#77  Plain  screed  )4" 

.160 

26 

13 

#103d"  Radius  Expansion  Bead 

.365 

26 

14 

#66  Short  Flange  Metal  Casing 

.235 

22 

15 

#60  Short  Flange  Metal  Casing 

.235 

22 

16 

#1  Expansion  Corner  Bead 

.230 

26 

17 

#74  Curved  point  Screed 

.195 

26 

18 

#70  Picture  mould 

.260 

26 

19 

3"  x  3"  Painted  Copper  Alloy 

.140 

26 

20 

Corner  lath  strip 
#13  Superior  Arch  Bead 

.220 

26 

21 

Arch  Bead 

.370 

26 

22 

#4  Expansion  Metal  Casing 

.350 

24 

In  regard  to  the  samples,  which  were  found  de¬ 
ficient  in  weight,  the  applicant  advises  that  wartime 
restrictions  made  it  impossible,  to  always  obtain  sheet 
steel  in  conformity  with  specifications  and  that  under 
normal  conditions  the  weights  of  these  materials  will 
be  within  the  permitted  tolerances  and  published  weights. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee 
recommends  the  approval  of  Milcor  Metal  Lath  and 
Metal  Lath  Accessories,  Netmesh,  Smalmesh,  Finer- 
mesh,  Furlath,  Tilath,  Kuehn  Specialmesh,  Stayrib 
Metal  Lath,  as  follows : 

Lath,  weighing  less  than  three  pounds  per  square 
yard  be  approved  for  use  as  a  substitute  for  combusti¬ 
ble  lath  under  C26-458.0  (8.4.10.2).  Such  lath,  however, 
shall  weigh  not  less  than  two  and  one-half  pounds  per 
square  yard. 

Lath  weighing  three  pounds  per  square  yard  or  over 
be  approved  for  use  as  metal  lath  under  C26-459.0 
(8.4.10.3)  and  C26-460.0  (8.4.10.4)  when  installed  in 
accordance  with  the  requirements  therefor. 

All  accessories  listed  herein  be  approved  when  installed 
under  the  requirements  of  the  Administrative  Building 
Code  under  C26-191.0  (2.2.3)  and  C26-178.0  (2.12.5). 

It  is  further  recommended  that  the  use  of  these  mate- 
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rials  be  limited  to  the  specific  uses  permitted  for  each 
type  of  lath  and  that  it  be  applied  as  provided  for  in  the 
pertinent  provisions  of  the  Administrative  Bnuilding 
Code.  In  cases  where  no  specific  requirements  exist, 
the  material  may  he  installed  in  accordance  with  the 
manufacturer’s  specifications. 

It  is  also  recommended  that  the  materials  shall  he 
manufactured  and  applied  as  provided  for  herein,  except 
that  lath  weight  shall  be  permitted  a  tolerance  of  S 
per  cent. 

Each  bundle  or  container  shall  be  labeled  or  stamped 
reading  as  follows :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  Use  in  New  York  City  Under 
Cal.  No.  241-39-SM.’’  Where  the  lath  weight  is  less 
than  three  pounds  per  square  yard  such  lath  shall  bear 
additional  wording  reading  as  follows :  “This  metal  lath 
may  only  be  used  where  combustible  lath  is  permitted.” 
It  is  not  intended,  however,  that  the  prohibitions  of 
C 26-458.0  a. b  (8.4.10.2)  a.b  apply  to  lath  weighing  less 
than  three  pounds  per  square  yard  as  herein  recom¬ 
mended  for  approval.  The  installation  of  such  lath, 
however,  shall  comply  with  all  the  requirements  of  the 
Code  for  metal  lath  as  provided  in  C26-459.0  (8.4.10.3). 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner 


CHARES  M.  BLUM 
Commissioner 

LESLIE  V.  HUBER 
Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Milcor  Metal  Lath 
and  Metal  Lath  Accessories — Netmesh,  Smalmesh,  Finer- 
mesh,  Furlath,  Tilath,  Kuehn  Specialmesh,  Stayrib  Metal 
Lath,  on  condition  that  the  material  .be  manufactured  in¬ 
stalled,  used  and  labelled  in  accordance  with  the  above 
report. 


821-45-SA 

APPLICANT — Sun-Ray  Burner  Corp.,  owner. 

SUBJECT — Instant  Heat  Oil  Burner,  approval  of. 

APPEARANCES— 

For  Applicant:  O.  E.  Goodstein  and  Hyman  Blum. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  ' .  0 

THE  RESOLUTION  (821-45-SA) 

w  hereas,  Sun-Ray  Burner  Corp.,  owner,  filed  on  De¬ 
cember  29,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Instant 
Heat  Oil  Burner ;  and 

\\  hereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

January  28,  1946 

Re:  Cal.  821-45-SA 

Subject:  Instant  Heat  Oil  Burner,  approval  of. 

The  Sun-Ray  Burner  Corp.,  of  Brooklyn,  N.  Y., 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Instant  Heat  Oil  Burner 


under  the  provisions  of  C19-57-0  of  the  Administrative 
Code  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 


DESCRIPTION 

This  burner  is  designed  for  installation  in  a  steam 
boiler  for  domestic  or  commercial  heating.  It  is  of  the 
mechanical  atomizing  type  and  consists  of  the  follow¬ 
ing  assembly:  A  G-E  1/6  H.P.  Motor,  Type  KH :  a 
Tuthill  fuel  pump,  a  regulating  valve,  a  strainer,  a  Tor- 
rington  5J4  by  3?4  sirocco  type  fan;  a  Harsh  3l/2 
gallon  nozzle  ;  Ignition,.  General  Electric  Transformer 
110  volts  primary,  10,000  volts  secondary;  standard 
Minneapolis-Honeywell  controls;  consisting  of  Protec- 
torelay  pressuretrol,  aquastat  and  thermostat.  The 
burner  has  been  tested  and  approved  by  the  Under¬ 
writers  Laboratories  MP1475-45C1678. 


TEST 

A  model  of  the  Burner  was  inspected  and  tested  at 
the  plant  of  the  applicant  at  8730  18th  Ave.,  Brooklyn, 
N.  Y„  in  the  presence  of  Commissioner  C.  M.  Blum 
and  Chief  Engineer  L.  V.  Huber  of  the  Committee  on 
Tests.  With  the  oil  supply  cut  off  and  a  cold  combustion 
chamber  the  burner  was  put  in  operation  and  in  succes¬ 
sive  tests  the  controls  functioned  and  shut  down  the 
burner  in  average  time  of  23  seconds.  The  burner  was 
put  in  normal  operation  and  the  control  functioned  as 
designed.  During  the  period  of  test  there  were  no  flow- 
backs  due  to  faulty  ignition,  and  an  examination  of  the 
combustion  chamber  showed  no  undue  carbon  deposits. 
A  test  of  the  CO2  content  of  the  flue  gasses  indicated 
not  less  than  10%  throughout  the  operating  range  of 
the  capacity  of  the  burner. 

RECOMMENDATION 

On  the  basis  of  this  inspection  and  test  and  the  ap¬ 
proval  of  the  Underwriters  Laboratories  the  committee 
recommends  that  the  Instant  Heat  Oil  Burner  be  ap¬ 
proved  for  domestic  and  commercial  use  in  New  York 
City  with  fuel  oil  not  leaner  than  No.  3  U.  S.  Dept, 
of  Commerce  Standards  where  installed  in  accordance 
with  this  report  and  with  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals  provided  the  Burner 
bears  a  label  permanently  affixed  reading  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  821-45-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Instant  Heat  Oil 
Burner,  on  condition  that  the  appliance  be  manufactured, 
installed,  used  and  labelled  in  accordance  with  the  above 
report. 


Adjourned:  1:25  P.M. 


Joseph  J.  Doyle, 

Chief  Clerk. 
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REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  FEBRUARY  13,  1946. 

Present :  Commissioners  Savage  and  Blum  and  Deputy 
Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

425-45-A 

APPLICANT — Insurance  Department,  State  of  New  York. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  previously 
granted  on  condition,  under  Section  35,  General 
City  Law  re  bed  of  mapped  street  (Siegfried  place). 
PREMISES  AFFECTED — 3149-3153  Rawlins  avenue  and 
1330-1334  Kearney  avenue,  northeast  corner  (Block 
5408,  Lots  201,  202  and  203),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  George  R.  Euell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Appeal  reopened  and  resolution 
amend. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 

THE  RESOLUTION  (425-45-A) 


Whereas,  this  appeal  under  section  35  of  the  General 
City  Law  re  bed  of  a  mapped  street  (Siegfried  place),  af¬ 
fecting  premises  3149-3153  Rawlins  avenue  and  1330-1334 
Kearney  avenue  northeast  corner  (Block  5408,  Lots  201, 
202  and  203),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  September  11,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal,  and  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  11,  1945  so  that 
as  amended  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  dated  July  2,  1945  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  under 
the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  on  condition  that  no  additional 
buildings  shall  be  erected  on  the  land  within  the  bed 
of  the  proposed  street  and  that  the  existing  buildings 
shall  not  be  increased  in  area  without  further  permis¬ 
sion  from  this  Board.” 


1-46-A 

APPLICANT — Alden  B.  MacNeil,  for  Burt  Duckman, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 39-09  214th  place,  southeast 
corner  of  39th  avenue  (Block  6243,  Lot  5),  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alden  B.  MacNeil  and  Burt  Duck- 
man. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  THE  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Guinee  . 

Negative  . 

Absent :  Chairman  Murdock  . 


THE  RESOLUTION  (1-46-A) 

Whereas,  Alden  B.  McNeil,  for  Burt  Duckman,  owner, 
filed  January  2,  1946,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  39-09  214th  place, 
southeast  corner  of  39th  avenue  (Block  6243,  Lot  5),  Bay- 
side,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  18,  1945,  re  Alt.  App.  2148-45,  reads : 

“1.  Proposed  conversion  of  a  frame  residence  building 
to  a  nursing  home  and  extending  said  building  in  non- 
fireproof  construction  is  contrary  to  sect.  4.1.5  and  4.2.1 
of  B.C. 

2.  Exits — (a)  Stair  enclosure  contrary  to  sect.  6.4.1. 
8.1  paragraph  a  of  B.C. 

(b)  Stairs  do  not  extend  to  roof  which  is  contrary 
to  sect.  6.4.1.11  subdivision  3  of  B.C.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  2)4  stories,  27  ft.  in  height,  96  ft.  by  43  ft.  in  area, 
of  Class  4  construction ;  and 

Whereas,  the  plans  filed  with  this  appeal  indicate  that 
the  existing  2)4  story  cement  block  building  45  ft.  by  40  ft. 
in  area,  and  a  proposed  construction  of  an  addition  thereto 
to  be  35  ft.  in  width,  fronting  on  39th  avenue  with  a  depth 
of  96  ft.  therefrom,  2  stories  in  height,  of  Class  3  construc¬ 
tion,  and  the  premises  are  located  in  business  and  residence 
use,  D  area,  Class  1  height  districts ;  the  existing  building 
erected  in  1901  and  occupied  as  a  one-family  dwelling.  The 
building  as  extended  will  be  used  and  occupied  as  follows  : 
Cellar,  heating,  storage,  laundry  and  morgue;  1st  and  2nd 
floors,  nursing  home,  26  persons  on  1st  and  29  on  the  2nd, 
and  will  be  equipped  with  3  interior  stairs.  The  existing 
stairs  in  existing  portion  of  the  building  is  of  wood  con¬ 
struction  unenclosed;  the  two  stairs  proposed  in  proposed 
portion  of  the  building  will  be  4  ft.  wide  iron  construction, 
enclosed  in  fire-retarded  partitions,  equipped  with  1-hour, 
self-closing  doors;  one  exterior  iron  ladder  is  proposed 
from  roof  of  new  extension  directly  to  yard  at  grade  with 
egress  through  yard  to  street ;  and 

Whereas,  the  applicant  contends  that  the  present  one- 
family  dwelling  is  approximately  34  ft.  from  curb  to  ridge 
and  20  ft.  8  in.  from  curb  to  top  of  2nd  floor  beams ;  that 
this  building  is  constructed  entirely  of  cement  blocks  except 
for  the  side  walls  of  the  front  raised  roof  portion  which  is 
frame ;  that  the  new  extension  will  be  Class  3,  20  ft.  high 
from  curb  to  top  of  roof  beams  with  flat  roof  and  parapet ; 
that  the  area  of  the  existing  building  and  new  extension  will 
be  4,704  sq.  ft. ;  that  the  occupancy  of  the  3d  floor  will  be 
for  two  resident  nurses  and  recreation  room  for  nurses’  use 
only;  that  there  will  be  four  exits  .from  1st  floor  to  street; 
that  there  will  be  two  fire-retarded  4  ft.  wide  stairs,  leading 
to  yard,  one  existing  open  wood  3  ft.  6  in.  stair  emptying 
into  the  sitting  room  which  in  turn  opens  to  the  street  and 
one  existing  open  wood  2  ft.  6  in.  wide  stair  from  3d  floor 
to  2nd  floor  hall  with  egress  thence  to  main  stairway ;  that 
the  3d  floor  windows  open  directly  on  the  extension  roof 
which  will  be  provided  with  a  gooseneck  ladder  to  yard : 
that  ample  exit  facilities  have  been  provided,  it  is  therefore 
requested  that  the  proposed  use  of  this  building  as  extended 
be  permitted  by  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2148-45  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  objection  1,  on 
condition  that  the  proposed  extension  is  separated  from  the 
existing  building  by  concrete  block  walls  12"  thick  with  all 
openings  protected  by  approved  fireproof  opening  protective 
assemblies ;  that  in  all  door  openings  in  such  walls,  such 
doors  shall  be  of  approved  hollow  metal  type ;  that  the 
window  on  the  2nd  floor  landing  shall  be  bricked  up  with 
approved  masonry ;  that  the  kitchen  shown  in  the  proposed 
extension  shall  be  separated  from  the  remainder  of  the 
3  building  on  the  kitchen  wall  side  by  8"  concrete  block  wall 
0  with  fireproof  opening  protective  assemblies  to  the  existing 
1  building  and  to  the  corridor  and  that  the  floor  and  roof 
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construction  thereto  shall  be  of  class  2  construction;  as  to 
objection  2,  that  the  stairways  shall  be  equipped  with  self¬ 
closing  fireproof  doors  with  a  sprinkler  complying  with  the 
requirements  of  the  Multiple  Dwelling  Law  therefor  and 
similarly  such'  sprinkler  system  shall  be  installed  in  the 
existing  building  from  the  first  to  the  third  floor,  both 
connected  to  the  house  water  supply  from  a  street  line  not 
less  than  I'A" ;  that  the  exterior  ladder  from  the  third  floor 
extension  to  grade  shall  be  an  approved  fire  escape ;  that  the 
linen  chute  and  dumbwaiter  shall  be  protected  by  approved 
fireproof  opening  protective  assemblies;  that  the  plot  shall 
not  be  reduced  and  building  shall  not  be  increased  in  height 
or  area  ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


21-46-A 

APPLICANT — Harry  Hurwit,  for  M.S.P.  Estates,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFECTED — 94  Bowery,  west  side,  50  ft.  8 
in.  north  of  Hester  street  (5th  floor);  (Block  239, 
Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  Hurwit  and  Joseph  Ferber. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent:  Chairman  Murdock., .  1 

THE  RESOLUTION  (21-46-A) 


Whereas,  Harry  Hurwit,  for  M.S.P.  Estates,  owner, 
filed  January  9,  1946,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  94  Bowery,  west 
side.  50  ft.  8  in.  north  of  Hester  street,  (5th  floor)  ;  (Block 
239,  Lot  36),  Borough  of  Manhattan;  and 

W  hereas,  the  decision  of  the  borough  superintendent, 
dated  February  4.  1946,  on  Alt.  App.  1932-45,  reads: 

“Amendment  of  Jan.  2L  1946  Disapproved  with  the 
following  objections  repeated: 

C-13  Change  of  occupancy  from  residence  use  to  fact- 
tory  use  requires  building  of  5  stories  to  be  fireproof 
Sect.  412.1  of  B.C. 

C-15  Required  liveload  for  factory  use  is  120  lbs.  per 
sq.ft,  (present  floors  are  good  for  100  lbs.  per  sq.ft, 
liveload) .” 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories.  60  feet  in  height,  24  ft.  by  100  ft.  in  area  at  1st 
floor,  24  ft.  by  80  ft.  in  area  at  typical  floor,  Class  3  con¬ 
struction,  erected  in  1893,  located  in  unrestricted  use,  E  area, 
Class  2  height  district,  used  since  1833  as  lodging  house, 
now  vacant  and  proposed  to  be  used  and  occupied  as  fol¬ 
lows :  Cellar,  boilerroom  and  storage;  1st  floor,  stores;  2nd 
to  5th  stories,  inclusive,  manufacturing — number  of  occupants 
not  stated;  that  the  building  is  equipped  with  an  interior 
fire  alarm  system  and  regular  monthly  fire  drills  are  main¬ 
tained  ;  that  it  is  also  equipped  with  one  fire  escape  at  front 
of  building  leading  to  roof  by  stair  and  street  by  counter¬ 
balanced  stairs ;  that  windows  and  doors  on  the  course 
thereof  are  firepoof,  self-closing;  and 
W  hereas,  Certificate  of  Occupancy  3353  issued  June  27. 
1921  classifies  the  building  as  nonfireproof,  cellar  and 
5-story  factory  and  permitted  its  use  throughout  as  a  fac¬ 
tory  with  an  occupancy  of  3  persons  on  the  1st  floor,  5  on  the 
2nd  and  3d,  each,  and  10  on  the  4th  and  5th.  each;  and 
Whereas,  Certificate  of  Occupancy  4909  issued  June  26. 
1922,  permitted  the  use  of  the  building  as  a  factory  with  an 
occupancy  of  3  persons  on  the  1st  floor,  6  on  the  2nd.  10  on 
the  3d,  4  on  the  4th  and  29  on  the  5th;  and  Certificate  of 


Occupancy  21964  issued  December  17,  1936,  classified  the 
building  as  business  and  residence  and  permitted  its  use  as 
follows:  Cellar,  storage;  1st  floor,  stores,  100  lbs.  liveload. 
10  persons;  2nd  floor,  open  dormitory  and  reading  room,  30 
persons;  3d,  4th  and  5th  floors,  open  dormitory,  30  persons 
each  floor;  and 

W  hereas,  the  applicant  contends  that  it  is  proposed  to 
restore  the  building  to  its  former  use  of  manufacturing ; 
that  permission  for  such  change  of  use  should  be  granted  as 
the  same  building  was  used  for  many  years  for  manufac¬ 
turing  purposes  and  so  approved;  that  since  the  building 
was  used  for  manufacturing  it  was  greatly  improved  in  its 
last  alteration  in  the  following  respects:  a  new  fireproof 
4  ft.  wide  stairway  was  installed,  a  fire  alarm  system  with 
Fire  Department  connection  was  installed  and  monthly  fire 
drills  will  be  continued;  that  in  addition  the  present  fire 
escape  will  have  a  counterbalanced  stair  from  lowest  bal¬ 
cony  to  street  instead  of  existing  drop-ladder  and  all  exits 
to  fire  escapes  will  have  fireproof,  self-closing  doors  and 
connections  to  the  rear  fire  escapes  of  adjoining  buildings 
to  the  north  and  south,  as  indicated  on  plans  filed  with  this 
appeal  :  that  due  to  the  lack  of  demand  for  a  lodging  house 
of  this  type  in  this  location,  the  building  was  carried  at 
great  loss  to  the  owners  for  years  and  the  owners  endeav¬ 
ored  to  maintain  it ;  that  they  are  forced  to  restore  the 
building  to  its  former  use  for  which  a  demand  exists. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1932-45  objection  C-13,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  g ranted 
permitting  the  building  to  be  restored  to  factory  use,  on 
condition  that  the  occupancy  of  the  building  shall  not  exceed 
the  capacity  of  the  primary  means  of  exit ;  that  the  secondary 
means  of  exit  shall  be  by  front  and  rear  fire  escapes 
shown  on  plans  marked  “Received  January  9,  1946”;  that 
the  type  of  factory  occupancy  shall  be  deemed  non-hazardous 
by  the  fire  commissioner;  as  to  objection  C-15,  that  the 
proposed  load  of  100  lbs.  per  sq.  ft.  liveload  may  be  per¬ 
mitted  provided  the  floors  are  posted  to  that  effect  and  at 
no  time  loaded  beyond  such  capacity;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


798-45-A 

APPLICANT — F.  P.  Platt  and  Brother,  for  International 
Business  Machines  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 590  Madison  avenue,  southeast 
corner  of  East  57th  street  (20th  floor)  ;  (Block 
1292,  Lot  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  Tp  WITHRDAW — 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent:  Chairman  Murdock  .  l 


818-45-A 

APPLICANT — George  G.  Miller,  for  Estelle  Krause, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1445-1 449  Unionport  road, 
west  side,  81.51  ft.  south  of  McGraw  avenue  (1st 
floor);  (Block  3932,  Lots  178,  179  and  180),  Bor¬ 
ough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  George  G.  Miller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent:  Chairman  Murdock  .  1 


712-45-A 

APPLICANT— Arthur  Jovis,  for  Milton  Steiner,  owner 
(Anna  Hoffman,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 5440  Independence  avenue,  east 
side,  315.46  ft.  north  of  West  254th  street  (1st  and 
2nd  floors)  ;  (Block  3425,  Lot  284),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Jovis. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1946  at 
2  P.M.  for  further  consideration. 


796-45-A 

APPLICANT — Benjamin  Dreisler,  Sr.,  for  Hendie  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent. 

PREMISES  AFFECTED — 22-32  Buckingham  road,  west 
side,  172  ft.  7  in.  south  of  Caton  avenue  (cellar  and 
1st  floor)  ;  (Block  5076,  Lot  14),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Dreisler,  Sr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  19,  1946  at 
2  P.  M.  at  request  of  applicant. 


87-46-A 

APPLICANT — Harold  Herman,  for  Primrose  Manage¬ 
ment  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 238-240  West  54th  street, 
South  side,  126  ft.  3l/i  in.  west  of  Broadway  (2nd 
floor)  ;  (Block  1025,  Lot  51),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Harold  Herman  and  Herman  Kron. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1946  at 
2  P.  M.  for  further  consideration. 


ZONING  APPLICATIONS 

216-29-BZ 

APPLICANT — Abram  Shlef stein,  for  Helen  Eckerman, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  for  a 
temporary  term. 


PREMISES  AFFECTED — Southwest  corner  of  Nassau 
boulevard  and  Little  Neck  road  (Block  4108,  Lot 
100),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Chairman  Murdock .  1 

THE  RESOLUTION  (216-29-BZ) 


Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  tem¬ 
porary  term,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  southwest  corner  of  Nassau 
boulevard  and  Little  Neck  road  (Block  4108,  Lot  100),  Little 
Neck,  Borough  of  Queens,  was  granted  by  the  Board  on 
May  28,  1929,  on  certain  conditions  and  permit  extended 
from  time  to  time,  the  last  extension  of  permit  being  on 
February  15,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  28,  1929,  as  amend¬ 
ed  through  February  15,  1944,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“Granted  for  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution,  to  permit  .  .  .  and 
that  other  than  as  herein  amended  the  conditions  of  the 
resolution  of  May  28,  1929  shall  be  complied  with ;  and 
that  a  new  certificate  of  occupancy  shall  be  obtained.’’ 


92-31-BZ 

APPLICANT — Rubin  Raskin,  for  Rubin  Raskin  and  Louis 
Raskin,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  for  a  term  of  years,  permitting  partly  in 
business  use  and  partly  in  unrestricted  use  district, 
the  maintenance  of  a  building  occupied  as  a  garage 
for  more  than  five  motor  vehicles  and  a  motor  ve¬ 
hicle  repair  shop,  and  the  alteration  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 8401-8411  Flatlands  avenue  and 
761-775  East  84th  street,  northeast  corner  (Block 
8005,  Lots  6  and  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Abraham  N.  Horwitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  permit  and 
time  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
AND  TIME— 

Affirmative  :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Chairman  Murdock .  1 

THE  RESOLUTION  (92-31-BZ) 


Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  8401-8411  Flatlands  avenue  and  761-775  East  84th 
street,  northeast  corner  (Block  8005,  Lots  6  and  11),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  June  23, 
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1931,  on  certain  conditions,  permit  extended  from  time  to 
time  and  resolution  amended  on  April  15,  1941  under  section 
7 f  of  the  zoning  resolution,  permitting  partly  in  a  business 
use  district  and  partly  in  an  unrestricted  use  district,  for  a 
term  of  ten  years,  the  maintenance  of  a  building  occupied  as 
a  garage  for  more  than  five  motor  vehicles  and  a  motor 
vehicle  repair  shop  and  the  alteration  and  maintenance  of  a 
gasoline  service  station ;  and 

Whereas,  time  was  extended  to  obtain  permits  and  com¬ 
plete  the  work,  on  March  3,  1943,  February  15,  1944  and  on 
February  14,  1945;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit  and  the  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  on  January  23,  1931,  as 
amended  April  15,  1941,  through  February  14,  1945,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit  and  time  in 
which  to  complete  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“Granted  under  section  7f  for  a  term  of  ten  (10) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  January  23,  1931,  as 
amended  April  15,  1941,  shall  be  complied  with;  that 
all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


1-37-BZ 

APPLICANT — Pondrand  Amusement  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 67-02  62nd  street,  west  side. 
125.11  ft.  north  of  68th  avenue  (Block  3620,  Lot  7), 
Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Murphy  and  Charles  Horbes. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT- 
Affirmative :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Chairman  Murdock .  1 


THE  RESOLUTION  (1-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  67-02  62nd  street,  west 
side,  125.11  ft.  north  of  68th  avenue  (Block  3620,  Lot  7). 
Ridgewood,  Borough  of  Queens,  was  granted  by  the  Board 
on  March  4,  1938,  on  certain  conditions,  time  extended  on 
November  1,  1938,  permit  extended  on  March  5,  1940.  March 
3,  1942,  February  8,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  does  hereby  amend  the  resolution 
adopted  on  March  4,  1938,  as  amended  through  February  X. 
1944,  only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
;o  that  as  amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  to  permit  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  of  the  pleasure  car 
type,  on  condition  .  .  .  and  that  other  than  as  herein 
amended  the  conditions  of  the  resolution  of  March  4. 
1938  shall  be  complied  with.” 


151-37-BZ 

APPLICANT — Wilkes  Parking  Station,  for  South  Brook¬ 
lyn  Railway  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in 
residence  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 365-373  Ralph  avenue,  north¬ 
east  corner  of  Pacific  street  (Block  1431,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Walter  D.  Wilkes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 

THE  RESOLUTION  (151-37-BZ) 


Whereas,  this  application  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  365-373  Ralph  avenue,  northeast 
corner  of  Pacific  street  (Block  1431,  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  March  11,  1938,  on 
certain  conditions  and  permit  extended  on  March  19,  1940, 
March  10,  1942  and  February  8,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit.  * 

Resolved,  that  the  Board  does  hereby  amend  the  resolu¬ 
tion  dated  March  11,  1938,  as  amended  through  February 
8,  1944,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition.  .  .  .  and  that  other  than  as  herein 
amended  the  conditions  of  the  resolution  of  March  11, 
1938,  shall  be  complied  with.” 


594-37-BZ 

APPLICANT — William  J.  O’Neill,  for  Hans  Angerman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 39-34  to  39-38  60th  street,  west 
side,  307  ft.  north  of  Roosevelt  avenue  and  39-27 
to  39-31  59th  street  (Block  1230,  Lot  35),  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  O’Neill  and  Hans  An¬ 
german. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


169 


MINUTES 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 

THE  RESOLUTION  (594-37-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  period  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  39-34  to  39-38 
60th  street,  west  side,  307  ft.  north  of  Roosevelt  avenue  and 
39-27  to  39-31  59th  street  (Block  1230,  Lot  35),  Woodside, 
Borough  of  Queens,  was  granted  by  the  Board  on  March  25, 
1938,  on  certain  conditions,  permit  extended  on  March  5, 
1940,  March  3,  1942  and  February  23,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  25,  1938,  as 
amended  through  February  23,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  ....  and  that  other  than 
as  herein  amended  the  conditions  of  the  resolution  «f 
March  25,  1938,  shall  be  complied  with.” 


136-41-BZ 

APPLICANT — Merola  Bros.  Builders,  Inc. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7f  for  a  term  of  five  years, 
permitting  in  residence  use  district,  the  use  of  an 
existing  building  as  a  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 316  Pleasant  avenue,  east  side, 
25  ft.  south  of  East  117th  street  (Block  1715,  Lot 
49),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Anthony  C.  Merola. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 

THE  RESOLUTION  (136-41-BZ) 


Whereas,  this  application  under  sections  7f  and  21  of  the 
zoning  resolution,  to  permit  in  residence  use  district,  the  use 
of  an  existing  building  as  a  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  316  Pleasant  avenue,  east  side,  25 
ft.  south  of  East  117th  street  (Block  No.  1715,  Lot  No.  49), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
15,  1941  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  does  hereby  amend  the  resolution 
adopted  on  July  15,  1941,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“Granted  under  Section  7f  for  a  term  of  five  (5) 
years  to  permit  the  building  to  be  occupied  as  a  non¬ 
storage  garage  for  more  than  five  (5)  motor  vehicles, 
on  condition.  .  .  .  and  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  of  July  15,  1941,  shall 
be  complied  with ;  and  that  a  new  certificate  of  occu¬ 
pancy  obtained.” 


851-41-BZ 

APPLICANT— Abraham  Margules,  for  Orloff  Apartments, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  mainte¬ 
nance  of  a  non-flashing  business  sign  extending 
more  than  18  inches  beyond  the  building  line,  for  a 
temporary  term  of  two  years. 

PREMISES  AFFECTED— 228  West  238th  street,  south 
side,  100  ft.  east  of  Broadway  (Block  3270,  Lot 
49),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Mrs.  Abraham  Margules. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


THE  RESOLUTION  (851-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  maintenance  of  a  non-flashing 
business  sign  extending  more  than  18  inches  beyond  the 
building  line,  affecting  premises  228  West  238th  street,  south 
side,  100  ft.  east  of  Broadway  (Block  3270,  Lot  49),  Bor¬ 
ough  of  The  Bronx,  was  granted  by  the  Board  on  March  3, 
1942,  on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  on  February  29,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  does  hereby  amend  the  resolution 
adopted  on  March  3,  1942,  as  amended  February  29,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  on  con¬ 
dition.  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  March  3,  1942,  shall  be 
complied  with.” 


40-45-BZ 

APPLICANT — Daniel  Santoro,  for  Gus  and  Rose  Stan- 
zione,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use,  E  area  district, 
the  erection  of  a  three-car  garage  (for  light  delivery 
trucks)  as  an  accessory  to  a  baker-grocery  business 
on  front  of  plot  in  a  local  retail  D  area  district. 

PREMISES  AFFECTED — 705  Forest  avenue,  north  side. 
310.66  ft.  west  of  Bement  avenue  (Block  168,  Lot 
68),  West  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Daniel  Santoro. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  (ON  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Commissioners  Savage  and  Blum  and 

Deputy  Chief  Guinee .  3 

Negative  . o 

Absent:  Chairman  Murdock  .  1 


MINUTES 


THE  RESOLUTION  (40-4S-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use,  E  area  dis¬ 
trict,  the  erection  of  a  three-car  garage  (for  light  delivery 
trucks)  as  an  accessory  to  a  baker-grocery  business  on  the 
front  of  plot  in  a  local  retail  D  area  district,  affecting 
premises  705  Forest  avenue,  north  side,  310.66  ft.  west  of 
Bemcnt  avenue  (Block  168,  Lot  68),  West  Brighton,  Bor¬ 
ough  of  Richmond,  was  granted  by  the  Board  on  April  10, 
1945  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  10,  1945  only  in  so  far 
as  it  has  reference  to  the  portion  of  the  resolution  identified 
as  the  present  two  car  garage  proposed  to  be  used  for  flour 
and  supply  space,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  the  wall  separating  such  space  from  the  bakery 
may  be  removed  and  a  new  oven  installed  as  located  on 
plans  filed  with  this  appeal  dated  January  22,  1946,  on 
condition  that  the  wall  separating  the  bakery  from  the 
three  car  garage  to  the  rear  shall  be  provided  with  a 
vestibule  constructed  of  masonry  not  less  than  8"  thick 
and  equipped  with  two  self-closing  1-1/2  hour  approved 
opening  fire  protective  assemblies  of  hollow  metal ;  that 
in  all  other  respects,  the  resolution  adopted  by  the  Board 
on  April  10,  1945  shall  be  complied  with  ;  that  a  new 
certificate  of  occupancy  shall  be  obtained.” 


327-23-BZ 

APPLICANT — Dennis  J.  Grillo,  for  Joseph  Shanik,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition  under  section  7g  of  the  zoning 
resolution,  permitting  partly  in  business  and  partly 
in  residence  use  districts,  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — Southwest  corner  of  Jackson 
avenue  and  31st  street,  (Block  1250,  Lot  6),  As¬ 
toria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  D.  J.  Grillo  and  W.  S.  Kaas. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :- Chairman  Murdock  .  1 


811-26-BZ 

APPLPICANT — Lama  and  Proskauer,  for  William  E. 
Winkle,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  re  new  proposal — Application 
(decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  un¬ 
restricted  and  residence  use  districts,  the  extension 
of  an  existing  public  garage  and  gasoline  service 
station  into  a  residence  use  district,  previously 
granted  by  the  Board  for  garage,  gasoline  station, 
auto  showroom,  office,  lubritorium,  auto  laundry 
and  minor  repairs. 


PREMISES  AFFECTED— 9302-9314  Atlantic  avenue  and 
9402-9408  Woodhaven  boulevard,  southwest  corner, 
(Block  9033,  Lot  1),  Woodhaven,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


70-37-BZ 

APPLICANT — William  O.  Staber,  for  Felix  De  Vito, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  under  section  7f  of  the  zoning  resolu¬ 
tion — Application  (decision  of  the  commissioner  ot 
buildings)  previously  denied  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 7015  Astoria  boulevard  north, 
northwest  corner  of  71st  street  (Block  1002,  Lots 
15  and  16),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  O.  Staber. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  • 

AC  riON  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


624-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lobe  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  change  of  use  from  stable  to  gaso¬ 
line  service  station,  lubritorium  and  car  washing. 

PREMISES  AFFECTED— 178-02  to  178-08  Union  turn¬ 
pike,  south  side,  400  ft.  east  of  Utopia  parkway 
(Block  7227,  part  of  Lot  24),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Chairman  Murdock  . .  1 


171 


MINUTES 


1478-39-BZ 

APPLICANT — Albert  Thompson,  for  Myron  C.  Degnon, 
lessee ;  Hillside  Jamaica  Home  Building  Co.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 175-01  to  175-65  Hillside  av¬ 
enue,  northeast  corner  of  175th  street  (Block  927, 
Lot  1  and  part  of  Lots  3,  16  and  18),  Jamaica,  Bor- 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Albert  Thompson. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  March  19,  1946 
at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioners  Savage  and  Blum  and 

Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


619-45-BZ 

APPLICANT — James  Whitford,  for  William  J.  Couch, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Application  (decision  of  the 
borough  superintendent)  under  section  7 a  of  the 
zoning  resolution,  to  permit  in  residence  use  district 
the  extension  of  ail  existing  garage  and  repair  shop, 
and  to  include  auto  truck  showroom  and  repair 
shop  (previously  withdrawn). 

PREMISES  AFFECTED— 977  Victory  boulevard,  north 
side,  932  ft.  east  of  Melrose  avenue  (Block  240, 
Lot  26),  Tompkinsville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  Whitford. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Park 
Dept. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  March  19,  1946 
at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


MATERIALS  SUBMITTED  FOR  APPROVAL 

217-43-SM 

APPLICANT — Wallace  Paper  Box  Company,  owner. 

SUBJECT — Wallace  Cardboard  Container  for  Motion  Pic¬ 
ture  Film,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Commissioners  Savage  and  Blum  and 


and  Deputy  Chief  Guinee  . 3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


THE  RESOLUTION  (217-43-SM) 

Whereas,  Wallace  Paper  Box  Company,  owner,  filed  on 
May  6,  1943,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Wallace 
Cardboard  Container  for  Motion  Picture  Film ;  and 

Whereas,  the  applicant  failed  to  make  arrangements  for 
inspection  and  test  of  this  material,  although  duly  notified 
to  do  so. 

Resolved,  that  this  application  be  and  it  is  hereby  dis¬ 
missed  for  lack  of  prosecution. 


295-43-SM 

APPLICANT — Model  Paper  Box  Co.,  Inc.,  owner. 

SUBJECT — Model  Cardboard  Container  for  Motion  Pic¬ 
ture  Film,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD- — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


THE  RESOLUTION  (295-43-SM) 

Whereas,  Model  Paper  Box  Co.,  Inc.,  owner  filed  on 
June  16,  1943,  an  application  with  the  Board  of  Standards 
and  appeals  for  approval  of  the  material  known  as  Model 
Cardboard  Container  for  Motion  Picture  Film ;  and 

Whereas,  the  applicant  failed  to  make  arrangements  for 
inspection  and  test  of  this  material,  although  duly  notified  to 
do  so. 

Resolved,  that  this  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


384-43-SM 

APPLICANT — Agfa  Ansco  Division  of  General  Aniline 
and  Film  Corporation,  owner. 

SUBJECT — Agfa  Ansco  Cardboard  Container  for  Motion 
Picture  Film,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  writ¬ 
ten  request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Chairman  Murdock  .  1 


THE  RESOLUTION  (384-43-SM) 

Whereas,  Agfa  Ansco  Division  of  General  Aniline  and 
Film  Corporation,  owner  filed  on  May  21,  1943,  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  material  appliance  known  as  Agfa  Ansco  Cardboard 
Container  for  Motion  Picture  Film ;  and 

Whereas,  the  applicant  under  date  of  February  6,  1946, 
requested  withdrawal,  since  the  termination  of  the  war  they 
are  now  able  to  obtain  metal  caps  for  the  packaging  of 
motion  picture  films. 

Resolved,  that  this  application  be  and  it  hereby  is  with¬ 
drawn. 


Adjourned:  5:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Notice  of  the  Hearing  Calendar. 

Rules  Directory. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Feb¬ 
ruary  19,  1946,  Affecting  Calendar  Numbers  743-42-BZ, 
687-45-BZ,  688-45-BZ,  44-46-BZ,  345-36-BZ.  367-38-BZ, 
37-41-BZ,  735-45-BZ,  747-45-BZ,  766-45-BZ,  68-46-A, 
433-38-SM  and  662-41-SA. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Feb¬ 
ruary  19,  1946,  Affecting  Calendar  Numbers  30-46-A. 
31-46-A,  39-46-A,  42-46-A,  43-46-A,  70-46-A,  87-46-A. 
105-46-A,  107-46-A,  1078-40-A,  155-42-A,  626-45-A,  209- 
45-A,  672-45-A,  730-45-A,  283-16-BZ,  122-31-BZ,  351- 
35-BZ,  104-37-BZ,  147-37-BZ.  375-41-BZ.  910-41-BZ, 
408-44-BZ,  425-20-BZ,  448-23-BZ,  203-40-SM  and  25- 
42-SM. 

(Remaining  minutes  of  the  meeting  of  February  19,  1946 
will  be  printed  in  the  Bulletin  of  March  5,  1946). 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  February  19,  1946. 

Cal.  No.  Dept.  Premises  Affected 

90-46-A — H.B.Q. — 47-40  Metropolitan  avenue,  south  side, 
299.52  ft.  east  of  Woodward  avenue  and  25  Woodward 
avenue  (Block  3375,  Lots  15,  22,  25  and  115),  Maspeth, 
Borough  of  Queens  (Under  section  35,  General  City  Law 
re  bed  of  mapped  street  widening — Metropolitan  avenue), 
Amendment  to  Alt.  1951-45. 


91- 46-BZ — H.B.Q. — 78-11  to  78-21  37th  avenue  and  35-58 
to  35-68  79th  street,  northwest  corner  (Block  1278,  Lot 
38),  Jackson  Heights,  Borough  of  Queens,  N.B.  433-46. 

92- 46-A — H.B.B. — 103  Keap  street,  north  side,  100  ft. 
west  of  Bedford  avenue  (Block  2192,  Lot  47),  Borough  of 
Brooklyn,  Alt.  4079-45. 

93- 46-BZ — H.B.M. — 25-57  Varick  street,  134-162  Hudson 
street,  23-39  Beach  street  and  23-41  Laight  street,  entire 
block  (Block  213,  Lot  1),  Borough  of  Manhattan, 
Amendment  to  N.B.  144-44. 


94-46-A — H.B.M. — 25-57  Varick  street,  134-162  Hudson 
street,  23-39  Beach  street  and  23-41  Laight  street,  entire 
block  (Block  213,  Lot  1),  Borough  of  Manhattan, 
Amendment  to  N.B.  144-44. 


95- 46-BZ— H.B.Q. — 126-15  89th  avenue,  north  side,  40 
ft.  east  of  126th  street  (Block  9335,  Lot  60),  Richmond 
Hill,  Borough  of  Queens,  Alt.  8-46. 

96- 46-SM — Rheem  275  Gallon  New  York  City  Obround 
Oil  Storage  Tank,  manufactured  by  Rheem  Manufactur¬ 
ing  Co.,  Inc.,  Material. 

97- 46-SM — Forrest  Anti-Syphon  Ballcock,  manufactured 
by  Forrest  Manufacturing  Co.,  Material. 

98- 46-A — H.B.Q. — 109-42  Rockaway  boulevard,  in  bed  of 
108th  street,  1660  ft.  north  and  570  ft.  east  of  Long  Island 
Railroad  and  between  135th  and  149th  avenues  (Block 
11539,  Lot  1  and  Block  11540,  Lot  1),  Aqueduct,  Bor¬ 
ough  of  Queens,  Alt.  212-46. 

99- 46-BZ—  H.B.M. — 1189  Madison  avenue,  east  side,  18 
ft.  south  of  East  87th  street  (Block  1498,  Lot  151),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  191-45. 

100- 46-BZ — H.B.Bx. — 385  East  167th  street  and  1160 
Clay  avenue,  northeast  corner  (Block  2426,  Lot  48),  Bor¬ 
ough  of  The  Bronx,  B.N.  565-45. 

101- 46-BZ — H.B.Bx. — 466  Brook  avenue  and  512  East 
146th  street,  southeast  corner  (Block  2272,  Lot  8),  Bor¬ 
ough  of  The  Bronx,  B.N.  22-46. 


102- 46-BZ — H.B.B. — 1215  Quentin  road,  north  side,  57 
ft.  9 in.  west  of  East  13th  street  (Block  6775,  Lot  41), 
Borough  of  Brooklyn,  Alt.  4155-45. 

103- 46-BZ — H.B.Q. — 189  Linden  boulevard,  south  side, 
50  ft.  west  of  190th  street  (Block  12599,  Lot  8),  South 
Jamaica,  Borough  of  Queens,  N.B.  58-46. 


104- 46-BZ — H.B.M. — 132-134  West  124th  street,  south 
side,  300  ft.  west  of  Lenox  avenue  (Block  1908,  Lot  46), 
Borough  of  Manhattan,  Amendment  to  Alt.  191-45. 

105- 46-A— H.B.Q.— 254-03  to  254-11  and  254-04  to  254-12 
84th  road,  north  side,  254-03  to  254-11  and  254-04  to 
254-12  84th  drive,  south  side,  120  ft.  east  of  Little  Neck 
parkway  (Block  8782,  part  of  Lots  51  and  90,  Block 
8783,  part  of  Lot  1  and  Block  8784,  part  of  Lots  41  and 
52),  Queens  Village,  Borough  of  Queens,  N.B.  2045, 
2046,  2047,  2054,  2055,  2056,  2063,  2064,  2065,  2071,  2072 
and  N.B.  2073-45. 


106- 46-BZ — H.B.B. — 2413-2425  Flatbush  avenue  and  5102- 
5112  Avenue  T,  southeast  corner  (Block  8543,  Lot  34), 
Borough  of  Brooklyn,  N.B.  1326-46. 

107- 46-A — H.B.M. — 1275  Broadway,  southwest  corner  of 
West  33rd  street  (6th  to  9th  floors);  (Block  808,  Lot 
40),  Borough  of  Manhattan,  Alt.  198-46. 

108- 46-A — F.D. — 486-494  Vanderbilt  avenue,  west  side, 
168  ft.  2  in.  north  of  Atlantic  avenue  (Penthouse,  Build¬ 
ing  4);  (Block  2009,  Lot  1),  Borough  of  Brooklyn, 
Decision  re  784-LC. 

109- 46-SM— Lehigh  Portland  Cement,  Types  1  and  2 
and  Lehigh  Early  Strength  Portland  Cement,  Type  3, 
manufactured  by  Lehigh  Portland  Cement  Co.,  Material. 

110- 46-A — H.B.M. — 438-450  West  13th  street  and  858 
Washington  street,  southwest  corner  (Block  645,  Lot  11 
and  part  of  Lot  9),  Borough  of  Manhattan,  Amendment 
to  Alt.  1673-45. 

111- 46-BZ — H.B.Bx. — 621-623  Morris  avenue,  north  side, 
185.88  ft.  west  of  Unionport  road  (Block  4011,  Lot  29), 
Borough  of  The  Bronx,  Amendment  to  N.B.  168-45. 

112- 46-BZ— H.B.Bx.— 1360-1382  Castle  Hill  avenue,  and 
2200-2208  Lyon  avenue,  southeast  corner  (Block  3963, 
Lots  18,  25  and  27),  Borough  of  The  Bronx,  Amendment 
to  N.B.  201-45. 

113- 46-SM — AuthOtone  Chime  and  Inquirer,  Parkchester 
Model  875,  (non-electric)  manufactured  by  Auth  Electric 
Co.,  Inc.,  Material. 

114- 46-BZ — H.B.M. — 112-114  Cannon  street,  east  side,  75 
ft.  north  of  Stanton  street  (Block  330,  Lot  4),  Borough 
of  Manhattan,  Alt.  231-46. 

Restored  to  Calendar. 

502-45-SM — Western  “S”  Standard  Concrete  Piles,  man¬ 
ufactured  by  Western  Foundation  Co.,  Material. 

448-23-BZ — H.B.Bx — 2856  Webster  avenue,  east  side, 
199.4  ft.  south  of  Bedford  Park  boulevard  (Block  3273, 
Lot  118),  Borough  of  The  Bronx,  Alt.  41-46. 

1309-39-SM — Gambrill  Counterbalanced  Bi-Parting  Fire 
Door  for  Opening  in  Vertical  Freight  Shaft,  manufac¬ 
tured  by  John  W.  Kiesling  and  Son,  Inc.,  Material. 

425-20-BZ — H.B.B. — 78-92  Sullivan  place,  south  side,  140 
ft.  west  of  Bedford  avenue  (Block  1306,  Lot  42),  Borough 
of  Brooklyn,  Alt.  1393-45. 
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DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.  Department  ol 
Housing  and  Buildings,  Bronx;  H.D.  Health  Department,  and 
F.D. — Eire  Department. 


RULES 

Last 

Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime) ..  .Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . De-. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ..  .Jan. 

Oil  Burner  Rules . Jan. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  ....... . Jan. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . ..Sept. 

Refrigerating  Systems,  Extract  A.C.  .Dec. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . Tune 

Structural  Alterations.  Reporting.  ..  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks.  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  ('ode)  .  .  .  Dec. 


Publication  in  Bulletin 

28,  1943  Vol.  28,  No.  52A 
28,  1943 — Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943  —  Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945 — Vol.  30,  No.  25 

12,  1944— Vol.  29,  No.  36 
28,  1943-  -Vol.  28,  No.  52A 
28.  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25.  1945— Vol.  30,  No.  52 

13.  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28.  1943— Vol.  28,  No.  52A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31.  No.  2 
1,  1946— Vol.  31,  No.  1 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30.  No.  11 

7,  1937— Vol.  22,  No.  36 
11,  1945— Vol.  30,  No.  50 
22,  1946— Vol.  31.  No.  4 
29,  1937— Vol.  22.  No.  26 

8.  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24.  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21.  No.  47 

28.  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publication 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals  dated  Decem¬ 
ber  25,  1945 — Vol.  30,  No.  52,  through  the  Bulletin  dated 
February  12,  1946 — Vol.  31,  No.  7. 

February  19,  1946,  10  A.M.  and  2  P.M. 


February  26,  1946,  10  A.M.  and  2  P.M. 


March  5,  1946,  10  A.M.  and  2  P.M. 


March  12.  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chairman, 


MARCH  19,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  19,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

633-45-BZ — -Application,  October  20,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Julius  Spilka,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
60  ft.  west  of  15th  avenue  (Block  5720,  Lot  38),  Borough 
of  Brooklyn. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-37-14  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er's  use  and  repair  shop;  premises  51-01  72nd  place  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

1478-39-BZ — Application  of  Albert  Thompson,  applicant, 
on  behalf  of  Hillside  Jamaica  Home  Building  Co.,  owner, 
reopened  February  13,  1946  for  consideration  as  to  ex¬ 
tension  of  variance — Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  for 
a  term  of  two  years,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles; 
premises  1 75-0 1  to  175-65  Hillside,  avenue,  northeast  cor¬ 
ner  of  175th  street  (Block  927,  Lot  1  and  parts  of  Lots 
3,  16  and  18).,  Jamaica,  Borough  of  Queens. 

619-45-BZ — Application  of  James  Whitford,  applicant,  on 
behalf  of  William  J.  Couch,  owner,  reopened  and  restored 
to  calendar  February  13,  1946 — Application,  under  section 
7a  of  the  zoning  resolution,  to  permit  in  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gasoline  service  station 
and  repair  shop,  and  to  include  auto  truck  showroom  and 
repair  shop;  (previously  withdrawn);  premises  977  Vic¬ 
tory  boulevard,  north  side,  932  ft.  east  of  Melrose  avenue 
(Block  240,  Lot  26),  Tompkinsville,  Borough  of  Rich¬ 
mond. 

1213-40-BZ — Application  of  Frank  S.  Parker,  applicant, 
on  behalf  of  605  West  51st  Street  Corp.,  owner,  reopened 
November  7,  1945,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  an  unrestricted  use  district,  the  erec¬ 
tion  of  a  two  (2)  story  garage  and  repair  shop  (within 
200  feet  of  a  public  park)  for  more  than  five  (5)  motor 
vehicles  for  a  term  of  twenty  years;  premises  727-731 
11th  avenue,  west  side,  50  ft.  2}4  in.  south  of  West  52nd 
street  (Block  1099,  Lots  32,  33  and  34),  Borough  of 
Manhattan. 

763-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tions  7a,  7c  and  7i  of  the  zoning  resolution,  of  Siegel  and 
Green,  applicants,  on  behalf  of  Harbrick  Realty  Corp., 
owner  (Harmosa  Oil  Corp.,  lessee),  to  permit  in  retail 
and  unrestricted  use  district,  the  erection  of  two  build¬ 
ings  accessory  to  a  gasoline  station;  premises  153-169  7th 
avenue,  161-167  West  19th  street,  northeast  corner  and 
158-164  West  20th  street,  southeast  corner  7th  avenue, 
entire  block  (Block  795,  Lot  1),  Borough  of  Manhattan. 

13-46-BZ — Application,  January  4,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Anastasios  Catsanos, 
applicant,  on  behalf  of  Theodore  C.  Katsigris,  owner, 
to  permit  in  a  residence  use,  B  area  district,  the  altera- 
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tion  of  existing  building  to  cover  more  than  permitted 
area;  premises  345-347  West  54th  street,  north  side,  225 
ft.  east  of  9th  avenue  (Block  1045,  Lots  10-11),  Borough 
of  Manhattan. 

91-46-BZ — Application,  February  13,  1946,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  Andrew  J.  Thomas, 
applicant,  on  behalf  of  Queensboro  Construction  Co., 
owner,  to  permit  in  residence  and  business  use  district, 
exits  from  a  business  building  through  a  residence  use 
district;  premises  78-11  to  78-21  37th  avenue  and  35-58 
to  35-68  79th  street,  northwest  corner  (Block  1278,  Lot 
38),  Jackson  Heights,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  March  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

796-45-A— -22-32  Buckingham  road,  west  side,  172  ft.  7 
in.  south  of  Caton  avenue  (cellar  and  1st  floor);  (Block 
5076,  Lot  14),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  19,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Thursday  morning  and  Thursday  afternoon,  January  3,  1946, 
were  approved  as  printed  in  Bulletin  No.  2,  Vol.  31. 


ZONING  APPLICATIONS 

743-42-BZ 

APPLICANT — Kitzler  &  Nurick,  for  D.  J.  Leary  (Arthur 
Leary,  Executor)  and  John  Teague,  owners. 

SUBJECT — Application  reopened  December  18,  1945,  for 
consideration  as  to  extension  of  variance  (expired 
by  limitation) — Application  (decision  of  the  bor¬ 
ough  superintendent),  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution,  for 
a  term  of  two  years,  permitting  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 51-59  Maujer  street  and  45 1  - 
457  Lorimer  street,  northwest  corner  (Block  2785, 
Lots  32,  35  and  36),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  H.  Nurick. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at 
10  A.  M.  for  further  consideration. 


687-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Andrew  Erco- 
lino,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  present  building  to  occupy  more 
area  than  permitted  at  curb  level. 

PREMISES  AFFECTED— 3712-3714  13th  avenue,  west 
side,  70  ft.  and  90  ft.  south  of  37th  street  (Block 
5295,  Lots  37  and  38),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  F.  Savignano. 

For  Opposition :  G.  Frioir. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  9,  1946  at 
10  A.  M.  for  further  consideration. 


688-45-BZ 

APPLICANT — Edward  J.  Farrell,  for  Emil  Kupprat, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  of 
occupancy  from  office  and  marble  storage  to  permit 
cutting,  polishing  and  lettering  of  stones  and  monu¬ 
ments  in  addition  to  office  and  marble  storage. 
PREMISES  AFFECTED— 162-34  Pidgeon  Meadow  road, 
west  side,  289.54  ft.  south  of  46th  avenue  (Block 
5461,  Lot  40),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  J.  Scalone,  E.  Kupprat  and  C. 
Salminen. 

For  Opposition :  F.  J.  Lawkins. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at 
10  A.  M.  for  further  consideration. 


44-46-BZ 

APPLICANT — Boris  W.  Dorfman,  for  Daumar  Realty 
Co.,  Inc.,  owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  D  area 
district,  the  extension  of  present  buildings  to  cover 
more  area  than  permitted  at  curb  level. 
PREMISES  AFFECTED- — 1609-1611  Avenue  U,  north 
side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Boris  W.  Dorfman  and  Mrs.  T. 
Sorise. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD —  Laid  over  to  March  12,  1946  at 
10  A.  M.  for  applicant  to  amend  plans  and  file  new 
decisions. 


345-36-BZ 

APPLICANT — Ira  B.  Livingston,  for  John  Seinfeld, 
owner. 

SUBJECT — Application  reopened  July  3,  1945 — Applica¬ 
tion.  (decision  of  the  borough  superintendent)  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  alteration  and  conversion 
of  occupancy  of  basement  of  existing  multiple  dwell¬ 
ing  to  stores  (previously  denied  under  section  21). 


176 


MINUTES 


PREMISES  AFFECTED — 2095  Grand  Concourse,  west 
side,  93.63  ft.  north  of  East  180th  street  (Block- 
3161,  Lot  26),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  M.  Wyckoff. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (345-36-BZ) 

Whereas,  an  application  under  Section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  part  of  an  existing  multiple  dwell¬ 
ing  to  business  use  (stores),  affecting  premises  2095  Grand 
Concourse,  west  side,  93.63  ft.  north  of  East  180th  street 
(Block  3161,  Lot  26),  Borough  of  The  Bronx,  was  denied 
by  the  Board,  January  25,  1938;  and 
Whereas,  the  action  of  the  Board  was  sustained  by  the 
Courts ;  and 

Whereas,  the  applicant  requested  an  acceptance  of  a  new 
application  under  Section  7e  of  the  zoning  resolution ;  and 
Whereas,  the  Board  deemed  that  the  new  application 
differs  substantially  from  the  previous  application  which 
was  denied,  since  no  structural  alterations  are  now  proposed 
and  the  basis  of  the  application  is  Section  7  subdivision  e, 
instead  of  Section  21 ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  3,  1945  and  restored  to  the  calendar,  subject  to  usual 
procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Grand  Concourse  is  in  a  business  and  resi¬ 
dence  use,  B  area  and  Class  1]4  height  district;  180th  and 
181st  streets  are  in  a  residence  and  business  use,  B  area 
and  Class  1%  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  25,  1945  on  Alt.  Applic.  1033-40,  reads: 

“A-5.  Proposed  alterations  to  create  stores  and  re¬ 
tail  business  in  existing  basement  apartments  in  present 
five  story  and  basement  non-fireproof  class  “A’’  Mul¬ 
tiple  Dwelling  (New  Law  Tenement)  in  a  residence 
district  is  contrary  to  provisions  of  Article  2,  Section  3, 
Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  101.57  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  101.57  ft.  by  87  ft.  in  depth,  5  stories, 
(60  ft.)  in  height,  or  Class  3  construction;  that  it  is  pro¬ 
posed  to  change  the  basement  into  a  store  without  altering, 
remodeling  or  changing  the  front  of  the  premises:  and 
Whereas,  on  January  25,  1938.  the  Board  denied  the  ap¬ 
plication  to  permit  in  a  residence  use  district,  the  conversion 
of  occupancy  of  part  of  an  existing  multiple  dwelling  to 
business  (stores)  ;  and 

Whereas,  on  January  25,  1938  re  conversion  of  occupancy 
of  part  of  existing  multiple  dwelling  to  business  use  a  peti¬ 
tion  and  order  of  certiorari  was  served  and  the  proceeding 
was  withdrawn  and  discontinued  and  the  resolution  of  the 
Board  of  January  25,  1938  reaffirmed;  and 
Whereas,  petition  and  order  of  certiorari  was  served — 
Special  Term,  Supreme  Court,  Board  reversed;  and  upon 
further  court  review,  the  Appellate  Division  reversed  Spe¬ 
cial  Term;  and 

Whereas,  the  Court  of  Appeals  upheld  decision  <>f  the 
Appellate  Division  and  the  Board ;  and 
Whereas,  a  new  application  was  offered  for  rehearing  on 
new  facts  and  the  request  was  denied ;  and 


Whereas,  on  December  20,  1938,  the  Board  reaffirmed  the 
decision  rendered  by  the  Board  January  25.  1938,  after  the 
matter  was  referred  back  to  the  Board  for  rehearing,  after 
discontinuance  of  court  proceedings  by  stipulation ;  and 
Whereas,  the  Board  on  February  24,  1942,  denied  a  re¬ 
quest  to  rehear  on  alleged  new  facts ;  and 
Whereas,  on  July  3,  1945,  the  former  application  was 
reopened  and  restored  to  the  calendar  to  consider  application 
under  Section  7e ;  and 

Whereas,  the  applicant  contends  that  the  Board  in  re¬ 
affirming  its  former  denial  on  the  application  in  1938  to 
remodel  and  altar  the  basement  apartments  for  occupancy  as 
stores,  referred  to  said  application  as  a  proposal  ‘‘to  alter 
the  basement  for  occupancy  for  business  use” ;  that  on 
February  24,  1942,  there  was  another  hearing  on  a  similar 
application  and  the  report  of  this  hearing  recites  that  the 
new  application  was  precisely  the  same  as  the  previous  ap¬ 
plication  and  it  was  again  denied;  that  this  present  applica¬ 
tion  for  a  temporary  variation  of  the  use  of  the  basement 
for  business  purposes,  entails  no  alteration  or  remodeling  or 
change  of  the  front  of  said  premises ;  that  there  will  be  no 
business  signs  hanging  on  the  front  of  said  premises,  so  that 
the  appearance  of  the  building  will  be  of  a  residential  char¬ 
acter  ;  that  conditions  on  the  Grand  Concourse  in  the  imme¬ 
diate  vicinity  of  2095  Grand  Concourse  have  changed  con¬ 
siderably  and  that  this  application  for  a  temporary  permit  is 
a  reasonable  one  and  the  Board  will  be  exercising  its  dis¬ 
cretion  soundly  in  granting  the  temporary  permit ;  and 
Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  a  variance  under  section 
7e  of  the  zoning  resolution  should  be  granted,  as  recom¬ 
mended  by  report  of  the  Committee,  which  reads : 

REPORT  OF  COMMITTEE. 

February  16,  1946. 

Re:  Cal.  345-36-BZ 

Premises:  2095  Grand  Concourse,  The  Bronx. 

An  application  has  been  made  and  a  public  hearing 
held  thereon  for  a  zoning  variance  under  section  7,  sub¬ 
division  e  of  the  Zoning  Resolution,  to  permit  the  front 
portion  of  the  basement  to  be  occupied  for  business  uses. 
The  building  is  a  five-story  and  basement  multiple  dwell¬ 
ing  located  in  a  residence  use  district  since  it  was  con¬ 
structed  under  N.B.  513  of  1919.  The  building  fronts  on 
the  west  side  of  the  Grand  Concourse  for  a  distance  of 
approximately  101  feet. 

Prior  to  the  first  hearing  in  1938,  upon  an  application 
brought  under  section  21,  the  business  uses  had  been 
established  without  a  permit  or  a  certificate  of  occu¬ 
pancy  and  were  subject  to  violations.  The  Board  denied 
this  application  on  January  25,  1938,  finding  that  no 
hardship  or  practical  difficulty  existed  to  justify  a  vari¬ 
ance.  A  writ  of  certiorari  to  review  the  Board’s  decision 
was  obtained  but  was  later  withdrawn  and  a  request  for 
a  rehearing  was  granted  in  view  of  the  decision  by  the 
Court  of  Appeals  in  the  Matter  of  2291  Realty  Corpo¬ 
ration  vs.  the  Board  which  affected  the  premises  two 
blocks  away  to  the  north.  After  public  hearing  the  ap¬ 
plication  for  a  zoning  variance  under  section  21  was 
again  denied  on  December  20,  1938,  after  a  report  of  a 
Committee  of  the  Board,  which  found  among  other 
things  there  was  no  parallel  between  this  proposal  and 
that  of  2291  Grand  Concourse,  where  the  Court  had 
reversed  the  Board  and  permitted  a  business  use  in  the 
building  adjoining  to  the  north  and  the  Board  had 
granted  a  zoning  variance  in  the  proposed  building  to 
the  south,  and  also  suggested  a  change  of  the  area  re¬ 
strictions  could  be  sought  from  the  City  Planning  Com¬ 
mission.  Thereafter  an  order  for  court  review  was 
obtained  and  the  Board  was  reversed  by  Special  Term. 
Supreme  Court,  but  the  decision  of  this  court  was  re¬ 
versed  and  the  Board’s  decision  affirmed  by  the  Appel¬ 
late  Division,  First  Department  and  the  Court  of  Ap¬ 
peals.  The  determination  of  the  Court  of  Appeals  was 
handed  down  on  April  18,  1941. 
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Another  effort  was  made  in  1942  to  reopen  the  ap¬ 
plication  in  view  of  the  decision  of  the  Court  as  to  the 
premises  immediately  adjoining  to  the  north  in  revers¬ 
ing  the  Board  in  the  Matter  of  St.  Cloud  Construction 
Corporation  vs.  the  Board.  After  reopening,  a  public 
hearing  was  held  and  the  application  for  a  zoning  vari¬ 
ance  again  denied  under  section  21  on  February  24,  1942. 

An  application  was  made  to  the  City  Planning  Com¬ 
mission  for  a  change  of  zone  as  to  this  plot  only  and 
was  rejected  due  partly  to  the  limitation  of  area  in¬ 
volved.  As  far  as  the  Board  is  informed,  no  proper  ap¬ 
plication  has  at  any  time  been  made  covering  sufficient 
area  to  justify  the  City  Planning  Commission  to  adopt 
a  change  of  the  use  zoning. 

The  business  uses  established  without  permit  in  or 
prior  to  1936  have  been  continued  to  date  despite  the 
decision  of  the  Board  and  the  Court  of  Appeals  and 
even  though  violations  have  been  issued  by  the  Depart¬ 
ment  of  Housing  and  Buildings  and  the  Magistrates 
have  imposed  fines,  no  compliance  with  the  zoning  re- 
quirements  has  been  effected. 

For  the  first  time  an  application  has  been  made  un¬ 
der  section  7,  subdivision  e,  for  a  zoning  variance  for  a 
term  of  years  to  permit  the  business  use  in  the  front 
portions  of  the  basement,  as  they  were  unlawfully  es¬ 
tablished  when  first  brought  to  the  Board’s  attention  in 
the  original  application  filed  in  1936.  As  the  applicant 
is  entitled  to  have  his  application  considered  under  sec¬ 
tion  7  as  against  section  21,  as  previously  relied  on,  the 
Board  reopened  the  matter  and  held  a  public  hearing 
on  November  27,  1945.  The  hearing  was  closed  on  that 
date  and  the  matter  laid  over  to  later  dates  to  permit 
careful  consideration  and  inspection  and  a  decision  on 
the  merits.  The  facts  are  still  the  same  as  previously  pre¬ 
sented  to  the  Board,  except  for  the  section  of  the  Zon¬ 
ing  Resolution  upon  which  the  application  is  based. 
There  is  no  change  in  the  area  zoning  across  the  Con¬ 
course  or  to  the  north  or  south.  The  business  use 
permitted  by  the  Court  on  the  adjoining  plot  to  the 
north  was  previously  considered.  Unlawful  uses  exist 
or  have  existed  in  the  adjoining  building  to  the  south. 
The  fact  is  that  the  use  of  the  frontage  on  both  sides  of 
the  Grand  Concourse  within  the  residence  use  area 
starting  south  of  Fordham  Road  and  to  West  180th 
Street  have  gotten  out  of  hand  and  apparently  beyond 
the  powers  of  the  Department  of  Housing  and  Build¬ 
ings  and  the  Courts  to  enforce  compliance.  The  sensible 
procedure  is  for  the  City  Planning  Commission  to 
recommend  to  the  Board  of  Estimate  a  change  of  zon¬ 
ing  to  a  Local  Retail  District  to  permit  ground  floor  or 
basement  business  uses  of  the  restricted  type.  A  deci¬ 
sion  by  this  Board  to  permit  under  section  7,  subdivi¬ 
sion  e,  the  basement  business  uses  applied  for  should  be 
for  a  short  duration  and  under  proper  conditions  and 
safeguards  for  a  short  temporary  term  during  which 
the  City  Planning  Commission  may  seriously  consider  a 
recommendation  to  the  Board  of  Estimate  for  a  change 
in  use  zoning,  and  upon  the  understanding  that  if  the 
use  zoning  is  not  changed,  a  temporary  variance  is  not 
to  be  extended  unless  a  substantial  change  for  the  area 
occurs  to  justify  consideration  based  on  new  facts. 

At  this  time  housing  conditions  are  such  that  any 
space  such  as  the  basement  space  in  the  building  can 
be  occupied  for  the  zoned  use.  Based  on  the  financial 
statement  furnished,  it  appears  that  without  the  business 
use  the  building  is  successful  financially  when  to  the 
rental  total  is  added  the  rental  of  the  apartment  occupied 
by  the  owner.  Of  course,  a  financial  consideration  is 
not  a  basis  for  a  zoning  variance,  except  perhaps  in  rare 
instances  where  a  unique  condition  exists.  That  is  not 
the  case  here.  There  is  no  basis  presented  that  justifies 
a  zoning  variance,  particularly  as  the  owner  does  not 
come  in  with  clean  hands  and  has  flouted  the  law  for 
ten  years  or  more.  If  it  were  not  for  the  general  con¬ 
ditions  along  this  portion  of  the  Grand  Concourse, 
justifying  remedial  action  by  the  City  Planning  Com¬ 


mission  and  the  Board  of  Estimate,  this  application 
should  be  again  denied.  The  Board  is  well  aware  that 
the  courts  have  stated  in  effect  that  a  board  of  appeals 
cannot  by  piecemeal  zoning  variances  bring  about  what 
in  effect  would  be  a  change  in  zoning  regulations  for 
the  area. 

(Sgd.)  HARRIS  H.  MURDOCK 
Chairman. 

BERNARD  A.  SAVAGE 
Commissioner. 

CHARLES  M.  BLUM 
Commissioner. 

TIMOTHY  P.  GUINEE 
Deputy  Chief 

Fire  Department. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulation  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  two  years  from  the  date  of  this  action,  to  permit  the 
premises  to  be  occupied  as  proposed  and  as  indicated  on  plan 
marked  “Received  June  22,  1945”,  on  condition  that  the 
space  in  the  basement  shall  not  be  further  extended  for  busi¬ 
ness  use;  that  the  portion  of  the  basement  to  the  south  shall 
be  used  for  business  only  in  connection  with  the  apartment 
at  that  location  and  the  business  use  shall  be  operated  only 
by  the  tenant  of  the  apartment ;  that  the  type  of  existing 
business  uses  shall  not  be  changed ;  that  such  portable  fire¬ 
fighting  appliances  throughout  the  spaces  permitted  for 
business  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  no  sign  shall  be  placed  on  the  exterior  of  the 
building,  except  neat  signs  on  the  entrance  doors ;  that  the 
windows  and  doors  on  the  exterior  of  the  building  at  the 
basement  level  shall  remain  unchanged ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  this 
variance  is  granted  to  permit  the  owner  sufficient  time  to 
apply  to  the  City  Planning  Commission,  in  conjunction  with 
other  owners  along  the  Concourse,  for  a  change  of  zone 
from  residence  use  to  local  retail  use;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  six 
months  from  the  date  of  this  resolution. 


367-38-BZ 

APPLICANT — Koch  and  Wagner,  for  John  F.  Trommer, 
Inc.,  owner. 

SUBJECT — Application  reopened  January  8.  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution  to  permit 
in  a  business  use  district,  the  extension  in  height  of 
an  existing  building  (previously  granted  on  condi¬ 
tion). 

PREMISES  AFFECTED — 88-98  Conway  street,  east  side, 
98  ft.  8  in.  south  of  Bushwick  avenue  (Block  3476, 
part  of  Lot  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arthur  R.  Koch. 

For  Opposition:  None. 

For  Administration;  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative ;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  o 

THE  RESOLUTION  (367-38-BZ) 

Whereas,  this  application  under  section  7  A  of  the  zoning 

resolution,  permitting  in  a  business  use  district,  the  altera¬ 
tion  and  conversion  of  occupancy  of  a  restaurant,  dance  hall 
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and  keg  storage  room  (used  in  conjunction  with  a  brewery) 
to  an  office,  wash  house  and  filling  room  building  to  be  used 
in  conjunction  with  the  existing  brewery,  affecting  premises 
88-98  Conway  street,  east  side,  98  ft.  8  in.  south  of  Bush- 
wick  avenue  (Block  3476,  part  of  Lot  16),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  July  20,  1938,  on 
certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  September  19, 
1939  and  the  applicant  requested  a  further  amendment  of 
the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  8,  1946  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Conway  street  is  in  a  business  use, 
C  area  and  Class  1  height  district  and  Bushwick  Avenue  is 
in  a  business  use,  C  area  and  Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  11,  1945,  re  It.  Applic.  3930-45,  reads: 

“1.  Application  for  construction  of  additional  stories 
to  brewery  located  within  a  ‘business  use  district’  must 
be  considered  by  Board  of  Standards  and  Appeals  in 
view  of  its  former  approval  under  Cal.  367-38-BZ.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  105  ft.  4  in.  frontage  by  125  ft.  in  depth,  irregular,  on 
which  is  located  a  building  105  ft.  4  in.  front  by  80  ft.  2  in. 
deep,  one  story  (26  ft.)  in  height,  of  Class  3  construction 
and  that  it  is  proposed  to  add  two  (2)  stories,  to  the  exist¬ 
ing  building,  54  ft.  8  in.  front  by  79  ft.  6  in.  in  depth,  60 
ft.  in  height,  of  Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  existing  build¬ 
ing  was  converted  to  the  present  use  under  Permit  No.  Alt. 
13895-38  and  Certificate  of  Occupancy  96508;  that  the  struc¬ 
ture  at  that  time  was  built  for  the  proposed  additional 
stories,  which  are  now  intended  to  be  used  for  the  storage 
of  beer  in  tanks,  as  shown  on  the  plans  filed  with  this  appli¬ 
cation  ;  that  the  proposed  additional  stories  will  have  a  front¬ 
age  of  54  ft.  8  in.  on  Conway  street  by  79  ft.  6  in.  in  depth, 
which  is  the  depth  of  the  existing  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1938,  so 
that  as  amended  the  resolution  shall  read : 

•  “Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  Sec. 
tion  7A,  to  permit  the  reconstruction  and  construction 
of  the  buildings  herein  proposed  for  office,  keg  washing, 
racking  and  cooperage,  on  condition  that  all  new  con¬ 
struction  shall  be  of  fireproof  materials  and  that  in  all 
other  respects  the  buildings  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto  as  to  construc¬ 
tion  and  occupancy. 

“Resolved  further,  that  in  the  event  the  owners  desire 
to  change  the  use  of  this  building  so  that  the  entire 
basement  will  be  used  as  a  racking  room  and  the  entire 
1st  floor  for  wash  house,  as  indicated  on  plans  marked 
‘Received  September  15,  1939,’  such  use  may  be  per¬ 
mitted,  and  that  the  filter  room,  in  conjunction  with  the 
racking  room  in  the  cellar  may  be  extended,  as  thereon 
shown. 

“Resolved  further,  that  the  building  may  be  further 
increased  in  height  as  indicated  on  revised  plans  marked 
‘Received  January  21,  1946’,  and  as  passed  on  by  the 
borough  superintendent  under  Alt.  Applic.  390-45,  Ob¬ 
jection  No.  2,  on  condition  that  the  building  shall  not 
be  increased  further  in  height  or  area  and  that  the  2nd 
and  3rd  stories  for  tanks  as  proposed,  shall  be  con¬ 
structed  of  incombustible  materials  throughout,  with 


unprotected  steel  and  arranged  substantially  as  indi¬ 
cated  on  plans  marked  ‘Received  January  21,  1946’;  that 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  amended 
resolution.” 


37-41-BZ 

APPLICANT — Henry  Nordheim,  for  Ardea  Realty  Corp., 
owner. 

SUBJECT — Application  reopened  December  18,  1945,  for 
consideration  as  to  extension  of  variance  (expired 
by  limitation) — Application  (decision  of  the  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution,  for 
a  term  of  two  years,  permitting  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 3349-3359  Webster  avenue, 
west  side,  176.98  ft.  south  of  Gun  Hill  road  (Block 
3355,  Lot  126),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dcp't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (37-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  3349-3359  Webster  ave¬ 
nue,  west  side,  176.98  ft.  south  of  Gun  Hill  road  (Block 
3355,  Lot  126),  Borough  The  Bronx,  was  granted  by  the 
Board  on  October  7,  1941,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit,  which  had  expired  by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  18,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  February  19,  1946  at  10  A.  M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  February  19,  1946,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  February  11,  1946,  reads: 

“Your  application  for  a  certificate  of  occupancy  for 
the  parking  and  storage  of  more  than  five  motor 
vehicles  at  the  subject  premises,  is  denied,  as  same  are 
located  in  a  business  district,  where  such  use  is  contrary 
to  Art.  2,  Sec.  4  of  the  zoning  resolution  of  the  City 
of  New  York.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  7,  1941,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles 
on  condition  *  *  *  *  that  other  than  as  amended 

herein,  the  requirements  of  the  resolution  adopted  by 
the  Board  October  7,  1941,  shall  be  complied  with  in  all 
respects ;  that  the  premises  shall  not  be  used  as  pro¬ 
posed  until  the  requirements  of  the  aforementioned 
resolution  have  been  complied  with  and  a  certificate  of 
occupancy  obtained.” 
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735-45-BZ 

APPLICANT — Herbert  E.  Matz,  for  St.  Pauls  Evangelical 
Lutheran  Chruch,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  residence  and  retail  use,  D  area  dis¬ 
trict,  the  erection  of  Church,  Parish  House  Par¬ 
sonage  to  occupy  a  greater  percentage  of  area  of 
lot  than  is  permitted. 

PREMISES  AFFECTED— 1355  Vir  ginia  avenue,  and  1891 
McGraw  avenue,  northwest  corner  (Block  3936, 
Lots  32,  35  and  38),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  G.  Waltewade,  Rev.  Gleen 
H.  Rudisill  and  Herbert  E.  Matz. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 

THE  RESOLUTION  (735-45-BZ) 

Whereas,  Herbert  E.  Matz,  for  St.  Pauls  Evangelical 
Lutheran  Church,  owner,  filed  November  28,  1945,  an  appli¬ 
cation  under  section  21  of  the  zoning  resolution,  to  permit 
in  residence  and  retail  use,  D  area  district,  the  erection  of 
a  Church,  Parish  House  and  Parsonage,  to  occupy  a  greater 
percentage  of  area  of  lot  than  is  permitted ;  affecting  prem¬ 
ises  :  1355  Virginia  avenue  and  1891  McGraw  avenue, 
northwest  corner  (Block  3936,  Lots  32,  35  and  38),  Borough 
of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
,nH>  February  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Virginia  avenue  is  in  a  residence  use. 

D  area  and  Class  1  height  district  and  McGraw  avenue  is 
in  a.  residence  and  retail  use,  D  area  and  Class  1  height 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  30,  1945,  re  N.B.  App.  136-45,  reads: 

“1.  Provide  lawful  rear  yard  along  northerly  lot  line. 
(Sec.  17a,  Zoning  Resolution). 

2.  This  structure  is  in  a  D  district  and  occupies  a 
greater  percentage  of  lot  area  than  is  permitted  in  Sec. 
14c,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  175  ft.  in  depth,  on  which  it  is 
proposed  to  erect  a  building  82  ft.  front  by  165  ft.  in  depth, 
basement,  one  story  and  balcony  (36  ft.  6  in.  and  25  ft.  22 
in.)  in  height,  of  Class  2  construction  and  that  it  is  proposed 
to  demolish  two  1 -family  houses  now  on  the  lot;  and 

Whereas,  the  applicant  contends  that  the  property  is 
located  on  the  northwest  corner  of  Virginia  and  McGraw 
avenues,  directly  west  and  facing  the  “Parkchester”  devel¬ 
opment;  that  it  is  partly  in  a  residential  and  partly  retail 
use  district;  that  the  area  is  “D”,  having  been  changed  from 
”B”  in  1945;  that  the  property  is  owned  by  St.  Pauls 
Evangelical  Lutheran  Church  and  was  purchased  prior  to 
the  passing  of  the  amended  zoning  law ;  that  preliminary 
plans  were  made  and  accepted  by  the  congregation  prior  to 
such  time  and  money  raised,  based  on  the  layout;  that  to 
comply  with  the  new  law,  adequate  space  for  the  proper 
functioning  of  this  congregation  would  not  be  provided ; 
that  on  this  corner  plot,  the  omission  of  a  rear  yard  would 
work  no  hardship  on  the  adjoining  property  owners  ;  that 
along  the  westerly  rear  line  there  is  an  existing  one  story 
retail  building,  covering  the  entire  property,  with  a  blank- 
brick  wall  along  the  entire  westerly  property  line;  that  to 
the  north  (towards  rear)  is  a  six-story  multiple  dwelling 
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with  side  and  rear  yards;  that  the  proposed  Parish  building, 
being  but  one  story  would  not  affect  the  light  and  air  of  this 
building;  that  the  main  Church  will  set  back  12  ft.  from 
McGraw  avenue  and  will  have  a  44  ft.  by  72  ft.  side  yard 
facing  north,  that  will  assure  good  light  and  air  for  any  type 
o f  building  that  may  be  erected  to  the  north;  that  in  con¬ 
sideration  of  the  low  height  of  the  proposed  buildings  and 
lack  of  any  hardship  as  to  light  and  air  to  surrounding 
property  owners,  it  is  requested  that  permission  be  granted 
to  construct  these  buildings  in  accordance  with  the  zoning 
laws  in  effect  at  the  time  plans  were  made;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolutioh  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  area  district  regulations  of 
the  zoning  resolution  and  that  the  application  be  and  it 
hereby  is  granted  under  section  21  thereof,  to  permit  the 
increase  in  area  and  the  omission  of  a  portion  of  the  re¬ 
quired  rear  yard,  on  condition  that  the  building  shall  be 
erected  substantially  of  the  height  and  coverage  indicated 
on  plans  filed  with  this  application,  marked  “Received  No¬ 
vember  28,  1945”  (5  sheets)  ;  and  that  in  all  other  respects, 
the  buildings  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  this  variance 
applies  solely  to  the  use,  height  and  area  as  proopsed  for 
church  purposes;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date  of 
this  resolution. 


747-45-BZ 

APPLICANT — William  I.  Hohauser,  for  Saunders  Park 
Estate,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  and  approval  of  play¬ 
ground  as.  per  Art.  4,  Section  13(c)  and  14(d) 
of  the  zoning  resolution,  to  permit  partly  in  a  resi¬ 
dence  and  partly  in  a  business  use  district,  the  ex¬ 
tension  of  stores  from  a  business  use  into  a  residen¬ 
tial  use  of  proposed  stores  and  the  approval  of 
recreational  space  as  suitable. 

PREMISES  AFFECTED — 64-41  Saunders  street  and  97- 
02  to  97-22  Queens  boulevard,  southeast  corner  of 
64th  road  (Block  3084,  Lots  2,  9,  11,  54,  56  and 
part  of  Lots  13,  46  and  64),  Rego  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  G.  Lazarus  and  W.  Hohauser. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  ’  q 

Vote  Reserved:  Commissioner  Savage  .  1 

THE  RESOLUTION  (747-45-BZ) 


Whereas,  William  I.  Hohauser,  for  Saunders  Park  Es¬ 
tate,  Inc.,  owner,  filed  December  4,  1945,  an  application  un¬ 
der  section  7c  and  approval  of  playground  as  per  Art.  4, 
Sect.  13(c)  and  14(d)  of  the  zoning  resolution,  to  permit 
in  partly  a  residence  and  partly  in  a  business  use  district, 
t  le  extension  of  stores  from  a  business  use  into  a  residential 
use  and  the  approval  of  recerational  space  as  suitable,  affect¬ 
ing  premises  64-41  Saunder  street  and  97-02  to  97-22  Queens 
boulevard,  southeast  corner  of  64th  road  (Block  3084  T  ots 
2,  9,  11,  54,  56,  and  part  of  Lots  13,  46  and  64),  Rego  Park- 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 


MINUTES 


ing,  February  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Queens  boulevard  is  partly  in  a  resi¬ 
dence  and  partly  in  a  busines  use,  C  and  D  area  and  Class  1 
height  district;  Saunders  street  is  in  a  residence  use,  C  and 
D  area  and  Class  1  height  district  and  64th  road  is  in  a 
partly  residence  and  partly  business  use,  C  and  D  area  and 
Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  5,  1945,  re  N.B.  Applic.  1202-45,  reads: 

“3.  The  extension  of  stores  within  a  residential  dis¬ 
trict  is  contrary  to  Art.  2,  Sec.  3  of  the  zoning  resolu¬ 
tion. 

4.  Have  playground  for  the  joint  recreational  use  of 
residents  approved  by  the  Board  of  Standards  and  Ap¬ 
peals  as  per  Art.  4,  Sec.  13c,  and  14d  of  zoning  reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  230  ft.  and  260  ft.  frontage  by  200  ft.  in  depth, 
on  which  it  is  proposed  to  erect  a  building  203  ft.  and  230 
ft.  front  by  170  ft.  in  depth,  typical  floor  203  ft.  front  by.  161 
ft.  in  depth;  10  stories  (103  ft.  9%  in)  in  height,  of  Class  1 
construction  and  a  recreational  space;  that  it  is  proposed  to 
construct  a  ten-story  multiple  dwelling  on  the  plot,  contain¬ 
ing  stores  along  Queens  boulevard  100  ft.  in  depth,  with  a 
playground  on  Saunders  street  60  ft.  by  90  ft.  in  area ;  and 

Whereas,  the  applicant  contends  that  application  is  made 
for  the  variation  of  Sec.  3,  Art.  II  of  the  zoning  resolution, 
under  the  authority  vested  in  the  Board  by  Section  7c,  to 
permit  the  extension  of  a  proposed  10  story  multiple  dwell¬ 
ing  containing  stores,  into  a  residential  district,  under  such 
conditions  as  will  safeguard  the  character  of  the  district 
and  for  the  approval  of  a  proposed  playground  for  the  joint 
recreational  use  of  the  residents,  under  the  authority  vested 
the  Board  by  Section  13(c)  and  14(d)  of  the  zoning  reso¬ 
lution  ;  that  the  property  for  140  ft.  facing  Queens  boule¬ 
vard  beginning  at  64th  road,  is  in  a  business  use  district 
and  the  adjoining  portion  to  the  east  of  90  ft.  is  in  a  resi¬ 
dence  use  district ;  that  with  the  exception  of  the  plot 
adjoining  that  corner  of  115  ft.,  the  entire  south  side  of 
Queens  boulevard  for  two  blocks  west  of  the  premises  is 
in  a  business  use  district;  that  the  existing  use  division  has 
no  logical  basis  and  greatly  lessens  the  value  of  the  property 
for  residential  purposes,  by  preventing  it’s  application  to  it’s 
highest  utility  and  greatest  economic  use ;  that  it  is  expected 
with  the  beginning  of  construction,  the  growth  and  popula¬ 
tion  in  the  area  will  continue  at  an  accelerated  pace  and  will 
show  a  tremendous  increase  in  a  short  period ;  that  at  pres¬ 
ent  there  are  no  vacant  stores  along  Queens  boulevard ;  that 
the  proposed  structure  will  be  erected  under  such  conditions 
as  will  safeguard  the  character  of  the  residential  area ;  that 
the  stores  will  face  only  Queens  boulevard ;  that  the  grant¬ 
ing  of  this  application  will  not  adversely  affect  the  character 
of  the  surrounding  area;  that  the  proposed  joint  recreational 
space  for  the  use  of  the  residents  of  the  multiple  dwelling 
will  comply  with  the  requiremetns  of  Sections  13(c)  and 
14(d)  of  the  zoning  resolution;  it  is  therefore  respectfully 
submitted  that  approval  of  the  application  would  be  in  har¬ 
mony  with  the  general  purposes  and  intent  of  the  zoning 
resolution  and  would  work  no  injury  to  the  public  health, 
safety  or  general  welfare  and  would  be  of  definte  benefit  to 
the  neighborhood  and  should  be  granted  in  the  interest  of 
substantial  justice;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7c  thereof, 


to  permit  the  extension  of  use  as  proposed  along  Queens 
Boulevard,  consisting  of  one  story  and  cellar  stores  at  the 
grade  level  of  Queens  Boulevard  and  extending  for  a  dis¬ 
tance  of  100  feet  therefrom,  on  condition  that  such  business 
space  one  story  above  grade  within  the  residence  use  district 
shall  not  be  occupied  other  than  on  the  street  floor  and  the 
cellars  underneath  in  conjunction  with  the  stores  and  as  a 
part  of  a  multiple  dwelling  erected  simultaneously  substan¬ 
tially  as  indicated  on  plans  filed  with  this  application,  marked 
“Received  December  4,  1945”  and  revised  plans  showing  a 
passage  at  the  rear  of  the  stores  at  the  basement  level  from 
64th  road,  marked  “Received  February  14,  1946”  and  plan 
showing  a  similar  passage  at  the  cellar  level,  marked  “Re¬ 
ceived  February  18,  1946,”  on  condition  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  and  that  in 
connection  with  the  proposed  coverage  under  Art.  4,  sections 
13c  and  14d,  of  the  zoning  resolution,  the  recreational  space 
as  set  forth  on  such  plans  and  shown  along  Saunders  street 
shall  not  be  less  than  the  area  shown,  namely  5400  square 
feet  and  shall  be  enclosed,  arranged  and  designed  as  the 
Board  may  determine,  subject  to  plans  to  be  submitted  later 
for  the  Board’s  approval ;  that  this  space  shall  be  set  apart  as 
recreational  space  for  the  sole  use  of  the  tenants  in  the 
multiple  dwelling  in  view  of  the  extra  coverage  permitted 
under  sections  13c  and  14d  of  the  zoning  resolution  which 
shall  not  be  exceeded  and  to  effectuate  the  same,  an  agree¬ 
ment  with  the  City  of  New  York  approved  by  the  Board 
shall  be  recorded  in  the  County  records  with  certified  copies 
filed  with  the  Comptroller  of  the  City,  the  Department  of 
Taxes  and  Assessments,  the  Department  of  Housing  and 
Buildings  and  the  Board  of  Standards  and  Appeals ;  and 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  action. 


766-45-BZ 

APPLICANT — Albert  E.  Wheeler,  for  Marie  P.  Cam- 
pagna,  owner  (Monitor  Institute,  Inc.,  under  con¬ 
tract  to  purchase,  lessee). 

SL'BTECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
and  change  of  occupancy  from  multiple  dwelling  to 
business  use  (offices  for  research  bureau). 
PREMISES  AFFECTED— 640  West  249th  street  (Spauld¬ 
ing  Lane)  south  side,  162  ft.  west  of  Arlington 
avenue  (Block  3419,  part  of  Lot  290),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Albert  E.  Wheeler,  A  Campagna, 
A.  Raphael,  S.  Moffat,  G.  Stoolz,  G.  Wright, 
W.  Kiely  and  John  H.  Dahn. 

For  Opposition :  C.  G.  Witherspoon  and  Thomas 
Diskin. 

For  Administration:  Fred  Dalhcm,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (766-45-BZ) 

Whereas,  Albert  E.  Wheeler,  for  Marie  P.  Campagna, 
owner  (Monitor  Institute,  Inc.,  under  contract  to  purchase, 
lessee),  filed  December  12,  1945,  an  application  under  sec¬ 
tion  7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  alteration  and  change  of  occupancy  from 
multiple  dwelling  to  business  use  (offices  for  research  bu¬ 
reau)  ;  affecting  premises:  640  West  249th  street  (Spauld¬ 
ing  Lane),  south  side,  162  ft.  west  of  Arlington  avenue 
(Block  3419,  part  of  Lot  290),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
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ing,  February  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  249th  street  (Spaulding  Lane)  is 
in  a  residential  use,  F  area  and  Class  1  height  district,  and 
Arlington  avenue  is  in  a  residential  use,  F  area  and  Class  1 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  11,  1945,  re  Alt.  App.  763-45,  reads: 

.  “A-l.  Proposed  alteration  for  business  in  the  present 

two  story  and  attic  and  cellar  fireproof  Class  ‘B’  con¬ 
verted  dwelling  in  a  residence  district,  is  contrary  to 
provisions  of  Art.  2,  Sec.  3  of  Zoning  Resolution. 

A-2.  Proper  plans  showing  proposed  use  of  all  rooms 
must  be  filed  as  a  new  Certificate  of  Occupancy  is  re¬ 
quired.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  320  ft.  frontage  by  525/350  ft.  in  depth,  irregular, 
on  which  is  located  a  building  120  ft.  2  in.  front  by  96  ft. 
5  in.  irregular,  in  depth,  two  stories  and  cellar  (33  ft.) 
in  height,  of  Class  1  construction ;  that  it  is  proposed  to  use 
the  building  to  house  executive  offices,  conference  rooms,  a 
hall  for  meetings,  reception  rooms  for  out-of-town  members 
and  space  in  which  to  set  up  model  installations  in  a  home¬ 
like  environment ;  and 

Whereas,  the  applicant  contends  that  part  of  the  prop¬ 
erty,  including  a  palatial  building,  formerly  a  private  resi¬ 
dence,  but  recently  converted  into  a  multiple  dwelling  Class 
“B”  for  a  group  of  students  at'  New  York  University,  is 
under  contract  of  sale  to  Monitor  Home  Appliances  for  use 
as  a  research  bureau  ;  that  the  Monitor  Institute  is  a  non¬ 
profit  organization  to  coordinate  and  promote  the  use  of 
various  household  equipment  and  to  establish  and  maintain 
a  central  headquarters  for  the  purpose  of  planning,  research 
and  study  to  facilitate  the  development  and  widespread  use 
of  home  appliances ;  that  they  require  a  building  in  the 
suburbs  of  New  York  City,  but  detached  from  any  business 
and  manufacturing  centre,  to  house  a  group  of  executives, 
scientists  and  others  interested  in  the  development  of  house¬ 
hold  appliances ;  that  there  will  be  executive  offices,  con¬ 
ference  rooms,  a  hall  for  meetings,  reception  rooms  for  out- 
of-town  members  and  space  in  which  to  set  up  model  in¬ 
stallations  in  a  home-like  environment,  for  use  only  by  the 
directors  and  employees  of  the  Institute ;  that  there  will 
be  no  salesrooms  or  showrooms  open  to  the  public  and  no 
sample  rooms  for  buyers  or  wholesale  dealers,  no  tool  or 
producion  or  chemical  activity  of  any  kind ;  that  the  pro¬ 
posed  use  complies  substantially  with  requirements  contem¬ 
plated  under  section  3  subsection  10,  except  that  the  area 
involved  is  considerably  less  than  the  10  acres  required,  and 
the  proposed  use  will  be  limited  to  the  existing  building ; 
that  the  property  is  under  contract  of  sale,  subject  to  the 
possible  use  for  the  purpose  intended ;  that  the  land  area 
comprises  two  acres  of  land  with  an  option  for  an  additional 
acre,  and  the  whole  property  is  so  located  that  it  would  be 
impossible  to  enlarge  the  area  to  any  considerable  extent ; 
that  this  application  is  made  under  Section  7e  as  amended, 
for  a  term  of  10  years ;  and 

W hereas,  the  premises  are  under  contract  for  sale  to  the 
Monitor  Institute,  Inc.,  which  is  represented  as  the  holding 
corporation  and  the  premises  will  be  operated  by  a  subsidiary 
corporation  known  as  the  Monitor  Equipment  Corporation  ; 
and 

Whereas,  a  statement  dated  February  19,  1946,  lias  been 
received  from  Mr.  T.  K.  Quinn,  President  of  the  Monitor 
Equipment  Corporation,  reading  as  follows  : 

“Proposed  ‘Monitor  House’  is  to  be  used  by  Monitor 
Equipment  Corporation  for  the  sole  purpose  of  setting 
up  executive  offices  and  for  trial  and  study  of  the  vari¬ 
ous  household  appliances  for  which  its  members,  from 
every  part  of  the  United  States,  are  distributors. 

Of  a  total  personnel  of  about  thirty-five  or  forty, 
some  will  devote  their  time  to  trying  out  and  testing 


the  appliances  under  conditions  which  would  prevail  in 
a  home.  It  is  for  this  reason  that  a  residence  building 
was  selected  and  not  a  loft  or  office  building  in  a  com¬ 
mercial  district.  It  had  to  be  large  enough  to  accom¬ 
modate  all  the  equipment  which  Monitor  intends  to 
investigate  and  test.  The  Catnpagna  House  affords 
ideal  accommodations  for  this  purpose,  as  indicated  by 
annotations  on  the  3  floor  plans  submitted  with  and 
made  part  of  this  application. 

The  basement  with  laundry  and  boiler  room  will  be 
used  for  laundry  and  beating  appliances ;  the  ‘great  hall’ 
for  home  sets  of  motion  pictures,  radio  sets  and  tele¬ 
vision,  and  for  home  recording. 

On  the  main  floor,  the  spacious  kitchen,  pantry  and 
serving  rooms  provide  the  space  necessary  for  the  cook¬ 
ing  appliances,  refrigerators,  etc.,  and  the  dining  room 
for  table  appliances.  Other  rooms  on  this  floor  will  be 
used  for  offices,  conference  rooms  and  for  setting  up 
and  testing  by  use  other  household  equipment.  On  the 
second  floor,  one  wing  is  set  aside  for  a  resident  super¬ 
intendent  and  three  servants.  The  other  rooms  will 
contain  bedroom  and  bathroom  appliances ;  air-condi¬ 
tioning  units,  etc.  Replacements  and  new  units  will  be 
delivered  from  time  to  time  but  probably  not  more  than 
four  or  five  times  a  month,  and  the  daily  deliveries  will 
be  no  more  than  would  be  necessary  for  a  large  private 
house. 

No  display  sign  is  proposed  and  only  a  small  neat 
bronze  plate  with  name  and  symbol  of  ‘Monitor  House’ 
will  be  placed  at  the  entrance.  The  building  will  not 
be  open  to  the  public,  and  will  be  visited  only  by  its 
members  and  guests  by  invitation. 

It  is  agreed  and  will  be  stipulated  tliat  no  part  of  the 
building  shall  be  used  as  a  showroom,  salesroom  or 
sample  rooms  to  be  visted  by  wholesale  or  retail  dealers 
or  by  buyers,  other  than  Monitor  Directors ;  that  there 
will  be  no  manufacturing  or  assembling  of  any  kind, 
except  such  adjustment  and  servicing  of  the  various 
appliances  as  might  be  required  in  household  use.  That 
the  consumption  of  electricity  will  be  only  the  amount 
which  will  be  necessary  to  operate  the  several  types 
of  equipment  as  in  a  home. 

There  will  be  no  club  or  living  accommodations  for 
out-of-town  members  and  the  conference  and  reception 
rooms  will  be  such  as  aref  provided  in  any  well  equipped 
suite  or  offices.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  for 
a  term  of  years  under  section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  under  section  7e  thereof, 
for  a  term  of  ten  years  from  the  date  of  this  action,  to  permit 
the  premises  to  be  occupied  substantially  as  proposed  and 
for  use  as  specified  in  letter  from  the  Monitor  Equipment 
Corporation,  dated  February  19,  1946,  signed  by  the  Presi¬ 
dent,  on  condition  that  such  use  shall  be  also  as  indicated 
on  plans  filed,  marked  “Received  February  11,  1946”,  show¬ 
ing  the  proposed  use  of  rooms,  provided  such  use  shall  be 
within  tbe  house  only  and  not  on  the  grounds ;  that  the 
grounds  and  house  shall  be  maintained  substantially  as  tliev 
have  been  under  the  Campagna  ownership ;  that  there  shall 
be  no  parking  or  storage  of  cars  on  the  surrounding  streets, 
but  same  shall  be  arranged  for  as  may  be  necessary  on  the 
property ;  that  any  use  of  equipment  outside  the  building  shall 
be  for  the  normal  use  of  maintaining  the  grounds,  excluding 
any  group  demonstration  of  equipment ;  that  no  exterior  or 
house  lighting,  other  than  that  now  existing  and  as  may  be 
necessary  for  servicing  the  equipment  indoors,  shall  be  in¬ 
stalled  and  maintained;  that  sucb  fire  extinguishers  shall  be 
maintained  in  each  room  as  the  fire  commissioner  shall 
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direct;  that  there  shall  be  no  transmission  of  radio  or  tele¬ 
vision;  that  there  shall  be  no  increase  in  the  height  or  area 
of  the  building  or  erection  of  additional  buildings;  that  any 
crates  or  packing  material  brought  to  the  premises  with  the 
equipment  shall  be  disposed  of  daily  and  removed  there¬ 
from;  that  the  Board  reserves  the  right  to  review  the  terms 
of  this  variance  at  any  time  during  such  term  thereof;  that 
the  premises  involved  in  this  variance  shall  include  only 
that  portion  of  the  plot  indicated  as  “B”  on  plans  filed  with 
this  application,  marked  “Received  December  12,  1945’’;  that 
in  the  event  the  owner  desires  to  add  other  parcels,  desig¬ 
nated  as  “A”  and  “C”  or  either  of  them  request  may  be 
made  to  this  Board  for  amendment  of  this  resolution  to  in¬ 
clude  such  parcels;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  six  months  from  the 
date  of  this  resolution;  that  this  variance  is  granted  solely 
to  the  Monitor  Equipment  Corporation  for  the  use  of  the 
premises  as  set  forth,  except  that  the  owning  corporation 
may  be  the  Monitor  Institute,  Inc.  or  any  other  corporate 
name  which  is  a  parent  holding  corporation  that  may  be 
accepted  by  the  Secretary  of  State  in  the  place  of  Monitor 
Institute,  Inc. ;  that  in  all  other  respects,  the  building  and 
premises  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

68-46-A 

APPLICANT— E.  L.  Bruce  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  lire  commis¬ 
sioner  re  Packaging  of  combustible  mixture  known 
as  “Bruce  Floor  Cleaner  and  Bruce  Floor  Wax” 
in  one  gallon  glass  containers  (capacity  of  glass 
containers  not  in  conformity  with  Administrative 
Code  requirements). 

APPEARANCES— 

For  Applicant:  George  Mahl. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (68-46-A) 

Whereas,  E.  L.  Bruce  Co.,  owner,  filed  January  31,  1946, 
an  appeal  from  a  decision  of  the  fire  commissioner,  re  Pack¬ 
aging  of  combustible  mixture  known  as  “Bruce  Floor 
Cleaner  and  Bruce  Floor  Wax”  in  one-gallon  glass  con¬ 
tainers  (capacity  of  glass  containers  not  in  conformity  with 
Adm.  Code  requirements)  ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  14,  1946,  reads: 

“Acknowledge  receipt  of  your  letter  of  the  11th  inst. 
in  which  you  request  permission  to  pack  and  ship  the 
combustible  mixture  known  as  “BRUCE  FLOOR 
CLEANER”  and  “BRUCE  FLOOR  WAX”  in  glass 
containers  exceeding  a  capcity  of  thirty-two  ounces. 

Please  be  advised  that  your  request  is  hereby  denied 
for  the  reason  that  Section  C19-62.0  Sub.  b  prohibits 
the  use  of  glass  containers  containing  combustible  mix¬ 
tures  to  exceed  a  capacity  of  thirty-two  ounces. 

You  may  appeal  to  the  Board  of  Standards  and  Ap¬ 
peals  under  the  provision  of  the  New  York  City  Char¬ 
ter.  Appeal  forms  may  be  obtained  at  Room  1015, 
Municipal  Building,  Manhattan.” 
and 

Whereas,  the  applicant  states  that  it  is  proposed  to  pack¬ 
age  Bruce  Floor  Cleaner  having  a  flashpoint  of  122  deg.  F., 
and  Bruce  Floor  Wax  having  a  flashpoint  of  115  deg.  F.. 
both  the  subject  of  Fire  Department  Certificate  of  Approval 
1273,  in  glass  bottles  of  one  gallon  size ;  that  the  bottles  to 
be  used  are  Dura-Glass  bottles  as  manufactured  by  the 
Owens-Illinois  Glass  Company,  round  type,  or  equal  and  the 


caps  will  be  screw  type  of  38  AIM  black  plate  pulp  and 
Vinylite  or  pulp  and  Koroseal  lined ;  that  these  caps  are 
manufactured  by  the  Bernardin  Bottle  Cap  Company  of 
Evansville,  Indiana;  that  four  of  the  one  gallon  glass  jugs 
proposed  will  be  packed  in  approved  type  test  corrugated 
board  container  with  individual  double-lined  compartments 
for  each  bottle ;  and 

Whereas,  the  applicant  contends  that  when  the  certificate 
of  approval  was  issued,  the  products  were  being  packaged  in 
tin ;  that  it  was  anticipated  that  a  sufficient  supply  of  metal 
cans  would  be  available  and  it  is  now  found  that  the  supplier 
of  containers  is  unable  to  deliver  and  it  is  therefore  abso¬ 
lutely  necessary  to  use  the  glass  containers  to  serve  the 
present  market  and  it  is  therefore  requested  that  the  Board 
permit  the  use  of  glass  containers  as  herein  proposed,  until 
such  time  as  the  applicant  is  able  to  secure  sufficient  metal 
cans.  * 

Resoli'ed,  that  the  decision  of  the  fire  commissioner  dated 
January  14,  1946,  be  and  it  here  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  to  permit  the  packaging 
of  combustible  materials  as  set  forth,  in  one  gallon  glass 
jugs  as  proposed,  on  condition  that  in  all  other  respects,  the 
packaging  and  labelling  shall  comply  with  the  requirements 
of  the  fire  commissioner  under  Certificate  of  Approval  No. 
1273;  that  this  variance  shall  be  for  a  term  of  not  over  six 
(6)  months  from  the  date  of  this  resolution. 


AIATERIAL  AND  APPLIANCE  SUBMITTED 
FOR  APPROVAL 

433-38-SM 

APPLICANT — Coplay  Cement  Manufacturing  Corp., 
owner. 

SUBJECT — Saylor’s  Velvet  Afortar  Cement  (reopened 
January  3,  1946  re  amendment  of  resolution  to  in¬ 
clude  “Hercules  Afortar  Cement”). 
APPEARANCES— 

For  Applicant:  P.  J.  Loughran. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . . .  0 

THE  RESOLUTION  (433-38-SM) 

Whereas,  the  Coplay  Cement  Alanufacturing  Co.,  owner, 
filed  June  1,  1938,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Saylor’s  Portland  Cement  and  Saylor’s  Velvet  Afortar 
Cement ;  and 

Whereas,  Saylor’s  Portland  Cement  u'as  approved  and 
Saylor’s  Velvet  Alortar  Cement  wras  tentatively  approved 
by  the  Board  July  6,  1938;  and 

W hereas,  the  resolution  was  amended  on  February  28, 
1939  and  the  resolution  subsequently  corrected  on  November 
18,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution ;  and 

W hereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  3,  1946  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  7,  1946. 

Re:  Cal.  433-38-SAL 

Subject:  Saylor’s  Velvet  Mortar  Cement. 

The  Coplay  Cement  Alanufacturing  Company  of  New 
York,  addressed  a  communication  dated  December  13. 
1945,  to  the  Board  of  Standards  and  Appeals  requesting' 
amendment  of  the  resolution  to  include  additional  name 
to  be  used  with  the  material  approved  under  the  above 
calendar  number. 

In  addition  to  the  name  Saylor’s  Velvet  Alortar 
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Cement  is  Hercules  Mortar  Cement,  which  latter  prod¬ 
uct  will  be  distributed  by  the  Hercules  Cement  Corpo¬ 
ration  of  Philadelphia,  Pennsylvania,  and  that  each  bag 
of  material  marketed  under  the  name  of  Hercules  shall 
bear  the  Cal.  433-38-SM,  and  shall  comply  with  all 
requirements  of  the  resolutions  adopted  on  July  6,  1938, 
as  amended  February  28,  1939,  and  November  18,  1941. 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner, 

CHARLES  M.  BLUM 
Commissioner, 

LESLIE  V.  HUBER 
Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutions  of  July  6,  1938  as  amended 
February  28,  1939  and  November  18,  1941,  in  accordance 
with  the  above  report  of  the  Committee  on  Tests,  dated 
January  7,  1946. 

662-41-SA 

APPLICANT — Davis  Engineering  Corporation,  owner. 
SUBJECT— Paracoil  Fuel  Oil  Heaters,  Types  Straight 
Tube,  U-Tube,  Tubular  and  Paracoil  Suction  Bell, 
approval  of. 

APPEARANCES— 

For  Applicant :  Robert  Lisson. 

ACTION  OF  BOARD— Appliances  disapproved  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests. 
THE  VOTE  TO  APPROVE— 

Affirmative  . .  •  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (662-41-SA) 

Whereas,  the  Davis  Engineering  Corporation,  owner, 
filed  on  July  15,  1941,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  Paracoil  Fuel  Oil  Heaters,  Types  Straight  Tube,  U-Tube, 
Tubular  and  Paracoil  Suction  Bell;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  662-41-SA. 

Subject:  Paracoil  Fuel  Oil  Heaters.  Types — Straight 
Tube,  U-Tube,  Tubular  and  Paracoil  Suction 
Bell,  approval  of. 

The  Davis  Engineering  Corporation  of  New  York 
City,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Paracoil  Fuel  Oil 
Heaters,  types  Straight  Tube,  U-Tube,  Tubular  and 
Paracoil  Suction  Bell,  under  the  provisions  of  Section 
7.2.2  of  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals. 

DESCRIPTION 

These  four  appliances  are  designed  to  reduce  the 
viscosity  of  fuel  oil  of  the  heavier  grades  for  atomiza¬ 
tion  at  the  burner.  This  is  accomplished  by  the  steam 
or  hot  water  of  the  boiler.  The  applicant  describes  the 
four  types  as  follows : 

Straight  Tube  Type  Paracoil  Fuel  Oil  Heaters. 

These  heaters  are  constructed  with  welded  steel  shell, 
rolled  steel  tube  sheets,  cast  iron,  cast  steel  or  welded 
steel  oil  chambers  and  tubes  of  seamless  drawn  steel, 
the  capacity  and  working  pressures  depending  upon  the 
requirements  of  the  particular  job.  These  preheaters 
have  steam  or  hot  water  in  the  shell  and  oil  in  the  tubes. 
Oil  enters  at  one  end  of  the  preheater  at  the  bottom  and 
circulates  through  the  oil  tubes  and  out  of  the  same  end 
at  the  top.  It  is  heated  by  the  steam  or  hot  water  sur¬ 
rounding  the  tubes,  which  steam  enters  the  shell  at  the 
top.  Steam  and  water  of  condensation  are  drained  off 


at  the  bottom  of  shell  and  returned  to  the  boiler.  Hot 
water  form  the  boiler  can  be  used  instead  of  steam  by 
connecting  the  preheater  to  the  boiler  below  the  water 
line. 

U-Tube  Type  Paracoil  Fuel  Oil  Heaters. 

These  heaters  are  constructed  with  shell  of  steel  or 
cast  iron  and  oil  chambers  of  cast  iron  or  cast  steel,  de¬ 
pending  upon  working  pressure.  The  tubes  are  of 
seamless  drawn  copper  bent  U-shaped  and  expanded 
into  a  rolled  steel  tube  sheet.  Standard  heaters  are  de¬ 
signed  for  100  psi  working  pressure  and  are  tested  to 
200  psi. 

Oil  enters  at  the  bottom  of  the  large  end  of  shell  and 
circulates  through  the  oil  tubes  and  passes  out  at  the 
top ;  the  steam  or  boiler  water  enters  at  top  of  small 
end  of  heater  and  passes  around  the  oil  tubes  and  out 
through  the  bottom  at  large  end.  There  is  a  washout 
connection  at  small  end  and  an  oil  relief  connection  at 
large  end.  The  heating  medium  used  in  this  type  is 
either  steam  or  water.  These  heaters  are  used  for  con¬ 
nection  to  the  boiler  below  the  water  line  with  boiler 
water  circulating  through  the  shell. 

Tubular  Type  Fuel  Oil  Heaters. 

Construction :  These  heaters  are  constructed  with  steel 
shell,  with  steel  flanges  and  all  connections  electric  arc 
welded.  The  steam  chamber  is  of  cast  iron  or  cast 
steel,  depending  on  the  steam  working  pressure.  These 
heaters  have  oil  in  the  shell  and  steam  in  the  tubes.  The 
tube  sheets  are  rolled  steel  plate,  the  oil  heating  tubes 
of  seamless  steel  expanded  into  the  tube  sheet  with  op¬ 
posite  ends  swaged  to  shape  and  sealed.  The  perfor¬ 
ated  steam  feeder  tubes  are  fitted  inside  the  oil  heating 
tubes,  which  heat  the  oil  in  the  shell  and  are  of  copper 
with  the  free  ends  supported  by  the  swaged  ends  of  the 
oil  heating  tubes.  All  tubular  oil  heaters  unless  speci¬ 
fically  specified  for  higher  pressures  are  built  for  250 
psi  working  pressure  on  steam  and  oil  sides.  These 
heaters  are  tested  to  40Q  psi  on  the  steam  side  and  500 
psi  on  the  oil  side. 

The  oil  enters  through  the  top  of  the  shell  and  leaves 
the  heater  at  the  small  end.  Steam  from  the  boiler 
enters  a  chamber  at  the  large  end  of  the  preheater  and 
circulates  through  the  steam  tubes  and  then  back  to  the 
boiler. .  There  is  a  condensate  outlet,  a  cleaning  fluid 
inlet  and  outlet.  A  temperature  control  valve  shuts  off 
steam  at  a  fixed  temperature.  There  is  a  pressure  relief 
valve  set  at  300  lbs. 

Paracoil  Suction  Bells. 

Paracoil  Suction  Bells  are  constructed  with  a  cast 
iron  fin-type  heating  section.  These  bells  are  used  for 
installation  in  the  bottom  of  fuel  oil  tanks  for  the  pur¬ 
pose  of  heating  the  oil  entering  into  the  suction  line  of 
the  oil  pumps  which  extends  down  to  a  point  near  the 
bottom  of  the  tank. 

Oil  enters  through  the  center  of  the  revolving  oil 
nozzle  and  returns  through  a  2  in.  return  at  the  top  of 
bell ;  steam  or  hot  water  enters  through  the  2 in.  suc¬ 
tion  at  the  top  and  circulates  through  the  finned  heating 
element.  The  heating  medium  is  either  steam  or  hot 
water.  Hot  water  is  furnished  by  an  indirect  heater, 
circulated  by  means  of  a  pump  through  the  heating  sys¬ 
tem  of  the  bell. 

TESTS 

Since  all  the  preheaters  submitted  are  typical  in  prin¬ 
ciple  and  operation  and  vary  only  as  to  the  heating 
medium,  the  applicant  proposed  an  inspection  of  the 
Straight  Tube  Type  and  the  tubular  heater  installed 
several  years  ago.  The  Straight  Tube  Type  of  the 
heater  was  inspected  at  the  News  Boys  Home  on  New 
Chambers  Street.  Present  at  the  test  were  Chief  Engi¬ 
neer  L.  V.  Huber  and  Commissioner  C.  M.  Blum  of  the 
Board  of  Standards  and  Appeals,  Charles  Johnson  of 
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the  Division  of  Combustibles,  Fire  Department,  and 
John  Finch  for  the  manufacturer.  The  burner  at  these 
premises  was  a  Clark  Burner  with  an  electric  preheater, 
which  is  used  to  start  the  burner  with  subsequent  heat¬ 
ing  of  oil  by  the  Paracoil  Straight  Tube  Type  Fuel  Oil 
Heater.  A  Tubular  Heater  was  inspected  at  the  Crim¬ 
inal  Courts  building  on  November  27,  1942;  present, 
Commissioner  C.  M.  Blum,  Chief  Engineer  L.  V.  Huber 
of  the  Board  and  A.  C.  Jaeckel  for  the  manufacturer.  A 
Straight  Tube  Type  was  also  inspected  at  129  Cherry 
Street,  Knickerbocker  Village. 

RECOMMENDATION 

The  Committee  on  Tests,  having  evaluated  the  fore¬ 
going  data,  finds  that  it  cannot  recommend  the  approval 
of  Paracoil  Fuel  Heaters,  Types  Straight  Tube,  U-Tube 
and  Tubular,  as  filed,  since  the  preheaters  are  not  in 
conformance  with  the  provisions  of  Rule  7.2.2  of  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  which  reads  as  follows : 

“7.2.2  Oil  preheaters  shall  he  of  approved 
type  and  provided  w'ith  a  relief  valve 
to  prevent  excessive  oil  pressure.  Oil 
preheaters  shall  not  be  installed  in  the 
steam  or  water  space  of  the  boiler.” 

In  the  applicant’s  types  of  preheaters,  the  tubing  or 
piping  conveying  the  oil  into  the  preheater  is  in  direct 
contact  with  the  steam  or  hot  w'ater  heating  mediums 
of  the  boiler  and  accordingly  is  not  in  conformance 
with  the  limitations  of  Rule  7.2.2. 

For  the  same  reason  the  Committee  on  Tests  cannot 
recommend  approval  of  the  Paracoil  Suction  Bell,  which 
is  a  device  installed  in  the  bottom  of  the  fuel  oil  tank 
for  the  purpose  of  heating  the  oil  entering  into  the  suc¬ 
tion  line  of  the  oil  pumps. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  disapproval  of 

this  appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  the  appliance  known  as  the  Paracoil  Fuel 
Oil  Heaters,  Types  Straight  Tube,  U-Tube,  Tubular  and 
Paracoil  Suction  Bell,  in  accordance  w'ith  the  above  report 
of  the  Committee  on  Tests. 


Adjourned;  12:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  19,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

30-46-A 

APPLICANT — Paul  Friedman,  for  Fee  Realty  Corp., 
(owner  of  Lot  40),  Alvin  Devereau  and  Virginia 
W.  Devereau,  co-trustees  (owner  of  Lot  1)  ;  (Lease 
Realty  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 467-469  Fulton  street  and  1 56- 
164  Lawrence  street,  northwest  corner  (Block  151, 
Lots  1  and  40),  Borough  of  Brooklyn. 
APPEARANCES— 

bor  Applicant:  Paul  Friedman  and  Philip  Freshman. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (30-46-A) 

\\  hereas,  Paul  Friedman,  for  Realty  Corp.  and  Alvin 
and  Virginia  W.  Devereau,  co-trustees  (Lease  Realty  Corp., 
lessee),  filed  January  16,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  467-469  Ful¬ 
ton  street  and  156-164  Lawrence  street,  northwest  corner 
(Block  151,  Lots  1  and  40),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent,  act¬ 
ing  on  Alt.  3759-44.  dated  January  8,  1946,  reads : 

“1.  Changing  occupancy  of  2nd,  3rd  and  4th  floors 
from  offices  to  2nd  floor  showroom  and  factory,  3rd 
floor,  factory  and  offices  and  4th  floor  factory  and  offices 
in  a  Class  # 3  structure  over  4  stories  in  height  is  con¬ 
trary  to  Sect.  270  of  Labor  Law. 

2.  Exits  as  shown  are  contrary  to  Sect.  270  of  Labor 
Law'. 

3.  Floors  for  factory  use  less  than  120  lbs.  per  sq. 
ft.  live  load  are  contrary  to  Sect.  7.3.2.3  of  Building 
Code.  Floors  are  now  adequate  for  75  lb.  per  sq.  ft 
live  load.” 

and 

^\\  hf.reas,  the  applicant  states  the  building  is  6  stories 
(70  ft.)  in  height;  40  ft.  by  113  ft.  irregular  in  area;  of 
Class  3  construction;  erected  in  1929;  located  in  a  business 
and  unrestricted  use,  B  area  and  Class  V/2  height  district, 
and  used  and  occupied  since  1929  as  follows:  cellar,  general 
storage  and  boiler  room,  2  persons;  1st  floor,  store,  24  per¬ 
sons  ;  2nd  floor,  showroom  and  clothing  factory,  25  persons ; 
3rd  floor,  clothing  factory  and  offices  30  persons ;  4th  floor, 
offices,  4  persons;  5th  floor,  offices,  6  persons;  6th  floor, 
manufacturing  wearing  apparel  and  offices,  24  persons,  and 
proposed  to  be  used  and  occupied  as  follows :  cellar,  same ; 
1st  floor,  same;  2nd  floor,  same;  3rd  floor,  same;  4th  floor, 
manufacturing  wearing  apparel  and  offices,  24  persons;  5th 
floor,  offices,  16  persons;  6th  floor,  offices,  16  persons;  and 
Whereas,  Certificate  of  Occupancy  57990,  issued  October 

1,  1929,  permits  the  use  of  the  building  as  follow's :  cellar, 
general  storage  and  store;  1st  floor,  stores,  24  persons,  120 
lbs.  live  load;  2nd  to  6th  stories,  offices,  37  persons  each 
floor,  60  lbs.  live  load;  that  the  building  is  equipped  with  one 
4  ft.  2  in.  wide  fire  proof  stairs  from  the  roof  bulkhead,  di¬ 
rectly  to  the  street  and  one  fire  escape  on  the  Lawrence 
street  front  leading  to  the  street  by  a  ladder;  that  windows 
on  the  course  of  the^  fire  escape  are  fireproof  but  not  self¬ 
closing;  that  the  building  adjoining  on  Fulton  street  is  4 
stories  in  height  and  on  Lawrence  street,  3  stories  in  height ; 
and 

Whereas,  the  applicant  contends  as  to  Objection  1  issued 
by  the  borough  superintendent,  that  ceilings  are  fire  retarded 
on  all  floors;  that  the  factory  use  on  the  3rd  and  4th  floors 
will  be  separated  from  the  non-factory  area  by  partitions  of 
wood  studs,  metal  lath  and  yA  in.  cement  plaster  both  sides, 
equipped  with  one  hour  fireproof  self-closing  door,  3  ft.  in 
width,  opening  outwardly  from  the  factory  area;  that  the 
Busheling  Department  will  be  separated  from  the  dressing 
room  and  show'rooni  area  by  w'ood  and  glass  partitions  ;  that 
the  factory  use  on  the  2nd  floor  will  consist  of  659  sq.  ft. 
with  an  occupancy  of  5  persons;  on  the  3rd  floor,  1395  sq.  ft. 
with  an  occupancy  of  30  persons,  and  on  the  4th  floor,  1214 
sq.  ft.  with  an  occupancy  of  24  persons ;  that  an  interior  fire 
alarm  system  will  be  installed:  and  contends  as  to  Objection 

2,  it  is  requested  that  the  existing  fire  escape  be  accepted  in 
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lieu  of  the  required  second  means  of  egress,  on  condition  that 
all  railings  of  balconies  shall  be  made  4  ft.  6  in.  high ;  that 
the  existing  drop  ladder  from  the  2nd  story  balcony  to  the 
street  will  be  replaced  by  a  counterbalanced  stairway ;  that 
a  22  in.  fire  escape  stairway  will  be  erected  from  the  6th 
floor  balcony  to  a  new  balcony  to  be  erected  at  roof  level 
and  a  3  ft.  opening  in  the  parapet  will  be  provided  for  access 
to  the  roof ;  that  on  each  floor  level  above  first  floor,  a  two 
ft.  six  in.  wide  fireproof,  self-closing  one  hour  test  door 
will  be  provided,  leading  to  the  fire  escape  with  steps  from 
the  floor  to  sill ;  that  on  the  3rd  and  4th  floors  these  doors 
will  lead  directly  to  the  fire  escape  balconies  which  will  be 
extended  6  ft.,  to  provide  egress  directly  from  the  factory 
area  on  said  floor ;  that  the  cellar  stairway  leading  to  the 
store  will  be  enclosed  in  4  in.  terra  cotta  partitions  with  self¬ 
closing,  fireproof  3  ft.  wide  door  leading  thereto  from  the 
cellar;  and  contends  as  to  Objection  3,  it  is  requested  that 
the  existing  75  lb.  live  load  be  accepted,  on  condition  that 
the  number  and  weight  of  machines  and  equipment  as  indi¬ 
cated  on  plans  filed  with  this  appeal  shall  not  be  increased; 
and 

Whereas,  the  applicant  further  contends  the  limitation  of 
factory  use  to  parts  of  the  2nd,  3rd  and  4th  floors  will  be 
in  compliance  with  the  spirit  of  the  law ;  that  the  shortage 
of  available  manufacturing  space  has  reached  the  point  of 
an  emergency;  that  the  approval  of  this  appeal  will  enable 
the  factory  occupancy  on  the  2nd  and  3rd  floors  to  continue 
and  the  factory  occupancy  on  the  6th  floor  to  be  moved  to 
the  4th  floor,  subject  to  all  the  conditions  proposed  herein; 
that  the  proposed  alteration  and  extension  of  the  existing 
fire  escape  will  provide  a  safe  independent  means  of  egress, 
specially  in  view  of  the  limited  number  of  occupants  pro¬ 
posed;  that  the  occupancy  of  the  building  will  be  reduced 
from  a  total  of  211  persons  now  permitted  to  a  proposed 
occupancy  to  a  total  of  137  persons  and  the  factory  occupancy 
will  be  reduced  from  111  persons  now  permitted,  to  79  per¬ 
sons  and  the  occupancy  of  the  5th  and  6th  floors  which  will 
be  used  for  offices,  will  be  reduced  from  74  persons  to  32 
persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  3759-44,  and  that  the  appeal  be  and  it  hereby 
is  granted,  as  to  objection  1,  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  no  work  for 
factory  shall  take  place  on  any  floor  above  the  4th  floor ; 
that  all  factory  work  in  the  building  shall  be  confined  to 
portions  of  the  2nd,  3rd  and  4th  floors  as  proposed  and  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
January  16,  1946”,  4  sheets;  as  to  objection  2,  that  the  exits, 
as.  proposed  and  as  indicated  on  such  plans,  shall  be  main¬ 
tained  ;  that  tire  primary  means  of  exit,  consisting  of  an 
enclosed  stairway  in  the  northwest  corner,  shall  be  main¬ 
tained,  leading  directly  to  the  street  through  fireproof  en¬ 
closed  passage  with  doors  swinging  outwardly  and  without 
panic  bolts  thereon ;  that  the  second  means  of  exit  shall  be 
substantially  as  proposed  and  shall  comply  with  the  require¬ 
ments  of  the  Labor  Law,  from  the  street  to  the  roof;  that 
the  fire  escape  balcony  shall  be  extended  southerly  on  the 
2nd,  3rd  and  4th  floors  and  a  doorway  shall  be  installed  to 
such  extension  in  the  second  bay  northerly  from  the  corner 
of  Fulton  street;  that  such  doors  and  steps  to  same  shall  be 
proposed ;  that  partitions  on  each  of  such  floors  separating 
the  factory  area  from  other  portions  of  the  floor  shall  be  at 
least  one  hour  partitions  and  the  doors  therein  shall  be  fire¬ 
proof,  self-closing;  that  on  the  2nd  floor  where  two  offices 
are  shown  toward  the  center  of  the  building,  the  doors  to 
same  shall  be  made  double-acting,  so  as  not  to  interfere  with 
the  egress  facilities ;  that  the  accommodation  stair  on  the 
2nd  floor  leading  to  the  1st  floor  shall  be  enclosed  in  a  fire- 
retarded  partition  on  the  2nd  floor  with  fireproof,  self-closing 
door  to  same  leading  in  the  direction  of  exit;  as  to  objection 
3.  that  the  liveload  per  superficial  foot  shall  not  be  less  than 
75  lbs.  per  sq.  ft. ;  that  floor  loads  shall  be  posted  on  all 
floors  to  this  effect  and  no  floor  shall  be  loaded  beyond  such 
capacity  at  any  time;  that  a  fire  alarm  system  shall  be  in¬ 


stalled  and  maintained  and  fire  drills  shall  be  held  in  ac¬ 
cordance  with  the  requirements  therefor;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  and  any  out¬ 
standing  violations,  unless  modified  by  this  resolution,  shall 
be  complied  with. 


31-46-A 

APPLICANT — Harry  Schoen,  for  701  Elton  Avenue  Real¬ 
ty  Co.,  Inc.,  owner. 

SUB JECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 703  Elton  avenue,  west  side,  50 
ft.  north  of  East  154th  street  (2nd  to  5th  floors, 
inclusive)  ;  Block  2376,  Lots  23  and  24),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Schoen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee .  4 

Negative  .  0 

THE  RESOLUTION  (31-46-A) 


Whereas,  Harry  Schoen,  for  701  Elton  Avenue  Realty 
Co.,  Inc.,  owner,  filed  January  16,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
703  Elton  avenue,  west  side,  50  ft.  north  of  East  154th  street 
(2nd  to  5th  floors,  inclusive)  ;  (Block  2376,  Lots  23  and 
24),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent,  dated 
January  8,  1946,  on  Alt.  Applic.  717-45,  reads: 

“1.  Exits  to  comply  with  Section  6.1.2 2.3  of  the 
Building  Code.  Reconsideration  for  elimination  of  one 
exit  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  5  stories 
(60  ft.  3  in.)  in  height;  50  ft.  by  100  ft.  in  area,  of  Class 
1  construction ;  erected  1926 ;  located  in  a  business  use,  B 
area  and  Class  \l/2  height  district,  and  used  and  occupied 
since  erection  as  follows:  cellar,  boiler  room;  1st  floor  to 
5th  floor  inclusive,  offices  of  the  Department  of  Public  Wel¬ 
fare  and  proposed  to  be  used  and  occupied  as  follows :  cellar, 
boiler  room;  1st  floor,  storage  and  offices,  15  persons;  2nd 
to  5th  floors,  inclusive,  fur  storage,  no  persons ;  that  the 
building  is  equipped  with  two  3  ft.  6  in.  wide  fireproof  stairs 
from  the  roof  bulkhead,  directly  to  the  street ;  and 
Whereas,  Certificate  of  Occupancy  702,  issued  May  11, 
1928,  on  completion  of  N.  B.  Applic.  646-26,  permits  the  use 
of  the  building  throughout  as  a  storage  warehouse,  120  lbs. 
live  load  on  each  floor  and  describes  the  building  as  of  brick 
construction ;  and 

Whereas,  it  is  proposed  to  remove  one  stairway  from  the 
street  floor  to  the  roof,  in  order  that  additional  floor  space 
may  be  made  available  for  the  storage  of  furs ;  and 
Whereas,  the  applicant  contends  that  since  all  floors  above 
the  1st  floor  will  be  refrigerated  and  will  have  no  occupancy 
and  in  view  of  the  type  of  construction  and  the  character 
of  the  proposed  business,  it  is  requested  that  the  Board  per¬ 
mit  a  variation  from  the  requirements  of  Section  6.1.2.2.3  of 
the  Administrative  Building  Code,  so  as  to  permit  the  elimi¬ 
nation  of  one  stairway  as  proposed ;  and 
Whereas,  the  applicant  contends  that  the  building  is  not 
now  sprinklered,  but  will  be  sprinklered  by  a  two  source 
system  and  that  all  stair  doors  will  be  fireproof,  self-closing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  717-45,  objection  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  to  permit 
the  elimination  of  one  stair,  on  condition  that  the  building 
throughout  shall  be  occupied  only  as  proposed  for  refrig¬ 
erated  storage;  that  a  two  source  sprinkler  system,  comply¬ 
ing  with  all  requirements  therefor,  shall  be  installed  prior 
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to  the  commencement  of  the  proposed  occupancy ;  that  a  new 
certificate  of  occupancy  shall  be  obtained,  which  shall  cor¬ 
rectly  classify  the  building  as  to  construction ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
the  requirements  of  the  zoning  resolution  and  all  laws,  rules 
and  regulations  applicable  thereto;  that  this  variance  may 
hold  only  so  long  as  the  building  is  occupied  throughout  as 
proposed  and  in  accordance  with  the  requirements  of  this 
resolution. 


39-46-A 

APPLICANT— Joseph  Lau,  for  243  West  66th  Street  Corp., 
owner  (Eagle  Tire  Co.,  lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 819-825  10th  avenue,  west  side, 
50  ft.  5  in.  north  of  West  54th  street  (cellar  and  1st 
floor)  ;  (Block  1083,  Lot  31),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Administration:  Peter  Maher,  Eire  Dep't. 
ACTION  OF  BOARD — Appeal  granted  on  Condition. 

THE’  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  y 

THE  RESOLUTION  (39-46-A) 

\\  I1EREAS,  Joseph  Lau,  for  243  West  66th  Street  Corp., 
owner  (Eagle  Tire  Co.,  lessee),  filed  January  16,  1946,  an 
appeal  from  an  order  and  decision  of  the  fire  commissioner, 
affecting  premises  819-825  10th  avenue,  west  side,  50  ft.  5  in’ 
north  of  West  54th  street  (cellar  and  1st  floor);  (Block 
1083,  Lot  31),  Borough  of  Manhattan;  and 
.  Whereas,  Order  34843-LF,  issued  by  the  fire  commis¬ 
sioner  on  January  15,  1946,  reads: 

1.  Provide  in  the  cellar,  a  fixed  fire  extinguishing 
system  or  other  means  for  the  extinguishment  of  fire 
satisfactory  to  the  fire  commissioner.  C19-161.0  Adm 
Code.” 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  8,  1946,  reads: 

“In  reply  to  your  letter  in  reference  to  Order  34843- 
LF,  you  are  advised  that  this  order  for  an  automatic 
sprinkler  system  was  issued  against  the  cellar  of  819- 
825  Tenth  avenue  due  to  the  combustible  material  stored 
in  such  cellar,  inadequate  ventilation  and  no  direct 
ingress. 

Your  request  to  reissue  this  order  is  denied." 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (18  ft.  4  in.)  in  height,  100  ft.  by  70  ft.  in  area,  of 
class  3  construction  on  a  lot  100  ft.  by  100  ft.  in  area, 
erected  in  1936,  located  in  an  unrestricted  use,  B  area  anti 
Class  1  y2  height  district  and  used  and  occupied  since  1937 
under  Certificate  of  Occupancy  22075,  as  follows:  cellar- 
storage  and  boiler  room— 1  person;  1st  floor— sales,  storage, 
gasoline  service  station,  garage,  motor  vehicle  repair  shop 
and  office — 40  persons ;  mezzanine — office — 4  persons  ;  pro¬ 
posed  to  be  used  and  occupied:  cellar — storage  and  boiler 
room  4  persons;  1st  floor — sales,  storage,  tire  repairs  and 
offices— 20  persons  ;  mezzanine — office— 4  persons:  that  the 
building  is  equipped  with  one  3  ft.  8  in.  wide  fireproof  stair¬ 
way  leading  directly  to  the  street  and  provided  with  a  lad¬ 
der  and  scuttle  to  the  roof ;  and 
Whereas,  the  applicant  contends  that  the  building  has 
two  stairways  from  the  cellar,  one  of  which  is  of  iron  3  ft. 

•S  in.  wide,  enclosed  in  8  in.  brick  walls  in  the  cellar,  with 
fireproof,  self-closing  door  and  leading  to  the  store  at  the 
1st  floor,  which  store  opens  directly  to  the  street,  and  the 


second  stairway  is  an  iron  stairway  3  ft.  8  in.  wide,  en¬ 
closed  in  the  cellar  with  8  in.  brick  and  fireproof,  self-closing 
door  and  leading  to  the  1st  floor  and  across  the  garage  for 

a  distance  of  20  ft.  to  the  street,  through  wood  and  glass 

overhead  doors  with  wicket  doors ;  that  the  cellar  is  used 
for  the  storage  of  automobile  tires,  the  1st  floor  for  the 
storage  of  tires  and  for  equipping  cars  with  tires ;  that  the 
Fire  Department  originally  placed  an  order  for  the  installa¬ 
tion  of  a  sprinkler  system  in  the  cellar  as  the  lessee  had  a 
fire  which  was  caused  by  the  manufacturing  of  inflammable 
waterproofing  material ;  that  this  manufacturing  has  been 
discontinued  and  the  hazard  removed;  that  the  tires  in  the 
cellar  are  kept  in  neat  rows  with  wide  aisles  and  are 

stacked  to  within  4  ft.  of  the  ceiling;  that  water  pails  and 

fire  extinguishers  are  located  within  easy  reach  and  no 
debris,  papers,  etc.  are  permitted  to  accumulate  and  are 
removed  from  the  premises  promptly  in  metal  containers; 
that  if  a  fire  were  to  start,  it  would  be  readily  seen  down 
the  aisles  and  put  under  control  at  once ;  that  a  night  watch¬ 
man  s  service  is  maintained,  including  Sundays  and  holi¬ 
days  ;  that  the  cellar  is  accessible  to  the  Fire  Department 
by  means  of  the  glass  and  wood  overhead  doors,  which  are 
across  the  entire  front  of  the  building  and  by  means  of 
wood  and  glass  door  to  the  store  front  at  the  southeast  cor¬ 
ner  of  the  building,  both  of  which  lead  to  the  brick  enclosed 
iron  stairway  to  the  cellar ;  that  the  northeast  corner  of  the 
premises  there  is  a  1  ft.  by  3  ft.  opening,  leading  directly 
to  the  cellar  from  the  outside  of  the  building  and  there  is 
a  conveyor  opening  directly  inside  the  wood  and  glass  over¬ 
head  door,  which  can  be  used  for  hose  access  or  for  ventila¬ 
tion  of  the  cellar;  that  the  ceiling  of  the  first  tier  is  fire¬ 
proof  and  all  steel  columns,  girders  and  beams  in  the  cellar 
arc  covered  with  concrete  fireproofing;  it  is  therefore  con¬ 
tended  that  the  order  is  not  applicable,  as  the  original 
hazard  has  been  entirely  eliminated  and  such  storage  of  tires 
is  neat  and  orderly  with  adequate  aisle  space  and  distant 
from  the  ceiling  and  that  there  is  adequate  fire  extinguishing 
apparatus  within  easy  reach  and  that  the  cellar  is  at  all 
times  occupied  by  some  worker  during  business  hours  and  a 
watchman  after  business  hours  and  is  easily  accessible  from 
the  street;  and 

Whereas,  it  appears  that  the  gasoline  dispensing  pumps 
formerly  on  the  front  portion  of  the  premises  have  since 
been  removed  and  the  gasoline  storage  tanks  filled  and  sealed 
to  the  satisfaction  of  the  fire  commissioner,  and  that  no 
lubrication  material  is  maintained  and  no  lubrication  work 
is  done  on  the  premises ;  and 

\\  hereas,  according  to  Fire  Department  records  there  is 
a  permit  outstanding  for  use  of  the  first  floor  as  a  storage 
garage;  and 

Whereas,  the  applicant  stated  that  the  work  of  vulcaniz¬ 
ing  and  recapping  formerly  carried  on  in  the  cellar  has  now 
been  entirely  discontinued  according  to  Fire  Department 
inspection. 

Resolved,  that  Order  34843-LF  issued  by  the  fire  com¬ 
missioner  he  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  as  to  objection  1  on  condition  that 
the  cellar  shall  be  used  solely  for  the  storage  of  new  motor 
vehicles  shoes  and  tubes  as  proposed;  that  such  shoes  and 
tubes  shall  be  neatly  piled  to  a  height  of  not  more  than 
8  feet  and  separated  by  aisles  not  less  than  3  ft.  in  width; 
that  all  exits  shown  for  the  cellar  shall  be  maintained ;  that 
such  portable  fire-fighting  extinguishers  shall  be  maintained 
as  the  fire  commissioner  shall  direct:  that  any  class  A  type 
of  fire  extinguisher  having  water,  shall  contain  sufficient  anti- 
fr-’ezr  to  prevent  freezing:  that  the  premises  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner. 


42-46-A 

APPLICANT— Christian  F.  Wolfe,  owner  (C.  Frederick 
Wolfe,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


MINUTES 


PREMISES  AFFECTED — 75-02  88th  street,  west  side, 
632.88  ft.  north  of  77th  avenue  (Block  3837,  Lot 
61),  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Christian  F.  Wolfe. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (42-46- A) 

Whereas,  Christian  F.  Wolfe,  owner  (C.  Frederick 
Wolfe,  Inc.,  lessee),  filed  January  21,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
75-02  88th  street,  west  side,  632.88  ft.  north  of  77th  avenue 
(Block  3837,  Lot  61),  Glendale,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  1849-45,  dated  January  11,  1946, 
reads : 

“1.  Two  enclosed  fireproof  stairways  are  required  on 
all  floors  above  grade  in  a  factory  in  compliance  with 
Section  270  of  the  Labor  Law.  A  fire  escape  is  not  a 
legal  exit  for  a  factory  erected  in  a  new  structure 
(No.  273  Labor  Law).” 

Whereas,  the  applicant  states  that  the  building  will  be  2 
stories  (21  ft.)  in  height ;  78  ft.  3^2  in.  by  121  ft.  in  area, 
of  Class  3  construction ;  located  in  an  unrestricted  use,  A 
area  and  Class  1  height  district,  to  be  used  and  occupied 
as  follows:  cellar,  boiler  room;  1st  floor,  machine  shop,  15 
persons;  2nd  floor,  office,  10  persons;  that  the  building  will 
be  equipped  with  one  3  ft.  8  in.  wide  steel  stairs  with  cement 
treads,  enclosed  in  8  and  12  in.  hollow  cinder  blocks, 
equipped  with  steel  self-closing  doors  and  leading  from  the 
2nd  story,  directly  to  the  street  and  provided  with  a  ladder 
and  scuttle  to  the  roof  and  proposed  to  be  equipped  with 
one  fire  escape  from  the  2nd  floor  balcony  to  the  street  by 
a  drop  ladder;  that  there  will  be  no  windows  and  doors  on 
the  course  of  the  fire  escape ;  and 

Whereas,  the  applicant  contends  that  N.  B.  Applic. 
1849-45,  was  amended  to  eliminate  the  second  stairway  from 
the  2nd  floor  or  office  floor  and  to  construct  instead,  a  fire 
escape  balcony  and  drop  ladder  to  the  street,  as  indicated 
on  plans  filed  with  this  appeal ;  that  the  second  floor  will  be 
used  exclusively  as  an  office  with  not  more  than  10  occu¬ 
pants  ;  that  the  second  enclosed  fireproof  stairway  will  take 
up  needed  space ;  that  if  the  building  were  an  office  or 
mercantile  building,  the  proposed  fire  escape  would  be 
acceptable. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  wake  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  1849-45,  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  objection  1,  on  condition  that  the 
primary  means  of  exit,  indicated  as  stair  “A”  from  the  2nd 
story  portion  shall  be  maintained  in  accordance  with  all  re¬ 
quirements  therefor  and  lead  directly  to  the  street,  as  indi¬ 
cated  on  plans  filed  with  this  appeal  marked  “Received  Jan¬ 
uary  21.  1946”,  three  sheets:  that  the  secondary  means  of 
exit  may  consist  of  an  exterior  balcony  on  the  88th  street 
side,  with  a  counterbalanced  drop  ladder  to  the  street,  located 
as  indicated  on  such  plans  and  constructed  in  accordance 
with  the  requirements  therefor;  that  any  boiler  room  in  the 
building  shall  be  enterable  only  from  the  exterior  and  sepa¬ 
rated  from  the  balance  of  the  building  by  fireproof  construc¬ 
tion  ;  that  any  windows  in  the  rear  or  side  walls  of  the  second 
story  shall  comply  with  the  requirements  therefor  and  shall 
be  arranged  so  that  at  least  one  window  at  the  rear  to  the 
east  is  so  arranged  as  to  provide  additional  exit  to  the  one 
story  roof. 


43-46-A 

APPLICANT— John  J.  Gilmartin,  for  515  West  29th  Street 
Co.  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 349-351  West  26th  street,  north 
side,  186  ft.  east  of  9th  avenue  (Block  750,  Lot  11), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (43-46-A) 

Whereas,  John  J.  Gilmartin,  for  515  West  29th  Street 
Co.,  Inc.,  owner,  filed  January  9,  1946,  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  349-351  West  26th  street,  north  side,  186  ft.  east  of  9th 
avenue  (Block  750,  Lot  11),  Borough  of  Manhattan;  and 
Whereas,  Order  34709-LF,  issued  by  the  fire  commis¬ 
sioner  on  June  4,  1945,  reads: 

“2.  Repair  or  replace  the  defective  shutters  with 
proper  iron  shutters  at  all  openings  in  the  exterior  wall 
above  the  1st  story  which  are  distant  in  a  direct  line  less 
than  30  ft.  from  any  opening  in  any  other  building  and 
not  in  the  same  place  with  said  openings  and  which  are 
not  more  than  50  ft.  above  a  neighboring  roof  at  east, 
west  and  north  sides  of  building,  or  other  approved  pro¬ 
tection.  Sec.  491A-2.2.0  Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated  De¬ 
cember  10,  1945,  reads: 

“In  reply  to  your  request  for  reconsideration  in  item  2 
of  order  34709-LF,  requiring  the  repair  and  replacement 
of  the  iron  fire  shutters  on  the  east,  west  and  north  sides 
of  building. 

You  are  advised  that  the  window  openings  which  re¬ 
quire  such  iron  shutters  are  located  within  30  ft.  of 
adjoining  window  or  roof  exposures  and  your  request 
to  omit  proper  protection  is  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(75  ft.)  in  height,  50  ft.  4  in.  by  98  ft.  9  in.  in  area,  of  Class  3 
construction,  erected  in  1873,  located  in  a  business  use,  B 
area  and  Class  \l/2  height  district  and  occupied  since  1873 : 
cellar — -boiler  room  ;  1st  floor— dyeing  cloth — 10  persons  ;  2nd 
floor— sponging  cloth — 10  persons  ;  3rd  floor — dyeing  cloth — 
10  persons;  4th,  5th  and  6th  floors— fur  dyeing — 25  persons 
on  the  4th  floor,  20  persons  on  the  5th  floor  and  5  persons 
on  the  6th  floor ;  that  no  change  in  use  or  occupancy  is  pro¬ 
posed;  that  the  building  is  equipped  with  one  3  ft.  8  in.  wide 
wood  stairs,  enclosed  in  wood  studs,  metal  lath  and  plaster 
partitions  and  leading  from  the  roof  bulkhead,  directly  to 
the  street  and  one  fire  escape  at  the  rear,  leading  to  the  roof 
by  stair  and  to  yard  by  stair,  with  egress  to  the  street 
through  a  fireproof  passage ;  that  windows  and  doors  on  the 
course  of  the  fire  escape  are  fireproof,  self-closing;  and 
Whereas,  the  applicant  contends  that  the  building  is  used 
for  a  type  of  manufacturing  which  cannot  be  considered  haz¬ 
ardous,  inasmuch  as  the  various  floors  are  covered  with  wa¬ 
ter  :  that  there  are  five  windows  affected  in  the  rear  or  north 
wall  of  each  story,  three  of  which  open  on  adjoining  deep 
yards,  the  other  two  face  fireproof  windows  in  the  adjoining 
rear  building;  that  five  of  the  windows  affected  are  provided 
with  iron  shutters  and  two  are  equipped  with  wire  glass ;  that 
the  windows  in  the  west  wall  open  to  adjoining  yards  or  over 
the  roofs  of  adjoining  three  and  four  story  buildings;  that 
there  are  28  windows  in  the  west  wall,  17  of  which  are  wire 
glass  windows  and  two  are  equipped  with  iron  shutters;  that 
there  are  five  windows  on  each  story  of  the  court  on  the  east 
side,  8  of  which  windows  are  wire  glass  windows  and  three 
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arc  equipped  with  iron  shutters;  that  the  openings  in  the  ad¬ 
joining  building  are  provided  with  iron  shutters;  that  the 
building  is  provided  with  a  fire  alarm  system  and  water 
buckets ;  that  in  view  of  the  protection  now  provided  on  a 
number  of  the  windows  and  the  existing  side  and  rear  yards 
it  is  requested  that  the  requirements  of  the  order  be  waived’ 
Resolved,  that  Order  34709-LF,  Item  2,  issued  by  the  fire 
commissioner  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  demed. 


70-46-A 

APPLICANT— Harry  B.  Mulliken,  for  Open  Stair  Dwell¬ 
ings  Co.,  owner. 

SL  M  KC  r  Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 502,  510  and  520  East  77th 

f^TVOUtlVski?-  98  ftVeast  of  York  ^'enue  (Block 
1488,  Lots  37,  41  and  45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  B.  Mulliken  and  F.  C 
Fowler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . "  q 

THE  RESOLUTION  (70-46-A) 

Whereas,  Harry  B.  Mulliken,  for  Open  Stair  Dwellings 
Co.,  owner,  filed  an  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  502,  510  and  520  East  77th 
street,  south  side  98  ft.  east  of  York  avenue  (Block  1488, 
Lots  37.  41  and  45).  Borough  of  Manhattan;  and 
i  fRKAS>  tb?  decision  of  the  borough  superintendent, 
dated  January  30,  1946,  on  Alt.  Applic.  1640-45,  affecting  502 
East  7/th  street,  reads: 

1 1  Repeat.  Flue  tile  lining  contrary  to  Section 

1 1.J./-D,  Code.  Require  4(4"  fire  brick  lining  for  30  ft. 
above  root  of  combustion  chamber.” 
and 

W  hereas,  the  decision  of  the  borough  superintendent 
dated  January  30.  1946,  on  Alt.  Applic.  1505-45,  affecting  510 
East  77th  street,  reads : 

it  Repeat.  Mue  tile  lining  contrary  to  Section 

1 1.3./ -b.  Code.  Require  4)4"  fire  brick  lining  for  30  ft. 
above  roof  of  combustion  chamber.” 

and 

a  }\jHtREAS’  dfcjsi°n  of  the  borough  superintendent, 
dated  January  30,  1946,  on  Alt.  Applic.  1252-45,  affecting  520 
East  7/th  street,  reads: 

L  The  pioposed  construction  of  chimneys  for  incin¬ 
erators  is  contrary  to  C26-709  Adm  Code  ” 

and 

Whereas,  the  applicant  states  that  520  East  77th  street  is 

•  dories  (65.9  ft.)  in  height;  93.6  ft.  by  89.2  ft.  in  area;  of 
Class  3  construction,  on  a  lot  100  ft.  by  102.2  ft.  in  area  in 
a  residence  use  and  B  area  district,  erected  1910,  provided 
with  four  3  ft.  wide  exterior  stairs  from  the  roof  to  grade 
uith  egress  to  the  street  through  a  fireproof  passage;  that 
the  building  is  occupied  throughout  as  a  Class  A  multiple 
dwelling;  that  510  East  77th  street,  is  6  storeis  (65.9  ft.)  in 

f  f.  98.2  ft  in  area;  of  Class  3  construction,  on 
a  lot  100  ft.  by  102.2  ft.  in  area;  erected  in  1910;  located  in  a 
?Cf*  tn^j  USC  and  area  district,  equipped  with  four  exterior 

♦  *  w'de  stairs  from  the  roof  to  grade  with  egress  to  the 
s  reet  through  a  fireproof  passage  and  occupied  as  a  Class  A 

dVe,lr]£ :  tkat  520  East  77th  street  is  6  stories 
(65.9  ft.)  in  height:  93.6  ft.  by  89.2  ft.  in  area;  of  Class  3 
construction,  erected  1911  ;  located  in  a  residence  use  and  B 
aiea  district  on  a  lot  100  ft.  by  102.2  ft.  in  area,  equipped 
with  four  3  ft.  wide  exterior  stairs  from  the  roof  to  grade 
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with  egress  to  the  street  through  a  fireproof  passage  occu¬ 
pied  as  a  Class  A  multiple  dwelling  for  which  Certificate  of 
Occupancy  14282  was  issued  August  22,  1928,  on  completion 
of  work  under  Alt.  Applic.  1362-26,  classifying  the  build¬ 
ing  as  a  tenement  house;  and 

W  hereas,  it  is  proposed  to  convert  the  existing  dumb¬ 
waiter  shafts  by  constructing  incinerator  flues  within  the  old 
shafts,  with  hoppers  at  each  floor  to  permit  burning  of  the 
garbage  and  refuse  in  combustion  chambers  in  the  cellar  un¬ 
der  the  incinerator  flues;  and 

Whereas,  the  applicant  contends  that  each  of  the  incin¬ 
erator  flues  will  be  erected  within  an  existing  dumbwaiter 
shaft  constructed  of  brick  on  one  or  more  sides  and  four  in. 
fireproof  blocks  on  the  other  side ;  that  the  inside  dimen¬ 
sions  are  2  ft.  10  in.  by  3  ft.  2  in.  which  is  too  small  in  area 
to  permit  laying  of  brick  to  make  a  tight  flue;  that  for  the 
ceiling  of  the  combustion  chamber  where  there  may  be  direct 
contact  with  flame,  the  flue  will  be  8  in.  brick  with  4)4  in 
fire  brick  lining  up  about  2  ft.  and  through  the  fireproof 
ceiling  of  the  cellar  from  there  up  through  the  roof,  the  flue 
will  be  lined  with  20  in.  standard  flue  tile  encased  in  ver- 
nuculite  concrete  7  or  8  in.  thick  between  the  flue  tile  and 
the  present  fireproof  blocks ;  that  from  the  top  of  the  present 
dumbwaiter  shaft  above  the  roof,  the  flue  will  have  walls  of 
<  in.  .brick  to  a  height  of  8  ft.  above  the  parapet;  that  the 
vermiculite  concrete  mixed  one  part  cement  to  6  parts  ver- 
miculite  weighs  36  lbs.  per  cu.  ft.  with  an  ultimate  compres¬ 
sive  strength  of  245  lbs.  p.s.i. ;  that  the  flue  will  have  4)4  in 
fire  brick  lining  up  to  30  ft.,  backed  with  3^.  in.  common 
In  lek  with  8  in.  wall  of  common  brick  above  the  30  ft.  level ; 

*Tat,c„  area  in  the  ProPosed  incinerators  measures 
1  *0/2  x  „  3  or  4.2  sq.  ft.;  that  this  small  grate  area  will 
insure  a  slow-  low  temperature  combustion;  that  drafts  due 
to  flue  height  will  be  further  restricted  by  dampers  control- 
Img  the  air  intake;  that  the  proposed  construction  of  the 
combustion  chambers  in  the  cellars  will  comply  with  Section 

YL  j  V  a  and  b;  tbat  tbs  Proposed  flue  construction  will 
afford  better  protection  from  fire  than  would  be  obtained 
through  the  use  of  brick  and  fire  brick,  totalling  8  in  thick¬ 
ness. 

Resolved,  that  the  decisions  of  the  borough  superintendent 

Alt-.  Application  1640-45,  Objection  1,  Alt.  Applic.  1505- 
45,  Objectwn  1,  1252-45,  Objection  1,  be  and  hereby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  proposed  incinerator  flues,  to  occupy  the 
space  now  occupied  by  dumbwaiter  shafts,  shall  be  con¬ 
structed  substantially  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  February  12,  1946”,  five  construc¬ 
tion  sheets,  elevation  and  three  floor  plan  sheets,  total  of 
nine,  except  that  the  topping  of  the  incinerator  shafts  above 
the  present  top  of  the  dumbwaiter  shafts  shall  be  constructed 

12  in.  brtek  properly  coped  instead  of  8  in.  as  shown; 
that  the  flue  tile  shall  be  fully  bedded  and  the  joints  filled 
fully  with  fire  clay  mortar  at  least  in.  thick;  that  the 
incinerator  doors  shall  be  open  only  on  the  fireproof  plat¬ 
form  of  the  exterior  open  stairs  and  shall  be  of  a  type  sub¬ 
mitted  to  the  Board  as  meeting  the  test  for  one  hour  re¬ 
quirements  ;  that  in  all  other  respects,  the  construction  shall 
comply  with  all  requirements  therefor. 


87-46-A 

APPLICANT  Harold  Herman,  for  Primrose  Management 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTEp-238-240  West  54th  street,  south 

S/r?'  l26inle3T^  ,nCl\ves^  of  Broadway  (2nd  floor)  ; 
(Block  1025,  Lot  51),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Herman  Kron  and  Harold  Herman 
h or  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


MINUTES 


i 


THE  VOTE—  ,  ^ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative:  . .  ^ 

THE  RESOLUTION  (87-46-A) 

Whereas,  Harold  Herman,  for  Primrose  Management 
Corporation,  owner,  filed  February  8,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
238-240  West  54th  street,  south  side,  126  ft.  3(4  in-  west  °* 
Broadway  (2nd  floor)  ;  (Block  1025,  Lot  51),  Borough  ot 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  29,  1946,  on  Alt.  Applic.  168-46,  reads: 

“2.  Exits  must  comply  with  Section  270  Labor  Law 
and  Article  7  of  Code,  due  to  mixed  occupancy.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
and  cellar  (50  ft.)  in  height,  50  ft.  by  95  ft.  in  area,  of 
Class  1  construction,  erected  in  1896,  located  in  a  business  1, 

B  area  and  Class  1(4  height  district  and  used  as  a  garage 
building  for  more  than  five  motor  vehicles ;  proposed  to  be 
used  and  occupied  as  follows :  cellar,  1st,  3rd  and  4th  stories 
— garage  for  more  than  five  motor  vehicles ;  2nd  floor— fac¬ 
tory  and  storage— 20  persons;  that  the  building  is  equipped 
with  one  3  ft.  8  in.  wide  fireproof  stairs  from  the  roof  to  the 
street  and  one  fire  escape  at  the  front  and  extending  to  the 
street  by  counterbalanced  stairs,  but  not  extending  to  the 
roof;  that  windows  and  door  openings  on  the  course  of  the 
fire  escape  are  not  fireproof,  self-closing ;  and 

Whereas,  the  applicant  contends  that  the  building  is  en¬ 
tirely  fireproof  and  has  two  means  of  egress,  one  consisting 
of  a  substantial  interior  fire  stairway  adequate  for  the  num¬ 
ber  of  factory  employees  proposed  and  a  large  fire  escape  of 
the  Labor  Law  type  with  counterbalanced  stairs  to  the  street 
from  the  2nd  story;  that  the  original  plan  of  the  building- 
shows  a  second  means  of  egress  in  the  back  of  this  structure 
and  leading  to  the  building  in  the  rear  facing  on  53rd  street ; 
that  at  that  time  both  buildings  were  under  the  same  owner¬ 
ship ;  that  when  the  building  in  question  was  transferred 
to  the  present  owner,  the  egress  at  the  rear  had  been  removed 
and  violation  was  issued  by  the  borough  superintendent  to 
install  a  second  means  of  egress ;  that  Alt.  645-45  was  filed 
and  approved,  authorizing  the  installation  of  the  Labor  Law 
type  of  fire  escape  and  such  fire  escape  was  installed  at  the 
front  of  the  building,  as  indicated  on  plans  filed  with  this 
appeal ;  and 

Whereas,  Violation  1179-45  was  issued  February  28,  1945, 
for  changing  the  occupancy  of  the  4th  floor  and  the  front 
portion  of  the  3rd  floor  from  garage  to  storage  of  cartons 
and  music  records,  without  obtaining  a  certificate  of.  occu¬ 
pancy  and  the  occupancy  which  wTas  the  cause  of  this  vio¬ 
lation  will  vacate  shortly. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  168-46,  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  objection  2,  to  permit  the  occupancy  of  the 
second  floor  for  factory  purposes,  on  condition  that  the  exits 
as  shown  on  plans  filed  with  this  appeal  marked  “Received 
February  8,  1946”,  consisting  of  an  enclosed  primary  means 
of  exit  leading  directly  to  the  street  and  an  exterior  fire 
escape  on  the  front  of  the  building,  complying  with  the  re¬ 
quirements  of  the  Labor  Law,  shall  be  maintained  with  a 
gooseneck  ladder  from  such  fire  escape  to  the  roof ;  that  the 
garage  use  may  be  continued  on  the  cellar,  1st,  3rd  and  4th 
stories,  but  shall  be  permanently  discontinued  as  to  the  sec¬ 
ond  floor ;  that  no  windows  shall  be  constructed  on  the 
exterior  and  rear  walls,  except  windows  for  ventilating  the 
toilets,  as  indicated  on  plans  filed  with  this  appeal ;  that  all 
windows  along  the  line  of  the  fire  escape  shall  comply  with 
Section  264  of  the  Labor  Law;  that  the  building  shall  not 
be  increased  in  height  or  area ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


105-46-A 

APPLICANT— A.  H.  Salkowitz,  for  Post  Homes,  Inc., 


owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  _ ,  n. 

PREMISES  AFFECTED— 254-03  to  254-11  and  254-04  to 
254-12  84th  road,  north  side,  254-03  to  254-11  and 
254-04  to  254-12  84th  drive,  south  side,  120  ft.  east 
of  Little  Neck  parkway  (Block  8782,  part  of  Lots 
51  and  90,  Block  8783,  part  of  Lot  1  and  Block  8784, 
part  of  Lots  41  and  52),  Queens  Village,  Borough 
of  Queens. 

APPEARANCES—  „  .  , 

For  Applicant :  Abraham  H.  Salkowitz  and  D. 

Postal. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 


iCTTHM  nrr  P.HARn — Anneal  ^ranted 


r'/nti  1 1-i  nn 


THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . . 
Negative  . 


4 
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THE  RESOLUTION  (105-46-A) 


Whereas,  A.  H.  Salkowitz,  for  Post  Homes,  Inc.,  owner, 
filed  February  15,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  254-03  to  254-11 
84th  road,  northeast  corner,  Little  Neck  parkway ;  254-04  to 
254-12  84th  road,  southeast  corner  Little  Neck  parkway; 
254-03  to  254-11  84th  drive,  northeast  corner  Little  Neck 
Parkway;  254-04  to  254-12  84th  drive,  southeast  corner 
Little  Neck  parkway  (Block  8782,  Lot  51  and  part  of  Lot 
90;  Block  8783,  part  of  Lot  1;  Block  8784,  part  of  Lot  41 
and  part  of  Lot  52),  Queens  Village,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  5,  1946,  on  N.B.  Application  2045,  2046, 
2047,  2054,  2055,  2056,  2063,  2064,  2065,  2071,  2072,  2073  of 
1945,  reads : 

“L  The  erection  of  a  frame  building  within  the  fire 
i : TYii f c  i c  rrmt-ra rv  tn  Sprtion  4.1.2  Buildinsr  Code. 


and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
three  separate  plots  located  in  a  business  and  residence  use, 
D  area  and  Class  1  height  district,  which  it  is  proposed  to 
subdivide  into  12  separate  lots  and  to  erect  on  each  lot  a  1(4 
story  frame  one  family  dwelling,  24  ft.  10  in.  by  38  ft.  4  in. 
in  area,  surfaced  on  the  exterior  to  the  plate  line  .with 
masonry  veneer  and  above  the  plate  line  with  wood  siding 
and  roofs  surfaced  with  asphalt  shingles;  that  the  dwellings 
will  be  set  back  from  84th  road  and  84th  drive  building  lines, 
a  distance  of  15  ft.,  into  which  set  backs,  front  entrance  steps 
will  project;  that  side  yards  will  be  provided  on  both  sides 
of  each  dwelling  so  that  in  no  case  will  dwellings  be  nearer 
than  10  ft.  to  the  next  adjoining  dwelling;  and 

Whereas,  the  applicant  contends  that  the  dwellings  will 
be  part  of  a  group  development  being  erected  in  the  same 
area  by  the  same  owner,  of  similar  construction,  and  it  is 
therefore  requested  that  the  Board  permit  the  construction 
as  herein  proposed,  in  order  to  be  in  harmony  with  the  entire 
developement. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applications  2045,  2046,  2047,  2054,  2055, 
2056,  2063,  2064,  2065,  2071,  2072  and  2073-45,  objection  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  buildings  shall  be 
constructed  substantially  as  proposed;  that  each  building 
shall  be  restricted  to  the  use  and  occupancy  of  one  family; 
that  any  garages  constructed  on  any  lot  shall  comply  with 
the  requirements  of  a  residence  “g”  district  therefor,  as  to 
distance  from  rear  lot  line  and  shall  be  of  Class  3  construc¬ 
tion  ;  that  when  lots  are  assigned  individual  lot  numbers  by 
the  Tax  Department,  a  record  of  such  numbers  shall  be  filed 
with  this  Board  and  with  the  Department  of  Housing  and 
Buildings ;  that  a  copy  of  this  resolution  shall  be  incorpo- 
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rated  in  the  deed  for  each  house  and  lot ;  than  an  application 
shall  be  made  to  the  City  Planning  Commission  and  the 
Hoard  of  Estimate  for  re-zoning  of  the  frontage  involved 
along  Little  Neck  Parkway  to  residence,  “D”  area. 


107-46-A 

APPLICANT — J.  DiStasio  and  Co.,  for  Gimbel  Brothers, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1275  Broadway,  southwest  cor¬ 
ner  of  West  33rd  street  (6th  to  9th  floors)  ;  (Block 
808,  Lot  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  DiStasio  and  W.  W.  Kopack. 

For  Administration*  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (107-46-A) 

Whereas,  J.  DiStasio  and  Co.,  for  Gimbel  Brothers, 
♦  owner,  filed  February  15,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  1275  Broad¬ 
way,  southwest  corner  of  West  33rd  street  (6th  to  9th 
floors)  ;  (Block  808,  Lot  40),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  7,  1946,  on  Alt.  Applic.  198-46,  reads: 

“1.  Not  more  than  two  adjoining  stories  in  any  struc¬ 
ture  may  be  connected  by  an  open  well,  unenclosed 
stairway,  or  escalator.  C26-292.0,i,  Administrative 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  11 
stories  (132  ft.)  in  height,  400  ft.  by  197  ft.  6  in.  in  area, 
of  Class  1  construction,  erected  in  1911,  located  in  a  re¬ 
stricted  retail  use,  B  area  and  Class  2  height  district  and 
used  since  1911  throughout  as  a  department  store,  with  an 
occupancy  of  200  persons  in  the  sub-cellar,  200  persons  in 
the  cellar,  500  persons  in  the  basement  story,  3200  persons 
on  the  1st  floor,  1432  persons  on  the  2nd  to  lltli  floors;  that 
the  building  is  equipped  with  eight  3  ft.  8  in.  wide  fireproof 
stairs  from  the  roof  to  the  street,  a  two  source  sprinkler 
system  and  a  standpipe  system,  interior  fire  alarm  system 
and  that  fire  drills  are  maintained;  and 

Whereas,  the  applicant  requests  that  in  lieu  of  kiosk  en¬ 
closures,  that  the  Board  permit  the  construction  of  escalators, 
so  that  at  each  well  opening  there  will  be  a  fireproof  balus¬ 
trade  with  steel  roller  shutter  so  arranged  as  to  be  operated 
by  hand  by  means  of  chains  secured  by  heavy  rings  to  the 
bottom  rail  of  the  shutter,  and  in  addition,  there  will  be 
provided  a  fire-resistant  baffle  either  of  metal  or  other  incom¬ 
bustible  material,  extending  downwardly  to  each  floor  open¬ 
ing  within  2  ft.  thereof,  provided  with  sprinkler  heads  spaced 
4  ft.  apart  within  2  ft.  of  such  baffle. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  198-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  escalators  shall  be  installed  from  the  6th 
to  the  9th  floors  as  proposed  and  complying  with  the  follow¬ 
ing  requirements :  that  the  installation  shall  be  fireproof 
construction  throughout;  that  the  baffles  of  incombustible 
material  shall  be  constructed  as  indicated ;  that  the  sprinkler 
curtains  shall  be  installed  with  y2  inch  heads  in  addition  to 
the  heads  of  the  proposed  sprinkler  system;  that  where  any 
sprinkler  heads  are  closer  together  than  4  ft.,  a  metal  re¬ 
flector  shall  be  installed  at  each  such  head  to  prevent  water 
cooling ;  that  the  roller  shutter  at  the  top  of  each  opening 
per  floor  shall  be  constructed  and  arranged  so  as  to  be  readily 
operated  by  hand  by  means  of  a  chain  permanently  secured 
by  a  heavy  ring  to  the  bottom  rail  of  the  shutter  and  supported 


on  hook  brackets  so  as  to  be  at  all  times  readily  available; 
that  such  chain  shall  weigh  not  less  than  lb.  per  running 
foot ;  that  on  all  shutters  directly  above  the  bottom  rail  there 
shall  be  painted  in  red  letters,  not  less  than  3  in.  in  height, 
the  words  “Close  Shutter  to  Floor”  with  an  arrow  pointing 
downwardly ;  that  a  gong  shall  be  installed  at  each  escalator 
run,  operated  by  means  of  push  buttons  located  centrally, 
two  to  a  floor,  the  pushing  of  any  such  button  to  ring  gongs 
on  all  floors  as  a  signal  to  close  escalator  curtains ;  that 
instructions,  shall  be  given  to  all  superintendents  and  section 
managers,  in  addition  to  general  instructions  as  to  use  of 
fire  extinguishing  equipment,  exits  in  case  of  fire,  and 
monthly  fire  drill  as  to  closing  escalator  shaft  curtains,  so 
that  responsibility  will  at  all  times  be  fixed  on  attendants  on 
each  floor,  to  the  end,  that  curtains  are  immediately  closed 
upon  the  sounding  of  the  gong  signal ;  that  the  closing  of 
curtains  shall  automatically  stop  all  escalators ;  that  this 
variance  is  granted  only  so  long  as  the  building  is  occupied 
by  the  Gimbel  Brothers  department  store  and  only  so  long 
as  fire-extinguishing  equipment  and  exits  thereto  are  main¬ 
tained  to  the  satisfaction  of  the  administrative  official  having 
jurisdiction  and  the  requirements  of  this  resolution  are  com¬ 
plied  with. 

1078-40-A 

APPLICANT — Brown  and  Matthews,  Inc.,  for  Long  Island 
Railroad  Company,  owner. 

SLTBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  previously 
granted  on  condition,  under  section  35,  General  City 
Law — re  bed  of  mapped  street. 

PREMISES  AhFECTED — 52-15  Grand  avenue,  north  side, 
465.30  ft.  east  of  49th  (Ownes)  street  (Block  2594, 
Lots  1  and  34;  Block  2593,  Lots  1  and  34;  Block 
2605,  Lot  1  and  Block  2606,  Lot  1),  Maspeth,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Conrad  Forelle. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  o 

THE  RESOLUTION  (1078-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  under  section  35  of  the  General  City  Law, 
affecting  premises  52-15  Grand  avenue  north  side,  465.30 
ft.  east  of  49th  (Ownes)  street  (Block  2594,  Lots  1  and  34; 
Block  2593,  Lots  1  and  34;  Block  2605,  Lot  1  and  Block- 
2606,  Lot  1),  Maspeth,  Borough  of  Queens,  was  granted  by 
the  Board  on  December  17,  1940,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  17,  1940,  by 
omitting  the  requirement,  reading: 

“and  that  a  yard  hydrant  system  satisfactory  to  the 

fire  commissioner  shall  be  installed  and  maintained 
*  *  *’> 

and  substituting  therefor: 

“that  a  hydrant  system  shall  be  installed  and  main¬ 
tained  substantially  as  indicated  on  revised  plans  marked 
‘Received  February  7,  1946’  and  showing  a  new  tap 
from  Grand  avenue  to  supply  a  4-inch  hydrant  line  to 
be  located  below  grade  within  the  property  line,  substan¬ 
tially,  parallel  to  Page  place;  that  this  hydrant  line  shall 
be  4  inches  in  diameter  and  fed  from  the  new  4-inch  con¬ 
nection  from  the  water  main  on  Grand  avenue  and  hav- 
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ing  three  hydrants  more  or  less  uniformly  spaced  within 
a  distance  of  approximately  800  feet  northerly  from  the 
corner  along  Page  place,  each  hydrant  to  be  fed  with 
two  2 )4  inch  standard  fire  hose  connections;  that  such 
hydrant  system  to  be  a  wet  line  at  all  times.” 


155-42-A 

APPLICANT — Malvin  J.  Mayer,  for  Schwarz  Laboratories, 
Inc.,  lessee ;  American  Can  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  to  comply  with  order ;  or  for 
amendment  of  resolution,  extending  term  which 
expired  Apr.  14,  1944,  re  Appeal  from  an  order 
of  the  fire  commissioner  (previously  granted  on 
condition  for  term  of  two  years). 

PREMISES  AFFECTED— 120-124  Pearl  street,  103-105 
Adams  street  and  80-84  York  street  (Block  63, 
Lot  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE— TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (155-42-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  120-124  Pearl  street,  103-105 
Adams  street  and  80-84  York  street  (Block  63,  Lot  5), 
Borough  of  Brooklyn,  was  granted  on  April  14,  1942,  on 
certain  conditions  ;  and 

Whereas,  the  applicant  requested  reopening  of  this  case, 
and  an  amendment  of  the  resolution ;  and 

Whereas,  at  a  public  hearing,  no  appearance  was  made 
for  the  applicant,  although  duly  notified  to  do  so. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


626-45-A 

APPLICANT — I.  Finver,  for  120  Freeman  Street  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 120  Freeman  street,  south  side, 
321  ft.  1)4  in.  east  of  Franklin  street  (4th  floor), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Finver. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (626-45-A) 

Whereas,  I.  Finver,  for  120  Freeman  Street  Corp.,  owner, 
filed  October  17,  1945,  an  appeal  from  a  decision  of  the  fire 
commissioner,  affecting  premises  120  Freeman  street,  south 
side,  321  ft.  1)4  in.  east  of  Franklin  street  (4th  floor),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  papers  in  the  subject  appeal  were  not  com¬ 
pleted,  although  the  applicant  was  duly  notified  to  do  so. 

Resolved,  that  this  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


209-45-A 

APPLICANT— Alurion  Realty  Corporation,  owner  (Pub¬ 
lic  Service  Interstate  Transportation  Co.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 245-259  West  41st  street,  north 
side,  100  ft.  east  of  8th  avenue  and  260  West  42nd 
street,  (Block  1013,  Lots  5  and  60),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Edward  G.  Bathon. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  decision  by  the 
Board  without  further  argument,  no  date  set. 


672-45-A 

APPLICANT— Oscar  Fensterheim,  for  Celia  Rosenthal, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1120  Shore  boulevard,  south¬ 
west  corner  of  Jaffrey  street  (Block  7517,  Lot 
941),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Oscar  Fensterheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD— Laid  over  to  March  12,  1946  at 
2  P.M.  at  request  of  applicant. 


730-45-A 

APPLICANT — Sal  Metal  Products  Co.,  lessee,  for  120 
Freeman  Street  Corporation,  owner. 

SUBJECT — Appeal  from  a 'decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 123  Green  street,  north  side, 
321  ft.  east  of  Freeman  street  and  120  Freeman 
street  (2nd  to  5th  floors,  inclusive)  ;  (Block  2512, 
Lot  22),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  Finver. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . . .  0 


ZONING  APPLICATIONS 

283-16-BZ 

APPLICANT— Harold  Herman,  for  Primrose  Manage¬ 
ment  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  borough  superintendent)  under  the  zoning  reso¬ 
lution,  to  permit  the  change  of  occupancy  to  garage 
for  more  than  five  motor  vehicles,  factory  and 
storage  in  a  business  use  district,  previously  granted 
by  Board  for  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 238-240  West  54th  street, 
south  side,  126  ft  3)4  in.  west  of  Broadway  (2nd 
floor)  ;  (Block  1025,  Lot  51),  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant  Herman  Kron  and  Harold  Herman. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appliction  reopened  and  resolution 
amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  q 

THE  RESOLUTION  (283-16-BZ) 

Whereas,  this  application  under  the  zoning  resolution, 
to  permit  the  change  of  occupancy  of  a  stable  to  a  garage 
for  more  than  five  motor  vehicles,  in  a  business  use  district, 
affecting  premises  238-240  West  54th  street,  south  side,  126 
ft.  3*4  in.  west  of  Broadway,  (Block  1025,  Lot  51),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  December  5, 
1916,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  by  adding  thereto: 

“that  in  the  event  the  use  of  the  garage  as  far  as  the 
second  floor  is  concerned  is  discontinued  as  proposed 
under  Cal.  87-46-A,  nothing  in  this  resolution  shall  be 
deemed  to  permit  the  restoration  of  the  garage  use  on 
such  second  floor.” 


122-31-BZ 

APPLICANT — Nathan  Slewett,  for  Andrew  N.  Miller, 

owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
for  a  term  of  two  years,  permitting  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 141-09  Lincoln  avenue,  north¬ 
west  corner  of  142nd  street  (Block  1122,  Lot  134), 
South  Jamaica,  Borough  of  Queens. 

\  PPEARANCES — 

For  Applicant :  Nathan  Slewett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Alurdock,  Commissioner 


Savage  and  Deputy  Chief  Guinee  .  3 

Negative:  Commissioner  Blum  .  1 

THE  RESOLUTION  (122-31-BZ) 


Whereas,  this  application,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  141-09  Lincoln  avenue,  northwest 
corner  of  142nd  street  (Block  1122,  Lot  134),  South  Jamaica, 
Borough  of  Queens,  was  granted  by  the  Board  on  October 
8,  1931,  the  resolution  reading  as  follows: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  use  district  regula¬ 
tion  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  for  a  temporary  period 
of  two  years,  on  condition  that  the  underside  of  the 
second  story  floor  shall  be  fire  retarded  in  accordance 
with  the  rules  of  the  Board'  of  Standard  and  Appeals ; 
that  all  pumps  installed  on  the  premises  shall  be  set  back 
not  less  than  10  ft.  from  the  building  line;  that  the 
present  unpierced  masonry  wall  along  the  westerly  lot 
line,  running  through  from  109th  avenue  to  Lincoln 
avenue  shall  remain ;  there  shall  be  constructed  along 
the  142nd  street  and  Lincoln  avenue  building  lines  a 
concrete  curbing  not  less  than  12  in.  in  height  with  but 
two  openings,  both  located  on  the  142nd  street  frontage : 
said  openings  for  driveways  shall  be  not  more  than  12 
ft.  wide  each,  curb  cuts  directly  in  front  of  said  open¬ 
ings  to  be  not  more  than  14  ft.  wide  each ;  any  accessory’ 
use  conducted  on  the  premises  shall  be  located  near  the 


westerly  lot  line  of  the  premises ;  any  advertising  signs 
shall  be  confined  to  the  illuminated  globes  of  the  pumps 
or  the  facade  at  the  elevation  of  floor  of  the  second 
story,  142nd  street  frontage;  all  permits  required  shall 
be  obtained  within  six  months  and  all  work  completed 
within  one  year  from  the  date  of  this  action;  that  all 
requirements  of  the  building  code  and  the  code  of  ordi¬ 
nances  shall  otherwise  be  complied  with  in  all  respects.” 
and 

VV  hereas,  this  resolution  was  amended  by  the  Board  on 
March  29,  1932,  the  resolution  reading  as  follows: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  z>ariation  in  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  for  a  temporary  period 
of  two  years,  on  condition  that  the  underside  of  the 
second  story  floor  shall  be  fire  retarded  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals; 
that  all  pumps  installed  on  the  premises  shall  be  set 
back  not  less  than  10  ft.  from  the  building  line;  that  the 
present  unpierced  masonry  wall  along  the  westerly  lot 
line,  running  through  from  109th  avenue  to  Lincoln 
avenue  shall  remain;  there  shall  be  constructed  along 
the  142nd  street  and  Lincoln  avenue  building  lines  a 
concrete  curbing  not  less  than  12  in.  in  height  with  two 
openings  on  the  142nd  street  frontage  and  one  on  the 
Lincoln  avenue  frontage ;  said  openings  for  driveways 
shall  be  not  more  than  12  ft.  wide  each,  curb  cuts  di¬ 
rectly  in  front  of  said  openings  to^be  not  more  than  14 
ft.  wide  each ;  any  accessory  use  conducted  on  the 
premises  shall  be  located  near  the  westerly  lot  line  of 
the  premises ;  any  advertising  signs  shall  be  confined  to 
the  illuminated  globes  of  the  pumps  or  the  facade  at  the 
elevation  of  floor  of  the  second  story,  142nd  street 
frontage;  all  permits  required  shall  be  obtained  by  July 
8,  1932,  and  all  work  completed  within  one  year  from 
October  8,  1931  ;  that  all  requirements  of  the  building 
code  and  code  of  ordinances  shall  otherwise  be  com¬ 
plied  with  in  all  respects.” 

and 

YY  hereas,  on  September  26,  1933,  the  permit  was  extended 
for  a  term  of  two  years  from  October  8.  1933;  and 

Whereas,  the  permit  was  further  extended  on  March  31, 
1936,  March  15,  1938,  Afarch  5,  1940  anti  February  17,  1942; 
and 

W  hereas,  the  resolution  was  further  amended  by  the 
Board  on  March  30,  1943;  the  resolution  reading  as  follows: 

“Resolved,  that  the  Board  of  Standard  and  Appeals 
does  hereby  amend  the.  resolution  of  .October  8,  1931,  as 
amended  through  February  17,  1942,  by  adding  thereto : 
‘that  in  the  event  the  owner  desires  to  install  three 
550-gallon  tanks  instead  of  four  and  two  dispensing 
pumps  instead  of  four,  the  requirements  of  this  resolu¬ 
tion  may  be  deemed  still  to  apply;  that  the  above  re¬ 
quirement  that  the  westerly  wall  of  the  premises  shall 
not  be  punctured  shall  apply  only  to  the  height  of  the 
first  story  of  such  wall ;  that  the  above  requirement  for 
a  concrete  curb  at  the  building  line  shall  be  maintained 
may  be  deemed  inapplicable,  provided  the  openings  to 
Lincoln  avenue  do  not  exceed  one  22  ft.  in  width  and 
one  28  ft.  6  in.  in  width  to  142nd  street  instead  of  three 
openings  not  to  exceed  12  ft.  in  width;  that  the  wood 
floor  beams  and  floor  at  the  first  tier  level  may  be 
omitted,  provided  the  gasoline  selling  area  is  cement 
paved;  that  any  boiler  room  installed  in  the  cellar  shall 
be  constructed  of  fireproof  construction  and  enterable 
only  from  the  exterior’.” 
and 

Whereas,  the  permit  was  further  extended  on  February 
8,  1944  and  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  8.  1931.  as 
amended  through  February  8,  1944,  only  so  far  as  it  has 
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reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
to  permit  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  March  30,  1943,  shall  be 
complied  with ;  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


351-35-BZ 

APPLICANT — Choate,  Byrd,  Leon  and  Garretson,  for 
Camager  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  mainte¬ 
nance  of  a  parking  space  for  more  than  five  motor 
vehicles  for  a  temporary  term. 

PREMISES  AFFECTED — 35-40  Junction  boulevard,  west 
side,  100.8  ft.  north  of  37th  avenue  (Block  1469, 
Lots  1  and  26),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Francis  D.  Laverett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative  .  0 

THE  RESOLUTION  (351-35-BZ) 

Whereas,  this  application  under  sectiton  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  maintenance  of  a  parking  space  for  more 
than  five  motor  vehicles,  affecting  premises  35-40  Junction 
boulevard,  west  side,  100.8  ft.  north  of  37th  avenue  (Block 
1469,  Lots  1  and  26),  Corona,  Borough  of  Queens,  was 
granted  by  the  Board  on  April  14,  1936,  on  certain  conditions, 
resolution  amended  on  July  10,  1936,  permit  extended  on 
January  3,  1940,  January  13,  1942  and  February  8,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  14,  1936,  as 
amended  February  8,  1944,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit  so  that  as  amended  this  portion  of 
the  resoluion  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  .  .  .  and  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  of  April  14,  1936,  shall 
be  complied  with;  that  a  certificate  of  occupancy  shall 
be  obtained.” 


104-37-BZ 

APPLICANT — Renander  and  Miller,  for  Adeline  Granello, 
owner.  (Nunley  Parking  Company,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 89-37  to  90-07  161st  street,  east 
side,  and  89-40  to  89-42  162nd  street,  west  side, 
357.04  ft.  south  of  89th  (Shelton)  avenue  (Block 
835,  Lots  25  and  22),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  W.  Renander. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (104-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  89-37  to  90-07  161st  street, 
east  side,  and  89-40  to  89-42  162nd  street,  west  side  357.04  ft. 
south  of  89th  (Shelton)  avenue  (Block  835,  Lots  22  and  25), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
March  11,  1941,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  24, 
1942  and  permit  extended  on  March  16,  1943  and  February  6, 
1945 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  11,  1941,  as 
amended  through  February  6,  1945,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resoluion  shall  read : 

“Granted  under  section  7h  to  permit  the  premises  to  be 
occupied  for  the  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution,  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition 
.  .  .  and  that  other  than  as  herein  amnided  the  conditions 
of  the  resolution  of  March  11,  1941,  shall  be  complied 
with;  that  this  plot  may  be  used  in  conjunction  with 
premises,  variance  for  which,  to  permit  parking  and  stor¬ 
age  for  more  than  five  motor  vehicles,  was  granted  under 
Cal.  No.  910-41-BZ  .  .  .  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained  (Misc.  Applic.  8785-40).” 


147-37-BZ 

APPLICANT— Nathan  A.  Goldenthal,  for  Mildred  Klau- 
secker,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 25-68  to  25-70  Steinway  street, 
west  side,  275  ft.  north  of  28th  avenue  (Block  654, 
Lots  91  and  92),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frederick  Schrank. 

For  Administration:  Fred  Dahlem,  Dep’t  of-  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopend  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (147-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  25-68  to  25-70  Steinway  street, 
west  side,  275  ft.  north  of  28th  avenue  (Block  654,  Lots  91 
and  92)  Long  Island  City,  Borough  of  Queens,  was  granted 
by  the  Board  on  November  9,  1937,  on  certain  conditions, 
permit  extended  on  November  8,  1939,  November  18,  1941 
and  February  29,  1944;  and 

•  Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  9,  1937  as 
amended  through  February  29,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
to  permit  ...  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  November  9,  1937,  shall 
be  complied  with;  and  that  a  certificate  of  occupancy 
shall  be  obtained  (Re  52-37).” 


375-41-BZ 

APPLICANT— Joseph  Goldman,  lessee;  Central  Hanover 
Bank  and  Trust  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  temporary 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 44-02  Queens  boulevard  and 
45-01  44th  street,  southeast  corner  (Block  166,  part 
of  Lot  20),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


THE  RESOLUTION  (375-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district  for  a  temporary  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  44-02  Queens  boulevard  and 
45-01  44th  street,  southeast  corner  (Block  166,  part  of  Lot 
20),  Long  Island  City,  Borough  of  Queens,  was  granted  by 
the  Board  on  October  21,  1941,  on  certain  conditions  and 
resolution  amended  on  February  17,  1942;  and 

Whereas,  the  permit  was  extended  on  February  29,  1944, 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  21,  1941,  as 
amended  through  February  29,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  October  21,  1941  shall  be 
complied  with ;  and  that  a  certificate  of  occupancy  shall 
be  obtained  (Misc.  Applic.  1020-1941).” 


910-41-BZ 

APPLICANT — Renander  and  Miller,  for  Jamaica  Savings 
Bank,  owner.  (Nunley  Parking  Co.,  Inc.,  lessee). 

SI  BJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of  f 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 90-11  to  90-17  161st  street,  east 
side,  324  ft.  north  of  Jamaice  avenue  (Block  9760, 
Lots  18  and  20),  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Arthur  W.  Renander. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  o 


THE  RESOLUTION  (910-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  90-11  to  90-17  161st  street, 
east  side,  324  ft.  north  of  Jamaica  avenue  (Block  9760,  Lots 
18  and  20),  Jamaica,  Borough  of  Queens,  was  granted  by 
the  Board  on  February  24,  1942,  on  certain  conditions ;  and 

V  hereas,  the  permit  was  extended  on  February  8,  1944 
an(l>  tl1e  applicant  requested  a  further  extension  of  the  permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  24,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

‘  (iranted  under  Section  7h  for  a  termorary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  _  the  parking  and  storage  of  more  than  five 
motor  vehicles  in  conjunction  with  a  similar  use  granted 
on  adjoining  lot  under  Cal.  No.  104-37-BZ  ...  and  that 
a  certificate  of  occupancy  shall  be  obtained  (Misc. 
Applic.  9054-1941).” 


408-44-BZ 

APPLICANT — Eberhart  Brothers,  Inc.,  for  Blackwell 
Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  residence  and  partly  in  unre¬ 
stricted  use  districts  for  a  term  of  six  years,  the 
occuy)aticy  of  the  3d  and  4th  stories  as  a  factory  of 
building  now  occupied  on  two  lower  stories,  facing 
on  East  71st  street  as  a  garage  for  more  than  five 
motor  vehicles ;  for  the  storage  and  shipping  of 
vacuum  cleaner  parts  on  the  1st  and  2nd  stories  and 
on  the  3d  and  4th  stories  as  garage  for  more  than 
five  motor  vehicles. 

PREMISES  A  FFECTED — 524-528  East  72nd  street,  south 
side,  373  ft.  east  of  York  avenue  and  525-533  East 
71st  street  (Block  1483,  Lot  33),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Walter  Eberhart. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  o 

THE  RESOLUTION  (408-44-BZ) 

\\  hereas.  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  parttly  in  a  residence  use  and  partlv 
in  an  unrestricted  use  district,  for  a  term  of  six  years  the 
occupancy  as  a  factory  on  the  3rd  and  4th  floors  of  an 
existing  building  now  occupied  on  the  two  lower  stories, 
facing  on  East  71st  street  as  a  garage  for  more  than  five 
motor  vehicles;  for  the  storage  and  shipping  of  vacuum 
cleaner  parts  on  the  1st  and  2nd  stories  and  on  the  3rd  and 
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MINUTES 


4th  stories’  as  garage  for  more  than  five  motor  vehicles ; 
affecting  premises  524-528  East  72nd  street,  south  side,  37,5 
ft.  east  of  York  avenue  and  525-533  East  71st  street  (Block 
1483,  Lot  33),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  25,  1944,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  June  26,  1945, 
and  the  applicant  requested  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  25,  1944,  as 
amended  June  26,  1945,  so  that  as  amended  the  resolution 
will  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7c  thereof,  for  a  temporary  term  not  exceeding  six  years 
from  July  1,  1944,  to  permit  the  3rd  and  4th  stories  from 
East  71st  street  to  East  72nd  street  and  the  second  story 
on  East  7 1st  street  and  East  72  street,  as  proposed,  to 
be  occupied  as  laboratory  and  factory  .  .  .  and  that  other 
than  as  herein  amended  the  conditions  of  the  resolution 
of  July  25,  1944,  as  amended  June  26,  1945,  shall  be  com¬ 
plied  with.” 


425-20-BZ 

APPLICANT — Cafiero  and  Lacerenza,  for  Gradol  Corp., 
owner;  Bark  Novelty  Co.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  partial  new  use — Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings)  previously  granted  on  condition,  permitting  in 
a  business  use  district,  the  erection  of  a  garage  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 78-92  Sullivan  place,  south  side, 
140  ft.  west  of  Bedford  avenue  (1st  floor)  ;  (Block 
1306,  Lot  42)  ;  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  A.  Lacerenza  and  Jim 
Gutenst. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


448-23-BZ 

APPLICANT — William  R.  Altman  and  Herman  Kron,  for 
Steinfrank  Realty  Corp.,  owner  (Shelby  Craftco, 
lessee). 

SUBJECT— Application  for  consideration — reopening  and 
consideration  of  new  proposal — change  of  occu¬ 
pancy  to  storage  and  offices — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition — permitting  in  a  business  use  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2856  Webster  avenue,  east 
side,  199.4  ft.  south  of  Bedford  Park  boulevard 
(Block  3273,  Lot  118),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL 
203-40-SM 

APPLICANT — Max  Conviser,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  Conviser  and  Co.,  Steel 
Shell  Concrete  Columns  (previously  approved). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative  .  0 

THE  RESOLUTION  (203-40-SM) 

Whereas,  Max  Conviser,  for  Conviser  and  Company 
(Max  Conviser,  owner),  filed  February  26,  1940,  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  material  known  as  Conviser  and  Company 
Steel  Shell  Concrete-Filled  Columns ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
July  16,  1940,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  amendment  of  the  resolution ;  and 

Whereas,  at  the  public  hearing,  no  appearance  was  made 
for  the  applicant,  although  duly  notified  to  do  so. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


25-42-SM 

APPLICANT — Conviser  and  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  additional  name — 
re  Conviser  Concrete  Filled  Steel  Columns,  Heavy 
Weight  (previously  approved). 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (25-42-SM) 

Whereas,  Conviser  and  Company,  owner,  filed  on  Jan¬ 
uary  9,  1942,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Conviser 
Concrete  Filled  Steel  Columns,  Heavy  Weight:  and 
Whereas,  this  material  was  approved  by  the  Board  on 
April  7,  1942,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  an  amendment  of  the  resolution ;  and 

Whereas,  at  the  public  hearing,  no  appearance  was  made 
for  the  applicant,  although  duly  notified  to  do  so. 

Resolved,  that  the  request  to  reopen  be  an  it  hereby  is 
dismissed  for  lack  of  prosecution. 


(Remaining  minutes  of  the  meeting  of  February  19,  1946 
will  be  printed  in  the  Bulletin  of  March  5,  1946.) 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Continuation  of  Minutes  of  Regular  Meeting  of  Feb¬ 
ruary  19,  1946,  Affecting  Calendar  Numbers  1309-39- 
SM  and  502-45-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Feb¬ 
ruary  26,  1946,  Affecting  Calendar  Numbers  320-45- 
BZ,  557-45-BZ,  621-45-BZ,  779-45-BZ,  795-45-BZ,  797- 
45-BZ,  810-45-BZ,  575-32-BZ,  148-35-BZ,  737-45-A  and 
35-46-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Feb¬ 
ruary  26,  1946,  Affecting  Calendar  Numbers  264-44-A, 
419-44-A,  416-45-A,  744-45-A,  421-45-A,  712-45-A,  621- 
24-BZ,  793-28-BZ,  695-29-BZ,  315-38-BZ,  517-39-BZ, 
1121-39-BZ,  426-41-BZ,  775-41-BZ,  283-42-BZ,  255-40- 
BZ,  345-44-SA  and  550-44-SA. 

Correction  Affecting  Calendar  Number  696-45-A. 

Oil  Burner  Rules. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  February  26,  1946. 

Cal.  No.  Dept.  Premises  Affected 

115-46-A — H.B.Bx. — 893  East  167th  street,  north  side, 
23.61  ft.  east  of  Kelly  street  (2nd  floor);  (Block  2076, 
Lot  84),  Borough  of  The  Bronx,  Amendment  to  Alt. 
38-45. 


116- 46-SM— Unionmelt  Welding  Process  and  Unionmelt 
Welding  Composition,  manufactured  by  The  Linde  Air 
Products  Corp.,  Material. 

1 17- 46-SM— Armorak  Pipe  Covering  (for  low  tempera¬ 
ture  piping  systems),  manufactured  by  Robert  A.  Keas- 
bey  Co.,  Material. 

118- 46-SM — Fiberglas  Non-combustible  Fabric-faced 
Acoustical  System,  manufactured  by  Owens  Corning 
Fiberglas  Corp.,  Material. 

119- 46-SM — Crown  Tank  Corp.,  Cylindrical  Fuel  Oil 
Tanks,  1500  to  15,000  gallons,  inclusive,  manufactured 
by  Crown  Tank  Corp.,  Material. 

120- 46-A — F.D. — 241 7  Webster  avenue,  west  side,  65.08 
ft.  north  of  East  187th  street  (basement  and  1st  floor); 
(Block  3025,  Lot  25),  Borough  of  The  Bronx,  44138-LC. 

121- 46-A— H.B.Bx. — 1981-1989  Webster  avenue,  west 
side,  195.45  ft.  north  of  East  178th  street  (Block  2815, 
Lot  46),  Borough  of  The  Bronx,  Amendment  to  Alt. 
631-45. 


122- 46-BZ — H.B.Q. — 34-51  Bell  boulevard  and  213-35 
35th  avenue,  northeast  corner  (Block  6117,  Lot  12),  Bay- 
side.  Borough  of  Queens,  N.B.  1 893-45-. 

123- 46- A — H.B.M. — 12  Duane  street  and  235-239  Wil¬ 
liam  street,  southwest  corner  (Block  121,  Lot  61),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Misc.  F.P.  1032-45. 

124- 46-A — F.D.  and  H.B.B. — 553-561  Johnson  avenue, 
north  side,  125  ft.  10^  in.  west  of  Gardner  avenue  (Block 
2988,  Lots  14  and  44),  Borough  of  Brooklyn,  Decision 
re  1084-1 X  and  Alt.  105-46. 


125-46-A — H.B.M. — 11-25  Madison  avenue,  38-60  East 
25th  street,  324-342  4th  avenue  and  1-33  East  24th  street, 
entire  block  (Block  854,  Lots  1-41  inclusive),  Borough 
of  Manhattan,  Decision  re  Amendment  to  N.B.  20-38. 


126-46-A — F.D. — 78-92  Sullivan  place,  south  side,  140  ft. 
west  of  Bedford  avenue  (1st  floor);  (Block  1306,  Lot  42), 
Borough  of  Brooklyn,  Decision  re  99151-LC. 


127-46-BZ — H.B.Q. — 46-13  to  46-21  Hollis  Court  boule- 
A’ard.  46-02  to  46-14  189th  street,  southwest  corner  and 
188-12  to  188-20  46th  avenue  (Block  5528,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens,  N.B.  302-46. 


128-46-SM — North  Shore  Sand  and  Gravel  Corp.,  Gravel, 
manufactured  by  North  Shore  Sand  and  Gravel  Corp., 
Material. 


129- 46-SM — North  Shore  Sand  and  Gravel  Corp.,  Natural 
Sand,  manufactured  by  North  Shore  Sand  and  Gravel 
Corp.,  Material. 

130- 46-SM — Armco  Hel-Cor  Pile  Shell,  manufactured  by 
American  Rolling  Mill  Co.,  Material. 

131- 46-BZ — H.B.M. — 11-25  West  51st  street,  north  side, 
250  ft.  west  of  5th  avenue  and  14-36  West  52nd  street 
(Block  1267,  Lots  21-26  inclusive  and  Lots  46-54  inclu¬ 
sive),  Borough  of  Manhattan,  Amendment  to  Alt.  1759- 
45. 


132-46-A — H.B.M. — 11-25  West  51st  street,  north  side, 
250  ft.  west  of  5th  avenue  and  14-36  West  52nd  street 
(Block  1267,  Lots  21-26  inclusive  and  Lots  46-54  inclu¬ 
sive),  Borough  of  Manhattan,  Amendment  to  Alt.  1 759- 
45. 


133- 46-A — H.B.M. — 18  East  62nd  street,  south  side,  95  ft. 
west  of  Madison  avenue  (Block  1376,  Lot  60),  Borough 
of  Manhattan,  Amendment  to  Alt.  1990-45. 

134- 46-A — H.B.Bx. — 555  East  Tremont  avenue,  northeast 
corner  of  Monterey  avenue  (Block  3060,  Lot  32),  Bor¬ 
ough  of  The  Bronx,  Amendment  to  Alt.  9-46. 

135- 46-BZ— H.B.B.— 3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn,  N.B.  1459-45. 

136- 46-SA — B  endix  Automatic  Home  Laundry,  Appli¬ 
ance.  , 

Restored  to  Calendar. 

345-44-SA — Reliable  Heat  Exchanger,  Models  2  and  21, 
Appliance. 

283-42-BZ — H.B.M. — 222-228  East  34th  street,  south  side, 
275  ft.  east  of  3rd  avenue  (Block  914,  Lots  46-49),  Bor¬ 
ough  of  Manhattan,  Alt.  99-46. 

255-40-BZ — H.B.Q. — 94-01  to  94-09  81st  street,  east  side, 
from  Atlantic  avenue  to  Rockaway  boulevard,  81-02  to 
81-10  Atlantic  avenue  and  81-01  to  81-15  Rockaway  boule¬ 
vard  (Block  9008,  part  of  Lot  1),  Woodhaven,  Borough 
of  Queens,  N.B.  2477-45. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings.  Queens;  H.B.R. — Department 
of  Housing  and  Buildings.  Richmond:  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 


and  Use  of . 

.  .Dec. 

28, 

1943- 

-Vol.  28.  No.  52A 

Carbon  Dioxide  Liquefier,  Rules.. 

.  .Dec. 

28, 

1943- 

-Vol.  28,  No.  52 A 

Certificate  of  Occupancy, 

approved  form  . 

28, 

1943- 

-Vol.  28,  No.  52A 

Concrete  Flat  Slabs,  Rules . 

13, 

1937- 

-Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules 

for  Manufacture,  Testing 

and  Use  of . 

28, 

1943- 

-Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)..  Aug.  3,  1937 — Vol.  22,’ No.  31 
Elevator  Rules  . Mar.  3,1936 — Vol.  21,  No.  9 
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Erection,  Alteration,  Repair, 
Excavation  for  and  Demo- 


Last  Publication  in  Bulletin 


lition  of  Buildings 
Exit  Rules  (Revolving  Doors)...,... 
Exterior  Veneering  Materials, 

Rules  on  . 

Factory  Exit  Rules  . 

Fire  Alarm  Rules  (Interior) . 

Fjre  Drill  Rules  . 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  . 

Fire  Retarding  Rules  for 

Garages,  etc . 

Fireproof  Wood,  Testing  of  . 

Frame  Garages,  Ruling  for  . 

Fusion  Welding  and  Gas 

Cutting  Rules  . 

Gas  Shut-Off  Rules  . 

Hatchway  Protection  . 

Insulating  Fibre  Board  Rules  . 

Methyl  Chloride  Rules  for  Class  B 
and  C  Refrigerating  Systems... 

Oil  Burner  Rules  . 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . 

Painty  Varnish  and  Lacquer 

Spraying  Rules  . 

Platform  Trucks,  Specifications  for.  . 

Plumbing  Rules  . 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply) . 

Procedure,  Rules  of  . 

Refrigerating  Systems,  Extract  A.C. . 
Smoking  in  Factories,  Rules  for.  . . 

Sprinkler  Rules  . . . 

Standpipe  Fireline  Rules . 

Structural  Alterations.  Reporting.... 

Tank  Trucks,  Fuel  Oil,  etc . 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)... 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945,  Vol.  30, 
No.  15A. 

_ 

Due  notice  of  public  hearing  was  given  by  publication 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulle¬ 
tin  of  the  Board  of  Standard  and  Appeals  dated  January  15, 
1946 — Vol.  31,  No.  3,  through  the  Bulletin  dated  February 
12,  1946— Vol.  31,  No.  7. 

February  26,  1946,  10  A.M.  and  2  P.M. 


March  5,  1946,  10  A.M.  and  2  P.M. 


March  12,  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chairman. 


present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-37-14  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7 a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

1478-39-BZ — Application  of  Albert  Thompson,  applicant, 
on  behalf  of  Hillside  Jamaica  Home  Building  Co.,  owner, 
reopened  February  13,  1946  for  consideration  as  to  ex¬ 
tension  of  variance — Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  for 
a  term  of  two  years,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles; 
premises  175-01  to  175-65  Hillside,  avenue,  northeast  cor¬ 
ner  of  175th  street  (Block  927,  Lot  1  and  parts  of  Lots 
3,  16  and  18),  Jamaica,  Borough  of  Queens. 

619-45-BZ — Application  of  James  Whitford,  applicant,  on 
behalf  of  William  J.  Couch,  owner,  reopened  and  restored 
to  calendar  February  13,  1946 — Application,  under  section 
7a  of  the  zoning  resolution,  to  permit  in  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gasoline  service  station 
and  repair  shop,  and  to  include  auto  truck  showroom  and 
repair  shop;  (previously  withdrawn);  premises  977  Vic¬ 
tory  boulevard,  north  side,  932  ft.  east  of  Melrose  avenue 
(Block  240,  Lot  26),  Tompkinsville,  Borough  of  Rich¬ 
mond. 

1213-40-BZ — Application  of  Frank  S.  Parker,  applicant, 
on  behalf  of  605  West  51st  Street  Corp.,  owner,  reopened 
November  7,  1945,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  an  unrestricted  use  district,  the  erec¬ 
tion  of  a  two  (2)  story  garage  and  repair  shop  (within 
200  feet  of  a  public  park)  for  more  than  five  (5)  motor 
vehicles  for  a  term  of  twenty  years;  premises  727-731 
11th  avenue,  west  side,  50  ft.  2}4  in.  south  of  West  52nd 
street  (Block  1099,  Lots  32,  33  and  34),  Borough  of 
Manhattan. 

763-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tions  7a,  7c  and  7i  of  the  zoning  resolution,  of  Siegel  and 
Green,  applicants,  on  behalf  of  Harbrick  Realty  Corp., 
owner  (Harmosa  Oil  Corp.,  lessee),  to  permit  in  retail 
and  unrestricted  use  district,  the  erection  of  two  build¬ 
ings  accessory  to  a  gasoline  station;  premises  153-169  7th 
avenue,  161-167  West  19th  street,  northeast  corner  and 
158-164  West  20th  street,  southeast  corner  7th  avenue, 
entire  block  (Block  795,  Lot  1),  Borough  of  Manhattan. 
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MARCH  19,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  19,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
i  matters : 

Zoning  Applications 


13-46-BZ — Application,  January  4,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Anastasios  Catsanos, 
applicant,  on  behalf  of  Theodore  C.  Katsigris,  owner, 
to  permit  in  a  residence  use,  B  area  district,  the  altera¬ 
tion  of  existing  building  to  cover  more  than  permitted 
area;  premises  345-347  West  54th  street,  north  side,  225 
ft.  east  of  9th  avenue  (Block  1045,  Lots  10-11),  Borough 
of  Manhattan. 


633-45-BZ — Application,  October  20,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Julius  Spilka,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
60  ft.  west  of  15th  avenue  (Block  5720,  Lot  38),  Borough 
of  Brooklyn. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 


91-46-BZ — -Application,  February  13,  1946,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  Andrew  J.  Thomas, 
applicant,  on  behalf  of  Queensboro  Construction  Co., 
owner,  to  permit  in  residence  and  business  use  district, 
exits  from  a  business  building  through  a  residence  use 
district;  premises  78-11  to  78-21  37th  avenue  and  35-58 
to  35-68  79th  street,  northwest  corner  (Block  1278,  Lot 
38),  Jackson  Heights,  Borough  of  Queens. 

95-46-BZ — Application,  February  7,  1946,  under  section 
7a  of  the  zoning  resolution,  of  Bernard  Meyers,  appli¬ 
cant,  on  behalf  of  H.  Kulenkampf,  owner  (General  Gum¬ 
med  Products,  lessee),  to  permit  in  a  residence  use  dis- 
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trict,  the  extension  of  an  existing  factory;  premises  126- 
15  89th  avenue,  north  side,  40  ft.  east  of  126th  street 
(Block  9335,  Lot  60),  Richmond  Hill,  Borough  of 
Queens. 

100- 46-BZ — Application,  February  14,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Robert  J.  Mc¬ 
Kean,  applicant,  on  behalf  of  W.  B.  Manne,  owner 
(W.  Greenberg  and  R.  King,  lessees),  to  permit  in  a  bus¬ 
iness  use  district,  a  wet  wash  laundry;  premises  385  East 
167th  street,  and  1160  Clay  avenue,  northeast  corner 
(Block  2426,  Lot  48),  Borough  of  The  Bronx. 

101- 46-BZ — Application,  February  14,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Robert  J.  Mc¬ 
Kean,  applicant,  on  behalf  of  Felix  Hessberg,  owner 
(W.  Greenberg  and  R.  King,  lessees),  to  permit  in  a 
business  use  district,  a  wet  wash  laundry;  premises  466 


Brook  avenue,  and  512  East  146th  street,  southeast 
corner  (Block  2272,  Lot  8),  Borough  of  The  Bronx. 

HARRIS  M.  MURDOCK,  Chairman. 


MARCH  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

79.6-45-A — 22-32  Buckingham  road,  west  side,  172  ft.  7 
in.  south  of  Caton  avenue  (cellar  and  1st  floor);  (Block 
5076,  Lot  14),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  February 

19,  1946.) 

1309-39-SM 

APPLICANT — M.  Allen  Schlendorf,  for  John  W.  Kiesiing 
&  Son,  Inc.,  new  manufacturer. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  new  manufacturer  and 
new  name  of  Door  — Kiesiing  Bi-Parting  and  Bi- 
Pass  Counterbalanced  Elevator  Doors ;  formerly  ap¬ 
proved  by  Board  as  Gambrill  Bi-Parting  and  Bi- 
Pass  Counterbalanced  Elevator  Door. 

APPEARANCES— 

For  Applicant :  M.  Allen  Schlendorf. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


502-45-SM 

APPLICANT — Western  Concrete  Pile  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  to  include  Western’s  Ex¬ 
panded  Base  Pile ;  previous  materials  approved  by 
Board;  Western  Concrete  Drilled  Piles  or  Founda¬ 
tion  Columns ;  Method  of  Construction  of  Drilled- 
In  Caissons;  Western’s  Standard  Concrete  Piles. 

APPEARANCES— 

For  Applicant :  H.  O.  Burrell. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 


Adjourned:  4:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  26,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  January  8,  1946, 
were  approved  as  printed  in  Bulletin  No.  3,  Vol.  31  and  the 
minutes  of  the  regular  meetings  of  the  Board  held  on  Tues¬ 
day  morning  and  Tuesday  afternoon,  January  15,  1946,  were 
approved  as  printed  in  Bulletin  No.  4,  Vol.  31. 


ZONING  APPLICATIONS 

320-45-BZ 

APPLICANT — A.  S.  Mongiello,  for  Joseph  Palermo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  business  and  unrestricted  use  district, 
the  change  of  occupancy  from  garage  (not  more 
than  four  cars  and  light  storage)  to  rug  cleaning 
and  light  storage. 

PREMISES  AFFECTED— 212  Evergreen  avenue,  south 
side,  70  ft.  east  of  Willoughby  street  (Block  3206, 
Lot  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  S.  Mongiello,  M.  Shapiro  and 
Joseph  Palermo. 

For  Opposition:  J.  A.  Weil. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1945  at 
10  A.M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


557-45-BZ 

APPLICANT — John  T.  Clancy,  for  Slattery  Contracting 
Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district  the  extension  of  a  garage  for  more 
than  five  trucks  for  owner’s  use  and  repair  shop. 

PREMISES  AFFECTED — 51-01  72nd  place  and  72-28  to 
72-36  51st  road,  southeast  corner  (Block  2465,  Lots 
1  to  5),  Woodside,  Borough  of  Queens. 
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r  APPEARANCES— 

For  Application :  John  T.  Clancy. 

For  Opposition:  Nathan  Slewett  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Laid  over  to  March  19,  1946  at 
10  A.M.  at  request  of  an  attorney  for  the  objectors. 

— 

621-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Mary  Phillips, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  erection  of  a  building  to  occupy  more  than  the 
permitted  area. 

PREMISES  AFFECTED— 1556-1570  (1556-1558  displayed) 
63rd  street,  south  side,  125  ft.  west  of  16th  avenue 
(Block  5537,  Lot  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jean  Epstein  and  F.  Savignano. 

For  Opposition :  S.  Giondivote  and  Carrie  Galvano. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1946  at 
10  A.M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 

779-45-BZ 

APPLICANT — W.  F.  Lamb  for  Shreve,  Lamb  and  Har¬ 
mon,  for  The  Macmillan  Company,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning  res¬ 
olution,  to  permit  in  a  residence  use,  B  area  dis¬ 
trict,  the  proposed  addition  to  an  existing  building, 
and  without  providing  a  rear  yard. 

I  PREMISES  AFFECTED— 60-62  5th  avenue,  and  9-11 
West  12th  street,  northwest  corner  (Block  576, 
Lots  46  and  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  W.  Lamb,  B.  Brett  and  E.  G. 
Steinert. 

For  Opposition:  A.  T.  Kaplan,  P.  Blumberg,  Ruth 
Ranson  and  A.  Grossman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  12,  1946  at 
10  A.M.  at  request  of  objector. 


795-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Charles  J.  Bast, 
owner  (Haven  Chevrolet  Co.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  D  area  dis¬ 
trict,  the  erection  of  an  automobile  showroom,  parts 
department,  servicing  and  minor  repairs  covering 
more  than  permitted  area. 

PREMISES  AFFECTED — 93-11  to  93-25  Rockaway  boule¬ 
vard  and  103-30  to  103-38  94th  street,  northwest 
corner  (Block  9144,  Lot  19),  Woodhaven,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  C.  J.  Bast. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at  10 
A.M.  for  further  consideration ;  applicant  to  correct 
plans. 


797-45-BZ 

APPLICANT — Queens  Avenue  Realty  Corporation,  owner 
(Lievendag  Motors,  Inc.,  lessee). 

SUBJECT. — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  erec¬ 
tion  of  a  building  to  occupy  more  area  than  permit¬ 
ted  at  curb  level. 

PREMISES  AFFECTED — 164-26  Northern  boulevard  and 
164-27  Sanford  avenue,  southwest  corner  (Block 
5337,  Lot  17),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Roland  Lievendag. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Laid  over  to  March  5,  1946  at  10 
A.M.  for  further  consideration;  applicant  to  sub¬ 
mit  revised  plans. 


810-45-BZ 

APPLICANT — Morris  Rothstein  &  Son,  for  Record  Sales 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  residence  and  unrestricted  use  district, 
the  change  of  occupancy  from  public  garage  to 
factory. 

PREMISES  AFFECTED — 1835  Carter  avenue,  east  side, 
208.77  ft.  north  of  Prospect  place  (Block  2892,  Lot 
54),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  A.  Rothstein,  Henry  Rubin,  Harry 
Begun  and  M.  Issler. 

For  Opposition:  H.  A.  Rappolt,  G.  A.  Upham, 
Estelle  Cappel,  Morris  A.  Henor  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at  10 
A.M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


575-32-BZ 

APPLICANT — Charles  M.  Spindler,  for  Mary  Cavallaro 
and  Harriet  Sweeney,  owners. 

SUBJECT — Application  reopened  January  22,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  ex¬ 
tension  of  existing  gasoline  service  station  (previ¬ 
ously  granted  by  the  Board). 

PREMISES  AFFECTED  — 242-02  to  242-12  Merripk 
boulevard  and  133-41  to  133-45  242nd  street,  south¬ 
east  corner  (Block  13206  (3645),  Lots  17  and  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  J.  C.  Haus. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  to  permit  the  applicant  to  file  corrected 
plans  in  the  Department  of  Housing  and  Build¬ 
ings,  and  to  obtain  a  new  decision  of  the  borough 
superintendent. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  o 
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148-35-BZ 

APPLICANT — Morris  Whinston,  for  The  Cniham  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  January  15,  1946,  for  con¬ 
sideration  as  to  amendment  of  resolution — Appli¬ 
cation  (decision  of  the  borough  superintendent), 
previously  granted  on  condition,  under  section  7c 
of  the  zoning  resolution,  permitting  partly  in  a 
residence  use  and  partly  in  a  business  use  district, 
the  conversion  of  occupancy  of  the  second  story  of 
an  existing  building  from  office  use  to  bowling 
alleys. 

PREMISES  AFFECTED — 168-170  Dyckman  street,  west 
side,  100  ft.  north  of  Sherman  avenue  and  71 
Thayer  street  (Block  2175,  Lot  70),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Whinston. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (148-35-BZ) 

Whereas,  this  application,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  altera¬ 
tion  and  change  of  occupancy  of  a  garage,  previously  granted 
by  the  Board,  to  a  retail  department  store;  premises:  168-170 
Dyckman  street,  west  side,  100  ft.  north  of  Sherman  ave- 
nut  (Block  No.  2175,  Lot  No.  70),  Borough  of  Manhattan, 
was  granted  by  the  Board  June  25,  1935,  on  certain  con¬ 
ditions;  and 

Whereas,  on  January  3,  1940,  the  Board  amended  the 
resolution  to  permit  the  change  of  occupancy  of  the  second 
story  of  this  building  from  office  use  to  bowling  alleys ; 
and 

Whereas,  on  March  12,  1940,  a  writ  of  certiorari  was 
served  on  the  Board  and  forwarded  to  the  Corporation 
Counsel ;  and 

Whereas,  on  March  25,  1941,  the  Board  received  notice 
from  the  Supreme  Court  of  the  State  of  New  York  that  it 
is  stipulated  and  agreed  that  the  certiorari  proceeding  was 
settled  and  discontinued;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  a  further  amendment  of  the  resolution;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  15,  1946,  and  restored  to  the  calendar  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  26,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1945,  re  Alt.  App.  2134-45,  reads : 

“1.  Records  under  Alt.  1196-35  and  Cal.  No.  148-35- 
BZ  granted  the  use  of  the  1st  floor  as  a  retail  dept, 
store.  Proposed  application  is  subdividing  present  store 
into  2  stores.  This  should  be  referred  back  to  the  Bd. 
of  S.  &  A.,  as  a  possible  change  of  business  use  is  in¬ 
volved  in  a  residence  district  and  is  contrary  to  Art.  II, 
Sect.  3,  Z.  R.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  25,  1935  as  amended 
January  3,  1940  by  adding  thereto: 

“that  in  the  event  the  occupancy  of  the  street  floor 
by  the  S.  S.  Kresge  Company  is  terminated,  the  prem¬ 
ises  may  be  occupied  for  retail  sales  store  use  and  by 
one  or  two  tenants,  as  indicated  on  revised  plans  marked 
‘Received  January  10,  1939’,  that  if  the  larger  portion  is 


occupied  by  a  concern  in  the  electric  appliance  business, 
there  shall  be  no  work  for  a  factory  carried  on  except 
that  there  may  be  not  over  four  persons  engaged  in  the 
portion  of  the  building  in  the  business  use  district  in  the 
assembling  of  such  electrical  appliances ;  that  in  all 
other  respects,  the  resolution  adopted  June  25,  1935  as 
amended  January  3,  1940  shall  be  complied  with.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
/37-45-A 

APPLICANTS — Dalila,  Agnes  and  Victor  Scognamiglio, 
for  Boone  Avenue  Realty,  Inc.,  owner  (Dalila  and 
Agnes  Scognamiglio,  lessees). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 1835  West  Farms  road,  west 
side,  145.78  ft.  south  of  East  176th  street  and  1830 
Boone  avenue  (basement)  ;  (Block  3015,  Lots  76, 
78  and  80),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  March  12,  1946  at 
10  A.  M.  for  consideration. 


35-46-A  ^ 

APPLICANT — Hospital  of  The  Holy  Family,  owner. 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 151-159  Dean  street,  north  side, 
75  ft.  east  of  Hoyt  street  (Basement)  ;  (Block  189, 
Lots  7,  8,  9,  10  and  13),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sister  Mary  Helen. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . . 0 

THE  RESOLUTION  (35-46-A) 

Whereas,  Hospital  of  The  Holy  Family,  owner,  filed 
December  26,  1945  an  appeal  from  an  order  and  decision  of 
the  fire  commissioner,  affecting  premises  151-159  Dean 
street,  north  side,  75  ft.  east  of  Hoyt  street  (Block  189, 
Lots  7,  8,  9,  10  and  13),  Borough  of  Brooklyn;  and 

Whereas,  Order  99677-LC  issued  by  the  fire  commissioner 
May  9,  1945  and  repeated  in  a  decision  of  the  fire  commis¬ 
sioner  dated  November  27,  1945  reads: 

“An  inspection  of  your  refrigerating  system  located 
at  the  above  premises  shows  that  the  following  changes 
are  necessary  to  have  the  system  conform  with  Fire 
Department  regulations : 

1.  Remove  all  refrigerating  units  from  hospital  other 
than  those  in  the  diet  kitchen  which  shall  contain  not 
more  than  10  pounds  of  F-12  and  which  room  shall  be 
cut  off  from  the  rest  of  the  building  by  light  fitting 
self-closing  door  or  doors  and  provided  with  window 
or  windows  to  the  outside  air.  All  open  flames  and/or 
apparatus  producing  an  open  flame  in  the  diet  kitchen 
where  more  than  one  pound  of  F-12  machines  are  lo¬ 
cated  shall  be  hooded  and  connected  with  independent 
mechanical  means  of  ventilation  to  the  outer  air.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
and  basement,  67  ft.  in  height,  69  ft.  by  73  ft.  in  area,  of 
class  1  construction,  erected  in  1937,  located  in  a  residence 
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use  B  area  class  1)4  height  district  and  used  and  occupied 
since  1938  as  a  hospital;  that  the  building  is  equipped  with 
one  8  ft.  wide  fireproof  stairs  from  roof  to  street;  and 
Whereas,  C.O.  86432  issued  March  10,  1938  permits  the 
present  use  and  occupancy ;  and 
Whereas,  the  applicant  contends  that  when  this  matter 
was  before  the  Board  on  March  7,  1939,  under  Cal.  194- 
39-A,  the  order  referred  only  to  the  refrigerating  unit  in 
the  diet  kitchens ;  that  the  Fire  Department  has  now  taken 
the  position  that  since  the  refrigerating  unit  in  the  main 
kitchen  was  not  covered  by  the  Board’s  resolution  as  this  is 
not  a  “diet  kitchen”,  and  since  the  unit  in  the  morgue  was 
not  referred  to  in  the  resolution,  these  units  may  not  be 
maintained  in  a  hospital  building;  that  it  is  therefore  re¬ 
quested  that  the  Board  permit  the  existing  Westinghouse 
unit  containing  12  lbs.  of  Freon  to  be  maintained  in  the 
morgue,  on  condition  that  the  door  separating  the  morgue 
from  the  balance  of  the  hospital  building  be  made  tight- 
fitting  and  that  the  existing  Kelvinator  unit  in  the  main 
kitchen  in  the  basement,  containing  six  pounds  of  F-12  re¬ 
frigerant  be  maintained,  on  condition  that  all  cooking  ranges 
and  open  flames  within  the  main  kitchen  be  hooded  and 
mechanically  ventilated  to  the  outer  air. 

Resolved,  that  Order  99677-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Item  1,  on  condition  that 
the  doors  to  the  morgue  in  the  basement  shall  be  metal 
covered  doors,  close-fitting  and  maintained  self-closing;  that 
the  exterior  windows  as  shown  shall  remain  openable ;  that 
the  doors  to  the  refrigerator  system  and  storeroom  may  be 
substantial  wood  doors,  close-fitting  and  self-closing;  that 
the  opening  from  the  storeroom  to  the  passage  shall  be 
permanently  closed ;  that  the  exterior  window  in  the  refrig¬ 
erator  room  shall  be  left  partly  open  for  ventilation  at 
all  times ;  that  in  all  other  respects,  the  refrigerator  system 
shall  comply  with  all  requirements  other  than  as  modified 
by  the  Board  under  Cal.  194-39-A. 


Adjourned:  12:10  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 

_ 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  26,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


\  APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

264-44-A 

APPLICANT — Coe  and  Sarno,  for  Dominick  Allegra, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  re  Appeal  from  an  order  of 
the  fire  commissioner  (previously  withdrawn). 

PREMISES  AFFECTED — 466-470  17th  street,  south  side, 
93  ft.  2  in.  east  of  Seventh  avenue  and  471  18th 
street  (Block  873,  Lot  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


THE  RESOLUTION  (264-44-A) 

Whereas,  at  request  of  applicant  for  reopening  this  ap¬ 
plication  was  placed  on  the  special  order  of  business  on 
December  11,  1945,  at  which  time  it  was  adjourned  to  De¬ 
cember  18,  1945,  at  request  of  applicant  and  further  ad¬ 
journed  to  December  22,  1945  at  request  of  applicant  and 
on  December  22,  1945,  it  was  laid  over  to  February  26,  1946, 
at  request  of  the  applicant;  and 

Whereas,  at  hearing  of  February  26,  1946,  there  was  no 
appearance  for  the  applicant  and  in  the  meantime  the  build¬ 
ing  is  being  occupied  without  compliance  with  the  require¬ 
ments  of  the  Fire  Commissioner  for  a  sprinkler  system. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


419-44-A 

APPLICANT — Howard  H.  Snyder,  for  Lansing  Financial 
Corporation  owner  (Acme- Ward  Storage  Ware¬ 
house,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent  (previously  granted  on 
condition). 

PREMISES  AFFECTED— 234-240  East  54th  street,  south 
side,  100  ft.  west  of  Second  avenue  (Block  1327, 
Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Howard  H.  Snyder. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (419-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  234-240  East  54th  street, 
south  side,  100  ft.  west  of  Second  avenue  (Block  1327,  Lot 
29),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
September  12,  1944,  on  certain  conditions  and  for  a  tem¬ 
porary  period  of  time;  and 

Whereas,  the  permit  was  extended  on  March  6,  1945, 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  12,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  that  in  view  of  statement  by  applicant  that 
the  storage  use  for  government  material  is  still  continu¬ 
ing;  that  such  storage  use  may  continue  until  April  1, 
1947,  and  that  other  than  as  herein  amended  the  condi¬ 
tions  of  the  resolutioan  adopted  September  12,  1944, 
shall  be  complied  with.” 


416-45-A 

APPLICANT — J.  M.  Berlinger,  for  Harlem  Savings  Bank, 
owner. 

SUBJECT — Appeal  reopened  October  9,  1945,  re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  denied). 

PREMISES  AFFECTED — 40-48  Burnside  avenue,  south¬ 
east  corner  of  Grand  avenue  (2nd  floor)  ;  (Block 
2870,  Lot  26),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (416-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  40-48  Burnside  avenue, 
southeast  corner  of  Grand  avenue  (2nd  floor)  ;  (Block  2870, 
Lot  26),  Borough  of  The  Bronx,  was  denied  by  the  Board 
on  July  27,  1945 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal,  and  consideration,  based  on  amended  plans  and  a  new 
decision  of  the  borough  superintendent;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  9,  1945  and  restored  to  the  calendar ;  and 
Whereas,  at  the  hearing  on  February  26,  1946  there  was 
no  appearance  on  behalf  of  the  applicant  although  duly  noti¬ 
fied  to  do  so. 

Resolved,  that  this  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  production. 


744-45-A 

APPLICANT — J.  G.  Tripp,  for  Fresh  Meadow  Country 
Club,  owner. 

SUBJECT — Application  for  consideration — reconsideration 
of  resolution  adopted  January  8,  1946,  re  Appeal 
from  decisions  of  the  borough  superintendent,  under 
section  35,  General  City  Law  re  bed  of  mapped 
street  (previously  granted  on  condition). 
PREMISES  AFFECTED — North  and  South  sides  of  67th 
avenue,  from  189  th  to  192nd  street,  Flushing 
(Blocks  7118,  7119,  7096  and  7097,  Lots  1),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  G.  Tripp. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  of  January  8,  1946 
rescinded. 

THE  VOTE  TO  RESCIND  RESOLUTION  OF  JANU¬ 
ARY  8,  1946- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (744-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  north  and  south  sides  of 
67th  avenue,  from  189th  to  192nd  streets  (Blocks  7118,  7119, 
7096  and  7097,  Lots  1),  Flushing,  Borough  of  Queens,  (un¬ 
der  section  35,  General  City  Law),  was  granted  by  the 
Board  on  January  8,  1946,  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  adopted  on  January  8,  1946,  on 
the  authority  of  statement  filed  by  Committee  of  the  Club 
that  the  premises  have  been  sold  for  development. 


421-45-A 

APPLICANT— Fireproof  Structure  Corp.,  for  Samuel  Rice, 

owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
February  5,  1946  re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn) 

PREMISES  AFFECTED — 2956  Brighton  5th  street,  west 
side,  120  ft.  north  of  Ocean  View  avenue  (Block 
7284,  Lot  472),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Sam  Rici. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1ION  OF  BOARD — Laid  over  to  March  26,  1946  at  2 
P.M.  for  further  consideration. 


7 12-45- A 

APPLICANT — Arthur  Jovis,  for  Milton  Steiner,  owner 
(Anna  Hoffmann,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 5440  Independence  avenue,  east 
side,  315.46  ft.  north  of  West  254th  street  (1st  and 
2nd  floors)  ;  (Block  3425,  Lot  284),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  5,  1946  at  2 
P.M.  at  written  request  of  applicant. 


ZONING  APPLICATIONS 

621-24-BZ 

APPLICANT — Howard  H.  Snyder,  for  Lansing  Financial 
Corporation,  owner  (Acme-Ward  Storage  Ware¬ 
house,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  permitting  in  a  business  use  district,  for 
a  temporary  period,  the  conversion  of  occupancy 
of  a  garage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 234-240  East  54th  street,  south 
side,  100  ft.  west  of  Second  avenue  (Block  1327, 
Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Howard  H.  Snyder. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  o 

THE  RESOLUTION  (621-24-BZ) 

.  Whereas,  this  application, .  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  garage  for  more 
than  five  motor  vehicles,  affecting  premises  234-240  East 
54th  street,  south  side,  100  ft.  west  of  Second  avenue  (Block 
1327,  Lot  29)  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  22,  1924,  on  certain  conditions;  and 

V  hereas,  the  resolution  was  amended  and  permit  ex¬ 
tended  on  September  12,  1944,  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Tuly  22,  1924.  as 
amended  September  12,  1944,  so  that  as  amended  this  por- 
of  the  resolution  shall  read : 

“*  *  *  that  this  building  may  be  used  for  a  tem¬ 

porary  term  expiring  April  1,  1947,  for  the  storage  of 
government  materials ;  that  other  than  as  herein 
amended  the  conditions  of  the  resolution  adopted  Sept¬ 
ember  12,  1944,  shall  be  complied  with,  including  the  re¬ 
quirements  of  the  resolution  adopted  under  Cal.  419- 
44-A,  on  September  12,  1944,  and  as  amended  through 
February  26,  1946.” 
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793-28-BZ 

APPLICANT — Margaret  A.  Sonnett,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  alteration 
of  the  first  story  of  a  building  and  of  a  detached 
one-story  garage  and  the  erection  of  an  extension 
for  the  purpose  of  maintaining  motor  vehicle  re¬ 
pair  shops. 

PREMISES  AFFECTED — 3369  East  Tremont  avenue, 
northeast  corner  of  Haskin  street  and  2909  Haskin 
street,  north  side,  56.46  ft.  east  of  East  Tremont 
avenue  (Block  5311,  Lot  1  and  part  of  Lots  2  and 
3),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Margaret  A.  Sonnett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Giairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (793-28-BZ) 

Whereas,  'Margaret  A.  Sonnett,  owner  filed,  October  16, 
1928,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  alteration  of  the  first  story 
of  a  building  and  detached  one-story  garage  and  the  erec¬ 
tion  of  an  extension  for  the  purpose  of  maintaining  motor 
vehicle  repair  shops;  premises:  3369  East  Tremont  avenue, 
northeast  corner  of  Haskin  street  and  2909  Haskin  street, 
north  side,  56.46  ft.  east  of  East  Tremont  avenue  (Block 
No.  5311,  Lot  .No.  1  and  part  of  Lot.  Nos.  2  and  3), 
Borough  of  The  Bronx ;  and 

Whereas,  this  application  was  granted  by  the  Board 
March  26,  1929,  resolution  amended  April  29,  1930,  October  4, 
1938  and  January  31,  1939;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  26,  1929,  as 
amended  through  January  31,  1939,  by  adding  thereto: 

“Resolved  further,  *  *  *  that  in  view  of  statement 
by  owner  that  the  lawful  storage  use  has  terminated 
and  it  is  desired  that  the  repair  shop  use  previously 
permitted  should  be  reinstated,  that  such  use  of  the 
premises  may  be  made,  under  section  7i,  on  rendition 
that  the  resolution  adopted  by  the  Board  as  amended 
through  October  4,  1938,  shall  he  complied  with,  on 
condition  that  there  shall  be  no  open  flames,  forges  or 
torches  operated  or  maintained  on  the  premises,  and  no 
machinery,  other  than  one-half  horsepower  electric  mo¬ 
tor  or  drill ;  the  repair  work  to  be  restricted  to  that 
portion  of  the  premises  on  Haskin  street.  55  ft.  north¬ 
easterly  from  Tremont  avenue  and  the  remainder  of  the 
premises  to  be  restricted  to  conforming  use  and  opera¬ 
tion;  that  the  portion  of  the  building  facing  on  Tremont 
avenue  for  a  depth  of  55  feet  shall  be  used  only  for  con-, 
forming  use :  and  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  three  months  from 
the  date  of  this  amended  resolution:  and  that  a  certifi¬ 
cate  of  occupancy  for  the  entire  building  shall  be 
obtained.” 


695-29-BZ 

APPLICANT — Jacobs  and  Blumensticl,  for  Hulon  Realty 
Corp.,  owner ;  Louis  Curcio,  lessee. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station  for  a 
temporary  period. 

PREMISES  AFFECTED — Southwest  corner  of  Wilkin¬ 
son  avenue  and  Westchester  avenue  (Block  4235, 
Lots  36  and  38),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Beatrice  R.  Fleigel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (695-29-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  period,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue  (Block  4235,  Lots  36  and 
38),  Borough  of  The  Bronx,  was  granted  by  the  Board  on 
October  7,  1930,  on  certain  conditions  and  permit  extended 
from  time  to  time,  the  last  such  extension  being  on  February 
23,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  7,  1930,  as 
amended  through  February  23,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  *  *  * 
and  that  other  than  as  herein  amended  the  conditions  of 
the  resolution  as  amended  February  20,  1940,  shall  be 
complied  with ;  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


315-38-BZ 

APPLICANT — DeForest  and  Elder,  for  Presbyterian 
Hospital,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  sections  7h  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  parking  of 
more  'than  two  motor  vehicles  for  a  term  of  two 
years. 

PREMISES  AFFECTED— 601  West  165th  street,  north¬ 
west  corner  of  Broadway,  (Block  2138,  part  of  Lot 
40),  Borough  of.  Manhattan. 

APPEARANCES— 

For  Applicant :  William  T.  Finnerty. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


205 


MINUTES 


THE  RESOLUTION  (315-38-BZ) 

Whereas,  this  application,  under  sections  7 h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  residence  use 
district  and  partly  in  a  business  use  district  the  parking  of 
more  than  five  motor  vehicles,  affecting  premises  601  West 
165th  street,  northwest  corner  of  Broadway  (Block  2138, 
part  of  Lot  40) ,  Borough  of  Manhattan,  was  granted  by  the 
Board  June  28,  1938,  on  certain  conditions,  permit  extended 
June  4,  1940,  May  12,  1942  and  May  16,  1944  and  the  ap¬ 
plicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  28,  1938,  as 
amended  through  May  16,  1944,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  variance  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  portion  of  Lot  40  to  be  used  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition 
....  and  that  other  than  as  herein  amended  the  condi¬ 
tions  of  the  resolution  of  June  28,  1938,  shall  be  com¬ 
plied  with,  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


517-39-BZ 

APPLICANT — Thomas  I.  Sheridan,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
in  a  business  use  district,  for  a  term  of  two  years, 
the .  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 33-02  to  33-16  Astoria  boule¬ 
vard,  southwest  corner  of  34th  street  and  25-01 
33d  street .  (Block  631,  Lots  19-26,  inch  and  Lot 
30),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Thomas  I.  Sheridan. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (517-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  -  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  33-02  to  33-16  Astoria 
boulevard,  southwest  corner  of  34th  street  and  25-01  33rd 
street  (Block  631,  Lots  19-26,  inclusive  and  Lot  30),  As- 
tona,  Borough  of  Queens,  was  granted  by  the  Board  on 
February  6,  1940,  on  certain  conditions,  permit  extended  on 
February  10  1942  and  February  23,  1944,  and  resolution 
amended  on  September  22,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  6,  1940,  as 
amended  by  resolutions  adopted  through  February’  23  1944 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  Granted  under  section  7h  thereof  for  a  term 
<>f  two  years  from  the  date  of  this  amended  resolution, 
to  permit  a  portion  of  the  premises  within  the  area 
zoned  for  business  use  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles,  on  condi¬ 


tion  *  *  *;  and  that  other  than  as  amended 

herein,  the  resolution  adopted  by  the  Board  February 
6,  1940,  as  amended  by  resolutions  adopted  September 
22,  1942,  shall  be  complied  with  in  all  respects;  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


1121-39-BZ 

APPLICANT — Lama  and  Proskaucr,  for  Annie  Herzfcld, 
Lillian  Ivlinghoffer  and  Clifford  W.  Wentz,  owners. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — -6001-6015  Church  avenue,  538- 
562  Remsen  avenue,  northwest  corner  and  865-887 
Ralph  avenue  (Block  4686,  Lots  1,  5  and  6),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

the  vote  to  reopen  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . .  q 

THE  RESOLUTION  (1121-39-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
i  csolution,  to  pei  mit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  6001-6015  Church  avenue,  538-562  Remsen  avenue 
northwest  corner  and  865-887  Ralph  avenue  (Block  4686, 
-Lots  1,  5  and  6),  Borough  of  Brooklyn  was  granted  by  the 
Board  on  December  19,  1939  on  certain  conditions;  and 

i  esolution  was  amended  on  January  16, 
1940  and  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  19  1939 
as  amended  January  16,  1940,  by  adding  thereto: 

Resolved .  further,  that  in  the  event  the  owner  desires 
to  extend  the  accessory  building  to  the  north  by  the 
addition  of  a  new' office  section  approximately  12  ft  bv 

24  fLaJ> indicated  on  PIans  marked  “Received  January 
L,  1946  and  as  passed  on  by  the  borough  superinten- 
dent  under  Alt.  Applic.  4092-45,  Objection  of  January 
9.  1946,  such  extension  may  be  constructed,  provided  the 
design  and  arrangement  shall  be  carried  out  as  indicated 
on  such  plans  marked  ‘Received  January  15,  1946’  and 
provided  such  space  shall  at  no  time  be  used  for  pur¬ 
poses  other  than  as  additional  office  space  in  connection 
with  the  gasoline  service  station  as  proposed  by  the 
applicant  in  letter  dated  January  21,  1946,  in  which 
the  applicant  states :  ‘The  purpose  of  this  proposed  ex- 
tension  is  to  create  an  office  and  waiting  room  so  that 
waiting  customers  will  not  be  in  the  way.  As  the  office 
is  presently  laid  out  there  is  very  little  wall  space. 
There  is  no  place  where  one  can  be  comfortably  seated! 
and.  as  display  of  merchandise  is  important,  whatever 
available  space  theie  is  in  the  present  office  is  used  for 
this  pui  pose  ;  that  in  all  other  respects  the  requirements 
of  the  resolution  adopted  December  19,  1939  as  amended 
January  16,  1940  shall  be  complied  with.” 


426-41-BZ 

PLICA  NT  DeForest  and  Elder,  for  The  Presbyterian 
Hospital,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  (owned  by  the  staff  or  employ¬ 
ees  of  the  Presbyterian  Hospital). 

PREMISES  AFFECTED — 125  Fort  Washington  avenue, 
west  side,  204  ft.  north  of  West  163rd  street  and 
660  West  165th  street  (Block  2136,  part  of  Lot 
235),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  T.  Finnerty. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (426-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  (owned  by  the  staff  or  employees  of  the 
Presbyterian  Hospital),  affecting  premises  125  Fort  Wash¬ 
ington  avenue,  west  side,  204  ft.  north  of  West  163rd  street 
and  660  West  165th  street  (Block  2136,  part  of  Lot  235), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
8,  1641,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  July  11,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  8,  1941,  as 
amended  by  resolutions  adopted  through  July  11,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  as  a  transient  parking 
space  for  the  doctors  and  employees  of  the  Medical 

Centre,  on  condition . and  that  other  than  as  herein 

amended  the  conditions  of  the  resolution  of  July  8,  1941, 
shall  be  complied  with ;  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


775-41-BZ 

APPLICANT — Harold  J.  Hughes,  for  Phil  Schoenberg, 
lessee,  for  Cortland  Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 80-01  41st  avenue,  north  side, 
from  80th  to  81st  streets,  40-43  80th  street  and 
40-42  81st  street  (Block  1491,  parts  of  Lots  21  and 
24),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Harold  J.  Hughes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THF.  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT  - 
Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


THE  RESOLUTION  (775-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  80-01  41st  avenue,  north 
side,  from  80th  to  81st  streets,  40-43  80th  street  and  40-42 
81st  street  (Block  1491,  parts  of  Lots  21  and  24),  Elmhurst, 
Borough  of  Queens,  was  granted  by  the  Board  on  November 
18,  1941,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  March  14,  1944 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  18,  1941, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  for  a  term  of  two  years  from  the  date 

of  this  amended  resolution,  to  permit  the  premises  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  *  *  *  and  that  other 

than  as  amended  herein,  the  resolution  adopted  Novem¬ 
ber  18,  1941  shall  be  complied  with  in  all  respects;  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


283-42-BZ 

APPLICANT — Herman  Kron,  for  Estate  of  Theodore 
Badman,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  under  section  7h  of  the  zoning  resolution 
—  (decision  of  the  borough  superintendent)  to  per¬ 
mit  in  a  residence  use  district,  the  parking  of  more 
than  five  motor  vehicles  (previously  denied). 

PREMISES  AFFECTED— 222-228  East  34th  street,  south 
side,  275  ft.  east  of  Third  avenue  (Block  914,  Lots 
46  to  49,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . . .  0 


255-40-BZ 

APPLICANT — Lama  Proskauer,  for  Queens  Forwarding 
Company,  owner. 

SLIBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent — under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  change  of  occupancy  from  material  yard 
and  sheds  for  storage  to  gasoline  service  station, 
lubritorium,  auto  laundry  and  minor  repairs  (prev¬ 
iously  withdrawn  re  erection  and  maintenance  of 
gasoline  service  station). 

PREMISES  AFFECTED— 94-01  to  94-09  81st  street,  east 
side,  from  Atlantic  avenue  to  Rockaway  boulevard, 
81-02  to  81-10  Atlantic  avenue  and  81-01  to  81-15 
Rockaway  boulevard  (Block  9009,  part  of  Lot  1), 
Woodhaven,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 
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APPLIANCES  SUBMITTED  FOR  APPROVAL 

345-44-SA 

APPLICANT — Reliable  Products  Mfg.  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  additional  models — re  Reliable  Heat 
Exchanger  (Oil)  previously  approved  on  condition. 

APPEARANCES— 

For  Applicant :  A.  A.  Arvintz. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


550-44-SA 

APPLICANT — Prentiss  Wabers  Products  Co.,  owner; 
Sears,  Roebuck  &  Co.,  agent. 

SUBJECT — “Preway”  Space  Heater,  Model  #4238,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


Adjourned:  3:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  27,  1945,  as  they  appeared  in 
Bulletin  No.  49,  Vol.  30,  are  hereby  corrected  to  read  as 
follows : 

696-45-A 

APPLICANT — Tolbert,  Ewen  &  Patterson  &  John  J.  Mc¬ 
Namara,  for  Nielk  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 217-219  West  57th  street,  north 
side,  250  ft.  west  of  7th  avenue  and  216-224  West 
58th  street  (4th,  5th,  and  6th  floors)  ;  (Block  1029, 
Lots  21,  23,  44,  45,  46  and  46^),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  John  J.  McNamara  and  H.  Bon- 
gard. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (696-45-A) 


Whereas,  John  J.  McNamara,  for  Tolbert,  Ewen  &  Pat¬ 
terson,  applicants  for  Nielk  Realty  Corporation,  owner,  filed 
November  7,  1945,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  217-219  West  57th 
street,  north  side,  250  ft.  west  of  7th  avenue,  running 


through  to  216-224  West  58th  street  (4th,  5th  and  6th 
floors)  ;  (Block  1029,  Lots  21,  23,  44,  45,  46  and  4 6'A), 
Borough  of  Alanhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  21,  1945,  on  AJisc.  F.P.  Applic.  2077-45, 
reads : 

“No.  1  (amended).  Within  50  ft.  of  this  structure 
there  is  a  building  occupied  as  a  school  and  within  this 
structure  itself,  there  is  located  2  places  of  public 
amusement  or  assembly  (on  the  1st  floor  thereof)  ; 
therefore  by  the  terms  of  09-117.0  subd.A.l  ‘No  permit 
for  the  handling,  use,  storage  or  recovery  of  inflam¬ 
mable  motion  picture  film  shall  be  issued.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be  10 
stories  (123  ft.  6  in.)  in  height,  50  ft.  and  110  ft.  front,  201 
ft.  and  100.5  ft.  in  depth,  on  a  lot  50  ft.  front  by  201  ft.  in 
depth,  of  Class  1  construction,  erected  prior  to  1916,  located 
in  a  restricted  retail  and  business  use,  B  area  and  Class  1  y2 
and  2  height  districts,  and  occupied:  cellar — storage  and 
boiler  room;  1st  floor — restaurant  and  cabaret;  2nd,  3rd  and 
4th  floors — vacant ;  proposed  to  be  used  and  occupied :  cellar 
- — storage,  mechanical  rooms  and  toilet  rooms — 20  persons  ; 
1st  floor — broadcasting  studios — 748  persons;  2nd  floor — 
broadcasting  studios  and  offices — 50  persons ;  3rd  floor — 
offices— 150  persons;  4th  floor — offices  and  recording  studios, 
screening  rooms,  film  cutting  rooms  and  vaults — 150  persons; 
5th  floor — offices,  recording  studios,  screening  room,  film 
cutting  rooms  and  vaults — 70  persons:  6th  floor — offices,  re¬ 
cording  studios,  screening  rooms,  film  cutting  rooms  and 
vaults — 150  persons;  7th  to  10th  floors  inclusive- — offices — 
1 50  persons  each;  proposed  to  be  equipped  with  a  two  source 
sprinker  system  throughout,  a  standpipe  system,  interior  fire 
alarm  system  and  one  3  ft.  8  in.  wide  fireproof  stairs  from 
the  roof  bulkhead,  directly  to  the  street  and  one  fire  tower 
from  the  roof  to  the  street;  and 

Whereas,  the  applicant  contends  that  the  building  will 
be  equipped  with  a  two  source  automatic  sprinkler  system 
as  required  for  the  proposed  occupancy  and  an  approved 
type  fire  alarm  system  on  all  floors ;  that  the  school  referred 
to  in  the  decision  of  the  borough  superintendent,  is  a  private 
school  occupied  as  an  art  school  and  gallery  for  adult  stu¬ 
dents  and  is  five  stories  in  height,  of  fireproof  construction; 
that  its  westerly  wall  is  unpierced ;  that  the  nearest  film 
vaults  in  the  building  in  question  will  be  located  more  than 
50  ft.  from  the  westerly  wall  of  the  school  buildings  and 
there  will  be  at  least  three  4  in.,  fireproof  partitions  in  addi¬ 
tion  Jo  the  8  in.  brick'  walls  of  the  vaults  and  the  12  in. 
building  wall  between  the  nearest  vault  and  the  easterly  lot 
line;  that  each  film  vault  will  have  an  area  not  exceeding 
750  cu.  ft.  and  will  comply  with  the  requirements  of  the 
Administrative  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on.AJisc.  F.  P.  Applic.  2077-45,  Objection  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  constructed 
substantially  as  proposed;  that  no  storage  film  vault  shall 
be  constructed  other  than  those  shown  on  plans  filed  with 
this  appeal  marked  “Received  November  7,  1945”  on  the  4th, 
5th  and  6th  floors  on  the  West  58th  street  side;  that  the 
floor  slab  on  such  floors  where  the  vaults  occur,  shall  be 
not  less,  than  8  in.  in  thickness  of  reinforced  concrete ;  that 
in  addition,  there  shall  be  a  corridor  constructed  of  fireproof 
material  in  front  of  such  vaults,  with  two  doors  therefrom, 
each  a  single  fireproof,  self-closing  door,  opening  in  the 
direction  of  exit;  that  such  partitions  shall  be  constructed 
in  front  of  the  vaults  on  each  of  the  three  floors ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


**  Correction — The  occupancy  of  70  persons  on  the  4th 
floor,  changed  to  150  persons  and  the  insertion  of  the  occu¬ 
pancy  of  the  5th  floor,  as  indicated  above,  in  italics. 
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OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 
1929;  March  20,  1931;  May  12,  1931;  November  24, 

1931 ;  May  10,  1932 ;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

1 . 1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE :  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 

rules. 

2.9  DWELLINGS:  Ruildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  04")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  04)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eights  (34)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (j4)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (J4)  inch 
thick. 

2.12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS :  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,’’  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT :  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2 lA)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 

•  in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallops  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 
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(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 

No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.’’  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust, 
the  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked, .  or  riveted  and  welded.  Flanges  or 
other,  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less  • 

Tanks  36  in.  in  diameter  and  less — 34  in. 
shell,  34  in.  heads. 

Tanks  37  to  72  in.  in  diameter — 34  in- 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  54  in.  heads. 

Tanks  over  120  in  in.  diameter  to  be  of 
54  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  retain 

their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  re- 
tangular  tanks. 

5.1.5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  34  in.  thick,  54  in.  in  diameter 
rivets  234  in.  pitch. 

In  shell  5/16  in.  thick,  54  in.  in  diameter 
rivets  254  in.  pitch. 

In  shell  54  in.  thick,  54  in.  in  diameter 
rivets  234  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  54  of  an  inch  in 
diameter  and  spaced  not  more  than  2;4 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty- four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  (54")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  34  inch  and  the  minimum 
thickness  of  roof  plates  34  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

TxE 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and„°f  dimension  not  less  than  fifteen  inches 
(15  )  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  _  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  R in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float- 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  in  thickness. 
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6.4  Outside  of  Buildings,  Above  Ground. 


6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1J4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 


If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon 

If  distant  30  feet . 

If  distant  40  feet . 

If  distant  50  feet . 

If  distant  60  feet . 

If  distant  75  feet . 

If  distant  85  feet,  or  more 


16,000 

24,000 

36,000 

48,000 

60,000 

96,000 

100,000 


gallons 


6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1  A)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (%)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core ;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (l  A)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 


6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 


6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 


Rule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminium  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  04") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1A)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  witnout  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1/4")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  A  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 
If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or 
electric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (27b)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub- 
Hfitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions: 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Applications  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
C0.7  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 

Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  1 times  the 
working  pressure. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks  and 

Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  V>a 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following : 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  *4  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furances  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 

14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  V2"  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons’ 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addition  to  the  instruction  card  herein  provided 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not.  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941  under  the  provisions  of  C-26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  to  May  1, 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers”  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  I  nstallations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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will  be  printed  in  the  Bulletin  of  March  19,  1946). 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  filed  up  to  March  5,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

137-46-A — H.B.Bx. — Blair  avenue,  614.75  ft.  north  of 
Miles  avenue,  Bungalow  232B  (Block  5516,  Lot  None), 
Edgewater  Camp,  Borough  of  The  Bronx,  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street — 
Blair  avenue),  Alt.  725-45. 


138-46-A— H.B.Q.— 120-46,  120-50  and  120-54  227th 

street,  northwest  corner  of  Francis  Lewis  boulevard, 
120-45,  120-49  and  120-53  227th  street,  northeast  corner 
of  Francis  Lewis  boulevard  (Block  12811,  part  of  Lot 
46  and  Block  12812,  part  of  Lot  60),  St.  Albans,  Borough 
of  Quedns,  N.B.  657,  658,  659,  662,  663  and  N.B.  664-46. 


139-46-SA — General  Bronze  Oil  Burning  Furnace,  Model 
0-55,  Appliance. 


140-46-SM — Safe-Line  Wire  Rope  Clamps,  manufactured 
by  National  Production  Co.,  Material. 


141-46-SM — Breidert  Air-X-Hausters,  manufactured  by 
George  C.  Breidert  Co.,  Material. 


142-46-SM — Dragon  Superior  High  Early  Strength  Port¬ 
land  Cement,  Type  3,  manufactured  by  Lawrence  Port¬ 
land  Cement  Co.,  Material. 


143-46-SM — Dragon  Portland  Cement,  Type  1,  manufac¬ 
tured  by  Lawrence  Portland  Cement  Co.,  Material. 


144-46-A — F.D. — 1300  York  avenue,  east  side,  from  East 
68th  to  East  70th  streets  (Block  1480,  Lot  1);  (1st  and 
2nd  floors,  Building  E),  Borough  of  Manhattan, 
44100-LC. 


145-46-A — H.B.B. — 852-874  Jamaica  avenue  and  2-20 
Hemlock  street,  southwest  corner  (Block  4106,  Lot  39), 
Borough  of  Brooklyn,  Alt.  2201-45. 


146-46-A — F.D. — 50  Church  street,  west  side,  from  Ful¬ 
ton  to  Cortlandt  streets  (Fulton  street  ramp-Acadia 
Food  Center);  (Block  81,  Lot  1),  Borough  of  Manhattan, 
44351-LC. 


147-46-A — F.D. — 337-361  Carroll  street  (331-335  Carroll 
street  displayed),  north  side,  230  ft.  east  of  Hoyt  street 
and  374-396  President  street  (2nd  floor);  (Block  444, 
Lot  18),  Borough  of  Brooklyn,  Decision  re  1328-L.C. 


148-4;-SM — Tolex  (fire  resistant  coated  fabric),  manu¬ 
factured  by  Textileather  Corp.,  Material. 


149-46-A — F.D. — 8-44  Halleek  street,  west  side,  127.01 
ft.  south  of  Beard  and  Otsego  streets  (Block  613,  Lot  3), 
Borough  of  Brooklyn,  1565-LC. 


150-46-A — H.B.M. — 1514-1530  Broadway,  east  side,  from 
West  44th  to  West  45th  streets  and  155-169  West  44th 
street  (basement  and  sub-basement);  (Block  997,  Lots 
1,  6,  9,  54  and  57),  Borough  of  Manhattan,  Misc.  F.P. 
128-46. 


151-46-A — H.B.M. — 579-581  Broadway,  west  side,  124.2 
ft.  north  of  Prince  street  and  150-152  Mercer  street 
(Block  512,  Lots  20  and  21),  Borough  of  Manhattan, 
Alt.  299-46. 


152-46-SM — Perma  Board  (kiln-dried  Balsa  Wood  Insu¬ 
lation  Board),  manufactured  by  Perma  Board  Corp., 
Material. 


153-46-BZ — Marine  and  Aviation — Northeast  corner  of 
Boston  Post  road  and  east  bank  of  Hutchinson  River 
(Block  5655,  Lot  340),  Borough  of  The  Bronx,  Decision. 


154-46-A — Marine  and  Aviation — Northeast  corner  of 
Boston  Post  road  and  east  bank  of  Hutchinson  River 
(Block  5655,  Lot  340),  Borough  of  The  Bronx,  Decision. 


155-46-BZ — H.B.M. — 408  8th  avenue,  east  side,  73.3  ft. 
south  of  West  31st  street  (Block  780,  Lot  4),  Borough 
of  Manhattan,  Amendment  to  Alt.  2003-45. 


156-46-BZ — H.B.M. — 270-272  West  19th  street,  south 
side,  150  ft.  east  of  8th  avenue  (Block  768,  Lots  75  and 
76),  Borough  of  Manhattan,  Alt.  1703-46. 


157-46-A — F.D. — 37-61  Greenpoint  avenue  and  92-106 
West  street,  northeast  corner  (4th  floor,  Building  2); 
(Block  2557,  Lots  1-37),  Borough  of  Brooklyn,  Decision. 


158-46-BZ — H.B.M. — 3-9  East  12th  street,  north  side,  150 
ft.  east  of  5th  avenue  and  6-10  East  13th  street  (Block 
570,  Lot  8),  Borough  of  Manhattan,  N.B.  40-46. 


159-46-A — H.B.Q. — 58-03  to  58-47  204th  street,  southeast 
corner  of  58th  avenue  and  east  side  of  204th  street,  120 
ft.  north  of  Horace  Harding  boulevard  (Block  7455, 
part  of  Lot  1);  58-04  to  58-60  204th  street,  southwest 
corner  of  58th  avenue  and  west  side  of  204th  street,  from 
58th  avenue  to  Horace  Harding  boulevard  (Block  7454, 
part  of  Lots  6  and  33),  St.  Albans,  Borough  of  Queens, 
N.B.  978  to  989-46  inclusive,  N.B.  990  to  1004-46  inclusive. 


160-46-BZ — H.B.R. — 2520  Hylan  boulevard,  south  side, 
125  ft.  west  of  New  Dorp  lane  (Block  3960,  Lot  7),  New 
Dorp,  Borough  of  Richmond,  N.B.  41-46. 


161-46-A — H.B.Q. — 86-14  to  86-50  256th  street  and  256-02 
86th  avenue,  southeast  corner  and  east  side  of  256th 
street,  100  ft,  north  of  87th  avenue  (Block  8815,  Lots 
11,  16,  19  and  31),  Bellerose,  Borough  of  Queens,  N.B. 
842  to  N.B.  852-46,  inclusive. 


162-46-A — H.B.Q. — 99-08  Metropolitan  avenue,  south 
side,  121  ft.  west  of  70th  road  (Block  3894,  Lot  34), 
Forest  Hills,  Borough  of  Queens,  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — widening  of 
Metropolitan  avenue),  Alt.  181-46. 


163-46-SM — Munn  and  Steele  Inc.,  Masco  Premixed 
Plaster  and  Masco  Plaster  Aggregate,  manufactured  by 
Munn  and  Steele,  Inc.,  Material. 


164-46-BZ — H.B.B. — 7722-7736  4th  avenue  and  375-379 
78th  street,  northwest  corner  (Block  5960,  Lot  50),  Bor¬ 
ough  of  Brooklyn,  Alt.  421-46. 
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165- 46-A — H.B.B. — 7722-773 6  4th  avenue  and  375-379 
78th  street,  northwest  corner  (Block  5960,  Lot  50),  Bor¬ 
ough  of  Brooklyn,  Alt.  421-46. 

166- 46-A — H.B.M. — 18-20  West  street,  east  side,  75  ft. 
south  of  Morris  street  and  28-32  Washington  street 
(Block  15,  Lot  19),  Borough  of  Manhattan,  Alt.  563-45. 

167- 46-A — F.D. — 254  36th  street,  east  side,  650  ft.  north 
of  2nd  avenue  (2nd  floor);  (Block  695,  Lot  1),  Borough 
of  Brooklyn,  1634-LC. 

Restored  to  Calendar. 

606-31-BZ — H.B.Q. — 138-52  to  138-60  Horace  Harding 
boulevard  and  61-02  to  61-10  Main  street,  southwest  cor¬ 
ner  (Block  6387,  Lot  40),  Flushing,  Borough  of  Queens, 
N.B.  2476-45. 


330-33-BZ — H.B.Q. — 228-05  Northern  boulevard,  north 
side,  386  ft.  west  of  Alley  Creek  (Block  6334,  part  of 
Lot  1),  Little  Neck,  Borough  of  Queens,  Alt.  1910-41. 


-  _ 

DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 
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Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of... . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . . . Dec. 

Concrete  Rules  (Hydrated  Lime)..  Aug. 

Elevator  Rules  .. . ._ . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 


28,  1943— Vol.  28,  No.  52 A 
28,  1943— Vol.  28,  No.  52 A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52 A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 
12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 


Fire-resistive,  Flameproof  Materials,  ' 

etc..  Rules  for  Testing  of  . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc.  . . Dec. 

Fireproof  Wood,  Testing  of  . Apr. 

Frame  Garages,  Ruling  for  . Ian. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec. 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules  . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Jan. 

Oil  Burner  Rules  . . . Mar. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Jan. 

Platform  Trucks,  Specifications  for.  .Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Dec. 
Smoking  in  Factories,  Rules  for... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . June 

Structural  Alterations,  Reporting. ..  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Dec. 


20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 
13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52 A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
5,  1946— Vol.  31,  No.  10 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31.  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
11,  1945— Vol.  30,  No.  50 
22,  1946 — Vol.  31,  No.  4 
29,  1937— Vol.  22.  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1 943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  primed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945,  Vol.  30, 
No.  15A. 


Due  notice  of  public  hearing  was  given  by  publication 
of  the  calendar,  for  the  dates  listed  below,  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals  dated  January  22, 
1946 — Vol.  31,  No.  4,  through  the  Bulletin  dated  February 
12,  1946 — Vol.  31,  No.  7. 

March  5,  1946,  10  A.M.  and  2  P.M. 


March  12,  1946,  10  A.M.  and  2  P.M. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  19,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  19,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters ; 


Zoning  Applications 

633-45-BZ — Application,  October  20,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Julius  Spilka,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
60  ft.  west  of  15th  avenue  (Block  5720,  Lot  38),  Borough 
of  Brooklyn. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-37-14  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

1478-39-BZ — Application  of  Albert  Thompson,  applicant, 
on  behalf  of  Hillside  Jamaica  Home  Building  Co.,  owner, 
reopened  February  13,  1946  for  consideration  as  to  ex¬ 
tension  of  variance — Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  for 
a  term  of  two  years,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles; 
premises  175-01  to  175-65  Hillside,  avenue,  northeast  cor¬ 
ner  of  175th  street  (Block  927,  Lot  1  and  parts  of  Lots 
3,  16  and  18),  Jamaica,  Borough  of  Queens. 

619-45-BZ — Application  of  James  Whitford,  applicant,  on 
behalf  of  William  J.  Couch,  owner,  reopened  and  restored 
to  calendar  February  13,  1946 — Application,  under  section 
7 a  of  the  zoning  resolution,  to  permit  in  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gasoline  service  station 
and  repair  shop,  and  to  include  auto  truck  showroom  and 
repair  shop;  (previously  withdrawn);  premises  977  Vic¬ 
tory  boulevard,  north  side,  932  ft.  east  of  Melrose  avenue 
(Block  240,  Lot  26),  Tompkinsville,  Borough  of  Rich¬ 
mond. 

1213-40-BZ — Application  of  Frank  S.  Parker,  applicant, 
on  behalf  of  605  West  51st  Street  Corp.,  owner,  reopened 
November  7,  1945,  under  section  7g  of  the  zoning  reso- 
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lution,  to  permit  in  an  unrestricted  use  district,  the  erec¬ 
tion  of  a  two  (2)  story  garage  and  repair  shop  (within 
200  feet  of  a  public  park)  for  more  than  five  (5)  motor 
vehicles  for  a  term  of  twenty  years;  premises  727-731 
11th  avenue,  west  side,  50  ft.  2y2  in.  south  of  West  52nd 
street  (Block  1099,  Lots  32,  33  and  34),  Borough  of 
Manhattan. 

763-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tions  7a,  7c  and  7i  of  the  zoning  resolution,  of  Siegel  and 
Green,  applicants,  on  behalf  of  Harbrick  Realty  Corp., 
owner  (Harmosa  Oil  Corp.,  lessee),  to  permit  in  retail 
and  unrestricted  use  district,  the  erection  of  two  build¬ 
ings  accessory  to  a  gasoline  station;  premises  153-169  7th 
avenue,  161-167  West  19th  street,  northeast  corner  and 
158-164  West  20th  street,  southeast  corner  7th  avenue, 
entire  block  (Block  795,  Lot  1),  Borough  of  Manhattan. 

13-46-BZ — Application,  January  4,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Anastasios  Catsanos, 
applicant,  on  behalf  of  Theodore  C.  Katsigris,  owner, 
to  permit  in  a  residence  use,  B  area  district,  the  altera¬ 
tion  of  existing  building  to  cover  more  than  permitted 
area;  premises  345-347  West  54th  street,  north  side,  225 
ft.  east  of  9th  avenue  (Block  1045,  Lots  10-11),  Borough 
of  Manhattan. 

91- 46-BZ — Application,  February  13,  1946,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  Andrew  J.  Thomas, 
applicant,  on  behalf  of  Queensboro  Construction  Co., 
owner,  to  permit  in  residence  and  business  use  district, 
exits  from  a  business  building  through  a  residence  use 
district;  premises  78-11  to  78-21  37th  avenue  and  35-58 
to  35-68  79th  street,  northwest  corner  (Block  1278,  Lot 
38),  Jackson  Heights,  Borough  of  Queens. 

95-46-BZ — Application,  February  7,  1946,  under  section 
7a  of  the  zoning  resolution,  of  Bernard  Meyers,  appli¬ 
cant,  on  behalf  of  H.  Kulenkampf,  owner  (General  Gum¬ 
med  Products,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  factory;  premises  126- 
15  89th  avenue,  north  side,  40  ft.  east  of  126th  street 
(Block  9335,  Lot  60),  Richmond  Hill,  Borough  of 
Queens. 

100- 46-BZ — Application,  February  14,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Robert  J.  Mc¬ 
Kean,  applicant,  on  behalf  of  W.  B.  Manne,  owner 
(W.  Greenberg  and  R.  King,  lessees),  to  permit  in  a  bus¬ 
iness  use  district,  a  wet  wash  laundry;  premises  385  East 
167th  street,  and  1160  Clay  avenue,  northeast  corner 
(Block  2426,  Lot  48),  Borough  of  The  Bronx. 

101- 46-BZ — Application,  February  14,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Robert  J.  Mc¬ 
Kean,  applicant,  on  behalf  of  Felix  Hessberg,  owner 
(W.  Greenberg  and  R.  King,  lessees),  to  permit  in  a 
business  use  district,  a  wet  wash  laundry;  premises  466 
Brook  avenue,  and  512  East  146th  street,  southeast 
corner  (Block  2272,  Lot  8),  Borough  of  The  Bronx. 

Appliances  and  Materials  for  Approval. 

487-45-SA — Harris  Calorific  Regulators,  Tvpes  93-SC, 

92- SC,  443,  442,  441,  40. 

767-45-SA — Eisler  Ampoule  Making  Machine  No.  161- 
ABL  (Oxygene  Blowpipe  for  Melting  Glass). 

32-46-SA — Harris  Calorific  Welding  Blowpipe  No.  22. 

373-45-SM — PC  Cavalon  6026FR  and  PC  Fabricord 
6025FR  (fireproof  coated  fabric). 

405-45-SM — Jiffy  Flameproof  Liquid. 

49-46-SM — HTP  275  Gallon  Fuel  Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 
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MARCH  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions. 

795-45-A — 22-32  Buckingham  road,  west  side,  172  ft.  7 
in.  south  of  Caton  avenue  (cellar  and  1st  floor);  (Block 
5076,  Lot  14),  Borough  of  Brooklyn. 

92-46-A— 103  Keap  street,  north  side,  100  ft.  west  of  Bed¬ 
ford  avenue  (Block  2192,  Lot  47),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  26,  1946,  10  A.M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  26,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

621-45-BZ — Application,  October  18,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Mary  Phillips,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  erection  of  a 
building  to  occupy  more  than  the  permitted  area;  prem¬ 
ises  1556-1570  (1556-1558  displayed)  63rd  street,  south 
side,  125  ft,  west  of  16th  avenue  (Block  5537,  Lot  29), 
Borough  of  Brooklyn. 

688-45-BZ— Application,  November  9,  1945,  under  section 
21  of  the  zoning  resolution,  of  Edward  J.  Farrell,  appli¬ 
cant,  on  behalf  of  Emil  Kupprat,  owner,  to  permit  in  a 
business  use  district,  the  change  of  occupancy  from  office 
and  marble  storage  to  permit  cutting,  polishing  and  let¬ 
tering  of  stones  and  monuments  in  addition  to  office  and 
marble  storage;  premises  162-34  Pidgeon  Meadow  road, 
west  side.  289.54  ft.  south  of  46th  avenue  (Block  5461, 
(Lot  40),  Flushing,  Borough  of  Queens. 

743-45-BZ — Application,  November  30,  1945,  under  sec¬ 
tions  7c,  7h  and  21  of  the  zoning  resolution,  of  Garvan 
Realties,  Inc.,  applicant  and  owner,  to  permit  in  a  res¬ 
idence  and  unrestricted  use,  D  and  E  area  districts,  the 
erection  of  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles,  exceeding  the  permitted  area  and  having 
an  entrance  located  within  a  residence  use  district; 
premises  134-12  94th  avenue  (now  Atlantic  avenue), 
south  side,  100  ft.  east  of  134th  street,  and  134-23  95th 
avenue,  north  side,  100  ft.  west  of  Van  Wyck  boulevard 
(Block  9450,  Lots  35  and  56),  Richmond  Hill,  Borough 
of  Queens. 

38-46-BZ— Application,  January  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Siegel  and  Green,  appli¬ 
cants,  on  behalf  of  Park  Center  Realty  Corporation, 
owner,  to  permit  in  a  retail  use,  D  area  district,  the  pro¬ 
posed  occupancy  of  more  area  of  lot  than  is  permitted; 
premises  1584-1594  White  Plains  road  and  1611-1621 
Union  Port  Road,  west  side,  82.75  ft.  south  of  Tremont 
avenue  (Block  3952,  Lots  1,  19,  5  and  part  of  Lot  16), 
Borough  of  The  Bronx. 

56-46-BZ— Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary '  Adelson,  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  pubi  c 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcv  avenue 
(Block  1779,  Lot  66),  Borough  of  Brooklyn. 


CALENDAR 


86-46-BZ  Application,  February  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Goldwater  and 
Flynn,  applicants,  on  behalf  of  East  Tremont  and  Mon¬ 
terey  Realty  Corp.,  owner,  to  permit  in  a  business  use 
district,  manufacturing  in  excess  of  25%  of  the  floor  area 
of  the  building;  premises  555  East  Tremont  avenue, 
northeast  corner  of  Monterey  avenue  (Block  3060,  Lot 
32),  Borough  of  The  Bronx. 

413-45-BZ — Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

777-45-BZ— Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Albert  Thompson, 
applicant,  on  behalf  of  Elsie  O'Connor,  owner,  (John 
Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8  horses 
for  hire);  premises  198-73  Foothill  terrace*  east  side,  98 
ft.  north  of  Hillside  avenue  (Block  10532,  Lots  128  and 
131),  Queens  Village.  Borough  of  Queens. 

114-46-BZ — Application,  February  19,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Sidney  D.  Robins,  owner,  to  permit  in  a 
residence  use  district,  the  change  of  occupancy  from 
theatre  to  a  wet  wash  laundry;  premises  112-114  Cannon 
street,  east  side,  75  ft.  north  of  Stanton  street  (Block 
330,  Lot  4),  Borough  of  Manhattan. 

Materials  for  Approval. 

118-45-SM — Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows,  “Detention  Type.”  Fenestra  Pro¬ 
tection  Type  A  &  B,  Fenestra  Sidewall  Protection,  Fe¬ 


nestra  Intermediate  Guard  &  Fenestra  Heavy  Guard 
Windows. 

119- 45-SM — Detroit  Steel  Products  Company’s  solid 

Section  Fire  Windows,  known  as  Fenestra  Fenmark 
Projected,  Fenestra  Fenmark,  and  Fenestra  Fencraft 
Windows. 

120- 45-SM — Detroit  Steel  Products  Company’s  Solid 

Section  Fire  Windows,  Pivoted  and  Projected  Types, 
Fenestra  Sidewall,  Fenestra  Commercial  Projected  and 
Fenestra  Architectural  Projected. 

121- 45-SM — Detroit  Steel  Products  Company’s  Solid 

Section  Fire  Windows — Casement  Type  Known  as  Fe¬ 
nestra  Fenwrought  Casements. 

463-45-SM — Stran  Steel  Joists. 

749-45-SM— Apex  Ash  Receivers,  Type  Tipover. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

421-45-A — 2956  Brighton  5th  street,  west  side,  120  ft. 
north  of  Ocean  View  avenue  (Block  7284,  Lot  472), 
Borough  of  Brooklyn  (reopened  and  restored  to  calendar 
February  5,  1946;  previously  withdrawn). 

746-44-A — -709-715  8th  avenue  and  300  West  45th  street, 
southwest  corner  (Block  1035,  Lot  36),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar  July  27,  1945; 
previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  5,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  the  following  dates,  were  approved  as  printed  in  their 
respective  Bulletins  as  follows : 

Tuesday  morning  and  afternoon,  January  22,  1946,  Bul¬ 
letin  No.  5,  Volume  31 ; 

Tuesday  morning  and  afternoon,  January  29,  1946,  Bul¬ 
letin  No.  6,  Volume  31 ; 

Tuesday  morning  and  afternoon,  February  5,  1946,  Bul¬ 
letin  No.  7,  Volume  31  ; 

Wednesday  morning  and  afternoon,  February  13,  1946, 
Bulletin  No.  8,  Volume  31. 


ZONING  APPLICATIONS 

743-45-BZ 

APPLICANT — Garvan  Realties,  Inc.,  owner. 


SUBJECT— Application  (decision  of  the  borough  superin- 
intendent)  under  sections  7c,  7h  and  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  and  un¬ 
restricted  use,  D  and  E  area  districts,  the  erection 
of  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles,  exceeding  the  permitted  area  and 
having  an  entrance  located  within  a  residence  use 
district. 

PREMISES  AFFECTED— 134-12  94th  avenue  ( now 
Atlantic  avenue),  south  side,  100  ft.  east  of  134th 
street,  and  134-23  95th  avenue,  north  side,  100  ft. 
west  of  Van  Wyck  boulevard  (Block  9450,  Lots 
35  and  56),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  S.  Jocknowitz. 

For  Opposition:  P.  Viggiano,  J.  Rodcll  and  K. 
Breitschvendt. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1946  at 
10  A.M.,  for  inspection  and  decision  by  Board 
without  further  argument. 
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MINUTES 


748-45-BZ 

APPLICATION— William  J.  Minogue,  for  Julius  L. 
Goldenburg,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  restricted  retail  and  unrestricted  use, 
B  area,  Class  2  height  district,  the  erection  of  a 
building  exceeding  the  area  and  height  require¬ 
ments  of  the  zoning  resolution. 

PREMISES  AFFECTED— 101-113  West  30th  street,  855- 
857  Avenue  of  The  Americas  (6th  avenue),  north¬ 
west  corner  and  106-108  West  31st  street  (Block 
806,  Lots  34,  35,  47  and  48),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Sidney  Bernstein  and  William  Mi¬ 
nogue. 

For  Opposition :  J.  Kanner,  L.  Munchin,  H.  Mul¬ 
len  and  M.  Goodwin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  12,  1946,  at 
10  A.M.  for  further  consideration. 


688-45-BZ 

APPLICATION — Edward  J.  Farrell,  for  Emil  Kupprat, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  of 
occupancy  from  office  and  marble  storage  to  per¬ 
mit  cutting,  polishing  and  lettering  of  stones  and 
monuments  in  addition  to  office  and  marble  storage. 

PREMISES  AFFECTED — 162-34  Pidgeon  Meadow  road, 
west  side,  289.54  ft.  south  of  46th  avenue  (Block 
5461,  Lot  40),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edward  J.  Farrell,  R.  J.  Scalone 
and  E.  Kupprat. 

For  Opposition :  F.  J.  Lawksin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1945  at 
10  A.M.,  for  inspection  and  decision  by  Board 
without  further  argument. 


151-41-BZ 

APPLICANT — James  E.  McKillop,  for  Anna  Klonoski, 
owner. 

SUBJECT — -Application  reopened  December  11,  1945,  for 
consideration  as  to  extension  of  time  to  obtain 
permits  and  complete  work — Application  (decision 
of  the  borough  superintendent),  previously  granted 
on  condition,  under  sections  7f  and  7i  of  the  zoning- 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  and  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 546-548  Morgan  avenue,  north¬ 
east  corner  of  Anthony  street  (Block  2810,  Lots 
1  and  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 


842-39-BZ 

APPLICANT — Harry  Singer,  lessee,  for  City  of  New  York 
(receiver),  owner. 

SUBJECT — Application  reopened  January  3,  1946,  for  con¬ 
sideration  as  to  extension  of  permit  (expired  by 
limitation) — Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  for  a 
term  of  two  years,  permitting  in  a  business  use 
district  the  parking  and  storage  of  more  than  five 
motor  vehicles  (pleasure-care  type). 

PREMISES  AFFECTED— 963-985  Rutland  road,  north 
side,  between  East  92nd  and  East  93rd  streets 
(Block  4595,  Lots  54,  62  and  64  to  67,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Singer. 

For  Opposition :  A.  W.  Fiero,  Charles  Liebman, 
R.  Mareno,  J.  Adelson,  N.  Leopold,  C,  Ryan, 
Vera  Kaplan,  J.  Halpern,  J.  Schneider  and  Mrs. 
Lipschitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (842-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning- 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  963-985  Rutland  road, 
north  side,  between  East  92nd  street  and  East  93rd  street 
(Block  4595,  Lots  54,  62  and  64  to  67,  inclusive),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  March  11,  1941, 
on  certain  conditions  ;  and 

Whereas,  the  permit  was  extended  on  April  6,  1943  and 
the  applicant  requested  a  further  extension  of  the  permit, 
which  had  expired  by  time  limitation  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  3,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  February  5,  1946  at  10  A.M.,  and  subsequently 
laid  over  to  March  5,  1946  at  10  A.M.;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
in°-.  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  4,  1946,  re  B.N.  Applic.  1968^39,  reads  : 

“1.  Amendment  to  extend  B.N.  1968-39  for  two  years 
should  be  referred  to  the  Bd.  of  Sts.  &  Appeals  for 
approval.” 

and 

Whereas,  the  premises  and  surrounding  area  were  pre¬ 
viously  inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7.  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  B.N.  Applic.  1968-39,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


205-42-BZ 

APPLICANT — Benjamin  Antin,  for  1748  Jerome  Avenue 
Corporation,  owner. 

SUBJECT — -Application  reopened  October  30,  1945 — Appli¬ 
cation  (desision  of  the  borough  superintendent) 
under  seltion  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  non-flashing  neon  electric  sign  extend¬ 
ing  more  than  eighteen  (18)  inches  beyond  the 
building  line,  (previously  withdrawn). 


MINUTES 


PREMISES  AFFECIED — 1754  Jerome  avenue  and  1-7 
East  175th  street,  northeast  corner  (Block  2850, 
Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Eva  Robe,  Benjamin  Antin  and 
Benjamin  Albert. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 

THE  RESOLUTION  (205-42-BZ) 

{Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  non-flashing  neon  electric  sign  ex¬ 
tending  more  than  eighteen  inches  beyond  the  building  line, 
affecting  premises  1754  Jerome  Avenue  and  1-7  East  175th 
street,  northeast  corner  (Block  No.  2850,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx,  was  withdrawn  on  May  5,  1942;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  30,  1945  and  restored  to  the  calendar  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Jerome  avenue  is  in  a  business  use,  B 
area  and  Class  1%  height  district;  East  175th  street  is  in 
1  a  business  use,  B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  12,  1945,  re  E.S.  Applic.  46-42,  reads : 

“1.  The  erection  of  proposed  business  sign  extending 
more  than  18  in.  beyond  the  street  line  in  a  business 
use  district,  is  contrary  to  Subd.  49-“a”  of  Sec.  4  of 
the  zoning  resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  50  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  50  ft.  in  depth,  one  story, 
15  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  erect  a  non-flashing  neon  electric  sign  which  extends  8  ft. 
beyond  the  building  line,  instead  of  the  permissible  18  inches ; 
and 

W  hereas,  the  applicant  contends  that  this  is  an  applica¬ 
tion  for  an  extension  of  an  electric  sign  now  maintained  at 
the  premises;  that  the  lessee  conducts  a  small  liquor  store 
and  maintains  a  non-flashing  neon  sign  in  front  of  her  liquor 
store  to  advertise  the  business ;  that  it  is  proposed  to  have 
this  sign  enlarged  so  that  it  will  measure  approximately 
AYz  ft.  in  height  and  5  ft.  in  length;  that  the  sign  is  to  be 
extended  from  the  building  line  in  front  of  the  store  at 
right  angles  to  the  building;  that  the  present  sign  is  too 
1  small,  and  is  not  visible  sufficiently  to  pedestrians  on  Jerome 
avenue,  especially  to  persons  using  the  subway  station  at 
Jerome  avenue  and  176th  street;  that  the  pedestrian  traffic 
is  on  die  east  side  of  Jerome  avenue  between  175th  street 
and  176th  street;  that  persons  cannot  readily  observe  the 
j  existing  sign  due  to  the  fire  escape  and  ladder  in  front  of 
the  adjoining  five  story  tenement  at  1756-1760  Jerome  ave¬ 
nue  obstructing  the  full  view  of  the  sign  ;  that  to  the  south 
there  is  a  delicatessen  store  in  same  building  which  now  has 
a  large  delicatessen  sign  extending  far  beyond  the  building 
line,  which  also  obscures  a  full  view  of  the  liquor  store 
sign;  that  the  proposed  extension  of  the  sign  will  not  in 
any  way  be  detrimental  to  the  existing  neighborhood  and 
will  not  create  any  unsafe  conditions  or  in  any  way  mar  the 
neighborhood;  that  the  proposed  electric  sign  will  be  erected 


and  maintained  in  accordance  with  all  the  requirements  of 
the  law  or  regulations  relating  thereto ;  that'  it  is  therefore 
respectfully  requested  that  the  Board  act  favorably  on  this 
application ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  was  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  sign  pro¬ 
posed  shall  not  be  extended  beyond  the  building  line  further 
than  any  other  sign  on  the  same  building;  that  in  all  other 
respects  the  sign  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


743-42-BZ 

APPLICANT — Kitzler  &  Nurick,  for  D.  J.  Leary  (Ar¬ 
thur  Leary,  Executor)  and  John  Teague,  owners. 
SUBJECT — -Application  reopened  December  18,  1945,  for 
consideration  as  to  extension  of  variance  (expired 
by  limitation) — Application  (decision  of  the  bor¬ 
ough  superintendent),  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution,  for 
a  term  of  two  years  permitting  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 51-59  Maujer  street  and  45 1  - 
457  Lorimer  street,  northwest  corner  (Block  2785, 
Lots  32,  35  and  36),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  Kitzler. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended  and  permit 
extended. 

THE  VOTE— TO  AMEND  RESOLUTION  AND  EX¬ 
TEND  PERMIT: 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (743-42-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning- 
resolution,  to  permit  in  a  business  use  district  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  51-59  Maujer  street  and  451-457  Lorimer  street, 
northwest  corner  (Block  2785,  Lots  32,  35  and  36),  Borough’ 
of  Brooklyn,  was  granted  by  the  Board  on  February  9, 
1943,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  permit,  which  had  expired 
by  time  limitation ;  and 

Whereas,  this  ’case  was  reopened  by  vote  of  the  Board 
on  December  18,  1945,  restored  to  the  calendar  and  set  for 
hearing  on  February  19,  1946  at  10  a.m.,  and  subsequently 
laid  over  to  March  5,  1946;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  21,  1946,  on  Amendment  to  Alt.  Applic 
'  2558-42,  reads : 

“1.  Amendment  for  extended  time  cannot  be  approved 
as  the  time  granted  by  the  Board  of  Standards  and 
Appeals  under  743-42-BZ  has  expired  and  the  occu¬ 
pancy  is  contrary  to  Art.  II,  Sec.  4(a)  15  of  the  zoning 
resolution.” 
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MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  19,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  parking 
and  storage  of  more  than  five  motor  vehicles  .  ,  . 

and  that  other  than  as  herein  amended  the  conditions 
of  the  resolution  of  February  9,  1943,  shall  be  complied 
with ;  that  the  existing  fence  shall  be  completely  re¬ 
moved  and  a  new  fence  shall  be  constructed ;  that  such 
new  fence  shall  not  be  less  than  6  ft.  in  height  and  shall 
be  kept  painted ;  that  no  signs  shall  be  erected  thereon 
other  than  as  herein  permitted  in  connection  with  ad¬ 
vertising  the  parking  and  storage  use;  that  a  new  cer¬ 
tificate  of  occupancy  shall  be  obtained ;  that  the  parking 
lot  shall  not  be  occupied  until  the  resolution  has  been 
complied  with  and  a  new  certificate  of  occupancy  issued.” 


398-45-BZ 

APPLICANT — Stanley  Kilburn,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district, 
the  alteration  and  extension  of  an  existing 
building  occupied  as  a  restaurant,  and  the 
change  of  occupancy  to  showrooms,  gasoline 
service  station,  repair  shop  and  dwelling,  and 
to  omit  the  rear  yard  required  under  section 
17a  of  the  zoning  resolution. 

PREMISES  AFFECTED— 209-01  to  209-19  Northern 
boulevard,  north  side,  between  Corporal  Ken¬ 
nedy  street  (Stewart  avenue)  and  209th  street 
(Wright  avenue);  (Block  6279,  Lot  21),  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  R.  Harold  Paltow  and  Stanley 
S.  Kilburn. 

For  Opposition:  Ida  Burnett. 

For  Administration:  Fred  Dahlem,  Dep’t  of 


Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

THE  RESOLUTION  (398-45-BZ) 


Whereas,  Stanley  Kilburn,  owner,  filed  June  20,  1945,  an 
application  under  sections  7f  and  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  alteration  and  ex¬ 
tension  of  an  existing  building  occupied  as  a  restaurant,  and 
the  change  of  occupancy  to  show  rooms,  gasoline  service 
station,  repair  shop  and  dwelling  and  to  omit  the  rear  yard 
required,  under  section  17a  of  the  zoning  resolution,  affect¬ 
ing  premises  209-01  to  209-19  Northern  boulevard,  north 
side,  between  Corporal  Kennedy  street  (Stewart  avenue)  and 
209  street  (Wright  avenue)  (Block  6279,  lot  21),  Bayside, 
Borough  of  Queens ;  and 

W hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
March  5,  1946,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals ;  anti 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Northern  boulevard  is  in  a  business  use  D 
area  and  class  1  height  district ;  Corporal  Kennedy  street 
(Stewart  avenue)  and  209th  street  (Wright  avenue)  are  in  * 
business  and  residence  use  D  area  and  class  1  height  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  borough  superintendent,  as 
amended  January  10,  1946,  re  Alt.  App.  421-45,  reads: 


“2.  The  use  of  above  located  premises  as  an  auto¬ 
mobile  repair  shop  and  gasoline  service  station  is 
contrary  to  Art.  2,  Section  4  of  B.Z.R. 

3.  Entrances  -  and  show  windows  more  than  25'  back 
from  business  frontage  is  contrary  to  section  7 A 
of  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  200  ft.  frontage  by  97.4  ft.  and  90  ft.  in  depth,  oc¬ 
cupied  by  a  building  157.17  ft.  long  by  40  ft.  deep,  one  story, 
17  ft.  high,  of  class  4  construction;  that  it  is  proposed  to 
use  the  existing  structure  with  one  addition  on  the  northerly 
part  of  the  premises  as  dwelling,  auto  showroom,  repair  shop 
and  service  station ;  and 

Whereas,  the  applicant  contends  that  the  premises  were 
erected  in  1932  for  use  as  a  restaurant  with  dining  rooms 
and  with  counter  service  seventy  feet  long  abutting  on  the 
sidwalk;  that  in  1937  the  premises  were  extended  and  a  din¬ 
ing  room  was  added  on  the  easterly  part ;  that  the  princi¬ 
pal  use  has  been  as  a  typical  roadside  refreshment  stand ; 
that  the  premises  have  not  been  used  for  approximatly  two 
years ;  that  it  is  proposed  to  reconstruct  the  building  for  use 
as  an  automobile  showroom,  service  station,  repair  shop  and 
gasoline  station ;  that  extensive  alterations  will  be  made  to 
adapt  the  premises  for  this  use  and  to  make  them  as  at¬ 
tractive  and  fire  resistant  as  possible;  that  the  premises  ad¬ 
joining  on  the  east  are  undeveloped;  that  there  is  a  road¬ 
side  stand  and  clam  bar  approximately  one  block  away ;  that 
on  the  adjoining  corner  to  the  west  is  an  undertaking  estab¬ 
lishment;  that  across  the  street  in  the  westerly  direction  is  a 
keg-at-home  beer  retailing  establishment,  an  upholstery  shop 
and  lumber  yard ;  that  across  the  street  in  an  easterly  di¬ 
rection  is  an  old  house  and  automobile  sales  and  service 
station ;  that  prior  to  the  war  there  were  several  automobile 
sales  and  service  agencies  in  the  immediate  neighborhood  on 
Northern  boulevard;  that  at  the  present  time,  there  is  a 
Buick  Agency  at  Northern  Boulevard  and  213th  street  and 
a  LaSalle-Cadillac  Agency  at  209-30  Northern  boulevard; 
that  until  recently  a  Ford  agency  was  operated  at  207-02 
Northern  boulevard  which  premises  are  at  present  vacant, 
but  undoubtedly  will  be  used  for  the  same  purpose  as  soon 
as  cars  are  available;  that  there  are  numerous  gas  stations 
along  the  entire  length  of  Northern  boulevard,  the  nearest 
station  on  the  east  being  located  on  the  same  side  of  the 
street  at  Northern  boulevard  and  212th  street;  that  a  gas 
station  is  also  located  at  206th  and  Northern  boulevard;  that 
in  the  rear  of  the  premises  there  are  one  family  residences ; 
that  Corporal  Kennedy  street  is  a  main  street  running  in  a 
northerly  and  southerly  direction  and  there  are  stores  on  that 
street  approximately  two  blocks  to  the  north ;  that  the  struc¬ 
ture  does  not  provide  a  rear  yard  as  required  by  Art.  4, 
Section  17a  of  the  Building  Zone  Resolution  for  a  distance 
of  64  ft.  6  in.  approximately  in  the  center  of  the  rear  of  the 
premises ;  that  this  entire  parcel  will  be  used  as  a  unit,  how¬ 
ever,  and  only  about  40%  of  the  entire  space  is  covered  by 
the  proposed  structure  and  ample  yards  are  provided  for  a 
considerable  distance  from  the  side  streets;  that  numerous 
similar  establishments  are  located  along  the  same  street  and 
the  proposed  use  is  consistent  with  the  nature  of  the  neigh- 
hood  and  its  present  development ;  that  the  present  owner 
acquired  title  by  foreclosure  of  the  mortgage;  that  it  was  a 
failure  as  a  roadside  stand  and  insolvency  proceedings  have 
resulted  at  least  once;  that  a  necessary  incidental  to  auto¬ 
mobile  sales  and  service  is  the  right  to  sell  gasoline  and  oil 
and  to  operate  a  repair  shop  and  service  station ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7f  or  7i  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied,  (Alt.  App.  421-45.) 


MINUTES 


788-45-BZ 

APPLICANT — Wood  and  Marshall,  for  Fairchild  Sons, 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent),  under  sections  7c  and  7d  of  the  zoning 
resolution,  to  permit  in  a  residence  use  and  retail 
use  district,  the  erection  of  a  garage  for  five  (5) 
motor  vehicles  and  the  use  of  a  driveway  from  a 
retail  use  district  through  a  residence  use  district, 
for  business  purposes. 

PREMISES  AFFECTED — 89-05  to  89-07  Parsons  boule- 
'vard  and  159-02  89th  avenue,  southeast  corner 
(Block  9758,  Lots  6,  9,  11  and  13),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  Marshall,  F.  G.  Fairchild  and 
C.  Wagner. 

For  Opposition :  Mary  D.  Hoffman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (788-45-BZ) 

Whereas,  Wood  and  Marshall,  for  Fairchild  Sons,  owner, 
filed  December  12,  1945  an  application  under  sections  7c  and 
7d  of  the  zoning  resolution,  to  permit  in  a  residence  use 
and  retail  use  district  the  erection  of  a  garage  for  more 
than  five  (5)  motor  vehicles,  and  the  use  of  a  driveway 
passing  from  a  retail  use  district  through  a  residence  use 
district  for  business  purposes,  affecting  premises  89-05  and 
89-07  Parsons  boulevard  and  159-02  89th  avenue,  southeast 
corner  (Block  9758,  lots  6,  9,  11  and  13),  Jamaica,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Parsons  boulevard  is  in  a  residence 
and  business  use  B  and  C  area,  class  V/2  height  district  and 
89th  avenue  is  in  residence  and  business  use,  C  area  and 
class  V/2  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  December  6,  1946  on  N.  B.  Applic.  1944-45  reads: 

“2.  Use  of  driveway  passing  from  a  retail  district 
through  a  residence  district  for  business  purposes  is 
contrary  to  Art.  2,  Section  3,  of  the  Bldg.  Zone  Reso¬ 
lution.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  6,  1946  on  N.  B.  Applic,  1943-45  reads: 

“2.  The  erection  of  a  garage  for  more  than  3  cars 
in  a  residence  district,  not  accessory  to  a  dwelling  on 
same  lot  is  contrary  to  Art.  2,  Section  3,  of  the  Zone 
Resol.” 

and 

\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  209.84  ft.  frontage  by  225  ft.  in  depth,  on  which 
it  is  proposed  to  erect  a  building  56  ft.  front  by  22  ft.  deep. 
1  story,  13  ft.  in  height,  of  class  3  construction;  that  it  is 
proposed  to  erect  a  grage  for  five  cars,  with  driveway  to 
89th  avenue ;  and 

W  hereas,  the  applicant  contends  that  the  zoning  on  the 
89th  avenue  side  of  the  property,  100  ft.  easterly  from  Par¬ 
sons  boulevard  is  for  residences  to  a  depth  of  100  ft.;  that 
a  portion  of  the  premises  measuring  approximately  43  ft. 
on  the  westerly  and  easterly  extremities  by  approximately 
125  ft.  on  the  northerly  and  southerly  boundaries  is  in  this 
residential  zone ;  that  the  garage  in  question  is  to  be  located 
upon  that  parcel ;  that  at  the  present  time  there  is  an  old  two 


and  one-half  story  frame  dwelling  at  89-05  Parsons  boule¬ 
vard  at  the  corner  of  89th  avenue  and  adjacent  to  this  at 
89-07  Parsons  boulevard  is  a  two  story  frame  dwelling, 
both  of  which  are  in  very  poor  condition  and  the  remainder 
of  the  parcel  is  vacant  and  used  unlawfully  for  the  parking 
of  automobiles  which  extends  into  the  area  zone  for  resi¬ 
dence;  that  in  addition  to  the  frame  dwelling  there  is  a 
metal  shed  near  the  Parsons  boulevard  frontage  used  by 
the  attendants  of  the  parking  lot  and  a  stucco  garage  and 
a  frame  shed  situated  on  the  plot;  it  is  proposed  to  demolish 
all  the  buildings  and  to  erect  a  modern  and  complete  chapel 
for  the  operation  of  a  high-class  undertaker’s  establishment, 
constructed  of  brick  and  limestone,  which  will  be  in  keeping 
with  the  high  type  of  buildings  in  the  vicinity ;  that  the  pro¬ 
posed  garage  will  be  situated  directly  in  the  rear  of  this 
chapel,  the  design  and  materials  harmonizing  with  the  chapel, 
which  will  enhance  the  beauty  and  value  of  the  premises 
adjacent  to  and  in  the  vicinity  of  the  site  in  question;  that 
the  area  to  be  used  as  a  driveway  is  located  along  the  rear 
line  of  the  premises  89-05  Parsons  boulevard  and  across 
one  corner  of  the  residential  area,  as  shown  in  photograph 
2 ;  that  the  driveway  in  question  will  be  used  solely  for  the 
automobiles  owned  by  Fairchild  Sons,  Inc.  and  the  persons 
making  use  of  the  faculties  offered  by  the  funeral  chapel ; 
that  permission  is  requested  for  a  curb  cut  at  least  20  ft. 
wide  at  the  point  where  this  driveway  intersects  89th  avenue 
and  an  additional  curb  cut  at  least  20  ft.  wide  on  Parsons 
boulevard ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  1'ariation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  per¬ 
mit  the  driveway  as  proposed  across  the  more  restricted 
district  and  the  erection  of  a  five-car  garage  in  the  more  re¬ 
stricted  district,  substantially  as  proposed  and  indicated  on 
plans  filed  with  this  application,  marked  “Received  Decem¬ 
ber  12,  1945”  (4  sheets),  on  condition  that  the  entire  prem¬ 
ises  shall  be  used  and  occupied  for  the  use  proposed  and  for 
none  other ;  that  the  parking  of  cars  on  the  premises  shall  be 
only  as  proposed;  that  ornamental  and  adequate  fences  shall 
he  constructed  on  the  interior  and  street  building  lines,  ex¬ 
cept  where  entrances  are  proposed  and  adjacent  to  the  main 
building ;  that  curb  cuts  to  street  shall  not  exceed  two,  one 
to  89th  avenue  at  location  shown  on  plans  and  a  similar 
curb  cut  at  location  shown  on  Parsons  boulevard,  each  not 
exceeding  20  feet  in  width  ;  that  the  premises  shall  be  suit¬ 
ably  landscaped  and  the  parking  area  shall  be  properly 
leveled  and  paved;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  that  all  permits  required  shall  he 
obtained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution  (N.  P>.  Applic.  1943  and  1944-45). 


795-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Charles  J.  Bast, 
owner  (Haven  Chevrolet  Co.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use.  D  area  dis¬ 
trict,  the  erection  of  an  automobile  showroom,  parts 
department,  servicing  and  minor  repairs  covering 
more  than  permitted  area. 

PREMISES  AFFECTED— 93-11  to  93-25  Rockaway 
boulevard  and  103-30  to  103-38  94th  street,  north¬ 
west  corner  (Block  9144,  Lot  19),  Wood  haven, 
Borough  of  Queens. 

APPEARANCES—’ 

For  Applicant:  Irving  Proskauer. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


MINUTES 


ACTION  OF  BOARD — -Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (795-45-BZ) 

Whereas,  Lama  and  Proskauer  for  Charles  J.  Bast, 
owner,  Haven  Chevrolet  Company,  lessee,  filed  December 
14,  1945,  an  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use,  D  area  dis¬ 
trict,  the  erection  of  an  automobile  showroom,  parts  depart¬ 
ment,  servicing  and  minor  repairs,  covering  more  than  the 
permitted  area:  premises  93-11  to  93-25  Rockaway  boule¬ 
vard  and  103-30  to  103-38  94th  street,  northwest  corner 
(Block  9144,  Lot  19),  Woodhaven,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Rockaway  boulevard  is  in  a  business 
use,  D  area  and  Class  1  height  district ;  94th  street  is  in  a 
residence  and  business  use,  D  area  and  Class  1  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  11,  1945,  on  N.  B.  Applic.  1881-45,  reads: 

“1.  The  use  of  premises  located  in  a  business  district 
for  servicing  and  repairing  of  motor  vehicles  is  con¬ 
trary  to  Art.  II,  Sec.  4  of  the  zoning  Resolution. 

2.  A  corner  lot  in  a  business  district  adjoining  a  resi¬ 
dence  district  requires  a  rear  yard  per  Art.  IV,  Secs. 
14  and  17  of  the  zoning  res. 

3.  The  area  occupancy  of  a  structure  in  a  D  district 
must  conform  to  Art.  IV,  Sec.  14  of  the  zoning  reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  triangular  plot,  163.68  ft.  frontage  by  102.86  ft.  in  depth, 
on  which  is  to  be  erected  a  building  163.68  ft.  by  102.86  ft. 
deep,  irregular,  one  story,  13  ft.  4  in.  in  height,  of  Class  3 
construction,  that  it  is  proposed  to  use  the  new  building  as 
an  auto  showroom,  parts  department,  servicing  and  minor 
repairs ;  and 

Whereas,  the  applicant  contends  that  the  property  is 
zoned  as  a  business  district,  Class  1  height  and  a  D  area, 
and  these  designations  have  not  been  changed  since  1916; 
that  it  is  the  intention  of  the  owners  to  improve  the  premises 
with  an  automobile  showroom  and  stock  room,  parts  depart¬ 
ment  and  servicing  of  motor  vehicles,  which  he  considers 
minor  repairs  with  hand  tools  only ;  that  directly  across  the 
street  Block  9116,  Lot  37,  is  improved  with  a  gas  station; 
that  adjoining  applicant’s  plot  to  the  west,  Block  9114,  Lot 
25,  is  also  improved  with  a  gas  station;  that  directly  across 
the  street  to  the  south  in  Block  9113,  Lot  56,  is  improved 
with  a  lumber  yard,  so  that  the  proposed  improvement  on 
the  premises  will  in  no  way  affect  the  surrounding  property 
owners,  and  will  do  much  to  improve  the  property  as  the 
use  is  not  obnoxious ;  and 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  i,  and  that  the  applicant  had  substantiated  a  basis 
to  warrant  exercise  of  discretion  to  grant  under  section  21 
of  the  zoning  resolution  as  to  extension  of  area,  and  was 
therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  to  permit  the 
extension  of  area  as  proposed  and  as  indicated  on  revised 
plans  marked  “Received  March  2,  1946,”  and  to  permit  un¬ 


der  section  7i  the  use  of  the  premises  as  proposed,  on  con¬ 
dition  that  the  building  shall  be  used  solely  as  an  agency 
for  the  sale  of  new  motor  vehicles ;  that  the  service  depart¬ 
ment  shall  be  only  for  use  in  connection  therewith  for  serv¬ 
icing  and  minor  adjustments  with  hand  tools  only  on  such 
motor  vehicles  as  dealt  in  by  this  agency;  that  the  building 
shall  not  exceed  one  story  in  height,  except  for  the  mez¬ 
zanine  section  indicated  on  revised  plans  marked  “Received 
March  2,  1946”;  that  all  signs  shall  conform  to  the  require¬ 
ments  of  law  and  there  shall  be  no  roof  signs  or  temporary 
signs ;  that  any  openings  in  the  rear  wall  shall  be  filled  with 
glass  blocks  as  approved  for  exterior  interior  lot  line  walls 
with  no  openings  therein ;  that  no  openings  for  entrance  or 
exit  of  cars  shall  be  constructed  to  94th  street,  except  the 
one  opening  as  shown  on  such  revised  plans ;  that  there  shall 
be  no  other  door  opening  except  one  for  exit  as  indicated; 
that  curb  cuts  may  be  erected  on  Rockaway  boulevard  and 
94th  street  opposite  the  car  openings  as  shown,  provided  such 
openings  do  not  exceed  15  ft.  in  width;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution  (N.  B.  Applic. 
1881-45). 

797-45-BZ 

APPLICANT — Queens  Avenue  Realty  Corporation,  owner 
(Lievendag  Motors,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
erection  of  a  building  to  occupy  more  area  than  per¬ 
mitted  at  curb  level. 

PREMISES  AFFECTED — 164-26  Northern  boulevard  and 
164-27  Sanford  avenue,  southwest  corner  (Block 
5337,  Lot  17),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Roland  Lievendag. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings : 

AC  I  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (797-45-BZ) 

Whereas,  Queens  Avenue  Realty  Corporation,  owner,  for 
Lievendag  Motors,  Inc.,  lessee,  filed  Dec.  19,  1945,  an  appli¬ 
cation  under  Section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use,  C  area  district,  the  erection  of  a  building 
to  occupy  more  area  than  permitted  at  curb  level;  premises 
164-26  Northern  boulevard  and  164-27  Sanford  avenue, 
southwest  corner  (Block  5337,  Lot  17),  Flushing,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Northern  boulevard  is  in  a  business 
use,  C  area  and  1  times  height  district;'  Sanford  avenue  is 
in  a  business  use  C  area  and  1  times  height  district ;  and 

W hereas,  the  decision  of  the  borough  superintendent  dated 
November  27,  1945,  re  N.  B.  Applic.  1602-45,  reads : 

1.  In  a  C  district  no  building  shall  occupy  more 
ground  area  than  percentage  permitted  by  Sec.  13  of 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  97.64  ft.  frontage  by  70  ft.  in  depth,  irregular  in  area, 
on  which  it  is  proposed  to  erect  a  building  97.64  ft.  front  by 
70  ft.  in  depth,  irregular,  one  story,  20  ft.  in  height  of  Class 
2  consti  uction ;  that  it  is  proposed  to  erect  an  automobile 
show  and  sales  room ;  and 
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W  hereas,  the  applicant  contends  that  the  strict  enforce¬ 
ment  of  the  area  district  requirements  of  Section  13  of  Art. 
IV  of  the  zoning  resolution  would  result  in  practical  difficul¬ 
ties  and  unnecessary  hardship  and  would  not  be  balanced  by 
any  corresponding  benefit  to  the  owners  of  property  in  the 
affected  area ;  that  the  general  purpose  and  intent  of  Sec. 
13,  Art.  IV  of  the  zoning  resolution  is  that  a  building  in  a 
“C”  district  shall  not  occupy  more  than  75%  of  the  area  of 
corner  lot  at  the  curb  level ;  that  this  plot  has  two  corners ; 
however,  the  area  restriction  would  serve  no  useful  purpose 
and  is  unnecessary  because  of  the  conditions  which  are 
present  and  the  small  size  of  the  plot ;  that  in  addition  the 
block  in  which  the  plot  in  question  is  situated  is  fully  de¬ 
veloped  and  its  character  as  regards  block  ventilation  has 
already  been  determined ;  that  the  entire  balance  of  the  block 
front  on  Northern  boulevard  consists  of  buildings  constructed 
to  their  rear  lot  lines,  at  the  curb  level ;  that  under  the  ex¬ 
isting  conditions  therefore  there  is  no  block  ventilation  which 
would  be  adversely  affected  in  any  way  by  the  proposed 
structure ;  that  the  request  area  variation,  if  granted,  will 
assure  the  use  of  a  modern  showroom,  dignified  merchants 
in  keeping  with  the  present  standards  of  the  community; 
that  it  is  respectfully  submitted  that  the  strict  enforcement 
of  the  area  restrictions  contained  in  the  zoning  resolution 
would  cause  both  practical  difficulties  and  unnecessary  hard¬ 
ship,  and  the  approval  of  the  application  would  be  in  har¬ 
mony  with  the  general  purpose  and  intent  of  the  zoning 
resolution  and  would  work  no  injury  to  public  health,  safety 
or  general  welfare  and  would  be  of  definite  benefit  to  the 
community  and  should  be  granted  in  the  intrest  of  substan¬ 
tial  justice;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  was  therefore 
entitled  to  relief  as  to  extension  of  area  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  an  it  hereby  is  granted  to  permit  the  extension  of 
area  as  proposed  on  condition  that  the  building  shall  not  ex¬ 
ceed  one  story  in  height  above  grade  and  shall  be  arranged 
and  designed  substantially  as  indicated  on  revised  plans 
marked  “Received  February  28,  1946”;  that  the  material  as 
shown  on  such  revised  plans  shall  be  used;  that  the  build¬ 
ing  shall  be  solely  for  the  use  of  a  sales  car  agency  as  pro¬ 
posed  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  in  the  proposed  storage  space  over  the  office 
on  the  1st  floor  there  shall  be  sprinkler  heads  installed  which 
may  be  fed  from  the  domestic  water  supply  of  the  building ; 
that  such  water  supply  line  shall  be  not  less  than  2  in.  in 
diameter  from  the  street  main ;  that  the  heater  room  shall  be 
separated  from  the  balance  of  the  building  and  enterable  only 
from  the  exterior;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
resolution  (N.  B.  Applic.  1602-45). 


810-45-BZ 

APPLICANT — Morris  Rothstein  &  Son,  for  Record  Sales 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  residence  and  unrestricted  use  districts, 
the  change  of  occupancy  from  public  garage  to 
factory. 

PREMISES  AFFECTED — 1835  Carter  avenue,  east  side, 
208.77  ft.  north  of  Prospect  place  (Block  2892,  Lot 
54),  Borough  of  The  Bronx. 

APPEARANCES— 

hor  Applicant:  Arnold  Rothstein  and  Harry  Begun. 
For  Opposition :  George  R.  Upham. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (810-45-BZ) 

Whereas,  Morris  Rothstein  and  Son,  for  Record  Sales 
Corp.,  owner,  filed  December  26,  1945,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  residence 
and  unrestricted  use  districts  the  change  of  occupancy  from 
public  garage  to  factory,  affecting  premises  1835  Carter 
avenue,  east  side,  208.77  ft.  north  of  Prospect  place  (Block 
2892,  lot  54),  Borough  of  The  Bronx;  and 

W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Carter  avenue  is  in  business  and  unre¬ 
stricted  use  B  area  and  class  1)4  height  districts;  Prospect 
place  is  in  residence  and  unrestricted  use,  B  area  and  class 
1)4  height  districts;  Anthony  avenue  is  a  residence  use,  B 
area  and  class  ll/2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  5,  1945,  on  Alt.  Applic.  617-45  reads: 

“11.  The  proposed  use  of  subject  premises  as  a  fac¬ 
tory  in  a  partly  residence  and  partly  unrestricted  district 
is  contrary  to  Art.  2,  Sec.  3  of  the  Building  Zone  Reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  126.80  ft.  frontage  by  161.67  ft.  in  depth,  on  which 
is  located  a  building  126.80  ft.  front  by  140  ft.  in  depth,  one 
story,  24  ft.  in  height,  of  class  3  construction,  that  it  is  pro¬ 
posed  to  change  the  occupancy  from  public  garage  to  fac¬ 
tory  for  dry  vacuum  cleaning  burlap  bags  by  means  of  a 
suction  blower  as  a  self-contained  unit  in  the  building  and 
repairing  and  sorting  of  same;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1920  as  a  public  garage  and  C.  O.  issued  for  this 
use,  at  which  time  the  entire  plot  was  located  in  an  un¬ 
restricted  use  district;  that  in  March  1937  the  zoning  map 
was  amended  to  limit  the  unrestricted  portion  of  the  block 
to  a  line  100  ft.  from  Carter  Ave. ;  that  Alt.  617-45  was  ap¬ 
proved  to  use  the  front  portion  of  the  building  for  factory 
purposes  provided  the  portion  in  the  residence  district  be 
entirely  cut  off  and  made  inaccessible  by  means  of  an  un¬ 
pierced  partition;  that  amendment  was  filed  on  Nov.  28, 
1945,  for  omission  of  said  partition  and  was  disapproved; 
that  the  proposed  use  does  not  create  a  greater  hazard  or 
nuisance  than  the  present  occupancy  and  will  not  alter  in 
any  way  the  surrounding  area;  that  the  adjoining  grade  in 
the  rear  of  the  building  is  approximately  13  ft.  above  the 
floor  level  of  the  premises  ;  that  there  are  no  openings  in  the 
exterior  walls  in  the  residence  zone  and  the  owner  will  suffer 
considerable  loss  by  his  inability  to  use  the  entire  premises 
for  factory  purposes;  that  in  view  of  these  facts,  it  is  re¬ 
quested  that  the  Board  grant  this  variation ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  vvhich  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area  and  that 
this  variance  shall  be  solely  for  the  occupancy  as  proposed  ; 
that  there  shall  be  installed  an  exhaust  system  with  a  dust 
arrester  of  proper  design  and  of  sufficient  size  so  that  it  will 
properly  retain  the  dust  removed  from  the  point  of  origin 
and  effectually  prevent  the  discharge  of  any  dust  from  the 
outlet  to  the  outer  air  and  at  the  same  time  shall  comply 
with  the  rules  of  the  Industrial  Code  relative  to  the  control 
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of  dust  fumes  and  gases ;  that  plans  shall  be  submitted  and 
approved  by  the  Department  of  Labor  prior  to  the  installa¬ 
tion  of  such  system  ;  that  such  system  shall  also  be  installed 
in  that  portion  of  the  building  within  the  unrestricted  use 
area ;  that  no  additional  openings  in  the  side  or  rear  walls 
or  roof  shall  be  constructed ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution  and  that  a  certificate  of  occupancy 
shall  be  obtained. 


65-46-BZ 

APPLICANT — Alexander  D.  Corsett  and  Associates,  for 
City  Savings  Bank  of  Brooklyn,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the 
erection  of  a  building  to  be  used  as  a  bank. 
PREMISES  AFFECTED — 6702-6704  Bay  parkway  and 
2172  67th  street,  southwest  corner  (Block  5572,  Lot 
30),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Dowling  and  B.  Gooden. 
For  Opposition  :  None. 

For  Administration  :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (65-46-BZ) 

Whereas,  Alexander  D.  Crosett  and  Associates,  for  City 
Savings  Bank,  owner,  filed  January  30,  1946,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in  resi¬ 
dence  and  business  use  districts  the  erection  of  a  building 
to  be  used  as  a  bank ;  premises  6702-4  Bay  Parkway  and 
2172  67th  street,  southwest  corner  (Block  5572,  Lot  30), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  March  5,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bay  Parkway  is  in  a  business  use,  C 
area  and  Class  1  height  district ;  67th  street  is  in  a  residence 
and  business  use,  C  area  and  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  22,  1946,  re  N.  B.  Applic.  69-46,  reads: 

“L  The  construction  of  a  building  to  be  used  as  a 
savings  bank  partly  within  a  residence  use  district  is 
contrary  to  the  Zoning  Res.  Art.  II  Sect.  3.” 

and 

Whereas,  the  applicant  states,  that  the  premises  consist 
of  a  plot  40  ft.  frontage  by  124  ft.  in  depth,  on  which  is  to 
be  erected  a  building  40  ft.  front  by  114  ft.  (L-sbaped)  in 
depth,  two  stories,  36  ft.  6  in.  in  height,  of  Class  1  con¬ 
struction  ;  that  it  is  proposed  to  use  the  building  as  a  bank 
and  the  yard  will  be  landscaped;  and 

Whereas,  the  applicant  contends  that  the  City  Savings 
Bank  of  Brooklyn  proposes  to  erect  a  new  branch  bank  on 
the  site ;  that  the  building  will  be  of  Class  1  construction 
and  will  comply  with  all  Code  requirements ;  that  the  site 
is  located  in  a  C  area  and  partly  in  business  use  and  partly 
in  residential  use;  that  the  new  building  site  has  a  two- 
story  brick-faced  business  building  with  stores  located  on 
the  southwest  corner,  40  ft.  on  Bay  Parkway  and  extending 
back  100  ft.  on  67th  street;  that  at  present,  adjoining  this 
building  on  67th  street  is  a  two-story  residence  occupying 
24  ft.  on  67th  street  and  100  ft.  in  depth  ;  that  it  is  proposed 
that  the  new  bank  building  occupy  the  corner,  40  ft.  on  Bay 
Parkway  and  114  ft.  on  67th  street,  providing  for  a  yard 
10  ft.  wide  (the  full  depth  of  the  building  from  67th  street) 


between  the  new  building  and  the  residential  area ;  that 
total  building  coverage  permitted  is  4590  sq.  ft.;  that  pro¬ 
posed  building  area,  40  x  114  ft.  equals  4560  sq.  ft.;  that 
the  Zoning  Law  establishes  the  business  use  a  distance  of 
100  feet  deep  from  Bay  Parkway  and  residential  use  from 
that  point  west  on  67th  Street ;  that  this  appeal  is  a  request 
for  an  extension  of  the  business  use  of  the  property  to  a 
distance  of  124  feet  from  Bay  Parkway;  a  10  ft.  wide  yard 
within  the  124  feet  will  be  provided  at  the  rear,  separating 
it  from  the  adjoining  residential  area;  that  as  the  building- 
will  be  of  fireproof  construction,  and  of  a  dignified  classical 
design,  the  residential  area  will  be  adequately  safe-guarded; 
that  its  design  and  construction  will  favorably  influence 
future  building  operations  in  the  area ;  that  the  yard  will 
be  landscaped  and  maintained  in  a  manner  to  add  dignity 
and  attractiveness  to  the  area ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  ’district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  extension  of  the  proposed  building  into  the  more 
restricted  area,  as  indicated  on  plans  filed  with  this  appli¬ 
cation,  marked  “Received  January  30,  1946”,  (7  sheets),  on 
condition  that  the  existing  buildings  on  the  premises  shall  be 
removed  and  the  building  shall  be  constructed  substantially 
as  proposed  and  shall  not  be  extended  in  height  or  area 
beyond  that  shown  within  the  residential  area ;  that  the 
proposed  rear  yard  of  ten  feet  shall  be  maintained  at  all 
times ;  that  the  unbuilt  upon  space  at  the  rear  within  the 
residential  zone  shall  be  maintained  vacant,  except  for  the 
portion  of  the  bank,  as  indicated,  and  shall  be  fenced  with  a 
suitable  ornamental  steel  fence  on  the  interior  lot  lines  and 
with  a  gate  at  the  street  building  line  and  the  space  main¬ 
tained  landscaped ;  that  an  additional  door,  not  now  shown 
on  plans,  may  be  constructed  on  the  bank  floor  at  the  rear 
from  the  service  entrance  to  yard  ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  and  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

155-42-A 

APPLICANT — Schwarz  Laboratories,  Inc.,  for  American 
Can  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner,  previously  granted  on  con¬ 
dition  for  a  temporary  term  of  two  years. 

PREMISES  AFFECTED— 82-84  York  street,  south  side, 
106  feet  east  of  Adams  street,  103-105  Adams 
street  and  120-124  Pearl  street,  (Bldg.  No.  3), 
(Block  63,  Lot  5),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  David  R.  Schwarz. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REOUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . . . '. .  Q 


399-45-A 

APPLICANT— Stanley  Kilburn,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent,  under  section  35, 
General  City  Law,  re  bed  of  mapped  street  (Cor¬ 
poral  Kennedy  street  (Stewart  avenue),  (previously 
withdrawn). 
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PREMISES  AFFECTED— 209-01  to  209-19  Northern 
boulevard,  north  side,  between  Corporal  Kennedy 
street  (Stewart  avenue)  and  209th  street  (Wright 
avenue),  Bay  side,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  Harold  Paltrow  and  Stanley 
Kilburn. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


MATERIALS  AND  APPLIANCE  SUBMITTED 
FOR  APPROVAL 

962-39-SM 

APPLICANT — The  Aerocrete  Corporation  of  America, 
owner. 

SUBJECT — Gritcrete  Long  Span  Flat  Ceiling  Floor  Con¬ 
struction  (reopened  January  8,  1946,  re  amendment 
of  resolution). 

APPEARANCES— 

For  Applicant :  D.  D.  Miller. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 

THE  RESOLUTION  (962-39-SM) 

Whereas,  The  Aerocrete  Corporation  of  America,  owner, 
filed  on  July  17,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Gritcrete  Long  Span  Flat  Ceiling-Floor  Construction ; 
and 

Whereas,  this  material  was  approved  by  the  Board  on 
March  27,  1945,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  8,  1946,  and  restored  to  the  calendar;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Calendar  962-39-SM 

Subject:  Gritcrete  Long  Span  Flat  Ceiling  Floor  Con¬ 
struction. 

Request  was  made  by  the  Aerocrete  Corporation  of 
America  for  reopening  and  amendment  to  the  resolution 
adopted  by  the  Board  on  March  27th,  1945,  to  permit 
the  substitution  of  round  bars  for  angles  used  in  the 
top  chords  of  the  open  web  trusses.  The  case  was  re¬ 
opened  by  vote  of  the  Board  January  6th,  1946. 

In  order  to  evaluate  the  merits  of  this  request,  a  test 
was  made  at  the  plant  of  the  Geco  Steel  Products  Cor¬ 
poration  at  Jersey  City,  N.  J. 

The  test  panels  consisted  of  two  trusses  each  on  14 
ft.  spans.  Trusses  were  4  inches  in  depth,  consisting  of 
bottom  chords  having  two  1  inch  round  bars  with  webs 
one  inch  round  bar,  for  each  test  panel  were  used. 

In  order  to  develop  the  comparison  between  the  angles 
and  round  bars,  in  one  case  the  top  chord  consisted  of 
two  angles  2  in.  x  V/2  in.  x  %  in.  structural  grade  ma¬ 
terial  as  previously  approved ;  in  the  other  case  the  top 
chord  consisted  of  two  Va  in.  round  bars  as  a  substitute 
and  made  of  intermediate  grade  material.  The  angles 
and  round  bars  had  equal  cross  sectional  areas  but  dif¬ 
ferent  sectional  moduli. 

The  panels  were  loaded  at  eight  points  equal  distance 
along  the  length  of  the  trusses.  The  loads  were  applied 
to  the  bottom  chords  of  the  trusses  permitting  the  top 


chords  to  deflect  laterally  without  support.  Deflections 
were  measured  vertically  at  the  mid  span  and  side  de¬ 
flections  at  the  mid  span  were  measured  on  each  of  the 
top  chords.  The  loading  was  applied  in  increments  and 
deflection  readings  were  taken  after  each  increment  of 
loading.  Loading  was  continued  to  destruction. 

TABLE  1 
LOAD  TEST 
ON 

TWO  TRUSSES  ANGLE  TOP  CHORDS 

Bearing  4  in.  each  end.  Each  end  plate  welded  to 
I-beam  with  1  in.  fillet  weld  each  side. 

Overall  length  of  truss  14  ft.  0  in. 

Spacing  c.c.  of  trusses  32  in. 

Load  points :  10  in.  from  each  end  and  7  spaces  at 
20  in.  c.c. 

Material :  Top  chords  structural  grade  angles,  bottom 
chord  and  web  intermediate  grade. 


LOG 

OF  TEST : 

oad 

Pounds 

Lateral  Deflection 

Vertica 

/  Deflection 

T russ  1 

Truss  2 

T russ  1 

•  Truss 2 

1 

0000 

0.00 

0.00 

0.00 

0.00 

9 

2522 

0.05  L. 

0.00 

0.50 

0.40 

3 

4786 

0.05  L. 

0.00 

0.95 

0.85 

4 

5918 

0.05  L. 

0.00 

1.15 

0.95 

5 

7050 

0.05  L. 

0.05  R. 

1.45 

1.30 

6 

8182 

0.05  L. 

0  05  R. 

1.65 

1.45 

7 

9314 

0.05  L. 

0.05  R. 

2.00 

1.85 

8 

10446 

0.025  L. 

0.05  R. 

*  2.25 

2.10 

9 

11578 

Failure. 

Deflection 

readings  discontinued. 

Top  chord  of  both  trusses  failed 
in  compression  when  the  20th 
channel,  566  lbs.,  was  placed  in 
position. 

L — Deflection  to  the  left. 

R — Deflection  to  the  right. 

Deflections  were  measured  in  inches. 

TABLE  2 
LOAD  TEST 
ON 

TWO  TRUSSES  ROUND  BARS  TOP  CHORD 
Bearing  4  in.  each  end.  Each  end  plate  welded  to 
I-beam  with  1  in.  fillet  weld  each  side. 

Overall  length  of  truss  14  ft.  0  in. 

Spacing  c.c.  of  trusses  32  in. 

Load  points :  10  in.  from  each  end  and  7  spaces  at 
20  in.  c.c 

Material :  Top  chord,  bottom  chord,  and  web  inter¬ 
mediate  grade. 

LOG  OF  TEST: 


Load 

Pounds 

Lateral  Deflection 

Vertical  Deflection 

T russ  1 

T russ  2 

Truss  1 

T russ  2 

1 

0000 

0.00 

0.00 

0.00 

0.00 

2 

2522 

0.00 

0.00 

0.40 

0.40 

3 

4786 

0.05  L. 

0.00 

0.85 

0.85 

4 

5918 

0.05  L. 

0.00 

0.95 

0.95 

5 

7050 

0.10  L. 

0.05  L. 

1.20 

1.25 

6 

8182 

0.10  L. 

0.05  L. 

1.35 

1.40 

7 

9314 

0.15  L. 

0.05  L. 

1.65 

1.70 

8 

10446 

0.20  L. 

0.05  L. 

1.80 

1.90 

9 

11578 

0.25  L. 

0.10  L. 

2.20 

2.30 

10 

11578 

0.30  L. 

0.10  L. 

3.15 

2.30 

Failure. 

11578  pounds 

placed  on 

trusses 

and  readings 

recorded. 

Truss 

No.  1  failed  before  additional 
loads  were  placed.  Deflection 
readings  recorded. 

L — Deflection  to  the  left. 

Deflections  were  measured  in  inches. 

In  order  to  check  the  bond  stresses  involved  in  the 
requested  substitution  an  analysis  of  the  original  panels 
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tested  under  Cal.  962-39-5M  was  made  using  the  prop¬ 
erties  of  the  round  bars  as  they  will  be  substituted. 
The  following  is  a  summary  of  the  analysis  : 

14  ft.  x  16  ft.  panel 
Sy2  in.  thick  slab 

Top  chord  two  angles  2  in.  x  1)4  in.  x  3/16  in. 

Bond  stress  9.0  lbs.  per  square  inch 

14  ft.  x  16  ft.  panel 

5 $4  in.  thick  slab 

Top  chord  two  1  inch  round  bars 

Bond  stress  14.3  lbs.  per  square  inch 

18  ft.  x  27  ft.  panel 

8)4  in.  thick  slab 

Top  chord  two  angles  2  in.  x  1)4  in.  x  3/16  in. 

Bond  stress  13.3  lbs.  per  square  inch 

18  ft.  x  27  ft.  panel 

8)4  in.  thick  slab 

Top  chord  two  1  inch  round  bars 

Bond  stress  21.0  lbs.  per  square  inch 

A  recent  letter  from  Weiskopf  &  Pickworth  Consult¬ 
ing  Engineers  in  approving  the  proposed  substitution 
states  in  part,  “A  substitution  of  rods  equal  in  cross 
sectional  areas  to  angles  which  would  normally  be  used, 
will  be  satisfactory,  provided  that  when  the  trusses  are 
erected  and  welded  to  the  supporting  beams,  an  extra 
one-half  inch  square  bar  is  placed  normal  to  and  on  top 
of  the  open  web  trusses  at  mid-span.  This  bar  should 
be  tack  welded  to  the  top  chord  of  each  truss  and  should 
connect  three  or  more  trusses  making  up  the  floor  panel. 
This  extra  bar  which  we  are  recommending  will  furnish 
lateral  bracing  for  the  top  chords  until  the  Gritcete  en¬ 
casement  has  been  poured  and  has  set,  and  will  make  the 
whole  construction  equivalent  at  all  stages  to  that  which 
is  described  in  the  approval  now  in  the  record. 

RECOMMENDATIONS 

On  the  basis  of  the  above  data  the  Committee  on  Tests 
recommends  the  amendment  of  the  resolution  adopted 
March  27th,  1945,  to  permit  the  substitution  of  round 
bars  for  the  approved  angles  as  listed  herein  provided 
that  an  extra  )4  in.  square  bar  or  any  other  equivalent 
area  shape  is  placed  normal  to  and  on  top  of  the  open 
web  trusses  at  mid  span,  the  bar  to-  be  welded  (not 
tacked)  to  the  top  chord  of  each  truss  of  the  panel  and 
each  such  bar  shall  extend  over  not  less  than  three 
trusses. 

Approved  Material  Substitution 

2  angles  1)4  in.  x  1'4  in.  x  )4  in.  2)4  in.  round  rods 
Area  .60  sq.  in.  Area  .61  sq.  in. 

2  angles  1)4  in.  x  1)4  in.  x  )4  in.  2)4  in.  round  rods 
Area  .72  sq,  in.  Area  .88  sq.  in. 

2  angles  2  in.  x  1)4  in.  x  )4  in.  2)4  in.  round  rods 
Area  .84  sq.  in.  Area  .88  sq.  in. 

2  angles  1)4  in.  x  1J4  in.  x  3/16  in. 2 7/%  in.  round  rods 
Area  1.06  sq.  in.  Area  1.20  sq.  in. 

2  angles  2  in.  x  1)4  in.  x  3/16  in.  2)4  in.  round  rods 
Area  1.24  sq.  in.  Area  1.20  sq.  in. 

2  angles  2 y2  in.  x  1 )4  in.  x  3/16  in. 2 — 1  in.  round  rods 
Area  1.44  sq.  in.  Area  1.57  sq.  in. 

2  angles  2)4  in.  x  2  in.  x  3/16  in.  2 — 1  in.  round  rods 

Area  1.62  sq.  in.  Area  1.57  sq.  in. 

2  angles  2 y2  in.  x  1  y2  in.  x  hr  in.  2 — 1 %  in.  round  rods 
Area  1.76  sq.  in.  Area  1.99  sq.  in. 

2  angles  2 y2  in.  x  2  in.  x  y  in.  2 — 1)4  in,  round  rods 

Area  2.12  sq.  in.  Area  1.99  sq.  in. 

It  is  further  recommended  that  in  all  other  respects 
the  conditions  specified  in  the  original  approval  shall  be 
complied  with. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  27,  1945,  in  accordance 
with  the  above  report. 


471-45-SA 

APPLICANT — Richards-Wilcox  Manufacturing  Company, 
owner. 

SUBJECT — Richards-Wilcox  Elevator  Door  Interlock, 
Type  RW-743-IL,  approval  of. 
APPEARANCES— 

For  Applicant — E.  A.  Wipander. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  committee  of  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  . .  0 

THE  RESOLUTION  (471-45-SA) 

Whereas,  Richards-Wilcox  Manufacturing  Co.,  owner 
filed  on  July  30,  1945,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  Richards-Wilcox  Elevator  Door  Interlock,  Type  RW- 
743-IL;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  : 

REPORT  OF  COMMITTEE  ON  TESTS 

January  28,  1946 

Re:  Cal.  471-45-SA 

Subject:  Richards-Wilcox  Elevator  Door  Interlock 
Type  RW-743-IL,  Approval  of 

The  Richards-Wilcox  Manufacturing  Company  filed 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  Richards-Wilcox  Elevator 
Door  interlock,  Type  RW-743-IL,  under  the  provisions 
of  C26-178.0.b  and  Sub-article  9,  Group  1  of  Article  14 
of  the  Administrative  Building  Code  under  tests  per¬ 
formed  to  meet  the  requirements  of  C26-1 179.0. 

DESCRIPTION  ' 

The  Richards-Wilcox  #743-IL  Elevator  Door  Inter¬ 
lock  is  intended  for  use  primarily  on  passenger  elevator 
doors  and  is  of  the  hoist  way  unit  system  type. 

The  interlock  consists  of  a  door  closer  of  the  conven¬ 
tional  type  for  sliding  elevator  doors,  single,  two  speed 
or  bi-parting;  an  interlock  switch  installed  preferably 
below  the  lowest  doorway  in  the  hatch ;  a  wire  or  tape 
extending  the  full  height  of  the  hatch  and  connecting 
the  interlock  switch  with  the  door  closers  at  each  land¬ 
ing;  a  pulley  and  weight  in  the  penthouse  to  keep  the 
connecting  wire  and  tape  taut. 

The  door  closer  consists  of  folding  horizontal  steel 
bars  suitable  for  single  or  two  speed  doors  with  an 
operating  handle  for  breaking  the  arms  out  of  a  hori¬ 
zontal  position  to  a  folding  position  to  permit  the  opening 
of  the  doors.  One  end  of  the  folding  bars  is  pivoted  to 
a  bracket  attached  back  of  the  open  position  of  the 
doors  to  the  wall  or  to  a  structural  member  provided 
for  this  purpose.  The  opposite  end  of  the  bars  is  at¬ 
tached  to  the  sliding  door.  In  the  case  of  two  speed 
doors  there  is  also  an  intermediate  connection  from 
the  bars  to  the  slow  speed  door.  A  spring  is  mounted 
in  a  steel  barrel  on  top  of  the  folding  bars  and  is  con¬ 
nected  to  the  bars  in  such  a  way  as  to  force  the  bars 
into  a  horizontal  position.  An  oil  checking  cylinder  is 
provided  to  be  attached  near  the  back  end  of  the  bars 
to  check  the  closing  action  of  the  doors  and  to  prevent 
slamming. 

1  he  interlock  switch  is  a  normally  closed  electric 
switch  through  which  the  electric  current  for  starting 
the  elevator  car  passes.  The  contact  members  are  en¬ 
closed  in  a  cast  iron  box  with  a  steel  cover.  A  crank 
arm  is  pivoted  in  this  box  and  extends  partially  outside 
of  the  box.  The  exposed  end  of  the  arm  carries  a  roller 
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designed  to  contact  a  cam  by  which  the  circuit  through 
the  electric  switch  is  broken  when  the  elevator  hatch 
way  doors  are  open. 

The  cam  is  operated  by  the  steel  wire  or  tape  which 
extends  the  full  height  of  the  shaft.  At  each  door 
closer,  a  clamp  is  attached  to  the  steel  wire  or  tape  to 
make  contact  with  the  door  closer  so  that  as  soon  as 
the  hatch  way  door  begins  to  open  the  wire  is  lifted 
and  in  turn  raises  the  cam  which  is  a  part  of  the  switch 
and  breaks  the  electric  current,  making  the  car  inopera¬ 
tive  as  long  as  the  hatch  way  doors  are  open. 

This  appliance  was  tested  and  approved  by  the  Un¬ 
derwriters’  Laboratories  Safety  Appliance  275  for  each 
of  the  following  tests : 

Endurance 
Current  interruption 
Test  in  moist  atmosphere 
Test  without  lubricant 
Misalignment  test 

The  applicant  has  filed  a  letter  dated  August  9,  1945 
from  the  Underwriters’  Laboratories  Ref.  SA-275  cer¬ 
tifying  that-  the  clearance  between  working  parts  of 
the  device  are  such  that  they  will  satisfactorily  function 
within  the  temperature  range  required  by  C26-1179.0.a 
of  the  Administrative  Building  Code. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data  wherein  the  inter¬ 
lock  met  all  the  requirements  of  tests  as  prescribed  in 
C26-1 179.0  the  Committee  recommends  the  approval  of 
the  Richards-Wilcox  elevator  door  interlock,  type  RW- 
743-IL  as  having  met  the  requirements  of  Sub-article 
9,  Group  1  of  Article  14  of  the  Administrative  Build¬ 
ing  Code  for  use  in  New  York  City  when  installed  in 
accordance  with  this  report  and  the  pertinent  provisions 
of  the  Administrative  Building  Code,  provided  that  the 
appliance  be  marked,  labelled  or  stamped  “Approved  by 
the  Board  of  Standards  and  Appeals  for  Use  in  New 
York  City  under  Cal.  471-45-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Richards-Wilcox 
Elevator  Door  Interlock,  Type  RW-743-IL,  in  accordance 
with  the  above  report. 


587-45-SM 

APPLICANT — Wickwire  Spencer  Steel  Co.,  owner. 

SUBJECT— Clinton  Electrically  Welded  Fabric  (Welded 
Wire  Reinforcement),  approval  of. 

APPEARANCES— 

For  Applicant:  J.  H.  Watkinson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinec  4 
Negative  .  0 


THE  RESOLUTION  (587-45-SM) 

Whereas,  Wickwire  Spencer  Steel  Co.,  owner,  filed  on 
October  3,  1945,  an  application  with  the  Board  of  Standards 
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and  Appeals  for  approval  of  the  material  known  as  Clinton 
Electrically  Welded  Fabric  (Welded  Wire  Reinforcement)  ; 
and 

Wherkas,  the  report  of  the  Comittee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  23,  1946 

Re:  Cal.  587-45-SM 

Subject:  Clinton  Electrically  Welded  Fabric  (Welded 
Wire  Reinforcement),  Approval  of 
Wickwire  Spencer  Steel,  Buffalo,  New  York,  a  divi¬ 
sion  of  The  Colorado  Fuel  and  Iron  Corporation,  filed 
an  application  with  the  Board  of  Standards  and  Appeals 
under  the  mandatory  requirements  of  C26-l78.0,b  for 
the  approval  of  their  welded  wire  reinforcement  (Fig. 
1  )  under  the  Board’s  powers  as  prescribed  in  C26-191.0,a 
for  use  as  a  metal  reinforcement  in  concrete  floors  and 
other  concrete  construction  requiring  metal  reinforce¬ 
ment  and  as  specifically  provided  in  C26-318.0,  C-26- 
319.0,  C26-366.0,  C26-478.0,  C26-578.0  and  C26-620.0,b 
and  d. 


cally  checked,  temperatues  are  controlled  to  desired 
levels,  and  the  product  is  chemically  and  physically 
tested  so  that  desired  standards  are  maintained. 

After  the  wires  are  drawn,  they  are  assembled  in  a 
mesh  by  first  being  fed  into  welding  machines,  hori¬ 
zontally  and  vertically  with  spacing  automatically  con¬ 
trolled  by  machine  movement.  Accurately  machined 
dies  form  the  point  of  contact  between  the  current  and 
the  wire  and  controlled  timing  devices  regulate  the 
amount  of  current  and  the  timing  resulting  in  uniform 
and  accurately  spaced  welds  (see  Fig.  2)  with  a  mini¬ 
mum  loss  in  tensile  strength  caused  by  the  application 
of  heat  by  keeping  the  cross  section  of  the  individual 
wire  exposed  to  the  heat  of  welding  at  a  minimum. 

Clinton  Welded  Fabric  manufactured  as  hereinbefore 
described  is  made  of  mesh  and  spacing  shown  on  Fig.  1. 

Samples  of  applicants  products  in  the  sizes  as  listed 
were  selected  and  submitted  to  the  Pittsburgh  Testing 
Laboratories  (Report:  File  1012)  for  an  evaluation  of 
physical  properties  in  accordance  with  the  specifications 
of  the  ASTM,  A82-34  as  required  by  C26-318.0  of  the 
Administrative  Building  Code  with  results  as  follows : 


PHYSICAL 

TESTS 

Original 

Yield 

T  ensile 

Reduction 

Gauge 

Diameter 

Area  in 

Point 

Strength 

Bend 

of  Area 

Size 

Inch 

Sq.  In. 

*Lbs./Sq.  In. 

Lbs./Sq.  In. 

T  cst 

per  cent 

Fractures 

sooo 

.362 

.1029 

59160 

73950 

OK 

62.7 

■KiC 

COO 

.330 

.0855 

66200 

82750 

OK 

55.6 

/2c 

#0 

.306 

.0735 

66888 

83610 

OK 

51.6 

yc 

#1 

.282 

.0024 

66536 

83170 

OK 

64.7 

y  c 

#2 

S3 

.261 

.0535 

62808 

78510 

OK 

65.6 

yc 

.241 

.0456 

64568 

80710 

OK 

•68.0 

yc 

S4 

.225 

.0397 

64488 

80610 

OK 

65.5 

yc 

#5 

.207 

.0336 

68808 

86010 

OK 

65.3 

yc 

S6 

.192 

.0289 

75296 

94120 

OK 

59.5 

yc 

S7 

.175 

.0240 

68000 

85000 

OK 

65.4 

yc 

38 

.163 

.0208 

66936 

83670 

OK 

67.3 

yc 

39 

.148 

.0172 

73024 

91280 

OK 

56.4 

yc 

310 

.134 

.0141 

77728 

97160 

OK 

61.0 

yc 

311 

.119 

.0111 

79280 

99100 

OK 

55.8 

c 

312 

.105 

.0087 

83680 

104600 

OK 

51.7 

yc 

313 

.092 

.0066 

84880 

106100 

OK 

54.5 

yc 

#14 

.080 

.0050 

93600 

117000 

OK 

48.0 

yc 

*  The  Yield  Points  as  reported  are  calculated  values,  determined  by  calculating  0.8  of  the  actual  tensile  strengths. 
The  above  results  comply  fully  with  Specification  ASTM,  A82-34. 


DESCRIPTION 

Clinton  Welded  Fabric  is  made  by  the  applicant  at 
their  Buffalo,  New  York  plant  of  a  low  carbon  open 
hearth  steel  of  characteristics  suitable  for  resistance 
welding.  The  basic  steel  is  made  by  the  rimming  proc¬ 
ess  providing  a  product  that  is  free  of  silicon.  The 
ordinary  low  carbon  steel  is  further  processed  by  draw¬ 
ing  the  preformed  rods  through  tungsten-carbide  dies 
converting  the  material  by  specified  drafting  into  wire 
of  the  desired  gauge  with  a  tensile  value  of  70,000  to 


(Fig.  2) 

90,000  psi.  Throughout  the  entire  process  from  the 
open  hearth  furnaces  to  the  rolling  of  the  rods  to  the 
forming  of  the  finished  mesh,  the  product  is  metallurgi- 


RECOM  M  EN  D  AT  I  ON  S 

On  the  basis  of  the  foregoing  data  wherein  the  Wick¬ 
wire  Welded  Wire  Reinforcement  meets  the  requirements 
of  C26-318.0,  the  Committee  on  Tests  recommends  the 
approval  of  this  concrete  reinforcing  material  under 
C26-191.0,  when  manufactured  of  the  properties  as  de¬ 
scribed  herein  and  when  identified  as  prescribed  in 
C26-319.0  for  uses  as  follows : 

Under  C26-366.0  as  a  metal  reinforcement  in  concrete 
for  allowable  working  stresses  as  prescribed  therein : 

Under  C26-478.0  as  a  shrinkage  and  temperature 
reinforcing  material  when  manufactured  and  used  in 
area  per  width  of  foot  of  slab  as  is  contained  therein  : 

Under  C26-578.0  for  tying  concrete  protection  in  fire 
resistive  construction  when  weighing  not  less  than  one 
and  one-half  pounds  per  square  yard  : 

Under  C26-620.0,b  as  a  reinforcing  mesh  when  meet¬ 
ing  the  percentage  requirements  thereof  and  with  the 
steel  coefficient  determined  as  prescribed  in  C26-620.0,d. 

It  is  further  recommended  that  adequate  chairs  of 
metal  or  other  equivalent  means  be  provided  so  as  to 
keep  the  reinforcement  clear  of  the  bottom  of  the  slab 
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as  prescribed  in  C26-620.0,b.  Further  that  each  roll  of 
metal  reinforcement  carry  a  tag,  label  or  stamp  read¬ 
ing,  in  addition  to  the  marking  as  prescribed  in  C26-319.0, 
as  follows :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  587- 
45-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Clinton  Electrically 
Welded  Fabric  (Welded  Wire  Reinforcement),  in  accord¬ 
ance  with  the  above  report. 


Adjourned:  12:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY.  AFTERNOON,  MARCH  5,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

81-46-A 

APPLICANT — Shreve,  _  Lamb  and  Harmon,  for  Abrast 
Realty  Co.,  owner  (Abraham  and  Straus,  Inc., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 422-438  Fulton  street,  south 
side,  93  ft.  west  of  Hoyt  street,  14-30  Hoyt  street, 
177  Livingston  street  and  15  Gallatin  place  (Block 
156,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harold  F.  Vanderbeck  and  R.  I. 
Lamb. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (81-46-A) 

W hereas,  Shreve,  Lamb  and  Harmon  for  Abrast  Realty 
Company,  owner  (Abraham  and  Straus,  Inc.,  lessee),  filed 
February  1,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  422-438  Fulton  street, 
14-30  Hoyt  street,  177  Livingston  street  and  15  Gallatin 
place  (Block  156,  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  21,  1945,  on  amendment  to  Alt.  Applic. 
2722-44,  reads : 

“1.  Proposed  installation  of  well  openings  for  escala¬ 
tors  on  more  than  two  adjoining  stories  violates  Sec. 
C26-292.0,  subd.  i-2.” 

and 

Whereas,  the  applicant  states  the  building  is  8  and  11 
stories  (243  ft.)  in  height;  181  ft.  11)4  in.  by  305  ft.  6  in., 
irregular  in  area,  of  Class  1  and  Class  3  construction ; 
erected  1928  and  1929 ;  located  in  a  business  use,  B  area  and 


Class  2  height  district,  equipped  with  a  sprinkler  system  and 
standpipe  system  and  used  and  occupied  since  1929  as  a 
department  store  for  which  Certificate  of  Occupancy  58132 
was  issued  October  10,  1929,  covering  the  easterly  portion 
of  the  building  fronting  92  ft.  3  in.  on  Fulton  street,  153  ft. 
on  Livingston  street  and  176  ft.  on  Hoyt  street;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  alter 
existing  escalator  enclosures  and  to  install  new  escalators 
as  indicated  on  plans  filed  with  this  appeal ;  and 

Whereas,  the  applicant  contends  that  the  building  is  sub¬ 
divided  into  three  fire  areas,  equipped  with  a  two  source 
sprinkler  system,  a  standpipe  system,  interior  fire  alarm 
system  and  a  watchmen’s  service  and  that  fire  drills  are 
maintained;  that  there  are  7  interior  fireproof  stairs  and  one 
fire  tower  all  equipped  with  self-closing,  fireproof  doors ; 
that  the  enclosures  for  the  existing  escalators  are  generally 
constructed  of  metal  or  metal  and  6  in.  terra  cotta  block 
with  side  lights  and  double  acting  doors  held  open  by  means 
of  fusible  links  and  chains ;  that  sash,  sidelights  and  doors 
are  glazed  with  Rj  in.  polished  wire  glass ;  that  it  is  pro¬ 
posed  to  remove  existing  enclosures  and  replace  same  by 
means  of  a  fireproof  balustrading,  finished  with  plaster  on 
two  sides,  the  well  opening  provided  with  a  rolling  shutter 
in  a  horizontal  position  at  top  of  balustrading,  manually 
operated;  that  the  well  opening  below  will  be  protected  by 
a  steel  or  cement  flame  baffle  24  in.  below  the  general  ceiling 
level ;  that  the  well  opening  will  be  additionally  protected 
by  means  of  an  automatic  sprinkler  water  curtain  with  heads 
located  approximately  4  ft.  on  centers  around  the  perimeter 
of  the  well  opening ;  that  an  automatic  electrical  device 
will  be  installed,  that  will  stop  the  operation  of  the  escala¬ 
tor  upon  the  closing  of  the  shutter. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2722-44,  Objection  1,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  escalators  shall  be  installed  substan¬ 
tially  as  proposed  and  as  shown  on  plans  marked  “Received 
February  1,  1946,”  (eight  sheets),  on  condition  that  the 
baffles  shall  be  installed  around  enclosures  of  incombustible 
construction  and  extending  down  from  the  ceiling  level  for 
a  distance  of  not  less  than  two  feet;  that  a  sprinkler  sys¬ 
tem  shall  be  installed  with  )4  inch  heads  in  addition  to  the 
present  sprinkler  system ;  that  where  any  sprinkler  heads 
are  closer  together  than  four  feet,  a  metal  reflector  shall 
be  installed  at  each  head  to  prevent  water  cooling;  that 
the  roller  shutter  at  the  top  of  each  opening  per  floor  shall 
be  of  approved  type  and  made  so  as  to  be  readily  operated 
by  hand  by  means  of  a  chain  without  crank  mechanism, 
permanently  secured  by  a  heavy  ring  to  the  bottom  rail 
of  the  shutter  and  supported  on  brackets,  so  as  to  be  at  all 
times  readily  available;  that  this  chain  shall  weigh  not  less 
than  )4  lb.  per  running  foot ;  that  on  all  shutters  directly 
above  the  bottom  rail,  there  shall  be  painted  in  red  letters 
not  less  than  3  in.  in  height,  the  words :  “Close  Shutter 
to  Floor,”  with  an  arrow  pointing  downwardly ;  that  a  gong 
shall  be  installed  at  each  escalator  run,  operated  by  means 
of  push  buttons  located  centrally,  two  to  a  floor,  the  pushing 
of  any  such  button  to  ring  gongs  on  all  floors,  as  a  signal 
to  close  escalator  curtains ;  that  instructions  to  all  superin¬ 
tendents  and  section  managers  shall  include,  in  addition  to 
general  instructions  as  to  use  of  fire  extingushing  equipment 
and  exits  in  case  of  fire,  instruction  and  monthly  drill  as  to 
closing  escalator  shaft  curtains  so  that  responsibility  will  at 
all  times  be  fixed  on  attendants  on  each  floor,  to  the  end 
that  curtains  are  immediately  closed  upon  the  sounding  of 
the  gong  signal ;  that  the  closing  of  curtains  shall  auto¬ 
matically  stop  all  escalators ;  that  this  variance  is  granted 
only  so  long  as  the  building  is  occupied  by  Abraham  &  Straus, 
Inc.  as  a  department  store  and  only  so  long  as  sprinkler 
system,  standpipe  system,  interior  alarm  system,  watchman 
service  and  fire  drills  are  maintained  to  the  satisfaction  of 
the  Administrative  Official  having  jurisdiction;  that  on  the 
basis  of  this  resolution,  the  existing  enclosures  around  ex¬ 
isting  escalators  may  be  removed,  provided  the  protection 
as  herein  permitted  is  installed ;  that  in  any  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws  and 
rules  applicable. 
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83-46-A 

APPLICANT — Alfred  H.  Eccles,  for  Henry  J.  Rogner, 
owner  (Rogner  Engineering  Co.,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 21-24  45th  road,  south  side, 
215  ft.  east  of  21st  street  (1st  floor)  ;  (Block  76, 
Lot  41),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles  and  Henry  J. 
Rogner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (83-46-A) 

Whereas,  Alfred  H.  Eccles,  for  Henry  J.  Rogner,  owner 
(Rogner  Engineering  Company,  lessee),  filed  February  7, 
1946,  an  appeal  from  a  decision  of  the  borough  superinten¬ 
dent,  affecting  premises  21-24  45th  road,  south  side,  215  ft. 
east  of  21st  street  (1st  floor);  (Block  76,  Lot  41),  Long 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  17,  1946,  on  Alt.  Applic.  2254-45,  reads : 

“1.  Changing  the  use  of  a  frame  structure  from  dwell¬ 
ing,  to  dwelling  and  offices,  is  contrary  to  Sec.  4.1.2. 
B.C. 

2.  An  assumed  live  load  of  less  than  50  lb.,  per  sq. 
ft.  for  offices,  is  contrary  to  Sec.  7.3. 2.2.2,  B.C.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(35  ft.)  in  height;  25  ft.  by  60  ft.  in  area,  of  Class  4  con¬ 
struction  ;  erected  1899 ;  located  in  a  business  use,  B  area 
and  Class  1)4  height  district,  and  used  and  occupied  since 
erection  as  follows:  cellar,  storage  and  boiler  room;  1st 
floor,  dwelling,  one  family;  2nd  floor,  dwelling,  one  family; 
3rd  floor,  dwelling,  one  family,  and  proposed  to  be  used 
and  occupied  without  change,  except  that  the  1st  floor  will 
be  used  for  offices  with  an  occupancy  of  6  persons ;  that  the 
building  is  equipped  with  one  3  ft.  wide  wood  stairs,  en¬ 
closed  in  partitions  of  wood  studs,  lath  and  plaster,  equip¬ 
ped  with  wood  doors,  extending  directly  to  the  street,  pro¬ 
vided  with  a  ladder  and  scuttle  to  the  roof  and  one  fire 
escape  at  the  rear,  leading  to  a  yard  by  drop  ladder  with 
egress  to  the  street  through  cellar ;  and 

Whereas,  the  applicant  states  it  is  proposed  to  reduce 
the  number  of  apartments  to  two  and  to  occupy  the  first 
floor  as  office  and  drafting  room  by  the  owner  of  the  build¬ 
ing  engaged  in  the  refrigerating  business ;  and 

Whereas,  the  applicant  contends  that  the  owner  is  un¬ 
able  to  obtain  suitable  offices  elsewhere  and  would  like  to 
locate  his  office  in  this  building;  that  when  the  building 
was  erected,  it  was  outside  of  the  fire  limits  and  could  have 
been  occupied  for  business  throughout;  that  the  fire  hazard 
will  not  be  increased  because  of  the  proposed  office  use  on 
the  1st  floor;  that  the  building  is  now  provided  with  a  legal 
fire  escape  on  the  rear;  that  the  floor  construction  is  ex¬ 
isting  and  the  change  in  use  will  not  cause  a  greater  load 
to  be  placed  on  this  floor  than  at  present;  that  the  office 
equipment  consists  of  desks  and  file  cases,  which  will  load 
the  floor  to  less  than  40  lbs.  per  sq.  ft. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  2254-45,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  be  permanently  removed 
from  the  records  as  a  tenement  house  and  shall  hereafter 
not  be  occupied  for  more  than  two  families  as  proposed, 
above  the  first  floor;  that  the  first  floor  may  be  occupied 
for  business  use  of  the.type  proposed  and  no  other;  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 


with  ail  laws,  rules  and  regulations  applicable  thereto ;  with¬ 
drawn  as  to  objection  2  to  comply;  that  a  certificate  of 
occupancy  shall  be  obtained. 


85-46-A 

APPLICANT — Howard  W.  Warner,  lessee,  for  Erasmo 
•  Tedesco,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 2108  Arthur  avenue,  east  side, 
69.22  ft.  north  of  East  180th  street  (1st  floor)  ; 
(Block  3070,  Lot  4),  Borough  of  The  Bronx. 
APPEARANCES; — 

For  Applicant:  Howard  Wesley  Warner  and  Fred¬ 
erick  P.  Warner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . .  0 

THE  RESOLUTION  (85-46-A) 

Whereas,  Howard  W.  Warner,  lessee,  for  Erasmo  Te¬ 
desco,  owner,  filed  February  8,  1946  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises  2108 
Arthur  avenue,  east  side,  69.22  ft.  north  of  East  180th  street 
(1st  floor)  ;  (Block  3070,  Lot  4),  Borough  of  The  Bronx; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  29,  1946,  on  Alt.  Applic.  87-46,  reads: 

"1.  The  use  of  a  frame  structure  for  a  commercial 
use,  is  contrary  to  Section  C26-254  and  C-26-185.0.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(20  ft.)  in  height,  16.8  ft.  by  25.4  ft.  in  area,  of  Class  4 
construction,  erected  prior  to  1916,  located  in  a  business  use, 
C  area  and  Class  1)4  height  district  on  a  lot  25  ft.  by  93  ft. 
in  area  and  used  and  occupied  since  January  1946  as  follows: 
cellar — boiler  room;  1st  floor — office  and  kitchen — 4  persons; 
2nd  floor — chambers  and  bathroom— 4  persons;  total  occu¬ 
pancy — office  and  one  family  throughout  and  previously  oc¬ 
cupied  as  a  one  family  dwelling;  that  the  building  is  equip¬ 
ped  with  one  3  ft.  wide  wood  stairs,  enclosed  in  partitions 
of  plaster  on  wood  studs  and  wood  lath  and  leading  directly 
to  the  street  and  provided  with  a  ladder  and  scuttle  to  the 
roof ;  and 

.Whereas,  the  applicant  contends  that  in  order  to  comply 
with  the  State  Health  Law  and  the  regulations  of  the  City 
of  New  York,  it  is  necessary  for  an  undertaker  to  have  a 
place  where  he  can  display  his  license  and  have  a  telephone; 
that  he  is  now  in  a  frame  building  at  2082  Lafontaine  avenue 
for  the  past  12  years,  during  which  time  not  more  than 
eight  people  have  come  to  the  office,  as  all  of  the  work  is 
carried  out  at  the  Boyertown  Chapel,  188th  street  and  Web¬ 
ster  avenue,  The  Bronx ;  that  this  practice  will  be  continued ; 
that  the  applicant  s  son,  having  been  discharged  from  the 
Army  and  not  having  any  place  to  reside,  necessitated  the 
applicant  s  taking  over  the  property  in  question  on  a  five 
year  lease;  that  his  son  is  a  licensed  undertaker  and  will 
live  in  the  house  in  question  while  being  employed  by  the 
applicant ;  that  there  is  no  thought  of  using  t(ie  building  as 
a  chapel,  mortuary,  or  anything  other  than  a  place  to  comply 
with  the  laws  and  regulations,  so  as  to  display  the  license 
in  a  designated  office. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  87-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  to 
permit  the  building  at  the  first  floor  to  be  used  as  proposed, 
foi  office  work  only  and  the  exhibition  of  a  sign  as  proposed, 
on  condition  that  no  other  work  in  connection  with  the  un¬ 
dertaking  business  shall  be  carried  on  within  the  building; 
that  the  second  floor  shall  be  used  solely  as  a  residence  for 
one  family ;  that  the  building  shall  not  be  increased  in  height 
or  area;  that  no  other  building  shall  be  erected  on  the  lot 
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other  than  the  two  story  building  and  five  car  garage  in 
the  rear ;  that  in  all  other  respects,  the  buildings  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 

125-46-A 

APPLICANT — Arthur  O.  Angilly,  for  Metropolitan  Life 
Insurance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 11-25  Madison  avenue,  38-60 
East  25th  street,  324-342  4th  avenue  and  1-33  East 
24th  street,  entire  block  (Block  854,  Lots  1-41  in¬ 
clusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  A.  J.  Eken,  Arthur  O.  Angilly  and 
James  L.  Madden. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (125-46-A) 

Whereas,  Arthur  O.  Angilly,  for  Metropolitan  Life  In¬ 
surance  Company,  owner,  filed  February  16,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting- 
premises  11-25  Madison  avenue,  38-60  East  25th  street,  324- 
42  4th  avenue  and  1-33  East  24th  street  (Block  854,  Lots  1 
to  41  inclusive),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  13,  1946,  on  N.B.  Application  20-38,  reads  : 
“Because  of  the  several  amendments  to  the  Zoning 
Resolution,  this  Department  cannot  approve  of  still  an¬ 
other  extension  to  the  above  numbered  approval,  as  re¬ 
quested  in  your  letter  of  January  28,  1946. 

The  current  extension  of  approval  of  the  above  num¬ 
bered  plan  and  Permit  343-46  both  expire  on  March 
27,  1946. 

You  may  appeal  from  this  denial  to  the  Board  of 
Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
28  stories  (492  ft.  6  in.)  in  height,  197  ft.  6  in.  by  425  ft. 
in  area,  of  Class  1  construction,  located  in  a  business  use, 
B  area  and  Class  2  height  district  and  to  be  used  and  occu¬ 
pied  as  an  office  building  throughout  upon  completion  of 
the  portion  of  the  building  in  question,  which  will  be  86.3  ft. 
by  228  ft.  in  area ;  that  the  construction  of  the  building  was 
commenced  April  27,  1931  for  the  first  unit  and  March  27, 
1939  for  the  second  unit,  which  second  unit  was  completed 
August  30,  1941,  and  a  temporary  certificate  of  occupancy 
was  issued ;  and 

Whereas,  the  applicant  contends  that  in  1939  it  was  de¬ 
cided  to  erect  a  building  over  the  entire  block  ;  that  draw¬ 
ings  were  filed  with  the  Department  of  Buildings  and  unit 
No.  1  was  built  immediately;  that  in  1938,  additional  draw¬ 
ings  were  filed,  showing  all  units  and  approved  March  27, 
1939;  that  working  drawings  were  filed  for  unit  No.  2  and 
approved  and  unit  No.  2  constructed ;  that  working  drawings 
of  unit  3  were  filed  February  26,  1941  and  approved  March 
25,  1941  ;  that  due  to  the  war  emergency,  construction  of 
the  third  unit  was  not  completed  and  permits  to  construct 
were  extended  under  date  of  March  10,  1942  until  March 
25,  1943,  under  date  of  March  25,  1943  to  March  25,  1944, 
under  date  of  February  21,  1944  to  March  25,  1945  and  on 
March  23,  1945  to  March  27.  1946;  that  these  permits  auto¬ 
matically  expired  in  1941,  when  the  Workmen’s  Compensa¬ 
tion  Insurance  ran  out  and  subsequent  approvals  covered 
drawings  only;  that  on  February  13,  1946,  a  new  permit  was 
issued  as  referred  to  in  the  decision  of  the  borough  super¬ 
intendent,  dated  February  13,  1946;  and 
Whereas,  the  applicant  further  contends  that  the  denial 
of  the  extension  of  the  permit  made  by  the  borough  super¬ 


intendent  February  13,  1946,  means  that  the  owner  will  be 
required  to  start  construction  of  the  remaining  unit  prior 
to  March  25,  1946;  that  the  current  scarcity  of  building 
materials  and  the  interest  of  the  Federal  Government  in  di¬ 
recting  the  flow  of  materials  available,  into  the  forms  of 
construction  for  which  the  public  has  a  current  need,  pre¬ 
sents  difficulty  in  proceeding  with  the  construction  prior  to 
March  25,  1946;  that  the  prior  adoption  of  the  zoning  res¬ 
olution  did  not  affect  the  granting  of  an  extension  of  the 
approval  last  year  by  the  then  borough  superintendent ;  that 
there  is  no  reason  for  the  application  of  the  new  zoning 
regulations  to  the  building  in  question ;  and 

Whereas,  an  examination  of  the  records  of  the  Depart¬ 
ment  of  Housing  and  Buildings  relating  to  N.B.  Applic. 
20-38  indicates  that  Permit  4034  was  issued  November  7, 

1938  to  construct  foundations;  that  Permit  1165  was  issued 
March  28,  1939  to  construct  the  entire  building  and  that 
Permit  3629  was  issued  September  20,  1940  for  construction 
of  the  entire  building;  that  approval  of  plans  for  the  con¬ 
struction  of  the  building  was  issued  March  25,  1941  to 
expire  March  25,  1942,  extended  March  25,  1942  to  expire 
March  25,  1943,  extended  March,  25,  1943  to  expire  March 
25,  1944,  extended  March  25,  1944  to  expire  March  25,  1945, 
extended  March  23,  1945  to  expire  March  27,  1946  and  that 
a  permit  was  issued  March  25,  1942  to  expire  March  25, 
1943  and  permit  extended  February  13,  1946  to  expire  March 
27,  1946;  and 

Whereas,  the  applicant  has  filed  with  this  appeal  copy 
of  the  extensions  of  approvals  and  permits  herein  referred 
to ;  and 

Whereas,  the  applicant  has  filed  with  this  appeal  copy 
of  temporary  Certificate  of  Occupancy  18678  issued  February 
27,  1933  on  N.B.  Applic.  26-31,  affecting  Lot  26;  and 

Whereas,  the  applicant  has  filed  with  this  appeal  copy 
of  Certificate  of  Occupancy  27735  issued  May  28,  1941,  super¬ 
seding  temporary  Certificate  of  Occupancy  27311  on  N.B. 
Applic.  20-38  referring  to  entire  block,  lots  1  to  41  inclusive; 
and 

Whereas,  Certificate  of  Occupancy  27735  issued  May  28, 
1941  to  supersede  temporary  Certificate  of  Occupancy  27311 
was  ,  issued  upon  the  completion  of  work,  under  permits 
1165-39  and  3629-38,  which  permits  were  issued  March  28, 

1939  and  September  20,  1940  respectively,  covering  the  con¬ 
struction  of  the  entire  building  to  cover  the  entire  block;  and 

Whereas,  the  Board  deemed  that  in  view  of  the  approval 
of  plans,  which  has  been  continued  in  force,  and  the  permits 
issued  during  such  periods  as  the  development  of  the  entire 
block  as  proposed  was  in  progress,  and  in  view  of  the  con¬ 
struction  work  done  on  the  development  of.  the  entire  block, 
as  covered  by  the  plan  approval  and  permits  then  in  force, 
the  owner  has  acquired  vested  rights  and  that  a  permit 
should  be  issued  for  such  term  as  may  be  necessary  to  com¬ 
plete  the  work  covered  by  the  approval  of  plans  ;  that  the 
court  has  laid  down  in  the  Matter  of  City  Bank  Fanners 
Trust  Company  vs.  the  Board  the  principle  that  should  be 
followed  in  cases  where  approvals  of  plans  have  been  issued 
and  work  has  not  progressed  because  of  Federal  limitation 
as  to  obtaining  and  as  to  use  of  materials  during  the  War 
Emergency. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Application  20-38  dated  February  13,  1946,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted. 


159-46-A 

APPLICANT— Leo  Soloway,  for  Cunningham  Homes,  Inc., 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 58-03  to  58-47  204th  street, 
southeast  corner  of  58th  avenue  and  east  side  of 
204th  street,  120  ft.  north  of  Horace  Harding  boule¬ 
vard  (Block  7455,  part  of  Lot  1),  58-04  to  58-60 
204th  street,  southwest  corner  of  58th  avenue  and 
west  side  of  204th  street,  from  58th  avenue  to  Hor¬ 
ace  Harding  boulevard  (Block  7454,  part  of  Lots  6 
and  33),  St.  Albans,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  Vincent  Schulman  and  Leo  Solo¬ 
way. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  RESOLUTION  (159-46-A) 

Whereas,  Leo  Soloway,  for  Cunningham  Homes,  Inc., 
owner,  filed  March  2,  1946,  an  appeal  from  decisions  of  the 
borough  superintendent,  affecting  premises  58-03  to  58-47 
204th  street,  east  side,  running  south  from  58th  avenue  to  a 
point  120  ft.  north  of  Horace  Harding  boulevard,  and  58-04 
to  58-60  204th  street,  west  side,  between  58th  avenue  and 
Horace  Harding  boulevard,  southeast  corner  204th  street 
and  58th  avenue,  southwest  corner  of  204th  street  and  58th 
avenue,  northwest  corner  of  Harace  Harding  boulevard  and 
204th  street  (Block  7455,  Lot  1;  Block  7454,  Lot  6  and 
part  of  Lot  33),  Bayside,  Borough  of  Queens;  and 

W  hereas,  the  decisions  of  the  borough  superintendent, 
dated  March  1,  1946,  on  N.  B.  Applications  978  to  1004-46 
inclusive,  read : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2.,  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  two  plots,  one  fronting  480  ft.  on  the  east  side  of  204th 
street  and  the  other  fronting  600  ft.  on  the  west  side  of 
204th  street,  each  having  a  depth  of  100  ft.  back  from  204th 
street,  located  in  a  business  use,  D  area  and  Class  1  height 
district,  which  it  is  proposed  to  subdivide  into  40  ft.  front 
lots  and  to^erect  on  each  lot,  a  1)4  story  frame  one  family 
dwelling,  27  ft.  by  33  ft.  in  area,  set  back  from  204th  street 
not  less  than  20  ft.,  into  which  set  back  front  entrances  and 
steps  will  project  approximately  6  ft.;  that  the  dwellings 
will  be  so  located  on  the  lots  as  to  be  not  nearer  than  13  ft. 
apart,  with  side  entrance  steps  projecting  into  side  yards,  a 
distance  of  3  ft.  and  chimney  breasts  approximately  2  ft. ; 
that  the  dwellings  will  be  surfaced  on  the  exterior  to  the 
plate  line  with  masonry  veneer  and  with  wood  siding  or 
asbestos  shingles  above  and  with  roofs  surfaced  with  asphalt 
shingles  ;  and 

Whereas,  the  applicant  contends  that  the  proposed  dwell¬ 
ings  will  be  part  of  a  large  development  of  similar  con¬ 
struction  and  will  be  in  harmony  with  the  entire  develop¬ 
ment;  that  the  construction  as  proposed,  will  present  a  safer 
condition  from  the  point  of  view  of  fire  hazard,  than  if  the 
area  were  zoned  for  residence  use  and  advantage  taken  of 
the  type  of  construction  permitted  in  a  residence  use,  D  area 
district:  that  Uass  3  constructed  dwellings  could  not  be 
absorbed  in  the  present  market,  in  view  of  price  conditions 
and  the  necessity  of  keeping  the  cost  under  $10,000,  to  be 
within  priority  regulations;  that  any  garages  erected  on  the 
lots  will  be  of  Class  3  construction  and  will  be  used  solely 
as  accessory  to  the  dwellings  on  the  same  lots. 

h’csnlvcd,  that  the  decisions  of  the  borough  superintendent 
on  N.B.  Applications  978  to  1004-46  inclusive,  Objection  1,  be 
and  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  buildings  shall  in  all  respects 
comply  with  the  requirements  for  similar  buildings  when 
erected  where  permitted  outside  the  fire  limits ;  that  each 
building  shall  be  restricted  to  an  occupancy  of  one  family; 
that  any  garage  erected  in  connection  with  each  building 
shall  comply  with  the  requirements  of  a  G  area  district  as 
to  the  distance  from  the  rear  lot  line ;  that  as  soon  as  lot 
numbers  are  assigned  to  these  lots,  a  record  shall  be  filed 
with  the  borough  superintendent  and  with  this  Board;  that 
a  proposal  shall  be  filed  with  the  City  Planning  Commission 
for  rezoning  this  street  to  residence  use  except  for  the 
northeast  corner  of  Horace  Harding  boulevard  and  204th 
street  for  a  depth  of  100  ft.  from  Horace  Harding  boule¬ 


vard;  that  in  all  other  respects,  the  buildings  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


712-45-A 

APPLICANT — Arthur  Jovis,  for  Milton  Steiner,  owner 
(Anna  Hoffmann,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 5440  Independence  avenue,  east 
side,  315.46  ft.  north  of  West  254th  street  (1st 
and  2nd  floors);  (Block  3425,  Lot  254),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Jovis. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  .  0 


94-46-A 

APPLICANT — Victor  Mayper  for  New  York  Central 
Railroad  Co.,  owner  (Hudson  Varick  Corp.,  owner 
under  contract  of  sale). 

SLIBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 25-57  Varick  street.  134-162 
Hudson  street,  23-39  Beach  street  and  23-41  Laight 
street  (Block  213,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Victor  Mayper. 

For  Administration:  Fred' Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  Q 


746-44-A 

APPLICANT — Sidney  Daub,  for  Central  Hanover  Bank 
and  Trust  Co.  and  Thomas  C.  Meeks,  trustee  for 
Estate  of  Lee  Kamineer,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
July  27,  1945 — re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 
PREMISES  AFFECTED— 709-715  8th  avenue  and  300 
West^  45th  street,  southwest  corner  (Block  1035, 
Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  26,  1946  at 
2  P.M.  for  inspection  by  Committee  of  Board. 

89-46-A 

APPLICAN  I — Lama  and  Proskauer,  for  Annie  Palley, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  .  AFFECTED — 1760-1764  Pitkin  avenue  and 
128  Watkins  street,  southwest  corner  (3rd  floor)  ; 
(Block  3524,  Lot  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  16,  1946  at 
2  P.M. 
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92-46-A 

APPLICANT — Jacob  W.  Sherman,  for  Emanuel  and 
Goldie  Applcbaum,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 103  Keap  street,  north  side, 
100  ft.  west  of  Bedford  avenue  (Block  2192,  Lot 
47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  W.  Sherman. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  19,  1946  at 
2  P.M;  for  further  consideration.  Applicant  to 
file  revised  plans. 


ZONING  APPLICATIONS 

499-31-BZ 

APPLICANT— Austin  W.  Magee,  for  Ernest  Reiss,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  for  a  term  of  two  years,  permitting  in  a 
business  use  district,  the  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 262-18  (formerly  262-10)  Hill¬ 
side  avenue,  southwest  corner  of  263rd  street  (Block 
4528,  Lots  31,  32  and  33),  Floral  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (499-31-BZ) 

Whereas,  this  application,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  (2)  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  262-18  (formerly  262-10) 
Hillside  avenue,  Southwest  corner  of  263rd  street  (Block 
4528,  Lots  31,  32  and  33),  Floral  Park,  Borough  of  Queens, 
was  granted  by  the  Board,  April  1,  1932,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  resolution  was  amended  on  January  14, 
1936  and  September  15,  1936;  and 

Whereas,  the  permit  was  extended  on  February  23,  1938, 
February  20,  1940,  February  10,  1942  and  April  11,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  1,  1932,  as  amended 
through  April  11,  1944,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion  to  permit  the  maintenance  of  a  gasoline  service 
station,  on  condition  .  .  .  ;  that  other  than  as  herein 
amended,  the  provisions  of  the  resolution  of  April  1, 
1932  as  amended  through  April  11,  1944  shall  be  com¬ 
plied  with ;  that  a  photograph  (1  view)  shall  be  taken 
and  filed  with  the  Board  immediately  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained  (N.B.  3889-31).” 


495-32-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  new  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 122-13  to  122-21  Rockaway 
boulevard,  northwest  corner  of  123rd  street  (Block 
2512,  part  of  Lot  7),  South  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (495-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  affecting  premises  122-13  to  122-21 
Rockaway  boulevard,  northwest  corner  of  123rd  street 
(Block  2512,  part  of  Lot  7),  South  Ozone  Park,  Borough 
of  Queens,  was  granted  by  the  Board  on  January  23,  1934, 
on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  May  8,  1934, 
June  15,  1943  and  October  5,  1943;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work ;  and 

Whereas,  when  this  case  was  called  for  hearing  no  ap¬ 
pearance  was  made  on  behalf  of  the  applicant. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


92-36-BZ 

APPLICANT — Philip  Freshman,  for  All  Continent  Cor¬ 
poration,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the.  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 109-131  West  50th  street,  north 
side  and  110-130  West  51st  street,  south  side,  105 
ft.  west  of  Sixth  avenue  (Block  1003,  Lot  40,  for¬ 
merly  Lot  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Philip  Freshman. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (92-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  109-131  West  50th  street, 
north  side,  and  110-130  West  51st  street,  south  side,  105  ft. 
west  of  Sixth  avenue  (Block  1003,  Lot  40,  formerly  Lot  17), 
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Borough  of  Manhattan,  was  granted  by  the  Board  July  14, 
1936,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  April  27,  1937, 
February  20,  1940,  October  8,  1940  and  September  23,  1941 ; 
and 

Whereas,  the  permit  was  extended  on  February  3,  1942, 
resolution  further  amended  on  May  11,  1943  and  permit  fur¬ 
ther  amended  on  April  11,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  14,  1936,  as 
amended  through  April  11,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition 
*  *  *  that  other  than  as  amended  herein,  the  resolu¬ 
tion  adopted  by  the  Board  April  11,  1944,  shall  be  com¬ 
plied  with  in  all  respects  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


54-37-BZ 

APPLICANT— F.  Frank  Ryan,  for  92-32  Union  Hall 
Street,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 160-13  to  16-21  Archer  avenue, 
north  side,  110  ft.  west  of  Union  Hall  street  (Block 
1051,  Lot  150),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  M.  Flynn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (54-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  160-13  to  160-21  Archer 
avenue,  north  side,  110  ft.  west  of  Union  Hall  street  (Block- 
1051,  Lot  150),  Jamaica,  Borough  of  Queens,  was  granted 
by  the  Board  on  February  15,  1938,  on  certain  conditions; 
and 

Whereas,  the  permit  was  extended  on  February  6,  1940, 
February  3,  1942  and  March  14,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  15,  1938,  as 
amended  through  March  14,  1944,  only  in  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condi¬ 
tion  .  .  .  that  other  than  as  herein  amended,  the  provi¬ 
sions  of  the  resolution  of  February  15,  1938,  as  amended 
through  March  14,  1944,  shall  be  complied  with  and 
that  a  certificate  of  occupancy  shall  be  obtained  (Corr. 
140.37).” 


334-37-BZ 

APPLICANT — New  York  Central  System,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  _  parking 
and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  two  years. 

PREMISES  AFFECTED— 412-414  Lexington  avenue, 

west  side,  opposite  East  43rd  street  (Block  1280, 
Lot  54),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  James  P.  Mire  and  Edwin  J.  Carey. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  , 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative .  0 

THE  RESOLUTION  (334-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  412-414  Lexington  avenue, 
west  side,  opposite  East  43rd  street  (Block  1280,  Lot  54), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  March 
4,  1938,  on  certatin  conditions ;  and 
Whereas,  the  permit  was  extended  on  March  19,  1940, 
March  17,  1942  and  February' 29,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  4,  1938,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  .  .  .  that  other  than  as  herein 
amended,  the  provisions  of  the  resolution  of  March  4, 
1938  shall  be  complied  with  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


1051-39-BZ 

APPLICANT — Anthony  M.  Maoriello,  for  Sabbatina  Wil¬ 
liam,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  maintenance  of  ten  individual 
garages  not  an  accessory  use  to  a  dwelling  on  the 
same  plot. 

PREMISES  AFFECTED — 2415  Wallace  avenue,  west  side. 
100.08  ft.  north  of  Waring  avenue  (Block  4432, 
Lots  49,  50  and  51),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Maoriello. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (1051-39-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 

resolution,  permitting  in  a  residence  use  district  for  a  term 
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of  two  years,  the  maintenance  of  ten  individual  garages  not 
an  accessory  use  to  a  dwelling  on  the  same  plot,  affecting 
premises  2415  Wallace  avenue,  west  side,  100.08  ft.  north  of 
Waring  avenue  (Block  4432,  Lots  49,  50  and  51),  Borough 
of  The  Bronx,  was  granted  by  the  Board  on  February  14, 
1940,  on  certain  conditions  and  permit  extended  on  February 
10,  1942  and  February  23,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  14,  1940  as  amended 
through  February  23,  1944,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read  : 

“Granted  under  section  7f  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  .  .  . 
and  that  other  than  as  herein  amended,  the  provisions 
of  the  resolution  of  February  14,  1940  as  amended 
through  February  23,  1944  shall  be  complied  with;  that 
a  certificate  of  occupancy  shall  be  obtained.” 


593-41-BZ 

APPLICANT— Max  Horn,  for  Nameoke  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  for 
a  term  of  two  years. 

PREMISES  AFFECTED— 1011-1019  Beach  19th  street, 
west  side,  97  ft.  north  of  Cornaga  avenue  (Block 
49,  Lots  50  and  55),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (593-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1011.-1019  Beach  19th 
street,  west  side,  97  ft.  north  of  Cornaga  avenue  (Block  49, 
Lots  50  and  55),  Far  Rockaway,  Borough  of  Queens,  was 
granted  by  the  Board  on  July  17,  1941,  on  certain  condi¬ 
tions  ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
'was  extended  on  November  18,  1941,  and  permit  extended 
on  February  8,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 

the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  of  July  17,  1941,  as  amended 
through  February  8,  1944,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  .  .  . 
and  that  other  than  as  herein  amended,  the  provisions 
of  the  resolution  of  July  17,  1941  as  amended  through 
February  8,  1944,  shall  be  complied  with  and  that  a 
certificate  of  occupancy  shall  be  obtained.”  (Misc.  Ap- 
plic.  No.  5610-41). 


698-41-BZ 

APPLICANT — Hyman  Thau,  new  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block  354,  Lot  47), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Israel  Thau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (698-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  157  Beach  61st  street, 
southwest  corner  of  Larkin  avenue  (Block  354,  Lot  47), 
Arverne,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  28,  1942,  on  certain  conditions  and  time  extended  on 
November  4,  1942;  and 

Whereas,  the  permit  was  extended  on  February  29,  1944, 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  28,  1942  as  amended 
February  29,  1944  only  in  so  far  as  it  has  reference  to  the 
term  of  the  variance  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  .  .  . 
and  that  other  than  as  herein  amended,  the  provisions 
of  the  resolution  of  April  28,  1942  as  amended  February 
29,  1944  shall  be  complied  with ;  that  a  certificate  of 
occupancy  shall  be  obtained.”  (Misc.  Applic.  No.  6129-41 ) . 


517-43-BZ 

APPLICANT — I.  L.  Crausman,  for  St.  Ann’s  R.  C.  Church 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
of  more  than  five  motor  vehicles  upon  a  plot  oc¬ 
cupied  in  part  as  a  gasoline  service  station,  for 
a  term  of  two  years. 

PREMISES  AFFECTED— 3501  Bainbridge  avenue  and  155 
Gun  Hill  road,  northwest  corner  (Block  3328 A, 
Lots  60,  61  and  62),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  I.  L.  Crausman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PER  MIT- 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  -I 
Negative  .  0 

THE  RESOLUTION  (517-43-BZ) 

Whereas,  this  application  under  sections  7f  and  7h  of  the 

zoning  resolution,  to  permit  in  a  business  use  district,  the 

narking  of  more  than  five  motor  vehicles  upon  a  plot,  oc- 
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cupied  in  part,  as  a  gasoline  service  station;  premises:  3501 
Bainbridge  avenue  and  155  Gun  Hill  road,  northwest  corner 
(Block  3328-A,  Lots  60,  61  and  62),  Borough  of  The  Bronx, 
was  granted  by  the  Board  on  March  7,  1944,  on  certain 
conditions ;  and 

W hereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  7,  1944  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance,  permit¬ 
ting  the  parking  and  storage  of  more  than  five  motor  vehicles 
on  lot  62,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  parking  of  more  than  five  motor  vehicles,  on  con¬ 
dition  .  .  .  that  other  than  as  herein  amended,  the  pro¬ 
visions  of  the  resolution  of  March  7,  1944  shall  be 
complied  with  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


83-44-BZ 

APPLICANT — Anna  Paul,  for  Willy  and  Anna  Paul, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7e  of  the  zoning  resolution,  for 
a  term  of  years,  permitting  in  a  residence  use  dis¬ 
trict  the  conversion  of  occupancy  of  a  building  from 
one-family  residence  to  a  beauty  parlor  and  one- 
family  residence  (beauty  parlor  operated  by  owner 
of  premises). 

PREMISES  AFFECTED — 2176  East  4th  street,  west  side, 
140  ft.  south  of  Avenue  U  (Block  7130,  Lot  14), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Anna  Paul. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (83-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  conver¬ 
sion  and  occupancy  of  a  one-family  residence  to  a  beauty 
narlor  and  one-family  residence  (the  beauty  parlor  to  be 
operated  by  owner  of  the  premises)  ;  premises^  2176  East 
4th  street,  west  side,  140  ft.  south  of  Avenue  U  (Block 
7130,  Lot  14),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  May  16,  1944,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  16,  1944  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7e  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  .  .  .  and 

that  other  than  as  herein  amended,  the  provisions  of  the 
resolution  of  May  16,  1944  shall  be  complied  with;  that 
a  certificate  of  occupancy  shall  be  obtained.” 


606-31-BZ 

APPLICANT — Lama  and  Proskauer,  for  Nathan  A. 
Willis,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — erection  and  main¬ 
tenance  of  gasoline  service  station,  office,  lubri- 
torium,  laundry  and  minor  repairs — re  Application 
(decision  of  the  superintendent  of  buildings)  previ¬ 
ously  granted  on  condition  under  section  7f  of  the 
zoning  resolution  for  a  term  of  two  years  (since 
expired  by  limitation,  no  work  having  been  done), 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 138-52  to  138-60  Horace  Hard¬ 
ing  boulevard  and  61-02  to  61-10  Main  street,  south¬ 
west  corner  (Block  6387,  Lot  40),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

330-33-BZ 

APPLICANT — Lama  and  Proskauer,  for  George  De  Com¬ 
bo,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  permitting  in  a  business  use  district  for  a 
term  of  two  years,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED— 228-05  Northern  boulevard, 
north  side,  386  ft.  west  of  Alley  creek  (Block  6334, 
part  of  Lot  1),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Harold  Klorfein,  Park  Dep’t. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

404-38-BZ 

APPLICANT — Downtown  Brooklyn  Parking,  Inc.,  lessee; 
Board  of  Transportation,  City  of  New  York, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two.  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 214-228  Schermerhorn  street, 
south  side,  233  ft.  east  of  Hoyt  street  (Block  171, 
part  of  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  I.  Lamb. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  q 


(Remaining  minutes  of  the  meeting  of  March  5,  1946 
will  be  printed  in  the  Bulletin  of  March  19,  1946.) 
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COURT  DECISION 

Re:  Cal.  744-44-A 

In  the  Matter  of  Robitzek  Investing  Co.,  Inc.  (Murdock) — 

A  permit  had  been  issued  to  construct  a  gasoline  station 
at  2592  Bruckner  Boulevard  (formerly  Eastern  Boulevard) 
447  feet  east  of  Brush  Avenue,  southwest  corner  of  Ferris 
Avenue,  Borough  of  The  Bronx,  and  a  Certificate  ot 
Occupancy  was  issued  in  1939.  Later  the  station  was  closed 
and  the  pumps  and  tanks  removed.  Under  F.P.  Applica¬ 
tion  70-1944  permission  was  requested  to  replace  the  equip¬ 
ment  so  that  the  station  could  be  reopened.  This  was 
denied  as  the  station  was  located  in  a  business  use  district 
in  which  a  gasoline  station  is  a  prohibited  use.  Upon  ap¬ 
peal  to  the  Board  (744-44-A)  to  review  the  decision  of  the 
Borough  Superintendent  the  Board  found  that  the  permits 
and  Certificate  of  Occupancy  had  been  unlawfully  issued 
since  the  premises  were,  at  the  time  the  work  was  com¬ 
menced,  in  a  business  use  district  by  virtue  of  a  change 
in  the  zoning  from  unrestricted  to  business  use  effective 
July  24,  1938.  The  Board  revoked  the  Certificate  of  Occu¬ 
pancy  issued  May  25,  1939.  Upon  court  review  Mr.  Justice 
Schreiber  at  Special  Term,  Supreme  Court,  Bronx  County, 
upheld  the  decision  of  the  Board  stating  in  part  "No  rights 
thus  having  vested  in  petitioners  prior  to  the  zoning  reso¬ 
lution,  they  could  not  vest  thereafter,  despite  the  improve- 
ment  then  erected  the  lapse  of  time  between  the  issuance 
ot  the  Certificate  of  Occupancy  and  its  revocation.  That 
certificate,  at  the  time  issued,  was  in  direct  contravention 
ot  the  zoning  resolution  and  could  not  be  valid  as  a  matter 
of  law  unless  related  back  to  legal  acts  and  substantial 

change  of  position  giving  rise  to  vested  rights  prior  to  the 
date  of  the  resolution;  and  necessarily  illegal  acts  and 
unsubstantial  performance  prior  to  that  time  cannot  be 
cured  by  the  size  of  subsequent  outlay  (Matter  of  Kalten- 
bach  v.  Board  Standards  and  Appeals,  274  N.  Y.,  34).  No 
other  doctrine  is  admissible  as  to  the  governmental  function 
ot  regulation  of  zoning  districts;  nor  may  any  other  result  be 
reached  by  reason  of  laches  or  estoppel.  ***** 

It  is  argued,  on  various  grounds,  that  respondent  board 
was  without  jurisdiction  to  revoke  the  Certificate  of  Occu¬ 
pancy.  There  is  no  merit  in  the  point  of  view  of  the 
broad  powers  granted  to  the  Board  in  this  respect  under 
Sections  646-g  and  666  of  the  City  Charter  (cf.  Robitzek 
Investmg  Co.,  Inc.,  v.  Colonial  Beacon  Oil  Company, 
supra).  Petitioners  also  contend  that  the  last  cited  case, 
interrelated  on  the  facts  with  the  instant  matter,  is  deter¬ 
minative  as  stare  decisis  in  their  favor  herein.  In  the 
Court’s  view  the  effect  of  the  former  decision  is  limited  to 
the  controversy  between  the  petitioners  themselves  as  land- 
lord  and  tenant.  The  city  was  not  a  party  to  that  case  and 
should  not  be  foreclosed  thereby  in  the  public  interest.  The 
operative  ruling  on  the  former  determination  was,  in  any 
event,  that  the  Certificate  of  Occupancy  may  not  be  col¬ 
laterally  attacked. 

The  issue  of  whether  petitioners  had  abandoned  their 
alleged  rights  is  academic  in  view  of  the  conclusion  reached 
and  need  not  be  determined,  as  is  petitioners’  motion  to 
strike  parts  of  the  return.” 

(New  York  Law  Journal,  January  24,  1946,  Page  319) 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
12,  1946,  Affecting  Calendar  Numbers  605-45-A,  75- 
46-A,  82-46-A,  90-46-A,  98-46-A,  110-46-A,  161-46-A, 
271-42-A,  1349-39-A,  672-45-A,  263-19-BZ,  575-25-B Z, 
293-36-BZ,  279-37-BZ,  483-37-BZ,  310-39-BZ,  1545-39- 
BZ,  1070-41-BZ,  135-42-BZ,  168-43-BZ,  63-44-BZ,  460- 
26-BZ,  177-32-BZ,  808-45-BZ,  378-38-SM,  94-39-SM 
and  459-43-SM. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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DOCKET 

New  Cases  Filed  up  to  March  12,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

168-46-BZ — H.B.Q. — 453  Beach  22nd  street  (rear),  west 
side,  137.97  ft.  south  of  Brookhaven  avenue  (Block  255, 
part  of  Lot  56),  Edgemere,  Borough  of  Queens,  Alt. 
754-45. 


169- 46-SM— -Pabco  Grip-Dek  (mastic  flooring),  manufac¬ 
tured  by  The  Parafine  Companies,  Inc.,  Material. 

170- 46-SM — Dragon  Portland  Cement,  Type  II,  manu¬ 
factured  by  Lawrence  Portland  Cement  Co.,  Material. 

171- 46-A — H.B.B. — 21-33  North  11th  street,  north  side, 
170  ft.  west  of  Kent  avenue  (Block  2287,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  N.B.  155-46. 

172- 46-BZ — H.B.R. — 16-18  Grove  avenue,  south  side, 
100.52  ft.  west  of  Richmond  avenue  and  146-148  Rich¬ 
mond  avenue  (Block  1077,  Lots  28-37),  Port  Richmond, 
Borough  of  Richmond,  Alt.  45-46. 


173-46-A — H.B.Bx. — 446-450  East  169th  street,  south 
side,  49.15  ft.  east  of  Washington  avenue  (2nd  floor); 
(Block  2390,  Lot  27),  Borough  of  The  Bronx,  Alt. 
149-46. 


Restored  to  Calendar. 

378-38-SM — Stran  Steel  Framing,  manufactured  by  Stran 
Steel  Division  of  Great  Lakes  Steel  Corp.,  Material. 

1349-39-A — H.B.B. — 346  Ocean  parkway,  west  side,  40 
ft.  south  of  Avenue  C  (1st  and  2nd  floors);  (Block  5374, 
Lot  12),  Borough  of  Brooklyn,  Alt.  21-46. 

177-32-BZ — H.B.M. — 156-166  West  End  avenue,  north¬ 
east  corner  of  West  67th  street  (Block  1159,  Lot  1),  Bor¬ 
ough  of  Manhattan,  N.B.  31-46. 

460-26-BZ — H.B.B. — 4921  5th  avenue  and  513-533  50th 
street,  north  side.  90  ft.  east  of  5th  avenue  (Block  784, 
Lot  2),  Borough  of  Brooklyn,  N.B.  132-46. 

94-39-SM — Drilled-in  Caissons,  as  installed  by  the 
Drilled-in  Caisson  Corp.,  Material. 

605-45-A — H.B.Bx. — 2418  Belmont  avenue,  east  side,  95 
ft.  south  of  East  188th  street  (2nd  floor);  (Block  3075, 
Lot  8),  Borough  of  The  Bronx,  Alt.  531-45. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing,  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Eire  Department. 


174- 46-A — F.D. — re:  Packaging  of  combustible  mixture 
known  as  Repelex  in  one  half  and  one  gallon  glass  con¬ 
tainers  (capacity  of  glass  containers  not  in  conformity 
with  Administrative  Code  requirements),  Decision. 

175- 46-SA — Coleman  Oil-Fired  Water  Heaters,  Appli¬ 
ance. 

176- 46-A — H.B.R. — 2826-2828  Forest  avenue,  southwest 
corner  of  Old  place  (Block  1855,  Lot  12),  Mariners  Har¬ 
bor,  Borough  of  Richmond,  B.N.  992-45. 

177- 46-A — F.D. — 216  Marion  street,  south  side,  175  ft. 
east  of  Ralph  avenue  (Block  1518,  Lot  15),  Borough  of 
Brooklyn,  16515-LF. 

178- 46-A — H.B.M. — 668  8th  avenue,  east  side,  80  ft. 
north  of  West  42nd  street  (Block  1014,  Lot  4),  Borough 
of  Manhattan,  Alt.  2044-45. 

179- 46-A — H.B.M. — East  132nd  street  to  East  135th 
street,  between  5th  avenue  and  Park  avenue  (Block  1757, 
Lots  1  and  20,  Block  1758,  Lots  1  and  20  and  Block  1759, 
Lots  1  and  21),  Abraham  Lincoln  Houses,  Borough  of 
Manhattan,  Amendment  to  N.B.  96  to  109-45,  inclusive. 

180- 46-SM — American  Welded  Wire  Fabric  (for  con¬ 
crete  reinforcement),  manufactured  by  American  Steel 
and  Wire  Company  of  New  Jersey,  Material. 

181- 46-SM — Tagul  Special  Fireproof  Paint,  Nos.  1  and 
2,  manufactured  by  Tagul  Laboratories,  Inc.,  Material. 

182- 46-BZ — H.B.Q. — 108-36  to  108-48  Queens  boulevard 
and  107-34  71st  road  (Windsor  place),  southeast  corner 
(Block  3257,  Lots  1  and  45),  Forest  Hills,  Borough  of 
Queens,  N.B.  581-46. 


RULES 


Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)  .  .  .Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Jan. 

Oil  Burner  Rules . Mar. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  ._ . Tan. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C. .Dec. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . Tune 

Standpipe  Fireline  Rules . June 

Structural  Alterations.  Reporting ...  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Dec. 


Publication  in  Bulletin 

28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
5,  1946— Vol.  31,  No.  10 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7.  1937— Vol.  22,  No.  36 
11,  1945— Vol.  30,  No.  50 
22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 
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Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 

_ 

MARCH  19,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  19,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Zoning  Applications. 

633-45-BZ — Application,  October  20,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Julius  Spilka,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
60  ft.  west  of  15th  avenue  (Block  5720,  Lot  38),  Borough 
of  Brooklyn. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place,  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

1478-39-BZ — Application  of  Albert  Thompson,  applicant, 
on  behalf  of  Hillside  Jamaica  Home  Building  Co.,  owner, 
reopened  February  13,  1946  for  consideration  as  to  ex- 
|  tension  of  variance — Application,  previously  granted  on 
(f  condition,  under  section  7h  of  the  zoning  resolution,  for 
a  term  of  two  years,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles; 
premises  175-01  to  175-65  Hillside  avenue,  northeast  cor¬ 
ner  of  175th  street  (Block  927,  Lot  1  and  parts  of  Lots 
3,  16  and  18),  Jamaica,  Borough  of  Queens. 

619-45-BZ — Application  of  James  Whitford,  applicant,  on 
behalf  of  William  J.  Couch,  owner,  reopened  and  restored 
to  calendar  February  13,  1946 — Application,  under  section 
7a  of  the  zoning  resolution,  to  permit  in  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gasoline  service  station 
and  repair  shop,  and  to  include  auto  truck  showroom  and 
repair  shop  (previously  withdrawn);  premises  977  Vic¬ 
tory  boulevard,  north  side,  932  ft.  east  of  Melrose  avenue 
1  (Block  240,  Lot  26),  Tompkinsville,  Borough  of  Rich¬ 
mond. 

1213-40-BZ — Application  of  Frank  S  Parker,  applicant, 
i  on  behalf  of  605  West  51st  Street  Corp.,  owner,  reopened 

I  November  7,  1945,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  an  unrestricted  use  district,  the  erec¬ 
tion  of  a  two  (2)  story  garage  and  repair  shop  (within 
200  feet  of  a  public  park)  for  more  than  five  ( 5)^  motor 
vehicles  for  a  term  of  twenty  years;  premises  727-731 
11th  avenue,  west  side,  50  ft.  2}4  in.  south  of  West  52nd 
street  (Block  1099,  Lots  32,  33  and  34),  Borough  of 
Manhattan. 

763-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tions  7a,  7c  and  7i  of  the  zoning  resolution,  of  Siege]  and 
Green,  applicants,  on  behalf  of  Harbrick  Realty  Corp.. 
owner  (Harmosa  Oil  Corp.,  lessee),  to  permit  in  retail 
and  unrestricted  use  district,  the  erection  of  two  build¬ 
ings  accessory  to  a  gasoline  station;  premises  153-169  7th 


avenue,  161-167  West  19th  street,  northeast  corner  and 
158-164  West  20th  street,  southeast  corner  7th  avenue, 
entire  block  (Block  795,  Lot  1),  Borough  of  Manhattan. 

13-46-BZ — Application,  January  4,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Anastasios  Catsanos, 
applicant,  on  behalf  of  Theodore  C.  Katsigris,  owner, 
to  permit  in  a  residence  use,  B  area  district,  the  altera¬ 
tion  of  existing  building  to  cover  more  than  permitted 
area;  premises  345-347  West  54th  street,  north  side,  225 
ft.  east  of  9th  avenue  (Block  1045,  Lots  10-11),  Borough 
of  Manhattan. 

91- 46-BZ — Application,  February  13,  1946,  under  sections 
7b  and  21  of  the  zoning  resolution,  of  Andrew  J.  Thomas, 
applicant,  on  behalf  of  Queensboro  Construction  Co., 
owner,  to  permit  in  residence  and  business  use  district, 
exits  from  a  business  building  through  a  residence  use 
district;  premises  78-11  to  78-21  37th  avenue  and  35-58 
to  35-68  79th  street,  northwest  corner  (Block  1278,  Lot 
38),  Jackson  Heights,  Borough  of  Queens. 

95-46-BZ — Application,  February  7,  1946,  under  section 
7a  of  the  zoning  resolution,  of  Bernard  Meyers,  appli¬ 
cant,  on  behalf  of  H.  Kulenkampf,  owner  (General  Gum¬ 
med  Products,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  factory;  premises  126- 
15  89th  avenue,  north  side,  40  ft.  east  of  126th  street 
(Block  9335,  Lot  60),  Richmond  Hill,  Borough  of 
Queens. 

100- 46-BZ — Application,  February  14,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Robert  J.  Mc¬ 
Kean,  applicant,  on  behalf  of  W.  B.  Manne,  owner 
(W.  Greenberg  and  R.  King,  lessees),  to  permit  in  a  bus¬ 
iness  use  district,  a  wet  wash  laundry;  premises  385  East 
167th  street,  and  1160  Clay  avenue,  northeast  corner 
(Block  2426,  Lot  48),  Borough  of  The  Bronx. 

101- 46-BZ — Application,  February  14,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Robert  J.  Mc¬ 
Kean,  applicant,  on  behalf  of  Felix  Hessberg,  owner 
(W.  Greenberg  and  R.  King,  lessees),  to  permit  in  a 
business  use  district,  a  wet  wash  laundry;  premises  466 
Brook  avenue,  and  512  East  146th  street,  southeast 
corner  (Block  2272,  Lot  8),  Borough  of  The  Bronx. 

Appeal  from  Administrative  Decision. 

737-45-A — 1835  West  Farms  road,  west  side,  145.78  ft. 
south  of  East  176th  street  and  1830  Boone  avenue  (base¬ 
ment);  (Block  3015,  Lots  76,  78  and  80),  Borough  of 
The  Bronx. 

Appliances  and  Materials  for  Approval. 

487-45-SA — Harris  Calorific  Regulators,  Types  93-SC, 

92- SC,  443,  442,  441,  40. 

767-45-SA— Eisler  Ampoule  Making  Machine  No.  161- 
ABL  (Oxvgene  Blowpipe  for  Melting  Glass). 

32-46-SA — Harris  Calorific  Welding  Blowpipe  No.  22. 

373-45-SM — PC  Cavalon  6026FR  and  PC  Fabricord 
6025FR  (fireproof  coated  fabric). 

405-45-SM — Jiffy  Flameproof  Liquid. 

49-45-SM — HTP  275  Gallon  Fuel  Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 
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Appeals  from  Administrative  Decisions. 

796-45-A— 23-32  Buckingham  road,  west  side,  172  ft.  7 
in.  south  of  Caton  avenue  (cellar  and  1st  floor);  (Block 
5076,  Lot  14),  Borough  of  Brooklyn. 

92-46-A — 103  Keap  street,  north  side,  100  ft.  west  of  Bed¬ 
ford  avenue  (Block  2192,  Lot  47),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  26,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

621-45-BZ — Application,  October  18,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Mary  Phillips,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  erection  of  a 
building  to  occupy  more  than  the  permitted  area;  prem¬ 
ises  1556-1570  (1556-1558  displayed)  63rd  street,  south 
side,  125  ft.  west  of  16th  avenue  (Block  5537  Lot  29), 
Borough  of  Brooklyn. 

688-45-BZ — Application,  November  9,  1945,  under  section 
21  of  the  zoning  resolution,  of  Edward  J.  Farrell,  appli¬ 
cant,  on  behalf  of  Emil  Kupprat,  owner,  to  permit  in  a 
business  use  district,  the  change  of  occupancy  from  office 
and  marble  storage  to  permit  cutting,  polishing  and  let¬ 
tering  of  stones  and  monuments  in  addition  to  office  and 
marble  storage;  premises  162-34  Pidgeon  Meadow  road, 
west  side,  289.54  ft.  south  of  46th  avenue  (Block  5461, 
Lot  40),  Flushing,  Borough  of  Queens. 

743-45-BZ — Application,  November  30,  1945,  under  sec¬ 
tions  7c,  7h  and  21  of  the  zoning  resolution,  of  Garvan 
Realties,  Inc.,  applicant  and  owner,  to  permit  in  a  res¬ 
idence  and  unrestricted  use,  D  and  E  area  districts,  the 
erection  of  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles,  exceeding  the  permitted  area  and  having 
an  entrance  located  within  a  residence  use  district, 
premises  134-12  94th  avenue  (now  Atlantic  avenue), 
south  side,  100  ft.  east  of  134th  street,  and  134-23  95th 
avenue,  north  side,  100  ft.  west  of  Van  Wyck  boulevard 
(Block  9450,  Lots  35  and  56),  Richmond  Hill,  Borough 
of  Queens. 

38-46-BZ — Application,  January  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Siegel  and  Green,  appli¬ 
cants,  on  behalf  of  Park  Center  Realty  Corporation, 
owner,  to  permit  in  a  retail  use,  D  area  district,  the  pro¬ 
posed  occupancy  of  more  area  of  lot  than  is  permitted; 
premises  1584-1594  White  Plains  road  and  1611-1621 
Union  Port  Road,  west  side,  82.75  ft.  south  of  Tremont 
avenue  (Block  3952,  Lots  1,  19,  5  and  part  of  Lot  16), 
Borough  of  The  Bronx. 

56-45-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary  Adelson,  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  public 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcy  avenue 
(Block  1779,  Lot  66),  Borough  of  Brooklyn. 

86-46-BZ — Application,  February  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Goldwater  and 
Flynn,  applicants,  on  behalf  of  East  Tremont  and  Mon¬ 
terey  Realty  Corp,,  owner,  to  permit  in  a  business  use 
district,  manufacturing  in  excess  of  25%  of  the  floor  area 
of  the  building;  premises  555  East  Tremont  avenue, 
northeast  corner  of  Monterey  avenue  (Block  3060,  Lot 
32),  Borough  of  The  Bronx. 


413-45-BZ — Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

777-45-BZ — Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution  of  Albert  Thompson, 
applicant,  on  behalf  of  Elsie  O’Connor,  owner,  (John 
Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8  horses 
for  hire);  premises  198-73  Foothill  terrace,  east  side,  98 
ft.  north  of  Hillside  avenue  (Block  10532,  Lots  128  and 
131),  Queens  Village,  Borough  of  Queens. 

114-46-BZ — Application,  February  19,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Sidney  D.  Robins,  owner,  to  permit  in  a 
residence  use  district,  the  change  of  occupancy  from 
theatre  to  a  wet  wash  laundry;  premises  112-114  Cannon 
street,  east  side,  75  ft.  north  of  Stanton  street  (Block 
330,  Lot  4),  Borough  of  Manhattan. 

Materials  for  Approval. 

118- 45-SM — Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows,  “Detention  Type.’’  Fenestra  Pro¬ 
tection  Type  A  &  B,  Fenestra  Sidewall  Protection,  Fe¬ 
nestra  Intermediate  Guard  &  Fenestra  Heavy  Guard 
Windows. 

119- 45-SM — Detroit  Steel  Products  Company’s  solid 

Section  Fire  Windows,  known  as  Fenestra  Fenmark 
Projected,  Fenestra  Fenmark,  and  Fenestra  Fencraft 

Windows. 

120- 45-SM — Detroit  Steel  Proudcts  Company’s  Solid 

Section  Fire  Windows,  Pivoted  and  Projected  Types, 
Fenestra  Sidewall,  Fenestra  Commercial  Projected  and 
Fenestra  Architectural  Projected. 

121- 45-SM — Detroit  Steel  Products  Company’s  Solid 

Section  Fire  Windows — Casement  Type  Known  as  Fe¬ 
nestra  Fenwrought  Casements. 

453-45-SM — Stran  Steel  Joists. 

749-45-SM — Apex  Ash  Receivers,  Type  Tipover. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions. 

421-45-A — 2956  Brighton  5th  street,  west  side,  120  ft. 
north  of  Ocean  View  avenue  (Block  7284,  Lot  472), 
Borough  of  Brooklyn  (reopened  and  restored  to  calendar 
February  5,  1946;  previously  withdrawn). 

746-44-A — 709-715  8th  avenue  and  300  West  45th  street, 
southwest  corner  (Block  1035,  Lot  36),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar  July  27,  1945: 
previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 
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APRIL  2,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  2,  1946,  at  10  o’clock  in  Room  1013, 
•  Municipal  Building,  Manhattan,  on  the  following  matters  : 

Zoning  Applications. 

44-46-BZ — Application,  January  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Daumar  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  D  area  district, 
the  extension  of  present  buildings  to  cover  more  area 
than  permitted  at  curb  level;  premises  1609-1611  Avenue 
U,  north  side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brooklyn. 

779-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 
for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf 
of  The  Macmillan  Company,  owner,  to  permit  in  a  res- 
I  idence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

555-45-BZ — Application  of  Joel  D.  Marder,  applicant,  on 
behalf  of  Newspaper  Realty  Corp.,  owner,  reopened  and 
restored  to  calendar  January  29,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
retail  use  district,  B  area,  the  erection  of  a  six  story  fire¬ 
proof  addition  to  existing  five  story  factory  building 
fronting  West  34th  street;  to  connect  the  two  buildings 
at  each  floor  with  fireproof  horizontal  exit;  to  replace 
present  wood  stairway  with  lawful  fireproof  enclosed 
stairway,  to  install  subdividing  partitions  and  an  elevator 
(previously  withdrawn);  premises  410-412  West  34th 
street,  south  side,  120  ft.  west  of  9th  avenue,  and  405-407 
West  33rd  street  (Block  731,  Lots  53,  36  and  37),  Bor¬ 
ough  of  Manhattan. 

640-45-BZ — Application,  October  23,  1945,  under  sections 

1*  7 a  and  21  of  the  zoning  resolution,  of  Jacob  Lubroth,  ap¬ 

plicant,  on  behalf  of  Jacob  S.  Kaminsky,  owner,  to  per¬ 
mit  in  an  unrestricted,  C  area  district,  the  extension  of 
an  existing  building  to  occupy  the  full  area  of  lot  on  the 
first  floor;  premises  60-77  Myrtle  avenue,  north  side,  208 
ft.  west  of  Fresh  Pond  road  (Block  3538,  Lot  55),  Ridge¬ 
wood,  Borough  of  Queens. 

676-42-BZ — Application  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Tillie  Cooperman  and  William  Broder,  owners, 
reopened  February  5,  1946,  under  section  7e  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  stable  (more  than  five  horses) 
to  manufacturing  and  storage;  premises  357  West  17th 
street,  north  side,  100  ft.  east  of  9th  avenue  (Block  741, 
i  Lot  5),  Borough  of  Manhattan. 


81 1-45-BZ— Application,  December  27,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner  (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077. 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 

802-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Church  of  The  Most  Precious 
Blood,  owner,  to  permit  in  a  residence  use  district,  an 
outdoor  theatre  to  seat  460  persons;  premises  90-110 
Bay  47th  street,  and  2737-2747  Harway  avenue,  north¬ 
east  corner  (Block  6901,  Lots  1,  3,  63,  64  and  66),  Bor¬ 
ough  of  Brooklyn. 

71-46-BZ — Application,  February  4,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Nicola  Mazzalonga,  owner,  to 
permit  in  a  business  use,  D  area  district,  the  extension 
of  existing  building  to  occupy  more  than  the  permitted 
area;  premises  105-28  to  105-32  101st  avenue,  and  101-02 
to  101-10  106th  street,  southwest  corner  (Block  9423. 
Lot  13),  Jamaica,  Borough  of  Queens. 

127-46-BZ — Application,  February  25,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  Court  Boulevard  Inc.,  owner,  to 
permit  in  a  business  use,  D  area  district,  the  erection  of 
a  motion  picture  theatre  (980  seats)  and  four  (4)  stores, 
occupying  more  area  of  lot  than  is  permitted;  premises 
46-13  to  46-21  Hollis  Court  boulevard,  46-02  to  46-14 
189th  street,  northwest  corner  and  188-12  to  188-20  46th 
avenue  (Block  5528,  Lot  1),  Flushing,  Borough  of 
Queens. 

Appliances  and  Materials  for  Approval. 

427-38-SA — Josam  Oil  Interceptor,  Models  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

704-44-SA — Rayfield  Oil  Burner,  Models  Jr.  and  D-4. 

252-45-SA — Metropolitan  Feeder,  (Water  Treatment  Ap¬ 
pliance). 

35-45-SM — Russwin  Panic  Bolts — Types  564,  564(4,  566, 
567,  567(4.  Types  80,  T80,  86,  T86,  86NT,  T86NT,  86(4, 
T86 (4.  86(4 NT,  87,  T87,  87(4,  88,  T88,  89,  T89,  89A, 
T89A,  280,  T280,  T7080,  T7086,  T70&6(4,  T7086NT, 
T70<86(4NT,  T7087,  T708 7(4,  T7088,  T7089,  T7089A. 
47280,  080,  T080,  T07080. 

263-45-SM — Lo-K  Flameproofed  Cotton  Insulation. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  March  5, 
|  1946.) 

164-40-BZ 

APPLICANT — Norman  Lederer,  for  449-451  West  35th 
Street  Corporation,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  super¬ 
intendent  of  buildings)  previously  denied  under  sec¬ 
tion  7h  of  the  zoning  resolution,  to  permit  in  a 
retail  use  district,  for  a  term  of  two  years,  the 


parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 449-451  West  35th  street,  north 
side,  194  ft.  east  of  Tenth  avenue  (Block  733,  Lots 
9  and  10),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant ;  Norman  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 
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THE  VOTE  TO  REOPEN— 

Affirmative  . 

Negative:  Chairman  Murdock  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. . 


178-40-BZ 

APPLICANT — Herman  Kron,  for  Trustees  of  Columbia 
University,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent),  under  section  7h  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use 
districts,  the  parking  of  more  than  five  motor 
vehicles  (previously  denied  under  sections  7h  and 
21). 

PREMISES  AFFECTED— 309  East  34th  street  and  302- 
304  East  35th  street  (Block  940,  Lots  8  and  58), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Park 
Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE- , 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


588-45-BZ 

APPLICANT— Norman  Lederer,  for  Far  Rockaway  Lum¬ 
ber  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (deci¬ 
sion  of  the  borough  superintendent)  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  of  a  shed  to 
store  lumber  (previously  denied). 

PREMISES  AFFECTED — 21-06  New  Haven  avenue, 
north  side,  250  ft.  west  of  Beach  20th  street  (Block 
215,  Lot  4),  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Norman  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  after 
discussion. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


Adjourned  :  4  :00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  12,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  19,  1946,  as  printed 
in  Bulletin  No.  9,  Volume  31,  and  Tuesday  morning  and 
afternoon,  February  26,  1946.  as  printed  in  Bulletin  No.  10, 
Volume  31,  were  approved. 


ZONING  APPLICATIONS 

U  556-45-BZ 

4  APPLICANT — Joel  D.  Marder,  for  Newspaper  Realty 

Corp.,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
January  29,  1946 — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  retail  use  district, 
B  area,  the  erection  of  a  six  story  fireproof  addi¬ 
tion  to  existing  five  story  factory  building  fronting 
West  34th  street;  to  connect  the  two  buildings  at 
each  floor  with  fireproof  horizontal  exit ;  to  replace 
present  wood  stairway  with  lawful  fireproof  en¬ 
closed  stairway,  to  install  subdividing  partitions  and 
an  elevator  (previously  withdrawn). 

PREMISES  AFFECTED— 410-412  West  34th  street,  south 
side,  120  ft.  west  of  9th  avenue,  and  405-407  West 
33rd  street  (Block  731,  Lots  53,  36  and  37), 
Borough  of  Manhattan. 

APPEAERANCES— 

For  Applicant:  Joel  D.  Marder  and  Jacob  Brenner. 
For  Opposition:  E.  Somindein,  Rev.  James  Kiernan, 
John  Tynan,  J.  Desbecker,  Chas.  Herzog,  and 
R.  Crockett. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  2,  1946,  at  10 
A.M.  for  decision  by  Board  without  further 
argument. 


640-45-BZ 

APPLICANT — Jacob  Lubroth,  for  Jacob  S.  Kaminsky, 
owner. 

SUBJECT — Application  (decision  of  the  borqugh  superin¬ 
tendent)  under  sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  an  unrestricted,  C  area  dis¬ 
trict,  the  extension  of  an  existing  building  to  oc¬ 
cupy  the  full  area  of  lot  on  the  first  floor. 
PREMISES  AFFECTED — 60-77  Myrtle  avenue,  north  side, 
208  ft.  west  of  Fresh  Pond  road  (Block  3538,  Lot 
55),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  Lubroth  and  Samuel  Mantel. 
For  Opposition:  Mrs.  K.  Wanmaun,  Mrs.  S. 

Fischer  and  Mrs.  H.  Suemman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD:  Laid  over  to  April  2,  1946,  at  10 
A.M.  for  decision  by  Board  without  further 
argument. 


778-45-BZ 

APPLICANT — Stuyvesant  Chambers,  Inc.,  owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  from  heretofore  con¬ 
verted  dwelling  (Class  A)  to  business  use  (portions 
of  2nd,  3rd,  4th  and  5th  floors  for  research  and  di¬ 
rection  in  connection  with  professional  activities). 

PREMISES  AFFECTED- — 19-20  Gramercy  Park  south  and 
86-88  Irving  place,  southeast  corner  (Block  875,  Lot 
61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Maurice  Iserman. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1946  at  10 
A.M.  at  request  of  applicant. 


779-45-BZ 

APPLICANT — W.  F.  Lamb  for  Shreve,  Lamb  and  Har¬ 
mon,  for  The  MacMillan  Company,  owner. 
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■*  SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  B  area  dis¬ 
trict,  the  proposed  addition  to  an  existing  building, 
and  without  providing  a  rear  yard. 

PREMISES  AFFECTED — 60-62  5th  avenue  and  9-11  West 
12th  street,  northwest  corner  (Block  576,  Lots  46 
and  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  G.  Brett,  W.  Lamb,  A.  Blouton  and 
J.  Williams. 

For  Opposition:  E.  Steinert,  Mrs.  G.  Clayton,  Mrs. 
F.  Field,  A.  Grossman,  K.  V.  Kaplon,  J. 
W  ittlesey,  N.  Ainsworth,  S.  Shausmut,  C. 
Abrams,  Mr.  Resow,  Albert  Stone  and  Lewis 
Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AL  J  ION  Oh  BOARD — Laid  over  to  April  2,  1946  at  10 
A.M.  for  inspection  by  Committee  and  decision 
by  Board. 

— 

44-46-BZ 

APPLICANT— Boris  W.  Dorfman,  for  Daurnar  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin- 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  D  area 
district,  the  extension  of  present  buildings  to  cover 
more  area  than  permitted  at  curb  level. 

PREMISES  AFFECTED — 1609-1611  Avenue  U,  north  side, 
96  ft.  and  112  ft.  west  of  East  17th  street  (Block- 
7321,  Lots  45  and  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Boris  Dorfman. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlmen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  2,  1946  at  10 
A.M.  for  inspection  by  Committee  and  decision 
by  Board. 

f 

- - 

618-45-BZ 

APPLICANT — Albert  J.  Appell,  for  Charlotte  H.  Appell, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7e  of  the  zoning 
resolution,  J:o  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  club,  bowling  alleys, 
banquet  hall  and  dwelling  to  retail  stores,  offices 
and  dwelling. 

PREMISES  AFFECTED — 448  West  51st  street,  south  side, 
243  ft.  9  in.  east  of  10th  avenue  (Block  1060,  Lot 
154),  Rorough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  J.  Appell  and  H.  Goebel. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (618-45-BZ) - 

V  hkrkas,  Albert  J.  Appell  for  Charlotte  H.  Appell, 
owner,  filed  October  18,  1945,  an  application  under  sections 
7c  and  7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district  the  change  of  occupancy  from  club,  bowling  al- 
!  leys,  banquet  hall,  dwelling,  etc.,  to  retail  stores,  offices  and 
dwelling  affecting  premises:  448  W.  5 1  st  street,  southside. 
’43  ft.  9  in.  east  of  10th  avenue  (Block  1060,  lot  154). 
Borough  of  Manhattan ;  and 

\\  hf.rkas,  a  public  hearing  was  held  on  this  application 


by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  12,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  51st  street  is  in  residence  and 
business  use  B  area  and  class  \]/2  height  districts;  10th 
avenue  is  in  business  and  unrestricted  use  B  area  and  class 
1  lA  height  ditricts ;  and 

\Y  hereas,  the  decision  of  the  borough  superintendent,  on 
amendment  to  Alt.  Applic.  979-45,  dated  12/7/45,  reads: 

“L  Repeat.  Proposed  change  in  use  from  club  to  stores 
and  offices  in  a  residence  use  district  is  contrary  to 
sec.  3  and  sec.  6  of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  18  ft.  9  in.  frontage  by  100  ft.  5  in.  in  depth,  on  which 
is  located  a  building  18  ft.  9  in.  front  by  50  ft.  in  depth, 
basement  and  3  stories,  43  ft.  in  height,  of  class  3  construc¬ 
tion  ;  that  it  is  proposed  to  alter  the  premises  to  storage  of 
theatrical  properties,  offices  and  dwelling ;  and 
Whereas,  the  applicant  contends  that  the  basement  floor 
was  used  for  bowling  purposes,  the  first  or  parlor  floor  as 
meeting  or  banquet  hall,  the  second  floor  for  meeting  room 
of  the  officers  of  the  club,  and  the  top  floor  for  living  pur¬ 
poses  of  the  manager  of  the  club ;  that  for  many  years  ‘‘The 
Owl  Club”  occupied  the  premises  but  in  the  last  years  of  its 
existence,  it  let  a  good  portion  of  the  premises  to  other  par¬ 
ties,  not  members  of  the  club  for  bowling,  parties,  etc.,  and 
two  affidavits  are  filed  with  this  application  to  show  that  the 
dub  made  it  a  business  of  letting  out  the  premises  to  other 
persons  and  parties ;  that  the  club  went  out  of  existence  in 
1943  and  thereafter  the  premises  were  vacant  and  the  owner 
has  been  unsuccessful  in  letting  the  premises  for  similar  pur¬ 
poses  and  the  only  purposes  the  property  can  now  be  used 
for  would  be  for  storage  of  theatrical  properties  on  the  base¬ 
ment  and  first  floors,  offices  on  the  second  floor  and  dwelling 
on  the  top  floor;  that  the  proposed  change  will  bring  less 
traffic  into  the  neighborhood  and  will  be  in  more  harmonv 
with  the  residential  character  of  the  neighborhood  ;  and 
Whereas,  the  records  indicate  that  on  May  2,  1889,  Alt. 
Applic.  858-1889  was  approved  for  alteration  from  private 
dwelling  to  club  house  for  the  Owls  Club  and  extended  the 
rear  for  one  story,  under  Alt.  Applic.  1866  of  1889;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  oc¬ 
cupied  substantially  as  proposed,  except  that  there  shall  be 
no  retail  sales  on  the  premises  and  the  premises  shall  be 
used  where  indicated  as  an  office  and  for  storage  of  thea¬ 
trical  equipment ;  that  the  building  shall  not  be  increased  in 
height  or  area;  that  such  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  no 
signs  except  a  small  sign  at  the  entrance  shall  be  displayed 
on  any  part  of  the  exterior  of  the  premises ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  and  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


748-45-BZ 

APPLICANT— William  J.  Minogue,  for  Julius  L.  Golden- 
burg,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  restricted  retail  and  unrestricted  use! 
P»  area,  Class  2  height  district,  the  erection  of  a 
building  exceeding  the  area  and  height  requirement  , 
of  the  zoning  resolution. 


a 
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PREMISES  AFFECTED— 101-113  West  30th  street,  855- 
857  Avenue  of  The  Americas  (6th  avenue),  north¬ 
west  corner,  and  106-108  West  31st  street  (Block 
806,  Lots  34,  35,  47  and  48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (748-45-BZ) 

Whereas,  William  J.  Minogue,  for  Julius  L.  Goldberg, 
owner,  filed  November  29,  1945,  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  restricted  re¬ 
tail  and  unrestricted  use,  B  area,  Class  2  height  district,  the 
erection  of  a  building  exceeding  the  area  and  height  require¬ 
ments  of  the  zoning  resolution,  affecting  premises  101-113 
West  30th  street,  855-857  Avenue  of  The  Americas  (6th 
avenue),  northwest  corner  and  106-108  West  31st  street 
(Block  806,  Lots  34,  35,  47  and  48),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  12,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  30th  street  is  in  an  unrestricted  use, 
B  area  and  Class  2  height  district ;  Avenue  of  The  Americas 
is  in  a  restricted  use,  B  area  and  Class  2  height  district,  and 
West  31st  street  is  in  a  restricted  retail  use,  B  area  and 
Class  2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  26,  1945,  re  N.B.  Applic.  186-45,  reads: 

“10.  Offsets  shown  are  contrary  to  Section  8g  Z.R. 
Reconsideration  denied. 

“11.  Proposed  court  for  light  and  ventilation  is  con¬ 
trary  to  Section  18a  Z.R.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  188  ft.  7  in.  frontage  by  197  ft.  6  in.  in  depth,  irregu¬ 
lar,  on  which  it  is  proposed  to  erect  a  building,  188  ft.  7  in. 

front  by  197  ft.  6  in.,  maximum;  typical  floor  178  ft.  6  in. 

front  by  153  ft.,  maximum;  20  stories  (234  ft.  6  in.)  in 
height,  of  Class  1  construction ;  that  it  is  proposed  to  erect 
this  building  for  stores,  offices,  showroom  and  factory;  and 

W  here  as,  the  applicant  contends  that  it  is  proposed  to 
erect  a  building  20  stories  (234  ft.  6  in.)  in  height  fronting 
188  ft.  7  in.  on  West  30th  street  and  47  ft.  on  the  Avenue  of 
The  Americas  and  41  ft.  8  in.  on  West  31st  street,  with  a 
setback  at  the  155  ft.  or  14th  floor  level,  continuing  around 
the  Avenue  of  The  Americas  and  30th  street  frontages,  with¬ 
out  dormers  and  with  similar  setbacks  on  these  frontages  on 

the  188  ft.  9  in.  or  17th  floor  level  and  222  ft.  6  in.  or  20th 

floor  level,  and  with  a  30  ft.  high  elevator  and  tank  bulkhead 
find  with  a  setback  of  44  ft.  2  in.  at  the  2nd  story  level  on 
West  31st  street,  with  the  building  continuing  straight  ver¬ 
tically  to  the  20th  floor  level  or  222  ft.  6  in. ;  that  in  addi¬ 
tion.  on  the  westerly  lot  line  above  the  2nd  floor  level,  a  10 
ft.  wide  court  is  provided  from  the  front  to  the  rear  of  the 
lot  at  that  lot  line;  that  the  conditions  on  this  block  are 
such  that  block  ventilation  is  destroyed  by  the  17  story 
building  at  127-133  West  30th  street  through  to  128-36  West 
31st  street:  that  because  this  building  runs  through  from 
street  to  street  the  buildings  east  of  said  building  will  have 
no  air  inlet  to  the  yards  if  this  new  building  were  to  be 
erected  as  legally  permitted ;  that  it  is  therefore  nroposed 
that  a  10  ft.  wide  court  be  provided  at  the  west,  above  tin 
second  ‘floor  level,  which  will  provide  an  air  passage  to  the 
rear  yards,  thereby  providing  for  ventilation  in  these  ad¬ 
joining  yards;  that  this  court  will  decrease  the  cubage  of  the 


building  by  over  200,000  cu.  ft. ;  that  it  is  therefore  proposed 
to  carry  the  building  up  to  the  155  ft.  level  which  is  below 
the  allowable  height  limit  for  the  Avenue  of  The  Americas, 
and  increased  height  because  of  adjacent  buildings,  and  con¬ 
tinue  this  setback  down  30th  street  in  lieu  of  the  setbacks 
called  for  in  the  zoning  law ;  that  this  change  in  the  setbacks 
will  in  turn  add  a  cubage  of  about  20,000  cu.  ft.  and  decrease 
the  cubage  lost  by  the  proposed  court  to  about  180,000  cu.  ft. ; 
that,  as  this  building  is  on  the  north  side  of  West  30th 
street,  the  light  of  the  surrounding  buildings  will  not  be 
affected  by  this  change  in  setback  with  the  possible  excep¬ 
tion  of  the  building  directly  west  which  is  150  ft.  high 
without  setback,  and  which  is  gaining  mostly  by  the  intro¬ 
duction  of  the  proposed  10  ft.  wide  court;  that  on  the  West 
31st  street  front  where  the  building  is  on  the  south  side  of 
the  street  and  therefore  casts  a  greater  shadow  the  building 
is  set  back  44  ft.  2  in.  above  the  2nd  floor  level,  this  being 
the  required  setback  from  this  portion  of  the  building  at  the 
top,  but  by  setting  back  the  building  at  the  2nd  floor  level, 
the  bulk  and  consequently  the  shadow  will  be  reduced ;  that 
the  1st  floor  is  built  100%  because  trucking  space  is  provided 
in  building;  that  the  use  district  designation  on  West  31st 
street  was  changed  to  restricted  retail  on  June  25,  1937  ;  that 
all  existing  buildings  on  the  plot  will  be  demolished ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  extension  of  height  and  area  and  was,  there¬ 
fore,  not  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  16-45,  objections  10  and  11,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


783-45-BZ 

APPLICANT — Emil  Koeppel,  for  Masonic  Club  of  Bay 
Ridge,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residenc  use  district,  the  use  of  the 
first  floor  for  business  purposes  (restaurant). 
PREMISES  AFFECTED — 7602-7608  4th  avenue,  southwest 
corner  of  76th  street  (Block  5950,  Lot  44),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Opposition:  Francis  J.  Reid. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (783-45-BZ) 

Whereas,  Emil  Koeppel,  for  Masonic  Club  of  Bay  Ridge, 
Edward  H.  Freiberger,  president;  David  Dolgish,  secretary, 
owner,  filed  December  14,  1945,  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district  the  use  of  the  first  floor  for  business  purposes  (res¬ 
taurant)  ;  premises:  7602-08  4th  avenue,  southwest  corner 
of  76th  street  (Block  5950,  Lot  44),  Borough  of  Brooklyn; 
and 

\\  hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting. 
March  12,  1946,  after  due  notice  by  publication  in  the  Bui 
letin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  4th  avenue  is  in  business  use,  C  area 
and  Class  1 YA  height  districts;  76th  street  is  partly  in  resi¬ 
dence  and  partly  in  business  use,  C  area  and  Class  1)4  height 
districts;  and 

V  hereas,  the  decision  of  the  borough  superintendent, 
dated  February  14,  1946,  re  Alt.  App.  3639-45,  reads : 
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“The  proposed  use  of  the  first  floor  of  this  building 
located  in  a  residence  use  district  for  business  purposes, 
restaurant,  is  contrary  to  the  Zoning  Resolution,  Art. 
II,  Sec.  3.’’ 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  59  ft.  frontage  by  110  ft.  in  depth,  on  which  is  located 
a  building  45  ft.  front  by  72  ft.  in  depth  ;  typical  floor  36  ft. 
front  by  39  ft.  in  depth ;  2  stories  and  attic,  34  feet,  in  height, 
of  Class  3  construction ;  that  it  is  proposed  to  use  the  club 
dining  room  as  a  public  dining  room;  and 

Whereas,  the  applicant  contends  that  the  premises,  owned 
by  the  Masonic  Club  of  Bay  Ridge,  Inc.,  for  a  period  over 
twenty  years  were  originally  purchased  for  the  promotion 
of  good  will,  charity  and  fellowship  among  Master  Masons 
in  the  community ;  that  with  passing  years  the  maintenance 
and  operation  costs  have  increased  to  such  an  extent  that 
the  Club  has  found  it  difficult  to  keep  pace  with  the  rising 
expenditures ;  that  the  clubhouse  has  always  had  full  kitchen 
and  dining  facilities  in  addition  to  its  clubrooms,  which  have 
been  used  during  these  past  twenty  years  to  accommodate 
its  members  and  their  guests ;  that  the  Masonic  Club  there¬ 
fore  feels  it  would  like  to  establish  a  restaurant  for  public 
use  in  its  building  to  defray  the  costs  of  the  upkeep  of  the 
property  and  permit  the  continuation  of  the  Club’s  func¬ 
tions  ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  App.  3639-45,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


786-45-BZ 

APPLICANT— James  Allen  Tuck,  for  William  Jobenning, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  G  area  district,  the 
erection  of  a  garage  (one  car)  nearer  than  the  per¬ 
mitted  distance  to  lot  lines. 

PREMISES  AFFECTED— 311  Beach  149th  street,  wesl 
side,  90  ft.  north  of  Neponsit  avenue  (Block  751, 
Lot  30),  Neponsit,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  H.  F.  Kuzel  and  W.  Johenning. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (786-45-BZ) 

Whereas,  James  Allen  Tuck,  for  William  Johenning, 
owner,  filed  December  17,  1945,  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  residence  use,  G 
area  district,  the  erection  of  a  garage  for  one  car,  nearer  than 
the  permitted  distance  to  lot  lines:  premises  311  Beach  149th 
street,  west  side,  90  ft.  north  of  Neponsit  avenue  (Block  751, 
Lot  30)  Neponsit,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
March  12,  1946,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Beach  149th  street  is  in  a  residence  use,  G 
area  and  Class  1  height  district;  Neponsit  avenue  is  in  a 
residence  use,  G  area  and  Class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  14,  1945,  re  N.B.  Applic.  1757-45,  reads: 

“1.  Garage  location  with  reference  to  rear  and  side  lot 


line  require  5  ft.  minimum  clearance  per  Article  IV,  Sec. 

16B  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  45  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  frame  dwelling  20  ft.  7  in.  front  by  50  ft.  11  in.  in  depth; 
that  it  is  proposed  to  erect  a  one  car  garage  11  ft.  front  by 
20  ft.  in  depth,  one  story  11  ft.  in  height,  of  Class  3  construc¬ 
tion  ;  that  the  garage  will  be  located  6  in.  from  rear  lot  line 
and  on  the  north  lot  line ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  one-story,  one-car  garage  for  the  exclusive  use  of 
the  owner  who  resides  on  the  premises ;  that  the  construc¬ 
tion,  size  and  proximity  of  this  structure  to  lot  lines  and  ex¬ 
isting  frame  dwelling  are  indicated  on  the  several  drawings, 
prepared  to  exact  scale  and  submitted  with  this  application ; 
that  in  certain  restrictions  in  original  deed  as  to  location  of 
the  dwelling  erected  in  1917,  a  space  of  14  feet  5  inches  was 
left  on  the  north  side  of  plot  for  use  as  a  driveway  for 
garage  to  be  erected  at  a  future  date ;  that  the  proposed 
garage  is  indicated  on  plans  as  located  against  the  side  and 
rear  lot  lines  ;  that  this  is  necessary  to  provide  suitable  access 
to  the  garage  from  the  driveway  and  also  to  keep  garage  en¬ 
tirely  clear  of  the  frame  house,  thus  reducing  the  fire  hazard  ; 
that  the  clear  space  between  the  two  structures  is  only  3  feet 
at  the  porch  ;  that  the  location  as  required,  viz.  5  feet  dis¬ 
tant  from  both  side  and  rear  lot  lines  is  indicated  in  broken 
lines  on  plans ;  that  this  shows  the  garage  would  be  in  direct 
contact  with  the  northwest  corner  of  the  house  and  part  of 
garage  wall  would  encroach  on  the  rear  porch ;  that  under 
the  building  code  it  is  permissible  to  build  a  frame  garage  if 
location  conforms  with  zoning  law  regulations  ;  that  the  ex¬ 
isting  two-car  frame  garage  is  at  extreme  southwest  corner 
of  adjoining  lot  27,  on  the  side  lot  line;  that  it  will  cause 
unnecessary  hardship  on  the  owner  and  create  a  dangerous 
fire  hazard  to  attach  the  proposed  garage  to  the  dwelling; 
that  it  is  respectfully  requested  that  the  Board  grant  a  varia¬ 
tion  of  the  area  regulations ;  that  the  area  in  which  premises 
are  located  was  changed  from  E  to  G  on  July  24,  1939;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

V  hereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  area  and  was,  therefore,  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  viake  a  variation  in  the  application  of  the  area  districl 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  location  of  the  one- 
car  garage  substantially  as  proposed,  on  condition  that  the 
roof  shall  be  constructed  so  that  the  drip  shall  be  on  the  lot 
and  not  on  the  adjoining  premises;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  and  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

737-45-A 

APPLICANT — Dahlia,  Agnes  and  Victor  Scognamiglio, 
for  Boone  Avenue  Realty,  Inc.,  owner  Dahlia  and 
Agnes  Scognamiglio,  lessees). 

SLTBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFECTED— 1835  West  Farms  road,  west 
side,  145.78  ft.  south  of  East  176th  street  and  1830 
Boone  avenue  (basement)  ;  (Block  3015,  Lots  76, 
78  and  80),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 

ACT  TON  OF  BOARD — Laid  over  to  March  19,  1946  at 
10  A.M.  No  appearance  for  applicant. 
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120-46-A 

APPLICANT — Certified  Drug  Products,  Inc.,  lessee,  for 
Fred  M.  Citron,  Irving  Kagan  and  Jacob  Karmin, 
owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 2417  Webster  avenue,  west 
side,  65.08  ft.  north  of  East  187th  street  (1st  floor 
and  basement)  ;  (Block  3025,  Lot  25),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  J.  Karmin. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1946  at  10 
A.M.  for  further  consideration. 


78-46-A 

APPLICANT — Ellis  L.  Lavine,  for  Tri  Holding  Corp., 
owner  (A.  Kolber,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 16-18  West  22nd  street,  south 
side,  283.3  ft.  west  of  5th  avenue  and  15-17  West 
21st  street  (12th  floor)  ;  (Block  823,  Lot  29),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  L.  Lavine. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (78-46-A) 

Whereas,  Ellis  L.  Lavine,  for  Tri  Holding  Corporation, 
owner,  A.  Kolber,  Incorporated,  lessee,  filed  February  4, 
1946,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  16  to  18  West  22nd  street,  south  side,  283.3  ft. 
west  of  5th  avenue,  running  through  to  15-17  West  21st 
street  (12th  story)  (Block  823,  Lot  29)  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  Order  43526-LC,  issued  by  the  fire  commis¬ 
sioner  November  29,  1945,  and  repeated  in  a  decision  of 
the  fire  commissioner  dated  January  17,  1946,  reads: 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done  otherwise  Permit  $259556, 
which  is  dated  to  expire  July  12th,  1946,  will  be  re¬ 
voked  : 

1.  Replace  fluorescent  light  fixtures  having  rigid 
stems,  keyless  sockets  and  vaporproof  globes  properly 
guarded  where  necessary.  Cl 9-1 12.0-a.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories,  148  ft.  in  height ;  54.8  by  197.8  ft.  in  area,  of  Class 
1  construction;  erected  1910;  located  in  an  unrestricted  use 
B  area,  Class  2  height  district,  and  used  and  occupied  since 
1910:  cellar,  storage  and  boiler  room,  3  persons;  1st  floor, 
store;  wholesale  liquors,  12  persons ;  2nd  floor,  machine  shop, 
manufacturing  dresses  and  textiles,  40  persons;  3rd  floor, 
manufacturing  textiles,  rubber  stamps  and  linotyping,  30 
persons  ;  4th  floor,  manufacturing  textiles,  caps,  lamp  shades, 
40  persons ;  5th  floor,  manufacturing  shirts,  dresses,  coats 
and  raincoats,  45  persons ;  6th  floor,  knitting,  printing  and 
storage,  20  persons ;  7th  floor,  manufacturing  dresses  and 
underwear,  45  persons ;  8th  floor,  manufacturing  belts  and 
machine  shop,  35  persons ;  9th  floor,  manufacturing  men’s 
clothing,  50  persons;  10th  floor,  manufacturing  hair  nets. 
75  persons;  11th  floor,  manufacturing  textiles  and  drug  sun¬ 
dries,  50  persons ;  12th  floor,  manufacturing  fountain  pens 
and  novelties,  50  persons ;  that  no  change  in  use  or  occupancy 
is  proposed ;  that  the  building  is  equipped  with  a  two  source 
sprinkler  system  throughout,  a  standpipe  system,  and  an 
approved  interior  fire  alarm  system  and  regular  monthly 


fire  drills  are  maintained ;  that  there  are  two  3  ft.  8  in. 
wide  iron  and  slate  stairs,  enclosed  in  t.c.  partitions,  equip¬ 
ped  with  kalamein  self-closing  doors  and  leading  from  roof 
bulkhead  direct  to  street,  and  one  fire  escape  in  center  court 
leading  to  roof  by  stair  and  to  court  by  stair  with  egress 
from  court  to  street  through  fireproof  hall ;  that  windows 
and  doors  on  the  course  of  the  fire  escape  are  fireproof  self¬ 
closing  ;  and 

Whereas,  the  applicant  contends  that  the  space  in  ques¬ 
tion  on  the  12th  floor  now  used  for  the  manufacture  of 
fountain  pens  and  formerly  used  by  a  celluloid  manufactur¬ 
ing  business  is  equipped  with  a  storage  vault  approved  by 
the  Department  of  Housing  and  Buildings  under  B.  N. 
1437-44;  that  in  order  to  improve  working  conditions  fluor¬ 
escent  lights  were  installed  ;  that  these  lights  are  necessary 
due  to  the  close  tolerances  used  in  the  manufacture  of  foun¬ 
tain  pens ;  that  the  fluorescent  fixtures  in  the  factory,  as¬ 
sembly  and  inspection  space  are  all  equipped  with  fibre  disc 
and  lock,  in  order  to  prevent  damage  from  vibration ;  that 
all  lighting  fixtures  are  4  ft.  8  in.  above  the  working  space 
so  as  to  preclude  the  possibility  of  any  celluloid  coming  in 
contact  with  the  bulbs  or  fixtures,  that  no  lights  on  portable 
cords  are  used ;  that  all  raw  stock  of  nitro-cellulose  in  stor¬ 
age  is  kept  in  a  fireproof  vault,  complying  with  the  Admin¬ 
istrative  Code ;  that  all  waste  celluloid  is  kept  in  metal 
receptacles  with  self-closing  covers  which  receptacles  con¬ 
tain  water  at  all  times  ;  that  the  waste  material  is  removed 
from  the  premises  at  least  every  other  day ;  that  ample 
ventilation  is  provided  by  windows;  that  electric  wiring  and 
fixture  installation  was  inspected  by  the  Department  of 
Water  Supply,  Gas  and  Electricity  and  certificate  issued ; 
that  it  is  requested  that  the  Board  modify  the  provisions 
of  the  fire  commissioner’s  order  to  permit  the  existing 
fluorescent  lighting  fixtures  to  remain. 

Resoh’cd,  that  Order  43526-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  area  involved 
on  the  12th  floor  shall  be  maintained  substantially  as  pro¬ 
posed  and  to  the  satisfaction  of  the  fire  commissioner  ;  that 
the  sprinkler  system,  standpipe  system,  fire  alarm  system 
and  fire  drills  shall  be  maintained  throughout  in  accordance 
with  the  requirements  therefor ;  that  the  amount  of  nitro¬ 
cellulose  material  shall  be  in  accordance  with  the  permits 
issued  therefor  and  maintained  in  accordance  with  the  re¬ 
quirements  ;  that  in  all  other  respects,  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


MATERIAL  SUBMITTED  FOR  APPROVAL 

12-39-SM 

APPLICANT — Owens-Corning  Fiberglas  Corp.,  owner. 
SUBJECT — Red  Top  Insulating  Wool  (reopened  January 
22,  1946  re  amendment  of  resolution). 
APPEARANCES— 

For  Applicant:  James  S.  Irvine  and  H.  Perrine. 
ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman,  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (12-39-SM) 

Whereas,  Owens-Corning  Fiberglas  Corp.,  owner,  filed 
on  January  6,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Red  Top  Insulating  Wool ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
January  17,  1939,  on  certain  conditions,  and  resolution 
amended  March  21,  1939;  and 
Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  22,  1946  and  restored  to  the  calendar:  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 

February  26,  1946 

Re:  Cal.  12-39-SM 

Subject:  Red  Top  Insulating  Wool  (Amendment) 

The  Owens-Corning  Fiberglas  Corporation  filed  a 
request  on  January  10,  1946,  for  amendment  of  the  reso¬ 
lution  adopted  by  the  Board  on  January  17,  1939,  as 
amended  March  21,  1939,  to  include  two  additional 
names  under  which  the  product  is  to  be  marketed ; 
namely,  Armstrong  Cork  Company,  Lancaster,  Pennsyl¬ 
vania,  to  market  the  material  under  the  name  “Arm¬ 
strong’s  Insulating  Wool”,  and  the  Flintkote  Company 
of  New  York  City,  who  will  market  the  material  under 
the  name  of  “Flintkote  Insulating  Wool.”  This  is  in 
addition  to  the  present  market,  which  is  the  U.  S.  Gyp¬ 
sum  Company,  Chicago,  Illinois,  “Red  Top  Insulating 
Wool.” 

The  Board  reopened  the  application  on  January  22, 
1946  and  referred  the  matter  to  the  Committee  on  Tests. 
The  committee  after  evaluating  the  request  recommends 
that  the  resolution  be  amended  to  include  the  names  as 
listed  herein  and  that  these  new  distributors  comply 
with  the  resolutions  hereinbefore  mentioned,  except  that 
their  own  names  are  to  be  marked  on  each  package 
along  with  the  Board’s  requirements  for  identification 
for  use  in  New  York  City. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  the  Board  adopted  January 
17,  1939  as  amended  March  21,  1939  as  to  additional  names 
under  which  the  product  may  be  marketed  in  accordance 
with  the  report  of  the  Committee  on  Tests  dated  February 
26,  1946. 


Adjourned:  12:45  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  12,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

605-45-A 

APPLICANT — Henry  Nordheim,  for  Rosina  Pizzimento, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent — previously  'with¬ 
drawn. 

PREMISES  AFFECTED — 2418  Belmont  avenue,  east  side. 
95  ft.  south  of  East  188th  street  (2nd  floor)  ;  (Block 
3075.  Lot  8),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hons 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  granted  on  condition. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (605-45-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2418  Belmont  avenue, 
east  side,  95  ft.  south  of  East  188th  street  (2nd  floor)  ; 
(Block  3075,  Lot  8),  Borough  of  The  Bronx,  was  with¬ 
drawn  on  October  30,  1945 ;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
peal  and  restoration  to  the  calendar ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
amendment  to  Alt.  App.  531-45,  dated  September  26,  1945. 
reads  : 

“4.  Exits  must  comply  with  Section  270  Labor  Law 
and  must  be  so  indicated  on  plan.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(25  ft.)  in  height,  50  ft.  by  96  ft.  in  area  at  street  floor: 
50  ft.  by  90  ft.  in  area  at  the  2nd  floor ;  Class  3  construction  ; 
located  in  a  business  use,  B  area  and  Class  \%  height  dis¬ 
trict;  erected  in  1906;  used  and  occupied  as  follows:  Cellar, 
storage;  1st  floor,  store  and  bakery,  3  persons;  2nd  floor, 
office,  3  persons ;  proposed  to  change  occupancy  of  2nd  floor 
only  to  office  and  dress  factory,  30  persons  ;  that  Certificate 
of  Occupancy  1158  was  issued  June  2,  1921  for  use  of  build¬ 
ing  for  factory  on  the  1st  floor;  dwelling  on  2nd  floor; 
liveloads,  as  follows:  1st  floor,  120  lbs.,  75  persons;  2nd 
floor,  40  lbs;  that  the  building  is  equipped  with  one  3  ft. 
6  in.  stairs,  proposed  to  be  constructed  of  iron  and  cement 
treads,  enclosed  with  studs,  metal  lath  and  cement  plaster, 
equipped  with  fireproof,  self-closing  doors  and  with  a  scuttle 
to  the  roof  and  leading  directly  to  the  street ;  that  a  fire 
escape  is  proposed  to  be  installed  at  the  front  of  the  build¬ 
ing;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
construct  an  extension  on  the  rear  portion  of  the  2nd  floor 
for  occupancy  as  a  dressmaking  shop,  the  room  on  front 
to  be  used  as  an  office ;  that  a  stairway  of  iron  and  cement 
treads,  enclosed  with  studs,  metal  and  in.  cement  nlastered 
on  both  sides,  will  be  installed;  that  this  building  was 
erected  long  prior  to  1913  as  a  stable  and  is  a  factory  at 
the  present  time,  as  shown  by  the  certificate  of  occupancy 
filed  with  this  appeal;  that  it  is  proposed  to  provide  a 
second  means  of  exit,  by  a  fire  escape  placed  on  the  front 
of  the  building,  with  counterbalanced  stairway  to  the  street 
grade;  that  it  is  proposed  to  omit  the  stairway  to  the  roof 
as  same  would  not  afford  any  escape  by  means  of  adjoining 
roof,  as  building  on  south  side  is  a  5-story  apartment  house 
and  on  the  north  there  is  no  building;  that  the  entry  to 
the  roof  will  be  provided  by  means  of  a  scuttle  and  an  iron 
ladder ;  and 

Whereas,  under  Calendar  818-19-BZ,  conversion  from  an 
existing  stable  to  a  garage  for  more  than  five  motor  vehicles 
was  denied. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  531-45  and  that  the  appeal  be  and  it  hereby 
is  granted  as  to  Objection  4,  on  condition  that  the  exits 
from  the  second  floor  shall  be  constructed  and  maintained 
as  indicated  on  plans  filed  with  this  appeal,  marked  “Re¬ 
ceived  October  5,  1945,”  consisting  of  a  primary  means  of 
exit  leading  directly  to  the  street  with  enclosing  fire-re¬ 
tarded  partitions  and  an  exterior  conterbalanced  ladder  from 
the  balcony  at  the  second  story  level  leading  to  Belmont 
avenue;  that  there  shall  also  be  a  door,  constructed  from 
the  rear  portion  to  be  occupied  as  a  factory,  to  the  stair 
vestibule  and  the  door  shown  toward  the  center  of  the  par¬ 
tition  separating  the  office  from  the  dress  factory  shall  be 
moved  nearer  to  the  toilet  room  partition,  so  as  to  make 
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the  two  exit  doors  from  the  proposed  rear  dress  factory  as 
remote  as  possible ;  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  and  that  a  new  certificate  of  occu¬ 
pancy  shall  be  obtained. 


75-46-A 

APPLICANT — William  Sambur  and  Charles  Leonardi,  for 
Golden  Crest  Homes,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 57-11  to  57-53  Parsons  boule¬ 
vard,  east  side,  and  57-12  to  57-56  Parsons  Boule¬ 
vard,  west  side,  91.53  ft.  and  77.61  ft.  south  of 
North  Hempstead  turnpike  (Block  6725,  part  of 
Lot  1  and  Block  6724,  part  of  Lot  6),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Sambur. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (75-46-A) 

Whereas,  William  Sambur  and  Charles  Leonardi,  for 
Golden  Crest  Homes,  Inc.,  owner,  filed  February  5,  1946, 
an  appeal  from  decisions  of  the  borough  superintendent,  af¬ 
fecting  premises  57-11  to  57-53  Parsons  boulevard,  east  side, 
from  59th  avenue  to  a  point  91.53  ft.  south  of  North  Hemp¬ 
stead  turnpike  and  57-12  to  57-56  Parsons  Boulevard,  west 
side,  from  59th  avenue  to  a  point  77.61  ft.  south  of  North 
Hempstead  turnpike  (Block  6725,  part  of  Lot  1  and  Block 
6724,  part  of  Lot  6),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  January  18,  1946,  on  N.B.  Applies.  3  to  13-46,  inc. 
and  306  to  317-46,  read: 

“1.  The  erection  of  a  wood  frame  building  in  the  fire 
limits  is  contrary  to  Sec.  4.1.2,  B.C.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  two  block  fronts,  one  on  the  east  side  of  Parsons  boule¬ 
vard  and  the  other  the  west  side  of  Parsons  boulevard  be¬ 
tween  North  Hempstead  Turnpike  and  59th  avenue,  located 
in  a  business  and  residence  use,  D  area  and  Class  1  height 
district,  which  it  is  proposed  to  subdivide  into  separate  lots, 
each  approximately  40  ft.  in  width  and  to  erect  on  each 
lot,  a  1 story  frame  one-family  dwelling,  of  Class  4  con¬ 
struction  ;  and 

Whereas,  the  proposed  dwellings  will  be  set  back  not 
less  than  16  ft.  from  Parsons  boulevard  building  line  and 
will  be  provided  with  side  yards  so  that  the  dwellings  in 
question  in  this  appeal  will  be  not  nearer  than  15  ft.  to  the 
next  adjoining  dwelling;  that  the  dwellings  to  be  located 
on  the  northeast  and  northwest  corners  of  59th  avenue  and 
Parsons  boulevard  will  be  set  back  from  the  59th  avenue 
building,  line  a  distance  of  10  ft.;  that  front  entrances  will 
project  into  front  setbacks  approximately  4  ft.  and  chimney 
breasts  will  project  into  rear  yards  approximately  2  ft.:  that 
the  dwellings  will  be  surfaced  on  the  exterior  with  masonry 
veneer  to  the  plate  line  and  with  wood  siding  above  and 
roof  surfaced  with  asphalt  shingles  and  front  extension  roof 
surfaced  with  asphalt  felt  built-up  roofing;  and 

Whereas,  the  applicant  contends  that  the  proposed  dwell¬ 
ings  will  be  part  of  a  group  development  all  erected  by  the 
same  owner  ;  that  the  entire  surrounding  area  is  comnosed 
of  frame  dwellings ;  that  the  requirements  of  the  Zoning 
Resolution  will  be  complied  with  in  all  respects,  as  it  per¬ 
tains  to  a  residential  use  district :  that  it  is  therefore  re¬ 
quested  the  Board  modify  the  decision  of  the  borough  suoer- 
intendent  and  permit  the  construction  as  herein  pronosed. 

Resolved,  that  the  decisions  of  the  borough  superintendent 


on  N.B.  Applications  3  to  13-46  inclusive  Objection  1  and 
306  to  317-46  inclusive,  Objection  1,  be  and  they  hereby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  buildings  within  the  present  business  use 
district  shall  be  constructed  substantially  as  proposed  and 
with  the  yard  spaces  proposed  and  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  February  5,  1946,” 
three  sheets,  and  “March  5,  1946,”  1  sheet;  that  any  garages 
erected  as  accessory  use  to  the  dewllings  shall  be  substan¬ 
tially  of  the  same  type  of  construction  as  proposed  for  the 
residences  and  shall  comply  with  the  requirements  of  a  G 
area  zone  as  far  as  distance  from  the  rear  yard  is  concerned ; 
that  each  residence  shall  be  for  occupation  by  one  family 
only ;  that  as  soon  as  lot  numbers  are  assigned,  a  record 
of  same  shall  be  filed  with  the  borough  superintendent  and 
with  this  Board ;  that  an  application  shall  be  filed  promptly 
with  the  City  Planning  Commission  for  the  rezoning  of  this 
portion  of  Parsons  boulevard  between  Hempstead  Turnpike 
and  59th  avenue ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


82-46-A 

APPLICANT — Clayton  G.  Shirkey,  for  Rose  and  Margaret 
Allen,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 165  Beach  98  street,  west  side, 
169.7  ft.  north  of  Ocean  Promenade  (Block  637, 
Lot  61),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  J.  Shirkey. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . ’ .  0 

THE  RESOLUTION  (82-46-A) 

Whereas,  Clayton  G.  Shirley,  for  Rose  and  Margaret 
Allen,  owners,  filed  February  7,  1946,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises  165 
Beach  98th  street,  west  side,  169.7  ft.  north  of  Ocean  Prom¬ 
enade  (Block  637,  Lot  61),  Rockaway  Beach,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  15,  1946,  on  Alt.  Applic.  1904-45,  reads: 

“1.  Proposed  change  of  occupancy  and  alteration  is 
contrary  to  Sec.  4.1.5,  4.1.2,  and  4.2.1  of  Building  Code, 
as  building  is  of  frame  construction.” 
and 

Whereas,  the  applicant  states  that  the  building  which  was 
erected  about  1916,  is  located  in  a  business  us,  C  area  and 
Class  1  height  district  and  when  altered  will  be  2  stories, 
(27  ft.)  in  height,  41  ft.  bv  50  ft.  in  area  at  1st  floor.  27  ft. 
by  38  ft.  in  area  at  2nd  floor,  of  Class  3  construction  for 
the  1st  floor  and  Class  4  construction  for  the  2nd  floor  and 
used  and  occupied  :  1st  floor — store — 60  persons  :  2nd  floor 
dwelling — 1  familv;  that  the  building  was  previously  used 
and  occupied  as  follows:  cellar— heating :  1st  floor— dwell- 
mg-l.  family;  2nd  floor — dwelling — 1  family:  that  the  build¬ 
ing  will  be  equipped  with  one  3  ft.  6  in.  wide  wood  stairs, 
enclosed  in  partitions  of  metal  lath  and  portland  cement 
piaster  from  the  roof  bulkhead,  directly  to  the  street,  and 
emiinped  with  wood,  self-closing  doors ;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  re¬ 
move  the  1st  story  of  the  existing  front  building  and  to 
remove  two  of  the  three  bungalows  now  located  on  the  rear 
of  the  lot  and  to  build  a  new  1st  storv  with  masonry  walls 
at  the  front  of  the  lot,  using  the  existing  2nd  floor  as  an 
apartment  for  lessee;  and 

V  hfreas,  the  applicant  contends  that  the  owner  desires 
to  obtain  greater  revenue,  by  changing  to  business  use :  that 
the  property  is  located  in  an  amusement  section  of  Rock- 
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away  beach  and  has  cabarets  and  bars  adjoining  and  the 
value  of  the  property  for  residence  use  has  become  less  de¬ 
sirable,  due  to  the  noise,  crowds,  lights,  etc.  associated  with 
amusement  centers ;  that  the  owner  is  faced  with  the  prob¬ 
lem  of  removing  the  existing  building  to  another  lot  at 
prohibitive  cost,  or  tearing  down  the  existing  building,  there¬ 
by  destroying  the  original  investment,  or  salvaging  part  of 
the  structure,  by  maintaining  the  2nd  floor  apartment  as 
proposed  in  this  appeal ;  it  is  therefore  requested  that  the 
Board  grant  favorable  consideration  to  this  appeal,  so  as 
to  permit  the  alteration  as  herein  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1904-45,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  alteration  shall  be  carried  out  substan¬ 
tially  as  proposed  and  as  indicated  on  plans  filed  with  this 
appeal,  marked  “Received  February  7,  1946’’ ;  that  when 
completed,  the  building  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  including  the  requirements  of 
the  zoning  resolution ;  that  the  existing  bungalows  on  the 
rear  of  the  lot  shall  be  removed  as  proposed ;  that  the  ceiling 
of  the  new  first  story  shall  be  fire-retarded  throughout,  as 
proposed  on  plans  filed  with  the  borough  superintendent ; 
that  the  super-structure  above  the  roof  of  the  proposed  one 
story  store  building  shall  be  occupied  by  one  family  only ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


90-46-A 

APPLICANT — Saul  Goldsmith,  for  Bengro  Realty  Corp., 
owner  (Liberty  Corrugated  Container  Corp.,  lessee) . 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 47-40  Metropolitan  avenue, 
south  side,  299.52  ft.  east  of  Woodward  avenue  and 
25  Woodward  avenue  (Block  3375,  Lots  15,  22,  25 
and  115),  Maspeth,  Borough  of  Queens  (under 
section  35,  General  City  Law  re  bed  of  mapped 
street  widening — Metropolitan  avenue). 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (90-46-A) 

Whereas,  Saul  Goldsmith,  for  Bengro  Realty  Corp., 
owner  (Liberty  Corrugated  Container  Corp.,  lessee),  filed 
February  13,  1946,  an  application  for  permission  to  erect 
a  portion  of  a  building  in  the  bed  of  a  mapped  street 
(Metropolitan  avenue)  pursuant  to  Section  35  of  the  Gen¬ 
eral  City  Law,  affecting  47-40  Metropolitan  avenue,  south 
side,  299.52  ft.  east  of  Woodward  avenue  and  25  Wood¬ 
ward  avenue  (Block  3375,  Lots  15,  22,  25  and  115),  Mas¬ 
peth,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  7,  1946,  on  Alt.  Applic.  1951-45,  reads: 

“1.  The  erection  of  a  building  located  partly  in  the 
bed  of  a  mapped  street  widening,  is  contrary  to  Section 
35  of  the  General  City  Law.” 
and 

Whereas,  the  applicant  states  the  proposed  building  will 
be  206  ft.  and  384  ft.  by  210  ft.  and  308  ft.  in  area;  two 
stories  (30  ft.)  in  height;  of  Class  1  construction;  located 
in  an  unrestricted  use,  A  area  and  Class  1 (4  height  district, 
fin  a  lot  384  ft.  by  308  ft.  average  in  area,  partially  erected 
in  1922  and  used  and  occupied  since  1942  as  follows:  cellar, 
I  toiler  room;  1st  floor,  manufacturing  corrugated  boxes,  100 
persons ;  2nd  floor,  manufacturing  corrugated  boxes,  75  per 
sons,  and  proposed  to  be  used  and  occupied ;  cellar,  boiler 
icom;  1st  floor,  manufacturing  corrugated  boxes,  100  per¬ 


sons  ;  2nd  floor,  manufacturing  corrugated  boxes  and  offices, 
75  persons ;  that  the  building  will  be  equipped  with  a  two 
source  sprinkler  system  throughout;  that  there  are  two  ex¬ 
isting  stairs  in  the  existing  portion  of  the  building  and  two 
proposed  in  the  new  portion,  3  ft.  8  in.  wide,  of  steel  con¬ 
struction,  enclosed  in  masonry  walls,  equipped  with  kalamein, 
self-closing  doors  and  leading  directly  to  the  street  and  pro¬ 
vided  with  a  ladder  and  scuttle  to  the  roof ;  and 

Whereas,  Violation  547-46,  issued  February  6,  1946,  re¬ 
voked  Alteration  Permit  No.  1951-45  as  having  been  ap¬ 
proved  in  error  and  directed  that  all  the  work  be  stopped : 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  5,  1946,  reads : 

“Since  the  plans  for  the  above  alteration  were  ap¬ 
proved  in  error,  in  that  a  considerable  portion  of  the 

.  building  is  to  be  erected  in  the  bed  of  the  proposed 
widening  of  Metropolitan  avenue,  I  hereby  revoke  per¬ 
mit  granted  to  you  on  January  22,  1936,  and  all  work 
is  to  stop  immediately. 

As  this  is  a  violation  of  Section  35  of  the  General 
City  Law,  an  appeal  may  be  taken  to  the  Board  of 
Standards  and  Appeals  of  the  City  of  New  York  as 
they  are  the  only  body  who  have  povyer  to  vary  said 
law.” 

and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  two  story  fireproof  building  and  a  one 
story  non-fireproof  extension ;  that  it  is  proposed  to  erect 
a  new  one  story  and  mezzanine  fireproof  addition  covering 
the  balance  of  the  frontage  on  Metropolitan  avenue  and  the 
roof  of  the  one  story  non-fireproof  extension  is  to  be  rebuilt 
of  fireproof  construction ;  that  the  entire  premises  are  used 
by  the  same  principals  under  the  same  ownership ;  that  the 
building  is  used  for  offices  and  manufacturing  corrugated 
paper  containers  and  is  equipped  with  an  approved  two 
source  sprinkler  system  ;  that  the  present  two  story  building 
and  one  story  extension  occupy  35,000  sq.  ft.  and  the  pro¬ 
posed  one  story  and  mezzanine  addition  will  occupy  47,000 
sq.  ft. ;  and 

Whereas,  the  applicant  further  contends  that  on  Novem¬ 
ber  5,  1945,  plans  and  applications  were  filed  for  the  proposed 
one  story  and  mezzanine  addition  under  Alt.  1951-45,  foun¬ 
dation  approval  granted  December  1,  1945,  and  construction 
approval  January  21,  1946;  that  the  application  shows  the 
proposed  widening  of  Metropolitan  avenue ;  that  the  T opo- 
graphical  Bureau  in  error  agreed  with  the  applicant’s  in 
terpretation  that  the  proposed  addition  is  not  in  the  bed 
of  a  mapped  street  and  thus  approved  the  application  ;  that 
on  February  5,  1946,  the  Building  Department  discovered 
the  error  and  revoked  the  approval ;  that  by  this  time  the 
foundations  had  been  completed  and  brick  walls  were  up  to 
sill  height ;  that  on  February  7,  1946  the  Department  of 
Housing  and  Buildings  reinstated  the  original  approval  for 
that  portion  of  the  building  not  within  the  lines  of  the  pro¬ 
posed  street  widening;  that  on  February  7,  1946,  amend¬ 
ment  to  permit  the  construction  within  the  street  widening 
limits  was  denied;  that  the  proposed  widening  of  Metropoli¬ 
tan  avenue  was  planned  in  1906  and  is  shown  on  the  final 
map  adopted  1910;  that  in  view  of  the  large  expenditure 
required  and  the  major  operation  to  be  performed,  no  exe¬ 
cution  of  the  plan  has  been  carried  out  during  these  past 
40  years  ;  it  is  requested  that  the  Board  grant  permission  to 
construct  the  building  within  the  proposed  widening  area, 
with  such  safeguards  as  the  Board  may  deem  necessary; 
and 

Whereas,  the  applicant  stated  at  the  hearing  that  the 
owner  was  willing  to  remove  at  his  expense  anv  portion  of 
the  building  proposed  to  be  erected  within  the  lines  of  the 
proposed  street  widening  and  to  erect  at  his  expense  a  new 
enclosing  wall. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1951-45,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  herebv  is  nranted 
under  the  powers  vested  in  the  Board  under  section  35  of  the 
General  Citv  Law,  on  condition  that  the  building  shall  not 
extend  within  the  proposed  widening  of  Metropolitan  avenue 
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beyond  the  area  and  height  as  shown  on  plans  filed  with 
this  appeal  marked  “Received  February  14,  1946“ ;  that  in 
the  event  this  property,  to  the  depth  of  approximately  34  ft. 
between  the  existing  building  line  and  the  proposed  build¬ 
ing  line,  is  taken  by  the  City  for  street  purposes,  the  owner 
shall  remove  at  his  expense,  the  portion  of  the  building 
within  such  taking  and  at  his  expense  erect  a  new  enclosing 
wall  within  the  new  building  line;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


98-46-A 

APPLICANT— Queens  County  Jockey  Club,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 109-42  Rockaway  boulevard,  in 
bed  of  108th  street,  1660  ft.  north  of  North  Con¬ 
duit  boulevard  and  570  ft.  east  of  L.  I.  R.  R.  (be¬ 
tween  135th  and  149th  avenues)  ;  (Block  11539,  Lot 
1  and  Block  11540,  Lot  1),  Aqueduct,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed 
of  mapped  street — 108th  street). 
APPEARANCES— 

For  Applicant:  Joseph  B.  Cavallaro,  Edward  Kilroe 
and  Aymar  Embury  II. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (98-46-A) 

Whereas,  Queens  County  Jockey  Club,  owner,  filed  Feb¬ 
ruary  11,  1946,  an  application  pursuant  to  Section  35  of  the 
General  City  Law,  to  permit  the  erection  of  an  extension 
to  an  existing  building  located  in  the  bed  of  a  mapped  street 
(108th  street)  and  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  109-42  Rockaway  boulevard  (Block 
11539,  Lot  1  and  Block  11540,  Lot  1),  Aqueduct,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  4,  1945,  on  Alt.  Applic.  212-46,  reads: 

“1.  Proposed  grandstand  and  buildings  in  bed  of  a 
mapped  street  is  contrary  to  Art.  2,  §35  of  General  City 
Laws. 

2.  Structure  required  to  be  entirely  of  fireproof  con¬ 
struction  §  4.2.1.  B.C.” 

and 

Whereas,  the  applicant  states  the  building  will  be  800 
ft.  by  125  ft.  in  area,  3  stories  (50  ft.)  in  height;  of  Class 
1  construction;  located  on  a  plot  consisting  of  approxi¬ 
mately  180  acres,  located  in  an  unrestricted,  business  and 
residence  use  D  area  and  Class  1  height  district,  erected 
1906,  1940  and  1941  and  used  since  1906  as  grand  stand, 
restaurant,  betting  booths,  offices,  concessions  on  the  1st 
floor,  3700  persons ;  2nd  floor,  grand  stand,  400  persons ;  3rd 
floor,  grand  stand,  14,500  persons;  proposed  to  be  used  and 
occupied  as  follows:  1st  floor,  concessions  and  betting 
booths,  500  persons ;  2nd  floor,  open  grand  stand,  2300  seats ; 
that  building  is  equipped  with  a  standpipe  system;  and 
Whereas,  the  applicant  contends  as  to  Objection  1,  issued 
by  the  borough  superintendent,  that  it  is  proposed  to  con¬ 
struct  an  open  reinforced  concrete  grandstand,  extending 
northerly  from  the  existing  stand,  to  provide  urgently  needed 
additional  seating  capacity  and  other  facilities ;  that  the 
proposed  addition  will  lie  partly  within  the  bed  of  108th 
street,  as  shown  on  the  final  map  of  the  Borough  of  Queens  ; 
that  the  Board,  under  Cal.  910-40-A,  granted  permission  to 
construct  an  addition  to  the  then  existing  grand  stand 
partly  in  the  bed  of  mapped  streets ;  that  the  proposed  ex¬ 
tension,  which  is  the  subject  of  this  appeal,  is  in  fact  an 
extension  of  a  part  of  the  grand  stand  previously  permit¬ 
ted  to  he  extended  by  the  Board ;  and  contends  as  to  Ob¬ 


jection  2,  issued  by  the  borough  superintendent,  that  the 
proposed  extension  will  be  a  permanent  structure  of  rein¬ 
forced  concrete  fireproof  construction,  and  in  addition 
thereto  it  is  proposed  to  install  on  the  mezzanine  promenade 
of  the  proposed  extension,  temporary  wood  stands  built  in 
sections  conforming  to  the  aisles  of  the  permanent  stands, 
as  indicated  on  plans  filed  with  this  appeal ;  that  the  use  of 
timbers  in  constructing  these  temporary  stands  is  the  only 
feasible  means  of  utilizing  part  of  the  mezzanine  promenade 
as  a  vantage  place  for  patrons ;  that  these  temporary  stands 
will  be  used  only  during  race  meets  and  will  not  constitute 
an  integral  part  of  the  fireproof  structure ;  that  it  is  pro¬ 
posed  to  move  the  canopy  and  lally  columns  supporting 
same,  the  ticket  booths  and  turnstiles  from  their  existing 
position  at  the  north  end  of  the  present  grandstand  to  the 
north  end  of  the  proposed  extension;  that  it  is  also  proposed 
to  construct  a  temporary  leanto  along  the  rear  of  the  pro¬ 
posed  grandstand  extension,  to  furnish  protection  and  cover¬ 
ing  for  the  patrons  of  the  track  for  the  new  line  of  betting 
booths  and  for  the  employees  engaged  in  their  duties ;  that 
this  leanto  will  consist  of  a  sloping  roof  constructed  of  ex¬ 
posed  steel  sections  with  corrugated  asbestos  roofing ;  that 
if  and  when  the  upper  tier  and  roof  of  the  existing  grand 
stand  is  extended  northwardly,  the  proposed  leanto  will  be 
removed  ;  that  these  improvements  have  been  advocated  by 
the  New  York  State  Racing  Commission,  to  provide  addi¬ 
tional  facilities  and  relieve  congestion. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  212-46,  Objections  1  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  on  condition  that  the  proposed  grand¬ 
stand  and  building  shall  not  extend  into  the  bed  of  the  pro¬ 
posed  mapped  street  further  than  as  shown  on  plans  filed 
with  this  appeal,  marked  “Received  February  11,  1946”; 
that  in  the  event  the  area  as  shown  for  the  proposed  streets 
is  acquired  by  the  City  of  New  York  for  street  purposes, 
no  claim  shall  be  made  for  the  value  of  the  structure  as 
herein  proposed  to  be  erected  within  the  bed  of  such  streets 
beyond  ten  years  and  that  if  the  streets  are  opened  in  the 
interim,  no  claim  shall  exceed  the  cost  of  construction  of 
the  affected  portion  of  the  grandstand  within  the  bed  of 
the  mapped  street,  less  reduction  at  the  rate  of  10%  per 
annum  of  such  cost  starting  with  the  date  of  completion  of 
such  construction;  as  to  objection  2,  that  the  structure  shall 
be  entirely  of  fireproof  construction,  except  as  to  the  tem¬ 
porary  seatings  as  proposed  and  as  shown  on  plans  filed 
with  this  appeal  and  to  be  located  temporarily  on  the  mez¬ 
zanine  promenade,  except  that  such  seatings  made  of  wood 
shall  be  only  used  during  the  year  1946  and  not  thereafter 
and  except  that  the  leanto  shelter  as  proposed  to  be  removed 
from  the  end  of  the  present  grandstand  to  the  end  of  the 
proposed  grandstand  may  be  continued  for  a  term  of  not 
over  five  years,  provided  such  leanto  shelter  is  constructed 
of  incombustible  materials ;  that  in  all  other  respects,  the 
structures  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 

11 0-46- A 

APPLICANT — Emil  Koeppel,  for  Swift  and  Co.,  Inc., 
owner. 

SLTBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 438-450  West  13th  street  and 
858  Washington  street,  southwest  corner  (Block 
645,  Lot  11  and  part  of  Lot  9),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Emil  Koeppel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  riON  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  Q 
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THE  RESOLUTION  (110-46- A) 

Whereas,  Emil  Koeppel,  for  Swift  and  Co.,  Inc.,  owner, 
filed  on  February  7,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  438-450  West 
13th  street  and  858  Washington  street,  southwest  corner 
(Block  645,  Lot  11  and  part  of  Lot  9),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  7,  1946,  on  amendment  to  Alt.  Applic.  1673- 
45,  reads : 

“L  Repeat.  Marquee  is  not  a  permissible  extension 
beyond  building  line  as  structure  is  not  of  an  essentially 
public  nature.  Sec.  2.4. 1.4.8.  B.C.” 

and 

Whereas,  the  applicant  states  the  building  is  3  and  4 
stories,  (34  ft.)  in  height;  150  ft.  by  103  ft.  in  area,  of  Class 
3  construction;  erected  1934;  located  in  an  unrestricted  use, 
A  area  and  Class  2  height  district  and  used  throughout  as 
a  wholesale  meat  market,  6  persons  in  the  basement,  20 
persons  on  the  1st  floor,  12  persons  on  the  2nd  floor,  2  per¬ 
sons  on  the  3rd  floor  and  2  persons  on  the  4th  floor,  pursu¬ 
ant  to  Certificate  of  Occupancy  19818,  issued  August  17, 
1934;  that  the  building  is  equipped  with  one  4  ft.  6  in.  wide 
concrete  stairs,  masonry  enclosed,  provided  with  fireproof, 
self-closing  doors  and  leading  from  the  roof  bulkhead,  di¬ 
rectly  to  the  street;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
located  in  a  block  entirely  devoted  to  the  handling  and  stor¬ 
age  of  meats  and  that  a  marquee  is  essential  in  order  to  pro¬ 
tect  the  dressed  meats  in  inclement  weather. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1673-45,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  marquee  shall  be  constructed  substantially 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  February  7,  1946” ;  that  such  marquee  shall  be  con¬ 
structed  entirely  of  incombustible  materials,  complying  with 
the  requirements  therefor  and  shall  be  not  nearer  to  the 
curb  than  2  ft. ;  _  that  this  variance  shall  continue  only  as 
long  as  the  premises  in  the  front  of  each  marquee  proposed 
to  be  erected  is  occupied  as  proposed. 


161-46-A 

APPLICANT — Masben  Construction  Corp.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borouph  super¬ 
intendent. 

PREMISES  AFFECTED — 86-14  to  86-50  256th  street  and 
256-02  86th  avenue,  southeast  corner  and  east  side 
of  256th  street,  100  ft.  north  of  87th  avenue  (Block 
8815,  Lots  11,  16,  19  and  31),  Bellerose,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Hyman  Stein. 

For  Administration:  Fred  Dahlem,  Dep’t  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (161-46-A) 

Whereas,  Masben  Construction  Corp.,  owner,  filed 
March  4,  1946,  an  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  86-14  to  86-50  256th  street 
and  256-02  86th  avenue,  southeast  corner  east  side  of  256th 
street,  between  86th  avenue  and  a  point  100  ft.  north  of 
87th  avenue  (Block  8815,  Lots  11,  16,  19  and  31),  Bellerose, 
Borough  of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent 
dated  February  28,  1946,  on  N.B.  Appl.  842  to  852,  46,  inc., 
read : 

“1.  The  construction  in  the  fire  limits  of  a  frame 


building  for  residence  and  garage  use,  is  contrary  to 
Sec.  4.1.2.  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  fronting  500  feet  on  256th  street  and  40  feet  on 
86th  avenue,  which  it  is  proposed  to  subdivide  into  separate 
lots,  each  40  feet  by  100  feet  in  area,  located  in  a  business 
use,  D  area  and  Class  1  height  district,  and  to  erect  on  each 
lot,  a  2-story  frame,  one-family  dwelling  and  garage  26  feet 
by  28  feet  in  area ;  that  the  dwellings  will  be  set  back  from 
the  256th  street  and  86th  avenue  building  lines  a  distance  of 
20  feet,  into  which  setbacks,  front  entrance  steps  will  project 
approximately  5  feet;  that  the  dwellings  will  be  provided 
with  side  yards  7  feet  in  width,  except  that  the  building  to 
be  located  on  the  lot  at  the  southeast  corner  of  86th  avenue 
and  256th  street,  will  be  provided  with  a  setback  from  256th 
street  of  9  feet  and  a  side  yard  on  the  easterly  side  of  5  feet 
in  width ;  that  the  dwellings  will  be  surfaced  on  the  ex¬ 
terior  of  the  first  story  with  masonry  veneer  and  with  wood 
siding  or  stucco  above;  that  the  roofs  will  be  surfaced  with 
asphalt  shingles ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to  de¬ 
velop  the  premises  with  frame  dwellings  for  sale  under  the 
Federal  Housing  Administration  system  ;  that  in  view  of  the 
immediate  housing  shortage,  it  is  requested  the  Board  grant 
permission  to  construct  the  buildings  as  proposed,  to  help 
meet  this  housing  shortage;  that  the  construction  of  solid 
brick  dwellings  would  be  too  expensive  and  could  not  be 
built  within  the  ceiling  price  set  by  the  Federal  Housing  Ad¬ 
ministration  or  the  Civil  Production  Administration. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applications  842  to  852-46  inclusive,  Objection  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  buildings  shall  be 
erected  substantially  as  proposed  and  as  shown  on  plans  filed 
with  this  appeal  marked  “Received  March  4,  1946”:  that  the 
yard  areas  shall  be  maintained  as  thereon  proposed;  that 
each  residence  shall  be  for  an  occupancy  of  one  family  only ; 
as  to  the  proposed  garage  constructed  within  the  house,  the 
exterior  wall  shall  also  be  protected  with  metal  lath  and 
Va  inch  cement  plaster  and  all  walls  shall  be  fire  stopped  at 
the  level  of  the  second  tier  of  beams;  that  application  shall 
be  promptly  filed  with  the  City  Planning  Commission  for  re¬ 
zoning  of  this  portion  of  256th  street  to  residence  use ;  that 
in  all  other  respects,  the  buildings  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


271-42-A 

APPLICANT — The  Proctor  and  Gamble  Manufacturing 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent  (previously  granted  on 
condition,  for  a  temporary  term  of  one  year). 
PREMISES  AFFECTED — West  side  of  Western  avenue, 
900  ft.  south  of  Richmond  terrace  (Block  1400,  Lot 
1),  Port  Ivorv,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  C.  W.  Blackett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . .  0 

THE  RESOLUTION  (271-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  west  side  of  Western 
avenue,  900  ft.  south  of  Richmond  terrace  (Block  1400, 
Lot  1),  Port  Ivory,  Borough  of  Richmond,  was  granted  by 
the  Board  on  April  7,  1942,  on  certain  conditions,  permit 
extended  on  March  30,  1943,  April  4,  1944,  and  March  20, 
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1945,  and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  7,  1942,  as  amended 
through  March  20,  1945,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“ Granted  for  a  term  of  one  (1)  year  from  the  date  of 
this  amended  resolution,  to  permit  the  enclosure  of  the 
hoppers  as  proposed,  on  condition  .  .  .  that  other  than 
as  herein  amended,  the  provisions  of  the  resolution  of 
April  7,  1942,  as  amended  through  March  20,  1945,  shall 
be  complied  with  and  that  a  new  certificate  of  occupancy 
shall  be  obtained.” 


1349-39-A 

APPLICANT — Morris  Schwartz,  for  Fannie  Hoffman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED — 346  Ocean  parkway,  west  side, 
40  ft.  south  of  avenue  C  (Block  5374,  Lot  12), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


672-45-A 

APPLICANT — Oscar  Fensterheim,  for  Celia  Rosenthal, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1120  Shore  boulevard,  south¬ 
west  corner  of  Jaffrey  street  (Block  7517,  Lot  941), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Oscar  Fensterheim. 

For  Administration:  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Bd.  of 
Education. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


ZONING  APPLICATIONS 

263-19-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Hayson  Corporation, 
owner  (Randall  Cadillac  Corporation,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  for  a  term  of  two  years,  in  a  residence 
use  district,  the  inclusion  of  a  lubritorium,  motor 
vehicle  repair  shop,  stock  room  and  offices  in  an 
existing  garage  (previously  granted  by  Board). 

PREMISES  AFFECTED— 564-592  (formerly  722-746)  St. 
Johns  place,  south  side,  333  ft.  8  in.  east  of  Classon 
avenue  (Block  1178,  Lot  26),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . - .  U 

THE  RESOLUTION  (263-19-BZ) 

Whereas,  this  application  under  section  7 g  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  public  garage,  affecting  premises 
564-592  (formerly  722-746)  St.  Johns  place,  south  side, 
333  ft.  8  in.  east  of  Classon  avenue  (Block  1178,  Lot  26), 
Borough  of  Brooklyn,  was  granted  by  the  board  on  July 
22,  1919,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  March  7,  1944, 
under  section  7e  of  the  zoning  resolution,  permitting  for  a 
term  of  two  years,  the  inclusion  of  a  motor  vehicle  repair 
shop,  stockroom,  lubritorium  and  offices ;  and 
Whereas,  the  resolution  was  further  amended  on  June  6, 
1944  and  September  26,  1944;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  7,  1944,  as 
amended  through  September  26,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  .  .  .  and  that  other  than  as  herein  amended  the  con¬ 
ditions  of  the  resolution  of  March  7,  1944,  as  amended 
September  26,  1944,  shall  be  complied  with,  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


575-25-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Sophie  Himmel- 
stein,  owner  (507  Flatbush  Avenue  Corporation, 
lessee) . 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7i  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  change 
of  occupancy  of  a  garage  for  more  than  five  motor 
vehicles,  to  a  garage  for  more  than  five  motor  ve¬ 
hicles,  repair  shop  and  service  station,  showroom 
and  sales  place  for  motor  vehicles. 

PREMISES  AFFECTED— 1-11  Lefferts  avenue,  507-511 
Flatbush  avenue,  northeast  corner  and  1118-1128 
Washington  avenue  (Block  1197,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (575-25-BZ) 

W hereas,  this  application  under  section  7e  of  the  zoning 
resolution  permitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  affecting  premises  1-11  Lefferts  avenue,  507-511 
Flatbush  avenue,  northeast  corner  and  1118-1128  Washington 
avenue  (Block  1197,  Lot  1),  Borough  of  Brooklyn  was 
granted  by  the  Board  on  November  4,  1925,  on  certain 
conditions ;  and 
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Whereas,  on  April  6,  1926,  the  resolution  was  amended 
relative  to  ramps  and  plans  were  approved ;  and 
Whereas,  on  December  19,  1944,  the  resolution  was  fur- 
there  amended  under  section  7i,  to  include  a  motor  vehicle 
repair  shop  for  a  term  of  seven  (7)  years;  and 

Whereas,  the  resolution  was  again  amended,  and  time  to 
obtain  permits  and  complete  the  work  was  extended,  on  June 
12,  1945 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation,  to  amend  the  resolution  as  to  roof  sign;  and 

Whereas,  when  this  case  was  called,  for  public  hearing, 
there  was  no  appearance  for  the  applicant. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


293-36-BZ 

APPLICANT — Howard  Nestlen,  for  Christian  and  Ferdi¬ 
nand  Nestlen,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  sections  7h  and  21  of  the  zoning 
resolution,  permitting  partly  in  business  use  and 
partly  in  residence  use  district,  the  parking  of  more 
than  five  motor  vehicles  for  a  term  of  two  years. 
PREMISES  AFFECTED — 344-346  Eldert  street,  southeast 
corner  of  Irving  avenue  (Block  3419,  Lots  31  and 
37),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

t'HE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (293-36-BZ) 

Whereas,  this  application  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the  parking 
of  more  than  five  motor  vehicles,  premises  344-346  Eldert 
street,  southeast  corner  of  Irving  avenue  (Block  3419,  Lots 
31  and  37),  Borough  of  Brooklyn,  was  granted  by  the  Board 
June  15,  1937,  on  certain  conditions,  permit  extended  April 
11,  1939,  March  24,  1942  and  March  21,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  15,  1937,  as 
amended  through  March  21,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  premit 
.  .  .  and  that  other  than  as  herein  amended  the  condi¬ 
tions  of  the  resolution  of  June  15,  1937  shall  be  com¬ 
plied  with,  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


279-37-BZ 

APPLICANT — Bertram  J.  Barrett,  for  Estate  of  A.  and 
W.  H.  Jackson,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 41-10  28th  avenue,  south  side, 
75  ft.  east  of  41st  street  (Block  664,  Lot  20),  As¬ 
toria,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Daisy  J.  Barrett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD- — -Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (279-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  41-10  28th  avenue,  south 
side,  75  ft.  east  of  41st  street  (Block  664,  Lot  20),  Astoria, 
Borough  of  Queens,  was  granted  by  the  Board  on  February 
8,  1938,  on  certain  conditions,  permit  extended  on  February 
14,  1940,  February  14,  1942,  and  February  15,  1944;  and 

Whereas,  this  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  8,  1938,  as 
amended  through  February  15,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  February  8,  1938,  shall  be 
complied  with  .  .  .  that  a  new  certificate  of  occupancy 
shall  be  obtained  and  a  new  decision  from  the  borough 
superintendent  in  the  event  that  the  owner  desires  to 
extend  the  parking  lot  to  include  the  corner  lot  No.  24 
in  Block  664  (Corres.  No.  1184).” 


483-37-BZ 

APPLICANT — Thomas  W.  Lamb,  Inc.,  for  167  West  53rd 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  Lot  59j4  re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  partly  in  a  retail  use  and 
partly  in  a  business  use  district,  the  erection  of  a 
building  to  be  occupied  as  stores  and  garage  for  the 
parking  of  more  than  five  motor  vehicles  and  a  va¬ 
cant  portion  at  rear  occupied  for  open  air  parking 
and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 821-825  Seventh  avenue,  159- 
167  West  53rd  street,  northeast  corner  and  158  West 
54th  street  (Block  1006,  Lot  59j4),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  R.  L.  Hodge  and  Michael  C.  March. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deput  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (483-37-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution  to  permit  in  a  plot  located  partly  in  a  retail  use 
district  and  partly  in  a  business  use  district  the  erection  of 
a  building  to  be  occupied  as  stores  and  garage  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles  and  a 
vacant  portion  at  the  rear  occupied  for  open  air  parking 
and  storage  of  more  than  five  motor  vehicles ;  premises : 
821-825  Seventh  avenue,  159-167  West  53rd  street,  northeast 
corner  and  158  West  54th  street  (Block  No.  1006,  Lots  Nos. 
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1,  2,  3,  4  and  5),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  February  1,  1938,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  amendment  of  the  resolution  as  to  Lot  59j4  ;  and 
Whereas,  the  applicant  was  advised  that  the  use  of  Lot 
59 Yi  as  an  entrance  would  be  contrary  to  the  provisions  of 
section  21a  of  the  zoning  resolution;  and 

Whereas,  the  applicant  requested  withdrawal  of  the  re¬ 
quest  to  reopen. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
withdrawn. 


310-39-BZ 

APPLICANT — Lewis  J.  Hoffman,  for  James  Kochovos, 
lessee;  (Michael  N.  Salmore,  Receiver  of  Rent). 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  retail  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 249-253  West  43rd  street,  north 
side,  200  ft.  east  of  Eighth  avenue  (Block  1015, 
Lots  10  and  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Lewis  J.  Hoffman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (310-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  249-253  West  43d  street,  north 
side,  200  ft.  east  of  8th  avenue  (Block  1015,  Lots  10  and  11), 
Borough  of  Manhattan,  was  granted  by  the  Board  January 
9,  1940,  on  certain  conditions,  the  resolution  amended  Janu¬ 
ary  30,  1940,  and  permit  extended  on  January  27,  1942,  and 
March  28,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit ;  and 

Whereas,  Hotel  Properties,  Inc.,  is  the  new  owner  of  this 
property,  and  James  Kochovos,  the  tenant. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  9,  1940,  as 
amended  through  March  28,  1944,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read  : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  corrected  amended  resolution  of  Janu¬ 
ary  30,  1940,  shall  be  complied  with.” 


1545-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Mamie  Tusa, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2063-2079  Stillwell  avenue  and 
2602-2618  86th  street,  southeast  corner  (Block  7092, 
Lot  60),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Irving  Proskauer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (1545-39-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district 
the  extension  of  a  gasoline  service  station;  premises  2063- 
2079  Stillwell  avenue  and  2602-2618  86th  street,  southeast 
corner  (Block  No.  7092,  Lot  No.  60),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  March  14,  1940,  on  certain 
conditions ;  and 

Whereas,  plans  were  approved  by  the  Board  on  July  16, 
1940,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  14,  1940,  as 
amended  July  16,  1940,  by  adding  thereto: 

“.  .  .  that  plans  heretofore  approved  may  be  amended 
by  permitting  the  section  of  the  accessory  building 
towards  the  east  to  be  extended  to  the  rear  lot  line  as 
indicated  on  revised  plans  marked  ‘Received  February 
27,  1946’ ;  that  the  roof  level  may  be  raised  as  indicated 
on  such  plans  to  correspond  with  the  level  of  the  ad¬ 
joining  section  of  accessory  building  to  the  west,  and 
that  the  parapet  walls  may  be  adjusted  to  conform  to 
such  new  roof  level  (Alt.  Applic.  422-43,  Objection  of 
Feb.  14,  1946),  on  condition  that  any  openings  in  the 
rear  wall  shall  be  filled  with  glass  block  as  approved 
for  exterior  walls  on  interior  lot  lines ;  that  in  all 
other  respects  the  resolution  adopted  on  May  14,  1940, 
as  amended  July  16,  1940,  shall  be  complied  with.” 


1070-41-BZ 

APPLICANT — Paul  Friedman,  for  George  I.  Laird, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  for  a  term  of  two  years,  permitting  partly  in 
a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 3010-3012  Fulton  street  and 
239-241  Linwood  street,  southeast  corner  (Block 
3956,  Lot  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (1070-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  3010-3012  Fulton  street  and  239-241  Linwood 
street,  southeast  corner  (Block  3956,  Lot  43),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  March  10,  1942, 
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on  certain  conditions,  time  extended  on  September  15,  1942, 
and  resolution  amended  and  time  further  extended  on  No¬ 
vember  24,  1942;  and 

Whereas,  the  permit  was  extended  on  March  14,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  10,  1942,  as 
amended  through  March  14,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  ...  and  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  of  November  24,  1942, 
shall  be  complied  with,  and  that  a  new  certificate  of 
occupancy  shall  be  obtained.” 


135-42-BZ 

APPLICANT — Hazeltine  Electronics  Corporation,  for 
Oaks  Holding  Company,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  (decision  of  the  borough 
superintendent)  previously  granted  on  condition 
under  section  7c  of  the  zoning  resolution,  and 
under  section  7h  of  the  zoning  resolution  for  a 
term  of  two  years,  permitting  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  motor 
vehicles  and  the  erection  and  maintenance  of  a 
building  for  office,  laboratory  and  light  manufac¬ 
turing. 

PREMISES  AFFECTED — 60-15  Little  Neck  parkway, 
northeast  corner  of  61st  avenue  (Block  8400,  Lot 
146),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Carl  Di  Martini. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (135-42-BZ) 

Whereas,  this  application  under  sections  7c  and  7h  of 
the  zoning  resolution,  permiting  upon  a  plot  of  ground 
located  partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  office,  laboratory  and  light  manu¬ 
facturing  and  also  the  transient  parking  for  a  term  of  two 
years,  of  more  than  five  motor  vehicles,  said  cars  being  in 
the  ownership  of  the  employees,  affecting  premises  60-15 
Little  Neck  parkway,  northeast  corner  of  61st  avenue 
(Block  8400,  Lot  146),  Little  Neck,  Borough  of  Queens, 
was  granted  by  the  Board  on  March  24,  1942,  on  certain 
conditions ;  and 

Whereas,  the  permit  was  extended  on  March  14,  1944 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  24,  1942,  as 
amended  through  March  14,  1944,  only  so  far  as  it  has 
reference  to  the  provision  for  the  transient  parking  of  motor 
vehicles,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

" Granted  under  section  7h  for  a  term  of  two  (2) 
years  to  permit  transient  parking  of  motor  vehicles  of 
the  pleasure  car  type  owned  by  the  employees  of  the 
company  .  .  .  and  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  of  March  24,  1942  shall 


be  complied  with,  and  that  a  certificate  of  occupancy 
shall  be  obtained  (N.B.  Applic.  No.  175-1942)”. 


168-43-BZ 

APPLICANT — Milton  B.  Weissman,  for  Real  Realty  Corp., 
new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7e  of  the  zoning  resolution  for 
a  term  of  two  years,  permitting  in  a  business  use 
district,  the  use  of  more  than  25%  of  the  aggregate 
floor  area  of  an  existing  building  for  factory  use 
(radio  tubes). 

PREMISES  AFFECTED— 51-55  Nassau  avenue  and  68-74 
Guernsey  street,  northeast  corner  (Block  2644,  Lot 
45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Milton  B.  Weissman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (168-43-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  use  of 
more  than  25%  of  the  aggregate  floor  area  of  an  existing 
building  for  factory  use  (radio  tubes),  affecting  premises: 
51-55  Nassau  avenue  and  68-74  Guernsey  street,  northeast 
corner  (Block  2644,  Lot  45),  Borough  of  Brooklyn  was 
granted  by  the  Board  on  February  23,  1944,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  23,  1944, 
as  corrected  March  14,  1944,  in  Bulletin  No.  12,  Volume  29, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  Section  7e  to  permit  extension  and 
occupancy  for  factory  purposes  as  proposed  for  a  term 
expiring  July  31,  1947,  on  condition  .  .  .  and  that  other 
than  as  herein  amended  the  conditions  of  the  resolution 
of  February  23,  1944,  as  corrected  in  Bulletin  No.  12, 
Vol.  29,  shall  be  complied  with.” 


63-44-BZ 

APPLICANT— John  T.  Dooling,  for  Bavasi  Realty  Corpo¬ 
ration,  owner.  (Sidney  West  and  Edward  Daspin, 
lessees,  d/b/a  Commercial  Box  and  Supply  Com¬ 
pany). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  for  a  term  of  five  years — re 
Application  (decision  of  the  borough  superintendent) 
previously  granted  on  condition  under  section  7e  of 
the  zoning  resolution  for  a  term  of  two  years,  per¬ 
mitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  an  existing  public  garage,  to  a  fac¬ 
tory  for  the  manufacture  of  corrugated  paper,  pack¬ 
ing  boxes  and  containers  and  also  for  storage  pur- 
poses. 

PREMISES  AFFECTED — 236-246  West  17th  street,  south 
side,  256  ft.  9  in.  east  of  Eighth  avenue  (Block  766, 
Lot  65),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  John  T.  Dooling. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (63-44-BZ) 

Whereas,  this  application  under  section  7-e  of  the  zoning- 
resolution,  permitting  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy,  for  a  term  of  two  (2)  years,  of  an  ex¬ 
isting  public  garage,  to  a  factory  for  the  manufacture  of 
corrugated  paper,  packing  boxes  and  containers  and  also  for 
storage  purposes;  affecting  premises  236-246  West  17th 
street,  south  side,  256  ft.  9  in.  east  of  Eighth  avenue  (Block 
766,  Lot  65),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  February  29,  1944,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  29,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  Section  7e  for  a  term  expiring  Feb¬ 
ruary  1,  1954,  to  permit  the  building  to  be  occupied 
temporarily  as  proposed,  and  in  no  event  beyond  the 
tenancy  of  the  present  tenants,  on  condition  .  .  .  and  that 
other  than  as  herein  amended  the  conditions  of  the 
resolution  of  February  29,  1944  shall  be  complied  with.” 


460-26-BZ 

APPLICANT— George  A.  Aliano,  for  49-50  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Application  (de¬ 
cision  of  the  borough  superintendent)  to  permit 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  construction  and  main¬ 
tenance  of  bowling  alleys,  post  office  and  restaurant 
(previously  granted  on  condition  for  erection  and 
maintenance  of  theatre  and  business  building  never 
completed). 

PREMISES  AFFECTED— 4921  5th  avenue  and  513-533 
50th  street,  north  side,  90  feet  east  of  5th  avenue 
(Block  784,  Lot  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  A.  Aliano  and  Frank  A. 
Carneci. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


177-32-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Rose  Cramer,  new 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  under  section  7F  of  the  zoning  resolu¬ 
tion — re  Application  (decision  of  the  borough  su¬ 
perintendent)  to  permit  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station  (previously  denied  under  section  21). 

PREMISES  AFFECTED— 156-66  West  End  avenue, 
northeast  corner  of  West  67th  street  (Block  1159, 
Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  G.  X.  L.  Molloy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subpect  to  the  usual  procedure. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


808-45-BZ 

APPLICANT — Siegel  and  Green,  for  Fornes  Corporation, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e,  7f  and  21  of  the  zoning 
resolution,  to  permit  partly  in  business  and  partly  in 
residence  use  districts,  the  erection  and  maintenance 
of  a  gasoline  service  station  and  accessory  building. 

PREMISES  AFFECTED — South  side  of  Eastern  (Bruck¬ 
ner)  Boulevard,  190.72  feet  west  of  Zerega  avenue 
(Block  3701,  Lot  54),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL 

378-38-SM 

APPLICANT — Stran-Steel  Division,  Great  Lakes  Steel 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — previously  withdrawn — re 
Stran-Steel  Framing,  approval  of. 
APPEARANCES— 

For  Applicant:  E.  D.  Pieri. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deput  Chief  Guinee..  4 
Negative  .  0 


94-39-SM 

APPLICANT — Western  Concrete  Pile  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Drilled-In  Cassion  as 
installed  by  the  Drilled-In  Caisson  Corporation,  pre¬ 
viously  approved. 

APPEARANCES— 

For  Applicant :  F.  P.  Burrell  and  George  B.  Sowen. 
ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


459-43-SM 

APPLICANT — United  States  Gypsum  Co.,  owner. 

SUBJECT — USG  Expanded  Metal  Catwalk  Grating,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . .  0 


Adjourned:  4:00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


COURT  DECISION 

In  the  matter  of  Red  Hook  Cold  Storage  Co.,  Inc.  vs.  State  of  New 
York  Labor  Department.  The  State  Labor  Department  is¬ 
sued  certain  orders  having  to  do  with  the  health  and  safety 
of  the  plaintiff’s  employees.  The  State  Board  of  Standards 
and  Appeals  upheld  the  Department’s  orders  against  the 
plaintiff’s  assertion  that  their  place  of  business  was  not 
a  factory.  The  plaintiffs’  business  consisted  of  purchasing 
apples  from  growers  and  sorting,  grading  and  packing  them 
at  the  plant,  using  machinery  for  the  op  n  ation  and  also  for 
the  refrigeration. 

Special  Term  and  the  Appellate  Division  upheld  the  plain¬ 
tiff’s  contention  that  their  plants  were  not  “factories”  but 
merely  storage  places  and  that  the  Labor  Law  had  no  appli¬ 
cation  to  this  operation.  The  Court  of  Appeals,  iff  an  opinion 
written  by  Desmond  J.,  reversed  the*lower  courts  and  upheld 
the  legality  of  the  orders  issued  by  the  State  Department  ot 
Labor.  The  finding  of  the  court  is  important  because  of 
the  broadened  application  of  the  Labor  Law  as  indicated  in 
the  following  excerpts: 

‘  Originally  the  word  ‘factory’  in  the  Labor  Law  was 
defined  as  including,  ‘also  any  mill,  workshop  or  other 
manufacturing  or  business  establishment  where  one  or 
more  persons  are  employed  at  labor’  (L  1897,  chap.  415, 
sec.  2).  So  long  as  the  statute  stood  that  way  the 
courts  held  that  ‘factory’  meant  only  a  place  where 
‘manufacturing’  in  the  narrow  sense  was  carried  on,  that 
is,  where  something  was  constructed  or  converted  from 
raw  or  imperfect  material  into  a  finished  article.” 

“In  1917  (chap.  694)  the  Legislature  amended  the 
statute  to  its  present  form  (so  far  as  here  material)  by 
adding  the  words  ‘including  making,  altering,  repairing, 
finishing,  bottling,  canning,  cleaning  or  laundering  any 
article  or  thing,  in  whole  or  in  part.’  It  seems  plain 
that  the  Legislature  intended  by  that  change  to  ex¬ 
pand  greatly  the  concept  of  ‘manufacturing’.  The  state 
does  not  claim  that  any  cleaning  is  done  in  this  plant, 
but  it  argues  that  what  is  done  is  ‘altering’  or  ‘finishing’ . 
and,  further,  that  the  operation  is  so  close  to  ‘bottling’ 
or  ‘canning’  that  it  is  within  general  meaning  of  the 
statute.” 

“It  may  be  conceded  that  the  operations  of  plaintiffs 
are  not  within  the  strict  letter  of  the  statutory  defini¬ 
tion.  They  seem,  however,  to  be  well  within  its  intend¬ 
ment.  Plaintiffs’  operations  are  something  more  than 
dead  storage.  The  fruit  is  to  some  extent  handled  and 
sorted  by  machinery.  The  courts  construe  such  statutes 
liberally  in  an  endeavor  to  apply  the  Labor  Law’s  pro- 
( Court  Decision  continued  on  page  284  of  this  Bulletin). 
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DOCKET 

New  Cases  Filed  up  to  March  19,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

183- 46-A — H.B.R. — 76\A  Richmond  avenue,  west  side,  431 
ft.  south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond,  B.N.  14-46. 

184- 46-A — F.D. — 9  West  82nd  street,  north  side,  175  ft. 
west  of  Central  Park  West  (Block  1196,  Lot  25),  Bor¬ 
ough  of  Manhattan.  35139  L.F.  and  Decision. 

185- 46-A — H.B.M. — 20-24  Exchange  place  and  22  Will- 
liam  street,  southwest  corner  (15th,  16th,  17th,  18th  and 
19th  floors);  (Block  27,  Lots  27,  31,  33  anl  36),  Borough 
of  Manhattan,  F.P.  353-46. 


186-46-BZ — H.B.B. — 991-993  Atlantic  avenue,  north  side, 
238  ft.  west  of  Classon  avenue  and  112-126  Lefferts  place 
(Block  2019,  Lots  34,  36,  62  and  64),  Borough  of  Brook¬ 
lyn,  N.B.  246-46. 


187- 46-A — H.B.B.— 991-993  Atlantic  avenue,  north  side, 
238  ft.  west  of  Classon  avenue  and  112-126  Lefferts  place 
(Block  2019,  Lots  34,  36,  62  and  64),  Borough  of  Brook¬ 
lyn,  N.B.  246-46. 

188- 46-SA — Toridheet  Pressure  Atomizing  Oil  Burner, 
Appliance. 

189- 46-A — H.B.B. — 422-438  Fulton  street,  south  side,  93 
ft.  west  of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt 
street  and  15  Gallatin  place  (1st,  2nd  and  3rd  base¬ 
ments);  (Block  156,  Lot  1),  Borough  of  Brooklyn, 
Amendment  to  P  and  D.  5452-45. 


190-46-A — H.B.Q. — 100-08  and  100-10  Atlantic  avenue, 
south  side,  70.56  ft.  east  of  100th  street  (1st  floor); 
(Block  9376,  Lot  5),  Richmond  Hill,  Borough  of  Queens, 
Alt.  241-46  and  Alt.  343-46. 


191- 46-BZ — H.B.B. — 8821-8829  26th  avenue,  south  side, 
210  ft.  east  of  Har#way  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn,  Alt.  323-46. 

192- 46-A — H.B.B. — 8821-8829  26th  avenue,  south  side, 
210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn,  Alt.  323-46. 

193- 46-SA — Stop-Fire  Fire  Extinguishers,  Ceiling  Models 
1,  2,  3  and  5  gallon  capacity  and  Stop-Fire  Fire  Extin¬ 
guishers,  Pressure  Type,  1  quart  and  2]/2  quart  capacity, 
Appliance. 

194- 46-A — H.B.B. — 120-126  Court  street  and  205  Atlantic 
avenue,  northwest  corner  (2nd  floor),  (Block  276,  Lot 
47),  Borough  of  Brooklyn,  Alt.  674-46. 

195- 46-A — H.B.Bx. — 1787-1795  West  Farms  road,  west 
side,  197.06  ft.  north  of  East  174th  street  (cellar);  (Block 
3015,  Lot  58),  Borough  of  The  Bronx,  F.P.  227-45. 

196- 46-A — H.B.Q. — 218-04  to  218-24  119th  avenue,  south¬ 
east  corner  of  Francis  Lewis  boulevard  (Block  12778, 
Lot  92  and  part  of  Lot  110);  119-18  to  119-26  219th  street, 


northwest  corner  of  Francis  Lewis  boulevard  (Block 
12778,  part  of  Lot  110);  119-41  to  119-49  Francis  Lewis 
boulevard,  north  side,  177  ft.  to  360  ft.  east  of  119th 
avenue  (Block  12778,  part  of  Lot  110);  119-26  to  119-34 
218th  street,  southwest  corner  of  Francis  Lewis  boule¬ 
vard  (Block  12776,  part  of  Lot  57);  119-17  to  119-25 
217th  street,  southeast  corner,  east  side,  140.26  ft.  south 
of  Francis  Lewis  boulevard  (Block  12776,  part  of  Lots 
45  and  57);  and  119-20  217th  street,  west  side,  88.89  ft. 
south  of  Francis  Lewis  boulevard  (Block  12775,  part  of 
Lot  29),  Cambria  Heights,  Borough  of  Queens,  N.B. 
1337-46  to  N.B.  1341-46  inclusive,  N.B.  1346-46  to  N.B. 
1350-46,  inclusive,  N.B.  1351-46,  N.B.  1352-46,  1353-46, 
N.B.  1356-46,  N.B.  1357-46  and  N.B.  1361-46. 

197- 46-A — H.B.M. — 412-430  East  68th  street,  south  side, 
100  ft.  east  of  1st  avenue  (Memorial  Hospital);  (Block 
1462,  Lot  1),  Borough  of  Manhattan,  N.B.  32-46. 

198- 46-A — F.D. — 117-119  East  24th  street,  north  side, 
200  ft.  west  of  Lexington  avenue  (basement  and  1st 
floors);  (Block  880,  Lot  12),  Borough  of  Manhattan, 
Decision  re  43155-LC. 


199-46-A — H.B.M. — 516  3rd  avenue,  west  side,  75  ft. 
south  of  East  35th  street  (2nd  floor);  (Block  890,  Lot 
46),  Borough  of  Manhattan,  Amendment  to  Alt.  92-46. 

Restored  to  Calendar. 

575-32-BZ — H.B.Q.— 242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner 
(Block  13206  (3645),  Lots  17  and  19),  Rosedale,  Bor¬ 
ough  of  Queens,  N.B.  2029-45. 

276-42-BZ — H.B.B. — 81  Rapelyea  street,  northwest  cor¬ 
ner  of  Hicks  street  (Block  363,  Lot  38),  Borough  of 
Brooklyn,  Alt.  780-42. 

860-40-BZ — H.B.Q. — 77-40  to  77-68  Vlcigh  place,  north¬ 
west  corner  78th  avenue  (Block  6608,  Lot  2),  Flushing, 
Borough  of  Queens,  Alt.  262-45. 

562-24-BZ — H.B.B. — 2470-2480  Bedford  avenue,  west 
side,  60  ft.  north  of  Clarendon  road  (Block  5167,  Lot  40), 
Borough  of  Brooklyn,  Alt.  41-46. 

88-40-BZ — H.B.B. — 1290-1294  Decatur  street,  south  side, 
150  ft.  west  of  Knickerbocker  avenue  (Block  3436,  Lot 
24),  Borough  of  Brooklyn,  Alt.  445-46. 

559-45-BZ — H.B.B. — 1589-1591  Broadway,  north  side,  17 
ft.  east  of  Halsey  street  (Block  3408,  Lots  8  and  9),  Bor¬ 
ough  of  Brooklyn,  N.B.  261-46. 

114-36-BZ — H.B.R. — 330  Bay  street  and  2  St.  Julian 
place,  southwest  corner  (Block  503,  Lot  32),  Tompkins- 
ville,  Borough  of  Richmond,  Alt.  70-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 
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RULES 

Last  Publication  in 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943 — Vol. 

Carbon  Dioxide  Liquefier,  Rules ...  .Dec.  28,  1943 — Vol 
Certificate  of  Occupancy, 

approved  form  . Dec.  28,  1943 — Vol, 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol, 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec.  28,  1943 — Vol 

Concrete  Rules  (Hydrated  Lime)..  Aug.  3,1937 — Vol, 

Elevator  Rules  . Mar.  3,  1936— Vol. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec.  28,  1943 — Vol. 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol. 

Exterior  Veneering  Materials, 

Rules  on  . June  19,  1945 — Vol. 

Factory  Exit  Rules  . Sept.  12,  1944 — Vol. 

Fire  Alarm  Rules  (Interior) . Dec.  28,  1943 — Vol 

Fire  Drill  Rules  . Aug.  28,  1945 — Vol 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of  . Feb.  20,  1945 — Vol. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec.  25,  1945 — Vol 

Fireproof  Wood,  Testing  of  . Apr.  13,  1937 — Vol, 

Frame  Garages,  Ruling  for  . Jan.  21,  1919 — Vol, 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec.  28,  1943 — Vol. 

Gas  Shut-Off  Rules  . Apr.  7,  1925 — Vol. 

Hatchway  Protection  . June  5,  1928 — -Vol. 

Insulating  Fibre  Board  Rules  . June  12,  1945 — Vol 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Jan.  8,1946 — Vol 

Oil  Burner  Rules  . Mar.  5,  1946 — Vol 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . June  12,  1945 — Vol. 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Jan.  1,  1946 — Vol. 

Platform  Trucks,  Specifications  for.  .Nov.  24,  1936 — Vol. 

Plumbing  Rules  . Aug.  3,  1937 — Vol. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply )  .Mar.  13,  1945— Vol. 

Procedure,  Rules  of  . ..Sept.  7,  1937 — Vol. 

Refrigerating  Systems,  Extract  A.C. .Dec.  11,  1945 — Vol. 
Smoking  in  Factories,  Rules  for... Jan.  22,1946 — Vol. 

Sprinkler  Rules  . June  29,1937 — Vol. 

Standpipe  Fireline  Rules . June  8,  1937 — Vol. 

Structural  Alterations,  Reporting.  ..  .June  7,  1932 — Vol. 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol. 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Dec.  28,  )°43 — -Vol. 


Bulletin 

28,  No.  52A 
28,  No.  52A 

28,  No.  52A 

22,  No.  28 


28,  No.  52A 
22,  No.  31 
21,  No.  9 


28,  No.  52A 
22,  No.  24 

30,  No.  25 

29,  No.  36 
28,  No.  52A 

30,  No.  35 

30,  No.  8 
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22,  No.  15 
4,  No.  3 

28,  No.  52A 
10,  No.  14 
13,  No.  23 

30,  No.  24 

31,  No.  2 
31,  No.  10 

30,  No.  24 

31.  No.  1 

21,  No.  47 

22,  No.  31 


30,  No.  11 
22,  No.  36 

30,  No.  50 

31,  No.  4 
22,  No.  26 
22,  No.  23 
17,  No.  23 
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21,  No.  47 

28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945,  Vol.  30, 
No.  15A. 


MARCH  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  26,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

621-45-BZ — Application,  October  18,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Mary  Phillips,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  erection  of  a 
building  to  occupy  more  than  the  permitted  area;  prem¬ 
ises  1556-1570  (1556-1558  displayed)  63rd  street,  south 
side,  125  ft.  west  of  16th  avenue  (Block  5537  Lot  29), 
Borough  of  Brooklyn. 

688-45-BZ — Application,  November  9,  1945,  under  section 
21  of  the  zoning  resolution,  of  Edward  J.  Farrell,  appli¬ 
cant,  on  behalf  of  Emil  Kupprat,  owner,  to  permit  in  a 
business  use  district,  the  change  of  occupancy  from  office 
and  marble  storage  to  permit  cutting,  polishing  and  let¬ 
tering  of  stones  and  monuments  in  addition  to  office  and 
marble  storage;  premises  162-34  Pidgeon  Meadow  road, 
west  side,  289.54  ft.  south  of  46th  avenue  (Block  5461, 
Lot  40),  Flushing,  Borough  of  Queens. 


743-45-BZ — Application,  November  30,  1945,  under  sec¬ 
tions  7c,  7h  and  21  of  the  zoning  resolution,  of  Garvan 
Realties,  Inc.,  applicant  and  owner,  to  permit  in  a  res¬ 
idence  and  unrestricted  use,  D  and  E  area  districts,  the 
erection  of  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles,  exceeding  the  permitted  area  and  having 
an  entrance  located  within  a  residence  use  district, 
premises  134-12  94th  avenue  (now  Atlantic  avenue), 
south  side,  100  ft.  east  of  134th  street,  and  134-23  95th 
avenue,  north  side,  100  ft.  west  of  Van  Wyck  boulevard 
(Block  9450,  Lots  35  and  56),  Richmond  Hill,  Borough 
of  Queens. 

38-46-BZ— Application,  January  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Siegel  and  Green,  appli¬ 
cants,  on  behalf  of  Park  Center  Realty  Corporation, 
owner,  to  permit  in  a  retail  use,  D  area  district,  the  pro¬ 
posed  occupancy  of  more  area  of  lot  than  is  permitted; 
premises  1584-1594  White  Plains  road  and  1611-1621 
Union  Port  Road,  west  side,  82.75  ft.  south  of  Tremont 
avenue  (Block  3952,  Lots  1,  19,  5  and  part  of  Lot  16), 
Borough  of  The  Bronx. 

56-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary  Adelson,  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  public 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcy  avenue 
(Block  1779,  Lot  66),  Borough  of  Brooklyn. 

86-46-BZ — Application,  February  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Goldwater  and 
Flynn,  applicants,  on  behalf  of  East  Tremont  and  Mon¬ 
terey  Realty  Corp.,  owner,  to  permit  in  a  business  use 
district,  manufacturing  in  excess  of  25%  of  the  floor  area 
of  the  building;  premises  555  East  Tremont  avenue, 
northeast  corner  of  Monterey  avenue  (Block  3060,  Lot 
32),  Borough  of  The  Bronx. 

413-45-BZ— Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

777-45-BZ— Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution  of  Albert  Thompson, 
applicant,  on  behalf  of  Elsie  O’Connor,  owner,  (John 
Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8  horses 
for  hire);  premises  198-73  Foothill  terrace,  east  side,  98 
ft.  north  of  Hillside  avenue  (Block  10532,  Lots  128  and 
131),  Queens  Village,  Borough  of  Queens. 

114-46-BZ — Application,  February  19,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Herman  Kron,  applicant, 
on  behalf  of  Sidney  D.  Robins,  owner,  to  permit  in  a 
residence  use  district,  the  change  of  occupancy  from 
theatre  to  a  wet  wash  laundry;  premises  112-114  Cannon 
street,  east  side,  75  ft.  north  of  Stanton  street  (Block 
330,  Lot  4),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

58-46-A — 287-473  Maspeth  avenue,  northeast  corner  of 
Varick  avenue  (Block  2838,  Lot  1),  Borough  of  Brook¬ 
lyn. 

134-46- A— -555  East  Tremont  avenue,  northeast  corner  of 
Monterey  avenue  (Block  3060,  Lot  32),  Borough  of  The 
Bronx. 
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201-46-A — 1557-1561  Broadway,  west  side,  71  ft.  7  1/5  in. 
north  of  West  46th  street  (Block  1018,  Lot  28),  Borough 
of  Manhattan. 

Materials  for  Approval. 

118- 45-SM — Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows,  ‘'Detention  Type.”  Fenestra  Pro¬ 
tection  Type  A  &  B,  Fenestra  Sidewall  Protection,  Fe¬ 
nestra  Intermediate  Guard  &  Fenestra  Heavy  Guard 
Windows. 

119- 45-SM — Detroit  Steel  Products  Company’s  solid 

Section  Fire  Windows,  known  as  Fenestra  Fenmark 
Projected,  Fenestra  Fenmark,  and  Fenestra  Fencraft 

Windows. 

120- 45-SM — Detroit  Steel  Proudcts  Company’s  Solid 

Section  Fire  Windows,  Pivoted  and  Projected  Types, 
Fenestra  Sidewall,  Fenestra  Commercial  Projected  and 
Fenestra  Architectural  Projected. 

121- 45-SM — Detroit  Steel  Products  Company’s  Solid 

Section  Fire  Windows — Casement  Type  Known  as  Fe¬ 
nestra  Fenwrought  Casements. 

463-45-SM — Stran  Steel  Joists. 

749-45-SM — Apex  Ash  Receivers,  Type  Tipover. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

421-45-A — 2956  Brighton  5th  street,  west  side,  120  ft. 
north  of  Ocean  View  avenue  (Block  7284,  Lot  472), 
Borough  of  Brooklyn  (reopened  and  restored  to  calendar 
February  5,  1946;  previously  withdrawn). 

746-44-A — 709-715  8th  avenue  and  300  West  45th  street, 
southwest  corner  (Block  1035,  Lot  36),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar  July  27,  1945; 
previously  withdrawn). 

638-45-A — 244-258  Water  street,  south  side,  125  ft.  east 
of  Bridge  street  (Block  42,  part  of  Lot  11),  Borough  of 
Brooklyn. 

184-46-A — 9  West  82nd  street,  north  side,  175  ft.  west  of 
Central  Park  West  (Block  1196,  Lot  25),  Borough  of 
Manhattan. 

138-46-A — 120-46,  120-50  and  120-54  227th  street,  north¬ 
west  corner  Francis  Lewis  boulevard  and  120-45,  120-49 
and  120-53  227th  street,  northeast  corner  of  Francis 
Lewis  boulevard  (Block  12811,  part  of  Lot  46  and 
Block  12812,  part  of  Lot  60),  St.  Albans,  Borough  of 
Queens. 

196-46-A — 218-04  to  218-24  119th  avenue  (Block  12778, 
Lot  92  and  part  of  Lot  110);  119-18  to  119-26  219th  street 
(Block  12778,  part  of  Lot  110);  119-41  to  119-49  Francis 
Lewis  boulevard  (Block  12778,  part  of  Lot  110);  119-26 
to  119-34  218th  street  (Block  12776,  part  of  Lot  57); 
119-17  to  119-25  217th  street  (Block  12776,  part  of  Lots 
45  and  57)  and  119-20  217th  street  (Block  12775,  part  of 
Lot  29),  Cambria  Heights,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  2,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  2,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

44-46-BZ — Application,  January  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Daumar  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  D  area  district, 
the  extension  of  present  buildings  to  cover  more  area 
than  permitted  at  curb  level;  premises  1609-1611  Avenue 
U,  north  side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brooklyn. 

779-45-BZ- — Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 
for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf 
of  The  Macmillan  Company,  owner,  to  permit  in  a  res¬ 
idence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

556-45-BZ— Application  of  Joel  D.  Marder,  applicant,  on 
behalf  of  Newspaper  Realty  Corp.,  owner,  reopened  and 
restored  to  calendar  January  29,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
retail  use  district,  B  area,  the  erection  of  a  six  story  fire¬ 
proof  addition  to  existing  five  story  factory  building 
fronting  West  34th  street;  to  connect  the  two  buildings 
at  each  floor  with  fireproof  horizontal  exit;  to  replace 
present  wood  stairway  with  lawful  fireproof  enclosed 
stairway,  to  install  subdividing  partitions  and  an  elevator 
(previously  withdrawn);  premises  410-412  West  34th 
street,  south  side,  120  ft.  west  of  9th  avenue,  and  405-407 
West  33rd  street  (Block  731,  Lots  53,  36  and  37),  Bor¬ 
ough  of  Manhattan. 

640-45-BZ — Application,  October  23,  1945,  under  sections 
7 a  and  21  of  the  zoning  resolution,  of  Jacob  Lubroth,  ap¬ 
plicant,  on  behalf  of  Jacob  S.  Kaminsky,  owner,  to  per¬ 
mit  in  an  unrestricted,  C  area  district,  the  extension  of 
an  existing  building  to  occupy  the  full  area  of  lot  on  the 
first  floor;  premises  60-77  Myrtle  avenue,  north  side,  208 
ft.  west  of  Fresh  Pond  road  (Block  3538,  Lot  55),  Ridge¬ 
wood,  Borough  of  Queens. 

633-45-BZ — Application,  October  20,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Julius  Spilka,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
60  ft.  west  of  15th  avenue  (Block  5720,  Lot  38),  Borough 
of  Brooklyn. 

1213-40-BZ — Application  of  Frank  S.  Parker,  applicant, 
on  behalf  of  605  West  51st  Street  Corp.,  owner,  reopened 
November  7,  1945,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  an  unrestricted  use  district,  the  erec¬ 
tion  of  a  two  (2)  story  garage  and  repair  shop  (within 
200  feet  of  a  public  park)  for  more  than  five  (5)  motor 
vehicles  for  a  term  of  twenty  years;  premises  727-731 
11th  avenue,  west  side,  50  ft.  2)4  in.  south  of  West  52nd 
street  (Block  1099,  Lots  32,  33  and  34),  Borough  of 
Manhattan. 

95-46-BZ — Application,  February  7,  1946,  under  section 
7a  of  the  zoning  resolution,  of  Bernard  Meyers,  appli¬ 
cant,  on  behalf  of  H.  Kulenkampf,  owner  (General  Gum¬ 
med  Products,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  factory;  premises  126- 
15  89th  avenue,  north  side,  40  ft.  east  of  126th  street 
(Block  9335,  Lot  60),  Richmond  Hill,  Borough  of 
Queens. 
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676-42-BZ— Application  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Tillie  Coopertnan  and  William  Broder,  owners, 
reopened  February  5,  1946,  under  section  7e  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  stable  (more  than  five  horses) 
to  manufacturing  and  storage;  premises  357  West  17th 
street,  north  side,  100  ft.  east  of  9th  avenue  (Block  741, 
Lot  5),  Borough  of  Manhattan. 

811-45-BZ — Application,  December  27,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner  (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 

802-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Church  of  The  Most  Precious 
Blood,  owner,  to  permit  in  a  residence  use  district,  an 
outdoor  theatre  to  seat  460  persons;  premises  90-110 
Bay  47th  street,  and  2737-2747  Harway  avenue,  north¬ 
east  corner  (Block  6901,  Lots  1,  3,  63,  64  and  66),  Bor¬ 
ough  of  Brooklyn. 

71-46-BZ — Application,  February  4,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Nicola  Mazzalonga,  owner,  to 
permit  in  a  business  use,  D  area  district,  the  extension 
of  existing  building  to  occupy  more  than  the  permitted 
area;  premises  105-28  to  105-32  101st  avenue,  and  101-02 
to  101-10  106th  street,  southwest  corner  (Block  9423, 
Lot  13),  Jamaica,  Borough  of  Queens. 

127-46-BZ — Application,  February  25,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  Court  Boulevard  Inc.,  owner,  to 
permit  in  a  business  use,  D  area  district,  the  erection  of 
a  motion  picture  theatre  (980  seats)  and  four  (4)  stores, 
occupying  more  area  of  lot  than  is  permitted;  premises 
46-13  to  46-21  Hollis  Court  boulevard,  46-02  to  46-14 
189th  street,  northwest  corner  and  188-12  to  188-20  46th 
avenue  (Block  5528,  Lot  1),  Flushing,  Borough  of 
Queens. 

Appliances  and  Materials  for  Approval. 

427-38-SA — Josarm  Oil  Interceptor,  Models  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution).  . 

704-44-SA — Rayfield  Oil  Burner,  Models  Jr.  and  D-4. 

252-45-SA — Metropolitan  Feeder,  (Water  Treatment  Ap¬ 
pliance). 

35-45-SM — Russwin  Panic  Bolts — Types  564,  564)4,  566, 
567.  567)4.  Types  80,  T80,  86,  T86,  86NT,  T86NT,  86)4, 
T86)4  ,  86)4 NT,  87,  T87,  8 7*4.  88,  T88,  89,  T89,  89A, 
T89A,  280,  T280,  T7080,  T7086,  T7086 )4,  T7086NT, 
T7086)4NT,  T7087,  T7087)4,  T7088,  T7089,  T7089A, 
T7280,  080,  T080,  T07080. 

263-45-SM — Lo-K  Flameproofed  Cotton  Insulation. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  9,  1946,  10  A.M. 

y 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  9,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Zoning  Applications. 

778-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution  of  Stuyvesant  Chambers, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion  of  occupancy  from 
heretofore  converted  dwelling  (Class  A)  to  business  use 
(portions  of  2nd,  3rd,  4th  and  5th  floors  for  research 
and  direction  in  connection  with  professional  activities); 
premises  19-20  Gramercy  Park  south  and  86-88  Irving 
place,  southeast  corner  (Block  875,  Lot  61),  Borough  of 
Manhattan. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place,  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

37-46-BZ — Application,  January  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Herbert  Tannenbaum, 
applicant,  on  behalf  of  Margaret  La  Sala,  owner  (High 
Bridge  Auto  Service,  lessee),  to  permit  in  a  business  use 
district,  the  change  of  occupancy  from  stable  and  hay 
loft,  to  an  automobile  repair  shop;  premises  1275  Jerome 
avenue,  west  side,  75  ft.  north  of  West  169th  street,  and 
Inwood  avenue,  east  side,  75  ft.  north  of  West  169th 
street  (Block  2855,  part  of  Lot  45),  Borough  of  The 
Bronx. 

52-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Herman  Spinken,  appli¬ 
cant,  on  behalf  of  Dorothy  Warren,  owner,  to  permit  in 
a  business  use,  C  area  district,  the  extension  of  present 
building  to  cover  more  area  than  is  permitted;  premises 

159- 17  Hillside  avenue,  north  side,  168.20  ft.  east  of  Par¬ 
sons  boulevard  (Block  9768,  Lot  89),  Jamaica,  Borough 
of  Queens. 

99-46-BZ — Application,  February  14,  1946,  under  section 
21  of  the  zoning  resolution,  of  Walter  Binger,  applicant, 
on  behalf  of  Realest  Corporation,  owner,  to  permit  in  a 
restricted  retail  use,  B  area  district,  the  extension  of  rear 
of  first  story  to  cover  more  than  permitted  area;  prem¬ 
ises  1189  Madison  avenue,  east  side,  18  ft.  south  of  East 
87th  street  (Block  1498,  Lot  151),  Borough  of  Manhattan. 

160- 46-BZ — Application,  March  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Harry  Kleinman,  applicant 
and  owner,  to  permit  in  a  residence  use  district,  the 
erection  of  a  fireproof  building,  to  be  used  as  a  skating 
rink;  premises  2520  Hylan  boulevard,  south  side,  125  ft. 
west  of  New  Dorp  lane  (Block  3960,  Lot  7),  New  Dorp, 
Borough  of  Richmond. 

624-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lobe  Realty  Corp.,  owner,  reopened 
February  13,  1946,  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  of 
a  gasoline  service  station,  lubritorium  and  car  washing; 
premises  178-02  to  178-08  Union  turnpike,  south  side, 
400  ft.  east  of  Utopia  parkway  (Block  7227,  part  of  Lot 
24),  Flushing,  Borough  of  Queens. 

460-26-BZ— -Application  of  George  A.  Aliano,  applicant, 
on  behalf  of  49-50  Realty  Corporation,  owner,  reopened 
March  12,  1946,  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the 
erection  of  a  building  for  Post  Office,  bowling  alleys, 
restaurant  and  business;  premises  513-533  50th  street, 
north  side,  90  ft.  east  of  5th  avenue,  and  4921  5th  avenue 
(Block  784,  Lot  2),  Borough  of  Brooklyn. 

702-45-BZ — Application,  November  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  behalf  of  Albert  H.  Dachuck  and  James 
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Ferrara,  owners,  to  permit  in  residence  and  business  use 
district,  the  change  of  occupancy  from  riding  academy 
(15  horses)  to  gasoline  service  station  and  repair  shop; 
premises  182-70  Union  turnpike,  and  80-02  Chevy  Chase 
street,  southwest  corner  (Block  7248,  Lot  39),  Jamaica, 
Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

120-46-A — 2417  Webster  avenue,  west  side,  65.08  ft. 
north  of  East  187th  street  (1st  floor  and  basement); 
(Block  3025,  Lot  25),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  9,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  April  9,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  April  23,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19,  1946 
(previously  withdrawn)  re  application,  under  section  7f  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  reconstruction  and  extension  of  existing  gasoline  serv¬ 


ice  station  (previously  granted  by  the  Board)  ;  premises 
242-02  to  242-12  Merrick  boulevard  and  133-41  to  133-45 
242nd  street,  southeast  corner  (Block  13206  (3645),  Lots 
17  and  19),  Rosedale,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  23,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  23,  1946,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following, 
matters : 

Appeals  from  Administrative  Decisions. 

89-46- A— 1760-1764  Pitkin  avenue  and  128  Watkins  street, 
southwest  corner  (3rd  floor);  (Block  3524,  Lot  16),  Bor¬ 
ough  of  Brooklyn. 

137-46-A— Blair  avenue,  614.75  ft.  north  of  Miles  avenue, 
Bungalow  232B  (Block  5516,  Lot  None),  Edgewater 
Camp,  Borough  of  The  Bronx,  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Blair  avenue). 

HARRIS  H.  MURDOCK,  Chairman, 


APRIL  30,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  30,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  ‘south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  19,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  March  5,  1946,  were 
approved  as  printed  in  Bulletin  No.  11,  Vok  31. 


ZONING  APPLICATIONS 

1213-40-BZ 

APPLICANT— Frank  S.  Parker,  for  605  West  51st  Street 
Corp.,  owner. 

SUBJECT — Application  reopened  November  7,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7g  of  the  zoning  resolution,  to  permit 
in  an  unrestricted  use  district,  the  erection  of  a  two 
(2)  story  garage  and  repair  shop  (within  200  feet 
of  a  public  park)  for  more  than  five  (5)  motor 
vehicles  for  a  term  of  twenty  years. 


PREMISPIS  AFFECTED — 727-731  11th  avenue,  west  side, 
50  ft.  2/2  in.  south  of  West  52nd  street  (Block 
1099,  Lots  32,  33  and  34),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  S.  Parker. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1946  at  10 
A.M.;  applicant  to  check  consents. 


557-45-BZ 

APPLICANT — John  T.  Clancy,  for  Slattery  Contracting 
Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  the  extension  of  a  garage  for  more  than  five 
trucks  for  owner’s  use  and  repair  shop. 
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PREMISES  AFFECTED— 51-01  72nd  place  and  72-28  to 
72-36  51st  road,  southeast  corner  (Block  2465,  Lots 
1  to  5),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  T.  Clancy. 

For  Opposition :  Nathan  Slewitt,  A.  Figlock,  S. 
Makes,  Mrs.  W.  Baumbach,  Mrs.  A.  Kowineck, 
H.  Schalfer,  E.  Liemann,  Mrs.  H.  Sigmor,  Mrs. 
Staray,  Mrs.  Percow  and  Hagel  Boeckman. 
For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1946  at  10 
A.M.,  for  decision  by  the  Board  ;  applicant  to  dis¬ 
cuss,  with  the  owner,  the  suggestions  of  the  Board. 


633-45-BZ 

.APPLICANT — Ferdinand  Savignano,  for  Julius  Spilka, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  present  building  to  occupy  more 
area  than  permitted  at  curb  level. 

PREMISES  AFFECTED— 1474-1476  60th  street,  south 
side,  60  ft.  west  of  1 5th  avenue  (Block  5720,  Lot 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joan  Epstein. 

For  Opposition:  Alfred  Berunder. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1946  at  10 
A.M.,  to  permit  inspection  by  a  committee  of  the 
Board. 


687-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Andrew  Ercoli- 
no,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  present  building  to  occupy  more 
area  than  permitted  at  curb  level. 

PREMISES  AFFECTED— 3712-3714  13th  avenue,  west 
side,  70  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

;  APPEARANCES— 

For  Applicant :  Joan  Epstein. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1946  at  10 
A.M.,  at  the  request  of  the  applicant. 


95-46-BZ 

APPLICANT — Bernard  Meyers,  for  H.  Kulenkampf,  owner 
(General  Gummed  Products,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  an  existing  factory. 

PREMISES  AFFECTED— 126-15  89th  avenue,  north  side, 
40  ft.  east  of  126th  street  (Block  9335,  Lot  60), 
Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  B.  Meyers,  O.  Weil  and  E.  Steckler. 
For  Opposition  :  Francis  A.  Collins,  P.  Fitzpatrick. 
Barbara  Healy,  Bertha  Drost,  Gertrude  Raven, 
Katherine  Seigel,  Julia  D’Amore,  Abbey  Skirde, 
Jennie  De  Blasio,  Mary  Geiger,  Mary  Brick- 
man,  L.  Larson  and  Jacob  Kleide. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  2,  1946  at  10 
A.M.,  for  inspection  by  Committee  and  decision  by 
the  Board  without  further  argument. 


575-32-BZ 

APPLICANT — Charles  M.  Spindler,  for  Mary  Cavallo  and 
Harriet  Sweeney,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  area  and  rearrangement — re  Applica¬ 
tion  (decision  of  the  borough  superintendent)  pre¬ 
viously  granted  on  condition  under  section  7f  of  the 
zoning  resolution  for  a  term  of  five  (5)  years,  per¬ 
mitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 242-02  to  242-12  Merrick  boule¬ 
vard  and  133-41  to  133-45  242nd  street,  southeast 
corner  (Block  13206,  Lots  17  and  19),  Rosedale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  April  23,  1946 
at  10  A.M. 

THE  VOTE  Tp  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


556-45-BZ 

APPLICANT — Joel  D.  Marder,  for  Newspaper  Realty 
Corp.,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
January  29,  1946 — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  retail  use  distict, 
B  area,  the  erection  of  a  six-story  fireproof  addi¬ 
tion  to  existing  five-story  factory  building  fronting 
west  34th  street ;  to  connect  the  two  buildings  at 
each  floor  with  fireproof  horizontal  exit ;  to  replace 
present  wood  stairway  with  lawful  fireproof  en¬ 
closure  stairway,  to"  install  subdividing  partitions 
and  an  elevator  (previously  withdrawn). 
PREMISES  AFFECTED— 410-412  West  34th  street, 
south  side,  120  ft.  west  of  9th  avenue  and  405-407 
West  33rd  street  (Block  731,  Lots  53,  36  and  37), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  Brenner. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (556-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  B  area  district,  the 
erection  of  a  6-story  fireproof  addition  to  existing  5-story 
factory  fronting  West  34th  street,  to  connect  the  two  build¬ 
ings  at  each  floor  with  fireproof  horizontal  exist ;  to  replace 
present  wrood  stairway  with  lawful  fireproof  enclosed  stair¬ 
way,  to  install  subdividing  partitions  and  an  elevator,  at- 
fecting  premises:  410-412  West  34th  street,  south  side,  120 
ft.  west  of  9th  avenue  and  405-407  West  33rd  street  (Block 
731,  Lots  53,  36  and  37),  Borough  of  Manhattan,  was 
withdrawn  by  vote  of  the  Board  on  January  3,  1946;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  29,  1946  and  restored  to  the  calendar,  subject 
to  usual  procedure ;  and 

W  hereas,  an  amendment  was  filed  with  the  borough 
superintendent  by  the  applicant  on  March  13,  1946,  while 
this  application  was  before  this  Board ;  and 
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Whereas,  the  borough  superintendent  cannot  render  a 
decision  on  an  amendment  under  the  provision  of  the  New 
York  Charter,  Section  668,  Subsection  C,  while  the  ap¬ 
plicant  is  exhausting  his  lawful  remedies  by  seeking  a  de¬ 
cision  from  the  Board;  and 

Whereas,  the  applicant  is  required  to  determine  whether 
he  desires  to  request  reconsideration  of  the  borough  super¬ 
intendent  in  view  of  the  recent  amendment  to  Section  19, 
Sub-Section  E  or  proceed  with  his  application  before  the 
Board  inasmuch  as  he  cannot  follow  both  procedures  at 
the  same  time ;  and 

Whereas,  the  applicant  requested  withdrawal  of  this 
application. 

Resolved,  that  this  application  be  and  it  hereby  is  with¬ 
drawn. 


1478-39-BZ 

APPLICANT — Albert  Thompson,  for  Hillside  Jamaica 
Home  Building  Co.,  owner. 

SUBJECT — Application  reopened  February  13,  1946  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  superintendent),  pre¬ 
viously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  for  a  term  of  two  years, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 175-01  to  175-65  Hillside  ave¬ 
nue,  northeast  corner  of  175th  street  (Block  927, 
Lot  1  and  parts  of  Lots  3,  16  and  18),  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Albert  Thompson. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Park 
Dep’t. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (1478-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district,  for 
a  temporary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles,  affecting  premises  175-01 
to  175-65  Hillside  avenue,  northeast  corner  of  175th  street 
(Block  927,  Lot  1  and  part  of  Lots  3,  16  and  18).  Jamaica, 
Borough  of  Queens,  was  granted  by  the  Board  March  12, 
1940,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
extended  June  18,  1940,  and  February  11,  1941,  and  permit 
extended  on  October  15,  1941,  and  December  7,  1943;  and 
Whereas,  the  applicant  requested  further  extension  of 
the  permit  which  had  expired  by  time  limitation ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  13,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  March  19,  1946  at  10  A.M. ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  4,  1946,  re  Misc.  Applic.  5640-39,  reads: 

“1.  Request  for  renewal  for  use  of  above  located 
premises  as  a  parking  lot  for  motor  vehicles  denied 
as  original  approval  of  B.  of  St.  &  A.  Cal.  1478-39-BZ 
has  expired. 

The  parking  of  more  than  5  motor  vehicles  within  a 
business  district  is  contrary  to  Art.  2,  Sec.  4  of  BZR.” 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  12,  1940  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 


“Granted  under  section  7h  to  permit  the  plot  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  .  .  .  and  that  other  than 
as  herein  amended,  the  provisions  of  the  resolution  of 
March  12,  1940  shall  be  complied  with;  that  a  certi¬ 
ficate  of  occupancy  shall  be  obtained  (Misc.  Applic. 
5640-39).” 


619-45-BZ 

APPLICANT — James  Whitford,  for  William  J.  Couch, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
February  13,  1946 — Application  (decision  of  the 
borough  superintendent),  under  section  7a  of  the 
zoning  resolution,  to  permit  in  residence  use  dis¬ 
trict,  the  extension  of  an  existing  gasoline  service 
station  and  repair  shop,  and  to  include  auto  truck 
showroom  and  repair  shop  (previously  withdrawn). 
PREMISES  AFFECTED— 977  Victory  boulevard,  north 
side,  932  ft.  east  of  Melrose  avenue  ( Block  240, 
Lot  26),  Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  Whitford  and  William  J. 
Couch. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (619-45-BZ) 

Whereas,  this  application  under  section  7 a  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  extension 
of  an  existing  gasoline  service  station  and  repair  shop  to 
include  auto  truck  show  room  and  repair  shop  affecting- 
premises  :  9 77  Victory  boulevard,  north  side,  932  ft.  east  of 
Melrose  avenue  (Block  240,  Lot  26),  Tompkinsville,  Bor¬ 
ough  of  Richmond  was  withdrawn  by  vote  of  the  Board  on 
December  11,  1945;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  section  7c  of  the  zoning- 
resolution  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  13,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  March  19,  1946,  at  10  A.M.;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Victory  boulevard  is  in  a  residence  use, 
E  area  and  Class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  4,  1946,  re  Alt.  Applic.  197-45,  reads : 

“1.  The  proposed  alteration  of  a  non-fireproof  exten¬ 
sion,  consisting  of  a  garage  and  truck  showroom  to  an 
existing  gasoline  service  station  is  not  permitted,  as  it 
is  contrary  to  a  use  permitted  in  a  Residential  Use 
District.  Zoning  Resolution  Art.  II,  Sec.  3.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  150  ft.  in  depth,  on  which  is 
located  a  one-story  building,  16  ft.  in  height,  61  ft.  4  in. 
front  by  30  ft.  in  depth,  of  concrete  block  and  brick  front 
construction;  also  a  one-story  metal  building,  40.10  ft.  front 
by  18.20  ft.  deep  used  as  a  paint  shop;  that  it  is  proposed 
to  add  a  one-story  concrete  block  and  brick  addition,  which, 
with  present  Class  3  construction  will  be  73  ft.  6  in.  front 
(irregular)  by  72  ft.,  4  in.  in  depth  (irregular),  1  story, 
18  ft.  in  height,  of  Class  3  construction;  that  the  present 
1 -story  metal  paint  shop  is  to  be  removed  and  the  building 
changed  to  be  more  in  conformity  with  the  zoning  require¬ 
ments  for  side  yards ;  and 
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Whereas,  the  applicant  contends  that  the  property  now 
consists  of  a  one-story  concrete  block  and  brick  front  build¬ 
ing,  having  a  gasoline  service  station  for  brake  service, 
lubrication,  auto  laundry,  usual  repair  shop,  office,  toilet  ac¬ 
commodations  and  a  boiler  room ;  a  one-story  metal  build¬ 
ing  used  for  a  paint  shop;  a  1000  gallon  buried  fuel  oil 
tank  for  oil  burner  .in  the  boiler  room;  two  double  pump 
islands  supplied  from  three  buried  gasoline  tanks  of  550 
gallons  capacity  each ;  that  it  is  proposed  to  add  a  one-story 
concrete  block  and  brick  addition  to  accommodate  a  truck 
sales  showroom  and  truck  repair  service  department  for  not 
more  than  five  “International”  trucks,  for  which  the  owner 
has  the  exclusive  agency  on  Staten  Island ;  that  the  cover¬ 
age  of  the  property  in  question  with  the  proposed  addition 
would  not  exceed  40%  ;  that  the  continuous  use  of  the  sub¬ 
ject  property  for  the  purpose  requested  can  be  shown  as 
follows :  According  to  the  Fire  Dept,  records  an  applica¬ 
tion  was  made  by  Rose  Walitzki  for  a  gasoline  filling  sta¬ 
tion  on  March  1,  1927  and  permit  granted  March  15,  1928 
under  Permit  #183400;  that  the  property  was  later  sold  to 
Olsen  Brothers,  who  continued  operating  the  gasoline  sta¬ 
tion  under  Fire  Department  permit;  that  in  June,  1930, 
William  Couch,  the  present  owner,  leased  the  premises  from 
Olsen  Brothers  and  continued  operation  of  gasoline  station 
and  repair  shop  under  Fire  Department  permit ;  that  in  1937 
Mr.  Couch  purchased  the  said  property  from  the  Olsen 
Brothers  and  filed  plans  with  the  Building  Department, 
Richmond,  for  the  erection  of  the  present  building ;  that  the 
permit  was  granted  under  N.B.  489-36  and  a  certificate  of 
occupancy  issued  on  February  24,  1937 ;  that  the  subject 
property  was  in  an  unrestricted  area  until  January  21,  1942, 
when  it  was  placed  in  a  residential  E  district ;  that  permit 
for  the  one-story  metal  paint  shop  was  issued  under  #1281- 
37 ;  that  in  the  applicant’s  opinion  the  properties  in  close 
proximity  to  and  including  property  in  question  are  not 
residential  “E”  in  character  and  there  would  be  no  detriment 
to  property  values  in  this  vicinity  if  this  application  were 
granted ;  that  the  south  side  of  Victory  boulevard,  directly 
opposite  this  site,  is  largely  taken  up  by  two  very  old  and 
rather  unsightely  cemeteries,  one  having  a  high  stohe  wall 
approximately  12  ft.  in  height  and  both  displaying  head¬ 
stones  outside  the  property  line ;  that  the  owner  is  well 
established  at  this  location  and  has  invested  a  considerable 
amount  of  money  therein ;  that  his  business  has  increased 
so  that  it  is  impossible  to  properly  execute  it  without  addi¬ 
tional  space  and  facilities  for  displaying  and  servicing  the 
trucks  hereinbefore  referred  to ;  that  this  extension  is  vitally 
necessary  for  the  conduct  of  the  business  and  to  safeguard 
the  large  investment;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  regulations  of  the  zoning 
resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  section  7c  thereof,  to  permit  the  extension. of 
use  as  proposed  and  as  indicated  on  revised  plans  filed  with 
this  appeal  marked  “Received  February  7,  1946,”  four  sheets, 
on  condition  that  the  existing  and  proposed  buildings  as  in¬ 
dicated  thereon  shall  not  be  increased  in  height  or  area;. that 
the  construction  and  design  shall  be  substantially  as.  indi¬ 
cated  ;  that  the  entire  premises  other  than  where  occupied  by 
buildings  and  proposed  building  shall  be  paved  with  .col- 
provia  or  other  suitable  paving ;  that  the  planting  as  indi¬ 
cated  shall  be  maintained  protected  by  curbs  not  less  than 
6"  in  width  and  6"  in  height  above  grade  on  suitable  founda¬ 
tions  ;  that  along  the  interior  and  rear  lot  lines,  there  shall  be 
erected  a  substantial  fence  not  less  than  4  ft.  in  height ;  that 
such  fence  shall  be  either  of  steel  or  woven  wire  or  of  wood 
pickets  and  if  of  wood  shall  be  kept  painted;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  in  all  other  respects,  the 
buildings  and  occupancies  shall  comply  with  the  Zoning 
Resolution  and  all  laws,  rules  and  regulations  applicable 


thereto;  that  all  permits  shall  be  obtained  and  all  work- 
completed  within  one  (1)  year  from  the  date  of  this  resolu¬ 
tion  ;  that  a  new  certificate  of  occupancy  shall  be  obtained. 


763-45-BZ 

APPLICANT — Max  Siegel  and  Green,  for  Harbrick  Realty 
Corp.,  owner  (Harmosa  Oil  Corp.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a,  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  retail  and  unrestricted  use 
district,  the  erection  of  two  buildings  accessory  to 
a  gasoline  station. 

PREMISES  AFFECTED— 153-169  7th  avenue,  161-167 
West  19th  street,  northeast  corner  and  158-164 
West  20th  street,  southeast  corner  7th  avenue,  en¬ 
tire  block  (Block  795,  Lot  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  Leo  K.  Marteis  and  M.  Lavitt. 
For  Administration:  Fred  Dahlem,  Dept  of  Ilous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  Commissioner  Savage  .  1 

THE  RESOLUTION  (763-45-BZ) 


Whereas,  Siegel  &  Green  for  Harbrick  Realty  Corp., 
owner,  (Harmosa  Oil  Corporation,  lessee)  filed  December 
10,  1945  an  application  under  sections  7a,  7c  and  7i  of  the 
zoning  resolution,  to  permit  in  a  retail  and  unrestricted  use 
district  the  erection  of  two  buildings  accessory  to  a  gasoline 
station,  affecting  premises  153-169  7th  avenue,  158-164  West 
20th  street,  and  161-167  West  19th  street,  southeast  corner 
of  West  20th  street,  northeast  corner  West  19th  street, 
block  front,  (Block  795,  Lot  1),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Seventh  avenue  is  in  a  retail  use,  B  area 
and  Class  2  height  district;  20th  street  is  in  retail  and  un¬ 
restricted  use,  B  area  and  Class  2  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  23,  1945  re  Alt.  Applic.  1657-45,  reads : 

“1.  Repeat — Proposed  building  is  an  accessory  to  a 
gasoline  station  in  a  retail  district  located  on  a  plot  in 
a  retail  and  unrestricted  district  and  contrary  to  Sect. 
4a,  Art.  II  of  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  184  ft  frontage  by  149  ft.  3  in.  in  depth,  irregular 
in  area,  on  which  are  located  three  buildings  28  ft.  front 
by  25  ft.,  1  story  store,  25  ft.  by  100  ft.  and  26  ft.  8  in.  by 
65  ft.,  one  and  two  stories,  16  and  23  ft.  in  height  of  Class 
3  construction ;  that  it  is  proposed  to  erect  an  extension  to 
existing  accessory  building,  one  story  high  and  to  erect  a 
two  story  extension  to  existing  one  story  building  now  lo¬ 
cated  at  the  corner  of  7th  avenue  and  West  20th  street 
(28  ft.  by  65  ft.)  two  stories  in  height;  and 

Whereas,  the  applicant  contends  that  premises  are  devel¬ 
oped  with  a  gasoline  station  and  several  accessory  build¬ 
ings  ;  that  the  gas  station  was  established  when  the  district 
was  unrestricted  and  has  been  in  continuous  operation  since 
its  establishment;  that  under  Sec.  6  of  the  zoning  resolution 
this  non-conforming  use  can  be  maintained  and  be  legallv 
continued  in  the  retail  use  portion  of  the  plot  as  well  as  in 
the  unrestricted  use  portion ;  that  it  is  now  proposed  to  erect 
an  extension  to  the  existing  accessory  building,  about  24  ft. 
by  50  ft.  in  area,  1  story  high,  to  be  used  for  a  wheel  align¬ 
ment  department  and  similar  repairs  which  is  classified  as 
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an  auto  repair  shop ;  that  the  proposed  extension  will1  cover 
an  area  now  used  by  open  grease  pits ;  that  in  addition,  it 
is  proposed  to  erect  a  2  story  extension  to  the  existing  1 
story  store  building  now  located  at  the  corner  of  7th  avenue 
and  West  20th  street,  which  will  adjoin  the  proposed  re¬ 
pair  shop  extension;  that  this  2  story  building  will  be  28 
ft.  by  65  ft.  in  area,  2  stories  and  cellar  in  height  and  will 
be  used  for  a  retail  store  on  the  1st  floor  and  offices  on 
the  2nd  floor ;  that  this  use  is  a  permitted  commercial  use 
in  a  retail  use  district;  that  the  proposed  auto  repair  shop 
will  in  no  way  affect  the  character  of  the  general  surround¬ 
ings  and  neighborhood  as  it  is  similar  to  the  type  of  busi¬ 
ness  now  conducted  which  occupies  the  entire  block  front, 
and  any  immediately  adjacent  property  is  located  in  an  un¬ 
restricted  district;  that  the  proposed  use  is  a  reasonable 
accessory  to  the  business  and  will  result  in  a  beneficial  use 
of  this  property  without  adversely  affecting  any  one;  that 
the  Board  has  specific  jurisdiction  to  grant  this  variance  in 
view  of  these  premises  being  divided  by  two  use  districts  and 
now  being  developed  with  a  non-conforming  use ;  that  the 
extension  proposed  is  in  harmony  with  the  general  purpose 
and  intent  of  the  zoning  resolution,  and  an  appropriate  case 
for  the  Board  to  exercise  discretion ;  and 
W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivisions  c  and  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  sections  7c  and 
7i  thereof,  to  permit  the  extension  of  use  as  indicated  on 
plans  filed  with  this  application  marked  “Received  Decem¬ 
ber  10,  1945,”  two  sheets,  consisting  of  the  proposed  exten¬ 
sion  of  the  building  as  indicated  on  such  plans  and  the 
extension  of  use  for  the  proposed  one  story  section  by  the 
elimination  of  greasing  pits  and  the  inclusion  of  equipment 
for  wheel  alignment,  on  condition  that  no  further  extension 
of  use  or  the  buildings  shall  be  constructed ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  as  per¬ 
mitted  under  the  existing  C.  O.  25340 ;  that  a  new  certificate 
of  occupancy  shall  be  obtained  upon  completion  of  the  pro¬ 
posed  extension ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
resolution. 


13-46-BZ 

APPLICANT — Anastasios  Catsanos,  for  Theodore  C.  Kat- 
sigris,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  B  area  dis¬ 
trict,  the  alteration  of  existing  building  to  cover 
more  than  permitted  area. 

PREMISES  AFFECTED— 345-347  West  54th  street,  north 
side,  225  ft.  east  of  9th  avenue  (Block  1045,  Lots 
10-11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  A.  Catsanos  and  A.  Souval. 

For  Opposition :  Ruth  Ransom 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (13-46-BZ) 

Whereas,  Anastasios  Catsanos  for  Theodore  C.  Katsigris, 
owner,  filed  January  4,  1946  an  application  under  sections  7c 
and  21  of  the  zoning  resolution,  to  permit  in  a  residence  use, 


B  area  district,  the  alteration  of  existing  building  to  cover 
more  than  the  permitted  area;  affecting  premises  345-347 
West  54th  street,  north  side,  225  ft.  east  of  9th  avenue 
(Block  1045,  Lots  10,  11)  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
March  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  54th  street  is  in  residence,  retail 
and  retail  1  use  B  area  and  class  1  lA  height  districts;  9th 
avenue  is  in  a  retail  use,  B  area  and  class  1(4  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  4,  1945  on  Alt.  Applic.  1971-45  reads: 

“1.  Business  use  is  not  permitted  in  a  Residence  Dis¬ 
trict.  Art.  II,  para.  3  of  Zoning  Resolution. 

2.  Bldg,  may  not  occupy  mote  than  65%  of  area  of  lot. 
Art.  IV,  para.  12B  (b).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  50  ft.  frontage  by  46  ft.  11  in.  in  depth,  irregular,  on 
which  are  located  two  buildings  50  ft.  front  by  36  ft.  4(4  in. 
in  depth  (irregular),  2  stories,  23  ft.  8  in.  in  height,  No.  347 
of  class  3  construction  and  No.  345  of  class  4  construction; 
that  it  is  proposed  to  extend  the  first  floor  to  cover  the  en¬ 
tire  lot  of  both  stores,  and  to  construct  a  new  building  for 
showrooms  and  repair  shop  for  electric  motors,  incidental  to 
business ;  and 

Whereas,  the  applicant  contends  that  par.  17  (a)  of 
Article  IV  permits  the  omission  of  rear  yard  for  lots  or 
portions  of  lots  extending  less  than  55  ft.  from  the  nearest 
street;  that  in  the  case  in  question  the  greatest  depth  of  the 
lot  is  50  ft.  (4  in.,  the  least  depth  is  43  ft.  9-7/8  in.  and  the 
average  depth  is  46  ft.  11-1/16  in.;  that  the  existing  first 
floors  of  both  old  buildings  on  the  two  lots  have  been  oc¬ 
cupied  as  stores  for  many  years  prior  to  any  zoning  resolu¬ 
tion  or  zoning  restrictions ;  that  the  proposed  extension  of 
the  first  floor  and  its  business  occupancy  will  not  affect  the 
adjoining  propertty  in  the  rear  of  the  lot  as  all  the  openings 
shown  on  the  rear  lot  line  wall  are  entirely  filled  with  glass 
block  of  the  type  prescribed  by  the  Board  of  Standards  and 
Appeals  for  lot  line  installations  ;  that  the  depth  and  area  of 
the  proposed  second  floor  is  identical  to  the  depth  and  area 
of  the  existing  buildings  ;  that  the  proposed  occupancy  of  the 
2nd  floor  as  an  office  and  display  room  will  not  be  detri¬ 
mental  to  any  of  the  properties  in  the  area  directly  affected 
as  the  proposed  alteration  and  occupancy  will  be  an  improve¬ 
ment  to  this  block ;  that  in  the  ten  years  since  the  change  of 
54th  street  between  8th  and  9th  avenues  from  business  use 
district  to  residence  district  there  has  not  been  any  improve¬ 
ment  of  a  residential  character  on  54th  street  between  8th 
and  9th  avenues ;  that  the  proposed  construction  is  intended 
to  eliminate  throughout  the  class  4  type  construction  as  all 
floor  and  roof  joists  will  be  resting  on  masonry  walls  and 
steel  girders  and  beams  ;  that  front  and  rear  walls  will  be 
new  as  will  be  the  easterly  lot  line  wall ;  that  the  building  is 
to  be  occupied  by  the  Hub  Engineering  Company  and  the 
owner  of  this  property  is  the  service  field  engineer  and  dis¬ 
tributor  for  the  American  Brake  Shoe  Company  and  also  a 
distributor  of  General  Electric  motors;  that  a  portion  of  the 
first  floor  space  will  be  used  for  repairs,  adjustments  and 
cleaning  and  setting  of  electric  motors  incidental  to  the  busi¬ 
ness  and  no  more  than  six  men  will  be  employed  on  the 
operations ;  that  the  2nd  floor  occupancy  will  be  for  display 
rooms  for  electric  motors  and  machinery  and  also  executive 
offices ;  that  the  applicant  has  failed  to  find  any  record  indi¬ 
cating  the  date  of  erection  of  any  of  the  two  buildings,  al¬ 
though  345  W.  54th  street  was  altered  in  1870  and  347  W. 
54th  street  was  converted  to  furnished  rooms  in  1909 ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution  as  to  use,  and  that  the 
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applicant  had  substantiated  a  basis  of  appeal  under  section  21 
of  the  zoning  resolution  and  was,  therefore,  entitled  to  re¬ 
lief  as  to  area  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  requirements  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  sections  7e 
and  21  thereof  for  a  term  of  ten  years  to  permit  the  con¬ 
struction  and  use  of  the  building  substantially  as  proposed 
and  as  indicated  on  plans  filed  with  this  application  marked 
“Received  January  4,  1946”,  five  sheets,  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
building  shall  not  exceed  two  stories  in  height  as  indicated 
and  that  the  rear  extension  shall  not  exceed  one  story  in 
height;  that  the  existing  buildings  shall  be  entirely  removed 
in  all  respects ;  that  in  the  rear  wall  there  shall  be  no  open¬ 
ings  unless  such  openings  are  filled  with  glass  block  as  ap¬ 
proved  for  interior  lot  line  construction  as  indicated  on  such 
plans;  that  the  windows  at  the  second  story  opening  in  the 
rear  shall  be  fireproof  and  self-closing  and  glazed  with  trans¬ 
lucent  wire  glass ;  that  the  occupancy  shall  be  substantially 
as  proposed  and  shall  at  no  time  be  for  any  other  type  of 
occupancy  other  than  that  permittted  in  a  restricted  retail 
district ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


91-46-BZ 

APPLICANT — Andrew  J.  Thomas,  for  Queensboro  Con¬ 
struction  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  exits  from  a  business  building  through  a 
residence  use  district. 

PREMISES  AFFECTED— 78-11  to  78-21  37th  avenue,  and 
35-58  to  35-68  79th  street,  northwest  corner  (Block- 
1278,  Lot  38),  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  H.  Nolan,  W.  Smith  and  A.  Thomas. 
For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (91-46-BZ) 

Whereas,  Andrew  J.  Thomas,  for  Queensboro  Construc¬ 
tion  Corp.,  owner,  filed  February  13,  1946,  an  application 
under  sections  7b  and  21  of  the  zoning  resolution,  to  permit 
in  residence  and  business  use  districts  exits  from  a  business 
building  through  a  residence  use  district;  premises:  78-11  to 
78-21  37th  avenue  and  35-58  to  35-68  79th  street,  northwest 
corner,  (Block  1278,  Lot  38),  Jackson  Heights,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
tbe  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
March  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  37th  avenue  is  in  a  business  use,  B 
area  and  Class  \l/2  height  district;  79th  street  is  in  residence 
and  business  use,  B  area  and  Class  \l/2  height  districts;  and 
Whereas,  the  decisions  of  the  borough  superintendent, 
dated  January  31,  1946,  re  NB  Apps.  432-46  and  433-46, 
reads : 

“1.  The  use  of  that  portion  of  the  lot  located  in  a 
Residence  use  district  for  exits  from  a  business  building 
is  contrary  to  Art.  2,  Sect.  3  of  B.Z.R.” 
and 


“1.  The  use  of  that  portion  of  lot  located  in  a  Resi¬ 
dence  use  district  for  exits  from  a  business  building  is 
contrary  to  Article  2,  section  3  of  B.Z.R. 

2.  Exits  and  entrances  on  a  street  abutting  a  Resi¬ 
dence  use  district  in  excess  of  3'-6"  in  width  is  contrary 
to  Art.  2,  Sec.  7 A  of  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  permises  consist  ol 
a  plot  100  ft.  frontage  by  115  ft.  in  depth,  on  which  are  to  be 
erected  two  buildings,  each  50  ft.  front  by  100  ft.  in  depth, 
2  stories,  29  ft.  in  height,  of  Class  3  construction ;  that  it  is 
proposed  to  build  the  buildings  similar,  separated  by  a  party 
wall,  using  the  15  ft.  in  rear  as  a  means  of  egress  to  79th 
street  from  the  rear  of  the  proposed  buildings ;  and 

Whereas,  the  applicant  contends  that  the  buildings  are 
100  ft.  in  depth  on  lots  115  ft.  in  depth;  that  the  rear  of  each 
lot  is  located  in  a  residence  use  district ;  the  proposed  build¬ 
ings  will  be  located  entirely  within  the  business  use  district ; 
that  permission  is  sought  to  use  the  entire  lots  for  business, 
i.e.,  to  extend  the  present  use  district  now  extending  100 
ft.  back  from  37th  avenue  to  the  rear  line  of  the  lots  which 
is  115  feet  back  from  37th  avenue;  that  the  entire  lot,  zoned 
in  part  for  business  and  in  part  for  residence  use  has  been 
in  the  ownership  of  the  Queensboro  Investing  Company  for 
the  past  thirty  years  and  before  the  Zoning  Resolution  was 
adopted ;  that  it  was  never  intended  this  lot  should  be  divided 
as  to  use;  that  the  Queensboro  Investing  Company  is  man¬ 
aged  and  controlled  by  the  Queensboro  Corporation,  the 
parent  company  and  the  Queensboro  Construction  Company 
has  been  formed  to  construct  the  subject  improvements  for 
the  parent  corporation;  that  it  has  been  the  practice  of  the 
aforementioned  parent  corporation  to  subdivide  property  un¬ 
der  their  ownership,  so  that  lots  fronting  on  the  wider  streets 
or  at  the  ends  of  blocks  shall  be  115  feet  deep  and  the  depth 
of  the  lot  in  question  is  an  example  of  this  practice;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted,  as  to  N.B.  Applications  432-46 
and  433-46,  objection  1,  on  condition  that  such  rear  yard 
shall  not  be  built  upon  above  grade;  that  such  rear  yard  shall 
be  cement-paved  where  at  grade  and  planting  maintained  as 
indicated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  February  13,  1946  (4  sheets)”;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  and  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  resolution ;  and  as  to  item  2  of 
NB  App.  433-46,  withdrawn  to  comply  (N.B.  App.  432-4h 
and  433-46). 


100-46-BZ 

APPLICANT— Robert  J.  McKean,  for  W.  B.  Mamie, 
owner  (W.  Greenberg  and  R.  King,  lessees). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry. 

PREMISES  AFFECTED— 385  East  167th  street,  and  1160 
Clay  avenue,  northeast  corner  (Block  2426,  Lot 
48),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  R.  J.  McKean,  W.  Greenberg,  R. 

King,  H.  King,  F.  Axelrod  and  H.  Birnbaum. 
For  Opposition:  James  McCabe  and  F.  Horning. 
For  Administration:  P'red  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . - .  0 

THE  RESOLUTION  (100-46-BZ) 

Whereas,  Robert  J.  McKean,  for  W.  B.  Manne,  owner; 
W.  Greenberg  &  R.  King,  lessees,  filed  February  14,  1946, 
an  application  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district  a  wet  wash  laun¬ 
dry;  premises  385  East  167th  street,  1160  Clay  avenue,  north¬ 
east  corner,  (Block  2426,  Lot  48),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  167th  street  is  in  business  and 
unrestricted  use,  B  area  and  Class  1%  height  districts; 
Clay  avenue  is  in  residence  and  business  use,  B  area  and 
Class  \yA  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  18,  1946,  re  B.N.  App.  21-1946,  reads: 

“1.  The  use  of  premises  as  a  steam  or  wet  wash 
laundry  in  a  business  district  is  contrary  to  Art.  2,  Sec. 
4(a),  Subdivision  51.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  80  ft.  frontage  by  68  ft.  5  in.  in  depth,  on  which  is 
located  a  building  80  ft.  frontage  by  68  ft.  5  in.  in  depth,  one 
story,  13  ft.  2  in.  in  height;  of  Class  3  construction;  that  it  is 
proposed  to  install  twenty  (20)  standard  household  wash¬ 
ing  machines  in  store  and  to  operate  this  installation  as  a 
wet  wash  laundry ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
a  one-story  taxpayer  with  partial  basement,  13  ft.  6  in.  in 
height,  80  ft.  by  68  ft.  5  in.  in  area,  of  Class  3  construction, 
erected  in  1921,  located  in  a  business  use,  B  area,  Class 
1)4  height  district  and  occupied  since  erection  as  follows: 
partial  cellar,  storage  and  boiler  room;  1st  floor,  8  stories; 
that  this  appeal  is  based  on  sections  7e  and  21  of  the  zoning 
resolution,  in  that  to  be  denied  the  privilege  of  using  the 
premises  as  a  retail  rental  wet  wash  laundry  would  prove 
a  hardship  on  the  lessees  and  the  owner  and  that  this  installa¬ 
tion  will  be  a  distinct  contribution  to  better  public  health ; 
that  this  store  has  been  vacant  for  several  years  and  was 
used  formerly  for  the  storage  of  auto  accessories;  that 
upon  signing  the  lease  the  owner  performed  certain  repairs 
and  alterations  to  the  premises  which,  although  not  extensive 
or  of  a  structural  nature,  entailed  the  cost  of  several  hun¬ 
dred  dollars;  that  the. lessee  also  paid  five  months  rent  to 
date  and  will  lose  several  hundred  dollars  in  deposits  placed 
on  material  and  equipment  for  the  proposed  installation 
plus  other  fees  and  disbursements;  that  in  signing  the  lease 
in  the  early  part  of  September,  1945,  and  proceeding  with 
this  work,  lessee  was  advised  that  installations  of  the  same 
type  were  being  approved  by  the  Dep’t  of  Housing  and 
Buildings  under  a  Supt.  of  Building’s  interpretation  of  the 
Zoning  Ordinance ;  that  several  other  installations  of  the 
same  nature  had  been  approved  and  subsequently  operated 
in  a  business  use  district;  that  when  the  minutes  of  the 
Board  of  Standards  and  Appeals  of  August  7,  1945,  were 
printed  and  published  (decision  on  Cal.  474-45-A)  it  was 
ascertained  that  the  departmental  memo  of  the  Borough 
Supt.  under  which  these  prior  applications  had  been  ap¬ 
proved,  was  declared  to  be  without  legal  force  and  effect, 
thereby  nullifying  any  possibility  of  securing  departmental 
approval  as  had  been  the  procedure;  that  the  proposed  in¬ 
stallation  is  a  distinct  innovation  in  clothes  washing  pro¬ 
cedure,  in  that,  twenty  standard  household  washing  machines, 
each  operated  by  a  Rj  h.p.  motor  and  with  an  individual 
capacity  of  10  lbs.  of  dry  clothes  are  to  be  installed  on 
the  premises;  that  the  machines  will  be  installed  to  conform 
with  all  the  rules  and  regulations  of  the  various  city  de¬ 


partments  ;  that  only  two  employees  will  be  used  as  this  is 
distinctly  a  self-service  installation  with  customers  doing 
their  own  wash ;  that  ordinary  household  soap  powder  and 
normal  hot  water  supply  are  used  in  this  operation  and  no 
steam  is  to  be  manufactured  on  premises  and  no  volatile 
fluids  used ;  that  there  will  be  no  noxious  odors  nor  exces¬ 
sive  noise  from  the  operation  of  the  proposed  establishment; 
that  there  are  no  structural  changes  to  be  made  in  order  to 
make  this  installation ;  that  in  areas  where  there  are  few 
sanitary  facilities  and  which  contain  a  predominant  number 
of  cold  water  flats  and  where  the  populace  is  limited  in 
income,  as  in  the  affected  neighborhood,  this  installation 
will  prove  a  definite  contribution  to  public  health  and 
lighten  the  burden  for  the  housewife ;  that  in  pointing  out 
the  above-mentioned  facts  it  is  asked  that  the  Board  consider 
the  granting  of  this  variance  to  permit  the  lessee  to  operate 
this  establishment  for  a  period  of  five  years,  to  enable  him 
to  amortize  his  investment  in  this  venture,  and  for  the 
owner  to  realize  sufficient  income  to  pay  taxes,  etc. ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variation  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  term  of  five  years  from 
the  date  of  this  resolution,  to  permit  the  premises  to  be 
occupied  as  proposed  with  twenty  (20)  approved  washing 
machines  (Standard  Model  S,  now  pending  for  approval  by 
the  Board)  ;  but  that  the  premises  shall  not  be  operated  for 
any  other  use  or  type  of  use  than  that  herein  permitted; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


101-46-BZ 

APPLICANT — Robert  J.  McKean,  for  Felix  Hessberg, 
owner  (W.  Greenberg  and  R.  King,  lessees). 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry. 

PREMISES  AFFECTED — 466  Brook  avenue,  and  512 
East  146th  street,  southeast  corner  (Block  2272, 
Lot  8),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  R.  J.  McKean,  W.  Greenberg  and 
R.  King. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  o 

THE  RESOLUTION  (101-46-BZ) 

Whereas,  Robert  J.  McKean  for  Felix  Hessberg,  owner, 
W.  Greenberg  and  R.  King,  lessee,  filed  February  14,  1946, 
an  application  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district  a  wet  wash  laun¬ 
dry:  premises  466  Brook  aveune  and  512  East  146th  Street, 
southeast  corner  (Block  2272,  Lot  8),  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Brook  avenue  is  in  a  business  use,  B 
area  and  Class  \y2  height  district;  East  146th  street  is’  in 
residence  and  business  use,  B  area  and  Class  WA  height 
districts ;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  17,  1946,  re  B.  N.  Applic.  22-46,  reads : 

“A -3.  Proposed  alteration  to  install  laundry  wash¬ 
ing  machines  in  store  of  present  four  story  and  cellar 
non-fireproof  Class  “A”  multiple  dwelling  (old  law 
tenement)  in  a  business  district  is  contrary  to  provi¬ 
sions  of  Article  2,  Section  4(a),  snbd.  51,  zoning  reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  by  71  ft.  in  depth,  4  stories,  43  ft. 
in  height,  of  Class  3  construction;  that  it  is  proposed  to 
install  20  standard  household  washing  machines  in  store 
and  operate  this  installation  as  a  wet  wash  laundry ;  and 

Whereas,  the  applicant  states  the  building  is  4  stories 
and  basement,  43  ft.  in  height;  25  ft.  by  71  ft.  in  area,  of 
Class  3  construction;  erected  in  1888,  and  occupied  since 
erection :  1st  floor,  1  store  and  1  apartment,  2nd,  3rd  and 
4th  floors,  2  apartments  each ;  that  this  store  has  been  vacant 
for  two  years  and  was  formerly  used  as  a  drug  store ;  that 
upon  the  signing  of  the  lease  the  owner  made  alterations 
which  entailed  an  expenditure  of  several  hundred  dollars ; 
that  the  lessee  has  paid  five  months  rent  to  date  and  will 
lose  several  hundred  dollars  in  deposits  placed  on  material 
and  equipment  set  aside  for  the  proposed  installation,  plus 
other  fees  and  disbursements ;  that  in  signing  the  lease  in 
the  early  part  of  September,  1945,  the  lessee  was  advised 
j  that  installations  of  the  same  type  were  being  approved  by 
the  Department  of  Housing  and  Buildings  under  a  Super¬ 
intendent  of  Buildings  interpretation  of  the  zoning  ordnance; 
that  several  other  installations  of  the  same  nature  had  been 
approved  and  subsequently  operated  in  a  business  district; 
that  when  the  minutes  of  the  Board  (re  Cal.  474-45- A)  were 
printed  it  was  ascertained  that  the  departmental  memoran¬ 
dum  of  the  Borough  Superintendent  under  which  these 
prior  applications  had  been  approved  was  declared  to  be 
without  legal  force  and  effect,  thereby  nullifying  the  pos¬ 
sibility  of  securing  departmental  approval  as  had  been  the 
procedure  before;  that  the  proposed  installation  is  a  distinct 
innovation  in  clothes  washing  procedure  in  that  20  standard 
washing  machines  each  operated  by  a  (4  h.p.  motor  and 
with  an  individual  capacity  of  10  lbs.  of  dry  clothes  are 
to  be  installed  ;  that  only  two  employees  will  be  used  as  it 
is  a  self-service  installation  with  the  customers  doing  their 
own  wash;  that  ordinary  household  soap  powder  and  normal 
hot  water  are  used ;  that  no  steam  is  manufactured  on 
the  premises  and  po  volatile  fluids  will  be  used  and  there 
will  be  no  noxious  odors  nor  excessive  noise  from  the  op¬ 
eration  of  the  proposed  establishment;  that  no  structural 
changes  will  be  made;  that  in  areas  where  there  are  few  and 
inadequate  sanitary  facilities  and  which  contain  a  predomi¬ 
nant  number  of  cold  water  flats  as  in  this  neighborhood, 
this  installation  will  prove  a  definite  contribution  to  public 
health  and  lighten  the  burden  for  the  housewife;  that  the 
[  applicant  requests  consideration  for  the  granting  of  a  vari¬ 
ance  to  permit  the  lessee  to  operate  this  establishment  for 
a  period  of  five  (5)  years  to  enable  him  to  attempt  to 
amortize  his  investment  in  this  venture,  and  the  owner  to 
1  realize  sufficient  income  to  pay  for  taxes  and  upkeep  on 
this  property ;  and 

W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  \yhicli_to  exercise  its  discretion  to  grant  a  variation  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  for  a  term  of  five  years 
from  the*  date  of  this  resolution,  to  permit  the  premises  to 
be  occupied  as  proposed  with  twenty  (20)  approved  house¬ 
hold  washing  machines  (Standard  Model  S,'  now  pending 
for  approval  by  the  Board)  ;  but  that  the  premises  shall  not 
be  operated  for  any  other  use  or  type  of  use  than  that  herein 
permitted ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 


applicable  thereto;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

737-45-A 

APPLICANT — Dahlia,  Agnes  and  Victor  Scognamiglio, 
for  Boone  Avenue  Realty,  Inc.,  owner  (Dahlia  and 
Agnes  Scognamiglio,  lessees). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1835  West  Farms  road,  west 
side,  145.78  ft.  south  of  East  176th  street  and  1830 
Boone  avenue  (basement)  ;  (Block  3015,  Lots  76, 
78  and  80),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  E.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  o 

THE  RESOLUTION  (737-45-A) 

Whereas,  Dalila,  Agnes  and  Victor  Scognamiglio  for 
Boone  Avenue  Realty  Inc.,  owner  (Dalila  and  Agnes  Scog¬ 
namiglio,  lessee)  filed  November  30,  1945  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  1835 
West  Farms  road,  west  side,  145.78  ft.  south  of  East  176th 
street,  and  1830  Boone  avenue  (Block  3015,  Lots  76,  78  and 
80),  Borough  of  The  Bronx;  and 

Whereas,  there  was  no  appearance  for  the  applicant,  al¬ 
though  he  was  duly  notified  of  the  hearing,  as  was  his 
attorney. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


77-46-A 

APPLICANT — Keystone  Products  Co.,  for  The  Gerry 
Estates,  Inc.,  owner  (116  Broad  Street  Inc.,  lessee). 
SL  BJECd — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 110-122  Broad  street,  west  side, 
from  Water  street  to  Front  street,  15-17  Water 
street  and  16-18  Front  street  (7th  floor)  (Block  8, 
Lots  17-20),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  Evans  and  J.  Solomon. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  (j 

THE  RESOLUTION  (77-46-A) 

Whereas,  Keystone  Products  Company,  for  The  Gerry 
Estates,  Inc.,  owner,  (116  Broad  Street,  Inc.,  lessee)  filed 
February  1,  1946  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  110-122  Broad  street,  west  side, 
between  Front  and  Water  streets,  15-17  Water  street  and 
16-18  Front  street,  (7th  floor);  (Block  No.  8,  Lots  17  to 
20),  Borough  of  Manhattan;  and 

Whereas,  Order  43882-LC  issued  by  the  fire  commissioner 
January  3,  1946  reads: 

“You  are  hereby  ordered  and  required  to: 

1.  Discontinue  the  manufacture  of  a  flammable  or  com¬ 
bustible  mixture  where  cigars,  cigarettes  and  tobacco  arc 
stored  or  kept  for  sale.  Sec.  C19-59.0.5,  Administrative 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7  stories. 
84  ft.  in  height,  1 44  It.  1  in.  by  88  ft.  4  in.  in  area,  of  class 
1  construction,  erected  in  1900,  located  in  an  unrestricted  use 
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B  area  class  2 -J4  height  district  and  used  and  occupied  as 
follows :  1st  floor — offices,  printer,  barber,  etc. — 27  persons ; 
2nd  floor — offices  and  cigar  factory — 28  persons  ;  3rd  floor — 
offices — 26  persons  ;  4th  floor— offices — 18  persons ;  5th  floor — 
offices — 20  persons;  6th  floor — offices — 31  persons;  7th  floor — 
offices,  shipping,  packing — 22  persons ;  that  the  building  is 
equipped  with  an  interior  fire  alarm  system  and  regular 
monthly  fire  drills  are  maintained;  that  there  are  two  37" 
wide  and  one  42"  wide  fireproof  stairs  leading  direct  to 
street  and  two  of  which  lead  to  roof  bulkhead ;  that  the  other 
stairway  is  provided  with  a  ladder  and  scuttle  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  order  of  the  fire 
commissioner  was  issued  due  to  the  storage  and  use  of  one 
drum  of  methyl  methacrylate  monomer  which  is  sold  to  the 
dental  trade  for  making  artificial  dentures ;  that  permission 
is  requested  to  keep  one  50  gallon  drum  of  this  combustible 
material  from  which  material  could  be  drawn  as  required ; 
that  the  drum  will  be  of  standard  heavy  metal  construction 
kept  in  a  clear  space,  from  which  the  liquid  will  be  drawn 
from  a  spigot;  that  normally  there  is  occasion  to  draw  off 
such  liquid  only  once  every  two  or  three  days  and  then  only 
for  a  short  period  of  time ;  that  only  when  a  new  shipment  is 
received  will  there  be  as  much  as  50  gallons  on  hand ;  that 
since  the  methyl  methacrylate  is  not  manufactured  but  is 
merely  handled  on  the  premises,  this  does  not  constitute  a 
technical  establishment ;  that  the  cigar  stand  is  located  on  the 
main  floor  of  the  building  and  does  only  a  small  amount  of 
business  and  there  is  a  cigar  factory  on  the  2nd  floor  em¬ 
ploying  five  people;  that  this  is  only  a  small  shop  and  is 
located  five  floors  below  the  premises  in  question  on  the  7th 
floor  and  at  the  other  end  of  the  building;  that  the  premises 
in  question  is  located  on  the  top  floor  of  a  fireproof  building 
and  has  plenty  of  space  making  all  parts  of  the  premises 
easily  accessible ;  that  the  housekeeping  conditions  are  good 
and  the  premises  have  been  operated  for  the  past  14  years 
without  any  fire;  and 

Whereas,  the  Division  of  Combustibles  of  the  Fire  De¬ 
partment  advised  the  Board  that  this  material  has  a  flash¬ 
point  of  approximately  40  degrees  F. 

Resolved,  that  Order  #43882-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  objection  1  thereof,  on  condition 
that  not  more  than  one  drum  of  methyl  methacrylate  mono¬ 
mer  shall  be  maintained  on  the  premises  on  the  7th  floor,  as 
proposed;  that  the  decanting  of  same  into  smaller  packages 
shall  not  be  by  gravity,  but  shall  be  done  by  means  of  a 
pump  approved  by  the  Underwriters  Laboratories,  Inc.  or  the 
Factory  Mutual  Laboratories  and  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner ;  that  the  approval  of  the 
packages  shall  be  obtained  from  the  fire  commissioner;  and 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct. 


MATERIALS  AND  APPLIANCES  SUBMITTED  FOR 

APPROVAL 

405-45-SM 

APPLICANT — Jiffy  Fire  Hose  Rack  Co.,  owner. 
SUBJECT — Jiffy  Flameproof  Liquid,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Referred  to  the  Committee  on 
Tests  for  further  consideration. 


373-45-SM 

APPLICANT — E.  I.  duPont  de  Nemours  and  Co.,  Inc., 
owner. 

SUBJECT — P.  C.  Cavalon  6026  FR,  and  P.  C.  Fabrikoid 
6200  FR  and  4500  FR,  (fireproofed  coated  fabric), 
approval  of. 

APPEARANCES 

For  Applicant:  C.  A.  Alt. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (373-45-SM) 

Whereas,  E.  I.  duPont  de  Nemours  &  Co.,  Inc.,  owner 
filed  on  June  13,  1945,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  P.  C.  Cavalon  6026  FR  and  P.  C.  Fabrikoid  6200  FR 
and  4500  FR,  (fireproof  coated  fabric)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

February  27,  1946. 

Re:  Cal.  No.  373-45-SM 

Subject:  P.  C.  Cavalon  6026  FR  &  P.  C.  Fabrikoid  6200 
FR  &  4500  FR,  (fireproofed  coated  fabric) 
approval  of. 

The  E.  I.  duPont  de  Nemours  &  Co.,  Inc.,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  PC  Cavalon  6026  FR,  and  PC  Fabrikoid 
6200  FR  and  4500  FR  (fireproofed  coated  fabric)  under 
the  provisions  of  Section  C26-191.0  and  C26-721.0,b  of 
the  Administrative  Building  Code  and  the  Rules  of  the 
Board  of  Standards  and  Appeals  for  Tests  of  Fire 
Resistive  Flameproof  Materials  such  as  Textiles,  Paper, 
Similar  Materials  and  Adhesives  used  for  Decorative 
Purposes  and  Treated  Acoustical  Draperies,  Carpets  and 
Similar  Materials  for  use  in  places  of  Public  Assembly 
and  Similar  Occupancy  Structures  adopted  under  Cal. 
294-40-SR. 

DESCRIPTION 

The  base  fabric  used  in  PC  Fabrikoid  6200  FR  is  of 
all  cotton  construction  of  a  warp  sateen  weave  and  before 
processing  weighs  13.5  oz.  per  yard,  50"  width  and  in 
4500  FR  9  oz.  per  sq.  yd.  50"  width.  In  neither  the 
base  fabric  nor  in  the  coating  composition  is  there  any 
nitro-cellulose  or  cellulose  acetate.  Fireproofing  is  done 
by  impregnating  the  material  with  4  oz.  of  a  composi¬ 
tion  consisting  of  polyvinyl  chloride  resin  plasticized 
with  tricresyl  phosphate  carrying  antimony  oxide  and 
zinc  borate  as  fire  depressants.  The  surface  coating 
which  gives  color  to  the  finished  product  weighs  ap¬ 
proximately  12  oz.  per  yard  50"  width  and  consists  of 
polyvinyl  chloride  resin  softened  with  S.C.  plasticizer 
and  tricresyl  phosphate  and  colored  with  inert  pigment. 
Surface  embossing  is  carried  out  by  the  use  of  standard 
methods  employing  heat  and  pressure.  The  base  fabric  in 
PC  Cavalon  is  the  standard  cotton  sateen  weighing  9  oz. 
per  sq.  yd.  Neither  in  the  base  fabric  nor  in  the  coat¬ 
ing  composition  is  there  any  cellulose  nitrate  or  cellu¬ 
lose  acetate.  Fireproofing  is  done  by  impregnating 
the  cotton  fabric  with  a  water  soluble  composition  hav¬ 
ing  a  secret  formula.  To  the  base  fabric  after  this 
processing  is  applied  9^2  oz.  per  sq.  yd.  either  by 
spreading  or  calendaring  of  vinyl  chloride  or  vinyl 
chloride  vinyl  acetate  copolymers  softened  with  SC 
plasticizer  and  tricresyl  phosphate  and  pigmented  with 
calcium  carbonate,  lithopane  and  inert  pigments.  Sur¬ 
face  embossing  is  performed  the  same  as  for  PC 
Fabrikoid. 

TESTS 

These  fabrics  were  tested  at  Columbia  University 
Laboratory,  Test  No.  23307  and  73308.  Present  at 
the  test  were  Prof.  Ingalls  of  the  University,  Com¬ 
missioner  C.  M.  Blum  and  Chief  Engineer  L.  V.  Huber 
of  the  Board  of  Standards  and  Appeals  and  C.  A.  Alt 
of  the  manufacturer,  with  the  following  results : 
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Material:  P.C.  Fabrikoid,  F.R. 

P.C.  Cavalon, 

F.R., 

S.S.— 1274 

#6026  Coating 

Mark:  None 

None 

Result  of 

Test : 

Time  of  Flame, 

secs.  A-W* 

1 

A-F* 

1 

B-W 

1 

B-F 

1 

C-W 

0 

C-F 

0 

D-F 

18 

D-F 

0 

E-F 

0 

E-W 

1 

Average, 

4.0 

Average 

0.6 

Time  of  Glow, 

secs.  A-W 

2 

A-F 

0 

B-W 

0 

B-F 

0 

C-W 

2 

C-F 

0 

D-F 

45 

D-F 

0 

E-F 

0 

E-W 

0 

Average 

9.8 

Average 

0 

Retests  of  Sample  No.  1 

(D-F)  : 

Time  of  Flame,  sec.  0, 

0 

Time  of  Glow,  sec.  0, 

17 

Note:  Glow  recorded  above  was  limited  to  the  lower 
(flaine  exposed)  edge  in  all  cases. 

*W  or  F  indicates  a  “warp”  or  “filling”  direc¬ 
tion  of  cut  of  sample. 

The  material  PC  Cavalon  has  also  been  tested  and 
approved  as  an  artificial  fire- resistive  leather  by  the 
Navy  Department. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  P.C.  Cavalon 
6026FR,  PC  Fabrikoid  6200FR  and  4500FR,  under  the 
provisions  of  C26-191.0  for  use  under  C26-721.0,b  of  the 
Administrative  Building  Code  and  the  Rules  of  the 
Board  of  Standards  and  Appeals  for  Tests  of  Fire-Re¬ 
sistive  Flameproof  Materials  such  as  Textiles,  Paper, 
Similar  Materials  and  Adhesives  used  for  Decorative 
Purposes  and  Treated  Acoustical  Draperies,  Carpets 
and  Similar  Materials  for  use  in  places  of  Public  As¬ 
sembly  and  Similar  Occupancy  Structures  adopted  un¬ 
der  Cal.  294-40-SR,  provided  that  each  package  or  bale 
of  these  materials  is  marked  or  tagged,  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  373-45-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner, 

CHARLES  M.  BLUM 
Commissioner, 

LESLIE  V.  HUBER 
Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  P.  C.  Cavalon  6026 
FR.  PC  Fabrikoid  6200  FR  and  4500  FR,  in  accordance 
with  the  above  report. 


487-45-SA 

APPLICANT— Harris  Calorific  Sales  Co.,  owner. 
SUBJECT — Harris  Calorific  Regulators,  Types  93-SC, 
92-SC,  443,  441  and  40,  approval  of. 
APPEARANCES— 

For  Applicant :  W.  Moran. 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (487-45-SA) 

Whereas,  Harris  Calorific  Sales  Co.,  owner,  filed  on 
July  23,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Harris 
Calorific  Regulators,  Types  93-SC,  92-SC,  443,  441  and 
40;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  16,  1946. 

Re:  Cak  487-45-SA 

Subject:  Harris  Calorific  Regulators,  Types  93-SC,  92- 
SC,  443,  442,  441,  40,  Approval  of. 

The  Harris  Calorific  Sales  Company  filed  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  Harris  Calorific  Regulators,  Types  93-SC, 
92-SC,  443,  442,  41,  40  under  the  provisions  of  C19-93.0 
Administrative  Code. 

DESCRIPTION 

Regulators  93-SC  and  92-SC  are  known  as  Harris 
Multi-Stage  Regulators.  They  are  designed  for  the 
reduction  of  gas  pressures  maximum  of  which  is  2200 
lbs.  They  are  designed  to  operate  with  gases  such  as 
oxygen,  hydrogen,  nitrogen,  argon,  acetylene  and  other 
gases  used  under  pressure  not  to  exceed  2200  lbs.  The 
Harris  Multi-Stage  Regulator  utilizes  double  seats, 
diaphragms,  and  springs  so  as  to  distribute  the  burden 
of  controlling  the  pressure.  The  construction  of  the 
regulator  is  that  of  the  forged  type  throughout.  These 
Multi-Stage  Regulators  function  so  that  the  first  stage 
protects  the  second.  They  are  designed  so  that  should 
the  working  screw  be  left  at  working  pressures,  full 
cylinder  pressure  can  be  turned  on  without  injury  to  the 
regulator  or  seats.  The  first  stage  in  these  regulators 
is  set  to  break  down  the  total  pressure  to  between  500 
and  600  lbs.,  while  the  second  stage  which  is  controlled 
by  the  working  screw,  determines  the  outlet  pressure 
of  the  regulator.  The  safety  relief  valve  is  utilized  to 
protect  the  second  stage  in  the  event  that  the  pressure  of 
the  first  stage  is  too  high.  A  screen  filter  filters  out  any 
foreign  material  that  may  be  on  the  cylinder  valves,  this 
operation  is  done  before  the  gas  enters  the  body  of  the 
regulator  itself. 

Regulators  443,  442,  and  441  are  known  as  the  Harris 
Single  Stage  Regulators  and  are  designed  also  to  re¬ 
duce  pressures  from  a  maximum  of  2000  lbs.  down. 
This  regulator  is  completely  solderless  and  body  and 
bonnet  are  forged  bronze.  The  bonnet  contains  a 
patented  safety  venting  means  (which  prevents  the  regu¬ 
lator  from  blowing  up  by  puncturing  the  diaphragm 
should  excessive  pressure  collect  within  the  body  of  the 
regulator.  Cylinder  connections  on  both  regulators  have 
ground  seats  eliminating  the  application  of  heat  for  the 
removal  of  the  inlet  stems.  Diaphragm  is  metallic  and 
is  designed  for  extra  long  service. 

Line  Regulator  40  is  designed  for  reducing  pressures 
where  precision  regulation  is  required.  While  the  Multi- 
Stage  and  Single  Stage  Regulators  are  designed  to  ac¬ 
commodate  incoming  pressures  from  250  to  2000  lbs., 
the  40  Line  Regulator  is  designed  to  operate  on  an  in¬ 
coming  pressure  of  from  1  to  100  lbs.  and  will  at  these 
pressures  maintain  a  constant  pressure  at  all  times  at 
the  outlet  of  the  regulator.  These  regulators  are  de¬ 
signed  to  give  accurate  pressure  regulation  with  a  screen 
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inlet  connection  which  prevents  dirt  from  lodging  in  the 
seat.  They  are  designed  also  to  prevent  back  pressures 
and  explosive  mixtures  from  entering  the  line.  These 
regulators  are  designed  to  accommodate  gases  such  as 
oxygen,  hydrogen,  nitrogen,  and  other  inert  gases  to¬ 
gether  with  acetylene. 


TEST 

Test  of  these  devices  were  made  at  603  Boulevard 
South,  Kenilworth,  N.  J.  on  Nov.  2,  1945.  Present  at 
the  test  were  Commissioner  Chas.  M.  Blum  and  Chief 
Engineer  L.  V.  Huber  of  the  Committee  on  Tests,  In¬ 
spector  G.  Sklannerick  of  the  Fire  Department,  and 
W.  D.  Flannery  and  W.  Moran  representing  the  manu¬ 
facturer.  The  regulators  were  tested  by  rapidly  opening 
the  cylinder  valves  in  an  attempt  to  secure  ignition  of 
the  regulator  seat  but  the  regulators  operated  properly. 
The  regulators  are  of  good  design,  material  and  work¬ 
manship,  ample  in  strength  and  reliable  in  operation. 
The  regulators  have  been  approved  by  the  Factory  Mu¬ 
tual  Laboratories  Report  No.  9905. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Harris  Calorific 
Regulators  Types  93-SC,  92-SC,  443,  442,  441  and  40, 
provided  that  the  devices  are  installed  and  operated  in 
accordance  with  the  requirements  of  C19-91.0,  C19-92.0, 
and  Cl 9-93.0  Administrative  Code  and  provided  that 
each  device  bear  a  label  permanently  affixed  reading : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  487-45-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 


and 


LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Harris  Calorific 
Regulators  Types  93-SC,  92-SC,  443,  442,  441  and  40,  in 
accordance  with  the  above  report. 


767-45-SA 

APPLICANT — Eisler  Engineering  Co.,  Inc.,  owner. 
SUBJECT — Eisler  Ampoule  Making  Machine,  No.  161- 
ABL-A  (Oxygen  Blowpipe  for  Melting  Glass), 
approval  of. 

APPEARANCES— 

For  Applicant:  C.  Eisler,  Jr.  and  O.  Hales. 

AC  1  ION  OF  1  HE  BOARD — Appliance  approved  in  ac¬ 
cordance  with  the  report  of  the  committee  of  tests. 
THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (767-45-SA) 

Whereas,  Eisler  Engineering  Co.,  Inc.,  owner,  filed  on 
November  28,  1945,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
Eisler  Ampoule  Making  Machine,  No.  161-ABL-A  (Oxy¬ 
gen  Blowpipe  for  Melting  Glass)  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 

February  27,  1946. 

Re:  Cal.  767-45-SA. 

Subject:  Eisler  Ampoule  Making 

Machine  No.  161-ABL-A  (Oxygen 

Blowpipe  for  Melting  Glass)  Approval  of. 

The  Eisler  Engineering  Co.,  Inc.,  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Eisler  Ampoule  Making  Machine  #  161-ABL-A 
(Oxygen)  Blowpipe  for  melting  glass  under  the  pro¬ 
visions  of  09-93. 0  Administrative  Code. 

DESCRIPTION 

This  is  a  machine  for  the  manufacture  of  ampoules 
and  similar  glass  bodies.  It  consists  of  a  base  plate  from 
which  projects  vertically  a  standard  on  which  upper  and 
lower  star  plates  or  spiders  are  journalled.  These  star 
plates  are  coupled  together  for  rotation  as  a  unit  by 
the  rods  and  these  star  plates  carry  suitable  chucks 
for  gripping  glass  tube  during  the  forming  operations. 
There  are  usually  eight  sets  of  chucks ;  those  carried 
by  the  upper  plate  are  in  alignment  with  those  carried 
by  the  lower  plate.  For  each  pair  of  chucks  there  are 
provided  two  rods  arranged  in  spaced  relation  to  each 
other  and  extending  vertically  between  the  upper  and 
lower  plates.  The  upper  chucks  are  closed  by  springs 
and  are  adapted  to  be  opened,  carried  by  collars  fixed 
to  supporting  rods  which  are  mounted  for  vertical  slid¬ 
ing  movement.  The  rods  carry  at  their  lower  ends 
rollers  adapted  to  be  engaged  by  a  fixedly  mounted  cam 
upon  rotation  of  the  plate.  Each  lower  chuck  is  adapted 
to  be  closed  by  a  spring.  The  lower  chucks  are  mounted 
for  vertical  sliding  movement  on  rods  and  are  adapted 
to  be  opened  and  closed  against  the  force  of  the  springs 
by  suitable  levers  arranged  to  be  actuated  by  a  fixedly 
mounted  cam.  The  arrangement  being  such  that  during 
a  portion  of  the  rotation  of  the  plates  about  the  center 
shaft  the  lower  chucks  are  opened.  For  rotating  the 
plates  there  is  provided  a  worm  gear  driven  from  a 
main  drive  shaft  by  a  belt.  The  worm  gear  drives  a 
worm  wheel  which  is  fixed  to  the  sleeve  of  the  lower 
plate,  which  is  journalled  to  the  shaft.  For  rotating  the 
chucks  above  their  axes  is  a  supporting  plate  carried 
by  the  platform.  Carried  by  the  plate  is  a  ball  race 
for  the  bearings  which  support  a  gear.  This  gear  is 
driven  from  the  shaft  by  virtue  of  a  pinion  mounted 
on  the  upper  end  of  a  shaft  which  is  coupled  to  the 
main  shaft  by  bevel  gears.  There  are  other  gears  fixed 
to  the  upper  and  lower  chucks.  These  gears  are  keyed 
to  their  respective  shafts  for  movement  longitudinally 
upon  vertical  movement  of  the  lower  chucks.  Asso¬ 
ciated  with,  each  pair  of  chucks  is  a  burner,  each  burner 
being  provided  with  a  supply  pipe,  the  opposite  end  of 
which  communicates  with  an  opening  formed  in  a  plate 
mounted  for  rotation  with  the  lower  plate.  An  annular 
series  of  openings  are  provided  in  the  plate  and  the 
pipes  and  plate  rotate  with  the  other  plates  and  thus  about 
the  shaft  with  the  chuck  carried  by  one  of  the  plates 
and  thus  fixed  against  rotation  is  a  disk  provided  with 
a  channel  with  which  the  ports  register.  Fuel  is  sup¬ 
plied  to  the  channel  by  means  of  a  supply  pipe  with  the 
result  that  as  the  ports  register  with  the  channel,  fuel 
is  supplied  to  the  burners.  The  channel  extends  only 
partly  around  the  shaft  with  the  result  that  each  burner 
is  supplied  with  fuel  during  a  predetermined  portion 
only  of  it  traveling  around  the  shaft.  Additionally  as¬ 
sociated  with  each,  pair  of  .  chucks  are  burners  likewise 
adapted  to  be  ignited  during  a  portion  of  the  move¬ 
ment  of  the  chucks  around  the  shaft.  These  burners 
are  adapted  for  severing  a  formed  ampoule  from  the 
remainder  of  the  glass  tube,  from  which  the  ampoule 
is  formed  and  are  also  so  arranged  as  to  form  an 
ampoule  bottom  on  the  adjacent  end  of  the  glass  tube. 
These  burners  are  supplied  with  fuel  similarly  to  the 
burner  described  above.  There  are  also  burners  pro¬ 
vided  with  each  pair  of  chucks  for  forming  construc- 
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tion  in  the  ampoules  similarly  attached  to  pipes  and 
ports. 

The  machine  is  controlled  manually  but  the  gas  sup¬ 
ply  to  each  burner  is  turned  on  and  off  as  the  machine 

rotates. 

TESTS 

The  machine  was  inspected  and  tested  at  740-770 
South  13th  St.,  Newark,  N.  J.  Present  at  the  test 
were  Commissioner  C.  M.  Blum  and  Chief  Engineer 
L.  V.  Huber  of  the  Committee  on  Tests  of  the  Board, 
Chas.  Eisler  and  Chas.  Eisler,  Jr.  and  O.  J.  Thaler 
for  the  manufacturer.  The  machine  operated  with  no 
flarebacks.  City  gas  and  oxygen  were  the  fuels  used. 
The  oxygen  and  gas  supply  is  through  tubing  50/1000 
of  an  inch,  preventing  flareback.  There  is  a  remote 
controlled  electric  motor  switch. 


RECOMMENDATION 


On  the  basis  of  the  inspection  and  test  the  Committee 
on  Tests  recommends  the  approval  of  the  Eisler  Am¬ 
poule  Making  Machine  #161-ABL-A  (Oxygen  Blow¬ 
pipe  for  Melting  Glass)  for  use  in  New  York  City, 
when  installed  in  accordance  with  this  report  and  the 
requirements  of  C19-93.0,  Administrative  Code,  pro¬ 
vided  the  appliance  bears  a  label  permanently  affixed, 
reading :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  #767- 
45-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 


and 


CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 
Chief  Engineer. 
Committee  .on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Eisler  Ampoule 
Making  Machine  No.  lol-ABL-A  (Oxygen  Blowpipe  for 
Melting  Glass)  in  accordance  with  the  above  report. 


32-46-SA 

APPLICANT — Harris  Calorific  Sales  Co.,  owner. 

SUBJECT — Harris  Calorific  Welding  Blowpipe,  No.  22, 
approval  of. 

APPEARANCES— 

For  Applicant :  W.  Moran. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . . .  0 

THE  RESOLUTION  (32-46-SA) 

Whereas,  the  Harris  Calorific  Sales  Co.,  owner,  filed  on 
January  16,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Harris  Calorific  Welding  Blowpipe,  No.  22;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  16,  1946. 

Cal.  32-46-SA 

Subject:  Harris  Calorific  Welding  Blowpipe  No.  22, 
Approval  of. 

The  Harris  Calorific  Sales  Co.  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Harris  Calorific  Welding  Blowpipe  No.  22  under 
the  provisions  of  C19-93.0  of  the  Administrative  Code. 


DESCRIPTION 

This  welding  blowpipe  is  designed  for  use  with  fuel 
gases  in  conjunction  with  oxygen.  The  blowpipe  con¬ 
sists  of  a  mixing  chamber  with  hose  connections,  one  to 
the  gas  and  the  other  to  the  oxygen,  through  the  Harris 
Calorific  pressure  reducer.  This  blowpipe  No.  22  is 
manufactured  in  various  lengths  from  14"  to  35"  and  is 
known  as  the  No.  22  A,  B,  C,  D,  and  E.  The  blowpipe 
itself  however  is  the  same  in  all  lengths,  the  difference 
being  the  overall  length  of  the  blowpipe.  The  No.  22 
Welding  Blowpipe  is  sturdily  built  and  is  of  the  low 
pressure  type,  namely :  that  it  is  capable  of  working  to¬ 
gether  with  oxygen  at  pressures  as  low  as  6  ounces. 
The  head  and  tail  pieces  of  the  torch  are  forged  and  the 
needle  valves  are  of  nickel  alloy  so  as  to  insure  extra 
long  wear.  There  are  ten  welding  heads  that  are  usable 
with  this  blowpipe  and  they  range  in  size  from  No.  2  to 
No.  30,  and  incorporated  in  each  welding  head  is  an 
ejector  which  is  made  specifically  for  each  size  of  tip 
from  No.  2  to  No.  30.  By  changing  the  welding  head 
the  entire  capacity  of  the  blow  torch  flame  ejector  and 
mixing  chamber  is  also  changed.  The  tip  is  made  in 
two  sections,  namely :  a  copper  tip  which  can  be  removed 
and  the  injector  part  which  governs  the  size  of  the 
flame.  This  torch  is  capable  of  using  any  and  all  types 
of  fuel  gases  in  conjunction  with  oxygen. 

TEST 

This  blowpipe  was  inspected  and  tested  at  603  Boule¬ 
vard  South,  Kenilworth,  N.  J.  in  the  presence  of  Com¬ 
missioner  C.  M.  Blum  and  Chief  Engineer  L.  V.  Huber 
of  the  Board  of  Standards  and  Appeals,  Inspector  G. 
Sklenerick  of  the  Division  of  Combustibles  of  the  Fire 
Department,  and  W.  Moran  of  the  Harris  Calorific 
Sales  Co.,  and  the  blowpipe  was  tested  for  flarebacks 
and  operation  and  was  found  to  function  as  designed 
with  no  flarebacks  or  other  defects. 

The  blowpipe  has  been  approved  by  the  Factory 
Mutual  Laboratories  Report  9905. 

RECOMMENDATION 

On  the  basis  of  the  inspection  and  test,  the  Committee 
on  Tests  recommends  the  approval  of  the  Harris  Calo¬ 
rific  Welding  Blowpipe  No.  22  for  use  in  New  York 
City  when  constructed  and  operated  in  accordance  witlj 
this  report  and  the  requirements  of  C19-93.0  Administra¬ 
tive  Code  provided  the  appliance  bear  a  label  perma¬ 
nently  affixed  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  32-46-SA”  or  in  lieu  thereof  a  die  or  stamp  be 
made  and  stamped  or  labeled  on  the  device  bearing  the 
following  inscription,  within  a  circle :  around  the  periph¬ 
ery,  at  the  top,  the  word  “App’vd.” ;  along  the  bottom  : 
B.S.  &  A. ;  in  the  center,  two  lines,  upper  line  reading  : 
“N.Y.C.”,  lower  line  reading:  “Cal.  32-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner 

CHARLES  M.  BLUM 
Commissioner 

LESLIE  V.  HUBER 
Chief  Engineer 
Committee  on  Tests 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Harris  Calorific 
Welding  Blowpipe,  No.  22,  in  accordance  with  the  above 
report. 
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49-46-SM 

APPLICANT — Heat  Transfer  Products,  Inc.,  owner. 
SUBJECT— HTP  275  Gallon  Fuel  Oil  Storage  Tank,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  A.  Hergenhan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (49-46-SM) 

Whereas,  the  Heat  Transfer  Products,  Inc.,  owner,  filed 
on  January  25,  1946,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as  the 
HTP  275  Gallon  Fuel  Oil  Storage  Tank;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


ing,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  49-46-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner 

CHARLES  M.  BLUM 
Commissioner 

LESLIE  V.  HUBER 
Chief  Engineer 
Committee  on  Tests 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  HTP  275  Gallon 
Fuel  Oil  Storage  Tank,  in  accordance  with  the  above  report. 


Adjourned:  1:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk 


REPORT  OF  COMMITTEE  ON  TESTS 

February  28,  1946. 

Re:  Cal.  49-46-SM 

Subject:  HTP  275  Gallon  Fuel  Oil  Storage  Tank, 
Approval  of. 

Heat  Transfer  Products,  Inc.,  of  Carbondale,  Pa., 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  HTP  275  Gallon  Fuel  Oil 
Storage  Tank,  under  the  provisions  of  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

DESCRIPTION 

These  275-gallon  obround  fuel  oil  storage  tanks  are 
constructed  of  No.  10  U.  S.  gauge  commercial  grade,  hot 
rolled  sheet  steel.  They  are  obround  in  shape  and 
measure  42"  by  26"  by  63",  long  axis  vertical.  The 
heads  are  dished  (convex)  and  are  formed  with  rim 
approximately  1%  in.  wide  and  welded.  The  shells  are 
formed  of  one  piece  with  a  lap  of  1  inch  at  seam  and 
welded.  There  are  four  2-inch  pipe  connections  welded 
on  top  and  a  J^-inch  steel  spud  is  provided  in  the  bot¬ 
tom  of  one  head  to  be  used  as  a  drain.  The  tanks  are 
provided  with  angle  iron  support  lugs,  into,  which  are 
welded  1%  inch  couplings  for  pipe  support  lugs.  The 
seams,  angle  support  lugs  and  couplings  are  electric- 
welded.  Total  weight  with  lugs :  400  lbs. 

TEST 

A  sample  tank  was  inspected  and  tested  at  the  plant 
of  the  applicant  at  Carbondale,  Pa.,  in  the  presence  of 
Commissioner  C.  M.  Blum  and  Chief  Engineer  L.  V. 
Huber  of  the  Committee  on  Tests  of  the  Board;  and 
J.  R.  Matthews  and  A.  Weisman,  representing  the 
manufacturers,  and  successfully  met  the  requirements 
of  Rule  10.3.1  of  the  Oil  Burner  Rules.  Details  of 
construction,  workmanship  and  protection  of  steel  were 
found  to  comply  with  the  Rules  of  the  Board. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  HTP  275  Gallon  Fuel  Oil 
Storage  Tanks  be  approved  for  use  in  fuel  oil  installa¬ 
tions  in  New  York  City,  when  constructed  in  accordance 
with  the  details  of  this  report  and  drawings  filed  with 
this  application,  but  nothing  herein  shall  be  deemed  to 
waive  any  requirements  of  the  Oil  Burner  Rules  of  the 
Board.  It  is  further  recommended  that  all  welding 
conform  to  the  Fusion  Welding  and  Gas  Cutting  Rules 
of  the  Board  and  that  the  permanent  affixed  plate  re¬ 
quired  by  Rule  5.1.2  of  the  Oil  Burner  Rules  in  addition 
to  the  wording  thereon,  shall  have  the  following  word- 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  19,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


Appeals  from  Administrative  Decisions. 

26-46-A 

APPLICANT — Clarence  B.  Litchfield,  for  Board  of  Edu¬ 
cation,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 201-217  Clinton  street,  east  side, 
between  Pacific  and  Amity  streets  (P.  S.  78)  ; 
(Block  292,  Lots  1,  2  and  4  to  8  inclusive,  10  to  16, 
21,  23,  24  and  38  to  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  J.  B.  Powers,  W.  L.  Durand,  Ar¬ 
thur  E.  Slore  and  Carl  Price. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (26-46-A) 

Whereas,  Clarence  B.  Litchfield,  for  Board  of  Educa¬ 
tion,  City  of  New  York,  prospective  owner,  filed  January 
10,  1946,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  201-217  Clinton  street,  east 
side,  between  Pacific  and  Amity  streets,  163  to  203  Amity 
street  and  152  to  190  Pacific  street  (Block  292,  Lots  1,  2, 
4  to  8,  10  to  16,  21,  23,  24  and  38  to  50),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  11,  1945,  on  N.B.  Applic.  25-44,  reads: 

“17.  Provide  separate  flue  in  a  legal  chimney  for  each 
boiler,  as  per  Rule  12.1  of  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  will  be  3 
stories  (58  ft.  6  in.)  in  height;  258  ft.  6  in.  by  179  ft.  10  in. 
in  area  on  a  lot  440  ft.  by  200  ft.  in  area,  in  an  unre¬ 
stricted  business  and  residence  use  B  area  and  Class  \l/2 
height  district  and  proposed  to  be  occupied :  cellar,  mechani¬ 
cal  equipment,  6  persons;  basement  service,  mechanical  and 
assembly,  180  persons;  1st  floor,  assembly  and  instruction, 
1474  persons;  2nd  and  3rd  stories,  instruction,  798  persons 
each;  penthouse,  mechanical;  that  the  building  will  be 
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equipped  with  a  one  source  sprinkler  system  in  the  storage 
rooms  only  and  an  interior  fire  alarm  system  and  regular 
monthly  fire  drills  will  be  maintained ;  that  there  will  be 
three  3  ft.  8  in.  steel  and  concrete  stairs,  fireproof  enclosed, 
equipped  with  fireproof,  self-closing  doors  and  leading  di¬ 
rectly  from  the  roof  to  the  street  and  three  similar  stairs 
leading  directly  to  the  street,  but  not  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  if  compliance  with 
the  Oil  Burner  Rules  were  adhered  to,  it  would  require  3 
individual  flues ;  that  it  is  proposed  to  erect  a  medium 
temperature  chimney  for  one  boiler  and  a  similar  chimney 
for  two  boilers,  the  breeching  from  one  boiler  equipped 
with  a  fully  automatic  type  oil  burner,  will  be  connected 
to  one  chimney  and  the  breeching  from  two  boilers  equipped 
with  semi-automatic  oil  burners,  will  be  connected  to  the 
other  chimney;  that  these  boilers  will  be  at  all  times  under 
the  supervision  of  an  competent  and  qualified  operator;  that 
the  estimated  temperature  at  the  point  of  entrance  to  the 
chimney  is  about  500  degrees  and  that  the  boilers  will  be 
operated  simultaneously  at  times. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  25-44,  Objection  17,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  flues  .and  oil 
burners  shall  comply  with  the  requirements  of  the  Adminis¬ 
trative  Building  Code  and  the  Oil  Burner  Rules  of  the' 
Board  of  Standards  and  Appeals  and  that  proper  dampers 
shall  be  provided,  so  that  the  flues  can  be  cut  off  when  one 
boiler  on  a  flue  is  in  operation. 


74-46-A 

APPLICANT — Anthony  C.  Lefante,  for  Louis  Cherry, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 865-867  Grand  street,  north 
side,  175  ft.  west  of  Olive  street  (Block  2922,  Lot 
42),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Anthony  C.  Lefante. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (74-46-A) 

Whereas,  Anthony  C.  Lefante,  for  Louis  Cherry,  owner, 
filed  February  5,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  865-867  Grand 
street,  north  side,  175  ft.  west  of  Olive  street  (Block  2922, 
Lot  42),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  18,  1946,  on  Alt.  Applic.  4018-45,  reads : 

“1.  Exits  to  comply  to  Sect.  270  of  Labor  Law  as 
building  is  being  extensively  altered.” 

and- 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (40  ft.)  in  height,  25  ft.  by  90  ft.  in  area  at  1st 
floor,  25  ft.  by  57  ft.  in  area  at  typical  floor,  of  Class  3 
construction,  erected  prior  to  1900,  located  in  an  unrestricted 
use,  B  area  and  Class  \lA  height  district  and  used  and 
occupied  since  erection  as  follows:  cellar,  storage;  1st  floor, 
automobile  body  repairs ;  2nd  floor,  two  families  ;  3rd  floor, 
two  families ;  proposed  to  be  used  and  occupied :  cellar, 
storage  and  boiler  room;  1st  floor,  automobile  repairs,  5 
persons;  2nd  floor,  clothing  manufacturing,  5  persons; 
3rd  floor,  clothing  manufacturing,  5  persons;  that  the 
building  is  equipped  with  one  existing  stairway,  which 
it  is  proposed  to  remove  and  install  one  new  3  ft.  8  in. 
wide  steel  stairs  with  cement  treads,  enclosed  in  partitions 
of  rock  lath  and  cement  mortar,  equipped  with  one  hour 


test  self-closing  doors  and  leading  directly  to  the  street 
and  provided  with  a  ladder  and  scuttle  -to  the  roof,  and 
one  existing  fire  escape  at  the  rear,  which  it  is  proposed  to 
remove  and  one  fire  escape  proposed  to  be  constructed  at 
the  front  of  the  building,  leading  to  the  street  by  counter¬ 
balanced  stairs  with  fireproof  windows  and  doors  on  its 
course;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  2nd  and  3rd  floors  to  manufacturing  clothing, 
by  removing  existing  partitions  and  present  floor  and  floor 
beams  will  not  be  disturbed ;  that  new  steel  girders  will  be 
installed  so  that  these  floors  will  safely  sustain  a  liveload 
of  120  lbs.  per  sq.  ft.;  that  one  new  stairway  3  ft.  8  in. 
wide  of  iron  construction  with  cement  treads,  enclosed  in 
stud  partitions  with  rock  lath  and  cement  mortar  and  3  ft. 
8  in.  wide  self-closing,  one  hour  test  doors  will  be  in¬ 
stalled  ;  that  as  a  second  means  of  egress,  a  Labor  Law 
counterbalanced  type  fire  escape  will  be  erected  at  the 
front  of  the  building  ;  that  cellar  ceiling  will  be  covered  with 
!/2  in.  approved  plaster  boards  and  26  gauge  metal ;  that 
interior  cellar  stairs  will  be  enclosed  in  4  in.  terra  cotta 
blocks,  equipped  with  one  hour  test  self-closing  door  at 
the  bottom. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  borough'  superintendent 
on  Alt.  Applic.  4018-45,  Objection  1,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  cellar 
and  1st  floor  ceilings  throughout  shall  be  fire  retarded  with 
metal  lath  and  vermiculite  cement  plaster  not  less  than 
in.  in  thickness  ;  that  the  primary  and  secondary  means 
of  exit  as  described  and  as  shown  on  plans  filed  with  this 
appeal  marked  “Received  March  7,  1946,”  two  sheets,  shall 
be  constructed  and  maintained ;  that  the  existing  rear  fire 
escape  landing  on  the  first  story  roof  as  shown,  may  re¬ 
main,  provided  there  is  a  means  of  getting  from  the  lower 
roof  to  the  adjoining  roof  to  the  west;  that  in  all  other 
respects,  the  building  and  occupancy  shall  be  maintained 
as  proposed  and  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  the  building  shall  not  be 
increased  in  height  or  area. 


92-46-A 

APPLICANT — Jacob  W.  Sherman,  for  Emanuel  and  Goldie 
Applebaum,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 103  Iveap  street,  north  side, 
100  ft.  west  of  Bedford  avenue  (Block  2192,  Lot 
47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Jacob  W.  Sherman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (92-46-A) 

Whereas,  Jacob  W.  Sherman,  for  Emanuel  and  Goldie 
Applebaum,  owners,  filed  February  13,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
103  Keap  street,  north  side,  100  ft.  west  of  Bedford  avenue 
(Block  2192,  Lot  47),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  14,  1946,  on  Alt.  Applic.  4079-45,  reads: 

“1.  Proposed  public  use  (school)  in  Class  3  (non- 
fireproof)  structure  3  stories  and  basement  in  height,  is 
contrary  to  C26-254.0  (4.2.1)  of  the  Adm.  Code.” 

2.  Exits  to  be  remote  from  each  other,  as  per  Sec, 
C26-2730  (6.1,2.4d  4)  of  the  Adm.  Code, 
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3.  Provide  direct  passageway  from  stairway  A  to 
street  and  both  stairways  to  extend  to  roof,  as  per 
C26-292.0  (6.4.1.11)  of  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  2  and  3 
stories  and  basement  (40  ft.)  in  height;  35  ft.  by  48  ft. 
in  area,  of  Class  3  construction;  erected  prior  to  1915; 
located  on  a  plot  42  ft.  4  in.  by  100  ft.  in  area,  in  a  res¬ 
idence  use  B  area  and  Class  \l/2  height  district  and  used  and 
occupied  since  1936  as  a  Class  A  converted  multiple  dwelling 
under  Certificate  of  Occupancy  81618,  issued  March  18,  1937, 
permitting  the  use  of  the  building  as  follows:  cellar,  ordi¬ 
nary;  basement  and  1st  story  combined,  one  family;  2nd 
floor,  one  family ;  3rd  floor,  one  family ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  re¬ 
move  all  wood  stairs,  stud  partitions  with  wood  lath,  wood 
stair  hall  doors,  front  stone  stoop,  bath  rooms,  kitchen  fix¬ 
tures  and  multiple  dwelling  law  fire  escapes  at  the  rear  and 
that  it  is  proposed  to  install  two  new  fireproof  steel  stairs, 
masonry  enclosed,  and  to  erect  a  new  two  story  and  base¬ 
ment  extension  of  fireproof  construction  at  the  rear ;  that 
all  partitions  and  ceilings  in  the  non-fireproof  portion  will 
be  fire  retarded ;  that  all  floor  construction  will  be  rein¬ 
forced  or  constructed  so  as  to  sustain  the  live  load  of  60  lb. 
per  sq.  ft.  throughout  and  new  toilet  facilities  will  be  pro¬ 
vided  ;  that  a  fire  alarm  system  will  be  installed  and  fire 
drills  maintained  and  the  building  will  be  occupied  after 
alteration  as  follows :  cellar,  boiler  room ;  basement,  class 
rooms,  kitchen  and  dining  room,  18  persons;  1st  floor,  class 
rooms,  54  persons ;  2nd  floor,  class  rooms,  58  persons ;  3rd 
floor,  office  and  teachers’  room,  6  persons ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  present  non-fireproof  portion  exceeds  the  height  speci¬ 
fied  in  Section  4.2.1  of  the  code  and  the  new  extension  will 
be  entirely  fireproof ;  that  only  two  stories  and  basement 
of  the  entire  building  will  be  used  for  classrooms  and  such 
use  will  be  only  1  ft.  higher  than  the  30  ft.  limit  permitted 
by  the  code;  that  of  the  1755  sq.  ft.  floor  area  at  the  street 
level,  only  838  sq.  ft.  will  remain  in  non-fireproof  construc¬ 
tion  and  all  ceilings  and  partitions  of  the  non-fireproof  por¬ 
tion  will  be  fire  retarded ;  that  the  790  sq.  ft.  on  the  3rd  floor 
will  not  be  occupied  for  public  use;  that  in  view  of  the 
small  area  and  as  it  would  be  impractical  to  fireproof  the 
existing  structure  or  replace  it  with  a  new  building,  and  as 
all  possible  means  are  proposed  to  provide  fire  protection 
for  those  parts  which  are  not  in  compliance  with  the  law, 
it  is  requested  that  the  Board  grant  a  modification,  to  per¬ 
mit  the  alteration  as  proposed;  and  contends  as  to  Objection 
2,  that  the  new  stairs  have  been  located  as  remote  as  pos¬ 
sible,  to  serve  the  3  classrooms  on  each  of  the  1st  and  2nd 
floors;  and  contends  as  to  Objection  3,  that  egress  from 
the  stairs  in  question  will  be  through  a  hall  and  passage 
at  the  basement  level,  of  fireproof  construction ;  that  one 
stair  only  in  the  3  story  and  basement  portion  will  be  ex¬ 
tended  to  the  roof,  as  this  is  the  only  portion  of  the  building 
level  with  the  adjacent  roofs;  that  the  two  story  and  base¬ 
ment  extension  roofs  are  completely  isolated,  and  it  is  there¬ 
fore  requested  that  the  Board  permit  the  2nd  stair  to  ter¬ 
minate  at  the  2nd  floor  and  be  provided  with  a  ladder  and 
scuttle  to  the  roof. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  4079-45,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  1,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  the  portion  of  the  building  now 
Class  3  construction  shall  have  all  ceilings  protected  with 
metal  lath  and  vermiculite  plaster  not  less  than  14*  in.  in 
thickness ;  that  the  proposed  addition  shall  be  of  fireproof 
construction  as  proposed  and  that  throughout  the  building 
there  shall  be  installed  a  sprinkler  system  with  not  less  than 
one  approved  source;  as  to  Objection  2,  withdrawn  in  view 
of  the  rearrangement  of  exits  as  indicated  on  revised  plans 
filed  with  the  Board  marked  “Received  March  15,  1946,” 
four  sheets;  as  to  Objection  3,  withdrawn  for  the  reason  as 
stated  in  Objection  No.  2,  except  that  both  stairways  shall 
be  continued  to  the  roof  and  an  exit  shall  be  provided  at 


the  third  floor  from  the  hallway  through  closet'  opposite 
the  entrance  to  the  stair  to  the  roof ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  , and  regulations  applicable  thereto;  and  granted 
only  so  long  as  the  conditions  as  proposed  and  as  herein 
required  shall  be  maintained. 


173-46-A 

APPLICANT— Oscar  Goldschlag,  for  Park  Sporting  Club, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 446-450  East  169th  street, 
south  side,  49.15  ft.  east  of  Washington  avenue 
(2nd  floor)  ;  (Block  2390,  Lot  27),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (173-46-A) 

Whereas,  Oscar  Goldschlag.  for  Park  Sporting  Club, 
Inc.,  owner,  filed  March  9,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  446-450 
East  169th  street,  south  side,  49.15  ft.  east  of  Washington 
avenue  (2nd  floor)  ;  (Block  2390,  Lot  27),  Borough  of  The 
Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  28,  1946,  on  Alt.  Applic.  149-46,  reads: 

“1.  Proposed  occupancy  of  manufacturing  in  a  struc¬ 
ture  used  as  a  Sport  Arena  is  contrary  to  Section  12.1.3 
of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories 
in  height;  76.7  ft.  by  210  ft.,  irregular  in  area  at  1st  floor; 
76.7  ft.  by  100  ft.  in  area  at  typical  floor,  of  Class  3  construc¬ 
tion ;  erected  1924;  located  in  an  unrestricted  use,  B  area 
and  Class  H4  height  district  and  used  and  occupied  since 
1924;  cellar,  boiler  room;  1st  floor,  sports  arena  and  stores, 
1882  persons;  2nd  floor,  stores;  that  it  is  proposed  to  be 
used  and  occupied  as  follows:  cellar,  boiler  room;  1st  floor, 
sports  arena  and  stores,  1882  persons ;  2nd  floor,  manufac¬ 
turing  dental  castings,  40  persons;  that  building  is  equip¬ 
ped  with  an  approved  standpipe  system,  and  interior  fire 
alarm  system,  but  that  fire  drills  are  not  maintained;  that 
there  are  two  4  ft.  wide  steel  stairs  enclosed  in  6  in.  terra 
cotta  block  partitions,  equipped  with  kalamein  self-closing 
doors  and  leading  directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  sports  arena 
and  lobby  are  separated  from  the  business  area  by  un¬ 
pierced  brick  walls,  reinforced  concrete  arches  and  steel 
girders ;  that  the  sports  arena  is  open  to  the  public  only 
between  7  and  11  P.M.  and  there  will  be  no  manufacturing 
done  later  than  6  P.M. ;  it  is  therefore  requested  the  Board 
grant  permission  to  change  the  use  and  occupancy  as  herein 
proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  149-46,  Objection  1,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
space  as  proposed  on  the  2nd  floor  shall  be  maintained  as 
proposed  and  as  shown  on  plans  filed  with  this  appeal  marked 
“Received  March  9,  1946,”  three  sheets,  and  that  the  fire 
retarding  on  the  ceiling  of  the  store  on  the  first  floor  shall 
be  of  metal  lath  and  vermiculite  cement  plaster  not  less 
than  in  thickness ;  that  one  of  the  stairs  shall  be 
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1  carried  to  the  roof  and  a  goose  neck  ladder  from  the  roof 
to  the  one  story  extension  of  the  building  shall  be  main¬ 
tained  ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto ;  that  the  standpipe  system,  and  interior  fire 
alarm  system  shall  be  maintained  in  accordance  with  the 
requirements  therefor;  that  this  variance  shall  continue  only 
so  long  as  the  premises  are  maintained  substantially  as  pro¬ 
posed  and  as  herein  required. 

796-45-A 

APPLICANT — Benjamin  Dreisler,  Sr.  for  Hendie  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 22-32  Buckingham  road,  west 
side,  172  ft.  7  in.  south  of  Caton  avenue  (cellar  and 
1st  floor)  ;  (Block  5076,  Lot  14),  Borough  of 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Dreisler,  Sr.,  Ettie 
Thomas  Schacht,  Henry  Schacht  and  Benja¬ 
min  Saunders. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  for  applicant 
to  submit  to  the  Building  Department  for  examina¬ 
tion,  the  question  of  zoning  as  to  coverage  and 
yards  and  also  the  use  of  the  cellar  in  No.  22 
Buckingham  road. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


Zoning  Applications. 

273-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  East  New  York 
Savings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  from  marble  factory  to  manu¬ 
facturing  mattresses,  for  a  term  of  two  years. 
PREMISES  AFFECTED— 965-967  Hopkinson  avenue, 
west  side,  266  ft.  south  of  Lott  avenue  and  576-578 
Bristol  street  (Block  3623,  Lot  19),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Proskauer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (273-43-BZ) 

Whereas,  this  application  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
\  conversion  of  occupancy  of  a  building  from  marble  works  to 
factory  (light  manufacturing),  affecting  premises  965-967 
Hopkinson  avenue,  west  side,  260  ft.  south  of  Lott  avenue 
and  576-578  Bristol  street  (Block  3623,  Lot  19),  Borough 
:  of  Brooklyn,  was  denied  by  the  Board  on  July  27,  1943;  and 
Whereas,  the  applicant  requested  a  reopening  of  the  case 
,  and  rehearing  under  section  7e  of  the  zoning  resolution,  to 
permit  the  conversion  of  a  building  from  marble  works  to 
the  manufacturing  of  mattresses;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
1  December  14,  1943,  subject  to  the  usual  procedure:  and 


Whereas,  on  March  7,  1944,  this  application  was  granted 
by  the  Board  for  a  term  of  two  years,  on  certain  conditions ; 
and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  7,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  Section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  building  to  be  occupied  as  proposed  by  the 
Rest- Wei  Bedding  Manufacturing  Company  as  a  fac¬ 
tory  for  the  manufacture  of  baby  crib  and  carriage 
mattresses,  high-chair  pads  and  bumpit  pads  filled  with 
cotton,  on  condition  .  .  .  and  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  March  7, 
1944,  shall  be  complied  with,  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


352-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Nathan  Ossip, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
approval  of  plans — re  Application  (decision  of  the 
borough  superintendent,  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  recon¬ 
struction  of  a  gasoline  service  station  with  new 
building  and  two  additional  gasoline  storage  tanks 
and  rearrangement  of  pumps. 

PREMISES  AFFECTED — 81-22  Rockaway  boulevard, 
92-38  82nd  street,  southwest  corner  and  81-09  to 
81-17  95th  avenue  (Block  9010,  Lot  26),  Wood- 
haven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Irving  Proskauer. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  plans 
approved. 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative:  Chairman  Murdock,  Commissioners 
'Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . . .  0 

THE  RESOLUTION  (352-45-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  of  a  gasoline  service  station,  with  a  new  building, 
two  additional  gasoline  storage  tanks  and  rearrangement 
of  pumps,  affecting  premises  81-22  Rockaway  boulevard, 
92-38  82nd  street,  southwest  corner  and  81-09  to  81-17  95th 
avenue  (Block  9010,  Lot  26),  Woodhaven,  Borough  of 
Queens,  was  granted  by  the  Board  on  January  3,  1946,  on 
certain  conditions;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
application  and  approval  of  the  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  3,  1946, 
only  so  far  as  it  has  reference  to  the  requirement  that  com¬ 
plete  plans  shall  be  submitted  within  two  (2)  months,  for 
approval  before  filing  same  with  the  borough  superintendent, 
by  adding : 

“  .  .  .  that  plans,  three  sheets — two  sheets  to  a  set — 
marked  “Received  March  19,  1946”  are  hereby  approved 
as  in  substantial  compliance  with  the  structural  and 
arrangement  requirements  of  the  resolution  adopted  by 
the  Board  on  January  3,  1946.” 


562-24-BZ 

APPLICANT — Samuel  Rosenblum,  for  Jacob  Oberwager, 
owner. 
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SUBJECT — Application  for  consideration — Reopening  and 
amendment  as  to  additional  use — re  Application 
(decision  of  the  superintendent  of  buildings)  previ¬ 
ously  granted  on  condition  permitting  partly  in  a 
residence  use  district  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2470-2480  Bedford  avenue, 
west  side,  60  ft.  north  of  Clarendon  road  (Block 
5167,  Lot  40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


114-36-BZ 

APPLICANT — James  Whitford,  for  Vincent  Kieran,  owner. 

SUBJECT — Application  for  consideration — Reopening  and 
extension  of  area  and  use  re  Application  (decision 
of  the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district  the 
alteration  and  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  motor 
vehicles,  motor  vehicle  repair  shop,  automobile 
showroom  and  also  the  erection  and  maintenance 
of  a  gas  service  station. 

PREMISES  AFFECTED — 330  Bay  street  and  2  St.  Julian 
place,  southwest  corner  (Block  503,  Lot  32),  Tomp- 
kinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  Whitford. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and’  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

88-40-BZ 

APPLICANT — John  J.  Beatty,  for  May  E.  Campbell, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  use  on  portion  of  premises — 
re  Application  (decision  of  the  borough  superin¬ 
tendent)  previously  granted  on  condition,  permitting 
in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  motor  vehicles 
and  the  enclosure  within  the  garage  of  an  existing 
garage  for  five  motor  vehicles. 

PREMISES  AFFECTED — 1290-1294  Decatur  street,  south 
side,  150  ft.  west  of  Knickerbocker  avenue  (Block 
3436,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  J.  Beatty. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 


860-40-BZ 

APPLICANT — Andrew  A.  Marjey,  for  Fairtown  Construc¬ 
tion  Corporation,  owner. 

28. 


SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  borough  superintendent),  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use,  D  and  E  area 
district,  the  erection  and  maintenance  of  a  business 
building  covering  a  greater  area  of  that  portion  of 
the  plot  within  the  E  area  district  than  permitted 
and  the  omission  of  the  required  setback  within  the 
E  area  district  and  the  use  of  portion  of  the  build¬ 
ing  (cellar)  as  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 77-40  to  77-68  Vleigh  place, 
northwest  corner  of  78th  avenue  (Block  6608,  Lot 
2),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Andrew  A.  Marjey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


276-42-BZ 

APPLICANT — Joseph  B.  Lynch,  for  Iervolino  Bros. 

Garage  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — restoration  to 
calendar — re  Application  for  alteration  and  conver¬ 
sion  of  use  from  garage  to  gasoline  service  station, 
under  section  7c  of  the  zoning  resolution,  in  a  resi¬ 
dence  use,  C  area,  district  (previously  withdrawn). 
PREMISES  AFFECTED— 81  Rapelye  street,  northwest 
corner  of  Hicks  street  (Block  363,  Lot  38),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Thomas  C.  Jenkins  and  Irving 
Proskauer. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


559-45-BZ 

APPLICANT — Koch  &  Wagner,  for  Fresh  Pond  Holding 
Company,  Inc.,  owner. 

SUBJECT — -Application  for  consideration — reopening  and 
consideration  of  new  proposal' — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
denied  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  C  area  district,  the  erection 
of  a  one-story  and  cellar  building,  to  occupy  more 
than  60%  of  area  of  lot. 

PREMISES  AFFECTED — 1589-1591  Broadway,  north 
side,  17  ft.  east  of  Halsey  street  (Block  3408,  Lots 
8  and  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  R.  Koch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


Adjourned:  3:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  January  15,  1946,  as  they  ap¬ 
peared  in  Bulletin  No.  4,  Vol.  31,  are  hereby  corrected  to 
read  as  follows : 

333-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Phillip  Cuillo  & 
Josephine  Cuillo,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  and  the  use  of  an  existing  build¬ 
ing  as  a  garage  for  five  motor  vehicles. 

PREMISES  AFFECTED — 299-303  McDougal  street,  north 
side,  100  ft.  west  of  Stone  avenue  (Block  1528, 
Lots  49  and  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (333-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
|  resolution,  permitting  in  a  residence  use  district,  for  a  term 
1  of  two  years,  the  parking  and  storage  of  more  than  five  (5) 

1  motor  vehicles  and  the  use  of  an  existing  building  as  a 
garage  for  five  motor  vehicles,  affecting  premises  299-303 
McDougal  street,  north  side,  100  ft.  west  of  Stone  avenue 
(Block  1528,  Lots  49  and  52),  Borough  of  Brooklyn,  was 
|  granted  by  the  Board  on  January  6,  1942,  on  certain  con- 
I  ditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  per- 

|  mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  a  mend  the  resolution  of  January  6,  1942  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  the  application  be  and  it  hereby  is  granted  under 
section  7f  to  permit  the  existing  five  car  garage  on  lot 
49  and  under  section.  7h  to  permit  the  balance  of  lot 
49  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution  on  condition 
*  *  *  and  that  other  than  as  herein  amended,  the  pro¬ 
visions  of  the  resolution  of  January  6,  1942  shall  be 
complied  with ;  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  February  19,  1946,  as  they  ap¬ 
peared  in  Bulletin  No.  9,  Vol.  31,  are  hereby  corrected  to 
read  as  follows : 

70-46-A 

APPLICANT — Harry  B.  Mulliken,  for  Open  Stair  Dwcll- 
:  ings  Co.,  owner. 

'  SUBJECT — Appeal  from  decisions  of  the  borough  superin- 
L  tendent. 


i  *Correction — The  words  “for  a  term  of  tzvo  years  from 
die  date  of  this  amended  resolution,”  inserted  in  line  20  of 
1  the  resolution. 


PREMISES  AFFECTED — 502,  510  and  520  East  77th 
street,  south  side,  98  ft.  east  of  York  avenue  (Block- 
1488,  Lots  37,  41  and  45),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  B.  Mulliken  and  F.  C. 
Fowler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  q 

THE  RESOLUTION  (70-46-A) 

\\  hereas,  Harry  B.  Mulliken,  for  Open  Stair  Dwellings 
Co.,  owner,  filed  an  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  502,  510  and  520  East  77th 
street,  south  side,  98  ft.  east  of  York  avenue  (Block  1488, 
Lots  37,  41  and  45),  Borough  of  Manhattan;  and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  January  30,  1946,  on  Alt.  Applic.  1640-45,  affecting  502 
East  77th  street,  reads : 

“Obj.  1.  Repeat.  Flue  tile  lining  contrary  to  Section 
1 1.3.7-b,  Code.  Require  ¥/2"  fire  brick  lining  for  30 
ft.  above  roof  of  combustion  chamber.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  30,  1946,  on  All.  Applic.  1505-45,  affecting  510 
East  77th  street,  reads : 

“Obj.  1.  Repeat.  Flue  tile  lining  contrary  to  Section 
1 1.3.7-b,  Code.  Require  A]/2"  fire  brick  lining  for  30  ft. 
above  roof  of  combustion  chamber.” 

and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  January  30,  1946,  on  Alt.  Applic.  1252-45.  affecting  520 
East  77th  street,  reads : 

"1.  The  proposed  construction  of  chimneys  for  incin¬ 
erators  is  contrary  to  C26-709  Adm.  Code.”' 

and 

Whereas,  the  applicant  states  that  502  East  77th  street  is 
6  stories  (65.9  ft.)  in  height;  93.6  ft.  by  89.2  ft.  in  area;  of 
Class  3  construction,  on  a  lot  100  ft.  by  102.2  ft.  in  area  in 
a  residence  use  and  B  area  district,  erected  1910,  provided 
with  four  3  ft.  wide  exterior  stairs  from  the  roof  to  grade 
with  egress  to  the  street  through  a  fireproof  passage;  that 
the  building  is  occupied  throughout  as  a  Class  A  multiple 
dwelling;  that  510  East  77th  street  is  6* stories  (65.9  ft.)  in 
height ;  87  ft.  by  98.2  ft.  in  area ;  of  Class  3  construction,  on 
a  lot  100  ft.  by  102.2  ft.  in  area ;  erected  in  1910;  located  in  a 
residence  use  and  B  area  district,  equipped  with  four  exterior 
3  ft.  wide  stairs  from  the  roof  to  grade  with  egress  to  the 
street  through  a  fireproof  passage  and  occupied  as  a  Class  A 
multiple  dwelling;  that  520  East  77th  street  is  6  stories 
(65.9  ft.)  in  height;  93.6  ft.  by  89.2  ft.  in  area;  of  Class  3 
construction,  erected  1911;  located  in  a  residence  use  and  B 
area  district  on  a  lot  100  ft.  by  102.2  ft.  in  area,  equipped 
with  four  3  ft.  wide  exterior  stairs  from  the  roof  to  grade 
with  egress  to  the  street  through  a  fireproof  passage  occu¬ 
pied  as  a  Class  A  multiple  dwelling  for  which  Certificate  of 
Occupancy  14282  was  issued  August  22,  1928,  on  completion 
of  work  under  Alt.  Applic.  1362-26,  classifying  the  build¬ 
ing  as  a  tenement  house;  and 

Whereas,  it  is  proposed  to  convert  the  existing  dumb¬ 
waiter  shafts  by  constructing  incinerator  flues  within  the  old 
shafts,  with  hoppers  at  each  floor  to  permit  burning  of  the 
garbage  and  refuse  in  combustion  chambers  in  the  cellar  un¬ 
der  the  incinerator  flues ;  and 

Whereas,  the  applicant  contends  that  each  of  the  incin¬ 
erator  flues  will  be  erected  within  an  existing  dumbwaiter 
shaft  constructed  of  brick  on  one  or  more  sides  and  four  in. 
fireproof  blocks  on  the  other  side ;  that  the  inside  dimen¬ 
sions  are  2  ft.  10  in.  by  3  ft.  2  in.  which  is  too  small  in  area 
to  permit  laying  of  brick  to  make  a  tight  flue;  that  for  the 
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ceiling  of  the  combustion  chamber  where  there  may  be  direct 
contact  with  flame,  the  flue  will  be  8  in.  brick  with  Al/2  in. 
fire  brick  lining  up  about  2  ft.  and  through  the  fireproof 
ceiling  of  the  cellar  from  there  up  through  the  roof,  the  flue 
will  be  lined  with  20  in.  standard  flue  tile  encased  in  ver- 
miculite  concrete  7  or  8  in.  thick  between  the  flue  tile  and 
the  present  fireproof  blocks ;  that  from  the  top  of  the  present 
dumbwaiter  shaft  above  the  roof,  the  flue  will  have  walls  of 
8  in.  brick  to  a  height  of  8  ft.  above  the  parapet ;  that  the 
vermiculite  concrete  mixed  one  part  cement  to  6  parts  ver- 
miculite  weighs  36  lbs.  per  cu.  ft.  with  an  ultimate  compres¬ 
sive  strength  of  245  lbs.  p.s.i. ;  that  the  grate  area  in  the 
proposed  incinerators  measures  1'  10j4"  x  2'  3"  or  4.2  sq.  ft. ; 
that  this  small  grate  area  will  insure  a  slow  low  temperature 
combustion ;  that  drafts  due  to  flue  height  will  be  further 
restricted  by  dampers  controlling  the  air  intake;  that  the 
proposed  construction  of  the  combustion  chambers  in  the 
cellars  will  comply  with  Section  C26-701,  a  and  b;  that  the 
proposed  flue  construction  will  afford  better  protection  from 
fire  than  would  be  obtained  through  the  use  of  brick  and  fire 
brick,  totalling  8  in.  thickness. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
on  Alt.  Application  1640-45,  Objection  1,  Alt.  Applic.  1 505- 


45,  Objection  1,  1252-45,  Objection  1,  be  and  hereby  arc 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  proposed  incinerator  flues,  to  occupy  the 
space  now  occupied  by  dumbwaiter  shafts,  shall  be  con¬ 
structed  substantially  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  February  12,  1946,’’  five  construc¬ 
tion  sheets,  elevation  and  three  floor  plan  sheets,  total  of 
nine,  except  that  the  topping  of  the  incinerator  shafts  above 
the  present  top  of  the  dumbwaiter  shafts  shall  be  constructed 
of  12  in.  brick,  properly  coped  instead  of  8  in.  as  shown ; 
that  the  flue  tile  shall  be  fully  bedded  and  the  joints  filled 
fully  with  fire  clay  mortar  at  least  34  in.  thick;  that  the 
incinerator  doors  shall  be  open  only  on  tlie  fireproof  plat¬ 
form  of  the  exterior  open  stairs  and  shall  be  of  a  type  sub¬ 
mitted  to  the  Board  as  meeting  the  test  for  one  hour  re¬ 
quirements  ;  that  in  all  other  respects,  the  construction  shall 
comply  with  all  requirements  therefor. 


^Correction — The  numbers  “520”  changed  to  “502”  in  line 
26  of  the  resolution  and  the  words  “that  the  flue  will  have 
4j4  in.  fire  brick  lining  up  to  30  ft.  backed  with  334  in.  com¬ 
mon  brick  with  8  in.  wall  of  common  brick  above  the  30  ft. 
level”  omitted  in  line  71  of  the  resolution. 


( Court  Decision  continued  from  page  261  of  this  Bulletin'). 

tections  where  protection  is  needed  and  where  the 
operations  conducted  are  of  the  sort  as  to  which  the 
Legislature  wished  to  protect  employees.” 

“We  should  not  force  the  Legislature,  in  its  proper 
purpose  of  furnishing  such  protection  in  all  appropriate 
situations,  to  continue  adding  new  and  precise  language 
to  describe  accurately  and  closely  every  particular 
special  operation.” 

“As  above  stated,  the  Legislature  in  1917  took  the 
earlier  definition  of  a  ‘factory’  and  added  the  words 
‘including  making,  altering.’  &c.  Respondents  argue 
that  the  1917  addition  of  the  word  ‘including’  and  the 
words  which  follow  it  was  for  the  purpose  of  limiting, 
not  expanding,  the  concept  of  a  ‘factory’,  that  is,  that 
no  place  thereafter  could  be  considered  a  ‘factory’,  even 
though  common  speech  would  call  it  such,  unless  there 
was  carried  on  therein  one  of  these  specified  kinds  of 
activity:  ‘making,  altering,  repairing,  finishing,  bottling, 
canning,  cleaning  or  laundering’.  In  other  words,  the 
argument  is  that,  with  those  words  added,  the  statute 
thereafter  constituted  a  complete  and  categorical  list  of 
the  only  operations  which  were  to  be  considered  ‘manu¬ 
facturing’  under  the  factory  safety  laws.  ‘Including’  is 
a  word  of  several  shades  of  meaning  depending  on  the 
context.  It  may  be  used  in  the  sense  to  comprise  or 
embrace :  or  to  contain  or  to  express  the  idea  that  a 
thing  in  question  constitutes  a  part  only  of  the  con¬ 
tents  of  sdVne  other  thing;  as  a  word  of  enlargement; 
in  other  words  ‘to  comprise  as  a  part  or  as  something 
incident  or  pertinent’.  ‘Including’  may  be  used  to 
bring  into  a  definition  something  that  .  would  not  be 
there  unless  specified,  or  it  may  be  used  to  show  the 
meaning  of  the  defined  word  by  listing  some  of  the 
things  .  meant  to  be  referred  to,  but  not  by  such  listing 
excluding  others,  of  the  same  kind.  Considering  the 
manifest  legislative  purpose  of  protecting  workers  ex¬ 
posed  to  machinery,  rather  than  of  legislating  as  to 
precisely  classified  businesses,  we  take  the  word  ‘includ¬ 


ing’  as  being  here  used  to  show  that  the  Legislature 
intended  to  broaden,  not  narrow,  the  concept  of  ‘a 
factory’,  and  that  the  list  of  operations  which  follows 
was  not  intended  for  purpose  of  precise  itemization, 
but  more  or  less  illustratively.”  (N.Y.L.J.,  Dec.  6, 
1945,  page  1597). 


COURT  DECISION 

A  concern  dealing  in  top  soil  sought  an  injunction  to  restrain  the 
Town  of.  Oyster  Bay  from  interfering  with  its  operations  of  removing 
and  dealing  in  top  soil. 

Two  problems  were  presented — One,  where  the  soil  had  been 
stripped  and  piled  for  removal  but  not  removed  during  the  term  of 
the  permit ;  the  other,  where  stock  piles  existed  in  the  contractor’s 
yard  and  the  town  prevented  the  removal  on  the  theory  that  the 
ordinance  was  being  violated  even  though  the  permission  to  have  such 
stock  piles  of  soil  had  been  permitted  by  the  Zoning  Board  of 
Appeals. 

Under  the  authority  of  the  Town  Law,  the  town  adopted  an  ordi¬ 
nance  limiting  the  area  to  be  stripped  of  top  soil  to  six  acres  and  the 
depth  to.  four  inches  and  providing  for  fertilizing  and  reseeding  and 
for  permits  to  be  issued  for  six  months  only  and  during  the  summer 
months.  The  claim  was  made  that  these  requirements  were  pro¬ 
hibitory  rather  than  regulatory. 

Mr.  Justice  C.  A.  Johnson  at  Special  Term  upheld  the  ordinance  as 
a  reasonable  regulation  for  the  benefit  of  public  health,  safety,  and 
general  welfare,  superior  in  importance  to  the  pecuniary  profits  of  an 
individual.  The  Court  denied  the  petition  for  injunction  as  to  limita¬ 
tion  of  the  ordinance  in  requiring  six  months  permit  and  as  to  its 
other  requirements,  but  granted  the  injunction  to  restrain  the  town 
from  preventing  the  removal  of  accumulated  stock  piles  of  loam  in 
its  yards  as  its  stock  in  trade  and  which  had  been  permitted  by  the 
Board  of  Zoning  Appeals  as  being  in  a  different  category  from  large 
tracts  of  unoccupied  land. 

(N.Y.  Law  Journal  February  8,  1946,  Page  549.) 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents ;  by  mail  85  cents. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
26,  1946,  Affecting  Calendar  Numbers  320-45-BZ,  413- 
45-BZ,  777-45-BZ,  56-46-BZ,  38-46-BZ,  86-46-BZ,  621- 

45- BZ,  688-45-BZ,  743-45-BZ,  114-46-BZ,  134-46- A,  58- 

46- A,  201-46-A,  749-45-SM,  118-45-SM,  119-45-SM,  120- 
45-SM,  121-45-SM,  463-45-SM  and  707-45-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
26,  1946,  Affecting  Calendar  Numbers  746-44-A,  205- 
45-A,  510-45-A,  676-45-A,  138-46-A,  184-46-A,  196-46-A, 
197-46-A,  200-46-A,  523-43-A,  107-44-A,  171-46-A,  421- 
45-A,  638-45-A,  414-20-BZ,  11-33-BZ  and  79-35-BZ. 

(Remaining  minutes  of  the  meeting  of  March  26,  1946 
will  be  printed  in  the  Bulletin  of  April  9,  1946). 

Correction  Affecting  Calendar  Number  257-44-A. 

General  Resolution  relative  to  signs  (Reprint). 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  26,  1946. 

Cal.  No.  Dept.  Premises  A  ffected 

200- 46-A — H.  B.  M. — 439  7th  avenue  and  164  West  34th 
street,  southeast  corner  (Block  809,  Lot  79),  Borough  of 
Manhattan,  B.N.  183-46. 

201- 46-A — F.D. — 1557-1561  Broadway,  west  side,  71  ft. 
7-Vs  in.  north  of  West  46th  street  (1st  and  mezzanine 
floors);  (Block  1018,  Lot  28),  Borough  of  Manhattan, 
Decision. 


202- 46-A— F.D. — 127  Lafayette  avenue,  north  side,  25 
ft.  west  of  Cumberland  street  (cellar);  (Block  2101,  Lot 
71),  Borough  of  Brooklyn,  Decision  re  635-LC. 

203- 46-SA — -Wilson  Type  SP  Chemical  Feeder  for  Water 
Treatment,  Appliance. 

204- 46-SA— I  ron  Fireman  Oil  Burner,  Appliance. 

205- 46-BZ — H.B.Q. — 11-05  to  11-27  44th  drive,  north¬ 
east  corner  of  11th  street  and  11-22  44th  road  (Block 
447,  Lots  13,  21,  31  and  32),  Long  Island  City,  Borough 
of  Queens,  Alt.  571-46. 


206-46-H.B.B. — 137  Coleridge  street,  east  side,  280  ft. 
south  of  Compton  avenue  (Block  7516,  Lot  1129),  Bor¬ 
ough  of  Brooklyn,  Alt.  795-46. 


207-46-A — H.B.B. — 145  Coleridge  street,  e^.st  side,  340 
ft.  south  of  Compton  avenue  (Block  7516,  Lot  1126), 
Borough  of  Brooklyn,  Alt.  796-45. 


215-46-A — H.B.Q. — 103-22  99th  street,  west  side,  100  ft. 
south  of  103rd  avenue  (2nd  floor);  (Block  9121,  Lots 
11,  15  and  16),  Ozone  Park,  Borough  of  Queens,  Amend¬ 
ment  to  Alt.  1670-44. 


216-46-A — H.B.M. — 1st  avenue  to  Marginal  street,  be¬ 
tween  East  20th  and  East  23rd  streets  (Blocks  952, 
953,  954,  978,  979,  980  and  987,  Lots  1);  Peter  Cooper 
Village,  Borough  of  Manhattan,  Amendment  to  F.P. 
288-46. 

Restored  to  Calendar. 

107-44-A — H.B.B. — 1060  President  street,  southwest  cor¬ 
ner  of  Bedford  avenue  (Block  1280,  Lot  36),  Borough 
of  Brooklyn,  Amendment  to  Alt.  145-44. 

655-24-BZ — H.B.Bx — 3837  White  Plains  road,  west  side, 
74.21  ft.  south  of  East  221st  street  (Block  4655,  Lots  48 
and  49),  Borough  of  The  Bronx,  Amendment  to  Alt. 
702-45. 


522-43-BZ— H.B.Q.— 152-02  to  153-10  10th  avenue,  10-01 
to  11-29  152nd  street,  southeast  corner  and  10-34  154th 
street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47  and  68, 
Block  4538,  Lots  1  and  18  and  Block  4539,  Lots  1,  18, 
19,  30  and  32),  Whitestone,  Borough  of  Queens,  N.B. 
228-43. 


523-43-A — H.B.Q. — 152-02  to  153-10  10th  avenue,  10-01 
to  11-29  152nd  street,  southeast  corner  and  10-34  154th 
street  (Block  4536,  Lots  17,  32,  33,  42,  47  and  68,  Block 
4538,  Lots  1  and  18  and  Block  4539,  Lots  1,  18,  19,  30 
and  32),  Whitestone,  Borough  of  Queens,  N.B.  228-43. 


208- 46-BZ — H.B.B. — 14-24  Avenue  M  and  1500-1546  Mc¬ 
Donald  avenue  southwest  corner  (Block  6563,  Lots  6, 
19,  21,  23,  and  25),  Borough  of  Brooklyn,  N.B.  124-46. 

209- 46-BZ — H.B.Q. — 94-05  Northern  boulevard,  north¬ 
west  corner  Junction  boulevard  (Block  1423,  Lot  46), 
Corona,  Borough  of  Queens,  Alt.  382-45. 


210-46-BZ — H.B.B. — 1466-1474  East  24th  street  and  2333- 
2339  Olean  street,  northwest  corner  (Block  7677,  Lots 
14  and  15),  Borough  of  Brooklyn,  N.B.  295-46. 


211-46-A — H.B.Q. — 2-71  Beach  20th  street,  west  side,  650 
ft.  south  of  Plainview  avenue  (Block  266,  Lot  20),  Far 
Rockaway,  Borough  of  Queens,  Alt.  256-46. 


212-46-A— F.D.— 159-161  Thatford  avenue,  east  side,  50 
ft.  north  of  Sutter  avenue  (Block  3527,  Lot  3),  Borough 
of  Brooklyn,  Decision  re  Orders  12439-LF  and  12440-LF. 


213-46-A — H.B.M. — 280  Broadway,  east  side,  from  Reade 
to  Chambers  streets,  37  Reade  street  and  53-63  Cham¬ 
bers  street  (2nd  floor);  (Block  153,  Lot  1),  Borough  of 
Manhattan,  Amendment  to  Alt.  879-44. 


214-46-BZ — H.B.B. — 1421  Kings  Highway,  north  side, 
21  ft.  3%  in.  west  of  East  15th  street  (Block  6777,  Lot 
30),  Borough  of  Brooklyn,  Alt.  533-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B  Q _ De¬ 

partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
I* .D. — hire  Department. 
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Concrete  Masonry  Units,  Rules 
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APRIL  2,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  2,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 


Zoning  Applications. 

44-46-BZ— Application,  January  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Daumar  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  D  area  district, 
the  extension  of  present  buildings  to  cover  more  area 
than  permitted  at  curb  level;  premises  1609-1611  Avenue 
U,  north  side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brooklyn. 

779-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 
for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf 
of  The  Macmillan  Company,  owner,  to  permit  in  a  res¬ 
idence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

640-45-BZ — Application,  October  23„  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  Jacob  Lubroth,  ap¬ 
plicant,  on  behalf  of  Jacob  S.  Kaminsky,  owner,  to  per¬ 
mit  in  an  unrestricted,  C  area  district,  the  extension  of 
an  existing  building  to  occupy  the  full  area  of  lot  on  the 
first  floor;  premises  60-77  Myrtle  avenue,  north  side,  208 
ft.  west  of  Fresh  Pond  road  (Block  3538,  Lot  55),  Ridge¬ 
wood,  Borough  of  Queens. 

633-45-BZ — Application,  October  20,  1945,  under  section 
21  of  the  zoning  resolution,  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Julius  Spilka,  owner,  to  permit  in 
an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
60  ft.  west  of  15th  avenue  (Block  5720,  Lot  38),  Borough 
of  Brooklyn. 

1213-40-BZ — Application  of  Frank  S.  Parker,  applicant, 
on  behalf  of  605  West  51st  Street  Corp.,  owner,  reopened 
November  7,  1945,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  an  unrestricted  use  district,  the  erec¬ 
tion  of  a  two  (2)  story  garage  and  repair  shop  (within 
200  feet  of  a  public  park)  for  more  than  five  (5)  motor 
vehicles  for  a  term  of  twenty  years;  premises  727-731 
11th  avenue,  west  side,  50  ft.  2 y2  in.  south  of  West  52nd 


street  (Block  1099,  Lots  32,  3^  and  34),  Borough  of 
Manhattan. 

95-46-BZ — Application,  February  7,  1946,  under  section 
7 a  of  the  zoning  resolution,  of  Bernard  Meyers,  appli¬ 
cant,  on  behalf  of  H.  Kulenkampf,  owner  (General  Gum¬ 
med  Products,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  of  an  existing  factory;  premises  126- 
15  89th  avenue,  north  side,  40  ft.  east  of  126th  street 
(Block  9335,  Lot  60),  Richmond  Hill,  Borough  of 
Queens. 

676-42-BZ— Application  of  Ellis  L.  LaVine,  applicant,  on 
behalf  of  Tillie  Cooperman  and  William  Broder,  owners, 
reopened  February  5,  1946,  under  section  7e  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  stable  (more  than  five  horses) 
to  manufacturing  and  storage;  premises  357  West  17th 
street,  north  side,  100  ft.  east  of  9th  avenue  (Block  741, 
Lot. 5),  Borough  of  Manhattan.. 

811-45-BZ — Application,  December  27,  1945,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner  (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 

802-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Church  of  The  Most  Precious 
Blood,  owner,  to  permit  in  a  residence  use  district,  an 
outdoor  theatre  to  seat  460  persons;  premises  90-110 
Bay  47th  street,  and  2737-2747  Harway  avenue,  north¬ 
east  corner  (Block  6901,  Lots  1,  3,  63,  64  and  66),  Bor¬ 
ough  of  Brooklyn. 

71-46-BZ — Application,  February  4,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Nicola  Mazzalonga,  owner,  to 
permit  in  a  business  use,  D  area  district,  the  extension 
of  existing  building  to  occupy  more  than  the  permitted 
area;  premises  105-28  to  105-32  101st  avenue,  and  101-02 
to  101-10  106th  street,  southwest  corner  (Block  9423, 
Lot  13),  Jamaica,  Borough  of  Queens. 

127-46-BZ — Application,  February  25,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  Court  Boulevard  Inc.,  owner,  to 
permit  in  a  business  use,  D  area  district,  the  erection  of 
a  motion  picture  theatre  (980  seats)  and  four  (4)  stores, 
occupying  more  area  of  lot  than  is  permitted;  premises 
46-13  to  46-21  Hollis  Court  boulevard,  46-02  to  46-14 
189th  street,  northwest  corner  and  188-12  to  188-20  46th 
avenue  (Block  5528,  Lot  1),  Flushing,  Borough  of 
Queens. 


Appliances  and  Materials  for  Approval. 

427-38-SA — Josam  Oil  Interceptor,  Models  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

704-44-SA — Rayfield  Oil  Burner,  Models  Jr.  and  D-4. 

252-45-SA — Metropolitan  Feeder,  (Water  Treatment  Ap¬ 
pliance). 

35-45-SM — Russwin  Panic  Bolts — Types  564,  564^4,  566, 
567,  567*4.  Tvpes  80,  T80,  86,  T86,  86NT,  T86NT,  86*4. 
T86J4,  86*4  NT,  87,  T87,  87^,  88,  T88,  89,  T89.  89A. 
T89A.  280,  T280,  T7080,  T7086,  T7086*4,  T7086NT, 
T7086I4NT,  T7087,  T7087*4,  T7088,  T7089,  T7089A, 
T7280,  080,  T080,  T07080. 

263-45-SM — Lo-K  Flameproofed  Cotton  Insulation. 

HARRIS  H.  MURDOCK,  Chairman. 
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APRII,  2,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  2,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

1349-39-A — 346  Ocean  parkway,  west  side,  40  ft.  south 
of  Avenue  C  (Block  5374,  Lot  12),  Borough  of  Brooklyn 
(reopened  March  12,  1946). 

194-46-A— 120-126  Court  street,  and  205  Atlantic  avenue, 
northwest  corner  (2nd  floor);  (Block  276,  Lot  47),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  9,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  9,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

778-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution  of  Stuyvesant  Chambers, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion  of  occupancy  from 
heretofore  converted  dwelling  (Class  A)  to  business  use 
(portions  of  2nd,  3rd„  4th  and  5th  floors  for  research 
and  direction  in  connection  with  professional  activities)  ; 
premises  19-20  Gramercy  Park  south  and  86-88  Irving 
place,  southeast  corner  (Block  875,  Lot  61),  Borough  of 
Manhattan. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place,  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  70  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook¬ 
lyn. 

56-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary  Adelson,  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  public 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcy  avenue 
(Block  1779,  Lot  66),  Borough  of  Brooklyn. 

37-46-BZ — Application,  January  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Herbert  Tannenbaum, 
applicant,  on  behalf  of  Margaret  La  Sala,  owner  (High 
Bridge  Auto  Service,  lessee),  to  permit  in  a  business  use 
district,  the  change  of  occupancy  from  stable  and  hay 
loft,  to  an  automobile  repair  shop;  premises  1275  Jerome 
avenue,  west  side,  75  ft.  north  of  West  169th  street,  and 
Inwood  avenue,  east  side,  75  ft.  north  of  West  169th 
street  (Block  2855,  part  of  Lot  45),  Borough  of  The 
Bronx. 


52-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Herman  Spinken,  appli¬ 
cant,  on  behalf  of  Dorothy  Warren,  owner,  to  permit  in 
a  business  use,  C  area  district,  the  extension  of  present 
building  to  cover  more  area  than  is  permitted;  premises 

159- 17  Hillside  avenue,  north  side,  168.20  ft.  east  of  Par¬ 
sons  boulevard  (Block  9768,  Lot  89),  Jamaica,  Borough 
of  Queens. 

99-46-BZ — Application,  February  14,  1946,  under  section 
21  of  the  zoning  resolution,  of  Walter  Binger,  applicant, 
on  behalf  of  Realest  Corporation,  owner,  to  permit  in  a 
restricted  retail  use,  B  area  district,  the  extension  of  rear 
of  first  story  to  cover  more  than  permitted  area;  prem¬ 
ises  1189  Madison  avenue,  east  side,  18  ft.  south  of  East 
87th  street  (Block  1498,  Lot  151),  Borough  of  Manhattan. 

160- 46-BZ — Application,  March  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Harry  Kleinman,  applicant 
and  owner,  to  permit  in  a  residence  use  district,  the 
erection  of  a  fireproof  building,  to  be  used  as  a  skating 
rink;  premises  2520  Hylan  boulevard,  south  side,  125  ft. 
west  of  New  Dorp  lane  (Block  3960,  Lot  7),  New  Dorp, 
Borough  of  Richmond. 

624-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lobe  Realty  Corp.,  owner,  reopened 
February  13,  1946,  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  of 
a  gasoline  service  station,  lubritorium  and  car  washing; 
premises  178-02  to  178-08  Union  turnpike,  south  side, 
400  ft.  east  of  Utopia  parkway  (Block  7227,  part  of  Lot 
24),  Flushing,  Borough  of  Queens. 

460-26-BZ — Application  of  George  A.  Aliano,  applicant, 
on  behalf  of  49-50  Realty  Corporation,  owner,  reopened 
March  12,  1946,  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the 
erection  of  a  building  for  Post  Office,  bowling  alleys, 
restaurant  and  business;  premises  513-533  50th  street, 
north  side,  90  ft.  east  of  5th  avenue,  and  4921  5th  avenue 
(Block  784,  Lot  2),  Borough  of  Brooklyn. 

702-45-BZ — Application,  November  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  behalf  of  Albert  H.  Dachuck  and  James 
Ferrara,  owners,  to  permit  in  residence  and  business  use 
district,  the  change  of  occupancy  from  riding  academy 
(15  horses)  to  gasoline  service  station  and  repair  shop; 
premises  182-70  Union  turnpike,  and  80-02  Chevy  Chase 
street,  southwest  corner  (Block  7248,  Lot  39),  Jamaica, 
Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

120-46-A — 2417  Webster  avenue,  west*  side,  65.08  ft. 
north  of  East  187th  street  (1st  floor  and  basement); 
(Block  3025,  Lot  25),  Borough  of  The  Bronx. 

134-46-A — 555  East  Tremont  avenue,  northeast  corner  of 
Monterey  avenue  (Block  3060,  Lot  32),  Borough  of  The 
Bronx. 

167-46-A — 254  36th  street,  east  side,  650  ft.  north  of  2nd 
avenue  (2nd  floor);  (Block  695,  Lot  1),  Borough  of 
Brooklyn. 

Materials  and  Appliance  for  Approval. 

301-45-SM — Calairco  Cl  Flameproofing  Solution. 

494-45-SM — ABC  Kalamein  Door  Company  and  Acme 
and  Dorf  Metal  Door  Corp.,  hr.  Kalamein  Fire-Re¬ 
sistive  Window. 

1309-39-SM — Kiesling  Bi-Parting  and  Bi-Pass  Counter¬ 
balanced  Elevator  Doors. 
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700-45-SM — General  Bronze  Corporation’s  Aluminum 
Windows,  Type  Permatite  and  Alwintite,  types  DHA1, 
DHA2,  DHA3,  DHB1,  DHB2,  DHB3,  DHB3HV, 
DHA3HV,  DHAO,  CPA2,  CPB2. 

1205-39-SA— Bake:0-Heat  Oil  Burner,  Additional  Model, 
B.O.H.-A. 

General  Resolution. 

1464-39-GR — -Reopening  and  amendment  of  General 
Resolution — re  Approval  of  Inspection  Agencies  under 
rules  adopted  by  the  Board  under  Calendar  1139-39- 
GR — addition  of  the  inspection  agency,  Samuel  Cohen, 
Professional  Engineer. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  9,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

I  Tuesday  afternoon,  April  9,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

397-42-A — -4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

638-45-A — 244-258  Water  street,  south  side,  125  ft.  east 
of  Bridge  street  (Block  42,  part  of  Lot  11),  Borough  of 
Brooklyn. 

166-46-A — 18-20  West  street,  east  side,  75  ft.  south  of 
Morris  street,  and  28-32  Washington  street  (Block  15, 
Lot  19),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 

_ 

APRIL  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  April  23,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters: 

Zoning  Applications 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli- 

fcant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19,  1946 
(previously  withdrawn)  re  application,  under,  section  7f  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  reconstruction  and  extension  of  existing  gasoline  serv¬ 
ice  station  (previously  granted  by  the  Board)  ;  premises 
242-02  to  242-12  Merrick  boulevard  and  133-41  to  133-45 
242nd  street,  southeast  corner  (Block  13206  (3645),  Lots 
17  and  19),  Rosedale,  Borough  of  Queens. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

791-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  George  Edward 
Beatty,  applicant,  on  behalf  of  R.  C.  Church  of  St. 
Matthias,  owner,  to  permit  in  residence,  business  use, 
C  area  district,  the  proposed  extension  of  existing 
school  building  omitting  part  of  required  rear  yard; 
premises  1881  Catalpa  avenue,  north  side,  103.57  ft.  west 
,  of  Woodward  avenue  (Block  3473,  Lot  50),  Ridgewood, 
j  Borough  of  Queens. 

I 

I 


36-46-BZ — Application,  January  8,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  F.  Lidonici,  owner,  to  permit  in 
business  use,  D  area  district,  the  erection  of  a  building 
to  be  used  as  a  gasoline  service  station,  lubritorium, 
auto  laundry  and  public  garage  for  more  than  five  (5) 
motor  vehicles,  using  more  than  the  permitted  area  of 
the  Lot;  premises  68-72  to  68-88  Austin  street,  south 
side,  100  ft.  west  of  69th  avenue  (Block  3234,  part  of 
Lots  22  and  34),  Forest  Hills,  Borough  of  Queens. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

41-46-BZ— Application,  January  11,  1946,  under  section 
21  of  the  zoning  resolution,  of  S.  Joseph  Silbert,  appli¬ 
cant,  on  behalf  of  126  West  42nd  Street,  Inc.,  owner, 
to  permit  in  retail  use,  B  area  district,  the  change  in 
occupancy  and  increase  in  area  of  proposed  building  to 
occupy  more  than  the  permitted  area;  premises  126-128 
West  42nd  street,  south  side,  240  ft.  west  of  6th  avenue 
(Avenue  of  The  Americas)  and  129-131  West  41st  street 
(Block  994,  Lots  21,  43  and  44),  Borough  of  Manhattan. 

448-23-BZ — Application  of  William  R.  Altman  and  Her¬ 
man  Kron,  applicants,  on  behalf  of  Steinfrank  Realty 
Corp.,  owner  (Shelby  Craftco,  lessee),  reopened  Febru¬ 
ary  19,  1946,  under  sections  7c  and  7e  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted  by 
Board)  to  storage  (paper  products)  and  office;  premises 
2856  Webster  avenue,  east  side,  199.4  ft.  south  of  Bed¬ 
ford  Park  boulevard  (Block  3273,  Lot  118),  Borough  of 
The  Bronx. 

93-46-BZ — Application,  February  14,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Victor  Mayper,  ap¬ 
plicant,  on  behalf  of  New  York  Central  Railroad  Co. 
and  Hudson  Varick  Corp.  (Equitable  owner  under  con¬ 
tract  of  sale),  owners,  to  permit  in  unrestricted  use,  B 
area,  and  class  2  height  district,  the  erection  of  a  build¬ 
ing  not  meeting  the  height  requirements;  premises  25-57 
Varick  street,  134-162  Hudson  street,  23-39  Beach  street, 
and  23-41  Laight  street,  entire  block  (Block  213,  Lot  1), 
Borough  of  Manhattan. 

562-24-BZ — Application  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Jacob  Oberwager,  owner,  reopened 
March  19,  1946,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,*  the  proposed  additional  use  for  the  display,  sales 
and  servicing  of  automobiles,  and  altering  the  front 
elevation  to  present  one  story  public  garage  (for  more 
than  five  motor  vehicles),  previously  granted  by  the 
Board;  premises  2470-2480  Bedford  avenue,  west  side, 
60  ft.  north  of  Clarendon  road  (Block  5167,  Lot  40), 
Borough  of  Brooklyn. 

283-42-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Estate  of  Theodore  Badman,  owner,  reopened 
February  26,  1946,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  use  district,  the  parking 
and  storage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied) ;  premises  222-228  East  34th  street,  south 
side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots  46-49), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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APRIL  23,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  23,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

89-46-A — 1760-1764  Pitkin  avenue  and  128  Watkins  street, 
southwest  corner  (3rd  floor);  (Block  3524,  Lot  16),  Bor¬ 
ough  of  Brooklyn. 

137-46-A — Blair  avenue,  614.75  ft.  north  of  Miles  avenue, 
Bungalow  232B  (Block  5516,  Lot  None),  Edgewater 
Camp,  Borough  of  The  Bronx,  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Blair  avenue). 

162-46-A — 99-08  Metropolitan  avenue,  south  side,  121  ft. 
west  of  70th  road  (Block  3894,  Lot  34),  Forest  Hills, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street — Metropolitan  Avenue  widen¬ 
ing). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  30,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  30,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters: 


Zoning  Applications. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  o£» 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

413-45-BZ — Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946— re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

777-45-BZ — Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution  of  Albert  Thompson, 
applicant,  on  behalf  of  Elsie  O’Connor,  owner,  (John 
Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8  horses 
for  hire);  premises  198-73  Foothill  terrace,  east  side,  98 
ft.  north  of  Hillside  avenue  (Block  10532,  Lots  128  and 
131),  Queens  Village,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


_ MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  26,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings,  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  March  12,  1946,  were 
approved  as  printed  in  Bulletin  No.  12,  Vol.  31. 


ZONING  APPLICATIONS. 

320-45-BZ 

APPLICANT — A.  S.  Mongiello,  for  Joseph  Palermo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  and  unrestricted  use  dis¬ 
trict,  the  change  of  occupancy  from  garage  (not 
more  than  four  cars  and  light  storage)  to  rug- 
cleaning  and  light  storage. 

PREMISES  AFFECTED — 212  Evergreen  avenue,  south 
side,  70  ft.  east  of  Willoughby  street  (Block  3206, 
Lot  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  A.  Mongiello,  J.  Palermo  and  M. 
Shapiro. 

For  Opposition :  J.  A.  Weil. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1946  at  10 
A.M.,  applicant  to  obtain  decision  from  Depart¬ 
ment^  Housing  and  Buildings  re  use  of  additional 
building. 


413-45-BZ 

APPLICANT — Emil  Koeppel,  for  Rabbi  Samuel  A.  Rubin, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
January  22,  1946 — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  and 
retail  use  district,  a  proposed  building  to  be  used 
as  a  synagogue  to  occupy  more  than  55%  of  the 
lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution,  and  with 
proposed  court  width  contrary  to  zoning  resolu¬ 
tion;  (previously  withdrawn). 

PREMISES  AFFECTED — 154  Henry  street,  south  side, 
83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Emil  Koeppel  and  Rabbi  Rubin. 

For  Opposition:  Abraham  Ossip. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1946  at 
10  A.M.,  for  further  consideration. 


777-45-BZ 

APPLICANT— Albert  Thompson,  for  Elsie  O’Connor, 
owner  (John  Callahan,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent),  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  stable  (riding  academy  for  8  horses  for 
hire). 
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PREMISES  AFFECTED— 198-73  Foothill  terrace,  east 
side,  98  ft.  north  of  Hillside  avenue  (Block  10532, 
Lots  128  and  131),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Albert  Thompson,  Elsie  O’Connor, 
Albert  M.  O’Connor  and  Michael  O’Connor. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1946  at 
10  A.M.,  for  applicant  to  file  an  appeal  for  the  con¬ 
tinuation  of  a  building  in  the  bed  of  a  mapped  street. 

56-46-BZ 

APPLICANT — Charles  DeSaro,  for  Mary  Adelson,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  public  garage  and  lofts  to  manu¬ 
facturing. 

PREMISES  AFFECTED— 139-141  Kosciusko  street, 
north  side,  300  ft.  west  of  Marcy  avenue  (Block 
1779,  Lot  66),  Borough  of  Brooklyn, 
jl  APPEARANCES— 

For  Applicant :  A.  Cancillo. 

(For  Opposition:  J.  Black  and  A.  Kass. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  9,  1946  at  10 
A.M.,  at  request  of  objector’s  representative. 


38-46-BZ 

APPLICANT — Siegel  and  Green,  for  Park  Center  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  D  area  district,  the  pro¬ 
posed  occupancy  of  more  area  of  lot  than  is  per¬ 
mitted. 

PREMISES  AFFECTED— 1584-1594  White  Plains  road 

I  and  1611-1621  Union  Port  road,  west  side,  82.75  ft. 

south  of  Tremont  avenue  (Block  3952,  Lots  1,  19, 
5  and  part  of  Lot  16),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Max  Siegel  and  Jacob  Aisenberg. 
For  Opposition :  M.  Chanesian. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  by  appli¬ 
cant,  without  prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


86-46-BZ 

APPLICANT — Goldwater  and  Flynn,  for  East  Tremont 
and  Monterey  Realty  Corp.,  owner. 

I  SUBJECT — Application  (decision  of  the  borough  superin¬ 

tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  man¬ 
ufacturing  in  excess  of  25%  of  floor  area  of  the 
building. 

PREMISES  AFFECTED — 555  East  Tremont  avenue, 
northeast  corner  of  Monterey  avenue  (Block  3060; 
Lot  32),  Borough  of  The  Bronx. 

!  APPEARANCES— 

For  Applicant:  M.  Goldwater,  S.  Rosenblum  and 
L  M.  Meisner. 

For  Opposition:  Harriett  Birnson  and  John  F. 
Woods. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
I  ing  and  Buildings. 


ACTION  OF  BOARD — Application  withdrawn  by  appli¬ 
cant  without  prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


621-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Mary  Phillips, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district  the 
erection  of  a  building  to  occupy  more  than  the  per¬ 
mitted  area. 

PREMISES  AFFECTED— 1556-1570  and  (1556-1558  dis¬ 
played)  63rd  street,  south  side,  125  ft.  west  of  16th 
avenue  (Block  5537,  Lot  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joan  Epstein. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (621-45-BZ) 

Whereas,  Ferdinand  Savignano  for  Mary  Phillips,  owner, 
filed  October  18,  1945,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  an  unrestricted  use,  C 
area  district  the  erection  of  a  building  to  occupy  more  than 
the  permitted  area,  affecting  premises  1556-1570  63rd  street 
(1556-58  displayed)  south  side,  125  ft.  west  of  16th  avenue 
(Block  5537,  Lot  29),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  26,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  63rd  street  is  in  an  unrestricted  use,  C 
area  and  Class  1  height  district;  16th  avenue  is  in  residence 
and  unrestricted  use,  C  area  and  Class  1  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  Septmber  25,  1945,  re  Alt.  Applic.  2599-45,  reads : 

“1.  Area  of  building  is  excessive  for  “C”  area  and 

is  therefore  contrary  to  Art.  II,  Sect.  13,b,  of  the  zone 
resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  115  ft.  frontage  by  82  ft.  6  in.  in  depth,  on  which 

is  located  a  building  80  ft.  front  by  26  ft. '6  in.  in  depth, 

one  story,  11  ft.  in  height  of  class  3  construction;  that  it 
is  proposed  to  erect  a  one  story  brick  and  cement  block  non- 
fi reproof  extension  to  existing  building  on  a  portion  of  the 
plot;  and 

Whereas,  the  applicant  contends  that  the  proposed  alter¬ 
ation  is  contrary  to  Art.  4,  Sec.  13-b  of  the  zoning  resolution 
in  that  the  area  to  be  occupied  will  exceed  60%  of  the 
area  of  the  lot;  that  the  area  of  the  building  as  altered  will 
occupy  approximately  56%  of  the  area  of  the  lot,  but  as 
there  are  other  independent  buildings  now  on  the  lot,  the 
area  to  be  occupied  (combining  all  present  buildings  and 
proposed  altered  building)  will  occupy  84%,  representing  an 
excess  of  only  24%  above  the  60%  allowed  by  law ;  that 
at  the  present  time,  all  buildings  are  occupied  and  represent 
a  substantial  portion  of  the  owner’s  income ;  that  in  view 
of  this,  it  is  desired  to  leave  the  building  undisturbed  and 
to  increase  the  area  of  the  rear  building  in  question ;  that 
with  regard  to  the  intent  of  the  law,  that  this  proposed  al¬ 
teration  will  offer  no  conflict  whatsoever  as  the  plot  is  now 
bounded  on  the  east  and  west  by  1  story  structures  erected 
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to  the  building  line;  that  it  is  requested  to  share  this  sim¬ 
ilar  right;  that  more  than  of  the  plot  is  now  occupied 
along  the  rear  lot  line  by  existing  structures  and  as  for 
block  ventilation  this  plot  and  the  entire  block  from  avenue 
to  avenue  is  divided  by  the  N.  Y.  C.  Transit  System  cut 
which  cannot  be  obstructed ;  that  since  the  owner  was  pre¬ 
viously  doing  war  work  and  is  now  preparing  for  an  en¬ 
larged  business  due  to  reconversion,  it  is  essential  that  the 
building  be  altered;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning-  resolution,  and  was  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship,  and  in  view  of  the  amendment  to 
Section  19(e)  of  the  zoning  resolution  effective  February 
25,  1946. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit  the  extension 
of  area  to  permit  the  construction  of  the  building  to 
occupy  a  portion  of  the  lot  as  proposed  and  as  indicated  on 
plans  filed  with  this  application  marked  “Received  October 
18,  1945”  four  sheets,  on  condition  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  the  building 
shall  not  be  increased  in  height  beyond  the  proposed  height ; 
that  all  buildings  now  on  the  portion  of  the  premises  shall 
be  removed  as  indicated ;  that  no  additional  buildings  shall 
be  erected  on  lot  29  of  the  dimensions  stated;  that  no  lot 
line  windows  shall  be  constructed  on  the  lot  line  to  the  east ; 
that  no  signs  shall  be  erected  on  the  roof  of  the  building, 
and  all  other  signs  shall  comply  with  the  requirements 
therefor ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  res¬ 
olution. 


688-45-BZ 

APPLICANT — Edward  J.  Farrell,  for  Emil  Kupprat, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  of 
occupancy  from  office  and  marble  storage  to  permit 
cutting,  polishing  and  lettering  of  stones  and  mon¬ 
uments  in  addition  to  office  and  marble  storage. 
PREMISES  AFFECTED — 162-34  Pidgeon  Meadow  road, 
west  side,  289.54  ft.  south  of  46th  avenue  (Block 
5461,  Lot  40),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edward  J.  Farrell. 

For  Opposition  :  Frank  J.  Lawlin. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (688-45-BZ) 

Whereas,  Edward  J.  Farrell  for  Emil  Kupprat,  owner, 
filed  November  9,  1945,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district 
the  change  of  occupancy  from  office  and  marble  storage  to 
permit  cutting,  polishing  and  lettering  of  stones  and  monu¬ 
ments  in  addition  to  office  and  marble  storage,  affecting 
premises  162-34  Pidgeon  Meadow  road,  west  side,  289.54  feet 
south  of  46th  avenue  (Block  5461,  Lot  40),  Flushing, 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  26,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board ;  and 

Whereas,  the  district  regulations  accompanying  the  zon¬ 


ing  resolution  show  that  Pidgeon  Meadow  road  is  in  a 
business  use,  D  area  and  class  1  height  district  and  46th 
avenue  is  in  a  business  use  D  area  and  class  1  height  dis¬ 
trict;  and 

Whereas,  the  decision  of  the.  borough  superintendent, 
dated  November  8,  1945  on  Alt.  Applic.  1912-45  reads : 

“1.  Proposed  use  of  premises  approved  for  sales  of¬ 
fice  and  storage  of  marble  work  for  stone  cutting  is 
contrary  to  Par.  4-39  of  the  Zone  resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  41.36  feet  frontage  by  75.15  ft.  in  depth,  on  which 
is  located  a  building  25  ft.  front  by  41  ft.  deep,  1  story, 
12  ft.  in  height,  of  class  3  construction;  that  it  is  proposed 
to  change  the  use  of  the  premises  so  as  to  permit  the 
cutting,  polishing  and  lettering  of  stones  and  monuments; 
and 

Whereas,  the  applicant  contends  that  the  building  is  of 
masonry  construction  as  was  built  on  September  7,  1944; 
that  a  C.  of  O.  was  issued  on  that  date  to  use  the  premises 
as  office  and  marble  storage;  that  the  entire  premises  is 
to  be  used  solely  by  the  owner  and  the  premises  is  directly 

opposite  a  cemetery  in  a  business  area;  that  unless  this 

variance  is  granted,  the  owner,  in  order  to  fill  orders  for 

monuments  would  have  to  send  the  stone  to  a  cutting  shop 

to  be  cut  to  conform  to  the  design  selected  by  the  buyer, 
and  sent  out  again  to  be  lettered  and  polished ;  that  com¬ 
petition  in  this  business  is  keen  and  the  owner  cannot  add 
the  double  expense  of  transportation  to  the  cost  of  the 
monument  as  the  price  would  be  prohibitive ;  that  the  owner 
tries  to  help  himself  by  urging  the  selection  of  the  par¬ 
ticular  monuments  he  has  on  the  premises  which  is  a  dif¬ 
ficult  task  since  the  buyer  usually  has  a  preconceived  idea 
of  the  design  he  desires  to  buy;  that  there  is  another  mon¬ 
umental  place  400  ft.  distant  from  the  premises  in  question 
and  conducted  for  the  purpose  of  cutting,  polishing  and  let¬ 
tering  monuments  on  the  premises  and  none  of  the  owners 
complain ;  that  the  proposed  change  will  not  affect  the  char¬ 
acter  of  the  neighborhood  since  the  location  is  particularly 
suited  for  the  intended  purpose;  that  more  than  75%  of 
the  property  owners  within  the  affected  area  have  consented 
in  writing  to  the  proposed  use;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  ten  (10)  years  to  permit  the  premises  to  be 
occupied  as  proposed  and  as  indicated  on  plans  filed  with 
this  application  marked  “Received  November  9,  1945”  on 
condition  that  the  plot  shall  be  used  only  as  proposed  and 
that  the  manufacturing  shall  be  restricted  to  the  existing 
building  on  the  plot  as  now  arranged;  that  the  balance  of 
the  plot  shall  be  used  conformingly,  and  if  any  additional 
area  is  acquired,  that  such  lots  if  used  in  conjunction  with 
this  business  shall  be  used  only  for  display  of  monuments; 
that  adequate  fencing  shall  be  maintained  on  the  rear  and 
side  lot  lines;  that  in  all  other  respects  the  building  and 
occupancy  and  signs  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  three  (3)  months 
from  date  of  this  resolution. 


743-45-BZ 

APPLICANT — Garvan  Realties,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  unrestricted 
use,  D  and  E  area  districts,  the  erection  of  a  garage 
and  repair  shop  for  more  than  five  motor  vehicles, 
exceeding  the  permitted  area  and  having  an  en¬ 
trance  located  within  a  residence  use  district. 
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PREMISES  AFFECTED— 134-12  94th  avenue  (now  At¬ 
lantic  avenue),  south  side,  100  ft.  east  of  134th 
street,  and  134-23  95th  avenue,  north  side,  100  ft. 
west  of  Van  Wyck  boulevard  (Block  9450,  Lots  35 
and  56),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Solomon  Jochnowitz. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION  (743-45-BZ) 


Whereas,  Garvan  Realties,  Inc.,  owner,  filed  November 
30,  1945,  an  application  under  sections  7h,  7c  and  21  of  the 
zoning  resolution,  to  permit  in  residence  and  unrestricted 
use,  D  and  E  area  districts  the  erection  of  a  garage  and 
repair  shop  for  more  than  five  motor  vehicles,  exceeding 
the  permitted  area  and  having  an  entrance  located  within 
the  residence  use  district;  affecting  premises  134-12  94th 
avenue  (now  Atlantic  Avenue),  south  side,  100  feet  east  of 
134th  street  (Block  9450,  Lots  35  and  56),  Richmond  Hill, 
Borough  of  Queens ;  and 

Whereas,  a  .public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  26,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  94th  (Atlantic)  avenue  is  in  business  and 
unrestricted  use,  D  and  E  area  and  Class  1)4  height  dis¬ 
tricts  ;  95th  avenue  is  in  residence  and  unrestricted  use,  D 
and  E  area,  and  Class  1  )4  and  1  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  30,  1945,  re  N.B.  App.  1327-45,  reads: 

“1.  The  extension  from  an  Unrestricted  district  to 
a  Residence  district  of  a  bldg,  to  be  used  as  a  garage 
&  repair  shop  is  contrary  to  Art.  2,  Sec.  3  of  the  Bldg. 
Zone  Res. 

2.  The  area  of  the  building  exceeds  that  permitted 
for  bldg,  located  within  a  D  and  E  district  by  Art.  4, 
Sec.  14  and  15  of  the  Bldg.  Zone  Resolution. 

3.  Entrance  to  garage  from  95th  Ave.  which  is  lo¬ 
cated  within  a  Res.  E  dist.  is  contrary  to  Art.  2,  Sec¬ 
tion  3  of  the  Bldg.  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  ft.  frontage  by  200  ft.  in  depth  on  which  is  to 
be  erected  a  building  50  ft.  front  by  200  ft.  in  depth,  one 
story  20  ft.  in  height,  of  Class  3  construction;  that  it  is 
proposed  to  use  the  building  as  a  garage  and  repair  shop 
for  more  than  five  motor  vehicles;  and 
Whereas,  the  applicant  contends  that  the  premises  were 
purchased  in  December,  1939  by  Garvan  Realties,  Inc.,  a 
holding  corporation  whose  stock  is  owned  entirely  by  John 
and  William  Flach  who  have  been  engaged  as  distributors 
for  International  Trucks  at  94-02  Van  Wyck  Boulevard, 
Jamaica,  since  1928;  that  Flach  Brothers  conduct  a  sales 
and  service  business  for  International  Trucks;  that  they 
purchased  the  property  under  the  corporate  name  in  order 
to  erect  their  own  salesroom  and  service  station;  that  when 
the  property  was  purchased,  the  land  was  vacant  but  not 
fenced  in ;  that  the  present  owner  fenced  it  in  six  years  ago ; 
that  at  present  the  property  is  vacant  but  is  used  for  some 
dissembled  trucks  and  partly  used  by  a  neighbor  for  excess 
building  equipment;  that  of  the  property,  50  by  134  ft., 
abutting  Atlantic  avenue  is  in  an  unrestricted  zone ;  imme¬ 
diately  in  the  rear  a  17  ft.  strip,  155  ft.  wide,  is  also 
•  unrestricted ;  south  of  this  strip  is  a  completely  interior 
parcel  50  by  138  ft.  which  is  in  a  residence  zone  and  is 
connected  with  95th  Avenue  only  by  a  lot  approximately 
25  ft.  wide  by  100  ft.  deep;  that  the  erection  of  any  building 
on  the  17  ft.  strip  of  the  interior  lot  is  inadvisable;  that 


the  applicants  desire  to  use  the  interior  portion  of  the  prop¬ 
erty,  including  the  17  ft.  strip  in  the  unrestricted  zone  and 
the  balance  of  50  ft.  in  the  residence  zone,  a  parcel  which 
would  be  67  ft.  by  138  ft.  as  part  of  a  garage  and  service 
station  for  more  than  five  trucks  and  to  use  the  lot  on 
95th  avenue  as  an  exit  only;  that  there  is  no  practical  way 
in  which  the  interior  lot  can  be  used  for  residential  pur¬ 
poses  ;  that  it  is  completely  unsuited  for  homes  and  it  is 
doubtful  whether  anyone  would  be  willing  to  build  or  pur¬ 
chase  homes  built  on  this  lot ;  that  the  abutting  properties 
all  have  back  yards  of  substantial  sizes  and  the  interior  lot 
does  not  add  any  light  or  air  and  even  if  it  did,  the  neigh¬ 
bors  would  not  be  entitled  to  such  light  and  air  at  the  ex¬ 
pense  of  owners  of  site  involved;  that  to  permit  this  plot 
of  land  to  remain  vacant  would  result  in  a  substantial  loss 
in  taxes  to  the  city  and  would  not  add  any  value  to  the 
neighborhood  and  it  might  become  a  fire  hazard  as  a  field 
of  weeds ;  that  if  it  becomes  a  depository  for  old  automobile 
bodies  it  would  become  a  menace  as  well ;  that  on  the  other 
hand,  the  extension  of  the  unrestricted  zone  for  the  addi¬ 
tional  50  ft.  would  not  create  any  condition  in  the  neigh¬ 
borhood  that  does  not  exist  there  already ;  and 

Whereas,  the  applicant,  at  the  hearing  withdrew  that 
part  of  his  application  relating  to  the  use  of  the  portion  of 
the  lot  fronting  on  95th  avenue  as  a  motor  vehicle  exit;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  was  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  exceed  the  area  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  November  30,  1945,” 
three  sheets ;  that  there  shall  be  no  building  erected  on  that 
part  of  Lot  56,  25  ft.  in  width  and  100  ft.  in  depth,  leading 
to  95th  avenue;  that  there  shall  be  no  windows  constructed 
on  the  interior  lot  lines  of  this  building  and  no  door  leading 
to  the  portion  of  the  plot  facing  on  95th  avenue,  except 
there  may  be  a  door  for  exit  purposes  only  not  over  3  ft. 
6  in.  in  width ;  that  the  building  shall  not  exceed  one  story 
in  height ;  that  no  signs  shall  be  erected  on  the  roof  of  the 
building;  that  all  signs  shall  comply  with  the  lawful  re¬ 
quirements  therefor ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


114-46-BZ 

APPLICANT — Herman  Kron,  for  Sidney  D.  Robins, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  theatre  to  a  wet  wash  laundry. 
PREMISES  ^AFFECTED— 112-114  Cannon  street,  east 
side,  75  ft.  north  of  Stanton  street  (Block  330,  Lot 
4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Kron,  M.  Mintz  and  P.  Dim- 
schitz. 

For  Opposition :  M.  Helpgott  and  D.  Ozerkes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

•ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  .  1 

Negative :  Commissioners  Savage  and  Blum  and 
Deputy  Chief  Guinee  .  3 
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THE  RESOLUTION  (114-46-BZ) 

Whereas,  Herman  Kron,  for  Sidney  D.  Robins,  owner, 
filed  February  19,  1946,  an  application  under  sections  7c, 
7e  and  21  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  change  of  occupancy  from  theatre  to  wet 
wash  laundry,  affecting  premises  112-114  Cannon  street, 
east  side,  75  ft.  north  of  Stanton  street  (Block  330,  Lot  4), 
Borough  of  Manhattan;  and 

\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  26,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

w  hereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Cannon  street  is  in  residence  and  retail 
use  D  area  and  class  1  height  districts;  Stanton  street  is 
in  residence  and  retail  use  D  area  and  class  1  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  19,  1946  on  Alt.  Applic.  231-46  reads: 

“L  Conversion  of  theater  to  a  wetwash  laundry  in 
a  residence  district  is  contrary  to  Art.  II,  Section  3, 
Zoning  Resol.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  50  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  42.6  ft.  front  by  100  ft.  in  depth,  one 
story,  20  ft.  in  height,  of  class  3  construction;  that  it  is 
proposed  to  convert  the  present  motion  picture  theatre  into 
a  wetwash  laundry ;  and 

Whereas,  the  applicant  contends  that  it  is  felt  that  the 
owner  is  entitled  to  relief  under  section  7c  for  the  follow¬ 
ing  reasons :  that  the  building  was  erected  in  1916  as  a 
motion  picture  theater  and  is  thus  an  existing  non-conform¬ 
ing  use  and  that  the  Board  is  entitled  to  permit,  where 
premises  are  devoted  to  a  non-conforming  use,  a  new  build¬ 
ing  or  use  in  a  more  restricted  district  or  in  a  district  re¬ 
stricted  against  the  proposed  use  under  such  conditions  as 
will  safeguard  the  character  of  the  district;  that  the  owner 
is  entitled  to  relief  under  section  21  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship  in  that  the 
building  having  been  erected  as  a  motion  picture  theater 
and  now  vacant  for  approximately  ten  years  is  not  adaptable 
for  conversion  to  a  conforming  use  in  this  residence  use 
district;  that  the  prospective  contractual  owner  is  now  op¬ 
erating  a  wetwash  laundry  nearby  at  436  West  Houston 
street  which  premises  must  be  vacated  to  permit  the  con¬ 
struction  of  the  Lillian  Wald  Housing  Development  by  the 
New  York  City  Housing  Authority  and  it  is  therefore  im¬ 
perative  that  the  prospective  owner  obtain  the  necessary 
space  in  order  to  continue  operation  of  his  business  which 
is  a  neighborhood  business  and  must  be  continued  within 
the  area  which  it  serves ;  that  the  owner  is  entitled  to  relief 
under  section  7e  of  the  zoning  resolution  in  the  event  the 
Board  does  not  feel  inclined  to  recognize  the  hardship  above 
set  forth  as  a  hardship  with  the  meaning  of  the  law  which 
would  entitle  the  owner  to  relief  and  in  tfte  event  that  the 
Board  feels  that  the  proposed  change  of  use  does  not  come 
strictly  within  the  purview  of  section  7c;  it  is  therefore  re¬ 
quested  that  in  the  event  the  Board  does  not  see  its  way 
clear  to  grant  the  relief  sought  under  section  7c  or  section 
21  that  alternative  relief  be  granted  for  a  stated  term  of 
years;  that  the  proposed  use  of  these  premises  will  be  in 
harmony  with  the  existing  development  of  this  street  and 
its  conduct  will  be  such  as  not  to  interfere  with  the  welfare 
of  the  inhabitants ;  that  the  owner  is  willing  to  surround  the 
proposed  use  with  such  safeguards  as  the  Board  may  deem 
necessary  to  protect  the  surrounding  area ;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board;  and 
Whereas,  the  following  resolution  was  offered  for  the 
consideration  of  the  Board: 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and 
that  the^  application  be  and  it  hereby  is  granted  under 
section  7e  for  a  term  of  ten  (10)  years  "to  permit  the 


premises  to  be  occupied  as  proposed  as  a  wet  wash 
laundry  in  the  existing  building  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area  and 
shall  be  made  to  conform  structurally  to  the  require¬ 
ments  for  a  wet  wash  laundry;  that  any  openings  in 
the  side  or  rear  walls  shall  be  blocked  up  and  no  new 
openings  shall  be  constructed ;  that  the  passageway 
along  the  side  lot  line  to  the  south  shall  be  maintained 
and  not  be  built  over;  that  a  chimney  stack  shall  be 
constructed  to  a  height  of  not  less  than  25  ft.  above  the 
adjoining  six  story  building;  that  no  skylights  shall  be 
constructed  in  the  roof  of  the  building;  that  interior 
ventilation  shall  be  maintained  exhausting  through  a 
stack  at  least  10  ft.  above  the  height  of  neighboring 
6  story  building;  that  loading  and  unloading  space  shall 
be  constructed  on  the  front  of  the  building  to  provide 
for  not  less  than  20  ft.  in  width  of  space  from  the 
building  line ;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  on  the  premises  as  the  fire  commis¬ 
sioner  shall  direct;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution; 

and 

Whereas,  the  board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  scetion  7,  subdivisions  c  and  e,  of  the  zoning  resolu¬ 
tion  ;  and 

\\  hereas,  the  Board  deemed  that  the  applicant  had  not 
substantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution,  and  was 
therefore  not  entitled  to  relief  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  231-46  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

134-46- A 

APPLICANT — Goldwater  and  Flynn,  for  East  Tremont 
and  Monterey  Realty  Corp.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 555  East  Tremont  avenue, 
northeast  corner  of  Monerey  avenue  (Block  3060 
Lot  32),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  M.  Goldwater  and  S.  Rosenblum. 
For  Opposition:  Harriet  Birnson  and  John  F. 
Woods. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1946  at  10 
A.M.,  at  request  of  applicant. 


58-46-A 


r LiLAJN  1  k.  L.  Heeren,  for  Brooklyn  Union  Gas  Co., 
owner. 

SUBJECT  appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 287-473  Maspeth  avenue,  north 
east  corner  of  Varick  avenue  (Block  2838,  Lot  1) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  L.  Heeren,  W.  Wepfer  and  A. 
Hwyck. 

For  Administration :  E.  A.  Mever  Fire  Den’t 
ACTION  OF  BOARD — Appeal  withdrawn  without  prej¬ 
udice. 


THE  VOTE  TO  WITHDRAW— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  n 
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20 1-46-  A 

APPLICANT — A.  I.  McFarlan  Co.,  Inc.,  for  Horn  and 
Hardart  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissoner. 
PREMISES  ^  AFFECTED — 1557-1561  Broadway,  west 

side,  71  ft.  7-1/5  in.  north  of  West  46th  street  (1st 
and  mezzanine  floors)  ;  (Block  1018,  Lot  28),  Bor¬ 
ough  of  Manhattan. 
fi  PPEAR AN CES — 

For  Applicant  James  B.  Anderson,  Jr. 

For  Administration:  E.  A.  Meyer,  Fire  Dep't. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (201-46-A) 

Whereas,  A.  I.  McFarlan  Company,  Incorporated,  for 
Horn  and  Hardart  Company,  owner,  filed  March  21,  1946, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  1557-1561  Broadway,  west  side,  71  ft.  7-1/5  in 
north  of  West  46th  street  (Block  1018,  Lot  28),  Borough 
of  Manhattan;  and 

W  hereas,  the  decision  of  the  fire  commissioner  dated 
March  4,  1946,  reads: 

“In  reply  to  your  letter  dated  February  25th,  wherein 
you  propose  to  substitute  the  direct  method  of  air  con¬ 
ditioning  for  the  indirect  method  presently  installed  in 
premises  1557  Broadway,  occupied  by  Horn  and  Hard¬ 
art,  you  are  advised  that  it  is  contrary  to  the  Freon 
rules  and  Administrative  Code  to  use  the  direct  method 
between  floors  above  the  first  floor. 

“Your  request,  therefore,  must  be  denied.” 
and 

W  hereas,  the  applicant  states  that  the  building  is  3  stories, 
47  ft.  in  height,  70  ft.  10-4/5  in.  by  71  ft.  7y2  in.  and  83  ft. 

3  in.  in  area,  of  Class  1  construction,  erected  in  1912;  lo¬ 
cated  in  a  business  use  B  area,  Class  2  height  district  and 
used  and  occupied  since  erection — cellar,  storage  and  service, 

1  person;  basement,  storage  and  kitchen,  17  persons;  1st 
floor,  restaurant,  280  persons ;  mezzanine,  restaurant,  250 
persons ;  2nd  floor,  office  and  repair  shop,  15  persons ;  that 
the  building  is. equipped  with  one  fire  tower  3  ft.  6  in.  wide, 
an.  interior  stairway  5  ft.  wide  from  1st  to  mezzanine,  3  ft. 

6  in.  wide  from  mezzanine  to  2nd  floor;  and 
Whereas,  the  applicant  contends  that  the  present  water 
cooled  system  supplies  air  conditioning  to  the  1st  floor  and 
mezzanine ;  that  the  present  air  washer,  pumps  and  water 
cooler  are  defective  and  the  necessary  critical  materials 
for  replacement  cannot  be  secured;  that  it  is  proposed  to 
install  Freon  .12"  coils  in  the  washer  and  discontinue  the 
\\  ater  spray  circulation  in  the  air  washer ;  that  the  question 
involved  is  the  duct  work  from  2nd  floor  to  mezzanine  and 
first  floor;  that  the  present  supply  and  return  ducts  are  gal¬ 
vanized  sheet  metal  with  one  inch  asbestos  covering  cement 
plaster  finish,  equipped  with  fusible  link  dampers  on  both 
the  supply  and  return  ducts  at  each  floor  level;  that  the 
amount  of  conditioned  air  in  circulation  is  20,000  C.F.M.  of 
which  5()  percent  is  fresh  air  circulation  and  50  percent 
recirculation ;  that  there  is  an  independent  exhaust  air  sys¬ 
tem  to  the  outer  air  exhausting  6,000  C.F.M.  from  the  1st 
floor  and  -4,000  C.F.M.  from  the  mezzanine ;  that  all  open 
flames  on  the  premises  are  hooded  to  an  independent  exhaust 
system ;  that  the  proposed  changes  are  in  accordance  with 
the  pending  amendments  to  the  Administrative  Code;  that 
the  entire  premises  are  occupied  by  the  owner  and  the  pro¬ 
posed  changes  do  not  constitute  a  hazard. 

Resolved,  that  the  decision  of  the  fire  commissioner 
(iated  March  4,  1946,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  to  permit  the  altera¬ 
tion  and  maintenance  of  the  ventilating  system  substantially 
as  proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  March  21,  1946,”  four  sheets.  on  condition 
that  there  shall  also  be  installed  a  control  damper  in  the 


main  duct  leading  from  the  fan  which  shall  be  controlled 
by  a  rate  of  rise  system  located  at  the  rear  of  the  first  floor 
where  cooking  is  done  which  will  close  the  main  damper 
and  also  shut  off  the  fan  in  the  event  that  the  rate  of  rise 
registers  a  temperature  of  165  degrees  or  more;  that  in  all 
other  respects  the  system  shall  comply  with  the  require¬ 
ments  therefor  and  shall  be  maintained  to  the  satisfaction 
of  the  fire  commissioner. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

749-45-SM 

APPLICANT — Apex  Brass  and  Bronze  Works,  Inc.,  owner. 

SUBJECT  Apex  Ash  Receivers,  Types  Tipover,  approval 
of. 

APPEARANCES— 

.  FoI  APPlicant :  Charles  Greenbaum. 

ACTION  OF  BOARD — Referred  to  Committee  on  Tests. 


118-45-SM 


APPLICAN  T — Detroit  Steel  Products  Co.,  owner. 

SUBJECT — Detroit  Steel  Products  Company’s  Solid  Section 
Fire  Windows,  “Detention  Type.”  Fenestra  Protec¬ 
tion  Types  A  &  B,  Fenestra  Sidewall  Protection, 
Fenestra  Intermediate  Guard  &  Fenestra  Heavy 
Guard  Windows,  approval  of. 

APPEARANCES— 

A^T^°^AppIicant:  R-  W-  Weed  and  A.  E.  McKenzie. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  q 

THE  RESOLUTION  (118-45-SM) 


V  hereas,  Detroit  Steel  Products  Co.,  owner,  filed  on 
March  5,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Section 
Fire  Windows,  “Detention  Type,”  Fenestra  Protection  Types 
A  and  B,  Fenestra  Sidewall  Protection,  Fenestra  Inter¬ 
mediate  Guard,  and  Fenestra  Heavy  Guard  Windows;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  118-45  SM 


February  6,  1946. 


Subject:  Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows,  “Detention  Type.”  Fenestra 
Protection — Types  A  &  B,  Fenestra  Sidewall 
Protection,  Fenestra  Intermediate  Guard  & 
Fenestra  Heavy  Guard  Windows. 

The  Detroit  Steel  Products  Company  of  Detroit 
Michigan  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  under  the  requirements  of  C26-178.0b 
for  the  approval  of  their  steel  windows  for  uses  under 
Sub  Article  7,  Protection  of  Exterior  Openings,  and 
Sub  Article  8,  Protection  of  Wall  and  Partition  Open¬ 
ings,  of  Group  18  Fire  Tests  of  Opening  Protective 
Assemblies  of  Article  11,  Fire  Resistive  Construction 
wherein  opening  protective  assemblies  are  required  to  be 
approved  for  a  fire  resistive  rating  of  YA  of  an  hour  and 
for  other  uses  in  types  of  construction  as  specified  in 
C-26-239.0  through  C-26-24 5.0,  Administrative  Building 
Code,  where  no  fire  resistive  rating  is  required,  conse¬ 
quently  glazing  angles  and  the  automatic  self-closing  de¬ 
vices  are  not  to  be  provided.  Approval  is  also  requested 
for  uses  under  the  Labor  Law  and  the  Multiple  Dwelling 
Law  as.  opening  protective  assemblies  required  to  have  a 
fire  resistive  rating  and  for  other  uses  not  required  to 
have  such  rating. 
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DESCRIPTION  OF  FENESTRA  PROTECTION- 
TYPES  A  &  B  FENESTRA  SIDEWALL  PROTEC¬ 
TION,  FENESTRA  INTERMEDIATE  GUARD  & 
FENESTRA  HEAVY  GUARD  WINDOWS 

The  steel  used  in  the  manufacture  of  windows  is  hot 
rolled,  low  carbon  (.08  to  .10)  produced  by  the  open 
hearth  or  Bessemer  process,  except  that  super-resistant 
bars  shall  be  composed  of  a  matrix  of  low  carbon  steel 
as  specified  above  with  properly  spaced  tool  resisting  in¬ 
serts  rolled  intregally  and  heat  treated  in  especially  de¬ 
signed  controlled  temperature  furnaces.  Bars  to  have  a 
nominal  thickness  and  depth  as  follows : 

Protection  Windozvs  Type  “A”,  fig.  1,  have  a  nominal 
thickness  of  Y&"  and  a  nominal  depth  of  144”  for  both 
fixed  sash  and  superimposed  projected  in  ventilator. 
Both  fixed  sash  and  superimposed  ventilator  are  inside 
glazed. 

Sidewall  Protection  Windows,  fig.  2,  have  a  nominal 
thickness  of  YY'  and  a  nominal  depth  of  1  44"  for  both 
fixed  sash  and  superimposed  bottom  hung  open  in  venti¬ 
lator.  Both  fixed  sash  and  superimposed  ventilator  are 
inside  glazed. 

Protection  Windows  Type  “B”,  fig.  3,  intermediate 
Guard,  fig.  4,  have  a  nominal  thickness  of  %"  and  a 
nominal  depth  of  lj4”  and  1/4”  fixed  sash  with  a  nominal 
thickness  of  and  a  nominal  depth  of  144"  and  1/4" 
for  superimposed  projected-in  and  bottom  hung  open-in 
ventilators.  Fixed  sash  is  outside  glazed  and  superim¬ 
posed  ventilator  is  inside  glazed  for  protection  Type  B 
and  outside  glazed  for  intermediate  guard  type. 

Heavy  Guard  Windows,  fig.  5,  6  and  7,  (Super-resis¬ 
tant  or  Superbar)  have  a  nominal  thickness  of  3/16"  and 


FIG.  1 


a  nominal  depth  of  144”  for  fixed  sash  with  a  nominal 
thickness  of  Y%"  and  a  nominal  depth  of  l/4"s  and  144" 
for  superimposed  ventilators.  Ventilators  may  be  bottom 
hung  and  projected  in.  Both  fixed  sash  arid  superim¬ 
posed  ventilator  are  outside  glazed. 

The  windows  consist  of  a  fixed  window  or  grille  with 
a  superimposed  projected  in  or  bottom  hung  open-in 
ventilator  on  inside. 

Fire  units  shall  not  exceed  84  square  feet  in  area  with 
neither  dimension  (width  or  height)  exceeding  12  feet. 
Fire  units  may  be  joined  by  rolled  steel  tee-bar  muhion 
or  other  equivalent  mullion  construction  up  to  any  width 
of  opening,  providing  the  width  of  sash  between  mullions 
does  not  exceed  7'-0".  Ventilators  for  fire  windows  shall 
not  exceed  3000  square  inches  in  area  with  neither  di¬ 
mensions  (width  or  height)  exceeding  60  inches.  Fire 
windows  shall  be  glazed  with  Y\"  wire  glass  held  in 
place  by  glazing  angles  for  inside  glazed  panes  and  with 
wire  glazing  clips  for  outside  glazed  panes.  Glass  for  fire 
windows  is  to  be  limited  to  48"  either  width  or  height 
with  an  exposed  area  of  not  more  than  350  square  inches 
measured  from  toe  to  toe  of  glazing  rebate  or  angles. 
Fixed  panes  are  unglazed  where  ventilators  occur.  Hard¬ 
ware  for  projected  in  or  bottom  hung  open-in  ventilators 
is  to  be  of  the  cam  handle  type  or  the  spring  catch  type. 
All  hardware  to  be  either  bronze  or  iron  for  fire  win¬ 
dows. 

Windows  may  be  installed  by  being  built  into  the 
masonry  or  may  be  installed  into  prepared  openings  held 
in  place  by  standard  type  anchors  or  clips.  They  may  be 
installed  in  steel  construction  being  held  by  standard 
type  anchor  clips. 

DETAILS  OF 

FENESTRA  PROTECTION  TYPES  A  &  B,  FEN¬ 
ESTRA  SIDEWALL  PROTECTION,  FENESTRA 
INTERMEDIATE  GUARD  AND  FENESTRA 
HEAVY  GUARD  WINDOWS 

Fenestra  detention  windows  are  made  from  various 
shaped  and  sized  solid  steel  sections.  These  sections  are 
made  of  low  carbon,  hot  rolled,  new  billet  steel  (super- 
resistant  sections  have  tool  resisting  steel  inserts  added),  j 
Each  section  is  specially  designed  to  provide  maximum 
strength  with  a  'minimum  amount  of  material.  The  sec¬ 
tions  are  used  to  make  the  fixed  window  frame,  the  I 
superimposed  ventilator  (movable  portion)  with  its  sup¬ 
porting  frame  and  the  small  panes  for  glass. 

The  fixed  window  frames  consist  of  “Z”,  “angle”  or 
“T”  shaped  sections  which  are  used  at  head,  sill  and 
jambs  forming  a  frame.  This  frame  serves  as  a  means 
of  “tying”  the  window  to  the  wall  construction  and  hold¬ 
ing  the  glass.  • 

The  ends  of  the  bars  forming  the  frame  for  Protection 
B,  fig.  3,  Intermediate  Guard,  fig.  4,  and  Heavy  Guard, 
fig.  5,  6  and  7  are  mitred  and  joined  together  at  the 
corners  by  a  process  known  as  electric  butt  welding,  ex¬ 
cept  where  head  and  sill  bars  on  heavy  detention  are 
extended  beyond  frame,  in  which  case  the  jamb  section 
ends  are  coped  and  electrically  welded  to  head  and  sill 
bars. 

The  ends  of  the  bars  forming  the  fixed  frame  for 
Protection  A,  fig.  1,  and  Sidewall  Protection,  fig.  2.  are 
provided  with  a  pivot  end  on  the  horizontal  frame  bars 
and  a  slot  in  the  vertical  bars.  The  pivot  is  .inserted  in 
the  slot  and.  peened  down  forming  a  tight  mortise  and 
tenon  joint. 

Small  glass  panes  are  provided  in  fixed  frame  by  add¬ 
ing  “T”  shaped  muntins.  The  bars  for  Protection 
Types  A,  fig.  1,  and  B,  fig.  3,  and  Sidewall  Protection, 
fig.  2,  are  pivot  riveted  to  the  frame  bars  and  the  inter¬ 
sections  are  mechanically  interlocked.  The  ends  of  the 
bars  for  Intermediate,  fig.  4,  and  Heavy  Detention  types, 
fig.  5,  6  and  7,  are  coped  and  electrically  welded  to  the 
frame  bars.  The  muntin  intersections  are  interlocked  and 
electrically  welded. 

The  superimposed  ventilators  on  the  various  types  of 
detention  sash  are  constructed  as  follows : 
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Protection  Type  A,  fig.  1,  and  B,  fig.  3,  Projected 
Ventilator.  The  supporting  frame  and  the  ventilator 
consist  of  “angle”  shaped  sections  at  head,  sill  and 
jambs  with  ends  pivot  riveted. 

Sidewall  Protection  Type,  fig.  2 — Bottom  hung  Ven¬ 
tilator.  The  supporting  frame  consists  of  “angle”  shaped 
sections  at  the  head  and  jambs  with  a  “Z”  shaped  sec¬ 
tion  at  the  sill.  Head  corners  are  pivot  riveted  and  sill 
corners  are  coped  and  electrically  welded.  The  ventilator 
consists  of  “angle”  shaped  sections  at  head,  and  jambs 
“channel”  section  at  sill  with  ends  pivot  riveted. 

Intermediate  Guard  Window,  fig.  4 — Bottom  hung 
Ventilator.  The  supporting  frame  consists  of  “angle” 
shaped  section  at  head  and  jambs  with  a  special  formed 
section  at  sill.  The  head  and  jambs  are  formed  from  a 
continuous  bar  notched  and  bent  to  form  a  square  corner. 
The  sill  bar  is  coped  and  electrically  welded  to  the  jamb 
bar.  The  ventilator  consists  of  “angle”  shaped  sections 
at  head,  sill  and  jambs.  Ends  are  pivot  riveted. 

Heavy  Guard  Windows,  fig.  5— Projected-in  Ventila¬ 
tor.  The  supporting  frame  consists  of  “channel”  shaped 
sections  at  head,  sill  and  jambs.  The  head  and  jambs  are 
formed  from  a  continuous  bar  notched  and  bent  to  form 
a  square  corner.  The  jamb  bars  are  coped  and  electri¬ 
cally  welded  to  the  sill  bar.  Ventilator  consists  of  “angle” 
shaped  sections  at  head,  sill  and  jambs  with  ends  mitred 
and  corners  electrically  butt  welded  and  forged. 

Heavy  Guard  Windows,  fig.  6  and  7 — Bottom  Hung 
Ventilator.  Supporting  frame  consists  of  “angle” 
shaped  sections  at  head  and  jambs  with  a  special  formed 
section  at  sill.  Corners  at  head  are  mitred  and  electri¬ 


cally  butt  welded  while  sill  corners  are  coped  and  elec¬ 
trically  welded.  Ventilator  consists  of  “angle”  shaped 
sections  at  head,  sill  and  jambs  with  ends  mitred,  cor¬ 
ners  electrically  butt  welded  and  forged. 

Heavy  Guard  Windows — Projected-out  Ventilator, 
drwg.  R-845-A-3  Underwriters  test  Sect.  BB  lower 
window.  Supporting  frame  consists  of  “Z”  shaped  sec¬ 
tion  at  head  with  “channel”  shaped  sections  at  jambs  and 
sill.  Head  corners  are  coped  and  electrically  welded  with 
sill  corners  formed  from  a  continuous  bar  notched  and 
bent  to  form  a  square  corner  or  the  corners  are  coped 
and  electrically  welded.  Ventilator  consists  of  “angle” 
shaped  sections  at  head,  sill  and  jambs  with  ends  mitred 
and  corners  electrically  butt  welded  and  forged. 

Small  glass  panes  in  all  ventilators  are  provided  by 
adding  “T”  shaped  muntins.  The  ends  of  the  bars  are 
pivot  riveted  and  the  interesections  are  mechanically 
interlocked.  The  supporting  frame  of  all  ventilators 
is  electrically  welded  direct  to  the  fixed  frame  or  to 
auxiliary  specially  designed  sections  which  are  elec¬ 
trically  welded  to  the  fixed  window.  All  projected  ven¬ 
tilators  are  hung  on  two  steel  side  arms  pivoted  to  frame 
and  ventilator  and  on  two  sliding  pivots  or  shoes  which 
slide  in  the  channel  at  jambs.  All  bottom  hinged  ventila¬ 
tors  are  hung  on  two  steel  hinges  welded  or  riveted  in 
place  and  on  two  steel  side  arms  one  end  of  which  is 
pivoted  to  the  ventilator.  The  other  end  is  a  sliding  pivot 
engaged  in  a  guide  attached  to  the  supporting  frame.  All 
ventilators  are  equipped  with  locking  handles  or  spring 
catch. 

The  applicant  proposes  to  paint  each  opening  protec¬ 
tive  assembly  with  a  prime  coat  of  approved  steel  protec- 
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tion  paint  or  by  bonderizing  after  which  the  metal  sur¬ 
face  is  protected  by  a  prime  coat  of  approved  metal  pro¬ 
tection  paint  which  is  oven  baked. 

FIRE  TEST  OF  SOLID  SECTION  FIRE  WIN¬ 
DOWS,  “DETENTION  TYPE.”  FENESTRA  PRO¬ 
TECTION-TYPES  A  &  B,  FENESTRA  SIDE- 
WALL  PROTECTION,  FENESTRA  INTERMEDI¬ 
ATE  GUARD  AND  FENESTRA  HEAVY  GUARD 

WINDOWS 

The  applicant  has  filed  a  report  of  a  fire  test  conducted 
at  the  Underwriters’  Laboratories,  Retardent  2475  dated 
October  1,  1934  covering  assemblies  described  as  “Deten¬ 
tion  Type’’  Solid  Section  Steel  Fire  Windows  equipped 
with  hinged  and  projected  ventilators  and  window  sec¬ 
tions  which  were  connected  by  steel  horizontal  and  ver¬ 
tical  mullions. 

DESCRIPTION 

Detention  Type  windows  are  a  combination  steel  solid 
section  window  and  gratings  provided  with  or  without 
superimposed  ventilators.  The  ventilators  may  be  of  the 
swing  or  projected  type.  The  glass  areas  surrounding 
the  ventilators  are  generally  small  and  the  superimposed 
ventilators  may  be  provided  with  glass  lights  up  to  350 
sq.  in.  The  fixed  windows  are  unglazed  where  the 
ventilators  occur. 

DESCRIPTION  OF  FIRE  TEST  SPECIMEN 

The  top  half  of  the  assembly  was  provided  with  a  pro- 
jected-in  and  a  projected-out  ventilator.  The  lower  half 


was  provided  with  a  bottom-hinged  ventilator  on  the 
north  half  of  the  assembly  swinging  in  and  a  projected- 
out  ventilator  on  the  south  lower  section.  The  ventilator 
was  provided  with  a  regular  listed  lock  and  a  new  type 
of  expansion  clip.  The  upper  section  of  the  window  con¬ 
structed  of  the  regular  side  wall  sash  was  provided  with 
inside  glazing  angles  secured  in  position  by  steel  and 
bronze  screws.  The  sections  of  the  window  constructed 
of  the  intermediate  casement  type  and  heavy  bar  con¬ 
struction  were  glazed  with  outside  wire  clips  and  putty 
glazing.  Listed  Rj- in.  wire  was  used  in  all  openings. 

The  samples  were  subjected  to  the  standard  fire  and 
hose  stream  tests  as  prescribed  in  Group  5,  fire  tests 
Group  9  hose  stream  tests  of  Article  11,  fire  resistive 
construction  to  meet  requirements  C26-610.0  Fire  Tests 
of  Opening  Protective  Assemblies  to  meet  the  require¬ 
ments  of  fire  resistive  rating  of  Ya  hour.  The  fire  test 
specimens  consisted  of  the  applicant’s  detention  type 
windows,  four  in  number,  Protection  Type  A  window, 
Protection  Type  B  window,  Sidewall  Protection  window, 
Heavy  Guard  window,  mounted  in  a  common  panel,  ap¬ 
proximately  14'  x  11'  and  separated  by  horizontal  and 
vertical  mullions. 

LOG  OF  TEST 

Character  of  Fire — On  windows  having  as  large  an 
area  of  glass  as  this  sample  had,  it  is  often  difficult  to 
maintain  standard  furnace  temperatures  because  of  the 
heat  lost  through  the  glass.  The  furnace  temperatures 
•and  temperatures  on  the  unexposed  side  of  the  sample 
are  shown  in  the  accompanying  Time  Temperature 
Curve. 
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Flame  and  Heat  Resistance — The  glass  began  to  crack 
during  the  first  minute  of  the  test  and  continued  to 
crack  during  the  first  5  min.,  showing  practically  no 
change  during  the  remainder  of  the  test.  The  putty  be¬ 
gan  to  burn  during  the  first  5  minutes  of  the  test  and 
continued  until  about  10  minutes,  at  which  time  most  of 
the  putty  on  the  putty  glazed  and  wire  clip  construction 
on  the  exposed  face  had  fallen  from  position,  except  on 
the  large  lights  on  the  ventilators  which  retained  the 
greater  part  of  the  putty.  Only  slight  bulging  was  ap¬ 
parent  on  the  exposed  face  during  the  test. 

The  new  type  of  clips  apparently  did  not  come  into 
play  during  the  fire  exposure  as  the  buckling  and  bulg¬ 
ing  was  less  than  generally  noted  when  solid  section 
windows  are  subjected  to  the  standard  fire  test.  It  was 
also  noted  that  although  these  expansion  clips  did  not 
operate  that  the  corners  of  the  ventilators  did  not  bulge 
toward  the  fire  or  away  from  the  groove  in  the  frame,  ’ 
similar  to  that  generally  observed  when  solid  section 
window's  are  subjected  to  Standard  Fire  Test. 

The  window  expanded  horizontally  and  vertically  into 
the  grooves  in  the  brickwork  during  the  fire  test,  press¬ 
ing  out  part  of  the  mastio  surrounding  the  walling-in¬ 
flange.  Apparently  this  method  of  installing  solid  section 
windows  reduced  considerably  the  general  bulge  toward 
the  fire  of  the  entire  assembly  as  indicated  by  the  ex¬ 
pansion  towards  the  fire  in  the  following  paragraph. 

The  bulging  toward  the  fire  is  partly  indicated  by  the 
following  deflections  from  a  taut  horizontal  wire.  The 
readings  were  taken  at  the  joint  between  the  horizontal 
and  vertical  muntins. 
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Eighteen  hours  after  test  the  sample  was  bulged 
V/2  in.  toward  the  fire  at  the  joint  between  horizontal 
and  vertical  muntins. 

The  burlap  strip  32  in.  away  from  the  sample  ignited 
at  28  min.  and  the  cotton  strip  32  in.  away  was  scorched. 
The  burlap  and  cotton  strips  64  in.  away  were  also 
scorched  at  25  min.  The  burlap  strip  64  in.  away  was 
burning  at  42  min.,  also  the  cotton  strip  32  in.  away  was 
scorched. 

A  small  jet  of  flame  appeared  intermittently  from  the 
putty  on  the  unexposed  face  during  the  first  part  of  the 
test.  This  was  more  apparent  on  the  upper  south  quarter 
of  the  assembly  with  the  angle  glazed  construction. 

HOSE  STREAM  TEST 

The  sample  subjected  to  45  min.  duration  of  fire  was 
removed  from  the  furnace  immediately  after  completion 
of  the  fire  test  and  subjected,  while  still  hot,  to  the  ap¬ 
plication  of  the  fire  stream  on  the  exposed  side.  The 
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stream  was  directed  at  the  sample  from  a  distance  of 
20  ft.  from  the  surface  of  the  sample  to  the  tip  of  the 
nozzle  with  a  pressure  at  the  base  of  the  1}4  in.  nozzle, 
held  constant  at  30  lb.  per  sq.  in.  The  stream  was 
directed  around  the  outer  edge  of  the  sample  and  across 
first  vertically  and  then  horizontally  for  1  min.  12  sec. 

The  results  of  the  test  indicated  that  the  assembly  met 
the  requirements  of  the  Fire  and  Hose  Stream  Test  and 
that  the  new  type  of  expansion  clips  did  not  hold  the 
corners  of  the  ventilators  securely  in  position. 

RECOMMENDATION 

On  the  basis  of  foregoing  data  and  fire  tests,  the  Com¬ 
mittee  on  Tests  recommends  the  approval  of  the  Detroit 
Steel  Products  Company  windows  under  C26-191.0,a  for 
uses  as  follows :  Solid  Section  Fire  Windows,  “Detention 
Type”,  known  as  Fenestra  Protection-Types  A  &  B, 
Fenestra  Sidewall  Protection,  Fenestra  Intermediate 
Guard  &  Fenestra  Heavy  Guard  Windows  in  view  of 
having  met  the  fire  tests  of  opening  protective  assemblies 
provided  in  C26-610.0  for  use  as  an  approved  Y  of  an 
hour  opening  protective  assembly  under  Sub  Article  7, 
Protection  of  Exterior  Openings,  Sub  Article  8,  Protec¬ 
tion  of  Wall  and  Partition  Openings  of  Group  18,  fire 
test  of  opening  protective  assemblies  of  Article  11,  fire 
resistive  construction,  C26-566.0  wall  openings  and  simi¬ 
lar  approval  is  recommended  for  use  as  an  opening  pro¬ 
tective  assembly  having  a  fire  resistive  rating  of  Y\  °f 
an  hour  for  use  under  Sections  262,  264  and  Section 
270  of  the  Labor  Law,  when  constructed  and  installed 
as  required  therein,  and  Section  4,  Paragraph  10  of  the 
Multiple  Dwelling  Law,  when  constructed  and  installed 
as  described  herein.  All  opening  protective  assemblies 
required  to  have  a  fire  resistive  rating  shall  be  inspected 
in  accordance  with  the  Board’s  Rules  on  the  Inspection 
of  Opening  Protective  Assemblies. 

Approval  is  also  recommended  of  Solid  Section  Fire 
Windows,  “Detention  Type”,  known  as  Fenestra  Pro¬ 
tection-Types  A  &  B,  Fenestra  Sidewall  Protection, 
Fenestra  Intermediate  Guard  &  Fenestra  Heavy  Guard 
Windows  for  uses  under  C-26-239.0  through  C26-245.0 
where  no  fire  resistive  rating  is  required  and  test  limi¬ 
tations  as  to  glass,  area,  widths  and  heights,  need  not 
be  adhered  to.  When  used  where  no  fire  resistive  rating 
is  required,  the  heavy  guard  windows  having  super¬ 
imposed  ventilators  with  a  sill  section  approximately 
y2"  less  in  depth  than  the  other  members  for  the  pur¬ 
pose  of  permitting  a  screen  to  be  installed  from  the 
inside  of  the  room  may  be  permitted. 

It  is  further  recommended  that  the  opening  protective 
assemblies  required  to  have  a  fire  resistive  rating  shall 
be  labeled  in  accordance  with  the  requirements  of  the 
Board’s  Rules  for  the  Inspection  of  Opening  Protective 
Assemblies  and  that  all  other  opening  protective  assem¬ 
blies  not  required  to  have  a  fire  resisting  rating  shall 
be  tagged  or  labeled  reading  as  follows :  “Approved  for 
use  in  New  York  City  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  118-45  SM,”  or  in  lieu  thereof, 
each  bill  of  lading,  bill  of  material,  proposal  and  in¬ 
voice  shall  be  similarly  stamped. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner 
CHARLES  M.  BLUM, 
Commissioner 
LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  Solid  Section  Fire  Windows,  “Detention 
Type,”  known  as  Fenestra  Protection  Types  A  and  B,  Fen¬ 
estra  Sidewall  Protection,  Fenestra  Intermediate  Guard  and 
Fenestra  Heavy  Guard  Windows,  in  accordance  with  the 
above  report. 


119-45-SM 

APPLICANT — Detroit  Steel  Products  Co.,  owner. 
SUBJECT — Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows,  known  as  Fenestra  Fenmark 
Projected,  Fenestra  Fenmark,  and  Fenestra  Fen- 
craft  Windows,  approval  of. 

APPEARANCES— 

For  Applicant :  R.  W.  Weed  and  A.  E.  McKenzie. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (119-45-SM) 

Whereas,  Detroit  Steel  Products  Co.,  owner,  filed  on 
March  5,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Solid 
Section  Fire  Windows,  Fenestra  Fenmark  Projected,  Fen¬ 
estra  Fenmark,  and  Fenestra  Fencraft  Windows;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

February  6,  1946 

Re:  Cal.  No.  119-45-SM 

Subject:  Detroit  Steel  Products  Company’s  solid  sec¬ 
tion  fire  windows,  known  as  Fenestra  Fenmark 
Projected,  Fenestra  Fenmark,  and  Fenestra  Fen¬ 
craft  Windows. 

The  Detroit  Steel  Products  Company  of  Detroit, 
Michigan,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  under  the  requirements  of  C26-178.0b 
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for  the  approval  of  their  steel  windows  for  uses  under 
Sub  Article  7,  Protection  of  Exterior  Openings,  and 
Sub  Article  8,  Protection  of  Wall  and  Partition  Open¬ 
ings,  of  Group  18  Fire  Tests  of  Opening  Protective 
Assemblies  of  Article  11,  Fire  Resistive  Construc¬ 
tion  wherein  opening  protective  assemblies  are  required 
to  be  approved  for  a  fire  resistive  rating  of  94  of 
an  hour  and  for  other  uses  in  types  of  construction  as 
specified  in  C-26-239.0  through  C-26-245.0,  Admin¬ 
istrative  Building  Code,  where  no  fire  resistive  rating 
is  required,  consequently  the  automatic  self-closing  de¬ 
vices  are  not  to  be  provided.  Approval  is  also  requested 
for  uses  under  the  Labor  Law  and  the  Multiple  Dwell¬ 
ing  Law  as  opening  protective  assemblies  required  to 
have  a  fire  resistive  rating  and  for  other  uses  not  re¬ 
quired  to  have  such  rating. 

DESCRIPTION  OF  FENESTRA  FENMARIv 

PROJECTED,  FENESTRA  FENMARK  AND 
FENESTRA  FENCRAFT  WINDOWS. 
FENESTRA  FENMARK  PROJECTED  WINDOWS 

The  steel  used  in  the  manufacture  of  windows  is 
hot  rolled,  low  carbon  (.08  to  .10)  produced  by  the 
open  hearth  or  Bessemer  process,  with  a  nominal  thick¬ 
ness  of  V&"  and  a  nominal  depth  of  l%" .  The  win¬ 
dows  consist  of  a  fixed  window,  or  a  fixed  window 
with  projected  out  fig.  1  and/or  projected  in  fig.  2 
ventilators.  Composite  fire  windows  obtained  by  two 
or  more  units  with  interlocking  jambs  being  bolted 
together  are  limited  to  9'-0"  in  either  width  or  height, 
individual  units  before  bolting  together  being  limited 


to  4'-6"  in  width.  Multiple  fire  windows  obtained  by 
joining  two  or  more  units  with  rolled  steel  tee-bar 
mullion  or  other  equivalent  mullion  construction  are 
limited  to  10' -0"  in  height.  Individual  units  between 
mullions  are  limited  to  4'-6"  in  width.  Ventilators 
of  the  projected  fire  type  are  limited  to  46"  in 
height  and  an  area  of  not  more  than  2300  square 
inches.  Fire  windows  are  glazed  on  the  outside  with 
)4"  wire  glass  held  in  place  by  wire  glazing  clips. 
Vertical  glazing  angles  or  beads  are  used  optionally. 
Glass  is  limited  to  48"  exposed  dimension  either  width 
or  height  with  a  total  exposed  area  of  not  over  350 
square  inches  measured  from  toe  to  toe  of  glass  re¬ 
bate.  Locking  hardware  for  projected-out  fig.  1  ven¬ 
tilators  to  be  of  the  cam  handle  or  the  stay  bar  type. 
Locking  hardware  for  projected-in  fig.  2  ventilators 
is  to  be  of  the  cam  handle,  spring  handle  or  spring 
catch  type.  All  hardware  to  be  either  bronze  or  iron 
for  fire  windows.  Windows  may  be  installed  by  being 
built  into  the  masonry  or  may  be  installed  into  prepared 
openings  being  held  in  place  by  standard  type  anchors 
or  clips. 

FENESTRA  FENMARK  WINDOWS 

The  steel  in  the  manufacture  of  windows  is  hot 
rolled,  low  carbon  (.08  to  .10)  produced  by  the  open 
hearth  or  Bessemer  process,  with  a  nominal  thickness 
of  %"  and  a  nominal  depth  of  .  The  windows 
consist  of  a  fixed  window,  or  a  fixed  window  with  side 
hung  to  open  out  ventilators.  Units  may  have  pro¬ 
jected  out  and/or  projected  in  ventilators  built  in 
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above  or  below  the  side  hung  ventilators  fig.  3.  Com¬ 
posite  fire  windows  obtained  by  two  or  more  units 
with  interlocking  jambs  being  Ibolted  together  are 
limited  to  9'-0"  in  either  width  or  height,  individual 
units  before  bolting  together  being  limited  to 
4' -6"  in  width.  Multiple  fire  windows  obtained  by 
joining  two  or  more  units  with  rolled  steel  tee-bar 
mullion  or  other  equivalent  mullion  construction  are 
limited  to  lO'-O"  in  height.  Individual  units  between 
mullions  are  limited  to  4'-6"  in  width.  Ventilators  of 
the  side  hung  fire  type  are  limited  to  30"  in  width 
and  60"  in  height  when  single  handle  is  used  and  72" 
in  height  when  double  locking  device  is  used.  Ventila¬ 
tors  of  the  projected  type  are  limited  to  46"  in  height 
and  an  area  of  not  more  than  2300  square  inches.  Fire 
windows  shall  be  glazed  on  the  outside  with  J4"  wire 
glass  held  in  place  by  wire  glazing  clips.  Vertical 
glazing  angles  or  beads  may  be  used  optionally.  Glass 
is  to  be  limited  to  48"  exposed  dimension  either  width 
or  height  with  a  total  exposed  area  of  not  over  350 
square  inches  measured  from  toe  to  toe  of  glass  rebate. 
Locking  hardware  for  side  hung  ventilators  to  be  of 
the  cam  handle  type.  Locking  hardware  for  projected- 
out  ventilators  to  be  of  the  cam  handle  or  the  stay 
bar  type.  Locking  hardware  for  projected-in  ventilators 
to  be  of  the  cam  handle,  spring  handle  or  spring  catch 
type.  All  hardware  to  be  either  bronze  or  iron  for 
fire  windows.  Windows  may  be  installed  by  being 
built  into  the  masonry  or  may  be  installed  into  pre¬ 
pared  openings  being  held  in  place  by  standard  type 
anchors  or  clips. 

FENESTRA  FENCRAFT  WINDOWS 

The  steel  in  the  manufacture  of  windows  is  hot 
rolled,  low  carbon  (.08  to  .10)  produced  by  the  open 
hearth  or  Bessemer  process,  with  a  nominal  thickness 


FIG.  4 


of  y%"  and  a  nominal  depth  of  The  windows 

consist  of  a  fixed  window,  or  a  fixed  window  with  side 
hung  to  open  out,  and/or  top  hung  to  open  out,  and/or 
bottom  hung  to  open  in  ventilators  Fig.  4.  Units  when 
used  as  fire  windows  are  limited  to  4'-6"  in  width.  Ven¬ 
tilators  of  the  side  hung  type  are  limited  to  30"  in 
width  and  60"  in  height  when  single  handle  is  used  and 
72"  in  height  when  double  locking  device  is  used  when 
used  as  fire  windows.  Ventilators  of  the  top  hinged  to 
open  out  and  bottom  hinged  to  open  in_  are  limited 
to  46"  in  height  and  an  area  of  not  more  than  2300 
square  inches.  Windows  shall  be  glazed  on  the  outside 
with  yy  wire  glass  held  in  place  by  wire  glazing  clips. 
Vertical  glazing  angles  or  beads  may  be  optional.  When 
used  as  fire  windows  glass  is  to  be  limited  to  48"  ex¬ 
posed  dimension  either  width  or  height  with  a  total 
exposed  area  of  not  over  350  square  inches  measured 
from  toe  to  toe  of  glass  rebate.  Locking  hardware  for 
side  hung  ventilators  to  be  of  the  cam  handle  type. 
Locking  hardware  for  the  top  hung  to  open  out  ven¬ 
tilators  to  be  of  the  stay  bar  type.  Locking  hardware 
for  the  bottom  hung  to  open  in  ventilators  to  be  of  the 
cam  handle  type.  All  hardware  to  be  either  bronze  or 
iron  for  fire  windows.  Windows  may  be  installed  by 
being  built  into  the  masonry  or  may  be  installed  into 
prepared  openings  held  in  place  by  standard  type  fins, 
anchor  clips,  bolts  or  screws. 

When  used  as  fire  resistive  opening  protective  as¬ 
semblies,  the  ventilator  units  shall  be  equipped  with 
special  shoes  with  fusible  link  and  special  handle  for 
the  projected  units  for  the  Fenmark  &  Fencraft  Proj¬ 
ected  Units  or  with  approved  automatic  fire  closing 
device  with  fusible  link  for  the  Fenmark  and  Fencraft 
Sidehinged  Units. 

DETAILS  OF  FENESTRA  FENCRAFT,  FENMARK 
AND  FENMARK  PROJECTED  WINDOWS 

Fenestra  Fenmark  Projected  Fig.  1  and  2,  Fenstra 
Fenmark  Fig.  3,  and  Fenestra  Fencraft  Windows  Fig. 
4  are  made  from  various  shaped  and  sized  solid  rolled 
steel  sections.  These  sections  are  made  of  low  carbon, 
hot  rolled,  new  billet  steel.  Each  section  is  specially 
designed  to  provide  maximum  strength  with  a  minimum 
amount  of  material.  The  sections  are  used  to  divide 
the  window  into  the  frame  (fixed  portion),  the  venti¬ 
lator  (swing  portion)  and  the  glass  panes.  The  frame 
consists  of  channel  or  “Z”  shaped  sections  and  are  used 
at  head,  sill  and  jambs  forming  a  frame.  This  frame 
serves  as  a  means  of  “tying”  the  windows  to  the  wall 
construction,  holding  the  glass  in  that  portion  of  the 
window  which  does  not  open  and  as  a  contact  for  the 
ventilator  leaf.  The  ends  of  the  bars  forming  the  frame 
on  Fenestra  Fencraft  Windows  Fig.  4  are  mitred  and 
are  joined  together  at  the  corners  by  a  process  known 
as  electric  butt  welding.  After  a  flash  trimming  opera¬ 
tion  the  corners  are  cold  forged  in  a  giant  forging  press 
built  for  our  particular  requirements.  The  bar  ends  on 
Fenestra  Fenmark  Fig.  3  and  Fenmark  Projected  Win¬ 
dow  frames  Fig.  1  &  2  are  provided  with  a  pivot  end  on 
the  horizontal  frame  bar  and  a  slot  in  the  vertical  bars. 
The  pivot  is  inserted  in  the  slot  and  peened  down  form¬ 
ing  a  tight  mortise  and  tenon  joint.  The  corners  are 
then  arc  welded  on  unexposed  surfaces.  Rolled  sec¬ 
tions  called  horizontal  intermediate  frame  bars  are  used 
when  there  are  fixed  glass  panes  above  or  below  a  venti¬ 
lator  or  when  there  is  a  ventilator  above  a  ventilator. 
These  sections  are  specially  designed  to  provide  a  con¬ 
tact  for  the  ventilator  leaf,  hold  the  fixed  pane  of  glass 
or  serve  for  attaching  locking  hardware.  The  ends  of 
these  bars  are  pivot  riveted  to  the  frame  members  at 
the  jambs  of  the  ventilators.  Special  rolled  “T”  sec¬ 
tions  called  meeting  rails  are  used  vertically  to  serve 
as  a  contact  between  two  side  hung  ventilators  which 
are  adjacent  to  each  other  in  the  same  frame.  This 
section  is  pivot  riveted  to  the  frame  bars.  On  Fenestra 
Fenmark  Fig.  3  or  Fenmark  Projected  Fig.  1  &  2  a 
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rolled  section  is  used  as  contact  or  weathering  bar  at 
the  frame  jambs  of  ventilators  and  another  rolled  sec¬ 
tion  is  used  as  glazing  rebate  at  frame  jambs  and  head 
where  fixed  glass  panes  occur.  These  bars  are  coped 
to  fit  contour  of  frame  bars  and  spot  welded  or  riveted 
in  place.  The  ventilator  consists  of  a  “Z”  shaped  sec¬ 
tion  which  is  used  at  head,  sill  and  jambs  forming  a 
frame.  The  ends  of  the  bars  are  mitred  with  corners 
butt  welded  and  forged  in  the  same  manner  as  described 
for  Fenestra  Fencraft  Window  frame  Fig.  4  above. 
Small  glass  panes  are  provided  by  adding  “T”  shaped 
muntins.  The  ends  of  the  bars  are  pivot  riveted  to  the 
frame  or  ventilator  bars  and  the  intersections  are  me¬ 
chanically  interlocked.  Side  hung  to  open  out  ventila¬ 
tors  on  Fenestra  Fencraft  Fig.  4  and  Fenmark  Win¬ 
dows  Fig.  3  are  hung  on  two  heavy  hinges.  Hinge 
leaves  are  made  from  solid  rolled  steel  and  are  riveted 
or  welded  to  ventilator  and  frame.  Both  leaves  are 
bronze  bushed  and  the  hinge  pin  is  peened  over  for 
the  free  type  hinge.  The  friction  type  hinge  is  attached 
in  the  same  manner  but  the  hinge  pin  is  a  bolt  equipped 
with  special  friction  washers  and  a  nut.  Friction  in  the 
hinge  is  adjusted  by  turning  the  nut.  Top  hung  to  open 
out  ventilators  on  Fenestra  Fencraft  are  hung  on  two 
steel  or  brass  knuckle  type  hinges,  riveted  or  welded 
to  frame  and  ventilator.  The  bottom  hinged  open  in 
ventilators  on  Fenestra  Fencraft,  Fenmark  and  Fenmark 
Projected  are  hung  on  two  steel  or  brass  knuckle  type 
hinges  welded  or  riveted  in  place  and  on  two  steel  side 
arms  one  end  of  which  is  pivoted  to  the  ventilator.  The 
other  end  is  a  sliding  pivot  engaged  in  a  guide  attached 
to  the  frame.  Projected  ventilators  are  hung  on  two  steel 
side  arms  pivoted  to  frame  and  ventilator  and  on  two 
sliding  pivots  or  shoes  which  slide  in  the  channel  weath¬ 
ering  attached  to  jamb  frame  bar.  Each  side  hung  ven¬ 
tilator  is  equipped  with  locking  handles,  each  top  hung 
open  out  or  projected  out  ventilator  is  equipped  with 
locking  handle  or  stay  bar  and  each  bottom  bung  open 
in  or  projected  in  ventilator  is  equipped  with  locking 
handle  or  spring  catch. 

The  applicant  proposes  to  paint  each  opening  protec¬ 
tive  assembly  with  a  prime  coat  of  approved  steel  pro¬ 
tection  paint  or  by  bonderizing  after  which  the  metal 
surface  is  protected  by  a  prime  coat  of  approved  metal 
protection  paint  which  is  oven  baked. 

FIRE  TEST  OF  SOLID  SECTION  FIRE  WIN¬ 
DOWS,  KNOWN  AS  FENESTRA  FENMARK 

PROJECTED,  FENESTRA  FENMARK,  AND 
FENESTRA  FENCRAFT  WINDOWS 

A  fire  test  to  meet  the  fire  resistive  requirements  of 
C26-610.0  was  made  at  the  Underwriters’  Laboratories, 
Retardant  No.  2125,  dated  July  6,  1928.  When  this 
test  was  originally  made,  the  name  of  the  windows  was 
reported  as  Office  Types  which  has  since  been  changed 
to  Fenestra  Fenmark  Projected  Fig.  1  &  2,  Fenestra 
Fenmark  Fig.  3  and  Fenestra  Fencraft  Fig.  4,  Solid 
Section  Fire  Windows.  The  applicant  states  that  there 
has  been  no  substantial  change  in  design,  dimensions, 
or  material  comprising  the  units. 

The  windows  are  primarily  designed  for  installation 
in  openings  previously  prepared  although  they  may  be 
built  into  the  masonry  as  the  wall  is  erected. 

DESCRIPTION 

General  Character  and  Use : 

Office  Windows — These  windows  are  provided  with  a 
ventilator  or  ventilators  of  the  projected  open-out  type. 
Ventilators  may  extend  to  the  top  or  bottom  border 
members  of  the  window  or  may  be  separated  from  these 
members  and  from  each  other  by  one  or  more  rows  of 
fixed  lights.  In  all  cases  they  extend  to  the  vertical 
border  members  at  the  sides.  The  glass  is  held  in  place 
by  either  coppered  steel  wire  glazing  clips,  (16  Birming¬ 
ham  gauge)  or  by  vertical  glazing  beads  at  the  sides  and 
wire  glazing  clips  at  the  top  and  bottom.  Where  wire 
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glazing  clips  are  used,  they  are  of  a  special  design  lo¬ 
cated  not  more  than  2)4  in.  from  each  corner  of  the 
glass  and  not  more  than  9  in.  apart.  Vertical  glazing 
beads  are  of  a  special  design  7/16  in  by  )4  in.  with 
Jfj-in.  leg  bearing  against  the  glass.  Beads  are  held  in 
place  by  the  use  of  No.  8-32  steel  or  brass  machine 
screws,  threaded  into  the  outside  frame  members  and 
bolted  through  muntin  bars.  Vertical  glazing  angles,  7/16 
in.  by  )4  in.  may  be  used  in  place  of  vertical  beads  when 
desired,  in  which  case  wire  clips  will  be  used  at  the  top 
and  bottom,  the  same  as  with  the  vertical  beads.  Locking 
hardware  for  ventilators  is  of  the  cam  handle  type  and 
may  be  either  of  iron  or  bronze.  Window  units  may  be 
built  into  the  masonry  of  a  wall  or  they  may  be  installed 
in  openings  previously  prepared,  in  which  case  they  are 
held  in  place  by  the  use  of  1  by  ljfj-in.  pressed  metal 
angle  clips  attached  to  the  masonry  construction  by  the 
use  of  wood  screws  and  stop  plugs,  the  material  of  which 
is  similar  to  the  covering  of  slow  burning  rubber-covered 
wire,  expansion  bolts  or  driving  wedges,  the  latter  being 
used  primarily  where  the  masonry  surrounding  the  open¬ 
ing  has  joints  into  which  the  attachment  pieces  may  be 
driven.  For  windows  installed  in  openings  having  steel 
lintels  at  the  head,  the  windows  may  be  anchored  to  the 
'  lintel  by  the  use  of  1  by  J4'in-  angle  clips  or  by  1  by  MHn. 
flat  clips  located  not  more  than  18  in.  center  to  center  and 
secured  to  the  lintel  by  machine  screws. 

FIRE  TEST 

For  the  fire  test  the  samples  consisted  of  two  window 
units,  one  being  the  office  window  type  of  construction. 
The  office  type  window  was  divided  into  four  sections, 
the  upper  and  one  of  the  middle  sections  being  movable 
and  the  other  two  sections  fixed  in  position.  Each  of  the 
sections  contained  three  lights,  each  350  square  inches  of 
exposed  glass  area  with  maximum  dimension  not  exceed¬ 
ing  48  inches.  Glass  in  two  side  lights  of  the  top  section 
was  held  in  position  by  vertical  beads  at  sides  and  by 
two  heavy  wire  clips  at  the  bottom  and  top.  Glass  in  the 
middle  light  of  the  section  was  held  in  place  by  four 
heavy  wire  clips  at  each  side  and  two  clips  at  the  top 
and  two  at  the  bottom.  In  the  next  section  the  method 
of  holding  the  glass  was  reversed,  the  two  side  lights 
being  held  with  clips  and  the  middle  light  being  held 
with  glazing  beads  and  clips.  In  the  third  section  the 
method  of  holding  the  lights  was  the  same  as  in  the 
second  and  in  the  lower  section  it  was  the  same  as  in 
the  first.  The  sample  was  4  ft.  wide  and  9  ft.  high  and 
was  provided  with  bronze  hardware.  The  sample  was 
subjected  to  the  Standard  Fire  Test  prescribed  in 
C26-610.0  and  the  Hose  Stream  Test  as  required  under 
C26-586.0. 

LOG  OF  FIRE  TEST 

0-5  Min.  U.  S.  Temp.  275°.  Glass  cracking  immediately 
after  the  fire  started.  Putty  burning  on  the  fire 
side  as  seen  through  the  glass  at  about  5  min., 
sash  bulging  toward  the  fire  in  a  smooth  curve. 
F.  S.  Temp.  950°.  Fire  luminous  and  somewhat 
unevenly  distributed.  Both  sashes  bowing  to¬ 
ward  the  fire  in  a  smooth  curve.  Rails  and 
stiles  comparatively  straight. 

5-10  Min.  U.  S.  Temp.  405°.  Some  smoke  from  putty  on 
the  unexposed  side  in  about  6  min.  Bulging  of 
the  sash  members  very  moderate.  Window  can 
be  faced  from  a  distance  of  about  10  ft. 

F.  S.  Temp.  1200°.  Fire  still  unevenly  distrib¬ 
uted  and  temperature  apparently  somewhat  low. 
All  joints  between  members  remain  intact. 

10-15  Min.  U.  S.  Temp.  460°.  Not  much  change.  Still 
smoking  slightly  but  no  flame  from  putty  on 
the  unexposed  side.  Windows  can  be  faced 
from  a  distance  of  12  ft.  Stiles  and  rails  ex¬ 
ceptionally  straight  but  a  kink  in  the  frame  of 
the  casement  window  at  the  transom  bar.  Of¬ 
fice  type  bulging  in  a  smooth  curve. 
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15-20  Min. 


20-25  Min. 


25-30  Min. 


30-35  Min. 


F.  S.  Temp.  1165°.  Fire  luminous  but  poorly 
distributed.  Temperature  evidently  low.  Putty 
has  practically  ceased  burning.  Bulging  of 
sashes  slightly  increasing  but  not  excessive. 
Rails  remarkably  straight. 

U.  S.  Temp.  600°.  No  decided  change.  Glass 
does  not  appear  to  be  softening.  Scarcely  any 
smoke  from  paint  or  putty.  No  flame  on  un¬ 
exposed  side.  Rails  of  both  windows  straight 
and  only  slight  curve  in  stiles. 

F.  S.  Temp.  1360°.  Fire  luminous  and  distri¬ 
bution  better.  Very  slight  change.  No  per¬ 
ceptible  increase  or  bulging.  Fastenings  between 
members  appear  to  be  intact. 

U.  S.  Temp.  650°.  Window  can  be  faced  from 
a  distance  of  12  ft.  Bulging  of  sash  increasing 
very  slowly.  No  flame  through  the  sample  at 
any  point.  No  smoke. 

F.  S.  Temp.  1485°.  Fire  more  evenly  distri¬ 
buted  and  increasing  in  severity. 

U.  S.  Temp.  685°.  No  decided  change.  Win¬ 
dow  can  be  faced  from  a  distance  of  12  ft.  No 
apparent  weakening  of  joints.  No  flame  through 
the  sample  at  any  place. 

F.  S.  Temp.  1520°.  Fire  well  distributed.  Bulg¬ 
ing  about  the  same.  Window  members  excep¬ 
tionally  straight.  No  indication  of  weakening 
at  fastenings  between  members. 

U.  S.  Temp.  715°.  Very  little  change.  No 
flame  through  the  window  at  any  point  and  no 
smoke.  Window  can  be  faced  from  a  distance 
of  15  ft.  Bulging  moderate. 

F.  S.  Temp.  1525°.  No  change.  Fire  luminous 
and  well  distributed. 


35-40  Min.  U.  S.  Temp.  770°.  No  decided  change. 

F.  S.  Temp.  1590°.  No  decided  change. 

40-45  Min.  U.  S.  Temp.  850°.  Glass  appears  to  be  moder¬ 
ately  hard.  Inner  cotton  strip  practically  black. 
Inner  burlap  strip  burned  away.  Other  strips 
apparently  intact  though  smoking.  Maximum 
bulging  \y2  in.  No  flame  through  sample  at 
any  point  and  no  smoke.  Fastenings  between 
members  appear  to  be  intact. 

F.  S.  Temp.  1700°.  Office  type  window  bulging 
in  smooth  curve.  Casement  type  window  bow¬ 
ing  out  to  transom  bar  from  which  point  there 
is  a  sharp  change  in  direction.  Muntins  com¬ 
paratively  straight.  Fire  luminous  and  well 
distributed. 

At  45  min.  the  sample  was  withdrawn  from  the  fire 
and  subjected  to  the  Hose  Stream  Test. 


OBSERVATION 

Distortion — The  windows  began  to  bulge  toward  the 
fire  as  soon  as  the  heat  was  applied,  but  this  bulging 
was  moderate  in  extent  and  in  the  case  of  the  office  type 
window  all  bulging  was  in  a  smooth  curve. 

Smoke  and  Flame  Passage — At  no  time  during  the 
test  was  there  any  passage  of  flame  through  or  around 
the  samples.  Putty  on  the  fire  side  was  burning  during 
the  first  5  min.  of  the  test  and  there  was  some  smoke 
from  the  putty  on  the  chamber  side,  first  noted  at  about 
5  min.  The  amount  of  smoke  on  the  unexposed  side 
increased  for  the  first  10  min.  and  remained  unchanged 
from  10  to  20  min.,  after  which  it  decreased.  At  no 
time  was  the  smoke  so.  dense  as  to  necessitate  the  open¬ 
ing  of  the  ventilators  in  skylights  of  the  test  room. 

Effect  of  Hose  Stream — The  application  of  the  hose 
stream  forced  one  light  in  the  third  section  from  the 
top  of  the  office  type  window  out  of  position  and  forced 
holes  through  the  glass  in  four  other  lights  of  this 
sample,  but  did  not  force  these  other  lights  loose  along 
any  of  the  edges.  The  impact  and  pressure  of  the 
stream  did  not  render  the  specimen  insecure  in  the 


wall  although  much  cement  was  washed  out  of  the 
joints  in  the  masonry. 

RECOMMENDATION 

On  the  basis  of  foregoing  data  and  fire  tests,  the 
Committee  on  Tests  recommends  the  approval  of  the 
Detroit  Steel  Products  Company  windows  under  C26- 
191.0, a  for  uses  as  follows: 

Solid  Section  Fire  Windows,  known  as  Fenestra  Fen- 
mark  Projected,  Fenestra  Fenmark  and  Fenestra  Fen- 
craft  Windows  in  view  of  having  met  the  fire  tests 
of  opening  protective  assemblies  provided  in  C26-610.0 
for  use  as  an  approved  24  of  an  hour  opening  protec¬ 
tive  assembly  under  Sub  Article  7,  Protection  of  Ex¬ 
terior  Openings,  Sub  Article  8,  Protection  of  Wall  and 
Partition  Openings  of  Group  18,  fire  test  of  opening 
protective  assemblies  of  Article  11,  fire  resistive  con¬ 
struction,  C26-566.0  wall  openings  and  similar  approval 
is  recommended  for  use  as  an  opening  protective  as¬ 
sembly  having  a  fire  resistive  rating  of  24  °f  an  hour 
for  use  under  Sections  262,  264  and  Section  270  of 
the  Labor  Law,  when  constructed  and  installed  as  re¬ 
quired  therein,  and  Section  4,  Paragraph  10  of  the 
Multiple  Dwelling  Law,  when  constructed  as  described 
herein,  in  single  units  for  openings  not  exceeding  5'  in 
width  and  10'  in  height  except  composite  windows  ob¬ 
tained  by  two  or  more  units  with  interlocking  jamb 
sections  bolted  together  shall  be  limited  to  9'  in  either 
width  or  height,  individual  units  before  bolting  together 
shall  be  limited  to  4'-6"  in  width,  also  in  combination  of 
units  side  by  side,  each  individual  unit  not  exceeding 
4'-6"  in  width  nor  lO'-O"  in  height  joined  together 
by  2 24"  x  124"  T  bar  mullions  or  other  equiva¬ 
lent  mullion  construction.  (See  Underwriters’  File  No. 
R2125,  Vol.  1,  Page  38  dated  June  6,  1931).  The 
exposed  area  of  individual  glass  lights  shall  not  exceed 
350  square  inches  with  neither  dimension  exceeding  48". 
All  opening  protective  assemblies  required  to  have  a 
fire  resistive  rating  shall  be  inspected  in  accordance 
with  the  Board’s  Rules  on  the  Inspection  of  Opening 
Protective  Assemblies. 

Approval  is  also  recommended  of  Solid  Section  Fire 
Windows,  known  as  Fenestra  Fenmark  Projected,  Fen¬ 
estra  Fenmark  and  Fenestra  Fencraft  Windows  for 
users  under  C26-239.0  through  C26-245.0  where  no  fire 
resistive  is  required  and  when  so  used  the  automatic 
self-closing  devices  may  be  optional  and  the  glazing 
limitation  of  350  square  inches  with  maximum  dimen¬ 
sions  of  48"  and  the  widths  and  heights  and  glass  areas 
as  given  in  the  test  specimen  need  not  be  adhered  to. 

It  is  further  recommended  that  the  opening  protective 
assemblies  required  to  have  a  fire  resistive  rating  shall 
be  labeled  in  accordance  with  the  requirements  of  the 
Board’s  Rules  for  the  Inspection  of  Opening  Protec¬ 
tive  Assemblies  and  that  all  other  opening  protective 
assemblies  not  required  to  have  a  fire  resistive  rating 
shall  be  tagged  or  labeled  reading  as  follows :  “Ap¬ 
proved  for  use  in  New  York  City  by  the  Board  of 
Standards  and  Appeals  under  Cal.  No.  119-45  SM,”  or 
in  lieu  thereof,  each  bill  of  lading,  bill  of  material, 
proposal  and  invoice  shall  be  similarly  stamped. 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner, 

CHARLES  M.  BLUM 
Commissioner, 

LESLIE  V.  HUBER 
Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  Solid  Section  Fire  Windows  known  as 
Fenestra  Fenmark  Projected,  Fenestra  Fenmark  and  Fen¬ 
estra  Fencraft  Windows  in  accordance  with  the  above 
report. 
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120-45-SM 

APPLICANT — Detroit  Steel  Products  Co.,  owner. 
SUBJECT — Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows,  Pivoted  and  Projected  Types, 
Fenestra  Sidewall,  Fenestra  Commercial  Projected 
and  Fenestra  Architectural  Projected,  approval  of. 
APPEARANCES— 

For  Applicant:  R.  W.  Weed  and  A.  E.  McKenzie. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative  . : .  0 

THE  RESOLUTION  (120-45-SM) 

Whereas,  Detroit  Steel  Products  Co.,  owner,  filed  on 
March  5,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Solid 
Section  Fire  Windows,  Pivoted  and  Projected  Types,  Fen¬ 
estra  Sidewall,  Fenestra  Commercial  Projected  and  Fen¬ 
estra  Architectural  Projected;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

February  6,  1946 

Re:  Cal.  120-45-SM 

Subject:  Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows,  Pivoted  and  Projected  Types. 
Fenestra  Sidewall,  Fenestra  Commercial  Projected 
and  Fenestra  Architectural  Projected. 

The  Detroit  Steel  Products  Company  of  Detroit, 
Michigan  filed  an  application  with  the  Board  of  Stan¬ 
dards  and  Appeals  under  the  requirements  of  C26- 
178.0b  for  the  approval  of  their  steel  windows  for  uses 
under  Sub  Article  7,  Protection  of  Exterior  Open¬ 
ings,  and  Sub  Article  8,  Protection  of  Wall  and  Parti¬ 
tion  Openings,  of  Group  18  Fire  Tests  of  Opening  Pro¬ 
tective  Assemblies  of  Article  11,  Fire  Resistive  Con¬ 
struction  wherein  opening  protective  assemblies  are 
required  to  be  approved  for  a  fire  resistive  rating  of 
Y\  of  an  hour  and  for  other  uses  in  types  of  construc¬ 
tion  as  specified  in  C-26-239.0  through  C-26-245.0,  Ad¬ 
ministrative  Building  Code,  where  no  fire  resistive 
rating  is  required,  consequently  glazing  angles  and  the 
automatic  self-closing  devices  are  not  to  be  provided. 
Approval  is  also  requested  for  uses  under  the  Labor 
Law  and  the  Multiple  Dwelling  Law  as  opening  pro¬ 
tective  assemblies  required  to  have  a  fire  resistive  rating 
and  for  other  uses  not  required  to  have  such  rating. 

DESCRIPTION-  OF  FENESTRA  SIDEWALL,' 
COMMERCIAL  PROJECTED  AND  ARCHITEC¬ 
TURAL  PROJECTED  WINDOWS. 

Fenestra  Sidewall,  fig.  1,  Commercial  Projected,  fig. 

2  &  3,  and  Architectural  Projected  Windows,  fig.  2  & 

3  are  made  from  various  shaped  and  sized  angle  frame 
and  moulded  “T”  type  solid  rolled  steel  section.  These 
sections  are  made  of  low  carbon,  hot  rolled,  new  billet 
steel.  Each  section  is  specially  designed  to  provide 
maximum  strength  with  a  minimum  amount  of  material. 
The  sections  are  used  to  divide  the  window  up  into 
the  frame  (fixed  portion),  the  ventilator  (swing  por¬ 
tion)  and  the  small  panes  for  glass.  The  frame  con¬ 
sists  of  an  angle  or  channel  shaped  section  which  is  used 
at  head,  sill  and  jambs  forming  a  frame.  This  frame 
serves  as  a  means  of  tying  the  window  to  the  wall 
construction,  holding  the  glass  in  that  portion  of  the 
window  which  does  not  open,  and  as  a  contact  for  the 
ventilator  leaf.  The  bar  ends  on  the  window  frames 
are  provided  with  a  pivot  on  the  horizontal  frame 
bars  and  a  slot  in  the  vertical  bars.  The  pivot  is  in¬ 
serted  in  the  slot  and  peened  down  forming  a  tight 
mortise  and  tenon  joint.  A  rolled  section  called  an  in¬ 
termediate  frame  bar  is  used  horizontally  and  ver¬ 
tically  where  there  are  fixed  panes  of  glass  above,  be¬ 


low  or  at  sides  of  a  ventilator  or  when  a  ventilator 
occurs  above  another  ventilator.  This  section  is  de¬ 
signed  to  provide  a  contact  for  the  ventilator  leaf,  hold 
the  fixed  pane  of  glass  and  serve  for  attaching  locking 
hardware.  This  section  is  pivot  riveted  to  the  frame 
members  at  head,  sill  or  jambs.  Specially  designed 
sections  are  used  as  contact  weathering  at  the  head, 
sill  and  jambs  of  all  ventilator  openings.  The  ends 
of  these  bars  are  coped  and  then  riveted  or  spot  welded 
in  place.  The  ventilator  consists  of  an  “angle”  or  “T” 
shaped  sections  which  are  used  at  head,  sill  and  jambs 
forming  a  frame.  The  ends  of  the  bars  are  pivot  riveted. 
Small  glass  panes  are  provided  by  adding  “T”  shaped 
muntins.  The  ends  of  these  bars  are  pivot  riveted  to 
the  frame  or  ventilator  bars  and  the  intersections  are 
mechanically  interlocked.  Horizontally  pivoted  ventila¬ 
tors  are  hung  on  two  steel  pivot  leaves  riveted  or  welded 
to  ventilator  and  frame  bars.  Pivot  is  equipped  with 
a  rust  proofed  steel  pin.  Projected  ventilators  are 
hung  on  two  steel  side  arms  pivoted  to  frame  and 
ventilator  and  two  sliding  pivots  or  shoes  which  slide  in 
the  channel  weathering  attached  to  the  jamb  frame 
member.  Each  pivoted  ventilator  is  equipped  with  a 
locking  handle,  each  projected-in  ventilator  is  equipped 
with  a  locking  handle  or  spring  catch  and  each  pro¬ 
jected  out  ventilator  is  equipped  with  a  locking  handle, 
stay  bar  or  locking  latch.  The  applicant  proposes  to 
paint  each  opening  protective  assembly  with  a  prime 
coat  of  approved  steel  protection  paint  or  by  bonderiz- 
ing  after  which  the  metal  surface  is  protected  by  a 
prime  coat  of  approved  metal  protection  paint,  which  is 
oven  baked. 


SASH  AND  MAS.  PPG-  P/M 


HORIZONTAL  SECTION 


PIVOT  HINGE 


TYPICAL 

ELEVATION 


CAM  HANDLE 


TEE  &AE  MULL  ION 


STAY  BAH 


VERTICAL  SECT/ ON 

PIVOTED 

FIG.  1 


305 


MINUTES 


DETAILS  OF  FENESTRA  PIVOTED  AND 
PROJECTED  WINDOWS 

Where  required  automatic  self-closing  devices  con¬ 
sisting  of  ventilated  units  equipped  with  appropriate 
shoes  with  fusible  link  and  handle  or  with  fusible  link 
in  chain  to  permit  self-closing.  The  former  is  used  with 
the  projected  ventilator  and  the  latter  with  pivoted  ven¬ 
tilators.  The  steel  used  in  the  manufacture  of  windows  is 
hot  rolled,  low  carbon  (.08  to  .10)  produced  by  the 
open  hearth  or  Bessemer  process  with  a  nominal  thick¬ 
ness  of  ]/%"  and  a  nominal  depth  of  lJ/6".  Fire  windows 
are  glazed  with  l/C  wire  glass  held  in  place  by  glazing 
angles  and  glass  limited  to  48"  in  width  and  54"  in 
height  and  an  exposed  area  of  350  square  inches 
measured  from  toe  to  toe  of  glazing  angles.  The  lock¬ 
ing  hardware  for  pivoted  ventilators  to  be  of  the  cam 
handle  type,  cam  handle  and  stay,  or  cam  handle  and 
chain.  The  locking  hardware  for  the  projected  in  ven¬ 
tilators  are  of  the  cam  handle  or  spring  catch  type. 
The  locking  hardware  for  projected  out  ventilators  to 
be  of  the  cam  handle,  locking  latch,  sliding  stay  bar 
type.  All  windows  consist  of  a  fixed  window  or  a  fixed 
window  with  horizontally  pivoted  type  ventilators  or 
with  projected  out  or  projected  in  ventilators.  The 
units  may  be  made  either  square,  splayed,  camber  or 
circular  heads.  Single  fire  units  not  to  exceed  84  square 
feet  in  area  with  neither  dimensions  (width  or  height) 
exceeding  12  feet.  When  used  as  fire  windows,  ven¬ 
tilators  whether  horizontally  pivoted,  projected-out  or 
projected-in  shall  not  exceed  3,000  square  inches  in 
area  with  neither  dimension  (width  or  height  exceed¬ 
ing  CO".  The  units  may  be  joined  by  rolled  steel  tee- 
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bar  mullion  or  other  equivalent  mullion  construction 
up  to  any  width  of  opening  provided  that  when  used 
as  fire  windows  the  width  of  sash  between  mullions 
does  not  exceed  7'  or  that  size  of  each  unit  does  not 
exceed  limits  for  single  unit.  Mullion  bolts  are  not 
to  be  spaced  more  than  20 -Y%"  apart.  Sight  line  bars 
may  be  added  on  muntins  at  any  side  of  the  ventilator 
to  give  the  window  a  uniform  appearance.  All  hard¬ 
ware  to  be  either  bronze  or  iron  for  fire  windows. 
Head  sill  and  jamb  plate  can  be  attached  to  units,  pro¬ 
vided  that  width  of  plate  does  not  exceed  6".  Spac¬ 
ing  of  bolts  to  be  not  over  20-J4"  apart.  Windows 
may  be  installed  by  being  built  into  the  masonry  or  may 
be  installed  into  prepared  openings  held  in  place  by 
standard  type  anchors  or  clips.  They  may  be  installed 
in  steel  construction  being  held  by  standard  type  anchor 
clips.  Anchor  clips  to  be  spaced  not  over  18"  apart 
and  not  over  9"  from  end  of  unit. 

FIRE  TEST  OF  SOLID  SECTION  FIRE  WIN¬ 
DOWS,  PIVOTED  AND  PROJECTED  TYPES 

Windows  of  the  aforementioned  types  were  submitted 
to  the  Underwriters’  Laboratories  standard  fire  screen 
tests  of  fire  windows,  Report  No.  Retardant  504  dated 
April  17,  1917,  Revised  December  27,  1944  (filed  with 
this  application)  with  details  of  specimens  tested  and 
results  as  follows : 

The  device  forming  the  subject  of  this  report  is  a 
fire  window  of  the  single  or  multiple  unit  type  and  of 
the  solid  section  pattern.  It  is  composed  of  single 
fixed  sash  units  (with  or  without  ventilators)  for  open¬ 
ings  up  to  7  by  12  ft.  and  of  combinations  of  sash 
units  with  bare  steel  T-bar  mullions  between  the  units 
for  openings  wider  than  7  ft.  The  window  is  intended 
for  the  protection  of  exterior  openings  in  situations 
where  the  exposure  is  such  that  the  heat  which  might 
be  transmitted  into  the  building  is  not  sufficient  to 
endanger  its  contents. 
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DESCRIPTION  OF  PARTS 

Each  sash  unit  is  substantially  identical  in  all  re¬ 
spects  with  solid  section  windows  now  being  approved 
and  being  labeled  by  Underwriters’  Laboratories,  Inc. 
for  this  company,  except  with  regard  to  size.  See  Re¬ 
tardant  Reports  R504  dated  July  31,  1912,  and  April 
17,  1916.  The  units  do  not  exceed  7  ft.  in  width  by 
12  ft.  in  height.  The  border  of  each  unit  is  provided 
with  a  fin  or  flange  1  in.  wide,  and  the  vertical  por¬ 
tions  are  drilled  at  20-in.  intervals  for  bolts  with 

which  the  units  are  attached  to  the  mullions.  The 
top  of  the  window  is  also  drilled  for  attacluYient  to 
lintels  if  the  latter  are  of  steel.  The  mullion  con¬ 
sists  of  a  2J4  by  1  /2  by  Y>~ in.  steel  T-section  with 
flanges  drilled  for  bolts  with  which  the  sash  units 
are  attached  to  them.  The  length  of  the  member  is 
sufficient  to  permit  of  projection  into  sills  and  pro¬ 
vision  is  made  for  attachment  to  lintels. 

The  sample  subjected  to  the  fire  tests  consisted  of 
two  sash  units  and  an  unprotected  steel  mullion.  One 
of  the  units  was  approximately  6  ft.  3%  in.,  the  other 

3  ft.  2  in.  wide,  and  both  were  9  ft.  3%  in.  high.  Each 
unit  was  provided  with  a  1-in.  border  flange  at  sides, 
top,  and  bottom,  the  flanges  designed  to  lap  the  mul¬ 
lion  being  drilled  at  about  18-in.  intervals  for  attach¬ 
ment  bolts.  The  flanges  at  the  top  were  drilled  at 
12-in.  intervals  for  clip  attachment  bolts.  Provision 
was  made  for  attaching  wall  anchors  to  the  jamb  of 
one  sash  unit  but  not  to  that  of  the  other  unit.  One 
sash  unit,  designated  the  south  unit  for  convenience, 
contained  a  six-light  horizontally  pivoted  ventilator  ex¬ 
tending  from  the  masonry  jamb  to  the  mullion.  The 
north  sash  unit  contained  an  eight-light  horizontally 
pivoted  ventilator.  Each  ventilator  was  provided  with 
an  automatic  gravity  cam  latch  at  the  middle  of  the 
lower  edge.  Neither  ventilator  was  provided  with  ex¬ 
pansion  locking  devices.  The  sash  units  were  designed 
for  12  by  18-inch  lights  of  wired  glass  held  in  place 
by  H  by  Yi  by  1/16-in  steel  glazing  fillets.  The  mul¬ 
lion  was  a  234  by  1  by  j4-in.  special  T-bar  with 
flanges  drilled  at  about  18-in.  intervals  for  bolts  for 
attachment  of  sash  units. 

METHOD 

The  windows  were  installed  in  a  movable  wall  of 
the  large  furnace  for  testing  walls  and  devices  for  the 
protection  of  wall  openings.  Under  the  direction  of 
the  manufacturer,  the  opening  in  the  wall  was  pro¬ 
vided  with  'a  bare  steel  lintel  consisting  of  a  4  by 

4  by  44-in.  angle  with  one  leg  projecting  downward. 
The’  flanges  at  the  top  of  the  sample  laped  the  leg 
of  the  angle  and  were  held  against  it  by  bolts  and  steel 
clips.  The  method  followed  in  the  installation  of  the 
samples  was  to  hoist  the  sash  units  into  position  by 
use  of  block  and  tackle  and  to  block  and  brace  them 
firmly.  The  mullion  was  then  placed  between  the  units 
and  bolted  to  them.  The  upper  end  of  the  mullion  butted 
against  but  was  not  attached  to  the  lintel  and  the 
lower  end  extended  1  in.  into  the  concrete  sill.  The 
brickwork  of  the  jambs  was  then  laid  up  and  a  con¬ 
crete  sill  poured.  Observations  were  made  during  and 
after  installation  with  reference  to  the  practicability  of 
installing  the  window  under  conditions  in  the  field  and 
with  reference  to  the  strength  of  the  construction. 

Sample  was  exposed  to  fire  for  1  hr.  The  tempera¬ 
ture  of  the  furnace  fire  was  measured  at  13  points  and 
the  temperature  of  the  air  on  the  unexposed  side  of 
the  window  was  measured  at  points  next  to  the  glass. 
32,  64,  96.  128  in.,  21  ft.  4  in.  and  32  ft.  therefrom. 
Cotton  and  burlap  strips  were  suspended  32,  64,  96.  and 
128  in.  from  the  glass.  Observations  were  made  during 
the  test  with  reference  to  flammability,  flame  retard- 
ance,  heat  insulation  and  stability  of  the  window. 

The  following  is  a  summary  of  the  results  of  the 
tests.  The  temperatures  prevailing  during  the  test>  are 
given  on  the  time  temperature  curve. 


Flammability — The  putty  used  in  glazing  gave  off 
flames  on  the  fire  side  and  considerable  smoke  on  the 
unexposed  side  during  the  earlier  part  of  the  test,  but 
no  flames. 

Flame  Rctardahce — Flames  several  inches  in  length 
came  through  the  sample  at  various  places  and  times 
during  the  test.  This  is  attributed  to  the  method  in 
operating  the  furnace  wherein  a  slight  pressure  in  the 
furnace  chamber  forced  the  flames  through  the  window. 

Heat  Insulation — The  windows  transmitted  consider¬ 
able  heat  during  the  tests.  The  rise  in  temperature,  on 
the  unexposed  side  and  the  effect  upon  the  cloth  strips 
are  given  below  for  the  test  of  the  sample. 


Temperatures- 

—Degrees- 

96 

128 

Time 

M  ax. 

Avy. 

In.  from 

In.  from 

Min. 

Furnace 

Furnace 
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IT  indozc 
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60 

60 

60 

60 

5 

1460 

1250 

115 

75 

10 

1495 

1425 

135 

115 

15 

1600 

1440 

160 

125 

20 

1580 

1405 

165 

135 

25 

1585 

1390 

165 

145 

30 

1465 

1380 

175 

155 

35 

1475 

1385 

195 

150 

40 

1605 

1435 

200 

145 

45 

1605 

1475 

205 

160 

50 

1600 

1490 

210 

160 

55 

1625 

1570 

210 

165 

EFFECTS 

ON  CLOTH 

STRIPS 

Approxi 

mately  6  by  12  in.  suspended  on  a 

level  with 

the  horizontal  center 

line  of  the 

window. 

Burlap, 

32  in.  distant  1 1/2 

min.  Ignition 

Cotton, 

32  in.  distant 

No 

ignition, 

charred 

Burlap, 

64  in.  distant 

No 

ignition, 

smoked 

Cotton, 

64  in.  distant 

No 

ignition, 

discolored 

Burlap, 

96  in.  distant 

No 

ignition, 

smoked 

Cotton, 

96  in.  distant 

No  ignition, 

discolored 

Burlap, 

Cotton, 


128  in.  distant 
128  in.  distant 


No  ignition,  smoked 
Slightly  discolored 


Stability — The  metal  parts  of  the  window  were  con¬ 
siderably  distorted  by  the  exposure  to  fire  but  were 
still  securely  in  position  after  the  tests.  Joints  between 
parts  were  intact,  the  edges  of  the  sash  units  and  the 
ends  of  the  mullions  were  still  securely  held,  and  the 
ventilator  sashes  were  closed  and  locked. 


3  :00  P.M.  Fire  Started  : 

Unexposed  Side  temperature  60°.  Glass  be¬ 
ginning  to  crack  immediately.  Putty  begin¬ 
ning  to  smoke  in  approximately  30  sec. 
Flashes  of  flame  over  top  of  6-ft.  unit  ven¬ 
tilator  sash  at  2  min.  12  sec.  At  3  min.  one 
of  the  clips  holding  the  top  of  the  window 
to  lintel  fell  off.  At  4  min.  second  clip  fell 
off  and  whole  window  sprung.  Failure 
caused  by  breaking  of  bolt  holding  clips  in 
position.  Bulging  of  muntins  at  44  in.  at 
middle.  4-min.  period.  Entire  window  bulg¬ 
ing  slightly  toward  fire  in  smooth  curves. 
Border  members  straight. 

Fire  Side  temperature  60°.  Fire  impinging 
upon  lower  part  of  window.  Putty  not  burn¬ 
ing.  Very  little  bulging  of  frame  or  sash 
members. 

5  Min.  U.  S.  temperature  107°.  No  flame  passing 
through  or  around  window  at  any  point.  At 
7j4  min.  a  small  section  approximately  4  in. 
in  length  of  putty  in  one  of  the  lights  near 
mullion  and  in  3-ft.  unit  ignited.  Smoke 
from  putty  in  other  parts  of  window  moder- 
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10  Min. 


15  Min. 


20  Min. 


25  Min. 


30  Min. 


35  Min. 


ately  heavy.  Window  bulging  toward  fire 
in  smooth  curves.  Maximum  bulging  of 
muntin  3  in. 

F.  S.  temperature  1460°.  Putty  burning  on 
'  lower  part  of  window.  No  material  change 
in  condition  of  window.  Fire  luminous  and 
well  distributed. 

U.  S.  temperature  117°.  A  third  clip  bolt 
failed  at  12  min.  No  flame  through  or 
around  window  at  any  part.  32-in.  burlap 
strip  burning  at  12 y2  min.  Other  burlap 
strips  smoking.  32-in.  cotton  strip  dark 
brown ;  other  cotton  strips  slightly  brown. 
Bulging  of  mullion  3^4  in.  Entire  window 
bulging  toward  fire  in  smooth  curves. 

F.  S.  temperature  1495°.  Fire  impinging 
principally  against  lower  parts  of  window. 
Metal  members  bulging  slightly  to  fire. 
Putty  burning  on  lower  part  of  window. 

U.  S.  temperature  160°.  At  1 7j4  min.  flames 
issuing  over  top  of  window  extending  from 
middle  of  unit  to  mullion  and  extending 
down  junction  between  mullion  and  unit  for 
2  ft.  At  19  min.  intermittent  flames  appear 
at  north  upper  corner  of  ventilator  on  3-ft. 
unit.  Entire  window  bulging  toward  fire  in 
smooth  curves  but  border  members  approxi¬ 
mately  straight.  At  north  lower  corner 
bulging  appears  to  begin  at  first  horizontal 
muntin.  Maximum  bulging  of  mullion  5  in. 
F.  S.  temperature  1600°.  Putty  no  longer 
burning  on  lower  part  of  window.  Putty  on 
upper  part  not  burning  but  protruding 
slightly  from  grooves.  Head  and  jambs 
practically  straight.  Bulging  of  mullion  and 
muntins  as  noted  on  exposed  side  fire  lum¬ 
inous. 

U.  S.  temperature  165°.  Flames  issuing  as 
previously  noted,  except  that  intermittent 
flames  at  ventilator  sash  have  ceased.  Win¬ 
dow  still  bulging  toward  fire  in  smooth 
curves  with  border  members  straight.  Maxi¬ 
mum  bulging  of  mullion  5  in. 

Fire  Side  temperature  1580°.  Amount  of 
fire  in  furnace  increased.  Bulging  of  frame 
members  moderate  and  no  great  distortion 
noted  at  any  place.  Joints  between  frame 
and  sash  members  apparently  intact. 

U.  S.  temperature  164°.  No  change  apparent 
in  amount  of  flame  passage  or  condition  of 
window.  Bulging  same  as  previously  noted. 
F.  S.  temperature  1585°.  No  material  change 
in  appearance  of  fire  or  condition  of  window. 

U.  S.  temperature  175°.  Flames  over  top 
of  6-ft.  window  unit  increased  slightly  in 
volume.  Maximum  buging  of  mullion  un¬ 
changed. 

F.  S.  temperature  1465°.  Members  in  lower 
part  of  window  full  red  color.  Joints  be¬ 
tween  members  apparently -intact.  Furnace 
fire  luminous  and  well  distributed.  Furnace 
pressure  positive. 

U.  S.  temperature  195°.  Intermittent  flame 
approximately  3  in.  long  showing  at  bottom 
of  ventilator  sash  in  3-ft.  window  unit. 
Flames  4  to  6  in.  long  issuing  over  top  of 
mullion  and  over  top  of  window  units  at 
points  1  and  2 ka  ft.  from  mullion.  Flashes 
of  flame  at  south  upper  corner  of  ventilator 
in  3-ft.  window  unit.  At  48  min.  flashes  of 
flame  at  top  of  two  upper  lights  of  6-ft. 
window  unit.  Window  bulging  toward  fire 
in  smooth  curves.  Maximum  amount  of 
bulging  of  mullion  5  in.  Flames  appear  to 


40  Min. 


45  Min. 
50  Min. 


55  Min. 


60  Min. 


be  increasing  in  length  near  mullion  and 
some  flame  is  issuing  at  south  upper  corner 
of  ventilator  in  6-ft.  window  unit. 

Fire  Side  temperature  1475°.  Fire  impinging 
on  all  parts  of  window.  Bulging  of  metal 
members  about  as  noted  on  unexposed  side. 
U.  S.  temperature  200°.  No  material  change 
in  condition  of  window  or  amount  and  char¬ 
acter  of  issuing  flames. 

F.  S.  temperature  1605°.  No  material  change 
in  condition  of  window  or  nature  of  furnace 
fire. 

U.  S.  temperature  205°.  No  material  change. 
F.  S.  temperature  1605°.  No  material  change. 

U.  S.  temperature  210°.  Flames  as  pre¬ 
viously  noted.  Lintel  bright  red  and  some 
trace  of  color  showing  in  mullion.  Bulging 
as  previously  noted,  border  members  being 
approximately  straight;  maximum  bulging 
of  mullion  Sx/2  in. 

F.  S.  temperature  1600°.  No  material  change. 
U.  S.  temperature  210°.  Flames  now  issu¬ 
ing  at  bottom  of  ventilator  sashes  and  at 
Upper  north  corner  and  lower  south  corner 
of  window,  these  flames  being  in  addition 
to  those  previously  noted ;  border  members 
if  window  approximately  straight  and  win¬ 
dow  now  bulging  toward  fire  in  smooth 
curves. except  for  a  kink  at  junction  between 
a  vertical  muntin  and  a  horizontal  muntin 
of  6-ft.  window  unit.  Border  members  ap¬ 
proximately  straight  and  maximum  bulging 
of  mullion  5j4  in.  Window  appears  to  be 
firmly  fixed  in  position  in  spite  of  failure  of 
clips  and  bolts  previously  noted.  Lintel 
bright  red  and  mullion  dull  red.  No  color 
in  other  parts  of  metal  members.  32-in. 
burlap  strip  consumed  and  other  burlap 
strips  smoking.  Cotton  strip  32  in.  from 
window  black  and  charred.  Cotton  strip  64 
in.  from  window  dark  brown ;  other  cotton 
strips  light  brown  color.  Heat  from  win¬ 
dow  very  severe  to  face  at  a  distance  of 
20  ft.  from  it. 

F.  S.  temperature  210°.  Fire  luminous  and 
well  distributed  throughout  furnace  cham¬ 
ber.  Furnace  pressure  sufficiently  positive  to 
force  flames  out  through  window  at  joints. 
Members  of  window  bulging  toward  fire  in 
fairly  smooth  curves.  Joints  between  mem¬ 
bers  apparently  intact. 

At  60  min.  the  fire  test  was  ended  by  shut¬ 
ting  off  the  furnace  gas  and  drawing  the 
movable  wall  carrying  the  window  away 
from  in  front  of  the  furnace. 


HOSE  STREAM  TESTS 


The  sample  windows  used  in  the  fire  test  were  used 
in  these  tests  and  were  subjected  to  the  standard  fire 
stream  test  for  2  minutes.  Observations  were  made 
during  and  after  the  tests  with  respect  to  the  strength 
of  the  windows,  the  effects  of  the  application  of  the 
stream .  upon  the  flame-retarding  and  heat-insulating 
properties  of  the  windows,  and  upon  their  stability. 

Samples  withstood  the  application  of  the  fire  steams 
without  material  reduction  in  the  security  with  which 
they  were  held  in  the  wall.  The  application  of  stream 
did  not  materially  reduce  the  flame-retarding  and  heat- 
insulating  value  of  the  windows.  The  stabilitv  of  the 
window  structure  was  not  materially  impaired. 


RECOMMENDATION 

On  the  basis  of  foreging  data  and  fire  tests,  the  Com¬ 
mittee  on  Tests  recommends  the  approval  of  the  Detroit 
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Steel  Products  Company  windows  under  C26-191.0,a  for 
uses  as  follows : 

Solid  Section  Fire  Windows  Pivoted  and  Projected 
Types  of  sizes  and  areas  as  tested,  and  known  as  Fen¬ 
estra  Sidewall,  Fenestra  Commercial  Projected  and 
Fenestra  Architectural  Projected  in  view  of  having  met 
the  fire  tests  of  opening  protective  assemblies  provided 
in  C26-610.0  for  use  as  an  approved  J4  of  an  hour  open¬ 
ing  protective  assembly  under  Sub  Article  7,  Protec¬ 
tion  of  Exterior  Openings,  Sub  Article  8,  Protection 
of  Wall  and  Partition  Openings  of  Group  18  fire  test 
of  opening  protective  assemblies  of  Article  11,  fire 
resistive  construction,  C26-566.0  wall  openings  and  sim¬ 
ilar  approval  is  recommended  for  use  as  an  opening 
protective  assembly  having  a  fire  resistive  rating  of  34 
of  an  hour  for  use  under  Sections  262,  264  and  Sec¬ 
tion  270  of  the  Labor  Law,  when  constructed  and  in¬ 
stalled  as  required  therein,  and  Section  4,  Paragraph 
10  of  the  Multiple  Dwelling  Law,  when  constructed  as 
described  herein,  in  single  units  for  openings  not  exeed- 
ing  7'  x  12'  and  in  combinations  of  units  side  by  side 
with  standard  bare  steel  “T”  bar  mullions  between  units 
or  other  equivalent  mullion  construction  for  openings 
wider  than  7'  and  when  so  used,  all  ventilators  shall 
be  equipped  with  approved  automatic  self-closing  de¬ 
vices  and  that  all  windows  be  provided  with  glazing 
angles.  All  opening  protective  assemblies  required  to 
have  a  fire  resistive  rating  shall  be  inspected  in  accord¬ 
ance  with  the  Board’s  Rules  on  the  Inspection  of  Open¬ 
ing  Protective  Assemblies. 

Approval  is  also  recommended  of  Solid  Section  Fire 
Windows  Pivoted  and  Projected  Types  known  as  Fen¬ 
estra  Sidewall,  Fenestra  Commercial  Projecting  and 
Fenestra  Architectural  Projected  for  uses  under  C-26- 
239.0  through  C26-245.0  where  no  fire  resistive  rating  is 
required  the  glazing  angles  and  automatic  self-closing 
devices  may  be  optional  and  test  limitations  as  to  glass, 
area,  widths  and  heights,  need  not  be  adhered  to. 

It  is  further  recommended  that  the  opening  protective 
assemblies  required  to  have  a  fire  resistive  rating  shall 
be  labeled  in  accordance  with  the  requirements  of  the 
Board’s  Rules  for  the  Inspection  of  Opening  Protective 
Assemblies  and  that  all  other  opening  protective  assem¬ 
blies  not  required  to  have  a  fire  resistive  rating  shall 
be  tagged  or  labeled  reading  as  follows :  “Approved  for 
use  in  New  York  City  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  120-45  SM,”  or  in  lieu  thereof, 
each  bill  of  lading,  bill  of  material,  proposal  and  invoice 
shall  be  similarly  stamped. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  Solid  Section  Fire  Windows,  Pivoted 
and  Projected  Types,  known  as  Fenestra  Sidewall,  Fenestra 
Commercial  Projected  and  Fenestra  Architectural  Projected, 
in  accordance  with  the  above  report. 


121-45-SM 

APPLICANT — Detroit  Steel  Products  Co.,  owner. 
SUBJECT— Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows — Casement  Type  known  as 
Fenestra  Fenwrought  Casements,  approval  of. 

APPEARANCES— 

For  Appliance:  R.  W.  Weed  and  A.  E.  McKenzie. 


ACTION  OF  BOARD — Material  approved  in  accordance 

with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
N egative  .  0 

THE  RESOLUTION  (121-45-SM) 

Whereas,  Detroit  Steel  Products  Co.,  owner,  filed  on 
March  5,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Solid 
Section  Fire  Windows,  Casement  Type — Fenestra  Fen¬ 
wrought  Casements ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

February  6,  1946 

Re:  Cal.  121-45-SM 

Subject:  Detroit  Steel  Products  Company’s  Solid  Sec¬ 
tion  Fire  Windows — Casement  Type  Known 
As  Fenestra  Fenwrought  Casemepts. 

The  Detroit  Steel  Products  Company  of  Detroit, 
Michigan  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  under  the  requirements  of  C26- 178.0b 
for  the  approval  of  their  steel  windows  for  uses  under 
Sub  Article  7,  Protection  of  Exterior  Openings,  and 
Sub  Article  8,  Protection  of  Wall  and  Partition  Open¬ 
ings,  of  Group  18  Fire  Tests  of  Opening  Protective 
assemblies  of  Article  II,  Fire  Resistive  Construction 
wherein  opening  protective  assemblies  are  required  to 
be  approved  for  a  fire  resistive  rating  of  34  of  an  hour 
and  for  other  uses  in  types  of  construction  as  specified 
in  C-26-239.0  through  C-26-245.0,  Administrative  Build¬ 
ing  Code,  where  no  fire  resistive  rating  is  required, 
consequently  the  automatic  self-closing  devices  are  not 
to  be  provided.  Approval  is  also  requested  for  uses 
under  the  Labor  Law  and  the  Multiple  Dwelling  Law 
as  opening  protective  assemblies  required  to  have  a  fire 
resistive  rating  and  for  other  uses  not  required  to  have 
such  rating. 

DESCRIPTION  OF  FENESTRA 
FENWROUGHT  CASEMENT  WINDOWS 

The  steel  used  in  the  manufacture  of  windows  is  hot 
rolled,  low  carbon  (.80  to  .10)  produced  by  the  open 
hearth  or  Bessemer  process,  with  a  nominal  thickness  of 
%"  and  a  nominal  depth  of  1".  The  windows  consists 
of  a  fixed  window,  or  a  fixed  window  with  a  top  hung 
to  open  out  and/or  a  side  hung  to  open  out  and/or  a 
projected  to  open  in  ventilator  or  ventilators.  Indi¬ 
vidual  units  when  used  as  fire  windows  are  limited  to 
6'-6"  in  either  height  or  width.  Such  units  may  be 
joined  by  rolled  steel  tee-bar  mullion  or  other  equiva¬ 
lent  mullion  construction  up  to  any  width  of  opening 
providing  width  of  unit  between  mullions  does  not  ex¬ 
ceed  3'-6". 

When  used  as  fire  windows,  ventilators  of  the  side 
hung  type  are  limited  in  width  to  25"  and  in  height  to 
52"  and  ventilators  of  the  top  hung  type  are  limited  in 
width  to  40"  and  in  height  to  25".  Ventilators  of  the 
projected-in  or  bottom  hung  to  open  in  type  are  limited 
in  width  to  40"  and  in  height  to  15".  Fire  windows 
shall  be  glazed  with  l/\"  wire  glass  held  in  place  by 
wire  glazing  clips,  or  with  glazing  angles  or  beads  and 
glass  is  to  be  limited  to  200  square  inches  in  exposed 
area  measured  from  toe  to  toe  of  glass  rebate.  Locking 
hardware  for  the  side  hung  ventilators  to  be  of  the 
cam  handle  type.  Locking  hardware  for  top  hung 
ventilators  to  be  of  the  peg  and  stay  type.  Locking 
hardware  for  projected-in  or  bottom  hung  to  open  in 
ventilators  to  be  cam  handle  or  spring  catch  type.  All 
hardware  to  be  either  bronze  or  iron  on  fire  windows. 
Windows  may  be  installed,  by  being  built  into  the 
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masonry  or  may  be  installed  into  prepared  openings 
held  in  place  by  standard  type  fins,  anchors,  clips,  bolts 
and  screws.  When  required,  fire  windows  shall  have 
ventilator  units  equipped  with  approved  automatic  fire 
closing  device  with  fusible  link. 

DETAILS  OF  FENESTRA  FENWROUGHT 
CASEMENT  WINDOWS 

Fenestra  Fenwrought  Casements  are  made  from  vari¬ 
ous  shaped  and  sized  solid  rolled  steel  sections.  These 
sections  are  made  of  low  carbon,  hot  rolled,  new  billet 
steel.  Each  section  is  specially  designed  to  provide 
maximum  strength  with  a  minimum  amount  of  material. 
The  sections  are  used  to  divide  the  window  up  into  the 
frame  (fixed  portion),  the  ventilator  (swing  portion) 
and  the  small  panes  for  glass.  The  frame  consists  of 
a  “Z”  shaped  section  which  is  used  at  head,  sill  and 
jambs  forming  a  frame.  This  frame  serves  as  a  means 
of  “tying”  the  window  to  the  wall  construction,  hold¬ 
ing  the  glass  in  that  portion  of  the  window  which  does 
not  open,  and  as  a  contact  for  the  ventilator  leaf.  The 
end  of  the  bars  forming  this  frame  are  mitred  and  are 
joined  together  at  the  corners  by  a  process  known  as 
electric  butt  welding.  After  a  flash  trimming  opera¬ 
tion  the  corners  are  cold  forged  in  giant  forging  press 
built  for  our  particular  requirements.  A  rolled  section 
called  a  transom  bar  is  used  when  there  are  fixed  glass 
panes  between  the  top  of  the  ventilator  leaf  and  the  top 
of  the  frame.  This  section  is  specially  designed  to 
provide  a  contact  for  the  .ventilator  leaf,  hold  the  fixed 
panes  of  glass  above,  and  serve  as  a  drip  cap  over  the 
ventilator  leaf  below.  The  pivot  ends  on  this  bar  are 
inserted  through  slots  in  the  jamb  frame  bars  and  are 
peened  down  forming  a  tight  mortise  and  tennon  joint. 


FIG.  1 


Rolled  sections  called  horizontal  intermediate  frame  bars 
are  used  when  there  are  fixed  glass  panes  between  the 
sill  of  a  ventilator  and  the  bottom  of  the  frame,  or  when 
a  projected  or  hinged  ventilator  occurs  between  the  sill 
of  a  side  hung  ventilator  and  the  bottom  of  the  frame. 
These  sections  are  specially  designed  to  provide  a  con¬ 
tact  for  the  ventilator  leaf,  hold  the  fixed  pane  of  glass 
below,  and  serve  for  attaching  locking  hardware.  The 
ends  of  these  bars  are  pivot  riveted  to  the  frame  mem¬ 
bers  at  the  jambs  of  the  ventilators.  Special  rolled  “T” 
sections  called  meeting  rails  are  used  vertically  to  serve 
as  a  contact  bar  between  two  ventilators  which  are 
adjacent  to  each  other  in  the  same  frame,  as  a  dividing- 
bar  between  the  ventilator  and  the  fixed  glass  pane, 
and  serve  for  attaching  locking  hardware.  This  section 
is  pivot  riveted  to  the  frame  bars.  A  rolled  section  is 
used  as  a  contact  or  weathering  bar  at  the  jamb  of  pro¬ 
jected  or  hinged  ventilator  bar.  The  ends  of  this  bar 
are  coped  to  fit  the  contour  of  the  horizontal  frame  bars 
and  is  attached  to  the  vertical  frame  bars  by  rivets  or 
spot  welds.  The  ventilator  consists  of  a  “Z”  shaped 
section  which  is  used  at  head,  sill  and  jambs  forming  a 
frame.  The  ends  of  the  bars  are  mitred  with  corners 
butt  welded  and  cold  forged  in  the  same  manner  as  the 
outside  frame  bars  mentioned  above.  Small  glass  panes 
are  provided  by  adding  “T”  shaped  muntins.  The  ends 
of  the  bars  are  pivot  riveted  to  the  frame  or  ventilator 
bars  and  the  intersections  are  mechanically  interlocked. 
Side  hung  to  open  out  ventilators  are  hung  on  two 
heavy  extension  hinges.  Hinge  leaves  are  made  from 
solid  rolled  steel  and  are  riveted  or  welded  to  frame  and 
ventilator.  Both  leaves  are  bronze  bushed  and  the 
hinge  pin  is  peened  over  for  the  free  type  hinge.  The 
friction  type  hinge  is  attached  in  the  same  manner  but 
the  hinge  pin  is  a  bolt  equipped  with  special  friction 
washers,  and  a  nut.  Friction  in  the  hinge  is  adjusted 
by  turning  the  nut.  Projected  in  ventilators  are  hung 
on  two  steel  side  arms  riveted  in  place  and  on  two  slid¬ 
ing  pivots  or  shoes  which  slide  in  the  channel  formed  by 
the  jamb  frame  member  and  the  weathering  bar.  Bot¬ 
tom  hinged  open  in  ventilators  are  hung  on  two  steel  or 
brass  knuckle  type  hinges  welded  or  riveted  in  place 
and  on  two  steel  side  arms  one  end  of  which  is  pivoted 
to  the  ventilator.  The  other  end  is  a  sliding  pivot  en¬ 
gaged  in  a  guide  attached  to  the  frame.  Top  hung  to 
open  out  ventilators  are  hung  on  two  steel  or  brass 
knuckle  type  hinges  riveted  or  welded  to  the  frame  and 
ventilator.  Each  side  hung  ventilator  is  equipped  with 
locking  handles,  each  projected-in  or  bottom  hung  open- 
in  ventilator  is  equipped  with  locking  handles  or  spring 
catch  and  each  top  hung  ventilator  is  equipped  with  a 
stay  bar. 

The  applicant  proposes  to  paint  each  opening  protec¬ 
tive  assembly  with  a  prime  coat  of  approved  steel  pro¬ 
tection  paint  or  by  bonderizing  after  which  the  metal 
surface  is  protected  by  a  prime  coat  of  approved  metal 
protection  paint  which  is  oven  baked. 

FIRE  TEST  OF  SOLID  SECTION 
FIRE  WINDOWS  CASEMENT  TYPE 

A  fire  test  to  meet  the  fire  resistive  requirements  of 
C26-610.0  was  made  at  the  Underwriters’  Laboratories, 
Retardant  No.  2125  dated  July  6,  1928.  The  applicant 
states  that  there  has  been  no  substantial  change  in 
design,  dimensions,  or  material  comprising  the  units. 

The  windows  are  primarily  designed  for  installation 
in  openings  previously  prepared  although  they  may  be 
built  into  the  masonry  as  the  wall  is  erected. 

DESCRIPTION 
General  Character  and  Use : 

Casement  Windozvs: 

These  windows  are  primarily  designed  for  use  in 
residential  buildings  and  consist  of  a  single  or  a  pair 
of  casement  sashes,  hinged  to  the  vertical  side  members 
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or  may  consist  of  one  or  two  casement  sashes  installed 
between  a  row  of  fixed  side  lights.  The  windows  may 
used  in  connection  with  either  fixed  or  top  hinged  tran¬ 
soms  swinging  out. 

Glass  is  held  in  place  by  either  coppered  steel  wire 
glazing  clips,  (16  Birmingham  gauge)  or  by  vertical 
glazing  beads  at  the  sides  and  wire  glazing  clips  at  the 
top  and  bottom.  Where  wire  glazing  clips  are  used, 
they  are  of  a  special  design  located  not  more  than  2)4  in. 
from  each  corner  of  the  glass  and  not  more  than  9  in. 
apart.  Vertical  glazing  beads  are  of  a  special  design 
as  shown  by  drawings,  7-16  in.  by  )4  in.  with  jHs-in.  leg 
bearing  against  the  glass.  Beads  are  held  .in  place  by 
the  use  of  No.  8-32  steel  or  brass  machine  screws, 
threaded  into  the  outside  frame  members  and  bolted 
through  muntin  bars.  Vertical  glazing  angles,  1-16  in. 
by  y  in.  may  be  used  in  place  of  vertical  beads  when 
desired,  in  which  case  wire  clips  shall  be  used  at  the 
top  and  bottom,  the  same  as  with  the  vertical  beads. 
Locking  hardware  for  ventilators  is  of  the  cam  handle 
type  and  may  be  either  of  iron  or  bronze.  Window 
units  may  be  built  into  the  masonry  of  a  wall  or  they 
may  be  installed  in  openings  previously  prepared,  in 
which  case  they  are  held  in  place  by  the  use  of  1  by 
%-in.  pressed  metal  angle  clips  attached  to  the  masonry 
construction  by  the  use  of  wood  screws  and  stop  plugs, 
the  material  of  which  is  similar  to  the  covering  of  slow 
burning  rubber-covered  wire,  expansion  bolts  or  driving- 
wedges,  the  latter  being  used  primarily  where  the 
masonry  surrounding  the  opening  has  joints  into  which 
the  attachment  pieces  may  be  driven.  For  windows 
installed  in  openings  having  steel  lintels  at  the  head, 
the  windows  may  be  anchored  to  the  lintel  by  the  use 
of  1  by  y&-in.  angle  clips  or  by  1  by  Yt 5-in.  flat  clips 
located  not  more  than  18  in.  center  to  center  and  se¬ 
cured  to  the  lintel  by  machine  screws. 

The  casement  window  subjected  to  the  fire  test  was 
4  ft.  \y2  in.  wide  and  6  ft.  \l/2  in.  high  and  consisted 
of  two  casement  sash  meeting  in  the  middle,  bordered  on 
each  side  by  fixed  lights  and  surmounted  by  a  tran¬ 
som  consisting  of  six  fixed  lights  and  a  top  hinged 
ventilator  swinging  out.  All  lights  were  held  in  place 
by  wire  clips  and  none  of  the  lights  exceeded  200  sq. 
in.  in  area. 

This  test  assembly  was  subjected  to  the  Standard 
Fire  Test,  Group  5,  Fire  Tests  through  Group  9,  Hose 
Stream  Tests  of  Article  11,  Fire  Resistive  Construc¬ 
tion  to  meet  the  requirements  of  Group  18,  Fire  Tests 
of  Opening  Protective  Assemblies  of  the  aforesaid 
article  to  meet  the  requirements  for  a  fire  resistive 
rating  of  )4  of  an  hour.  This  test  was  conducted  at 
the  Laboratories  of  the  Underwriters.  Report  Retardant 
2125  dated  July  6,  1928  was  filed  with  the  application. 
The  details  of  tests  were  in  accordance  with  standard 
procedure  for  fire  testing  as  follows : 

LOG  OF  TEST 

0-  5  Min.  U.  S.  Temp.  275°.  Glass  cracking  im¬ 
mediately  after  the  fire  started.  Putty  burn¬ 
ing  on  the  fire  side  as  seen  through  the  glass 
at  about  5  min.,  sash  bulging  toward  the 
fire  in  a  smooth  curve. 

F.  S.  Temp.  950°.  Fire  luminous  and  some¬ 
what  unevenly  distributed.  Both  sashes 
bowing  toward  the  fire  in  a  smooth  curve. 
Rails  and  stiles  comparatively  straight. 

5-10  Min.  U.  S.  Temp.  405°.  Some  smoke  from  putty 
on  the  unexposed  side  in  about  6  min. 
Bulging  of  the  sash  members  very  moderate. 
Window  can  be  faced  from  a  distance  of 
about  10  ft. 

F.  S.  Temp.  1200°.  Fire  still  unevenly  dis¬ 
tributed  and  temperature  apparently  some¬ 
what  low.  All  joints  between  members  re¬ 
main  intact. 


10-15  Min.  U.  S.  Temp.  460°.  Not  much  change.  Still 
smoking  slightly  but  no  flame  from  putty 
on  the  unexposed  side.  Windows  can  be 
faced  from  a  distance  of  12  ft.  Stiles  and 
rails  exceptionally  straight  but  a  kink  in 
the  frame  of  the  casement  window  at  the 
transom  bar.  Office  type  bulging  in  a 
smooth  curve. 


F.  S.  Temp.  1165°.  Fire  luminous  but  poorly 
distributed.  Temperature  evidently  low. 
Putty  has  practically  ceased  burning.  Bulg¬ 
ing  of  sashes  slightly  increasing  but  not  ex¬ 
cessive.  Rails  remarkably  straight. 

15-20  Min.  U.  S.  Temp.  600°.  No  decided  change.  Glass 
does  not  appear  to  be  softening.  Scarcely 
any  smoke  from  paint  or  putty.  No  flame 
on  unexposed  side.  Rails  of  both  windows 
straight  and  only  slight  curve  in  stiles. 

F.  S.  Temp.  1360°.  Fire  luminous  and  dis¬ 
tribution  better.  Very  slight  change.  No 
peceptible  increase  or  bulging.  Fastenings 
between  members  appear  to  be  intact. 

20-25  Min.  U.  S.  Temp.  650°.  Window  can  be  faced 
from  a  distance  of  12  ft.  Bulging  of  sash 
increasing  very  slowly.  No  flame  through 
the  sample  at  any  point.  No  smoke. 

F.  S.  Temp.  1485°.  Fire  more  evenly  dis¬ 
tributed  and  increasing  in  severity. 

25-30  Min.  U.  S.  Temp.  685°.  Window  can  be  faced 
from  a  distance  of  12  ft.  No  apparent  weak¬ 
ening  of  joints.  No  flame  through  the  sample 
at  any  place. 

F.  S.  Temp.  1520°.  '  Fire  well  distributed. 
Bulging  about  the  same.  Window  mem¬ 
bers  exceptionally  straight.  No  indication  of 
weakening  at  fastenings  between  members. 
30-35  U.  S.  Temp.  715°.  Very  little  change.  No  flame 
through  the  window  at  any  point  and  no 
smoke.  Window  can  be  faced  from  a  dis¬ 
tance  of  15  ft.  Bulging  moderate. 

F.  S.  Temp.  1525°.  No  change.  Fire  lum¬ 
inous  and  well  distributed. 

35-40  Min.  U.  S.  Temp.  770°.  No  decided  change. 

F.  S.  Temp.  1590°.  No  decided  change. 
40-45  Min.  U.  S.  Temp.  850°.  Glass  appears  to  be 
moderately  hard.  Inner  cotton  strip  prac¬ 
tically  black.  Inner  burlap  strip  burned 
away.  Other  strips  apparently  intact 
though  smoking.  Maximum  bulging  \y2  in. 
No  flame  through  sample  at  any  point  and 
no  smoke.  Fastening  between  members  ap¬ 
pear  to  be  intact. 

F.  S.  Temp.  1700°.  Office  type  window 
bulging  in  smooth  curve.  Casement  type 
window  bowing  out  to  transom  bar  from 
which  point  there  is  a  sharp  change  in  direc¬ 
tion.  Muntins  comparatively  straight.  Fire 
luminous  and  well  distributed. 

At  45  min.  the  sample  was  withdrawn  from  the  fire 
and  subjected  to  the  Hose  Stream  Test. 


OBSERVATION 

Distortion — The  windows  began  to  bulge  toward  the 
fire  as  soon  as  the  heat  was  applied,  but  this  bulging 
was  moderate  and  in  the  case  of  the  casement  type 
window  there  was  a  pronounced  change  in  direction 
of  the  vertical  members  at  the  transom  bar,  but  in 
general  the  bulging  and  distortion  were  moderate. 

Smoke  and  Flame  Passage — At  no  time  during  the 
test  was  there  any  passage  of  flame  through  or  around 
the  samples.  Putty  on  the  fire  side  was  burning  dur¬ 
ing  the  first  5  min.  of  the  test  and  there  was  some  smoke 
from  the  putty  on  the  chamber  side,  first  noted  at  about 
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5  min.  The  amount  of  smoke  on  the  unexposed  side  in¬ 
creased  for  the  first  10  min.  and  remained  unchanged 
from  10  to  20  min.,  after  which  it  decreased.  At  no 
time  was  the  smoke  so  dense  as  to  necessitate  the  open¬ 
ing  of  the  ventilators  in  skylights  of  the  test  room. 

Effect  of  Hose  Stream — The  application  of  the  hose 
stream  to  the  casement  window  did  not  force  any 
lights  from  position.  It  did,  however,  cause  the  hinge 
pins  at  the  upper  corners  of  the  casement  sash  to  break, 
permitting  a  separation  of  the  sash  at  the  upper  corners. 
The  impact  and  pressure  of  the  stream  did  not  render 
the  specimen  insecure  in  the  wall  although  much  cement 
was  washed  out  of  the  joints  in  the  masonry. 

RECOMMENDATION 

On  the  basis  of  foregoing  data  and  fire  tests,  the 
Committee  on  Tests  recommends  the  approval  of  the 
Detroit  Steel  Products  Company  windows  under  C26- 
191.0, a  for  uses  as  follows: 

Solid  Section  Fire  Windows — Casement  Type  known 
as  Fenestra  Fenwrought  Casements  in  view  of  having 
met  the  fire  tests  of  opening  protective  assemblies  pro¬ 
vided  in  C26-610.0  for  use  as  an  approved  J4  °f  an 
hour  opening  protective  assembly  under  Sub  Article 
7,  Protection  of  Exterior  Openings,  Sub  Article  8, 
Protection  of  Wall  and  Partition  Openings  of  Group 
18,  fire  test. of  opening  protective  assemblies  of  Article 
11,  fire  resistive  construction,  C26-566.0  wall  openings 
and  similar  approval  is  recommended  for  use  as  an 
opening  protective  assembly  having  a  fire  resistive  rat¬ 
ing  of  24  an  hour  for  use  under  Sections  262,  264 
and  Section  270  of  the  Labor  Law,  when  constructed 
and  installed  as  required  therein,  and  Section  4,  Para¬ 
graph  10  of  the  Multiple  Dwelling  Law,  when  con¬ 
structed  as  described  herein,  in  single  units  for  open¬ 
ings  not  exceeding  6'  6"  in  height  or  width  with  glass 
lights  not  exceeding  200  square  inches  with  standard 
bare  steel  224"  x  134"  “T”  bar  mullions  with  individual 
units  between  mullions  limited  to  3'  6"  in  width.  (See 
Underwriters’  File  No.  R12125  Vol.  1,  Page  18,  Re¬ 
vised  May  6,  1933.)  Based  on  subsequent  industry  tests 
on  mullions  the  Underwriters’  Laboratories  approved 
alternate  mullion  details  as  identified  on  page  16-a 
RET  2125  consisting  of  pressed  124"  channel  or  124"  x 
124"  “T”  bar.  All  ventilators  shall  be  equipped  with 
approved  automatic  fire  closing  devices  and  fusible  link. 
All  opening  protective  assemblies  required  to  have  a 
fire  resistive  rating  shall  be  inspected  in  accordance  with 
the  Board’s  Rules  on  the  Inspection  of  Opening  Pro¬ 
tective  Assemblies. 

Approval  is  also  recommended  of  Solid  Section  Fire 
Windows — Casement  Type  known  as  Fenestra  Fen¬ 
wrought  Casements  for  uses  under  C26-239.0  through 
C26-245.0  where  no  fire  resistive  rating  is  required  and 
the  automatic  self-closing  devices  may  be  optional  and 
test  limitations  as  to  glass,  area,  widths  and  heights  and 
mullion  design  need  not  be  adhered  to. 

It  is  further  recommended  that  the  opening  protec¬ 
tive  assemblies  required  to  have  a  fire  resistive  rating 
shall  be  labeled  in  accordance  with  the  requirements  of 
the  Board’s  Rules  for  the  Inspection  of  Opening  Protec¬ 
time  Assemblies  and  that  all  other  opening  protective  as¬ 
semblies  not  required  to  have  a  fire  resistive  rating  shall 
be  tagged  or  labeled  reading  as  follows :  “Approved 
for  use  in  New  York  City  by  the  Board  of  Standards 
and  Appeals  under  Cal.  No.  121-45  SM,”  or  in  lieu 
thereof,  each  bill  of  lading,  bill  of  material,  proposal  and 
invoice  shall  be  similarly  stamped. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

C  0  mm  ission  er, 

LESLIE  V.  HUBER. 

Chief  Engineer, 

Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  Solid  Section  Fire  Windows,  Case¬ 
ment  Type,  known  as  Fenestra  Fenwrought  Casements,  in 
accordance  with  the  above  report. 


463-45-SM 

APPLICANT— Great  Lakes  Steel  Corp.,  (Stran-Steel  Divi¬ 
sion),  owner. 

SUBJECT — Stran  Steel  Joists,  approval  of. 
APPEARANCES— 

For  Applicant:  J.  F.  Hirshfeld  and  E.  D.  Pieri. 

ACT  ION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (463-45-SM) 

Whereas,  Great  Lakes  Steel  Corp.,  (Stran-Steel  Divi¬ 
sion),  owner,  filed  on  July  10,  1945,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  appliance  known  as  Stran-Steel  Joists;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  463-45-SM 


January  30,  1945 


Subject:  Stran  Steel  Joists 

_  The  Stran  Steel  Division  of  the  Great  Lakes  Steel 
Corporation,  Detroit,  Michigan,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  under  the  require¬ 
ments  of  C26-1 78.0b  for  the  approval  of  their  steel  joists 
for  use  under  C26-518.0  c2,  3,  as  limited  by  C26-519.0 
in  classes  of  construction  as  provided  under  C26-240.0 
Figs.  3,  4,  C26-241.0  Figs.  1,  3,  C26-242.0  Figs.  1,  2, 
(326-243.0  Fig.  1,  and  as  a  substitute  for  the  wood  fram¬ 
ing  members  in  C26-244.0  Fig.  2  Administrative  Build¬ 
ing  Code. 


DETAILS  OF  MANUFACTURE 

The  strip  steel  from  which  all  Stran-Steel  joists  are 
formed  is  produced  on  a  continuous  strip  steel  mill 
mechanically  equipped  to  govern  both  the  width  and 
gauge  of  the  material,  thus  insuring  uniformity  of  the 
initial  product.  The  steel  from  which  Stran  Steel  joists 
are  now  made  is  a  copper  bearing  steel,  having  a  mini¬ 
mum  yield  point  of  40,000  lbs.  per  sq.  in.  and  a  mini¬ 
mum  ultimate  tensile  strength  of  60,000  lbs.  per  sq.  in. 
Because  of  its  high  yield  point  and  high  ultimate  ten¬ 
sile  strength,  it  is  not  classified  under  any  existing 
ASTM  grade.  Plus  or  minus  tolerances  in  gauge  cor¬ 
respond  in  all  cases  to  industry  standards,  and  vary 
with  the  gauge  of  the  material. 

For  reference  purposes,  the  following  table  of  toler¬ 
ances  is  herewith  submitted : 


Nominal 

Decimal  Thickness 

Tolerance  ( Inches ) 

Gauge  No. 

( Inches ) 

( Plus  or  Minus ) 

16 

.0625" 

.006" 

14 

.0781" 

.006" 

12 

.1094" 

.007" 

The  three  pieces  of  steel  required  to  manufacture  a 
Stran  Steel  joist  are  delivered  to  the  rolling  line  in 
the  form  of  coils,  and  placed  in  coil  cradles.  The  steel 
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is  then  passed  through  a  decoiler ;  then  through  a  series 
of  straightening  rolls  whose  function  is  to  remove  all 
imperfections  in  the  surface  finish.  To  insure  maximum 
welding  efficiency,  the  scale  is  then  mechanically  removed 
from  the  steel.  The  material  is  then  sheared  to  pre¬ 
determined  length  on  a  gauging  table  equipped  to  per¬ 
form  this  operation  mechanically.  The  three  sections 
are  now  passed  through  a  series  of  rolls,  and  shaped 
to  correct  profile.  After  the  forming  operation,  emboss¬ 
ments  for  projection  welding  are  stamped  into  the  chan¬ 
nel  section  of  the  joist  at  six  inch  centers,  thus  locating 
mechanically  all  points  for  the  application  of  resistance 
welds.  After  passing  through  the  embossing  unit,  the 
three  pieces  required  to  make  one  joist  are  assembled 
in  correct  relationship  and  are  resistance  welded  to¬ 
gether.  Each  angle  section  is  welded  to  the  channel  sec¬ 
tion  at  six  inch  centers.  Welds  are  then  tested  for 
strength;  if  strength  is  satisfactory,  joist  is  passed 
through  for  subsequent  operations.  If  any  welds  are 
found  to  be  defective,  the  joist  is  set  aside  for  later 
correction  of  all  defective  welds.  All  web  and  flange 
punching  is  performed  in  this  operation  in  a  power  press 
after  which  the  joists  pass  through  a  paint  dip  tank 
to  receive  one  coat  of  shop  painting.  From  there  they 
are  mechanically  conveyed  to  a  drying  oven. 

The  paint  used  is  Stran  Steel  Paint  Specification 
3A5.B11  as  follows: 

Pigment  to  fixed  vehicle  ratio  is  between  255  and  290 
to  100  by  weight. 

Total  Solids  are  a  minimum  of  68.5%  by  weight. 

J  olatilc  shall  consist  of  any  suitable  solvent  or  solvents. 
Resin-  is  of  an  alkyd  type  consisting  only  of: 

Polyhydroxyl  alcohol  .  15-21% 

Phthalic  Anhydride  .  30-32% 

Drying  Oil  Acids  .  45-55% 

The  resin  shall  not  exceed  0.5%  unsaponifiable  matter 
by  weight. 

Pigments :  The  pigmentation  are  as  follows : 

Red  Iron  Oxide  (Fe203  by  analysis)  . . .  43.5%  min. 

Basic  Lead  Chromate . 27.0%  min. 

Inert  Material  (including  that  from  Iron 

Oxide)  .  29.5%  max. 

Red  Iron  Oxide  pigment  shall  consist  of  80-85%  ferric 
oxide  and  15-20%  silica. 


Basic  Lead  Chromate  is  pure  and  unextended. 

Inert  Material  may  be  silica,  asbestine,  or  other  sillice- 
ous  pigment  necessary  to  acquire  the  specified  properties 
of  the  finished  product. 

Maximum  calcium  content  1.0%  calculated  as  Ca  C03. 
Viscosity. 

Package  viscosity,  as  determined  on  the  Stormer  Vis¬ 
cosimeter  @  24°  C,  shall  be  90  to  110  KU.  Reduced 
viscosity  shall  be  between  13"  and  18"  on  a  # 4  Ford 
cup  at  80°  F.  when  reduced  3  volumes  of  primer  to  2 
volumes  of  mineral  spirits.  The  grind  of  the  finished 
product  shall  be  not  less  than  5  as  determined  on  the 
Precision  Gauge  &  Tool  Co.,  Dayton,  Ohio,  grind  de¬ 
tector. 

TESTS 

Test  Specimens 

The  joist  sections  and  bridging  used  for  the  tests 
were  obtained  from  stock  by  the  Stran  Steel  Division 
of  Great  Lakes  Steel  Corporation.  Three  sizes  of  joist 
were  supplied,  the  depths  being  6  inch,  8  inch,  and  9 
inch,  respectively.  All  joists  were  of  16  gauge  thick¬ 
ness  material. 

Bridging  consisted  of  cold  formed  channel  sections 
made  from  18  gauge  material  with  11/16  inch  deep  web 
and  9/16  inch  side  flanges,  and  of  lengths  conforming 
with  the  depth  and  spacing  of  joists.  One  flange  and 
the  web  were  cut  away  at  opposite  sides  on  each  end, 
for  a  length  of  2y$  inches,  to  provide  for  bending  the 
section  around  the  joist  flange  at  the  designated  joist 
spacing. 

Test  Panels 

Test  panels  for  each  size  of  joist  consisted  of  three 
parallel  joists  spaced  24  inches  apart  with  standard 
bridging  installed  in  accordance  with  the  requirements 
of  C26.5l9.0e.  The  two  outside  joists  are  in  each  case 
referred  to  as  joists  A  and  C  respectively,  and  the  mid¬ 
dle  joist,  to  which  the  load  was  applied,  is  referred  to 
as  joist  B.  The  joists  were  mounted  on  test  frames  con¬ 
sisting  of  a  12  inch  x  31.8  lb.  standard  I-Beam  serving 
as  a  supporting  beam  at  the  ends  of  the  joists.  The 
supporting  beam  was  welded  at  each  end  to  a  vertical 
10  x  10  H-Section  and  was  also  supported  at  its  middle  by 
another  vertical  H-Section.  The  vertical  legs  at  the 


FIG.  2 
314 
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ends  of  the  supporting  beam  were  continued  upward  to 
another  transverse  beam-  above  and-  parallel  to  the  sup¬ 
porting  beam.  These  higher  level  transverse  beams  in 
turn  supported  a  longitudinal  beam  parallel  to  and  above 
joist  B  of  the  test  panel  assembly.  The  purpose  of  this 
arrangement  was  to  permit  a  hydraulic  jack  to  be  in¬ 
serted  at  the  test  points  of  the  span,  between  the  longi¬ 
tudinal  overhead  beam  of  the  testing  frame  and  joist  B 
of  the  test  panel.  The  joists  had  a  5  inch  bearing  on 
the  top  flange  of  the  supporting  beam  and  simply  rested 
on  this  beam  with  no  positive  attachment.  A  standard 
plate  as  used  in  applicant’s  construction  was  attached 
across  the  tops  of  the  joists  at  the  support  to  serve  as 
a  spacer  and  to  furnish  lateral  support  to  the  top  flange 
at  the  support.  This  plate  consists  of  a  16  gauge  channel 
section,  3-13/16  inches  wide  with  1 %  inch  flanges,  and 
was  attached  to  the  top  flanges  by  means  of  two  metal 
screws  at  each  joist.  It  was  free  from  contact  or  at¬ 
tachment  to  the  testing  frame.  Testing  frames  for  the 
8  inch  and  9  inch  joists  differed  from  this  only  in  the 
spacing  of  the  beams  supporting  the  ends  of  the  joists. 

DESCRIPTION  OF  TESTS 
9  INCH,  16  GAUGE  STEEL  JOISTS, 

18  FOOT  SPAN 

For  the  9  inch,  16  gauge  steel  joists,  18  foot  span,  the 
supporting  beams  of  the  test  frame  were  spaced  so  as 
to  provide  a  clear  span  of  18  feet,  or  24  times  the 
depth  of  joist.  The  three  joists  comprising  the  test  panel 
were  spaced  at  24  inches,  center  to  center,  and  the  ap¬ 
plicants  bridging  was  installed  at  the  center  and  quarter 
points  of  the  span.  Simulated  bridging  was  provided 
from  joists  A  and  C  to  the  adjacent  sides  of  the  test 
frame.  By  means  of  a  hydraulic  jack,  a  concentrated 
load  of  800  pounds  was  then  applied  to  joist  B  at  the 
three  transverse  lines  of  bridging  and  at  points  approx¬ 
imately  midway  between  lines  of  bridging.  Deflections 
of  all  joists  at  lines  of  bridging  and  at  the  center  of 
span  of  joist  B  were  measured  in  inches  by  means  of 
dials  located  under  the  bottom  flange  at  the  joist.  The 
deflection  in  inches  of  other  points  was  measured  by 
means  of  a  suveyor’s  level.  Test  results  were  as  follows: 


Distance 

—  TOIST  A  — 

-  JOIST 

B  — 

—  JOIST 

C  — 

Load  to 

Center 

Center 

Center 

Support 

V  of  Ya 

*  Va 

of 

H 

Va 

of 

Va 

(inches) 

Span  Span  Span 

Span 

Span 

Span 

Span 

Span  Span 

27 

.039  .045  .031 

.078 

.138 

.140 

.035 

.044 

.031 

56 

.072  .094  .065 

.143 

.247 

.214 

.065 

.085 

.058 

81 

.093  .127  .084 

.195 

.325 

.253 

.087 

.114 

.074 

111 

.103  .139  .089 

.231 

.353 

.234 

.097 

.125 

.077 

135 

.120  .134  .084 

.243 

.327 

.203 

.090 

.110  .067 

161 

.102  .106  .065 

..208 

.243 

.146 

.069  .092 

.048 

189 

.053  .057  .036 

.130 

.140 

.081 

.047 

.053 

.029 

8  INCH,  16  GUAGE  STEEL  JOISTS, 

16  FOOT  SPAN 

For  the  8  inch,  16  gauge  steel  joists,  16  foot  span, 
the  supporting  beams  of  the  testing  frame  were  spaced 
to  provide  a  clear  span  of  16  feet,  or  24  times  the  depth 
of  the  joist.  Except  for  this  difference  in  span,  the  ar¬ 
rangement  _  and  procedure  was  identical  with  that  used 
for  the  9  inch  joists.  Test  results  were  as  follows: 


Distance  —JOIST  A—  — JOIST  B  — 
Load  to  Center  Center 

Support  !4  of  ^  of  $4 

(inches)  Span  Span  Span  Span  Span  Span 


24 

.037 

.049 

.037 

.101 

.155 

.150 

49.5 

.069 

.088 

.063 

.184 

.276 

.244 

72 

.090 

.112 

.081 

.247 

.358 

.276 

98 

.097 

.116 

.082 

.280 

.381 

.256 

123 

.092 

.110 

.076 

.287 

.348 

.219 

145 

.080 

.092 

.063 

.248 

.266 

.163 

168 

.048 

.054 

.037 

.163 

.164 

.095 

—  JOIST  C  — 
Center 

Va  of 

Span  Span  Span 


.042  .056  .046 
.071  .092  .080 
.087  .113  .089 
.096  .120  .099 
.090  .110  .082 
.071  .087  .062 
.043  .051  .033 
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6  INCH,  16  GAUGE  STEEL  JOISTS, 

12  FOOT  SPAN 

In  the  case  of  the  6  inch,  16  gauge  steel  joists,  the 
supporting  beams  of  the  testing  frames  were  spaced  to 
provide  a  clear  span  of  12  feet,  or  24  times  the  depth 
of  joist.  The  bridging  was  arranged  in  two  lines  lo¬ 
cated  at  approximately  the  third  points  of  the  span,  and 
simulated  bridging  was  provided  at  these  points  between 
joists  A  and  C  and  the  adjacent  side  channels  of  the 
testing  frame.  By  means  of  a  hydraulic  jack,  a  con¬ 
centrated  load  of  800  pounds  was  applied  to  joist  B  at 
the  third  points  of  the  span,  corresponding  to  the  loca¬ 
tion  of  bridging,  and  at  the  center  of  the  span.  Deflec¬ 
tions  of  all  joists  were  measured  by  means  of  dials 
located  at  lines  of  bridging  and  at  the  center  of  joist  B. 
Test  results  were  as  follows : 


Distance 
Load  to 
Support 
(inches) 

—  JOIST  A  — 
Center 

'A  of  y3 

Span  Span  Span 

—  JOIST  B  — 
Center 

Vi  of  2A 
Span  Span  Span 

—  JOIST  C  — 
Center 

A  of  A 

Span  Span  Span 

48 

.077  .084  .077 

.225  .302  .267 

.058 

.059  .044 

72 

.093  .099  .091 

.275  .345  .264 

.068 

.082  .046 

96 

.094  .087  .077 

.259  .270  .192 

.113 

.076  .043 

BRIDGING  TEST 

•  A  test  as  required  under  C26-519.0,e  of  the  Adminis¬ 
trative  Building  Code  to  determine  the  capability  of  the 
bridging  to  transfer  load  to  adjacent  joists  was  con¬ 
ducted  on  the  panel  of  9  inch  beams  in  the  following 

PEfLECfioiU  Foe.  C>  Joists. 


manner.  All  lines  of  bridging  were  removed  and  joist 
B  was  moved  lengthwise  until  one  end  was  clear  of 
the  supporting  beam  of  the  test  frame.  New  bridging 
was  then  installed  at  this  point  between  joist  B  and  the 
side  joists  A  and  C,  in  such  a  manner  that  joist  B  was 
supported  only  by  this  bridging  at  one  end  and  by  the 
supporting  beam  of  the  testing  frame  at  the  other.  There 
were  no  other  attachments  of  any  kind  to  joist  B.  By 
means  of  a  hydraulic  jack,  a  concentrated  load  of  500 
pounds  was  applied  to  joist  B  directly  on  the  line  of 
bridging  which  supported  one  end  of  the  joist.  After 
observing  the  behavior  of  bridging  under  such  loading, 
the  load  was  increased  until  failure  of  the  bridging  oc¬ 
curred. 

The  hydraulic  jack  used  in  applying  concentrated 
loading  to  the  joists  was  calibrated  immediately  preced¬ 
ing  the  test.  A  copy  of  his  certification  of  the  calibration 
has  been  filed  by  the  applicant. 

Evaluation  of  Test  Results 

The  physical  properties  of  the  joists  tested  are  as  fol¬ 
lows  : 

6"  x  16  Ga.  joist;  I  =  3.928  S  =  1.309 

8"  x  16  Ga.  joist ;  I  =  8.219  S  =  2.055 

9"  x  16  Ga.  joist;  I  =  10.992  S  =  2.443 

(Joists  spaced  24  in.  centers) 

6"  x  16  Ga.  joist  12  ft.  span  w  =  47  lbs./sq.  ft. 

8"  x  16  Ga.  joist  16  ft.  span  w  =  -41  lbs./sq.  ft. 

9"  x  16  Ga.  joist  18  ft.  span  w  =  35  lbs./sq.  ft. 

In  the  case  of  standard  Stran  Steel  floor  construction, 

consisting  of  a  concrete  sub  floor  placed  on  a  corru- 

ptfkccTiow  Cjuves  F«e  8*  Joists. 


T4ECRETIC*!-  " 


FIG.  6 


317 


MINUTES 


gated  steel1  deck,  the  top  flanges  of  the  joists  are  sup¬ 
ported  at  intervals  corresponding  to  the  spacing  of  nails 
which  attach  the  corrugated  sheets  to  the  joists.  Since 
this  spacing  in  no  case  exceeds  8  inches,  the  L/b  ratio 
is  never  greater  than  4  and  no  reduction  in  compressive 
flange  stress  is  necessary.  Based  on  an  allowable  unit 
stress  of  18,000  p.s.i.  and  this  type  of  floor  construction 
placed  on  the  joists  of  the  test  panel  (joists  spaced  at 
24  inch  centers)  the  safe  concentrated  loads  at  the 
centers  of  the  spans  would  have  been  as  follows : 

6"  x  16  Ga.  joist  12  ft.  span  P  =  655 

8"  x  16  Ga.  joist  16  ft.  span  P  =•  753 

9"  x  16  Ga.  joist  18  ft.  span  P  =  815 

The  safe  distributed  load  on  such  a  floor  would  be 
computed  in  a  similar  manner  as  follows  : 

6"  x  16  Ga.  joist  12  ft.  span  w  =  55* 

8"  x  16  Ga.  joist  16  ft.  span  w  =  47* 

9"  x  16  Ga.  joist  18  ft.  span  w  =  45* 


*  These  values  should  be  checked  for  1/360  of  span  de¬ 
flections.  In  this  case  corresponding  values  within  such 
deflection  would  be  50,  44  and  41  pounds  per  square  foot. 

When  used  without  the  added  lateral  stiffening  effect 
resulting  from  the  use  of  corrugated  sheets  nailed  to 
the  top  flanges  of  the  steel  joists  8"  OC  and  when 
based  upon  steel  having  a  yield  point  of  37,000  p.s.i., 
the  allowable  unit  stress  on  the  tension  flange  is  20,000* 


p.s.i.,  according  to  the  proposed  American  Iron  and 
Steel  Institute  Specification  for  the  Design  of  Light 
Gage  Steel  Members.  (September,  1945).  The  ratio 
of  the  outstanding  flange  width  to  flange  thickness  is 
14,25,  hence_  the  allowed  unit  stress  on  the  compression 
flange,  as  given  by  these  specifications,  would  be  limited 
to  18,500  p.s.i.,  where  the  flange  is  fully  supported,  and 
to  a  value  given  by  the  formula : 


f  = 


1  + 


24615 

(L/r)2 

11700 


L  —  distance  between  lateral  flange  supports 
r  =  radius  of  gyration  of  compression  flange 

In  each  of  the  beams  tested,  r  =  0.576  inches,  and 
the  compression  flange  is  supported  laterally  by  bridging 
at  the  third  points  in  the  case  of  the  6  inch  joints,  and 
at  the  quarter  points  for  the  others.  In  accordance 
with  this  specification,  the  allowable  working  stress  in 
the  compression  flange  would  be  15,500  p.s.i.  in  the  case 
of  the  6  and  8  inch  joists;  and  14,000  p.s.i.  for  the  9 
inch  joist.  Based  upon  the  limitations  of  the  proposed 
A.I.S.I.  Specification,  which  governs  the  use  of  these 
joists,  the  safe  working  concentrated  load  at  the  mid¬ 
point  of  the  span  would  in  each  case  be  as  follows : 


Value  used  by  Prof.  S.  H.  Cissel  in  analyzing  test 
results. 


FIG.  7 


6"  x  16  Ga.  joist— 12  ft.  span— P  =  560  lbs. 

8"  x  16  Ga.  joist — 16  ft.  span — P  =  660  lbs. 

9"  x  16  Ga.  joist— 18  ft.  span— P  =  630  lbs. 

The  800  pound  concentrated  load,  which  was  adopted 

in  compliance  with  the  requirements  of  the  Administra¬ 
tive  Building  Code  Sec.  C26-519.0e,  is  therefore  20  to 
40  per  cent  greater  than  the  working  load  of  similar 
character  which  would  be  permitted  on  these  joists. 

Under  the  test  load  the  joists  show’ed  no  signs  of 
distress  and  remained  in  true  alignment  throughout. 
The  top  flange  showed  na  tendency  to  deflect  laterally 
and  it  was  obvious  that  the  test  load  was  considerably 
less  than  that  which  would  produce  failure. 

,  The  maximum  deflection  of  the  loaded  joist  occurred 
in  each  case  when  the  load  was  placed  at  the  center  of 
the  span.  The  maximum  deflection  in  each  case  was  as 
follows : 

6"  joist,  Deflection  =  0.345  =  L/417 
8"  joist,  Deflection  =  0.381  =  L/502 
9"  joist,  Deflection  =  0.353  =  L/610 

These  deflections  are  81%,  78%,  and  68%,  respectively, 
of  the  theoretical  deflections  of  unbridged  joists. 

Under  the  test  loading,  the  estimated  transfer  of  load 
from  the  loaded  joist  to  the  adjacent  joists  through  the 
bridging  is  shown  on  Figure  5,  6  and  7.  These  compu¬ 
tations  are  based  on  the  assumption  that  the  difference 
between  the  theoretical  deflection  curve  of  the  loaded 
joist  and  the  observd  deflection  curve  of  this  joist  is 
produced  by  resistances  offered  by  the  several  lines  of 
bridging. 

The  test  of  the  ability  of  bridging  to  transfer  the 
load  to  adjoining  joists  was  made  in  such  a  manner  as 
to  leave  no  doubt  as  to  the  result,  since  the  entire  load 
was  supported  by  this  bridging.  At  an  applied  load  of 
500  pounds,  no  distress  was  noted,  and  the  load  was 
increased  to  a  total  of  740  pounds  before  failure  oc¬ 
curred..  Failure  consisted  in  the  straightening  out  of 
one  bridging  strut,  which  was  placed  in  tension  by  the 
action  «of  the  load,  where  it  was  bent  over  the  flange 
of  the  loaded  joist. 
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j  A  test,  showing  the  chemical  composition  of  the  steel 
j,  used  in  these  joists  made  by  the  Pittsburgh  Testing 
•ij  Laboratory,  dated  11/24/41,  is  as  follows: 

!  Carbon 

Manganese 
Phosphorus 
Sulphur 
j  Copper 

A  test  made  to  evaluate  die  integrity  of  the  welds 
1  used  in  the  fabrication  of  the  applicant’s  joists  was 
made  at  the  Pittsburgh  Testing  Laboratory,  report 
dated  1/11/45  (made  on  stud  sections)  with  details 
and  results  as  follows : 

Object  of  Test: 

The  object  of  this  preliminary  test  was  to  determine 
the  tensile  strength  of  one  spot  welded  portion  of  the 
webs  of  the  two  pieces  of  .steel  making  up  the  2  5/16 
Stran-Steel  stud.  A  further  object  was  to  determine 
if  a  wedge  could  be  forced!  into  the  nailing  groove, 
so  as  to  exert  the  working  force  (perhaps  one-third 
of  the  failure  load)  for  purposes  of  production  inspec¬ 
tion.'  A  further  object  was  to  determine  the  shear 
strength  of  the  welded  spot. 

^Description : 

Two  pieces  of  specially  shaped  channel  are  spot 
nstelded  with  the  webs  adjacent  to  form  the  Stran  Steel 
maiding  groove.  In  order  to  have  a  nailing  groove,  it 
;is  necessary  to  indent  the  concave  element  the  same 
:amount  at  the  weld  spots.  In  the  case  of  the  small 
;studs,  twro  weld  spots  along  tthe  same  line  are  made  at 
18  inch  center  distance.  In  the  large  stud,  the  center 
distance  is  8  inches ;  but  the  two  rows  are  staggered. 
The  area  of  the  welded  srpot  corresponds  to  5/16 
inch  diameter  and  the  groove  widths  vary  from  .059 
to  .100.  The  working  depth  :for  a  wedge  of  1/16  inch 
wide  point  and  20  degree  anjrle  can  be  observed  from 
sketch  on  Sheet  4,  as  about  inch.  The  amount  of 
•.spread  required  to  break  the  weld  when  the  wedge  is 
close  to  the  spot  is  about  .0315  inch.  When  the  wedge 
is  inserted  4  inches  from  a  welded  spot,  the  spread 
required  is  more  than  Tfs  inch.  Using  the  present  wedges, 
the  point  gouged  the  web  before  a  break  was  made. 

Test  Results: 

With  a  .3  inch  diameter  good  weld  spot,  theoretical 
forces  and  test  results  are  asi  follows : 


Calculated 

M easured 

Direction 

Force,  lb. 

Force,  lb. 

Longitudinal  shear  . 

.  3120 

3025 

Transverse  shear  . 

.  2480 

1980 

Transverse  tension  . 

.  4250 

Does  not  break 

WELD  TEST,  2-5/16  x  16  GAUGE  STUD 

wedge  was  forced  into  nailing  groove  to  pull  the 
•  spot  *velded  section  apart : 

Inclined  angle  of  wedge,  degree 
Initial  width  nailing  groove,  in. 

Final  Width  Nailing  Groove,  in.. 

Depth  of  penetration  of  wedge, 

in . 

Load  to  break  one  weld,  lb . 

Location  of  wedge  . - 


*  Did  not  break  weld.  Two  spots  under  stress.  Wedge 
penetrated  to  maximum  depth  permissible  before  goug¬ 
ing  into  curved  web. 

Tests  were  also  made  to  evaluate  the  integrity  of 
nailing  when  driven  between  the  two  sections  compris¬ 
ing  a  Stran  Steel  section  by  tlie  University  of  Detroit, 


10 

20 

20 

.090 

.090 

.090 

.120 

.125 

.122 

.240 

.200 

.280 

500 

700 

1000* 

Two, 

close 

Two, 

close 

Midway 

.16%  t to  .22% 

.30%  tp  .50% 
.013%  Maximum 
.025%  Maximum 
.20%  *o  .30% 


report  dated  4/7/45.  Details  and  results  of  these  tests 
are  as  follows : 

The  nailing  groove  in  6  to  9  inch  joists  consists  of 
two  adjacent  surfaces  of  metal  separated  by  a  space 
into  which  the  nail  is  inserted  by  force.  The  space  is 
fixed  and  maintained  by  fastenings,  generally  8  inches 
apart,  and  in  widths  less  than  the  diameter  of  the  nail 
used.  The  space  takes  a  tortuous  path,  designed  so  as 
to  curve  the  nail  as  it  is  forced  in.  The  dimension  for 
the  width  of  groove  on  detail  drawings  is  given  as 
3/32"  without  tolerance  and  the  nail  recommended  is 
8  penny  (0.134),  2 y2  inches  long.  In  driving  the  nail, 
after  passing  through  the  sheet  to  be  attached,  the 
two  sections  are  separated  a  distance  somewhat  less 
than  the  difference  between  the  original  width  of  groove 
and  the  diameter  of  the  nail.  Furthermore,  the  nail 
gouges  a  groove  in  the  opposite  faces  of  the  nailing 
groove,  and  is  itself  flattened  on  two  sides.  As  the 
nail  is  driven  further,  it  is  bent  to  follow  the  tortuous 
shape  of  the  groove.  In  the  joist,  the  third  bend  is  not 
pronounced.  The  driving  of  the  nail  cuts  and  forces 
its  way  into  place;  but  on  withdrawing  the  nail,  the 
pathway  is  already  made  and  less  force  is  required. 

Twelve  sets  of  tests  were  made  on  the  force  to  pull 
nails  out  of  the  studs  with  various  types  of  fasteners. 


NAIL  HOLDING  STRENGTH  TEST  8"  STRAN 
STEEL  JOIST  NAILING  GROOVE  WIDTH 


Gauge 

of- 

Metal 

Initial 

Width 

Nail 

in 

Place 

• Nail 
Removed 

Nail  Force,  Lb. 

T o  Drive  T o  Pull 

16 

.044 

.095 

.066 

450 

225 

16 

.062 

.108 

.070 

340 

250 

16 

.070 

.116 

.078 

350 

260 

14 

.050 

.100 

.055 

600 

400 

14 

.062 

.096 

.070 

400 

325 

14 

.075 

.107 

.075 

400 

350 

.125 

.062 

.083 

.062 

500 

450 

.125 

.072 

.077 

.072 

700 

575 

Note : 

Spot  welds  6  inches  on  centers ;  both  rows  in  line ; 
8  penny  nail  (.134)  x  2 long  driven  in  2  inches.  All 
nails  inserted  2  inches  from  a  weld.  Load  stated  is 
the  maximum  value  when  drawing  the  nail  out.  Aver¬ 
age  is  about  H  maximum.  Maximum  occurs  when 
nail  is  withdrawn  about  inch. 

NAIL  HOLDING  STRENGTH  IN  WOOD 

8  penny  (.134  dia.  x  2^"  long  wire  nails  were  driven 
in  and  pulled  out  by  Olsen  test  machine  traveling  con¬ 
tinuously  at  the  rate  of  J4"  per  minute.  Wood  was 
thoroughly  indoor  air  dried  and  was  of  best  quality 
knotless,  with  nails,  driven  radially  and  tangentially  to 
growth  rings.  Nails  were  driven  to  a  depth  of  2% 
inches. 


Wood 

Sp.  Gr. 

To  Pull  Out,  Lb.  Avg. 
Radial  Tangential 

RATIO 
Drive  % 
Pull 

White  Pine  . . . 

,  0.40 

233 

230 

81 

Yellow  Pine  .. 

.  0.62 

286 

422 

70 

White  Oak  . . . . 

,  0.72 

530 

498 

75 

GENERAL 

Each  joist  shall  receive  factory  paint  protection  com¬ 
plying  with  details  as  described  herein,  and  after  plac¬ 
ing  in  position,  all  abrasions  and  welds  shall  be  pro¬ 
tected  with  the  same  material. 

Design  spacing,  span  and  loading  of  steel  joists  shall 
comply  with  C26-519.0a,  c  and  d. 
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Permissive  uses  of  steel  joists  shall  be  as  contained 
herein,  and  within  load  limits  as  prescribed  in  C26- 
519.0b 

Bridging  shall  be  of  the  strut  type,  meeting  the 
requirements  of  C26-519.0e,  and  tightly  secured  to  the 
joist  flanges  by  clipping,  bolting  or  welding,  before 
attaching  the  joists  to  the  bearings.  Where  the  last 
joist  parallels  a  structural  steel  beam,  equivalent  bridg¬ 
ing  to  such  beam  shall  be  provided.  The  spacing  of  such 
bridging  shall  conform  to  the  requirements  of  C26- 
519.0e,  wherein  it  is  provided  that  bridging  be  spaced 
not  more  than  6  feet  apart  and  not  more  than  6  -  feet 
from  the  supports. 

Bearing  and  anchoring  of  steel  joists  on  steel  sup¬ 
ports  shall  meet  the  requirements  of  C26-519.0.  Before 
securing  the  joists  to  the  supports  they  shall  be  posi¬ 
tioned  and  aligned  as  required  in  the  design.  The  joists 
shall  then  be  secured  by  means  of  adequate  clips,  bolts 
with  self-threading  screws  (the  latter  in  other  than 
class  2  construction)  or  electric  arc  welds.  When  weld¬ 
ing  is  used,  the  surfaces  shall  be  cleaned  of  paint  for 
at  least  2"  and  shall  be  not  less  than  one  inch  in  length, 
on  both  sides  of  the  flange,  such  welding  to  be  in  ac¬ 
cordance  with  the  requirements  of  the  Board’s  rules. 

When  used  on  masonry  bearing  walls  each  alternate 
joist  shall  be  provided  with  at  least  a  y%"  diameter 
rod  anchor  attached  to  the  bearing  end  of  the  joist,  so  as 
to  secure  the  joist  to  the  masonry.  Bearing  area  shall 
be  so  proportioned  that  allowable  compressive  strengths 
of  masonry  under  Sec.  C26-356.0  and  C26-362.0  are 
not  exceeded. 

All  steel  joists  shall  be  fastened  and  permanently 
bridged  before  subjecting  the  panel  to  construction  or 
other  loads.  Caution  shall  be  exercised  to  prevent  un¬ 
due  load  concentrations.  Whenever  piles  of  materials, 
erection  equipment  or  other  loads  are  carried  during 
erection,  proper  provision  shall  be  made  to  carry  the 
resulting  stresses  with  temporary  bracing  or  shoring 
as  may  be  required. 

Floor  openings  not  exceeding  4  feet  in  either  direc¬ 
tion  at  right  angles  to  joist  may  be  framed  by  means 
of  adequately  proportioned  header  angles  or  equivalent 
steel  consisting  of  double  joists,  secured  to  framing 
joists  by  adequate  bolts  or  welds,  and  provided  the 
joists  are  designed  accordingly. 

Under  partitions,  the  joists  shall  be  doubled  or  equiv¬ 
alent  heavier  joists  shall  be  used.  When  partitions 
running  parallel  to  the  joists  are  not  directly  sup¬ 
ported  as  hereinbefore  described,  half  stud  partition 
supports  shall  be  provided  spanning  between  adjacent 
joists  centering  under  and  supporting  each  stud  of  the 
partition. 

Ceilings  and  plaster  may  be  of  the  suspended  type, 
complying  with  the  requirements  of  C26-461.0,  or  of  the 
contact  type.  Metal  lath  shall  be  rib  lath  weighing 
not  less  than  3  lbs.  per  square  yard,  or  other  types 
of  lath  which  have  been  approved  for  use  with  1 
hour  fire  resistive  ceiling  construction. 

As  the  construction  proceeds,  no  cutting  away  of  the 
flanges  or  web  sections  shall  be  permitted. 

No  deformed  joists  are  to  be  used  in  any  construc¬ 
tion. 

Holes  shall  be  provided  at  the  factory  for  piping 
and  conduits.  No  cutting  of  holes  shall  be  permitted 
in  the  field.  Plans  submitted  to  the  Department  of 
Housing  and  Buildings  shall  show  that  provision  has 
been  provided  for  water,  sewage  and  electrical  conduits. 

Stran  Steel  joist  hangers  shall  be  provided  for  the 
support  of  headers  and  for  the  support  of  all  tail 
joists  over  5  ft.  0  in. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Stran  Steel  Joists 
under  the  Board’s  authority  as  provided  in  C26-191.0a 
when  manufactured  and  used  under  the  conditions  as 


described  herein,  and  when  proportioned  and  designed  in 
accordance  with  the  proposed  American  Iron  and  Steel 
Institutes  Specification  for  the  Design  of  Light  Gauge* 
Steel  Members  (September  1945),  as  simple  spans,  for 
allowable  stresses,  as  are  provided  in  C26-368.0  when 
using  material  having  a  yield  point  of  40,000  p.s.i.  and 
when  proportioned  in  accordance  with  the  proposed 
American  Iron  and  Steel  Institute  Specification  for  the 
Design  of  Light  Gauge  Steel  Members  (September 
1945),  for  uses  in  buildings  as  permitted  herein  of 
height  and  area  limitations  as  is  provided  in  C26-254.0 
and  for  maximum  loads  and  number  of  stories  and 
uses  as  limited  by  C26-519.0,b  when  used  as  described 
therein  and  when  the  maximum  deflection  is  1/360  of  the 
span. 

Under  C26-518.0,c,2,3,  as  a  floor  joist  with  limitations 
as  are  provided  in  C26-519.0  in  floor  systems  in  the 
classes  of  construction  as  provided  in  C26-240.0  (Figs. 
3,  4),  . C26-241.0  (Figs.  2,  3),  C26-242.0  (Figs.  1,  2), 
C26-243.0  (Fig.  1). 

As  a  substitute  for  secondary  wood  members  in  the 
class  of  construction  as  provided  in  C26-244.  (Fig.  2). 

Approval  is  also  recommended  for  use  of  the  ap¬ 
plicant’s  joists  as  a  fire  resistive  floor  construction 
in  Class  2  construction  (C26-240.0)  when  protected  as 
provided  in  C26-620.0,  Cl,  b,  wherein  the  fire  resistive 
rating  of  the  floor  assembly  is  \l/2  hours  permissively 
allowed  provided  the  ceiling  construction  consists  of  at 
least  seven-eights  inch  gypsum  or  cement  plaster  on  at 
least  3  lb.  per  sq.  yd.  metal  lath  and  when  the  lath 
is  attached  to  supports  the  equivalent  of  single  No. 
18  gauge  steel  wire  tied  on  5  inch  centers.  Joists 
when  used  in  this  construction  shall  be  attached  to  the 
supports  by  adequate  welding  or  bolting  (Fig.  3  and 
4) .  The  concrete  or  gypsum  floor  permissively  allowed 
in  Class  2  construction  may  be  poured  over  26  gauge 
galvanized  corrugated  sheets  in  lieu  of  the  rib  lath 
as  is  prescribed  in  C26-620,cl,b. 

The  use  of  #14  cadmium  topping  screws  shall  be  per¬ 
mitted  when  used  anywhere  in  class  4  construction, 
C26-242.0;  in  all  other  types  the  joists  shall  be  secured 
by  welding  or  equivalent  bolting. 

It  is  further  recommended  that  all  designs  be  certified 
to  by  a  Licensed  Professional  Engineer  or  Registered 
Architect ;  that  the  details  of  design  and  construction 
comply  in  all  respects  with  the  details  that  are  contained 
in  Cal.  463-45-SM  and  that  the  erection  of  these  joists 
be  inspected  during  erection  for  compliance  with  appli¬ 
cant’s  details  by  representatives  of  the  applicant  or  their 
authorized  agents.  It  is  further  recommended  that  each 
bill  of  lading  or  delivery  slip  carry  the  wording :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  463-45-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 
material. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Stran  Steel  Joists  in 
accordance  with  the  above  report. 


707-45-SM 

APPLICANT — Akweld  Construction  Corporation,  owner. 

SUBJECT — Akweld  Obround  275  Gallon  Fuel  Oil  Tank, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (707-45-SM) 

Whereas,  Akweld  Construction  Corporation,  owner,  filed 
on  November  16,  1945,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Akweld  Obround  275  Gallon  Fuel  Oil  Tank;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

January  3,  1946. 

Re:  Cal.  707-45-SM 

Subject:  Akweld  Obround  275  Gallon  Fuel  Oil  Tanks, 
Approval  of. 

Akweld  Construction  Corp.  of  1054  38th  Street, 
Brooklyn,  N.  Y.,  filed  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Akweld 
Obround  275  Gallon  Fuel  Oil  Tank  with  dished  heads 
under  the  provisions  of  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 

DESCRIPTION 

The  tanks  are  constructed  of  No.  10  U.S.  Gauge 
commercial  grade  hot  rolled  sheet  metal.  The  heads 
are  dished  of  No.  10  U.S.  gauge  steel  with  weld  offset 
1J4  inch.  Tanks  have  one  lateral  welded  seam  %  inch 
lap.  The  tanks  are  provided  with  four  2"  spuds  welded 
on  top  of  tank;  a  inch  feed  coupling  is  welded  on 
the  head  at  bottom  and  there  are  four  pressed  steel  pipe 
support  legs ;  seams  and  spuds  are  welded.  The  tanks 
are  26"  by  42"  head  and  6"  long.  The  weight  of  the 
tank  without  legs  is  395  lbs. 

TEST 

A  sample  tank  was  subjected  to  a  hydraulic  pressure 
test  at  applicant’s  plant  in  the  presence  of  the  Committee 
on  Tests  of  the  Board  and  successfully  met  the  require¬ 
ments  of  Rule  10.3.1  of  the  Oil  Burner  Rules.  Details 
of  construction,  workmanship  and  protection  of  steel 
were  found  to  comply  with  the  Rules  of  the  Board. 


RECOMMENDATION 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  that  the  Akweld  Obround  275  Gallon 
Fuel  Oil  Tank  be  approved  for  use  in  fuel  oil  installa¬ 
tions  in  New  York  City,  when  constructed  in  conformity 
with  the  details  of  this  report  and  drawings  filed  with 
this  application,  but  nothing  herein  shall  be  deemed  to 
waive  any  requirements  of  the  Oil  Burner  Rules  of  the 
Board. 

It  is  further  recommended  that  all  welding  conform 
to  the  Fusion  Welding  and  Gas  Cutting  Rules  of  the 
Board,  and  that  the  permanent  affixed  plate  required  by 
Rule  5.3.2  of  the  Oil  Burner  Rules  in  addition  to  the 
wording  thereon  shall  have  the  following  wording:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  707-45-SM.” 


(Sgd)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 


LESLIE  V.  HUBER, 

•  Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Akweld  Obround  275 
Gallon  Fuel  Oil  Tank,  in  accordance  with  the  above  report. 


Adjourned:  12:00  M. 

Joseph  J.  Doyle,  Chief  Clerk 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  26,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

746-44- A 

APPLICANT — Sidney  Daub,  for  Central  Hanover  Bank 
and  Trust  Company  and  Thomas  C.  Meeks,  trustee 
for  Estate  of  Lee  Kamineer,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
July  27,  1945 — re  appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 
PREMISES  AFFECTED— 709-715  8th  avenue  and  300 
West  45th  street,  southwest  corner  (Block  1035, 
Lot  36) ,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (746-44-A) 

Whereas,  Sidney  Daub,  for  Estate  of  Lee  Kamineer, 
owner,  filed  December  27,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  709-715 
8th  avenue  and  300  West  45th  street,  southwest  corner 
(Block  1035,  Lot  36),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  22,  1944,  on  amendment  to  Alt.  Applic. 
940-44,  reads : 

“1.  Proposed  use  for  meeting  rooms  classifies  build¬ 
ing  as  a  public  building  and  should  be  of  fireproof  con¬ 
struction  as  per  Sec.  4.2.1  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (37  ft.)  in  height,  100  ft.  by  100  ft.  5  in.  in  area,  of 
class  3  construction,  erected  in  1928,  located  in  a  retail  use, 
B  area  class  2  height  district  and  used  and  occupied  since 
1929  as  follows  :  cellar — restaurant  and  cabaret — 298  per¬ 
sons ;  1st  floor — stores  and  restaurant — 110  persons;  2nd 
floor — club  meeting ;  3rd  floor — meeting  rooms,  office  and 
school — 340  persons ;  rooms,  school  and  offices — 300  per¬ 
sons  ;  no  change  in  use  or  occupancy  is  proposed ;  and 
Whereas,  Certificate  of  Occupancy  19250  issued  Novem¬ 
ber  7,  1933,  classifies  the  building  as  fireproof  and  the 
occupancy  as  business  and  public  and  permits  the  building 
to  be  used  and  occupied  as  follows :  cellar — restaurant  and 
cabaret — 100  persons;  basement — stores — 90  persons;  1st 
floor — office  and  factory — 90  persons  ;  2nd  floor — office  and 
factory — 90  persons ;  3rd  floor — office  and  factory — 90  per¬ 
sons,  not  more  than  25%  of  floor  area  of  building  to  be  used 
for  manufacturing  purposes;  and 
Whereas,  Alt.  Applic.  940-44  was  filed  to  obtain  a  revised 
certificate  of  occupancy ;  and 
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Whereas,  the  applicant  contends  that  it  is  the  owner’s 
desire  to  obtain  a  certificate  of  occupancy  to  conform  with 
the  present  use  and  occupancy  of  the  building ;  that  an 
examination  of  the  records  of  the  Department  of  Housing 
and  Buildings  discloses  that  the  building  is  non-fireproof 
although  a  number  of  certificates  of  occupancy  were  issued 
stating  that  the  building  was  fireproof ;  that  the  building 
was  erected  under  N.  B.  Applic.  380-28  and  Certificate  of 
Occupancy  15164  issued  April  18,  1929,  stating  the  building 
is  fireproof ;  to  be  occupied  for  stores,  offices,  showrooms 
and  factory  use;  that  on  August  23,  1929  Certificate  of 
Occupancy  15531  was  issued  for  a  fireproof  building,  to  be 
occupied  for  business  and  public  use  for  stores,  offices, 
show'rooms  and  factory  with  dance  hall  on  the  3rd  story ; 
that  on  September  26,  1930  Certificate  of  Occupancy  16850 
was  issued  for  a  fireproof  building  with  business  and  public 
use  approving  the  cellar  for  a  golf  course  and  the  3rd  story 
for  dance  hall;  that  in  1931,  Certificate  of  .  Occupancy 
18038  was  issued  for  a  fireproof  building  with  business  and 
public  use  approving  the  cellar  for  use  as  a  dance  hall ;  that 
on  November  17,  1933,  Certificate  of  Occupancy  19250  was 
issued  for  business  and  public  use,  fireproof  construction, 
and  changed  the  occupancy  of  the  cellar  to  restaurant  and 
cabaret ;  that  the  present  owners  have  been  under  the  im¬ 
pression  that  the  building  has  always  been  of  fireproof  con¬ 
struction;  that  all  subdividing  partitions  in  the  building  are 
constructed  of  wood  studs,  lath  and  plaster ;  that  the  owner 
is  prepared  to  provide  other  safeguards  and  fire  protection 
to  render  the  building  safe  for  the  occupancy,  such  safe¬ 
guards  and  fire  protection  to  consist  of  approved  portable 
fire  extinguishers  and  appliances ;  that  the  Board  is 
requested  to  grant  the  owner  permission  to  continue  the 
present  occupancy,  as  it  would  be  a  great  hardship  to  be 
required  to  vacate  the  public  assembly  occupancy;  and 

Whereas,  this  appeal  was  withdrawn  February  20,  1945, 
after  discussion  by  the  Board;  and 

Whereas,  the  applicant  filed  an  amendment  to  Alt.  940-44 
under  date  of  July  19,  1945,  to  correct  the  record  and 
specifications  filed  with  N.B.  380-28,  to  show  that  the  build¬ 
ing  is  of  non-fireproof  construction  and  to  obtain  objections 
to  the  installation  of  public  occupancy,  as  erroneously  per¬ 
mitted  by  Certificate  of  Occupancy  19250  issued  November 
17,  1933,  for  an  area  in  excess  of  5,000  sq.  ft.  in  a  non- 
fireproof  building;  and 

Whereas,  this  amendment  was  disapproved  by  the  bor¬ 
ough  superintendent  on  July  19,  1945,  with  the  following 
objection,  in  addition  to  objection  No.  1  which  was  before 
the  Board  on  February  20,  1945: 

“2.  Public  occupancy  permitted  under  C.O.  19250  in 
a  non-fireproof  building  in  excess  of  5000  sq.  ft.  in  area 
was  contrary  to  Sec.  72  of  old  Building  Code.” 

and 

Whereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
peal  and  restoration  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board, 
on  July  27,  1945,  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  the  applicant  contends  that  it  has  now  secured 
Certificate  of  Occupancy  19250-33  in  correct  form,  describ¬ 
ing  the  building  as  non-fireproof  construction  and  therefore 
requests  the  Board  to  hear  this  appeal  based  on  the  new 
conditions  as  attested  by  objection  2  issued  by  the  borough 
superintendent  July  19,  1945. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  940-44,  Objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  there  shall  be  installed 
throughout  the  building,  a  complete  sprinkler  system  cover¬ 
ing  all  parts  with  the  exception  of  the  boiler  room  in  the 
cellar  and  including  the  stairhalls  and  complying  with  the 
requirements  therefor;  that  all  combustible  portions  and  ma¬ 
terials  in  the  cellar  shall  be  removed  and  any  new  partitions 
installed  shall  be  of  incombustible  materials ;  that  the  oc¬ 
cupancy  throughout  shall  be  as  approved  under  the  code 


for  the  type  of  occupancy  proposed ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


205-45-A 

APPLICANT — Lauritz  Lauritzen,  for  Manifold  Supplies 
Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 172-190  3rd  avenue  and  263- 
283  Douglas  street,  northwest  corner  (1st  floor)  ; 
(Block  412,  Lots  29,  32,  34,  37  and  41),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . .  0 

THE  RESOLUTION  (205-45-A) 

Whereas,  Lauritz  Lauritzen,  for  Manifold  Supplies,  Co., 
owner,  filed  on  April  4,  1945,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  172-190  3rd  avenue 
and  263-283  Douglas  street,  northwest  corner  (1st  floor)  ; 
(Block  412,  Lots  29,  32,  34,  37  and  41),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


510-45-A 

APPLICANT — Astoria  Automatic  Sprinkler  Co.,  for  Radio 
Engineering  Laboratories,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposition — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
denied). 

PREMISES  AFFECTED — 36-40  37th  street,  west  side, 
349.5  ft.  north  of  37th  avenue  (Block  1216,  Lot  43), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  D.  Scott. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (510-45-A) 

Whereas,  George  D.  Scott,  for  Radio  Engineering  Labo¬ 
ratories,  owner,  filed  July  27,  1945,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  36-40 
37th  street,  west  side,  349.5  ft.  north  of  37th  avenue  (Block 
1216,  Lot  43),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  this  appeal  was  denied  by  the  Board  on  October 
23,  1945;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
peal,  for  consideration  of  a  new  proposition. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied. 


676-45-A 

APPLICANT— Ralph  J.  Gorfield,  for  Esko  Realty  Co., 
owner  (Berger  Machine  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 74-16  Grand  avenue,  south  side, 
120T8  ft.  east  of  74th  street  (2nd  floor)  ;  (Block 
2805,  Lot  16),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 
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ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (676-45-A) 

Whereas,  Ralph  J.  Gorfield,  for  Esko  Realty  Co.,  owner, 
(Berger  Machine  Co.,  lessee),  filed  on  November  1,  1945, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  74-16  Grand  avenue,  south  side,  120.18  ft.  east  of 
74th  street  (2nd  floor)  ;  (Block  2805,  Lot  16),  Maspeth, 
Borough  of  Queens;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
.  this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


138-46-A 


APPLICANT — Hyman  L.  Moss,  for  Rutmoss  Realty  Corp., 
owner. 

SUBJECT- — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 


PREMISES  AFFECTED— 120-46,  120-50  and  120-54  227th 
street,  northwest  corner  Francis  Lewis  boulevard 
and  120-45,  120-49  and  120-53  227th  street,  north¬ 
east  corner  of  Francis  Lewis  boulevard  (Block 
12811,  part  of  Lot  46  and  Block  12812,  part  of  Lot 
60),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  Hyman  L.  Moss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

I  ACTION  OF  BOARD — Appeal  granted  on  condition. 

•  THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinoe.  4 
Negative  .  0 

;  THE  RESOLUTION  (138-46-A) 


Whereas,  Hyman  L.  Moss,  for  Rutmoss  Realty  Corp., 
j  owner,  filed  February  27,  1946,  an  appeal  from  decisions  of 
the  borough  superintendent  affecting  premises  120-46  to 
120-54  227th  street,  northeast  corner  Francis  Lewis  boule- 
.  vard  and  120-45  to  120-53  227th  street,  northwest  corner 
1  Francis  Lewis  boulevard  (Block  12811,  part  of  Lot  46  and 
!  Block  12812,  part  of  Lot  60),  St.  Albans,  Borough  of 
Queens;  and 

1  Whereas,  the  decision  of  the  borough  superintendent,  on 
i  N.B.  Applications  662,  663  and  664,  657,  658  and  659  of 
:  1946,  read : 


“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code.” 

and 

I 

l  Whereas,  the  applicant  states  that  the  premises  consist  of 
two  plots,  one  on  the  westerly  side  of  227th  street  fronting 
i  120  ft.  on  227th  street  and  100  ft.  on  Francis  Lewis  boule¬ 
vard  _  and  the  other  on  the  easterly  side  of  227th  street 
fronting  120  ft.  on  227th  street  and  100  ft.  on  Francis  Lewis 
boulevard,  located  in  a  business  use,  D  area  and  Class  1 
height  district,  which  it  is  proposed  to  subdivide  into  40  ft. 
lots  and  to  erect  on  each  lot,  a  one  story  frame  one  family 
dwelling  15  ft.  in  height,  25  ft.  7  in.  by  39  ft.  in  area,  surfaced 
j  on  the  exterior  with  masonry  veneer  to  the  plate  line  and 
!  wood  siding  above  and  roofs  surfaced  with  asphalt  shingles; 
and 

Whereas,  the  applicant  contends  that  the  neighborhood 
i  surrounding  the  proposed  dwellings  has  been  developed  with 
;  similar  construction;  that  by  the  erection  of  the  dwellings 
as  proposed,  the  cost  of  erection  and  subsequent  selling  price 

■  will  be  kept  within  the  limits  of  the  priority  program  for 
new  housing  as  set  by  the  Civilian  Production  Administra- 

,  tion ;  and 

■  Whereas,  plans  filed  with  this  appeal  indicate  that  the 
dwellings  will  be  set  back  from  the  227th  street  building 


lines  a  distance  of  20  ft.,  into  which  setbacks,  front  entrances 
will  project;  that  the  corner  dwellings  will  be  set  back 
from  Francis  Lewis  boulevard  a  distance  of  5  ft.  and  the 
dwellings  will  be  so  located  on  lots  as  to  be  not  nearer  than 
14  ft.  6  in.  to  the  next  adjoining  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applications  662,  663,  664,  657,  658  and  659-46, 
Objection  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  each  dwelling 
shall  be  restricted  to  the  occupancy  of  one  family;  that  in 
all  other  respects,  the  buildings  shall  be  constructed  sub¬ 
stantially  as  proposed  and  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  February  27,  1946,”  three 
sheets,  and  in  accordance  with  the  requirements  for  a  similar 
building  when  erected  outside  the  fire  limits ;  that  any  garage 
erected  in  connection  with  each  house  shall  comply  with 
the  requirements  of  the  zoning  resolution  for  a  G  district, 
as  to  the  distance  from  the  reai  lot  line;  that  in  all  other 
respects,  the  buildings  shall  be  located  with  side  and  front 
yards  as  indicated  and  shall  comply  in  all  other  respects  with 
all  laws,  rules  and  regulations  applicable  thereto;  that  when 
individual  lot  numbers  are  assigned  to  the  lots,  a  record  of 
same  shall  be  filed  with  the  borough  superintendent  and 
with  this  Board. 


184-46-A 

APPLICANT — Work  and  Play  School,  lessee,  for  9  Realty 
Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 9  West  82nd  street,  north  side, 
175  ft.  west  of  Central  Park  West  (Block  1196,  Lot 
52),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frances  Cowles. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (184-46-A) 

Whereas,  Work  and  Play  School  for  No.  9  Realty  Inc., 
owner,  filed  March  13,  1946,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner,  affecting  premises  9  West 
82nd  street,  north  side,  175  ft.  west  of  Central  Park  West 
(Block  1196,  Lot  25 ),_ Borough  of  Manhattan;  and 
Whereas,  Order  35139-LF  issued  by  the  fire  commis¬ 
sioner  September  11,  1945,  reads: 

“You-  are  hereby  ordered  and  required  within  30  days 
from  the  date  of  this  order,  to: 

“1.  Install  an  adequate  closed  circuit  interior  fire 
alarm  system  in  accordance  with  attached  layout  and 
rules  of  Board  of  Standards  and  Appeals.  Ch.  19,  Adm. 
Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  19,  1946,  reads : 

“In  reply  to  your  request  for  reconsideration  on  Order 
#35139-LF,  requiring  an  approved  interior  alarm  sys¬ 
tem,  you  are  advised  as  follows : 

“As  our  reinspections  show  more  than  30  children  on 
the  premises,  your  request  must  be  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories  and 
basement  (58  ft.)  in  height;  23  ft.  by  60  ft.  in  area,  of  Class 
3  construction ;  erected  1900 ;  located  in  a  residence  use,  B 
area  and  Class  1 V2  height  district  and  used  and  occupied : 
cellar,  boiler  room;  basement,  school  for  3  and  4  year  old 
children,  30  persons;  1st  floor,  school  for  5,  6  and  7  year 
old  children,  35  persons;  2nd  floor,  residence,  one  person; 
3rd  floor,  residence,  staff  quarters,  4  persons;  4th  floor, 
dwelling,  one  family;  and 
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Whereas,  Certificate  of  Occupancy  26917  issued  Novem¬ 
ber  13,  1940,  on  completion  of  work  under  Alt.  Applic. 
2463  of  1940,  classifies  the  building  as  public  and  residence 
and  permits  its  use  as  follows :  cellar,  boiler  room ;  basement, 
private  school,  42  persons,  60  lb.  live  load;  1st  story,  private 
school,  52  persons,  60  lbs.  live  load ;  2nd  to  4th  story,  private 
dwelling,  one  family;  sprinkler  system  in  stairhall  approved 
March  2,  1939 ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  install 
a  battery  operated  system  with  tumble?  switches  so  arranged 
that  the  operation  of  any  one  switch  will  operate  all  gongs 
simultaneously — six  stations,  one  on  each  floor  and  one  in 
the  cellar ;  8  in.  gongs  on  the  basement,  first  and  third  floors ; 
that  all  wiring  shall  be  not  less  than  #14  B  &  S  gauge 
rubber  covered  wire  contained  in  a  metallic  conduit  system ; 
that  the  source  of  energy  shall  be  2  sets  of. 6  each  #6  dry 
cells  connected  in  multiple  series  and  contained  in  approved 
battery  cabinet  painted  red  and  stencilled  on  cover  the  words 
“Fire  Alarm  Battery” ;  that  stations  and  gongs  are  to  be 
situated  in  hallways  and  cellar  to  the  satisfaction  of  the 
Fire  Department ;  and 

Whereas,  the  applicant  contends  that  its  lease  expires  next 
year  and  that  it. has  no  assurance  that  it  will  be  renewed 
and  it  will  be  a  hardship  therefore  to  install  a  complete  new 
approved  type  fire  alarm  system ;  that  the  school  occupancy 
is  only  for  2  stories  and  the  other  three  floors  will  be  used 
for  residence;  that  the  two  directors  of  the  school  occupy 
two  of  the  three  floors  and  during  school  hours,  are  in  the 
school  portion,  so  that  there  is  seldom  more  than  one  person 
in  the  residence  section  of  the  building  during  school  hours ; 
that  the  school  has  a  limited  number  of  pupils,  having  30 
school  children  on  the  basement  floor  with  two  exits,  35 
children  from  5  to  7  years  of  age  on  the  main  floor ;  it  is 
therefore  requested  that  the  Board  modify  the  requirements 
of  the  Administrative  Code,  so  as  to  permit  the  modified  in¬ 
stallation  herein  proposed. 

Resolved,  that  Order  35139-LF  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  as  to  Item  1  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  fire  alarm  system  shall  be  installed  and  maintained  as 
proposed  and  to  the  satisfaction  of  the  fire  commissioner ; 
that  fire  drills  shall  be  maintained  at  least  once  in  two  weeks 
under  the  supervision  of  qualified  persons ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  this 
variance  shall  continue  only  so  long  *as  the  building  is 
occupied  as  proposed. 


196-46- A 

APPLICANT — Stanley  H.  Klein,  for  Theresa  Myers, 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 218-04  to  218-24  119th  avenue 
(Block  12778,  Lot  92  and  part  of  Lot  110),  119-18 
to  119-26  219th  street  (Block  12778,  part  of  Lot 
110),  119-41  to  119-49  Francis  Lewis  boulevard 
(Block  12778,  part  of  Lot  110),  119-17  to  119-25 
217th  street  (Block  12776,  part  of  Lots  45  and  57) 
and  119-20  21 7th  street  (Block  12775,  part  of  Lot 
29),  Cambria  Height,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . ' .  Q 

THE  RESOLUTION  (196-46-A) 

Whereas,  Stanley  H.  Klein,  for  Theresa  Myers,  owner, 

filed  March  19,  1946  an  appeal  from  decisions  of  the  bor¬ 
ough  superintendent,  affecting  premises  218-04  to  218-24 

119th  avenue,  south  side  from  Francis  Lewis  boulevard 


to  a  point  256.26  ft.  easterly  thereof;  119-18  to  119-26  219th 
street,  west  side,  from  Francis  Lewis  boulevard  to  a  poinl 
180  ft.  northerly  thereof;  119-41  to  119-49  Francis  Lewis 
boulevard,  north  side,  between  119th  avenue  and  219th 
street  (Block  12778,  Lot  92  and  part  of  Lot  110)  ;  119-26 
to  119-34  218th  street,  west  side,  from  Francis  Lewis  boule¬ 
vard  to  a  point  130.77  ft.  southerly  therefrom;  119-17  to 
119-25  217th  street,  east  side,  from  Francis  Lewis  boulevard 
to  a  point  140.26  ft.  southerly  therefrom  (Block  12776,  part 
of  Lot  45  and  part  of  Lot  57)  ;  119-20  217th  street,  west 
side,  88.89  ft.  south  of  Francis  Lewis  boulevard  (Block 
12775,  part  of  lot  29)  ;  Cambria  Heights,  Borough  ol 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.B.  Applications  1337  to  1341-46,  1346  to  1353-46,  1356  and 
1357-46,  1361-46,  dated  March  15,  1945  reads: 

"1.  Proposed  construction  of  frame  dwellings  within 
the  fire  limits  is  contrary  to  sec.  4.1.2.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  plots  located  in  business  and  residence  use  D  area  class  1 
height  districts,  which  it  is  proposed  to  subdivide  into 
separate  lots  and  to  erect  on  each  lot  a  1 54  story  frame  one 
family  dwelling,  23  ft.  in  height,  27  ft.  by  34  ft.,  35  ft.  by 
26  ft.  6  in.  and  35  ft.  by  27  ft.  8  in.  in  area,  surfaced  on  the 
exterior  with  masonry  veneer  and  with  wood  or  asbestos 
siding  above,  with  roofs  surfaced  with  asphalt  shingles; 
that  the  dwellings  fronting  on  119th  avenue,  219th  street, 
Francis  Lewis  boulevard,  218th  street  and  the  east  side  of 
217th  street  will  be  set  back  from  front  building  lines  a 
distance  of  15  ft.  and  the  dwelling  to  be  erected  on  the  west 
side  of  217th  street  will  be  set  back  from  front  building 
line  a  distance  of  20  ft. ;  that  the  dwellings  will  be  so  located 
on  the  lots  as  to  be  not  less  than  10  ft.  apart  as  indicated 
on  plans  filed  with  this  appeal  marked  “Received  March  19, 
1946”;  and 

Whereas,  the  applicant  contends  that  the  16  proposed  one 
family  V/2  story  frame  brick  veneer  dwellings  will  be  part 
of  a  development  of  30  one  family  dwellings ;  that  the 
area  is  developed  with  residence  uses  with  similar  type  of 
construction ;  that  as  the  proposed  dwellings  will  be  in 
keeping  with  the  area  and  as  the  property  is  not  needed  for 
business  use  because  of  its  proximity  to  Springfield  boule¬ 
vard  which  is  zoned  for  business  use,  it  is  requested  that 
the  Board  grant  permission  for  the  erection  of  the  buildings 
as  herein  proposed ;  that  any  future  garages  to  be  erected 
on  the  lots  will  be  of  masonry  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B^  Applications  1337  to  1341-46,  1346  to  1353-46,  1356 
and  1357-46,  1361-46,  Objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  each  dwelling  shall  be  restricted  to  the  occupancy  of  one 
family;  that  in  all  other  respects,  the  buildings  shall  be 
constructed  substantially  as  proposed  and  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  March  19, 
1946,”  7  sheets,  and  in  accordance  with  the  requirements  for 
a  similar  building  when  erected  outside  the  fire  limits;  that 
any  garage  erected  in  connection  with  each  house  shall 
comply  with  the  requirements  of  the  zoning  resolution  for  a 
G  district  as  to  the  distance  from  the  rear  lot  line;  that 
in  all  other  respects,  the  building  shall  be  located  with  side 
and  front  yards  as  indicated  and  shall  comply  in  all  other 
respects  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  when  individual  lot  numbers  are  assigned  to 
the  lots,  a  record  of  same  shall  be  filed  with  the  borough 
superintendent  and  with  this  Board. 


197-46-A 

APPLICANT — Skidmore,  Owings  and  Merrill,  for  Memo¬ 
rial  Hospital  for  Treatment  of  Cancer  and  Allied 
Diseases,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 412-430  East  68th  street,  south 
side,  100  ft.  east  of  1st  avenue  (Block  1462,  Lot 
12),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Henry  N.  Pratt,  M.D.,  Robert  W. 
Cutler  and  G.  R.  Spatafore. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (197-46-A) 

Whereas,  Skidmore,  Owings  and  Merrill,  for  Memorial 
Hospital  for  Treatment  of  Cancer  and  Allied  Diseases, 
owner,  filed  March  18,  1946  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  412-30  East 
68th  street,  south  side,  100  ft.  east  of  First  avenue  (Block 
1462,  Lot  1),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  12,  1946  on  N.  B.  Applic.  32-46  reads : 

“1.  One  required  means  of  egress  should  be  a  fire 
tower  as  height  exceeds  75  ft.,  sec.  6.5.1.  B.C.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  15  stories,  177  ft.  in  height,  159.33  ft.  by  70  ft.  in 
area  at  street  level;  122.75  ft.  by  50  ft.  in  area  at  typical 
floor,  of  class  1  construction,  located  in  an  unrestricted 
use  B  area  class  1(4  height  district  and  used  and  occupied: 
sub-cellar — elevator  pits  and  corridors — no  persons  ;  cellar — 
machinery  room — 5  persons;  1st  floor — office,  lockers,  etc. 
25  persons ;  2nd  floor — laboratory — 22  persons ;  3rd  floor- 
laboratory — 18  persons;  4th  to  11  stories — laboratory — 15 
persons  per  story;  12th  to  13th  stories— laboratory,  admin¬ 
istration  offices — 15  persons  each  story;  14th  floor — apart¬ 
ment  and  fan  room — 4  persons;  15th  floor — elevator  ma¬ 
chine  and  fan  room — no  persons ;  total  occupancy  through¬ 
out  of  224  persons;  that  the  building  will  be  equipped  with 
an  approved  standpipe  system,  and  two  3  ft.  9  in.  wide  fire¬ 
proof  stairs  from  roof  to  street,  enclosed  in  three  hour 
masonry  partitions,  equipped  with  1 1/  hour  self-closing 
fireproof  doors;  and 

Whereas,  the  applicant  contends  that  the  decision  of  the 
borough  superintendent  should  me  modified  as  practical  diffi¬ 
culties  and  unnecessary  hardship  will  result  from  the  re¬ 
quirements  that  a  fire  tower  be  constructed  and  the  spirit 
of  the  law  will  be  observed,  public  safety  secured  and  sub¬ 
stantial  justice  done  by  granting  the  variance  requested; 
that  the  building  will  not  be  a  business  building  and  will 
not  be  a  public  building  in  the  ordinary  sense  of  the  word ; 
that  it  will  be  used  only  by  doctors,  scientists  and  admin¬ 
istrative  staff  working  for  the  Institute;  that  there  will 
be  no  public  traffic  on  any  of  the  floors  except  the  first ; 
that  there  will  be  no  wards,  beds  or  treatment  of  patients  in 
any  part  of  the  building ;  that  the  building  will  not  have 
the  fire  hazards  usually  associated  with  public  or  business 
buildings ;  that  the  erection  of  a  fire  tower  would  reduce 
the  amount  of  floor  area  available  for  laboratory  space ; 
that  the  laboratory  floor  space  shown  on  the  plan  is  less 
than  required  to  accomplish  the  work  to  be  undertaken ; 
that  a  building  of  greater  bulk  would  cut  off  light  and  air 
from  the  adjacent  Memorial  Hospital  and  the  proposed 
City  Cancer  Hospital 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  32-46,  Objection  1,  be  and  it  hereby  is 
modified  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  be  arranged  substantially  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
March  18,  1946”,  8  sheets;  that  on  the  cellar,  1st,  2nd  and 
3rd  floors  there  shall  be  horizontal  exits  maintained  between 
this  building  and  the  Memorial  Hospital  building  to  the 
east  and  also  the  proposed  James  Hewing  Hospital  to  the 
west  when  constructed ;  that  on  all  floors  above  the  third,  the 
number  of  occupants  per  floor  shall  at  no  time  exceed  fif¬ 
teen  (15)  ;  that  in  all  other  respects,  the  building  and  occu¬ 


pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  this  variance  shall  continue  only  so 
long  as  the  building  is  occupied  as  proposed. 


200-46-A 

APPLICANT — Horace  Ginsbern,  for  439  7th  avenue  Cor¬ 
poration,  owner  (Federal  Nut  Co.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 439  7th  avenue,  and  164  West 
34th  street,  southeast  corner  (Block  809,  Lot  79), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant  i  Horace  Ginsbern  and  Marvin  Fine. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (200-46-A) 

Whereas,  Horace  Ginbern,  for  539  Seventh  Avenue  Cor¬ 
poration,  owner,  (Federal  Nut  Company,  lessee)  filed 
March  20,  1946  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  164  West  34th  street  and 
439  7th  avenue,  south  east  corner  (Block  809,  lot  79), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  13,  1946  on  B.  N.  Applic.  183-46  reads: 

“1.  Proposed  height  of  the  glass  veneer  is  contrary 
to  Board  of  Std.  &  Appeals  Res.  465-44-SR,  Rule 
4.5.4.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
44  ft.  4  in.  in  height,  24  ft.  8(4  in.  by  41  ft.  9  in.  in  area  at 
1st  floor,  24  ft.  8(4  in.  by  34.  ft.  1  in.,  in  area  at  typical 
floor,  of  class  3  construction,  located  in  a  restricted  retail 
use  B  area  class  2  height  district,  erected  in  1880,  used  and 
occupied  since  1926:  cellar — storage;  1st  floor — stores — 36 
persons ;  2nd  floor — lockers — 6  persons ;  3rd  and  4th  floors 
— unoccupied ;  this  use  and  occupancy  is  proposed  to  be  con¬ 
tinued  ;  that  the  building  is  equipped  with  one  3  ft.  wide 
wood  stairs,  fire-retarded  enclosure,  equipped  with  wood 
doors  which  are  self-closing  and  provided  with  a  ladder 
and  scuttle  to  roof,  and  one  fire  escape  at  the  rear  leading 
to  roof  by  ladder  and  to  yard  by  stairs ;  that  the  interior 
stairs  does  not  extend  above  the  2nd  floor;  and 

Whereas,  the  applicant  further  states  that  both  street 
fronts  above  the  1st  story  to  the  roof  were  covered  with 
illuminated  advertising  signs  projecting  beyond  the  build¬ 
ing  line  and  there  was  also  a  roof  sign  as  indicated  on  photo¬ 
graph  filed  with  this  appeal ;  that  on  January  18,  1946  plans 
were  filed  showing  the  removal  of  these  signs  and  the  in¬ 
stallation  of  glass  veneer  on  the  existing  brick  face  of  the 
exterior  walls  from  the  2nd  floor  to  the  top  of  the  street 
parapet  walls  on  the  street  front;  that  these  plans  were 
approved  and  the  advertising  signs  removed;  that  prelim¬ 
inary  preparations  and  repairs  made  necessary  prior  to  the 
erection  of  the  glass  veneer  were  commenced ;  that  contracts 
were  entered  into  for  the  erection  and  completion  of  the 
work  in  accordance  with  approved  plans  prior  to  March  4, 
1946  when  the  Department  rescinded  its  approval;  and 

Whereas,  the  applicant  contends  that  the  veneer  as  pro¬ 
posed  is  a  definite  improvement  over  the  bulky  signs  and 
will  enhance  the  appearance  of  the  building ;  that  if  the 
height  of  the  veneer  is  limited  to  35  ft.  approximately  9  ft. 
in  height  above  the  veneer  of  the  existing  brick  walls  will 
remain  exposed  and  thus  present  an  unfinished  effect  that 
would  impair  the  appearance  of  the  structure;  that  the 
veneer  will  extend  from  the  2nd  floor  to  the  parapet  wall, 
a  distance  of  only  31  ft.  4  in. ;  that  the  erection,  installation 
and  application  of  the  glass  veneer  will  be  performed  in  a 
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safe  and  secure  manner  conforming  to  the  rules  of  the 
Board  except  as  to  height;  that  to  deny  this  appeal  would 
impose  a  hardship  on  the  owner,  and  to  permit  the  exten¬ 
sion  of  the  veneer  to  the  underside  of  the  coping  would  in¬ 
sure  a  proper  and  thoroughly  water-tight  seal  at  the  most 
critical  and  vulnerable  points  in  the  facade. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  183-46  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


523-43-A 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee; 

for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  variance — re  Appeal  from  a  decision  of 
the  borough  superintendent  under  section  35,  General 
City  Law  re  bed  of  mapped  street— 153rd  street) 
previously  granted  on  condition  in  connection  with 
Cal.  522-43-BZ. 

PREMISES  AFFECTED— 152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42, 
44,  47  and  68;  Block  4538,  Lots  1  and  18  and  Block 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  W.  Kleinert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  set  for  hearing  on  April  30,  1946  at 
10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


107-44-A 

APPLICANT— Maurice  Courland  for  The  Yeshiva  College 
Rabbi  Isaac  Elchanan  Talmudical  Academy,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
consideration  of  additional  objections — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — -1060  President  street,  south¬ 
west  corner  of  Bedford  avenue  (Block  1280,  Lot 
36),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Maurice  Courland  and  Nehema  M. 
Courland. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners  , 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


171-46-A 

APPLICANT — M.  A.  Gordon,  for  Harris  Industrial  Corp. 
owner  (Ferro-co  Industrial  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 21  -33  North  11th  street,  north 
side,  170  ft.  west  of  Kent  avenue  (Block  2287,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Miles  A.  Gordon. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  an  inspection  by  a 
committee  of  the  Board. 


421-45-A 

APPLICANT — Fireproof  Structure  Corp.,  for  Samuel  Rice, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
February  5,  1946,  re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 
PREMISES  AFFECTED — 2956  Brighton  5th  street,  west 
side,  120  ft.  north  of  Ocean  View  avenue  (Block 
7284,  Lot  472),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  placed  on  the  Reserve 
Calendar. 


638-45-A 

APPLICANT — Lama  and  Proskauer,  for  Idan  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 244-258  Water  street,  south 
side,  125  ft.  east  of  Bridge  street  (Block  42,  part 
of  Lot  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  9,  1946  at  2 
P.M.,  on  written  request  of  applicant. 


ZONING  APPLICATIONS 

414-20-BZ 

APPLICANT — James  Russell  Ashley,  for  Rose  Ash,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  maintenance 
for  a  term  of  two  years  of  eighty  (80)  individual 
garages  to  be  rented  to  persons  not  residing  on  the 
premises  (located  on  one  lot). 

PREMISES  AFFECTED — Southwest  corner  of  186th 
street  and  Laurel  Hill  Terrace,  (Block  2149,  Lot 
84),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  Russell  Ashley  and  Everett 
L.  Booth. 

For  Opposition:  Harold  Klorfein,  Part  Dep’t. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (414-20-BZ) 

Whereas,  this  application,  affecting  premises  southwest 
corner  of  West  186th  street  and  Laurel  Hill  terrace  (Block 
2149,  Lot  84),  Borough  of  Manhattan,  was  granted  by  the 
Board  July  20,  1920,  for  a  temporary  term  of  two  years; 
permit  extended  July  11,  1922,  July  15,  1924,  September  22, 
1925,  September  30,  1927,  October  2,  1928,  September  24. 
1929,  March  27,  1934,  April  21,  1936,  March  29,  1938,  March 
26,  1940,  March  24,  1942  and  March  28,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved.,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  20,  1920,  as' 
amended  thereafter  by  resolutions  adopted  through  March  28, 
1944,  so  that  as  amended  this  portion  of  the  resolution  shall 
shall  read: 
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.  .  granted  under  section  7 f  for  a  temporary  term 
of  two  years  from  the  date  of  this  amended  resolution  ; 
that  other  than  as  amended  herein,  the  resolution  adopted 
July  20,  1920,  as  amended  through  March  28,  1944,  shall 
be  complied  with  in  all  respects ;  and  that  a  certificate 
of  occupancy  shall  be  obtained.” 


11-33-BZ 

APPLICANT — Richmond  Boro  Home  Sites  Corp.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  zoning  resolution, 
for  a  term  of  five  years,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — 2485  Hylan  boulevard,  north¬ 
west  corner  of  New  Dorp  lane  (Block  3649,  part 
of  Lot  1),  New  Drop,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Max  Bache. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  A 
Negative  . .  0 

THE  RESOLUTION  (11-33-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  affecting 
premises  2435  Hylan  boulevard,  northwest  corner  of  New 
Dorp  lane  (Block  3649,  part  of  Lot  1),  New  Dorp,  Bor¬ 
ough  of  Richmond,  was  granted  by  the  Board  on  May  2, 
1933,  on  certain  conditions,  for  a  term  of  two  (2)  years; 
and 

1  Whereas,  the  resolution  was  amended  on  June  20,  1933 
and  on  July  18,  1933 ;  and 

Whereas,  the  permit  was  extended  on  March  19,  1935, 
the  resolution  amended  on  October  6,  1936  and  the  permit 
further  extended  on  March  30,  1937  and  March  14,  1939, 
i  for  a  term  of  two  years ;  and 

Whereas,  on  March  18,  1941,  the  permit  was  further 
extended  for  a  term  of  five  years ;  and 
Whereas,  a  request  for  a  further  amendment  of  the  reso¬ 
lution  to  permit  the  extension  of  existing  office  and  accessory 
building  to  include  a  lubritorium  was  denied  by  vote  of  the 
Board  on  October  2,  1945 ;  and 
Whereas,  the  applicant  requested  a  further  extension 
I  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  18,  1941,  only 
;  so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

".  .  .  granted  under  section  7f  for  a  term  of  five 
(5)  years  from  the  date  of  this  amended  resolution, 
on  condition  ....  and  that  other  than  as  amended 
herein,  the  resolution  originally  adopted  May  2,  1933, 
as  amended  June  20,  1933,  July  8,  1933  and  October  6, 
1936,  shall  be  complied  with  in  all  respects ;  and  that 
a  certificate  of  occupancy  shall  be  obtained.  .  .  ” 


79-35-BZ 

APPLICANT — Knox,  Stein  and  Knox,  for  Patrick  Fil- 
omino,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
change  of  occupancy  of  part  of  an  existing  building 


to  a  motor  vehicle  repair  shop  for  a  temporary 
period. 

PREMISES  AFFECTED — 3223  Laconia  avenue,  west  side, 
81.41  ft.  north  of  Boston  road  (Block  4613,  Lot 
54),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  David  Stein. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Applicant  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (79-35-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  change 
of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop  for  a  term  of  two  years,  affecting  prem¬ 
ises  3223  Laconia  avenue,  west  side,  81.41  ft.  north  of  Bos¬ 
ton  road  (Block  4613,  Lot  54),  Borough  of  The  Bronx,  was 
granted  by  the  Board  on  July  16,  1935,  on  certain  conditions, 
permit  extended  on  July  7,  1937,  October  17,  1939  October 
15,  1941  and  October  5,  1943;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  16,  1935,  as 
amended  through  October  5,  1943,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

.  .  granted  under  section  7i  thereof  for  a  term  of 
five  (5)  years  from  the  date  of  this  amended  resolu- 
.  tion  .  .  .  and  that  other  than  as  amended  herein  the 
resolution  adopted  July  7,  1937,  shall  be  complied  with 
in  all  respects ;  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


(Remaining  minutes  of  the  meeting  of  March  26,  1946 
will  be  printed  in  the  Bulletin  of  April  9,  1946.) 

♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
*'nd  Appeals  held  on  July  25,  1944,  as  they  appeared  in 
Bulletin  No.  31,  Vol.  29,  are  hereby  corrected  to  read  as 

follows : 

257-44-A 

APPLICANT — Henry  G.  Harrington,  for  Ansonia  Holding 
Corporation,  owner  (Globe  Weine  Corporation,  les¬ 
see). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 440-442  (444  displayed)  12th 
street,  south  side,  385  ft.  east  of  7th  avenue  (Build¬ 
ing  G)  ;  (Block  1098,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  G.  Harrington,  Jacob  Globe 
and  James  Pressman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (257-44-A) 

Whereas,  Henry  G.  Harrington,  for  Ansonia  Holding 
Corporation,  owner  (Globe  Weine  Corporation,  lessee),  filed 
April  27,  1944,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises :  440-442  (444  displayed)  12th 
street,  south  side,  385  ft.  east  of  7th  avenue  (Bldg.  G)  ; 
(Block  1098,  Lot  1),  Borough  of  Brooklyn;  and 
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Whereas,  order  12408-LF,  issued  by  the  Fire  Commis¬ 
sioner  March  28,  1944,  reads : 

“1.  Arrange  wire  screens  on  all  windows  so  as  to 
be  readily  movable  or  removable  from  both  sides  in 
such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purposes  of  egress,  as  per 
Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (58  ft.)  in  height,  50  ft.  by  200  ft.  in  area;  Class  6 
construction;  erected  in  1881;  altered  in  1882;  located  in 
unrestricted  use,  C  area,  district ;  occupied  since  erection 
as  a  factory,  27  persons  on  the  1st  floor,  53  persons  on  the 
2nd  floor;  15  persons  on  the  3rd  floor;  20  persons  on  the 
4th  floor  and  27  persons  on  the  5th  floor ;  that  the  building 
is  equipped  with  a  3-source  sprinkler  system,  interior  fire 
alarm  system  and  American  District  Telegraph  connection; 
that  there  is  one  47  in.  wide  wood  stairs,  enclosed  in  brick 
with  metal,  self-closing  doors,  leading  directly  to  the  street, 
and  one  fire  escape  which  extends  to  the  roof  by  a  ladder 
and  to  the  yard  with  egress  through  the  yard  to  the  street ; 
that  the  windows  of  adjoining  building  are  1 -story  high  on 
the  east  side;  and 

Whereas,  the  applicant  states  that  there  are  44  windows 
affected  on  the  ground  floor  on  the  north,  east,  south  and 
west  walls ;  and 

Whereas,  the  applicant  contends  that  although  the  ground 
floor  has  an  area  of  9,016  sq.  ft.  there  are  only  27  employees 
in  this  floor  area ;  that  this  floor  area  has  six  doorways 
classed  as  exits,  one  opening  to  the  street  and  five  to  large 
open  yards ;  that  yards  have  gateways  each  10  ft.  wide, 
opening  directly  to  the  street ;  that  these  gates  are  kept  open 
during  working  hours ;  that  in  addition  thereto,  there  are 
other  passages  leading  to  other  yards  and  gates  which  lead 
to  the  street ;  that  the  six  existing  doors  have  a  total  width 
of  346  inches ;  that  these  buildings  are  in  an  unrestricted 
area,  surrounded  by  residential  uses,  in  consequence  of  which 
there  are  many  children  playing  about  the  premises,  re¬ 
sulting  in  the  breakage  of  window  glass,  thus  necessitating 
its  protection  with  wire  mesh  screens  on  the  exterior,  that 
the  interior  of  the  windows  is  protected  with  burglar  alarm 
sash  for  the  protection  of  the  contents  of  the  building ;  that 
this  floor  area  is  used  for  the  manufacture  of  valuable 
metal  parts  for  the  war  effort  and  the  window  protection 
is  imperative  under  the  prevailing  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Order  12408-LF, 
Item  1,  on  condition  that  the  exits,  as  indicated  on  plan  filed 
with  this  appeal  marked  “Received  April  27,  1944,”  from  the 
first  story,  shall  be  maintained;  that  in  all  other  respects, 
the  building  arid  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  the  sprinkler 
system  with  A.D.T.  connection  to  Fire  Headquarters  and 
interior  alarm  system  shall  be  maintained  in  accordance  with 
the  requirements  therefor  and  to  the  satisfaction  of  the  fire 
commissioner. 


*  Correction — The  order  No.  “12413-LF,”  changed  to 
“12408-LF.” 


(Reprint  from  the  Bulletin  of  February  25,  1941) 
GENERAL  RESOLUTION. 

375-38-GR. 

APPLICANT — Austin  W.  Magee  and  Sylvester  Kerrigan. 


SUBJECT — Application  for  consideration — reopening  and 
amendment — re  General  Resolution  relating  to  al¬ 
teration  or  replacement  of  signs  on  buildings  not 
conforming  to  the  use  district  in  which  they  are 
located. 

APPEARANCES— 

For  Applicant:  Austin  W.  Magee  and  Sylvester 
Kerrigan. 

ACTION  OF  BOARD — General  resolution  reopened  and 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  GENERAL 
RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Assistant  Chief 


McCarthy  .  4 

Negative .  0 


THE  RESOLUTION— 

(375-38-GR) 

Whereas,  this  resolution  relating  to  alteration  or  re¬ 
placement  of  signs  on  buildings  not  conforming  to  the  use 
district  regulation  in  which  they  are  located,  was  adopted 
by  the  Board  May  17,  1938,  reopened  and  amended  January 
17,  1939;  and 

V  hereas,  Austin  W.  Magee  and  Sylvester  Kerrigan, 
requested  further  amendment  of  the  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  on  May  17,  1938, 
as  amended  by  resolution  adopted  on  January  17,  1939,  so 
that  as  amended  the  resolution  shall  read : 

Resolved,  that  where  a  legal  non-conforming  use  has 
signs  upon  the  premises  that  legally  existed  prior  to 
the  adoption  of  the  Zoning  Resolution  as  amended 
June  28,  1940,  or  prior  to  more  restrictive  zoning,  a 
sign  advertising  the  same  use  and  replacing  such  exist¬ 
ing  sign  may  be  erected  provided  such  sign  is  erected 
in  the  same  location  and  position  on  the  premises  and 
docs  not  exceed  in  area  the  sign  which  it  is  proposed  to 
replace  and  docs  not  project  beyond  the  building  for  a 
greater  distance;  this  shall  apply  to  signs  zvhether  il¬ 
luminated  or  non-illuminated  but  not  to  flashing  signs 
nor  to  signs  having  traffic  light  colors,  red  or  green; 
that  where,  in  connection  zirith  a  legally  permitted  garage 
or  gasoline  selling  station,  a  ‘brand  name  sign’  advertis¬ 
ing  solely  the  brand  of  gasoline  sold  on  the  Premises  is 
changed  as  herein  permitted,  no  sign  erected  in  sub¬ 
stitution  therefor  shall  exceed  30  square  feet. 

Resolved  further,  that  where  under  section  6  sub¬ 
division  b  of  the  Zoning  Resolution,  a  legally  erected 
sign,  whether  illuminated  or  non-illuminated,'  and  ad¬ 
vertising  a  conforming  use  on  the  premises,  may  be 
continued,  a  business  sign,  whether  illuminated  or  non- 
illuminated,  may  be  substituted  therefor,  provided  such 
sign  does  not  exceed  in  area  the  sign  zvhich  it  is  pro¬ 
posed  to  replace  and  does  not  project  for  a  greater 
distance  beyond  the  building  line  and  advertises  the 
use  on  the  same  premises,  but  no  flashing  sign  shall  be 
substituted  therefor  nor  illumination  having  traffic 
light  colors,  red  or  green; 

Resolved  further,  that  zvhere  substitution  is  made  as 
herein  permitted,  the  brackets  or  structural  supports 
shall  be  retained  unless  required  to  be  replaced  by  the 
borough  superintendent  in  the  interest  of  safety  and  the 
replacement  of  the  sign  shall  be  within  a  reasonable 
time,  otherzvise  the  borough  superintendent  may  deem 
the  sign  abandoned  and  refuse  to  permit  a  nezv  sign 
except  in  compliance  zznth  laze. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York.  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan.  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  2,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

217-46-A — H.B.M. — 457  Madison  avenue  and  22  East 
51st  street,  southeast  corner  (5th  and  6th  floors);  (Block 
1282,  Lots  50-52),  Borough  of  Manhattan,  Alt.  357-46. 


218-46-A — H.B.Q. — 80-02  Rockaway  Beach  boulevard, 
northwest  corner  of  Beach  80th  street  (Block  551,  Lot 
1),  Rockaway  Beach,  Borough  of  Queens  (Under  section 
36,  General  City  Law  re  bed  of  mapped  street  Rockaway 
Beach  boulevard),  Alt.  2066-45. 


219-46-A — H.B.Bx.— 279-281  139th  street,  north  side, 

130.64  ft.  east  of  3rd  avenue  (Block  2314,  Lot  89),  Bor¬ 
ough  of  The  Bronx,  Amendment  to  El.  Applic.  104-45. 


220-46-A — F.D. — 84-74  169th  street,  northwest  corner  of 
Gothic  drive  (1st  floor);  (Block  9860,  Lot  35),  Jamaica, 
Borough  of  Queens,  16227-LF. 


221-46-BZ — H.B.Q. — 40-16  28th  avenue  and  28-06  41st 
street,  southwest  corner  (Block  663,  Lots  21,  22,  23,  and 
24),  Long  Island  City,  Misc.  1076-45. 


231-46-A — H.B.B. — 202-224  60th  street  and  6001-6011  2nd 
avenue,  southeast  corner  (Block  5780,  Lot  6),  Borough 
of  Brooklyn,  Spr.  Applic.  1599-46. 

Restored  to  Calendar. 

680-45-A — H.B.R. — 279  Heberton  avenue,  east  side, 
119.17  ft.  north  of  Albion  place  (Block  1031,  Lot  24), 
West  Brighton,  Borough  of  Richmond,  Alt.  191-45. 


330-28-BZ — H.B.Bx. — 50  Van  Cortlandt  avenue,  west 
side,  125.8  ft.  south  of  Orloff  avenue  and  3887-3899  Sedg¬ 
wick  avenue  (Block  3263-B,  Lot  275),  Borough  of  The 
Bronx,  Alt.  68-46. 


960-27-BZ — H.B.Bx— -1816  Boston  road,  east  side,  109.88 
ft.  south  of  East  176th  street  and  1819  Vyse  avenue 
(Block  2191,  Lot  52),  Borough  of  The  Bronx,  Alt.  50-46. 

404-43-BZ — H.B.Bx — 51-67  Manee  avenue  east  side, 
531.78  ft.  south  of  Amboy  road  and  52-56  Bayview  ave¬ 
nue,  (Block  671,  Lot  284),  Princess  Bay,  Borough  of 
Richmond,  N.  B.  224-45. 


280-41-BZ — H.B.B. — 65-71  Furman  avenue,  north  side, 
99  ft.  6  in.  east  of  Bushwick  avenue  (Block  3462,  Lots 
6367),  Borough  of  Brooklyn,  N.  B.  731-46. 


222-46-BZ — H.B.Bx. — 260  East  197th  street,  southeast 
corner  of  Briggs  avenue  (Block  3295,  Lot  29),  Borough 
of  The  Bronx,  Alt.  208-46. 


522-44-BZ — H.B.B. — 8232  18th  avenue,  west  side,  23  ft. 
north  of  84th  street  (Block  6314,  Lot  76),  Borough  of 
Brooklyn,  Alt.  560-46. 


223-46-BZ— H.B.Q. — 40-16  31st  avenue,  south  side,  25  ft. 
west  of  41st  street  (Block  678,  Lot  44),  Long  Island 
City,  Borough  of  Queens,  Alt.  964-45. 


224-46-A — H.B.Q. — 57-08  Grand  avenue,  south  side,  60 
ft.  8 J4  in.  east  of  Rust  street  (Block  2621,  Lot  34  and 
Block  2622,  Lot  59),  Maspeth,  Borough  of  Queens  (Un¬ 
der  section  35,  General  City  Law  re  bed  of  proposed 
mapped  street — Malcolm  place),  Alt.  243-46. 


225-46-A — H.B.Bx.— Port  Morris  railroad  yard,  400  ft. 
south  of  East  149th  street  (Block  2599,  Lot  100),  Bor¬ 
ough  of  The  Bronx,  Amendment  to  N.B.  200-45. 


226-46-A — H.B.Bx. — 700-708  Lydig  avenue  and  2114-21 32 
White  Plains  road,  southeast  corner  (2nd  floor);  (Block 
4287,  Lots  24  and  31),  Borough  of  The  Bronx,  Amend¬ 
ment  to  Alt.  301-44. 


227-46-BZ — H.B.M. — 204-206  WLst  27th  street,  south 
side,  92.2  ft.  west  of  7th  avenue  (Block  776,  Lots  43  and 
44),  Borough  of  Manhattan,  Amendment  to  N.B.  287-45. 


228-46-A — H.B.M. — 146  West  26th  street,  south  side, 
200.10  ft.  east  of  7th  avenue  (9th  floor);  (Block  801,  Lot 
68),  Borough  of  Manhattan,  Amendment  to  F.P.  1864-45. 


229-46-SA — General  Electric  Automatic  Dishwasher, 
Models  AE  646,  BE  646  and  DE  646,  Appliance. 


230-46-BZ— H.B.M.— 148  East  40th  street,  south  side,  158 
ft.  west  of  3rd  avenue  (Block  895,  Lot  60),  Borough  of 
Manhattan,  Alt.  336-46. 


DESIGNATIONS:  H.B. — department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — hire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943 — Vol.  28,  No.  S2A 

Carbon  Dioxide  Liquefier,  Rules _ Dec.  28,  1943 — Vol.  28,  No.  52 A 

Certificate  of  Occupancy, 

approved  form  . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime). .  .Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936 — Vol.  21,  No.  9 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec.  28,1943 — Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Exterior  Veneering  Materials, 

Rules  on  . June  19,  1945— Vol.  30,  No.  25 

Factory  Exit  Rules  . Sept.  12,  1944— Vol.  29,  No.  36 

Fire  Alarm  Rules  (Interior) . Dec.  28,  1943— Vol.  28,  No.  52A 

Fire  Drill  Rules  . Aug.  28,  1945— Vol.  30,  No.  35 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb.  20,1945 — Vol.  30,  No.  8 

Fire  Retarding  Rules  for 

Garages,  etc . Dec.  25,  1945— Vol.  30,  No.  52 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas 

Cutting  Rules  . Dec.  28,  1943— Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . June  12,  1945 — Vol.  30,  No.  24 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Apr.  9,  1946— Vol.  30,  No.  15 

Oil  Burner  Rules . Mar.  5,  1946— Vol.  31,  No.  10 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June  12,1945 — Vol.  30,  No.  24 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Jan.  1,  1946 — Vol.  31,  No.  1 

Platform  Trucks,  Specifications  for.. Nov.  24,  1936 — Vol.  21,  No.  47 
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Last  Publication  in  Bulletin 

Plumbing  Rules  . 

•  Aug. 

3, 

1937- 

-Vol.  22,  No. 

31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply) 

.Mar. 

13, 

1945- 

—Vol.  30,  No. 

11 

Procedure,  Rules  of  . 

.  Sept. 

7, 

1937- 

-Vol.  22,  No. 

36 

Refrigerating  Systems,  Extract  A.C. 

.  Apr. 

9, 

1946- 

— Vol.  30,  No. 

15 

Smoking  in  Factories,  Rules  for... 

•  Jan. 

22, 

1946— Vol.  31,  No. 

4 

Sprinkler  Rules  . 

.  1  une 

29, 

1937- 

-Vol.  22,  No. 

26 

Standpipe  Fireline  Rules . . 

.  [une 

8, 

1937- 

-Vol.  22,  No. 

23 

Structural  Alterations,  Reporting... 

•  June 

7, 

1932- 

-Vol.  17,  No. 

23 

Tank  Trucks,  Fuel  Oil,  etc . 

.  Nov. 

24, 

1936- 

-Vol.  21,  No. 

47 

Tank  Trucks,  Gasoline,  etc . . 

.  Nov. 

24, 

1936- 

-Vol.  21,  No. 

47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . . . 

Dec. 

28, 

1943- 

-Vol.  28,  No. 

52A 

— 

Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No,  15A. 


APRIL  9,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  April  9,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Zoning  Applications. 

778-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution  of  Stuyvesant  Chambers, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  use 
district,  the  alteration  and  conversion  of  occupancy  from 
heretofore  converted  dwelling  (Class  A)  to  business  use 
(portions  of  2nd,  3rd,  4th  and  5th  floors  for  research 
and  direction  in  connection  with  professional  activities) ; 
premises  19-20  Gramercy  Park  south  and  86-88  Irving 
place,  southeast  corner  (Block  875,  Lot  61),  Borough  of 
Manhattan. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place,  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  70  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook- 
i  lyn. 

56-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary  Adelson,  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  public 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcy  avenue 
(Block  1779,  Lot  66),  Borough  of  Brooklyn. 

37-46-BZ — Application,  January  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Herbert  Tannenbaum, 
applicant,  on  behalf  of  Margafet  La  Sala,  owner  (High 
Bridge  Auto  Service,  lessee),  to  permit  in  a  business  use 
district,  the  change  of  occupancy  from  stable  and  hay 
loft,  to  an  automobile  repair  shop;  premises  1275  Jerome 
avenue,  west  side,  75  ft.  north  of  West  169th  street,  and 
Inwood  avenue,  east  side,  75  ft.  north  of  West  169th 
■street  (Block  2855,  part  of  Lot  45),  Borough  of  The 
Bronx. 

52-46-BZ — Application,  January  23,  1946,  under  section 
1  21  of  the  zoning  resolution,  of  Herman  Spinken,  appli¬ 
cant,  on  behalf  of  Dorothy  Warren,  owner,  to  permit  in 


a  business  use,  C  area  district,  the  extension  of  present 
building  to  cover  more  area  than  is  permitted;  premises 

159- 17  Hillside  avenue,  north  side,  168.20  ft.  east  of  Par¬ 
sons  boulevard  (Block  9768,  Lot  89),  Jamaica,  Borough 
of  Queens. 

99-46-BZ — Application,  February  14,  1946,  under  section 
21  of  the  zoning  resolution,  of  Walter  Binger,  applicant, 
on  behalf  of  Realest  Corporation,  owner,  to  permit  in  a 
restricted  retail  use,  B  area  district,  the  extension  of  rear 
of  first  story  to  cover  more  than  permitted  area;  prem¬ 
ises  1189  Madison  avenue,  east  side,  18  ft.  south  of  East 
87th  street  (Block  1498,  Lot  151),  Borough  of  Manhattan. 

160- 46-BZ — Application,  March  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Harry  Kleinman,  applicant 
and  owner,  to  permit  in  a  residence  use  district,  the 
erection  of  a  fireproof  building,  to  be  used  as  a  skating 
rink;  premises  2520  Hylan  boulevard,  south  side,  125  ft. 
west  of  New  Dorp  lane  (Block  3960,  Lot  7),  New  Dorp, 
Borough  of  Richmond. 

624-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lobe  Realty  Corp.,  owner,  reopened 
February  13,  1946,  under  section  7f  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  erection  of 
a  gasoline  service  station,  lubritorium  and  car  washing; 
premises  178-02  to  178-08  Union  turnpike,  south  side, 
400  ft.  east  of  Utopia  parkway  (Block  7227,  part  of  Lot 
24),  Flushing,  Borough  of  Queens. 

460-26-BZ — Application  of  George  A.  Aliano,  applicant, 
on  behalf  of  49-50  Realty  Corporation,  owner,  reopened 
March  12,  1946,  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the 
erection  of  a  building  for  Post  Office,  bowling  alleys, 
restaurant  and  business;  premises  513-533  50th  street, 
north  side,  90  ft.  east  of  5th  avenue,  and  4921  5th  avenue 
(Block  784,  Lot  2),  Borough  of  Brooklyn. 

702-45-BZ — Application,  November  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  behalf  of  Albert  H.  Dachuck  and  James 
Ferrara,  owners,  to  permit  in  residence  and  business  use 
district,  the  change  of  occupancy  from  riding  academy 
(15  horses)  to  gasoline  service  station  and  repair  shop; 
premises  182-70  Union  turnpike,  and  80-02  Chevy  Chase 
street,  southwest  corner  (Block  7248,  Lot  39),  Jamaica, 
Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

120-46-A — 2417  Webster  avenue,  west  side,  65.08  ft. 
north  of  East  187th  street  (1st  floor  and  basement); 
(Block  3025,  Lot  25),  Borough  of  The  Bronx. 

134-46-A— 555  East  Tremont  avenue,  northeast  corner  of 
Monterey  avenue  (Block  3060,  Lot  32),  Borough  of  The 
Bronx. 

50-46-A — 60-82  Washington  street,  west  side,  1-27  Flint 
street,  27-37  York  street  and  66-76  Front  street,  entire 
block  (5th  floor);  (Block  50,  Lot  1),  Borough  of  Brook¬ 
lyn. 

149-46-A — 8-44  Halleck  street,  west  side,  127.01  ft.  south 
of  Beard  and  Otsego  streets  (Block  613,  Lot  3),  Borough 
of  Brooklyn. 

167-46-A — 254  36th  street,  east  side,  650  ft.  north  of  2nd 
avenue  (2nd  floor);  (Block  695,  Lot  1),  Borough  of 
Brooklyn. 

Materials  and  Appliance  for  Approval. 

301-45-SM — Calairco  Cl  Flameproofing  Solution. 

494-45-SM — ABC  Kalamein  Door  Company  and  Acme 
and  Dorf  Metal  Door  Corp.,  J4  hr.  Kalamein  Fire-Re¬ 
sistive  Window. 


CALENDAR 


1309-39-SM — Kiesling  Bi-Parting  and  Bi-Pass  Counter¬ 
balanced  Elevator  Doors. 

700-45-SM— General  Bronze  Corporation’s  Aluminum 
Windows,  Type  Permatite  and  Alwintite,  types  DHA1, 
DHA2,  DHA3,  DHB1,  DHB2,  DHB3,  DHB3HV, 
DHA3HV,  DHAO,  CPA2,  CPB2. 

1205-39-SA — Bake-O-Heat  Oil  Burner,  Additional  Model, 
B.O.H.-A. 

General  Resolution. 

1464-39-GR — Reopening  and  amendment  of  General 
Resolution — re  Approval  of  Inspection  Agencies  under 
rules  adopted  by  the  Board  under  Calendar  1139-39- 
GR — addition  of  the  inspection  agency,  Samuel  Cohen, 
Professional  Engineer. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  9,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  9,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

638-45-A — 244-258  Water  street,  south  side,  125  ft.  east 
of  Bridge  street  (Block  42,  part  of  Lot  11),  Borough  of 
Brooklyn. 

166-46-A— 18-20  West  street,  east  side,  75  ft.  south  of 
Morris  street,  and  28-32  Washington  street  (Block  15, 
Lot  19),  Borough  of  Manhattan. 

I97.45.A— 5106  Avenue  I,  south  side,  22  ft.  4  in.  east  of 
51st  street  (1st  floor);  (Block  7777,  Lot  41),  Borough  of 
Brooklyn. 

724-45-A — 161-165  West  12th  street,  north  side,  184  ft. 
west  of  7th  avenue  and  144-148  West  13th  street,  south 
side,  200.6  ft.  west  of  7th  avenue  (Block  608,  Lot  70), 
Borough  of  Manhattan. 

123-46-A — 12  Duane  street  and  235-239  William  street, 
southwest  corner  (Block  121,  Lot  61),  Borough  of  Man¬ 
hattan. 

150- 46-A — -1514-1530  Broadway,  east  side,  between  West 
44th  and  West  45th  streets  and  155-169  West  44th  street 
(basement  and  sub-basement);  (Block  997,  Lots  1,  6,  9, 
54  and  57),  Borough  of  Manhattan. 

151- 46-A — 579-581  Broadway,  west  side,  124.2  ft.  north 
of  Prince  street  and  150-152  Mercer  street  (Block  512, 
Lots  20-21),  Borough  of  Manhattan. 

195-46-A — 1787-1795  West  Farms  road,  west  side,  197.06 
ft.  north  of  East  174th  street  (cellar);  (Block  3015,  Lot 
58),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  April  23,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters: 

Zoning  Applications 

779-45-BZ— Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 


for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf 
of  The  Macmillan  Company,  owner,  to  permit  in  a  res¬ 
idence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

676-42-BZ — Application  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Tillie  Cooperman  and  William  Broder,  owners, 
reopened  February  5,  1946,  under  section  7e  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  stable  (more  than  five  horses) 
to  manufacturing  and  storage;  premises  357  West  17th 
street,  north  side,  100  ft.  east  of  9th  avenue  (Block  741, 
Lot  5),  Borough  of  Manhattan. 

802-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Church  of  The  Most  Precious 
Blood,  owner,  to  permit  in  a  residence  use  district,  an 
outdoor  theatre  to  seat  460  persons;  premises  90-110 
Bay  47th  street,  and  2737-2747  Harway  avenue,  north¬ 
east  corner  (Block  6901,  Lots  1,  3,  63,  64  and  66),  Bor¬ 
ough  of  Brooklyn. 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19,  1946 
(previously  withdrawn)  re  application,  under  section  7f_ of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  reconstruction  and  extension  of  existing  gasoline  serv¬ 
ice  station  (previously  granted  by  the  Board)  ;  premises 
242-02  to  242-12  Merrick  boulevard  and  133-41  to  133-45 
242nd  street,  southeast  corner  (Block  13206  (3645),  Lots 
17  and  19),  Rosedale,  Borough  of  Queens. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

791- 45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  George  Edward 
Beatty,  applicant,  on  behalf  of  R.  C.  Church  of  St. 
Matthias,  owner,  to  permit  in  residence,  business  use, 

C  area  district,  the  proposed  extension  of  existing 
school  building  omitting  part  of  required  rear  yard; 
premises  1881  Catalpa  avenue,  north  side,  103.57  ft.  west 
of  Woodward  avenue  (Block  3473,  Lot  50),  Ridgewood, 
Borough  of  Queens. 

36-46-BZ — Application,  January  8,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  F.  Lidonici,  owner,  to  permit  in 
business  use,  D  area  district,  the  erection  of  a  building 
to  be  used  as  a  gasoline  service  station,  lubritorium, 
auto  laundry  and  public  garage  for  more  than  five  (5) 
motor  vehicles,  using  more  than  the  permitted  area  of 
the  Lot;  premises  68-72  to  68-88  Austin  street,  south 
fide,  100  ft.  west  of  69th  avenue  (Block  3234,  part  of 
Lots  22  and  34),  Forest  Hills,  Borough  of  Queens. 

792- 45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

41-46-BZ — Application,  January  11,  1946,  under  section 
21  of  the  zoning  resolution,  of  S.  Joseph  Silbert,  appli-  ! 


CALENDAR 


cant,  on  behalf  of  126  West  42nd  Street,  Inc.,  owner, 
to  permit  in  retail  use,  B  area  district,  the  change  in 
occupancy  and  increase  in  area  of  proposed  building  to 
occupy  more  than  the  permitted  area;  premises  126-128 
West  42nd  street,  south  side,  240  ft.  west  of  6th  avenue 
(Avenue  of  The  Americas)  and  129-131  West  41st  street 
(Block  994,  Lots  21,  43  and  44),  Borough  of  Manhattan. 

448-23-BZ — Application  of  William  R.  Altman  and  Her¬ 
man  Kron,  applicants,  on  behalf  of  Steinfrank  Realty 
Corp.,  owner  (Shelby  Craftco,  lessee),  reopened  Febru¬ 
ary  19,  1946,  under  sections  7c  and  7e  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted  by 
Board)  to  storage  (paper  products)  and  office;  premises 
2856  Webster  avenue,  east  side,  199.4  ft.  south  of  Bed¬ 
ford  Park  boulevard  (Block  3273,  Lot  118),  Borough  of 
The  Bronx. 

93-46-BZ — Application,  February  14,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Victor  Mayper,  ap¬ 
plicant,  on  behalf  of  New  York  Central  Railroad  Co. 
and  Hudson  Varick  Corp.  (Equitable  owner  under  con¬ 
tract  of  sale),  owners,  to  permit  in  unrestricted  use,  B 
area,  and  class  2  height  district,  the  erection  of  a  build¬ 
ing  not  meeting  the  height  requirements;  premises  25-57 
Varick  street,  134-162  Hudson  street,  23-39  Beach  street, 
and  23-41  Laight  street,  entire  block  (Block  213,  Lot  1), 
Borough  of  Manhattan. 

562-24-BZ — Application  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Jacob  Oberwager,  owner,  reopened 
March  19,  1946,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,  the  proposed  additional  use  for  the  display,  sales 
and  servicing  of  automobiles,  and  altering  the  front 
elevation  to  present  one  story  public  garage  (for  more 
than  five  motor  vehicles),  previously  granted  by  the 
Board;  premises  2470-2480  Bedford  avenue,  west  side, 
60  ft.  north  of  Clarendon  road  (Block  5167,  Lot  40), 
Borough  of  Brooklyn. 

283-42-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Estate  of  Theodore  Badman,  owner,  reopened 
February  26,  1946,  under  section  7h  of  the  zoning  reso- 
i  lution,  to  permit  in  residence  use  district,  the  parking 
and  storage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied) ;  premises  222-228  East  34th  street,  south 
side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots  46-49), 
Borough  of  Manhattan. 

Appliance  and  Materials  for  Approval. 

427-38-SA — Josam  Oil  Interceptor,  Models  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

647-45-SM — Met-Cro  Metal  Cross-Bridging. 

62-39-SM — The  Philip  Carey  Mfg.  Company  Roofing  Ma¬ 
terials.  (Reopened  March  13,  1945). 

812-39-SM — Nabcor  High  Pressure  Steam  Cured  Cinder 
Blocks — additional  sizes — 5 Y\"  x  834"  x  17j4"  hollow  three 
cell  1  y2"  x  234"  x  17J4"  Solid  units  (no  voids);  (Reopened 
January  22,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  23,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  23,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
1  matters : 

i 

i 


Appeals  from  Administrative  Decisions. 

89-46-A — 1760-1764  Pitkin  avenue  and  128  Watkins  street, 
southwest  corner  (3rd  floor);  (Block  3524,  Lot  16),  Bor¬ 
ough  of  Brooklyn. 

137-46-A — Blair  avenue,  614.75  ft.  north  of  Miles  avenue, 
Bungalow  232B  (Block  5516,  Lot  None),  Edgewater 
Camp,  Borough  of  The  Bronx,  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Blair  avenue). 

162-46-A — 99-08  Metropolitan  avenue,  south  side,  121  ft. 
west  of  70th  road  (Block  3894,  Lot  34),  Forest  Hills, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street — Metropolitan  Avenue  widen¬ 
ing)- 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  30,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  30,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

413-45-BZ — Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

777-45-BZ — Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution  of  Albert  Thompson, 
applicant,  on  behalf  of  Elsie  O’Connor,  owner,  (John 
Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8  horses 
for  hire);  premises  198-73  Foothill  terrace,  east  side,  98 
ft.  north  of  Hillside  avenue  (Block  10532,  Lots  128  and 
131),  Queens  Village,  Borough  of  Queens. 

114-36-BZ — Application  of  James  Whitford,  applicant,  on 
behalf  of  Vincent  Kieran,  owner,  reopened  March  19, 
1946,  under  section  7 a  of  the  zoning  resolution,  to  permit 
in  business  and  business  1  use  district,  the  restoration  to 
the  former  uses  granted  by  the  Board  (motor  vehicle 
repair  shop,  garage  for  more  than  five  (5)  motor  vehicles 
and  automobile  showroom) ;  premises  330  Ray  street, 
and  2  St.  Julian  place,  southwest  corner  (Block  503,  Lot 
32),  Tompkinsville,  Borough  of  Richmond. 

8-46-BZ — Application,  January  9.  1946,  under  section  21 
of  the  zoning  resolution,  of  H.  Herbert  Lilien,  applicant, 
on  behalf  of  North  State  Realty  Corp.,  owner,  to  permit 
in  residence  and  business  use,  B  area  district,  the  con¬ 
struction  of  two  incinerators,  occupying  more  than  per¬ 
mitted  area;  premises  1270  Gerard  avenue,  and  41  East 
168th  street,  northeast  corner  (Block  2481,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

46-46-BZ — Application,  January  23,  1946,  under  section 
7b  of  the  zoning  resolution,  of  Henry  George  Greene, 


|1 

\ 


333 


CALENDAR 


applicant,  on  behalf  of  William  C.  Segal,  owner,  to  permit 
in  residence  and  restricted  retail  use  district,  the  change 
in  occupancy  from  private  dwelling  to  editorial  and  pub¬ 
lishing  office;  premises  18  East  62nd  street,  south  side, 
95  ft.  west  of  Madison  avenue  (Block  1376,  Lot  60), 
Borough  of  Manhattan. 

69-46-BZ — Application,  Eebruary  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  William  J.  Minogue,  appli¬ 
cant,  on  behalf  of  Edwin  Gould  Foundation  for  Children, 
owner,  to  permit  in  residence  use,  E-l  area  district,  the 
conversion  of  occupancy  from  existing  use  (dormitory  of 
children’s  home)  to  multiple  dwelling  not  conforming 
to  requirements  of  E-l  area  district;  premises  1761  Still¬ 
well  avenue,  southeast  corner  of  Pelham  parkway  (Block 
4411,  part  of  Lot  300),  Borough  of  The  Bronx. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

131-46-BZ — Application,  February  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  A.  Stewart  Walker,  appli¬ 
cant,  on  behalf  of  Chemical  Bank  and  Trust  Company, 
owner,  to  permit  in  retail  use,  B  area  district,  the  exten¬ 
sion  of  present  building  (2  additional  stories)  to  occupy 
more  than  permitted  area  and  to  permit  rear  yard  of  less 
depth  than  is  required;  premises  11-13  West  51st  street, 
north  side,  250  ft.  west  of  5th  avenue  (Block  1267,  Lot 
26),  Borough  of  Manhattan. 

522-43-BZ — Application  of  Edwin  W.  Kleinert,  applicant, 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wilbert, 
owners  (Wheeler  Shipbuilding  Corp.,  lessee),  reopened 
March  26,  1946,  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  for  a 
temporary  term,  the  use  and  maintenance  of  a  temporary 
storage  shed;  the  storage  of  lumber,  and,  also  the  park¬ 
ing  of  more  than  five  motor  vehicles  (employees’  cars); 
premises  152-02  to  152-10  10th  avenue,  10-01  to  11-29’ 
152nd  street,  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  1,  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens. 


Appeals  from  Administrative  Decisions. 

523-43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street,  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

132-46-A — 11-13  West  51st  street,  north  side,  250  ft.  west 
of  5th  avenue  (Block  1267,  Lot  26),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  7,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  7,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Zoning  Application, 

811-45-BZ — Application,  December  27,  1945,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner  (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  7,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  7,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Appeal  from  Administrative  Decision. 

185-46-A — 20-24  Exchange  place  and  22  William  street, 
southwest  corner  (15th  to  19th  floors,  inclusive);  (Block 
27,  Lots  27,  31,  33  and  36),  Borough  of  Manhattan. 

HARRIS  PI.  MURDOCK,  Chairman. 


 MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  March  26, 
1946.) 


51-36-BZ 

APPLICANT — Alfred  H.  Eccles,  for  Isabelle  B.  Booth, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent),  previously  granted  on 
condition,  under  sections  7e  and  21  of  the  zoning- 
resolution,  for  a  term  of  ten  years,  permitting  in 
a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  motor  vehicles 
and  also  a  gasoline  service  station. 

PREMISES  AFFECTED — 153-02  Hillside  avenue  and  87- 
61  153d  street,  southeast  corner  (Block  838,  Lot 
13),  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles  and  Aubrey 
Booth. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (51-36-BZ) 

Whereas,  this  application  affecting  premises  153-02  Hill¬ 
side  avenue  and  87-61  153rd  street,  southeast  corner  (Block 
No.  838,  Lot  No.  13),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  June  9,  1936,  on  certain  conditions, 
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for  a  term  of  ten  years ;  resolution  amended  September  29, 
1936  and  plans  approved  on  October  27,  1936;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  9,  1936,  as  am¬ 
ended  by  resolutions  adopted  September  29,  1936  and  Octo¬ 
ber  27,  1936,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  will  read : 

.  .  granted  under  section  7f  for  a  term  of  ten  (10) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  as  a  gasoline  service 
station,  on  condition  ....  and  that  other  than  as 
amended  herein,  the  resolution  adopted  by  the  Board 
June  9,  1936,  as  amended  September  29,  1936,  shall  be 
complied  with  in  all  respects ;  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


655-24-BZ 

APPLICANT — Frank  J.  Ross,  for  Vincent  Trimarco. 

•  President,  Jalda  Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  new  proposed  use — re  Application 
(decision  of  the  borough  superintendent)  previously 
denied,  for  alteration  and  extension  of  theatre. 

PREMISES  AFFECTED — 3837  White  Plains  avenue,  west 
side,  75  ft.  south  of  221st  street  (Block  4655,  Lots 
48  and  49),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frank  J.  Ross. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 


562-32-BZ 

APPLICANT — Stanley  H.  Klein,  for  Silgreen  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previouslyvgranted  on  con¬ 
dition,  under  section  7 f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
ten  years,  the  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 208-16  Linden  boulevard,  south¬ 
west  corner  of  Springfield  boulevard  (Block  3358, 
Lot  50),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative . . . 0 


522-43-BZ 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee, 
for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  variance — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  sections  7e  and  7h  of  the  zoning 
resolution,  for  a  term  of  six  months,  the  erection 
and  maintenance  of  a  temporary  storage  shed,  the 
storage  of  lumber  and  the  parking  of  more  than 
five  motor  vehicles  (employee’s  cars). 

PREMISES  AFFECTED— 152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42, 
44,  47  and  68 ;  Block  4538,  Lots  1  and  18  and  Block 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  W.  Kleinert. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  April  30,  1946  at 
10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 


APPLIANCE  SUBMITTED 'FOR  APPROVAL 

99-35-SA 

APPLICANT — Cities  Service  Oil  Co.,  for  Kleen  Heet,  Inc., 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution  to  include  additional  name 
Re  Kleen  Heet  Oil  Burner,  Type  902,  previously 
approved. 

APPEARANCES— 

For  Applicant:  Benjamin  Mosher. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 

THE  RESOLUTION  (99-35-SA) 

Whereas,  Jack  W.  Hirsch,  for  Kleen-Heet  Incorporated, 
owner,  filed  on  April  16,  1935,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Kleen  Heet  Oil  Burner,  Type  902;  and 
Whereas,  this  appliance  was  approved  by  the  Board 
June  11,  1935 ;  and 

Whereas,  the  resolution  was  amended  on  June  10,  1941, 
and  the  applicant  requested  a  further  amendment  of  the  reso¬ 
lution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  10,  1941,  by  adding 
thereto : 

“.  .  .  in  the  event  that  the  owner  desires  to  market 
Model  711  under  the  name  of  Cities  Service  Oil  Burner, 
such,  name  may  be  permitted  for  use  in  New  York  City, 
provided  that  in  all  other  respects  the  requirements  of 
the  approval  adopted  on  June  10,  1941,  shall  be  complied 
with.” 


Adjourned:  4:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


000 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  2,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  March  19,  1946,  were  ap¬ 
proved  as  printed  in  Bulletin  No.  13,  Vol.  31. 


ZONING  APPLICATIONS.  ■ 

676-42-BZ 

APPLICANT — Ellis  L.  Lavine,  for  Tille  Cooperman  and 
William  Broder,  owner. 

SUBJECT— Application  reopened  February  5,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  change  of  occupancy 
from  stable  (more  than  five  horses)  to  manufac¬ 
turing  and  storage. 

PREMISES  AFFECTED— 357  West  17th  street,  north  side, 
100  ft.  east  of  9th  avenue  (Block  741,  Lot  5),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  L.  Lavine,  S.  Kooperman,  W. 
Broder  and  B.  Bomrind. 

For  Opposition :  Mrs.  D.  Pfeiffer,  F.  A.  McKenzie 
and  W.  A.  Beukiser. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1946  at 
10  A.M.  for  further  consideration ;  applicant  to  re¬ 
port  on  the  possibilities  of  sale  of  the  premises  to 
riding  academy 


779-45-BZ 

APPLICANT — W.  F.  Lamb  for  Shreve,  Lamb  and  Harmon, 
for  the  Macmillan  Company,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  B  area  dis¬ 
trict,  the  proposed  addition  to  an  existing  building, 
and  without  providing  a  rear  yard. 

PREMISES  AFFECTED — 60-62  5th  avenue  and  9-11  12th 
street,  northwest  corner  (Block  576,  Lots  46  and 
48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Brett,  Jr.,  J.  Randall 
Williams  3rd,  and  W.  F.  Lamb. 

For  Opposition:  G.  Clayton,  L.  Rohan,  R.  Korn, 
G.  Shawnut  and  Julian  Whittlesey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1946  at 
10  A.M.  for  decision  by  Board;  applicant  to  pro¬ 
vide  additional  information. 


802-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Church  of  The 
Most  Precious  Blood,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  an  outdoor 
theatre  to  seat  460  persons. 

PREMISES  AFFECTED— 90-110  Bay  47th  street,  and 
2737-2747  Harway  avenue,  northeast  corner  (Block 
6901,  Lots  1,  3,  63,  64  and  66),  Borough  of  Brook¬ 
lyn. 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Rev.  J.  Della 
Pietra. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1946  at  10 
A.M.  to  permit  a  joint  hearing  with  “A”  appeal. 


811-45-BZ 

APPLICANT — -Cole  and  Madsen,  for  Annie  Applebaum, 
owner  (Public  Service  Hosiery  Stores,  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  and  business- 1  use,  C  area 
district,  the  extension  of  existing  building  to  occupy 
more  of  lot  at  curb  level  than  is  permitted. 
PREMISES  AFFECTED — 172  Richmond  avenue,  west 
side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  C.  Cole,  K.  Nielnes  and  N.  Mes- 
singer. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1946  at  10 
A.M.  for  further  consideration. 


1213-40-BZ 

APPLICANT — Frank  S.  Parker,  for  605  West  51st  Street 
Corp.,  owner. 

SUBJECT — Application  reopened  November  7,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7g  of  the  zoning  resolution  to  permit 
in  an  unrestricted  use  district,  the  erection  of  a  two 
(2)  story  garage  and  repair  shop  (within  200  ft. 
of  a  public  park)  for  more  than  five  (5)  motor 
vehicles  for  a  term  of  twenty  years. 

PREMISES  AFFECTED— 727-731  11th  avenue,  west  side, 
50  ft.  2 14  in.  south  of  West  52nd  street  (Block 
1099,  Lots  32,  33  and  34),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frank  S.  Parker. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (1213-40-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  to  permit  in  an  unrestricted  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a 
garage  for  more  than  five  motor  vehicles  and  also,  as  a 
motor  vehicle  repair  shop ;  the  plot  in  question  being  located 
within  200  ft.  of  a  public  park,  affecting  premises  727-731 
Eleventh  avenue,  west  side,  50  ft.  2Vi  in.  south  of  West 
52nd  street  (Block  1099,  Lots  32,  33  and  34),  Borough  of 
Manhattan,  was  dismissed  for  lack  of  prosecution,  by  vote  of 
the  Board,  on  February  16,  1943 ;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
November  7,  1945  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  April  2,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  11th  avenue  is  in  an  unrestricted  use,  A 
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area  and  Class  2  height  district;  West  51st  and  West  52nd 
streets  are  in  qn  unrestricted  use,  A  area  and  Class  2  height 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  11,  1945,  re  N.  B.  App.  195-45,  reads: 

“1.  Garage  entrance  or  exit  not  permitted  within  200 
feet  of  entrance  to  or  exit  from  public  park  of  Vi  acre 
or  more  in  area.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  75  ft.  3)4  in-  frontage  by  100  ft.  in  depth,  on  which 
it  is  proposed  to  erect  a  building  75  ft.  3)4  in.  front  by  100 
ft.  in  depth,  2  stories,  18  ft.  in  height,  of  Class  3  construction ; 
that  it  is  proposed  to  erect  a  two-story  garage  and  repair 
shop  to  be  used  by  owner  in  conjunction  with  adjoining 
premises  to  the  rear;  and 

Whereas,  the  applicant  contends  that  site  in  question  has  a 
certificate  of  occupancy  for  use  as  a  parking  lot  for  busses ; 
that  it  is  now  proposed  to  erect  a  two-story  garage  and  re¬ 
pair  shop  to  be  used  by  the  Gottfried  Baking  Company  in 
conjunction  with  adjoining  premises  to  the  rear;  that  there 
is  filed  with  this  application  the  consents  of  affected  prop¬ 
erty  owners  in  excess  of  50  per  cent;  that  the  use  of  the 
building  for  garage  purposes  is  requested  for  a  period  of 
twenty  years;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  applicant  filed  consents  representing  65% 
of  the  frontage  within  the  area  of  notification  as  set  by  the 
Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  g,  and  subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7g  thereof,  to  permit 
the  erection  of  the  building  as  proposed  as  a  garage  for  more 
than  five  (5)  motor  vehicles  and  under  section  7i  as  a  motor 
vehicle  repair  shop,  to  be  used  as  proposed  in  connection 
with  the  adjoining  garage  occupied  by  the  Gottfried  Baking 
Company  and  as  indicated  on  plans  filed  with  this  application 
marked  ‘‘Received  October  18,  1945,”  three  sheets,  on  condi¬ 
tion  that  the  building  shall  not  exceed  two  stories  in  height ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


633-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Julius  Spilka, 
owner. 

SUBJECT — -Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  present  building  to  occupy  more 
area  than  permitted  at  curb  level. 

PREMISES  AFFECTED— 1474-1476  60th  street,  south 
side,  60  ft.  west  of  15th  avenue  (Block  5720,  Lot 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  F.  Savignano. 

For  Opposition :  A.  Besunder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (633-45-BZ) 

Whereas,  Ferdinand  Savignano,  for  Julius  Spilka,  owner, 
filed  October  20,  1945  an  application  under  section  21  of  the 


zoning  resolution,  to  permit  in  an  unrestricted  use,  C  area, 
district  the  extension  of  the  present  building  to  occupy  more 
than  the  permitted  area  at  curb  level,  affecting  premises 
1474-1476  60th  street,  south  side,  60  ft.  west  of  15th  avenue 
(Block  5720,  Lot  38),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  2,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  60th  street  is  in  business  and  unrestricted 
use,  C  area  and  class  1  height  districts;  15th  avenue  is  in  an 
unrestricted  use,  C  area  and  class  1  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
October  18,  1945  on  Alt.  Applic.  1116-45  reads: 

“1.  Proposed  extension  of  one  story  structure  so  that 
occupied  area  of  lot  exceeds  60%  violates  Art.  IV,  Sec. 
13,  b,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  40  ft.  frontage  by  40  ft.  in  depth,  1  story,  13  ft.  8 
in.  in  height,  of  Class  3  construction  located  in  an  unrestricted 
area  that  it  is  proposed  to  erect  a  one  story  brick  and  ce¬ 
ment  block  extension  to  an  existing  one  story  cement  block 
building ;  and 

Whereas,  the  applicant  contends  that  the  existing  build¬ 
ing  is  occupied  as  a  motor  vehicle  repair  shop ;  that  the 
present  owner  purchased  the  building  in  1942  with  the  inten¬ 
tion  of  erecting  such  extension  when  financial  conditions  and 
war  time  restrictions  permitted;  that  due  to  the  inconspicuous 
location  of  the  present  building  at  the  rear  of  the  lot,  the 
owner  felt  that  he  would  lose  trade  due  to  the  tendency  of 
vehicles  passing  without  noticing  his  establishment  and  this 
alteration  would  create  a  great  improvement- in  his  business 
since  60th  street  is  a  very  busy  two  way  vehicular  thorough¬ 
fare  ;  that  this  alteration  would  improve  the  conditions  of 
the  neighborhood  as  well  as  the  adjoining  parcels  in  that  it 
is  proposed  to  erect  an  ornamental  facade  and  face  brick 
side  walls  returning  to  a  substantial  enough  depth  to  pro¬ 
vide  a  pleasant  view  from  all  approaches ;  that  the  present 
legal  occupancy  of  parking  in  the  front  yard  would  be  en¬ 
tirely  enclosed  and  this  objectionable  appearance  entirely 
concealed ;  that  the  rear  yard  at  present  is  almost  entirely 
built  up  thus  omitting  any  question  as  to  further  encumbering 
block  ventilation ;  that  there  are  other  buildings  on  this 
block  which  are  now  on  the  building  line ;  that  since  this 
is  a  C  area  district  partially  of  unrestricted  and  partially 
of  business  use,  it  remains  that  any  other  parcel  on  this  block 
can  be  developed  with  similar  type  buildings  erected  to  the 
building  line ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granded  under  section  21 
thereof,  to  permit  the  extension  of  the  building  substantially 
as  proposed  and  as  indicated  on  plans  filed  with  this  applica¬ 
tion  marked  “Received  October  20,  1945,”  two  sheets,  on 
condition  that  the  building  shall  be  extended  to  within  15  ft. 
of  the  street  building  line ;  that  the  15  ft.  setback  shall  be 
left  vacant  and  shall  be  cement  paved  in  front  of  the  entrance 
and  the  areas  shall  be  planted  at  either  side  with  cement 
curb  protection ;  that  suitable  fences  shall  be  maintained  at 
the  interior  lot  lines  up  to  the  building  line;  that  no  gas¬ 
oline  pumps  shall  be  installed  in  the  setback  area;  that  the 
building  shall  not  exceed  one  story  in  height ;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  require;  that  in  all  other  respects, 
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the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  resolution. 


640-45-BZ 

APPLICANT- — Jacob  Lubroth,  for  Jacob  S.  Kaminsky, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  an  unrestricted,  C  area 
district,  the  extension  of  an  existing  building  to 
occupy  the  full  area  of  lot  on  the  first  floor. 
PREMISES  AFFECTED — 60-77  Myrtle  avenue,  north 
side,  208  ft.  west  of  Fresh  Pond  road  (Block  3538, 
Lot  55),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
N  egative  .  0 

THE  RESOLUTION  (640-45-BZ) 

Whereas,  Jacob  Lubroth,  for  Jacob  S.  Kaminsky,  owner, 
filed  October  23,  1945,  an  application  under  sections  7a  and 
21  of  the  zoning  resolution,  to  permit  in  an  unrestricted 
use,  C  area  district,  the  extension  of  an  existing  building 
to  occupy  the  full  lot  area  on  the  first  floor ;  premises :  60-77 
Myrtle  avenue,  208  ft.  west  of  Fresh  Pond  road  (Block 
3538,  Lot  55),  Ridgewood,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular 

meeting,  April  2,  1946,  after  due  notice  by  publication  in 

the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  distict  maps  accompanying  the  zoning 
resolution  show  that  Myrtle  avenue  is  in  unrestricted  use, 
C  area,  and  Class  1  height  districts ;  Fresh  Pond  Road  is 
in  unrestricted  use,  C  area  and  Class  1  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 

dated  September  21,  1945,  re  Misc.  App.  1492-45,  reads: 

“1.  In  a  ‘C’  area  district  no  bldg,  shall  occupy  at 
the  curb  level  more  than  60%  of  the  area  of  the  lot, 
sec.  13  of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  90  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  52  ft.  in  depth,  irregular, 
3  stories,  35  ft.  in  height,  of  Class  3  construction;  that  it 
is  proposed  to  build  an  extension  to  the  rear  38  ft.  deep 
by  20  ft.  wide  (irregular),  one  story,  11  ft.  in  height,  of 
Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  premises  is 
occupied  on  the  first  floor  as  a  retail  music  store ;  and  on 
the  2nd  and  3rd  floors  by  one  family  on  each  floor ;  that 
the  owner  purchased  this  property  in  September,  1941,  for 
the  specific  purpose  of  expanding  his  business ;  due  to 
W.P.B.  restrictions,  these  improvements  were  .postponed 
until  the  post-war  period;  that  at  the  time  of  purchase,  this 
property  was  permissible  under  the  Zoning  Resolution  to  be 
used  for  such  improvements  as  are  now  contemplated ;  that 
only  recently  when  the  Zoning  Resolution  was  amended 
were  the  proposed  improvements  prohibited ;  that  the  prem¬ 
ises  under  appeal  are  situated  in  the  middle  of  the  block 
facing  Myrtle  avenue,  between  60th  Lane  and  Fresh  Pond 
Road,  upon  which  there  are  twenty  buildings,  fifteen  of 
which  have  extenions  in  the  rear  and  occupy  the  full  lot 
and  it  is  the  applicant’s  contention  that  no  one  will  be 
harmed  or  suflrer  any  inconvenience  by  the  addition  of  an¬ 
other  extension ;  and  that  in  view  of  all  these  facts  and 


circumstances  the  applicant  asks  that  the  owner  be  relieved 
of  unnecessary  hardships ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  proposed  extension  as  indicated  on 
plans  filed  with  this  application  marked  “Received  October 
23,  1945,”  two  sheets,  on  condition  that  the  building  shall 
not  exceed  one  story  and  cellar  in  height;  that  any  open¬ 
ings  on  the  rear  lot  line  shall  be  fireproof  and  self-closing; 
that  a  door  in  the  rear  wall  shall  be  installed  which  shall  be 
fireproof ;  that  permission  shall  be  filed  with  the  borough 
superintendent  from  the  adjoining  owner  to  permit  exit  to 
the  alleyway  on  the  adjoining  lot  no.  67  leading  to  60th 
Lane ;  that  the  ceiling  of  such  extension  shall  be  fire-re¬ 
tarded  with  wire  lath  and  cement  plaster ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


44-46-BZ 

APPLICANT — Boris  W.  Dorfman,  for  Daumar  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  D  area 
district,  the  extension  of  present  buildings  to  cover 
more  area  than  permitted  at  curb  level. 
PREMISES  AFFECTED — 1609-1611  Avenue  U,  north 
side,  96  ft.  and  112  ft.  west  of  East  17th  street 
(Block  7321,  Lots  45  and  46),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  B.  Dorfman. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (44-46-BZ) 

Whereas,  Boris  W.  Dorfman,  for  Daumar  Realty  Co., 
Inc.,  owner,  filed  January  22,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  residence 
and  business  use,  D  area,  the  extension  of  present  buildings 
to  cover  more  area  than  permitted  at  curb  level ;  premises : 
1609  to  1611  Avenue  U,  north  side,  96  and  112  feet  west 
of  East  17th  street  (Block  7321,  Lots  45  and  46),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  2,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Avenue  U  is  in  a  business  use,  D  area 
and  Class  1  height  district;  East  17th  street  is  in  residence 
and  business  use,  D  area  and  Class  1  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  3,  1946,  re  Alt.  Apps.  4167-45  and  4168-45, 
reads : 

“1.  Proposed  one.  story  extension  would  violate  Art. 
IV,  Sec.  14c  Zoning  Resolution — Excessive  occupied 
area  of  lot.” 

and 
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VY  here  as,  tlie  applicant  states  that  the  premises  consist 
of  a  plot  32  ft.  frontage  by  105  ft.  in  depth,  on  which  are 
located  two  buildings,  each  16  ft.  by  70  ft.  in  depth,  3  stories 
(35  ft.)  in  height,  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  extend  each  building  on  1st  door  for  30  ft.  leaving 
a  rear  yard  of  5  ft. ;  and 

Whereas,  the  applicant  contends  that  Avenue  U,  forms 
the  business  center,  where  all  shopping  is  done  for  not  only 
food,  but  shoes,  apparel,  etc.,  and  for  this  reason  a  great 
number  of  the  stores  on  Avenue  U  occupy  100%  of  the 
area  of  the  plot;  that  the  hardship  under  section  21  in  this 
case  affects  not  only  the  shopkeeper  but  also  the  population 
of  the  section;  that  #1609  and  1611  Avenue  U  are  occupied 
by  buildings  only  16  ft.  wide,  so  that  the  extension  will 
[  add  only  450  sq.  ft.  to  both  buildings;  that  #1609  is  a 
ladies’  and  children’s  shoestore  and  #1611  a  ladies’  apparel 
store,  both  badly  cramped  for  space  and  prevented  from 
carrying  additional  articles,  thereby  limiting  the  choice  of 
their  wares  and  placing  the  population  of  the  section  at  a 
disadvantage;  that  furthermore,  the  buildings  on  lots  44 
and  147  are  already  extended  to  the  depth  of  100  ft.  and 
therefore  the  one  story  extension  on  lots  45  and  46  would 
not  violate  the  intent  of  the  zoning  resolution;  and  that, 
considering  the  needs  of  the  population,  the  owner  is  will¬ 
ing  to  invest  additional  money  to  serve  the  community  better 
and  believes  this  is  within  the  meaning  and  scope  of  section 
21  of  the  zoning  resolution;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
.  hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  extension  of  the  buildings  at  1609 
and  1611  Avenue  U  as  proposed  to  within  5  ft.  of  the  rear 
lot  line,  on  condition  that  the  •  proposed  extension  to  each 
building  shall  be  separate  and  shall  not  be  connected  to  each 
other  and  shall  not  exceed  one  story  in  height;  that  open¬ 
ings  in  the  rear  shall  be  protected  with  fireproof  self-closing 
windows  except  that  a  fireproof  door  shall  be  installed  in 
the  rear  wall  of  each  extension  for  exit  to  yard ;  that  a 
ladder  to  the  roof  from  such  yard  shall  be  installed;  that 
no  openings  shall  be  constructed  on  the  side  lot  lines ;  that 
the  ceilings  of  such  extensions  shall  be  fire  retarded  with 
metal  lath  and  plaster ;  that  in  all  other  respects  the  build¬ 
ings  and  occupancies  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


71-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Nicola  Mazza- 
longa,  owner; 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the 
extension  of  existing  building  to  occupy  more  than 
the  permitted  area. 

PREMISES  AFFECTED— 105-28  to  105-32  101st  avenue, 
and  101-02  to  101-10  106th  street,  southwest  corner 
(Block  9423,  Lot  13),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition ;  Rose  M.  Purtell,  Violet  Riley, 
Mrs.  K.  Conners,  Kathryn  Purtell,  Selma 
Stanake,  J.  Store  and  J.  Lenakan. 

For  Administration;  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

i  ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  (j 

THE  RESOLUTION  (71-46-BZ) 

\\  hereas.  Lama  and  Proskauer,  for  Nicola  Mazzalonga, 
owner,  filed  Feburary  4,  1946,  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business  use,  D 
area,  district,  the  extension  of  an  existing  building  to  oc¬ 
cupy  more  than  the  permitted  area;  premises;  105-28  to 
105-32  101st  avenue;  101-02  to  101-110  106th  street,  south¬ 
west  corner  of  101st  avenue,  (Block  9423,  Lot  13),  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  2,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

YVhereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  101st  avenue  is  in  a  business  use,  D  area 
and  Class  1  height  district;  106th  street  is  in  residence  and 
business  use,  D  area  and  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  22,  1946,  re  Alt.  App.  10-46,  reads: 

“1.  The  percentage  of  area  of  the  plot  to  be  occupied 
by  the  present  building  and  the  proposed  extension  is 
excessive — Sec.  14-C— Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  ft.  frontage  by  100  ft.,  9  in.  in  depth,  on  which 
is  located  a  building  50  ft.  front  by  65  ft.  in  depth,  one 
story,  13  ft.  in  height,  of  Class  3  construction;  that  it  is 
proposed  to  build  am  extension  in  the  rear  50  ft.  by  35  ft. 
in  depth,  one  story,  13  ft.  in  height  of  Class  3  construction; 
and 

Whereas,  the  applicant  contends  that  the  present  building 
was  constructed  under  N.B.  App.  193-1944,  issued  prior  to 
the  amendment  to  the  zoning  law  prohibiting  100%  area 
on  the  plot;  that  the  owner  desires  to  build  up  the  unbuilt 
portion  of  the  plot  with  a  one-.story  extension  50  by  35  ft., 
allowing  a  space  of  13  by  24  ft.  for  loading  platform;  that 
at  the  time  the  N.B.  permit  was  issued  the  owner  felt  a 
building  50  by  65  ft.  would  be  sufficient  for  his  business, 
anticipating  the  proposed  extension  in  the  event  the  busi¬ 
ness  required  it ;  that  on  December  2,  1944,  the  zoning  law 
was  amended  prohibiting  100%  coverage  of  the  plot;  that 
there  already  is  a  building  in  Block  9423,  lot  6,  80  by  95  ft. 
which  occupies  more  than  the  present  allowable  area ;  that 
same  holds  true  for  lot  1,  Block  9423,  which  has  five  build¬ 
ings  and  a  private  garage  on  a  lot  75  ft.  by  100  ft.;  that 
therefore,  it  would  appear  unconstitutional  to  prevent  the 
owner  of  premises  in  question  from  the  same  rights  as  other 
property  owners  in  the  same  block;  and 

YVhereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

YVhereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  tfie  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  construction  of  the  extension  substan¬ 
tially  as  proposed  and  as  indicated  on  plans  filed  with  this 
application  marked  “Received  February  4,  1946,”  two  sheets, 
on  condition  that  the  rear  portion  of  the  extension  shall 
not  be  constructed  within  10  ft.  of  the  street  building  line 
for  the  width  of  22  ft.  of  such  extension  ;  that  the  ten  ft. 
to  be  left  unbuilt  upon  shall  be  planted  with  grass  and 
shrubs  with  a  protecting  concrete  curb  on  the  street  build¬ 
ing  line  and  returned  along  the  rear  lot  line  and  along  the 
line  of  the  proposed  loading  area ;  that  on  such  curb  there 
shall  be  erected  a  steel  picket  or  chain  link  fence  of  the 
anchor  post  type  not  less  than  6  ft.  in  height  with  gates  of 
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similar  design  at  the  entrance  to  the  unloading  area;  that 
there  shall  be  no  openings  in  the  lot  line  wall  to  the  south ; 
that  the  windows  to  the  west  shall  be  fireproof  and  self¬ 
closing;  that  the  ceiling  throughout  the  proposed  extension 
shall  be  fire-retarded ;  that  the  skylights  shall  be  glazed 
with  wire  glass ;  that  the  proposed  building  shall  not  exceed 
the  height  as  proposed;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  maintained  throughout  the  premises  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


95-46-BZ 

APPLICANT — Bernard  Meyers,  for  H.  Kulemkampf, 
owner,  (General  Gummed  Products,  lessee).  . 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  Section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  an  existing  factory. 

PREMISES  AFFECTED — 126-15  89th  avenue,  north  side, 
40  ft.  east  of  126th  street  (Block  9335,  Lot  60), 
Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  B.  Meyers  and  O.  Weil. 

For  Opposition:  Thomas  Fitzpatrick,  Estelle  Siegent, 
Mary  Curley,  Mrs.  B.  Drost,  Miss  G.  Raven, 
Frances  Catalsh,  Barbara  Healy,  Joseph  Cu- 
lotto,  Jennie  Di  Blaso,  Julia  D’Amore  and 
Katherine  Siegel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (95-46-BZ) 

Whereas,  Bernard  Meyers  for  H.  Kulenkampf,  owner; 
General  Gummed  Products,  lessee,  filed  February  7,  1946,  an 
application  under  section  7 a  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district  the  extension  of  an  ex¬ 
isting  factory;  premises:  126-15  89th  avenue,  40  ft.  east 
of  126th  street,  (Block  9335,  Lot  60),  Richmond  Hill,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  April  2,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  89th  avenue  is  in  residence  and  business 
use,  C  area  and  Class  lxA  height  district;  126th  street  is 
in  a  residence  use,  C  area  and  Class  1(4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  16,  1946,  re  Alt.  App.  8-46,  reads: 

“1.  The  extension  of  a  commercial  structure  in  a  res¬ 
idence  district  is  contrary  to  Art.  I.,  Sec.  3  of  the. Zon¬ 
ing  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  150.5  ft.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  45  ft.  front  by  80  ft.  in  depth,  2  stories 
31  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  erect  an  extension  to  the  existing  building,  50  ft.  front 
by  90  ft.  in  depth,  one  story  (18  ft.)  in  height,  of  Class  3 
construction,  with  provision  for  supporting  a  second  story 
that  may  be  built  in  the  future ;  and 
Whereas,  the  applicant  contends  that  these  premises  are 
improved  with  a  2-story  brick  factory  erected  about  1920; 
that  in  1925  the  immediate  district  was  changed  to  residen¬ 
tial  use;  that  it  is  desired  to  construct  a  1-story  factory 
extension  with  provision  for  supporting  a  second  story  that 
may  be  built  in  the  future ;  that  the  purpose  is  to  provide 


additional  floor  space  to  accommodate  the  expanded  needs 
of  the  lessee  who  is  engaged  in  the  manufacture  of  gummed 
cloth  and  paper  specialties ;  that  Alt.  App.  8-1946  was  filed 
with  the  Department  of  Housing  and  Buildings,  Queens, 
covering  the  proposed  extension ;  that  the  proposed  new  area 
coverage  will  be  less  than  60%  of  total  plot  area;  that  the 
existing  floor  area  is  now  inadequate  for  the  increasing 
needs  of  the  lessee;  that  the  proposed  extension  will  occupy 
another  portion  of  vacant  part  of  premises  and  be  constructed 
in  harmony  with  the  existing  building  and  surroundings ; 
that  an  examination  of  block  diagram  will  disclose  a  lumber 
yard  and  lumber  factory  situated  in  same  block  directly  in 
rear  of  site  in  question;  that  in  the  surrounding  blocks 
are  other  manufacturing  and  commercial  concerns,  partic¬ 
ularly  one  block  west  of  premises  where  the  Long  Island 
Railroad  yards  are  located,  which  contain  various  sheds  and 
factories  for  repairing,  coaling,  maintaining,  cleaning,  steam 
locomotives  tenders  and  cars ;  that  in  view  of  these  condi¬ 
tions,  the  applicant  believes  the  proposed  extension  will  not 
adversely  affect  the  present  character  of  the  neighborhood; 
and 

Whereas,  the  applicant  stated  that  he  was  no  longer 
using  war-time  glue  and  that  the  glue  now  used  is  free 
from  objectionable  odors;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  extension  as  proposed  and  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
February  7,  1946,”  two  sheets,  on  condition  that  the  existing 
small  building  at  the  rear  of  the  present  building  shall  be 
entirely  removed ;  that  all  windows  in  the  rear  of  the  pres¬ 
ent  building  toward  the  north  shall  be  filled  with  glass 
block  as  approved  for  exterior  walls  or  by  fixed  fireproof 
self-closing  windows ;  that  the  proposed  extension  shall  not 
extend  in  depth  beyond  the  depth  of  the  present  factory 
building;  that  the  entire  rear  yard  shall  be  cement  paved 
as  well  as  the  space  to  the  west  proposed  to  be  left  unbuilt 
upon ;  that  a  steel  picket  or  woven  wire  fence  of  the  anchor 
post  type  shall  be  maintained  along  the  lot  line  to  the  west 
returning  to  the  proposed  extension  along  the  street  line 
with  suitable  gates;  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


127-46-BZ 

APPLICANT — Paul  Friedman,  for  Court  Boulevard,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the 
erection  of  a  motion  picture  theatre  (980  seats) 
and  four  (4)  stores,  occupying  more  area  of  lot 
than  is  permitted. 

PREMISES  AFFECTED— 46-13  to  46-21  Hollis  Court 
boulevard,  46-02  to  46-14  189th  street,  northwest 
corner  and  188-12  to  188-20  46th  avenue  (Block 
5528,  Lot  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  P.  Friedman,  S.  Malkind  and  S.  M. 
Strausberg. 

For  Opposition:  H.  Vetzigian,  C.  Livieurcz,  J 
Tourzak,  H.  Chlupsa,  M.  Myerjach,  E.  Cook 
and  E.  Schlimer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  . .  1 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

THE  RESOLUTION  (127-46-BZ) 


Whereas,  Paul  Friedman  for  Court  Boulevard,  Inc., 
owner,  filed  February  25,  1946,  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  D  area  district,  the  erection  of  a  motion  picture  theatre 
(980  seats)  and  four  (4)  stores,  occupying  more  area  of 
lot  than  is  permitted,  affecting  premises  46-13  to  46-21 
Hollis  Court  boulevard,  46-02  to  46-14  189th  street,  north¬ 
west  corner  and  188-12  to  188-20  46th  avenue  (Block  5528, 
Lot  1 ) ,  Flushing,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  2,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Hollis  Court  boulevard  is  in  a  business 
use,  D  area  and  Class  1  height  district;  189th  street  is  in 
residence  and  business  use,  D  area  and  Class  1  height  dis¬ 
tricts  an  1  46th  avenue  is  in  residence  and  business  use,  D 
area  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  20,  1946,  re  N.B.  Applic.  302-46,  reads : 

“1.  The  proposed  motion  picture  theatre  (980  seats) 
and  4  stores  occupying  an  area  in  excess  of  that  per¬ 
mitted  for  a  business  D  district  is  contrary  to  Article 
4,  Section  14(c)  of  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  112.5  ft.  frontage  by  105  to  153.75  ft.  in  depth, 
irregular  in  area,  on  which  it  is  proposed  to  erect  a  build¬ 
ing  112.5  ft.  front  by  144  ft.  in  depth,  irregular,  one  story 
and  stadium,  50  ft.  in  height,  of  Class  1  construction;  and 
Whereas,  the  applicant  contends  that  in  1916  this  prop¬ 
erty  was  zoned  as  a  business  district  for  a  distance  of  100 
ft.  north  of  Hollis  Court  boulevard  and  the  remainder  was 
zoned  as  residence  district;  that  this  was  changed  to  its 
present  business  designation  on  February  28,  1929 ;  that 
the  height  and  area  designations  have  not  been  changed 
since  1916,  but  on  December  2,  1944,  the  regulations  for 
height  and  area  were  amended ;  that  the  former  area  regu¬ 
lations  for  a  D  district  permitted  100%  coverage  of  this 
plot  because  it  was  in  a  business  use  district ;  that  the 
present  regulations  for  a  D  district  permit  70%  coverage 
of  5,000  sq.  ft.  and  55%  coverage  of  the  balance  of  the  area 
of  the  plot,  which  amounts  to  approximately  60%  of  the 
total  area ;  that  the  plot  is  trapezoidal  in  shape,  having 
a  frontage  of  112  ft.  on  Hollis  Court  boulevard,  a  rear  of 
100.04  ft.  on  46th  avenue  with  two  parallel  sides  of  153-80 
ft.  on  189th  street  and  105.06  ft.  along  the  center  line  of 
the  block;  that  Block  5528  is  an  island  block  under  one 
ownership,  which  is  almost  100%  covered  by  a  one  story 
taxpayer  as  to  the  westerly  portion  (Lot  6)  used  for  stores 
erected  prior  to  December  2,  1944 ;  that  it  is  proposed  to 
erect  a  fireproof  one  story  building,  stadium  type  motion 
picture  theatre  and  four  stores  covering  approximately  90% 
of  the  area  of  the  plot;  that  the  exterior  of  the  building 
on  all  street  frontages  will  be  of  face  brick  and  trimmings 
of  terra  cotta  or  cast  stone  with  roof  of  color  blend,  min¬ 
eral  surfaced  asphalt;  that  store  fronts  and  entrances  will 
be  of  stainless  steel,  Herculite  glass,  plate  glass  and  marble ; 
that  marquee  at  the  entrance  of  the  theatre  will  be  in  con¬ 
formity  with  the  requirements  of  the  Building  Code  and  the 
interior  portion  of  the  building  will  be  air  conditioned  and 
indirectly  lighted  and  walls  of  auditorium  and  ceiling  will 
be  acoustically  treated ;  and 

Whereas,  the  applicant  further  contends  that  this  is  an 
appropriate  case  to  grant  relief  because  compliance  with,  the 
amended  area  regulations  imposes  an  unnecessary,  unique 
hardship  and  because  the  variance  sought  will  benefit  and 
will  not  adversely  affect  the  neighborhood ;  that  the  owner 
acquired  the  property  under  contract  dated  August  23,  1944, 


and  took  title  November  15,  1944;  that  on  December  2, 
1944,  the  area  district  regulations  affecting  this  plot  were 
amended  so  that  the  plot,  which  previously  could  have  been 
100%  covered,'  could  from  then  on  be  covered  only  approxi¬ 
mately  60%,  thus  the  property  which  was  acquired  because 
of  its  peculiar  suitability  for  a  particular  purpose  became 
unusable  for  that  purpose  because  of  the  amendment  to  the 
area  regulations ;  that  in  substantially  all  other  cases  in  the 
neighborhood  the  burden  imposed  on  each  property  by  the 
area  district  regulations  is  compensated  for  by  the  benefit 
derived  by  each  property  owner  from,  the  same  restrictions 
on  adjoining  properties;  that  in  the  instant  case,  only  one 
property  adjoins  the  plot  and  the  nature  of  its  develop¬ 
ment  is  such  that  it  derives  no  benefit  from  the  restriction 
on  the  instant  plot  and  conveys  no  benefit  from  the  restric¬ 
tion  to  the  plot  in  question;  that  a  variation  in  this  case 
would  do  substantial  justice  because  it  would  permit  the 
beneficial  use  of  the  property  without  adversely  affecting 
the  neighborhood;  that  a  theatre  would  benefit  the  neigh¬ 
borhood;  because  it  would  permanently  eliminate  the  pos¬ 
sibility  of  commercial  occupancies  fronting  the  opposite  prop¬ 
erties  which  are  zoned  for  residence  on  46th  avenue  and 
189th  street  and  would  enhance  the  values  of  nearby  com¬ 
mercial  property  by  attracting  passing  trade,  and  by  making 
unavailable  for  store  use  that  part  of  the  instant  property 
which  is  proposed  to  be  used  for  the  motion  picture  theatre ; 
that  there  is  a  need  in  this  community  for  a  high-class  mo¬ 
tion  picture  theatre ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed,  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  increase  of  area  coverage  and  was,  there¬ 
fore,  not  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and  unnecessary  hardship ; 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  302-46,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

695-44-A 

APPLICANT — Uddeholm  Company  of  America,  Inc., 
lessee,  for  Gair  Realty  Corp.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  variance — re  Appeal  from  an  order  of 
the  fire  commissioner,  previously  granted  on  con¬ 
dition  for  a  temporary  term  of  one  (1)  year. 
PREMISES  AFFECTED— 98  Front  street,  south  side,  51 
ft.,  1  in.  west  of  Adams  street  (Block  51,  Lot  17), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  E.  V.  Enovik,  E.  T.  Corbris  and 
O.  H.  Olson. 

For  Administration :  F.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  reopened,  permit  extended 
and  resolution  amended. 

THE  VOTE  TO  REOPEN,  EXTEND  PERMIT  AND 
AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (695-44-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  98  Front  street,  south  side,  51  ft. 
1  in.  west  of  Adams  street  (Block  51,  Lot  17),  Borough 
of  Brooklyn,  was  granted  by  the  Board,  on  January  23, 
1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication,  extension  of  the  permit,  which  had  expired  by 
time  limitation,  and  amendment  of  the  resolution ;  and 
Whereas,  the  order  of  the  fire  commissioner,  acting  on 
Order  No.  1881  LC,  issued  March  5,  1946,  reads : 
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“1.  Discontinue  storage  and  use  of  hydrogen  gas  be¬ 
cause  the  manner  in  which  it  is  used  creates  an  undue 
hazard.  C19-11.0,  Administrative  Code. 

Note:  Variance  granted  by  Board  of  Standards  and 
Appeals  in  Resolution  695-45-A,  has  expired.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  23,  1945,  so 
that  as  amended  it  shall  read : 

‘‘Resolved,  that  the  decision  of  the  fire  commissioner 
as  to  Order  #1881  LC,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  number  of  cylinders  of 
hydrogen  gas  shall  not  exceed  four  (4);  that  such 
cylinders  shall  be  stored  within  the  fireproof  room  lo¬ 
cated  and  constructed  substantially  as  proposed  and  as 
shown  on  plans  filed  with  this  appeal  marked  ‘Received 
December  1,  1944 that  a  ventilating  duct  of  movable 
skylight  shall  be  constructed  in  such  room  on  the  roof ; 
that  the  floor  of  such  hydrogen  storage  room  shall  be 
of  non-sparking  material ;  that  any  electrical  fixtures  in 
such  room  shall  be  of  the  explosion-proof  type ;  that  the 
hydrogen  cylinders  shall  be  attached  to  a  manifold  of  a 
type  approved  by  the  fire  commissioner  and  shall  be 
firmly  strapped  in  place  with  non-ferrous  metal  straps ; 
that  the  piping  shall  be  carried  along  the  wall,  as  indi¬ 
cated,  and  protected  at  all  points  from  injury;  that  a  hy¬ 
drogen  detector  alarm  shall  be  installed  to  the  satisfac¬ 
tion  of  the  fire  commissioner;  that  nothing  else  shall  be 
stored  within  this  fireproof  enclosure,  other  than  the  hy¬ 
drogen  cylinders  and  any  drum  of  oil  shall  be  stored 
elsewhere  within  the  building,  as  far  removed  as  possible 
from  the  hydrogen  room  ;  that  such  portable  fire-fighting 
applicances  shall  be  maintained  as  the  fire  commissioner 
shall  direct;  that  a  certificate  of  fitness  shall  be  obtained 
by  the  person  in  charge  of  the  hydrogen  equipment ;  that 
this  variance  shall  be  for  one  (1)  year  from  the  date 
of  this  amended  resolution ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

427-38-SA 

APPLICANT — Josam  Manufacturing  Co.,  owner. 

SUBJECT — Josam  Oil  Interceptor,  Models  G15,  G20,  G30, 
G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

APPEARANCES— 

For  Applicant :  A.  Mesereau. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1946  at 
10  A.M.,  for  applicant  to  furnish  line  cuts  of 
models. 


704-44-SA 

APPLICANT — C.  L.  Rayfield  Co.,  owner. 

SUBJECT — Rayfield  Oil  Burner,  Models  Jr.  and  D-4,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Gerald  Friedman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (704-44-SA) 

Whereas,  the  C.  L.  Rayfield  Co.,  owner,  filed  on  Decem¬ 
ber  2,  1944,  an  application  with  the  Board  of  Standards  and 

Appeals  for  approval  of  the  appliance  known  as  Rayfield 

Oil  Burner,  Models  Jr.  and  D-4;  and 


Whereas,  the  report  of  the  Committee  on  Tests  read: 
REPORT  OF  COMMITTEE  ON  TESTS 

N  March  7,  1946 

Re:  Cal.  704-44-SA 

Subject:  Rayfield  Oil  Burner,  Models  Jr 
and  D-4 

The  C.  L.  Rayfield  Company  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Rayfield  Oil  Burner,  Models  Jr.  and  D-4  under  the 
provisions  of  C19-57.0  Administrative  Code  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 

DESCRIPTION 

This  is  a  mechanical  draft  atomizing,  open  type,  oil 
burner  for  domestic  and  commercial  installation  with 
fuel  oil  not  heavier  than  #5  U.  S.  Department  of  Com¬ 
merce  Standards.  The  model,  Rayfield  Jr.  has  a  capac¬ 
ity  of  from  one  to  four  gallons  per  hour  and  is  pro¬ 
vided  by  a  Y\  H.P.  capacitor  motor,  twin  cylinder  com¬ 
pression  bore  1 %"  and  stroke  Vi".  The  transformer 
is  Jefferson  12000  volts.  The  Model  D-4  has  a  capacity 
from  2  to  12  gallons  per  hour  and  is  equipped  with  a 
Ys  H.P.  repulsion-induction  motor,  twin  cylinder  com¬ 
pressor  bore  1-7/16"  and  stroke  $4"  transformer  Jeffer¬ 
son  15000  volts. 

The  motors  are  manufactured  by  the  Wagner  Electric 
Corp.  The  fan  and  nozzle  are  standard.  The  burner 
when  using  #5  oil  is  equipped  with  a  built-in  electric 
preheater.  A  rotary  pump  is  provided.  The  controls 
consist  of  a  Minneapolis  stack  switch  R 1 1 1 7,  a  perfex 
pressuretrol.  The  housing  is  cast  iron.  The  burner  op¬ 
erates  as  follows : 

For  starting,  the  300  watt  electric  heater  in  the  crank¬ 
case  automatically  maintains  one  quart  of  oil  at  90 
degrees.  When  the  burner  starts,  this  warmed  oil  is 
fed  through  a  combined  carburetor  and  metering  valve 
where  it  is  thoroughly  mixed  with  oil.  Fresh  oil  from 
the  storage  tanks  is  pumped  by  the  Rayfield  rotary  fuel 
pump  into  the  crank-case  to  replace  the  oil  drawn  off 
for  burning. 

The  air-oil  mixture  is  then  compressed  and  at  the 
same  time  heated  to  high  temperature  by  the  Diesel 
principle,  using  the  waste  heat  of  compression.  This 
compressed  mixture  is  fed  to  the  nozzle  where  it  is 
ejected  in  the  form  of  vapor,  completely  broken  up  and 
ready  for  igniting.  Two  glazed  porcelain  electrodes  just 
above  the  burner  nozzle  transmit  a  15000  volt  spark 
from  an  electric  transformer  to  ignite  the  vapor.  The 
transformer  automatically  shuts  off  upon  lighting  of  the 
oil. 

During  operation  the  electric  preheater  seldom  op¬ 
erates  as  the  heat  of  compression  and  draft  tube  coil 
use  heat  otherwise  wasted  to  keep  the  'oil  at  burnable 
temperature  and  at  the  same  time  serves  to  cool  the 
compressor.  Lubrication  is  entirely  automatic  during 
operation,  the  fuel  oil  used  for  this  purpose  being  con¬ 
stantly  replenished  from  the  storage  tank.  The  float  valve 
and  strainer  assembly  is  bolted  directly  to  the  com¬ 
pressor  and  maintains  the  proper  oil  level  at  all  times. 
The  large  mesh  monel  metal  strainer  screen  can  be 
readily  cleaned. 

The  Rayfield  fuel  oil  pump  is  of  the  rotary  vane  type, 
bolted  directly  to  the  compressor. 

TEST 

Inspection  and  test  of  a  Model  D-4  of  the  burner  was 
made  at  2611  Northern  Boulevard  in  the  presence  of 
C.  M.  Blum  and  Chief  Engineer  L.  V.  Huber  of  the 
Committee  on  Tests  of  the  Board  and  Gerald  Friedman, 
Joe  Hardy  and  George  Huth,  representing  the  manu¬ 
facturer.  During  the  test  the  controls  functioned  to  shut 
down  the  burner  in  90  seconds.  There  was  no  back  fire 
and  no  undue  carbon  accumulations.  The  stack  tern- 


342 


MINUTES 


perature  was  400  deg.  F.  and  the  CO2  content  of  the 
flue  gases  11%. 

The  burner  has  been  approved  by  the  Underwriters 
Laboratories,  Report  Miscellaneous  Petroleum  1342, 
Applic.  #40C2961B. 

RECOMMENDATION 

On  the  basis  of  the  test  the  Committee  on  Tests  rec¬ 
ommends  the  approval  •  of  the  Rayfield  Oil  Burner, 
Models  Jr.  and  D-4  for  use  in  New  York  with  fuel  oil 
not  heavier  than  #5  U.S.  Department  of  Commerce 
standards  when  installed  in  accordance  with  this  report 
and  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals,  provided  the  burners  have  a  label  per¬ 
manently  affixed  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  Use  in  New  York  City  under 
Cal.  704-44-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 
and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Rayfield  Oil  Burner, 
Models  Jr.  and  D-4,  in  accordance  with  the  above  report. 


35-45-SM 

APPLICANT — Russell  &  Erwin  Division  of  American 
Hardware  Corp.,  owner. 

SUBJECT— Russwin  Panic  Bolts— Types  564,  564)4,  566, 
567,  567)4,  Types  80,  T80,  86,  T86,  86NT,  T86NT, 
8614  T86J4  86)4NT,  87,  T87,  87^,  88,  T88,  89, 
T89,  89 A,  T89A,  280,  T280,  080,  T080,  40,  43  x  45, 
45,  60,  63  x  65,  65,  165,  66,  NT66,  66)4,  NT66)4, 
67,  67^4  68,  69,  69A,  90,  96,  96)4,  97,  9754  98,  99A, 
99,  168,  240,  260,  approval  of. 

APPEARANCES— 

For  Applicant:  Walter  C.  Jarvis. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (35-45-SM) 

Whereas,  the  Russell  &  Erwin  Division  of  American 
Hardware  Corp.,  owner,  filed  on  January  24,  1945,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  material  known  as  Russwin  Panic  Bolts, 
Types  564,  564)4,  566,  567,  567)4  80,  T80,  86,  T86,  86NT, 
T86NT,  86 '4  T86)4,  86)4NT,  87,  T87,  87)4,  88,  T88,  89, 
T89,  89 A,  T89A,  280,  T280,  080,  T080,  40,  43x45  ,  45,  60, 
63x65,  65.  165,  66.  NT66.  66)4.  NT66)4,  67,  67)4,  68,  69, 
69 A,  90,  96,  96)4  97,  9 754  98,  99 A,  99,  168,  240,  260;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  35-45-SM. 

Subject:  Russwin  Panic  Bolts — Types  564,  564)4  566, 
567,  567)4  Types  80,  T80,  86,  T86,  86NT, 
T86NT,  8 6)4  T86)4  86%NT,  87,  T87,  87)4, 
88,  T88,  89,  T89,  89A,  T89A,  280,  T280,  080, 
T080,  40,  43x45,  45,  60,  63x65,  65,  165,  66, 
NT66,  66)4,  NT 66)4,  67,  67)4,  68,  69,  69A, 
90,  96.  96)4,  97,  97)4,  98,  99A,  99,  168,  240, 

i  260,  approval  of. 

The  Russell  &  Erwin  Division,  American  Hardware 
Corp.,  filed  an  application  with  the  Board  of  Standards 


and  Appeals,  for  approval  of  the  Russwin  Panic  Bolts 
as  hereinafter  described,  under  the  requirements  of  C26- 
178.0.6  of  the  Administrative  Building  Code. 

DESCRIPTION 

Russwin  Heavy  Duty  Rim  Fire  Exit  Bolts, 
types  564,  564)4,  566,  567  and  567)4 

These  devices  are  of  the  full  rim  type  requiring  no 
mortising  in  the  door  and  are  ideal  for  application  to 
hollow  metal  and  thin  doors.  Construction  is  of  the 
unit  type  with  all  locking  and  operating  parts  contained 
in  the  active  case  and  factory  assembled.  When  applied 
to  the  door,  smoothness  of  astion,  without  binding,  is 
assured.  A  slight  push  on  the  cross  bar  instantly  re¬ 
leases  the  easy  closing  swinging  latch  bolt,  which  has 
a  34"  throw,  allowing  immediate  opening  of  the  door. 

These  bolts  are  designed  for  use  on  exterior  and  in¬ 
terior  doors  in  auditoriums,  halls,  schools,  theatres  or 
any  buildings  equipped  with  single  doors  or  double  doors 
with  mullions. 

CONSTRUCTION  AND  ASSEMBLY 

This  type  of  bolt  consists  of  an  Active  Case,  Sup¬ 
porting  Case,  Drop  Forged  Cross  Bar  Levers  and  Cross 
Bar.  The  active  case  contains  the  necessary  actuating 
levers  and  springs  assembled  by  hand  to  insure  smooth 
coordinated  action.  Parts  are  constructed  of  brass  or 
bronze,  and  because  of  the  type  of  the  mechanism,  are 
extra  large  and  durable.  In  Fire  Exit  Bolt  566,  due  to 
operation  by  key  only,  from  the  outside,  there  are  only 
three  movable  parts  in  the  case.  The  levers  or .  arms 
that  support  the  cross  bar  are  cfrop  forged  and  pivoted 
on  oilite  bearings  to  insure  strength  and  smooth  action. 

The  cross  bar  is  1"  diameter  seamless  brass  or  bronze 
tubing  attached  to  the  levers  which  can  be  locked  in  a 
depressed  position  by  turn  bolts  in  both  active  and  sup¬ 
porting  cases.  When  so  locked,  the  latch  bolt  is  held 
in  a  retracted  position,  thus  allowing  opening  the  door 
without  operating  the  exit  bolt. 

EXTERIOR  OPERATION 

Bolt  564  Operation  from  the  outside  is  by  means  of 
key  or  handle  with  thumb  piece  except  when  the  latter 
has  been  dead  locked  by  means  of  the  key.  When  thus 
locked,  entrance  may  be  obtained  by  key  only,  which 
automatically  leaves  thump  piece  deadlocked.  A  re¬ 
verse  turn  of  key  will  release  the  locking  mechanism 
allowing  operation  of  the  thumb  piece. 

Bolt  564l/2  This  is  similar  to  564  except  that  control 
of  thumb  piece  is  by  means  of  an  inside  cylinder.  In 
addition,  the  latch  bolt  may  be  held  in  a  retracted  posi¬ 
tion  by  withdrawing  it  by  depressing  the  bar  and  turning 
key  in  the  inside  cylinder. 

Bolts  567-567l/2  These  Bolts  are  similar  in  operation 
to  564  and  564)4  respectively,  except  that  the  handle 
and  thumb  piece  of  the  latter  bolts  have  been  replaced 
by  knob  and  escutcheon. 

Bolt  566  Operation  from  the  outside  is  by  means  of 
key  or  handle  w'hich  serves  as  a  pull  when  the  latch 
bolt  is  held  in  retracted  position.  This  is  accomplished 
by  pushing  the  latch  bolt  on  by  finger  and  turning  the 
key  in  a  reverse  direction. 

SUBJECT 

Russwin  Fire  Exit  Bolts,  Type  80,  T80,  86,  T86, 
86NT,  T86NT,  86)4,  T86)4,  86%NT,  T86I4NT,  87, 
T87,  87)4,  88,  T88.  89,  T89,  89A,  T89A,  280,  T280, 
080,  T080. 

DESCRIPTION 

These  devices  are  automatic  in  action,  slight  pressure 
on  the  horizontal  cross  bar  or  paddle  automatically  and 
instantly  releases  the  lock  and  the  bolts  at  all  times. 
Bolts  having  top  and  bottom  rods  are  self  latching,  the 
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top  and  bottom  rods  being  automatically  held  in  an 
unlocked  position  until  door  is  closed.  Bolts  are  thrown 
when  dogging  device  on  top  case  contacts  with  strike, 
permitting  the  rods  to  project  simultaneously  through 
the  force  of  gravity.  All  parts  are  constructed  of  brass 
or  bronze.  All  bolts  with  the  prefix  “T”  have  the  same 
construction  and  operation  as  the  numbers  without,  but 
have  an  unpolished  finish. 

USE 

These  bolts  are  designed  for  use  on  exterior  and  in¬ 
terior  doors  in  auditoriums,  halls,  schools,  theatres  or 
any  other  buildings  equipped  with  single  or  double  doors 
swinging  outwardly. 

CONSTRUCTION  AND  ASSEMBLY 
EXIT  BOLTS 

Bolts  80,  280,  T80,  T280  This  type  of  bolt  consists  of 
an  active  case  through  which  the  top  and  bottom  locking 
rods  are  actuated,  end  housing,  arms  or  levers  and  cross 
bar.  Types  80  and  280  have  cast  brass  or  bronze 
housings  and  levers,  y2"  diameter  solid  brass  rods  and 
24"  diameter  brass  tubing  cross  bar.  The  cross  bar  can 
be  held  in  a  depressed  position  by  use  of  a  turn  bolt 
in  the  active  and  supporting  cases,  thus  allowing  oper¬ 
ation  of  the  doors  without  the  necessity  of  operating 
the  exit  bolts.  The  cross  bar  cannot  be  locked  so  that 
opening  of  the  door  from  inside  is  prevented. 

The  bottom  bolt  is  equipped  with  a  compensating  rod 
and,  so  that  in  the  event  the  opening  in  the  strike  is 
obstructed,  this  compensating  end  slides  upon  the  rod 
allowing  the  top  rod  to  engage  in  the  strike  at  the  head 
of  the  door.  Any  attempt  at  forcing  up  the  bottom  bolt 
from  the  outside  simply  raises  the  compensating  rod  end 
and  does  not  release  the  top  rod. 

In  the  open  position,  both  rods  are  held  in  a  retracted 
position  until  the  door  is  closed.  A  trip  on  the  top  strike 
releases  the  latching  lever  allowing  the  top  rod  to  en¬ 
gage  the  strike  and  the  bottom  to  drop  into  the  floor 
strike.  This  action  is  controlled  entirely  by  gravity  as 
there  is  no  spring  action  to  project  the  rods. 

Bolts  080,  T080,  are  similar  in  material  and  operation 
to  80  and  T80  in  that  their  bolts  lock  at  the  top  and  bot¬ 
tom  of  the  door.  Inside  operation  is  by  means  of  a 
push  paddle  which  replaces  the  cross  bar  of  the  80  series. 

OPERATION 

The  foregoing  fire  exit  bolts  are  for  exit  purposes 
only  as  there  is  no  operation  from  the  outside. 

CONSTRUCTION  AND  OPERATION 
ENTRANCE  AND  EXIT  BOLTS 

Bolts  86,  T86,  86 NT,  T86NT  This  type  of  bolt  con¬ 
sists  of  an  active  case,  end  case,  levers  or  arms  for  bar 
and  24"  diameter  cross  bar,  all  of  brass  or  bronze.  In 
addition  there  is  a  heavy  duty  cylinder  lock  designed 
especially  for  use  with  fire  exit  bolts.  Bolts  are  equip¬ 
ped  with  a  heavy  24"  spindle  that  imparts  a  rotary  ac¬ 
tion  to  the  lock  hub  and  reduces  strain  on  the  locking 
mechanism  to  a  minimum.  A  strong  spring  in  case 
returns  cross  bar  to  projected  position. 

Bolts  86  and  T86  can  be  operated  by  thumb  piece 
from  the  outside  or  by  ke^  which  not  only  can  withdraw 
latch  bolt  but  also  render  the  thumb  piece  operative  or 
inoperative.  Bolts  86NT  and  T86NT  do  not  have  thumb 
piece ;  entrance  is  only  by  key  except  when  the  latch 
bolt  has  been  held  retracted,  then  by  handle. 

Bolts  86x/2,  T86l/2,  8 6X/2NT,  T86ANT,  are  similar  to 
bolt  86  except  that  there  is  added  an  inside  cylinder. 
This  cylinder  renders  thumb  piece  operative  and  inopera¬ 
tive  and  also  is  used  to  hold  the  latch  bolt  retracted. 

Bolts  87,  T87,  87lA,  T87ZA,  are  similar  in  construc¬ 
tion  and  operation  to  series  86  except  that  operation 
from  the  outside  is  by  knob  in  place  of  thumb  piece. 


.  Bolts  88,  T88,  are  similar  in  construction  to  87  and 
T87  with  the  exception  that  locking  is  by  means 
of  a  bit  key  lock.  Latch  bolt  cannot  be  held  retracted 
unless  cross  bar  is  locked  in  a  depressed  position. 

Bolts  89,  T89,  89A,  T89A,  are  similar  in  construc¬ 
tion  to  88  and  T88.  There  is,  however,  no  lock¬ 
ing  feature  since  latching  is  accomplished  by  a  heavy 
duty  mortise  latch  constructed  for  use  with  fire  exit 
bolts.  Two  types  of  latches  are  used  both  of  which  are 
protected  from  manipulation  from  the  outside. 

Russwin  Fire  Exit  Bolts,  Type  40,  43x45,  45,  60, 
63x65,  65,  1-65,  66,  NT66,  66 z/2t  NT66>4,  67,  6 7ZA,  68, 
69,  69A,  90,  96,  9 6%,  97,  97 A,  98,  99A,  99,  168, 
240,  260. 

These  devices  are  automatic  in  action,  a  slight  push 
or  pull  on  the  horizontal  cross  bar  automatically  and 
instantly  releases  the  door.  Bolts  having  top  and  bottom 
rods  are  self  latching,  the  top  and  bottom  rods  being 
automatically  held  in  the  unlocked  position  until  door  is 
closed.  Bolts  are  thrown  when  trip  on  top  case  contacts 
the  strike.  Bottom  latching  bolt  has  a  compensating 
spring  latch  at  the  bottom  working  independently  of  the 
rod.  This  feature  allows  the  top  latch  to  remain  in  a 
locked  position  even  when  the  bottom  latch  has  been 
worked  out  of  the  strike,  or  in  the  event  the  strike  is  ob¬ 
structed.  All  parts  are  constructed  of  brass  or  bronze 
except  as  otherwise  described  herein. 

Bolts  are  designed  for  use  on  exterior  and  interior 
doors  in  auditoriums,  halls,  schools,  theatres,  or  any 
buildings  equipped  with  single  or  double  doors  swinging 
outwardly. 

ASSEMBLY  AND  OPERATION 

These  fire  exist  bolts  consist  of  main  housing,  end 
housing,  curved  levers  or  arms,  cross  bar  and  vertical 
rods  (except  on  center  latching  bolts)  which  have  cross 
bar  only.  The  main  housing  contains  the  necessary  ac¬ 
tuating  slides,  levers  and  springs  assembled  by  hand  and 
tested  to  insure  smooth  coordinated  action.  Motion  is 
transmitted  to  the  top  and  bottom  rods  (or  spindle  on 
the  center  latching  bolts)  by  a  rotary  action  which  in¬ 
sures  free  and  easy  action  and  eliminates  any  possibil¬ 
ity  of  binding.  On  all  devices  listed  above  the  cross 
bar  can  be  held  in  a  retracted  or  depressed  position  by 
dogging  devices  in  both  main  and  end  housings,  allow¬ 
ing  operation  of  doors  without  the  necessity  of  operating 
the  exit  bolts.  None  of  these  bolts  can  lock  the  cross 
bar  so  that  door  cannot  be  opened  from  the  inside.  All 
bronze  castings  are  strong  and  durable  and  machined 
to  insure  ease  of  operation  and  long  wear.  Bolt  rods 
are  z/2"  diameter  brass  or  bronze.  Cross  bar  is  1" 
diameter  seamless  brass  or  bronze  tubing.  The  cross  bar 
is  held  in  the  projected  position  by  a  strong  durable  coil 
spring,  allowing  cross  bar  to  be  depressed  at  will.  When 
cross  bar  is  depressed  the  bolts  are  held  retracted  by 
a  ratchet  mechanism  in  the  top  case  'Which  is  tripped 
when  button  (on  40,  43x45,  45  and  240  top  case)  or 
finger  (on  60,  63x65,  65,  165,  90  and  260  top  case) 
contacts  the  strike  when  door  is  closed.  Fire  exist  bolts 
40,  43x45,  45  and  240  are  a  heavy  duty,  top  and  bottom 
latching  type  with  top  and  bottom  latch  bolts  fully 
enclosed.  Types  40,  43,  and  240  cannot  be  opened  from 
outside.  Type  45  is  for  use  on  single  doors  or  active 
leaf  of  double  doors  having  narrow  stiles,  and  can  be 
operated  from  outside  by  knob  except  when  knob  is 
locked  by  key  through  outside  cylinder.  Types  60,  63, 
65,  165,  90  and  260  Bolts  are  a  standard  weight,  top 
and  bottom  latching  type,  but  top  and  bottom  latch  bolts 
are  not  fully  enclosed.  The  operation  of  the  strike  is 
slightly  modified  over  the  40  type.  Types  60,  63,  90, 
and  260  cannot  be  opened  from  outside.  Type  65  is  for 
use  on  single  doors  or  active  leaf  of  double  doors  having 
narrow  stiles,  and  can  be  operated  from  outside  by  knob 
except  when  knob  is  locked  by  key  through  outside 
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cylinder;  type  165  is  similar  in  operation  to  65  except 
that  bolt  is  operated  by  a  lever  set  under  a  substantial 
bar  type  grip  applied  to  an  elongated  escutcheon  plate. 

ASSEMBLY  AND  OPERATION  OF 
CENTER  LATCHING  BOLTS 

Types  66,  NT66,  66/,  NT66J4,  67,  6754,  68,  69, 
69A,  96,  96>4,  97,  9754,  98,  99,  99A  and  168  are  center 
latching  bolts,  for  use  on  single  doors  or  active  leaf  of 
double  doors.  These  bolts  have  a  projecting  spindle  with 
a  rotary  action  which  is  transmitted  to  a  latch  es¬ 
pecially  constructed  for  use  with  fire  exit  bolts,  and 
mortised  into  the  locking  rail  of  the  door.  As  on  top 
and  bottom  latching  bolts,  a  slight  push  or  pull  on  the 
bar  instantly  releases  the  door  from  the  inside  at  all 
times. 

Bolts  66  and  NT66  The  key,  through  cylinder  on 
type  66,  locks  and  unlocks  thumb  piece.  The  thumb 
piece  is  automatically  dead  locked  when  latch  is  with¬ 
drawn  by  key,  and  is  unlocked  by  reverse  throw  of 
key.  When  thumb  piece  is  locked,  latch  bolt  may  be 
held  in  a  retracted  position  by  pushing  latch  bolt  in 
with  finger  and  turning  key  toward  back  of  lock.  On 
NT66  the  key  through  cylinder  withdraws  that  latch 
which,  in  addition  may  be  held  in  a  retracted  position  by 
withdrawing  latch  bolt  by  key,  holding  it  in  with 
finger  until  locked  in  retracted  position  by  turning  key 
toward  the  back  of  lock. 

Bolts  66 54  and  NT66/  The  key  through  the  inside 
cylinder  locks  and  unlocks  thumb  piece  on  the  outside. 
When  locked  against  thumb  piece  through  inside 
cylinder,  entrance  may  be  had  from  outside  by  turning 
key  in  outside  cylinder,  which  retracts  the  latch  bolt. 
When  thumb  piece  is  locked,  latch  bolt  may  be  held  in 
a  retracted  position  by  pushing  latch  bolt  in  with  finger 
and  turning  key  through  inside  cylinder  toward  back  of 
lock.  On  NT66J4  the  key  through  outside  cylinder 
withdraws  the  latch  bolt.  The  key,  through  the  inside 
cylinder,  may  be  used  to  hold  latch  bolt  in  a  retracted 
position  by  pushing  in  latch  bolt  with  finger,  turning 
key  first  toward  front  of  lock  to  set  locking  mecha¬ 
nism,  then  toward  back  of  lock. 

Bolts  67  and  67/  These  bolts  have  the  same  opera-, 
tion  as  66  and  6654  except  they  have  knob  operation 
instead  of  thumb  piece  operation. 

Bolt  68  On  type  68  Bit  Key,  from  the  outside,  locks 
and  unlocks  the  knob.  When  knob  is  unlocked  auxiliary 
latch  is  held  in  retracted  position.  Auxiliary  latch 
automatically  deadlocks  and  safeguards  latch  bolt,  pre¬ 
venting  it  from  being  retracted  from  outside.  Latch 
bolt  can  only  be  held  retracted  when  horizontal  bar  is 
held  in  depressed  position. 

Bolts  69  and  69 A  Type  69  is  furnished  with  a  latch 
having  recessed  face  to  prevent  retracting  latch  from 
outside,  operated  only  by  bar  from  inside.  No  outside 
trim.  Latch  bolt  can  only  be  held  retracted  when  hori¬ 
zontal  bar  is  held  in  depressed  position.  Type  69A  is 
furnished  with  latch  having  auxiliary  dead  locking  latch, 
operated  only  by  bar  from  inside.  No  outside  trim. 
Latch  bolt  can  only  be  held  retracted  when  horizontal 
bar  is  held  in  depressed  position. 

Push  Lever  Types  96,  96/,  97,  97 54,  98,  99,  99A,  have 
same  operation  as  66,  6654,  67,  6754,  68,  69  and  69A, 
except  bolt  is  operated  by  push  lever  instead  of  hori¬ 
zontal  cross  bar.  On  type  168,  bit  key  from  inside,  locks 
the  latch  bolt  and  auxiliary  latch  in  a  retraced  posi¬ 
tion.  Auxiliary  latch  automatically  dead  locks  and 
safeguards  latch  bolt,  preventing  it  from  being  re¬ 
tracted  from  outside. 


TEST 

Inspection  and  test  of  these  Panic  Bolts  was  made  at 
the  Russell  &  Erwin  Plant  at  New  Britain,  Conn.,  in 
the  presence  of  Commissioner  C.  M.  Blum  of  the  Com¬ 


mittee  on  Tests  of  the  Board,  and  representatives  of  the 
manufacturer. 

A  test  set  up  of  Panic  Bolts  had  been  erected,  and 
various  models  had  been  installed  on  single  and  double 
doors.  The  devices  were  inspected  for  .  workmanship, 
materials,  smooth  action  and  strength.  Tests  were  made 
for  ordinary  performance,  slamming,  and  performance 
under  strain.  Further  tests  were  made  to  discover  pos¬ 
sible  interference  of  thumb-piece  and  cylinder  lock  when 
attached.  An  endurance  test  was  made,  a  panic  bolt  was 
opened  and  closed  automatically  by  a  rotary  device  op¬ 
erating  the  assembly  for  several  thousand  cycles.  The 
bolts  operated  perfectly  and  showed  to  wear  when  in¬ 
spected  after  this  cycle. 

RECOMMENDATION 

On  the  basis  of  the  inspection  and  test,  the  Committee 
recommends  that  the  Russwin  Panic  Bolts,  types  as 
above  described,  be  approved  for  use  in  New  York  City, 
under  C26-191.0  and  C26-285.0  of  the  Administrative 
Building  Code,  when  and  subject  to  variation  by  the 
Board,  under  the  Provision  of  Section  272,  paragraph  3, 
of  the  State  Labor  Law,  provided  the  device  bears  a 
label  permanently  affixed,  reading  “Approved  by  the 
Board  of  Standards  &  Appeals  for  use  in  New  York 
City  under  Cal.  No.  35-45-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Russwin  Panic  Bolts, 
types  as  described  in,  and  in  accordance  with,  the  above 
report. 


252-45-SA 

APPLICANT — Metropolitan  Refining  Co.,  Inc.,  owner. 
SUBJECT — Metropolitan  Feeder  (Water  Treatment  Ap¬ 
pliance),  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (252-45-SA) 

Whereas,  Metropolitan  Refining  Co.,  Inc.,  owner,  filed 
on  April  27,  1945,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
Metropolitan  Feeder  (water  treatment  appliance)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  252-45-SA. 


March  7,  1946. 


Subject:  Metropolitan  Feeder,  (Water  Treatment  Ap- 
plance)  Approval  of. 

The  Metropolitan  Refining  Company,  Inc.,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Metropolitan  Feeder  (water  treat¬ 
ment  appliance),  under  the  provisions  of  C26-178.0.b 
Administrative  Building  Code  and  Section  170  of  the 
Sanitary  Code. 
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DESCRIPTION 

The  feeding  device  consists  of  a  black  iron  feeder 
tank  28  inches  in  length  o.d.  and  8  inches  wide  o.d.  with 
two  }4-inch  pipes  extending  from  the  top  of  the  tank  to 
the  water  line  above,  to  which  they  are  attached  by 
saddle  clamps.  At  the  centre  top  of  tank  is  a  1^-inch 
filling  tube  for  the  neutralizing  liquid.  The  upper  left- 
hand  opening  of  tank  has  a  34-inch  pipe  extending  in¬ 
side  the  tank  to  within  1  inch  of  the  feeder  tank.  The 
filling  tube  at  the  center  extends  to  within  J4  inch  of  the 
bottom  of  tank.  Installed  in  the  water  line  between  the 
two  pipe  connections  is  a  l^'inch  diaphragm.  Each 
pipe  is  equipped  with  a  gate  valve  and  the  right-hand 
pipe  is  equipped  with  petcock  (air  vent)  and  a  needle 
valve.  The  control  of  the  treatment  going  through  the 
feeder  is.  dependent  upon  the  needle  valve.  The  propor¬ 
tioning  assembly  consists  of  a  knife-edge  orifice  plate 
set  between  two  flanges.  The  diameter  of  the  oriflow 
is  a  little  less  than  the  inside  of  the  water  pipe.  When 
the  water  supply  of  the  building  flows  through  the  main, 
a  small  amount  of  water  is  diverted  from  the  main 
stream  into  the  branch,  or  shunt  stream,  on  which  is 
located  the  chemical  solution  or  neutralizer  tank.  This 
small  stream  of  water  flowing  through  the  chemical 
tank,  picks  up  a  little  of  the  neutralizing  solution  (as 
will  be  described  in  detail  later  on)  and  carries  the 
chemical  back  into  the  water  main  through  the  pipe 
which  connects  the  chemical  tank  to  the  downstream  of 
the  orifice. 

TEST 

This  appliance  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  at  the  Meter  Testing  Station  of  the 
Dept,  of  Water  Supply,  Gas  &  Electricity  on  December 


connected.  It  was  also  equipped  with  a  quick  closing 
valve  installed  at  this  point  to  permit  simulation  of 
water  hammer  as  may  be  developed  in  a  building  by 
any  type  of  quick  closing  valve. 

The  range  of  flow  under  which  the  apparatus  was  re¬ 
quired  to  function  for  test  purposes  was  from  10  g.p.m. 
to'  100  g.p.m.,  and  water  hammer  was  developed  under 
50  g.p.m.  and  100  g.p.m.  rates. 

The  applicant  was  permitted  to  make  adjustments  to 
his  unit  and  check  samples  as  would  be  the  case  in  a 
service  installation.  Seven  samples  were  obtained  for 
analyses  during  the  course  of  these  tests,  as  enumerated 
below,  one  being  for  untreated  water,  one  at  10  g.p.m. 
rate,  two  at  50  g.p.m.  rate  (one  after  water  hammer), 
and  two  at  100  g.p.m.  rate  (one  after  water  hammer). 
The  seventh  sample  was  obtained  the  following  day  at 
9  A.M.  simulating  an  overnight  stationary  condition  to 
determine  the  chemical  diffusion  during  the  night. 

The  analyses  of  the  samples  above  noted  are  tabulated 
herewith  : 

Analytical  results  in  the  tabulation  below  are  ex¬ 
pressed  as  follows : 

Turb  —  Turbidity  as  ppm  SiCT;  Color  =  ppm  platinum- 
cobalt  standard  scale ;  Odor  =  cold  odor,  O  =■  none, 
lv  =  very  faint  vegetable  odor ;  Cl  =  Chlorides  in 
ppm.;  Hard  =  Hardness,  expressed  in  ppm  Calcium 
Carbonate  equivalent;  Aik  =  Alkalinity,  expressed  in 
ppm  Calcium  Carbonate  equivalent ;  pH  determined 
with  the  glass  electrode  ;  SiCk  =  Silica  in  ppm,  deter¬ 
mined  gravimetrically ;  Fe  =  Iron  in  ppm.  The  symbol 
WH  in  the  column  “Test  &  Conditions”  means  test  was 
conducted  to  include  water  hammer  effects.  Dates  of 
tests  and  other  information  are  included  in  the  following 
table : 


Turb 

Sample  Color 


number 

Test  &  Conditions 

Odor 

Cl. 

Hard 

Aik 

pH 

SiO, 

Fe 

450549 

Raw  untreated  water  . 

.  2/7/ lv 

4.4 

48 

32 

7.2 

0 

.10 

450545 

100  gpm  treated  . 

.  2/9/lv 

4.4 

46 

39 

8.7 

13 

.10 

450544 

100  gpm  treated  WH  . 

.  3/9/lv 

4.0 

46 

48 

9.2 

22 

.35 

450547 

50  gpm  treated  . 

.  3/7 /I  v 

4.2 

46 

39 

8.7 

10 

.10 

450546 

50  gpm  treated  WH  . 

.  3/9/lv 

4.2 

40 

45 

8.7 

12 

.10 

450548 

10  gpm  treated  . 

.  2/7/lv 

4.2 

46 

34 

7.2 

1. 

.05 

45063 

overnite  diff . 

.  2/7/0 

3.8 

45 

38 

8.4 

3. 

.15 

450543  40%  Sodium  Silicate  bacteriological  shows  bacteria  per  c.c.O 

Bicoil  per  10  c.c.O 

Remarks:  No  feed  at  low  flow  (10  g.p.m.)  and  very  little  diffusion  overnight.  Increase  in  Aik  and  SiO-  at  high  rates 
well  within  the  Sanitary  Code  limitations. 

From  the  above  table,  it  will  be  noted  that  the  analyses  of  the  samples  taken  at  the  test  conducted  on  December 
7th,  1945  showed  that  the  treatment  as  developed  by  this  apparatus  is  well  within  the  limitations  of  the  specifications 
as  provided  in  Section  170  of  the  Sanitary  Code. 


7,  1945.  Present  at  the  test  were  Commissioner  C.  M. 

Blum,  Chief  Engineer  L.  V.  Huber  of  the  Committee 
on  Tests  of  the  Board  of  Standards  and  Appeals;  O.  T. 

Burke,  J.  R.  Smith,  A.  Niedrich  and  T.  M.  Burns 
of  the  Dept,  of  Water  Supply,  Gas  &  Electricity;  A.  N. 
Aeryas,  J.  Weinstein  and  M.  Kadko  of  the  Department 
of  Health  and  B.  E.  Zolet,  W.  J.  Cooney  and  C.  Wilk¬ 
inson  for  the  manufacturers. 

Test  bench  conditions  were  designed  to  represent 
water  supply  piping  to  a  medium  sized  apartment  house 
or  commercial  structure  involving  the  use  of  a  2-inch 
service.  The  applicant  was  required  to  connect  his 
apparatus  to  this  piping  in  the  manner  in  which  it 
would  be  connected  under  actual  service  conditions. 

The  discharge  from  this  piping  arrangement  was 
through  an  elevated  goose  neck,  full  size,  into  an  open 
tank  on  scales.  This  piping  was  equipped  with  a  gate 
valve  to  regulate  the  flow  on  the  discharge  side  of  the 
location  where  the  chemical  treatment  apparatus  was  and 


RECOMMENDATION 

On  the  basis  of  the  above  inspection  and  tests,  the 
Committee  on  Tests  recommends  that  the  Metropolitan 
Feeder  (water  treatment  appliance)  be  approved  for  use 
in  New  York  City,  when  installed  and  operated  in  ac¬ 
cordance  with  this  report  and  provided  the  device  bears 
a  label  permanently  affixed,  reading,  “Approved  by  *the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  #252-45-SA.” 

( Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 
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W hereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Metropolitan  Feeder 
(water  treatment  appliance),  be  maintained  and  operated  in 
accordance  with  the  above  report. 


263-45-SM 

APPLICANT — Lockport  Cotton  Batting  Co.,  owner. 
SUBJECT — Lo-K  Flameproofed  Cotton  Insulation,  Ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  E.  S.  Swanson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (263-45-SM) 

Whereas,  Lockport  Cotton  Batting  Co.,  owner,  filed  on 
May  7,  1945,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Lo-K  Flame- 
proofed  Cotton  Insulation ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  9,  1946. 

Re:  Cal.  263-45-M 

Subject:  Lo-K  Flameproofed  Cotton  Insulation, 
Approval  of. 

The  Lockport  Cotton  Batting  Company  of  Lockport, 
New  York,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  their  ma¬ 
terial  known  as  Lo-K  Flameproofed  Cotton  Insulation 
for  use  as  an  insulating  material  under  the  provisions  of 
C26- 178.0b,  for  approval  in  accordance  with  the  Board’s 
authority  under  Section  C26-191.0a  of  the  Administra¬ 
tive  Building  Code. 

DESCRIPTION 

Lo-K  Flameproof  Cotton  Insulation  consists  of  basic 
cotton  as  specified  in  Cotton  Insulation  Specification  No. 
7b,  Department  of  Agriculture,  12246.  This  cotton  goes 
through  a  process  consisting  of  opening,  blending  and 
cleaning,  after  which  it  is  fed  through  cards  and  gar- 
nett  machines  where  it  is  delivered  to  a  steam  apron  in 
fibrous  mass  form  ready  for  the  batt  head  operation. 
It  is  finished  by  cutting  it  to  standard  stud  and  joist 
widths,  after  which  it  is  placed  over  a  paper  backing  to 
which  it  is  adhered  by  means  of  an  asphalt  binder  which 
is  heated  by  steam  and  permits  bonding.  The  paper  is 
made  by  the  Union  Bag  and  Paper  Company  and  is  of 
the  vapor  barrier  type. 

After  the  cotton  is  cleaned  it  is  immersed  into  a  solu¬ 
tion  consisting  of  two  parts  of  borax  and  one  part 
of  boric  acid  yielding  a  10%  solution  of  meta  borate 
for  the  purpose  of  rendering  the  cotton  flameproof.  The 
solution  yields  a  Ph  value  above  a  neutral  of  7  and  is 
maintained  at  an  average  Ph  of  7)4- 

The  material  is  inspected  every  2  thousand  yards  of 
production  by  a  representative  of  the  Department  of 
Agriculture  assigned  to  the  applicant’s  plant.  His  in¬ 
spection  is  made  for  thickness,  for  weight  per  square 
foot  and  tested  for  flameproofing  properties  in  accor¬ 
dance  with  tests  as  prescribed  in  Cotton  Insulation 
Specification  No.  7b.  Should  the  Federal  subsidy  be 
removed  resulting  in  a  withdrawal  of  the  Department 
of  Agriculture  representative,  the  applicant  proposes  to 
duplicate  such  inspection  in  addition  to  checking  the 
flameproofing  solution  so  as  to  establish  control  covering 
Ph  count,  strength  of  solution  and  temperature  of  flame¬ 
proofing  batt. 


TESTS 

Representative  samples  of  this  material  were  tested  by 
the  research  institute  of  Armour  Institute  of  Tech¬ 
nology,  to  determine  its  insulation  qualities,  Report  dated 
June  27,  1940,  with  results  as  follows: 


Sizes  of 

Thickness 

Density — - 

Mean 

Heat  Con- 

Samples 

inches 

Lb.p.c.f. 

Temp.  °F. 

ductivity  “K” 

1714x1714 

3.50 

0.875 

72 

.242 

The  heat  conductivity  is  expressed  in  BTU’s  per  hour 
per  sq.  ft.  of  material  per  degree  F.  of  temperature 
difference  between  opposite  surfaces  of  the  material  for 
a  1  in.  thickness. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Lo-K  Flameproofed 
Cotton  Insulation  as  insulating  material  under  the  re¬ 
quirements  of  Section  C26-178.0,b  for  use  as  a  thermal 
insulating  material  in  the  ceilings  and  partitions  not 
required  to  have  a  fire  resistive  rating  in  Class  3  con¬ 
struction,  and  as  a  thermal  insulating  material  in  Class 
4  construction.  When  used  in  partitions  in  Class  3  con¬ 
struction,  this  insulation  shall  be  installed  not  more 
than  2  stories  ahead  of  scratch  coat  of  plaster.  The 
material  shall  be  manufactured  as  herein  set  forth  and 
the  cotton  insulation  shall  meet  the  flameproofing  and 
other  requirements  of  Cotton  Insulation  Specification  No. 
7b,  12246,  and  that  each  package  of  Lo-K  Insulation 
shall  carry  the  seal  of  inspection  by  the  Department  of 
Agriculture  and  that  where  inspection  is  no  longer 
available  the  applicant  shall  be  required  to  furnish 
parallel  inspection  as  outlined  in  this  report. 

It  is  further  recommended  that  each  container  in 
which  this  material  is  marketed  shall  be  marked, 
stamped,  labelled  or  tagged  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  263-45-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner , 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Lo-K  Flameproofed 
Cotton  Insulation,  on  condition  that  the  material  be  manu¬ 
factured,  inspected,  used  and  labelled  in  accordance  with  the 
above  report. 

Adjourned:  12:20  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  2,  1946 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

884-41-S 

APPLICANT — Ellis  L.  Lavine,  for  J.  M.  Huber,  Incor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rescindment  of  resolution — re  Variation  from  the 
requirements  of  the  Labor  Law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent  (previously 
granted  on  condition). 
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PREMISES  AFFECTED— 602-632  62nd  street  and  6201 
Sixth  avenue,  southeast  corner  (Block  5802,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ellis  L.  Lavine. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  of  November  5,  1941  rescinded. 

THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TION  OF  NOVEMBER  5,  1941- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (884-41-S) 

Whereas,  this  application  from  a  decision  of  the  borough 
superintendent,  affecting  premises  602-632  62nd  street  and 
6201  Sixth  avenue,  southeast  corner  (Block  5802,  Lot  1), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  Novem¬ 
ber  5,  1941,  on  certain  conditions;  and 

Whereas,  the  applicant  has  requested  a  rescindment  of 
the  resolution  adopted  by  the  Board  November  5,  1941,  inas¬ 
much  as  the  work  involved  was  never  done  and  it  is  now 
desired  to  make  a  different  type  of  alteration  which  will 
conform  with  all  necessary  requirements. 

Resolved,  that  the  resolution  adopted  by  the  Board  No¬ 
vember  5,  1941,  be  and  it  hereby  is  rescinded. 


246-38-A 

APPLICANT— National  Can  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner 
(previously  withdrawn  and  reopened  and  restored 
to  calendar). 

PREMISES  AFFECTED — 52-08  Grand  avenue,  south  side, 
431  ft.  9  in.  west  of  53d  (Sophie)  street  (1st  floor, 
Bldg.  No.  3)  ;  (Block  2616,  Lot  1),  Maspeth,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  R.  E.  Treharne. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 


1349-39-A 

APPLICANT — Morris  Schwartz,  for  Fannie  Hoffman, 
owner. 

SUBJECT — Application  reopened  March  12,  1946 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 346  Ocean  parkway,  west  side, 
40  ft.  south  of  Avenue  C  (Block  5374,  Lot  12), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morris  Schwartz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  by  applicant, 
without  prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


88-46-A 

APPLICANT — L.  C.  Jaeger,  for  The  Museum  of  Modern 
Art,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 4  West  54th  street,  south  side, 
122.6  ft.  west  of  5th  avenue  (Block  1269,  Lot  42), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  C.  Jaeger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


171-46-A 

APPLICANT— Ferro-Co  Corporation,  lessee,  for  Harris 
Industrial  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 21-33  North  11th  street,  jiorth 
side,  170  ft.  west  of  Kent  avenue  (Block  2287,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  M.  A.  Gordon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD  —  Appeal  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


194-46-A 

APPLICANT — W.  T.  McCarthy,  for  Estate  of  Michael 
Shannon,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 120-126  Court  street,  and  205 
Atlantic  avenue,  northwest  corner  (2nd  floor)  ; 
(Block  276,  Lot  47),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  W.  T.  McCarthy  and  K.  E.  Gregory. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD  — Appeal  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


680-45-A 

APPLICANT — Charles  A.  Dancker,  for  Louis  and  Mary 
Tomczak,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED — 279  Heberton  avenue,  east  side, 
119.17  ft.  north  of  Albion  place  (Block  1031,  Lot 
24),  West  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Charles  A.  Dancker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . .  0 


MINUTES 


ZONING  APPLICATIONS 

624-26-BZ 

APPLICANT — Anna  Rheinhardt,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  maintenance 
of  a  gasoline  service  station  (erected  under  a  tem¬ 
porary  variance  granted  by  the  Board  for  a  speci¬ 
fied  term). 

PREMISES  AFFECTED — Southwest  corner  of  Kissena 
boulevard  (road)  and  Horace  Harding  (Nassau) 
boulevard  (Block  2167,  Lot  35),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Anna  Rheinhardt. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (624-26-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station  for  a  term  of  two 
years,  affecting  premises  southwest  corner  of  Kissena  boule¬ 
vard  (road)  and  Horace  Harding  (Nassau)  boulevard 
(Block  2167,  Lot  35),  Flushing,  Borough  of  Queens,  was 
granted  by  the  Board  on  November  18,  1932,  on  certain 
conditions ;  and 

Whereas,  the  permit  was  extended  from  time  to  time,  the 
last  such  extension  having  been  granted  on  May  6,  1941,  for 
a  term  of  five  (5)  years;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on. November  18,  1932, 
as  amended  through  May  6,  1941,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7f  for  a  temporary  term  of 
five  (5)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  maintenance  of  a  gasoline  service  station, 
on  condition  .  .  .  and  that  other  than  as  herein  amended, 
the  conditions  of  the  resolution  of  November  18,  1932, 
shall  be  complied  with  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained  (N.B.  1725-32).” 


235-37-BZ 

APPLICANT — Henry  Nordheim,  for  3331  Fish  Avenue 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 3311-3349  Eastchester  road, 
west  side,  100  ft.  north  of  Given  avenue  (Block 
4743,  Lot  20),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (235-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  3311-3349  Eastchester 
road,  west  side,  100  ft.  north  of  Given  avenue  (Block  4743, 
Lot  20),  Borough  of  The  Bronx,  was  granted  by  the  Board 
July  9,  1937,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  June  25,  1940, 
March  17,  1942  and  April  4,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  9,  1937,  as 
amended  by  resolutions  adopted  through  April  4,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  the  resolution  shall  read : 

“.  .  .  granted  under  section  7h  for  a  temporary  term 
of  two  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  .  .  .  and  that  other  than  as 
amended  herein,  the  resolution  adopted  July  9,  1937 
shall  be  complied  with  in  all  respects  and  that  a  cer- 
tificate  of  occupancy  shall  be  obtained.” 


1181-38-BZ 

APPLICANT — Jack  P.  Gamberg,  for  B.  F.  Keith  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
five  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 203-207  West  95th  street,  north 
side,  86  ft.  west  of  Amsterdam  avenue  (Block  1243, 
Lots  129,  130  and  131),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  Schwartz. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (1181-38-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  five  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  203-207  West  95th  street, 
north  side,  86  ft.  west  of  Amsterdam  avenue  (Block  1243, 
Lots  129,  130  and  131),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  April  4,  1939,  on  certain  conditions  ;  and 
Whereas,  the  permit  was  extended  on  April  4,  1944  for 
a  term  of  two  years  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  4,  1939,  as 
amended  on  April  4,  1944,  only  so  far  as  it  has.  reference  to 
the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“.  .  .  granted  under  section  7f  for  a  term  expiring 
coincidental  with  the  lease  on  May  31,  1947,  to  permit 
the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  .  .  .  that  other  than  as  amended 
herein,  the  resolution  adopted  April  4,  1939,  shall  be 
complied  with  in  all  respects  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 
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950-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Ernest  C.  Wal- 
deck,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  under 
section  7e  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  conversion  of  occupancy 
of  the  basement  and  first  story  of  a  residence  build¬ 
ing  to  an  undertaking  establishment. 

PREMISES  AFFECTED — 7610-7614  Fourth  avenue,  west 
side,  50  ft.  south  of  76th  street  (Block  5950,  Lot 
47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  J 

THE  RESOLUTION  (950-40-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a 
temporary  term,  the  conversion  of  occupancy  of  the  base¬ 
ment  and  first  story  of  a  residence  building  to  an  under¬ 
taking  establishment,  affecting  premises  7610-7614  Fourth 
avenue,  west  side,  50  ft.  south  of  76th  street  (Block  5950, 
Lot  47),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  7,  1942,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  March  14,  1944 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  7,  1942,  as 
amended  on  March  14,  1944,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

-  “Granted  under  Section  7e  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  as  proposed,  on  con¬ 
dition  .  .  .  and  that  other  than  as  herein  amended,  the 
conditions  of  the  resolution  of  April  7,  1942,  shall  be 
complied  with  that  a  certificate  of  occupancy  shall  be 
obtained.” 


91-41-BZ 

APPLICANT — Metropolitan  Television,  Inc.,  for  Getty 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  on  the  top  story  and  roof  of  an  existing 
hotel  located  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  radio-television  broadcast 
transmitting  station  and  antenna. 

PREMISES  AFFECTED— 2-6  East  61st  street  and  795 
Fifth  avenue,  southeast  corner  (Block  1375,  Lot  67), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  L.  L.  Thompson  and  James  J.  Field. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  time  and 
permit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME  AND 
PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (91-41-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 
resolution,  permitting  on  the  top  story  and  roof  of  an  exist¬ 


ing  hotel  located  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  radio-television  broadcast  transmitting  sta¬ 
tion  and  antenna,  affecting  premises  2-6  East  61st  street  and 
795  Fifth  avenue,  southeast  corner  (Block  1375,  Lot  67), 
Borough  of  Manhattan,  was  granted  by  the  Board  June  24, 
1941,  on  certain  conditions,  resolution  amended  and  time  to 
complete  work  extended  on  April  28,  1942  and  time  further 
extended  on  April  27,  1943;  and 
Whereas,  the  permit  was  extended  on  April  4,  1944  and 
time  to  obtain  permits  and  complete  the  work  was  again 
extended  on  April  17,  1945;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit  and  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  24,  1941,  as 
amended  by  resolutions  adopted  through  April  17,  1945, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit 
and  the  completion  of  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“.  .  .  granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution;  that 
all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this 
amended  resolution;  and  that  other  than  as  amended 
herein,  the  resolution  adopted  by  the  Board  June  24, 
1941,  as  amended  by  resolutions  adopted  November  28, 
1942  and  April  27,  1943  shall  be  complied  with  in  all 
respects  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


700-41 -BZ 

APPLICANT — Lama  and  Proskauer,  Rudolph  P.  Bolter 
and  Herman  H.  Schierloh,  owners. 

SUBJECT — Application  for  reopening — reopening  and  exten¬ 
sion  of  permit — re  application  (decision  of  the  bor¬ 
ough  superintendent)  previously  granted  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 9317-9333  Third  avenue  and 
301-311  94th  street,  northeast  corner  (Block  6107, 
Lots  1,  5  and  67),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (700-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  9317-9333  Third  avenue 
and  301-311  94th  street,  northeast  corner  (Block  6107,  Lots 
1,  5  and  67),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  February  24,  1942,  on  certain  conditions  and  reso¬ 
lution  amended  on. July  21,  1942;  and 
Whereas,  the  permit  was  extended  on  March  14,  1944, 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  bn  February  24,  1942, 
as  amended  through  March  14,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
to  permit  the  premises  with  a  frontage  of  142  ft.  on  • 
94th  street,  as  indicated  on  plans  filed  with  this  applica- 
Third  avenue  and  a  depth  of  approximately  100  ft.  on 
tion,  marked  “Received  July  29,  1941”,  to  be  occupied 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  ....  and  that  other  than  as 
herein  amended  the  conditions  of  the  resolution  of  Febru- 
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ary  24,  1942,  as  amended  July  21,  1942,  shall  be  complied 
with ;  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained.” 


389-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  Dominick  Carl 
Carena,  owner, 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  alteration 
and  extension  of  a  gasoline  service  station :  (previ¬ 
ous  request  for  amendment  withdrawn). 
PREMISES  AFFECTED— 82-16  to  82-20  Astoria  boule¬ 
vard  and  24-08  to  24-12  83rd  street,  southwest  corner 
(Block  1094,  Lot  6),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (389-42-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  alteration 
and  extension  of  an  existing  gasoline  service  station;  prem¬ 
ises  82-16  to  82-20  Astoria  boulevard  and  24-08  to  24-12 
83rd  street,  southwest  corner  (Block  1094,  Lot  6),  Jackson 
Heights,  Borough  of  Queens,  was  granted  by  the  Board  on 
June  22,  1943,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  22,  1943,  by  adding 
thereto : 

“  .  .  .  that  in  the  event  the  owner  desires  to  relocate 
the  two  existing  gasoline  pumps  now  approximately  at 
the  center  of  the  premises  so  as  to  be  parallel  to  the 
83d  street  building  line  and  12  feet  therefrom,  such  re¬ 
location  of  pumps  may  be  permitted,  provided  that  in 
all  other  respects  the  resolution  adopted  by  the  Board 
June  22,  1943,  is  complied  with  in  all  respects;  and  that 
a  certificate  of  occupancy  shall  be  obtained  (Misc.  Ap- 
plic.  2144-42).” 


100-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Raybob  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
for  a  term  of  two  years,  permitting  in  a  residence 
use  district,  the  alteration  and  conversion  of  occu¬ 
pancy  of  an  existing  garage  for  more  than  five 
motor  vehicles  to  a  factory  where  drapes,  curtains 
and  similar  articles  are  laundered,  finished,-  received, 
stored  and  shipped ;  furniture  fabrics  are  cleaned  by 
use  of  inflammable  liquids  and  also  as  a  storage 
garage  for  one  motor  vehicle  (truck). 

PREMISES  AFFECTED— 507-515  East  120th  street,  north 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817, 
Lot  5),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

Negative  .  0 

THE  RESOLUTION  (100-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  alteration  and  conversion  of  occupancy  of 
an  existing  garage  for  more  than  five  motor  vehicles,  to  a 
factory  where  drapes,  curtains  and  other  similar  articles  are 
laundered,  finished,  received,  stored  and  shipped ;  where 
furniture  fabrics  are  cleaned  with  the  use  of  inflammable 
liquids  and,  also  for  a  storage  garage  for  one  motor  vehicle 
(truck),  affecting  premises  507-515  East  120th  street,  north 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817,  Lot  5),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  on  March 
21,  1944,  on  certain  conditions;  and 
Whereas,  on  April  11,  1944,  plans  were  approved  by  the 
Board,  in  accordance  with  the  resolution  of  March  21,  1944; 
and 

Whereas,  the  resolution  was  amended  by  vote  of  the 
Board  on  November  21,  1944;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  21,  1944,  as 
amended  by  resolution  adopted,  through  November  21,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“  .  .  .  granted  under  section  7e  for  a  term  of  five  (5) 
years  form  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  substantially  as  proposed, 
on  condition  .  .  .  and  that  other  than  as  amended  herein 
the  resolution  adopted  March  21,  1944,  as  amended  July 
11,  1944,  and  November  21,  1944  shall  be  complied  with 
in  all  respects ;  and  that  a  certificate  of  occupancy  shall 
he  obtained.” 


351-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Precision  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  -of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  business  and  residence  use 
districts  the  change  of  occupancy  from  a  bakery, 
private  garage,  office  and  storage,  to  factory,  garage 
for  more  than  five  motor  vehicles,  storage,  show¬ 
room  and  office  with  manufacturing  in  business  use 
zone  in  excess  of  the  lot  area. 

PREMISES  AFFECTED— 79-01  to  79-11  Rockaway  Beach 
boulevard  and  177-199  Beach  79th  street,  southwest 
corner  (Block  615,  Lot  30),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Irving  Rivkin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  RIvQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


950-27-BZ 

APPLICANT— S.  Walter  Katz,  for  Alfred  Ambrogi  and 
Jacqueline  Garola,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
21  of  the  zoning  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  conversion  of  occupancy  of  a  building  used  as 
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garage  on  1st  and  2nd  floors  to  garage  on  1st  floor 
and  25%  manufacturing  on  second  floor  (previously 
granted  on  condition  for  garage  for  more  than  five 
motor  vehicles). 

PREMISES  AFFECTED — 1816  Boston  road,  east  side, 
109.88  ft.  south  of  East  176th  street  and  1819  Vyse 
avenue  (Block  2191,  Lot  25),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Ludwig  Hanauer  and  Julius  Hellen- 
brand. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
N egative  . . .  0 


330-28-BZ 

APPLICANT — George  W.  Springsteen,  for  A.  H.  Con¬ 
sumers  Society,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Application  (de¬ 
cision  of  the  borough  superintendent)  to  permit  in 
residence  use,  B  area  district,  the  erection  of  a 
one-story  building  for  use  as  restricted  retail  stores, 
under  sections  7e  and  21  of  the  zoning  resolution 
previously  granted  on  condition  for  erection  and 
maintenance  of  a  tenement  house  with  stores  on  1st 
story;  thereafter  request  for  change  to  erection  of 
one  story  stores  was  denied ;  Board  sustained  in 
court. 

PREMISES  AFFECTED — 50  Van  Cortlandt  avenue,  west 
side,  125.8  ft.  south  of  Orloff  avenue  and  3887-3899 
Sedgwick  avenue,  northwest  corner  of  Sedgwick  and 
Van  Cortlandt  avenues  (Block  3263-B,  Lot  275), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Irving  Michael  Aiken  and  George 
W.  Springsteen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


280-41-BZ 

APPLICANT — Jack  Z.  Cohen,  for  Constel  Realty  Corpo¬ 
ration,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  variance  and  amendment  of  resolution 
as  to  area — re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  7i  of  the  zoning  resolution,  for  a  term 
of  ten  years,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop  (building  not  constructed ;  permit  ex¬ 
pired  by  limitation). 

PREMISES  AFFECTED — 65-71  Furman  avenue,  north 
side,  99  ft.  6  in.  east  of  Bushwick  avenue  (Block 
3462,  Lots  63  and  67),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jack  Z.  Cohen. 

For  Opposition.  Harold  Kiorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . .  0 


404-43-BZ 

APPLICANT — Charles  A.  Duncker,  for  Taverna  Coal  Co., 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
consideration  of  new  proposal — re  Application  (de¬ 
cision  of  the  borough  superintendent)  to  permit  in 
a  residence  use  district,  the  erection  and  maintenance 
of  a  building  to  be  used  as  an  office  and  garage  for 
four  (4)  motor  vehicles  to  be  used  in  conjunction 
with  the  existing  coal  yard  on  the  site. 

PREMISES  AFFECTED — 51-67  Manee  avenue,  east  side, 
531.78  ft.  south  of  Amboy  road  and  52-56  Bayview 
avenue  (Block  6751,  Lot  284),  Princess  Bay,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Charles  A.  Duncker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

522-44-BZ 

APPLICANT — Roy  Clinton  Morris,  for  Jack  Ditchek, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration — re  Application  (decision  of  the  bor¬ 
ough  superintendent)  under  section  7-i  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district, 
the  use  of  a  store  for  auto  body  and  fender  repair 
shop  (previously  dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 8232  18th  avenue,  west  side,  23 
ft.  north  of  84th  street  (Block  6314,  Lot  76),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Harold  Kiorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


APPLIANCE  SUBMITTED  FOR  APPROVAL 
89-44-SA 

APPLICANT — Murray  Levine,  for  Blazel  Corporation, 
owner. 

SUBJECT — Security  Heat  Exchanger,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD- — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  . '. .  0 

THE  RESOLUTION  (89-44-SA) 

Whereas,  Murray  Levine,  for  Blazel  Corporation,  filed 
on  February  7,  1944,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals,  for  the  approval  of  the  appliance  known 
as  the  Security  Heat  Exchanger;  and 

Whereas,  the  applicant  failed  to  arrange  for  a  test  and 
inspection  of  this  appliance,  although  duly  notified  to  do  so. 

Resolved ,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


Adjourned:  3:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK, 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions 
§09-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 

erator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant.  .  ,  .  ,  .  r  • 

(b)  Direct  refrigeration,  a  system  in  which  the  retrig- 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigrant  is  circulated  to  the  substance  or 

space  refrigerated.  . 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 

used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3^),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem- 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure .  relief  device,  a  pressure  relief  valve,  a 

rupture  member,  fusible  plug  or  other  approved  device  foi 
relieving  the  pressure.  . 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 

a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant.  . 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 

erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission.  .  . 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

§C26-235.0.  Definitions. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 
civic,  political,  educational,  religious  or  recreational  pur- 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 


charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 


Bonds  and  Fees. 

§09-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20.00 

Class  B  systems . . .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant  .  1-00 


Cl 9-  96.0. 
C26-214.0. 
Cl 9-  97.0. 
Cl 9-  98.0. 
C19-  99.0. 
09-100.0. 
09-101.0. 
09-102.0. 
09-103.0. 
09-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 


Refrigerating  Systems 

Permits. 

Supervision. 

Classification. 

Permissible  locations. 

Refrigerating  machinery  rooms  and  ventilation. 
Open  flames  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams. 


§09-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE:— The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following: 

1  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CCLF2  also 
dichlorotetrafluoroethane  (“F-114”)  QClTfr  and  mono- 
fluorotrichloromethane  (“F-ll”)  CFC.i  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
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shall  be  regulated  in  accordance  with  the  privisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
Section  C-19-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll,  F-12  or 

F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 

rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.0  (b) 
for  refrigerants  other  than  non-irritant  and  non-flammable. 

4.  That  refrigerating  systems  employing  F-ll,  F-12  or 

F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building. 

5.  That  refrigerating  systems  employing  F-ll,  F-12  or 

F-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  hereinafter  re¬ 
quired  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open  flame 
in  such  room  and  when  the  system  contains  not  more  than 
10  pounds  ©f  refrigerant. 

7.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed,  except  that 
Class  “C”  systems  containing  not  more  than  ten  pounds  of 
refrigerant  may  be  installed  in  a  rest  room,  smoking  room 
or  lounging  room  provided  in  such  rooms  no  open  flame  or 
apparatus  to  produce  such  open  flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114,  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside  of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  churches, 
dance  halls,  court  rooms,  police  stations,  jails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll,  F-12  or  F-114  are  used,  shall  be  main¬ 
tained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
F'H,  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
Cl  9-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll,  F-12  or  F-114,  shall  be  included  in 
Section  C 1 9- 101.0  as  follows: 


Refrigerant 

Column  No.  1 

Column  No.  2 

Column  No.  3 

F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-114 

60 

30 

30 

12.  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll,  F-12  or  F-114  is  employed,  shall  be  as 


follows : 

Capacity  of  System 
Up  to  30  tons 
30  to  60  “ 

60  to  100  “ 

100  to  175  “ 

175  to  250  “ 

250  to  450  “ 

450  to  900  “ 


Number  Required 
One  Yi  inch 
One  “ 

One  1  “ 

One  1 inches 
One  1J4  “ 

One  2 
Two  2 


13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  complied 
with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

.  (d)  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  or  location  of  the  system. 

(e) _  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such .  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 


§C26-214.0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  either 
a  duly  licensed  engineer  or  a  person  who  has  obtained  a 
certificate  of  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows:  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  any 
time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  sys¬ 
tem  operating  through  one  or  more  evaporators,  shall  be 
considered  the  capacity  of  the  system  and  determine  its 
class. 


(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

.(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand.  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 


354 


RULES 


§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice  making 
or  refrigerating  purposes-.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigeration  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

1.  The  stairways,  halls,  'lobbies,  entrances,  exits  or  audi¬ 
toriums  of  any  building ; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instruction  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion.  The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§09-99.0.  Refrigeration  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an  irritant 
refrigerant  is  used  shall  be  maintained  vapor-tight  except 
that  all  doors  which  open  to  other  parts  of  the  building 
shall  only  be  required  to  be  self-closing  and  close  fitting, 
and  shall  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor- 
tight  and  kept  closed.  No  opening  from  elevator  shafts 
shall  be  permitted  in  the  refrigerating  machinery  room. 
This  provision,  however,  shall  not  apply  to  dumbwaiter 
shafts  the  door  openings  of  which  are  protected  with  self¬ 
closing  fire  doors  or  to  a  system  containing  less  than  six 
(6)  pounds  of  refrigerant.  Closets  solely  contained  within 
and  opening  only  into  the  refrigerating  machinery  room 
shall  be  considered  as  part  of  the  room  in  which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery  room 
of  any  system  shall  be  independently  provided  with  means 
for  adequate  ventilation  to  the  outer  air.  The  ventilation 
shall  consist  of  a  window  or  windows  opening  directly  to 
the  open  air,  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
accessible  and  located  outside  of  the  refrigerating  machinery 
room. 

4. 


Pounds  of 
Refriger¬ 
ant  in 
System 

Mechan¬ 
ical  Cu. 

Ft.  per 
Minute 
Discharge 

Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 

Ft.  Duct  Opposite 
Area  Side 

Window  Area 
in.  Sq.  Ft.  for 
One  Side 
Only 

A 

B 

c 

D 

E 

Up  to  . . .  20 

150 

54 

1 

6 

50 

250 

A 

154 

12 

100 

400 

'A 

0 

16 

150 

550 

2A 

2  A 

19 

200 

680 

2A 

3 

25 

250 

800 

l 

3H 

29 

300 

900 

l 

4 

32 

400 

1,100 

1 54 

4^2 

38 

500 

1,275 

154 

5 

42 
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600 

1,450 

1/ 

6 

45 

700 

1,630 

1/ 

6/ 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7/ 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2/ 

9 

68 

1,500 

2,800 

2)4 

11 

78 

1,750 

3,150 

3 

12/ 

87 

2,000 

3,500 

3/ 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4)4 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7/2 

30 

2Q4 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10/ 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-inflammable  refrigeranl 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 

frigerating  machinery  rooms  where  a  Class  A  system  or  a 
Class  B  system  using  ammonia  is  installed,  a  water  deluge 
may  be  provided  which  shall  consist  of  a  sprinkler  system 
having  open  heads  of  not  less  than  one-quarter  inch  (/") 
orifice  spaced  not  more  than  eight  feet  apart  in  any  direc¬ 
tion,  and  such  system  shall  be  located  above  all  the  refriger¬ 
ating  apparatus  and  piping  in  the  refrigerating  machinery 
room.  Not  more  than  one  head  shall  be  installed  on  a 
54-inch  pipe;  five  heads  on  a  1-inch  pipe;  six  heads  on  a 
1 14-inch  pipe.  The  deluge  system  shall  be  permanently  con¬ 
nected  with  the  main  house  supply  or  other  assured  source 
from  which  a  constant  water  pressure  .of  not  less  than 
twenty  pounds  per  square  inch  can  be  maintained  on  the 
inlet  side  of  the  main  control  valve  or  valves  at  all  times. 
The  control  valve  or  valves  for  such  water  deluge  system 
shall  be  manually  operated  and  easily  accessible,  and  shall 
be  labeled  and  located  outside  of  the  refrigerating  machin¬ 
ery  room.  * 

§09-100.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  swith  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  is  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§09-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control'  mechanism  shall  be  tested  to  at  least 
the  following  pressures :  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant 

Col.  1 

High 

Pressure 

Side 

Col.  2  Col.  3 

Low  Pressure  Side 

With 

Safety 

Valves 

Without 

Safety 

Valves 

Carbon  dioxide  . 

, . . .  1,500 

750 

1,000 

Ethane  . 

...  1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  . 

155 

80 

120 

Sulphur  dioxide . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  . 

12 

12 

12 

§09-102.0.  Piping. 

a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  Or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connectipn  located  on  its  low  pres- 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s  eye 
type,  shall  have  automatic  closing  shut-off  valves  and  such 
glasses  shall  be  adequately  protected  against  injury  by 

clrv+fprl  mpfsl 


§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  is  set  to  function  shall  be  indicated  thereon.  (See 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for  re¬ 
pair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  system 
shall  be  provided  with  a  hand-operated  valve  for  discharg¬ 
ing  the  ammonia  into  water  through  a  mixer  *to  the  sewer 
in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(50)  pounds  per  square  inch. 
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3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members 
of  the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  bo-x  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall 
be  labeled  “Ammonia.”  A  sign  shall  be  posted  within  the 
box  reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand  (27,000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
water  and  ammonia  mixer  for  each  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  09-107. 0 
of  the  code. 


§09-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  fol¬ 
lows  : 


CO2  and 

Other 

Capacity 

Ethane,  No. 

Refrigerants 

of  System 

Req.,  Size 

No  Req.,  Size 

Up 

to 

30 

tons . 

i—y2" 

1- 

-54" 

30 

to 

60 

tons . 

\-y2" 

1- 

-Y\" 

60 

to 

100 

tons . 

i-y2" 

1- 

-l" 

IOO 

to 

175 

tons . •. . , 

.  1 —y2" 

1- 

-1/4" 

175 

to 

250 

tons . 

1  -34" 

1- 

-154" 

250 

to 

450 

tons . 

.  1—1" 

1- 

-2" 

450 

to 

900 

tons . 

2- 

-2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of 
Safety  Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the  high 
pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 


b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
system  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  Co2  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing  fifty 
(50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such  as 
that  generated  in  a  fire,  they  may  burst  due  to  the  expan¬ 
sion  of  the  refrigerant,  shall  be  protected  by  a  pressure 
relief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  CI9-107.0  of  the 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 
atmosphere  or  into  that  part  of  the  low  pressure  side  pro¬ 
tected  by  the  mixer  as  specified  in  subdivision  C,  of  section 
09-103.0  of  the  code.  If  it  is  discharged  to  the  outside 
atmosphere  it  must  be  piped  above  the  roof  or  not  less  than 
12  feet  above  the  grade.  The  discharge  pipe  shall  be  not 
less  than  the  size  of  the  relief  valve  outlet.  The  discharge 
from  more  than  one  relief  valve  may  be  run  into  a  common 
header,  the  area  of  which  shall  be  equal  to  the  area  of  the 
pipes  connected  thereto.  The  outlet  orifice  shall  be  turned 
downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  09-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially- 
constructed  of  not  less  than  one-eighth  ()4)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (J4)  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  refriger¬ 
ant  other  than  ammonia  is  used,  the  discharge  from  relief 
valves  shall  be  to  the  atmosphere  as  specified  for  Class  A 
ammonia  systems.  Carbon  dioxide  may  be  discharged  into 
the  room  if  the  same  contains  at  least  10  cubic  feet  of 
capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
09-107.0  of  the  code. 


§09-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 


or  masks. 

2.  In  a  Class  B  system  in  which 


more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (SO)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  let¬ 
ters  not  less  than  one  and  one-half  inches  (1)4")  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8 Yz"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 
on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class  A 
and  B  machinery  rooms  where  over  fifty  (SO)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box ;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  of 
emergency. 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (ISO)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system  it 
shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  .  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only  dur¬ 
ing  period  of  charging  or  withdrawing  the  refrigerant. 

§09-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

Penalties. 

§09-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


(Cal.  333-44-SR.) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  New  York  and  Section  C'19-98.0  of  the  Ad¬ 
ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note:  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

C19-96.0  Permits. — a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 

building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions* of  this  article,  as 
are  deemed  by  the  commissioner  necessary  in  the  interest 
of  public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  commissioner. 

C19-97.0  Classifications. — a.  The  total  amount  of  re¬ 
frigerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or-  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
for  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 

C19-98.0  Permissible  locations. — a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 


ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  field  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

b.  The  direct  method  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
room  ;  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  when  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families, 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

c.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  Systems  on  denionstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat¬ 
ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 

depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used 
exclusively  for  instruction  or  research  purposes;  * 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un¬ 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 
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g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  in  a  class  B  system  only 
when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 

h.  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 

or  a  hydro-carbon  refrigerant  is  not  permitted  in  a  class  A  • 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in. 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing,  methyl 
chloride  shall  be  permitted  in  a  public  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  09-98. 0  and  only 
when  the  percentage  of  methyl  chloride  to 
the  volume  of  conditioned  space  is  not  over 
.7  of  1  per  cent.  (Methyl  chloride  to  equal 
8.0  cubic  feet  per  lb.) 

Rule  2.0  Requirements,  for  Permissible  Uses  of  Methyl 
*  Chloride  Refrigerant  in  Class  B  and  C  Refriger¬ 
ating  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the.  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 

2.3  That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer. of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3.1  The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 
replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

2.3.2  The  system  shall  be  thoroughly  cleansed 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in- 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 

2.3.3  Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

2.3.4  Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

2.3.5  All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

2.3.6  Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam, 
open  flame  or  otherwise  be  applied  to 
the  cylinder  containing  the  refrigerant 
and  only  the  exact  amount  or  refrig¬ 
erant  required  for  charging  shall  be 
permitted  to  be  delivered  to  the  prem¬ 
ises.  After  charging  the  cylinder  shall 
be  immediately  disconnected  and  re¬ 
moved.  No  reserve  storage  of  methyl 
chloride  shall  be  permitted  nor  shall 
there  be  any  open  flames  in  the  same 
room  with  the  refrigeration  equipment. 

2.3.7  Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  the  refriger¬ 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
be  replaced  with  parts  made  of  suit¬ 
able  metals. 

2.3.8  Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the  equipment  is  put  in  operation, 
the  service  company  shall  make  a 
complete  check  for  leaks  using  a 
Halide  torch  and  immediately  remedy 
any  leaks. 

2.3.9  A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside 
the  equipment  room. 

2.3.10  A  weekly  inspection  by  the  person 
holding  a  certificate  of  fitness  to  su¬ 
pervise  refrigerating  equipment  as 
provided  in  C26-214.0  shall  be  made 
of  the  refrigeration  equipment  and  all 
piping  and  connections  for  leakage. 

2.3.11  Refrigeration  equipment  within  the 
purview  of  these  rules  shall  bear  a 
metal  sign  reading :  “Caution  :  Methyl 
Chloride  Refrigerant,  Guard  against 
Leaks.” 
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COURT  DECISION 

Matter  of  Etta  Tarnapal  and  Fannie  Flax  (Thrift  Auto  Parking)  vs. 

Board  of  Standards  and  Appeals. — Under  Cal.  No.  311-42-A, 
the  Board  revoked  Certificate  of  Occupancy  .No.  104,904, 
issued  in  1942,  which  had  been  issued  to  permit  occupancy 
for  the  “parking”  of  more  than  five  motor  vehicles  on  the 
plot  at  5501-5523  Sixth  Avenue,  Brooklyn,  corner  of  5 5th 
Street. 

The  Board,  in  a  complete  report  published  in  Bulletin, 
Volume  27,  No.  31,  recited  the  facts  and  the  reasons  why 
the  Certificate  of  Occupancy  should  be  revoked — among 
them  that  the  lot  was  being  used  for  “storage”  of  more  than 
five  motor  vehicles  and  not  “parking”  inasmuch  as  charge 
was  made  for  such  “storage”. 

Upon  court  review,  the  Board’s  decision  was  reversed  by 
Mr.  Justice  Wilson  at  Special  Term,  Supreme  Court  (N.  Y. 
Law  Journal,  Oct.  28,  1944). 

Upon  appeal  to  the  Appellate  Division,  the  Board’s  deci¬ 
sion  was  sustained  and  the  decision  of  the  lower  court 
overruled.  The  court  stated  in  part:  “The  record  clearly 
shows  that  the  prior  use  was  not  lawfully  established 
and  also  shows  that  a  former  lessee’s  application  for  a  vari¬ 
ance  was  denied  in  1937  and  the  Board’s  determination 
affirmed  by  the  Court  in  1939.  It  further  appears  that  be¬ 
tween  1939  and  1941  the  premises  were  rented  for  conduct¬ 
ing  religious  services,  which  was  a  conforming  use.  Hence, 
the  Board  was  justified  in  revoking  the  Certificate  of  Occu¬ 
pancy”  (N.  Y.  Law  Journal,  March  26,  1946,  page  1186). 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  9,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

232- 46-SM — Protectal  3  Hour  Test  Hollow  Steel  Door, 
manufactured  by  Williamsburg  Fireproof  Products 
Corp.,  Material. 

233- 46-SA — Water  Cooling  Equipment  Co.,  Water  Cool¬ 
ing  Tower,  Appliance. 

234- 46-A — H.B.M. — West  side  of  West  End  avenue,  be¬ 
tween  West  60th  and  West  72nd  streets  (Block  1171, 
Lot  1),  Borough  of  Manhattan,  Misc.  F.P.  712-46. 

235- 46-A — F.D. — 108-122  West  street  and  51-57  Kent 
street,  northeast  corner  (also  known  as  37-69  Green- 
point  avenue)  (1st  floor,  Building  13);  (Block  2549,  Lots 
1-3-33),  Borough  of  Brooklyn,  Decision. 

236- 46-A — F.D. — 59  Kent  street,  north  side,  101  ft.  east 
of  West  street  (also  known  as  37-69  Greenpoint  avenue) 
(4th  floor,  Building  19);  (Block  2549,  Lots  1-3-33),  Bor¬ 
ough  of  Brooklyn,  Decision. 

237- 46-A — F.D. — 56  Pine  street,  north  side,  125  ft.  west 
of  William  street  and  26  Cedar  street  (basement); 
(Block  41,  Lot  19),  Borough  of  Manhattan,  Decision 
re:  44511-LC. 

238- 46-A — H.B.B. — 1530  Coleman  street,  west  side,  225 
ft.  south  of  Flatlands  avenue  (1st  floor);  (Block  7859, 
Lot  58),  Borough  of  Brooklyn,  Alt.  628-46. 

239- 46-BZ — H.B.Q. — 88-56  163rd  street,  northwest  cor¬ 
ner  of  89th  avenue  (Block  9768,  Lot  60),  Jamaica,  Bor¬ 
ough  of  Queens,  Alt.  33-45. 

240- 46-SM — Quonset  Buildings,  No.  40  and  No.  20, 
manufactured  by  Stran  Steel  Division  of  Great  Lakes 
Steel  Corp.,  Material. 

241- 46-A — H.B.Q. — 111-03  77th  road,  northwest  corner 
of  Austin  street  (Block  3343,  Lot  65),  Kew  Gardens, 
Borough  of  Queens,  Alt.  545-46. 

242- 46-BZ — H.B.Q. — 184-08  to  184-14  Union  turnpike, 
south  side,  110  ft.  west  of  Chevy  Chase  street  (road) 
(Block  7248,  part  of  Lot  35),  Jamaica,  Borough  of 
Queens,  N.B.  2170-45. 

243- 46-A — H.B.Q. — 52-01  Flushing  avenue,  north  side, 
310  ft.  east  of  Metropolitan  avenue  (cellar);  (Block  2611, 
Lot  350),  Maspeth,  Borough  of  Queens,  M-4303-45. 

244- 46-A — H.B.Q. — 154  Hunterspoint  avenue,  north  side, 
between  34th  and  35th  streets  (basement);  (Block  254, 
Lots  1-25-33),  Long  Island  City,  Borough  of  Queens, 
M-6097-45. 


245-46-A — H.B.Q. — 154  Hunterpsoint  avenue,  north  side, 
between  34th  and  35th  streets  (basement) ;  (Block  254, 
Lots  1-25-33),  Long  Island  City,  Borough  of  Queens, 
M -6 100-45. 


246- 46-BZ — H.B.Q. — 257  Beach  116th  street,  west  side, 
200  ft.  south  of  Newport  avenue  (Block  664,  part  of 
Lot  17),  Rockaway  Beach,  Borough  of  Queens,  Alt. 
356-46. 

247- 46-A— H.B.Q.— 147-11,  147-17  and  147-21  258th 

street,  east  side,  100  ft.,  145  ft.,  and  190  ft.,  south  of 
147th  avenue  and  147-12,  147-18  and  147-20  259th  street, 
west  side,  100  ft.,  145  ft.,  and  190  ft.,  south  of  147th  ave¬ 
nue  (Block  13363,  Lot  1)  Rosedale,  Borough  of  Queens, 
N.B.  1476-46  to  N.B.  1481-46  inclusive. 

248- 46-A — H.B.M. — 326-328  East  44th  street,  south  side, 
225  ft.  west  of  1st  avenue  (2nd  floor);  (Block  1336,  Lot 
36),  Borough  of  Manhattan,  Amendment  to  Alt.  1294-45. 

Restored  to  Calendar. 

194-46-A— H.B.B. — 120-126  Court  street  and  205  Atlantic 
avenue,  northwest  corner  (2nd  floor);  (Block  276,  Lot 
47),  Borough  of  Brooklyn,  Alt.  674-46. 

184-45-A — H.B.Q. — 147-02  Newport  avenue,  northwest 
corner  of  Beach  147th  street  (Block  34,  Lots  1634  and 
1643),  Neponsit,  Borough  of  Queens,  Alt.  331-45. 

516-44-A— F.D.— 240-246  19th  street  and  657-661  5th 
avenue,  southeast  corner  (Block  885,  Lot  8),  Borough 
of  Brooklyn,  Decision  re  12917-LF. 

407-40-BZ — H.B.B. — 1927-1935  Flatbush  avenue,  north¬ 
east  corner  of  Kings  Highway  (Block  7819,  Lot  20), 
Borough  of  Brooklyn,  N.B.  175-40. 

45-42-BZ— H.B.B.— 4313-4323  4th  avenue  and  401-405 
44th  street,  northeast  corner  (Block  729,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  N.B.  199-46. 

1115-40-BZ — H.B.B. — 2101-2129  Surf  avenue,  northwest 
corner  of  West  21st  street  (Block  7058,  Lots  27-50), 
Borough  of  Brooklyn,  D.C.  Applic.  1705-40. 

246-44-BZ — H.B.R. — 46-62  Greenleaf  avenue  and  141- 
157  Marion  street,  northwest  corner  (Block  236,  Lots  66, 
69  and  73),  Stapleton,  Borough  of  Richmond,  Amend¬ 
ment  to  Alt.  31-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings: 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of .  .  . . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  .  .  .Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . . . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . _ . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . Aug. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 
12,  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 
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CALENDAR 


Last  Publication  in  Bulletin 


Fire  resistive,  Flameproof  Materials, 


etc.,  Rules  for  Testing  of . 

Feb. 

20, 

1945- 

-Vol. 

30, 

No. 

8 

Fire  Retarding  Rules  for 

Garages,  etc . 

Dec. 

25, 

1945- 

-Vol. 

30. 

No. 

52 

Fireproof  Wood,  Testing  of . 

Apr. 

13, 

1937- 

-Vol. 

22, 

No. 

IS 

Frame  Garages,  Ruling  for . 

Jan. 

21, 

1919- 

-Vol. 

4. 

No. 

3 

Fusion  Welding  and  Gas 

Cutting  Rules  . 

Dec. 

28. 

1943- 

-Vol. 

28. 

No. 

52A 

Gas  Shut-Off  Rules . 

Apr. 

7. 

1925- 

-Vol. 

10, 

No. 

14 

Hatchway  Protection  . 

June 

5, 

1928- 

-Vol. 

13, 

No. 

23 

Insulating  Fibre  Board  Rules . 

June 

12, 

1945- 

-Vol. 

30, 

No. 

24 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Svstems... 

Jan. 

8, 

1946- 

-Vol. 

31, 

No. 

2 

Oil  Burner  Rules . 

Mar. 

5, 

1946- 

-Vol. 

31. 

No. 

10 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . 

June 

12, 

1945- 

-Vol. 

30, 

.No. 

24 

Paint,  Varnish  and  Lacquer 

No. 

Spraying  Rules  . 

Jan. 

1, 

1946- 

-Vol. 

31, 

1 

47 

Platform  Trucks,  Specifications  for.  . 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

Plumbing  Rules  . 

Aug. 

3, 

1937- 

-Vol. 

22 

■No. 

31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

No. 

Contamination  of  Water  Supply) 

i  Mar. 

13, 

1945- 

-Vol. 

30, 

11 

Procedure,  Rules  of  . 

Sept. 

7, 

1937- 

-Vol. 

22, 

No. 

36 

Refrigerating  Systems,  Extract  A.C 

.  Apr. 

9, 

1946 

—Vol. 

30, 

No. 

1 5 

Smoking  in  Factories,  Rules  for.  .  .  . 

Jan. 

22. 

1946- 

-Vol. 

31, 

No. 

4 

Sprinkler  Rules  . 

June 

29, 

1937- 

-Vol. 

22, 

No. 

26 

Standpipe  Fireline  Rules . 

.June 

8. 

1937- 

-Vol. 

22, 

No. 

23 

Structural  Alterations,  Reporting.. 

.  June 

7, 

1932- 

-Vol. 

17, 

No. 

23 

Tank  Trucks,  Fuel  Oil,  etc . 

.  Nov. 

24, 

1936- 

-Vol. 

21. 

No. 

47 

Tank  Trucks,  Gasoline,  etc . 

Nov. 

24, 

1936- 

-Vol. 

21, 

No. 

47 

Wire  Glass  Rules  (Amendment  to 

No. 

52  A 

Rule  SOS  of  Industrial  Code). 

.  Dec. 

28, 

1943- 

-Vol. 

28, 

Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


APRIL  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  23,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

779-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 
for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf 
of  The  Macmillan  Company,  owner,  to  permit  in  a  res¬ 
idence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

676-42-BZ— Application,  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Tillie  Cooperman  and  William  Broder,  owners, 
reopened  February  5,  1946,  under  section  7e  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  stable  (more  than  five  horses) 
to  manufacturing  and  storage;  premises  357  West  17th 
street,  north  side,  100  ft.  east  of  9th  avenue  (Block  741, 
Lot  5),  Borough  of  Manhattan. 

802-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Church  of  The  Most  Precious 
Blood,  owner,  to  permit  in  a  residence  use  district,  an 
outdoor  theatre  to  seat  460  persons;  premises  90-110 
Bay  47th  street,  and  2737-2747  Harway  avenue,  north¬ 
east  corner  (Block  6901,  Lots  1,  3,  63,  64  and  66),  Bor¬ 
ough  of  Brooklyn. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  7()  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook¬ 
lyn. 


37-46-BZ — Application,  January  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Herbert  Tannenbaum, 
applicant,  on  behalf  of  Margaret  La  Sala,  owner  (High 
Bridge  Auto  Service,  lessee),  to  permit  in  a  business  use 
district,  the  change  of  occupancy  from  stable  and  hay 
loft,  to  an  automobile  repair  shop;  premises  1275  Jerome 
avenue,  west  side,  75  ft.  north  of  West  169th  street,  and 
Inwood  avenue,  east  side,  75  ft.  north  of  West  169th 
street  (Block  2855,  part  of  Lot  45),  Borough  of  The 
Bronx. 

575-32-BZ — Application  of  Charles  M.  Spitidler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19, 
1946  (previously  withdrawn)  re  application,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  reconstruction  and  extension  of  existing 
gasoline  service  station  (previously  granted  by  the 
Board);  premises  242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner 
(Block  13206  (3645),  Lots  17  and  19),  Rosedale,  Borough 
of  Queens. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

791- 45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  George  Edward 
Beatty,  applicant,  on  behalf  of  R.  C.  Church  of  St. 
Matthias,  owner,  to  permit  in  residence,  business  use, 
C  area  district,  the  proposed  extension  of  existing 
school  building  omitting  part  of  required  rear  yard; 
premises  1881  Catalpa  avenue,  north  side,  103.57  ft.  west 
of  Woodward  avenue  (Block  3473,  Lot  50),  Ridgewood, 
Borough  of  Queens. 

36-46-BZ — Application,  January  8,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  F.  Lidonici,  owner,  to  permit  in 
business  use,  D  area  district,  the  erection  of  a  building 
to  be  used  as  a  gasoline  service  station,  lubritorium, 
auto  laundry  and  public  garage  for  more  than  five  (5) 
motor  vehicles,  using  more  than  the  permitted  area  of 
the  Lot;  premises  68-72  to  68-88  Austin  street,  south 
side,  100  ft.  west  of  69th  avenue  (Block  3234,  part  of 
Lots  22  and  34),  Forest  Hills,  Borough  of  Queens. 

792- 45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

41-46-BZ — Application,  January  11,  1946,  under  section 
21  of  the  zoning  resolution,  of  S.  Joseph  Silbert,  appli¬ 
cant,  on  behalf  of  126  West  42nd  Street,  Inc.,  owner, 
to  permit  in  retail  use,  B  area  district,  the  change  in 
occupancy  and  increase  in  area  of  proposed  building  to 
occupy  more  than  the  permitted  area;  premises  126-128 
West  42nd  street,  south  side,  240  ft.  west  of  6th  avenue 
(Avenue  of  The  Americas)  and  129-131  West  41st  street 
(Block  994,  Lots  21,  43  and  44),  Borough  of  Manhattan. 

448-23-BZ— Application  of  William  R.  Altman  and  Her¬ 
man  Kron,  applicants,  on  behalf  of  Steinfrank  Realty 
Corp.,  owner  (Shelby  Craftco,  lessee),  reopened  Febru¬ 
ary  19,  1946,  under  sections  7c  and  7e  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more 


CALENDAR 


than  five  (5)  motor  vehicles  (previously  granted  by 
Board)  to  storage  (paper  products)  and  office;  premises 
2856  Webster  avenue,  east  side,  199.4  ft.  south  of  Bed¬ 
ford  Park  boulevard  (Block  3273,  Lot  118),  Borough  of 
The  Bronx. 

93-46-BZ — Application,  February  14,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Victor  Mayper,  ap¬ 
plicant,  on  behalf  of  New  York  Central  Railroad  Co. 
and  Hudson  Varick  Corp.  (Equitable  owner  under  con¬ 
tract  of  sale),  owners,  to  permit  in  unrestricted  use,  B 
area,  and  class  2  height  district,  the  erection  of  a  build¬ 
ing  not  meeting  the  height  requirements;  premises  25-57 
Varick  street,  134-162  Hudson  street,  23-29  Beach  street, 
and  23-41  Laight  street,  entire  block  (Block  213,  Lot  1), 
Borough  of  Manhattan. 

562-24-BZ — Application  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Jacob  Oberwager,  owner,  reopened 
March  19,  1946,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,  the  proposed  additional  use  for  the  display,  sales 
and  servicing  of  automobiles,  and  altering  the  front 
elevation  to  present  one  story  public  garage  (for  more 
than  five  motor  vehicles),  previously  granted  by  the 
Board;  premises  2470-2480  Bedford  avenue,  west  side, 
60  ft.  north  of  Clarendon  road  (Block  5167,  Lot  40), 
Borough  of  Brooklyn. 

283-42-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Estate  of  Theodore  Badman,  owner,  reopened 
February  26,  1946,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  use  district,  the  parking 
and  storage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied);  premises  222-228  East  34th  street, 
south  side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots 
46-49),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decision. 

28-46-A — 84-40  101st  street,  west  side,  346-31  ft.  south  of 
Park  Lane  South  (3rd  and  4th  floors);  (Block  9177, 
Lot  23),  Richmond  Hill,  Borough  of  Queens. 

198-46-A — 117-119  East  24th  street,  north  side,  200  ft. 
west  of  Lexington  avenue  (basement  and  1st  floors); 
(Block  880,  Lot  12),  Borough  of  Manhattan. 

• 

Appliance  and  Materials  for  Approval. 

427-38-SA — Josam  Oil  Interceptor,  Models  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

647-45-SM — Met-Cro  Metal  Cross-Bridging. 

62-39-SM — The  Philip  Carey  Mfg.  Company  Roofing  Ma¬ 
terials.  (Reopened  March  13,  1945). 

812-39-SM — Nabcor  High  Pressure  Steam  Cured  Cinder 
Blocks — additional  sizes— 5^4"  x  8J4”  x  1 7j4"  hollow 
three  cell  1 J4"  x  2 x  17^4"  Solid  units  (no  voids); 
(Reopened  January  22,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  23,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  23,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

89-46-A — 1760-1764  Pitkin  avenue  and  128  Watkins  street, 
southwest  corner  (3rd  floor);  (Block  3524,  Lot  16),  Bor¬ 
ough  of  Brooklyn. 


638-45-A — 244-258  Water  street,  south  side,  125  ft.  east 
of  Bridge  street  (Block  42,  part  of  Lot  11),  Borough  of 
Brooklyn. 

123-46-A — 12  Duane  street  and  235-239  William  street, 
southwest  corner  (Block  121,  Lot  61),  Borough  of  Man¬ 
hattan. 

150-46-A — 1514-1530  Broadway,  east  side,  between  West 
44th  and  West  45th  streets  and  155-169  West  44th  street 
(basement  and  sub-basement);  (Block  997,  Lots  1,  6,  9, 
54  and  57),  Borough  of  Manhattan. 

211-46-A — 2-71  Beach  20th  street,  west  side,  650  ft.  south 
of  Plainview  avenue  (Block  266,  Lot  20),  Far  Rocka- 
way,  Borough  of  Queens. 

137-46-A — Blair  avenue,  614.75  ft.  north  of  Miles  avenue, 
Bungalow  232B  (Block  5516,  Lot  None),  Edgewater 
Camp,  Borough  of  The  Bronx,  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Blair  avenue). 

162-46-A — 99-08  Metropolitan  avenue,  south  side,  121  ft. 
west  of  70th  road  (Block  3894,  Lot  34),  Forest  Hills, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street — Metropolitan  Avenue  widen¬ 
ing). 

121-46-A — 1981-1989  Webster  avenue,  west  side,  195.45 
ft.  north  of  East  178th  street  (Block  2815,  Lot  46), 
Borough  of  The  Bronx. 

206- 46-A — 137  Coleridge  street,  east  side,  280  ft.  south 
of  Compton  avenue  (Block  7516,  Lot  1129),  Borough 
of  Brooklyn. 

207- 46-A — 145  Coleridge  street,  east  side,  340  ft.  south 
of  Compton  avenue  (Block  7516,  Lot  1126),  Borough 
Brooklyn. 

382-43-A — 150  Ocean  parkway,  west  side,  395  ft.  south 
of  Caton  avenue  (Block  5328,  Lot  30),  Borough  of 
Brooklyn  (reopened  February  5,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  30,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  30,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Buuilding  Manhattan,  on  the  following 
matters  : 

Zoning  Applications. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

413-45-BZ — Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoqing  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57),  1 
Borough  of  Manhattan. 

777-45-BZ — Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution  of  Albert  Thompson,  j 
applicant,  on  behalf  of  Elsie  O’Connor,  owner  (John 
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Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8 
horses  for  hire);  premises  198-73  Foothill  terrace,  east 
side,  98  ft.  north  of  Hillside  avenue  (Block  10532,  Lots 
128  and  131),  Queens  Village,  Borough  of  Queens. 

557-45-BZ— Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place,  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

56-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary  Adelson  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  public 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcy  ave¬ 
nue  (Block  1779,  Lot  66),  Borough  of  Brooklyn. 

114-36-BZ— Application  of  James  Whitford,  applicant,  on 
behalf  of  Vincent  Kieran,  owner,  reopened  March  19, 
1946,  under  section  7 a  of  the  zoning  resolution,  to  permit 
in  business  and  business  1  use  district,  the  restoration  to 
the  former  uses  granted  by  the  Board  (motor  vehicle 
repair  shop,  garage  for  more  than  five  (5)  motor  vehicles 
and  automobile  showroom);  premises  330  Bay  street, 
and  2  St.  Julian  place,  southwest  corner  (Block  503,  Lot 
32),  Tompkinsville,  Borough  of  Richmond. 

8-46-BZ— Application,  January  9,  1946,  under  section  21 
of  the  zoning  resolution,  of  H.  Herbert  Lilien,  applicant, 
on  behalf  of  North  State  Realty  Corp.,  owner,  to  permit 
in  residence  and  business  use,  B  area  district,  the  con¬ 
struction  of  two  incinerators,  occupying  more  than  per¬ 
mitted  area;  premises  1270  Gerard  avenue,  and  41  East 
168th  street,  northeast  cornier  (Block  2481,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

46-46-BZ— -Application,  January  23,  1946,  under  section 
7b  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant  on  behalf  of  William  C.  Segal,  owner,  Jo  per¬ 
mit  in  residence  and  restricted  retail  use  district,  the 
;  change  in  occupancy  from  private  dwelling  to  editorial 
and  publishing  office;  premises  18  East  62nd  street, 
south  side,  95  ft.  west  of  Madison  avenue  (Block  1376, 
Lot  60),  Borough  -of  Manhattan. 

69-46-BZ — Application,  February  1,  1946,  under  section 
1  21  of  the  zoning  resolution,  of  William  J.  Minogue,  ap- 
|  plicant,  on  behalf  of  Edwin  Gould  Foundation  for  Chil¬ 
dren,  owner,  to  permit  in  residence  use,  E-l  area  district, 

|  the  conversion  of  occupancy  from  existing  use  (dormi- 
'  torv  of  children’s  home)  to  multiple  dwelling  not 
\  conforming  to  requirements  of  E-l  area  district;  prenr- 
i.  ises  1761  Stillwell  avenue,  southeast  corner  of  Pelham 
parkway  (Block  4411,  part  of  Lot  300),  Borough  of  The 
Bronx. 

172-46-BZ— Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  appli¬ 
cant,  on  behalf  of  Gus  C.  Marino  and  146  Richmond 
avenue  Corp.,  owners  (Fisher  Beer  Co.,  lessee),  to  per¬ 
mit  in  manufacturing  use,  C  area  district,  the  extension 
of  present  building  to  cover  more  than  permitted  area; 
premises  .16-18  Grove  avenue,  south  side,  100.52  ft.  west 
of  Richmond  avenue  and  146-148  Richmond  avenue 
(Block  1077,  Lots  28-37),  Port  Richmond,  Borough  of 
Richmond. 

131-46-BZ — Application,  February  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  A.  Stewart  Walker,  appli- 
.  cant,  on  behalf  of  Chemical  Bank  and  Trust  Company, 
i  owner,  to  permit  in  retail  use,  B  area  district,  the  exten- 
i  sion  of  present  building  (2  additional  stories)  to  occupy 


more  than  permitted  area  and  to  permit  rear  yard  of  less 
depth  than  is  required;  premises  11-13  West  51st  street, 
north  side,  250  ft.  west  of  5th  avenue  (Block  1267,  Lot 
26),  Borough  of  Manhattan. 

106-46-BZ— Application,  February  15,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Joseph  Rodkin,  owner,  to  permit 
in  a  business  use  district,  the  reconstruction  of  present 
existing  gasoline  service  station  with  accessory  uses  as 
auto  washing,  greasing,  office  and  sale  of  accessory  auto¬ 
mobile  parts;  premises  2413-2425  Flatbusli  avenue,  and 
5102-5112  Avenue  T,  southeast  corner  (Block  8543,  Lot 
34),  Borough  of  Brooklyn. 

522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant, 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wilbert, 
owners  (Wheeler  Shipbuilding  Corp.,  lessee),  reopened 
March  26,  1946,  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use  district, 
for  a  temporary  term,  the  use  and  maintenance  of  a 
temporary  storage  shed;  the  storage  of  lumber,  and, 
also  the  parking  of  more  than  five  motor  vehicles  (em¬ 
ployees’  cars);  premises  152-02  to  152-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and  10-34 
1 54th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and 
68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots  1, 
18,  19,.  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

132-46-A — 11-13  West  51st  street,  north  side,  250  ft.  west 
of  5th  avenue  (Block  1267,  Lot  26),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  30,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  30,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan1  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

238-46-A — 1530  Coleman  street,  west  side,  225  ft.  south 
of  Flatlands  avenue  (1st  floor);  (Block  7859,  Lot  58), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  7,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  7,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

811-45-BZ — Application,  December  27,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner  (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  a  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 
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794-45-BZ— Application,  October  18,  1945,  under  sec¬ 
tions  7b  and  21  of  the  zoning  resolution,  of  Arthur 
Weiser,  applicant,  on  behalf  of  Pannonia  Realty  Co., 
owner,  to  permit  in  a  residence  and  restricted  retail  use, 
B  area  district,  the  erection  of  a  class  A  multiple  dwel¬ 
ling  and  restaurant,  occupying  more  than  the  permitted 
area;  premises  32-36  East  65th  street,  south  side,  60  ft. 
east  of  Madison  avenue  (Block  1379,  Lots  48  to  50,  in¬ 
clusive),  Borough  of  Manhatttan. 

104-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  Harold  L.  Young, 
applicant,  on  behalf  of  132-134  West  124th  Street  Corp., 
owner,  to  permit  in  a  business  use  district,  the  change 
of  occupancy  from  stable  and  wagon  repair  shop,  to 
steam  laundry  and  factory  using  more  than  permitted 
floor  area  of  building  for  manufacturing;  premises  132- 
134  West  124th  street,  south  side,  300  ft.  west  of  Lenox 
avenue  (Block  1908,  Lot  46),  Borough  of  Manhattan. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

156-46-BZ— Application,  February  20,  1946,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  Martyn  N.  Weston, 
applicant,  on  behalf  of  Arthur  Herz,  owner,  to  permit 
in  a  residence  use  district,  the  conversion  to  printing 
shop  from  former  carpenter  shop  and  lumber  yard; 
premises  270-272  West  19th  street,  south  side,  150  ft. 
east  of  8th  avenue  (Block  768,  Lots  75  and  76),  Bor¬ 
ough  of  Manhattan. 

158-46-BZ— Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

182-46-BZ — Application,  March  6,  1946,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt, 
applicant,  on  behalf  of  Queens  Windsor  Corp.,  owner, 
to  permit  in  a  residence  and  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  commercial  structure,  occupying 
more  than  permitted  area  and  not  having  required  rear 
yard,  with  an  entrance  to  loading  platform  within  resi¬ 
dence  district,  and  using  premises  for  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  108-36  to 
108-48  Queens  boulevard,  and  107-34  road  (Windsor 


place),  southeast  corner  (Block  3257,  Lots  1  and  45), 
Forest  Hills,  Borough  of  Queens. 

1115-40-BZ — Applicant  of  William  B.  O’Connor,  appli¬ 
cant,  on  behalf  of  Truck  Terminals,  Inc.,  owner,  re¬ 
opened  April  9,  1946  for  consideration  as  to  extension 
of  variance  (expired  by  limitation) — Application,  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  for  a  term  of  two  years,  permitting  | 
in  a  business  use  district,  the  parking  and  storage  of  | 
more  than  five  motor  vehicles;  premises  2101-2109  Surf 
avenue,  northwest  corner  of  West  21st  street  (Block 
7058,  Lots  27  to  50,  inclusive),  Borough  of  Brooklyn. 

84-46-BZ — Application,  February  6,  1946,  under  sections 
7b,  7c  and  21  of  the  zoning  resolution,  of  Kitzer  & 
Nurick,  applicants,  on  behalf  of  Cypress  Homes  Corp.. 
owner  (Cypress  Hills  Swimming  Pool,  Inc.,  lessee),  to 
permit  in  residence  and  unrestricted  use  district,  swim¬ 
ming  pool,  bath  houses,  recreation  facilities  and  supply 
room;  premises  852-874  Jamaica  avenue,  and  2-20  Hem¬ 
lock  street,  southwest  corner  (Block  4106,  Lot  39), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

145-46-A — 852-874  Jamaica  avenue,  and  2-20  Hemlock- 
street,  southwest  corner  (Block  4106,  Lot  39),  Borough 
of  Brooklyn. 

50-46-A — 60-82  Washington  street,  west  side,  1-27  Flint 
street,  27-37  York  street  and  66-76  Front  street,  entire 
block  (5th  floor);  (Block  50,  Lot  1),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  7,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  7,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

185-46-A — 20-24  Exchange  place  and  22  William  street, 
southwest  corner  (15th  to  19th  floors,  inclusive);  (Block 
27,  Lots  27,  31,  33  and  36),  Borough  of  Manhattan. 

397-42-A — 4352  Hylan  boulevard,  east  side.  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

166-46-A — -18-20  West  street,  east  side,  75  ft.  south  of 
Morris  street,  and  28-32  Washington  street  (Block  15, 
Lot  19),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  9,  1946,  10  A.M. 

Present:  Chairman  Murdock.  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Cuinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  March  26,  1946,  were 
approved  as  printed  in  Bulletin  No.  14,  Vol.  31. 


ZONING  APPLICATIONS  • 

624-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lobe  Realty 
Corp.,  owner. 

SUBJECT — Application  reopened  February  13,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  of  a  gasoline  ; 
service  station,  lubritorium  and  car  washing. 
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PREMISES  AFFECTED— 178-02  to  178-08  Union  Turn¬ 
pike,  south  side,  400  ft.  east  of  Utopia  parkway 
(Block  7227,  part  of  Lot  24),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  A.  Lama,  Harry  Green,  A.  Berger 
and  M.  Berger. 

For  Opposition:  Moruel  Tancey,  Milton  Barker, 
Anna  Arnold,  F.  Backeson,  Barney  Greene, 
Frank  J.  Coen  and  Abraham  Golub. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  after  hearing  for  deci¬ 
sion  by  Board,  with  no  further  argument,  date  to 
be  announced. 


320-45-BZ 

APPLICANT — A.  S.  Mongiello,  for  Joseph  Palermo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  and  unrestricted  use  district, 
the  change  of  occupancy  from  garage  (not  more 
that  four  cars  and  light  storage)  to  rug  cleaning 
and  light  storage. 

PREMISES  AFFECTED— 212  Evergreen  avenue,  south 
side,  70  ft.  east  of  Willoughby  street  (Block  3206, 
Lot  16),  Borough  of  Brooklyn. 

!  APPEARANCES— 

For  Applicant :  A.  S.  Mongiello,  M.  Shapiro  and 
J.  Palermo. 

For  Opposition:  J.  A.  Weil. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1946  at 
10  A.M.,  for  applicant  to  submit  additional  ob¬ 
jection  from  Building  Department  (covering  entire 
plant). 

K  _ 
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702-45-BZ 


for  Albert  H.  Dachuck 


APPLICANT— Sidney  L.  Strauss, 
and  James  Ferrara,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  residence  and  business  use  district,  the 
change  of  occupancy  from  riding  academy  (15 
horses)  to  gasoline  service  station  and  repair  shop. 

PREMISES  AFFECTED— 182-70  Union  turnpike,  and 
80-02  Chevy  Chase  street,  southwest  corner  (Block- 
7248  Lot  39),  Jamaica,  Borough  of  Queens. 

APPEARANCES—  w  ,  ,  TT  „ 

For  Applicant :  S.  L.  Strauss,  A.  Mandel,  H.  Ber¬ 
gen,  J.  Kaneau  and  J.  Ferrara. 

For  Opposition:  Murray  Lefcourt,  Nathan  Jacob¬ 
son.  Frank  Stoopler,  Frank  Frusso,  Jacob 
Malen,  Harry  Green  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Laid  over  after  hearing,  for  deci¬ 
sion  by  Board  without  further  argument.  Applicant 
to  file  revised  plans.  Date  to  be  announced. 


37-46-BZ 

APPLICANT— Herbert  Tannenbaum,  for  Margaret  La- 
Sala,  owner  (High  Bridge  Auto  Service,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  of 
occupancy  from  stable  and  hay  loft,  to  an  auto¬ 
mobile  repair  shop. 

PREMISES  AFFECTED— 1275  Jerome  avenue,  west  side, 
75  ft.  north  of  West  169th  street  (Block  2855,  part 
of  Lot  45),  Borough  of  The  Bronx. 


APPEARANCES—  , 

For  Applicant:  Herbert  Tannenbaum  and  Anthony 
Graziano. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1946,  at 
10  A.M.,  for  decision  by  the  Board. 


50-46-A 

APPLICANT— Henry  L.  Sperling,  for  Gair  Realty  Corp., 
owner  (J.  R.  Wood  Products  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  Fire 
Commissioner. 

PREMISES  AFFECTED— 60-82  Washington  street,  west 
side,  1-27  Flint  street,  27-37  York  street  and  66-76 
Front  street,  entire  block  (5th  floor)  ;  (Block  50, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  Ackerman. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1946  at  10 
A.M.  for  inspection  by  Committee  of  Board. 


56-46-BZ 

APPLICANT— Charles  DeSaro,  for  Mary  Adelson,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  public  garage  and  lofts  to  manu¬ 
facturing. 

PREMISES  AFFECTED— 139-141  Kosciusko  street,  north 
side,  300  ft.  west  of  Marcy  avenue  (Block  1779, 
Lot  66),  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant :  Charles  DeSaro. 

For  Opposition :  A.  S.  Setz. 

For  Administration:  Fred  Dahlem, 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April 
10  A.M..  at  the  request  of  applicant. 


Dep’t  of  Hous- 
30,  1946,  at 


778-45-BZ 

APPLICANT— Stuyvesant  Chambers,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  from  heretofore  con¬ 
verted  dwelling  (Class  A)  to  business  use  (por¬ 
tions  of  2nd,  3rd,  4th  and  5th  floors  ior  research 
and  direction  in  connection  with  professional  activ¬ 
ities).  ,  ,. 

PREMISES  AFFECTED— 19-20  Gramercy  Park  south 
and  86-88  Irving  place,  southeast  corner  (Block 
875,  Lot  61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  H.  Tunstead. 

For  Opposition :  P.  Windels. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  ...  , 

ACTION  OF  BOARD — Application  withdrawn  to  comply, 
at  request  of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  () 


52-46-BZ 

APPLICANT — Herman  Spinken,  for  Dorothy  Warren, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning,  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  ex¬ 
tension  of  present  building  to  cover  more  area  than 
is  permitted. 
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PREMISES  AFFECTED— 159-17  Hillside  avenue,  north 
side,  168.20  ft.  east  of  Parsons  boulevard  (Block 
9768,  Lot  89),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Herman  Spinken. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

160-46-BZ 

APPLICANT — Harry  Kleinman,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
of  a  fireproof  building,  to  be  used  as  a  skating  rink. 
PREMISES  AFFECTED— 2520  Hylan  boulevard,  south 
side,  125  ft.  west  of  New  Dorp  lane  (Block  3960, 
Lot  7),  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Harry  Kleinman,  F.  Mardus,  N. 

Leigh  and  D.  L.  Santoro. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  H.  L.  Nelson,  Boro  Pres. 
ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  to  reopening. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


99-46-BZ 

APPLICANT — Walter  Binger,  for  Realest  Corporation, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  restricted  retail  use,  B  area  district, 
the  extension  of  rear  of  first  story  to  cover  more 
than  permitted  area. 

PREMISES  AFFECTED— 1189  Madison  avenue,  east  side, 
18  ft.  south  of  East  87th  street  (Block  1498,  Lot 
151),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edgar  Froker. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  . .  0 

THE  RESOLUTION  (99-46-BZ) 

Whereas,  Walter  Binger,  for  Realest  Corporation,  owner, 
filed  February  14,  1946,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  restricted  retail  use 
B  area  district,  the  extension  of  rear  of  first  story  to  cover 
more  than  permitted  area,  premises:  1189  Madison  avenue, 
east  side,  18  ft.  south  of  East  87th  street  (Block  1498,  Lot 
151).  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Boaid  of  Standards  and  Apneals,  at  its  regular 
meeting.  April  9.  1946,  after  due  notice  by  publication  in 
the  Bulletin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Madison  avenue  is  in  a  restricted  retail 
use,  P>  area  and  Class  \TA  height  district:  East  87th  street 
is  in  residence  and  restricted  retail  use.  B  area  and  Class 
1t/2  height  districts;  and 


Whereas,  the  decision  of  the  borough  superintendent 
dated  January  31,  1946,  re  Alt.  Applic.  1911-45,  reads: 

“A2.  Erection  of  proposed  extension  at  rear  of  1st 
story  is  contrary  to  Sec.  12,  Subdivision  B  of  the  zon¬ 
ing  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  16  ft.  8  in.  frontage  by  62  ft.  3  in.  in  depth,  ori 
which  is  located  a  building  16  ft.  8  in.  front  by  49  ft.  4  in. 
in  depth,  4  stories,  45  ft.  in  height,  of  Class  3  construction; 
that  it  is  proposed  to  rehabilitate  the  building  with  modern 
apartments  and  a  store  to  cover  the  entire  lot  on  1st  floor; 
that  the  walls  will  be  fire  retarded  and  sprinklers  will  be 
installed ;  and 

Whereas,  the  applicant  contends  that  the  plot  was  in  a 
business  use  district  from  1916  to  September  25,  1936,  when 
it  was  changed  to  retail;  that  on  June  4,  1937,  it  was  re¬ 
classified  to  restricted  retail ;  that  at  present  there  is  a  four 
story  non-fireproof  dwelling  and  store  building  on  the  plot 
which  have  been  vacant  for  nearly  10  years ;  that  the  owner 
has  filed  alteration  plans  and  will  rehabilitate  the  building 
with  modern  apartments  and  a  store,  including  the  installa¬ 
tion  of  sprinklers  in  the  stairhall  and  fire-retarding  the  stair 
enclosing  walls ;  that  at  present,  the  owner  to  the  north 
has  the  full  use  of  the  plot,  covering  the  rear  yard  to  the 
height  of  two  stories ;  that  to  the  south  the  rear  yard  is 
covered  with  a  one  story  extension ;  that  the  third  plot  to 
the  south  has  also  been  given  permission  to  cover  the  rear 
yard  with  a  one  story  extension  ;  that  since  the  neighboring 
properties  have  been  built  up  to  property  lines,  the  yard 
in  question  remains  in  what  is  virtually  a  hole  surrounded 
by  masonry  walls ;  that  it  is  therefore  requested  that  the 
Board  recognize  the  existing  hardship  and  grant  a  variance 
permitting  the  full  use  of  the  plot  bv  the  construction  of  a 
one  story  extension  covering  the  unbuilt  upon  space  at  the 
rear ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  extension  of  area  proposed  for  the 
erection  of  a  rear  extension  as  indicated  on  plans  filed  with 
this  application,  marked  “Received  February  14,  1946”  (6 
sheets)  and  as  herein  proposed,  on  condition  that  the  build¬ 
ing  shall  not  be  further  increased  in  height  or  area ;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  rules,  laws  and  regulations  applicable  thereto;  and 
that  all  permits  required  shall  be  obtained  and  all  work- 
completed  within  one  (1)  year  from  the  date  of  this  res¬ 
olution. 


460-26-BZ 

APPLICANT— George  A.  Aliano,  for  49-50  Realtv  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  March  12.  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent)  un¬ 
der  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  erec¬ 
tion  of  a  building  for  Post  Office,  bowling  alleys, 
restaurant  and  business. 

PREMISES  AFFECTED — 513-533  50th  street,  north  side. 
90  ft.  east  of  5th  avenue,  and  4921  5th  avenue 
(Block  /84,  Lot  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  A.  Aliano  and  F.  Carucci. 
For  Opposition :  S.  Tttelson,  Mabel  Erickson,  T. 
Tusso,  Tessie  Waters,  G.  Johnson,  Bessie 
Lowery,  N.  De  Angelo,  B.  O’Flaherty  and 
others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (460-26-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  theatre,  affecting  premises 
4921-4923  Fifth  avenue,  514-534  49th  street  and  513-533  50th 
street  (Block  784,  Lot  2),  Borough  of  Brooklyn,  was  granted 
by  the  Board  February  19,  1935,  on  certain  conditions,  the 
time  to  file  plans  and  complete  work  extended  May  5,  1936, 
February  16,  1937.  May  10,  1938,  June  7,  1939,  February  6, 
1940,  May  20,  1941,  May  12,  1942  and  April  25,  1944;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  section  7c  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  districts 
the  erection  of  a  building  for  post  office,  bowling  alleys, 
restaurant  and  business ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  12,  1946;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  5th  avenue  is  in  a  business  use  C  area 
and  class  1J4  height  district;  50th  street  and  51st  street  are 
in  residence  and  business  use  C  area  and  class  114  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  6,  1946  on  N.B.  Applic.  132-46  reads : 

“1.  Proposed  bowling  alleys,  post  office  and  restaurant 
on  a  lot  partly  in  a  business  use  district  and  partly  in 
a  residential  use  district  is  contrary  to  Art.  II,  Sec.  3 
of  the  Zoning  Resolution.” 

!  and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  191  ft.  frontage  on  49th  street  and  194  ft.  in  front¬ 
age  on  50th  street,  depth  of  lot  200  ft.  4  in.,  and  27  ft. 
|  frontage  by  90  ft.  deep  on  5th  avenue ;  that  it  is  proposed 
to  erect  a  building  106  ft.  front  by  108  ft.  deep  on  50th  street, 
27  ft.  wide  by  90  ft.  deep  on  5th  avenue,  2  stories,  25  ft. 
in  height,  of  class  'one  construction;  and 
Whereas,  the  applicant  contends  that  the  physical  con¬ 
dition  of  the  property  at  the  present  time  is  vacant  filled-in 
land ;  that  the  property  was  formerly  assembled  for  the 
purpose  of  constructing  a  theater  thereon  and  is  now  owned 
by  49-50  Realty  Corporation;  that  the  general  contour  of 
the  neighborhood  presently  consists  of  store  property  with 
residences  above  same  and  total  commercial  buildings  on 
Fifth  avenue  and  parlor  floor  and  basements  and  multiple 
dwelling  houses  on  49th  street  and  50th  street  respectively ; 
that  the  property  in  question  was  formerly  fenced  in  pur¬ 
suant  to  the  ordinances  of  the  City  of  New  York,  but  be¬ 
cause  of  vandalism  and  scarcity  of  help  during  the  war, 
the  fences  could  not  be  maintained,  and  presently  the  pro¬ 
perty  is  open  land  used  by  the  residents  as  a  harbor  for 
their  disposals  ;  that  it  is  proposed  to  improve  a  portion  of 
this  property  with  a  store  fronting  on  5th  avenue  and  quar¬ 
ters  for  a  post  office  fronting  on  5th  avenue,  and  to  utilize 
the  balance  of  the  land  on  50th  street  and  49th  street  by 
constructing  brick  two-family  houses  consisting  of  3(4  rooms 
on  the  1st  floor  and  4*4  rooms  on  the  2nd  floor  of  the 
bungalow  type ;  that  this  construction  will  enhance  the  value 
y  of  the  property  and  materially  improve  the  neighborhood 
and  will  remove  the  present  ungodly  sight  and  the  hazard 
to  health  and  body  which  the  present  use  of  the  property 
has  created ;  that  at  present  the  Post  Office  Department 
i  maintains  a  station  on  the  easterly  side  of  6th  avenue  between 
|  50th  and  51st  streets  and  because  of  the  growth  of  the 


neighborhood  this  location  has  become  inadequate  for  the 
post  office ;  that  the  applicant  proposes  to  construct  a  build¬ 
ing  which  will  adequately  house  the  post  office  but  the  cost 
of  this  construction  will  be  too  great  to  permit  the  ap¬ 
plicant  to  maintain  the  construction  solely  for  the  use  of 
the  post  office  and  therefore  intends  to  build  a  recreational 
center  in  the  basement  of  the  building,  which  will  contain 
bowling  alleys,  a  luncheonette,  lounge  and  other  facilities 
necessary  in  properly  conducting  such  a  recreation  center ; 
that  a  second  floor  will  be  built  over  the  post  office  but 
because  of  the  groundpitch  of  50th  street  on  the  Fifth 
Avenue  site,  there  will  be  a  mezzanine  as  well  as  a  second 
Hoor  and  it  is  proposed  to  use  these  floors  for  commercial 
purposes  such  as  restaurants,  office  space,  dental  offices,  and 
other  commercial  ventures;  that  15  ft.  of  the  property  on 
49th  street  will  be  used  for  a  driveway  entrance  for  post 
office  trucks  and  the  balance  of  the  property  improved  with 
approximately  seven  modern  brick  homes  of  the  same  con¬ 
struction  and  architecture  as  the  ones  on  50th  street;  that 
the  improvement  will  cost  upwards  of  $100,000  exclusive  of 
the  cost  of  constructing  the  private  residences  and  will  not 
be  detrimental  to  the  character  of  the  neighborhood  and 
will  better  serve  the  locality  for  postal  facilities ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  Section  7,  Subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  132-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


557-45-BZ 

APPLICANT — John  T.  Clancy,  for  Slattery  Contracting 
Company,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  Sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  a  garage  for  more 
than  five  trucks  for  owner’s  use  and  repair  shop. 
PREMISES  AFFECTED— 51-01  72nd  place  and  72-28  to 
72-36  51st  road,  southeast  corner  (Block  2465,  Lots 
1  to  5),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  T.  Clancy. 

For  Opposition :  Nathan  Slewett,  Hazel  Boack- 
mann,  Elizabeth  Liemann,  Agnes  Moikis,  Mrs. 
Margariello,  Barbara  Kemuler,  G.  Miller  and 
John  Kanzler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  subject  to 
conditions  to  be  set  on  April  30  1946  at  10  A.M., 
after  applicant  has  filed  revised  plans. 

THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  . T 

THE  RESOLUTION  (557-45-BZ) 


Whereas,  John  T.  Clancy  for  Slattery  Contracting  Com¬ 
pany,  owner,  filed  July  20,  1945,  an  application  under  sec¬ 
tions  7 a  and  21  of  the  zoning  resolution,  to  permit  in  res¬ 
idence  and  business  use  districts  the  extension  of  a  garage 
for  more  than  five  trucks  for  owner’s  use  and  a  repair  shop ; 
premises:  51-01  72nd  place  and  72-28  to  72-36  51st  road, 
southeast  corner  (Block  265,  Lots  1  to  5),  Woodside,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  72nd  place  is  in  residence  and  business 
use,  C  area  and  Class  V/2  height  districts;  51st  road  is  in 


1 


369 


MINUTES 


residence  and  business  use,  C  area  and  Class  1)4  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  10,  1945,  re  Alt.  App.  898-45,  reads : 

“1.  Proposed  extension  of  garage  for  more  than  five 
trucks  for  owner’s  use  and  repair  shop  in  a  residence 
district  is  contrary  to  Art.  2,  Sec.  3  of  Zoning  Res¬ 
olution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a.  plot,  150  ft.  frontage  by  200  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  60  ft.  in  depth,  one-story, 
24  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  erect  an  extension  to  the  present  building  40  ft.  front 
by  60  ft.  in  depth,  one  story  24  ft.  in  height,  of  Class  3  con¬ 
struction  ;  and 

Whereas,  the  applicant  contends  that  the  owner,  Slattery 
Contracting  Co.,  Inc.,  purchased  lot  5  in  Block  2465  in 
1926  and  lots  1,  2,  3,  and  4,  block  2465  in  1940;  that  in 
1941  they  erected  the  present  garage  and  office  building  on 
the  southeasterly  corner  of  51st  Road  and  72nd  Place;  this 
building  is  60  ft.  deep  along  51st  Road  and  100  ft.  along 
72nd  place;  that  in  or  about  December,  1942  the  area  in 
which  the  subject  property  is  located  was  rezoned,  so  that 
the  parcel  100  ft.  by  100  ft.  on  the  southeasterly  corner  of 
51st  road  and  72nd  place  was  placed  in  a  business  use 
district  and  the  balance  of  the  property  was  placed  in  a 
residential  use  district;  that  prior  to  this  rezoning,  the  en¬ 
tire  property  was  in  an  unrestricted  use  district;  that  the 
owner  now  proposes  to  erect  an  extension  to  the  garage  and 
repair  shop,  which  extension  will  be  connected  with  the 
original  building  and  be  40  feet  in  front,  facing  on  72nd 
Place  and  60  feet  in  depth,  as  shown  on  submitted  plot 
plan;  that  at  present  the  owner  maintains  additional  equip¬ 
ment  for  his  trucks  in  the  building  erected  on  the  easterly 
portion  of  the  premises,  the  floor  of  which  is  below  grade ; 
that  despite  the  installation  of  more  than  adequate  sewer 
facilities,  the  rain  water  from  adjoining  properties  creates 
a  damaging  condition,  as  no  equipment  can  be  placed  on 
the  floor  without  subjecting  it  to  water  damage;  that  this 
condition  can  be  alleviated  by  the  additional  storage  space 
available  in  the  erection  of  the  proposed  extension;  that 
since  the  original  garage  and  repair  shop  were  erected  (in 
an  unrestricted  use  area)  in  1941,  the  owner’s  business  in¬ 
creased  considerably,  necessitating  the  purchase  of  addi¬ 
tional  truck  and  contractor’s  equipment;  that  at  present  the 
owner  is  engaged  in  performing  a  portion  of  the  $2,500,000 
rehabilitation  program  at  Camp  Upton,  N.  Y.,  a  job  which 
will  not  be  finished  this  year ;  that  this  additional  equipment 
and  the  owner’s  present  working  program  call  for  greater 
facilities,  both  from  the  viewpoint  of  working  quarters  and 
immediate  availability  of  parts  for  replacement  of  equip¬ 
ment;  that  the  owner  purchased  this  site  because  it  was 
ideally  situated  for  his  type  of  business,  being  centrally 
located,  and  because  it  was  in  an  unrestricted  use  area  and 
any  building  erected  would  not  conflict  with  the  zoning 
ordnances ;  that  the  owner  originally  had  a  small  shack  on 
the  southeasterly  corner  of  72nd  place  and  51st  road,  which 
was  torn  down  in  1941  and  the  present  building  erected 
with  the  possibility  of  extension  at  any  time ;  that  the  pres¬ 
ent  building  is  entirely  too  small  for  present  needs  and  it 
would  be  a  distinct  hardship  if  the  owner  were  precluded 
from  constructing  the  proposed  extension,  in  view  of  the 
fact  the  property  when  purchased  was  in  an  unrestricted 
use  district  and  the  present  buildings  were  erected  prior  to 
the  rezoning ;  that  the  proposed  extension  will  be  a  benefit 
to  the  area  rather  than  a  detriment ;  that  directly  opposite 
on  72nd  place  is  a  vacant  plot,  the  location  of  which  is  not 
conducive  to  a  residential  use. 

Resolved ,  that  this  application  be  and  it  hereby  is  granted, 
subject  to  conditions  to  be  set  on  April  30,  1946,  after  ap¬ 
plicant  has  filed  revised  plans  (Alt.  App.  898-45). 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

120-46-A 

APPLICANT — Certified  Drug  Products,  Inc.,  lessee,  for 
Fred  M.  Citron,  Irving  Kagan  and  Jacob  Karmin, 
owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2417  Webster  avenue,  west  side, 
65.08  ft.  north  of  East  187th  street  (1st  floor  and 
basement)  ;  (Block  3025,  Lot  25),  Borough  of  The 
Bronx. 

For  Applicant:  Jacob  Karmin. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant,  without  prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


134-46- A 

APPLICANT — Goldwater  and  Flynn,  for  East  Tremont 
and  Monterey  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 555  East  Tremont  avenue, 
northeast  corner  of  Monterey  avenue  (Block  3060, 
Lot  32),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  M.  Goldwater  and  S.  Rosenblum. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  E.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . , .  0 

THE  RESOLUTION  (134-46-A) 

Whereas,  Goldwater  and  Flynn,  for  East  Tremont  and 
Monterey  Realty  Corporation,  owner,  filed  February  21. 
1946,  an  appeal  from  a  decision  of  the  borough  superinten¬ 
dent,  affecting  premises  555  East  Tremont  avenue,  north¬ 
east  corner  Monterey  avenue  (Block  3060,  Lot  32),  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  14,  1946  on  amendment  to  Alt.  Applic.  9-46, 

reads : 

“2.  All  floors  must  be  capable  of  safely  sustaining 
a  live  load  of  120  lbs.  per  square  foot,  as  per  Section 
7.3.2.3.2  Building  Code. 

3.  Doors  of  3'  5)4"  on  stairway  to  Tremont  Ave. 
not  in  conformance  with  Section  270.5  Labor  Law. 
Dressing  Rooms  required,  as  per  Sec.  294  Labor  Law. 
As  building  exceeds  70'  in  height,  windows  on  front 
require  plate  glass.  No  light  to  exceed  720  square 
inches  in  area.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories,  82  ft.  in  height,  52  ft.  9  in.  by  246  ft.  5  in.  irregular 
in  area,  of  class  1  construction,  erected  in  1918,  1923  and 
1933,  located  in  a  business  use  B  area,  class  1)4  height 
district,  now  vacant,  formerly  used  for  offices  and  proposed 
to  be  used  and  occupied:  cellar — boiler  room — 1  person;  1st 
floor — stores,  factory  and  auditorium — 125  persons  ;  2nd  to 
6th  floors — factory — 125  persons  each  floor;  that  the  build¬ 
ing  is  equipped  with  a  standpipe  system,  three  3  ft.  8  in. 
wide  fireproof  stairs,  two  of  which  lead  direct  to  street ;  and 
Whereas,  the  applicant  contends  that  the  exits  conform 
to  the  Labor  Law  except  that  the  doors  above  the  first  floor 
opening  on  the  southerly  stairway  are  3  ft.  5 )4  in.  in  width ; 
that  in  all  other  respects  the  stairs  conform  to  the  require¬ 
ments  for  a  new  factory  building;  that  while  the  building 
is  over  70  ft.  in  height,  this  height  is  due  to  an  exception¬ 
ally  high  first  story  of  18  ft.  and  a  top  story  height  of  15 
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ft.  2  in. ;  that  the  height  to  the  floor  of  the  6th  story  is 
66  ft.  6  in. ;  that  the  windows  in  question  face  on  the  street 
fronts  and  are  the  equivalent  of  fireprobf  windows  having  all 
metal  frames  and  sash,  glazed  with  plate  glass ;  that  the 
lights  of  these  windows  vary  from  29 x  4024"  to  36j4"  x 
3924" ;  that  the  present  grade  floor  is  approved  for  120  lbs. 
liveload  and  the  other  floors  for  60  lbs.  per  sq.  ft. ;  that  the 
type  of  manufacturing  proposed  will  be  akin  to  ordinary 
business  use  and  will  not  involve  the  installation  of  any 
heavy  machinery  but  will  be  of  the  type  generally  permitted 
in  a  business  use  district  and  in  no  case  will  floor  loads 
exceed  the  existing  bearing  capacity;  that  in  the  occupancy 
proposed  floors  will  be  used  for  offices,  showrooms  and 
manufacturing  of  a  light  type  so  that  a  great  portion  of 
the  building  will  have  conforming  uses  and  bearing  capac¬ 
ity  will  not  be  exceeded ;  that  signs  will  be  posted  indicat¬ 
ing  the  approved  liveload  and  it  is  therefore  requested  that 
the  Board  grant  a  variation  of  the  requirements  of  the  La¬ 
bor  Law  and  the  Administrative  Building  Code  to  permit 
the  building  to  be  used  as  herein  proposed ;  and 

Whereas,  the  applicant  amended  his  application  Altera¬ 
tion  9-46  as  to  objection  1  to  comply  as  to  permitted  occu¬ 
pancy  as  to  factory  space ;  and  withdrew  application  86- 
46-BZ  as  to  increase  of  factory  area  to  comply  with  the 
law ;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Amendment  to  Alt.  Applic.  9-46,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
as  to  Objection  2,  on  condition  that  the  load  per  superficial 
foot  for  the  floors  above  the  first  shall  be  not  less  than 
80  lbs. ;  that  no  manufacturing  shall  be  permitted  on  such 
floors  requiring  a  greater  load ;  that  such  live  load  shall  be 
posted;  as  to  Objection  3,  that  the  stairs  shall  comply  with 
the  requirements  of  the  labor  law,  except  that  the  width 
of  doors  for  entrance  to  stairways  may  be  not  less  than  3  ft. 
5  in. ;  that  the  windows  with  hollow  metal  frames  on  the 
two  street  fronts  may  be  accepted  provided  that  the  size 
of  the  lights  of  glass  in  such  windows  shall  be  as  Required 
under  the  labor  law  for  a  building  not  exceeding  70  ft.  in 
height ;  that  the  building  shall  not  be  increased  in  height  or 
area ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  the  requirements  of  the  zoning  resolu¬ 
tion  and  all  other  laws,  rules  and  regulations  applicable 
thereto,  and  that  a  new  certificate  of  occupancy  shall  be 
i  obtained. 


149-46-A 

APPLICANT— The  Linde  Air  Products  Co.,  for  Todd 
Shipyards  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 8-44  Halleck  street,  west  side, 
127.01  ft.  south  of  Beard  and  Otsego  streets  (Block- 
613.  Lot  3),  Borough  of  Brooklyn. 

1  APPEARANCES— 

For  Applicant:  R.  L.  Thompson  and  H.  C.  Stelling. 
For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (149-46-A) 

Whereas,  The  Linde  Air  Products  Company,  for  Todd 
Shipyards  Corporation,  owner,  filed  February  28,  1946  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  8-44  Halleck  street,  west  side.  127.01  ft.  south  of 
Beard  and  Otsego  streets  (Block  613,  Lot  3),  Borough  of 
Brooklyn ;  and 

Whereas,  Order  1565-LC  issued  by  the  fire  commissioner 
January  29,  1946  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  Liquified  oxygen,  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 


FORTHWITH 

1.  Provide  a  quinquennial  uniform  interior  pressure 
test  on  the  two  liquid  oxygen  converters  and  the  two 
batteries  of  gaseous  oxygen  storage  tanks  in  accordance 
with  Chapter  1 9-91  -c  of  the  Administrative  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  in  question 
is  a  one  story  steel  shed  approximately  14  ft.  in  height,  18j4 
ft.  by  20  ft.  in  area,  constructed  of  steel  frame  with  sheet 
metal  side  walls  and  roof,  erected  in  1941,  located  in  an  un¬ 
restricted  use  A  area  district  and  used  and  occupied  since 
erection  for  oxygen  converters  and  oxygen  storage  receivers  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
August  7,  1940  filed  by  the  applicant  for  the  information  of 
the  Board  reads : 

“At  a  meeting  of  our  Board  of  Hazardous  Trades 
held  July  26th,  1940,  your  application  for  permission  to 
install  and  use  a  cutting  and  welding  apparatus  employ¬ 
ing  liquid  oxygen  and  acetylene  was  considered  and 
approved. 

It  is  understood  that  its  installation  will  be  in  accord¬ 
ance  with  plans  which  have  been  submitted  and  that 
all  the  necessary  safeguards  and  inspections  which  have 
been  discussed  will  be  carried  out.” 

and 

Whereas,  C.O.  100636  issued  April  10,  1941  upon  com¬ 
pletion  of  work  under  N.  B.  1386-40  describes  the  building  as 
sheet  metal  construction  and  permits  its  use  for  oxygen  con¬ 
verters  and  storage  in  receivers ;  and 

Whereas,  the  applicant  contends  that  the  Driox  oxygen 
unit  involved  in  this  appeal  is  owned  and  maintained  by  the 
Linde  Air  Products  Company  and  consists  of  two  liquid 
oxygen  storage  vessels  plus  a  tank  of  16  gaseous  oxygen 
storage  vessels  with  auxiliary  piping,  liquid  vaporizer  and 
other  minor  equipment,  all  comprising  the  Driox  oxygen 
unit ;  that  all  equipment,  except  the  16  receivers,  is  housed 
in  a  one  story  all  metal  building;  that  the  receiver  bank  is 
adjacent  to  the  converter  building  unhoused  and  entirely 
protected  by  adequate  steel  wire  fence;  that  each  of  the  two 
oxygen  converters  consists  of  an  internal  5  ft.  diameter 
sphere,  surrounded  by  insulating  material  and  outer  steel 
casing ;  that  the  inner  sphere  in  which  the  liquid  oxygen  is 
stored  is  constructed  entirely  of  “Everdur”  metal  which  is 
approximately  96%  copper  and  approximately  4%  manganese 
and  silicon  and  was  designed  and  constructed  in  accordance 
with  ASME  Boiler  Code  rules  for  construction  of  Unfired 
Pressure  Vessels,  inspected  and  tested  by  the  Hartford 
Steam  Boiler  Inspection  and  Insurance  Company,  registered 
with  the  National  Board  of  Boiler  and  Pressure  Vessel  In¬ 
spectors,  installed  at  its  present  location  in  April  1941 ;  that 
certificate  of  occupancy  was  issued  by  the  Department  of 
Housing  and  Buildings,  and  the  installation  of  the  Driox 
oxygen  unit  approved  in  July  1940  by  the  Board  of  Hazard¬ 
ous  Trades  as  evidenced  by  said  Board’s  letter  of  August  7, 
1940  filed  with  this  appeal;  that  permit  of  the  Division  of 
Combustibles  was  secured  by  Todd  Shipbuilding  Corpora¬ 
tion  ;  that  in  filling  the  converter  spheres,  liquid  oxygen  is 
charged  into  these  vessels  at  a  pressure  not  exceeding  130 
p.s.i. ;  that  each  of  the  sixteen  gaseous  oxygen  receivers  is 
2  ft.  in  diameter  and  24  ft.  long  with  welded  convex  dished 
heads  on  both  sides ;  that  the  receivers  are  constructed  from 
24"  ASME  S18  medium  carbon  steel;  that  these  were  also 
designed  and  constructed  in  accordance  with  ASME  code 
rules,  inspected  and  tested  by  Hartford  Steam  Boiler  In¬ 
spection  and  Insurance  Company  and  registered  with  the  Na¬ 
tional  Board  of  Boiler  and  Pressure  Vessel  Inspectors;  that 
the  normal  operating  pressure  of  the  gas  in  these  receivers 
does  not  exceed  130  p.s.i. ;  that  oxygen  in  the  unit  in  both  the 
liquid  and  gaseous  states  is  99.55%  or  higher  in  purity,  is 
non-inflammable,  non-toxic  and  extremely  free  of  water  or 
water  vapor ;  that  because  of  these  conditions  there  is  no 
corrosive  deteriorating  effect  on  either  the  liquid  or  gaseous 
oxygen  storage  vessels;  that  frequent  inspections  and  paint¬ 
ing  prevents  external  corrosion  of  the  receivers ;  that  as 
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a  result,  no  internal  pressure  test  of  the  equipment  has  ever 
been  requested  to  be  made  by  a  State,  Insurance  Carriers, 
Municipality  or  other  regulatory  bodies,  other  than  the  initial 
test  made  by  the  Hartford  Steam  Boiler  Inspection  and  In¬ 
surance  Company  at  the  time  of  completion  of  construction 
during  the  past  14  years  in  which  Driox  oxygen  units  have 
been  in  use;  that  there  are  at  present  approximately  130 
Driox  oxygen  units  of  the  type  described  now  in  use  in  the 
larger  industrial  and  urban  areas  throughout  the  U.  S.;  that 
a  hydrostatic  test  of  the  liquid  oxygen  cold  converters  or 
gaseous  oxygen  receivers  as  specified  by  the  New  York  City 
Fire  Department  for  this  unit  is  impractical  because  of  the 
extreme  difficulties  which  would  arise  in  application  and  as 
a  result  of  such  test;  that  to  avoid  hazardous  contamination 
of  the  oxygen  storage  vessels,  the  only  liquid  which  could 
be  used  for  applying  a  hydrostatic  test  is  clean  water,  as  any 
other  liquids  such  as  oil,  glycerin  or  similar  materials  can, 
under  certain  circumstances,  react  with  oxygen  and  traces  of 
such  material  left  in  the  vessels  upon  completion  of  the  test 
would  therefore  be  hazardous;  that  the  use  of  water  for  a 
hydrostatic  test  of  the  vessels  is  highly  undesirable  because 
of  the  difficulty  in  removing  all  traces  of  the  water  before 
again  placing  the  equipment  in  operation;  that  oxygen  as 
stored  in  the  Driox  oxygen  unit  is  free  of  water ;  that  this  is 
because  it  is  delivered  to  the  unit  in  the  liquid  form  at  an  ex¬ 
tremely  low  temperature  of  minus  183  deg.  C. ;  that  because 
of  such  low  temperature,  any  moisture  in  the  storage  unit 
will  result  in  ice  formations  which  is  likely  to  cause  im¬ 
proper  operation  of  equipment  due  to  sticking  or  plugging  of 
valves,  connections  or  other  vital  operating  parts ;  that  to 
accomplish  complete  removal  of  all  moisture  would  probably 
necessitate  removal  and  dismantling  of  the  storage  vessels 
and  shipment  to  our  shop  where  the  special  handling  and 
attention  required  for  such  work  can  be  given;  that  this 
would  result  in  extreme  inconvenience  to  the  shipyard  during 
the  test  period  and  entail  considerable  expense  on  the  part  of 
the  Linde  Air  Products  Company ;  that  by  reason  of  the  facts 
above  stated,  the  periodic  test  of  the  Driox  oxygen  unit  as 
prescribed  by  the  order  of  the  fire  commissioner  is  not  de¬ 
sirable  or  necessary  and  would  involve  practical  difficulties 
and  cause  unnecessary  hardship;  and 

Whereas,  the  applicant  has  filed  a  typical  drawing  of  a 
Driox  oxygen  unit  and  storage  unit  which  is  similar  to  the 
installation  involved  herein  except  as  to  the  number  of  re¬ 
ceivers. 

Resolved ,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  1565-LC,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


167-46-A 

APPLICANT — Arma  Corporation,  lessee,  for  Bush  Ter¬ 
minal  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 254  36th  street,  south  side,  158 
ft.  6  in.  east  of  2nd  avenue  (2nd  floor)  ;  (Block  695, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  N.  B.  Nickelson  and  J.  A.  Blaum. 
For  Administration  :  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION— (167-46-A) 

Whereas,  Arma  Corporation,  for  Bush  Terminal  Building 
Corporation,  owner,  filed  March  5,  1946,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  :  254  36th 
street,  south  side,  158  ft.  6  in.  east  of  Second  avenue  (Block 
695,  Lot  1),  Bush  Terminal  Building  No.  2,  Middle  Section 
B,  2nd  floor,  Brooklyn;  and 


Whereas,  Order  No.  1634LC,  issued  by  the  fire  commis¬ 
sioner  February  4,  1946,  reads : 

“With  reference  to  your  application  for  a  permit  to 
store  and  use  hydrogen  on  above  premises,  this  depart¬ 
ment  cannot  issue  a  permit  for  the  reason  that  the  use 
of  hydrogen  as  proposed,  creates  a  dangerous  condition 
and  is  against  the  interest  of  public  safety. 

1.  Your  application  is  therefore  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories,  83  ft.  in  height;  75  ft.  by  600  ft.  in  area;  of  Class 

1  construction ;  erected  1907 ;  located  in  an  unrestricted  use, 
A  area,  Class  2  height  district  and  used  and  occupied  since 
1924  for  the  manufacture  of  instruments  with  an  occupancy 
of  171  persons  in  the  basement;  263  on  the  1st  floor;  317  on 
the  2nd ;  309  on  the  3rd ;  241  on  the  4th ;  272  on  the  fifth ;  and 
321  on  the  6th;  that  the  building  is  equipped  with  a  one 
source  sprinkler  system  throughout,  four  7  ft.  6  in.  wide 
fireproof  stairs  from  roof  to  street  and  3  exterior  stairs 
leading  to  roof  by  ladder  and  to  yard  by  stairs  with  fire¬ 
proof  self-closing  doors  and  windows  on  the  course  thereof; 
that  certificate  of  Occupancy  84948,  issued  in  1937,  permits 
the  use  throughout  as  a  factory  with  150  lbs.  live  load,  num¬ 
ber  of  occupants  not  stated ;  and 

Whereas,  the  applicant  contends  that  the  annealing  sys¬ 
tem  in  question  will  be  used  in  reasearch  and  development 
in  connection  with  the  design  and  production  of  gun-fire 
control  instruments  for  the  U.  S.  Navy;  that  the  annealing 
system  is  of  standard  type  similar  to  that  in  use  by  the 
Allegheny  Ludlum  Steel  Corporation  for  over  20  years  with¬ 
out  a  casualty  to  equipment  or  personnel  even  of  a  minor 
nature ;  that  annealing  systems  of  that  type  are  also  in  use 
by  the  General  Electric  Company,  Westinghouse  Electric 
Corporation,  Bell  Telephone  Laboratories,  Western  Electric 
Company,  Magnetic  Metals,  Inc.,  and  others,  many  of  which 
have  been  in  operation  for  over  25  years ;  that  the  furnace  is 
of  the  electric  resistance  type  using  no  flame  or  arc  for  heat¬ 
ing  ;  that  the  use  of  hydrogen  in  a  properly  designed  system 
is  no  greater  hazard  than  the  use  of  acetylene  in  welding; 
that  the  entire  system  is  under  a  pressure  higher  than  that 
of  the  surrounding  atmosphere  thus  preventing  the  entrance 
of  any  air  or  oxygen;  that  the  hydrogen  never  reaches  the 
furnace  but  is  confined  to  the  box  in  which  the  steel  speci¬ 
mens  are  placed ;  that  the  furnace  space  around  this  box  is 
filled  with  nitrogen ;  that  the  hydrogen  will  be  purchased  in 
standard  commercial  tanks  of  the  I.C.C.  type  and  pressure 
will  be  reduced  at  the  tank  by  means  of  standard  regulators 
to  a  system  input  pressure  of  about  1  lb.  per  sq.  in. ;  that 
the  rate  of  hydrogen  flow  through  the  system  will  not  exceed 

2  cu.  ft.  per  hour  with  a  volume  of  hydrogen  in  the  furnace 
at  any  one  time  less  than  1  cu.  ft.;  that  all  piping  in  the 
hydrogen  system  is  %  in.  extra  heavy  seamless  brass  pipe  or 
seamless  stainless  steel  pipe;  that  joints  and  fittings  have 
been  sweated  closed  wherever  practicable;  that  all  valves  are 
of  the  best  quality  obtainable  with  stainless  steel  spindles 
and  needles  on  bronze  seats ;  that  the  system,  except  the 
electric  controls,  is  surrounded  by  a  steel  enclosure  resting 
on  the  concrete  floor ;  that  the  top  of  this  enclosure  slopes 
up  toward  the  outside  building  wall ;  that  at  the  top  of  the 
hood  in  the  outside  wall  there  is  an  exhaust  fan  of  4100  cu. 
ft.  per  minute  capacity  driven  by  an  induction  motor;  that 
the  enclosure  is  lighted  by  explosion  proof  fixtures ;  that 
switches  for  light  and  fans  are  located  outside  o^  the  en¬ 
closure;  that  fan  will  be  operated  during  hydrogen  operation 
so  as  to  produce  a  strong  air  current  across  the  entire  system 
and  out  of  the  building ;  that  the  enclosure  is  so  arranged 
that  in  the  event  of  fan  failure  actual  connection  currents 
will  scavenge  the  enclosure  through  the  fan  opening;  that  in 
the  operating  procedure  hydrogen  will  not  be  introduced 
into  the  furnace  box  until  all  oxygen  is  displaced  by  nitro¬ 
gen  ;  that  exhaust  gases  are  ignited  and  burned  off  at  the 
outer  end  of  the  exhaust  pipe ;  that  at  the  end  of  the  anneal¬ 
ing  cycle  the  hydrogen  is  displaced  by  nitrogen;  that  the 
system  will  be  at  all  times  under  the  direct  control  of  engi¬ 
neers  and  technicians  experienced  in  handling  the  hydrogen 
and  hydrogen  annealing  systems ;  and 
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Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  from  the  .Associated  Factory  Mutual  Fire  Insurance 
Companies  stating  that  this  type  of  furnace  is  generally  used 
throughout  the  country  and  is  considered  only  a  moderate 
hazard  provided  it  is  properly  operated,  and  agrees  to  com¬ 
ply  with  its  recommendations. 

Resolved,  that  the  Order  of  the  fire  commissioner  acting 
on  Order  1634-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  six  (6)  cylinders  of  hydrogen  shall  be  maintained 
on  the  premises  with  not  more  than  2  on  the  2nd  floor  in 
connection  with  the  proposed  use  as  set  forth  and  as  indi¬ 
cated  on  plan  filed  with  this  application  marked  “Received 
March  5,  1946,”  showing  the  location  of  furnace;  that  the 
•  other  four  (4)  cylinders  on  reserve  shall  be  stored  on  the 
sixth  (6th)  floor  in  a  fireproof  or  fire  retarded  room  with 
fixed  ventilation  to  the  outer  air;  that  the  entire  system  shall 
be  maintained  substantially  as  proposed  and  to  the  satisfac¬ 
tion  of  the  fire  commissioner;  that  all  the  piping  joints  shall 
-(  be  brazed  or  welded  as  far  as  possible,  only  single  lengths  of 
pipes  shall  be  used. 


APPLIANCE  AND  MATERIALS  FOR  APPROVAL 

1205-39-SA 

APPLICANT — Gudmund  Sivertsen,  owner. 

SUBJECT — Bake-O-Heat  Oil  Burner,  Additional  Model, 
B.O.H.-A.,  approval  of  (Reopened  December  18, 
1945.) 

APPEARANCES— 

For  Applicant :  Samuel  Cohen. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

I  THE  RESOLUTION  (1205-39-SA) 

Whereas,  Gudmund  Sivertsen,  owner,  filed  on  October  2, 
1939,  an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Bake-O-Heat 
Oil  Burner ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
\  October  17,  1939,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
December  18,  1945  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

i 

REPORT  OF  COMMITTEE  ON  TESTS 

March  14,  1946. 

Re:  Cal.  1205-39-SA 

Subject:  Bake-O-Heat  Oil  Burner,  approval  of  addi¬ 
tional  model,  BOH-A. 

The  Board  of  Standards  and  Appeals  on  October  17. 
1939  under  Cal.  1205-39-SA  approved  the  Bake-O-Heat 
Oil  Burner  for  manual  operation  with  fuel  oil  #1,  2,  3 
and  4  commercial  grades.  This  application  was  re¬ 
opened  December  18,  1945  for  an  additional  model, 
i  B.O.H.-A. 

DESCRIPTION 

Model  BOH-A  differs  from  the  original  burner  ap¬ 
proved  October  17,  1939  in  that  a  separate  pump  is 
omitted  and  gears  are  used  instead  with  oil  admitted  to 
the  mixing  chamber  through  a  needle  valve.  The  igni¬ 
tion,  controls  and  operation  are  the  same  as  the  original 
model. 


INSPECTION  AND  TESTS 

The  burner  was  inspected  and  tested  at  240  Kings 
Highway,  Brooklyn,  in  the  presence  of  Commissioner 
C.  M.  Blum  and  Chief  Engineer  L.  V.  Huber  of  the 
Committee  on  Tests  and  G.  Sivertsen,  the  manufacturer. 
The  burner  was  operated  to  heat  a  food  baking  oven 
and  the  controls  functioned  properly.  As  with  the  origi¬ 
nal  model  the  operation  of  the  burner  js  not  contingent 
upon  a  continuously  lighted  pilot  light.  When  the  pilot 
light  was  turned  off,  the  burner  continued  to  function 
as  designed.  The  operation  of  the  burner  being  manual, 
the  person  in  charge  of  the  operation  should  hold  a  certi¬ 
ficate  of  fitness. 

RECOMMENDATION 

On  the  basis  of  the  inspection  and  test,  the  Committee 
on  Tests  recommends  the  amendment  of  the  resolution 
of  the  Board  adopted  October  17,  1939  to  approve  Bake- 
O-Heat  Oil  Burner,  Model  BOH-A  for  use  in  com¬ 
mercial  installations  in  New  York  City  for  manual  op¬ 
eration  with  fuel  oil  not  heavier  than  #4,  U.S.  Dept,  of 
Commerce  Standards,  when  installed  in  accordance  with 
the  above  report  and  with  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals  provided  that  the 
burner  bear  a  label  permanently  affixed  reading :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  1205-39-SA”,  and 
that  the  operator  of  burners  of  this  type  shall  hold  a 
certificate  of  fitness  issued  by  the  fire  commissioner. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  17,  1939,  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests,  dated  March 
14,  1946. 


1309-39-SM 

APPLICANT— M.  Allen  Schlendorf,  for  John  W.  Kiesling 
&  Son,  Inc.,  owner. 

SUBJECT — Kiesling  Bi-Parting  and  Bi-Pass  Counterbal¬ 
anced  Elevator  Doors  (reopened  February  19, 
1946). 

APPEARANCES— 

For  Applicant :  M.  Allen  Schlendorf. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (1309-39-SM) 

Whereas.  William  E.  Gambrill  &  Co.,  owner,  filed  on 
October  25,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  _  as 
Gambrill  Counterbalance  Bi-Parting  Fire  Door  for  Opening 
in  Vertical  Freight  Shaft;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
December  10,  1940,  on  certain  conditions;  and 
Whereas.  M.  Allen  Schlendorf,  for  John  W.  Kiesling  & 
Son,  Inc.,  present  owner,  requested  an  amendment  of  the 
resolution  ;  and 

W HKREAS,  this  case  was  reopened  by  vote  of  the  Board 
on  February  19.  1946  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 

March  18,  1946. 

Re:  Cal.  1309-39-SM 

Subject:  Kiesling  Bi-Parting  and  Bi-Pass  Counterbal¬ 
anced  Elevator  Doors,  approval  of. 

The  Board  under  date  of  December  10,  1940  approved 
an  application  by  William  E.  Gambrill  and  Co.  for  the 
approval  of  the  Gambrill  Counterbalanced  Bi-Parting 
Fire  Door  for  openings  in  vertical  freight  shafts  under 
C26-663.0,b  and  C26-610.0. 

An  application  was  filed  by  John  W.  Kiesling  &  Son, 
Inc.,  of  Brooklyn,  N.  Y.  on  February  6,  1946  advising 
that  they  have  acquired  the  sole  right  and  privilege, 
good  will  and  authority  to  manufacture  and  sell  the 
Gambrill  Opening  Protective  Assembly  as  hereinbefore 
described  and  have  furnished  a  statement  to  the  effect 
that  they  have  acquired  all  rights  and  privileges  to  the 
approval  issued  William  E.  Gambrill  and  Company. 

John  W.  Kiesling  &  Son,  Inc.,  have  now  requested 
that  they  be  permitted  to  change  the  name  of  the  door 
as  listed  in  the  resolution  adopted  by  the  Board  Decem¬ 
ber  10,  1940  to  read:  Kiesling  Bi-Parting  and  Bi-Pass 
Counterbalanced  Elevator  Doors  instead  of  Gambrill 
Counterbalanced  Bi-Parting  Elevator  Doors  for  open¬ 
ings  in  freight  shafts,  and  that  they  propose  to.  manu¬ 
facture  the  assembly  in  accordance  with  the  details  con¬ 
tained  in  the  resolution  adopted  by  the  Board  December 
10,  1940  under  their  own  name. 

The  Underwriter’s  Laboratories  have  inspected  the 
facilities  of  John  W.  Kiesling  &  Son,  Inc.,  at  2409-33 
Pacific  Street,  Brooklyn,  N.  Y.  and  find  them  suitable 
to  manufacture  the  assembly  so  as  to  conform  in  all  de¬ 
tails  with  the  approval  issued  by  the  Board. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  change  in  name  be  permitted 
and  that  in  all  respects,  the  Board’s  Rules  for  the  Inspec¬ 


tion  and  Testing  of  Opening  Protective  Assemblies  be 
complied  with,  and  the  door  shall  be  manufactured  in 
accordance  with  the  details  of  the  approval  granted  under 
Cal.  No.  1309-39-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  10,  1940,  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests,  dated  March 
18,  1946. 


301-45-SM 

APPLICANT — Calairco  Flameproofing  Co.,  owner. 
SUBJECT — Calairco  Cl  Flameproofing  Solution,  approval 
of. 

APPEARANCES— 

For  Applicant :  Charles  E.  Corsa  and  Paul  T.  Camp. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (301-45-SM) 

Whereas,  Calairco  Flameproofing  Co.,  owner,  filed  on 
May  14,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Calairco 
Cl  Flameproofing  Solution;  and 


TREATMENT  OF  SAMPLES 


T ypes  of  Material 

T  reatcd — Method 
and  Concentration 

Submitted 

By 

Method  of 

Treatment 

Solution 

#1 — All  Wool  Suiting  Material 

Color — Black 

Calairco 

Automatically  Sprayed 

1  Part  Calairco 

Concentrate 

8  Parts  Water 

ff2 — All  Viscose  Type  Rayon  Taffeta 
Color — Blue 

ti 

a 

1  Part  Calairco 

Concentrate 

6)4  Parts  Water 

#3 — Cotton  and  Rayon  Flush 

Color — Red 

a 

a 

1  Part  Calairco 

Concentrate 

7  Parts  Water 

# 4 — All  Cotton  Muslin 

Color — Blue 

tt 

a 

1  Part  Calairco 

Concentrate 

6)4  Parts  Water 

#5 — Acetate  and  Viscose  Type 

Rayon  Crepe 

Color — Black 

u 

41 

1  Part  Calairco 

Concentrate 

1  Part  Water 

4)4  Parts  Methyl  Alcohol 

#6 — All  Acetate  Type  Rayon  Taffeta 
Color — Pink 

Better  Fabrics 
Testing  Bureau 

tt 

1  Part  Calairco 

Concentrate 

1  Part  Water 

4)4  Parts  Methyl  Alcohol 

# 7 — All  Linen  Sheeting 

Color — White 

Better  Fabrics 
Testing  Bureau 

u 

1  Part  Calairco 

6)4  Parts  Water 

Concentrate 

Drying :  After  spraying,  the  excess  was  squeezed  out  by 
treated  materials  were  conducted  (a  period  of  48  hours) 

hand,  and  the  samples  were 

hung  to  dry  until  tests  of  the 
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Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  23,  1945. 

Re:  Cal.  301-45-SM. 

Subject:  Calairco  Cl  Flameproofing  Solution,  Approval 
of. 

The  Calairco  Flameproofing  Co.  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Calairco  Cl  Flameproofing  Solution  under  the 
provisions  of  C19-161.0  and  C26-721.0.b  of  the  Adminis¬ 
trative  Code  and  the  Rules  of  the  Board,  “Test  of  Fire 
Restive  Flameproof  Materials,  etc.”  adopted  under  Cal. 
#294-40-SR. 


DESCRIPTION 

The  Calairco  Cl  Flameproofing  Solution  is  a  resin¬ 
ous-like  substance  in  concentrated  form  being  of  the 
ester  family  and  not  an  inorganic  salt  or  crystal.  It 
is  a  neutral  compound,  i.e.,  it  is  neither  an  acid  or  a 
base.  It  is  claimed  that  it  will  not  deteriorate  fabrics 
and  that  fabrics  will  remain  flameproofed  even  though 
dry  cleaned  in  commercial  plants;  that  it  will  not  stiffen 
or  streak  fabrics  or  cause  change  in  color  or  loss  ot 
sheen;  that  it  is  stable  to  fluctuating  weather  conditions 
and  will  not  effloresce  or  powder  off  in  dry  weather  or 
absorb  any  appreciable  amount  of  moisture  in  wet 
weather.  That  the  material  is  not  toxic  and  has  no  der¬ 
matic  effect  on  the  skin. 


RESULTS  OF  FLAME  TESTS 

Three  samples  cut  from  each  sample  listed  under  fabric  number  as  A,  B  and  C. 


Flashing  Duration  of  Flame  Duration  of  Gloiv 


Sample  #1 

All  Wool  Suiting 

A 

None 

None 

None 

B 

it 

tt 

it 

C 

a 

ft 

H 

Sample  #2 

All  Viscose  Rayon 

A 

None 

None 

None 

B 

tt 

ft 

it 

C 

a 

it 

it 

Sample  #3 

Cotton  &  Rayon  Plush 

A 

None 

None 

None 

B 

ft 

it 

ft 

C 

it 

it 

a 

Sample  #4 

All  Cotton  Muslin 

A 

None 

None 

None 

B 

it 

it 

it 

C 

it 

tt 

ft 

Sample  #5 

Acetate  and  Viscose  Rayon  Crepe 

A 

None 

None 

None 

B 

it 

tt 

tt 

C 

H 

tt 

a 

Sample  #6 

All  Acetate  Rayon  Taffeta 

A 

Immediate 

Period  of 

Contact  with 

Flame 

None 

B 

Immediate 

Period  of 

Contact  with 

Flame 

None 

C 

Immediate 

Period  of 

Contact  with 

Flame 

None 

Sample  #7 

All  Linen  Sheeting 

A 

None 

None 

None 

B 

it 

tt 

it 

C 

ft 

tt 

tt 

* — The  all  acetate  taffeta  showed  an  immediate  flame 
when  contacted  with  the  lighted  burner.  This  flame 
continues  until  the  lighted  burner  is  removed  from  con¬ 
tact  with  the  sample.  After  removal  of  the  burner  from 
contact  with  the  sample  there  was  no  further  flame  or 
glow,  although  melted  or  fused  portions  of  the  fabric 
which  dropped  to  the  floor,  in  some  cases  continued  to 
burn  for  a  few  seconds. 


INSPECTION  AND  TESTS 

The  following  materials  were  treated  with  Caloric 
Flameproofing  Solution  and  tested  in  the  presence  of 
Commissioner  C.  M.  Blum  and  Chief  Engineer  L.  V. 
Huber  of  the  Committee  on  Tests  and  W.  H.  Masterson 
of  the  Laboratories  at  the  Better  Fabrics  Testing  Bu¬ 
reau,  101  West  31st  Street,  New  York  City.  The  Whip- 
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ping  test  required  by  the  Rules  of  the  Board  was  applied 
to  all  fabrics. 


EVALUATION  OF  TEST  RESULTS 

The  samples  with  the  exception  of  # 6  (All  Acetate 
Taffeta)  show  no  flashing,  flaming  or  glowing  when 
subjected  to  flame  tests  in  accordance  with  test  proce¬ 
dures  of  the  Board  of  Standards  and  Appeals,  of  New 
York  City. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  tests,  the  Committee  on 
Tests  concludes  that  the  Calairco  Cl  Flameproofing 
Solution  possesses  inherent  flameproofing  prop¬ 
erties,  when  used  with  the  materials  listed,  except 
all  acetate  rayon  taffeta,  when  applied  by  automatic 
spraying,  and  accordingly  recommends  the  approval  of 
the  Calairco  Cl  Flameproofing  Solution  for  use  on  these 
materials. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  materials  or  any  retests  thereof  shall  be 
made  by  the  Fire  Commissioner  or  in  a  laboratory  ap¬ 
proved  by  him,  in  accordance  with  the  requirement  of 
the  Rules  for  Tests  of  Fire-Resistive  Flameproof  Ma¬ 
terials,  etc.,  adopted  by  the  Board  of  Standards  and 
Appeals  under  Cal.  #294-40-SR. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  the  Flameproofing  Solution  is  marketed 
shall  be  labelled  or  marked,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  No.  301-45-SM.” 


(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 


CHARLES  M.  BLUM, 
Commissioner, 


and 


LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  does 
hereby  approve  the  material  known  as  Calairco  Cl  Flame- 
proofing  Solution  in  accordance  with  the  above  report. 


494-45-SM 

APPLICANT— A. B.C.  Kalamein  Door  Co.,  and  Acme  and 
Dorf  Metal  Door  Corp.,  owners. 

SUBJECT — A. B.C.  Kalamein  Door  Co.  and  Acme  and  Dorf 
Metal  Door  Corp.,  )4  hour  Kalamein  Fire  Resistive 
Window,  approval  of. 

APPEARANCES— 

For  Applicant :  Morris  Dorf  and  Irving  Sternberg. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (494-45-SM) 

\\  hereas,  A. B.C.  Kalamein  Door  Company  and  Acme 
and  Dorf  Metal  Door  Corp.,  owners,  filed  on  June  26,  1945, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  their  )4  hour  Kalamein 
Fire-Resistive  Window ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

March  18,  1946 

Re :  Cal.  494-45-SM 

Subject:  ABC  Kalamein  Door  Company  and  Acme  and 
Dorf  Metal  Door  Corp.,  )4  hr.  Kalamein  Fire- 
Resistive  Window,  approval  of. 

The  ABC  Kalamein  Door  Company  and  the  Acme 
and  Dorf  Metal  Door  Company,  both  of  the  Bronx, 
N.  Y.,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  under  the  requirements  of  Section  C26- 
I78.0,b  for  approval  of  their  kalamein  fire-resistive 
window  assembly  (Fig.  1)  for  a  fire-resistive  rating  of 
)4  hour  as  required  under  Sub-Art.  7,  Protection  of 
Exterior  Openings,  of  Art.  II,  Fire  Resistive  Construc¬ 
tion  when  subjected  to  fire  and  hose  stream  tests  as 
provided  in  C26-579.0  through  C26-586.0  and  C26-610.0 
of  the  Administrative  Building  Code. 

DESCRIPTION 

Frames  are  constructed  of  white  pine,  13/16"  thick, 
and  constructed  with  nailing  consisting  of  8  or  10  penny 
nails,  finished  or  common.  The  sill  is  1)4  x  6)4  x  3'  8" 
with  )4"  asbestos  board  3"  wide,  covered  with  28  gauge 
galvanized  metal  applied  with  metal  screws  24”  #8  to 
act  as  a  vent.  The  head  is  5)4"  wide,  including  inside 
casing  )4"  thick  by  1)4”  wide;  outside  casing  is  2)4“ 
wide  and  )4"  thick,  all  assembled  in  one  unit,  with  flal 
surface.  Metal  covering  is  28  gauge  galvanized  metal. 
The  parting  strip  on  the  metal  is  hollow,  to  act  as  a 
vent,  formed  of  the  same  metal  as  the  head.  Pulleys  for 
sash  weights  and  sash  are  applied  on  the  head  piece  or 
sides  with  )4”  #8  wood  screws,  with  movable  cover 
over,  to  prevent  dust  or  plaster  from  obstructing  same. 
Pulley  stiles  are  4)4"  inside  overall,  with  )4"  nailed 
on  the  side,  with  air  hole  entire  length.  Outside  casing 
is  )4"  x  4)4".  All  three  pieces  are  assembled  into  one 
unit.  Covering  is  of  one  piece  28  gauge  galvanized  metal. 
The  pocket  is  20"  to  26"  in  length  to  suit  the  height  of 
the  window  and  may  be  reduced  in  proportion  if  the 
sash  is  longer  or  shorter.  The  pocket  is  cut  out  on  the 
inside  2"  wide,  leaving  )4"  outside  strip  with  vent  to 
bottom  of  pulley  stile.  The  casing  of  the  pulley  stile 
extends  1)4"  on  bottom,  and  2"  on  top.  The  metal  of 
pulley  stile  overlaps  1  VC  top  and  bottom  both  sides. 

The  pocket  is  under  the  parting  strip,  2)4"  wide  with 
a  metal  stop  cover.  The  pocket  is  held  secure  by  2-)4" 
#8  flat  head  screws  top  and  bottom  on  the  inside  of 
box.  The  box  is  covered  on  the  outside  and  inside  with 
28  gauge  galvanized  metal  nailed  or  screwed  to  the 
frame.  The  head  and  sill  are  covered  from  end  to  end 
with  metal.  The  sill  covering  is  about  3"  on  the  under¬ 
side.  The  mouldings  of  hanging  stiles  can  be  of  various 
shapes.  The  pulley  stiles  have  4-)4"  vent  holes  under 
stop.  The  sill  has  3  vent  holes  under  the  plasterboard 
covering.  The  head  has  3  vent  holes,  under  the  head 
stop.  A  30  gauge  metal  divider  is  provided  in  the  box, 
to  separate  the  weights  and  permits  them  to  run  from 
top  to  bottom.  The  stops  are  secured  with  metal  screws 
consisting  of  )4"  x  1/4”  #8  flat  or  round  head  screws. 

The  sash  is  made  of  the  same  wood  as  the  frame,  size 
1)4”  x  1)4",  with  loose  moulding  drawn  of  one  piece, 
consisting  of  28  gauge  galvanized  metal.  The  check- 
rails  are  of  the  same  wood  and  covering  with  loose  or 
tight  mouldings.  The  sash  is  prepared  to  receive  the 
weather  stripping  when  required.  The  top  rail  is  the 
same  as  the  side  rails.  The  bottom  rail  is  1)4"  x  3"  or 
4”.  The  check  rails,  top  and  bottom  rails  are  covered 
with  metal  to  the  full  length  of  the  sash  after  assembly 
for  fastening  purposes.  The  stiles  are  covered  top  and 
bottom  for  safety  purposes  before  the  outside  metal  is 
applied.  The  stiles  have  vent  holes  full  length.  All 
sash  is  vented  under  loose  mouldings  with  2  holes  on 
each  side.  The  sash  is  fastened  with  four  #14  wood 
screws  and  soldered  on  one  side  only.  The  sash  had 
four  lights  for  the  tests  and  it  is  proposed  to 
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divide  the  sash  as  required  under  the  law.  The  glass 
consists  of  *4"  wire  glass  with  1/16"  clearance  all 
around.  The  parting  strips  are  hollow  or  kalamein, 
applied  with  metal  screws  lj4"  x  6"  or  8".  The  muntin 
bars  are  hollow  or  kalamein,  or  combination  of  both. 
The  windows  can  be  of  any  design,  single,  or  mullion 
or  triple,  to  be  either  double  hung  or  single  swing,  all 
to  be  made  self-closing  for  fire  prevention  when  required 
by  the  code.  The  mouldings  are  covered  on  all  sides 
with  metal. 

FIRE  TEST 

The  test  sample  was  a  full  sized  window  assembly 
consisting  of  a  kalamein  frame  and  a  pair  of  kalamein 
sash  counter-weighted  and  hung  on  metal  chains  with 
fusible  links.  The  clear  opening  of  the  frame  was 
2'  11"  wide  and  5'  7%"  high  between  stop  beads.  The 
sash  was  lkt"  thick,  with  two  lights  of  Y\"  thick  wire 
glass  15"  x  30"  to  each.  The  window  was  tested  as 
delivered  by  the  submittor.  The  sample  was  set  in  the 
masonry  of  the  test  furnace  door  with  the  exterior  face 
towards  the  furnace.  The  test  was  witnessed  by  Com¬ 
missioners  C.  M.  Blum  and  B.  A.  Savage  of  the  Board. 

The  temperatures  within  the  furnace  were  raised  in 
accordance  with  the  standard  time-temperature  curve 
prescribed  in  Section  C26-579.0  of  the  Administrative 
Building  Code,  and  readings  were  taken  from  the  seven 
14  gauge  chromel-alumel  couples  within  the  furnace  at 
intervals  of  five  minutes. 

HOSE  STREAM  TEST 

At  the  end  of  the  fire  exposure  the  sample  was  sub¬ 
jected  to  the  standard  hose  stream  test  as  provided  in 
C26-586.0.  The  hose  stream  was  delivered  at  a  distance 
of  20  feet  and  with  a  nozzle  pressure  of  30  pounds  per 
square  inch.  The  stream  was  delivered  through  three 
50-foot  lengths  of  2lA"  hose  connected  to  a  street  hy¬ 
drant.  The  water  pressure  was  adjusted  to  47  pounds 
per  square  inch  at  the  hydrant  to  produce  the  required 
pressure  through  a  lJA"  smooth  bore  nozzle. 

OBSERVATIONS 

The  weather  was  warm  with  light  clouds  and  the 
thermometer  registered  78  deg.  F.  There  was  a  south¬ 
erly  wind  blowing  in  puffs  with  a  velocity  of  up  to  21/ 

M.P.H.  The  wire  glass  started  to  crack  at  one  minute 
after  the  test  was  started.  At  10  minutes,  30  seconds, 
the  westerly  fusible  link  melted,  followed  by  the  easterly 
link  one  minute  later.  The  state  of  the  sample  did  not 
change  materially  during  the  first  twenty-one  minutes, 
except  for  jets  of  flame  from  ventilating  openings  in  the 
fire  side  of  the  sash.  At  this  point,  however,  flames  ap¬ 
peared  on  the  unexposed  face  along  the  upper  three  quar¬ 
ters  of  the  easterly  sash  stile  and  across  the  top  of  the 
upper  sash.  Flames  appeared  also  at  various  points  on 
the  exposed  faces  of  the  sash.  At  40  minutes  flames  ap¬ 
peared  on  the  unexposed  face  of  the  upper  sash  at  the 
left  hand  chain  bracket.  Flaming  continued  until  the 
end  of  the  test  with  no  material  change  in  the  condition 
of  the  sample.  The  flaming  on  both  sides  of  the  sash 
came  from  combustible  gases  thrown  off  from  the- wood 
cores  of  the  kalamein  members  of  the  sash  construction. 
No  flames  from  the  interior  of  the  furnace  penetrated 
the  sample  at  any  time  during  the  test.  The  hose  stream 
was  applied  for  one  minute  at  3  m.  3  sec.  after  the  gas 
was  turned  off  at  3  :0O  o’clock.  The  hose  stream  partly 
displaced  both  upper  and  lower  lights  of  glass  from  that 
side  of  the  sash  farthest  from  the  hinge  side  of  the 
furnace  door. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data  and  fire  tests,  meet¬ 
ing  the  requirements  of  C26-579.0  through  C26-586.0 
and  C26-610,  the  Committee  on  Tests  recommends  the 
approval  of  the  ABC  Kalamein  Door  Company  and 


Acme  and  Dorf  Metal  Door  Corp.  ^  hour  Kalamein 
Fire-resistive  Window  Assembly  under  C26-191.0a  for 
uses  wherever  a  fire-resistive  opening  protective  as¬ 
sembly  (window  assembly)  is  required  as.  provided  in 
Sub.  Art.  7,  Protection  of  Exterior  Openings,  of  Art. 
II,  Fire-Resistive  Construction,  provided  that  the  as¬ 
sembly  is  constructed  as  described  herein  and  provided 
further  that  inspection  during  manufacture  and  labelling 
and  all  other  pertinent  requirements  of  the  Board’s  Rules 
for  the  Inspection  of  Opening  Protective  Assemblies  are 
complied  with. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  ABC  Kalamein 
Door  Company  and  Acme  and  Dorf  Metal  Door  Corp.  Y\ 
hour  Kalamein  Fire  Resistive  Window  Assembly  in  accord¬ 
ance  with  the  above  report. 


700-45-SM 

APPLICANT — General  Bronze  Corporation,  owner. 
SUBJECT — General  Bronze  Corporation’s  Aluminum  Win¬ 
dows,  Type  Permatite  and  Alwintite,  types  DHA1, 
DAH2,  DAH3,  DHB1,  DHB2,  DHB3,  DHB3HV, 
DHA3HV,  DHAO,  CPA2,  CPB2,  approval  of. 

APPEARANCES— 

For  applicant:  Thomas  F.  Harkins. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (700-45-SM) 

Whereas,  General  Bronze  Corporation,  owner,  filed  on 
November  14,  1945,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
General  Bronze  Corporation’s  Aluminum  Windows,  Type 
Permatite  Series  DHA1,  DHA2,  DHA3,  DHB1,  DHB2, 
DHB3,  DHB3HV  and  DHA3HV,  and  Alwintite  DHA-0. 
CPA2  and  CPB2 ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

March  7,  1946. 

Re:  Cal.  700-45-SM 

Subject:  General  Bronze  Corporation’s  Aluminum  Win¬ 
dows,  Type  Permatite  Series  DHA1,  DHA2, 
DHA3,  DHB1,  DHB2,  DHB3,  DHB3HV 
and  DHA3HV,  and  Alwintite  DHA-0,  CPA2 
and  CPB2,  approval  of. 

The  General  Bronze  Corporation  of  Long  Island  City, 

N.  Y.  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  their  Aluminum  and  Bronze 
Windows,  Double  Hung  Casement  and  Projected  Type 
Permatite  Series  DHA1,  DHA2,  DHA3,  DHB1,  DHB2, 
DHB3,  DIIB3HV  and  DHA3HV  and  Alwintite  DHA- 

O.  CPA2  and  CPB2,  under  the  provisions  of  C26-178.0,b, 
C26-261.0,  C26-262.0  and  C26-650.0  of  the  Administra 
tive  Building  Code. 
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DESCRIPTION 

The  Permatite  Double  Hung  Windows  are  constructed 
of  aluminum  or  bronze.  The  frames  are  constructed 
from  commercial  extruded  members  free  from  twists 
or  bends  with  clean  sharp  corners.  The  heads,  sills  and 
jambs  are  of  one  piece,  jambs  have  removable  members 
for  installation  and  removing  of  sash.  The  jambs  and 
beads  have  integrally  formed  pockets  to  receive  the 
metal  weather  stripping  and  so  arranged  that  no  sharp 
edges  are  exposed.  Mullions  and  transom  bars  when 
furnished  are  in  conformity  with  the  design  and  con¬ 
struction  of  the  frame  members.  Steel  reinforcing 
angles  and  channels  are  provided  in  the  mullion  and 
transom  rails  to  resist  wind  stresses.  Jambs  and  head 
are  not  less  than  #14  B  &  S  gauge  thickness  for  alumi- 
nus  and  #16  B  &  S  gauge  for  bronze,  and  sills  not 
less  than  #12  B  &  S  gauge  thickness  for  aluminum 
and  bronze.  Steel  anchors  are  provided  to  attach  frame 
to  wall.  The  parting  strip  between  the  sash  of  alumi¬ 
num  window  is  aluminum.  Stiles,  rails  and  muntins  of 
the  sash  are  constructed  of  the  same  material  as  the 
frame,  free  from  twists  and  bends  with  clean  sharp  cor¬ 
ners.  Sash  members  are  not  less  than  #14  B  &  S  gauge 
thickness  for  aluminum  and  #16  B  &  S  gauge  for 
bronze.  Rails  are  tubular  and  stiles  of  channel  shape 
with  a  weathering  contact  against  the  jambs  of  at  least 
]/A  inch.  Sash  members  are  designed  with  a  continuous 
wedge  shaped  groove  around  the  glass  opening  to  key 
the  glazing  compound  in  its  bed  and  retain  it  in  place. 
Putty  glazing  is  done  on  the  exterior  of  the  window.  If 
glazing  beads  are  used  they  are  of  the  interlocking 
screwless  type  to  engage  the  continuous  wedge  shaped 
grooves  on  the  sash  members.  Metal  glazing  beads  are 
applied  on  the  interior  of  the  window. 

An  inswinging  sash  is  provided  as  an  integral  part 
of  the  lower  sash  of  DAH-3HV  and  DHB-3HV  series 
of  windows  only.  The  vent  sash  is  of  tubular  construc¬ 
tion  with  integrally  formed  pockets  to  receive  metal 
weather  stripping  around  its  entire  perimeter.  The  lower 
sash  of  the  window  is  designed  to  receive  the  vent  to 
provide  a  weather-tight  installation  and  permit  easy  op¬ 
eration.  The  vent  is  equipped  with  one  pair  of  fixed 
pin  butt  hinges,  two  friction  type  side  sash  stays,  and 
one  lever  handle  type  latch  with  bevelled  bolt  and  keeper. 
Corners  of  sash  are  coped  and  mitred  and  connected  by 
means  of  welding,  brazing  or  with  reinforcing  members 
of  a  design  and  thickness  of  metal  to  maintain  the  struc¬ 
tural  value  X)f  members  so  connected.  Muntins  when 
used  are  firmly  secured  at  cross  joints  and  to  abutting 
sash  members  in  such  a  manner  as  to  form  a  rigid  con¬ 
struction.  The  flux  on  welded  surfaces  is  removed  with 
a  10%  nitric  acid  solution  and  the  surfaces  are  washed 
with  hot  and  cold  water  until  thoroughly  cleaned. 

Weather  stripping  is  of  resilient  stainless  steel  for 
aluminum  windows  and  of  bronze  for  bronze  windows 
formed  in  continuous  strips  to  set  in  the  integral  pock¬ 
ets  in  the  jambs,  head,  meeting  rail  and  bottom  rail  of 
lower  sash.  The  weather  strip  is  to  provide  a  continu¬ 
ous  sliding  surface  and  guide  to  seal  the  window  when 
closed  and  to  provide  easy  operation  and  eliminate  rattl¬ 
ing  of  the  sash  when  open.  The  weather  strip  is  so 
designed  that  the  sash  will  slide  independently  of  the 
weather  strip  and  will  not  depend  to  hold  it  in  its  frame. 
The  weather  strip  is  arranged  to  be  easily  removed  and 
replaced. 

The  double  hung  window  is  equipped  with  four  com¬ 
pletely  housed  adjustable  sash  balances  with  aluminum 
or  bronze  face  plates  mounted  so  that  the  weight  of  the 
sash  is  not  sustained  by  the  fastening  screws.  Balances 
are  removable.  Suspension  tape  of  stainless  _  steel  for 
aluminum  and  of  bronze  for  bronze  windows  is  of  suf¬ 
ficient  size  and  strength  to  safely  resist  the  stresses  to 
which  they  may  be  subjected  and  are  firmly  secured  to 
sash  rails  by  proper  fastenings.  All  exposed  parts  of 
sash  balances  are  of  zinc  coated  steel.  A  covering  of 
#22  U.  S.  gauge  galvanized  steel  is  provided  over  the 


sash  balances,  to  prevent  the  entrance  of  foreign  ma¬ 
terial. 

The  following  accessories  are  included : 

Two  combination  bumper  and  tape  hooks  at  the  top 
of  the  lower  sash. 

Two  tape  hooks  at  the  top  of  the  upper  sash. 

Two  bumpers  secured  to  jambs  near  the  sill  to  limit 
the  downward  travel  of  the  upper  sash. 

One  pull  handle  on  the  underside  of  the  upper  sash. 

One  sash  lock  at  the  meeting  rails. 

Air  infiltration  through  the  windows  is  checked  so 
as  not  to  exceed*^  cubic  foot  per  linear  foot  of  sash 
perimeter  per  minute  when  subjected  to  a  static  air 
pressure  equivalent  to  the  pressure  exerted  by  wind  at 
a  velocity  of  25  miles  per  hour.  In  meeting  such  in¬ 
filtration  test,  each  sash  is  so  balanced  and  adjusted 
that  it  will  move  in  either  direction  with  an  applied 
pressure  of  no  greater  than  25  pounds  after  the  contact 
is  broken  at  head  or  sill.  This  test  is  applied  to  each 
sash  after  final  adjustments  are  made.  _ 

The  Alwintite  aluminum  casement  windows  are  man¬ 
ufactured  of  extruded  aluminum  with  a  minimum  of 
#14  B.S.  gauge  thickness.  The  details  of  construction, 
hardware,  weather  stripping  and  finish  are  similar  to 
those  as  described  for  the  Permatite  double  hung 
window. 

The  Permatite  casement  and  projected  windows  are 
also  constructed  of  similar  materials  to  those  used  in 
the  Permatite  double  hung  window. 

The  frame  is  manufactured  from  commercial  extruded 
members  which  are  free  from  twists  or  bends  and  have 
clean  sharp  corners.  Jambs,  head  and  sill  members  of 
frame  are  designed  with  integrally  formed  pockets  to 
receive  and  retain  the  metal  weatherstripping  in  such 
manner  that  no  sharp  edges  of  same  will  be  exposed 
A  groove  or  guide  is  also  provided  in  the  frame  to  re¬ 
ceive  the  sliding  offset  hinges,  balance  arms,  sliding  pi¬ 
vots  and  other  sash  operating  hardware.  A  continuous 
fin  is  extruded  integral  with  the  frame  members,  ex¬ 
tending  into  the  masonry  to  retain  the  caulking  and  to 
provide  a  weather  stop  around  the  entire  perimeter  of 
the  window.  Where  required,  mullions  and  transom 
rails  are  furnished  in  conformity  with  the  design  and 
construction  of  the  frame  members.  Steel  angles  and 
channels  for  reinforcing  are  provided  in  the  mullions 
and  transom  rails  to  resist  the  wind  stresses  to  which 
the  window  may  be  subjected.  Frame  members  are 
of  not  less  than  12  B  &  S  gauge  thickness  (for  alum¬ 
inum  and  #14  B  &  S  gauge  thickness  for  bronze). 
Steel  anchors  secured  to  the  fin  are  provided. 

Stiles,  rails  and  muntins  of  the  sash  are  manufactured 
from  commercial  extruded  members  which  are  free  from 
twists  or  bends  and  have  clean,  sharp  corners.  Sash 
members  are  of  not  less  than  #12  B  &  S  gauge  thick¬ 
ness  (for  aluminum  and  #14  B  &  S  gauge  thickness 
for  bronze).  Stiles  and  rails  of  operating  sash  are  of 
tubular  construction  with  overlapping  flanges  to  effect 
face  contact  with  the  frame  members.  Sash  members 
have  a  continuous  wedge-shaped  groove  around  the 
glass  openings  to  effectively  key  the  glazing  compound 
in  its  bed  and  permanently  retain  it  in  place.  Putty 
glazing  is  done  on  the  exterior  of  the  window.  If  glaz¬ 
ing  be’ads  are  required,  they  are  of  the  interlocking 
screwless  type  to  engage  the  continuous  wedge-shaped 
groove  on  the  sash  members.  Metal  glazing  beads  arc 
applied  on  the  interior  of  the  window. 

Corners  of  sash  are  coped  or  mitred  and  connected 
by  means  of  welding,  brazing  or  with  reinforcing  mem¬ 
bers  of  a  design  and  thickness  of  metal  to  maintain  the 
structural  values  of  the  members  so  connected.  Muntins 
when  required  are  firmly  secured  at  cross  joints  and 
to  abutting  sash  members  in  such  manner  as  to  form  a 
rigid  construction.  The  flux  on  welded  surfaces  is  re¬ 
moved  with  a  10%  nitric  acid  solution  and  washed  with 
hot  and  cold  water  until  all  surfaces  are  thoroughly 
cleaned. 
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Weather  stripping  is  of  resilient  Stainless  Steel  (for 
aluminum  windows  and  of  bronze  for  bronze  windows) 
formed  in  continuous  strips  to  set  in  the  integral  pock¬ 
ets  in  the  frame  members.  The  weather  strip  provides 
a  continuous  contact  to  seal  the  window  when  closed 
and  be  readily  removed  or  replaced. 

Casement  sash  are  equipped  at  the  top  and  bottom 
with  a  combination  offset  hinge  and  sash  stay  consisting 
of  a  bar,  pivoted  securely  to  the  sash  and  to  a  pivot 
mounted  in  an  adjustable  friction  type  shoe  to  slide  in 
the  groove  provided  in  the  window  frame.  The  stays 
and  pivots  are  entirely  concealed  when  the  sash  are 
closed.  A  cremorne  bolt  is  provided,  concealed  in  the 
locking  stile  of  the  sash  with  a  suitable  exposed  lever 
type  of  operating  handle. 

Projected  sash  are  each  equipped  at  the  sides  with 
stay  bars,  pivoted  securely  to  the  sash  and  to  pivots 
mounted  in  adjustable  friction  type  shoes  to  slide  in  the 
groove  provided  in  the  window  frame.  The  stays  and 
pivots  are  entirely  concealed  when  the  sash  are  closed. 
Each  sash  is  provided  with  a  lever  handle  type  of  sash 
fastener  with  beveled  bolt  and  keeper  or  strike  plate. 
Sash  in  excess  of  3'6"  wide  have  two  locking  devices. 
When  the  sash  lock  is  not  easily  accessible,  a  suitable 
locking  device  for  pole  operation  is  provided. 

Inswinging  sill  vents  are  equipped  with  two  fast  pin 
butt  hinges,  two  concealed  friction  type  side  stays  and 
one  lever  handle  type  latch  with  beveled  bolt  and  keeper. 

The  hardware  is  manufactured  of  non-ferrous  metal, 
finished  to  match  the  windows.  When  necessary,  rein¬ 
forcements  are  furnished  to  attach  the  hardware  to  the 
window.  Reinforcements  are  manufactured  of  suitable 
non-ferrous  metal  of  not  less  than  twice  the  thickness 
of  the  window  material  to  which  it  is  attached  and 
properly  secured  to  present  a  finished  appearance. 

MECHANICAL  OPERATING  DEVICE 

The  operating  mechanism  is  mounted  on  a  concealed 
steel  sub  frame  or  secured  to  the  steel  reinforcement  of 
the  mullion.  The  mechanism  consists  of  a  unit  at  each 
jamb  or  mullion  including  two  vertically  sliding  rods 
connected  at  the  top  by  a  sprocket  chain  passing  over 
a  flanged  pulley  and  at  the  bottom  by  a  sprocket  chain 
engaging  a  sprocket  gear.  The  inner  rod  is  guided  in 
a  track  by  means  of  sliding  shoes  located  at  each  sash 
which  is  to  be  operated.  A  pivot  is  mounted  on  each 
sliding  shoe  to  engage  an  arm  which  operates  the  pro¬ 
jected  sash.  A  sleeve  nut  is  provided  at  the  lower  end 
of  the  rod  for  the  purpose  of  adjusting  the  operating 
unit. 

The  sprocket  gears  at  the  lower  ends  of  the  jamb 
units  are  mounted  on  a  horizontal  shaft  extending  the 
entire  width  of  the  window.  The  horizontal  shaft  re¬ 
volves  in  brackets  secured  to  the  inside  of  the  window 
sill.  The  power  device  for  turning  the  horizontal  shaft 
which  transmits  the  power  to  the  jamb  units  of  the  op¬ 
erating  mechanism,  consists  of  a  helical  gear  mounted 
on  the  horizontal  shaft  and  driven  from  above  by  a  worm 
gear  set  perpendicular  to  same.  The  worm  gear  is 
mounted  on  a  shaft  driven  by  a  removable  hand  operated 
crank.  The  gear  mechanism  is  enclosed  in  a  box  de¬ 
signed  to  provide  adequate  lubrication  and  protect  the 
gears.  The  mechanism  is  concealed  by  removable  jamb, 
mullion  and  sill  casings  of  the  same  metal  from  which 
the  window  is  manufactured.  A  similar  head  casing  is 
provided  for  uniformity  and  continuity  of  architectural 
hues. 

FINISH 

Exposed  surfaces  of  frames  and  sash  are  cleaned  to 
bring  the  color  of  the  finished  surfaces  reasonably  uni¬ 
form  and  free  from  scratches  and  other  serious  surface 
defects.  Before  shipment  from  the  factory,  a  trans¬ 
parent  protective  coating  is  applied  on  all  surfaces  which 
shall  be  resistant  to  stain  or  discoloration  during  ship¬ 
ment  and  installation  of  the  windows. 


Portions  of  the  aluminum  frames  which  will  come  in 
contact  with  masonry  construction  are  protected  before 
shipment  from  the  factory  with  a  heavy  coat  of  alkali 
resistant  bituminous  paint  or  zinc  chromate.  The  paint 
is  applied  in  the  same  consistency  as  is  received  from 
the  manufacturer.  Steel  anchors  are  insulated  by  a 
heavy  coating  of  zinc  chromate  pigment  in  a  synthetic 
resinous  vehicle.  No  part  of  the  steel  is  exposed  to  the 
exterior  of  the  building. 

INSPECTION 

Typical  windows  were  inspected  under  construction 
at  the  plant  of  the  General  Bronze  Corporation  in  Long 
Island  City,  N.  Y.,  by  Commissioner  C.  M.  Blum  and 
Chief  Engineer  L.  V.  Huber  of  the  Committee  on  Tests, 
which  were  found  to  be  in  compliance  with  the  details 
contained  herein. 

RECOMMENDATION 

On  the  basis  of  this  inspection  of  the  construction  of 
these  windows  and  the  facilities  of  the  plant  manufac¬ 
turing  them  the  Committee  on  Tests  recommends  that 
the  General  Bronze  Corporation  Aluminum  and  Bronze 
Windows,  Types  Permatite  and  Alwintite  be  approved 
under  C26-191.0a  for  use  in  Class  2,  3,  4,  5  and  6  con¬ 
struction,  when  constructed  in  accordance  with  the  re¬ 
quirements  of  Sections  C26-261.0,  C26-262.0  and  in  Class 
1  under  C26-650.0  and  when  used  in  conformance  with 
all  other  requirements  of  the  Administrative  Building 
Code,  but  not  to  be  used  in  openings  required  to  have 
fire-resistive  ratings. 

The  Committee  recommends  further  that  all  windows 
or  bills  of  lading  be  stamped  or  tagged,  reading  as  fol¬ 
lows  :  Approved  for  use  in  New  York  City  by  the  Board 
of  Standards  and  Appeals  under  Cal.  #700-45-SM. 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner. 

CHARLES  M.  BLUM 
Commissioner. 

LESLIE  V.  HUBER 
Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  General  Bronze  Cor¬ 
poration’s  Aluminum  Windows,  Type  Permatite  Series 
DHA1,  DHA2,  DHA3,  DHB1,  DHB2,  DHB3,  DHB3HV 
and  DHA3HV,  and  Alwintite  DHA-0,  CPA2  and  CPB2, 
in  accordance  with  the  above  report. 


GENERAL  RESOLUTION 

1464-39-GR 

APPLICANT — Samuel  Cohen,  Professional  Engineer. 
SUBJECT — Reopening  and  amendment  of  General  Resolu¬ 
tion — re  Approval  of  Inspection  Agencies  under 
rules  adopted  by  the  Board  under  Calendar  1 139- 
39-SR  addition  of  the  inspection  agency,  Samuel 
Cohen,  Professional  Engineer. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  of  the 
Committee  on  Tests. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . A 
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THE  RESOLUTION  (1464-39-GR) 


Whereas,  this  general  resolution,  approving  certain  ap¬ 
plicants  as  approved  inspection  agencies,  was  adopted  by  the 
Board  December  18,  1939,  amended  April  16,  1940,  July  2, 

1940,  November  6,  1940,  December  17,  1940,  February  4, 

1941,  April  1,  1941,  November  20,  1945  and  November  27, 
1945 ;  and 

Whereas,  Samuel  Cohen,  Professional  Engineer,  re¬ 
quested  a  reopening  and  amendment  of  tfie  general  resolu¬ 
tion,  for  consideration  by  the  Board,  for  the  inclusion  of 
his  name  as  an  approved  inspection  agency;  and 
Whereas,  the  report  of  the  Committee  on  Tests,  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  1464-39-GR 


March  8,  1946. 


Subject:  Opening  Protective  Assembly  Inspection 

Agencies :  Addition  of  the  Inspection  Agency, 
Samuel  Cohen,  Professional  Engineer. 

Samuel  Cohen,  Professional  Engineer  and  Land  Sur¬ 
veyor,  License  No.  7956,  of  11  W.  42nd  St.,  New  York 
City,  filed  March  4,  1946  a  request  for  consideration 
as  an  approved  inspection  agency  under  the  Rules  for 
the  Inspection  of  Opening  Protective  Assemblies.  He 
proposes  that  the  work  of  inspection  will  be  personally 
performed  by  him. 

The  Committee  on  Tests  has  reviewed  the  qualifica¬ 
tions  and  experience  of  the  applicant  and  on  the  basis 
of  these  data  recommends  that  Samuel  Cohen,  Profes¬ 
sional  Engineer  and  Land  Surveyor,  License  No.  7956, 
of  11  W.  42nd  St.,  New  York  City,  be  approved  as  an 
inspection  agency  under  the  provisions  of  the  Rules  of 
the  Board  of  Standards  and  Appeals  on  the  Inspection 
of  Opening  Protective  Assemblies,  Cal.  No.  1139-39-SR 
and  that  such  approval  by  the  Board  shall  remain  in 
force  until  rescinded  by  the  Board  and  that  all  inspec¬ 
tions  shall  be  made  personally  by  the  applicant. 


(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner 


CHARLES  M.  BLUM, 
Commissioner 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  18,  1939. 
as  amended  November  27,  1945,  so  as  to  include  the  approval 
of  Samuel  Cohen,  in  accordance  with  Report  of  Committee, 
as  an  approved  Inspection  Agency. 


PREMISES  AFFECTED — 5106  Avenue  I,  south  side,  22 
ft.  4  in.  east  of  51st  street  (1st  floor)  ;  (Block- 
7777,  Lot  41),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Benjamin  Krifchin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guitiee.  4 
Negative  .  9 

THE  RESOLUTION  (197-45-A) 

Whereas,  Benjamin  Krifchin,  for  B.  Krifchin  and  Mrs. 
C.  Krifchin,  owners,  filed  April  2,  1945,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  5106  Ave¬ 
nue  I,  south  side,  22  ft.  4  in.  east  of  East  51st  street  (Block 
7777,  Lot  41),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  9,  1945,  on  Alt.  Applic.  3258-44,  reads: 

“1.  Proposed  frame  extension  to  brick  building  oc¬ 
cupying  the  full  width  of  the  lot  is  contrary  to  Section 
4.1.3  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement,  17  ft.  in  height;  21  ft.  8  in.  by  46  ft. 
in  area,  of  Class  3  construction;  erected  1940;  located  in 
a  residence  use  D  area,  Class  1  height  district,  and  used  and 
occupied  as  a  one  family  dwelling  and  garage ;  and 

Whereas,  the  applicant  states  that  this  appeal  involves 
the  proposal  to  remove  existing  wood  open  porch  approxi¬ 
mately  9  ft.  by  6  ft.  and  erect  a  new  porch  approximately 
9  ft.  by  11  ft.,  since  the  old  porch  was.  in  a  dangerous  con¬ 
dition  due  to  original  poor  construction  and  inferior  lumber ; 
that  the  refusal  of  the  borough  superintendent  to  issue  a  per¬ 
mit  for  the  construction,  unless  it  is  fireproof  construction, 
is  inconsistent  with  the  Building  Code  and  the  action  pre¬ 
viously  taken  by  the  Building  Department ;  that  a  wooden 
porch  was  originally  permitted  by  the  Building  Department 
and  the  building  is  located  in  a  D  area  district  which  per¬ 
mitted  wood  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  3258-44,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  further  extended  in 
height  or  area ;  that  the  porch  shall  not  exceed  one  story 
in  height  and  shall  be  open  on  the  sides  as  indicated  on 
plans  filed  with  this  appeal  marked  ‘‘Received  February  28, 
1945”,  two  sheets,  and  shall  be  erected  not  closer  than  1  ft. 
to  the  side  lot  line  ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


Adjourned  :  1  :30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  9,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

197-45-A 

APPLICANT — Benjamin  Krifchin,  for  B.  Krifchin  and  C. 
Krifchin,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


724-45-A 

APPLICANT — Moses  M.  Falk,  for  City  and  Country 
School,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 161-165  West  12th  street,  north 
side,  184  ft.  west  of  7th  avenue  and  144-148  West 
13th  street,  south  side,  200.6  ft.  west  of  7th  avenue 
(Block  608,  Lot  70  to  72,  15,  16  and  17),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Moses  M.  Falk. 

For  Administration:  Peter  Maher,  Fire  Dep’t  and 
Fred  Dahlem,  Dep’t  of  Housing  and  Buildings. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . . .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Absent:  Commissioner  Savage  .  1 
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THE  RESOLUTION  (7 24-45-A) 

Whereas,  Moses  M.  Falk,  for  City  and  Country  School, 
Inc.,  owner,  filed  November  16,  1945,  an  appeal  from  an 
order  of  the  Fire  Commissioner,  affecting  premises  161-165 
West  12th  street,  north  side,  184  ft.  east  of  7th  avenue  and 
144-48  West  13th  street,  south  side,  200.6  ft.  west  of  7th 
avenue  (Block  608,  Lots  70  to  72,  15,  16  and  17),  Borough 
of  Manhattan;  and 

Whereas,  order  #36151  LF  issued  by  the  Fire  Commis¬ 
sioner  October  18,  1945,  reads: 

“You  are  hereby  Ordered  and  Required,  within  30 
days  from  the  date  of  service  of  this  order,  to : 

1.  Install  an  adequate  electric  closed  circuit  interior 
fire  alarm  system  of  an  approved  type  in  accordance 
with  the  interior  fire  alarm  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

Note:  Plans  and  specifications  in  duplicate  shall  be 
filed  with  and  approved  by  this  department  prior  to  the 
installation  of  the  fire  alarm  system.  Section  487e- 
2.0-c-l  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  buildings  are  3 
and  4  stories  and  basement,  43.2  feet,  in  height,  of  Class 
1  and  Class  3  construction,  71.3  feet  fronting  on  West  13th 
street  and  62.8  feet  fronting  on  West  12th  street,  40  and  42 
feet  in  depth,  erected  in  1881,  used  and  occupied  since  1921 
as  follows:  144-148  West  13th  Street:  Basement,  school, 
shop,  playground,  kitchen,  science  room ;  1st  floor,  school, 
music  room,  library  and  janitor’s  apartment;  2nd  floor, 
school,  classroom,  printing  and  post  office  rooms ;  3rd  floor, 
gymnasium  and  classrooms;  total  occupancy  130  persons 
throughout  the  building;  161-165  West  12th  Street:  Base¬ 
ment,  school,  classroom  and  offices ;  1st  floor,  school,  class¬ 
rooms  and  rest  room,  60  persons  throughout  the  entire  build¬ 
ing;  that  the  13th  Street  building  is  equipped  with  one  5  ft. 
wide  concrete  stairs,  concrete  enclosed,  with  metal,  self¬ 
closing  doors ;  the  12th  Street  building  is  equipped  with 
one  3  ft.  3y  in.  wide  wood  stairs,  enclosed  in  partitions  of 
plaster  and  wood,  equipped  with  metal  doors ;  all  stairs 
lead  directly  to  street;  that  there  is  one  fire  escape  on  the 
13th  street  building  at  the  rear,  leading  to  roof  by  stair 
and  to  yard  by  stairs  with  egress  to  street  through  adjoin¬ 
ing  yards ;  that  windows  and  doors  opening  on  the  course 
of  the  fire  escape  are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  the  buildings  have 
common  yards  and  playgrounds,  permitting  ready  access 
from  one  group  of  buildings  to  another;  that  144-48  West 
13th  street  consists  of  three  small  buildings,  3  stories  and 
basement  in  height,  merged  into  one  building  with  common 
hallways  and  three  independent  exits  at  front  and  three 
others  in  the  rear ;  a  new  modern  fire  escape  in  the  rear 
provides  agress  from  any  part  of  the  buildings ;  that  in  the 
rear  of  the  13th  street  buildings  there  is  a  yard  of  161-5 
West  12th  street,  part  of  which  is  used  as  an  annex  to  the 
main  school  building ;  that  there  is  an  enclosed  passageway 
connecting  the  buildings  across  the  yards;  that  161-5  West 
12th  street  consists  of  three  buildings,  the  basement  of  two 
of  these  buildings  and  the  floors  of  all  three  have  been  made 
into  one  complete  unit,  common  hallways  and  classrooms 
with  three  exits  leading  into  the  street  and  three  to  the 
yards ;  that  both  groups  of  buildings  have  certificates  of 
occupancy  for  schools ;  that  the  Fire  Commissioner’s  order 
is  primarily  based  on  the  fact  there  is  only  one  vibrating 
bell  for  each  group  of  buildings,  making  two  bells  for  the 
whole  school ;  that  there  are  28  qualified  paid  teachers  in 
constant  attendance  in  the  school,  assisted  by  12  to  15  teach¬ 
ers  in  training,  making  a  total  of  almost  45  for  less  than 
200  students;  that  all  children  under  12  years  of  age  are 
under  the  supervision  of  two  teachers  and  those  over  twelve 
in  the  presence  of  at  least  one  teacher;  that  each  building 
of  each  unit  has  a  separate  front  and  rear  exit;  that  the 
extreme  compactness  of  the  buildings  and  common  hallways 
lend  themselves  to  easy  control  in  any  emergency;  that  the 
children  are  only  in  the  building  from  9  :00  A.M.  to  3  P.M., 
the  school  being  completely  cleared  by  4 :30  P.M.  and  no 
one  remains  overnight ;  that  it  is  requested  the  Board  per¬ 


mit  the  installation  of  a  modified  interior  fire  alarm  system 
in  addition  to  that  now  existing  on  the  premises,  as  follows : 
Standard  6"  vibrating  bells  shall  be  placed  on  every  floor  of 
each  group  of  buildings  used  for  school  purposes,  the  loca¬ 
tion  of  such  bells  and  stations  to  be  designated  by  the  Fire 
Department ;  that  on  each  floor  there  shall  be  installed  one 
or  more  push  buttons  under  glass,  so  interconnected  that 
pushing  any  one  button  will  sound  all  bells  in  that  group  of 
buildings ;  that  the  foregoing  shall  all  be  part  of  a  rigid, 
substandard,  open  circuit  fire  alarm  system  consisting  of  #12 
rubber  covered  wire,  protected  by  a  rigid  iron  conduit  race¬ 
way  having  break  glass  stations  and  vibrating  bells  arranged 
for  conduit  installations,  to  provide  four  sets  of  12  dry 
series  cells  each  in  multiple  series  for  the  West  13th  Street 
property  making  a  total  of  48  in  battery  boxes,  and  two 
sets  of  12  dry  series  cells  each  in  multiple  series  making  a 
total  of  24  in  battery  boxes  for  the  12th  Street  buildings, 
the  batteries  all  to  be  housed  in  wood  boxes  painted  Fire 
Dept,  red,  and  the  system  to  be  installed  in  rigid  conduit 
wiring  throughout ;  that  the  system  will  be  what  is  an  open 
circuit  system,  a  proper  card  of  instructions  to  be  mounted 
over  each  push  button  or  group  of  push  buttons ;  that  all 
exits  shall  be  clearly  marked  as  such  with  8"  red  letters, 
with  2  red  lights  over  each ;  that  fire  drills  are  to  be  held 
twice  monthly ;  and 

Whereas,  Viol  #59  of  1938  was  issued  for  occupying  the 
12th  street  buildings  as  a  class  B  Multiple  Dwelling;  and 

Whereas,  application  was  filed  with  the  borough  super¬ 
intendent  under  Sprinkler  app.  #85/38  for  the  installation 
of  a  Multiple  Dwelling  type  sprinkler. 

Resolved,  that  Order  36151-LF  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


151-46-A 

APPLICANT- — S.  J.  Kessler  and  Sons,  for  Sivakoff  and 
Miner,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 579-581  Broadway,  west  side, 
124.2  ft.  north  of  Prince  street  and  150-152  Mercer 
street  (Block  512,  Lots  20-21),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  S.  J.  Kessler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (151-46-A) 

Whereas,  S.  J.  Kessler  &  Sons  for  Sivakoff  and  Miner, 
Incorporated,  owner,  filed  February  26,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  579-581 
Broadway,  west  side,  124.2  ft.  north  of  Prince  street,  and 
150-152  Mercer  street  (Block  512,  Lots  20  and  21),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  14,  1946,  on  Alt.  Applic.  299-46,  reads: 

“1.  Vertical  extension  of  structure  creates  a  building 
erected  after  1913.  Non-fireproof  structures  exceeding 
4  stories  must  be  fireproof  throughout  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  and 
5  stories,  64.5  ft.  in  height;  47  ft.  10  in.  by  200  ft.  in  area, 
of  Class  3  construction;  erected  prior  to  1881;  located  in 
an  unrestricted  use,  B  area,  Class  2  height  district  and  used 
and  occupied  since  1916— subcellar,  storage  and  boiler  room, 
2  persons;  cellar,  storage,  2  persons;  1st  floor,  stores,  4 
persons ;  2nd  to  5th  floors,  manufacturing  show  cases,  and 
proposed  to  be  used  and  occupied  as  follows :  subcellar, 
same;  cellar,  same;  1st  floor,  stores  and  showrooms,  4  per- 
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sons ;  2nd  floor,  offices,  showroom  and  manufacturing  show 
cases,  12  persons ;  3rd,  4th  and  5th  floors,  manufacturing 
show  cases,  20  persons  on  the  3rd,  20  persons  on  the  4th 
and  10  persons  on  the  5th  story;  that  the  building  is  equip¬ 
ped  with  two  3  ft.  8  in.  wide  iron  stairs,  enclosed  in  cinder 
block,  equipped  with  self-closing  fireproof  doors  and  lead¬ 
ing  from  roof  bulkhead  direct  to  streets,  two  fire  escape 
balconies,  one  on  Broadway  and  one  on  Mercer  street  fronts, 
the  fire  escape  on  the  Broadway  front  extending  to  roof 
by  ladder ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  con¬ 
nect  the  two  buildings  and  occupy  them  as  a  single  unit 
running  through  from  street  to  street;  that  the  building  oc¬ 
cupies  the  entire  lot  up  to  the  height  of  the  2nd  story  and 
it  is  proposed  to  build  up  the  space  between  the  buildings 
above  the  3rd  floor  and  on  the  5th  floor  build  a  con¬ 
necting  passage  to  the  elevator ;  that  the  owner  will  occupy 
the  entire  building  above  the  first  floor  until  such  time  as 
the  lease  on  the  stores  expire  when  he  will  use  the  entire 
building ;  that  to  enable  the  owner  to  occupy  the  entire  build¬ 
ing  the  connecting  floor  space  is  essential ;  that  all  wood 
stairs  now  in  place  will  be  removed  and  two  new  fireproof 
stairs  and  enclosures  will  be  installed  as  indicated  on  plans 
filed  with  this  appeal ;  that  the  buildings  were  erected  before 
1913  and  Section  271  of  the  Labor  Law  will  be  complied 
with ;  that  Section  270  of  the  Labor  Law  requires  that 
buildings  erected  after  October  1,  1913,  more  than  4  stories 
in  height  shall  be  fireproof;  that  apparently  the  vertical 
i  extension  of  the  building  above  the  4th  floor  brings  this 
factory  under  Sec.  270  of  the  Labor  Law ;  that  it  is  re¬ 
quested  the  Board  permit  the  erection  of  this  small  floor 
area  as  a  means  of  overcoming  a  practical  difficulty  and  as 
the  space  is  urgently  required  to  enable  the  owner  to  enjoy 
the  full  use  of  the  5th  floor  on  the  Broadway  wing  of  the 
;  building  and  as  a  means  for  reaching  the  elevator ;  that 
the  floor  area  in  question  will  be  less  than  3,000  sq.  ft.,  or 
about  5%  of  the  total  floor  area  of  the  building;  that  exits 
will  be  made  to  comply  with  Section  270  of  the  Labor  Law 
and  floor  will  be  made  adequate  to  sustain  a  live  load  of 
!  120  lbs.  per  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
|  hereby  make  a  variation  in  the  requirements  of  the  Labor 
}  Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  299-46,  Objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  in  all  other  respects 
other  than  height,  the  building  shall  comply  with  the  re¬ 
quirements  of  Section  270  of  the  Labor  Law  and  all  other 
requirements  of  all  laws,  rules  and  regulations  applicable 
thereto  for  a  building  erected  after  1913 ;  that  the  proposed 
*  extension  shali  be  constructed  substantially  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  February  26, 
1946,”  six  sheets;  that  the  existing  fire  escapes  and  balconies 
as  now  existing  on  both  street  fronts  shall  be  maintained. 


194-46-A 

*  APPLICANT — W.  T.  McCarthy,  for  Estate  of  Michael 
Shannon,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (previously  withdrawn). 

PREMISES  AFFECTED— 120-126  Court  street  and  205 
Atlantic  avenue,  northwest  corner  (2nd  floor)  ; 
(Block  276,  Lot  47),  Borough  of  Brooklyn. 

!  APPEARANCES— 

For  Applicant :  W.  T.  McCarthy  and  George  Gray. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN,  RESTORE  TO  CALENDAR 
AND  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. 
Negative  . 


THE  RESOLUTION  (194-46-A) 

Whereas,  W.  T.  McCarthy,  for  Estate  of  Michael  Shan¬ 
non,  owner,  filed  March  19,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  120-126 
Court  street,  and  205  Atlantic  Avenue,  northwest  corner, 
2nd  floor  (Block  276,  Lot  47),  Borough  of  Brooklyn;  and 
Whereas,  this  appeal  was  withdrawn,  at  the  request  of 
the  applicant,  on  April  2,  1946;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  6,  1946  on  Alt.  Applic.  674-46,  reads: 

“1.  Proposed  change  of  occupancy  for  manufacturing 
on  2nd  fl.  violate  Sec.  2. 1.3. 5  Code. 

a.  120#  liveload  capacity  req’d  for  2nd  fl.  as  per  Sec. 
C26-345.0  Adminis.  Code. 

b.  Two  fireproof  enclosed  exits  req’d  from  2nd  fl.  as 
per  Sec.  270  Labor  Law. 

c.  Vertical  openings  from  2nd  to  1st  fl.  and  from  cellar 
to  1st  fl.  (Stairs)  req’d.  to  have  fireproof  enclosure 
as  per  Sec.  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories,  25  ft.  in  height,  79  ft.  11  in.  by  70  ft.  in  area,  of 
class  3  construction,  erected  in  1923,  located  in  a  business 
use  B  area  class  1)4  height  district  and  used  and  occupied 
since  1942  as  follows:  cellar — storage — boiler  room;  1st 
floor — stores ;  2nd  floor — club  and  offices ;  proposed  to  be 
used  and  occupied:  cellar — same;  1st  floor — same;  2nd  floor 
— club  and  factory — 200  persons  ;  that  the  building  is  equip¬ 
ped  with  two  5  ft.  4  in.  wide  wood  stairs  enclosed  in  par¬ 
titions  of  wood,  covered  with  plaster  boards  and  plaster  and 
metal  lath  and  plaster ;  that  soffits  are  protected  with  plaster 
boards  and  plaster ;  that  stair  doors  are  fireproof  self-clos¬ 
ing;  that  one  stairway  leads  to  roof  and  both  lead  direct 
to  street;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1923  under  N.B.  Permit  9338  and  used  by  the 
State  of  New  York  on  the  2nd  floor  for  offices  for  a  period 
of  ten  years ;  that  Alt.  810-42  was  approved  and  C.  O. 
105723  issued  for  stores  on  the  1st  floor  and  for  offices  and 
club  rooms  on  the  2nd  floor  with  an  occupancy  of  200  on 
this  floor ;  that  it  is  proposed  to  change  the  portion  of  the 
2nd  floor  not  used  for  club  to  the  manufacture  of  wigs  for 
store  mannequins  consisting  entirely  of  hand  work ;  that 
this  work  is  performed  at  tables  and  no  machinery  is  used; 
that  there  is  no  storage  of  heavy  materials ;  that  the  number 
of  occupants  in  the  factory  portion  will  be  15  at  factory  work 
and  three  in  the  office ;  that  2727  sq.  ft.  will  be  used  for 
factory  work ;  that  the  capacity  of  the  floor  is  75  lbs.  per 
sq.  ft.  and  the  Board  is  requested  to  vary  the  requirement 
for  120  lb.  liveload  as  the  proposed  occupancy  will  provide 
151  sq.  ft.  of  floor  area  to  each  employee  and  the  weight  of 
work  tables  to  be  used  will  not  exceed  that  of  desks  and 
safes  used  in  offices ;  a  variation  is  also  requested  as  to  the 
stair  enclosures  which  are  of  wood  covered  with  plaster 
board  and  plaster  which  in  turn  is  covered  with  metal  lath 
and  plaster ;  stairways  are  5  ft.  4  in.  wide  but  not  fireproof  ; 
that  stairways  are  wood  with  soffits  covered  with  plaster 
board  and  plaster  and  one  stair  extends  to  roof  by  means 
of  a  bulkhead  covered  on  the  outside  with  metal  and  with 
a  fireproof  self-closing  door  to  the  roof;  that  both  stairways 
lead  direct  to  street. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  674-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Ob¬ 
jection  la,  on  condition  that  the  load  per  superficial  foot  of 
the  second  floor  shall  not  be  less  than  seventy-five  (75) 
lbs.  per  sq.  ft. ;  that  such  load  shall  be  posted ;  that  no  manu¬ 
facturing  shall  be  permitted  on  the  second  floor  requiring 
any  greater  loading;  as  to  Objections  1  b  and  c,  that  the 
two  existing  means  of  exits  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  March  19,  1 946,”  four  sheets, 
4  may  be  accepted,  provided  the  stairway  enclosures  are  main- 
0  tained  as  proposed  and  as  thereon  shown;  that  the  soffits  of 
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stairs  of  such  exits  leading  to  cellar  shall  be  fire  retarded; 
that  the  occupancy  of  the  2nd  floor  shall  not  exceed  200  as 
proposed,  and  as  previously  permitted  by  the  borough  su¬ 
perintendent;  that  only  such  portion  of  the  2nd  floor  shall 
be  used  for  factory  purposes  as  indicated  on  such  plans ; 

that  the  building  shall  not  be  increased  in  height  or  area ; 

that  one  stairway  shall  lead  to  roof  through  a  bulkhead  as 
indicated  and  there  shall  be  within  the  other  stairhall  a 

double  rung  iron  ladder  leading  to  scuttle  with  access  to 
the  roof;  that  such  scuttle  shall  be  fitted  with  an  easy  open¬ 
ing  device;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 

applicable  thereto. 


195-46-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1787-1795  West  Farms  road, 
west  side,  197.06  ft.  north  of  East  174th  street 
(cellar)  ;  (Block  3015,  Lot  58),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  S.  PI.  Greenhill. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (195-46-A) 

Whereas,  the  Department  of  Public  Works,  City  of 
New  York,  owner,  filed  March  19,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  1787  to 
95  West  Farms  road,  west  side,  197.06  ft.  north  of  East 
174th  street  (Block  3015,  Lot  58),  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  11,  1946,  on  F.  P.  Applic.  227-45,  reads: 

“1.  Storage  tanks  in  a  garage  may  not  have  a  capacity 
of  more  than  550  gallons  each,  as  per  Section  C19-69.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  61  ft.  in  height,  107  ft.  by  150  ft.  in  area  at  street 
floor;  117  ft.  by  225  ft.  in  area  at  typical  floor,  of  Class  1 
construction;  erected  1927 ;  located  in  an  unrestricted  use 
B  area,  Class  1)4  height  district  and  used  and  occupied 
since  1927  as  follows:  1st  floor,  garage  for  more  than  5 
cars,  60  persons;  2nd  floor,  lockers,  10  persons,  for  which 
certificate  of  occupancy  dated  October  13,  1931,  on  com¬ 
pletion  of  work  under  N.  B.  Applic.  2119-28  was  issued 
classifying  the  building  as  garage,  brick  construction,  two 
stories  in  height,  with  120  lb.  live  load  on  the  1st  floor  and 
75  lb.  live  load  on  the  2nd  floor ;  that  the  building  is  now 
proposed  to  be  used  and  occupied  as  follows  after  altera¬ 
tion:  cellar,  storage  garage  for  more  than  five  cars,  60 
persons;  1st  floor,  garage  and  lockers,  60  persons;  2nd 
floor,  lockers,  10  persons  ;  that  the  building  is  equipped  with 
an  approved  standpipe  system,  and  regular  monthly  fire 
drills  are  maintained,  although  there  is  no  approved  in¬ 
terior  fire  alarm  system  in  the  building;  that  the  building 
is  equipped  with  four  stairs,  3  ft.  8  in.  wide  of  steel-pan 
construction,  enclosed  in  6  in.  t.c.  and  8  in.  brick,  equipped 
with  kalamein  self-closing  doors  and  leading  direct  to  street, 
two  of  which  lead  to  roof  bulkhead  and  one  is  provided 
with  a  ladder  and  scuttle  to  roof ;  that  there  is  also  one  ex¬ 
terior  stairs  on  the  south  side  of  building  leading  to  roof  by 
stairs  and  by  ladder  with  egress  direct  to  street ;  and 

Whereas,  the  applicant  contends  that  the  building  is  fire¬ 
proof  and  is  being  altered  to  house  approximately  52  trucks 
and  show  removal  equipment;  that  the  large  quantity  of 


gasoline  required  for  these  heavy  trucks  and  the  snow  re¬ 
moval  equipment  would  require  a  large  number  of  small 
gasoline  tanks  to  comply  with  the  demand  and  an  exces¬ 
sive  amount  of  piping,  which  is  more  dangerous  than  the 
proposed  installation  of  larger  tanks ;  that  it  is  therefore 
requested  the  Board  grant  permission  for  the  installation  of 
two  tanks,  each  of  1,000  gallons  capacity,  the  tanks  to  be 
located  below  the  first  floor  but  above  the  basement  floor 
as  indicated  on  plans  filed  with  this  appeal  and  the  con¬ 
struction  of  the  tanks  to  comply  witth  the  requirements  of 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  as  to  thickness  of  metal  and  in  all  other  respects  the 
tanks  and  installation  to  comply  with  the  requirements  of 
the  Administrative  Code.  HPF  :GS. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  F.  P.  Applic.  227-45,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  two  1,000  gallon  gasoline  storage  tanks  as 
proposed  shall  be  installed  in  the  location  and  substantially 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  March  19,  1946”,  three  sheets,  and  as  proposed;  that 
in  all  other  respects,  the  tanks  shall  comply  with  the  re¬ 
quirements  therefor  and  the  thickness  of  the  metal  of  the 
tanks  shall  be  in  accordance  with  the  requirements  of  the 
Oil  Burner  Rules  of  the  Board  for  tanks  of  similar  ca¬ 
pacity;  that  the  tanks  shall  be  so  installed  that  provision 
shall  be  made  to  detect  any  possible  leakage  in  the  tanks ; 
that  such  precautionary  method  may  consist  of  installing 
the  tanks  in  a  reinforced  waterproof  concrete  pit  with 
access  from  the  floor  above  for  inspection  purposes  or  by 
means  of  a  steel  pan  on  the  bottom  and  sides  for  a  distance 
of  half  the  height  of  the  tank  to  prevent  leakage  from  the 
enclosure;  that  such  pan  shall  not  be  less  than  thick; 
that  in  the  event  the  tanks  are  placed  within  the  pit,  piping 
from  the  bottom  of  the  pit  to  the  roof  for  ventilation  to  the 
outer  air  from  such  pit  shall  be  maintained  of  adequate 
size. 


216-46-A 

APPLICANT — Irwin  Clavan,  for  Metropolitan  Life  In¬ 
surance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— P:ast  side  of  1st  avenue  to 
Marginal  street,  between  East  20th  and  East  23rd 
streets  (Blocks  952,  953,  954,  978,  979,  980  and 
987,  Lots  1),  Peter  Cooper  Village,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Matthew  W.  Del  Gaudido,  Irwin 
Clavan  and  Everett  N.  Ketchum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (216-46-A) 

Whereas,  Irwin  Clavan,  for  Metropolitan  Life  Insurance 
Company,  owner,  filed  March  25,  1946  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises : 
Peter  Cooper  Village,  east  side  of  First  avenue,  south  side 
of  East  23rd  street,  west  side  of  Marginal  street  and  north 
side  of  East  20th  street  (Blocks  952,  953,  954,  978,  979,  980 
and  987),  Borough  of  Mantattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  14,  1946  on  amendment  to  Misc.  F.  P.  Applic. 
288-46  reads : 

“2.  Four  Siamese  connections  deemed  insufficient  in 
number.” 

and 

Whereas,  the  applicant  states  that  the  buildings  in  ques¬ 
tion  will  be  15  stories,  140  ft.  3  in.  in  height,  182  ft.  5  in.  by 
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i  - -  - -  ' 

71  ft.  6  in.  in  area,  of  class  1  construction,  located  in 
residence  and  restricted  retail  use  A  and  B  area  class  1 
and  class  2  height  districts,  and  used  and  occupied  as  class 
A  multiple  dwellings,  equipped  with  standpipe  systems,  two 
3  ft.  8  in.  wide  fireproof  stairs  in  each  building;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to 
erect  21  buildings  on  this  site,  each  building  to  be  15  stories 
in  height,  of  fireproof  construction,  to  contain  two  stairs 
divided  from  each  other  by  three  hour  partitions  and  each 
stair  to  extend  from  entrance  floor  to  roof ;  and 

Whereas,  the  applicant  contends  that  a  standpipe  will  be 
provided  in  each  building  connected  to  a  circuit  main  cover¬ 
ing  the  entire  project,  which  main  will  be  provided  for 
fire  line  purposes  only ;  that  the  entire  system  will  be  sup¬ 
plied  from  four  18,000  gallon  tanks,  one  located  on  each  of 
four  buildings  within  the  project  and  each  tank  having  a 
5,000  gallon  reserve  for  fire  fighting  purposes;  that  each 
tank  will  be  connected  to  the  circuit  main  by  means  of  a 
6"  dead  riser  so  that  each  tank  can  supply  any  standpipe 
i  in  the  entire  project  and  so  that  all  four  tanks  can  supply 
any  one  riser  in  the  entire  project;  that  each  tank  will  be 
supplied  by  three  200  gallon  per  minute  automatic  fill  pumps 
through  a  6"  pump  line  extending  to  the  tank ;  that  these 
pumps  will  draw  from  city  main  connections;  and 

Whereas,  the  applicant  further  contends  that  the  entire 
system  constitutes  a  single  system  within  the  meaning  of 
i  section  16.4.8.1,  par.  1,  of  the  Administrative  Code  and 
that  as  a  single  system  four  Siamese  connections  could  be 
j  accepted ;  that  a  single  building  could  be  erected  on  the 
,  entire  project  in  which  case  four  Siamese  could  be  accepted 
as  sufficient  to  feed  the  system ;  that  it  is  therefore  re¬ 
quested  that  the  Board  approve  the  system  as  proposed  with 
four  Siamese  connections ;  that  the  entire  installation  be 
considered  a  single  fire  line  system,  any  part  of  which 
could  be  shut  off  by  appropriate  valves  located  within  the 
building,  all  parts  of  each  system  can  be  reached  by  any  of 
the  four  Siamese  proposed  to  be  installed  and  from  any  of 
the  four  roof  tanks  which  will  be  installed  in  the  project. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Misc.  F.  P.  Applic.  288-46,  Objection  2, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  system  shall  be  in¬ 
stalled  substantially  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  April  5,  1946”,  8  sheets,  and  as 
herein  proposed ;  that  the  system  shall  in  all  other  respects 
comply  with  the  requirements  of  the  Building  Code  therefor 
except  as  to  the  number  of  Siamese  connections ;  that  not 
less  than  four  siame.se  connections  shall  be  installed  as  indi¬ 
cated  on  such  plans. 

I  • 

f  ' _ 

1078-40-A 

APPLICANT — Brown  and  Matthews,  Inc.,  for  Long  Island 
Railroad  Company,  owner. 

[  SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted  on 
condition,  under  section  35  of  General  City  Law — 
re  bed  of  mapped  street. 

PREMISES  AFFECTED — 52-15  Grand  avenue,  north  side, 
465.30  ft.  east  of  49th  (Owens)  street  (Block  2594, 
Lots  1  and  34 ;  Block  2593,  Lots  1  and  34 ;  Block 
2605,  Lot  1  and  Block  2606,  Lot  1),  Maspeth,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Conrad  Forelle. 

For  Administration :  Fred  Dahlcm,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
L  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


THE  RESOLUTION  (1078-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  under  section  35  of  the  General  City  Law, 
affecting  premises  52-15  Grand  avenue  north  side,  465.30 
ft.  east  of  49th  (Owens)  street  (Block  2594,  Lots  1  and  34; 
Block  2593,  Lots  1  and  34;  Block  2605,  Lot  1  and  Block 
2606,  Lot  1),  Maspeth,  Borough  of  Queens,  was  granted  by 
the  Board  on  December  17,  1940,  on  certain  conditions ;  and 
resolution  amended  on  February  19,  1946;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  1087-45,  dated  February  4,  1946,  reads: 

“4.  The  entire  area  of  premises  shall  be  adequately 
protected  by  a  yard  hydrant  system  in  accordance  with 
the  provisions  of  Art.  16.9.  Building  Code.  Not  further 
considered.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  17,  1940,  so 
that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  on  New  Building  Application  6616-40,  ob¬ 
jection  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  under  the  authority 
given  the  Board  under  section  35  of  the  General  City 
Law,  to  permit  the  construction  of  the  building  as  pro¬ 
posed  within  the  bed  of  mapped  streets,  as  shown  on 
plans  filed  with  this  appeal,  marked  “Received  Novem¬ 
ber  13,  1940,”  in  view  of  the  statement  by  the  engineer 
of  the  Topographical  Bureau  of  the  Borough  of  Queens, 
under  date  of  December  16,  1940,  that  an  application 
will  be  made  immediately  to  the  City  Planning  Commis¬ 
sion  and  the  Board  of  Estimate  for  taking  the  streets 
involved  off  the  official  map  and  substituting  therefor 
a  new  street  running  diagonally  from  Grand  avenue  to 
58th  avenue,  on  condition  that  the  land  necessary  for 
such  proposed  street  shall  be  ceded  by  the  owners  with¬ 
out  expense  to  the  city  and  that  a  right-of-way  shall  be 
maintained  from  such  street  to  Maspeth  avenue,  sub¬ 
stantially  as  indicated  on  plan  received  from  the 
Topographical  Bureau  of  Queens  under  date  of  Decem¬ 
ber  16,  1940;  that  the  decision  of  the  borough  super¬ 
intendent,  acting  on  Misc.  App.  1087-46,  objections  7  and 
8  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  new  4-inch 
hydrant  line  shall  be  installed  from  Grand  avenue  along 
the  westerly  side  of  the  premises  for  a  distance  of  ap¬ 
proximately  500  feet,  as  indicated  on  plans  marked  “Re¬ 
ceived  February  7,  1946”  (2  sheets)  ;  that  such  line 
shall  be  a  wet  line  and  shall  have  three  4-inch  Fire 
Department  hose  connections,  as  indicated ;  that  this 
line  shall  be  a  wet  line  at  all  times;  that  such  pipe  and 
fittings  shall  comply  with  the  requirements  of  the 
Building  Code  therefor,  but  that  no  hose,  hose  house 
or  nozzles  need  be  furnished  thereto.  (Misc.  Applic. 
1087-45).” 


185-43-A 

APPLICANT — Armstrong  &  Hesse,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent. 

PREMISES  AFFECTED — 330  Greenwich  street,  west 
side,  25  ft.  south  of  Jay  street  (Block  142,  Lot  16), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Hesse. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  ROARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 
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THE  RESOLUTION  (18S-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  330  Greenwich  street,  west 
side,  25  ft.  south  of  Jay  street  (Block  142,  Lot  16),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  July  13,  1943, 
on  certain  conditions,  resolution  amended  on  September  21, 
1943;  and 

Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit,  which  had  expired  by  time  limitation. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  13,  1943,  as 
amended  by  resolution  adopted  September  21,  1943,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  this  variance  is  for  a  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution  and  only  so  long  as 
the  premises  are  occupied  as  proposed  for  the  whole¬ 
saling  of  food  products.” 


764-45-A 

APPLICANT — Sidney  L.  Strauss,  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED — North  side  of  East  6th  street 
to  south  side  of  East  13th  street,  from  Avenue  D  to 
Franklin  D.  Roosevelt  (East  River)  drive  (Block 
367,  Lot  1  and  Block  362,  Lots  1  and  11),  Jacob 
Riis  Houses,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dcp’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  Commissioner  Savage  .  1 

THE  RESOLUTION  (764-45-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  north  side  of  East  6th 
street  to  south  side  of  East  13th  street  from  Avenue__D  to 
Franklin  D.  Roosevelt  (East  River)  drive  (Block  367,  Lot 
1  and  Block  362,  Lots  1  and  100),  Jacob  Riis  Houses, 
Borough  of  Manhattan,  was  granted  by  the  Board  on  Janu¬ 
ary  3,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  3,  1944,  so  that 
as  amended  it  shall  read : 

“ Resolved ,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  N.B.  Applications  222  to  240-45,  inc., 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  Objection  Al,  on  condition  that 
the  incinerator  hopper  assembly  shall  be  of  a  type  as 
submitted  to  the  Board  and  as  meeting  the  test  require¬ 
ments  for  one-hour  rating ;  that  it  shall  be  self-closing ; 
that  the  facing  of  the  hopper  door  shall  be  machined 
and  ground  smooth ;  that  it  shall  be  flanged  to  insure 
tight-fitting  at  all  times  so  as  to  make  it  smoke-tight ; 
that  in  addition  there  shall  be  a  sprinkler  line  installed, 
which  may  be  fed  from  the  house  water  supply,  with  one 
head  located  at  the  ceiling  directly  over  the  hopper  door 
on  each  floor ;  that  this  variance  shall  apply  to  such 
buildings  where  the  hopper  doors  are  located,  as  indi¬ 
cated  on  plans  filed  with  this  appeal,  marked  “Received 
December  6,  1945”  within  the  public  'stair  hall  of  six 
story  buildings.” 


516-44-A 

APPLICANT — Jerome  Voletsky,  for  657  5th  Avenue  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  to  consider  change  of  condi¬ 
tions — re  Appeal  from  an  order  and  a  decision  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 240-246  19th  street  and  657-661 
5th  avenue,  southeast  corner  (Block  885,  Lot  8), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jerome  Voletsky. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


184-45-A 

APPLICANT — Lama  and  Proskauer,  for  S.  B.  Mandell, 
owner. 

SUBJECT — Application  for  consideration — restoration  to 
calendar — re  Appeal  from  a  decision  of  the  borough 
superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 147-02  Newport  avenue,  north¬ 
west  corner  of  Beach  147th  street  (Block  34,  Lots 
1634  and  1643),  Neponsit,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


517-45-A 

APPLICANT — New  York  Dock  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
rehearing,  re  Appeal  from  an  order  and  a  decision 
of  the  fire  commissioner  (previously  denied). 
PREMISES  AFFECTED — -West  side  of  Wharf  (Furman 
street),  1100  ft.  north  of  Montague  street  (Block 
199,  part  of  Lot  3),  Pier  9,  East  River,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  C.  E.  Hicks,  L.  E.  Driver  and  A. 
X.  Young. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep't. 
ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee.  4 


397-42-A 

APPLICANT — Ingelbret  Ingelbretsen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  , 

PREMISES  AFFECTED — 4352  Hylan  boulevard,  east 
side,  35  ft.  north  of  Armstrong  avenue  (Block  5312. 
Lots  3-5),  Eltingville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hou>- 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1946  at  2 
P.M.,  at  request  of  applicant. 
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638-45-A 

APPLICANT — Lama  and  Proskauer,  for  Idan  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 244-258  Water  street,  south 
side,  125  ft.  east  of  Bridge  street  (Block  42,  part 
of  Lot  11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1946  at  2 
P.M.,  for  further  consideration. 


123-46- A 

APPLICANT — Elias  K.  Herzog,  for  Factory  Surplus 
Merchandise  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 12  Duane  street  and  235-239 
William  street,  southwest  corner  (Block  121,  Lot 
61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1946  at  2 
P.M.,  for  an  inspection  by  a  committee  of  the  Board. 


150-46-A 

APPLICANT — George  M.  Rusling,  for  Adda,  Inc.,  owner 
(F.  W.  Woolworth  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1514-1530  Broadway,  east  side, 
between  West  44th  and  West  45th  streets  and  155- 
169  West  44th  street  (basement  and  sub-basement)  ; 
(Block  997,  Lots  1,  6,  9,  54  and  57),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Tabellka. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  23,  1946  at  2 
P.M.,  at  request  of  applicant. 


166-46-A  . 

APPLICANT — Starrett  and  Van  Vleck,  for  Downtown 
Athletic  Club,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 18-20  West  street,  east  side,  75 
ft.  south  of  Morris  street  and  28-32  Washington 
street  (Block  15,  Lot  19),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frank  Gaertner  and  Wilbur  Jurden. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  7.  1946  at  2 
P.M.,  for  an  inspection  by  a  committee  of  the  Board. 


211-46-A 

APPLICANT — Wood,  Cooke  and  Seitz,  for  The  Brooklyn 
Children’s  Aid  Society,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super 
intendent. 

PREMISES  AFFECTED — 2-71  Beach  20th  street,  west 
side,  650  ft.  south  of  Plainview  avenue  (Block  266, 
Lot  20),  Far  Rockaway,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Arthur  Nash. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  23,  1946  at  2 
P.M.,  for  applicant  to  file  corrected  plans. 


ZONING  APPLICATIONS. 

330-22-BZ 

APPLICANT — Sidney  L.  Strauss,  for  1663  East  17th  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7a  and  7c  of  the 
zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  altera¬ 
tion  and  conversion  of  occupancy  of  a  three  story 
theatre  and  stores  building  to  a  one-story  stores 
building. 

PREMISES  AFFECTED— 1663-1669  East  17th  street,  cast 
side,  57  ft.  2^  in.  south  of  Kings  highway  (Block 
6780,  Lot  55),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (330-22-BZ) 

Whereas,  this  application,  permitting  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  building,  partly  used  for  business 
purposes,  affecting  premises  1665  East  17th  street,  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  May  2,  1922,  on 
certain  conditions,  resolution  amended  on  June  27,  1922  and 
April  5,  1938;  and 

Whereas,  an  application  was  made,  to  permit  the  change 
of  occupancy  to  stores  and  motion  picture  theatre,  affecting 
premises  1663-1669  East  17th  street,  east  side,  57  ft.  2l/>  in. 
south  of  Kings  Highway  (Block  6780,  Lot  55),  Borough 
of  Brooklyn,  and  such  application  was  granted  by  the 
Board  on  January  28,  1941,  on  certain  conditions;  and 
Whereas,  the  present  applicant  requested  a  reopening 
on  a  new  proposal — to  permit  the  alteration  and  conversion 
of  occupancy  of  a  three  story  theatre  and  stores  building 
to  a  one  story  stores  building ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  30,  1943,  under  sections  7c  and  7a  of  the  zoning  reso¬ 
lution,  on  cei  tain  conditions  ;  and 

Whereas,  the  resolution  was  amended  and  plans  approved 
on  April  27,  1943 ;  and 

Whereas,  on  March  14,  1944  and  March  27,  1945,  time 
was  extended  to  obtain  permits  and  complete  the  work ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  2,  1922,  as 
amended  through  March  27,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“.  .  .  that  in  view  of  statement  by  applicant  that  a  sub¬ 
stantial  amount  of  the  work  has  been  done  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  amended  resolution.” 


387 


MINUTES 


389-37-BZ 

APPLICANT — Philip  L.  Wiener,  for  William  Allan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  a 
temporary  term. 

PREMISES  AFFECTED— 31-08  to  31-12  45th  street, 
44-09  Newton  road  and  44-16  31st  avenue,  south 
side,  5.4  ft.  west  of  45th  street  (Block  710,  Lots 
5,  20,  21  and  22),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Philip  L.  Wiener. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (389-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  parking  and  storage 
of  more  than  five  motor  vehicles,  affecting  premises  31-08  to 
31-12  45th  street,  44-09  Newton  road  and  44-16  31st  ave¬ 
nue,  south  side,  5.4  ft.  west  of  45th  street  (Block  710,  Lots 
5,  20,  21  and  22),  Long  Island  City,  Borough  of  Queens, 
was  granted  by  the  Board  April  5,  1938,  on  certain  condi¬ 
tions,  permit  extended  April  2,  1940,  April  14,  1942  and 
April  11,  1944  the  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  5,  1938,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“.  .  .  granted  under  section  7h  for  a  temporary  term 
of  two  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  .  .  .  and  that  other  than 
as  a  mended  herein,  the  resolution  of  April  8,  1938,  shall 
be  complied  with  in  all  respects  and  that  a  certificate 
of  occupancy  shall  be  obtained  (#2745-37).” 


1041-38-BZ 

APPLICANT — Midtown  Auto  Storage  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 335-365  Schermerhorn  street 
and  2-8  Third  avenue,  north-west  corner  (Block 
167,  Lot  36  and  part  of  Lot  28),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  H.  Pensig. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


THE  RESOLUTION  (1041-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  335-365  Schermerhorn 
street  and  2-8  Third  avenue,  northwest  corner  (Block  167, 
Lot  36  and  part  of  Lot  28),  Borough  of  Brooklyn,  was 
granted  by  the  Board  September  26,  1939,  on  certain  condi¬ 
tions,  permit  extended  on  March  10,  1942  and  April  4,  1944, 
and  resolution  amended  on  October  31,  1944;  and  whereas, 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1939, 
as  amended  through  October  31,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  .  .  .  and  that  other  than  as 
herein  amended,  the  conditions  of  the  resolution  of  Sep¬ 
tember  26,  1939,  shall  be  complied  with  and  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


1044-38-BZ 

APPLICANT — Midtown  Auto  Storage  Co.,  for  City  of 
New  York,  Board  of  Transportation,  owner  Manpet 
Realty  Co.,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 252-304  Schermerhorn  street 
and  51-59  Bond  street,  southeast  corner  (Block 
172,  Lots  7,  10,  13  and  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herbert  H.  Pensig. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . 2 .  0 

THE  RESOLUTION  (1044-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  affecting  premises  252-304  Schermerhorn 
street  and  51-59  Bond  street,  southeast  corner  (Block  172, 
Lots  7,  10,  13  and  18),  Borough  of  Brooklyn,  was  granted 
by  the  Board  September  26,  1939  on  certain  conditions, 
permits  extended  on  March  10,  1942  and  April  4,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1939. 
as  amended  through  April  4,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  .  .  .  and  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  September 
26,  1939,  shall  be  complied  with  and  that  a  certificate 
of  occupancy  shall  be  obtained.” 
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1341-39-BZ 


APPLICANT — The  Joseph  Wechsler  Estate,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 705-729  McDonald  avenue,  east 
side,  240  ft.  north  of  Ditmas  avenue  (Block  5385, 
Lot  66),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (1341-39-BZ) 


I 

i 

I 
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Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  705-729  McDonald  ave¬ 
nue,  east  side,  240  ft.  north  of  Ditmas  avenue  (Block  5385, 
Lot  66),  Borough  of  Brooklyn,  was  glinted  by  the  Board 
April  9,  1940,  on  certain  conditions,  permit  extended  on 
April  7,  1942  and  March  28,  1944  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  9,  1940,  as 
amended  through  March  28,  1944,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  variance,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  thereof,  to  permit  the  plot 
to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  on  con¬ 
dition  .  .  .  and  that  other  than  as  herein  amended,  the 
conditions  of  the  resolution  of  April  9,  1940  shall  be 
complied  with  and  that  the  use  of  this  plot  may  be  in 
conjunction  with  the  adjoining  plot  for  which  parking 
and  storage  of  more  than  five  (5)  cars  is  permitted 
under  Cal.  498-42-BZ;  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


1015-41-BZ 

APPLICANT — Socony-Vacuum  Oil  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  _  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station. 
APPEARANCES— 

For  Applicant:  J.  F.  Payne. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


THE  RESOLUTION  (1015-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  extension  and  reconstruction  of 
an  existing  gasoline  service  station,  affecting  premises  1200 
Victory  boulevard  and  1262  Clove  road,  southwest  corner 


(Block  651,  Lots  8  and  12),  West  Brighton,  Borough  of 
Richmond,  was  granted  by  the  Board  on  May  5,  1942,  on 
certain  conditions ;  and 

Whereas,  plans  were  filed  with  the  Board  by  the  appli¬ 
cant  under  the  terms  of  the  resolution  and  were  approved 
on  April  3,  1943 ;  and 

Whereas,  on  April  4,  1944  and  April  10,  1945,  time  was 
extended  to  obtain  permits  and  complete  the  work  and  the 
applicant  requested  a  further  extension  of  time  for  the  same 
purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  5,  1942,  as 
amended  through  April  10,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


1060-41-BZ 

APPLICANT — Wessell,  Nickel  &  Gross,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent),  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 451-453  West  45th  street,  north 
side,  125  ft.  east  of  Tenth  avenue  (Block  1055,  Lots 
6  and  7),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  H.  C.  Wessell,  Jr. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (1060-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  451-453  West  45th  street, 
north  side,  125  ft.  east  of  Tenth  avenue  (Block  1055,  Lots 
6  and  7),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  May  12,  1942,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  April  25,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  12,  1942,  as 
amended  through  April  25,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“.  .  .  granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  .  .  .  that  other  than  as  amended  herein, 
the  resolution  adopted  by  the  Board  May  12,  1942,  shall 
be  complied  with  in  all  respects  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 

498-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  Ella  S.  Morris, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 


| 
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PREMISES  AFFECTED — 733-739  McDonald  avenue,  east 
side,  160  ft.  north  of  Ditmas  avenue  (Block  5385, 
Lot  62),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  H.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (498-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  733-739  McDonald 
avenue,  east  side,  160  ft.  north  of  Ditmas  avenue  (Block 
5385,  Lot  62),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  September  29,  1942,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  29,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read  : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  .  .  .  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  September 
29,  1942,  shall  be  complied  with  and  that  the  use  of 
this  plot  may  be  in  conjunction  with  similar  variation 
granted  in  connection  with  the  adjoining  lot  under  Cal. 
1341-39-BZ;  that  a  certificate  of  occupancy  shall  be 
obtained.” 


890-42-BZ 

APPLICANT — Socony- Vacuum  Oil  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  the  alteration 
and  extension  of  an  accessory  building  (used  as 
office,  lubritory,  car  washing,  brakes  and  repairs) 
upon  a  plot  occupied  as  a  gasoline  service  station 
and  also  upon  the  unrestricted  use  part  of  the  plot 
used  for  parking  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 378-394  Coney  Island  avenue, 
86-90  Kermit  place,  southwest  corner  and  843-849 
Caton  avenue,  northwest  corner  ( Block  5322,  Lots 
80  and  84)  :  (Lot  84  was  formerly  Lots  84  and 
85),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  F.  Payne. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
N egative  . . .  0 

THE  RESOLUTION  (890-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  alteration  and  extension 
of  an  accessory  building  (used  as  office,  lubritory,  car 
washing,  brakes  and  repairs)  located  upon  a  plot  occupied 
as  a  gasoline  service  station  and,  also,  upon  the  unrestricted 


use  portion  of  the  plot  used  for  parking  more  than  five 
(5)  motor  vehicles;  premises  378-394  Coney  Island  avenue, 
86-90  Kermit  place,  southwest  corner  and  843-849  Caton 
avenue,  northwest  corner  (Block  5322,  Lots  80  and  84)  ; 
(Lot  84  was  formerly  Lots  84  and  85),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  April  27,  1943,  on  certain 
conditions ;  and 

Whereas,  the  plans  required  to  be  filed  with  the  Board 
under  the  resolution  adopted  April  27,  1943,  were  duly  ap¬ 
proved  on  July  13,  1943;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  4,  1944  and  April  10,  1945,  and  the 
applicant  requested  a  further  extension  of  time  for  the  same 
purpose. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  27,  1943,  as 
amended  through  April  10,  1945,  only  so  far  as  it  has  ref¬ 
erence  to  obtaining  permits  and  completion  of  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“  .  .  .  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


171-44-BZ 

APPLICANT — Herbert  &  Weidlich,  for  Lebrad,  Inc., 
owner.  (Gumersindo  R.  Santos,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  B  area  district,  the 
conversion  of  occupancy  of  an  existing  building 
from  storage  garage  to  a  storage  garage  for 
tenant's  auto  vans  (not  more  than  five)  on  the  1st 
story  and  for  the  storage  of  household  furniture 
on  upper  stories. 

PREMISES  AFFECTED— 519  West  161st  street,  north 
side,  300  ft.  6  in.  west  of  Amsterdam  avenue  (Block 
2120,  Lot  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Carl  John  Herkert  and  James 
Bradley,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (171-44-BZ) 

Whereas,  this  application  under  Section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  and  ”B”  area  dis¬ 
trict,  the  conversion  of  occupancy  of  an  existing  building 
from  a  storage  garage  to  a  garage  for  the  storage  of  tenant’s 
auto  vans  (not  more  than  five)  on  the  1st  story  and  for 
the  storage  of  household  furniture  on  the  upper  stories ; 
affecting  premises  519  West  161st  street,  north  side,  300  ft. 
6  in.  west  of  Amsterdam  avenue  (Block  2120,  Lot  50), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  June 
13,  1944  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  13,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“  .  .  .  granted,  under  section  7,  subdivision  e,  for  a 
temporary  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  that  other  than  as 
amended  herein,  the  resolution  adopted  by  the  Board 
June  13,  1944,  shall  be  complied  with  in  all  respects; 
and  that  a  certificate  of  occupancy  shall  be  obtained.” 
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50-45-BZ 

APPLICANT — The  Dime  Savings  Bank  of  Brooklyn, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  the  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  permitting 
under  section  21  of  the  zoning  resolution  in  a  busi¬ 
ness  use  C.  area  district,  the  erection  of  an  exten¬ 
sion  to  a  bank  building,  the  structure  as  extended, 
occupying  in  excess  of  the  permitted  area. 
PREMISES  AFFECTED — 1101  Avenue  J,  northeast  cor¬ 
ner  of  Coney  Island  avenue  (Block  6704,  Lot  49), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  D.  Barker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (50-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  C  area  district,  the 
erection  of  an  extension  to  a  bank  building,  the  structure 
as  extended  occupying  in  excess  of  the  permitted  area,  af¬ 
fecting  premises:  1101  Avenue  J,  northeast  corner  of  Coney 
Island  avenue  (Block  6704,  Lot  49),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  July  10,  1945,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  10,  1945,  only 
so  far  as  it  has  reference  to  the  obtaining  permits  and  com¬ 
pletion  of  work,  so  that  as  amended  this  portion  of  the  res¬ 
olution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


407-40-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7f  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  extension  of 
a  gasoline  service  station  and  the  erection  and  main¬ 
tenance  of  an  accessory  building  for  a  temporary 
term  of  years. 

PREMISES  AFFECTED— 1927-1935  Flatbush  avenue, 
northeast  corner  of  Kings  highway  (Block  7819, 
Lot  20),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . .  0 


1115-40-BZ 

APPLICANT— William  B.  O’Connor,  for  Brooklyn  Chil¬ 
dren’s  Aid  Society,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h.  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2101-2129  Surf  avenue,  north¬ 
west  corner  of  West  21st  street  (Block  7058,  Lots 
27  to  50,  inclusive),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  B.  O’Connor. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  May  7,  1946, 
at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


45-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  Samuel  Schenkel, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (deci¬ 
sion  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business 
use  district  the  extension  of  a  gasoline  service  sta¬ 
tion  to  include  a  lubritorium,  laundry  and  office; 
previously  denied  for  inclusion  in  gasoline  service 
station  of  grease  pits,  office  and  cinder. 

PREMISES  AFFECTED — 4313-4323  4th  avenue  and  401  - 
404  44th  street,  northeast  corner  (Block  729,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


246-44-BZ 

APPLICANT — Irving  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Application  un¬ 
der  sections  21,  7 a  and  7c  of  the  zoning  resolution, 
to  permit  in  residence  use  district,  the  erection  of 
an  extension  to  an  existing  steam  and  wet  wash 
laundry  plant ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block 
236,  Lot  69),  Stapleton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Dorothy  Edwards. 

For  Administration:  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


Adjourned:  5:00  P.M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 
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^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  Tuesday,  December  18,  1945,  as  they  ap¬ 
peared  in  Bulletin  No.  52,.  Vol.  30,  are  hereby  corrected  to 
read  as  follows : 

273-45-A 

APPLICANT — Tobias  Goldstone,  for  Bond  Adhesive  Co., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  an  order 
of  the  fire  commissioner  (previously  granted  on 
condition). 

PREMISES  AFFECTED — 255-257  Wallabout  street, 

north  side,  150  ft.  west  of  Harrison  avenue  (1st 
floor);  (Block  2249,  Lots  42  and  43),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Joseph  and  Harry  Green- 
berg. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (273-45-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  255-257  Wallabout  street, 
north  side,  150  ft.  west  of  Harrison  avenue  (1st  floor)  ; 
(Block  2249,  Lots  42  and  43),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  May  29,  1945,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  applicant,  on  December  6,  1945,  requested 
an  amendment  of  the  resolution,  based  on  Order  1058-C  of 
the  fire  commissioner,  dated  November  27,  1945. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  29,  1945,  so  that  as 
amended,  the  resolution  shall  read : 

“Granted  as  to  Order  1058-C,  Item  1,  on  condition 
that  there  shall  be  no  openings  in  the  easterly  wall  of 
this  building;  that  the  existing  doorway,  from  this 
building  to  the  adjoining  yard,  shall  be  bricked  up 
with  approved  masonry ;  that  all  inflammable  materials 
shall  be  maintained  as  proposed,  toward  the  westerly 
portion  of  the  building  as  far  removed  as  possible  from 
the  westerly  wall  of  the  building  adjacent  to  the  east; 
that  such  quantities  of  inflammable  material  as  are 
proposed  may  be  stored  in  an  approved  fireproof  storage 
and  mixing  room,  constructed  and  maintained  in  ac¬ 
cordance  with  the  requirements  therefor;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  no  open  flames 
shall  be  maintained  within  40  ft.  of  such  mixing  and 
storage  room;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto.” 


^Correction — Resolution  clarified  as  to  storage  and  mixing 
room. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  January  3,  1946,  as  they  appeared  in 
Bulletin  No.  2,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

675-45-A 

APPLICANT — Isidore  Klein,  lessee,  for  Chairles  Polivy, 
owner. 


SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 922  East  169th  street,  south 
side,  63.47  ft.  west  of  Fox  street  (Block  2718,  Lot 
43),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Berger  and  Isidore  Klein. 
For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  9 

THE  RESOLUTION  (675-45-A) 

Whereas,  Isidore  Klein,  for  Charles  Polivy,  owner,  filed 
October  26,  1945,  an  appeal  from  an  order  and  decision  of 
the  fire  commissioner  affecting  premises  922  East  169th 
street,  south  side,  63.47  ft.  west  of  Fox  street  (Block  2718, 
Lot  43),  Borough  of  The  Bronx;  and 

Whereas,  Order  41867-LC,  issued  by  the  fire  commis- 
sioner  on  June  14,  1945,  and  referred  to  in  his  decision  of 
October  25,  1945,  reads : 

“Your  application  for  a  permit  to  store  ten  tons  of 
combustible  material  (loose  rags)  is  denied,  for  the 
reason  that  such  storage  is  maintained  in  building  which 
is  less  than  fifty  feet  from  the  nearest  wall  of  building 
occupied  as  a  place  of  public  assembly. 

YOU  ARE  HEREBY  ORDERED  TO: 

1.  Forthwith  discontinue  the  storage  of  more  than  one 
ton  of  combustible  material  on  these  premises.  Sec. 
C19-149-C-1.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (16  ft.)  in  height,  30  ft.  by  85  ft.,  irregular,  in  area; 
of  Class  1  construction;  erected  in  1922;  located  in  a  busi¬ 
ness  use,  B  area  and  Class  1J4  height  district;  occupied  as 
follows:  Cellar,  oil  burner;  1st  floor,  storage  of  baled  and 
bagged  new  cotton  goods  and  wiping  cloths  (3  persons), 
which  materials  are  laundered  elsewhere  than  on  premises ; 
that  the  building  is  equipped  with  one  stairway  38  in.  wide 
of  steel  construction,  fireproof  enclosed;  and 

Whereas,  the  applicant  contends  that  the  building  has 
a  metal  ceiling  and  concrete  floor  construction;  that  there 
are  two  doorway  openings  in  the  30  ft.  front ;  that  at  the 
entrance  to  the  synagogue  at  918  East  169th  street,  the  al¬ 
leged  place  of  public  assembly,  it  is  50  ft.  distant  to  the 
building  in  question;  that  no  oily  or  dirty  rags  are  kept 
on  the  premises ;  that  only  rags  which  are  stored  on  the 
premises  are  brand  new  or  which  have  been  cleaned  else¬ 
where;  that  the  synagogue  building  is  two  stories,  of  fire¬ 
proof  construction ;  that  the  occupancy  of  the  synagogue  is 
light,  in  view  of  the  change  in  the  neighborhood,  which 
makes  it  difficult  for  the  synagogue  to  obtain  the  necessary 
ten  persons  to  conduct  services;  that  the  business  in  the 
building  in  question  is  conducted  between  the  hours  of  8:30 
A.M.  and  5  :45  P.M.  and  is  closed  on  Saturdays  and  Sun¬ 
days  and  is  thus  usually  closed  when  the  synagogue  is  in 
use;  that  smoking  is  not  permitted  on  the  premises  in 
question. 

Resolved,  that  Order  41867-LC,  item  1,  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  premises  shall 
be  maintained  as  proposed,  with  no  loose  material  over  600 
pounds  and  only  bagged  clean  cotton  goods  and  wiping  cloths 
laundered  elsewhere  than  on  the  premises ;  that  the  amount 
of  such  materials  stored  on  the  premises  shall  at  no  time 
exceed  three  (3)  tons;  and  that  such  portable  fire-fightin.c 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct. 


*Correction — The  words  “over  600  pounds”  inserted  in 
lines  49  and  50  of  the  resolution. 
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All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1000  to  1018. 

Telephone — WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 

Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 

CONTENTS 

This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Proposed  Amendments  to  Rules  on  Exterior  Veneering 
Materials. 

Rules  For  Fusion  Welding  and  Gas  Cutting. 

Annual  Report  for  1945. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

Neiv  Cases  Filed  up  to  April  16,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

249- 46-SM — Rixon  Uni-Check  (for  interior  doors),  man¬ 
ufactured  by  Oscar  C.  Rixson  Co.,  Material. 

250- 46-BZ — H.B.B. — 95-105  Vanderbilt  avenue,  east  side, 
290  ft.  7^4  in.  south  of  Park  avenue  (Block  1887,  Lot  24), 
Borough  of  Brooklyn,  Alt.  133-46. 

251- 46-SM — Pittsburgh  Steeltex  Stucco  Reinforcing  Wire 
Mesh,  manufactured  by  Pittsburgh  Steel  Co.,  Material. 

252- 46-SM — Unshako  Self-Locking  Nut,  manufactured 
by  Unshako  Self-Locking  Nut  Corp.,  Material. 

253- 46-SA — Martin  and  Schwartz,  Inc.,  Airport  Fueler 
(gasoline  dispensing  pump),  Models  100-1,  100-1C,  100- 
1N,  100-1CN,  100-2,  100-3,  100-3N  and  100-5,  Appliance. 

254- 46-BZ — H.B.M. — 1724-1728  Broadway  and  204-210 
West  55th  street,  southeast  corner  (Block  1026,  Lots  41 
and  37),  Borough  of  Manhattan,  S.A.  3-46. 

255- 46-A — H.B.R. — 1791  Victory  boulevard,  north  side, 
98.02  ft.  west  of  Manor  road  (1st  floor);  (Block  371, 
part  of  Lot  4),  West  New  Brighton,  Borough  of  Rich¬ 
mond,  N.B.  141-46. 


256- 46-BZ — H.B.Bx. — 980  Longwood  avenue,  south  side, 
64  ft.  east  of  Beck  street  (Block  2707,  part  of  Lot  60), 
Borough  of  The  Bronx,  N.B.  125-46. 

257- 46-A — F.D.— Area  between  Beach  106th  street  and 
Beach  108th  street,  U.  S.  Bulkhead,  Jamaica  Bay  and 
Wainwright  Court  (Block  595,  all  lots),  Rockawav 
Beach,  Borough  of  Queens,  Decisions. 

258- 46-A — H.B.M. — 1282-1300  Broadway,  east  side,  from 
West  33rd  to  West  34th  streets,  53-63  West  33rd  street 
and  50-60  West  34th  street  (1st  floor);  (Block  2305,  Lot 
6),  Borough  of  Manhattan,  Amendment  to  Alt.  281-46. 


259-46-A — H.B.Bx. — 368-370  Alexander  avenue,  east  side, 
25.64  ft.  south  of  East  143rd  street  (2nd  floor);  (Block 
2305,  Lot  6),  Borough  of  The  Bronx,  Amendment  to 
Alt.  743-45. 


260-46-SM — X-Pandoseal,  manufactured  by  X-Pando- 
seal  Corp.,  Material. 


261-46-BZ — H.B.Q. — 94-05  63rd  drive,  west  side,  50  ft. 
north  of  Booth  street  (Block  3081,  Lots  127,  128,  and 
129),  Forest  Hills,  Borough  of  Queens,  N.B.  1181-46. 


262-45-BZ — H.B.B. — 1480-1484  Coney  Island  avenue, 
west  side,  440  ft.  north  of  Avenue  L  (Block  6536,  part 
of  Lot  20),  Borough  of  Brooklyn,  C.O.  Applic.  600-46. 


263-46-BZ — H.B.Q. — 65-01  Kissena  boulevard,  southeast 
corner  of  65th  avenue  (Block  6742,  Lot  10),  Flushing. 
Borough  of  Queens,  N.B.  1097-46. 


264-46-A — H.B.Q. — 58-01  Grand  avenue  and  58-02  to 
58-32  58th  place,  northwest  corner  (2nd  floor);  (Block 
2678,  Lots  1  and  9),  Maspeth,  Borough  of  Queens, 
Amendment  to  Alt.  1003-43. 


265-46-BZ — H.B.M. — 761-779  7th  avenue,  east  side,  from  j 
West  50th  to  West  51st  streets  and  148  West  51st  street  | 
(Block  1003,  Lot  1),  Borough  of  Manhattan,  Amend-  I 
ment  to  Alt.  2151-45. 


266-46-A — H.B.M. — 14  Jay  street,  south  side,  49.11  ft.  ; 
west  of  Staple  street  (Block  143,  Lot  25),  Borough  of  I 
Manhattan,  Amendment  to  P.  and  D.  Applic.  2396-45. 

257-46-A— H.B.M. — 4  West  54th  street,  south  side,  122.6  I 
ft.  west  of  5th  avenue  (Block  1269,  Lot  42),  Borough  of 
Manhattan,  Amendment  to  N.B.  37-46. 

268- 46-A — H.B.Bx. — 1231  Pugsley  avenue  and  1978  East 
177th  street,  southwest  corner  (2nd  floor);  (Block  3794, 
Lot  52),  Borough  of  The  Bronx,  Amendment  to  P.  and  I 
D.  Applic.  15-45. 

269- 46-BZ — H.B.M. — 139  and  141  West  69th  street,  north 
side,  93  ft.  east  of  Broadway  (Block  1141,  Lots  17  and 
18),  Borough  of  Manhattan,  Alt.  142-46  and  Alt.  143-46. 

270- 46-A — F.D. — 656  East  133rd  street  and  west  side  of  [ 
Cypress  avenue,  from  East  132nd  to  East  133rd  streets  i 
(basement);  (Block  2546,  Lot  52),  Borough  of  The! 
Bronx,  44626-LC  and  Decision. 

271- 46-SM — Smithway  Welding  Electrodes,  types  SW-10, 
SW-11,  SW-14,  SW-15,  and  SW-75,  sizes  5/32  in.  and 
3/16  in.  diameters,  manufactured  by  A.  O.  Smith  Corp.,  | 
Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.-- 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Blousing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of . .  . . 

Carbon  Dioxide  Liquefier,  Rules .... 
Certificate  of  Occupancy, 

approved  form  . 

Concrete  Flat  Slabs,  Rules . 

Concrete  Masonry  Units,  Rules 
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and  Use  of . . . 

Concrete  Rules  (Hydrated  Lime)... 

Elevator  Rules  .  . . _ . 
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Excavation  for  and  Demo¬ 
lition  of  Buildings . 
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Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules . 
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Last  Publication  in  Bulletin 


Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ...  Jan. 

Oil  Burner  Rules . Mar. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Jan. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  Apr. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  50S  of  Industrial  Code).. Dec. 


5,  1928 — Vol.  13,  No.  23 
12,  1945— Vol.  30,  No.  24 

8,  1946— Vol.  31,  No.  2 
5,  1946— Vol.  31,  No.  10 

12,  1945— Vol.  30,  .No.  24 

1,  1946— Vol.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  30,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


APRIL  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  23,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

779-45-BZ — Application,  December  13,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  W.  F.  Lamb 
for  Shreve,  Lamb  and  Harmon,  applicants,  on  behalf 
of  The  Macmillan  Company,  owner,  to  permit  in  a  res¬ 
idence  use,  B  area  district,  the  proposed  addition  to  an 
existing  building,  and  without  providing  a  rear  yard; 
premises  60-62  5th  avenue,  and  9-11  West  12th  street, 
northwest  corner  (Block  576,  Lots  46  and  48),  Borough 
of  Manhattan. 

676-42-BZ — Application  of  Ellis  L.  Lavine,  applicant,  on 
behalf  of  Tillie  Cooperman  and  William  Broder,  owners, 
reopened  February  5,  1946,  under  section  7e  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  stable  (more  than  five  horses) 
to  manufacturing  and  storage;  premises  357  West  17th 
street,  north  side,  100  ft.  east  of  9th  avenue  (Block  741, 
Lot  5),  Borough  of  Manhattan. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  70  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook¬ 
lyn. 

37-46-BZ — Application,  January  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Herbert  Tannenbaum, 
applicant,  on  behalf  of  Margaret  La  Sala,  owner  (High 
Bridge  Auto  Service,  lessee),  to  permit  in  a  business  use 
district,  the  change  of  occupancy  from  stable  and  hay 
loft,  to  an  automobile  repair  shop;  premises  1275  Jerome 
avenue,  west  side,  75  ft.  north  of  West  169th  street,  and 
Inwood  avenue,  east  side,  75  ft.  north  of  West  169th 
street  (Block  2855,  part  of  Lot  45),  Borough  of  The 
Bronx. 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19, 


1946  (previously  withdrawn)  re  application,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  reconstruction  and  extension  of  existing 
gasoline  service  station  (previously  granted  by  the 
Board) ;  premises  242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner 
(Block  13206  (3645),  Lots  17  and  19),  Rosedale,  Borough 
of  Queens. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

791- 45-BZ — -Application,  December  14,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  George  Edward 
Beatty,  applicant,  on  behalf  of  R.  C.  Church  of  St. 
Matthias,  owner,  to  permit  in  residence,  business  use, 
C  area  district,  the  proposed  extension  of  existing 
school  building  omitting  part  of  required  rear  yard; 
premises  1881  Catalpa  avenue,  north  side,  103.57  ft.  west 
of  Woodward  avenue  (Block  3473,  Lot  50),  Ridgewood, 
Borough  of  Queens. 

36-46-BZ — Application,  January  8,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants  on  behalf  of  F.  Lidonici,  owner,  to  permit  in 
business  use,  D  area  district,  the  erection  of  a  building 
to  be  used  as  a  gasoline  service  station,  lubritorium, 
auto  laundry  and  public  garage  for  more  than  five  (5) 
motor  vehicles,  using  more  than  the  permitted  area  of 
the  Lot;  premises  68-72  to  68-88  Austin  street,  south 
side,  100  ft.  west  of  69th  avenue  (Block  3234,  part  of 
Lots  22  and  34),  Forest  Hills,  Borough  of  Queens. 

792- 45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  •  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

41-46-BZ — Application,  January  11,  1946,  under  section 
21  of  the  zoning  resolution,  of  S.  Joseph  Silbert,  appli¬ 
cant,  on  behalf  of  126  West  42nd  Street,  Inc.,  owner, 
to  permit  in  retail  use,  B  area  district,  the  change  in 
occupancy  and  increase  in  area  of  proposed  building  to 
occupy  more  than  the  permitted  area;  premises  126-128 
West  42nd  street,  south  side,  240  ft.  west  of.  6th  avenue 
(Avenue  of  The  Americas)  and  129-131  West  41st  street 
(Block  994,  Lots  21,  43  and  44),  Borough  of  Manhattan. 

448-23-BZ — Application  of  William  R.  Altman  and  Her¬ 
man  Kron,  applicants,  on  behalf  of  Steinfrank  Realty 
Corp.,  owner  (Shelby  Craftco,  lessee),  reopened  Febru¬ 
ary  19,  1946,  under  sections  7c  and  7e  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted  by 
Board)  to  storage  (paper  products)  and  office;  premises 
2856  Webster  avenue,  east  side,  199.4  ft.  south  of  Bed¬ 
ford  Park  boulevard  (Block  3273,  Lot  118),  Borough  of 
The  Bronx. 

93-46-BZ — Application,  February  14,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Victor  Mayper,  ap¬ 
plicant,  on  behalf  of  New  York  Central  Railroad  Co. 
and  Hudson  Varick  Corp.  (Equitable  owner  under  con¬ 
tract  of  sale),  owners,  to  permit  in  unrestricted  use,  B 
area,  and  class  2  height  district,  the  erection  of  a  build¬ 
ing  not  meeting  the  height  requirements;  premises  25-57 
Varick  street,  134-162  Hudson  street,  23-29  Beach  street, 
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and  23-41  Laight  street,  entire  block  (Block  213,  Lot  1), 
Borough  of  Manhattan. 

562-24-BZ — Application  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Jacob  Oberwager,  owner,  reopened 
March  19,  1946,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  dis¬ 
trict,  the  proposed  additional  use  for  the  display,  sales 
and  servicing  of  automobiles,  and  altering  the  front 
elevation  to  present  one  story  public  garage  (for  more 
than  five  motor  vehicles),  previously  granted  by  the 
Board;  premises  2470-2480  Bedford  avenue,  west  side, 
60  ft.  north  of  Clarendon  road  (Block  5167,  Lot  40), 
Borough  of  Brooklyn. 

283-42-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Estate  of  Theodore  Badman,  owner,  reopened 
February  26,  1946,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  use  district,  the  parking 
and  storage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied) ;  premises  222-228  East  34th  street, 
south  side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots 
46-49),  Borough  of  Manhattan. 

802- 45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Church  of  The  Most  Precious 
Blood,  owner,  to  permit  in  a  residence  use  district,  an 
outdoor  theatre  to  seat  460  persons;  premises  90-110 
Bay  47th  street,  and  2737-2747  Harway  avenue,  north¬ 
east  corner  (Block  6901,  Lots  1,  3,  63,  64  and  66),  Bor¬ 
ough  of  Brooklyn. 

Appeals  from  Administrative  Decision. 

803- 45-A — 90-110  Bay  47th  street  and  2739-2747  Harway 
avenue,  northeast  corner  (ground  floor);  (Block  6901, 
Lots  1,  3,  63,  64  and  66),  Borough  of  Brooklyn. 

28-46-A — 84-40  101st  street,  west  side,  346-31  ft.  south  of 
Park  Lane  South  (3rd  and  4th  floors);  (Block  9177, 
Lot  23),  Richmond  Hill,  Borough  of  Queens. 

198-46-A— 117-119  East  24th  street,  north  side,  200  ft. 
west  of  Lexington  avenue  (basement  and  1st  floors); 
(Block  880,  Lot  12),  Borough  of ‘Manhattan. 

202-46-A — 127  Lafayette  avenue,  north  side,  25  ft.  west 
of  Cumberland  stret  (celler) ;  (Block  2101,  Lot  71),  Bor¬ 
ough  of  Brooklyn. 

228-46-A — 146  West  26th  street,  south  side,  200.10  ft. 
east  of  7th  avenue  (Block  801,  Lot  68),  Borough  of  Man¬ 
hattan. 

Appliance  and  Materials  for  Approval. 

427-38-SA — Josam  Oil  Interceptor,  Models  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

647-45-SM — Met-Cro  Metal  Cross-Bridging. 

62-39-SM— The  Philip  Carey  Mfg.  Company  Roofing  Ma¬ 
terials.  (Reopened  March  13,  1945). 

812-39-SM — Nabcor  High  Pressure  Steam  Cured  Cinder 
Blocks — additional  sizes — 534"  x  %Ya"  x  1  IYa"  hollow 
three  cell  1)4"  x  2 54"  x  1734"  Solid  units  (no  voids); 
(Reopened  January  22,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  23,  1946,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public.  hearing 
Tuesday  afternoon,  April  23,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Appeals  from  Administrative  Decisions. 

89-46-A — 1760-1764  Pitkin  avenue  and  128  Watkins  street, 
southwest  corner  (3rd  floor);  (Block  3524,  Lot  16),  Bor¬ 
ough  of  Brooklyn. 

638-45-A — 244-258  Water  street,  south  side,  125  ft.  east 
of  Bridge  street  (Block  42,  part  of  Lot  11),  Borough  of 
Brooklyn. 

123-46-A — 12  Duane  street  and  235-239  William  street, 
southwest  corner  (Block  121,  Lot  61),  Borough  of  Man¬ 
hattan.  ' 

150-46-A — 1514-1530  Broadway,  east  side,  between  West 
44th  and  West  45th  streets  and  155-169  West  44th  street 
(basement  and  sub-basement);  (Block  997,  Lots  1,  6,  9, 
54  and  57),  Borough  of  Manhattan. 

211-46-A — 2-71  Beach  20th  street,  west  side,  650  ft.  south 
of  Plainview  avenue  (Block  266,  Lot  20),  Far  Rocka- 
way,  Borough  of  Queens. 

137-46-A — Blair  avenue,  614.75  ft.  north  of  Miles  avenue, 
Bungalow  232B  (Block  5516,  Lot  None),  Edgewater 
Camp,  Borough  of  The  Bronx,  (Under  section  35,  Gen-  j 
eral  City  Law  re  bed  of  mapped  street — Blair  avenue).  . 

162-46-A — 99-08  Metropolitan  avenue,  south  side,  121  ft. 
west  of  70th  road  (Block  3894,  Lot  34),  Forest  Hills, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street — Metropolitan  Avenue  widen¬ 
ing). 

121-46-A — 1981-1989  Webster  avenue,  west  side,  195.45 
ft.  north  of  East  178th  street  (Block  2815,  Lot  46),  I 
Borough  of  The  Bronx. 

206- 46-A — 137  Coleridge  street,  east  side,  280  ft.  south 
of  Compton  avenue  (Block  7516,  Lot  1129),  Borough  J 
of  Brooklyn. 

207- 46-A— 145  Coleridge  street,  east  side,  340  ft.  south 
of  Compton  avenue  (Block  7516,  Lot  1126),  Borough 
Brooklyn. 

382-43-A — 150  Ocean  parkway,  west  side,  395  ft.  south 
of  Caton  avenue  (Block  5328,  Lot  30),  Borough  o! 
Brooklyn  (reopened  February  5,  1946). 

247-45-A— 147-11,  147-17  and  147-21  258th  street,  east 
side,  100  ft.  145  ft.  and  190  ft.  south  of  147th  avenue  and 
147-12,  147-18  and  147-20  259th  street,  west  side,  100  ft.  j 
145  ft.  and  190  ft.  south  of  147th  avenue  (Block  13363,  j 
Lot  1),  Rosedale,  Borough  of  Queens. 

177-45-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

213-46-A — 280  Broadway,  east  side,  from  Reade  to 
Chambers  streets,  37  Reade  street  and  53-63  Chambers  ! 
street  (Block  153,  Lot  1),  Borough  of  Manhattan. 

219-46-A — 279-281  East  139th  street,  north  side,  130.64  ft. 
east  of  3rd  avenue  (elevator);  (Block  2314,  Lot  89),. 
Borough  of  The  Bronx. 

244- 46-A — 154  Hunterspoint  avenue,  north  side,  between 
34th  and  35th  streets  (Basement);  (Block  254,  Lots  1-25- 
53),  Long  Island  City,  Borough  of  Queens. 

245- 46-A — 154  Hunterspoint  avenue,  north  side,  between 
34th  and  35th  streets  (basement);  (Block  254,  Lots  1-25- 
53),  Long  Island  City,  Borough  of  Queens. 

273-46-A — 114-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (1st  floor);  (Block  2266,  Lots  81 
and  82),  Forest  Hills,  Borough  of  Queens. 

241-46-A — 111-03  77th  road,  northwest  corner  of  Austin 
street  (Block  3343,  Lot  65),  Kew  Gardens,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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APRIL  30,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  30,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Buuilding  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted  at 
curb  level;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

413-45-BZ — Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

777-45-BZ — Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution  of  Albert  Thompson, 
applicant,  on  behalf  of  Elsie  O'Connor,  owner  (John 
Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8 
horses  for  hire);  premises  198-73  Foothill  terrace,  east 
side,  98  ft.  north  of  Hillside  avenue  (Block  10532,  Lots 
128  and  131),  Queens  Village,  Borough  of  Queens. 

557-45-BZ — Application,  July  20,  1945,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place,  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

56-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary  Adelson  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  public 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcy  ave¬ 
nue  (Block  1779,  Lot  66),  Borough  of  Brooklyn. 

114-36-BZ — Application  of  James  Whitford,  applicant,  on 
behalf  of  Vincent  Kieran,  owner,  reopened  March  19, 
1946,  under  section  7a  of  the  zoning  resolution,  to  permit 
in  business  and  business  1  use  district,  the  restoration  to 
the  former  uses  granted  by  the  Board  (motor  vehicle 
repair  shop,  garage  for  more  than  five  (5)  motor  vehicles 
and  automobile  showroom);  premises  330  Bay  street, 
and  2  St.  Julian  place,  southwest  corner  (Block  503,  Lot 
32),  Tompkinsville,  Borough  of  Richmond. 

8-46-BZ — Application,  January  9,  1946,  under  section  21 
of  the  zoning  resolution,  of  H.  Herbert  Lilien,  applicant, 
on  behalf  of  North  State  Realty  Corp.,  owner,  to  permit 
in  residence  and  business  use,  B  area  district,  the  con¬ 
struction  of  two  incinerators,  occupying  more  than  per¬ 
mitted  area;  premises  1270  Gerard  avenue,  and  41  East 
168th  street,  northeast  corner  (Block  2481,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

46-46-BZ — Application,  January  23,  1946,  under  section 
7b  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant  on  behalf  of  William  C.  Segal,  owner,  to  per¬ 


mit  in  residence  and  restricted  retail  use  district,  the 
change  in  occupancy  from  private  dwelling  to  editorial 
and  publishing  office;  premises  18  East  62nd  street, 
south  side,  95  ft.  west  of  Madison  avenue  (Block  1376, 
Lot  60),  Borough  of  Manhattan. 

69-46-BZ — Application,  February  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  Edwin  Gould  Foundation  for  Chil¬ 
dren,  owner,  to  permit  in  residence  use,  E-l  area  district, 
the  conversion  of  occupancy  from  existing  use  (dormi¬ 
tory  of  children’s  home)  to  multiple  dwelling  not 
conforming  to  requirements  of  E-l  area  district;  prem¬ 
ises  1761  Stillwell  avenue,  southeast  corner  of  Pelham 
parkway  (Block  4411,  part  of  Lot  300),  Borough  of  The 
Bronx. 

172-46-BZ— Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  appli¬ 
cant,  on  behalf  of  Gus  C.  Marino  and  146  Richmond 
avenue  Corp.,  owners  (Fisher  Beer  Co.,  lessee),  to  per¬ 
mit  in  manufacturing  use,  C  area  district,  the  extension 
of  present  building  to  cover  more  than  permitted  area; 
premises  16-18  Grove  avenue,  south  side,  100.52  ft.  west 
of  Richmond  avenue  and  146-148  Richmond  avenue 
(Block  1077,  Lots  28-37),  Port  Richmond,  Borough  of 
Richmond. 

131- 46-BZ — Application,  February  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  A.  Stewart  Walker,  appli¬ 
cant,  on  behalf  of  Chemical  Bank  and  Trust  Company, 
owner,  to  permit  in  retail  use,  B  area  district,  the  exten¬ 
sion  of  present  building  (2  additional  stories)  to  occupy 
more  than  permitted  area  and  to  permit  rear  yard  of  less 
depth  than  is  required;  premises  11-13  West  51st  street, 
north  side,  250  ft.  west  of  5th  avenue  (Block  1267,  Lot 
26),  Borough  of  Manhattan. 

106-46-BZ — Application,  February  15,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Joseph  Rodkin,  owner,  to  permit 
in  a  business  use  district,  the  reconstruction  of  present 
existing  gasoline  service  station  with  accessory  uses  as 
auto  washing,  greasing,  office  and  sale  of  accessory  auto¬ 
mobile  parts;  premises  2413-2425  Flatbush  avenue,  and 
5102-5112  Avenue  T,  southeast  corner  (Block  8543,  Lot 
34),  Borough  of  Brooklyn. 

522- 43-BZ — Application  of  Edwin  W.  Kleincrt,  applicant, 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wilbert, 
owners  (Wheeler  Shipbuilding  Corp.,  lessee),  reopened 
March  26,  1946,  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use  district, 
for  a  temporary  term,  the  use  and  maintenance  of  a 
temporary  storage  shed;  the  storage  of  lumber,  and, 
also  the  parking  of  more  than  five  motor  vehicles  (em¬ 
ployees’  cars);  premises  152-02  to  1 52-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and  10-34 
154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and 
68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots  1, 
18,  19,  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

132- 46-A — 11-13  West  51st  street,  north  side,  250  ft.  west 
of  5th  avenue  (Block  1267,  Lot  26),  Borough  of  Man¬ 
hattan. 
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Appliances  and  Material  for  Approval. 

139-46-SA — General  Bronze  Oil  Burning  Furnace,  Model 
0-55. 

33-46-SA — Stebbins  Indirect  Gas-Fired  Air  System, 
Types  A,  B,  C  and  E  (Immersion  Fired  Extended  Fin 
Surface)  for  Ovens. 

136-46-SA — Bendix  Automatic  Home  Laundry,  Models 
B  and  S. 

347-39-SM— Lone  Star  Portland  Cements,  Types  I,  H 
and  III  (Nazareth  Mill)  and  Types  I  and  III  (Hudson 
Mill);  (reopened  December  18,  1945). 

271-45-SM— Lone  Star  Masonry  Cement. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  30,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  30,  1946,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

238-46-A — 1530  Coleman  street,  west  side,  225  ft.  south 
of  Flatlands  avenue  (1st  floor);  (Block  7859,  Lot  58), 
Borough  of  Brooklyn. 

212-46-A — 159-161  Thatford  avenue,  east  side,  50  ft.  north 
of  Sutter  avenue  (Block  3527,  Lot  3),  Borough  of 
Brooklyn. 

258-46-A— 1282-1300  Broadway,  east  side,  from  West 
33rd  to  West  34th  streets,  53-63  West  33rd  street  and 
50-60  West  34th  street  (1st  floor);  (Block  835,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  7,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  7,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

81 1-45-BZ— Application,  December  27,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner _ (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  a  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 

794.45.BZ— Application,  October  18,  1945,  under  sec¬ 
tions  7b  and  21  of  the  zoning  resolution,  of  Arthur 
Weiser,  applicant,  on  behalf  of  Pannonia  Realty  Co., 
owner,  to  permit  in  a  residence  and  restricted  retail  use, 
B  area  district,  the  erection  of  a  class  A  multiple  dwel¬ 
ling  and  restaurant,  occupying  more  than  the  permitted 
area;  premises  32-36  East  65th  street,  south  side,  60  ft. 
east  of  Madison  avenue  (Block  1379,  Lots  48  to  50,  in¬ 
clusive),  Borough  of  Manhatttan. 

104-46-BZ— Application,  February  11,  1946,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  Harold  L.  Young, 
applicant,  on  behalf  of  132-134  West  124th  Street  Corp., 


owner,  to  permit  in  a  business  use  district,  the  change 
of  occupancy  from  stable  and  wagon  repair  shop,'  to 
steam  laundry  and  factory  using  more  than  permitted 
floor  area  of  building  for  manufacturing;  premises  132- 
134  West  124th  street,  south  side,  300  ft.  west  of  Lenox 
avenue  (Block  1908,  Lot  46),  Borough  of  Manhattan. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

156-46-BZ — Application,  February  20,  1946,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  Martyn  N.  Weston, 
applicant,  on  behalf  of  Arthur  Herz,  owner,  to  permit 
in  a  residence  use  district,  the  conversion  to  printing 
shop  from  former  carpenter  shop  and  lumber  yard; 
premises  270-272  West  19th  street,  south  side,  150  ft. 
east  of  8th  avenue  (Block  768,  Lots  75  and  76),  Bor¬ 
ough  of  Manhattan. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

182-46-BZ — Application,  March  6,  1946,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt, 
applicant,  on  behalf  of  Queens  Windsor  Corp.,  owner, 
to  permit  in  a  residence  and  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  commercial  structure,  occupying 
more  than  permitted  area  and  not  having  required  rear 
yard,  with  an  entrance  to  loading  platform  within  resi¬ 
dence  district,  and  using  premises  for  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  108-36  to 
108-48  Queens  boulevard,  and  107-34  road  (Windsor 
place),  southeast  corner  (Block  3257,  Lots  1  and  45), 
Forest  Hills,  Borough  of  Queens. 

1115-40-BZ — Applicant  of  William  B.  O’Connor,  appli¬ 
cant,  on  behalf  of  Truck  Terminals,  Inc.,  owner,  re¬ 
opened  April  9,  1946  for  consideration  as  to  extension 
of  variance  (expired  by  limitation) — Application,  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  for  a  term  of  two  years,  permitting 
in  a  business  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles;  premises  2101-2109  Surf 
avenue,  northwest  corner  of  West  21st  street  (Block 
7058,  Lots  27  to  50,  inclusive),  Borough  of  Brooklyn. 

84-46-BZ — Application,  February  6,  1946,  under  sections 
7b,  7c  and  21  of  the  zoning  resolution,  of  Kitze*  & 
Nurick,  applicants,  on  behalf  of  Cypress  Homes  Corp., 
owner  (Cypress  Hills  Swimming  Pool,  Inc.,  lessee), _  to 
permit  in  residence  and  unrestricted  use  district,  swim¬ 
ming  pool,  bath  houses,  recreation  facilities  and  supply 
room;  premises  852-874  Jamaica  avenue,  and  2-20  Hem¬ 
lock  street,  southwest  corner  (Block  4106,  Lot  39), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

145-46-A — 852-874  Jamaica  avenue,  and  2-20  Hemlock- 
street,  southwest  corner  (Block  4106,  Lot  39),  Borough 
of  Brooklyn. 

50-46-A — 60-82  Washington  street,  west  side,  1-27  Flint 
street,  27-37  York  street  and  66-76  Front  street,  entire 
block  (5th  floor);  (Block  50,  Lot  1),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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MAY  7,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  7,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Rules. 

465-44-SR — Proposed  Amendments  to  Rules  on  Exterior 
Veneering  Materials. 

Appeals  from  Administrative  Decisions. 

185-46-A — 20-24  Exchange  place  and  22  William  street, 
southwest  corner  (15th  to  19th  floors,  inclusive);  (Block 
27,  Lots  27,  31,  33  and  36),  Borough  of  Manhattan. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312',  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

166-46-A — 18-20  West  street,  east  side,  75  ft.  south  of 
Morris  street,  and  28-32  Washington  street  (Block  15, 
Lot  19),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  14,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  Ad ay  14,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

811-26-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  E.  Winkle,  owner,  reopened 
February  13,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
trict,  the  extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium,  auto 
laundry  and  minor  repairs;  premises  93-02  to  93-14 
Atlantic  avenue,  and  94-02  to  94-08  Woodhaven  boule¬ 
vard,  southwest  corner  (Block  9033,  Lot  1),  Woodhaven, 
Borough  of  Queens. 

57-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner, 
to  permit  in  residence  and  business  use,  C  and  F  area 
districts,  the  erection  of  a  commercial  building,  with 
exit  from  cellar  through  the  residence  district  contrary 


to  law,  and,  also  exceeding  the  permitted  area  at  curb 
level;  premises  168-01  to  168-09  Hillside  avenue,  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block 
9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Prokauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito¬ 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

776-45-BZ— Application,  December  7,  1945,  under  section 
21-c  of  the  zoning  resolution,  of  New  York  City  Hous¬ 
ing  Authority,  applicant  and  owner,  to  permit  in  resi¬ 
dence  and  retail  use,  D  area  district,  and  Class  1  height 
district,  the  erection  of  fireproof  Class  “A”  multiple 
dwellings,  provided  with  dormers,  the  area  of  which 
dormers  will  be  in  excess  of  that  permitted  under  section 
9c,  when  computed  on  basis  of  projected  street  lines; 
premises  East  Houston  street,  to  East  6th  street,  be¬ 
tween  Avenue  D  and  East  River  drive  (Block  356,  Lot 
1),  Lillian  Wald  Houses  (Buildings  No.  2,  3,  4  and  10), 
Borough  of  Manhattan. 

155-46-BZ — Application,  March  1,  1946,  under  section 
7 a  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Arjoy  Realty  Corp.,  owner,  to 
permit  in  a  retail  use  district,  the  extension  of  present 
building,  using  more  than  the  permitted  area;  premises 
408  8th  avenue,  east  side,  73.3  ft.  south  of  West  31st 
street  (Block  780,  Lot  4),  Borough  of  Manhattan. 

246-46-BZ — Application,  April  8,  1946,  under  section  21 
of  the  zoning  resolution,  of  Hugh  G.  Bergen,  applicant, 
on  behalf  of  President  and  Directors  of  The  Manhattan 
Co.,  owner,  to  permit  in  a  business  use,  C  area  district, 
the  extension  of  present  building,  using  more  than  per¬ 
mitted  area;  premises  257  Beach  116th  street,  west  side, 
200  ft.  south  of  Newport  avenue  (Block  664,  Lot  17), 
Rockaway  Beach,  Borough  of  Queens. 

20-46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  1  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  14,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  14,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  of  the  following  matter : 

Appeal  from  Administrative  Decision. 

224-46-A — 57-08  Grand  avenue,  south  side,  60  ft.  8 J6  in. 
east  of  Rust  street  (Block  2621,  Lot  34  and  Block  2622, 
Lot  59),  Maspeth,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  proposed  mapped  street 
— Malcolm  place). 

HARRIS  H.  MURDOCK,  Chairman. 
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PROPOSED  AMENDMENTS  TO  RULES  ON  EXTERIOR  VENEERING  MATERIALS 


(465-44-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon,  May  7,  1946  at  2  P.M.,  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  Proposed  Amend¬ 
ments  to  Rules  on  Exterior  Veneering  Materials. 

Authority  : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  of  the  Administrative 
Building  Code,  these  rules  are  to  supplement  the  existing 
requirements  of  the  Administrative  Building  Code,  Sections 
C26-437.0,  C26-438.0,  C26-439.0,  C26-544.0  through  C26-550.0, 
C26-544.0  and  C26-550.1  j. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  pertaining  to  exterior  veneering  materials  not 
exceeding  2"  in  thickness,  so  as  to  provide  for  the  sufficiency 
of  attaching  and  anchoring  mediums  on  such  exterior  veneers 
in  accordance  with  the  intent  of  the  Administrative  Building 
Code  as  outlined  in  Section  C26-3.0.  They  shall  apply  to 
veneering  materials  of  metal,  cement-asbestos,  precast  or 
natural  stone,  marble,  ceramic,  tile,  concrete  masonry  units, 
glass  sheets,  glass  block,  plastic  materials  and  other  veneer¬ 
ing  materials,  as  may  be  approved  by  the  Board.  Note: 
These  rules  shall  not  apply  to  interior  veneering  materials. 

Extracts  from  the  Administrative  Building  Code  contained 
herein  in  small  type  have  been  assigned  decimal  rule  num¬ 
bers  for  convenient  reference  only  and  are  not  to  be  construed 
as  rules. 

Rule  1.0  General. 

1 . 1  These  rules  shall  apply  to  all  materials  used  as 
exterior  veneers  of  a  thickness  not  exceeding 
two  inches,  bonded  or  unbonded,  and  with  or 
without  air  spaces  between  the  veneer  and  the 
supporting  surface. . 

1.2  Veneer  materials  shall  not  be  credited  with 
contributing  to  the  total  wall  thickness,  the 
stress  resisting  sections,  or  to  the  fire  resistive 
value  of  the  composite  construction  unless 
specifically  approved  by  the  Board  for  any 
given  combination  of  materials. 

1.3  Veneer  materials  shall  not  be  used  to  support 
vertical  loads  other  than  the  veneering  mate¬ 
rial  above  unless  permitted  otherwise  as  pro¬ 
vided  for  in  Rule  1.3.  Where  openings  occur 
the  veneer  shall  be  supported  by  substantial 
lintels  of  incombustible  materials. 

1.4  All  joints  between  masonry  veneer  materials 
shall  be  filled  flush  with  mortar  or  approved 
mastic  cement.  Around  wall  openings  the 
joints  between  the  veneer  and  backing  material 
shall  be  filled  flush  with  similar  materials. 
Gypsfim  shall  not  be  used  in  veneer  exposed  to 
the  weather  except  for  temporary  tacking  and 
supplementary  to  the  anchorage  and  cement 
mortar  requirements  set  forth  in  these  rules. 

1.5  All  rosettes,  toggle  or  expansion  bolts,  metal 
reinforcements,  bolts,  clips,  tie  wires  and  sup¬ 
ports  shall  be  of  non-corroding  metal  and  of 
a  type  and  for  uses  as  may  be  approved  by 
the  Board. 

1.6  Veneering  material  shall  not  be  placed  over 
existing  veneering  material. 

1.7  Veneering  when  placed  on  a  structure  shall 
not  encroach  beyond  the  building  line. 

1.8  Before  attaching  veneering  materials  to  any 
surface,  the  soundness  of  structural  members 
shall  be  examined  by  exposing  the  structural 


members  and  when  found  necessary,  reinforce¬ 
ment  or  replacement  of  structural  members 
shall  be  made  to  the  satisfaction  of  the  bor¬ 
ough  superintendent. 

1.9  Signs  shall  be  so  hung  that  their  weight  shall 
not  bear  on  the  veneering  material  and  shall 
be  supported  by  grounds  set  in  the  supporting 
wall. 

1 . 10  Veneering  materials  used  above  the  first  floor 
shall  be  installed  in  a  manner  permitting  fire 
department  access  to  each  floor  by  means  of 
existing  or  new  windows  or  readily  accessible 
access  panels  installed  as  provided  in  C26- 
550.1d. 

1.11  Where  openings  occur  in  a  wall,  the  veneer 
shall  be  supported  by  a  structural  member  of 
incombustible  material. 

1.12  All  masonry  walls  shall  be  cleaned  of  dust  and 
dampened  before  stone,  marble,  precast  con¬ 
crete  units,  tile  or  terra  cotta  is  applied. 

Rule  2.0  Metal  Veneers. 

2.1  Metal  veneers  shall  be  of  non-ferrous  materials 
or  of  steel  sheets  protected  on  all  sides  by  por¬ 
celain  enamel  or  other  approved  corrosion  re¬ 
sistant  surfacing. 

2.2  Metal  veneers  shall  be  securely  attached  to  the 
supporting  construction  with  approved  non¬ 
corroding  metal  hangers,  clips,  ties,  screws,  or 
bolts,  secured  to  the  metal  veneer  in  a  manner 
approved  by  the  Board  for  each  specific  veneer¬ 
ing  material,  and  spaced  not  more  than  16"  o.c. 
vertically  and  24"  o.c.  horizontally.  Veneer 
units  exceeding  4  sq.  ft.  in  area  shall  be  at¬ 
tached  to  the  construction  at  not  less  than  four 
points,  so  distributed  as  to  render  adequate 
attachment  to  the  supporting  construction. 

2.3  Where  allowed  to  be  used  all  corrosive  sup¬ 
ports  for  metal  veneers  shall  be  adequately 
protected  from  the  effects  of  the  elements  by 
painting  with  approved  paint,  galvanizing  or 
other  equivalent  means.  Where  the  use  of 
wood  is  permissible  all  wood  used  with  metal 
veneers  shall  be  impregnated  with  creosote  or 
other  approved  preservative  material. 

2.4  The  joints  and  edges  of  all  metal  veneers  shall 
be  caulked  or  painted  with  approved  water¬ 
proofing  materials  or  other  approved  equiva¬ 
lent  methods  of  providing  resistance  against 
moisture  penetration. 

2.5  The  height  of  walls  veneered  with  metal  units 
on  walls  other  than  panel  or  enclosure  walls 
shall  be  not  more  than  40  ft.  above  the  founda¬ 
tions 

Rule  3.0  Precast  or  Natural  Stone,  Marble,  Structural  Clay, 

Ceramic  and  Porcelain  Tile,  Terra  Cotta  and  Pre¬ 
cast  Concrete  Units. 

3.1  C26-157.0  Veneered  Wall. — The  term  “veneered  wall” 
shall  mean  a  wall  with  a  masonry  facing  which  is  at¬ 
tached  to,  but  not  bonded  so  as  to  form  an  integral 
part  of,  the  wall  for  purposes  of  load  bearing  and 
stability. 

3.2  C26-437.0  Anchorage  for  veneered  masonry  walls. — 
When  masonry  walls  are  veneered  with  brick,  architec¬ 
tural  terra  cotta,  stone  or  other  masonry,  the  material 
shall  be  securely  tied  into  the  backing  with  the  equiva¬ 
lent  of  the  following  minimum  anchorage  requirements: 

1 .  For  anchorage  of  brick  veneering  on  masonry,  one 
substantial  non-corroding  metal  wall  tie  for  each 
three  hundred  square  inches  of  wall  surface. 

2.  For  anchorage  of  architectural  terra  cotta  and  other 
moulded  units  on  masonry,  one  non-corroding  metal 
anchor  at  least  equal  to  five-sixteenths  of  an  inch 
round  or  one-eighth  of  an  inch  by  three-quarters  of 
an  inch  flat  in  sectional  area  to  each  piece  and  two 
or  more  such  anchors  to  all  pieces  over  18  inches 
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in  length  or  more  than  three  hundred  square  inches 
in  superficial  area,  except  where  such  architectural 
terra  cotta  facing  is  bonded  and  completely  filled 
with  the  brick  backing. 

3.  hor  anchorage  of  stone  veneering  on  masonry,  otie 
non-corroding  anchor  at  least  three-sixteenths  of  an 
inch  by  one  inch  flat,  or  its  equivalent  in  cross 
sectional  area,  to  each  piece  over  one-half  of  a 
square  foot  in  face  area  and  at  least  two  anchors 
to  all  pieces  over  24  inches  in  length  or  more  than 
four  hundred  square  inches  in  superficial  area. 

3.3  For  slabs  of  natural  stone  or  marble  which  arc 
tough  and  hard  and  over  2  square  feet  and  up 
to  4  square  feet  in  area  there  shall  be  at  least 
three  anchors,  from  4  square  feet  to  12  square 
feet,  at  least  four  anchors,  from  12  square  feet 
to  20  square  feet  at  least  six  anchors  and  on 
slabs  exceeding  20  square  feet,  anchors  shall 
be  provided  at  the  rate  of  one  anchor  for  each 
three  square  feet  of  area.  All  anchors  shall 
be  seated  in  cement  mortar  in  a  suitable  hole 
sunk  in  masonry  backing.  Such  anchors  shall 
be  of  non-corrosive  metal  not  less  than  l/%”  in 
diameter. 

3.4  When  z>eneering  is 'used  in  a  continuous  zvall 
more  than  25  feet  in  length  zvithout  openings, 
suitable  vertical  expansion  joints  shall  be  pro- 
znded  at  approximately  25  foot  intervals 
through  the  entire  height  of  the  veneer. 

3.5  [3.3]  C26-438.0  Thi  kness  and  height  of  veneered  walls. — 

In  all  cases  the  veneering  shall  be  excluded  in  calculat¬ 
ing  the  bearing  wall  thickness  and  the  required  thick¬ 
ness  of  the  wall.  The  maximum  height  of  veneering 
on  walls,  other  than  panel  or  enclosure  walls,  shall  be 
forty  feet  above  the  foundations. 

3.6  [3.4]  C26-439.0  Veneered  wood  frame  structures. — a.  Wood 

frame  structures  may  be  veneered  with  masonry  laid 
up  in  cement  or  cement-lime  mortar.  Such  veneer 
shall  be  anchored  to  the  frame  by  non-corroding  metal 
ties  equivalent  to  the  following  minimum  requirements: 

1.  For  anchorage  of  brick  veneer  on  frame  structures, 
one  wall  tie  to  every  160  square  inches  of  wall  area. 

2.  For  anchorage  of  stone,  architectural  terra  cotta  and 
other  moulded  units  on  frame  structures,  one  spike 
anchor  or  two  wall  ties  to  every  two  hundred  sixty 
square  inches  of  wall  area. 

b.  It  shall  be  unlawful  to  use  such  veneer  on  frame 
structures  above  a  maximum  height  of  35  ft.  above 
the  foundation;  it  shall  be  unlawful  also,  to  use  such 
veneer  on  structures  having  more  than  two  stories 
and  a  gable.  The  veneer  shall  be  directly  supported 
on  the  foundation. 

c.  Frame  structures  veneered  with  masonry  shall  be 
considered  to  be  in  a  different  class  from  masonry 
structures.  It  shall  be  unlawful  to  attribute  any 
structural  strength  to  the  veneer. 

3.7  [3.5]  Veneer  units  in  this  group  shall  be  of  approved 

type  and  not  be  greater  than  2  in.  in  thickness. 
The  surface  bond  of  veneer  units  with  the 
scored  parging  shall  be  adequately  scored  or 
provided  with  equivalent  keys  to  obtain  ade¬ 
quate  anchorage.  In  addition  to  the  attach¬ 
ment  herein  required,  the  anchorage  require¬ 
ments  of  C26-437.0  shall  be  complied  with. 
Equivalent  substitute  methods  of  anchorage 
consisting  of  non-corroding  pin  and  rosette  or 
a  continuous  angle  or  anchor  bolts  secured  to 
the  reinforcement  within  the  veneer  may  be 
used  when  approved  by  the  Board  for  any 
specific  veneering  material. 

3.8  [3.6]  The  parging  material  in  which  veneer  units 

are  embedded  shall  consist  of  a  portland  ce¬ 
ment  mortar  of  1  :2  mix,  1  part  of  approved 
Portland  cement  to  two  parts  of  screened  sand 
passing  through  a  20  mesh  screen  not  less  than 
Y  in.  thick  and  reinforced  with  4  in.  mesh 
(13  gauge)  galvanized  wire  reinforcement  or 
equivalent  reinforcing.  Such  reinforcement 
to  be  secured  to  the  masonry  or  concrete 
wall  with  approved  non-corroding  anchors  at 
the  rate  prescribed  in  C26-437.0.  When  the 
supporting  wall  is  of  wood  framework,  ap¬ 
proved  paper  backed  wire  lath  or  other  ap¬ 


proved  material  may  be  used  when  attached  to 
the  wood  framework  as  provided  in  C26- 
459.0h,  provided  the  weight  of  the  veneering 
materials  is  carried  on  an  incombustible  base. 
The  parged  surface  shall  be  trawled  to  a 
plane  surface  and  then  scratched  to  receive  the 
setting  bed.  The  setting  bed  of  not  less  Y%" 
thick  shall  not  be  applied  until  the  scratched 
parged  surface  is  set.  Prior  to  parging  ma¬ 
sonry  on  concrete  surfaces,  such  walls  shall  be 
thoroughly  wetted  prior  to  the  application  of 
the  parging  mortar. 

[3.8  Veneer  units  in  this  group  shall  be  not  greater 
than  144  sq.  in.  in  area.] 

3.9  [3.7]  Waterproofing  material  if  used  in  mortar  shall 
be  of  approved  type. 

3.10  [3.9]  The  base  for  supporting  veneers  shall  be  of 
suitable  incombustible  materials. 

3.11  [3.10]  All  veneer  units  used  in  Class  1,  2  and  3 
buildings  exceeding  20  ft.  in  height,  regardless 
of  thickness,  shall  be  attached  to  the  scored 
parged  surface  by  mechanical  anchorage  as 
provided  in  C26-437.0,  pars.  1,  2,  3  and  shall 
have  lugs,  keys  or  equivalent  scoring  of  the 
backside  of  the  veneer  unit  or  supported  on  re¬ 
lieving  shelf  angles  at  each  story  level. 

Rule  4.0  Glass  Veneer  on  the  exterior  of  structures  may  be 
used  only  in  accordance  with  the  provisions  of 
this  title  and  the  rule  of  the  Board. 

4.1  C26-545.0  Minimum  thickness. — The  minimum  thick¬ 
ness  of  glass  veneer  shall  be  eleven-thirty-seconds  ot 
an  inch,  except  where  glass  veneer  extends  within  4 
in.  or  less  of  the  sidewalk  level,  the  minimum  thickness 
of  that  portion  of  the  veneer  below  a  level  of  four 
inches  above  the  sidewalk  at  its  point  of  intersection 
with  the  veneer  shall  be  seven-sixteenths  of  an  inch. 

4.2  C26-546.0  Maximum  area  and  dimensions. — a.  The 
maximum  area  of  a  single  section  of  glass  veneer  shall 
not  exceed  10  sq.  ft.  in  area  when  15  ft.  or  less  above 
the  level  of  the  sidewalk  directly  below  shall  not 
exceed  6  sq.  ft.  in  area  when  more  than  15  ft;  above 
the  level  of  the  sildewalk  directly  below. 

b.  The  maximum  length  of  any  section  of  glass  veneer 
shall  be  60  in. 

4.3  C26-547.0  Edges. — All  edges  of  each  plate  of  glass 
veneer  shall  be  ground  square.  It  shall  be  unlawful  to 
use  mitred  joints. 

4.4  C26-548.0  Backing  for  glass  veneer. — Glass  veneer  may 
be  placed  only  against  substantial,  rigid,  incombustible 
surfaces  of  true  plane,  plumb  and  straight.  The  back¬ 
ing  shall  in  any  case  provide  rigidity  and  stability 
equal  to  or  greater  than  that  provided  by  one-inch 
thick  cement  mortar  on  wire  lath  secured  to  studs 
spaced  12  in.  or  less  on  centers.  It  shall  be  unlawful 
to  use  wood  backing  surfaces,  regardless  of  whether 
they  are  fireproofed. 

4.5  G26-549.0  Setting  of  glass  veneer. — a.  Glass  veneer 
shall  be  set  only  when  the  backing  is  thoroughly  dry 
and  after  the  application  of  a  thorough  and  uniform 
bond  coat  of  material  approved  by  the  board.  The  bond 
coat  shall  be  such  as  to  effectively  seal  the  portions  of 
the  veneer  backing  and  to  insure  against  the  obsorption 
of  the  vital  properties  of  the  mastic  cement. 

b.  Mastic  cement  approved  by  the  board  shall  be  ap¬ 
plied  to  the  back  surface  of  each  plate  of  the  glass 
veneer,  which  veneer  shall  be  applied  to  the  back¬ 
ing  with  a  sustantial  and  uniform  pressure  over 
its  entire  area  sufficient  to  flatten  out  the  gobs  of 
mastic  cement  to  a  thickness  of  between  one-quarter 
of  an  inch  and  five-eighths  of  an  inch.  Sufficient 
mastic  cement  shall  be  applied  to  insure  that  at 
least  60%  of  the  total  area  of  the  section  is  bonded 
to  the  backing. 

c.  The  bond  coat  and  the  mastic  cement  shall  be  of 
one  manufacture  and  shall  be  certified  to  be  of  such 
composition  as  to  insure  close  affinity  between  the 
two  materials. 

d.  Abutting  edges  of  glass  veneer  shall  be  ground 
square  and  uniformly  buttered  with  an  approved 
pointing  compound. 

e.  Where  glass  veneer  extends  to  the  sidewalk  surface 
each  such  section  shall  rest  on  two  cushions  of 
approved  resilient  material,  one  near  the  end  of 
each  such  section  or  plate.  Cushions  shall  be  one- 
quarter  of  an  inch  or  more  in  thickness.  The 
joint  between  the  bottom  edge  of  the  glass  section 
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and  the  top  of  the  sidewalk  shall  be  caulked  with  a 
waterproof  compound. 

f.  Where  the  glass  veneer  is  permitted  to  extend  below 
the  level  of  the  sidewalk  surface,  an  expansion 
joint  of  one-quarter  of  an  inch  or  more  shall  be 
provided  between  the  outer  face  of  the  glass  veneer 
and  the  edge  of  the  sidewalk.  Such  expansion  joint 
space  shall  be  filled  with  a  resilient  caulking  com¬ 
pound  from  the  level  of  the  sidewalk  surface  to  a 
depth  at  least  of  an  inch  below  such  level. 

g.  Where  glass  veneer  is  applied  at  an  elevation  more 
than  eight  feet  above  the  sidewalk  surface,  the 
mastic  cement  binding  shall  be  supplemented  by  the 
use  of  metal  clip  angles  of  a  design  approved  by 
the  Board.  Clips  shall  be  located  in  each  vertical 
or  horizontal  edge  of  each  section  of  veneer  and 
shall  be  secured  through  the  backing  directly  into 
the  wall  behind  by  means  of  expansion  bolts  and 
in  a  manner  satisfactory  to  the  superintendent. 
Angle  clips  shall  be  two  inches  or  more  in  length 
and  shall  be  of  at  least  No.  16  U.  S.  gauge,  and 
shall  be  so  designed  as  to  furnish  at  least  two-inch 
bearing  support  on  each  clip  and  shall  hold  the 
glass  in  a  vertical  plane  independently  of  the  mastic 
cement. 

h.  All  horizontal  joints  shall  be  cushioned  with  pads 
of  adhesive  asphaltic  tape  which  shall  extend  from 
the  rear  surface  of  the  glass  to  one-eighth  of  an 
inch  or  less  from  the  front  surface.  Horizontal 
joints  shall  be  buttered  with  joint  cement  over  the 
full  depth  of  the  joint,  including  the  surface  of  the 
cushion  tape. 

i.  Shelf  angles  of  approved  design  shall  be  set  at  ver¬ 
tical  intervals  of  3  ft.  or  less,  in  all  horizontal 
joints  located  8  ft.  or  less  above  the  sidewalk,  ex¬ 
cept  that,  where  there  are  show  windows  it  shall  be 
unnecessary  to  have  shelf  angles  below  the  level  of 
the  tops  of  the  show  window  bulkheads.  Shelf 
angles  shall  be  of  a  type  approved  by  the  board  and 
shall  be  secured  to  the  backing  in  a  manner  satis¬ 
factory  to  the  superintendent. 

j.  Where  glass  veneer  is  confined  between  non-resilient 
materials  at  ends,  expansion  shall  be  provided  for 
by  means  of  an  expansion  joint  at  each  end  of  one- 
quarter  of  an  inch  or  more  throughout  the  entire 
height  of  the  veneer. 

4.5.1  Clips  required  under  C26-549.0,  sub-section  g 
shall  be  non-corroding  and  located  in  each 
vertical  plane  in  horizontal  edge  of  each  sec¬ 
tion  of  veneer  and  shall  be  thoroughly  secured 
through  the  backing  by  means  of  non-corrod¬ 
ing  toggle  bolts  or  into  the  wall  directly  behind 
the  glass  veneer  by  means  of  non-corrodible 
expansion  bolts  at  least  1^4"  long. 

4.5.2  Shelf  angles  required  under  C26-549.0,  sub¬ 
section  i  shall  be  of  non-corroding  metal  of  a 


type  approved  by  the  board  and  shall  be  thor¬ 
oughly  secured  through  the  backing  by  means 
of  non-corroding  toggle  bolts  or  into  the  wall 
directly  behind  the  glass  veneer  by  means  of 
non-corroding  expansion  bolts  at  least  1J4" 
long. 

4.5.3  Glass  veneer  units  shall  be  separated  from  each 
other  and  adjoining  material  by  an  expansion 
joint  at  least  1/32"  wide.  Between  the  bolts 
and  the  veneer  units  there  shall  be  a  clearance 
of  1/64".  All  expansion  joints  shall  be  filled 
with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.4  Glass  veneer  material  shall  not  be  used  any 
higher  than  2  stories  and  nqt  exceeding  35  ft. 
in  height  above  the  foundation  of  the  struc¬ 
ture. 

4.5.5  Exposed  edges  of  glass  veneer  shall  be  flashed 
•  with  non-corrodible  sheet  metal  and  caulked 

with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.6  All  awning  .brackets  shall  be  set  so  as  to  be 
free  of  contact  with  the  glass  veneer.  Glass 
veneer  above  awning  boxes  shall  be  carried  by 
a  continuous  steel  angle  attached  to  the  wall 
by  anchors. 

4.5.7  Signs  shall  be  hung  clear  of  the  glass  veneer¬ 
ing  material. 

4.6  Glass  Blocks. 

4.6.1  C26-SS0. 1 

j.  Veneer  or  ashlar:  Glass  blocks  may  be  used  as 
exterior  wall  veneer  under  the  rules  of  the  Board. 

Note :  Investigation  has  shown  that  glass  block  is 
not  used  as  a  veneer  material  in  building  con¬ 
struction  and  when  uses  of  glass  block  are 
developed  as  veneer,  the  Board  will  then  con¬ 
sider  including  in  these  rules  the  safe  provi¬ 
sions  for  use. 

5.0  Veneering  units  of  a  type  unprovided  for  in  these  rules, 
may  be  used,  provided  they  are  approved  by  the  Board 
and  are  used  in  accordance  with  the  limitations  of  the 
approval. 

New  matter  is  indicated  in  italics.  Old  matter  in  brackets, 
to  be  omitted. 


NOTICE 

AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


402 


RULES 


RULES  FOR  FUSION  WELDING  AND  GAS  CUTTING 

RULES  COVERING  THE  SPECIFICATIONS  FOR  DESIGN,  FABRICATION  AND  INSPEC¬ 
TION  OF  FUSION  WELDED  STRUCTURES  AND  THE  QUALIFICATIONS  OF 

WELDERS  AND  SUPERVISORS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  25,  1938. 
EFFECTIVE  MARCH  21,  1938,  AND  .AMENDED  MAY  17,  1940,  EFFECTIVE  JUNE  10,  1940. 


Authority: 


[Cal.  No.  1-38-SR] 


Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  of  the 
Charter  of  the  City  of  Nezu  York  and  C26-514.0  of  the 
Administrative  Code  (8.62.2). 

SCOPE. 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  for  Fusion  Welding  as  permitted  under  C26-514.0 
of  the  Administrative  Code  (8.6.2.2)  reading: 

Fusion  welding  may  be  substituted  for,  or  used  in  combina¬ 
tion  with,  riveting  or  bolting  to  connect  or  assemble  the  com¬ 
ponent  parts  of  steel  beams,  girders,  lintels,  trusses,  columns 
and  other  structural  steel  used  in  building  construction  if 
done  under  rigid  inspection  and  specification,  in  accordance 
with  the  rules  of  the  Board.  These  Rules  shall  also  apply  to 
gas  cutting. 


Note:  Where  a  reference  in  parentheses  appears  after  the 
Administrative  Code  Section,  it  refers  to  the 
Section  of  the  New  Building  Code  as  formerly 
numbered. 

Rule  1.  Application  For  Permits 

1.1  No  person  shall  perform  gas  or  electric  welding  on 
structures  or  parts  thereof  erected  or  to  be  erected 
within  the  City  of  New  York  except  as  provided  in 
these  Rules  and  in  conformity  with  C26-211.0  of 
the  Administrative  Code  (2.3.2). 

1 . 2  The  commencement  of  any  structural  welding  work 
is  forbidden  until  an  application  for  a  permit  to 
perform  such  work  is  filed  with  and  approved  by 
the  Borough  Superintendent.  The  Borough  Superin¬ 
tendent  shall  be  notified  in  writing  at  least  48  hours 
prior  to  the  date  when  the  structural  welding  work 
is  to  commence.  C26-172.0  of  the  Administrative 
Code  (2.1.1.12). 

Rule  2.  Definitions. 

2.1  ARC  WELDING.  A  fusion  welding  process  where¬ 
in  the  welding  heat  is  obtained  from  electric  arc 
formed  between  the  base  metal  and  metal  electrode. 

2.2  BASE  METAL.  The  metal  upon  which  the  weld 
or  cut  is  made. 

2.3  BUTT  WELD.  A  butt  weld  is  a  weld  whose  throat 
lies  in  a  plane  disposed  approximately  90  degrees 
with  respect  to  the  surfaces  of  at  least  one  of  the 
parts  joined.  The  size  of  a  butt  weld  shall'  be  ex¬ 
pressed  in  terms  of  its  net  or  unreinforced  throat 
dimension  in  inches.  C26-158.0  of  the  Administra¬ 
tive  Code.  (.149). 

2.4  CONTINUOUS  WELD.  A  weld  which  is  un¬ 
interrupted  throughout  the  length  of  the  joint. 

2.5  CRATER.  An  unfilled  concave  depression  in  the 
fusion  area  of  an  arc  weld  resulting  from  penetra¬ 
tion  of  the  welding  arc  into  the  metal  thereunder. 

2.6  FILLER  METAL.  Metal  especially  prepared  for 
addition  to  the  weld.  This  term  shall  apply  to  this 
material  only  before  deposition. 

2.7  FILLET  WELD.  A  fillet  weld  is  a  weld  of  ap¬ 
proximately  triangular  cross  section,  whose  throat 
lies  in  a  plane  disposed  (inclined)  approximately 


45  degrees  with  respect  to  the  surfaces  of  the  parts 
joined.  The  size  of  a  fillet  weld  shall  be  expressed 
in  terms  of  the  width  in  inches  of  its  adjacent 
fused  sides.  C26-158.0  of  the  Administrative  Code 
(1.149). 

2.8  FLAT  WELD.  A  weld  made  by  the  fusion  weld¬ 
ing  process  on  a  horizontal  plane  or  one  inclined 
not  over  45  degrees  to  the  horizontal,  the  weld 
being  made  from  the  upper  side  of  the  parts  joined. 

2.9  FUSION  WELDING.  Fusion  welding  is  the  pro¬ 
cess  of  joining  metal  parts  in  the  molten,  or  molten 
and  vapor  states,  without  the  application  of  mechan¬ 
ical  pressure  or  blows.  Under  these  rules  fusion 
welding  is  restricted  to  arc  and  gas  welding  pro¬ 
cesses.  C26-75.0  of  the  Administrative  Code 
(1.67). 

2.10  GAS  CUTTING.  Gas  cutting  is  the  process  of 
severing  ferrous  metals  by  means  of  the  chemical 
behavior  of  oxygen,  in  the  presence  of  ferrous 
metals  at  high  temperatures,  to  produce  a  kerf,  or 
cut,  of  uniform  width  without  burning  the  edges 
of  the  kerf  or  cut.  C26-77.0  of  the  Administrative 
Code.  (1.69). 

2.11  GAS  WELDING.  A  fusion  welding  process  in 
which  the  heat  of  welding  is  supplied  by  the  com¬ 
bustion  of  oxygen  and  acetylene  or  other  fuel  gas 
in  a  suitable  torch.  Filler  metal  may  be  melted 
from  a  welding  rod.  Under  these  rules,  gas 
welding  is  restricted  to  the  oxy-acetylene  process 
wherein  filler  metal  is  added. 

2.12  HORIZONTAL  WELD.  A  weld  made  by  the 
fusion  welding  process  on  a  plane  vertical  or  in¬ 
clined  less  than  45  degrees  with  the  vertical,  the 
linear  direction  of  the  weld  being  horizontal  or  in¬ 
clined  not  more  than  45  degrees  to  the  horizontal. 

2.13  LAYER.  A  stratum  of  weld  metal  of  a  fusion  weld 
and  consisting  of  one  or  more  interwoven  beads. 

2.14  OVERHEAD  WELD.  A  weld  made  by  the  fusion 
welding  process  on  a  horizontal  plane  or  one  in¬ 
clined  not  over  45  degrees  to  the  horizontal,  the  weld 
being  made  from  the  underside  of  the  parts  joined. 

2.15  OVERLAP.  A  condition  of  lack  of  fusion  where 
the  deposited  metal  has  overflowed  the  fused  area  of 
metal. 

2.16  PENETRATION.  The  linear  distance  that  the 
deposited  metal  penetrates  below  the  original  sur¬ 
face  of  the  base  metal. 

2.17  ROOT.  A  root  is  the  zone  at  the  bottom  of  the 
cross-sectional  space  provided  to  contain  a  fusion 
weld.  C26-312.  (CL)  of  the  Administrative  Code 
(1.122). 

2.18  SLOT  WELD.  A  weld  made  in  an  enclosed  or 
partially  enclosed  opening  formed  in  one  of  the  parts 
of  a  lap  joint. 

2.19  SUPERINTENDENT.  Wherever  the  word  “Su¬ 
perintendent”  appears  in  these  Rules,  it  shall  mean 
the  Borough  Superintendent  of  Housing  and  Build¬ 
ings  of  the  borough  having  jurisdiction. 

2.20  TACK  WELD.  A  weld  of  random  size  or  shape 
intended  only  to  fix  a  member  or  part  thereof 
of  a  structure,  in  correct  position  preparatory  to 
final  welding,  and  shall  not  be  considered  to  trans¬ 
mit  stress. 
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2.21  THROAT.  The  minimum  thickness  of  a  weld 
along  a  straight  line  passing  through  the  root. 
Throat  of  a  fillet  weld  is  the  distance  along  a  line 
from  the  root  to  the  hypothenuse  at  right  angles 
thereto,  of  the  largest  isosceles  triangle  which  can  be 
constructed  in  the  cross  section  of  the  fillet  weld. 
The  throat  of  a  butt  weld  shall  be  equal  to  the  thick¬ 
ness  of  the  thinner  part  joined.  C26-53.0  of  the 
Administrative  Code  (1.144). 

2.22  UNDERCUT.  A  condition  wherein  the  base  and 
weld  metal  is  melted  away  leaving  a  depression,  the 
surface  of  which  lies  below  the  designed  surface 
contour  of  the  joint. 

2.23  VERTICAL  WELD.  A  weld  made  by  the  fusion 
welding  process  on  a  plane  vertical  or  inclined  less 
than  45  degrees  with  the  vertical,  the  linear  direc¬ 
tion  of  the  weld  being  vertical  or  inclined  not  more 
than  45  degrees  to  the  vertical. 

2.24  WELD  DIMENSIONS.  The  dimensions  of  a  weld 
shall  be  expressed  in  terms  of  its  size  and  length. 
C26-158.0  of  the  Administrative  Code  (1.149). 

2.25  WELD  LENGTH.  Shall  be  considered  to  be  the 
unbroken  length  of  the  full  cross-section  of  the 
weld  exclusive  of  the  length  of  any  craters.  C26- 
158.0  of  the  Administrative  Code  (1.149). 

Rule  3.  Design  and  Supervision. 

3 . 1  The  licensed  architect  or  licensed  professional  en¬ 
gineer  designing  or  supervising  the  construction  of 
a  welded  structure  shall  be  experienced  and  skilled 
in  such  work.  C26-515.0  (c)  (8.6.2.3.3). 

3.2  PERMISSIBLE  UNIT  STRESSES. 

In  the  design  of  welded  structures  or  parts  thereof  the 
stress  at  every  connection  must  be  accurately  calculated 
and  the  required  amount  and  the  exact  type  and  location 
of  weld  and  filler  metal  with  respect  to  the  parts  joined  be 
specified. 

3.2.1  Welded  joints  shall  be  so  proportioned  that 
the  maximum  stresses  shall  be  less  than  the 
following  amounts  in  pounds  per  square  inch.- 


Shear  on  section  through  the  throat 

of  a  weld .  11,300 

Tension  on  section  through  the  throat 

of  a  weld .  13,000 

Compression  on  section  through  the 
throat  of  a  weld .  15,000 


Maximum  fiber  stresses  due  to  bending 
shall  not  exceed  the  maximum  values  allowed 
above  for  tension  and  compression  respec¬ 
tively.  C26-368.0b  (6)  of  the  Administrative 
Code  (7.4.5. 6). 

3.2.2  Stress  on  a  fillet  weld  shall  be  considered  as 
shear  for  any  direction  of  the  applied  stress. 

3.2.3  Adequate  provision  shall  be  made  for  bending 
stresses  due  to  eccentricity  in  the  disposition 
or  section  of  base  metal  parts. 

3.2.4  The  allowable  compressive  strength  mentioned 
in  these  Rules  is  not  intended  to  prevent  butt 
welds  being  used  across  the  entire  section  to 
transmit  the  total  compressive  stress  in  com¬ 
pressive  flanges  of  beams,  girders,  truss  plates 
or  compression  blocks  or  other  members  pro¬ 
tected  against  lateral  deflection  even  though 
such  stress  exceeds  15,000  lbs.  per  sq.  in.,  but 
not  exceeding  the  maximum  allowable  com¬ 
pressive  stress  in  the  parts  joined. 

3.3  WORKING  STRESSES  FOR  WINDLOADS. 
When  the  stress  in  any  member  due  to  wind  is  less 
than  33/%  of  the  stress  due  to  live  and  dead  loads, 
it  may  be  neglected.  For  combined  stresses  due  to 
wind  and  other  loads,  the  permissible  working 
stresses  may  be  increased  33/%,  provided  the  sec¬ 
tion  thus  found  is  at  least  that  required  by  the  dead 


and  live  loads  alone.  For  stresses  due  to  wind 
only,  the  permissible  working  stress  shall  be  the 
same  as  for  live  and  dead  loads.  C26-372.0,  373.0 
and  374.0  of  the  Administrative  Code  (7.4.8) 

3.4  WELDED  GIRDERS.  In  welded  girders  the  con¬ 
nection  of  component  parts  of  flanges  to  each  other 
and  of  flanges  to  webs  shall  be  by  continuous  or 
intermittent  fillet  welds  designed  to  transmit  the 
stress.  C26-520.0  (d)  of  the  Administrative  Code 
(8.6.2.8.4). 

3.5  Girders  shall  be  proportioned  either  by  their  mo¬ 
ments  of  inertia  or  by  the  flange-area  method ;  in 
the  latter  method,  when  applied  to  a  welded  girder 
having  no  holes  in  the  web,  1/6  of  the  web  area 
may  be  considered  a  part  of  the  area  of  each  flange. 
Stiffeners  may  be  either  angles  or  flat  plates,  welded 
to.  the  web  and  flanges  by  welds  designed  to  trans¬ 
mit  the  stresses. 

3.6  BEAMS.  The  use  of  continuous  beams  and  girders, 
shall  be  permitted  provided  their  welded  connec¬ 
tions  be  designed  to  transmit  the  stresses  involved 
in  continuous  beam  construction  and  columns  are 
designed  for  the  moment  added  by  such  construc¬ 
tion.  At  the  ends  of  non-continuous  beams,  the 
connections  shall  be  designed  to  avoid  excessive 
secondary  stresses  due  to  bending. 

3.7  WELDED  COLUMNS.  C26-520.0  (e)  of  the  Ad¬ 
ministrative  Code  (8.6.2.8.5).  Fillet  welds  connect¬ 
ing  the  component  parts  of  a  built-up  column  may 
be  either  continuous  or  intermittent.  If  intermittent, 
the  length  of  each  weld  at  the  ends  of  the  column 
shall  be  equal  to  the  least  width  of  the  column. 
The  length  of  the  intervening  welds  shall  be  at 
least  one  and  one-half  inches,  spaced  at  most  four 
inches  in  the  clear.  The  size,  length  and  spacing 
of  the  fillet  welds  shall  be  such  as  to  provide  the 
same  strength,  per  unit  of  column  length,  as  the 
allowable  .  shearing  stresses  in  structural  steel  for 
power  driven  rivets.  Lattice  bars  and  tie  plates 
shall  be  .welded  so  as  to  obtain  strength  equal  to 
that  specified  in  C26-368.0b  (6)  of  the  Administra¬ 
tive  Code  (7.4.5. 4).  Shearing  stresses. 

3.7.1  Where  column  splices  are  welded,  welds  must 
be  provided  equal  in  strength  to  the  shear 
of  the  standard  column  splice. 

3.8  WELDED  BUTT  JOINTS.  The  edges  of  base 
metal  parts,  one-quarter  inch  or  more  in  thickness, 
transmitting  stress  by  means  of  butt  welds  shall 
be  beveled.  For  single  and  double  “V”  joints,  the 
bevel  of  each  part  shall  be  at  least  30  degrees.  For 
single  and  double  bevel  joints,  the  bevel  shall  be  at 
least  45  degrees. 

Before  welding,  the  root  edge  or  face  of  one 
part  shall  be  separated  from  the  root  edge  or  face 
of  the  other  part  by  not  less  than  1/16  inch  nor 
more  than  /  inch. 

Butt  welds  shall  be  reinforced  by  depositing  ad¬ 
ditional  metal  on  the  weld  to  a  height  extending 
beyond  the  surface  of  the  thinnest  part  joined.  The 
height  of  such  reinforcements  shall  be  at  least  the 
following  percentages  of  the  thickness  of  the  thin¬ 
nest  part  joined;  20  percent  for  single  “V”  and 
single  bevel  butt  welds,  and  12/  percent  on  each 
side,  for  double  “V”  and  double  bevel  butt  welds. 
C26-520.0(f)  of  the  Administrative  Code  (8.6.2.8.6). 

3.9  FILLET  WELDS.  The  length  of  any  fillet  weld 
shall  be  made  not  less  than  four  times  the  weld  size 
or  else  the  size  of  the  weld  shall  be  considered  not 
to  exceed  ,/  of  the  length  for  purposes  of  calcu¬ 
lating  strength  under  these  rules. 

3.10  WELDS  IN  SLOT  OR  HOLES.  When  welding 
inside  a  slot  or  hole  in  a  plate  or  other  part,  in 
prder  to  join  same  to  an  underlying  part,  fillet 
welding  may  be  used  along  the  wall  or  walls  of  the 
slot  or  hole,  but  the  latter  shall  not  be  filled  with 


404 


RULES 


weld  metal  or  partially  filled  in  such  manner  as  to 
form  a  direct  weld-metal  connection  between  oppo¬ 
site  walls,  except  that  fillet  welds  along  opposite 
walls  may  overlap^  each  other  for  a  distance  of 
one-fourth  of  their  size.  No  slot  or  hole  shall  be 
less  in  width  or  diameter  than  \l/2  times  its  depth. 

3.11  FIELD  RIVETED,  BOLTED  AND  WELDED 
CONNECTIONS.  C26-521.0  of  the  Administrative 
Code  (8.62.9). 

3.11.1  In  tier  structures  less  than  125  feet  high,  in 
which  the  height  is  less  than  two  and  one- 
half  times  the  minimum  horizontal  dimen¬ 
sion,  all  column  splices  and  field  connections 
may  be  bolted. 

3.11.2  In  structures  in  which  the  height  is  over  100 
feet  and  is  more  than  two  and  one-half  times 
the  minimum  horizontal  dimension,  and  in 
structures  100  feet  or  less  in  height  in  which 
the  height  is  more  than  four  times  the  mini¬ 
mum  horizontal  dimension,  column  splices 
and  connections  to  columns  shall  be  riveted 
or  welded. 

3.11.3  In  structures  over  125  feet  in  height  and  in 
all  structures  of  a  special  character,  connec¬ 
tions  of  beams  and  girders  to  columns,  and 
beams  and  girders  bracing  columns  shall  be 
riveted  or  welded.  Column  splices  in  struc¬ 
tures  200  feet  or  more  in  height  shall  be 
riveted  or  welded.  Column  splices  in  tier 
structures  less  than  200  feet  high  (except  as 
provided  in  the  preceding  paragraph)  may  be 
bolted. 

3.11.4  All  other  field  connections  may  be  bolted 
(except  that,  in  all  structures,  the  connec¬ 
tions  for  supports  for  running  machinery  or 
other  moving  loads  shall  be  riveted  or 
welded). 

3.11.5  Within  existing  structures  steel  work  for 
alterations,  or  additions  (except  to  the  main 
structural  framework),  which  do  not  affect 
existing  column  splices,  connections  and  other 
riveted  or  welded  work,  may  be  bolted. 

3.12  COMPLETION  OF  WORK. 

Upon  the  completion  of  all  structural  welding 
operations,  the  licensed  architect  or  licensed  pro¬ 
fessional  engineer  responsible  for  the  design  of 
the  structure  shall  certify  to  the  Borough  Superin¬ 
tendent  that  the  fabrication  and  welding  of  such 
structure  have  been  carefully  inspected  and  that  the 
requirements  of  his  design  and  these  Rules  have 
been  fulfilled  in  every  respect  by  the  contractor 
who  has  done  the  welding. 

Rule  4.  Board  of  Examiners  for  Welders. 

4.1  The  Board  of  Examiners  for  Welders  provided  for 
in  C26-209.0  of  the  Administrative  Code  (2.3),  shall 
be  appointed  by  the  Commissioner  of  Housing  and 
Buildings  from  members  of  the  staff  of  the  De¬ 
partment  as  recommended  by  the  Borough  Superin¬ 
tendents.  All  certificates  of  qualification  issued  shall 
be  uniform  for  the  five  Boroughs.  There  shall  be  a 
separate  certificate  for  gas  welding  and  for  electric 
arc  welding,  which  certificates  shall  not  be  inter¬ 
changeable  and  shall  apply  specifically  to  the  type  of 
work  to  be  done  and  shall  be  issued  in  accordance 
with  Rule  5. 

4.2  WELDERS  TO  BE  QUALIFIED.  No  person 
shall  perform  welding  work  on  any  structural 
member  of  a  structure  without  having  obtained  a 
certificate  of  qualification  from  the  Board  of  Exam¬ 
iners  for  Welders.  C26-211.0  of  the  Administrative 
Code  (2.3.2). 

4.2.1  Before  a  certificate  of  qualification  may  be 
issued  authorizing  a  person  to  perform  weld¬ 
ing  work  on  any  structural  member  of  a 


structure,  the  person  applying  for  such  cer¬ 
tificate  shall  have  submitted  to  and  satisfac¬ 
torily  passed  an  examination  to  determine  his 
qualifications,  conducted  by  Board  of  Exam¬ 
iners  for  Welders  to  be  appointed  by  the  Com¬ 
missioner.  A  certificate  of  qualification  shall 
be  issued  to  each  applicant  having  proved  his 
qualifications  and  upon  the  payment  of  a  fee 
of  Two  Dollars.  .Such  certificate  shall  con¬ 
tinue  in  effect  for  a  period  of  one  year  unless 
sooner  revoked  or  suspended  and  to  be  effec¬ 
tive  thereafter  shall  be  renewed  annually. 
The  annual  renewal  fee  shall  be  One  Dollar. 

4.2.2  No  person  shall  be  eligible  for  a  certificate  of 
qualification  to  perform  welding  work  as  pro¬ 
vided  in  this  section  unless  he  is  a  citizen  of 
the  United  States  of  America. 

4.2.3  The  Borough  Superintendent  may  revoke  or 
suspend  a  certificate  of  qualification  of  any 
person,  if  workmanship  on  any  structural 
welding  is  such  as  to  indicate  incompetency 
or  negligence  which  might  endanger  a  struc¬ 
ture  or  result  in  injury  to  humans. 

4.2.4  Renewal  of  a  certificate  may  be  made  without 
additional  requalification  test  if  the  applicant’s 
record  indicates  satisfactory  welding  experi¬ 
ence  dring  the  previous  year. 

4.2.5  Certificates  for  gas  welding  and  certificates 
for  electric  welding,  including  provisions  for 
welding  performed  by  each  welder  for  the 
current  year,  shall  be  on  forms  as  approved 
by  the  Board  of  Standards  and  Appeals. 

Rule  5.  Qualification  Test  for  Welders. 

5.1  These  qualifications  tests  shall  be  conducted  by  the 
Board  of  Examiners  for  Welders  or  its  representa¬ 
tive  but,  in  the  discretion  of  the  Board  of  Examin¬ 
ers  for  Welders  documentary  or  other  evidence,  or 
both,  that  the  applicant  has  passed  the  qualification 
test,  conducted  by  a  standard  testing  laboratory  or 
an  inspection  by  the  Borough  Superintendent  or  his 
representative  may  be  accepted  as  satisfactory  proof 
of  the  applicant’s  fitness  to  make  structural  welds  in 
accordance  with  Rule  5.4.  Welders  performing  work 
outside  New  York  City  shall  be  qualified  under  this 
rule.  C26-381.0  of  the  Administrative  Code  (8.1.2). 

5.2  Qualification  for  arc  welding  shall  not  constitute 
qualification  for  gas  welding,  and  vice  versa.  Quali¬ 
fication  for  welding  with  bare  electrodes  shall  not 
constitute  qualification  for  welding  with  flux-coated 
electrodes,  and  vice  versa. 

5.3  The  foregoing  provisions  are  not  intended  to  bar 
an  applicant  from  further  trial  in  case  of  one  or 
more  failures,  or  to  require  an  operator  who  has 
passed  the  tests  to  qualify  anew  for  every  job  he 
may  undertake. 

5.4  QUALIFICATION  REQUIREMENTS. 

5.4.1  Before  issuance  of  a  certificate  of  qualification 
by  the  Board  of  Examiners  for  welders  the 
applicant  shall  have  passed  the  qualification 
tests  prescribed  as  follows : 

5.4.2  The  minimum  qualification  requirements  shall 
be  the  welding  of  test  specimens  of  the  type 
shown  in  Fig.  2  and  specified  in  Rule  5.4, 
each  specimen  to  be  tested  for  failure  in  a 
reliable  tension  testing  machine  and  to  develop 
ultimate  resistance  not  less  than  80  kips  if 
welded  with  filler  metal  of  grade  2,  4,  10  or 
15 ;  or  67  kips  if  welded  with  filler  metal  of 
grade  20,  30  or  40. 

5.4.3  Two  specimens  shall  be  welded  in  the  down¬ 
ward  or  flat  welding  position,  two  in  the  ver¬ 
tical  welding  position  and  two  in  the  over¬ 
head  welding  position. 
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5.4.4  The  form  of  test  specimen  shall  be  as  shown 
in  Fig.  2,  consisting  of  four  steel  bars  or 
plates  connected  by  four  approximately  equal 
fillet  welds.  The  specifications  of  the  bar 
steel  shall  conform  to  Rule  7.  The  welding 
edges  of  the  splice  bars  shall  be  cut  flat  and 
square  and  any  burrs  shall  be  removed.  The 
bars  shall  be  clamped  securely  together  and 
tack  welded  in  proper  position  with  the  splice 
bars  centered  on  the  main  bars  and  the  faces 
of  the  main  bars  in  true  planes,  in  preparation 
for  the  test  welding.  Welding  shall  be  per¬ 
formed  with  the  same  process  (arc  or  gas), 
the  same  welding  procedure,  and  the  same 
general  type  of  electrodes  or  welding  rods  as 
are  to  be  used  in  the  work  for  which  the 
operator  is  being  tested. 


and  specifications.  The  surface  of  previously  de¬ 
posited  welds  shall  be  cleaned  of  oxides  or  slag 
before  any  reinforcing  weld  metal  is  applied. 

6.3  SHAPE. 

6.3.1  Welds  shall  conform  in  shape  to  those  shown 
on  Figs.  3a  and  4a  and  shall  not  be  under¬ 
sized. 

6.3.2  Surfaces  of  weld  shall  be  reasonably  smooth 
and  uniform  in  contour.  Weld  metal  along 
the  toe  of  the  weld  shall  not  overlap  the 
base  metal  surface  but  shall  form  an  inti¬ 
mate  contact  therewith  as  shown  in  Figure  3. 

6.3.3  INTERNAL  QUALITY.  The  weld  metal 
shall  be  sound  throughout  and  shall  be  free 
from  oxides,  non-metallic  inclusions  and  gas 
pockets.  The  weld  metal  shall  be  thoroughly 
fused  with  the  base  metal  along  all  surfaces 


FIG.  2 

Welds  shall  be  made  as  nearly  as  possible  to 
the  designed  dimensions,  and  in  conformity 
with  the  practices  set  forth  in  Rule  6 ;  at 
every  cross-section  the  weld  size  in  each  di¬ 
rection  shall  be  within  1/16  in.  of  the  pre¬ 
scribed  Y&  in. 

Rule  6.  Quality  of  Welds. 

The  quality  of  welds  permitted  under  these  rules  shall 
conform  to  the  following  requirements : 

6.1  The  quality  of  Tests  Welds  and  Construction  Welds 
shall  fulfill  all  requirements  with  regard  to  shape 
and  internal  quality. 

6.1.1  All  lap  welds  shall  indicate  good  penetra¬ 
tion  to  the  root  of  the  weld  and  good  fusion  at 
both  sides  of  the  bead. 

6.1.2  All  fillet  welds  shall  show  absence  of  under¬ 
cutting,  proper  shape  of  the  bead,  lack  of 
overlaps  and  proper  fusion. 

6.1.3  All  butt  welds  shall  show  good  fusion  with¬ 
out  overlapping  or  undercutting. 

6.2  UNDERSIZE  WELDS.  Undersize  or  undercut 
welds  shall  be  built  up  by  welding  to  conform  to 
the  weld  cross-section  called  for  in  the  drawings 
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body  of  the  welds  shall  conform  to  all  the 
requirements  of  Rule  6. 

Rule  7.  Specifications  and  Tests  of  Welding 
Materials. 

7.1  Structural  steel  shall  conform  to  A.S.T.M.  Specifi¬ 
cations  A-7-36  or  A-9-36. 

7.2  Filler  metal  (electrodes  or  welding  rods)  shall  con¬ 
form  to  all  requirements  of  A.S.T.M.  Specifications 
A205-37.T  and  the  Borough  Superintendent  may  ac¬ 
cept  certified  test  results  from  a  reputable  manufac¬ 
turer  that  tests  have  been  made  in  conformance  with 
these  specifications. 

Rule  8.  Gas  Cutting  of  Structural  Steel. 

C26-526.0  (a)  to  (g)  of  the  Administrative  Code 

(8.6.3.2.1-7  inc.). 

8.1  Contractors  desiring  to  do  gas  cutting  shall  be  re¬ 
quired  to  satisfy  the  Borough  Superintendent  as  to 
their  ability  to  produce  satisfactory  gas  cuts. 

8.1.1  Gas  cutting  shall  be  done  by  one  experienced 
in  this  work  and  under  the  continual  super¬ 
vision,  as  provided  in  9.1. 

8.2  Gas  cutting  on  any  member  while  it  is  carrying 
stress  is  prohibited  (except  for  detail  cutting  to 
correct  minor  fabricating  errors  where  the  removal 
of  metal  resulting  from  such  detail  cutting  would 
leave  unimpaired  the  required  strength  of  the 
members  to  be  cut). 

8.2.1  Any  field  cutting  of  structural  members  to 
provide  openings  or  to  remove  portions  of 
flanges  shall  not  be  done,  unless  provided  for 
in  the  design. 

8.3  Gas  cut  edges  shall  be  smooth  and  regular  in  con¬ 
tour. 

8.4  Gas  cutting  may  be  used  in  the  preparation  of  base 
metal  parts  for  welding  provided  the  edges  are 
thoroughly  cleaned  after  cutting  so  as  to  expose 
clean  steel. 

8.5  Gas  cutting  to  replace  the  milling  of  surfaces  is 
prohibited. 
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8.6  Gas  cutting  of  holes  in  a  member  designed  without 
provision  therefor  is  prohibited. 

8.7  The  radii  of  re-entrant  gas  cut  fillets  shall  be  as 
large  as  possible  and  at  least  one  inch.  To  deter¬ 
mine  the  net  area  of  members  so  cut,  one-eighth 
inch  shall  be  deducted  from  gas  cut  edges. 

Rule  9.  Supervision  and  Inspection. 

9.1  Any  welding  to  be  done  on  a  structure  or  any  part 
thereof  shall  be  performed  under  the  supervision 
of  a  representative  of  a  standard  testing  agency  or 
an  inspection  agency  .responsible  to  the  owner  or 
licensed  architect  or  licensed  engineer.  Such  agency 
shall  be  acceptable  to  the  Borough  Superintendent. 

9.1.1  The  Borough  Superintendent  may,  in  the  case 

,  of  minor  welding  operations,  including  stairs 

and  fire  escapes,  waive  the  requirements  for 
inspection  by  a  testing  agency  or  inspection 
agency,  if  in  his  judgment  such  inspection 
may  be  adequately  made  by  an  inspector  of 
welding  employed  regularly  in  the  Depart¬ 
ment  of  Housing  and  Buildings. 

9.2  The  agency  as  provided  for  in  9.1  shall  take 
adequate  means  to  assure  that  the  preparing,  gas 
cutting,  assembling  and  welding  of  the  joints  of 
the  structure  conform  to  the  design  and  that  the 
resulting  structure  is  free  from  deficiencies  and 
injurious  defects.  He  shall  keep  and  submit  daily 
to  the  licensed  architect  or  licensed  professional 
engineer  responsible  for  the  work  adequate  records 
of  the  progress  of  the  work,  of  difficulties  experi¬ 
enced,  and  of  his  decision  of  acceptance  and  rejec¬ 
tion.  His  records  shall  allocate  a  definite  and 
personal  responsibility  for  his  acceptance  of  every 
weld  as  to  size,  location,  type  of  filler  metal  used 
and  quality  of  workmanship,  and  shall  evidence 
that  no  weld  called  for  in  the  design  has  been 
omitted.  He  shall  require  that  each  welder  stamp 
his  identification  symbol  on  his  work,  and  the  in¬ 
spector  after  inspecting  each  weld  shall  do  likewise. 

9.2.1  He  shall  inspect  for  defects  and  irregulari¬ 
ties,  plate  cracks  adjacent  to  or  behind  welds, 
crater  cracks  or  cracks  in  the  weld  metal. 

9.2.2  He  shall  gauge  all  welds  for  deficiency  of 
throat  or  other  critical  cross-section. 

9.2.3  He  shall  carefully  observe  and  reject  under¬ 
cutting,  overlap  or  lack  of  fusion  at  edges  of 
weld,  lack  of  penetration,  or  porosity,  loca¬ 
tion  of  craters,  size  and  shape  of  bead,  and 
order  occasional  chipping  to  determine  pene¬ 
tration  and  correct  all  or  any  irregularities 
of  workmanship  contrary  to  the  design. 

9.3  The  contractor  who  is  to  do  welding  shall  be  ap¬ 
proved  by  the  Borough  Superintendent.  He  shall 
submit  to  the  Borough  Superintendent  a  statement 
that  the  work  will  be  done  in  accordance  with  these 
rules  and  the  Administrative  Code  and  shall  include 
in  such  statement,  the  detailed  procedure  he  proposes 
to  follow,  which  shall  include  the  following: 

That  each  welder  or  group  of  welders  shall 
be  under  the  continual  supervision  of  an  ex¬ 
perienced  foreman. 

That  only  welders  qualified  under  these  rules 
be  employed.  Each  welder  shall  exhibit,  when 
required,  his  Certificate  of  Qualification. 

That  each  welder  shall  be  provided  with 
proper  gauges  to  check  his  work. 

That  the  foreman  shall  be  able  to  read  blue¬ 
prints  and  shall  lay  out  and  allocate  the  work 
each  welder  is  to  perform  and  he  shall  carefully 
observe  the  burn-off  of  the  electrode:  the  fu¬ 
sion,  and  penetration  of  crater;  the  formation 
of  the  bead ;  and  the  sound  of  the  arc. 

That  only  the  base  metal  and  filler  metal 
conforming  to  the  job  specifications  and  these 
rules  be  used. 


That  the  welding  equipment  furnished  shall 
have  proper  characteristics  to  allow  good  work. 

That  whenever  deemed  necessary  by  the  Bor¬ 
ough  Superintendent,  such  tests  of  the  fin¬ 
ished  welds,  shall  be  made  as  required  by  him. 

Rule  10.  Workmanship  on  Welded  Structures. 

10.1  The  arrangement  of  the  joints  to  be  welded  shall 
be  such  as  to  enable  the  operator  to  have  an  un¬ 
obstructed  view  of  the  surfaces  to  be  welded  at  all 
times  during  the  welding  operation. 

10.2  Welds  found  deficient  in  dimensions,  but  not  in 
quality  may  be  enlarged  by  additional  welding. 
Where  a  deficient  weld  renders  the  weld  inacces¬ 
sible  or  has  caused  new  conditions  which  would 
make  reinforcement  dangerous  or  ineffectual,  the 
weld  shall  be  removed  and  original  conditions  re¬ 
stored  or  in  lieu  thereof  a  revised  design,  correct¬ 
ing  this  condition  shall  be  submitted  to  the  Bor¬ 
ough  Superintendent.  Any  weld  found  deficient 
in  quality,  size  or  made  contrary  to  the  require¬ 
ments  of  these  rules  shall  be  removed  by  chipping 
or  melting  and  shall  be  remade.  The  weld  metal 
shall  be  removed  throughout  its  depth  to  clean 
base  metal.  A  cracked  weld  shall  be  removed 
throughout  its  entire  length. 

The  cutting  or  chipping  of  a  weld  shall  not  ex¬ 
tend  into  the  base  metal.  In  removing  welds,  care 
shall  be  taken  not  to  burn  or  otherwise  injure  the 
base  metal  and  after  melting  the  exposed  base  metal 
shall  be  cleaned  by  chipping  and  wire  brushing. 

10.3  TACK-WELDS.  In  making  tack-welds,  the  same 
precautions  should  be  observed  as  when  starting 
welds.  Where  a  designed  weld  will  later  be  made 
over  the  tack-weld,  the  tack-weld  shall  be  made 
with  the  same  care  as  required  for  designed  welds. 

Whenever  tack-welds  are  located  where  a  designed 
weld  will  later  be  made,  they  shall  be  made  accord¬ 
ing  to  the  foregoing  requirements.  When  encoun¬ 
tered  in  the  final  welding  operation,  they  shall  be 
thoroughly  fused  in  with  the  final  weld.  Tack-weld 
should  be  thickest  at  the  center  and  should  taper  at 
both  ends  for  convenience  in  carrying  the  regular 
weld  over  the  tack-weld  (see  Fig.  19). 


Section  Through  Tack-Weld 


FIG.  19 

10.4  Surfaces  to  be  welded  shall  be  free  from  mill  scale, 
rust,  paint  or  other  foreign  matter.  A  thin  coat  of 
linseed  oil  or  its  equivalent  over  the  surfaces  to  be 
welded  need  not  be  removed.  These  provisions 
shall  apply  to  new  structures  and  where  new  steel 
is  to  be  welded  to  steel  in  any  existing  structure. 

Structural  steel  shall  not  be  painted  on  any  areas 
where  shop  or  field  welding  is  to  be  performed  ex¬ 
cept  that  a  coat  of  linseed  oil  without  pigment  may 


407 


RULES 


be  used  for  temporary  protection.  However,  struc¬ 
tural  members  which  have  been  painted,  may  be 
welded,  provided  that  the  paint  is  completely  re¬ 
moved  from  the  areas  to  be  welded.  Parts  which 
are  welded  in  the  shop,  to  be  erected  by  bolts  or 
rivets,  shall  receive  the  usual  painting  if  any  is 
required  after  the  shop  welding  is  finished.  Parts 
to  be  field  welded  shall  receive  a  coat  of  linseed 
oil  after  shop  work  is  completed,  and  after  erec¬ 
tion  and  field  welding,  they  shall  be  given  two  coats 
of  acceptable  metal  protection  if  painting  is  re¬ 
quired.  C26-522.Q  of  the  Administrative  Code 
(8.6.2.10). 

10.5  Where  rivets  are  under  load  there  shall  be  no 
welding  at  the  connections  between  structural  mem¬ 
bers  so  riveted  unless  precautions  are  taken  to  pre¬ 
vent  loss  of  tension  of  rivet  in  a  manner  approved 
by  the  Borough  Superintendent.  See  3.11.5. 

10.6  In  assembling  and  during  welding  the  component 
parts  of  a  built  up  member  shall  be  held  by  suffi¬ 
cient  clamps  or  other  adequate  means  shall  be 
employed  for  temporary  fastening  the  members 
together  and  bracing  the  framework  until  the  joints 
are  welded.  This  shall  consist  of  erection  bolts  or 
positive  devices  imparting  sufficient  strength  and 
stiffness  to  resist  all  temporary  weights  and  lateral 
forces,  including  wind. 

For  all  welded  structures,  erection  bolts,  or 
equivalent  means  shall  be  employed  for  temporarily 
supporting  the  members,  and  existing  loads,  and  for 
insuring  proper  alignment. 


The  temporary  support  of  girders  carrying  col¬ 
umns  or  other  heavy  loads  shall  be  made  rigid  by 
such  means  as  shall  be  designed  by  the  licensed 
architect  or  licensed  professional  engineer  in  charge 
and  approved  by  the  Borough  Superintendent. 

In  tier  building  erection,  members  shall  not  be 
erected  more  than  two  tiers,  or  more  than  one-col¬ 
umn  length  above  any  column  connections  yet  un¬ 
welded. 

10.7  The  welder  shall  be  protected  by  adequate  covering 
against  high  winds,  rain,  snow  or  sleet. 

Where  there  is  ay  accumulation  of  water,  ice,  or 
snow  in  the  joint  to  be  welded  same  shall  be  re¬ 
moved  and  the  joint  made  dry  before  welding. 

No  welding  shall  be  done  where  the  prevailing  at¬ 
mospheric  temperature  is  below  25  degrees  Fahren,- 
heit  unless  the  base  metal  at  the  starting  point  of 
the  weld  shall  be  pre-heated,  nor  in  any  case  where 
the  prevailing  atmospheric  temperature  is  below  zero. 

Rule  11.  Metal  Chimneys,  Tanks,  Stairs  and 
Fire-Escapes. 

Metal  Chimneys,  Tanks,  Stairs  and  Fire-Escapes 
and  all  materials  entering  into  their  construction, 
when  welded,  shall  conform  to  these  Rules. 

11.1  Stairs  and  fire-escapes  shall  be  considered  as 
light  structural  steel  and  where  shop  welded, 
shall  have  attached  thereto  a  tag  or  label, 
affixed  by  the  standard  Testing  Agency,  to  the 
effect  that  these  Rules  have  been  complied  with. 


APPENDIX. 

The  following  is  not  to  be  considered  as  part  of  the  Rules  for  Fusion  Welding  and  Gas  Cutting, 
but  is  printed  for  general  information  only: 


I.  Weld  Symbols. 

To  provide  for  uniformity  when  plans  are  filed  with  the 
Borough  Superintendent  symbols  for  fusion  welding  and  a 
method  of  showing-  them  on  drawings  shall  be  as  shown  in 
figure  1. 


Standard  sizes  of  filler  metal  are  as  follows :  1/16,  3/32, 
1/8,  5/32,  3/16,  7/32,  1/4,  5/16  and  3/8  in.  in  diameter.  In 
the  case  of  coated  or  covered  filler  metal,  the  standard  sizes 
refer  to  the  diameter  of  the  core  wire. 

Table  1. — Tensile  Requirements  for  Deposited  Metal. 


FUSION  WELDING  SYMBOLS 


TYPE  OF  WELD 


BEAD  FILLET 


NEAR  SIDE 


GROOVE 

SQUARE 

V 

BEVEL 

U 

j 

1 

\/ 

1/ 

V 

PLUG 
L  SLOT 

\7 


FIELD 

V/ELD 


WELD 

ALL 

AROUND 

cT 


FIELD  WELD 
-SIZE 


SEE  NOTE  8 


yM— <A 
j 4.  'Aft  \ 


ROOT 

OPENING 


FAR  SIDE 


^INCLUDED  ANGLER 

90*  40° 

SIZE  ^ 


-.v?  -2-5 


SEE  NOTE  2 


SEE  NOTE  8 


BOTH  SIDES 


OFFSET  tf  \  PITCH  OF 

STAC.GEREO  INCREMENTS 

SIGNIFICANCE 


Lj 

k¥ 

><s 

n  >  v/ 

SEE  NOTE  7 


1.  IN  PLAN  OR  ELEVATION,  NEAR,  FAR  AND  BOTH  SIDES  LOCATIONS  REFER  TO  NEAREST 
MEMBER  PARALLEL  TO  PLANE  OF  DRAWING  AND  NOT  TO  OTHERS  FARTHER  BEHIND. 

2.  IN  SECTION  OR  END  VIEWS  ONLY,  WHEN  WEL0  IS  NOT  DRAWN,  THE  SIDE  TO  WHICH 
ARROW  POINTS  IS  CONSIDERED  NEAR  SIDE. 

3.  WELDS  ON  BOTH  SIDES  ARE  OF  SAME  SIZE  UNLESS  OTHERWISE  SHOWN. 

4.  SYMBOLS  GOVERN  TO  BREAK  IN  CONTINUITY  OF  STRUCTURE  OR  TO  EXTENT  OF 
HATCHING  OR  DIMENSION  LINES. 

5.  ALL  WELDS  ARE  CONTINUOUS  AND  OF  USER’S  STANDARD  PROPORTIONS  AND  ALL  EXCEPT 
V-AN0  BEVEL-GROOVED  WELDS  ARE  CLOSED  UNLESS  OTHERWISE  SHOWN. 

6.  WHEN  WELDS  ARE  DRAWN  IN  SECTION  OR  END  VIEWS,  OBVIOUS  INFORMATION  IS  NOT 
GIVEN  BY  SYMBOL. 

7.  IN  JOINTS  IN  WHICH  ONE  MEMBER  ONLY  IS  TO  BE  GROOVED,  ARROWS  POINT  TO 
THAT  MEMBER. 

8.  TAIL  OF  ARROW  USED  FOR  SPECIFICATION  REFERENCE. 


Treatment  of 
Welded 
Specimen  a 

All-Weld  Tension 
Test 

Grade 

Base  Metal 

Tensile 
Strength, 
min.,  lb. 
persq.  in. 

Elonga¬ 
tion  in  2 
in.,  min., 
per  cent 

No.  2 . . 

Firebox  quality  steel 
plate, tensile  strength 
55,000  lb.  per  sq.  in., 
min.:  or  Steel  for 
bridges,  tensile 
strength  60,000  lb. 
persq.  in.,  min.,  with 
carbon  not  over  0.25 
per  cent  and  man¬ 
ganese  not  over  1.00 
per  cent.,  or  equiva¬ 
lent  steels. 

stress-relieved 

non-stress-relieved 

80  000 
80  000 

20ft 

15  ft 

No.  4 . . 

same  as  for  Grade  No.  2  j 

stress-relieved 

non-stress-relieved 

75  000 
75  000 

206 

156 

No.  10. 

same  as  for  Grade  No.  2  j 

stress-relieved 

non-stress-relieved 

60  000 
60  000 

25 

20 

No.  15. 

same  as  for  Grade  No.  2  j 

stress-relieved 

non-stress-relieved 

60  000 
60  000 

20 

17 

No.  20. 

same  as  for  Grade  No.  2  j 

stress-relieved 

non-stress-relieved 

52  000 
55  000 

10 

7 

No.  30. 

same  as  for  Grade  No.  2  j 

stress-relieved 

non-stress-relieved 

'45  000 
47  000 

7 

5 

No.  40. 

same  as  for  Grade  No.  2  / 
1 

stress-relieved 

non-stress-relieved 

45  000 
47  000 

5 

3 

a  Stress-relieving  where  called  for  in  these  specifications  is  for  the 
purpose  of  developing  the  fundamental  properties  of  the  weld  metal 
unaltered  by  locked-up  stress.  Values  obtained  from  stress-relieved 
welded  specimens  are  about  S  per  cent  lower  in  tensile  strength  and 
10  to  20  per  cent  higher  in  ductility  thon  those  of  non-stress- 
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relieved  specimens.  The  fact  that  a  filler  metal  test  requires  stress- 
relief  signifies  only  that  it  must  develop  the  strength  required  re¬ 
gardless  of  stress-relief  and  not  that  stress-relief  must  always  be 
used  in  actual  work.  Stress-relieving  shall  be  within  the  range  of 
1100  to  1200  F.  for  1  hr.  per  1  in.  of  thickness.  Gas-welded  speci¬ 
mens  may  be  heat-treated  at  higher  temperatures  than  the  tempera¬ 
ture  specified  above  for  stress-relief. 

b  It  is  immaterial  how  these  high  physical  properties  are  obtained, 
that  is,  whether  by  carbon-steel  filler  metal  with  manganese  and 
silicon  contents  or  by  the  use  of  some  other  alloying  elements,  but 
the  total  amount  of  such  other  elements  shall  be  less  than  4  per  cent. 

CHEMICAL  COMPOSITION. 

The  filler  metal  shall  be  capable  of  depositing  metal 
conforming  to  the  following  requirements  as  to  chemical 


composition : 

Phosphorus,  max.,  per  cent . . .  0.04 

Sulfur,  max.,  per  cent .  0.04 

CHEMICAL  ANALYSIS. 


For  arc-welding  electrodes,  the  sample  for  analysis  shall 
be  prepared  as  follows :  A  specimen  of  standard  base  metal 
(see  Table  1)  of  sufficient  size,  shall'  be  prepared,  and 
a  pad  of  five  superimposed  layers  of  arc  metal  deposited 
thereon.  The  fifth  or  top  layer  shall  be  ground  or  ma¬ 
chined  away  and  discarded.  The  fourth  layer  shall  be 
carefully  milled  off  and  used  for  the  analysis  specified. 

For  gas-welding  rods,  the  sample  for  analysis  may  be 
prepared  as  described  in  preceding  paragraphs,  except  that 
three  layers  shall  be  considered  sufficient  and  the  top  layer 
used  for  the  analysis,  or  analysis  may  be  made  of  the  weld¬ 
ing  rod.  In  the  latter  case,  ten  rods  shall  be  selected  at 
random  from  the  lot,  and  milled  in  such  manner  as  to  rep¬ 
resent  the  entire  cross-section. 

TEST  SPECIMENS. 

ALL  WELD  METAL  TENSION  TESTS.  The  depos¬ 
ited  metal  shall  conform  to  the  minimum  tensile  properties 
specified  in  Table  1. 

SPECIMENS  (Test). 

From  each  lot  of  each  size  of  filler  metal,  a  sufficient 
number  of  electrodes  or  welding  rods  shall  be  selected  at 
random  and  a  deposited  metal  specimen  prepared.  The 
specimen  shall  be  prepared  in  accordance  with  its  proposed 
use. 

Fqr  1/16,  3/32  and  1/8  in.  filler  metal,  a  plate  3/8  in.  in 
thickness  shall  be  prepared  as  illustrated  in  Fig.  5  and  the 
sub-size  all-weld  tension  specimen  prepared  as  shown. 

For  5/32  in.  and  larger  sizes  of  filler  metal,  a  plate  Y\ 


Note  1. — The  above  plate  shall  be  used  for  5^-inch  filler  metal. 

Note  2. — Welds  shall  be  deposited  in  either  layers  or  beads. 

Note  3.— Welds  in  vertical  position  shall  be  deposited  upwards. 

Note  4. — Electric  welds  shall  cool  to  at  least  100  F.  between  the 
deposition  of  each  layer  or  bead. 

Test  Plate  for  *4$-in.  Diameter  Filler  Metal  and  Method 
of  Machining  Specimen. 

FIG.  5 


in.  in  thickness  shall  be  prepared  as  illustrated  in  Fig.  6 
and  the  tension  specimen  prepared  as  shown. 

Test  plates  shall  be  so  supported  that  warping  due  to 
welding  shall  not  throw  the  finished  test  plate  out  of  line 
by  an  angle  of  over  5  deg.  If  plates  are  warped,  they  shall 
be  straightened  cold  before  being  stress-relieved  where  re¬ 
quired. 

SPECIAL  TESTS.  The  Borough  Superintendent  or  his 
representative  may  require  such  additional  standard  tests  as 
will  properly  develop  the  strength  of  the  filler  metal. 

RETESTS.  If  any  tension  test  specimen  fails,  addi¬ 
tional  test  plates  shall  be  prepared  at  the  direction  of  the 
inspector. 

ELECTRODES  FOR  MANUAL  WELDING.  In  the 
case  of  coated  or  covered  electrodes  for  manual  welding, 
about  1  in.  of  the  electrode  shall  be  bare  or  free  from  coat¬ 
ing  at  the  one  end  for  making  contact  with  the  holder. 
The  arc  end  shall  be  sufficiently  bare  to  permit  easy  striking 
of  the  arc,  but  the  length  of  the  bare  portion  of  the  arc 
end,  measured  from  the  end  to  the  point  where  the  full 
cross-section  of  the  coating  obtains,  shall  not  exceed  one 
nominal  diameter. 

PREPARATION  OF  FILLER  METAL. 

Uncoated  filler  metal  and  the  core  of  coated  or  covered 
filler  metal  shall  be  of  uniform  quality  free  from  injurious 
segregation,  oxides,  pipe,  seams  or  other  irregularities. 

On  coated  or  covered  filler  metal,  the  coatings  and  cov¬ 
erings  shall  be  such  that  they  are  not  readily  damaged  by 
ordinary  handling  and  shall  be  of  commercially  uniform 
thickness  and  shall  present  a  workmanlike  appearance. 
Coatings  and  coverings  shall  be  free  from  injurious  scabs, 
blisters,  abnormal  pockmarks,  bruises  or  other  surface  de¬ 
fects. 

The  surface  of  gas-welding  rods  and  bare  electrodes  shall 
be  smooth  and  free  from  harmful  scale,  oil,  or  grease  and 
shall  be  plain  or  copper  finished,  as  specified. 

Cross-sectional  dimensions  shall  not  vary  from  that  speci¬ 
fied  by  more  than  3  per  cent. 


Note  1. — The  above  plate  shall  be  used  for  filler  metal  5/32-in.  in 
diameter  and  larger. 

Note  2. — Welds  shall  be  deposited  in  either  layers  or  beads. 

Note  3. — Welds  in  vertical  position  shall  be  deposited  upwards. 

Note  4. — Electric  welds  shall  cool  to  at  least  100  F.  between  the 
deposition  of  each  layer  or  bead. 

Test  Plate  for  Filler  Metal  5/32-in.  in  Diameter  and 
Larger  and  Method  of  Machining  Specimen. 

FIG.  6 

REQUIREMENTS  FOR  ARC  WELDS 

III.  Bare  and  Lightly  Coated  Electrodes. 

WELDING  ARC.  Unsound  weds  insufficient  penetra¬ 
tion  and  overlap  in  general  resulting  from  improper  arc 
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length  and  amount  of  current  and  incorrect  rate  of  travel, 
are  prohibited.  The  characteristics  of  these  different  con¬ 
ditions  are  illustrated  in  Figs.  7  and  8. 


FIG.  7 


(a)  Welding  arc  has  traveled 
along  too  slowly 


Fbcketsand  Blow  Holes 


(b)  Too  long  arc  used  or  too 
rapid  travel 


(©)  Not  enough  heat  used 


(d)  Satisfactory  weld,  “good  pen-  • 
etration” 

DEPTH  OF  CRATER.  The  depth  of  arc  crater  should 
not  be  less  than  1/16  in.  (see  Fig.  8). 


Arc  Crater 


Longitudinal  section  of  deposited  metal 
showing  penetration  and  arc  crater. 

FIG.  8 


LENGTH  OF  ARC.  In  manual  metal  arc -welding, 
proper  fusion,  penetration  and  soundness  of  weld  shall  be 
secured  by  using  as  short  an  arc  as  can  be  maintained  for 
each  form  of  weld.  A  typical  example  of  proper  arc  length 
for  given  thickness  of  base  metal  and  for  a  V~in.  fillet  weld 
is  shown  in  Fig.  9.  When  properly  manipulated,  the  arc 
will  throw  a  steady  shower  of  small  sparks,  and  (in  the 
case  of  bare  electrodes)  will  be  accompanied  by  a  regular, 
crackling,  snappy  sound  with  fractional  intervals  less  than 


one-half  second  between  explosions.  With  a  given  current, 
the  length  of  arc  depends  upon  the  arc  voltage  which  should 
not  exceed  20  volts.  * 

CURRENT.  The  amount  of  current  shall  be  such  as 
will  best  suit  the  arrangement  and  the  thickness  of  the 
base  metals  to  be  joined.  Sizes  and  current  values  shall 
conform  to  'those  given  in  Table  2.  In  special  cases  other 
approved  sizes  and  currents  may  be  specified,  when  per¬ 
mitted  by  the  Borough  Superintendent.  The  current  and 
voltage  used  shall  be  measured  by  suitable  meters,  either 
mounted  on  the  arc  welding  machine  panel,  or  portable,  for 
use  at  the  point  of  welding.  Allowance  shall  be  made  for 
line  drop  where  the  meters  are  not  adjacent  to  the  poipt  of 
welding. 

Table  2 — Current  Values  and  Sizes  of  Bare  and  Lightly 
Coated  Electrodes  for  Various  Sizes  of  Welds 


Size  of  Weld 
In. 

Minimum 
Number  of 
Layers 

* 

Electrodes  and  Current  Values 

Va  v 

1 

In  all  these  cases  use  either 

Vz 

1 

5/32-in.  electrodes  with  160- 

Vz 

2 

180  amps.,  or  3/16-in.  elec- 

Vs 

2 

trodes  with  180-225  amps. 

y4 

3 

MANUAL  OPERATION  OF  ARC.  The  arc  shall  be 
started  by  drawing  a  long  arc  momentarily  to  preheat  base 
metal  before  deposition  of  filler  material  to  insure  thor¬ 
ough  fusion  at  start  of  weld  or  it  shall  be  started  moving 
a  short  arc  rapidly  back  and  forward  over  a  limited  area 
at  start. 

In  case  of  a  long  weld  where  more  than  one  electrode  is 
used,  the  arc  shall  be  re-started  about  l/4  in.  to  Vs  in.  ahead 
of  the  crater,  going  back  over  the  crater  to  properly  fill  it 
and  keep  a  uniform  contour,  thus  insuring  proper  preheat¬ 
ing  as  in  start  of  weld. 

On  single  layer  welds  the  arc  shall  progress  with  either 
a  straight  forward  motion  or  an  oscillatory  motion  depend¬ 
ing  on  size  of  joint  to  be  filled  to  bring  it  up  to  proper 
contour  and  insure  proper  fusion  in  root  zone. 

In  multi-layer  welding  the  first  layer  shall  be  deposited 
by  moving  the  arc  in  a  straight  forward  motion  to  secure 
proper  fusion  in  the  root  zone,  while  subsequent  layers 
shall  be  deposited  with  an  oscillatory  motion  to  build  up 
the  weld  to  the  proper  contour.  The  first  layer  shall  be 
made  with  an  electrode  small  enough  to  get  through  pene¬ 
tration  at  the  root  zone. 


410 


RULES 


I  Each  layer  shall  be  thoroughly  cleaned  by  brushing  or 
chipping  to  remove  all  excess  scale  and  oxides  before  de¬ 
positing  succeeding  layers.  The  surface  of  each  layer  shall 
be  reasonably  smooth  and  uniform  in  contour. 

IV.  Heavily  Coated  Electrodes. 


WELDING  PROCEDURE.  In  making  welds  with 
heavily  coated  electrodes  the  procedure  recommended  by 
the  manufacturer  of  the  electrodes  being  used  shall  be  fol¬ 
lowed,  but  if  such  instructions  are  not  available,  the  pro¬ 
cedures  given  below  shall  be  followed. 

CURRENT.  The  amount  of  current  shall  be  such  as 
will  best  suit  the  arrangement  and  the  thickness  of  the  base 
metal  to  be  joined.  The  current  ranges  in  Fig.  10  are  given 
k  as  a  guide  in  selecting  the  best  operating  conditions  for 
various  electrode  sizes  and  plate  thickness  for  flat,  verti¬ 
cal  and  overhead  welding.  In  special  cases,  other  approved 
sizes  and  amounts  of  current  may  be  specified.  The  cur¬ 
rent  and  voltage  used  shall  be  measured  by  suitable  meters, 
|  either  mounted  on  the  arc  welding  panel,  or  portable,  for 
use  at  the  point  of  welding.  Allowance  shall  be  made  for 
line  drop  where  the  meters  are  not  adjacent  to  the  point 
of  welding. 


NO.  IO,NO.l3fNQ.  20 
ELECTRODES 
FLAT  POSITION 


NO.  tO.NO.iS'NO.  20 
ELECTRODES 
VERTICAL  AND 
OVERHEAD 
POSITION 


NO.  10  AND  NO.  40 
ELECTRODES 
FLAT  POSITION 


NO.  SO  AND  NQ.40 

ELECTRODES 
VERTICAL  ANOj 
OVERHEAD 
POSITION 


55  1/2  \S  1/4  /2  3/41/4  yi  3/4  I  i/4  i/2  5/4  I 


PLATE  THICKNESS 


Current  Values  and  Sizes  of  Heavily  Coated  Electrodes 
for  Various  Plate  Thicknesses  for  Manually  Welded 

Operations.  * 

FIG.  10 


WELDING  PROCEDURE  FOR  FLAT  BUTT 
i  WELDS.  In  making  butt  welds  on  bevel  joints,  weave  the 

|  electrode  from  one  side  of  the  joint  to  the  other.  This 

I  weaving  may  not  be  necessary  on  the  first  pass.  These 

oscillations  shall  be  regulated  so  that  the  weld  metal  fuses 
I  into  the  side  walls  without  directing  the  arc  against  the 
walls.  This  shall  be  accomplished  by  pointing  the  electrode 
i  downward  and  allowing  the  outer  edges  of  the  arc  to  play 

lightly  on  the  walls.  A  stay  shall  be  made  long  enough 
on  the  turns  to  insure  complete  fusion  into  the  side  walls. 

The  travel  speed  shall  be  regulated  to  limit  the  thickness 
;  of  the  layer  per  pass  to  not  more  than  l/$  in. 

WELDING  PROCEDURE  FOR  VERTICAL  AND 
OVERHEAD  BUTT  WELDS.  One-eighth  (^)-in.  and 
5/32-in.  diameter  electrodes  should  be  used  in  the  vertical 
and  overhead  welding  positions,  but  the  3/16-in.  diameter 
may  be  used  in  vertical  welding  when  necessary. 

Vertical  welds  shall  be  made  by  welding  upward.  The 
j  first  pass  should  be,  started  by  oscillating  or  weaving  the 
electrode  from  side  to  side  (Fig.  11  A)  to  produce  a  weld 
metal  bridge  across  the  “V.”  Then  the  arc  is  to  be  moved 
rapidly  upward  for  to  Y  in.  along  the  bottom  of  the 

“V”  (Fig.  IIP)  drawing  a  .long  arc  (about  30  volts),  and 
then  back  down  to  the  crater  again  (Fig.  11C),  shortening 
the  arc  to  its  previous  length.  The  movement  up  and  down 
should  require  about  1/3  sec.  and  should  be  easily  accom¬ 
plished  with  a  bending  action  of  the  wrist.  Its  purpose  is 
to  allow  the  molten  metal  in  the  pool  to  solidify  and  to 
preheat  the  plates  ahead  of  the  crater. 


Vertical  Butt  Weld — First  Layer. 

FIG.  11 


The  above  cycle  of  operation  shall  be  repeated  all  the 
way  up,  each  time  depositing  a  thin  layer  of  metal  on  top 
of  the  preceding  layer.  The  travel  speed  on  the  first  pass 
shall  be  regulated  to  limit  the  deposit  to  the  equivalent  of 
about  a  Y-in.  fillet  weld.  On  succeeding  passes,  the  thick¬ 
ness  shall  not  exceed  *4  or  5/32  in.  The  successive  passes 
shall  be  made  by  this  up  and  down  technique  or  by  suc¬ 
cessive  horizontal  weaving. 

If,  in  making  the  second  and  succeeding  passes,  a  pro¬ 
cedure  similar  to  that  of  the  first  pass  shall  be  used,  the 
motion  (Fig.  12)  to  be  across  the  pool  or  shelf,  then  up¬ 
ward  and  back  at  one  side  of  the  “V,”  then  across  the 
shelf  to  the  other  side,  and  up  and  back  to  the  shelf 
again.  The  up  and  down  motions  shall  be  done  rapidly, 
lengthening  the  arc  while  doing  so.  If  the  procedure  of 
weaving  straight  across  is  used,  it  shall  be  similar  to  the 
above  except  that  the  up  and  down  motion  at  each  end  of 
the  shelf  is  eliminated. 


FIG.  12 


For  overhead  butt  welds,  the  precodure  shall  be  the  same 
as  that  previously  described  for  vertical  welds.  The  elec¬ 
trode  shall  be  pointed  upward  and  sometimes  leaning 
slightly  forward  as  shown  in  Fig.  13.  A  shelf  on  which  to 
work  shall  be  deposited  at  the  start  and  the  cycles  of  opera¬ 
tion  shall  be  the  same  as  those  for  vertical  welding. 

DIRECTION 


OF  WELDING 


FIG.  13 
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WELDING  PROCEDURE  FOR  FLAT  AND  OVER¬ 
HEAD  FILLET  WELDS.  For  light  fillet  welds  (j4  in. 
or  less)  and  the  first  pass  of  multiple  pass  welds,  the 
electrode  shall  be  moved  only  in  the  direction  of  travel. 
The  second  and  successive  passes  or  heavy  single-pass 
welds  (34  in.  for  example)  shall  be  made  by  -weaving  the 
electrode  in  a  plane  making  an  angle  of  about  30  degrees 
with  the  underside  of  the  plate,  as  shown  in  Fig.  14.  The 
solid  line  represents  actual  welding.  The  dotted  line  repre¬ 
sents  an  upward  skip  done  in  about  )4  sec. 

WELDING  PROCEDURE  FOR  VERTICAL  FILLET 
WELDS.  Vertical  fillet  welds  shall  be  made  in  the  same 
manner  as  vertical  butt  welds. 

WELDING  PROCEDURE  FOR  MULTI-LAYER 
FILLET  WELDS  IN  ANY  POSITION.  In  certain 
cases  fillet  welds  in  sizes  up  to  34  in.  may  be  made  in  a 
single  pass  by  holding  the  electrode  at  a  suitable  angle  and 
moving  it  along  at  a  uniform  rate.  Where  the  fillet  weld 


requires  more  than  one  layer,  the  second  and  subsequent 
layers  shall  be  deposited  as  a  complete  spread  over  the 
previously  deposited  metal  or  in  two  or  more  parts  as  shown 
in  Fig.  15. 

Alternate  Methods  of  Making 
Multi-Layer.  Welds 


Flat,  Vertical,  or  Overhead  Fillet  Weld. 

FIG.  15 

V.  Requirements  for  Gas  Welds. 

WELDING  FLAME.  Torches  may  be  either  single  or 
multiple  flame.  The  adjustment  of  the  welding  flame  shall 
be  the  same  as  used  in  the  qualification  tests. 

The  size  of  the  inner  cone  or  inner  cones  shall  be  regu¬ 
lated  for  varying  thicknesses  of  base  metal  so  that  the 
proper  amount  of  heat  and  flame  condition  is  obtainable  to 


properly  perform  the  welding  operation.  The  criterion  for 
welding  flame  regulation  is  that  the  inner  cone  or  inner 
cones  should  be  of  a  size  and  character  which  produce  suffi¬ 
cient  heat  to  maintain  the  welding  puddle  in  a  quiet  molten 
state,  and  to  cause  fusion  of  the  welding  puddle  with .  the 
base  metal. 

The  orifice  of  the  welding  tip  shall  be  kept  clean  at  all 
times  during  the  welding  operation  so  that  the  regular  and 
symmetrical  inner  cone  or  cones  can  be  maintained. 

WELDING  ROD.  The  size  of  the  welding  rod  to  be 
used  shall  be  such  that  the  rod  shall  be  of  sufficient  diam¬ 
eter  to  maintain  the  welding  puddle  in  a  quiet  molten  state.  1 

STARTING  WELDS.  In  starting  a  weld,  the  base  i 
metal  shall  be  heated  to  a  dull  red  for  a  distance  of  from  < 
1  to  2  in.  along  the  joint  so  that  the  point  of  welding  can  j 
be  brought  to  the  fusion  temperature  evenly  before  welding  i 
rod  is  added.  If  the  weld  is  stopped  for  any  reason,  the 
same  precautions  should  be  observed  upon  restarting. 

WELDING  TECHNIQUE— GENERAL.  The  welding  j 
torch  and  welding  rod  shall  be  manipulated  so  as  to  main¬ 
tain  a  definite  puddle  of  molten  weld  metal  without  over¬ 
heating  either  the  base  metal  or  deposited  metal.  The  end 
of  the  welding  rod  shall  be  kept  within  the  limits  of  the 
puddle  at  all  times,  particular  care  being  taken  not  to  dis¬ 
turb  the  rear  edge  of  the  puddle  which  might  cause  slag  ! 
on  the  surface  to  become  entrapped  in  the  weld  metal.  In 
manipulating  the  flame,  the  tip  of  the  inner  cone  shall  pref¬ 
erably  not  touch  either  base  metal,  puddle  or  welding  rod. 

Either  backhand  or  forehand  technique  may  be  employed. 
The  various  positions  of  welding  rod  and  flame  with  re¬ 
spect  to  each  other  in  backhand  and  forehand  techniques 
are  illustrated  in  Figs.  16  and  17. 

In  carrying  the  puddle  forward,  the  base  metal  surfaces 
just  in  advance  of  the  puddle  shall  be  prepared  for  fusion 
with  the  puddle  by  melting  sufficient  surface  metal  to  re¬ 
move  oxides  and  expose  sound  base  metal.  In  some  cases 
this  depth  of  melting  may  be  1/32  in.  or  less.  Manipu¬ 
lation  of  the  rod  and  flame  in  controlling  the  puddle  shall 

FIG.  16 

Position  of  Rod  and  Flame  in  Backhand  Technique. 


Arrow  indicates  direction  of  welding. 
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FIG.  17 

Positions  of  Rod  and  Flame  in  Forehand  Technique. 


be  such  that  at  no  time  is  molten  metal  from  the  puddle 
permitted  to  flow  ahead  until  this  melting  has  occurred. 

For  welding  in  positions  other  than  flat,  it  shall  be  per¬ 
missible  to  carry  a  fairly  shallow  puddle  for  convenience 
in  controlling  it.  When  using  backhand  technique,  this 
shall  be  done  by  distributing  the  molten  metal  in  the  puddle 
with  the  end  of  the  welding  rod,  providing  the  puddle  is 
kept  sufficiently  molten  so  that  surface  oxides  do  not  become 
entrapped  in  the  weld. 

FILLET  WELDS.  When  fillet  welding  in  the  flat  posi¬ 
tion,  there  is  a  tendency  for  the  top  plate  to  melt  before 
the  bottom  plate.  This  shall  be  avoided  by  pointing  the 
flame  more  against  the  lower  plate  as  shown  in  Figs.  16 
and  17.  It  is  essential  that  fusion  be  secured  at  the  inside 
corner  or  root  of  the  joint,  the  welding  rod  and  inner 
coiie  shall  be  manipulated  so  this  result  will  be  secured. 
If  desired,  the  welding  rod  may  be  stirred  lightly,  well 
within  the  bounds  of  the  puddle,  to  maintain  a  shallow 
puddle  and  distribute  the  molten  metal  so  as  to  obtain  read¬ 
ily  welds  of  proper  size  and  shape. 

BUTT  WELDS.  When  butt  welding  in  the  flat  position, 
manipulation  of  rod  and  inner  cone  shall  be  such  that  the 
bottom  of  the  vee  is  fused  together  at  the  same  time  but 
in  advance  of  the  upper  walls  of  the  vee  so  that  the  weight 
of  the  puddle  does  not  cause  molten  metal  to  sag  inside 
the  joint.  Where  spacing  of  the  joint  exceeds  1/6  in.,  it  is 
allowable  to  weld  the  bottom  of  the  vee  together  in  a  sepa¬ 
rate  operation,  Vi  in.  to  1  in.  at  one  time  ahead  of  the 
principal  point  of  welding. 

MULTT-LAYER  WELDING.  Multiple  layer  welding 
may  be  used  in  place  of  single  layer  welding  for  all  posi¬ 
tions  of  welding  and  thicknesses  of  metal,  but  especially 
for  welds  of  larger  size.  The  criterion  shall  be  the  size 
of  puddle  that  can  most  effectively  be  carried  by  the  welder 
for  the  particular  position  of  welding.  If  the  completion 
of  a  weld  in  one  layer  requires  a  puddle  larger  than  indi¬ 
cated  by  this  criterion,  two  or  more  layers  shall  be  made. 

The  layers  of  the  weld  may  be  made  continuously  for 
the  full  length,  or  the  welding  may  be  done  by  the  “step” 
method  illustrated  in  Fig  18. 

FIG.  18 


“Step”  Method  of  Multi-Layer  Welding. 


Sequence  of  “Step”  Welds  Shown  by  Numbers. 


VI.  Illustrations  of  Butt  and  Fillet  Welds. 
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FIG.  20 


FIG.  21 


Single-V  Butt  Weld. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,.  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Boajrd,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly j  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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ANNUAL  REPORT 


CASES  FILED  AND  PENDING  1945 


Filed  1945 

A 

BZ 

s 

SA 

SM 

SR 

M’L 

T’L 

GR. 

JANUARY  . 

32 

5 

0 

4 

4 

0 

104 

149 

Restored  . 

9 

12 

1 

0 

0 

0 

0 

22 

171 

FEBRUARY  ... 

35 

18 

0 

1 

2 

0 

57 

113 

Restored  . 

7 

2 

0 

0 

0 

0 

0 

9 

122 

< 

MARCH  . 

58 

13 

0 

3 

10 

0 

63 

147 

Restored  . 

4 

5 

0 

0 

2 

0 

0 

11 

158 

APRII . 

48 

16 

0 

2 

0 

0 

65 

131 

Restored  . 

6 

5 

0 

0 

0 

0 

0 

11 

142 

MAY  . 

52 

16 

0 

3 

8 

0 

127 

206 

Restored  . 

3 

11 

0 

0 

0  - 

0 

0 

14 

220 

JUNE  . 

51 

17 

0 

4 

8 

0 

102 

182 

Restored  . 

5 

7 

0 

1 

1 

0 

0 

14 

196 

JULY  . 

43 

14 

0 

2 

7 

0 

104 

170 

Restored  . 

7 

8 

0 

1 

0 

0 

0 

16 

186 

AUGUST  . 

14 

6 

0 

4 

9 

0 

0 

33 

Restored  . 

0 

0 

0 

0 

0 

0 

0 

0 

33 

J 

SEPTEMBER  .. 

40 

16 

0 

5 

6 

0 

67 

134 

Restored  . 

13 

7 

0 

1 

0 

0 

0 

21 

155 

OCTOBER  . 

56 

18 

0 

2 

16 

0 

99 

191 

Restored  . 

8 

13 

0 

1 

0 

0 

0 

22 

213 

NOVEMBER  ... 

44 

13 

0 

6 

12 

0 

76 

151 

Restored  . 

0 

7 

0 

1 

1 

0 

0 

9 

160 

DECEMBER  ... 

30 

35 

0 

6 

9 

0 

67 

147 

Restored  . 

2 

14 

0 

2 

1 

0 

0 

19 

166 

TOTAL  . 

PENDING 

567 

278 

1 

49 

96 

0 

931 

1922 

1922 

Dec.  31,  1944. .. 

133 

92 

3 

129 

277 

5 

0 

639 

639 

- 

GRAND  TOTAL 

DISPOSITION 

1945 

700 

370 

4 

178 

373 

5 

931 

2561 

2561 

JANUARY  . 

36 

17 

0 

1 

3 

0 

104 

161 

FEBRUARY  .... 

31 

13 

0 

0 

3 

0 

57 

104 

MARCH  . 

35 

10 

0 

4 

5 

0 

63 

117 

382 

APRIL  . 

57 

16 

0 

2 

7 

0 

65 

147 

MAY  . 

60 

22 

1 

2 

3 

0 

127 

215 

1 

l  • 

JUNE  . 

65 

22 

0 

0 

2 

1 

102 

192 

554 

JULY  . 

161 

47 

0 

2 

7 

0 

104 

321 

L 

AUGUST  . 

0 

0 

0 

0 

0 

0 

0 

0 

SEPTEMBER  .. 

30 

22 

0 

1 

0 

0 

67 

120 

441 

OCTOBER  . 

60 

25 

0 

2 

7 

0 

99  1 

193 

NOVEMBER  ... 

38 

23 

0 

2 

3 

0 

76 

142 

L 

DECEMBER  ... 

31 

16 

1 

2 

3 

0 

67 

120 

455 

L 

L 

TOTAL  . 

PENDING 

604 

233 

2 

18 

43 

1 

931 

1832 

1832 

' 

Dec.  31,  1945... 

96 

137 

2 

160 

330 

4 

0 

729 

729 

(  Code.  A  Appeals  from  Administrative  Decisions.  BZ — Applications  under  Zoning  Resolution.  S — Application  for  Variations  of  Labor  Law. 

SA  Applications  for  Approval  of  Appliances.  SM — Applications  for  Approval  of  Materials.  SR — Applications  for  Adoption  of  Rules. 

M’L — Miscellaneous  Docket. 
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ANNUAL  REPORT 


DOCKET 

Cases  pending  December  31,  1944 .  639 

Cases  filed  up  to  December  31,  1945 .  823 

Restored  to  Calendar  .  168 

* 

Miscellaneous  Applications 

Requests  to  reopen  . 563 

Requests  to  amend  .  119 

Requests  to  rescind  .  1 

Requests  for  extension  of  time .  74 

Requests  for  extension  of  permit .  168 

Requests  for  approval  of  plans .  6 


Total  .  2561 

Disposed  of  .  1832 

Cases  pending  December  31,  1945 .  729 


DISPOSITION  OF  CASES 


Withdrawn  .  159 

Dismissed  .  40 

Denied  .  122 

Granted  .  4 

Granted  on  condition  .  514 

Appliances  approved  .  14 

Appliances  dismissed,  disapproved  or  withdrawn .  3 

Materials  approved  .  40 

Materials  dismissed,  disapproved  or  withdrawn .  4 

Rules  approved  .  1 

Miscellaneous  Actions 

Requests  to  reopen  granted  .  524 

Requests  to  reopen  denied  .  10 

Requests  to  amend  granted  .  119 

Requests  to  rescind  granted  .  1 

Requests  for  extension  of  time  granted  .  74 

Requests  for  extension  of  permit  granted  .  168 

Plans  approved  .  6 

Requests  withdrawn  or  dismissed  .  29 


Total  .  1832 


MONEYS  RECEIVED 


SUBSCRIPTIONS  1st  QUARTER  2nd  QUARTER  3rd  QUARTER  4th  QUARTER  TOTAL 

To  Bulletin  .  $270.00  $252.50  $142.50  $252.50  $917.50 

Cash  Sales  .  101.40  127.98  120.73  254.90  605.01 

raid  to  City  Treasurer  .  $371.40  $380.48  $263.23  $507.40  $1522.51 


REVIEW  FROM  1916 


Restored 

Total 

Pending 

Disposed  of  as 

follows : 

Cases 

&M’l 

to  DIs- 

Previous 

With- 

Dis- 

Cases 

Granted, 

M’l 

Total 

Pending 

Tear 

Filed 

Actions 

pose  of 

Year 

drawn 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  31st 

1916 

502 

32 

534 

0 

39 

64 

59 

204 

32 

398 

136 

1917 

2620 

35 

2655 

136 

291 

154 

241 

838 

35 

1559 

1232 

1918 

1734 

160 

1894 

1232 

803 

666 

418 

1009 

160 

3056 

70 

1919 

1005 

73 

1078 

70 

105 

47 

271 

594 

41 

1058 

90 

1920 

793 

114 

907 

90 

84 

100 

233 

457 

33 

907 

90 

1921 

1720 

376 

1896 

90 

102 

296 

337 

827 

35 

1597 

389 

1922 

1575 

405 

1980 

389 

171 

195 

262 

1025 

281 

1934 

435 

1923 

1562 

308 

1870 

435 

149 

189 

193 

928 

219 

1678 

627 

1924 

1540 

415 

1955 

627 

173 

194 

290 

1003 

324 

1984 

598 

1925 

1350 

335 

1685 

598 

140 

129 

203 

793 

275 

1540 

*743 

1926 

1147 

403 

1550 

743 

193 

85 

289 

864 

403 

1834 

459 

1927 

1357 

575 

1932 

459 

168 

137 

261 

679 

477 

1722 

669 

1928 

988 

467 

1455 

669 

230 

107 

312 

585 

384 

1618 

506 

1929 

765 

508 

1273 

506 

177 

62 

190 

518 

440 

1387 

392 

1930 

760 

523 

1283 

392 

175 

38 

215 

379 

451 

1258 

417 

1931 

623 

645 

1268 

417 

103 

44 

184 

471 

539 

1341 

344 

1932 

631 

641 

1272 

344 

158 

22 

159 

492 

524 

1355 

261 

1933 

389 

648 

1037 

261 

54 

34 

144 

312 

542 

1086 

212 

1934 

368 

584 

952 

212 

47 

51 

162 

248 

493 

1001 

163 

1935 

365 

718 

1083 

163 

40 

14 

122 

305 

589 

1070 

176 

1936 

393 

683 

1076 

176 

59 

18 

103 

330 

563 

1073 

179 

1937 

629 

691 

1320 

179 

43 

14 

120 

469 

587 

1173 

326 

1938 

1230 

720 

1950 

326 

96 

19 

153 

910 

618 

1796 

480 

1939 

1552 

934 

2486 

480 

121 

66 

244 

1010 

812 

2253 

713 

1940 

1235 

1043 

2278 

713 

138 

33 

200 

851 

890 

2112 

879 

1941 

1116 

1148 

2264 

879 

122 

43 

205 

852 

999 

2221 

922 

1942 

915 

1018 

1933 

922 

163 

59 

275 

746 

913 

2156 

699 

1943 

638 

1050 

1688 

699 

146 

69 

105 

562 

939 

1821 

566 

1944 

753 

1075 

1828 

566 

119 

47 

92 

562 

935 

1755 

639 

1945 

823 

1099 

1922 

639 

159 

40 

129 

573 

931 

1832 

729 

Total 

31078 

17226 

48304 

13412 

4568 

3036 

6171 

19336 

14464 

47575 

14141 

JOSEPH  J.  DOYLE,  Chief  Clerk. 
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HARRIS  H.  MURDOCK,  Chairman. 
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No.  18 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  E.  Gunn 

Joseph  J.  Doyle,  Chief  Clerk 

Office — Municipal  Building,  Rooms  1000  to  1018. 

Telephone — WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  April 
23,  1946,  Affecting  Calendar  Numbers  575-32-BZ, 
283-42-BZ,  320-45-BZ,  782-45-BZ,  792-45-BZ,  36-46- 
BZ,  41-46-BZ,  448-23-BZ,  562-24-BZ,  676-42-BZ,  779- 

45- BZ,  791-45-BZ,  802-45-BZ,  803-45-A,  37-46-BZ, 
93-46-BZ,  28-46-A,  198-46-A,  202-46-A,  228-46-A,  427- 
38-SA,  62-39-SM,  812-39-SM  and  647-45-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  April 
23,  1946,  Affecting  Calendar  Numbers  89-46-A,  137- 

46- A,  150-46-A,  211-46-A,  213-46-A,  244-46-A,  245-46- A, 
247-46-A,  812-26-A,  1349-39-A,  199-46-A,  556-38-A, 
685-42-A,  677-44-A,  382-43-A,  638-45-A,  121-46-A,  123- 
46-A,  162-46-A,  177-46-A,  205-46-A,  207-46-A,  219-46-A, 
241-46-A,  273-46-A,  137-26-BZ,  410-31-BZ,  42-32-BZ, 
288-38-BZ,  715-38-BZ,  741-41-BZ,  742-41-BZ,  743-41- 
BZ,  864-41-BZ,  112-42-BZ,  354-45-BZ,  239-19-BZ,  539- 
23-BZ  and  102-33-SA. 

Reprint  of  Resolution  Affecting  Calendar  Number  1148- 
40-SM. 

Proposed  Amendments  to  Rules  on  Exterior  Veneering 
Materials. 

Oil  Burner  Rules. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  April  23,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

272-46-BZ — H.B.R. — 654  Richmond  road,  southeast 
corner  of  Pierce  street  (Block  2902,  Lots  37  and  40), 
Concord,  Borough  of  Richmond,  Alt.  12-46. 


273-46-A — H.B.Q. — 114-25  Queens  boulevard,  east  side, 
201  ft.  north  of  77th  avenue  (Block  2266,  Lots  81  and 
82),  (1st  floor);  Forest  Hills,  Borough  of  Queens,  N.B. 
1292-46. 


274-46-SM— S  aniflamed  (flame  resistant  compound), 
manufactured  by  Saniflamed  Corp.,  Material. 


275-46-BZ — H.B.B. — 6409-6411  8th  avenue,  east  s’de,  60 
ft.  south  of  64th  street  (Block  5742,  Lot  6),  Borough  of 
Brooklyn,  Alt.  687-46. 


276-46-BZ — H.B.B. — 1145-1149  Liberty  avenue  and  145- 
159  Sheridan  avenue,  northeast  corner  (Block  4182, 
Lot  1),  Borough  of  Brooklyn,  Amendment  to  Alt. 
2389-45. 


277-46-A — F.D. — 238-244  Junius  street,  west  side,  150  ft. 
south  of  Belmont  avenue  (ground  floor);  (Block  3746, 
Lot  31),  Borough  of  Brooklyn,  Decision  re  1574-LC. 


278-46-A — F.D. — 97-01  to  97-13  218th  street,  east  side, 
from  97th  to  98th  avenues  (Block  10770,  Lot  1),  Queens 
Village,  Borough  of  Queens,  1836-C. 


279-46-BZ — H.B.M. — 637-641  West  54th  street,  north¬ 
east  corner  of  12th  avenue  and  638-642  West  55th  street 
(Block  1102,  Lot  14),  Borough  of  Manhattan,  Amend¬ 
ment  to  N.B.  216-45. 


280-46-A — H.B.M. — 43  West  56th  street,  north  side,  269 
ft.  10J-2  in.  east  of  Avenue  of  The  Americas  (6th  ave¬ 
nue);  (Block  1272,  Lot  12),  Borough  of  Manhattan, 
Amendment  to  Alt.  470-46. 


281-46-A — F.D. — 113-127  East  76th  street,  south  side, 
from  Park  to  Lexington  avenues,  841-861  Park  avenue, 
1082-1098  Lexington  avenue  and  100-130  East  77th  street 
(10th  floor);  (Block  1411,  Lots  8,  9,  10  and  11),  Bor¬ 
ough  of  Manhattan,  44218-LC  and  Decision. 


282-46-SM — Modern  Kelly  Seat  Action  Pressure  Tank 
W.C.  Combination,  manufactured  by  Modern  Kelly 
Corp.,  Material. 


283-46-SM — Pomeroy  System — Mechanical  Fastenings 
for  Acoustical  and  Insulating  Materials  (wall  and  ceil¬ 
ings),  manufactured  by  S.  H.  Pomeroy  Company,  Ma¬ 
terial. 


284-46-BZ — H.B.M. — 136-148  7th  avenue,  and  202-204 
West  19th  street,  southwest  corner  (Block  768,  Lots  35 
to  42,  inclusive),  Borough  of  Manhattan,  N.B.  73-46. 


285-46-SM — ARM  CO  Spiral  Welded  Steel  Pipe,  Pipe 
Piles  or  Caissons  (ASTM  Specifications  A  139  Grade 
B),  manufactured  by  American  Rolling  Mill  Company, 
Material. 


286- 46-SM — ARMCO  Steel  Pipe  Piles  (ASTM  Speci¬ 
fications  A  252  Grade  2),  manufactured  by  American 
Rolling  Mill  Company,  Material. 

287- 46-SM — ARMCO  Spiral  Welded  Steel  Pipe,  Pipe 
Piles,  or  Caissons  (ASTM  Specifications  A  134  Using 
A  139  Grade  B  Steel),  manufactured  by  American  Roll¬ 
ing  Mill  Company,  Material. 

288- 46-SM — MIXTITE — Asphalt  Powder  Mix,  manu¬ 
factured  by  Mixtite  Corp.,  Material. 

289- 46-SM — GLASTONE,  manufactured  by  Colonial 
Art  Stone  Corp.,  Material. 

290- 46-A — H.B.M. — 305  East  51st  street,  north  side,  74 
ft.  9  in.  east  of  2nd  avenue  (cellar);  (Block  1344,  Lot 
104),  Borough  of  Manhattan,  Amendment  to  P.  &  D. 
1115-45. 


291- 46-A — H.B.M. — 241-243  West  28th  street,  south  side, 
249  ft.  3  in.  east  of  8th  avenue  (roof);  (Block  778,  Lot 
18),  Borough  of  Manhattan,  Alt.  2-46. 

292- 46-A — H.B.Q. — 39-50  Douglaston  parkway,  west 
side,  405  ft.  south  of  39th  avenue  (Block  8082,  Lots  280 
and  280^2 ),  Douglaston,  Borough  of  Queens,  Alt.  781-46. 

293- 46-BZ — H.B.M. — 450  West  54th  street,  south  side, 
175  ft.  east  of  10th  avenue  (Block  1063,  Lot  57),  Bor¬ 
ough  of  Manhattan,  N.B.  84-46. 

294- 46-A — F.D. — 50-01  Rockaway  Beach  boulevard, 
south  side,  between  Beach  50th  and  Beach  51st  streets 
(Block  336,  Lot  20),  Edgemere,  Borough  of  Queens, 
16875-LF. 

Restored  to  Calendar. 

239-19-BZ — H.B.B. — 1171  New  York  avenue,  and  3301 
Cortelyou  road  (Canarsie  lane),  northeast  corner  (Block 
4933,  Lot  62),  Borough  of  Brooklyn,  Decision. 

539-23-BZ — H.B.Bx. — 2325-2335  Jerome  avenue,  and  1-9 
Evelyn  place,  northwest  corner  (Block  3198,  Lot  105), 
Borough  of  The  Bronx,  Alt.  252-46. 

102-33-SA — Everedy  Oil  Burner,  Appliance. 

556-38-A — H.B.M. — 355-371  5th  avenue,  188-198  Madison 
avenue,  1-15  East  34th  street,  and  2-16  East  35th  street 
(Block  864,  Lot  1),  Borough  of  Manhattan,  Alt.  461-46. 

685-42-A — H.B.B. — 206-224  Stewart  avenue,  east  side, 
entire  block  bounded  by  Ten  Eyck  street,  Gardner  ave¬ 
nue  and  Meadow  street  (Block  2952,  Lot  1),  Borough  of 
Brooklyn,  Certificate  of  Occupancy  Applic.  759-46. 

677-44-A — F.D.  and  H.B.M. — 34-44  Hubert  street,  and 
398-408  Washington  street,  northwest  corner  (Block 
217,  Lot  1),  Borough  of  Manhattan,  39228-LC  and  De¬ 
cisions. 
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DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . June 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . .....Aug. 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc.  . . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ...  Apr. 

Oil  Burner  Rules . Apr. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . . Tan. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C. .Apr. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . . June 

Structural  Alterations.  Reporting ....  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

19,  1945— Vol.  30,  No.  25 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

9,  1946— Vol.  30,  No.  15 
30,  1946— Vol.  31,  No.  18 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31,  No.  1 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  30,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


APRIL  30,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  30,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

687-45-BZ — Application,  November  8,  1945,  under  section 
21  of  the  zoning  resolution  of  Ferdinand  Savignano,  ap¬ 
plicant,  on  behalf  of  Andrew  Ercolino,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of 
present  building  to  occupy  more  area  than  permitted,  at 
curb  level ;  premises  3712-3714  13th  avenue,  west  side, 
70  ft.  and  90  ft.  south  of  37th  street  (Block  5295,  Lots 
37  and  38),  Borough  of  Brooklyn. 

413-45-BZ — Application  of  Emil.  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 

' 


of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

777-45-BZ — Application  December  13,  1945,  under  sec¬ 
tion  7e  of  the  zoning  resolution  of  Albert  Thompson, 
applicant,  on  behalf  of  Elsie  O’Connor,  owner,  (John 
Callahan,  lessee),  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  stable  (riding  academy  for  8  horses 
for  hire);  premises  198-73  Foothill  terrace,  east  side,  98 
ft.  north  of  Hillside  avenue  (Block  10532,  Lots  128  and 
131),  Queens  Village,  Borough  of  Queens. 

557-45-BZ— Application,  July  20,  1945,  under  sections 
7 a  and  21  of  the  zoning  resolution,  of  John  T.  Clancy, 
applicant,  on  behalf  of  Slattery  Contracting  Co.,  owner, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  garage  for  more  than  five  trucks  for  own¬ 
er’s  use  and  repair  shop;  premises  51-01  72nd  place,  and 
72-28  to  72-36  51st  road,  southeast  corner  (Block  2465, 
Lots  1  to  5),  Woodside,  Borough  of  Queens. 

56-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Charles  DeSaro,  applicant 
on  behalf  of  Mary  Adelson,  owner,  to  permit  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  public 
garage  and  lofts  to  manufacturing;  premises  139-141 
Kosciusko  street,  north  side,  300  ft.  west  of  Marcy  avenue 
(Block  1779,  Lot  66),  Borough  of  Brooklyn. 

41-46-BZ— Application,  January  11,  1946,  under  section 
21  of  the  zoning  resolution,  of  S.  Joseph  Silbert,  appli¬ 
cant,  on  behalf  of  126  West  42nd  Street,  Inc.,  owner, 
to  permit  in  retail  use,  B  area  district,  the  change  in 
occupancy  and  increase  in  area  of  proposed  building  to 
occupy  more  than  the  permitted  area;  premises  126-128 
West  42nd  street,  south  side,  240  ft.  west  of  6th  avenue 
(Avenue  of  The  Americas)  and  129-131  West  41st  street 
(Block  994,  Lots  21,  43  and  44),  Borough  of  Manhattan. 

114-36-BZ — Application  of  James  Whitford,  applicant,  on 
behalf  of  Vincent  Kieran,  owner,  reopened  March  19, 
1946,  under  section  7a  of  the  zoning  resolution,  to  permit 
in  business  and  business  1  use  district,  the  restoration  to 
the  former  uses  granted  by  the  Board  (motor  vehicle 
repair  shop,  garage  for  more  than  five  (5)  motor  vehicles 
and  automobile  showroom);  premises  330  Bay  street, 
and  2  St.  Julian  place,  southwest  corner  (Block  503,  Lot 
32),  Tompkinsville,  Borough  of  Richmond. 

8-46-BZ — Application,  January  9,  1946,  under  section  21 
of  the  zoning  resolution,  of  H.  Herbert  Lilien,  applicant, 
on  behalf  of  North  State  Realty  Corp.,  owner,  to  permit 
in  residence  and  business  use,  B  area  district,  the  con- 
struqtion  of  two  incinerators,  occupying  more  than  per¬ 
mitted  area;  premises  1270  Gerard  avenue,  and  41  East 
168th  street,  northeast  corner  (Block  2481,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

69-46-BZ — Application,  February  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  William  J.  Minogue,  appli¬ 
cant,  on  behalf  of  Edwin  Gould  Foundation  for  Children, 
owner,  to  permit  in  residence  use,  E-l  area  district,  the 
conversion  of  occupancy  from  existing  use  (dormitory  of 
children’s  home)  to  multiple  dwelling  not  conforming 
to  requirements  of  E-l  area  district;  premises  1761  Still¬ 
well  avenue,  southeast  corner  of  Pelham  parkway  (Block 
4411,  part  of  Lot  300),  Borough  of  The  Bronx. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 
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131-46-BZ — Application,  February  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  A.  Stewart  Walker,  appli¬ 
cant,  on  behalf  of  Chemical  Bank  and  Trust  Company, 
owner,  to  permit  in  retail  use,  B  area  district,  the  exten¬ 
sion  of  present  building  (2  additional  stories)  to  occupy 
more  than  permitted  area  and  to  permit  rear  yard  of  less 
depth  than  is  required;  premises  11-13  West  51st  street, 
north  side,  250  ft.  west  of  5th  avenue  (Block  1267,  Lot 
26),  Borough  of  Manhattan. 

106-46-BZ — Application,  February  15,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Joseph  Rodkin,  owner,  to  permit 
in  a  business  use  district,  the  reconstruction  of  present 
existing  gasoline  service  station  with  accessory  uses  as 
auto  washing,  greasing,  office  and  sale  of  accessory  auto¬ 
mobile  parts;  premises  2413-2425  Flatbush  avenue,  and 
5102-5112  Avenue  T,  southeast  corner  (Block  8543,  Lot 
34),  Borough  of  Brooklyn. 

522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant, 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wilbert, 
owners  (Wheeler  Shipbuilding  Corp.,  lessee),  reopened 
March  26,  1946,  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  for  a 
temporary  term,  the  use  and  maintenance  of  a  temporary 
storage  shed;  the  storage  of  lumber,  and,  also  the  park¬ 
ing  of  more  than  five  motor  vehicles  (employees’  cars); 
premises  152-02  to  152-10  10th  avenue,  10-01  to  11-29 
152nd  street,  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  1,  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens. 

46-46-BZ — Application,  January  23,  1946,  under  section 
7b  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  William  C.  Segal,  owner,  to  permit 
in  residence  and  restricted  retail  use  district,  the  change 
in  occupancy  from  private  dwelling  to  editorial  and  pub¬ 
lishing  office;  premises  18  East  62nd  street,  south  side, 
95  ft.  west  of  Madison  avenue  (Block  1376,  Lot  60), 
Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

133-46-A — 18  East  62nd  street,  south  side,  95  ft.  west  of 
Madison  avenue  (Block  1376,  Lot  60),  Borough  of  Man¬ 
hattan. 

147-46-A — 337-361  Carroll  street  (331-335  displayed), 
north  side,  230  ft.  east  of  Hoyt  street  and  374-396  Presi¬ 
dent  street  (2nd  floor);  (Block  444,  Lot  18),  Borough  of 
Brooklyn. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  ,  11-29 
152nd  street,  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street— 153rd  street); 
(reopened  March  26,  1946). 

132-46-A — 11-13  West  51st  street,  north  side,  250  ft.  west 
of  5th  avenue  (Block  1267,  Lot  26),  Borough  of  Man¬ 
hattan. 

Appliances  and  Materials  for  Approval. 

139-46-SA — General  Bronze  Oil  Burning  Furnace,  Model 
0-55. 

33-46-SA — Stebbins  Indirect  Gas-Fired  Air  System, 
Types  A,  B,  C  and  E  (Immersion  Fired  Extended  Fin 
Surface)  for  Ovens. 

136-46-SA — Bendix  Automatic  Home  Laundry,  Models 
B  and  S. 


347-39-SM— Lone  Star  Portland  Cements,  Types  I,  II 
and  III  (Nazareth  Mill)  and  Types  I  and  III  (Hudson 
Mill);  (reopened  December  18,  1945). 

271-45-SM — Lone  Star  Masonry  Cement. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  30,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  30,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

123-46-A — 12  Duane  street  and  235-239  William  street, 
southwest  corner  (Block  121,  Lot  61),  Borough  of  Man¬ 
hattan. 

162-46-A — 99-08  Metropolitan  avenue,  south  side,  121  ft. 
west  of  70th  road  (Block  3894,  Lot  34),  Forest  Hills, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street — Metropolitan  Avenue  widen¬ 
ing). 

121-46-A — 1981-1989  Webster  avenue,  west  side,  195.45 
ft.  north  of  East  178th  street  (Block  2815,  Lot  46), 
Borough  of  The  Bronx. 

206- 46-A — 137  Coleridge  street,  east  side,  280  ft.  south 
of  Compton  avenue  (Block  7516,  Lot  1129),  Borough 
of  Brooklyn. 

207- 46-A — 145  Coleridge  street,  east  side,  340  ft.  south 
of  Compton  avenue  (Block  7516,  Lot  1126),  Borough 
of  Brooklyn. 

382-43-A — 150  Ocean  parkway,  west  side,  395  ft.  south 
of  Caton  avenue  (Block  5328,  Lot  30),  Borough  of 
Brooklyn  (reopened  February  5,  1946). 

238-46-A — 1530  Coleman  street,  west  side,  225  ft.  south 
of  Flatlands  avenue  (1st  floor);  (Block  7859,  Lot  58), 
Borough  of  Brooklyn. 

212-46-A — 159-161  Thatford  avenue,  east  side,  50  ft.  north 
of  Sutter  avenue  (Block  3527,  Lot  3),  Borough  of 
Brooklyn. 

258-46-A — 1282-1300  Broadway,  east  side,  from  West 
33rd  to  West  34th  streets,  53-63  West  33rd  street  and 
50-60  West  34th  street  (1st  floor);  (Block  835,  Lot  1), 
Borough  of  Manhattan. 

183-46-A — 76)4  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23.61  ft.  east 
of  Kelly  street  (2nd  floor);  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

267-46-A — 4  West  54th  street,  south  side,  122.6  ft.  west 
of  5th  avenue  (Block  1269,  Lot  42),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  7,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  7,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

811-45-BZ  Application,  December  27,  1945,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner  (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
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business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  a  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077, 

Lot  51),  Port  Richmond,  Borough  of  Richmond. 

• 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

794-45-BZ — Application,  October  18,  1945,  under  sec¬ 
tions  7b  and  21  of  the  zoning  resolution,  of  Arthur 
Weiser,  applicant,  on  behalf  of  Pannonia  Realty  Co., 
owner,  to  permit  in  a  residence  and  restricted  retail  use, 
B  area  district,  the  erection  of  a  class  A  multiple  dwel¬ 
ling  and  restaurant,  occupying  more  than  the  permitted 
area;  premises  32-36  East  65th  street,  south  side,  60  ft. 
east  of  Madison  avenue  (Block  1379,  Lots  48  to  50,  in¬ 
clusive),  Borough  of  Manhatttan. 

104-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  Harold  L.  Young, 
applicant,  on  behalf  of  132-134  West  124th  Street  Corp., 
owner,  to  permit  in  a  business  use  district,  the  change 
of  occupancy  from  stable  and  wagon  repair  shop,  to 
steam  laundry  and  factory  using  more  than  permitted 
floor  area  of  building  for  manufacturing;  premises  132- 
134  West  124th  street,  south  side,  300  ft.  west  of  Lenox 
avenue  (Block  1908,  Lot  46),  Borough  of  Manhattan. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

156-46-BZ— Application,  February  20,  1946,  under  sec¬ 
tion  7 a  of  the  zoning  resolution,  of  Martyn  N.  Weston, 
applicant,  on  behalf  of  Arthur  Herz,  owner,  to  permit 
in  a  residence  use  district,  the  conversion  to  printing 
shop  from  former  carpenter  shop  and  lumber  yard; 
premises  270-272  West  19th  street,  south  side,  150  ft. 
east  of  8th  avenue  (Block  768,  Lots  75  and  76),  Bor¬ 
ough  of  Manhattan. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
;  permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

182-46-BZ — Application,  March  6,  1946,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt, 
applicant,  on  behalf  of  Queens  Windsor  Corp.,  owner, 
to  permit  in  a  residence  and  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  commercial  structure,  occupying 
more  than  permitted  area  and  not  having  required  rear 
yard,  with  an  entrance  to  loading  platform  within  resi¬ 
dence  district,  and  using  premises  for  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  108-36  to 
108-48  Queens  boulevard,  and  107-34  road  (Windsor 
place),  southeast  corner  (Block  3257,  Lots  1  and  45), 
Forest  Hills,  Borough  of  Queens. 

1115-40-BZ — Applicant  of  William  B.  O’Connor,  appli¬ 
cant,  on  behalf  of  Truck  Terminals,  Inc.,  owner,  re¬ 
opened  April  9,  1946  for  consideration  as  to  extension 
of  variance  (expired  by  limitation) — Application,  previ- 
i  ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  for  a  term  of  two  years,  permitting 
in  a  business  use  district,  the  parking  and  storage  of 


more  than  five  motor  vehicles;  premises  2101-2109  Surf 
avenue,  northwest  corner  of  West  21st  street  (Block 
7058,  Lots  27  to  50,  inclusive),  Borough  of  Brooklyn. 

84-46-BZ — Application,  February  6,  1946,  under  sections 
7b,  7c  and  21  of  the  zoning  resolution,  of  Kitzer  & 
Nurick,  applicants,  on  behalf  of  Cypress  Homes  Corp., 
owner  (Cypress  Hills  Swimming  Pool,  Inc.,  lessee),  to 
permit  in  residence  and  unrestricted  use  district,  swim¬ 
ming  pool,  bath  houses,  recreation  facilities  and  supply 
room;  premises  852-874  Jamaica  avenue,  and  2-20  Hem¬ 
lock  street,  southwest  corner  (Block  4106,  Lot  39), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

145-46-A — 852-874  Jamaica  avenue,  and  2-20  Hemlock 
street,  southwest  corner  (Block  4106,  Lot  39),  Borough 
of  Brooklyn. 

50-46-A — 60-82  Washington  street,  west  side,  1-27  Flint 
street,  27-37  York  street  and  66-76  Front  street,  entire 
block  (5th  floor);  (Block  50,  Lot  1),  Borough  of  Brook¬ 
lyn. 

Appliances  and  Materials  for  Approval. 

34-46-SA — Weil  Pump  Company,  Non-Clog  Sewage 
Pump. 

345-44-SA — Reliable  Heat  Exchanger  (reopened  Febru¬ 
ary  26,  1946  re  amendment  of  resolution  to  include  ap¬ 
proval  of  Types  B,  C,  E  and  BU). 

232-46-SM — Williamsburg  Three  Hour  Hollow  Steel 
Door. 

240-46-SM — Stran  Steel  Division,  Quonset  40  and  Quon- 
set  20  (Light  weight  steel  buildings). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  7,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  7,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Rules. 

465-44-SR — Proposed  Amendments  to  Rules  on  Exterior 
Veneering  Materials. 

Appeals  from  Administrative  Decisions. 

638-45-A — 244-258  Water  street,  south  side,  125  ft.  east 
of  Bridge  street  (Block  42,  part  of  Lot  11),  Borough  of 
Brooklyn. 

185-46-A — 20-24  Exchange  place  and  22  William  street, 
southwest  corner  (15th  to  19th  floors,  inclusive);  (Block 
27,  Lots  27,  31,  33  and  36),  Borough  of  Manhattan. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

166-46-A — 18-20  West  street,  east  side,  75  ft.  south  of 
Morris  street,  and  28-32  Washington  street  (Block  15, 
Lot  19),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  14,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  14,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
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on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  70  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook¬ 
lyn. 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19, 
1946  (previously  withdrawn)  re  application,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  reconstruction  and  extension  of  existing 
gasoline  service  station  (previously  granted  by  the 
Board);  premises  242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner 
(Block  13206  (3645),  Lots  17  and  19),  Rosedale,  Borough 
of  Queens. 

36-46-BZ — Application,  January  8,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants  on  behalf  of  F.  Lidonici,  owner,  to  per¬ 
mit  in  business  use,  D  area  district,  the  erection  of  a 
building  to  be  used  as  a  gasoline  service  station,  lubri- 
torium,  auto  laundry  and  public  garage  for  more  than  five 
(5)  motor  vehicles,  using  more  than  the  permitted  area  of 
the  Lot;  premises  68-72  to  68-88  Austin  street,  south 
side,  100  ft.  west  of  69th  avenue  (Block  3234,  part  of 
Lots  22  and  34),  Forest  Hills,  Borough  of  Queens. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

283-42-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Estate  of  Theodore  Badman,  owner,  reopened 
February  26,  1946,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  use  district,  the  parking 
and  storage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied) ;  premises  222-228  East  34th  street, 
south  side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots 
46-49),  Borough  of  Manhattan. 

25-46-BZ— -Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

811-26-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  E.  Winkle,  owner,  reopened 
February  13,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
trict,  the  extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium,  auto 
laundry  and  minor  repairs;  premises  93-02  to  93-14 


Atlantic  avenue,  and  94-02  to  94-08  Woodhaven  boule¬ 
vard,  southwest  corner  (Block  9033,  Lot  1),  Woodhaven, 
Borough  of  Queens. 

57-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner, 
to  permit  in  residence  and  business  use,  C  and  F  area 
districts,  the  erection  of  a  commercial  building,  with 
exit  from  cellar  through  the  residence  district  contrary 
to  law,  and,  also  exceeding  the  permitted  area  at  curb 
level;  premises  168-01  to  168-09  Hillside  avenue,  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block 
9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Prokauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito¬ 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

776-45-BZ — Application,  December  7,  1945,  under  section 
21-c  of  the  zoning  resolution,  of  New  York  City  Hous¬ 
ing  Authority,  applicant  and  owner,  to  permit  in  resi¬ 
dence  and  retail  use,  D  area  district,  and  Class  1  height 
district,  the  erection  of  fireproof  Class  “A”  multiple 
dwellings,  provided  with  dormers,  the  area  of  which 
dormers  will  be  in  excess  of  that  permitted  under  section 
9c,  when  computed  on  basis  of  projected  street  lines; 
premises  East  Houston  street,  to  East  6th  street,  be¬ 
tween  Avenue  D  and  East  River  drive  (Block  356,  Lot 
1),  Lillian  Wald  Houses  (Buildings  No.  2,  3,  4  and  10), 
Borough  of  Manhattan. 

155-46-BZ — Application,  March  1,  1946,  under  section 
7a  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Arjoy  Realty  Corp.,  owner,  to 
permit  in  a  retail  use  district,  the  extension  of  present 
building,  using  more  than  the  permitted  area;  premises 
408  8th  avenue,  east  side,  73.3  ft.  south  of  West  31st 
street  (Block  780,  Lot  4),  Borough  of  Manhattan. 

246-46-BZ— Application,  April  8,  1946,  under  section  21 
of  the  zoning  resolution,  of  Hugh  G.  Bergen,  applicant, 
on  behalf  of  President  and  Directors  of  The  Manhattan 
Co.,  owner,  to  permit  in  a  business  use,  C  area  district, 
the  extension  of  present  building,  using  more  than  per¬ 
mitted  area;  premises  257  Beach  116th  street,  west  side, 
200  ft.  south  of  Newport  avenue  (Block  664,  Lot  17), 
Rockaway  Beach,  Borough  of  Queens. 

596-45-BZ — Application,  October  5,  1945,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Albert  E.  Putnam  Estate,  owner, 
to  permit  in  local  retail  district,  the  change  in  occu¬ 
pancy  from  business  (stores)  to  business  (stores)  and 
factory;  premises  1161-1175  Castle  Hill  avenue,  and  2167 
Powell  avenue,  northwest  corner  (Block  3811,  Lot  41), 
Borough  of  The  Bronx. 

20t46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  1  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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MAY  14,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  14,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  of  the  following  matter: 

Appeals  from  Administrative  Decisions. 

177-45-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

219-46-A — 279-281  East  139th  street,  north  side,  130.64  ft. 
east  of  3rd  avenue  (elevator);  (Block  2314,  Lot  89), 
Borough  of  The  Bronx. 

273-46-A — 114-25  Queens  boulevard,  east  side,  201  ft 
north  of  77th  avenue  (1st  floor);  (Block  2266,  Lots  81 
and  82),  Forest  Hills,  Borough  of  Queens. 

241-46-A — 111-03  77th  road,  northwest  corner  of  Austin 
street  (Block  3343,  Lot  65),  Kew  Gardens,  Borough  of 
Queens. 

224-46-A — 57-08  Grand  avenue,  south  side,  60  ft.  8j4  in. 
east  of  Rust  street  (Block  2621,  Lot  34  and  Block  2622, 
Lot  59),  Maspeth,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  proposed  mapped  street 
— Malcolm  place). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  21,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  21,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

239-19-BZ— Application  of  Laura  Schirald,  applicant  and 
owner,  reopened  April  23,  1946,  for  consideration  as  to 
extension  of  variance — re  Application,  previously 
granted  on  condition,  under  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of 
a  public  garage,  for  a  temporary  term  of  years;  premises 
1171  New  York  avenue,  and  3301  Cortelyou  road 
(Canarsie  lane),  northwest  corner  (Block  4933,  Lot  62), 
Borough  of  Brooklyn. 

822-45-BZ— Application,  December  26,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Janet  Blatman  and  Mildred 
Kramer,  owners  (Major  Curtain  Cleaners,  lessee),  to 
permit  in  residence  and  business  use  district,  the  change 
of  occupancy  from  public  market,  store  and  manufac¬ 
turing,  to  laundry;  premises  1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot 
58),  Borough  of  Brooklyn. 

61-46-BZ — Application,  January  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Charles  Smallman,  owner,  to 
permit  in  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  an  office  and  fishing  station;  premises 

1-7  Dare  Court,  northwest  corner  of  Plumb  Beach 
Channel  (Block  7547,  Lots  2162,  2164,  2166,  2168,  2170 
and  2172),  Borough  of  Brooklyn. 

210-46-BZ— Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abram  Shlefstein,  appli¬ 
cant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 

• 


premises  1466-1474  East  24th  street,  and  2333-2339  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

651-45-BZ — Application,  October  26,  1945,  under  section 
21  of  the  zoning  resolution,  of  Emil  Koeppel,  applicant, 
on  behalf  of  Robalex  Realty  Corp.,  owner,  to  permit  in 
unrestricted  use,  C  area  district,  the  extension  of  existing 
building  to  cover  more  than  permitted  area;  premises 
724-726  64th  street,  south  side,  180  ft.  east  of  7th  avenue 
(Block  5821,  Lot  16),  Borough  of  Brooklyn. 

80-46-BZ — Application,  February  7,  1946,  under  section 
21  of  the  zoning  resolution,  of  Harry  Leslie  Walker, 
applicant,  on  behalf  of  Board  of  Education,  City  of 
New  York,  prospective  owner,  to  permit  in  residence 
use,  D  and  E  area  districts,  the  erection  of  a  building 
(Public  School)  using  more  than  permitted  setbacks; 
premises  134-40  161st  street,  west  side,  the  north  side 
of  137th  avenue,  from  160th  to  161st  streets  (Block 
12299,  Lots  13,  14,  18,  20,  22,  24,  26,  27,  30-33,  37,  39-43, 
45,  47,  49,  51,  53-55,  57,  59  and  132);  (P.S.  167),  Flushing, 
Borough  of  Queens. 

214-46-BZ — Application,  March  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Harry  J.  Seif,  applicant, 
on  behalf  of  Meta  A.  Plate,  owner  (George  Seif,  Inc., 
lessee),  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1421  Kings  Highway,  north  side, 
21  ft.  in.  west  of  East  15th  street  (Block  6777,  Lot 
30),  Borough  of  Brooklyn. 

781-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  John  Opladen,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  re¬ 
construction  of  an  existing  gasoline  service  station,  and 
auto  repair  shop  and  an  auto  showroom;  premises  115-06 
to  115-18  101st  avenue,  and  101-02  to  101-08  116th  street, 
southwest  corner  (Block  9433,  Lots  3  and  5),  Richmond 
Hill,  Borough  of  Queens. 

102-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  1219  Quentin  Road  Corp., 
owner,  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1215  Quentin  road,  north  side, 
57  ft.  93/s  in.  west  of  East  13th  street  (Block  6775,  Lot 
41),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  21,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  21,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  of  the  following  matters : 

Appeals  from  Administrative  Decisions. 

2- 46-A — 60-01  to  60-19  Woodhaven  boulevard,  east  side, 
between  Booth  and  Wetherole  streets  (1st  floor); 
(Block  3008',  Lot  1),  Woodhaven,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of  mapped 
street — proposed  Midtown  Highway). 

3- 46-A — 59-41  to  59-59  Woodhaven  boulevard,  north¬ 
east  corner  of  Booth  street  (1st  floor);  (Block  3074, 
Lot  1),  Woodhaven,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  mapped  streets — pro¬ 
posed  Midtown  Highway). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  23,  1946 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  April  2,  1946  and  Tuesday 
morning  and  afternoon,  April  9,  1946,  were  approved  as 
printed  in  Bulletins  15  and  16,  Vol.  31. 


ZONING  APPLICATIONS 

575-32-BZ 

APPLICANT — Charles  M.  Spindler,  for  Mary  Cavallaro 
and  Harriet  Sweeney,  owners. 

SUBJECT — Application  reopened  March  19,  1946  re  Ap¬ 
plication  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  reconstruc¬ 
tion  and  extension  of  existing  gasoline  service  sta¬ 
tion  (previously  granted  by  the  Board). 

PREMISES  AFFECTED— 242-02  to  242-12  Merrick  boule¬ 
vard  and  133-41  to  133-45  242nd  street,  southeast 
corner  (Block  13206  (3645),  Lots  17  and  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Haus. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946,  at  10 
A.M.  at  request  of  applicant. 


283-42-BZ 

APPLICANT — Herman  Kron,  for  Estate  of  Theodore 
Badman,  owner. 

SUBJECT — Application  reopened  February  26,  1946— Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7h  of  the  zoning  resolution,  to  permit 
in  residence  use  district,  the  parking  and  storage 
for  more  than  five  (5)  motor  vehicles  (previously 
denied). 

PREMISES  AFFECTED — 222-228  East  34th  street,  south 
side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots 
46-49),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Harold  Klorfein,  N.  Y.  C.  Tun¬ 
nel  Authority  and  Alfred  A.  Walter. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946,  at  10 
A.M.  at  request  of  representative  for  objectors. 


320-45-BZ 

APPLICANT — A.  S.  Mongiello,  for  Joseph  Palermo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  and  unrestricted  use 
district,  the  change  of  occupancy  from  garage  (not 
more  than  four  cars  and  light  storage)  to  rug 
cleaning  and  light  storage. 

PREMISES  AFFECTED — 212  Evergreen  avenue,  south 
side,  70  ft.  east  of  Willoughby  avenue  (Block 
3206,  Lot  16),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  A.  S.  Mongiello. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946,  at  10 
A.M.  for  further  consideration. 


782-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  M. 
Newman,  owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  business  use  district,  the  extension  of 
existing  gasoline  station. 

PREMISES  AFFECTED— 196-202  Grand  street  Exten¬ 
sion,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Edwin  Devlin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1946,  at  10 
A.M.  for  inspection  by  Committee  of  Board. 


792-45-BZ 

APPLICANT — H.  Hurwit,  for  Maria  Talamo,  owner 
(Rose  Fromme,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning 
resolution,  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  stor¬ 
age  to  a  garage  for  more  than  five  (5)  motor 
vehicles  located  within  250  feet  of  a  Public  Park. 
PREMISES  AFFECTED — -346  East  114th  street,  south 
side,  175  ft.  west  of  1st  avenue  (Block  1685,  Lot 
36),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Hurwit,  E.  Feinsod  and  J. 
Fromme. 

For  Opposition :  Sarah  Giammattes,  Peter  Cappul- 
lo,  Thomas  Minirio,  Michael  Comforti  and 
others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946,  at  10 
A.M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


36-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  F.  Lidonici, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  business  use,  D  area  district, 
the  erection  of  a  building  to  be  used  as  a  gasoline 
service  station,  lubritorium,  auto  laundry  and  public 
garage  for  more  than  five  (5)  motor  vehicles, 
using  more  than  the  permitted  area  of  the  lot. 
PREMISES  AFFECTED — 68-72  to  68-88  Austin  street, 
south  side,  100  ft.  west  of  69th  avenue  (Block- 
3234,  part  of  Lots  22  and  34),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  A.  Lama  and  F.  Lidonici. 

For  Opposition :  P.  McGoldrick,  F.  Wolosoff  and 
S.  Gross. 

For  Administration :  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD— Laid  over  to  May  14,  1946,  at  10 
A.M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


41-46-BZ 

APPLICANT— S.  Joseph  Silbert,  for  126  West  42nd 
Street,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  retail  use,  B  area  district,  the  change 
in  occupancy  and  increase  in  area  of  proposed 
building  to  occupy  more  than  the  permitted  area. 

PREMISES  AFFECTED— 126-128  West  42nd  street, 
south  side,  240  ft.  west  of  6th  avenue  (Avenue  of 
The  Americas)  and  129-131  West  41st  street 
(Block  994,  Lots  21,  43  and  44),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  S.  Joseph  Gilbert. 

For  Opposition:  George  McKinley 
For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  oyer  to  April  30,  1946,  at  10 
A.M.  at  request  of  applicant. 


448-23-BZ 

APPLICANT— William  R.  Altman  and  Herman  Kron,  for 
Steinfrank  Realty  Corp.,  owner  (Shelby  Craftco, 
lessee )  • 

SUBJECT— Application  reopened  February  19,  1946— Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7c  and  7e  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the 
change  in  occupancy  from  garage  for  more  than 
five  (5)  motor  vehicles  (previously  granted  by 
Board)  to  storage  (paper  products)  and  office. 
PREMISES  AFFECTED— 2856  Webster  avenue,  east  side, 
199.4  ft.  south  of  Bedford  Park  boulevard  (Block 
3273,  Lot  118),  Borough  of  The  Bronx. 
APPEARANCES—  „  . 

For  Applicant:  H.  Kron,  W.  Altman  and  Ben]. 
Franklin. 

For  Opposition:  M.  J.  Fuchs. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (448-23-BZ) 

Whereas,  this'  application  (re  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  affecting  premises  2856 
Webster  avenue  (Block  3273,  Lot  118)  the  Bronx,  was 
granted  by  the  Board  on  January  19,  1923,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication,  and  consideration  under  sections  7c  and  7e  of  the 
zoning  resolution,  to  permit  in  residence  and  business  use 
districts  the  change  of  occupancy  from  garage  for  more 
than  five  motor  vehicles  to  storage  (paper  products)  and 
office;  and 

Whereas,  this  case  reopened  by  vote  of  the  Board  on 
February  19,  1946,  and  restored  to  the  calendar  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  23,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 


resolution  show  that  Webster  avenue  is  in  business  use,  B 
area  and  Class  1)4  height  districts;  Bedford  Park  boule¬ 
vard  is  in  business  use,  B  area  and  Class  1)4  height  dis¬ 
tricts;  East  199th  street  is  in  business  use,  B  area  and 
Class  1)4  height  districts;  and 
Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  plot,  100.3  feet  frontage  by  141.62  feet  in 
depth,  irregular,  on  which  is  located  a  building  100.3  feet 
front  by  141.62  feet  in  depth,  one  story,  15  feet  in  height 
of  Class  3  construction;  that  it  is  proposed  to  change  the 
use  of  the  garage  for  a  period  of  ten  years  and  to  revert 
to  its  original  use;  and  . 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1924  under  approval  of  the  Board  under  Cal. 
448-23-BZ ;  that  it  is  a  nonfireproof,  one  story  building  and 
was  and  is  used  as  a  public  garage,  as  per  Certificate  of 
Occupancy  No.  28,  issued  January  3,  1924;  that  the  present 
application  is  for  a  change  of  use  from  garage  to  shipping 
and  warehouse  for  a  period  of  ten  years  and  after  such 
time  to  revert  to  its  original  use;  that  the  application 
is  also  made  necessary  by  reason  of  the  war  and  post  war 
conditions  in  the  neighborhood  in  which  this  garage  is 
located,  because  of  the  shortage  of  cars  at  present ;  that  this 
is  a  substantially  large  building  and  the  owners  find  it  hard 
to  operate  it  at  par;  that  objection  3  will  be  complied  with 
and  new  plans  filed  with  the  Borough  Superintendent;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  29,  1946,  re  Alt.  41-46,  reads: 

“1.  Proposed  change  of  occupancy  to  storage  and 
offices  is  unlawful,  as  structure  is  partly  in  Business 
and  partly  in  a  Residence  Use  district.  This  prohibition 
applies  to  residence  portion  of  structure.  Section  3, 
Zoning  Resolution. 

Structure  approved  for  public  garage  by  Board  of 
Standards  and  Appeals.  Cal.  No.  448-23-BZ.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  19,  1923  by  adding 
thereto : 

“Granted  under  Section  7c  of  the  Zoning  resolution 
to  permit  the  building  to  be  occupied  as  proposed  in 
the  application  filed  February  1,  1946  based  on  a  de¬ 
cision  of  the  borough  superintendent  on  Alt.  Applic. 
41-46,  Objection  1,  on  condition  that  the  use  shall  be  a 
use  as  permitted  in  a  business  use  district;  that  no 
manufacturing  shall  be  carried  on  within  the  building; 
that  the  building  shall  be  used  for  the  storage  of  paper 
products  by  the  lessee  as  proposed ;  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  that  in  all  other 
respects,  the  building  shall  conform  to  the  requirements 
of  all  laws,  rules  and  regulations  applicable  to  the 
building  and  occupancy  and  as  to  construction  and 
with  the  requirements  of  the  resolution  of  the  Board 
adopted  June  19,  1923;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution;  that  nothing  in  this 
resolution  shall  be  deemed  permission  to  restore  the 
garage  use  after  the  occupancy  as  proposed.” 


562-24-BZ 

APPLICANT — Samuel  Rosenblum,  for  Jacob  Oberwager, 
owner. 

SUBJECT — Application  reopened  March  19,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  residence  and  business  use  district, 
the  proposed  additional  use  for  the  display,  sales 
and  servicing  of  automobiles,  and  altering  the  front 
elevation  to  present  one  story  public  garage  (for 
more  than  five  motor  vehicles),  previously  granted 
by  the  Board. 

PREMISES  AFFECTED— 2470-2480  Bedford  avenue, 

west  side,  60  ft.  north  of  Clarendon  road  (Block 
5167,  Lot  40),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  S.  Rosenblum  and  J.  Oberwager. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

Negative  .  0 

THE  RESOLUTION  (562-24-BZ) 

W  hereas,  this  application  (re  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles,  affecting  premises  2470-2480  Bedford  avenue,  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  June  17, 
1924  on  certain  conditions ;  and 

Whereas,  on  July  22,  1924,  the  Board  approved  archi¬ 
tect’s  return  as  in  substantial  compliance  with  provisions  of 
resolution ;  and 

Whereas,  the  Appellate  Division  unanimously  affirmed 
the  opinion  of  Special  Term  which  sustained  the  Board’s 
action;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  residence  and  business  use 
districts  the  proposed  additional  use  for  the  display,  sales 
and  servicing  of  automobiles  and  altering  the  front  eleva¬ 
tion  to  present  one  story  public  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  19,  1946,  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  23,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bedford  avenue  is  in  residence  and 
business  use,  C  area  and  Class  1%  height  districts;  Clarendon 
road  is  in  residence  and  business  use,  C  area  and  Class  1% 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  28,  1946,  re  Alt.  Applic.  41-46,  reads: 

“The  present  one  story  public  garage  for  more  than 
five  motor  vehicles  and  the  front  elevation  was  granted 
by  the  Board  of  Standards  and  Appeals  under  Cal. 
562-24-BZ  on  June  17,  1924,  to  be  erected  partly  in  a 
business  and  partly  in  a  residence  use  district. 

Proposed  additional  uses  for  the  display,  sales  and 
servicing  of  automobiles,  and  altering  the  front  eleva¬ 
tion  being  contrary  to  approved  resolution  under  Cal. 
562-24-BZ,  is  hereby  denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  100  ft.  in  depth,  one  story 
16  ft.  in  height,  of  Class  2  construction;  that  it  is  proposed 
ff>  provide  office  supply  rooms  and  waiting  room ;  that  the 
windows  are  to  be  recessed  and  a  new  service  door  provided 
to  waiting  room;  and 

.  Whereas,  the  applicant  contends  that  it  is  not  the  inten¬ 
tion  to  make  any  material  physical  change  in  the  layout 
of  the  premises  except  a  few  physical  improvements  as 
follows :  Provide  office  supply  rooms  and  waiting  room ; 
some  of  the  functions  of  the  garage  will  be  discontinued, 
two  of  the  present  gas  pumps  will  be  removed  and  only  one 
pump  will  be  used,  reset  as  indicated  on  plans;  the  windows 
are  to  be  recessed  so  as  to  enhance  the  appearance  of  the 
building  and  a  new  service  door  provided  to  waiting  room; 
the  building  will  be  used  for  the  ordinary  servicing  of  cars 
sold  through  the  agency  and  there  will  be  no  general  repair 
shop  but  limited  servicing  incidental  and  as  accessory  to  the 
automobiles  sold  by  the  agency;  that  the  premises  will  be 


far  less  in  use  than  that  originally  proposed  inasmuch  it 
will  go  from  a  24  hour  basis  of  use  to  that  in  which  it 
would  close  about  6  P.M.  weekly  and  be  completely  closed 
on  Sunday;  that  as  indicated  in  the  original  application  the 
plot  is  between  two  similar  uses,  there  being  a  gas  and  ser¬ 
vice  station  to  the  north  and  another  gas  station  to  the  south 
of  the  plot;  that  the  operation  and  maintenance  of  the 
agency  would  be  a  better  condition;  that  all  the  conditions 
of  the  previous  resolution  are  being  complied  with,  and  in 
view  of  the  physical  situation  and  location  of  the  plot  and 
the  nature  of  the  use  proposed,  it  is  respectfully  requested  a 
variation  to  permit  the  display  sales  and  service  of  auto¬ 
mobiles  in  connection  with  the  existing  use  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  17,  1924,  by  adding 
thereto : 

“that  in  lieu  of  the  use  of  the  building  as  a  garage  as 
heretofore  permitted,  the  building  may  be  occupied  for 
the  display  and  sale  of  motor  vehicles  as  proposed  in  the 
application  filed  February  21,  1946  based  on  a  decision 
of  the  borough  superintendent  on  Alt.  Applic.  41-46 
dated  January  28,  1946,  provided  the  building  is  rear¬ 
ranged  substantially  as  proposed  and  as  indicated  on 
plans  filed  with  the  application  marked  “Received  Feb¬ 
ruary  21,  1946”  ;  that  no  servicing  shall  be  carried  on 
within  the  building  except  minor  adjustments  with  hand 
tools ;  that  the  building  shall  be  occupied  solely  as  a  dis¬ 
play  space  for  new  unused  automobiles ;  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  no  signs 
shall  be  erected  on  the  premises  other  than  those  per¬ 
mitted  under  the  zoning  resolution;  that  no  substantial 
change  shall  be  made  to  the  front  of  the  building  other 
than  the  installation  of  new  show  windows  and  one 
extra  access  door  to  the  waiting  room  as  shown  on 
such  plans ;  that  no  openings  shall  be  constructed  other 
than  those  now  existing  in  the  walls  on  the  side  lot 
lines  or  on  the  rear  lot  lines;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  amended  resolution.” 


676-42-BZ 

APPLICANT— Ellis  L.  Lavine,  for  Tillie  Kooperman  and 
William  Broder,  owners. 

SUBJECT— Application  reopened  February  5,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent)  un¬ 
der  section  7e  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  change  of  occupancy 
from  stable  (more  than  five  horses)  to  manufactur¬ 
ing  and  storage. 

PREMISES  AFFECTED — 357  West  17th  street,  north  side, 
100  ft.  east  of  9th  avenue  (Block  741,  Lot  5)  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  Lavine,  B.  Bogrien,  T.  Broder 
Kooperman,  W.  Broder. 

For  Opposition:  Mrs.  D.  K.  Pfeiffer  and  F.  A. 
McKenzie. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  q 

THE  RESOLUTION  (676-42-BZ) 

V  hereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  a  4-story  building  erected  as 
a  stable  to  store,  showroom,  offices  and  light  manufacturing, 
affecting  premises  357  West  17th  street,  north  side,  100  ft. 
east  of  9th  avenue  (Block  741,  Lot  5),  Borough  of  Manhat¬ 
tan,  was  denied  by  vote  of  the  Board  on  November  24,  1942; 
and 
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Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district  the  change  of 
occupancy  from  stable  for  more  than  five  horses  to  manufac¬ 
turing  and  storage ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  5,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  17th  street  is  in  residence  and 
retail  use,  A  and  B  area  and  Class  V/2  and  2  height  districts; 
9th  avenue  is  in  a  business  use,  A  area  and  Class  2  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  10,  1945,  re  Alt.  App.  2073-45,  reads : 

“1.  The  change  of  use  in  a  class  3  building  located 
in  a  Residence  B  district  from  a  nonconforming  (stable) 
to  another  nonconforming  (manufacturing  and  storage) 
use  is  contrary  to  Art.  II,  Sec.  3  Zoning  Res.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  feet  frontage  by  92  feet  in  depth,  on  which  is 
located  a  building  25  feet  front  by  92  feet  in  depth,  4  stories 
(45  feet)  in  height,  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  change  the  occupancy  from  stable  and  wagon  room 
(more  than  5  horses)  to  storage  and  manufacturing  of  pack¬ 
ing  cases  in  cellar  and  on  1st  floor  only,  upper  floors  to  be 
vacant;  and 

Whereas,  the  applicant  contends  that  this  application 
is  requested  under  section  7e  for  a  stated  term  of  years,  to 
permit  the  building  to  be  occupied  for  commercial  use  as 
stated  in  Alteration  Application  2073-45 ;  that  the  area  in 
which  the  premises  are  located  was  rezoned  on  November 
13,  1936  from  business  to  residential  use;  that  the  present 
building  wa^  erected  as  a  stable  for  horses  in  1894;  that 
according  to  all  records  it  has  never  been  used  for  any 
other  purposes ;  that  it  is  now  proposed  to  convert  the 
stable  for  horses  to  factory  for  the  repair  and  manufac¬ 
ture  of  wood  packing  cases,  boxes  and  crates ;  the  only 
structural  changes  proposed  on  the  interior  are  for  the 

1st  floor,  where  new  toilets  will  be  installed  and  the  part 
of  the  ramp  leading  to  2nd  floor  removed ;  that  an  iron 
ladder  will  lead  from  1st  floor  to  ramp  to  serve  as  access 
for  inspection  and  repair  purposes  only ;  that  the  cellar 
will  be  used  only  for  storage;  that  the  total  volume  of 
packing  boxes  on  premises  at  any  one  time  will  not  exceed 
2000  cubic  feet ;  that  there  will  not  be  more  than  four  men 

employed ;  that  the  front  of  the  building  will  have  the 

windows  restored,  which  will  be  an  improvement  in  ap¬ 
pearance  ;  that  all  receiving  and  shipping  of  boxes  and 

material  will  be  made  by  truck,  backing  inside  the  premises, 
off  the  sidewalk  and  causing  no  blocking  of  traffic;  that 
the  only  mechanical  equipment  that  will  be  installed  are 
two  electric  saws,  a  rip  saw  and  a  swing  saw ;  that  this 
property  was  purchased  by  the  present  owners  only  a  few 
months  ago  for  their  own  use  as  stated  herein ;  that  before 
taking  title  a  search  was  ordered  from  an  Abstract  Company 
and  a  request  made  for  a  search  against  any  restrictions 
for  the  use  proposed ;  that  the  Abstract  Company  reported 
there  were  no  restrictions,  having  failed  to  check  zoning 
regulations ;  that  thereupon,  the  present  owners  took  title ; 
that  the  premises  are  located  in  a  block  that  now  has  only 
some  old-law  tenements  and  no  new  law  multiple  dwellings ; 
that  directly  across  the  street,  the  National  Maritime  Union 
occupies  175  feet  frontage  of  a  7-story  and  2-story  build¬ 
ing  used  as  a  Seaman’s  Hiring  Hall  and  meeting  rooms ; 
that  there  are  several  bars  and  restaurants  in  this  block 
and  the  class  of  people  loitering  and  traveling  through 
the  block  would  not  induce  any  real  estate  operation  to 
erect  new  housing  there  at  present ;  that  directly  in  back 
of  these  premises  is  a  6-story  manufacturing  building  making 
paper  boxes  and  other  articles ;  that  there  are  several  stores 


in  the  block  used  for  numerous  retail  business  and  domestic 
repair  services ;  that  the  Catholic  Youth  Organization  that 
owns  the  premises  directly  adjacent  on  the  east  and  would 
be  the  most  affected  by  this  change,  have  given  their  written 
consent  to  proposed  change;  that  the  block  on  West  17th 
street  east  of  this  block  is  now  in  a  residential  use  area, 
yet  it  is  occupied  mostly  by  large  loft  buildings ;  that  the 
entire  block  south  of  this  property,  namely  West  16th 
street,  between  8th  and  9th  avenues  is  in  an  unrestricted 
use  area,  with  the  large  15-story  Port  Authority  Building 
covering  the  entire  south  side  of  the  street ;  that  the  appli¬ 
cant  refers  to  the  photographs  used  in  Vol.  I  of  Cal. 
676-42-BZ  as  additional  proof  to  be  used  with  photographs 
now  submitted ;  that  in  view  of  all  the  facts  herein  stated, 
it  is  respectfully  requested  the  Board  under  the  powers 
granted  it  by  Section  7e  of  the  zoning  resolution,  and  the 
fact  the  proposed  use  will  not  be  detrimental  to  the  area, 
grant  this  application ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  Section  7, 
Subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof 
for  a  term  of  two  (2)  years  to  permit  the  cellar  and  first 
floor  only  of  the  premises  to  be  occupied  as  proposed,  and 
for  no  other  use,  on  condition  that  the  upper  floors  shall 
remain  vacant;  that  such  fire  fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct ;  that  any 
windows  on  the  northerly  or  westerly  lot  line  in  the  first 
story  or  basement  shall  be  blocked  up ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


779-45-BZ 

APPLICANT — W.  F.  Lamb  for  Shreve,  Lamb  and  Har¬ 
mon,  for  The  Macmillan  Company,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  B  area 
district,  the  proposed  addition  to  an  existing  build¬ 
ing,  and  without  providing  a  rear  yard. 

PREMISES  AFFECTED— 60-62  5th  avenue  and  9-11  12th 
street,  northwest  corner  (Block  576,  Lots  46  and 
48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Appplicant:  G.  Brett,  Jr.,  W.  F.  Lamb,  M. 

Southworth  and  J.  Williams. 

For  Opposition :  L.  Cohen,  A.  Kayser  and  J.  G.  L. 
Molloy. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  . .  0 

THE  RESOLUTION:  (779-45-BZ) 

Whereas,  Shreve,  Lamb  and  Harmon  for  The  Macmillan 
Company,  owner,  filed  December  13,  1945,  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use,  B  area  district,  the  proposed  addition  to 
an  existing  building,  without  providing  a  rear  yard  ;  prem¬ 
ises  60-62  5th  avenue  and  9-11  West  12th  street,  northwest 
corner  (Block  576,  Lots  46  and  48)  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
April  23,  1946,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 
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Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  5th  avenue  is  in  residence  and  retail 
1  use,  B  area  and  Class  1^4  height  districts ;  West  12th  street 
is  in  residence  and  retail  1  use,  B  area  and  Class  1*4  height 
districts;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  November  15,  1945,  re  Alt.  Applic.  1867-45,  reads: 

“1.  Proposed  use  of  new  extension  for  shipping, 
office  and  storage  in  a  residence  district  is  contrary  to 
Sec.  3  of  zoning  resol. 

2.  Rear  yard  should  be  provided  as  per  Sec.  17  of 
zoning  resolution.  Note  that  lowest  level  of  a  rear 
yard  in  a  residence  use  district  should  be  at  the  curb 
level.” 

and 

.  Whereas,  the  applicant  states  that  the  premises  con¬ 
sist  of  a  plot,  103  ft.  1  in.  frontage  by  150  ft.  in  depth,  on 
which  is  located  a  building  103  ft.  1  in.  front  by  125 
ft.  in  depth,  8  stories  109  ft.  8  in.  in  height,  of  Class  1 
construction  ;  that  it  is  proposed  to  erect  an  addition  to  the 
present  building,  25  ft.  by  103  ft.  1  in.  on  lot  48,  for  the 
full  depth  of  the  lot  on  1st  floor  and  for  a  depth  of  67  ft.  1(4 
in.,  on  2nd,  3rd  and  4th  floors  with  a  street  line  set  back  of 
8  ft.  4  in.  on  5th,  6th  and  7th  floors,  and  set  back  of  13  ft. 
10/4  in.  on  8th  floor,  the  addition  to  be  of  same  height  as 
present  building;  and 

Whereas,  the  applicant  contends  that  the  proposed  alter¬ 
ation  will  provide  loading  and  unloading  area  adjacent  to 
that  within  the  existing  building  which,  at  present,  with  an 
area  of  1,750  sq.  ft.  has  actual  accommodation  for  only  3 
large  and  4  smaller  trucks,  with  a  result  that  as  many  as  82 
others  have  been  in  one  5-day  week  forced  to  wait  in  the 
street  for  access  to  the  unloading  area  which  has  prevented 
the  street  from  being  used  freely  by  other  traffic;  that  the 
additional  area  approximately  1,500  sq.  ft.  will  provide  for 
6  loading  berths  10  x  25  ft.  as  defined  in  Sect.  19a  of  the 
Zoning  Resolution,  which  would  accommodate  at  least  4 
additional  trucks ;  that  the  granting  of  this  application  will 
permit  additional  loading  and  unloading  facilities  within  the 
building,  thus  removing  the  inconvenience  and  annoyance  to 
the  surrounding  property  owners  by  permitting  the  free  use 
of  the  street;  that  no  manufacturing  will  be  done  in  the 
building  as  it  will  be  used  for  the  same  purposes  as  the 
existing  building,  namely,  offices  and  book  storage ;  that  the 
addition  will  be  of  the  same  general  type  of  design  as  the 
present  building,  and  carry  out  the  same  lines  as  the  present 
Zoning  Resolution  permits  and  will  be  of  such  character  as  to 
enhance  the  appearance  of  the  neighborhood ;  that  the  prop¬ 
erty  in  question  abuts  at  its  rear  (north)  an  existing  busi¬ 
ness  building,  the  yard  of  which  does  not  conform  to  the 
zoning  resolution,  being  54  in.  deep ;  that  there  is  at  present 
a  concrete  wall  6  ft.  6  in.  high  on  the  line  of  11  W.  12th 
street;  that  it  is  respectfully  requested  that  should  a  yard 
be  required,  it  be  no  deeper  than  the  corresponding  yard  to 
the  north  that  is  54  in. ;  that  it  is  respectfully  requested 
that  the  Board  grant  favorable  consideration  to  this  appli¬ 
cation  ,  that  the  growth  of  the  Macmillan  Company  has 
caused  a  serious  congestion  within  their  present  building, 
both  in  office  space  and  book  storage,  and  this  alteration 
would  relieve  this  congestion  to  a  large  extent;  and 
Whereas,  the  applicant  withdrew  that  part  of  his  appli¬ 
cation  as  to  the  extension  of  the  present  building  and  pro¬ 
posed,  instead,  three  schemes  to  increase  the  unloading  facil¬ 
ities  as  shown  by  revised  plans  filed ;  and 

Whereas,  the  present  building  was  constructed  after  a 
j:°n'n£  variance  was  granted  under  Calendar  Number  1037- 
-3-BZ,  permitting  the  building  to  be  extended  into  the  resi¬ 
dence  use  district  for  a  distance  of  25  feet  along  West  12th 
street;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

.  ^  hereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  discretion  to  grant  under  Section  7, 
subdivision  c,  of  the  zoning  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  on 
condition  that,  in  lieu  of  the  proposal  as  submitted  in  the 
application  filed  on  December  13,  1945,  that  the  existing 
building  at  No.  11  West  12th  street  on  Lot  48,  without  being 
increased  in  height  or  area  may  be  continued  for  occu¬ 
pancy  of  the  three  upper  stories  for  residential  use  and  for 
entertaining  guests  and  customers  of  the  Macmillan  Com¬ 
pany  and  a  truck  entrance  may  be  constructed  through  the 
building  as  indicated  on  revised  plan  marked  “Received 
April  16,  1946”  to  the  rear  yard;  that  the  front  of  the 
building  shall  not  be  changed  in  general  design  except  to 
accommodate  such  truck  entrance  which  shall  be  of  the 
same  size  and  design  with  doors  as  the  similar  entrance 
now  existing  as  previously  permitted  by  the  Board,  in  the 
main  building;  that  the  rear  yard  of  the  building  at  No.  11, 
Lot  48,  may  be  continued  as  an  unloading  space  at  the  rear 
in  conjunction  with  the  shipping  area  previously  permitted; 
that  such  a  wall  shall  be  constructed  along  the  rear  and 
side  lot  lines  of  lot  No.  48,  where  existing  walls  of  adjoin¬ 
ing  buildings  do  not  occur  for  the  purpose  of  protecting  the 
adjoining  owners;  that  such  walls  shall  be  of  masonry  and 
not  less  than  8  ft.  in  height ;  that  doorways  may  be  con¬ 
structed  between  the  existing  building  on  Lot  48  to  the 
main  building  on  Lot  46 ;  that  no  signs  shall  be  placed  on 
the  building  at  No.  11  West  12th  street,  except  necessary 
warning  signs ;  that  except  when  trucks  are  entering  or 
leaving  the  premises,  the  doors  to  shipping  area  at  Nos.  9 
and  11  shall  remain  closed;  that  an  additional  curb  cut  may 
be  constructed  in  front  of  premises  at  No.  11  similar  to  the 
existing  one  adjacent  to  the  east;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


791-45-BZ  • 

APPLICANT— George  Edward  Beatty,  for  R.  C.  Church 
of  St.  Matthias,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent),  under  section  21  of  the  zoning  resolution, 
to.  permit  in  residence,  business  use,  C  area  dis¬ 
trict,  the  proposed  extension  of  existing  school 
building  omitting  part  of  required  rear  yard. 
PREMISES  AFFECTED — 1881  Catalpa  avenue,  north 
side,  103.57  ft.  west  of  Woodward  avenue  (Block 
3473,  Lot  50),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant.  G.  E.  Beatty. 

For  Opposition:  George  Henz,  Bernard  For- 
tig,  Adam  Stack,  Katherine  Schubert,  Eliza¬ 
beth  Sprecker,  Mrs.  Wilhelm  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . .  q 

THE  RESOLUTION  (791-45-BZ) 

Whereas,  George  Edward  Beatty,  for  R.  C.  Church  of 
St.  Matthias,  Rev.  Francis  X.  Wunsch,  Pastor,  filed  Decem¬ 
ber  14,  1945,  an  application  under  section  21  of  the  zoing 
resolution,  to  permit  in  residence  and  business  use,  C  area 
districts,  the  proposed  extension  of  existing-  school  building 
omitting  part  of  required  rear  yard;  premises  1881  Catalpa 
avenue,  north  side,  103.57  feet  west  of  Woodward  avenue 
(Block  3473,  Reg.  No.  2502,  Lot  50),  Ridgewood,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
b\  the  Board  of  Standards  and  Appeals  at  its  regular  meet- 
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Sing,  April  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Catalpa  avenue  is  in  residence  and 
business  use,  C  area  and  Class  1  height  districts ;  Woodward 
avenue  is  in  a  business  use  C  area  and  Class  1  height  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  27,  1945,  re  Alt.  App.  1412-45,  reads : 

“1.  Provide  a  rear  yard  in  compliance  with  Sect.  13c 
of  the  Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  272.08  feet  frontage  by  244.31  feet  in  depth,  on 
which  is  located  a  building  57  feet  front  by  143  feet  10  in. 
in  depth,  irregular,  on  which  is  located  a  building  39  ft.  in 
height,  of  Class  3  construction;  that  it  is  proposed  to  add 
an  extension  to  the  rear  57  feet  wide  by  64  feet,  2  inches 
deep,  2  stories  and  intermediate  39  feet  in  height,  of  Class  1 
construction;  and 

Whereas,  the  applicant  contends  that  the  St.  Matthias 
Congregation  now  numbers  about  10,000  people;  that  there 
are  about  600  children  of  the  parish  deprived  of  the  paro¬ 
chial  education  because  of  limited  schoolroom  facilities ; 
that  Parish  authorities  feel  also  that  the  lack  of  a  proper 
assembly  hall  is  a  condition  which  should  be  rectified;  that 
it  is  proposed  therefore  to  extend  the  school  building  toward 
the  rear  of  the  lot,  adding  fifteen  (15)  classroom  units  and 
a  large  basement  playroom  to  the  plant;  that  this  new  con¬ 
struction  will  be  modern  and  fireproof  and  part  of  the  major 
rehabilitation  and  modernization  which  will  take  place  on 
the  existing  part  of  the  building ;  that  using  absolute  mini¬ 
mum  classroom  dimensions,  an  area  of  building  results 
which,  with  existing  construction,  comes  to  almost  59% 
coverage  of  the  property ;  that  in  this  respect  it  is  within 
the  provisions  of  the  zoning  resolution ;  however,  because 
of  the  fact  that  for  the  topmost  9  ft.  of  the  39  ft.  high  walls 
there  is  provided  3  feet  less  of  a  back  yard  than  is  required 
by  Sec.  13c  of  the  zoning  resolution;  that  there  is  the  legal 
10  ft.  back  yard  which  is  satisfactory  up  to  30  ft.  in  height 
and  there  are  legal  side  yards;  that  it  is  earnestly  requested 
that  the  Board  permit  a  variance  to  allow  the  walls  to  fun 
39  ft.  high  above  the  rear  yard ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  21 
of  the  zoning  resolution,  and  was  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  as  to  area  regulations. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the  rear 
wall  shall  not  exceed  32  ft.  above  the  grade  of  the  existing 
grade  of  the  yard,  which  shall  be  not  less  than  10  feet  in 
width  to  such  height  and  shall  comply  with  the  requirements 
of  section  13c  of  the  Zoning  Resolution  above  such  height 
of  32  feet ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto;  and  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


802-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Church  of  The 
Most  Precious  Blood,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  an  outdoor 
theatre  to  seat  460  persons. 

PREMISES  AFFECTED— 90-110  Bay  47th  street,  and 
2737-2747  Harway  avenue,  northeast  corner  (Block 
6901,  Lots  1,  3,  63,  64  and  66),  Borough  of  Brook¬ 
lyn. 

' 


APPEARANCES— 

For  Applicant:  A.  Lama,  Rev.  Joseph  Dela  Pietro 
and  Petito  Petronelli. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

Negative  .  0 

THE  RESOLUTION  (802-45-BZ) 

Whereas,  Lama  and  Proskauer  for  Church  of  The  Most 
precious  Blood,  owner,  filed  December  20,  1945,  an  appli¬ 
cation  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district  and  outdoor  theatre  to  seat  460 
persons;  premises  90-110  Bay  47th  street  and  2737-2747 
Harway  avenue,  northeast  corner  (Block  6901,  Lots  1,  3, 
63,  64,  and  66),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Bay  47th  street  is  in  a  residence  use,  D 
area  and  Class  1  height  district;  Harway  avenue  is  in  a 
residence  use,  D  area  and  Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  26,  1945,  on  Alt.  Applic.  3410-45,  reads: 

“Request  for  approval  of  outdoor  theatre  to  seat  460 
persons  is  hereby  denied  because : 

a.  Premises  located  within  residence  use  district 
would  violate  Art.  II,  Sec.  3  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  77  ft.  4}4  in.  front  by  180  ft.  in  depth,  on  which 
is  located  a  one-story  frame  building  18  ft.  by  59  ft.  3  in., 
a  one-story  masonry  club,  21  ft.  by  41  ft.  8  in.  and  an  open 
air  theatre  with  a  frame  structure  at  westerly  portion  meas¬ 
uring  18  ft.  by  80  ft. ;  that  this  structure  was  permitted 
under  No.  7310-1937  for  temporary  use;  that  it  is  proposed 
to  permit  the  use  under  Sect.  7c  for  the  summer  months ; 
and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  one-story  frame  building,  measur¬ 
ing  18  by  59  ft.  3  in.  and  a  one-story  masonry  club  21  ft. 
by  41  ft.  8  in.  and  an  open  air  theatre  with  a  frame  struc¬ 
ture  at  the  westerly  portion  of  the  plot  measuring  approxi¬ 
mately  18  by  80  ft.  which  is  used  as  a  stage,  dressing  rooms 
and  an  open  kitchen;  that  it  is  requested  that  the  use  be 
permitted  under  Sec.  7c  of  the  zoning  resolution;  that  it  is 
used  only  during  the  summer  months ;  that  all  exit  facilities 
will  be  complied  with  and  fire  fighting  apparatus  will  be 
maintained ;  that  the  shows  are  operated  under  the  auspices 
of  the  Church;  that  therefore  in  view  of  the  fact  that  this 
use  is  only  for  the  summer  months  and  it  has  been  operated 
since  1937  it  is  respectfully  requested  that  permission  be 
granted  to  continue  this  use ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  to  permit 
the  continuance  of  the  outdoor  theatre  as  proposed,  and  as 
formerly  permitted  by  the  former  Commissioner  of  Build¬ 
ings  under  Permit  No.  7310-1937,  on  condition  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  803-45-A ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
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three  (3)  months  from  the  date  of  this  resolution;  that  the 
premises  shall  be  occupied  only  as  proposed  herein  and  as 
proposed  in  the  statement  filed  with  Cal.  No.  803-45-A. 

803-45-A 

APPLICANT — Lama  and  Proskauer,  for  Church  of  The 
Most  Precious  Blood,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 90-110  47th  street  and  2739- 
2747  Harway  avenue  northeast  corner  (ground) 
(Block  6901,  Lots  1,  3,  63,  64  and  66),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  Lama,  Rev.  Joseph  Dela  Pietro 
and  Petito  Petronelli. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (803-45-A) 

Whereas,  Lama  and  Proskauer,  for  Church  of  Most 
Precious  Blood,  owner,  filed  December  20,  1945,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
90-110  Bay  47th  street  and  2739  to  .2747  Harway  avenue, 
northeast  corner  (Block  6901,  Lots  1,  3,  63,  64  and  66), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  26,  1945,  on  Alt.  Applic.  3410-45,  reads : 

“Request  for  approval  of  outdoor  theatre  to  seat  460 
persons  is  hereby  denied  because : 

“b.  Proposed  structure  of  other  than  Class  1  fire¬ 
proof,  violated  Sec.  C26-721.0  Administrative  Code. 

“c.  Proposed  structure  violates  Art.  13  (Special  Oc¬ 
cupancy  Structures)  in  that  Sec.  C26-715.0  is  not  com¬ 
plied  with.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one- 
story,  13  ft.  in  height;  80  ft.  by  96  ft.  8  in.  in  area,  on  a 
lot  77  ft.  4)4  in.  by  180  ft.  in  area,  of  Class  3  and  Class  4 
construction  erected  1938;  located  in  a  residence  use  D 
area,  Class  1  height  district  and  used  as  a  stage  and  open 
air  theatre  with  an  occupancy  of  482  persons ;  and 

Whereas,  the  applicant  further  states  that  the  premises 
are  presently  improved  with  a  one-story  frame  building 
measuring  18  ft.  by  59  ft.  3  in.  which  is  used  as  a  convent, 
a  one-story  masonry  building  21  ft.  by  41  ft.  8  in.  which  is 
used  as  a  club  house  and  a  one-story  frame  structure  meas¬ 
uring  approximately  18  ft.  by  80  ft.  which  is  used  as  a  stage, 
dressing  rooms  and  storage  for  chairs  used  in  conjunction 
with  the  theatre ;  that  the  construction  of  this  stage  is  of 
the  open  type  with  all  studding  exposed  with  the  exception 
of  a  7  ft.  portion  on  each  side  of  the  stage  ceiling  which  is 
metal  _  covered ;  that  this  structure  was  permitted  under 
Permit  No.  7310-37  for  temporary  use  revocable  at  the 
option  of  the  superintendent;  that  certificate  No.  8T994 
was  issued;  that  all  permits  and  certificates  have  been  can¬ 
celled ;_  that  the  theatre  enclosure  on  the  north,  east,  and 
south  is  a  6  ft.  high  masonry  wall ;  that  there  are  two  main 
exits,  one  at  the  center  which  is  8  ft.  wide  and  one  on  the 
westerly  portion  which  is  5  ft.  wide;  that  seats  are  so 
arranged  so  that  there  is  a  15  ft.  aisle  space  on  both  the 
east  and  west  portions  of  the  theatre  and  a  5  ft.  wide  aisle 
space  at  the  center ;  and 

Whereas,  the  applicant  contends  that  request  is  made 
to  permit  the.  continuance  of  this  use  as  the  premises  are 
only  used  during  the  summer  months ;  that  all  scenery  used 
on  the  stage  is  of  flameproof  material  as  also  is  the  canvas 
top  which  is  used  during  inclement  weather;  that  the  exit 


facilities  will  comply  with  all  rules  and  regulations  and 
necessary  fire-fighting  apparatus  will  be  installed  and  main¬ 
tained  as  may  be  required  by  the  Fire  Department;  that 
the  stage,  dressing  roms  and  storage  building  does  not 
comply  with  Article  13  inasmuch  as  it  is  of  frame  construc¬ 
tion;  that  therefore,  in  view  of  the  fact  that  this  use  is 
only  for  the  summer  months  and  since  it  is  efficiently  oper¬ 
ated  avid  well  manned,  and  has  had  a  clear  record  since 
the  date  of  its  erection,  it  is  respectfully  requested  that  this 
application  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  3410-45,  dated  November  26,  1945, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  Objection  b,  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  such 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  as  to  Objection  c,  that  an  additional 
exit  door  shall  be  installed  toward  the  easterly  side  leading 
to  Bay  47th  street,  and  in  all  other  respects  it  shall  comply 
with  the  requirements  of  Article  13 ;  that  the  kitchen  at  the 
rear  shall  have  no  cooking  facilities  except  one  small  grill ; 
that  the  premises  shall  be  occupied  only  during  the  sum¬ 
mer  months ;  that  during  the  winter  months  the  seating 
shall  be  stored  in  the  open  and  not  within  the  stage  struc¬ 
ture;  that  all  scenery  on  the  stage  shall  be  flameproofed  as 
proposed  and  the  temporary  canvas  top  shall  be  used  only 
during  inclement  weather  and  shall  be  taken  down  at  all 
other  times  and  shall  be  frequently  flameproofed  to  the  satis¬ 
faction  of  the  borough  superintendent  in  accordance  with  the 
Board’s  rules;  that  in  all  other  respects  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to,  other  than  as  modified  by  the  Board  under  Cal.  802- 
45-BZ ;  that  during  the  term  as  therein  permitted  the  prem¬ 
ises  shall  be  occupied  for  no  other  purpose  than  as  therein 
proposed. 


37-46-BZ 

APPLICANT — Herbert  Tannenbaum,  for  Margaret  La 
Sala,  owner  (High  Bridge  Auto  Service,  Lessee). 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  of 
occupancy  from  stable  and  hay  loft,  to  an  automobile 
repair  shop. 

PREMISES  AFFECTED — 1275  Jerome  avenue,  west  side, 
75  ft.  north  of  West  169th  street  (Block  2855,  part 
of  Lot  45),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  H.  Tannenbaum. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (37-46-BZ) 

Whereas,  Herbert  Tannenbaum,  for  Margaret  La  Sala, 
owner  (High  Bridge  Auto  Service,  lessee),  filed  on  Janu¬ 
ary  15,  1946  an  application  under  section  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  change 
of  occupancy  from  stable  and  hay  loft  to  an  automobile  re¬ 
pair  shop,  affecting  premises  1275  Jerome  avenue,  west 
side,  75  ft.  north  of  West  169th  street  and  Inwood  avenue, 
east  side,  75  ft.  north  of  West  169th  street  (Block  2855, 
part  of  Lot  45),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  23,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Jerome  avenue  is  in  a  business  use,  B 
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area  and  Class  1^4  height  district;  West  169th  street  is  in 
a  business  use  B  area  and  Class  height  district;  In¬ 
wood  avenue  is  in  business  and  unrestricted  use,  B  area 
and  Class  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  17,  1945  on  Alt.  Applic.  755-45  reads : 

“1.  Proposed  change  of  occupancy  from  stable  and 
hay  loft  to  an  automobile  repair  shop  in  a  business  use 
district  is  contrary  to  Article  2,  Section  4  (29)  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  200  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  200  ft.  in  depth,  one  story 
19  ft.  in  height,  of  Class  3  construction ;  that  it  is  proposed 
to  use  the  building  for  a  temporary  period  of  two  years 
as  a  motor  vehicle  repair  shop ;  and 

Whereas,  the  applicant  contends  that  the  premises  were 
erected  in  1910  as  a  stable  and  hay  loft  and  since  1914  (by 
affidavit  of  the  former  owner)  have  been  used  as  a  motor 
vehicle  repair  shop ;  that  the  entire  block  is  solidly  used 
for  garage  purposes  and  from  time  to  time  the  Board 
granted  variances  to  permit  the  adjacent  properties  usage 
for  garages,  for  example,  at  1269-71  Jerome  avenue  was 
granted  such  variance  under  Cal.  859-17-BZ;  that  the 
property  in  question  has  no  other  logical  use  and  was  rented 
to  the  High  Bridge  Auto  Service  as  a  motor  vehicle  re¬ 
pair  shop ;  that  it  would  be  ruinous  for  him  to  move  heavy 
expenditures  in  equipment  much  less  find  a  suitable  shop 
in  these  times ;  that  on  the  basis  of  the  character  of  the 
building,  the  use  of  the  adjacent  properties  and  neighbor¬ 
hood,  it  is  requested  that  the  Board  grant  a  temporary  use 
as  a  motor  vehicle  repair  shop  for  two  years;  that  Objec¬ 
tions  2,  3,  4,  5  and  6  will  be  complied  with ;  and 

Whereas,  the  records  in  the  Fire  Department  indicate 
that  no  permit  has  ever  been  issued  to  permit  the  premises 
to  be  occupied  as  a  motor  vehicle  repair  shop ;  and 

Whereas,  the  applicant  changed  the  basis  of  his  appeal 
from  7e  to  7i. 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7i  thereof 
for  a  term  of  five  (5)  years  to  permit  the  premises  to  be 
occupied  as  proposed  as  a  motor  vehicle  repair  shop,  on 
condition  that  there  shall  be  no  openings  constructed  be¬ 
tween  this  building  and  any  adjoining  building;  that  such 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  all  signs  on  the  premises  shall 
comply  with  the  requirements  of  the  zoning  resolution  there¬ 
for;  that  no  forge  or  anvil  shall  be  maintained  on  the 
premises ;  that  any  use  of  acetylene  gas  or  paint  spraying 
shall  be  maintained  in  accordance  with  the  requirements  of 
the  rules  of  the  Board  and  subject  to  permit  issued  by  the 
fire  commissioner ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 


93-46-BZ 

APPLICANT — Victor  Mayper,  for  New  York  Central 
Railroad  Co.  and  Hudson  Varick  Corp.  (Equitable 
owner  under  contract  of  sale),  owners. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  unrestricted  use,  B  area,  and 
Class  2  height  district,  the  erection  of  a  building 
not  meeting  the  height  requirements. 


PREMISES  AFFECTED— 25-27  Varick  street,  134-162 
Hudson  street,  23-39  Beach  street,  and  23-41  Laight 
street,  entire  block  (Block  213,  Lot  1),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Victor  Mayper,  Paul  Tishman  and 
C.  M.  Chuckrow. 

For  Opposition:  L.  Levinsohn. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Not  Voting:  Commissioner  Savage  . 1 

THE  RESOLUTION  (93-46-BZ) 


Whereas,  Victor  Mayper,  for  New  York  Central  Rail¬ 
road  Company,  owner;  and  Hudson  Varick  Corporation, 
equitable  owner  under  contract  of  sale,  filed  February  14, 
1946,  an  application  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  an  unrestricted  use,  B  area  and  Class  2 
height  district,  the  erection  of  a  building  not  meeting  the 
height  requirements;  premises:  25-27  Varick  street,  134-162 
Hudson  street,  23-39  Beach  street  and  23-41  Laight  street, 
entire  block  from  Varick  to  Hudson  streets  and  Laight  to 
Beach  streets  (Block  213,  Lot  1),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  April  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Varick  street,  Hudson  street,  Beach 
and  Laight  streets  are  all  in  an  unrestricted  use,  B  area 
and  Class  2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  17,  1946,  re  N.B.  App.  144-44  reads: 

“1.  The  height  and  setbacks  of  building  are  contrary 
to  Secs.  8  and  9,  Article  III  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  439  feet  7  inches  frontage  by  405  feet,  6  inches  in 
depth,  on  which  it  is  proposed  to  erect  a  building  439  feet, 
6  inches  front  by  405  feet  6  inches  in  depth,  13  stories,  200 
feet  8  inches  in  height,  of  Class  1  construction ;  that  it  is 
proposed  to  use  the  building  as  a  factory;  and 

Whereas,  the  applicant  states  that  on  April  24,  1944, 
the  Hudson  Varick  Corp.,  a  wholly-owned  subsidiary  of 
the  Tishman  Realty  &  Construction  Co.,  Inc.,  entered  into 
a  contract  with  the  New  York  Central  Railroad  Company 
for  the  purchase  of  the  plot  formerly  occupied  by  the  St. 
Johns’  Terminal  of  the  railroad;  it  extends  approximately 
440  ft.  along  Hudson  and  Varick  streets  and  405  feet  along 
Beach  and  Laight  Streets  and  the  plot  is  178,500  square  feet 
in  area ;  that  when  the  planning  of  the  building  was  com¬ 
menced  the  Zoning  Law  governing  was  in  effect  since 
1919  and  will  hereafter  be  referred  to  as  the  “Old  Law”; 
that  the  plot  is  in  an  unrestricted,  two  times  height  district ; 
that  as  originally  conceived  the  owner  desired  to  build  an  18- 
story  building  but  even  with  the  “2  times”  height  then  in 
force,  set-backs  were  required  on  all  sides  above  the  13th 
floor ;  that  accordingly  the  building  was  reduced  to  13  stories, 
which  in  effect  permitted  walls  to  rise  vertically  to  the  top 
of  the  13th  story  on  the  two  wide  streets  and  required  one 
setback  on  each  of  the  narrow  streets  from  the  9th  to  the 
13th  stories;  that  a  complete  refiguring  of  the  financial  set¬ 
up  demonstrated  that  the  original  18-story  building  would 
not  be  economical  because  of  the  destructive  setbacks 
required  for  the  5  upper  floors ;  that  it  was  decided 
the  building  would  be  economically  feasible  for  13  stories 
even  though  there  were  minor  setbacks  on  the  two  narrow 
streets ;  that  the  change  in  the  1944  law  (hereinafter  re¬ 
ferred  to  as  the  “New  Law”  changed  the  height  to  1  / 
times  the  width  of  streets  and  as  a  result  setbacks  are  re- 
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quired  on  all  four  sides  of  the  building  above  the  9th  floor; 
that  logically  it  should  be  reduced  to  9  stories ;  that  floors 
above  would  be  useless  for  the  purpose  intended ;  that  the 
building  will  be  an  economic  success  if  erected  nine  stories 
with  full  coverage  on  each  floor  and  setbacks  on  the  nar¬ 
row  streets  approximately  21  by  190  feet  on  the  five  upper 
floors ;  that  the  outstanding  new  feature  of  the  building, 
namely,  the  “In-Building  Highway”  has  received  nation¬ 
wide  attention  and  comment ;  that  it  is  3,700  feet  long,  goes 
to  the  top  floor,  the  full  width,  32  feet,  of  the  usual  Man¬ 
hattan  side  street  roadway  and  on  a  6l/2  grade ;  that  traffic 
will  be  controlled  by  an  automatic  signal  system  and  patrols ; 
that  it  is  in  effect  a  public  highway  within  the  building  and 
will  provide  relief  from  congestion  on  surrounding  streets ; 
that  on  each  floor  over  13,000  sq.  ft.  are  given  to  truck  space 
and  loading  platforms  with  a  capacity  to  accomodate  a  mini¬ 
mum  of  20  trucks  and  a  maximum  of  26 ;  that  the  highway 
and  truck  space  can  accommodate  the  largest  trailers  and 
tractors  permitted  under  the  N.  Y.  State  regulations ;  that 
shipping  and  receiving  trucks  are  loaded  or  unloaded  on  the 
floors  of  respective  tenants;  that  without  interior  trucking 
facilities  the  “New  Law”  would  require  loading  spaces  for 
90  trucks  which  would  mean  berths  along  two  entire  street 
fronts  and  part  of  another;  that  the  Port  of  New  York 
Authority  Building  has  nearly  the  same  gross  area  as  the 
one  in  question  and  it  has  four  freight  elevators  to  handle 
trucks ;  that  another  feature  of  the  building  are  the  14  ft. 
wide  arcades  within  the  ground  floor  for  entire  length  of 
Beach  and  Laight  streets  for  use  as  public  sidewalks,  elimin¬ 
ating  the  use  of  present  sidewalks,  thus  permitting  an  in¬ 
crease  in  the  effective  road  widths  of  these  two  streets,  14  ft. 
on  Laight  and  12  feet  on  Beach  street ;  that  it  is  also  the  in¬ 
tention  to  provide  parking  space  for  passenger  cars  in  the 
basement;  that  the  proposed  building  is  of  reinforced  concrete 
flat  slab  construction;  setbacks  5  feet  apart  are  therefore 
impractical ;  that  floor  live  loads  are  200  lbs.  per  square  foot 
and  dead  load  about  100  lbs.  per  square  foot ;  a  series  of 
eccentrically  loaded  columns  and  deep  girders  would  entail 
a  prohibitive  cost  and  would  cut  down  the  headroom  to  in¬ 
terfere  with  efficient  palletizing ;  that  the  dormers  would  cre¬ 
ate  a  series  of  alcove  spaces  which  have  limited  use  in  an  in¬ 
dustrial  plant  or  distribution  layout;  that  the  setbacks  pro¬ 
posed  under  this  appeal  to  conform  to  the  “Old  Law”  would 
be  21  feet  deep  and  190  feet  long  on  the  five  top  floors  on  the 
tional  setback  of  21  feet  is  required,  the  working  width  is  42 
feet  wide ;  that  the  handling  of  goods  can  be  accomplished 
only  on  one  of  the  four  sides  of  the  utility  area  since  the  In- 
Building  highway  occupies  the  other  three  sides ;  that  there¬ 
fore  a  passageway  must  be  maintained  for  two-way  traffic 
of  goods;  that  compliance  with  the  “New  Law”  would  not 
only  create  a  prohibitive  ratio  of  utility  area  to  gross  area 
but.  a  large  part  of  the  net  area  remaining  would  have  very 
limited  use;  that  assuming  that  despite  the  objections  set 
forth  herein,  a  13-story  building  was  built  in  accordance  with 
the  New  Law  with  setbacks  every  5  feet  and  taking  full 
advantage  of  the  dormer  privileges,  the  gross  floor  area  de¬ 
veloped,  1st  to  13th  floors  would  be  2,204,264  sq.  ft.;  that 
the  gross  floor  area  proposed  under  this  appeal  is  2,289,775 
sq.  ft..;  that  if  from  this  latter  area  the  area  given  up  for 
“in-building”  highway  is  deducted,  plus  the  side  street  ar¬ 
cades  or  147,816  sq.  ft.  there  is  left  2,141,759  sq.  ft.  or  62.505 
sq.  ft.  less,  than  that  permitted  under  the  New  Law;  that  if 
the  area  given  up  for  truck  pits  and  loading  platforms,  name¬ 
ly  174,720  sq.  ft.  is  deducted,  there  remains  19,467,039  sq.  ft. 
or  237,225  sq.  ft.  less  than  that  permitted  under  the  New 
Law ;  that  as  proposed  building  occupies  an  entire  block,  no 
adjacent  properties  are  affected;  that  outside  of  the  old 
Varick  Street  postoffice,  the  buildings  across  the  various 
streets  are  used  principally  for  storage;  that  if  proposed 
building  were  not  built,  it  is  conceivable  that  15  or  16  in¬ 
dividual  buildings  might  be  erected  on  the  premises  and  if 
each  had  their  separate  loading  platforms  on  the  streets,  it 
would  create  an  impossible  traffic  problem ;  that  furthermore, 
the  building  proposed  is  large  enough  to  support  its  own  res¬ 
taurants,  barber  shops,  etc ;  that  the  advantages  to  the  neigh¬ 
boring  property  owners  and  tenants  resulting  from  the  mini¬ 


mizing  of  traffic  congestion  far  outweigh  any  slight  dis¬ 
advantages  that  might  result  from  the  modification  of  the 
zoning;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  members  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  space  provided  for 
trucking  to  each  floor  and  the  arcaded  sidewalks  more  than 
compensate  for  the  space  provided  by  the  omission  of  cer¬ 
tain  setbacks  as  proposed ;  that  the  widening  of  the  road¬ 
ways  permitted  by  arcading  sidewalks  and  the  interior  ramp 
roadway  all  serve  to  increase  the  use  of  the  streets  for  the 
benefit  of  the  city  and  the  adjacent  owners  by  decreasing 
traffic  congestion ;  that  inasmuch  as  the  proposed  building 
will  occupy  the  entire  block,  there  is  no  other  property  on  the 
block  that  would  be  affected ;  that  no  objection  has  been  filed 
by  any  owner  opposite  the  premises  on  any  of  the  four  skirt¬ 
ing  streets  to  the  omission  of  the  setbacks  which,  as  proposed 
are  to  the  disadvantage  of  no  nearby  owner;  that  to  re¬ 
quire  the  setbacks  would  nullify  the  proposed  use  of  the 
building  as  to  the  upper  floors  and  make  this  desirable  proj¬ 
ect  uneconomical,  unfeasible  and  cause  its  abandonment; 
that  the  type  of  manfacturing  tenants  requiring  long  assembly 
lines  and  ample  width  of  space  for  handling  and  processing 
material  could  not  make  use  of  space  unduly  interrupted  by 
setbacks  cutting  into  it ;  that  the  space  necessarily  required 
for  the.  ramp,  roadway,  stairs  and  other  facilities  leaves 
the  perimeter  space  of  economical  usable  width  only  when  the 
walls  rise  on  the  building  line  without  setbacks ;  that  set¬ 
backs  require  excessive  extra  steel  and  masonry  construc¬ 
tion  at  the  same  time  occupying  essential  space  to  the  advan¬ 
tage  of  no  one  and  to' the  great  disadvantage  to  the  build¬ 
ing  for  the  use  proposed  and  as  planned  by  the  owners  who 
were  under  contract  to  purchase  the  land  prior  to  the  change 
in  the  height  regulations;  that  while  the  Borough  Superin¬ 
tendent  is  precluded  from  granting  any  variance  as  to  height 
or  bulk,  under  section  645  of  the  New  York  City  Charter,  the 
Board  is  empowered  to  do  so  under  section  666  of  the  New 
York  City  Charter  and  under  section  21  of  the  zoning  reso¬ 
lution  ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the  grounds 
of  practical  difficulty. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  height  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the  ap¬ 
plication.  be  and  it  hereby  is  granted  under  section  21  thereof, 
to  permit  the  extension  in  height  as  proposed,  on  condition 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ,  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

28-46-A 

APPLICANT— Kitzler  and  Nurick,  for  Richmond  Hill 
Realty  Corp.,  owner  (Endo  Products,  Inc.,  lessee). 
SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 84-40  101st  street,  west  side, 
346.31  ft.  south  of  Park  Lane  South  (3rd  and  4th 
floors)  ;  (Block  9177,  Lot  23),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  S.  H.  Kitzler,  D.  Klein  and  Dr.  N. 
Weiner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  o 

THE  RESOLUTION  (28-46-A) 

Whereas,  Kitzler  and  Nurick,  for  Richmond  Hill  Realty 
Corporation,  owner,  Endo  Products,  Incorporated,  lessee, 
filed  January  15,  1946,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  84-40  101st  street,  west  side,  346.31 
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feet  south  of  Park  Lane  South  (Block  9177,  Lot  23),  Rich¬ 
mond  Hill,  Borough  of  Queens;  and 
Whereas,  Order  1124-LC,  issued  by  the  fire  commissioner 
December  3,  1945,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  chemicals,  shows  that  the 
following  must  be  done  before  the  permit  requested  by 
you  can  be  issued. 

FORTHWITH 

1.  Discontinue  the  storage  and  use  of  hydrogen  gas 
on  these  premises  for  the  reason  that  this  department 
considers  same  contrary  to  the  interests  of  public  safety. 
C19-11.0,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories,  57  ft.  in  height;  103  ft.  3  in.  by  128  ft.  in  area;  of 
Class  1  construction;  erected  in  1919;  located  in  an  unre¬ 
stricted  use  C  area,  Class  V/z  height  district  and  used  and 
occupied  since  1939  as  follows:  basement,  storage;  1st  floor, 
receiving  and  shipping,  15  persons;  2nd  floor,  offices,  30 
persons ;  3rd  floor,  manufacturing  medicines,  25  persons ; 
4th  floor,  research  labortories,  50  persons ;  that  the  building 
is  equipped  with  a  two  source  sprinkler  system,  three  3  ft. 
8  in.  wide  concrete  stairs,  enclosed  in  6  in.  t.c.  partitions, 
equipped  with  fireproof  self-closing  doors  and  leading  from 
roof  bulkhead  direct  to  street ;  and 
Whereas,  the  applicant  contends  that  the  present  tenant 
of  the  3rd  and  4th  floors  has  been  in  business  at  this  loca¬ 
tion  since  1939;  that  from  time  to  time  hydrogen  has  been 
used  in  the  manufacture  of  several  medicinal  preparations ; 
that  the  use  of  hydrogen  is  essential  to  the  manufacture  of 
several  preparations  used  in  the  control  of  coughs  and  for 
a  central  nervous  stimulant ;  that  hydrogen  is  also  used  in 
the  research  laboratory  for  research  on  mental  disease ; 
that  if  the  tenant  is  prohibited  from  the  use  of  hydrogen 
that  part  of  the  public  now  using  the  preparations  in  which 
hydrogen  is  used  will  be  deprived  of  their  use  with  resulting 
injury  to  their  health  and  to  be  deprived  of  the  use  of 
hydrogen  for  research  purposes  would  preclude  the  possi¬ 
bility  of  developing  a  medicinal  preparation  for  mental  dis¬ 
eases  ;  that  the  hydrogen  used  in  the  laboratories  is  used 
only  by  trained  professional  chemists  who  have  had  many 
years  experience  in  this  type  of  work ;  that  the  processes 
are  used  only  intermittently  and  then  under  definite  safety 
conditions ;  that  the  hydrogen  used  in  the  laboratory  is 
exclusively  for  hydrogenation  of  chemicals  to  produce 
pharmaceuticals  and  is  not  used  as  a  source  of  combustion ; 
that  in  the  laboratory  and  in  the  production  processes,  hy¬ 
drogenation  is  carried  out  either  at  atmospheric  pressure  or 
only  slightly  above  atmospheric  pressure  in  completely 
sealed  and  protected  vessels ;  that  the  high  pressure  hydro¬ 
gen  cylinders  stored  are  used  only  for  the  charging  of  low 
pressure  reservoirs  through  reducing  valves;  that  there  is 
no  possibility  of  dischaging  hydrogen  at  high  pressure  to  the 
atmosphere  and  the  total  amount  of  low  pressure  hydrogen 
is  very  small ;  that  there  are  no  open  flames  or  exposed 
electrical  wire  in  the  vicinity  of  the  apparatus ;  that  the 
hydrogen  is  consumed  by  chemical  reaction  at  room  tem¬ 
perature  or  slightly  above  room  temperature  at  relatively 
low  rates;  that  all  of  the  usual  sources  of  accident  from  the 
use  of  hydrogen  are  avoided  in  the  manner  it  is  used ;  that 
two  192  cu.  ft.  hydrogen  cylinders  are  located  in  the  labora¬ 
tory  on  the  4th  floor,  and  two  96  cu.  ft.  cylinders  are  located 
in  the  narcotic  laboratory  on  the  3rd  floor ;  that  the  hydro¬ 
gen  cylinders  are  secured  in  place  by  strap  iron  bands 
affixed  to  the  wall ;  that  auxiliary  tanks  are  filled  through 
standard  diapTiragm-reducing  valves  submitted  by  the  Ohio 
Chemical  Company ;  that  ventilation  of  rooms  where  hydro¬ 
gen  is  stored  and  used  consists  of  double  hinge  sash  48"  by 
96"  and  one  fixed  louver  in  window  12"  by  48"  or  576  sq. 
in. ;  that  all  floors  have  three  means  of  egress  and  applica¬ 
tion  has  been  made  to  the  Borough  Superintendent  for  a 
certificate  of  occupancy  and  that  the  following  materials  are 
the  subject  of  the  application  made  to  the  Fire  Commis¬ 
sioner  for  permit : 


3  drums  150  gals,  benzol 
1  drum  50  gals,  pentane 
1  drum  50  gals,  hexane 
350  gals,  alcohol 
250  gals,  acetone 

150  gals,  isapropyl  ether 
500  gals,  toluene 


50  gals,  essential  oil 
200  gals,  methyl  alcohol 
1  drum  dioxane 
1  cyl.  oxygen 
4  cyl.  vytogen 
24  carboys  H.C.l. 

3  carboys  acedic  acid 

4  carboys  sulphuric  acid 
Resolved,  that  Order  1124-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  as  to  Item  1  on  condition  that  not 
more  than  four  cylinders  of  hydrogen  shall  be  maintained 
on  the  premises  and  only  two  in  active  use  at  one  time,  one 
in  the  third  floor  laboratory  and  one  in  the  4th  floor  labora¬ 
tory  as  shown  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  April  4,  1946”,  three  sheets,  on  condition  that  the 
tanks,  both  in  active  use  and  spare  use  shall  be  strapped  to 
the  wall  with  non-ferrous  straps  and  that  each  tank  when 
in  use  shall  be  connected  in  a  manner  approved  by  the  fire 
commissioner ;  that  the  use  of  hydrogen  and  the  control  of 
the  tank  shall  be  in  charge  of  a  graduate  chemist  who  shall 
hold  a  certificate  of  fitness  issued  by  the  fire  commissioner ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


198-46-A 

APPLICANT — Amend  Drug  and  Chemical  Co.,  Inc.,  les¬ 
see,  for  Gaycross  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioners. 

PREMISES  AFFECTED— 117-119  East  24th  street,  north 
side,  200  ft.  west  of  Lexington  avenue  (basement 
and  1st  floors);  (Block  880,  Lot  12),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant  E.  Amend  and  R.  Bohlin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  RESOLUTION  (198-46-A) 

Whereas,  Amend  Drug  and  Chemical  Company,  Inc., 
lessee  for  Gaycross  Realty  Corporation,  owner,  filed  March 
19,  1946,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  affecting  117-119  East  24th  street,  north  side, 
200  ft.  west  of  Lexington  avenue  (Block  880,  Lot  12)  (Base¬ 
ment  and  1st  floor),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  43155-LC,  issued  by  the  fire  com¬ 
missioner  October  26,  1945,  and  repeated  in  a  decision  of 
the  fire  commissioner  dated  February  21,  1946,  reads: 

“3.  Discontinue  the  use  of  open  flames,  gas  hot  water 
boiler,  gas  stove  and  Bunsen  burners  in  laboratory 
room  on  1st  floor.  Sec.  C19-137.0.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  in  height;  46  ft.  by  89  ft.  in  area  at  1st  first  floor;  46 
ft.  by  84  ft.  in  area  at  typical  floor,  of  Class  1  construction ; 
erected  1911;  located  in  a  business  use  B  area,  Class  2 
height  district  and  used  and  occupied  since  1912  as  follows: 
Basement,  chemical  stock  and  building  maintenance,  8  per¬ 
sons ;  1st  floor,  sales,  office  and  laboratory,  10  persons;  2nd 
floor,  photographic  laboratory,  12  persons ;  3rd  floor,  manu¬ 
facture  of  ladies  underwear,  20  persons ;  4th  floor,  station¬ 
ary  jobbers,  12  persons;  5th  floor,  manufacture  of  cosmetics, 
16  persons;  6th  floor,  manufacture  of  luggage,  15  persons; 
7th  floor,  manufacture  of  lamps,  etc.,  20  persons;  8th  floor, 
manufacture  of  dolls,  20  persons;  9th  floor,  manufacture  of 
ladies  underwear,  40  persons ;  10th  floor,  manufacture  of 
ladies  underwear,  8  persons;  11th  floor,  machine  shop,  2 
persons;  12th  floor,  manufacture  of  boxes  and  handbags, 
35  persons ;  that  no  change  in  use  or  occupancy  is  proposed ; 
that  the  building  is  equipped  with  a  two  source  sprinkler 
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system,  standpipe  system,  interior  fire  alarm  system;  that 
fire  drills  are  not  maintained;  that  there  is  one  36  in.  wide 
fireproof  stair  from  roof  to  street  and  one  fire  escape  at 
rear  extending  to  roof  by  stairs  and  to  street  through  fire 
passage;  that  windows  and  doors  on  the  courts  of  the  fire 
escape  are  fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  use  a  limited  number  of  Bunsen  burners,  gas  ring 
and  a  small  hot  water  heater  in  the  laboratory ;  that  the 
laboratory  where  this  equipment  is  used  was  specially  con¬ 
structed  and  is  separated  by  gypsum  block  walls  from  the 
rest  of  the  premises  equipped  with  a  one  hour  kalamein 
door;  that  such  small  quantities  of  volatile  liquids  used  in 
the  laboratory  would  not  be  construed  as  constituting  a 
hazard;  that  no  distillation  of  any  kind  is  carried  on;  that 
the  laboratory  is  in  charge  of  a  man  who  has  spent  over  30 
years  in  this  particular  type  of  work  and  is  well  equipped 
by  experience  to  take  all  conceivable  precautions ;  that  all 
laboratories  are  equipped  with  Bunsen  burners,  gas  rings 
etc. ;  that  all  members  of  the  applicant’s  firm  were  formerly 
connected  with  Eimer  and  Amend,  engaged  in  the  same  type 
of  business  and  equipped  with  this  type  of  laboratory. 

Resolved,  that  order  #43155  LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  3,  on  condition  that  in  all 
other  respects  the  occupancy  shall  be  maintained  to  the  sat¬ 
isfaction  of  the  fire  commissioner  and  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  and  that 
all  other  items  of  the  order  shall  be  complied  with ;  that 
the  laboratory  shall  be  separated  from  the  balance  of  the 
floor  by  fireproof  construction,  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  March  19,  1946” ;  that 
the  sprinkler  system  shall  be  maintained  in  accordance  with 
the  requirements  therefor. 


202-46-A 

APPLICANT — Brooklyn  Cornell  Utilities,  Inc.,  for  Martha 
C.  Kopf,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 127  Lafayette  avenue,  north 
side,  25  ft.  west  of  Cumberland  street  (cellar)  ; 
(Block  2101,  Lot  71),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  R.  V.  Perotto. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  . 0 

THE  RESOLUTION  (202-46-A) 

Whereas,  Brooklyn  Cornell  Utilities,  Incorporated,  for 
Martha  C.  Kopf,  owner,  filed  March  21,  1946,  an  appeal  from 
an  order  of  the  fire  commissioner  affecting  127  Lafayette  ave¬ 
nue,  north  side,  25  ft.  west  of  Cumberland  street  (Block 
2101,  Lot  71)  Borough  of  Brooklyn;  and 
Whereas,  Order  635-LC,  issued  by  the  fire  commissioner 
October  8,  1945,  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  February  27,  1946,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  fuel  oil  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued: 

FORTHWITH 

1.  Provide  a  legal  chimney  for  oil  burner  system. 
Rule  12.1  Oil  Burner  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stor¬ 
ies  and  basement,  40  ft.  in  height;  25  ft.  by  40  ft.  in  area, 
of  Class  3  construction ;  erected  1847 ;  located  on  a  lot  25  ft. 


by  75  ft.  in  area  in  a  residence  use  B  area,  Class  1)4  height 
district  and  used  and  occupied  since  1938  as  follows:  cellar, 
boiler  and  storage,  no  persons;  basement,  one  family;  1st 
floor,  2  furnished  rooms ;  2nd  floor,  3  furnished  rooms ;  3rd 
floor,  4  furnished  rooms  for  which  no  certificate  of  occu¬ 
pancy  has  been  issued;  that  the  building  is  equipped  partial¬ 
ly  with  a  one  source  sprinkler  system,  one  36  in.  wide  in¬ 
terior  wood  stairs  enclosed  in  partitions  of  wood  studs  and 
plaster,  equipped  with  wood  doors  which  are  self-closing 
and  leading  from  top  story  direct  to  street  and  provided 
with  a  ladder  and  scuttle  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  Board  is  re¬ 
quested  to  approve  the  existing  tile  lined  chimney  to  serve 
two  boilers,  one  used  for  heating  the  building  and  the  other 
for  hot  water  supply;  that  the  first  burner  was  installed  in 
1929  and  has  been  working  satisfactorily  since;  that  the 
second  oil  burner  was  installed  in  1942  and  has  been  work¬ 
ing  satisfactorily  in  conjunction  with  the  other  boiler;  that 
prior  to  1942  this  chimney  served  the  same  two  boilers,  one 
fired  by  oil  and  the  other  with  coal;  that  the  chimney  was 
erected  in  1939  and  designed  at  that  time  to  accommodate 
the  two  boilers ;  that  the  chimney  is  in  good  condition  and 
has  sufficient  draft  to  accommodate  the  two  boilers ;  that 
to  build  another  chimney  to  comply  with  Rule  12  of  the 
Oil  Burner  Rules  would  constitute  a  hardship  to  the  owner; 
and 

Whereas,  conviction  was  had  in  Municipal  Term,  Mag¬ 
istrates  Court  on  a  charge  of  storing  fuel  oil  without  a  per¬ 
mit  on  February  7,  1946. 

Resolved,  that  order  635-LC  of  the  fire  commissioner, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  the 
breechings  shall  be  so  arranged  that  either  boiler  can  be 
controlled  by  temperature  shut  off  dampers  so  as  not  to 
affect  the  draft  conditions  when  only  one  appliance  is  being 
operated ;  and  that  in  all  other  respects  the  requirements  of 
the  Oil  Burner  Rules  shall  be  complied  with. 


228-46-A 

APPLICANT — William  J.  Ziltzer  .and  Morris  Simon,  for 
150  West  26th  Street  Corp.,  owner  (Universal 
Fountain  Pen  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 146  West  26th  street,  south 
side,  200.10  ft.  east  of  7th  avenue  (Block  801,  Lot 
68),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Simon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (228-46-A) 

Whereas,  William  J.  Ziltzer  and  Morris  Simon,  appli¬ 
cants,  for  Universal  Fountain  Pen  Corporation,  lessee  of 
9th  floor  (150  West  26th  Street  Corporation,  owner),  filed 
March  14,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  146  West  26th  street,  south  side, 
200.10  ft.  east  of  7th  avenue  (Block  801,  Lot  ,68),  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  7,  1946,  on  F.  P.  Applic.  1864-45,  reads: 

“2.  Construction  proposed  contrary  to  09-110.0,  subd. 
C  3b  Adm.  Code.” 

and  ' ' 

Whereas,  the  applicant  states  that  the  building  is  9  stor¬ 
ies,  99  ft.  2  in.  in  height;  69  ft.  by  98  ft.  9  in.  in  area  at  1st 
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floor ;  69  ft.  by  80  ft.  9in.  in  area  at  typical  floor ;  of  Class 
1  construction;  erected  1923;  located  in  an  unrestricted  use 
B  area,  Class  2  height  district;  and  used  and  occupied  since 
1923:  cellar,  storage  and  boiler  room;  1st  floor,  stores,  45 
persons ;  2nd  and  3rd  floors,  manufacturing  clothing,  90  per¬ 
sons  each ;  4th  floor,  manufacturing  plastics,  90  persons ; 
5th  floor,  dying,  90  persons ;  6th  floor,  dressmaking,  90  per¬ 
sons  ;  7th,  8th  and  9th  floors,  manufacturing  fountain  pens, 
90  persons  each  floor ;  that  the  building  is  equipped  with  a 
two  source  sprinkler  system,  a  standpipe  system,  interior 
fire  alarm  system  and  fire  drills  are  maintained;  that  there 
are  two  3  ft.  8  in.  wide  steel  stairs,  enclosed  in  6  in.  con¬ 
crete,  equipped  with  fireproof  self-closing  doors  and  leading 
from  roof  bulkhead  direct  to  street;  and 

Whereas,  Violation  590-46,  was  issued  February  4,  1946, 
for  violating  Section  C26-178.0  of  the  Adm.  Code  in  that 
celluloid  vault  was  erected  contrary  to  plans;  that  B.  N. 
2039-45  showed  walls  to  be  of  t.  c.  block ;  present  construc¬ 
tion  is  cinder  block;  and 

Whereas,  C.O.  5868  issued  February  7,  1923,  on  com¬ 
pletion  of  work  under  N.B.  Applic.  319-22  permits  the  use 
of  the  building  as  factory  above  the  first  floor,  125  lb.  live 
load,  90  persons  per  story  and  describes  the  building  as  fire¬ 
proof  construction;  and 

Whereas,  the  applicant  has  filed  with  this  appeal  a  copy 
of  a  communication  dated  February  27,  1946,  addressed  to 
the  applicant  by  the  borough  superintendent,  which  reads 
as  follows : 

“With  further  reference  to  our  letter  to  you  of  Feb¬ 
ruary  21,  1946,  this  is  to  confirm  our  understanding  that 
the  construction  of  this  vault  in  addition  to  the  12  in. 
hollow  concrete  blocks  has  3"  Portland  cement  plaster 
exterior  walls  on  wire  lath  supported  by  2  in.  steel 
channels. 

This  combination  of  materials  is  definitely  of  an  even 
higher  fire  resistive  rating  than  C19-110.0.” 

and 

Whereas,  the  applicant  has  filed  with  this  appeal  a  copy 
of  a  communication  dated  January  17,  1946,  addressed  to 
the  applicant  by  the  Deputy  Chief  of  Department  in  Charge 
of  Division  of  Combustibles,  Fire  Department,  which  reads : 

“In  reply  to  your  letter  of  December  18,  1945,  this 
department  is  without  authority  to  act  on  the  construc¬ 
tion  you  propose  in  erecting  celluloid  vault  at  premises 
146  W.  26th  street  under  B.  N.  1864.  As  the  building 
department  who  originally  approved  the  plan  according 
to  the  Administrative  Code  will  accept  the  cinder  block 
construction  we  therefore,  will  act  accordingly.” 

and 

Whereas,  the  applicant  contends  that  the  Administrative 
Code,  09-110,  C,  3(b),  requires  that  vault  walls  be  con¬ 
structed  of  hollow  tile  a‘t  least  12  in.  in  thickness,  8  in. 
brick  or  6  in.  reinforced  concrete  exceeds  the  carrying  capac¬ 
ity  of  the  floor ;  that  hollow  tile  is  not  available ;  that  it 
is  proposed  to  substitute  the  use  of  12  in.  solid  (25%  voids) 
concrete  block  with  3  in.  Portland  cement  plaster  on  both 
sides  supported  with  2  in.  steel  channels  12  in.  on  centers, 
reinforced  with  3.4  wire  lath ;  that  it  is  therefore  requested 
that  the  Board  vary  the  requirements  of  the  Administrative 
Code  and  modify  the  decision  of  the  borough  superintendent 
so  as  to  permit  the  construction  of  the  vault  as  herein  de¬ 
scribed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  F.P.  Applic.  1864-45,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  requirements  of  Section  C19-110.0  shall 
be  complied  with  in  all  other  respects  and  that  in  all  other 
requirements  relative  to  the  use  and  construction  of  the 
vault  shall  be  complied  with;  that  the  sprinkler,  standpipe, 
and  interior  fire  alarm  systems  and  fire  drills  shall  be  main¬ 
tained  in  accordance  with  the  requirements  and  to  the  satis¬ 
faction  of  the  fire  commissioner. 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

427-38-SA 

APPLICANT — Josam  Manufacturing  Co.,  owner. 
SUBJECT — Josam  Oil  Interceptor,  Models  G15,  G20,  G30, 
G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1946  at 
10  A.M.,  for  applicant  to  supply  cuts  or  drawings. 


62-39-SM 

APPLICANT — The  Philip  Carey  Company,  owner. 
SUBJECT — The  Philip  Carey  Mfg.  Company  Roofing  Ma¬ 
terials,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Referred  to  the  Committee  on 
Tests  to  complete  report. 

812-39-SM 

APPLICANT — National  Brick  Corp.,  owner. 

SUBJECT — Nabcor  High  Pressure  Steam  Cured  Cinder 
Blocks — additional  sizes — 5 )4"  x  8)4"  x  1 7)4”  hol¬ 
low  three  cell  1)4"  x  2)4”  x  17)4”  Solid  units  (no 
voids)  ;  (reopened  January  22,  1946). 
APPEARANCES— 

For  Applicant :  Ralph  V.  Longyear. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (812-39-SM) 

Whereas,  National  Brick  Corporation,  owner,  filed  on 
June  19,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  “Nabcor” 
High  Pressure  Steam  Cured  Cinder  Concrete  PIollow  and 
Solid,  Load-bearing  and  Non-Load-bearing  Units;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
December  16,  1941,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  22,  1946  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  21,  1946. 

Re:  Cal.  812-39-SM 

Subject:  Nabcor  High  Pressure  Steam  Cured  Cinder 
Blocks — additional  sizes —  5)4”  x  8)4”  x  17)4” 
hollow  three  cell  1)4"  x  2)4"  x  17)4"  Solid 
units  (no  voids). 

The  National  Brick  Company  of  Long  Island  City, 
N.  Y.  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  a  reopening  of  the  approval  granted 
under  date  of  December  16,  1941  (Vol.  26,  No.  51)  to 
add  two  additional  sizes  to  the  list  of  blocks  as  therein 
approved. 

The  blocks  are  manufactured  in  accordance  with  the 
Board’s  resolution  adopted  under  Cal.  639-40-SR,  as 
described  in  resolution  adopted  December  31,  1941  and 
of  sizes  as  follows:  5)4"  x  8)4”  x  17)4"  hollow  three 
cell  and  1)4"  x  2)4”  x  1 7)4"  solid  units,  no  voids. 

TESTS 

Samples  of  these  blocks  were  selected  by  a  represen¬ 
tative  of  the  Board  and  submitted  to  compression  and 
absorption  tests  in  accordance  with  the  Board’s  rules 
(Cooper  Union  Report  dated  2/27/46)  with  results  as 
follows : 
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COMPRESSION  TESTS.  (Hollow  Blocks) 


Block 

Gross  Area 

Total 

Unit  Stress,  Lbs. 
Sq.  In.  (Based 

No. 

Sq.  Ins. 

Load  Lbs. 

Gross  Area) 

6 

105.6 

86,000 

814 

7 

107.4 

76,500 

712 

8 

106.8 

74,000 

693 

9 

105.9 

78,000 

736 

10 

106.2 

77,000 

725 

1 

(Filler 

26.7 

Blocks) 

23,000 

736— Av. 

865 

2 

26.7 

25,200 

944 

3 

26.6 

23,500 

879 

4 

26.7 

30,600 

1145 

5 

26.6 

21,000 

790 

921— A  v. 

ABSORPTION  TESTS  (Hollow  Blocks  Only) 


Block  - Weights,  Lbs. 


No. 

As  Rec’ 

d.  Dry 

Saturated 

Submerged 

1 

24.30 

23.58 

27.56 

10.31 

2 

24.53 

23.81 

27.69 

10.37 

3 

24.56 

24.56 

28.53 

10.56 

4 

24.92 

24.12 

27.94 

10.56 

5 

24.51 

23.62 

27.59 

10.25 

- Absorption  Per 

Cent - 

Wt.  Lbs. 

Absorp. 

Results 

Cu.  Ft. 

Lbs.  Cu.  Ft. 

As  Rec’d 

Saturated 

1 

85.30 

14.40 

3.05 

16.88 

2 

85.78 

13.98 

3.02  ' 

16.29 

3 

85.28 

13.58 

0.00 

15.92 

4 

86.60 

13.72 

3.32 

15.84 

5 

85.00 

14.29 

7.58 

16.81 

Av. 

85.59 

13.99 

3.39 

16.35 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  application  under  which  ap¬ 
proval  was  granted  on  December  16,  1941,  be  amended 
to  include  the  5)4"  x  8)4"  x  17)4"  hollow  three  cell 
blocks  as  meeting  the  requirements  of  Rule  5.2. 1.3  of  the 
Board’s  rules  on  the  Manufacture  and  Uses  of  Concrete 
Block  Products  for  use  when  protected  by  the  elements 
as  required  in  Rule  5.3.1.  Approval  is  also  recommended 
for  the  1  Yi"  x  2)4"  x  17)4"  filler  block  when  used  with 
the  hollow  5)4"  x  8)4"  x  17)4"  hollow  block,  as  here¬ 
inbefore  described. 

It  is  further  recommended  that  the  blocks  be  made  and 
labeled  as  described  in  the  resolution  adopted  by  the 
Board  on  December  16,  1941  and  the  Board’s  Rules  on 
the  Manufacture  and  Uses  of  Concrete  Block  Products 
(Cal.  639-40-SR) . 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner 
CHARLES  M.  BLUM 
Commissioner 
LESLIE  V.  HUBER 
Chief  Engineer 

Committee  on  Tests. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  16,  1941,  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests,  dated  March 
21,  1946. 

647-45-SM 

APPLICANT — E.  C.  Meulenbergh,  owner. 

SUBJECT— Met-Cro  Metal  Cross-Bridging,  approval  of. 
APPEARANCES— 

For  Applicant:  E.  C.  Meulenbergh. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (647-45-SM) 

Whereas,  E.  C.  Meulenbergh,  owner,  filed  on  October  24, 
1945,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Met-Cro  Metal 
Cross-Bridging;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS. 

March  26,  1946. 

Re:  Cal.  647-45-SM. 

Subject:  Met-Cro  Metal  Cross-Bridging, 

Approval  of. 

E.  C.  Meulenbergh  filed  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Met-Cro 
Metal  Cross  Bridging,  under  the  provisions  of  C26-178.0 
and  C26-529.0  of  the  Administrative  Building  Code. 

DESCRIPTION 

The  Met-Cro  Metal  Cross  Bridging  consists  of  twq 
hot  rolled  16  gauge  steel  bars  )4"  wide  riveted  together 
at  the  centre  with  the  )4"  faces  vertical  and  ends  turned 
90  deg.  to  fit  over  wood  beams  with  four  holes  punched 
in  the  part  fitting  over  beams  to  receive  10  D  nails. 

INSPECTION  AND  TEST 

This  Met-Cro  Metal  Bridging  was  inspected  and  tested 
at  the  Polytechnic  Institute  of  Brooklyn  on  February 
14,  1946.  Present  at  the  test  were  Commissioner  C.  M. 
Blum  and  Chief  Engineer  L.  V.  Huber  of  the  Commit¬ 
tee  on  Tests;  C.  Wandmacher,  Assoc.  Professor  of  Civil 
Engineering  and  Prof.  E.  J.  Squires  of  the  Institute; 
E.  C.  Meulenbergh  and  Mr.  Thatcher. 

The  report  of  the  test  dated  February  27,  1946,  was 
made  by  the  Polytechnic  Institute  of  Brooklyn,  is  as 
follows : 

“Comparative  Units — Two  similar  test  units  A  and  B 
of  five  2  x  10  (1)4  x  9)4)  floor  beams  each  were  set  up 
as  shown  and  described  in  the  application  filed. 
The  lumber  used  was  commercial  grade  fir  obtained 
from  the  Ulma  Lumber  Co.,  Brooklyn,  N.  Y.  In  Unit 
A  1"  x  3"  wood  cross-bridging  ()4"  x  2)4"  actual  size) 
was  used.  It  was  securely  inserted  with  mitred  ends 
and  nailed  twice  at  each  bearing.  Unit  B  had  “Met-Cro” 
metal  bridging  placed  in  a  similar  position.  This  metal 
bridging  was  of  16  gauge  metal,  )4"  wide,  with  two 
nails  at  each  end  driven  into  the  top  and  bottom  edges 
of  the  floor  beam  through  prepared  holes  in  the  metal 
strip.  The  two  strips  which  formed  each  metal  bridging 
unit  were  riveted  together  at  the  point  of  crossing.  Be¬ 
tween  beams  the  )4"  faces  of  the  metal  strips  were  in  a 
vertical  position,  but  at  the  ends  the  faces  were  brought 
to  the  horizontal  position  for  nailing  by  a  90  degree 
twist. 

End  Anchorage  of  Bridging.  While  a  test  unit  of  only 
5  floor  beams  was  used  the  outside  beams  were  anchored 
as  if  they  were  in  turn  bridged  to  an  indefinite  number 
of  beams  on  each  side.  This  was  accomplished  by  a*  self¬ 
anchoring  tie-frame  which  transmitted  the  equal  and 
opposite  bridging  reactions  from  one  outside  beam  to 
counteract  those  on  the  other  outside  beam.  The  action 
of  the  bridging  in  bringing  lateral  forces  to  these  out¬ 
side  beams  was  noticeable  during  test.  In  the  case  of  the 
wood  bridging  there  was  a  definite  tendency  of  the  out¬ 
side  beams  to  kick  out  at  the  bottom  and  in  the  case  of 
the  metal  bridging  a  tendency  to  toe  in  at  the  top.  The 
frames,  however,  were  effective  in  restraining  this  mo¬ 
tion  as  would  have  been  done  if  the  outside  beams  were 
bridged  to  a  number  of  parallel  beams  on  each  side. 


436 


MINUTES 


Method  of  Loading.  Loads  were  applied  through  a 
loading  platform  only  to  the  middle  three  beams.  This 
platform  was  centrally  located  and  rested  freely  on  top 
of  the  beams.  An  initial  load  of  1400  lbs.  was  applied 


in  the  form  of  ten  140  lb.  elevator  counterweights  and 
additional  increments  were  added  as  indicated  using- 
standard  100  lb.  and  50  lb.  elevator  test  weights.  At  all 
times  an  endeavor  was  made  to  keep  the  load  symmetri¬ 
cally  arranged. 

Load  Deflection  Observations.  Each  unit  was  tested 
up  to  the  ultimate  capacity  of  the  three  loaded  beams  by 
applying  known  weights  in  increments  indicated  by  the 
table  below.  The  deflections  of  the  loading  platform  at 
midspan  were  observed  as  noted. 

Unit  A 

Unit  B 

Load 

Deflection 

Deflection 

lbs. 

feet 

feet 

1400 

.08 

.06 

2000 

.135 

.09 

2600 

.155 

.11 

2900 

.175 

.12 

3400 

.205 

.13 

3600 

.215 

.14 

3800 

— 

.15 

4000 

.233 

.16 

4200 

— 

.17 

4400 

■ - 

.18 

4500 

.252 

.22 

4600 

failure 
of  beams 

.225 
failure 
of  beams 

Inasmuch  as  the  loading  platform  was  2.5  ft.  long  and 
4.0'  wide  the  approximate  load  per  square  foot  near  the 
center  of  the  beams  can  be  determined  by  dividing  the 
applied  load  by  10  sq.  ft. 

BRIDGING  ACTION  OBSERVATIONS 

In  general  it  was  observed  that  both  the  metal  bridg¬ 
ing  and  the  wood  bridging  were  brought  into  effective 
action  by  the  test  performed.  This  was  evidenced  by 
the  lateral  effect  of  the  bridging  system  on  the  exterior 
beams  which  were  restrained  by  an  anchorage  arrange¬ 
ment  previously  described. 

It  appeared  that  the  metal  bridging  was  equally  as 
effective  as  the  wood  bridging  in  keeping  the  loaded 
beams  in  their  proper  working  position  up  to  the  ulti¬ 
mate  load  of  the  beams. 

There  was  no  observed  tendency  of  the  metal  bridg¬ 
ing  under  load  to  separate  in  any  way  from  the  wood 
beams  at  the  points  of  attachment. 

In  several  cases  the  particular  elements  of  wood  bridg¬ 
ing  which  tended  to  be  in  tension  under  the  test  load 
pulled  away  from  the  beams  to  which  they  were  at¬ 
tached  by  as  much  as  in.  A  considerable  withdrawal 
of  the  nailing  resulted.  There  was  only  a  partial  re¬ 
turn  to  position  when  the  load  was  released. 

CONCLUSIONS 

In  view  of  the  comparative  test  performed  and  the 
observations  made  as  noted  above,  the  following  con¬ 
clusions  are  deemed  to  be  affirmed : 

1.  The  steel  bridging  tested  has  the  equivalent  effec¬ 
tive  strength  of  standard  wood  bridging  in  providing 
for  the  stability  of  wood  beams.  It  would  appear  in 
fact  that  the  metal  bridging  has  considerable  reserve 
in  strength. 

2.  The  metal  bridging  units  tested  also  have  a  char¬ 
acter  of  durability  superior  to  that  of  wood  bridging. 
This  is  particularly  true  when  durability  is  interpreted 
as  “resistance  to  decay  or  change,”  or  “the  ability  to 
stay  long  in  the  same  state.”  From  the  observations 
it  was  apparent  that  the  elements  of  wood  bridging 
which  tend  to  be  in  tension  under  one  condition  of 
loading  may  become  loosened  from  their  end  bearings. 


These  wooden  elements  may  therefore  be  rendered  in¬ 
effective  when  they  are  subsequently  called  upon  to 
resist  a  compressive  force  brought  about  by  the  re¬ 
versal  of  stress  due  to  a  moving  load.  Any  number  of 
reversals  of  stress  will  apparently  find  the  active  ele¬ 
ments  of  metal  bridging  as  well-prepared  for  their 
assignment  as  when  originally  installed. 

3.  It  would  appear  that  the  metal  bridging  tested 
meets  the  letter  and  spirit  of  Paragraph  8.7. 1.2  of  the 
Building  Law  of  the  City  of  New  York.”  (This  refers 
to  the  Administrative  Building  Code — Section  C26- 
529.0). 

A  report  of  the  New  York  Testing  Laboratories  of 
physical  tests  conducted  May  29,  1945  is  as  follows : 


Laboratory  Number 
Maximum  load,  lbs.,  actual 
Yield  point  or  yield  strength 
lbs.  per  sq.  in. 


X-205895 

2,240 

Nails  pulled  out  of 
wood  base 


Laboratory  Number 
Specimen  Number 
Dimensions 

Yield  Point  or  Yield 
Strength,  lbs.,  actual 
Maximum  load,  lbs.,  actual 
Yield  point  or  yield  strength 
lbs.  per  sq.  in. 


X-212147 

Tensile 

\l/s  x  3"  ten  penny  nails 
on  3"  x  10"— 160C 

644 

703 

Nails  started  to  pull  out 


RECOMMENDATION 

On  the  basis  of  these  tests  the  Committee  on  Tests 
recommends  the  approval  of  the  Met-Cro  Metal  Cross 
Bridging  for  use  in  New  York  City  under  the  provi¬ 
sions  of  C26-191.0  and  C26-529.0  when  constructed  and 
installed  in  accordance  with  this  report,  provided  that 
each  package  of  the  bridging  be  tagged  or  labelled 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  647-45-SM.” 

BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  T ests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Met-Cro  Metal  Cross- 
Bridging  in  accordance  with  the  above  report. 


Adjourned:  1:25  P.  M. 


Joseph  J.  Doyle, 

Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  23,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

89-46-A 

APPLICANT — Lama  and  Proskauer,  for  Annie  Palley, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED — 1760-1764  Pitkin  avenue  and 
128  Watkins  street,  southwest  corner  (3rd  floor)  ; 
(Block  3524,  Lot  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (89-46-A) 

Whereas,  Lama  and  Proskauer,  for  Annie  Palley,  owner, 
filed  January  25,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  1760-1764  Pit¬ 
kin  avenue  and  128  Watkins  street,  southwest  corner  (3rd 
floor);  (Block  3524,  Lot  16),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  15,  1946,  on  Alt.  Applic.  4088-45,  reads: 

“Proposed  change  of  use  on  3rd  floor  changes  classi¬ 
fication  of  entire  structure  to  a  factory  building  and 
violates  Sec.  278  Labor  Law. 

a.  Present  stairs  accommodate  only  84  persons  on 
4th  floor  and  only  90  persons  on  2nd  floor,  whereas  the 
stated  number  of  occupants  on  each  of  these  floors  is 
200  persons.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories 
(55  ft.)  in  height;  50  ft.  by  100  ft.  in  area,  of  Class  3  con¬ 
struction  ;  erected  1912 ;  located  in  an  unrestricted  use,  C 
area  and  Class  1*4  height  district  and  used  and  occupied 
since  1941  as  follows :  cellar,  ordinary,  bank  vault  and  stor¬ 
age,  1  person;  1st  floor,  bank,  20  persons;  2nd,  3rd  and  4th 
stories,  meeting  rooms  and  lecture  rooms,  200  persons  each, 
and  proposed  to  be  used  and  occupied:  cellar,  same;  1st 
floor,  same ;  2nd  floor,  same ;  3rd  floor,  factory,  25  persons ; 
4th  floor,  meeting  and  lecture  rooms,  200  persons ;  and 

Whereas,  Certificate  of  Occupancy  101930  issued  Au¬ 
gust  6,  1941  on  B.  N.  2019-41,  permits  the  present  use  and 
occupancy  with  120  lbs.  liveload  throughout ;  that  the  build¬ 
ing  is  equipped  with  one  5  ft.  wide  iron  stairs,  brick  en¬ 
closed  from  the  roof  bulkhead,  directly  to  the  street  and 
equipped  with  wood  self-closing  doors  and  two  fire  escapes, 
one  of  which  leads  to  the  street,  through  side  court  and 
the  other  provided  with  a  sliding  drop  ladder  from  the  low¬ 
est  balcony  to  Watkins  street;  that  window  and  door  open¬ 
ings  on  the  course  of  the  fire  escapes  are  fireproof,  self¬ 
closing;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  prior  to  1913  as  a  factory  and  converted  under 
B.  N.  Applic.  2019-41  to  its  present  use  of  bank,  meeting 
and  lecture  rooms  and  dancing ;  that  it  is  proposed  to  con¬ 
vert  the  use  of  the  3rd  floor  to  factory  with  an  occupancy 
of  25  persons ;  that  this  would  reduce  the  number  of  occu¬ 
pants  in  the  building  by  175  persons;  that  inasmuch  as  it  is 
proposed  to  reduce  the  number  of  occupants  and  as  there 
are  sufficient  exits,  it  is  requested  that  the  appeal  be  granted ; 
and 

Whereas,  the  applicant  states  that  the  windows  in  the 
adjoining  building  against  the  exterior  stairway  to  the 
west  in  the  same  ownership  have  been  closed  up  with  ap¬ 
proved  masonry ;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  in  connection  with  previous  Appeal  989-41 -A. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  and  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  4088-45,  objection  6,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  manufacturing  shall  be  carried 
on  except  on  the  third  floor  as  proposed ;  that  the  floor 
loads  shall  be  maintained  at  120  pounds  per  superficial  foot; 
that  the  exits  as  shown  on  plans  filed  with  this  appeal, 


marked  “Received  January  25,  1946”  (6  sheets)  shall  be 
maintained  and  shall  comply  with  the  requirements  as  indi¬ 
cated  thereon;  that  all  doors  exiting  from  factory  shall 
swing  outwardly ;  that  the  number  of  persons  employed  at 
factory  work  shall  not  exceed  twenty-five  (25)  on  the  third 
floor;  that  there  shall  be  a  gooseneck  ladder  from  the  roof 
to  the  highest  landing  of  the  exterior  stairway  to  the  west ; 
and  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


137 -46- A 

APPLICANT — Daniel  Moore  and  Park  of  Edgewater, 
Inc.,  owner  (Irma  Braren,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Blair  avenue). 

PREMISES  AFFECTED — Blair  avenue,  614.75  ft.  north 
of  Miles  avenue,  Bungalow  232B  (Block  5516,  Lot 
None),  Edgewater  Camp,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Daniel  Moore. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (137-46-A) 

Whereas,  Daniel  Moore,  for  Park  of  Edgewater,  Inc., 
owner  (Irma  Braren,  lessee),  filed  February  27,  1946,  an 
application  pursuant  to  Section  35  of  the  General  City  Law 
to  alter  and  extend  a  building  located  in  the  bed  of  a  mapped 
street  (Blair  avenue),  affecting  Bungalow  232B  in  the  bed 
of  Blair  avenue  as  proposed,  40  ft.  north  of  Sampson  avenue 
as  proposed  (Block  5516),  Edgewater  Camp,  Borough  of 
The  Bronx ;  and 

Whereas,  the  decsion  of  the  borough  superintendent, 
dated  January  28,  1946,  on  Alt.  Applic.  725-45,  reads: 

“1.  Obtain  the  approval  of  the  Board  of  Standards 
and  Appeals  for  the  construction  within  the  bed  of  a 
mapped  street.  Sec.  35  General  City  Law.” 

and 

Whereas,  the  applicant  states  the  building  will  be  2 
stories  (22  ft.)  in  height;  20  ft.  by  36  ft.  in  area,  of  Class  4 
construction ;  located  in  an  unrestricted  use,  A  area  and 
Class  height  district;  that  the  building  was  erected  in 
1923  and  used  as  a  one  family  dwelling,  for  which  no  cer¬ 
tificate  of  occupancy  has  been  issued ;  and 

Whereas,  the  applicant  contends  that  Park  of  Edge- 
water  owns  the  lands  and  streets  in  this  area  and  pays 
taxes  on  the  entire  parcel  to  the  city;  that  the  lessees  own 
the  building  erected  by  them  and  which  can  be  removed 
by  them  in  accordance  with  their  lease;  that  for  23  years 
there  has  been  a  bungalow  on  the  site  in  question  to  which 
the  lessee  now  seeks  to  add  an  additional  story  and  the  site 
lies  in  the  bed  of  a  mapped  street;  that  if  the  owner  of  the 
land  were  unable  to  use  or  rent  it  for  building  purposes,  it 
would  work  a  serious  hardship  and  prevent  a  fair  return 
for  the  property;  that  all  the  streets  in  the  Park  of  Edge- 
water  are  private  streets  maintained  by  the  owner ;  that 
there  are  no  proceedings  pending  or  initiated  by  the  city 
to  acquire  the  streets  for  use  as  public  streets;  it  is  re¬ 
quested  that  the  Board  grant  permission  for  the  construc¬ 
tion  as  proposed,  on  condition  that  in  the  event  the  street  is 
acquired  by  the  city,  the  building  shall  be  removed  by  the 
owner  without  damages  for  the  work  now  contemplated; 
and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
from  the  President  of  the  Borough  of  the  Bronx,  stating 
that  the  records  from  his  office  indicate  that  Blair  avenue 
is  laid  out  on  the  city  map  for  a  width  of  60  ft.  and  that 
the  city  has  no  title  to  same ;  the  Borough  President  also 
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states  that  in  view  of  the  fact  that  the  city  does  not  con¬ 
template  taking  title  to  the  streets  in  this  neighborhood  and 
since  such  taking  will  not  be  considered  for  some  time,  he 
sees  no  reasonable  objection  to  granting  permission  to  ex¬ 
tend  the  building  in  question. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  725-45,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  on  condition  that  the  building  shall 
not  be  extended  in  height  or  area  beyond  that  proposed ; 
that  in  the  event  the  land  within  the  lines  of  the  proposed 
street  is  acquired  by  the  city,  no  claim  shall  be  made  for  the 
value  of  the  building,  except  a  fair  valuation  as  may  be 
determined  by  the  court  of  the  existing  building  without  the 
proposed  alterations ;  and  that  in  all  other  respects,  the 
building  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


150-46-A 

APPLICANT — George  M.  Rusling,  for  Adda,  Inc.,  owner 
(F.  W.  Wool  worth  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1514-1530  Broadway,  east  side 
between  West  44th  and  West  45th  streets  and  155- 
169  West  44th  street  (basement  and  sub-basement)  ; 
(Block  99 7,  Lots  1,  6,  9,  54  and  57),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  George  M.  Rusling  and  Robert 
Jahelko. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (150-46-A) 

Whereas,  George  M.  Rusling,  for  Adda,  Incorporated, 
owner  (F.  W.  Woolworth  Company,  lessee),  filed  Febru¬ 
ary  25,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1514-1530  Broadway,  east 
side,  between  West  44th  and  West  45th  streets  and  155-169 
West  44th  street  (basement  and  sub-basement)  ;  (Block 
997,  Lots  1,  6,  9,  54  and  57),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendents, 
dated  January  28,  1946,  on  Misc.  F.  P.  128-46,  reads : 

“1.  Source  of  supply  is  contrary  to  C26-1346.0  of 
Adm.  Code,  Subdivision  a  &  b. 

2.  Provide  2  fire  department  connections  as  per 
C26-1350,  Subd.  c.” 
and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(44  ft.)  in  height;  203  ft.  9JA  in.  by  202  ft.  8’4  in.,  average 
in  area,  Class  1  construction;  erected  1936;  located  in  a  re¬ 
tail  use,  B  area  and  Class  2  height  district  and  used  and 
occupied  since  1936  as  follows :  sub-basement,  storage,  1  per¬ 
son  ;  basement,  store,  kitchen,  mechanical  equipment,  girls 
room  and  storage,  52  persons;  1st  floor,  store,  150  persons; 
2nd  floor,  store,  200  persons;  2nd  mezzanine,  office,  10  per¬ 
sons  ;  3rd  floor,  alteration  department,  30  persons ;  that  the 
building  is  equipped  with  an  approved  standpipe  system, 
interior  fire  alarm  system  and  regular  monthly  fire  drills 
are  maintained ;  that  there  are  two  interior  steel  and  concrete 
stairs  enclosed  in  terra  cotta  partitions,  equipped  with  hol¬ 
low  metal  doors,  one  of  which  leads  directly  to  the  street ; 
and 

Whereas,  the  applicant  states  that  it  is  proposed  to  in¬ 
stall  a  new  wet  sprinkler  system  in  the  basement  and  sub¬ 
basement  of  the  portion  of  the  building  occupied  as  storage 
area  by  the  F.  W.  Woolworth  Company,  through  the  exten¬ 


sion  of  the  present  unused  3  in.  line  from  West  45th  street 
and  additional  connection  to  the  present  4  in.  domestic  line 
from  West  44th  street ;  that  each  line  will  be  equipped 
with  a  O.  S.  &  Y.  gate  valve ;  that  this  source  of  supply  is 
for  a  system  of  134  sprinkler  heads  in  the  sub-basement  and 
141  heads  in  the  basement  areas  and  the  maximum  required 
pipe  size  will  be  5  in. ;  that  the  combined  area  and  capaci¬ 
ties  of  the  present  3  in.  and  4  in.  lines  is  equal  to  a  5  in. 
line ;  and 

Whereas,  the  applicant  contends  that  the  unused  3  in. 
line  alone  will  supply  more  sprinklers  than  are  generally  re¬ 
quired  for  extinguishing  the  average  fire  and  in  addition, 
the  reserve  from  the  4  in.  domestic  line  will  be  available; 
and  contends  as  to  Objection  2,  that  the  house  numbers  used 
in  the  Fire  Department  order  designating  these  premises  are 
those  covering  the  entire  Broadway  and  West  44th  street 
frontages;  that  the  portion  of  the  building  in  which  the 
sprinkler  system  is  proposed,  is  on  the  West  44th  street 
lot  at  the  rear  of  the  Broadway  lot,  therefore  one  Siamese 
connection  is  proposed  to  be  located  in  front  of  the  portion 
of  the  building  in  which  the  sprinkler  system  is  to  be  in¬ 
stalled  ;  that  there  are  no  sprinklers  to  be  located  in  the 
Broadway  store  frontages  of  the  building;  that  the  building 
is  equipped  with  complete  standpipe  system  throughout; 
and 

Whereas,  under  Cal.  601 -45- A  the  Board  denied  appli¬ 
cation  for  a  variance  from  the  Fire  Dept.  Order  No.  35387- 
LF,  Item  1,  requiring  the  installation  of  fixed  fire  ex¬ 
tinguishing  system  in  cellar  and  subcellar  storage  and  as 
occupied  by  the  F.  W.  Woolworth  Co.  in  this  building. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  F.P.  128-46,  objections  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  in  all  other  respects,  the  sprinkler 
system  to  be  installed  in  the  cellar  and  subcellar  stockroom 
occupied  by  the  F.  W.  Woolworth  Company  shall  comply 
with  all  laws,  rules  and  regulations,  including  the  installa¬ 
tion  of  the  Siamese  hose  inlet  connection  on  West  44th  street. 


211-46-A 

APPLICANT — Wood,  Cooke  and  Seitz,  for  the  Brooklyn 
Children’s  Aid  Society,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2-71  Beach  20th  street,  west 
side,  650  ft.  south  of  Plainview  avenue  (Block  266, 
Lot  20),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Arthur  Nash. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (211-46-A) 

Whereas,  Wood,  Cooke  and  Seitz,  for  The  Brooklyn 
Children’s  Aid  Society,  owner,  filed  March  21,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent,  af¬ 
fecting  premises  2-71  Beach  20th  street,  west  side,  650  ft. 
south  of  Plainview  avenue  (Curtis  Cottage)  Wavecrest 
Convalescent  Home  (Block  266,  lot  20),  Far  Rockaway, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  11,  1946,  on  Alt.  Applic.  256-46,  reads: 

“1.  Records  of  Dept,  show  no  approval  for  a  staff 
house,  therefore  the  change  of  use  of  one  family  resi¬ 
dence  for  a  dormitory  for  convalescent  children  and 
residence  for  the  staff  is  contrary  to  sec.  4.1.3.  of  B.C. 

2.  The  proposed  use  of  a  building,  2  stories  and  over 
30  ft.  in  height,  unless  of  fireproof  construction,  is 
contrary  to  sec.  4.12.1.  of  B.C.” 
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and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories,  basement  and  attic  (39  ft.)  in  height,  50  ft.  by  30 
ft.  in  area  at  1st  floor,  50  ft.  by  50  ft.  in  area  at  2nd  floor, 
of  class  4  construction,  erected  prior  to  1920,  located  in  a 
residence  use,  D  area  and  Class  1  height  district  and  used 
and  occupied  since  1920  as  follows :  cellar — boiler  room ; 
basement — staff — 4  persons;  1st  floor — staff— 2  persons;  2nd 
floor — staff  quarters — 7  persons  ;  attic — 4  persons  ;  proposed 
to  be  used  and  occupied :  cellar— boiler  room  ;  basement — staff 
quarters — 4  persons;  1st  floor — convalescent  home — 17  per¬ 
sons  ;  2nd  floor — staff  quarters- — 7  persons  ;  attic — staff 
quarters — 4  persons ;  that  the  building  is  equipped  with  two 
3  ft.  wide  wood  stairs,  enclosed  in  partitions  of  lath  and 
plaster  with  wood  doors ;  and 

Whereas,  the  applicant  contends  that  the  Wavecrest 
Convalescent  Home  occupies  a  37  acre  tract ;  that  the  Curtis 
Cottage  which  is  the  building  in  question  in  this  appeal,  is 
used  to  house  14  members  of  the  staff ;  that  it  is  now  pro¬ 
posed  to  use  this  building  the  year  round  to  house  15  chil¬ 
dren  on  the  1st  floor  in  addition  to  the  staff  now  there; 
that  it  is  proposed  to  maintain  a  watchman’s  service,  the 
watchman  to  make  the  rounds  of  the  building  once  an  hour 
from  7  A.M.  to  7  P.M.  using  a  watchman’s  clock;  that  the 
building  has  been  equipped  with  numerous  fire  extinguishers, 
water  buckets,  sand  pails  as  well  as  an  inter-building  fire 
alarm  system ;  that  the  children  will  be  in  charge  of  one 
or  more  competent  nursing  attendants  day  and  night;  that 
an  iron  fire  escape  will  be  erected  from  the  ground  floor  to 
the  attic  on  both  the  north  and  south  sides  of  the  building ; 
that  an  iron  platform  will  be  erected  on  the  north  side  of 
the  1st  floor  of  the  building,  access  to  which  will  be  from 
a  French  door  opening  outwardly  from  one  of  the  rooms 
to  be  occupied  by  the  children ;  that  from  this  platform, 
iron  stairs  equipped  with  hand  rails  will  lead  to  the  ground ; 
that  all  other  rooms  to  be  occupied  by  children  will  adjoin 
this  room;  that  the  present  wood  fire  escape  on  the  south 
side  of  the  building  leading  from  the  ground  to  the  second 
floor  will  be  left  standing  as  an  additional  safeguard ;  that 
no  cooking  will  be  done  in  this  cottage  and  that  all  electric 
wiring  and  fixtures  including  the  cables  now  in  the  build¬ 
ing  are  new,  having  been  installed  several  years  ago ;  that 
the  occupants  of  the  cottage  will  join  in  regular  and  care¬ 
fully  supervised  fire  drills  with  the  cooperation  of  the  Fire 
Department  in  conjunction  with  the  occupants  in  the  other 
cottages  maintained  on  the  premises ;  that  all  screens  on  the 
cottage  windows  will  be  of  light  mesh  easily  broken  or  re¬ 
moved  and  no  guards  of  any  kind  will  be  placed  on  the 
windows ;  that  the  entire  premises  operated  by  the  organ¬ 
ization  will  operate  under  the  following  precautions :  three 
night  watchmen  will  be  maintained  in  addition  to  a  head 
night  nurse  and  a  night  nursing  attendant  on  duty  each 
night ;  an  ADT  hourly  signal  box  has  been  installed  in  ad¬ 
dition  to  the  watchman’s  clock  stations ;  that  additional 
fire  escapes  and  exits  have  been  installed  and  additional  exit 
lights  have  been  installed;  that  BX  cable  has  been  installed 
in  lieu  of  old  wiring;  that  the  number  of  large  fire  ex¬ 
tinguishers  and  sand  buckets  has  been  increased  and  a  new 
chimney  has  been  constructed  for  the  Cheever  House ;  that 
additional  regular  fire  drills  have  been  inaugurated  and  a 
close  working  relationship  with  the  Fire  Department  about 
one-half  mile  away  from  the  premises  has  been  established, 
so  that  the  Fire  Department  officers  periodically  go  over 
the  building  and  make  suggestions  which  are  carried  out; 
that  a  new  fire  hydrant  has  been  installed  adjacent  to  the 
buildings  in  addition  to  the  fire  hydrant  on  the  property ;  that 
all  inflammatory  material  has  been  moved  to  an  out  building 
away  from  all  other  buildings ;  that  an  inter-building  fire 
alarm  system  has  been  installed  and  a  large  locomotive 
bell  and  air-raid  siren  have  been  installed  for  fire  alarm 
purposes. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  256-46,  objections  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condtion  .that  exits  shall  be  constructed,  main¬ 
tained  and  arranged  as  indicated  on  revised  plans  filed  with 


this  appeal,  marked  “Received  April  20,  1946’’  (5  sheets)  ; 
that  patients  shall  occupy  the  first  floor  only  and  the  number 
of  persons  thereon  shall  not  exceed  fifteen  (15)  ;  that  the 
balance  of  the  1st  floor,  basement,  second  floor  and  attic 
shall  be  occupied  only  by  attendants,  as  proposed ;  that  the 
building  shall  not  be  increased  in  height  or  area  and  in  all 
other  respects  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  that  a  sprinkler  system  shall  be 
installed  throughout  the  building;  that  all  other  means  of 
fire  protection  and  fire  drills  shall  be  maintained  and  the 
premises  shall  be  under  supervision  as  proposed ;  that  con¬ 
necting  doors  on  the  first  floor  shall  be  maintained  between 
rooms,  so  as  to  provide  additional  access  to  the  fire  escapes ; 
that  this  variance  shall  not  exceed  two  (2)  years  from  the 
date  of  this  resolution. 


213-46-A 

APPLICANT — Samuel  Rosenblum,  for  Merlis  Real  Estate 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 280  Broadway,  east  side,  from 
Reade  to  Chambers  streets,  37  Reade  street  and 
53-63  Chambers  street  (Block  153,  Lot  1),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative  .  0 

THE  RESOLUTION  (213-46-A) 

Whereas,  Samuel  Rosenblum,  for  Merlis  Real  Estate 
Company,  owner,  filed  March  22,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent  affecting  premises 
280  Broadway,  37  Reade  street  and  53-63  Chambers  street 
(Block  153,  Lot  1),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  20,  1946,  on  Alt.  Applic.  879-44,  reads: 

“Item  2.  Reconsideration  denied. 

“Objection  repeated:  Construction  of  marquee  over 
sidewalk  in  connection  with  this  building  is  not  per¬ 
mitted  as  per  Sec.  2. 4.1. 4.8  Building  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  7  stories 
(100  ft.)  in  height;  151  ft.  3  in.  by  225  ft.  4 Yz  in.  irregular 
in  area,  of  Class  3  construction,  remodeled  in  1884 ;  located 
in  an  unrestricted  use,  B  area  and  Class  2  height  district 
and  used  and  occupied  for  the  past  30  years  as  follows : 
cellar,  pressroom,  255  persons;  1st  floor,  stores  and  offices, 
222  persons ;  2nd  floor,  offices,  linotype  and  composing 
room,  214  persons ;  3rd  to  7th  floors,  offices,  242  persons 
each ;  that  the  building  is  equipped  with  a  special  type 
sprinkler  system  in  the  cellar  and  approved  standpipe  sys¬ 
tem,  three  3  ft.  8  in.  wide  steel  and  cement  stairs,  fireproof 
enclosed,  equipped  with  fireproof  self-closing  doors  and 
leading  from  the  roof  bulkhead,  directly  to  the  street;  and 
Whereas,  the  applicant  contends  that  the  publishing  of 
the  newspaper  is  conducted  in  the  cellar  and  from  this  por¬ 
tion  the  newspapers  are  delivered  to  motor  trucks  on  Reade 
street ;  that  there  is  an  existing  marquee  at  this  point 
erected  under  Alt.  Applic.  908-24,  to  protect  the  newspapers 
from  the  elements  and  to  speed  up  distribution;  that  at  the 
extreme  easterly  portion  of  the  Reade  street  front,  the  side¬ 
walk  is  unprotected  and  it  is  proposed  to  erect  a  marquee 
as  indicated  on  plans  filed  with  this  appeal ;  that  the  pro¬ 
posed  marquee  will  conform  in  all  respects  with  the  re¬ 
quirements  of  the  Administrative  Building  Code;  that  the 
nature  of  the  business  being  conducted  is  of  an  essentially 
public  nature  and  it  is  to  the  benefit  of  the  public  that  the 
distribution  be  facilitated  as  much  as  possible;  that  the 
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proposed  marquee  will  be  located  sufficiently  away  from 
any  other  building  so  as  not  to  form  an  obstruction  and  will 
be  merely  a  continuation  from  an  existing  marquee ;  that 
the  overall  length  of  the  marquee  will  conform  with  the 
Code  and  will  not  exceed  75  per  cent  of  the  length  of  the 
wall  on  the  Reade  street  front. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  879-44,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  marquee  shall  be  constructed  substan¬ 
tially  as  proposed,  not  nearer  than  two  feet  from  the  east¬ 
erly  lot  line  and  not  nearer  than  two  feet  from  the  curb, 
but  may  be  connected  to  the  existing  marquee  on  the  west; 
and  that  in  all  other  respects,  the  marquee  shall  comply 
with  the  requirements  therefor,  and  shall  be  erected  sub¬ 
stantially  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  March  22,  1946.’’ 


244-46-A 

APPLICANT— Department  of  Public  Works,  City  of  New 
York,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 154  Hunterspoint  avenue, 
north  side,  between  34th  and  35th  streets  (base¬ 
ment)  ;  (Block  254,  Lots  1-25-53),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  S.  H.  Greenhill,  B.  F.  Kuhnow, 
Arthur  J.  Jones,  Acting  Batt.  Chief,  Fire 
Dept.,  and  Melville  MacVenn. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.. 
Negative  . 


4 
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THE  RESOLUTION  (244-46-A) 

Whereas,  the  Department  of  Public  Works,  of  the  City 
of  New  York,  owner,  filed  April  5,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
154  Hunterspoint  avenue,  north  side,  between  34th  and  35th 
streets  (basement)  ;  (Block  254,  Lots  1,  25  and  53),  Long 
Island  City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  20,  1946,  on  Misc.  Applic.  6097-45,  reads : 

“4.  Each  oil  burning  boiler  shall  be  connected  to  a 
separate  legal  flue,  etc.  Rule  12.1  Board  of  Standards 
and  Appeals.” 
and 

Whereas,  the-  applicant  states  that  the  building  will  be 

2  stories  (32  ft.)  in  height,  216.67  ft.  by  697.29  ft.  in  area 
at  1st  floor  and  216.67  ft.  by  682.29  ft.  in  area  at  typical 
floor,  of  Class  1  construction,  located  in  an  unrestricted 
use,  B  area  and  Class  1  Yi  height  district,  to  be  used  and 
occupied  as  follows :  basement,  offices  and  storage  garage, 
30  persons ;  first  floor,  miscellaneous  shops  and  equipment 
storage,  102  persons ;  2nd  floor,  offices  and  machine  shop, 
38  persons ;  that  the  building  will  be  equipped  with  nine 

3  ft.  8  in.  fireproof  stairs  leading  directly  to  the  street, 
and  three  of  which  will  lead  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  proposed  re¬ 
pair  shop  is  a  fireproof  structure  of  modern  design ;  that 
the  three  boilers  in  question  are  adjacent  to  each  other  at 
the  same  elevations  and  are  housed  in  separate  fireproof 
rooms ;  that  the  maximum  length  of  breeching  to  chimney 
is  27  ft. ;  that  the  flue  is  provided  with  an  automatic  draft 
adjuster;  that  the  installation  of  separate  flues,  each  equipped 
with  automatic  draft  adjusters  would  create  a  space  prob¬ 
lem  and  increase  the  cost  of  construction  to  the  City ;  it  is 
therefore  requested  that  the  owner  be  allowed  to  connect 
three  boilers  to  a  single  stack,  the  chimney  installation  com¬ 


plying  in  all  other  respects  with  Art.  11  of  the  Adminis¬ 
trative  Code ;  that  the  boilers  will  be  operated  simultaneously 
in  winter  with  one  boiler  probably  in  reserve ;  that  estimated 
temperature  at  point  of  entrance  to  chimney  is  450  deg.  F. ; 
that  chimney  will  be  constructed  in  accordance  with  the 
rules  for  medium  temperatures. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  6097-45,  objection  4,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  installation  shall  be  substan¬ 
tially  as  indicated  on  plans  filed  with  this  appeal,  'marked 
“Received  April  19,  1946”  (1  sheet)  and  shall  be  main¬ 
tained  as  proposed.” 


245-46-A 

APPLICANT— Department  of  Public  Works,  City  of  New 
York,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 154  Hunterspoint  avenue,  north 
side,  between  34th  and  35th  streets  (basement)  ; 
(Block  254,  Lots  1-25-53),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  .  _  T,  , 

For  Applicant :  S.  H.  Greenhill,  B.  F.  Kuhnow, 
Acting  Battalion  Chief  Arthur  J.  Jones,  Fire 
Dept.,  and  Melville  MacVenn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

Negative  .  ® 

THE  RESOLUTION  (245-46-A) 

Whereas,  The  Department  of  Public  Works,  of  The  City 
of  New  York,  owner,  filed  April  5,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
154  Hunterspoint  avenue,  north  side,  between  34th  and  o5th 
streets  (basement)  ;  (Block  254,  Lots  1,  25  and  53),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  20,  1946,  on  Misc.  Applic.  6100-45,  reads: 

“3.  Gasoline  storage  tanks  when  permitted  may  not 
exceed  a  capacity  of  550  gallons  each.  C19-69.0  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
2  stories  (32  ft.)  in  height,  216.67  ft.  by  697.29  ft.  in  area 
at  1st  floor  and  216.67  ft.  by  682.29  ft.  in  area  at  typical 
floor,  of  class  1  construction,  located  in  an  unrestricted  use, 
B  area  and  Class  ll/2  height  district;  that  the  building  will 
be  equipped  with  nine  3  ft.  8  in.  fireproof  stairs,  leading 
directly  to  the  street,  and  three  of  which  will  lead  to  the 
roof ;  proposed  to  be  used  and  occupied  :  basement — offices 
and  storage  garage — 30  persons;  1st  floor — miscellaneous 
shops  and  equipment  storage — 102  persons  ;  2nd  floor — offices 
and  machine  shops — 38  persons ;  and 

Whereas,  the  applicant  contends  that  the  Fire  Depart¬ 
ment  shop  to  be  constructed  is  a  fireproof  structure  of  mod¬ 
ern  design  and  will  house  automotive  fire  apparatus  under 
repair  and  also  will  house  two  fire  companies  for  emergency 
calls;  that  as  all  fire  trucks  leaving  the  repair  shop,  either 
to  assigned  fire  houses  or  to  meet  a  fire  call,  must  be  pro¬ 
vided  will  full  tanks  of _  gasoline,  it  is  necessary  that  an 
adequate  amount  of  gasoline  should  be  on  hand  at  all  times , 
that  sufficient  gasoline  stores  must  be  provided  for  the  pos¬ 
sible  failure  of  gasoline  delivery  service,  due  to  inclement 
weather  or  other  unforeseen  circumstances ;  that  the  large 
quantity  of  gasoline  required  for  these  heavy  fire  trucks 
would  require  a  large  number  of  small  gasoline  tanks  and 
involve  an  excessive  amount  of  piping,  which  would  be  more 
dangerous  than  the  installation  of  one  large  tank ;  it  is  there- 
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fore  respectfully  requested  that  the  owner  be  allowed  to 
install  one  (1)  tank  of  1500  gallons  capacity  to  be  located 
below  the  first  floor,  as  shown  on  plans  filed  with  this 
appeal,  the  construction  of  the  tank  to  comply  with  the  re¬ 
quirements  of  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  as  to  thickness  of  metal  and  in  all  other 
respects,  the  tank  installation  will  comply  with  the  require¬ 
ments  of  the  Administrative  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  App.  6100-45,  objection  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  proposed  gasoline  storage  tank 
with  a  capacity  of  1500  gallons  shall  be  installed  substan¬ 
tially  as  indicated  on  plans  filed  with  this  appeal,  marked 
“Received  April  19,  1946”  (2  sheets)  except  that  the  tank 
and  tank  enclosure  shall  be  located  so  that  the  bottom  of 
the  tank  will  be  not  higher  than  the  adjacent  basement  floor; 
that  in  all  other  respects,  the  installation  shall  comply  with 
the  requirements  of  the  Administrative  Code  therefor  and 
that  the  thickness  of  metal  of  the  tank  shall  comply  with 
the  requirements  of  the  Oil  Burner  Rules  for  similar 
capacity. 


247-46- A 

APPLICANT — Louis  J.  Gardella,  for  Brador  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 147-11,  147-17  and  147-21 

258th  street,  east  side,  100  ft.,  145  ft.  and  190  ft. 
south  of  147th  avenue  and  147-12,  147-18  and  147-20 
259th  street,  west  side,  100  ft.,  145  ft.  and  190  ft. 
south  of  147th  avenue  (Block  13363,  Lot  1)  Rose- 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  J.  Gardella. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (247-46-A) 

Whereas,  Louis  J.  Gardella,  for  Brador  Realty  Corpo¬ 
ration,  owner,  filed  April  9,  1946,  an  appeal  from  decisions 
of  the  borough  superintendent,  affecting  premises  147-11  to 
147-21  258th  street,  east  side,  100  ft.  south  of  147th  avenue, 
and  147-12  to  147-20  259th  street,  west  side,  100  ft.  south 
of  147th  avenue  (Block  13363,  Lot  1),  Rosedale,  Borough 
of  Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  April  3,  1946,  on  N.B.  Applications  1476  to  1481-46, 
inclusive,  read : 

“1.  Proposed  erection  of  frame  building  inside  of 
fire  limits  is  contrary  to  §4.1.2  B.C.” 

and 

Whereas,  the  applicant  states  that  the  proposed  dwell¬ 
ings  will  be  one  story  in  height ;  26  ft.  by  33  ft.  in  area, 
of  Class  4  construction,  each  on  a  lot  45  ft.  by  130  ft.  in 
area,  located  in  an  undetermined  use,  D  area,  and  Class  1 
height  district,  and  used  as  one  family  dwellings ;  and 
Whereas,  the  applicant  contends  that  at  the  present  time, 
the  dwellings  in  this  area  are  frame;  that  the  borough  super¬ 
intendent  has  approved  five  frame  dwellings  to  be  erected 
in  the  residence  use  district  on  the  south  side  of  147th  ave¬ 
nue  between  258th  street  and  259th  street;  that  it  would  be 
in  keeping  with  the  balance  of  the  neighborhood  if  the 
dwellings  herein  proposed  are  permitted  to  be  constructed 
of  frame;  and 

Whereas,  plans  filed  with  this  appeal  indicate  that  the 
dwellings  will  be  set  back  from  258th  and  259th  street 
building  lines  25  ft.  and  will  be  provided  with  side  yards 


not  less  than  9  ft.  wide  on  each  side;  that  the  dwellings 
will  be  surfaced  on  the  exterior  with  masonry  veneer  to  the 
plate  line  and  with  asbestos  shingles  above;  that  the  roofs 
will  be  surfaced  with  asphalt  shingles. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
as  to  N.B.  Applic.  1476  to  1481-46,  inc.,  be  and  they  hereby 
are  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
as  to  objection  1,  on  condition  that  the  buildings  shall  be 
erected  substantially  as  proposed  and  limited  to  the  occu¬ 
pancy  of  one  family  each ;  that  in  all  other  respects,  the 
buildings  shall  comply  with  all  laws,  rules  and  regulations 
applicable  to  a  similar  building  erected  outside  the  fire 
limits ;  that  if  a  garage  is  erected  in  connection  with  each 
dwelling,  it  shall  comply  with  the  requirements  of  the 
G  area  district,  as  far  as  the  distance  back  from  the  rear 
line  is  concerned  and  shall  be  accessory  to  the  dwelling  on 
the  plot  and  consistent  in  construction  and  appearance  with 
the  dwelling ;  that  when  the  individual  lot  numbers  are 
assigned,  a  record  of  such  lot  shall  be  filed  with  the  bor¬ 
ough  superintendent  and  with  the  Board. 


821-26-A 

APPLICANT — Edward  Light,  for  Monte  Realty  Co.,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  10th  floor — re  Ap¬ 
peal  from  an  order  of  the  fire  commissioner 
(previously  granted  on  condition). 

PREMISES  AFFECTED— 40-42  East  19th  street,  south 
side,  200  ft.  west  of  Fourth  avenue  (Block  847,  Lot 
50),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Light  and  Max  Heitner. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 


1349-39-A 

APPLICANT — Morris  Schwartz,  for  Fannie  Hoffman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar- — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn  4/2/46). 

PREMISES  AFFECTED — 346  Ocean  Parkway,  west  side, 
40  feet  south  of  Avenue  C,  (Block  5374,  Lot  12), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Schwartz. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. 4 
Negative  .  0 


199-46-A 

APPLICANT — Irving  P.  Marks,  for  Irving  Siskind, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 516  Third  avenue,  west  side, 
75  feet  south  of  East  35th  street,  2nd  floor  (Block 
890,  Lot  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Isadoro  Humbles. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


556-38-A 

APPLICANT— Joel  D.  Marder,  for  B.  Altman  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  (previously  granted  on  con¬ 
dition). 

PREMISES  AFFECTED— 355-371  Fifth  avenue,  188-198 
Madison  avenue,  1-15  East  34'th  street  and  2-16 
East  35th  street  (Block  864,  Lot  1),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joel  D.  Marder. 

For  Adminitration :  Fred  Dahlam,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


685-42-A 

APPLICANT— George  G.  Miller,  for  Defense  Plant  Cor¬ 
poration,  owner ;  Air  Reduction  Sales  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  re 
appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 206-224  Stewart  avenue,  east 
side,  entire  block,  bounded  by  Ten  Eyck  street, 
Gardner  avenue  and  Meadow  street  (Block  2952, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  G.  Miller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


67 7-44- A 

APPLICANT— Sidney  Daub,  for  Herbert  A.  Wolff, 
Trustee  for  Bond  &  Mortgage  Co.,  owner;  Dumont 
Electric  Co.,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  fire  commissioner  and  a  decision  of  the  bor¬ 
ough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED— 34-44  Hubert  street  and  398- 
408  Washington  street,  northwest  corner  (Block 
217,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 
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382-43-A 

APPLICANT — Frank  A.  Barrera,  for  Edmund  L.  Palmi- 
eri,  Executor  of  Estate  of  John  Palmieri,  owner. 
SUBJECT — Application  reopened  February  5,  1946 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent; 
previously  granted  on  consideration. 

PREMISES  AFFECTED — 150  Ocean  Parkway,  west  side, 
395  ft.  south  of  Caton  avenue  (Block  5328,  Lot 
30),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  A.  Barrera  and  Alfred  A. 
Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1946  at  2 
P.M.  for  an  inspection  by  a  committee  of  the 
Board. 


638-45-A 

APPLICANT— Lama  and  Proskauer,  for  Idan  Holding 
Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 244-258  Water  street,  south 
side,  125  ft.  east  of  Bridge  street  (Block  42,  part 
of  Lot  11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  7,  1946  at  2 
P.M.  at  request  of  applicant. 


121-46-A 

APPLICANT — Julius  Bleich,  for  Abraham  Levine,  Samuel 
Levine  and  Louis  Stern,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1981-1989  Webster  avenue, 
west  side,  195.45  ft.  north  of  East  178th  street 
(Block  2815,  Lot  46),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Julius  Bleich. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  30,  1946,  at  2 
P.M.  for  an  inspection  by  a  committee  of  the 
Board. 


123-46-A 

APPLICANT — Elias  K.  Herzog,  for  Factory  Surplus 
Merchandise  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 12  Duane  street  and  235-239 
William  street,  southwest  corner  (Block  121,  Lot 
61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Elias  K.  Herzog. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1946  at  2 
P.M.  for  inspection  by  committee  of  the  Board. 


162-46-A 

APPLICANT— Victor  D.  Boret,  Jr.,  for  Jeannette  Christen¬ 
sen,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  (Under  section  35,  General  City  Law  re 
bed  of  mapped  street — proposed  widening  of  Metro¬ 
politan  avenue). 
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PREMISES  AFFECTED — 99-08  Metropolitan  avenue, 
south  side,  121  ft.  west  of  70th  road  (Block  3894, 
Lot  34),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Victor  D.  Borst,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1946  at  2 
P.M.  for  an  inspection  by  a  committee  of  the 
Board  and  decision  without  further  argument. 


177-46- A 

APPLICANT — Emil  Warmold,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 216  Marion  street,  south  side 
175  ft.  east  of  Ralph  avenue  (Block  1518,  Lot  15), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  D.  H.  M.  Weynberg. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Laid  over  to  May  14,  1946  at  2 
P.M.  for  further  consideration  by  Board. 


206-46-A 

APPLICANT — Fred  Liese,  for  George  R.  Foglia,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 137  Coleridge  street,  east  side, 
280  ft.  south  of  Compton  avenue  (Block  7516,  Lot 
1129),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Fred  Liese. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1946  at  2 
P.M.  for  an  inspection  by  a  committee  of  the 
Board. 


207-46-A 

APPLICANT — Fred  Liese,  for  George  R.  Foglia,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 147  Coleridge  street,  east  side, 
340  ft.  south  of  Compton  avenue  (Block  7516,  Lot 
1126)  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Fred  Liese. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  30,  1946  at  2 
P.M.  for  an  inspection  by  a  committee  of  the 
Board. 


219-46-A 

APPLICANT — Michael  Glick,  for  H.  B.  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 279-281  East  139th  street, 
north  side,  130.64  ft.  east  of  3rd  avenue  (elevator)  ; 
(Block  2314,  Lot  89)  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946  at  2 
P.M.  at  written  request  of  applicant. 


24 1-46- A 

APPLICANT — Mac  L.  Reiser,  for  Congregation  Ahavath 
Sholom,  Inc.,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 111-03  77th  road,  northwest 
corner  of  Austin  street  (Block  3343,  Lot  65),  Kew 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mac  L.  Reiser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946  at  2 
P.M.  for  an  inspection  by  a  committee  of  the 
Board. 


273-46-A 

APPLICANT — Lewis  and  Leonard,  for  Seven  Santini 
Bros.,  Inc.,  owner  (Santini  Bros.,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 114-25  Queens  boulevard,  east 
side,  201  ft.  north  of  77th  avenue  (1st  floor)  ; 
(Block  2266,  Lots  81  and  82),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  C.  Corey  Mills  and  N.  J.  Sapienza. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946  at  2 
P.M.  for  further  consideration  by  the  Board. 


ZONING  APPLICATIONS 

137-26-BZ 

APPLICANT — Gronich,  Herbsman  and  Aleyner,  for  James 
W.  McGrath,  lessee;  Rose  Morizio,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  for  a  stated  term  of  years, 
partly  in  business  use  and  partly  in  residence  use 
district,  the  erection  and  maintenance  of  an  exten¬ 
sion  to  an  existing  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 8202-8226  18th  avenue,  west 
side,  70  ft.  north  of  84th  street  (Block  6314,  Lots 
130,  164  and  72),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Anton  Gromich. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (137-26-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  alteration 
and  extension  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles,  affecting  premises  8224-8226  18th  ave¬ 
nue,  west  side,  70  ft.  north  of  84th  street  (Block  6314,  Lot 
72),  Borough  of  Brooklyn,  was  withdrawn  on  December  21, 
1926;  and 

Whereas,  the  applicant  requested  si  reopening  of  the 
application,  under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  partly  in  a  business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  an  ex¬ 
tension  to  an  existing  garage  for  more  than  five  motor 
vehicles,  affecting  premises  8202-8226  18th  avenue,  west 
side,  70  ft.  north  of  84th  street  (Block  6314,  Lots  130,  164 
and  72),  Borough  of  Brooklyn;  and 

Whereas,  this  case  was  granted  by  the  Board  on  June 
15,  1943,  on  certain  conditions,  time  to  obtain  permits  and 
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complete  the  work  extended  on  June  6,  1944  and  May  15, 
1945 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  15,  1943  as  amended 
May  15,  1945  only  in  so  far  as  it  has  reference  to  obtaining 
permits  and  completion  of  the  work  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


410-31-BZ 

APPLICANT — Michael  Levine,  for  Lakeville  Road  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7 f  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  alteration  and  main¬ 
tenance  of  a  gasoline  service  station  for  a  tempo¬ 
rary  period  of  time. 

PREMISES  AFFECTED— 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  Park¬ 
way  and  83.78  ft.  east  of  175th  street  (Block  2661, 
Lot  26),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Michael  Levine  and  Laura  E.  De 
Vito. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  RESOLUTION  (410-31-BZ) 

Whereas,  this  application,  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  affecting  premises 
175-14  Horace  Harding  boulevard,  south  side,  117.71  ft.  west 
of  Utopia  parkway  and  83.78  ft.  east  of  175th  street  (Block 
2661,  Lot  26),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  Aril  29,  1932,  on  certain  conditions,  resolution 
amended  May  24,  1938,  April  11,  1939  and  June  25,  1940  and 
permit  extended  on  April  21,  1942  and  April  11,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  29,  1932,  as 
amended  through  April  11,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  temporary  term  of 
five  (5)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  maintenance  of  a  gasoline  service 
station,  on  condition  *  *  *  and  that  other  than  as 
herein  amended,  the  conditions  of  the  resolution  of 
April  29,  1932  shall  be  complied  with  (N.B.  Applic. 
4258-31).” 

42-32-BZ 

APPLICANT — Samuel  L.  Schwartz,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent),  previously  granted  on 
condition  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  for 
a  temporary  period. 


PREMISES  AFFECTED— 2263-2273  Linden  boulevard, 
northwest  corner  of  Elton  street  (Block  4336,  Lot 
21),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Schwartz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (42-32-BZ) 

Whereas,  this  application  affecting  premises  2263-2273 
Linden  boulevard,  northwest  corner  of  Elton  street  (Block 
4336,  Lot  21),  Borough  of  Brooklyn,  was  granted  by  the 
Board  May  6,  1932,  on  certain  conditions,  permit  extended 
January  28,  1936,  February  1,  1938,  February  6,  1940,  May 
5,  1942  and  April  4,  1944,  and  the  owner  requested  a  fur¬ 
ther  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  and  the  resolution  of  May  6,  1932  as  amended 
through  April  4,  1944  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  maintenance  of  a  gasoline  service  station,  on 
condition  *  *  *  that  other  than  as  herein  amended, 

the  provisions  of  the  resolution  of  May  6,  1932  as 
amended  through  April  4,  1944  shall  be  complied  with 
and  that  a  certificate  of  occupancy  shall  be  obtained.” 


288-38-BZ 

APPLICANT — Paul  Friedman,  for  Brooklyn  Trust  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 602-622  Brightwater  court, 
601-643  Riegelman  boardwalk,  3153-3173  Brighton 
6th  street  and  3288-3310  Coney  Island  avenue 
(Block  7284-10,  Lots  2271  and  2275),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  RESOLUTION  (288-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  602-622  Bright¬ 
water  court,  601-643  Riegelman  boardwalk,  3153-3173 
Brighton  6th  street  and  3288-3310  Coney  Island  avenue 
(Block  7284-10,  Lots  2271  and  2275),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  July  8,  1938,  on  certain  con¬ 
ditions,  permit  extended  May  7,  1940,  May  12,  1942  and 
May  2,  1944,  and  the  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  8,  1938  as  amended 
April  11,  1939  only  in  so  far  as  it  has  reference  to  the  term 
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of  the  variance  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  vacant  portion  of  the  plot  under  appeal  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  restricted  to  automobiles  of  the 
pleasure  car  type,  on  condition  *  *  *  that  other  than 
as  herein  amended,  the  provisions  of  the  resolution  of 
July  8,  1938  as  amended  April  11,  1939,  shall  be  com¬ 
plied  with  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


715-38-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Thomas  Martin, 
owner  (Alfred  A.  Harned,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  mainten¬ 
ance  of  a  golf  driving  range  for  a  term  of  one  year. 
PREMISES  AFFECTED— 78-01  to  78-47  Main  street, 
east  side,  318.88  ft.  north  of  Union  turnpike  (Blocks 
6670  and  6671,  Lots  1  and  Blocks  6689  and  6690, 
part  of  Lot  1),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (715-38-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  the  erection 
and  maintenance  of  a  golf  driving  range  for  a  term  of  one 
(1)  year,  affecting  premises  78-01  to  78-47  Main  street, 
east  side  of  Main  street,  318.88  ft.  north  of  Union  turnpike 
(Blocks  6670  and  6671,  and  Lots  1,  and  Blocks  6689  and 
6690,  part  of  Lots  1),  Flushing,  Borough  of  Queens,  was 
granted  by  the  Board  February  28,  1939,  on  certain  con¬ 
ditions,  the  permit  extended  February  20,  1940,  February 
11,  1941,  January  20,  1942,  February  2,  1943,  March  14,  1944 
and  March  20,  1945 ;  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  28,  1939 
as  amended  through  March  20,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7e  for  a  term  of  one  (1)  year 
from  the  date  of  this  amended  resolution,  to  permit  the 
maintenance  of  a  golf  driving  range,  on  condition  *  *  * 
and  that  other  than  as  herein  amended,  the  condition  of 
the  resolution  of  February  28,  1939  shall  be  complied 
with  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained  (Applic.  No.  6164-38).” 


741-41-BZ 

APPLICANT — George  J.  Shirkey,  for  Estate  of  Ann  Eliza 
Morrison  (Leonore  Morrison,  executrix),  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 


PREMISES  AFFECTED— 165  Beach  102nd  street,  north¬ 
west  corner  of  Shore  Front  parkway  (Block  641, 
part  of  Lots  35  and  48),  Rockaway  Beach,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  George  J.  Shirkey. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (741-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  165  Beach  102nd 
street,  northwest  corner  of  Shore  Front  parkway  (Block 
641,  part  of  Lots  35  and  48),  Rockaway  Beach,  Borough  of 
Queens,  was  granted  by  the  Board  April  14,  1942,  on,  cer¬ 
tain  conditions,  resolution  amended  on  June  23,  1942,  and 
on  April  6,  1943,  the  time  was  extended  to  complete  the 
work ;  and 

Whereas,  the  permit  was  extended  on  July  5,  1944,  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  14,  1942  as  amended 
through  July  5,  1944  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  plot  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  that  only  motor  vehicles  of  the  pleasure  car 
type  and  those  in  condition  for  operation  shall  be  so 
parked  or  stored ;  that  the  entrance  to  the  plot  shall 
be  solely  from  Beach  102nd  street  and  shall  not  exceed 
lot  ft.  in  width  with  a  curb  cut  opposite  not  exceeding 
15  ft.  in  width ;  that  the  plot  shall  be  surfaced  with 
clean  gravel,  steam  cinders  or  other  suitable  material 
and  treated  with  a  binder ;  that  on  the  interior  lot 
lines  and  on  the  street  building  line  of  Beach  102nd 
street  there  shall  be  erected  a  substantial  woven  wire 
fence,  similar  to  the  fence  construction  existing  along 
the  frontage  of  Shore  Front  parkway;  that  such  fence 
shall  be  not  less  than  6  ft.  in  height ;  that  during  the 
term  of  this  variance  the  premises  shall  be  occupied 
for  no  other  use  than  the  parking  and  storage  herein 
permitted  and  no  signs  shall  be  erected  on  the  premises, 
except  that  there  may  be  a  sign  advertising  the  parking 
and  storage  use  and  the  rates  charged  provided  such 
sign  does  not  exceed  15  sq.  ft.  in  area,  does  not  extend 
beyond  the  building  line,  is  not  illuminated  and  is 
attached  to  the  fence  near  the  entrance ;  that  no  build¬ 
ing  shall  be  erected  on  the  premises,  except  there  may 
be  a  building  erected  near  the  entrance  not  over  100 
sq.  ft.  in  area,  solely  as  an  office  and  shelter  for  the 
attendant,  provided  such  building  is  not  over  1  story 
in  height ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  adequate  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress  and  adequate  bump¬ 
ers  shall  be  maintained  against  the  fences  for  protection 
to  same ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  of  this 
amended  resolution ;  that  a  certificate  of  occupancy  shall 
be  obtained  (Misc.  Applic.  7358-41).” 
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742-41-BZ 

APPLICANT — George  J.  Shirkey,  for  Simyron  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 115-123  Beach  29th  street,  west 
side,  140  ft.  south  of  Lewmay  road  (Block  301,  Lots 
38  and  42),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  J.  Shirkey. 

For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended  . 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (742-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  115-123  Beach  29th  street, 
west  side,  140  ft.  south  of  Lewmay  road  (Block  301,  Lots 
38  and  42),  Edgemere,  Borough  of  Queens,  was  granted  by 
the  Board  on  June  30,  1942,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  May  2,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  30,  1942  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  motor  vehicles,  on  condition  *  *  *  and 
that  other  than  as  herein  amended,  the  provisions  of  the 
resolution  of  June  30,  1942  shall  be  complied  with; 
that  a  certificate  of  occupancy  shall  be  obtained  (Misc. 
Applic.  7197-1941).” 


743-41-BZ 

APPLICANT — Nathaniel  C.  Saxe,  for  Peninsula  Homes, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under-  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 128  Beach  101st  street,  north¬ 
east  corner  of  Shore  Front  Parkway  (Block  639, 
part  of  Lot  11),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Nathaniel  C.  Saxe. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (743-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 

resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 


porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  138  Beach  10 1st 
street,  northeast  corner  of  Shore  Front  parkway  t Block  639, 
part  of  Lot  11),  Rockaway  Beach,  Borough  of  Queens,  was 
granted  by  the  Board  April  14,  1942,  on  certain  conditions, 
resolution  amended  on  June  23,  1942  and  time  extended  on 
April  6,  1943 ;  and 

Whereas,  the  permit  was  extended  on  April  25,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit ; 
and 

Whereas,  the  new  owner  of  the  premises  is  Peninsula 
Homes. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  20,  1942,  as 
amended  through  April  25,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  plot  where  unbuilt  upon  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure  car  type  and  those  in  condition  for  operation 
shall  be  so  parked ;  that  the  entrance  to  the  plot  shall 
be  solely  from  Beach  101st  street  and  shall  not  exceed 
10  ft.  in  width  with  a  curb  cut  opposite  not  exceeding 
15  ft.  in  width ;  that  the  plot  shall  be  surfaced  with 
clean  gravel,  steam  cinders  or  other  suitable  material 
and  treated  with  a  binder ;  that  on  the  interior  lot  lines 
and  on  the  street  building  line  of  Beach  101st  street 
there  shall  be  erected  a  substantial  woven  wire  fence, 
similar  to  the  fence  construction  existing  along  the 
frontage  of  Shore  Front  parkway;  that  such  fence  shall 
be  not  less  than  6  ft.  in  height ;  that  during  the  term  of 
this  permit  the  premises  shall  be  occupied  for  no  other 
use  than  the  parking  and  storage  herein  permitted  and 
no  signs  shall  be  erected  on  the  premises,  except  there 
may  be  a  sign  advertising  the  parking  and  storage  use 
and  the  rates  charged,  provided  such  sign  does  not  ex¬ 
ceed  15  sq.  ft.  in  area,  does  not  extend  beyond  the 
building  line,  is  not  illuminated  and  is  attached  to  the 
fence  at  the  entrance;  that  no  building  shall  be  erected 
on  the  premises,  except  there  may  be  a  building  erected 
near  the  entrance  not  over  100  sq.  ft.  in  area,  solely 
as  an  office  and  shelter  for  the  attendant,  provided  such 
building  is  not  over  1  story  in  height  and  that  the  plan 
of  the  design  of  this  building  shall  be  submitted  to  the 
Board  for  approval  by  the  Chairman  in  behalf  of  the 
Board  before  same  is  filed  with  the  borough  superin¬ 
tendent;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that 
adequate  aisles  shall  be  maintained  at  all  times  for  easy 
entrance  and  egress ;  that  adequate  bumpers  shall  be 
maintained  against  the  fences  for  protection  to  same ; 
and  that  a  certificate  of  occupancy  shall  be  obtained 
(Misc.  Applic.  3994-1940).” 


864-41-BZ 

APPLICANT— George  J.  Shirkey,  for  Caroline  Krause, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 88-27  Rockaway  Beach  boule¬ 
vard,  south  side,  25  ft.  east  of  Beach  90th  street 
(Block  623,  Lots  2  and  3),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  J.  Shirkey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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MINUTES 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (864-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  88-27  Rockaway  Beach 
boulevard,  south  side,  25  ft.  east  of  Beach  90th  street  (Block 
623,  Lots  2  and  3),  Rockaway  Beach,  Borough  of  Queens, 
was  granted  by  the  Board  on  April  28,  1942,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  permit  was  extended  on  May  9,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  28,  1942  as  amended 
through  May  9,  1944  only  in  so  far  as  it  has  reference  to  the 
term  of  the  variance  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  motor  vehicles,  on  condition  that  only 
motor  vehicles  of  the  pleasure  car  type  and  only  those 
capable  of  operation  shall  be  so  parked  or  stored;  that 
the  plot  shall  be  leveled  substantially  to  the  grade  of 
Rockaway  Beach  boulevard  and  shall  be  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material ; 
that  adequate  fencing  shall  be  maintained  on  the  interior 
lot  lines  and  on  the  street  building  line;  that  the  en¬ 
trance  to  Rockaway  Beach  boulevard  shall  not  exceed 
15  ft.  in  width;  that  during  the  term  of  this  permit  the 
premises  shall  be  occupied  for  no  other  use  and  no 
building  shall  be  erected  thereon  and  no  signs  shall  be 
erected,  except  there  may  be  erected  at  the  street  build¬ 
ing  line  a  sign  attached  to  the  fence  not  exceeding  15 
sq.  ft.  in  area,  advertising  only  the  parking  and  storage 
use  and  the  rates  charged,  provided  such  sign  is  not 
illuminated  and  does  not  extend  beyond  the  building 
line ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of  this 
resolution;  and  that  a  certificate  of  occupancy  shall  be 
obtained  (Misc.  Applic.  8023-1941).” 


112-42-BZ 

APPLICANT — Paul  Friedman,  for  Sophie  Ledwitz,  owner. 
(Central  Concrete  Incorporated,  lessee). 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7i  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  the  inclusion  of  a 
motor  vehicle  repair  shop  (including  welding)  in  an 
existing  garage  for  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  AFFECTED — 54-42  to  54-46  Flushing  avenue 
and  60-02  to  60-08  55th  street,  southwest  corner 
(Block  2636,  Lot  7),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative  .  0 

THE  RESOLUTION  (112-42-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 

resolution,  permitting  in  a  business  use  district  for  a  term 


of  two  years,  the  inclusion  of  a  motor  vehicle  repair  shop 
(including  welding)  in  an  existing  garage  for  more  than  five 
motor  vehicles,  affecting  premises  54-42  to  54-46  Flushing 
avenue  and  60-02  to  60-08  55th  street,  southwest  corner 
(Block  2636,  Lot  7),  Maspeth,  Borough  of  Queens,  was 
granted  by  the  Board  on  May  12,  1942,  on  certain  conditions; 
and 

Whereas,  the  permit  was  extended  on  May  2,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  12,  1942,  as  amended 
on  May  2,  1944,  only  in  so  far  as  it  has  reference  to  the  term 
of  the  variance,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read: 

“Granted  under  section  7i  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution  to 
permit  the  inclusion  of  a  motor  vehicle  repair  shop  in  an 
existing  garage,  on  condition  *  *  *  that  other  than  as 
herein  amended,  the  provisions  of  the  resolution  of  May 
12,  1942  shall  be  complied  with  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Alt.  Applic.  3246-41).” 

354-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  L.  R.  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  business  and  residence 
use  districts,  the  conversion  of  occupancy  of  a  gar¬ 
age  (previously  granted  by  the  Board)  to  a  factory. 
PREMISES  AFFECTED— 341-347  Reid  avenue  and  63-79 
Marion  street,  northeast  corner  (Block  1692,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (354-45-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  and  residence  use  dis¬ 
trict,  the  conversion  of  occupancy  of  a  garage  to  a  factory, 
affecting  premises  341-347  Reid  avenue  and  63-79  Marion 
street,  northeast  corner  (Block  1692,  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  of  October  16,  1945, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  16,  1945,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  completing 
of  work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“.  .  .  that  in  view  of  statement  that  no  work  has  been 
done  because  of  controversy  between  the  owner  and  the 
proposed  tenant,  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  amended  resolution.” 


239-19-BZ 

APPLICANT — Laura  Schirald,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — expired  by  limitation  May  31, 
1928 — re  Application  (decision  of  fire  commis¬ 
sioner)  previously  granted  on  condition  permitting 
in  a  residence  use  district  the  maintenance  of  a 
garage  for  more  than  five  motor  vehicles  for  a  term 
of  one  year. 


MINUTES 


PREMISES  AFFECTED — 1171  New  York  avenue  and 
3301  Cortelyou  road  (Canarsie  lane),  northeast  cor¬ 
ner  (Block  4933,  Lot  62),  Borough  ol  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Finkelstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  May  21,  1946 
at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


539-23-BZ 

APPLICANT— Herman  Kron,  for  Samrose  Realty  Corp., 
owner  (Ferris  Buick  Corp.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  additional  use — re  Application  (de¬ 
cision  of  superintendent  of  buildings)  previously 
granted  on  condition,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2325-2335  Jerome  avenue  and 
1-9  Evelyn  place,  northwest  corner  (Block  3198,  Lot 
105),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

_ 

APPLIANCE  SUBMITTED  FOR  APPROVAL 

102-33-SA 

APPLICANT — Mt.  Hawley  Manufacturing  Company,  pres¬ 
ent  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Everedy  Oil  Burner 
(previously  approved  on  condition). 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


Adjourned:  5:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


(This  resolution  of  January  21,  1941  is  reprinted  to  in¬ 
clude  illustration). 

THE  RESOLUTION— 

(1143-40-SM) 

Whereas,  Willian  F.  Conran,  owner,  filed  December  4, 
1940,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  the  Narnoc 
Metal  Ash  and  Cigarette  Receptacle ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 

December  26,  1940. 

Cal.  No.  1148-40-SM. 

Subject:  Narnoc — Metal  Ash  and  Cigarette  Receptacle, 
approval  of. 

William  F.  Conran,  owner,  filed  December  4,  1940, 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Narnoc — Metal  Ash  and  Cigarette 


Receptacle  under  the  provisions  of  09-165. Lb,  Admin¬ 
istrative  Code. 

The  device,  which  is  designed  to  be  screwed  to  the 
back  of  seats  by  at  least  two  screws  is  constructed  of 
metal  with  a  sliding  top  section  that  may  be  oper¬ 
ated  by  hand  or  may  be  dropped  automatically,  which 
automatic  feature  is  actuated  by  the  fusing  of  a  metal 
ball  or  strip  which  releases  the  top  section  by  the  drop¬ 
ping  of  which  section  the  supply  of  oxygen  to  any 
smouldering  material  is  cut  off.  At  the  bottom  of  the 
appliance  is  a  removable  cup  which  is  locked  into  place 
and  can  only  be  removed  by  an  authorized  attendant 
who  has  the  key.  Device  is  shown  as  Fig.  1. 

This  device  was  inspected  and  tested  by  the  Committee 
on  Tests  of  the  Board  and  by  the  representative  of  the 
Fire  Department  and  operated  according  to  specifica¬ 
tion.  On  the  basis  of  this  test,  it  is  recommended  that 
the  Narnoc  Metal  Ash  and  Cigarette  Receptacle  be  ap¬ 
proved  for  use  in  New  York  City  under  the  provisions 
of  09-165. l.b,  when  installed  in  accordance  with  this 
provision  of  this  section  and  this  report,  providing  that 
the  appliance  have  a  label  permanently  affixed  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  No.  1148-40-SM,”  or 
the  device  may  be  stamped  with  a  circle  around  the 
periphery  thereof  at  the  top  the  word  “App’vd.”  at 
the  bottom  “B.  S.  &  A.”  in  the  middle  “N.  Y.  C.  Cal. 
No.  1148-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

C  ommission  er, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approved  the  material  known  as  the  Narnoc  Metal 
Ash  and  Cigarette  Receptacle,  on  condition  that  the  material 
be  manufactured,  installed,  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  ON  EXTERIOR  VENEERING  MATERIALS 


(465-44-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon,  May  7,  1946  at  2  P.M.,  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  Proposed  Amend¬ 
ments  to  Rules  on  Exterior  Veneering  Materials. 

Authority  : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Paragraph  2,  Charter  of 
the  City  of  New  York  and  C26- 189.0  of  the  Administrative 
Building  Code,  these  rules  are  to  supplement  the  existing 
requirements  of  the  Administrative  Building  Code,  Sections 
C26-437.0,  C26-438.0,  C26-439.0,  C26-544.0  through  C26-550.0, 
C26-544.0  and  C26-550.1  j. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  pertaining  to  exterior  veneering  materials  not 
exceeding  2"  in  thickness,  so  as  to  provide  for  the  sufficiency 
of  attaching  and  anchoring  mediums  on  such  exterior  veneers 
in  accordance  with  the  intent  of  the  Administrative  Building 
Code  as  outlined  in  Section  C26-3.0.  They  shall  apply  to 
veneering  materials  of  metal,  cement-asbestos,  precast  or 
natural  stone,  marble,  ceramic,  tile,  concrete  masonry  units, 
glass  sheets,  glass  block,  plastic  materials  and  other  veneer¬ 
ing  materials,  as  may  be  approved  by  the  Board.  Note : 
These  rules  shall  not  apply  to  interior  veneering  materials. 

Extracts  from  the  Administrative  Building  Code  contained 
herein  in  small  type  have  been  assigned  decimal  rule  num¬ 
bers  for  convenient  reference  only  and  are  not  to  be  construed 
as  rules. 

Rule  1.0  General. 

1 . 1  These  rules  shall  apply  to  all  materials  used  as 
exterior  veneers  of  a  thickness  not  exceeding 
two  inches,  bonded  or  unbonded,  and  with  or 
without  air  spaces  between  the  veneer  and  the 
supporting  surface. 

1.2  Veneer  materials  shall  not  be  credited  with 
contributing  to  the  total  wall  thickness,  the 
stress  resisting  sections,  or  to  the  fire  resistive 
value  of  the  composite  construction  unless 
specifically  approved  by  the  Board  for  any 
given  combination  of  materials. 

1.3  Veneer  materials  shall  not  be  used  to  support 
vertical  loads  other  than  the  veneering  mate¬ 
rial  above  unless  permitted  otherwise  as  pro¬ 
vided  for  in  Rule  1.3.  Where  openings  occur 
the  veneer  shall  be  supported  by  substantial 
lintels  of  incombustible  materials. 

1.4  All  joints  between  masonry  veneer  materials 
shall  be  filled  flush  with  mortar  or  approved 
mastic  cement.  Around  wall  openings  the 
joints  between  the  veneer  and  backing  material 
shall  be  filled  flush  with  similar  materials. 
Gypsum  shall  not  be  used  in  veneer  exposed  to 
the  weather  except  for  temporary  tacking  and 
supplementary  to  the  anchorage  and  cement 
mortar  requirements  set  forth  in  these  rules. 

1.5  All  rosettes,  toggle  or  expansion  bolts,  metal 
reinforcements,  bolts,  clips,  tie  wires  and  sup¬ 
ports  shall  be  of  non-corroding  metal  and  of 
a  type  and  for  uses  as  may  be  approved  by 
the  Board. 

1.6  Veneering  material  shall  not  be  placed  over 
existing  veneering  material. 

1.7  Veneering  when  placed  on  a  structure  shall 
not  encroach  beyond  the  building  line. 

1.8  Before  attaching  veneering  materials  to  any 
surface,  the  soundness  of  structural  members 
shall  be  examined  by  exposing  the  structural 


members  and  when  found  necessary,  reinforce¬ 
ment  or  replacement  of  structural  members 
shall  be  made  to  the  satisfaction  of  the  bor¬ 
ough  superintendent. 

1.9  Signs  shall  be  so  hung  that  their  weight  shall 
not  bear  on  the  veneering  material  and  shall 
be  supported  by  grounds  set  in  the  supporting 
wall. 

1.10  Veneering  materials  used  above  the  first  floor 
shall  be  installed  in  a  manner  permitting  fire 
department  access  to  each  floor  by  means  of 
existing  or  new  windows  or  readily  accessible 
access  panels  installed  as  provided  in  C26- 
550.1d. 

1.11  Where  openings  occur  in  a  wall,  the  veneer 
shall  be  supported  by  a  structural  member  of 
incombustible  material. 

1.12  All  masonry  walls  shall  be  cleaned  of  dust  and 
dampened  before  stone,  marble,  precast  con¬ 
crete  units,  tile  or  terra  cotta  is  applied. 

Rule  2.0  Metal  Veneers. 

2.1  Metal  veneers  shall  be  of  non-ferrous  materials 
or  of  steel  sheets  protected  on  all  sides  by  por¬ 
celain  enamel  or  other  approved  corrosion  re¬ 
sistant  surfacing. 

2.2  Metal  veneers  shall  be  securely  attached  to  the 
supporting  construction  with  approved  non¬ 
corroding  metal  hangers,  clips,  ties,  screws,  or 
bolts,  secured  to  the  metal  veneer  in  a  manner 
approved  by  the  Board  for  each  specific  veneer¬ 
ing  material,  and  spaced  not  more  than  16"  o.c. 
vertically  and  24"  o.c.  horizontally.  Veneer 
units  exceeding  4  sq.  ft.  in  area  shall  be  at¬ 
tached  to  the  construction  at  not  less  than  four 
points,  so  distributed  as  to  render  adequate 
attachment  to  the  supporting  construction. 

2.3  Where  allowed  to  be  used  all  corrosive  sup¬ 
ports  for  metal  veneers  shall  be  adequately 
protected  from  the  effects  of  the  elements  by 
painting  with  approved  paint,  galvanizing  or 
other  equivalent  means.  Where  the  use  of 
wood  is  permissible  all  wood  used  with  metal 
veneers  shall  be  impregnated  with  creosote  or 
other  approved  preservative  material. 

2.4  The  joints  and  edges  of  all  metal  veneers  shall 
be  caulked  or  painted  with  approved  water¬ 
proofing  materials  or  other  approved  equiva¬ 
lent  methods  of  providing  resistance  against 
moisture  penetration. 

2.5  The  height  of  walls  veneered  with  metal  units 
on  walls  other  than  panel  or  enclosure  walls 
shall  be  not  more  than  40  ft.  above  the  founda¬ 
tions 

Rule  3.0  Precast  or  Natural  Stone, ^Marble,  Structural  Clay, 

Ceramic  and  Porcelain  Tile,  Terra  Cotta  and  Pre¬ 
cast  Concrete  Units. 

3.1  C26-157.0  Veneered  Wall. — The  term  ''veneered  wall” 
shall  mean  a  wall  with  a  masonry  facing  which  is  at¬ 
tached  to,  but  not  bonded  so  as  to  form  an  integral 
part  of,  the  wall  for  purposes  of  load  bearing  and 
stability. 

3.2  C26-437.0  Anchorage  for  veneered  masonry  walls. — 
When  masonry  walls  are  veneered  with  brick,  architec¬ 
tural  terra  cotta,  stone  or  other  masonry,  the  material 
shall  be  securely  tied  into  the  backing  with  the  equiva¬ 
lent  of  the  following  minimum  anchorage  requirements: 

1 .  For  anchorage  of  brick  veneering  on  masonry,  one 
substantial  non-corroding  metal  wall  tie  for  each 
three  hundred  square  inches  of  wall  surface. 

2.  For  anchorage  of  architectural  terra  cotta  and  other 
moulded  units  on  masonry,  one  non-corroding  metal 
anchor  at  least  equal  to  five-sixteenths  of  an  inch 
round  or  one-eighth  of  an  inch  by  three-quarters  of 
an  inch  flat  in  sectional  area  to  each  piece  and  two 
or  more  such  anchors  to  all  pieces  over  18  inches 
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|n  length  or  more  than  three  hundred  square  inches 
in  superficial  area,  except  where  such  architectural 
terra  cotta  facing  is  bonded  and  completely  filled 
with  the  brick  backing. 

3.  For  anchorage  of  stone  veneering  on  masonry,  one 
non-corroding  anchor  at  least  three-sixteenths  of  an 
inch  by  one  inch  flat,  or  its  equivalent  in  cross 
sectional  area,  to  each  piece  over  one-half  of  a 
square  foot  in  face  area  and  at  least  two  anchors 
to  all  pieces  over  24  inches  in  length  or  more  than 
four  hundred  square  inches  in  superficial  area. 

3.3  For  slabs  of  natural  stone  or  marble  which  are 
tough  and  hard  and  over  2  square  feet  and  up 
to  4  square  feet  in  area  there  shall  be  at  least 
three  anchors,  from  4  square  feet  to  12  square 
feet,  at  least  four  anchors,  from  12  square  feet 
to  20  square  feet  at  least  six  anchors  and  on 
slabs  exceeding  20  square  feet,  anchors  shall 
be  provided  at  the  rate  of  one  anchor  for  each 
three  square  feet  of  area.  All  anchors  shall 
be  seated  in  cement  mortar  in  a  suitable  hole 
sunk  in  masonry  backing.  Such  anchors  shall 
be  of  non-corrosive  metal  not  less  than  %"  in 
diameter. 

3.4  When  veneering  is  used  in  a  continuous  wall 
more  than  25  feet  in  length  without  openings, 
suitable  vertical  expansion  joints  shall  be  pro¬ 
vided  at  approximately  25  foot  intervals 
through  the  entire  height  of  the  veneer. 

3.5  [3.3]  C26-438.0  Thi  kness  and  height  of  veneered  walls. — 

In  all  cases  the  veneering  shall  be  excluded  in  calculat¬ 
ing  the  bearing  wall  thickness  and  the  required  thick¬ 
ness  of  the  wall.  The  maximum  height  of  veneering 
on  walls,  other  than  panel  or  enclosure  walls,  shall  be 
forty  feet  above  the  foundations. 

3.6  [3.4]  C26-439.0  Veneered  wood  frame  structures. — a.  Wood 

frame  structures  may  be  veneered  with  masonry  laid 
up  in  cement  or  cement-lime  mortar.  Such  veneer 
shall  be  anchored  to  the  frame  by  non-corroding  metal 
ties  equivalent  to  the  following  minimum  requirements: 

1 .  For  anchorage  of  brick  veneer  on  frame  structures, 
one  wall  tie  to  every  160  square  inches  of  wall  area. 

2.  For  anchorage  of  stone,  architectural  terra  cotta  and 
other  moulded  units  on  frame  structures,  one  spike 
anchor  or  two  wall  ties  to  every  two  hundred  sixty 
square  inches  of  wall  area. 

b.  It  shall  be  unlawful  to  use  such  veneer  on  frame 
structures  above  a  maximum  height  of  35  ft.  above 
the  foundation;  it  shall  be  unlawful  also,  to  use  such 
veneer  on  structures  having  more  than  two  stories 
and  a  gable.  The  veneer  shall  be  directly  supported 
on  the  foundation. 

c.  Frame  structures  veneered  with  masonry  shall  be 
considered  to  be  in  a  different  class  from  masonry 
structures.  It  shall  be  unlawful  to  attribute  any 
structural  strength  to  the  veneer. 

3.7  [3.5]  Veneer  units  in  this  group  shall  be  of  approved 

type  and  not  be  greater  than  2  in.  in  thickness. 
The  surface  bond  of  veneer  units  with  the 
scored  parging  shall  be  adequately  scored  or 
provided  with  equivalent  keys  to  obtain  ade¬ 
quate  anchorage.  In  addition  to  the  attach¬ 
ment  herein  required,  the  anchorage  require¬ 
ments  of  C26-437.0  shall  be  complied  with. 
Equivalent  substitute  methods  of  anchorage 
consisting  of  non-corroding  pin  and  rosette  or 
a  continuous  angle  or  anchor  bolts  secured  to 
the  reinforcement  within  the  veneer  may  be 
used  when  approved  by  the  Board  for  any 
specific  veneering  material. 

3.8  [3.6]  The  parging  material  in  which  veneer  units 

are  embedded  shall  consist  of  a  portland  ce¬ 
ment  mortar  of  1  :2  mix,  1  part  of  approved 
Portland  cement  to  two  parts  of  screened  sand 
passing  through  a  20  mesh  screen  not  less  than 
Y\  in.  thick  and  reinforced  with  4  in.  mesh 
(13  gauge)  galvanized  wire  reinforcement  or 
equivalent  reinforcing.  Such  reinforcement 
to  be  secured  to  the  masonry  or  concrete 
wall  with  approved  non-corroding  anchors  at 
the  rate  prescribed  in  C26-437.0.  When  the 
supporting  wall  is  of  wood  framework,  ap¬ 
proved  paper  backed  wire  lath  or  other  ap¬ 
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proved  material  may  be  used  when  attached  to 
the  wood  framework  as  provided  in  C26- 
459.0h,  provided  the  weight  of  the  veneering 
materials  is  carried  on  an  incombustible  base. 
The  parged  surface  shall  be  trawled  to  a 
plane  surface  and  then  scratched  to  receive  the 
setting  bed.  The  setting  bed  of  not  less  H" 
thick  shall  not  be  applied  until  the  scratched 
parged  surface  is  set.  Prior  to  parging  ma¬ 
sonry  on  concrete  surfaces,  such  walls  shall  be 
thoroughly  wetted  prior  to  the  application  of 
the  parging  mortar. 

[3.8  Veneer  units  in  this  group  shall  be  not  greater 
than  144  sq.  in.  in  area.] 

3.9  [3.7]  Waterproofing  material  if  used  in  mortar  shall 
be  of  approved  type. 

3.10  [3.9]  The  base  for  supporting  veneers  shall  be  of 
suitable  incombustible  materials. 

3.11  [3.10]  All  veneer  units  used  in  Class  1,  2  and  3 
buildings  exceeding  20  ft.  in  height,  regardless 
of  thickness,  shall  be  attached  to  the  scored 
parged  surface  by  mechanical  anchorage  as 
provided  in  C26-437.0,  pars.  1,  2,  3  and  shall 
have  lugs,  keys  or  equivalent  scoring  of  the 
backside  of  the  veneer  unit  or  supported  on  re¬ 
lieving  shelf  angles  at  each  story  level. 

Rule  4.0  Glass  Veneer  on  the  exterior  of  structures  may  be 
used  only  in  accordance  with  the  provisions  of 
this  title  and  the  rule  of  the  Board. 

4.1  C26-545.0  Minimum  thickness. — The  minimum  thick¬ 
ness  of  glass  veneer  shall  be  eleven-thirty-seconds  of 
an  inch,  except  where  glass  veneer  extends  within  4 
in.  or  less  of  the  sidewalk  level,  the  minimum  thickness 
of  that  portion  of  the  veneer  below  a  level  of  four 
inches  above  the  sidewalk  at  its  point  of  intersection 
with  the  veneer  shall  be  seven-sixteenths  of  an  inch. 

4.2  C26-546.0  Maximum  area  and  dimensions. — a.  The 
maximum  area  of  a  single  section  of  glass  veneer  shall 
not  exceed  10  sq.  ft.  in  area  when  15  ft.  or  less  above 
the  level  of  the  sidewalk  directly  below  shall  not 
exceed  6  sq.  ft.  in  area  when  more  than  15  ft.  above 
the  level  of  the  sildewalk  directly  below. 

b.  The  maximum  length  of  any  section  of  glass  veneer 
shall  be  60  in. 

4.3  C26-547.0  Edges. — All  edges  of  each  plate  of  glass 
veneer  shall  be  ground  square.  It  shall  be  unlawful  to 
use  mitred  joints. 

4.4  C26-548.0  Backing  for  glass  veneer. — Glass  veneer  may 
be  placed  only  against  substantial,  rigid,  incombustible 
surfaces  of  true  plane,  plumb  and  straight.  The  back¬ 
ing  shall  in  any  case  provide  rigidity  and  stability 
equal  to  or  greater  than  that  provided  by  one-incli 
thick  cement  mortar  on  wire  lath  secured  to  studs 
spaced  12  in.  or  less  on  centers.  It  shall  be  unlawful 
to  use  wood  backing  surfaces,  regardless  of  whether 
they  are  fireproofed. 

4.5  C26-549.0  Setting  of  glass  veneer. — a.  Glass  veneer 
shall  be  set  only  when  the  backing  is  thoroughly  dry 
and  after  the  application  of  a  thorough  and  uniform 
bond  coat  of  material  approved  by  the  board.  The  bond 
coat  shall  be  such  as  to  effectively  seal  the  portions  of 
the  veneer  backing  and  to  insure  against  the  obsorption 
of  the  vital  properties  of  the  mastic  cement. 

b.  Mastic  cement  approved  by  the  board  shall  be  ap¬ 
plied  to  the  back  surface  of  each  plate  of  the  glass 
veneer,  which  veneer  shall  be  applied  to  the  back¬ 
ing  with  a  sustantial  and  uniform  pressure  over 
its  entire  area  sufficient  to  flatten  out  the  gobs  of 
mastic  cement  to  a  thickness  of  between  one-quarter 
of  an  inch  and  five-eighths  of  an  inch.  Sufficient 
mastic  cement  shall  be  applied  to  insure  that  at 
least  60%  of  the  total  area  of  the  section  is  bonded 
to  the  backing. 

c.  The  bond  coat  and  the  mastic  cement  shall  be  of 
one  manufacture  and  shall  be  certified  to  be  of  such 
composition  as  to  insure  close  affinity  between  the 
two  materials. 

d.  Abutting  edges  of  glass  veneer  shall  be  ground 
square  and  uniformly  buttered  with  an  approved 
pointing  compound. 

e.  Where  glass  veneer  extends  to  the  sidewalk  surface 
each  such  section  shall  rest  on  two  cushions  of 
approved  resilient  material,  one  nea-  the  end  of 
each  such  section  or  plate.  Cushions  shall  be  one- 
quarter  of  an  inch  or  more  in  thickness.  The 
joint  between  the  bottom  edge  of  the  glass  section 
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and  the  top  of  the  sidewalk  shall  be  caulked  with  a 
waterproof  compound. 

f.  Where  the  glass  veneer  is  permitted  to  extend  below 
the  level  of  the  sidewalk  surface,  an  expansion 
joint  of  one-quarter  of  an  inch  or  more  shall  be 
provided  between  the  outer  face  of  the  glass  veneer 
and  the  edge  of  the  sidewalk.  Such  expansion  joint 
space  shall  be  filled  with  a  resilient  caulking  com¬ 
pound  from  the  level  of  the  sidewalk  surface  to  a 
depth  at  least  34  of  an  inch  below  such  level. 

g.  Where  glass  veneer  is  applied  at  an  elevation  more 
than  eight  feet  above  the  sidewalk  surface,  the 
mastic  cement  binding  shall  be  supplemented  by  the 
use  of  metal  clip  angles  of  a  design  approved  by 
the  Board.  Clips  shall  be  located  in  each  vertical 
or  horizontal  edge  of  each  section  of  veneer  and 
shall  be  secured  through  the  backing  directly  into 
the  wall  behind  by  means  of  expansion  bolts  and 
in  a  manner  satisfactory  to  the  superintendent. 
Angle  clips  shall  be  two  inches  or  more  in  length 
and  shall  be  of  at  least  No.  16  U.  S.  gauge,  and 
shall  be  so  designed  as  to  furnish  at  least  two-inch 
bearing  support  on  each  clip  and  shall  hold  the 
glass  in  a  vertical  plane  independently  of  the  mastic 
cement. 

h.  All  horizontal  joints  shall  be  cushioned  with  pads 
of  adhesive  asphaltic  tape  which  shall  extend  from 
the  rear  surface  of  the  glass  to  one-eighth  of  an 
inch  or  less  from  the  front  surface.  Horizontal 
joints  shall  be  buttered  with  joint  cement  over  the 
full  depth  of  the  joint,  including  the  surface  of  the 
cushion  tape. 

i.  Shelf  angles  of  approved  design  shall  be  set  at  ver¬ 
tical  intervals  of  3  ft.  or  less,  in  all  horizontal 
joints  located  8  ft.  or  less  above  the  sidewalk,  ex¬ 
cept  that,  where  there  are  show  windows  it  shall  be 
unnecessary  to  have  shelf  angles  below  the  level  of 
the  tops  of  the  show  window  bulkheads.  Shelf 
angles  shall  be  of  a  type  approved  by  the  board  and 
shall  be  secured  to  the  backing  in  a  manner  satis¬ 
factory  to  the  superintendent. 

j.  Where  glass  veneer  is  confined  between  non-resilient 
materials  at  ends,  expansion  shall  be  provided  for 
by  means  of  an  expansion  joint  at  each  end  of  one- 
quarter  of  an  inch  or  more  throughout  the  entire 
height  of  the  veneer. 

4.5.1  Clips  required  under  C26-549.0,  sub-section  g 
shall  be  non-corroding  and  located  in  each 
vertical  plane  in  horizontal  edge  of  each  sec¬ 
tion  of  veneer  and  shall  be  thoroughly  secured 
through  the  backing  by  means  of  non-corrod¬ 
ing  toggle  bolts  or  into  the  wall  directly  behind 
the  glass  veneer  by  means  of  non-corrodible 
expansion  bolts  at  least  1J4"  long. 

4.5.2  Shelf  angles  required  under  C26-549.0,  sub¬ 
section  i  shall  be  of  non-corroding  metal  of  a 


type  approved  by  the  board  and  shall  be  thor¬ 
oughly  secured  through  the  backing  by  means 
of  non-corroding  toggle  bolts  or  into  the  wall 
directly  behind  the  glass  veneer  by  means  of 
non-corroding  expansion  bolts  at  least  \V\" 
long. 

4.5.3  Glass  veneer  units  shall  be  separated  from  each 
other  and  adjoining  material  by  an  expansion 
joint  at  least  1/32"  wide.  Between  the  bolts 
and  the  veneer  units  there  shall  be  a  clearance 
of  1/64".  All  expansion  joints  shall  be  filled 
with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.4  Glass  veneer  material  shall  not  be  used  any 
higher  than  2  stories  and  not  exceeding  35  ft. 
in  height  above  the  foundation  of  the  struc¬ 
ture. 

4.5.5  Exposed  edges  of  glass  veneer  shall  be  flashed 
with  non-corrodible  sheet  metal  and  caulked 
with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.6  All  awning  brackets  shall  be  set  so  as  to  be 
free  of  contact  with  the  glass  veneer.  Glass 
veneer  above  awning  boxes  shall  be  carried  by 
a  continuous  steel  angle  attached  to  the  wall 
by  anchors-. 

4.5.7  Signs  shall  be  hung  clear  of  the  glass  veneer¬ 
ing  material. 

4.6  Glass  Blocks. 

4.6.1  C26-550. 1 

j.  Veneer  or  ashlar:  Glass  blocks  may  be  used  as 
exterior  wall  veneer  under  the  rules  of  the  Board. 

Note :  Investigation  has  shown  that  glass  block  is 
not  used  as  a  veneer  material  in  building  con¬ 
struction  and  when  uses  of  glass  block  are 
developed  as  veneer,  the  Board  will  then  con¬ 
sider  including  in  these  rules  the  safe  provi¬ 
sions  for  use. 

5.0  Veneering  units  of  a  type  unprovided  for  in  these  rules, 
may  be  used,  provided  they  are  approved  by  the  Board 
and  are  used  in  accordance  with  the  limitations  of  the 
approval. 


New  matter  is  indicated  in  italics.  Old  matter  in  brackets, 
to  be  omitted. 


NOTICE 

AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents ;  by  mail  85  cents. 
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RULES 


OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 
1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1 .  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 

rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows : 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  (W)  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  (Vi)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eights  (Vs)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (%)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  04)  inch 
thick. 

2.12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2l/2)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallops  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 

No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6).  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of.  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5 . 1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
‘  tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust, 
the  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,,  or  riveted  and  welded.  Flanges  or 
other,  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less  • 

Tanks  36  in.  in  diameter  and  less — in¬ 
shell,  J4  in.  heads. 

Tanks  37  to  72  in.  in  diameter — Y  in¬ 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  Y  in.  heads. 

Tanks  over  120  in  in.  diameter  to  be  of 
Y  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  re- 
tangular  tanks. 

5.1.5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  Y  in.  thick,  Y  in.  ‘n  diameter 

rivets  2Y  in.  pitch. 

In  shell  5/16  in.  thick,  Y  in-  in  diameter 
rivets  2Y  in.  pitch. 

In  shell  Y  in.  thick,  Y  in.  in  diameter 

rivets  2b£  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 

plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  Y  of  an  inch  in 

diameter  and  spaced  not  more  than  2/ 

inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (27 5)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  (Y")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  b. 
need  not  have  manholes;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight ;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above 
Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  Y  inch  and  the  minimum 
thickness  of  roof  plates  Y  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

TxE 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks.* 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and,  of  dimension  not  less  than  fifteen  inches 
(15")  greater  op  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  .  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  %"  in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  in  thickness. 
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6.4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1J4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 


If  distant  30  feet .  24,000 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000 

If  distant  60  feet .  60,000 

If  distant  75  feet .  96,000 


If  distant  85  feet,  or  more  100,000  “ 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1  lA)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (J4)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core ;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3'1  and  a  slope  of  at 
least  one  and  one-half  (1J4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 

6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

Rule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminium  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  (M") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1*4)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1/4")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 
If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 

•  fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

/ 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or 
electric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (27b )  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 


Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 


Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Applications  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
C09  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 
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located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  llA  times  the 
working  pressure. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks  and 
Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following: 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  J4  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furances  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 

at  all  times. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 

14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  lA"  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons’ 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addition  to  the  instruction  card  herein  provided 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shaH  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941  under  the  provisions  of  C-26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  to  May  1, 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers  ’  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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PUBLIC  HEARINGS 
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All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office  Hours  for  Public — 9.  a.  m.  to  4  p.  m. 

Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 
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Correction  Affecting  Calendar  Numbers  1078-40-A,  and 
159-46- A. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  April  30,  1946. 

Cal.  No.  Dept.  Premises  Affected 

295- 46-A — F.D. — 688  Woodward  avenue,  west  side,  25 
ft.  north  of  Palmetto  street  (Block  3468,  Lot  49), 
Ridgewood,  Borough  of  Queens,  Decision  re  1485-C. 

296- 46-BZ — H.B.B. — 1550  Flatbush  avenue,  west  side,  85 
ft.  4 y2  in.  north  of  Germania  place  and  135-143  Kenil¬ 
worth  place  (Block  7557,  Lot  6),  Borough  of  Brooklyn, 
N.B.  513-46. 


297- 46-A — F.D. — 620  West  149th  street,  southeast  corner 
of  Riverside  drive  (basement);  (Block  2095,  Lot  46), 
Borough  of  Manhattan,  Decision. 

298- 46-BZ — 322-326  West  31st  street,  south  side,  231  ft. 
3  in.  west  of  8th  avenue  (Block  754,  Lots  54,  55  and  56), 
Borough  of  Manhattan,  Alt.  157-46. 

299- 46-A — H.B.Q. — 1065  Dickens  street,  west  side,  593 
ft.  north  of  Carnaga  avenue  (3rd  floor);  (Block  224, 
Lot  22),  Far  Rockaway,  Borough  of  Queens,  Alt.  618-46. 

300- 46-BZ — H.B.B. — 66-76  Sackman  street  and  1424-1434 
Herkimer  street,  southwest  corner,  (Block  1572,  Lot 
18),  Borough  of  Brooklyn,  Amendment  to  Alt.  3478-45. 

301- 46-A — H.B.Q. — 78-09  Parsons  boulevard,  east  side, 
60.61  ft.  south  of  78th  avenue  (1st  floor);  (Block  6829, 
Lot  6),  Flushing,  Borough  of  Queens,  N.B.  481-44. 

302- 46-A — H.B.Q. — 16  Beach  46th  place,  west  side,  120 
ft.  south  of  Edgemere  avenue  (1st  floor);  (Block  332, 
Lot  34),  Edgemere,  Borough  of  Queens  (Under  section 
35  General  City  Law  re  bed  of  mapped  street — Beach 
46th  place),  Alt.  70-46. 


310-46-SA — Amesteam  Generator  (Oil  Burner),  Appli¬ 
ance. 


311- 46-BZ — H.B.Q. — 165-09  Hillside  avenue  and  87-45  to 
87-53  165th  street,  northeast  corner  (Block  9837,  Lot  13), 
Jamaica,  Borough  of  Queens,  N.B.  321-46. 

312- 46-BZ — H.B.Q. — 2137-2147  Mott  avenue  and  1146- 
1148  Beach  Channel  drive,  southeast  corner  (Block  216, 
Lots  100  and  105),  Far  Rockaway,  Borough  of  Queens, 
N.B.  1732-46. 


313-46-BZ — H.B.Bx. — 400  East  134th  street  and  130-136 
Willis  avenue,  southeast  corner  (Block  2278,  Lot  5), 
Borough  of  The  Bronx,  Alt.  279-46. 


Restored  to  Calendar. 

655-41-BZ — H.B.Q. — 224  Beach  99th  street,  east  side,  120 
ft.  north  of  Rockaway  Beach  boulevard  and  225  Beach 
98th  street  (Block  583,  Lot  1  and  part  of  Lot  23),  Rocka¬ 
way  Beach,  Borough  of  Queens,  Misc.  9036-41. 


541-32-BZ — H.B.Q. — 87-41  130th  street,  east  side,  374.5 
ft.  south  of  Jamaica  avenue  (Block  9338,  Lot  79),  Rich¬ 
mond  Hill,  Borough  of  Queens,  Alt.  1027-43. 

84-34-BZ — H.B.B. — 7421-7425  5th  avenue  and  501-509 
Bay  Ridge  parkway,  northeast  corner  (Block  5931,  Lots 
1  and  3),  Borough  of  Brooklyn,  Alt.  267-46. 

1205-39-SA — Bake-O-Heat  Oil  Burner,  Appliance. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— -Health  Department,  and 
F.D. — Fire  Department. 


303- 46-BZ — H.B.M. — 53  East  77th  street,  north  side,  69 
ft.  east  of  Madison  avenue  (Block  1392,  Lot  25),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  186-46. 

304- 46-A — H.B.M. — 53  East  77th  street,  north  side,  69 
ft.  east  of  Madison  avenue  (Block  1392,  Lot  25),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  186-46. 

305- 46-A — F.D. — 260-268  Gold  street,  northwest  corner 
of  Tillary  street  (ground  floor);  (Block  121,  Lot  44), 
Borough  of  Brooklyn,  Decision  re  1023-LC. 

306- 46-A — F.D. — 1072-1078  Atlantic  avenue,  south  side, 
100.5  ft.  east  of  Classon  avenue  (basement);  (Block  1126, 
Lot  13),  Borough  of  Brooklyn,  Decision  re  99979-LC. 

307- 46-BZ — H.B.B. — 857-867  Myrtle  avenue,  north  side, 
225  ft.  east  of  Marcy  avenue  (Block  1747,  Lots  53-58  in¬ 
clusive),  Borough  of  Brooklyn,  Alt.  119-46. 

308- 46-A — H.B.M. — 415-419  East  13th  street,  south  side, 
94  ft.  east  of  1st  avenue  (1st,  mezzanine,  2nd  and  3rd 
floors);  (Block  441,  Lots  10,  15  and  52),  Borough  of 
Manhattan,  N.B.  279-45. 

309- 46-SA — Wayne  Oil  Burner,  Model  O,  Appliance. 
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etc.,  Rules  for  Testing  of . Feb.  20,1945 — Vol,  30,  No.  8 

Fire  Retarding  Rules  for 

Garages,  etc . Dec.  25,  1945— Vol.  30,  No.  52 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr.  23,  1946— Vol.  31,  No.  17 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . June  12,1945 — Vol.  30,  No.  24 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Jan.  8,1946 — Vol.  31,  No.  2 

Oil  Burner  Rules . Apr.  30,1946 — Vol.  31,  No.  18 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June  12,1945 — Vol.  30,  No.  24 


462 


CALENDAR 


L 


Paint,  Varnish  and  Lacquer 

Spraying  Rules  ...... . Jan. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.Apr. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


Last  Publication  in  Bulletin 

1,  1946— Vol.  31,  No.  1 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  30,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52 A 


Approved  appliances  and  materials  are  printed  in  the. 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


_ 

MAY  7,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  7,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

811-45-BZ — Application,  December  27,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Cole  and  Madson, 
applicants,  on  behalf  of  Annie  Applebaum,  owner  (Pub¬ 
lic  Service  Hosiery  Stores,  Inc.,  lessee),  to  permit  in  a 
business  and  business-1  use,  C  area  district,  the  exten¬ 
sion  of  existing  building  to  occupy  more  of  a  lot  at  curb 
level  than  is  permitted;  premises  172  Richmond  avenue, 
west  side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

794-45-BZ — Application,  October  18,  1945,  under  sec¬ 
tions  7b  and  21  of  the  zoning  resolution,  of  Arthur 
Weiser,  applicant,  on  behalf  of  Pannonia  Realty  Co., 
owner,  to  permit  in  a  residence  and  restricted  retail  use, 
B  area  district,  the  erection  of  a  class  A  multiple  dwel¬ 
ling  and  restaurant,  occupying  more  than  the  permitted 
area;  premises  32-36  East  65th  street,  south  side,  60  ft. 
east  of  Madison  avenue  (Block  1379,  Lots  48  to  50,  in¬ 
clusive),  Borough  of  Manhatttan. 

104-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  Harold  L.  Young, 
applicant,  on  behalf  of  132-134  West  124th  Street  Corp., 
owner,  to  permit  in  a  business  use  district,  the  change 
of  occupancy  from  stable  and  wagon  repair  shop,  to 
steam  laundry  and  factory  using  more  than  permitted 
floor  area  of  building  for  manufacturing;  premises  132- 
134  West  124th  street,  south  side,  300  ft.  west  of  Lenox 
avenue  (Block  1908,  Lot  46),  Borough  of  Manhattan. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 


shop  from  former  carpenter  shop  and  lumber  yard; 
premises  270-272  West  19th  street,  south  side,  150  ft. 
east  of  8th  avenue  (Block  768,  Lots  75  and  76),  Bor¬ 
ough  of  Manhattan. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

182-46-BZ — Application,  March  6,  1946,  under  sections 
7 a  and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt, 
applicant,  on  behalf  of  Queens  Windsor  Corp.,  owner, 
to  permit  in  a  residence  and  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  commercial  structure,  occupying 
more  than  permitted  area  and  not  having  required  rear 
yard,  with  an  entrance  to  loading  platform  within  resi¬ 
dence  district,  and  using  premises  for  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  108-36  to 
108-48  Queens  boulevard,  and  107-34  road  (Windsor 
place),  southeast  corner  (Block  3257,  Lots  1  and  45), 
Forest  Hills,  Borough  of  Queens. 

1115-40-BZ — Applicant  of  William  B.  O’Connor,  appli¬ 
cant,  on  behalf  of  'Truck  Terminals,  Inc.,  owner,  re¬ 
opened  April  9,  1946  for  consideration  as  to  extension 
of  variance  (expired  by  limitation) — Application,  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  for  a  term  of  two  years,  permitting 
in  a  business  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles;  premises  2101-2109  Surf 
avenue,  northwest  corner  of  West  21st  street  (Block 
7058,  Lots  27  to  50,  inclusive),  Borough  of  Brooklyn. 

84-46-BZ — Application,  February  6,  1946,  under  sections 
7b,  7c  and  21  of  the  zoning  resolution,  of  Kitzer  & 
Nurick,  applicants,  on  behalf  of  Cypress  Homes  Corp., 
owner  (Cypress  Hills  Swimming  Pool,  Inc.,  lessee),  to 
permit  in  residence  and  unrestricted  use  district,  swim¬ 
ming  pool,  bath  houses,  recreation  facilities  and  supply 
room;  premises  852-874  Jamaica  avenue,  and  2-20  Hem¬ 
lock  street,  southwest  corner  (Block  4106,  Lot  39), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

145-46-A — 852-874  Jamaica  avenue,  and  2-20  Hemlock 
street,  southwest  corner  (Block  4106,  Lot  39),  Borough 
of  Brooklyn. 

50-46-A — 60-82  Washington  street,  west  side,  1-27  Flint 
street,  27-37  York  street  and  66-76  Front  street,  entire 
block  (5th  floor);  (Block  50,  Lot  1),  Borough  of  Brook¬ 
lyn. 

174-46-A — Re  packaging  of  combustible  mixture  known 
as  REPELEX  in  one-half  and  one  gallon  glass  con¬ 
tainers  (capacity  of  glass  containers  not  in  conformity 
with  Administrative  Code  requirements). 

Appliances  &  Materials  for  Approval. 

34-46-SA — Weil  Pump  Company,  Non-Clog  Sewage 
Pump. 

345-44-SA — Reliable  Heat  Exchanger  (reopened  Febru¬ 
ary  26,  1946  re  amendment  of  resolution  to  include  ap¬ 
proval  of  Types  B,  C,  E  and  BU). 

232-46-SM — Williamsburg  Three  Hour  Hollow  Steel 
Door. 


156-46-BZ — Application,  February  20,  1946,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  Martyn  N.  Weston, 
applicant,  on  behalf  of  Arthur  Herz,  owner,  to  permit 
in  a  residence  use  district,  the  conversion  to  printing 


240-46-SM — Stran  Steel  Division,  Quonset  40  and  Quon- 
set  20  (Light  weight  steel  buildings). 

HARRIS  H.  MURDOCK,  Chairman. 
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MAY  7,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  7,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Rules. 

465-44-SR — Proposed  Amendments  to  Rules  on  Exterior 
Veneering  Materials. 

Appeals  from  Administrative  Decisions. 

162-46-A — 99-08  Metropolitan  avenue,  south  side,  121  ft. 
west  of  70th  road  (Block  3894,  Lot  34),  Forest  Hills, 
Borough  of  Queens  (under  section  35,  General  City  Law 
re  bed  of  mapped  street — Metropolitan  Avenue  widen¬ 
ing). 

121-46-A — 1981-1989  Webster  avenue,  west  side,  195.45 
ft.  north  of  East  178th  street  (Block  2815,  Lot  46), 
Borough  of  The  Bronx. 

638-45-A — 244-258  Water  street,  south  side,  125  ft.  east 
of  Bridge  street  (Block  42,  part  of  Lot  11),  Borough  of 
Brooklyn. 

185-46-A — 20-24  Exchange  place  and  22  William  street, 
southwest  corner  ( 1 5th  to  19th  floors,  inclusive);  (Block 
27,  Lots  27,  31,  33  and  36),  Borough  of  Manhattan. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

166-46-A — 18-20  West  street,  east  side,  75  ft.  south  of 
Morris  street,  and  28-32  Washington  street  (Block  15, 
Lot  19),  Borough  of  Manhattan. 

516-44-A — 240-246  19th  street,  and  657-661  5th  avenue, 
southeast  corner  (Block  885,  Lot  8),  Borough  of  Brook¬ 
lyn  (reopened  April  9,  1946). 

297-46-A — 620  West  149th  street,  southeast  corner  of 
Riverside  drive  (basement);  (Block  2095,  Lot  46),  Bor¬ 
ough  of  Manhattan. 

107-44-A — 1060  President  street,  southwest  corner  of 
Bedford  avenue  (Block  1280,  Lot  36),  Borough  of  Brook¬ 
lyn  (reopened  March  26,  1946). 

179-46-A — East  132nd  street  to  East  135th  street,  between 
5th  and  Park  avenues  (Block  1757,  Lots  1  and  20,  Block 
1758,  Lots  1  and  20  and  Block  1759,  Lots  1  and  21), 
Borough  of  Manhattan. 

190-46-A — 100-08  and  100-10  Atlantic  avenue,  south  side, 
70.56  ft.  east  of  100th  street  (1st  floor);  (Block  9376, 
Lot  5),  Richmond  Hill,  Borough  of  Queens. 

556-38-A — 355-371  5th  avenue,  188-198  Madison  avenue, 
1-15  East  34th  street  and  2-16  East  35th  street  (8th 
floor);  (Block  864,  Lot  1),  Borough  of  Manhattan  (re¬ 
opened  April  23,  1946). 

231-46-A — 202-224  60th  street,  and  6001-6011  2nd  avenue, 
southeast  corner  (Block  5780,  Lot  6),  Borough  of  Brook¬ 
lyn. 

234-46-A — West  side  of  West  End  avenue,  between  West 
60th  street  and  West  72nd  street  (Block  1171,  Lot  1), 
Borough  of  Manhattan. 

243-46-A — 52-01  Flushing  avenue,  north  side,  310  ft.  east 
of  Metropolitan  avenue  (Block  2611,  Lot  350),  Maspeth, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  14,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  14,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongiello,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  70  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook¬ 
lyn. 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19, 
1946  (previously  withdrawn)  re  application,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  reconstruction  and  extension  of  existing 
gasoline  service  station  (previously  granted  by  the 
Board) ;  premises  242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner 
(Block  13206  (3645),  Lots  17  and  19),  Rosedale,  Borough 
of  Queens. 

36-46-BZ — Application,  January  8,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants  on  behalf  of  F.  Lidonici,  owner,  to  per¬ 
mit  in  business  use,  D  area  district,  the  erection  of  a 
building  to  be  used  as  a  gasoline  service  station,  lubri- 
torium,  auto  laundry  and  public  garage  for  more  than  five 
(5)  motor  vehicles,  using  more  than  the  permitted  area  of 
the  Lot;  premises  68-72  to  68-88  Austin  street,  south 
side,  100  ft.  west  of  69th  avenue  (Block  3234,  part  of 
Lots  22  and  34),  Forest  Hills,  Borough  of  Queens. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

283-42-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Estate  of  Theodore  Badman,  owner,  reopened 
February  26,  1946,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  use  district,  the  parking 
and  storage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied) ;  premises  222-228  East  34th  street, 
south  side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots 
46-49),  Borough  of  Manhattan. 

413-45-BZ — -Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
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in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
I  (Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

811-26-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  E.  Winkle,  owner,  reopened 
February  13,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
trict,  the  extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium,  auto 
laundry  and  minor  repairs;  premises  93-02  to  93-14 
Atlantic  avenue,  and  94-02  to  94-08  Woodhaven  boule¬ 
vard,  southwest  corner  (Block  9033,  Lot  1),  Woodhaven, 
Borough  of  Queens. 

57-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner, 
to  permit  in  residence  and  business  use,  C  and  F  area 
districts,  the  erection  of  a  commercial  building,  with 
exit  from  cellar  through  the  residence  district  contrary 
to  law,  and,  also  exceeding  the  permitted  area  at  curb 
level;  premises  168-01  to  168-09  Hillside  avenue,  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block 
9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Prokauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito¬ 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

776-45-BZ — Application,  December  7,  1945,  under  section 
21-c  of  the  zoning  resolution,  of  New  York  City  Hous¬ 
ing  Authority,  applicant  and  owner,  to  permit  in  resi¬ 
dence  and  retail  use,  D  area  district,  and  Class  1  height 
district,  the  erection  of  fireproof  Class  “A”  multiple 
dwellings,  provided  with  dormers,  the  area  of  which 
dormers  will  be  in  excess  of  that  permitted  under  section 
9c,  when  computed  on  basis  of  projected  street  lines; 
premises  East  Houston  street,  to  East  6th  street,  be¬ 
tween  Avenue  D  and  East  River  drive  (Block  356,  Lot 
1),  Lillian  Wald  Houses  (Buildings  No.  2,  3,  4  and  10), 
Borough  of  Manhattan. 

155-46-BZ — Application,  March  1,  1946,  under  section 
7a  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Arjoy  Realty  Corp.,  owner,  to 
permit  in  a  retail  use  district,  the  extension  of  present 
building,  using  more  than  the  permitted  area;  premises 
408  8th  avenue,  east  side,  73.3  ft.  south  of  West  31st 
street  (Block  780,  Lot  4),  Borough  of  Manhattan. 

246-46-BZ — Application,  April  8,  1946,  under  section  21 
of  the  zoning  resolution,  of  Hugh  G.  Bergen,  applicant, 
on  behalf  of  President  and  Directors  of  The  Manhattan 
Co.,  owner,  to  permit  in  a  business  use,  C  area  district, 
the  extension  of  present  building,  using  more  than  per¬ 


mitted  area;  premises  257  Beach  116th  street,  west  side, 
200  ft.  south  of  Newport  avenue  (Block  664,  Lot  17), 
Rockaway  Beach,  Borough  of  Queens. 

596-45-BZ — Application,  October  5,  1945,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Albert  E.  Putnam  Estate,  owner, 
to  permit  in  local  retail  district,  the  change  in  occu¬ 
pancy  from  business  (stores)  to  business  (stores)  and 
factory;  premises  1161-1175  Castle  Hill  avenue,  and  2167 
Powell  avenue,  northwest  corner  (Block  3811,  Lot  41), 
Borough  of  The  Bronx. 

20-46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  1  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

147-46-A — 337-361  Carroll  street  (331-335  displayed), 
north  side,  230  ft.  east  of  Hoyt  street  and  374-396  Presi¬ 
dent  street  (2nd  floor);  (Block  444,  Lot  18),  Borough  of 
Brooklyn. 

178-46-A— 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  14,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  14,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  of  the  following  matter : 

Appeals  from  Administrative  Decisions. 

177-46-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

267-46-A — 4  West  54th  street,  south  side,  122.6  ft.  west 
of  5th  avenue  (Block  1269,  Lot  42),  Borough  of  Man¬ 
hattan. 

219-46-A — 279-281  East  139th  street,  north  side,  130.64  ft. 
east  of  3rd  avenue  (elevator);  (Block  2314,  Lot  89), 
Borough  of  The  Bronx. 

273-46-A — 114-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (1st  floor);  (Block  2266,  Lots  81 
and  82),  Forest  Hills,  Borough  of  Queens. 

241-46-A — 111-03  77th  road,  northwest  corner  of  Austin 
street  (Block  3343,  Lot  65),  Kew  Gardens,  Borough  of 
Queens. 

224-46-A — 57-08  Grand  avenue,  south  side,  60  ft.  8 in. 
east  of  Rust  street  (Block  2621,  Lot  34  and  Block  2622, 
Lot  59),  Maspeth,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  proposed  mapped  street 
— Malcolm  place). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  21,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  21,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 
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Zoning  Applications. 

239-19-BZ — Application  of  Laura  Schirald,  applicant  and 
owner,  reopened  April  23,  1946,  for  consideration  as  to 
extension  of  variance — re  Application,  previously 
granted  on  condition,  under  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of 
a  public  garage,  for  a  temporary  term  of  years;  premises 
1171  New  York  avenue,  and  3301  Cortelyou  road 
(Canarsie  lane),  northwest  corner  (Block  4933,  Lot  62), 
Borough  of  Brooklyn. 

822-45-BZ — Application,  December  26,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Janet  Blatman  and  Mildred 
Kramer,  owners  (Major  Curtain  Cleaners,  lessee),  to 
permit  in  residence  and  business  use  district,  the  change 
of  occupancy  from  public  market,  store  and  manufac¬ 
turing,  to  laundry;  premises  1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot 
58),  Borough  of  Brooklyn. 

61-46-BZ — Application,  January  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Charles  Smallman,  owner,  to 
permit  in  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  an  office  and  fishing  station;  premises 

1-7  Dare  Court,  northwest  corner  of  Plumb  Beach 
Channel  (Block  7547,  Lots  2162,  2164,  2166,  2168,  2170 
and  2172),  Borough  of  Brooklyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abram  Shlefstein,  appli¬ 
cant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-2339  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

651-45-BZ — Application,  October  26,  1945,  under  section 
21  of  the  zoning  resolution,  of  Emil  Koeppel,  applicant, 
on  behalf  of  Robalex  Realty  Corp.,  owner,  to  permit  in 
unrestricted  use,  C  area  district,  the  extension  of  existing 
building  to  cover  more  than  permitted  area;  premises 
724-726  64th  street,  south  side,  180  ft.  east  of  7th  avenue 
(Block  5821,  Lot  16),  Borough  of  Brooklyn. 

80-46-BZ — Application,  February  7,  1946,  under  section 
21  of  the  zoning  resolution,  of  Harry  Leslie  Walker, 
applicant,  on  behalf  of  Board  of  Education,  City  of 
New  York,  prospective  owner,  to  permit  in  residence 
use,  D  and  E  area  districts,  the  erection  of  a  building 
(Public  School)  using  more  than  permitted  setbacks; 
premises  134-40  161st  street,  west  side,  the  north  side 
of  137th  avenue,  from  160th  to  161st  streets  (Block 
12299,  Lots  13,  14,  18,  20,  22,  24,  26,  27,  30-33,  37,  39-43, 
45,  47,  49,  51,  53-55,  57,  59  and  132);  (P.S.  167),  Flushing, 
Borough  of  Queens. 

214-46-BZ — Application,  March  22,  1946,  under  section 
21  of  the  zoning  resolution,  of  Harry  J.  Seif,  applicant, 
on  behalf  of  Meta  A.  Plate,  owner  (George  Seif,  Inc., 
lessee),  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1421  Kings  Highway,  north  side, 
21  ft.  3)4  in.  west  of  East  15th  street  (Block  6777,  Lot 
30),  Borough  of  Brooklyn. 

781-45-BZ— Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  John  Opladen,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  re¬ 
construction  of  an  existing  gasoline  service  station,  and 
auto  repair  shop  and  an  auto  showroom;  premises  115-06 
to  115-18  101st  avenue,  and  101-02  to  101-08  116th  street, 
southwest  corner  (Block  9433,  Lots  3  and  5),  Richmond 
Hill,  Borough  of  Queens. 


102-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  1219  Quentin  Road  Corp., 
owner,  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1215  Quentin  road,  north  side, 
57  ft.  9)4  in-  west  of  East  13th  street  (Block  6775,  Lot 
41),  Borough  of  Brooklyn. 

256-46-BZ — Application,  April  11,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  I 
applicant,  on  behalf  of  Louis  Reiffler,  owner  (Fred 
Axelrod  and  William  Greenberg,  lessees),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry;  premises  980  ! 
Longwood  avenue,  south  side,  64  ft.  east  of  Beck  street 
(Block  2707,  part  of  Lot  60),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  21,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  May  21,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  of  the  following  matters : 

Appeals  from  Administrative  Decisions. 

2- 46-A — 60-01  to  60-19  Woodhaven  boulevard,  east  side, 
between  Booth  and  Wetherole  streets  (1st  floor); 
(Block  3008,  Lot  1),  Woodhaven,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of  mapped 
street — proposed  Midtown  Highway). 

3- 46-A — 59-41  to  59-59  Woodhaven  boulevard,  north¬ 
east  corner  of  Booth  street  (1st  floor);  (Block  3074, 
Lot  1),  Woodhaven,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  mapped  streets — pro¬ 
posed  Midtown  Highway). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  28,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  28,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

r  • 

Zoning  Applications. 

69-46-BZ — Application,  February  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  William  J.  Minogue,  appli¬ 
cant,  on  behalf  of  Edwin  Gould  Foundation  for  Children, 
owner,  to  permit  in  residence  use,  E-l  area  district,  the 
conversion  of  occupancy  from  existing  use  (dormitory  of 
children’s  home)  to  multiple  dwelling  not  conforming 
to  requirements  of  E-l  area  district;  premises  1761  Still¬ 
well  avenue,  southeast  corner  of  Pelham  parkway  (Block 
4411,  part  of  Lot  300),  Borough  of  The  Bronx. 

255-40— BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Queens  Forwarding  Co.,  owner,  re¬ 
opened  February  26,  1946,  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  acces¬ 
sory  store,  office  and  waiting  room,  lubritorium,  auto 
laundry,  brake  testing,  wheel  alignment  and  minor 
repairs;  premises  94-01  to  94-09  81st  street,  east  side, 
from  Atlantic  avenue  to  Rockaway  boulevard,  81-02  to 
81-10  Atlantic  avenue  ahd  81-05  to  81-15  Rockaway  boule¬ 
vard  (Block  9009,  part  of  Lot  1),  Woodhaven,  Borough 
of  Queens. 
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135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 

327-23-BZ — Application  of  Dennis  J.  Grillo,  applicant,  on 
behalf  of  V.  F.  Restaino,  owner  (William  B.  Kaas, 
lessee),  reopened  February  13,  1946,  under  section  7i  of 
the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board)  to  garage  for  more  than  five  (5)  motor 
vehicles,  sales  room  and  servicing  new  cars;  premises 
77-20  Northern  boulevard  (Jackson  avenue),  southwest 
corner  of  78th  street  (Block  1250,  Lot  6),  Jackson 
Heights,  Borough  of  Queens. 

242-46-BZ — Application,  April  3,  1946,  under  sections  7f 
and  7i  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Joseph  G.  Urgo  and  Robert  J.  Rivel- 
lese,  owners,  to  permit  in  a  business  use  district,  a 
gasoline  service  station,  office,  lubritorium,  automobile 
showroom  and  repairs  to  motor  vehicles  for  a  term  of  ten 
(10)  years;  premises  184-08  to  184-14  Union  turnpike, 
south  side,  110  ft.  west  of  Chevy  Chase  street  (Block 
7248,  part  of  Lot  35),  Jamaica,  Borough  of  Queens. 

59-46-BZ— Application,  January  25,  1946,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  William  Sambur 
and  Charles  Leonardi,  applicants,  on  behalf  of  Harry 
Taplin,  owner,  to  permit  in  a  business  use  district,  the 
extension  of  existing  lumber  sheds  by  roofing  over 
f  existing  loading  space;  premises  106-28  101st  avenue, 
southwest  corner  of  107th  street  (Block  9424,  Lot  7), 
Ozone  Park,  Borough  of  Queens. 

f 

72-46-BZ — Application,  February  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Italo  Nicolai,  applicant, 
on  behalf  of  Francisco  Lago,  owner,  to  permit  in  a 
residence  use  district,  the  erection  of  a  building  to  be 
i  used  as  a  gasoline  service  station  and  lubritorium,  for  a 
term  of  ten  (10)  years;  premises  1112  Richmond  ter¬ 
race,  south  side,  95  ft.  east  of  Bard  avenue  (Block  77, 
part  of  Lot  6),  West  Brighton,  Borough  of  Richmond. 

262-46-BZ — Application,  April  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Emanuel  M.  Glick,  applicant, 
on  behalf  of  Jane  Grillo,  owner  (G.  I.  Motors,  Inc., 
lessee),  to  permit  in  a  business  use  district,  the  change 
in  occupancy  from  garage  and  motor  vehicle  repair  shop 
and  parking  lot  for  more  than  five  (5)  cars  (previously 
granted  by  the  Board),  to  garage  and  motor  vehicle 
repair  shop  and  automobile  sales  lot  for  more  than  five 
(5)  motor  vehicles;  premises  1480-1484  Coney  Island 
avenue,  west  side,  440  ft.  north  of  Avenue  L  (Block  6536, 
part  of  Lot  20),  Borough  of  Brooklyn. 

276-46-BZ — Application,  April  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
on  behalf  of  72nd  Street  Realty  Co.,  owner  (Sheridan 
Sportwear,  lessee),  to  permit  in  a  residence  and  business 
1  use  district,  the  extension  of  an  existing  wearing  apparel 
factory,  into  the  residence  use  district;  premises  1145- 
1149  Liberty  avenue,  and  145-159  Sheridan  avenue,  north¬ 
east  corner  (Block  4182,  Lot  1),  Borough  of  Brooklyn. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 
application,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 


the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone); 
premises  1550  Flatbush  avenue,  west  side,  85  ft.  4)4  in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 

522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wilbert, 
owners  (Wheeler  Shipbuilding  Corp.,  lessee),  reopened 
March  26,  1946,  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  for  a 
temoprary  term,  the  use  and  maintenance  of  a  temporary 
storage  shed;  the  storage  of  lumber,  and,  also  the  park¬ 
ing  of  more  than  five  motor  vehicles  (employees’  cars) ; 
premises  152-02  to  152-10  10th  avenue,  10-01  to  11-29 
152nd  street,  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  1,  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  28,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  28,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  of  the  following  matters : 

Appeals  from  Administrative  Decisions. 

183-46-A — 76)4  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23.61  ft.  east 
of  Kelly  street  (2nd  floor);  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  11,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  30,  1946 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


ZONING  APPLICATIONS 

522-43-BZ 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee, 
for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners. 

SUBJECT — Application  restored  to  calendar  March  26,  1946 
— extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  sections  7e  and  7h  of  the  zoning 
resolution,  for  a  term  of  six  months,  the  erection 
and  maintenance  of  a  temporary  storage  shed,  the 
storage  of  lumber  and  the  parking  of  more  than 
five  motor  vehicles  (employees’  cars). 

PREMISES  AFFECTED— 152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southwest  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42, 
44,  47  and  68;  Block  4538,  Lots  1  and  18  and  Block 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  E.  W.  Kleinert,  W.  Wheeler  and  E. 
C.  Rouse. 

For  Opposition  :  Sidney  Fertig,  John  Edmeier,  Dud¬ 
ley  Warwick,  Dorothy  Busching,  Mary  E.  Neel- 
igan,  Josephine  C.  Niethamee  and  J.  Mulligan. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


413-45-BZ 

APPLICANT — Emil  Koeppel,  for  Rabbi  Samuel  A.  Rubin, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
January  22,  1946 — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
zoning  resolution,  to  permit  in  residence  and  retail 
use  districts,  a  proposed  building  to  be  used  as  a 
synagogue  to  occupy  more  than  55%  of  the  lot,  to 
have  a  rear  yard  not  in  conformity  with  Section 
14(a)  of  the  zoning  resolution,  and  with  proposed 
court  width  contrary  to  zoning  resolution;  (previ¬ 
ously  withdrawn). 

PREMISES  AFFECTED — 154  Henry  street,  south  side,  83 
ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  Koeppel  and  Rabbi  Rubin. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  14,  1946  at  10 
A.  M.  for  further  consideration,  new  plans  to  be 
submitted. 


777-45-BZ 

APPLICANT — Albert  Thompson,  for  Elsie  O’Connor, 
owner  (John  Callahan,  lessee). 


SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent),  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  stable  (riding  academy  for  8  horses  for 
hire). 

PREMISES  AFFECTED— 198-73  Foothill  terrace,  east 
side,  98  ft.  north  of  Hillside  avenue  (Block  10532, 
Lots  128  and  131),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  A.  Thompson,  M.  O’Connor  and 
A.  O’Connor. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  placed  on  the  reserve 
calendar,  pending  the  filing  of  an  appeal  case. 


41-46-BZ 

APPLICANT — S.  Joseph  Silbert,  for  126  West  42nd  street, 
Inc.,  owner. 

SUBJECT — -Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  B  area  district,  the  change 
in  occupancy  and  increase  in  area  of  proposed  build¬ 
ing  to  occupy  more  than  that  permitted. 
PREMISES  AFFECTED— 126-128  West  42nd  street,  south 
side,  240  ft.  west  of  6th  avenue  (Avenue  of  The 
Americas)  and  129-131  West  41st  street  (Block 
994,  Lots  21,  43  and  44),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  S.  Joseph  Silbert,  William  Chad- 
bourne,  Robert  C.  Thomson,  Jr.,  M.  Lippman 
and  M.  Wolf. 

For  Opposition :  Murray  Sendler,  C.  S.  Cedar,  A. 
M.  Ahrens,  W.  F.  Martin,  Nat  Bass,  G.  McKin¬ 
ley,  C.  S.  Ellen  and  E.  T.  F.  Thygison. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  placed  on  the  reserve 
calendar,  pending  decision  of  Court  of  Appeals  as 
to  zoning  in  B  area  retail  districts. 


69-46-BZ 

APPLICANT — William  J.  Minogue,  for  Edwin  Gould 
Foundation  for  Children,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  residence  use,  E-l  area  district,  the 
conversion  of  occupancy  from  existing  use  (dormi¬ 
tory  of  children’s  home)  to  multiple  dwelling  not 
conforming  to  requirements  of  E-l  area  district. 

PREMISES  AFFECTED — 1761  Stillwell  avenue,  southeast 
corner  of  Pelham  parkway  (Block  4411,  part  of  Lot 
300),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

For  Opposition :  Henry  Watenach  and  T.  Fitzger¬ 
ald. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1946  at  10 
A.  M.  at  request  of  applicant,  notices  to  be  sent  out 
to  the  property  owners  by  regular  mail  as  to  the 
adjourned  date  of  hearing. 

172-46-BZ 

APPLICANT — Abraham  Davis,  for  Gus  C.  Marino  and 
146  Richmond  Avenue  Corp.,  owners  (Fisher  Beer 
Co.,  lessee). 
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SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  manufacturing  use,  C  area  district, 
the  extension  of  present  building  to  cover  more  than 
permitted  area. 

PREMISES  AFFECTED — 16-18  Grove  avenue,  south  side, 
100.52  ft.  west  of  Richmond  avenue  and  146-148 
Richmond  avenue  (Block  1077,  Lots  28-37),  Port 
Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Abraham  Davis,  Joseph  Otis,  Gus 
Marino. 

For  Opposition :  Raymond  Brown. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.  M.  for  inspection  by  committee  of  Board  and 
decision  without  further  argument. 


687-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Andrew  Erco- 
lino,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  Section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  present  building  to  occupy  more 
area  than  permitted  at  curb  level. 

PREMISES  AFFECTED— 3712-3714  13th  avenue,  west 
side,  70  ft.  and  90  ft.  south  of  37th  street  (Block 
5295,  Lots  37  and  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  M.  S.  Evans. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


8-46-BZ 

APPLICANT— H.  Herbert  Lilien,  for  North  State  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  residence  and  business  use,  B  area  dis¬ 
trict,  the  construction  of  two  incinerators,  occupying 
more  than  permitted  area. 

PREMISES  AFFECTED— 1270  Gerard  avenue,  and  41 
East  168th  street,  northeast  corner  (Block  2481, 
Lot  1),  Borough  of  The  Bronx. 

'  APPEARANCES— 

For  Applicant :  H.  Herbert  Lilien. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


114-36-BZ 

APPLICANT — James  Whitford,  Jr.,  for  Vincent  Kieran, 
owner. 

SUBJECT — Application  reopened  March  19,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7a  of  the  zoning  resolution,  to  per¬ 
mit  in  business  and  business  1  use  district,  the 
restoration  to  the  former  uses  granted  by  the  Board 
(motor  vehicle  repair  shop,  garage  for  more  than 
five  (5)  motor  vehicles  and  automobile  showroom). 


PREMISES  AFFECTED— 330  Bay  street,  and  2  St. 
Julian  place,  southwest  corner  (Block  503,  Lot  32), 
Tompkinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  Whitford,  Jr.  and  N.  Kieran. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (114-36-BZ) 

Whereas,  this  application  (re  decision  of  the  commissioner 
of  buildings)  under  section  21  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district  the  alteration  and  change 
of  occupancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles,  motor  vehicle  repair  shop, 
automobile  showroom  and  also  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises  330  Bay  street,  south¬ 
west  corner  of  St.  Julian  place  (Block  503,  Lot  32),  Tomp¬ 
kinsville,  Borough  of  Richmond,  was  granted  by  the  Board 
on  May  26,  1936,  on  certain  conditions;  and 

Whereas,  the  Board  amended  the  resolution  on  variou; 
dates  through  June  21,  1938;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7a  of  the  zoning  reso¬ 
lution,  to  permit  in  business  and  business  1  use  districts  the 
restoration  to  the  former  use  granted  by  the  Board  (motor 
vehicle  repair  shop,  storage  for  more  than  five  motor  vehi¬ 
cles  and  automobile  showroom  for  south  portion)  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
March  19,  1946 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  30,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bay  street  is  in  a  business  1  use,  C 
area  and  Class  \l/2  height  district;  St.  Julian  place  is  in 
business  and  business  1  use,  C  and  D  area  and  Class  1 l/2 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  6,  1946,  re  Alt.  App.  70-46,  reads : 

“1.  Certificate  of  occupancy  1206  was  issued  in  ac¬ 
cordance  with  the  provisions  of  Cal.  #  114-36-BZ  under 
Alt.  214-38 — subsequently  the  south  building  was  con¬ 
verted  to  a  conforming  use  and  certificate  of  occupancy 
#2856  was  issued.  Extension  of  motor  vehicles  repair 
and  public  garage  for  more  than  5  cars  with  automobile 
showroom  to  south  building  is  contrary  to  Art.  II,  Sect. 
4a,  subdiv.  15  and  29,  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  205.22  feet  frontage  by  142.44  feet  in  depth,  irregu¬ 
lar,  on  which  is  located  a  building  194  feet  front  by  127  feet 
in  depth  (irregular),  one  story,  18  feet  in  height,  of  Class  3 
construction ;  and 

Whereas,  the  applicant  contends  that  at  the  time  the 
previous  use  was  granted  by  the  Board  there  was  no  interior 
partition  separating  the  main  body  of  the  building ;  that  in 
order  to  comply  with  the  State  Labor  requirements,  a  new 
Certificate  of  Occupancy  #2856  was  issued  granting  use  of 
the  south  half  of  the  building  for  manufacturing  of  Army 
uniforms;  that  under  this  C.  of  O.  2856,  dated  September 
15,  1941,  the  north  section  of  the  building  maintained  its 
original  use  for  “a  gasoline  service  station,  garage  for  more 
than  five  cars  and  motor  vehicle  repair  shop ;”  that  the  latest 
Fire  Department  permit  is  #263287,  which  expires  August 
4,  1946 ;  that  the  premises  is  now  under  new  ownership  to 
be  used  for  a  Nash  Automobile  Agency;  that  inasmuch  as 
the  north  end  of  the  building  has  a  legal  use  and  the  auto¬ 
mobile  showroom  (Unit  “A”)  is  permissible  and  is  to  be 
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used  as  such,  the  remaining  interior  units  “B”  and  “C”  (as 
noted  on  plot  plan)  are  of  no  value  for  other  than  use  as  a 
motor  vehicle  repair  shop  and  storage  garage  for  more  than 
five  cars ;  that  the  extension  of  the  existing  use  of  the 
building  prior  to  the  passage  of  the  zoning  resolution  to 
take  in  the  aforementioned  south  end  of  the  building  is 
requested  so  that  the  entire  building  may  be  in  harmony  with 
its  original  intent  and  general  use ;  that  the  Building  'Dep’t. 
records  show  the  following :  N.B.  295-09 — brick  garage  48'x 
100',  1  story,  erected  on  the  west  side  of  Bay  street,  52  ft. 
south  from  the  corner  of  Washington  street  or  St.  Julian 
place;  Alt.  #293-11 — addition  to  the  garage,  southwest  cor¬ 
ner  of  Bay  street  and  St.  Julian  place,  approximately  50 
feet  by  100  feet,  irregular,  containing  on  the  corner  an 
accessory  shop  with  mezzanine  floor  for  office;  Alt.  #521- 
1911 — addition  to  the  garage,  100  feet  by  39  feet;  Alt.  #553- 
1926,  an  extension  to  the  garage,  100  feet  by  88  feet,  marked 
“Used  Car  Storeroom” ;  and  that  the  changes  in  the  zoning 
were  as  follows:  1927-1937,  unrestricted;  1937-1942,  busi¬ 
ness  ;  1942  to  present,  Business  1 ;  and 

Whereas,  certificates  of  occupancy  were  issued  as  follows: 

C.O.  1206-39 — cellar,  heater;  1st  floor  on  ground,  garage 
for  more  than  five  cars,  sales  room  for  automobiles,  gaso¬ 
line  selling  alcove,  two  motor  vehicle  repair  shops. 

C.O.  2856-41  North  building  cellar  on  ground,  heater;  1st 
floor  on  ground,  gasoline  service  station,  garage  for  more 
than  five  cars  and  motor  vehicle  repair  shop;  south  building, 
1st  floor  on  ground,  137  persons,  manufacturing  of  uniforms; 
and 

Whereas,  the  applicant  states  that  the  adjoining  lot  31  in 
Block  503  is  now  under  the  same  ownership  as  the  premises 
covered  by  the  application;  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  a  variance  as  to  use 
under  sections  7c  and  7 i  of  the  zoning  resolution  to  permit 
occupancy  as  now  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  affirm  its  resolution  adopted  May  26,  1936,  as  amended 
through  June  21,  1938,  so  that  as  amended  it  shall  read: 

•  .  •  granted  under  sections  7c  and  7i  of  the  zoning 
resolution,  to  permit  the  building  to  be  occupied  for 
more  than  five  cars,  salesroom  for  automobiles  and  gaso¬ 
line  selling  alcove,  and  permitting  the  portion  of  the 
building  toward  the  rear  to  be  occupied  as  a  motor 
vehicle  repair  shop  ;  that  in  the  event  it  is  desired  to 
rent  this  rear  portion  for  two  repair  shops,  such  use 
may  be  permitted,  provided  there  is  constructed  con¬ 
tinuously  through  the  building  from  east  to  west,  a 
masonry  wall  not  less  than  12  inches  in  thickness,  ex¬ 
tending  from  the  main  floor  to  at  least  three  (3)  feet 
above  the  roof;  that  if  any  openings  are  constructed  in 
this  wall,,  such  shall  comply  with  the  requirements  of 
the^  Building  Code  as  to  size  and  protection,  underwrit¬ 
ers’  self-closing  fire  doors;  that  a  door  not  less  than 
three  (3)  feet  in  width  shall.be  provided  in  the  rear,  to 
provide  a  second  means  of.  exit  from  all  enclosed  spaces ; 
that  the  portion  of  the  building  used  as  a  car  salesroom 
or  f  w  sale  of  automobile  accessories  or  any  other  use, 
shall,  be  separated  from  the  adjoining  area  used  as  a 
repair  shop,,  by  a  similar  masonry  wall  not  less  than 
8  inches  thick  constructed  from  grade  to  the  under¬ 
neath  side  of  the  roof  boarding,  with  fireproof  doors 
in  any  openings,  constructed  as  hereinbefore  required; 
that  the  gasoline  selling  area  at  the  corner  of  Bay  street 
and  St.  Julian  place  shall  be  constructed  in  accordance 
with  plans  approved  by  the  board  on  June  29,  1937,  as 
complymg.with  the  resolution  of  the  board  adopted  March 
16,  1937,  insofar  as  such  plans  relate  to  this  gasoline 
selling  alcove  and  that  there  shall  be  no  superstructure 
over  the  gasoline  selling  alcove;  that  the  new  walls  of 
enclosed  garage  building  shall  be  constructed  of  ap¬ 
proved  masonry ;  that  gasoline  pumps  shall  be  erected 
not  nearer  than  ten  (10)  feet  to  the  building  line  of 
Bay  street  and  no  pump  shall  be  erected  nearer  than 
three  (3)  feet  to  the  garage  wall,  unless  there  are  no 
windows  constructed  in  such  wall  nearer  than  five  feet 


from  the  pump ;  that  throughout  the  garage,  the  ceiling 
shall  be  constructed  of  sheet  metal  not  less  than  26 
gauge,  attached  to  plaster  board  or  equivalent  material ; 
that  other  than  as  herein  modified,  all  laws,  rules  and 
regulations  applicable  to  the  construction  and  use  of 
these  premises  shall  be  complied  with ;  that  the  curb 
cut  openings  to  the  premises  shall  not  exceed  those  now 
existing;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution;  and  that  a  certificate  of 
occupancy  shall  be  obtained ;  that  this  variance  is 
granted  for  the  occupancy  as  proposed  for  the  Nash 
Sales  agency  and  service  station.” 


557-45-BZ 

APPLICANT — John  T.  Clancy,  for  Slattery  Contracting 
Company,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  a  garage  for  more 
than  five  trucks  for  owner’s  use,  and  repair  shop. 

PREMISES  AFFECTED— 51-01  72nd  place  and  72-28  to 
72-36  51st  road,  southeast  corner  (Block  2465,  Lots 
1  to  5),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  T.  Clancy. 

For  Opposition :  Nathan  Slewett,  A.  Piglock,  G. 
Muller,  Barbara  Kewinber,  John  Rizzo,  E.  Rie- 
mann  and  H.  Baekmann. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  subject  to 
conditions  to  be  set  on  April  30,  1946  at  10  A.M., 
after  applicant  has  filed  revised  plans  and  on  April 
30,  1946,  granted  on  condition. 

THE  VOTE  ON  APRIL  9,  1946- 

Affirmative  :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 

THE  VOTE  ON  APRIL  30,  1946- 

Affirmative  :  Chairman  Murdock  and  Commis¬ 
sioners  Savage  and  Blum  .  3 

Negative  .  o 

Not  Voting:  Deputy  Chief  Guinee  .  1 

THE  RESOLUTION  (557-45-BZ) 


Whereas,  John  T.  Clancy  for  Slattery  Contracting  Com¬ 
pany,  owner,  filed  July  20,  1945,  an  application  under  sec¬ 
tions  7a  and  21  of  the  zoning  resolution,  to  permit  in  res¬ 
idence  and  business  use  districts  the  extension  of  a  garage 
for  more  than  five  trucks  for  owner’s  use  and  a  repair  shop; 
premises:  51-01  72nd  place  and  72-28  to  72-36  51st  road, 
southeast  corner  (Block  2465,  Lots  1  to  5),  Woodside,  Bor¬ 
ough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  72nd  place  is  in  residence  and  business 
use.,  C  area  and  Class  lj4  height  districts;  51st  road  is  in 
residence  and  business  use,  C  area  and  Class  V/2  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  10,  1945,  re  Alt.  App.  898-45,  reads: 

“1.  Proposed  extension  of  garage  for  more  than  five 
trucks  for  owner’s  use  and  repair  shop  in  a  residence 
district  is  contrary  to  Art.  2,  Sec.  3  of  Zoning  Res¬ 
olution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  150  ft.  frontage  by  200  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  60  ft.  in  depth,  one-story, 
24  ft  in  height,  of  Class  3  construction;  that  it  is  proposed 
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to  erect  an  extension  to  the  present  building  40  ft.  front 
by  60  ft.  in  depth,  one  story  24  ft.  in  height,  of  Class  3 
construction;  and 

Whereas,  the  applicant  contends  that  the  owner,  Slattery 
Contracting  Co.,  Inc.,  purchased  lot  5  in  Block  2465  in 
1926  and  lots  1,  2,  3,  and  4,  block  2465  in  1940;  that  in 
1941  they  erected  the  present  garage  and  office  building  on 
the  southeasterly  corner  of  51st  Road  and  72nd  Place;  this 
building  is  60  ft.  deep  along  51st  Road  and  100  ft.  along 
72nd  place ;  that  in  or  about  December,  1942  the  area  in 
which  the  subject  property  is  located  was  rezoned,  so  that 
the  parcel  100  ft.  by  100  ft.  on  the  southeasterly  corner  of 
51st  road  and  72nd  place  was  placed  in  a  business  use 
district  and  the  balance  of  the  property  was  placed  in  a 
residential  use  district;  that  prior  to  this  rezoning,  the  en¬ 
tire  property  was  in  an  unrestricted  use  district;  that  the 
owner  now  proposes  to  erect  an  extension  to  the  garage  and 
repair  shop,  which  extension  will  be  connected  with  the 
original  building  and  be  40  feet  in  front,  facing  on  72nd 
Place  and  60  feet  in  depth,  as  shown  on  submitted  plot 
plan ;  that  at  present  the  owner  maintains  additional  equip¬ 
ment  for  his  trucks  in  the  building  erected  on  the  easterly 
portion  of  the  premises,  the  floor  of  which  is  below  grade ; 
that  despite  the  installation  of  more  than  adequate  sewer 
facilities,  the  rain  water  from  adjoining  properties  creates 
a  damaging  condition,  as  no  equipment  can  be  placed  on 
the  floor  without  subjecting  it  to  water  damage;  that  this 
condition  can  be  alleviated  by  the  additional  storage  space 
available  in  the  erection  of  the  proposed  extension;  that 
since  the  original  garage  and  repair  shop  were  erected  (in  an 
unrestricted  use  area)  in  1941,  the  owner’s  business  has  in¬ 
creased  considerably,  necessitating  the  purchase  of  addi¬ 
tional  truck  and  contractor’s  equipment ;  that  at  present  the 
owner  is  engaged  in  performing  a  portion  of  the  $2,500,000 
rehabilitation  program  at  Camp  Upton,  N.  Y.,  a  job  which 
I  will  not  be  finished  this  year;  that  this  additional  equipment 
and  the  owner’s  present  working  program  call  for  greater 
facilities,  both  from  the  viewpoint  of  working  quarters  and 
immediate  availability  of  parts  for  replacement  of  equip¬ 
ment  ;  that  the  owner  purchased  this  site  because  it  was 
ideally  situated  for  his  type  of  business,  being  centrally 
located,  and  because  it  was  in  an  unrestricted  use  area  and 
any  building  erected  would  not  conflict  with  the  zoning 
ordnances ;  that  the  owner  originally  had  a  small  shack  on 
the  southeasterly  corner  of  72nd  place  and  51st  road,  which 
was  torn  down  in  1941  and  the  present  building  erected 
,  with  the  possibility  of  extension  at  any  time;  that  the  pres¬ 
ent  building  is  entirely  too  small  for  present  needs  and  it 
would  be  a  distinct  hardship  if  the  owner  were  precluded 
from  constructing  the  proposed  extension,  in  view  of  the 
fact  the  property  when  purchased  was  in  an  unrestricted 
use  district  and  the  present  buildings  were  erected  prior  to 
the  rezoning;  that  the  proposed  extension  will  be  a  benefit 
to  the  area  rather  than  a  detriment;  that  directly  opposite 
on  72nd  place  is  a, vacant  plot,  the  location  of  which  is  not 
conducive  to  a  residential  use ;  and 

Whereas,  on  April  9,.  1946,  this  application  was  granted, 
subject  to  conditions  to  be  set  on  April  30,  1946  at  10  A.M., 
after  applicant  has  filed  revised  plans ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7. 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  construction  of  a  one  story  brick 
addition  within  the  business  use  district  as  indicated  on  re¬ 
vised  plans  marked  “Received  April  30,  1946’’  on  condition 
that  the  space  on  the  line  between  the  business  and  the 
residence  use  district  at  the  easterly  side  of  the  proposed 
addition  shall  be  closed  oflf  with  a  suitable  fence ;  that  a 
new  certificate  of  occupancy  shall  be  obtained  for  the  prem¬ 
ises  upon  the  completion  of  the  proposed  addition  and  shall 


omit  within  the  residence  district  the  use  of  the  present 
lot  1  facing  on  51st  road;  that  such  lot  1  shall  have  a 
suitable  fence  erected  between  such  lot  and  lot  2 ;  that  on  lot 
1  there  shall  be  constructed  a  single  family  dwelling  similar 
to  buildings  in  the  adjacent  area;  that  within  the  proposed 
building  a  similar  use  shall  be  permitted  as  now  enjoyed 
on  the  premises ;  that  such  building  shall  comply  with  the 
revised  plans  marked  “Received  April  30,  1946” ;  that  the 
addition  to  the  building  and  the  single  family  house  on 
lot  1  shall  be  constructed  simultaneously  as  a  safeguarding 
condition  to  the  adjoining  residential  area;  that  in  all  other 
respects,  the  buildings  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


46-46-BZ 

APPLICANT — Henry  George  Greene,  for  William  C. 
Segal,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  residence  and  restricted  retail  use  dis¬ 
trict,  the  change  in  occupancy  from  private  dwell¬ 
ing  to  editorial  and  publishing  office. 

PREMISES  AFFECTED — 18  East  62nd  street,  south  side, 
95  ft.  west  of  Madison  avenue  (Block  1376,  Lot 
60),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  G.  Greene. 

For  Opposition:  C.  S.  Phillips,  Harry  N.  French, 
Norman  MacDougall  and  P.  Syker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (46-46-BZ) 

Whereas,  Henry  George  Greene,  for  William  C.  Segal, 
owner,  filed  January  23,  1946  an  application  under  section 
7b  of  the  zoning  resolution,  to  permit  in  a  residence  and 
restricted  retail  use  district  the  change  in  occupancy  from 
private  dwelling  to  editorial  and  publishing  office,  affecting 
premises  18  East  62nd  street,  south  side,  95  ft.  west  of 
Madison  avenue  (Block  1376,  lot  60),  Borough  of  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  30,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  62nd  street  is  in  residence  and 
restricted  retail  use,  B  area  and  class  1)4  height  districts; 
Madison  avenue  is  in  a  restricted  retail  use,  B  area  and 
class  \]/2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  7,  1945  on  Alt.  Applic.  1990-45  reads : 

“1.  This  building  is  partly  in  a  restricted  retail  and 
in  a  residence  use  district.  Proposal  to  change  use 
from  private  dwelling  to  editorial  and  publishing  offices 
is  not  permitted  as  per  Sec.  3,  Art.  II,  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  23  ft.  frontage  by  100  ft.  5  in.  in  depth,  on  which 
is  located  a  building,  23  ft.  frontage  by  98  ft.  in  depth,  4 
stories  and  basement,  45  ft.  in  height,  of  class  3  construc¬ 
tion;  that  it  is  proposed  to  change  the  occupancy  from 
private  dwelling  to  editorial  and  publishing  office;  and 
Whereas,  the  applicant  contends  that  the  most  westerly 
portion  of  the  building,  now  in  a  residential  district,  has 
always  been  zoned  for  residence;  that  the  five  foot  portion 
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of  the  building  now  in  a  restricted  retail  zone  was  originally 
zoned  in  1916  as  business  and  in  1927  as  retail ;  that 
the  intention  of  the  new  owners  in  changing  the  use  of 
the  present  building  is  to  maintain  the  general  character 
of  the  building,  including  its  present  facade,  in  its  existing 
condition  without  effecting  any  apparent  change  in  its  ap¬ 
pearance;  that  the  building  will  not  be  used  for  any  print¬ 
ing  work  or  any  other  miscellaneous  publishing  work  gen¬ 
erally  done  by  a  publishing  outfit  but  its  use  will  be  re¬ 
stricted  to  offices  only;  that  therefore,  the  building  will  not 
present  the  appearance  of  a  business  building  nor  will  the 
people  coming  and  going  from  the  property  evidence  the 
fact  that  it  is  other  than  for  office  use;  that  so  restricting 
its  use  will  not  cause  a  detriment  to  the  neighborhood ; 
that  the  premises  immediately  east  and  several  of  the  build¬ 
ing  directly  opposite  are  used  for  business  purposes  at  the 
present  time  and  the  proximity  of  this  building  to  Madison 
avenue  is  an  additional  feature  which  would  help  to  in¬ 
clude  this  building  within  the  accepted  business  use;  and 

Whereas,  there  is  no  record  of  lawful  occupancy  of 
use  of  adjacent  and  opposite  buildings  for  business  except 
where  authorized  within  the  restricted  retail  use  area ;  and 

Whereas,  the  premises  and  surrounding  area  were  in1 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  b  of  the  zoning  reso¬ 
lution  ; 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


56-46-BZ 

APPLICANT — Charles  DeSaro,  for  Mary  Adelson,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  public  garage  and  lofts  to  manu¬ 
facturing. 

PREMISES  AFFECTED — 139-141  Kosciusko  street,  north 
side,  300  ft.  west  of  Marcy  avenue  (Block  1779, 
Lot  66),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Charles  DeSaro. 

For  Opposition:  J.  Black,  J.  Barrett,  A.  Katz  and 
O.  Root,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

THE  RESOLUTION  (56-46-BZ) 


Whereas,  Charles  DeSaro,  for  Mary  Adelson,  owner, 
filed  January  23,  1946,  an  application  under  section  7c  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  change  in  occupancy  from  public  garage  and  lofts  to 
manufacturing  premises ;  139-141  Kosciusko  street,  north 
side,  300  ft.  west  of  Marcy  avenue  (Block  1779,  Lot  66), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  April  30,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Kosciusko  street  is  in  residence  and 
business  use,  B  area  and  Class  1J4  height  districts;  Marcy 
avenue  is  in  residence  and  business  use,  B  area  and  Class 
\]/2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  18,  1946,  re  Alt.  Applic.  1-46,  reads: 

“1.  Proposed  change  in  occupancy  from  public  garage 
and  lofts  to  manufacturing  of  wood  heels  in  a  residen¬ 


tial  use  district  is  contrary  to  Art.  II,  Sec.  3  of  the 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  41  ft.  8  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  25  ft.  front  by  98  ft.  6  in.  in  depth, 
irregular  in  area,  3  stories,  34  ft.  6  in.  in  height,  of  Class 
3  construction;  that  it  is  proposed  to  change  the  occupancy 
from  one  non-conforming  use  to  another  non-conforming 
use;  and 

Whereas,  the  applicant  contends  that  while  the  prem¬ 
ises  are  located  in  a  residence  zone  it  is  in  a  “B”  area,  which 
was  originally  unrestricted  and  was  changed  to  residence  in 
April,  1921,  after  the  erection  of  the  building  and  also  after 
the  last  certificate  of  occupancy;  that  the  present  owner 
has  had  the  property  since  1911;  that  the  first  floor  ceiling 
and  public  halls  of  the  building  are  fire  retarded ;  that  it 
has  been  legally  occupied  since  1919  as  part  garage  and 
part  factory,  both  non-conforming  uses;  that  applicant  now 
seeks  to  eliminate  garage  use  and  occupy  the  building  en¬ 
tirely  as  a  factory;  that  such  a  change  is  not  a  material 
change  but  merely  a  change  from  one  non-conforming  use 
to  another ;  that  the  proposed  occupancy  (not  now  located 
in  the  building) — manufacturing  of  wooden  heels  for  shoes 
—is  less  hazardous  than  the  present  garage ;  that  two  floors 
are  now  occupied  for  manufacturing  purposes,  namely  the 
2nd  &  3rd  floors ;  that  the  exterior  appearance  of  the  build¬ 
ing  will  be  improved  when  the  garage  opening  is  partly 
bricked  up ;  that  there  is  a  metal  shop,  metal  cooperage 
repair  shop  on  the  same  street;  also  a  one  story  frame  stable 
in  rear  of  adjoining  property  and  buildings  to  the  rear  are 
mostly  old  law  tenements ;  that  the  surrounding  neighbor¬ 
hood  will  not  suffer  any  depreciation  by  this  change;  that 
it  is  therefore  respectfully  requested  that  the  Board  grant 
this  application;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  it  was  found  that 
the  upper  two  floors  are  now  occupied  for  factory  work 

and  the  street  floor  is  used  for  storage;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 

variance  under  section  7c  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  18,  1946  on  Alt.  Applic.  1-46  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


106-46-B  Z 

APPLICANT — Charles  M.  Spindler,  for  Joseph  Rodkin, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  reconstruc¬ 
tion  of  present  existing  gasoline  service  station  with 
accessory  automobile  parts. 

PREMISES  AFFECTED — 2413-2425  Flatbush  avenue,  and 
5102-5112  Avenue  T,  southeast  corner  (Block  8543, 
Lot  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . . ; .  0 

THE  RESOLUTION  (106-46-BZ) 

Whereas,  Charles  M.  Spindler  for  Joseph  Rodkin,  owner, 
filed  February  15,  1946  an  application  under  section  7c  of 
the  zoning  resolution,  to  permit  in  a  business  use  district 
the  reconstruction  of  present  existing  gasoline  service  sta¬ 
tion  with  accessory  uses  as  auto  washing,  greasing,  office 
and  sale  of  accessory  automobile  parts,  affecting  premises 
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2413-2425  Flatbush  avenue,  5102-5112  Avenue  T,  southeast 
corner  (Block  8543,  lot  34),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  30,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Flatbush  avenue  is  in  a  business  use  A 
area  and  class  1)4  height  district;  Avenue  T  is  in  a  busi¬ 
ness  use  A  area  and  class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  22,  1946  on  N.B.  Applic.  1326-46  reads: 

“1.  Proposed  location  of  gasoline  service  station  with 
accessory  uses  as  auto  washing,  greasing,  office  and 
sale  of  accessory  automobile  parts  in  a  business  use 
district  is  not  permitted  by  Sect.  4(a)  subd.  (46)  of 
the  Zoning  Resolution.” 

Sand 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  140  ft.  frontage  by  100  ft.  in  depth,  on  which  it 
is  proposed  to  erect  a  building  45  ft.  4  in.  front  by  28  ft. 
4  in.  in  depth,  1  story,  13  ft.  in  height,  of  class  3  construc¬ 
tion  ;  that  it  is  proposed  to  demolish  the  existing  building, 
remove  present  pumps  and  reconstruct  the  station;  and 
Whereas,  the  applicant  contends  that  the  station  was 
erected  in  1927  under  N.B.  11042-27  and  C.O.  46636  issued; 
that  when  the  gas  station  was  erected,  the  premises  were 
located  in  an  undetermined  zone  and  the  use  zone  was 
changed  to  business  on  December  12,  1930  and  the  height 
zone  changed  from  ^  to  1  on  July  29,  1939;  that  the 
proposed  building  to  be  reconstructed  along  modern  lines 
will  have  a  face  brick  facade  and  will  enhance  the  ap¬ 
pearance  of  both  the  site  and  the  surroundings ;  that  the 
proposed  pumps  will  be  set  back  from  the  building  lines, 
planting  and  shrubbery  will  be  provided  and  a  fence  erected 
along  the  interior  lot  lines ;  that  there  is  an  existing  gas 
station  directly  across  the  street  at  the  southwest  corner  of 
Flatbush  avenue  and  Avenue  T  which  was  granted  by  the 
Board  under  Cal.  No.  216-33-BZ,  and  the  proposed  moder¬ 
nization  will  in  no  way  adversely  affect  the  surrounding 
property ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  Section  7, 
Subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c  there¬ 
of,  to  permit  the  reconstruction  of  the  lawful  existing  gas¬ 
oline  service  station  with  a  frontage  of  140  ft.  on  Flatbush 
ave.  and  a  depth  of  100  ft.,  substantially  as  indicated  on 
revised  plans  marked  “Received  April  25,  1946”  2  sheets, 
on  condition  that  all  existing  buildings  shall  be  removed 
from  the  premises.;  that  the  plot  shall  be  levelled  substan¬ 
tially  to  the  grade  of  the  adjacent  streets;  that  a  masonry 
wall  not  less  than  7  ft.  in  height  shall  be  erected  on  the 
easterly  and  southerly  interior  lot  lines ;  that  such  wall  may 
be  reduced  to  a  height  of  4  ft.  within  10  ft.  of  the  street 
building  lines ;  that  complete  working  drawings  shall  be 
submitted  for  approval  by  the  Board  prior  to  submission 
to  the  borough  superintendent  for  consideration  and  for 
additional  conditions ;  that  such  plans  shall  be  submitted 
within  six  (6)  months  and  after  approval  of  plans  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  thereafter. 


131-46-BZ 

APPLICANT — A.  Stewart  Walker,  for  Chemical  Bank 
and  Trust  Company,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  retail  use,  B  area  district,  the  extension 
of  present  building  (2  additional  stories)  to  occupy 
more  than  permitted  area  and  to  permit  rear  yard 
of  less  depth  than  is  required. 


PREMISES  AFFECTED — 11-13  West  51st  street,  north 
side,  250  ft.  west  of  5th  avenue  (Block  1267,  Lot 
26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Craig  and  A.  Stewart 
Walker. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative .  0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (131-46-BZ) 


Whereas,  A.  Stewart  Walker,  for  Chemical  Bank  and 
Trust  Company,  owner,  filed  February  21,  1946,  an  applica¬ 
tion  under  section  21  of  the  zoning  resolution,  to  permit  in 
a  retail  use,  B  area  district,  the  extension  of  present  build¬ 
ing  (two  additional  stories)  to  occupy  more  than  permitted 
area,  and  to  permit  rear  yard  of  less  depth  than  is  required, 
affecting  premises:  11-13  West  51st  street,  14-36  West  52nd 
street,  north  side,  250  feet  west  of  Fifth  avenue  (Block 
1267,  Lot  26),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  30,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  51st  street  is  in  retail  use,  B 
area  and  Class  1)4  height  districts  ;  West  52nd  street  is  in 
retail  use,  B  area  and  Class  1)4  height  districts;  Fifth  ave¬ 
nue  is  in  retail  and  restricted  use,  B  area  and  Class  1)4 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  13,  1946,  re  Alt.  App.  1759-45,  reads: 

“1.  Repeat.  New  portion  of  building  should  not  oc¬ 
cupy  more  than  65%  of  area  of  lot.  Sec.  12(b)  Zoning 
Resolution. 

“2.  Rear  yard  for  new  portion  of  building  should 
comply  with  Sec.'  17  Zoning  Resolution.  Note  that 
rear  yard  should  be  computed  from  curb  level.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  feet  frontage  by  100  feet,  5  inches  in  depth  on 
which  is  located  a  building  50  feet  front  by  100  feet,  5 
inches  in  depth,  two  stories  (37  ft.  8)4  in.)  in  height,  of 
Class  1  construction;  that  it  is  proposed  to  erect  two  (2) 
additional  stories,  50  front  by  90  feet,  5  inches  in  depth, 
making  the  building  four  stories,  62  feet,  3)4  inches  in 
height,  of  Class  1  construction;  pent  house  to  be  14  feet, 
5  inches  in  height;  and 

Whereas,  the  applicant  contends  that  the  existing  build¬ 
ing  of  the  Chemical  Bank  &  Trust  Company  at  No.  11-13 
West  51st  street  covers  lot  No.  26  in  block  1267  and  was 
built  in  1940  and  1941  under  N.B.  application  No.  150-1940, 
for  which  Certificate  of  Occupancy  No.  27960  was  issued 
July  31,  1941  ;  that  it  was  designed  and  built  so  that  two 
more  storres  could  be  added  whenever  the  bank’s  business 
should  so  require;  that  the  steel  columns  and  roof  slabs 
were  of  sufficient  strength  to  carry  the  additional  load  of 
two  stories,  with  bulkheads,  the  columns  extend  beyond  the 
roof  where  they  are  capped  with  copper,  the  existing  boiler 
and  heating  pipes  being  large  enough  to  heat  the  additional 
space  and  the  proposed  two  stories  would  not  extend  above 
the  existing  parapet  wall  on  51st  street;  all  of  this  is  shown 
on  plans  filed  with  and  approved  by  the  Department  of 
Housing  and  Buildings  under  N.B.  Application  No.150-1940  ; 
that  the  Chemical  Bank  &  Trust  Company  now  wishes  to 
complete  the  building  by  adding  the  two  stories  originally 
planned ;  that  when  the  Haswin  Corporation  planned  their 
building  on  lots  21  to  26,  inclusive,  46  to  54,  inclusive  and 
54)4,  55  and  56,  all  in  block  No.  1267,  which  is  filed  in  the 
Department  of  Housing  and  Buildings  as  N.B.  Application 
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No.  201-1945,  they  obtained  from  the  bank  an  easement  of 
light,  air  and  view-in,  to  and  over  the  property  of  the  Bank 
at  11-13  West  51st  street,  giving  the  Haswin  Corporation 
the  right  to  light  and  air  above  the  bank’s  property  begin¬ 
ning  at  a  point  121  feet  above  the  datum  in  use  by  the 
Department  of  Borough  Works  of  the  City  of  New  York; 
that  for  this  reason  and  because  the  Haswin  Corporation 
used  its  easement  to  include  the  area  of  lot  26  (the  bank’s 
property)  in  figuring  the  area  of  its  tower,  the  application 
(by  Haswin  Corp.)  to  the  Dept,  of  Housing  and  Buildings, 
N.B.  Applic.  No.  201-1945  includes  lot  No.  26  and  lists  the 
bank  as  an  owner  and  the  present  application  by  the  Bank 
to  add  two  stories  originally  planned,  Alt.  Applic.  1759- 
1945  includes  in  addition  to  lot  26,  which  the  building  oc¬ 
cupies,  lots  Nos.  21-25,  inclusive,  Nos.  46-54,  inclusive, 
Nos.  54)4,  55  and  56  and  lists  the  Haswin  Corporation  as 
an  owner ;  that  the  Immer  Realty  Corp.,  whose  name  ap¬ 
pears  on  both  applications  as  an  owner,  owns  lot  No.  21  in 
block  1267,  which  is  not  included  in  either  building  but  is 
listed  because  its  owner  has  also  given  the  Haswin  Cor¬ 
poration  a  similar  easement  for  light  and  air ;  that  since 
the  bank  had  originally  planned  the  addition  of  two  stories 
now  contemplated  which  were  legal  under  the  zoning  regu¬ 
lations  of  1940  and  has  already  spent  a  considerable  sum 
of  money  for  these  two  additional  stories  by  including  in 
the  building  steel  columns  and  roof  slabs  sufficient  to  carry 
their  weight  and  will  not  be  adding  anything  to  the  actual 
height  of  the  existing  building  since  the  two  new  stories 
will  not  extend  above  the  existing  parapet  wall  on  51st 
street  and  since  the  new  building  to  be  erected  by  the  Has¬ 
win  Corporation  completely  encircles  the  Chemical  Bank 
building  on  the  west  and  north  and  is  to  be  permanent,  the 
proposed  two  stories  to  be  added  to  the  existing  Chemical 
Bank  building  will  not  bring  the  entire  height  of  the  build¬ 
ing  up  to  the  191  feet  previously  referred  to,  which  is  the 
height  at  which  the  right  of  the  Haswin  Corporation  to 
light  and  air  over  lot  No.  26  begins ;  that  the  easement  to 
the  Haswin  Corporation  is  a  recorded  document  and  will 
remain  in  force  even  though  the  Bank’s  property  should  be 
sold ;  and  since  none  of  the  owners  of  *properties  to  the 
north,  east,  south  or  west  have  any  objection  to  the  addi¬ 
tion  of  the  two  stories  in  question ;  that  it  is  therefore  re¬ 
quested  that  a  variance  be  granted  to  permit  the  addition 
of  the  two  stories  and  bulkheads  to  the  existing  building, 
in  accordance  with  plans  attached ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship  as  the  existing  already  covers  more  than  65%  “at  curb 
level.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  21  thereof 
as  to  objection  1  to  permit  the  building  to  be  constructed 
as  to  the  additional  floors  of  the  area  proposed  and  as  to 
objection  2,  provided  the  rear  wall  of  the  building  complies 
with  the  requirements  of  section  12,  subdivision  b-as  to  the 
width  of  the  rear  yard  at  the  rate  of  3  inches  per  foot  of 
height  figured  from  the  curb  level  up  to  the  main  roof 
beams  but  not  including  the  elevator  bulkhead ;  and  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  132-46-A. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

523-43-A 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee; 
for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners. 


SUBJECT — Appeal  restored  to  Calendar  March  26,  1946-— 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent  under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd 
street)  previously  granted  on  condition  in  connection 
with  Cal.  522-43-BZ. 

PREMISES  AFFECTED— 152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  44, 
47  and  68 ;  Block  4538,  Lots  1  and  18  and  Block; 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  E.  W.  Kleinert,  W.  W.  Wheeler 
and  E.  C.  Rouse. 

For  Opposition:  Sidney  Fertig,  John  Edmeier, 
Dudley  Warwick,  Dorothy  Busching,  Mary  E. 
Neeligan,  Josephine  C.  Niethamee  and  J.  Mulli¬ 
gan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board 
and  decision  without  further  argument. 

147 -46- A 

APPLICANT — Wabash  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 337-361  Carroll  street  (331-335 
displayed),  north  side,  230  ft.  east  of  Hoyt  street 
and  374-396  President  street  (2nd  floor)  ;  (Block 
444,  Lot  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  S.  Podowitz  and  L.  Anderson. 

For  Administration:  E.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  May  14,  1946,  at 
10  A.M.  for  inspection  by  Division  of  Combustibles, 
Fire  Dep’t. 

133-46-A 

APPLICANT — Henry  George  Greene,  for  William  C. 
Segal,  owner, 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 18  East  62nd  street,  south  side, 
95  ft.  west  of  Madison  avenue  (Block  1376,  Lot 
60),  Borough  of  Manhattan, 

APPEARANCES— 

For  Applicant :  Henry  G.  Greene. 

For  Opposition :  C.  S.  Phillips,  Harry  N.  French, 
Norman  MacDougall  and  P.  Syker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


65-37-A 

APPLICANT — Preferred  Oil  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  an  order  of 
the  fire  commissioner  re  Transportation  of  Fuel  Oil 
in  Tank  Truck  in  New  York  City. 

APPEARANCES— 

For  Applicant:  William  Goodman. 

For  Administration:  E.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . . . ; . 0 
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THE  RESOLUTION  (65-37-A) 

r 

Whereas,  this  appeal  from  an  order  of  the  fire  commis- 
sioner,  affecting  the  transportation  of  fuel  oil  in  a  tank 
truck  within  the  limits  of  the  City  of  New  York,  was 
granted  by  the  Board  on  March  30,  1937,  on  certain  condi¬ 
tions,  permit  extended  on  April  14,  1942  and  March  21,  1944, 
and  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  30,  1937, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“  .  .  .  and  in  no  event  beyond  one  (1)  year  from 
June  30,  1946." 


132-46-A 

APPLICANT — A.  Stewart  Walker,  for  Chemical  Bank 
and  Trust  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 11-13  West  51st  street,  north 
side,  250  ft.  west  of  5th  avenue  (Block  1267,  Lot 
26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Craig,  A.  Stewart  Walker. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  . 1 

THE  RESOLUTION  (132-46-A) 


Whereas,  A.  Stewart  Walker,  for  Chemical  Bank  and 
Trust  Company,  owner,  filed  February  21,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  11-13  West  51st  street,  north  side,  250  ft.  west 
of  5th  avenue  and  14-36  West  52nd  street  (Block  1267,  Lots 
21-26,  inc.  and  46-54,  inc.),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  13,  1946,  on  amendment  to  Alt.  Applic. 
1759-45,  reads : 

“3.  Stairs  should  be  enclosed  to  street  in  3  hour  par¬ 
titions.  Sec.  6.4.1.11  B.C.  &  6. 4.1.8. 1  B.C." 

4.  Stairs  from  upper  floors  should  be  separated  from 
cellar  stairs  as  per  sec.  6.4.1.8.2  B.C." 
and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories,  59  feet,  1  inch  in  height,  50  by  100  feet,  5  inches  in 
l  area  at  1st  floor,  50  by  90  feet,  5  inches  in  area  at  typical 
floor ;  Class  1  construction ;  erected  in  1941 ;  located  in  a 
retail  use,  B  area,  Class  1)4  height  district;  used  and  oc¬ 
cupied  since  1941- as  follows:  Cellar,  banking  and  safe  de¬ 
posit  vault,  14  persons ;  1st  floor,  bank,  29  persons;  2nd 
floor,  bank  offices,  33 .  persons ;  proposed  to  be  used  and 
occupied:  Cellar,  same;  1st  floor,  same;  2nd  floor,  same; 
3rd  floor,  bank  offices,  33  persons;  4th  floor,  bank  offices, 
33  persons.  The  building  is  equipped  with  an  interior  fire 
alarm  system,  two  3  ft.  8  inch  fireproof  stairs  equipped 
with  one-hour  test  self-closing  doors;  and 
Whereas,  the  applicant  contends  that  the  existing  stairs 
are  enclosed  in  3-hour  partitions  to  the  point  where  they 
,  discharge  on  the  main  floor;  that  the  stair  at  the  51st  street 
end  of  the  building  is  8  feet  from  the  main  entrance;  the 
stair  to  the  cellar  which  connects  through  the  cellar  with 
a  second  stair  at  the  rear  of  the  building  discharges  on  the 
main  floor  18  feet  from  the  51st  street  entrance;  that  since 
the  bank  is  a  single  occupancy  building  with  a  compara¬ 
tively  small  occupancy,  especially  on  the  upper  _  floors,  it  is 
requested  that  a  variance  be  granted  to  permit  the  stairs 
as  indicated  on  plans  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  Alt.  Applic.  1759-45,  be  and  it 
1  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 


granted  as  to  objections  3  and  4,  on  condition  that  the  stairs 
and  stair  enclosures  shall  be  maintained  substantially  as  pro¬ 
posed  ;  that  the  proposed  opening  to  the  proposed  new  build¬ 
ing  to  the  north  and  west  shall  have  a  lawful  opening  as 
an  additional  means  of  exit  from  the  first  floor  at  all  times 
during  office  hours;  and  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  other  than  as  modified  by  the 
Board  under  CaJ.  131-46-BZ. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL 

427-38-SA 

APPLICANT — Josam  Manufacturing  Co.,  owner. 

SUBJECT — Josam  Oil  Interceptor,  Models  G15,  G20,  G30, 
G40  and  G50  (reopened  December  4,  1945  re 
amendment  of  resolution). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Referred  to  Committee  on  Tests, 
for  drawing  necessary  to  make  the  cut  to  illustrate 
the  device  and  to  be  restored  to  calendar  as  soon  as 
the  drawing  for  the  cut  is  received. 


347-39-SM 

APPLICANT — Lone  Star  Cement  Corporation,  owner. 
SUBJECT — Application  reopened  December  18,  1945,  re 
Lone  Star  Portland  Cements,  Types  I,  II  and  III 
(Nazareth  Mill)  and  Types  I  and  III  (Hudson 
Mill),  approval  of. 

APPEARANCES— 

For  Applicant :  L.  McConnell,  Ernest  Gruenwald 
and  R.  J.  Johnson. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (347-39-SM) 

Whereas,  Lone  Star  Cement  Corporation,  owner,  filed  on 
March  18,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Lone 
Star  Portland  Cement  and  “Incor”  High  Early  Strength 
Portland  Cement ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
July  11,  1939,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  18,  1945  and  restored  to  the  calendar ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  8,  1946 

Re:  Cal.  347-39-SM 

Subject:  Lone  Star  Portland  Cements  Types  I,  II  and 
III  (Nazareth  Mill),  and  types  I  and  III 
(Hudson  Mill),  approval  of. 

On  July  11,  1939  the  Board  approved  Lone  Star  port- 
land  cement  and  “Incor”  high  early  strength  portland 
cement  as  manufactured  by  the  Lone  Star  Cement  Cor¬ 
poration  at  its  mills  located  at  Nazareth,  Pa.  and  Hud¬ 
son,  N.  Y. 

On  December  18,  1945  the  Board  reopened  this  appli¬ 
cation  at  the  request  of  the  applicant  for  the  purpose 
of  including  its  Type  II  portland  cement  as  manufac¬ 
tured  at  the  Nazareth  mill,  and  for  re-test  and  approval 
of  the  cements  previously  approved,  pursuant  to  the 
resolution  adopted  by  the  Board  July  27,  1945  under 
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Cal.  No.  464-45-GR,  pursuant  to  Section  C26-178.0,b  of 
the  Administrative  Building  Code  under  the  powers 
vested  in  the  Board  by  Section  C26-191.0  of  the  Ad¬ 
ministrative  Building  Code  for  use  in  New  York  City 
under  Section  C26-312.0,c,l,  as  superseded  by  resolution 
adopted  by  the  Board  July  27,  1945  under  Cal.  No.  464- 
45-GR  which  resolution  was  adopted  pursuant  to  the 
authority  vested  in  the  Board  by  Section  C26-189.0,c  of 
the  Administrative  Code. 

Process  of  Manufacture  of  Lone  Star  Type  I  port- 
land  cement,  Lone  Star  Type  II  portland  cement,  and 
Lone  Star  “Incor”  high  early  strength  Type  III  port- 
land  cement  at  the  applicant’s  Nazareth,  Pa.  plant: 

The  raw  materials  used  for  the  manufacture  of  these 
cements  are  natural  cement  rock  and  limestone  from  the 
quarry  property  adjacent  to  the  plant  site,  to  which  are 
added  small  amounts  of  sand  and  iron  ore  as  required. 
The  rock  after  quarrying  is  crushed  and  delivered  ac¬ 
cording  to  its  chemical  composition  to  bins  in  a  covered 
storage. 

The  rock  is  proportioned  from  the  bins  and  fed  to 
the  raw  grinding  department  over  accurate  weighing 
equipment.  The  ore  and  sand  are  added  as  required 
to  the  rock  stream  by  conveyors  which  are  interlocked 
electrically  with  the  weighing  equipment.  Grinding  is 
effected  by  the  “dry”  process  in  which  powdered  coal  is 
used  as  the  heating  medium.  The  grinding  equipment 
is  in  closed  circuit  with  air-mechanical  classifiers  which 
return  coarse  particles  to  the  system  and  maintain  a 
fineness  of  95%  passing  the  200  mesh  sieve.  The  ground 
material  is  stored  in  raw  blending  silos,  where  a  method 
of  blending,  transferring  and  reblending  develops  chem¬ 
ical  uniformity. 

Mix  of  desired  composition  is  fed  into  the  kilns, 
which  are  maintained  under  uniform  conditions  by  using 
instrumental  aids.  Pulverized  coal  is  fired  to  the  kilns 
at  a  uniform  rate  by  automatically  controlled  unit  pul¬ 
verizers  with  individual  blast-air  fans.  A  continuous 
record  of  data  is  kept.  Quenching  then  cools  the  clinker 
and  it  is  delivered  to  storage. 

The  clinker  is  fed  over  automatic  weighing  equip¬ 
ment  into  the  finish  grinding  department,  where  prede¬ 
termined  amounts  of  gypsum  are  introduced  by  a  pro¬ 
portioning  device  actuated  by  the  weighing  equipment. 
The  fineness  of  grinding  is  controlled  by  air-mechanical 
classifiers.  The  finished  cement  is  then  pumped  to  large 
storage  silos  from  which  it  is  packed  in  either  cloth  or 
paper  bags  or  loaded  in  bulk. 

Process  of  Manufacture  of  Lone  Star  Type  I  port- 
land  cement  and  Lone  Star  “Incor”  high  early  strength 
Type  III  portland  cement  at  the  applicant’s  Hudson, 
N.  Y.  mill: 

These  cements  are  made  in  a  “wet”  process  plant 
using  limestone  and  clay  as  raw  materials.  The  lime¬ 
stone  is  quarried  close  to  the  plant  site.  After  crush¬ 
ing  it  is  taken  into  covered  storage  and  piled  according 
to  its  chemical  composition.  Clay  is  dug  at  the  plant, 
washed  and  stored  in  large  basins.  Controlled  propor¬ 
tions  of  water  and  clay  are  combined  with  the  blended 
rock  from  storage  for  grinding.  The  product  of  the 
grinding  units  is  a  thin  slurry  which  is  delivered  to 
blending  tanks.  Through  a  system  of  pumping  and 
thorough  mixing  by  air  and  mechanical  agitation,  a 
uniform  chemical  balance  is  maintained.  The  blended 
mix  is  pumped  to  storage  tanks  from  which  it  is  fed 
into  slurry  filters,  preceding  the  kilns,  which  partially 
dewater  the  slurry  and  deliver  it  to  the  kilns  as  a  filter 
cake. 

The  kilns  are  operated  under  uniform  conditions  with 
instrumental  aids.  Pulverizer  coal  is  fired  to  the  kilns 
at  a  uniform  rate  by  automatically  controlled  unit  pul¬ 
verizers  with  integral  blast-air  fans.  A  continuous  rec¬ 
ord  of  kiln  revolutions,  production,  burning  temperatures 
and  other  essential  data  is  kept.  Clinker  discharged 
from  the  kilns  is  air-quenched  and  delivered  to  large 
storage  bins.  The  clinker  is  weighed  into  the  finish 


grinding  department  where  predetermined  amounts  of 
gypsum  are  proportioned  with  it.  The  fineness  of  grind¬ 
ing  is  controlled  by  air-mechanical  classifiers.  The  fin¬ 
ished  cement  is  then  conveyed  to  storage.  Semi-auto¬ 
matic  packing  machines  fill  either  paper  or  cloth  bags 
with  a  net  capacity  of  94  pounds.  Cement  is  also  loaded 
in  bulk  cars  directly  from  the  silos. 

Controls  of  Manufacturing  process  of  Lone  Star  Type 
I  portland  cement,  Lone  Star  Type  II  portland  cement 
and  Lone  Star  “Incor”  Type  III  portland  cement  at 
the  Nazareth  mill : 

The  entire  manufacturing  process  is  under  constant 
chemical  physical  control.  Quarry  rock  is  sampled 
during  drilling  and  analyzed.  While  filling  the  raw 
blending  silos,  fineness  of  grind  and  calcium  carbonate 
content  are  checked  by  samples  taken  from  automatic 
samplers  every  \l/2  hour.  Calcium  carbonate  determina¬ 
tions  are  repeated  every  3  hours  on  the  blended  raw 
material,  as  it  is  released  for  kiln  feed.  Clinker  sam¬ 
ples  are  taken  for  inspection.  During  the  grinding  of 
the  clinker,  fineness  and  setting  time  are  determined 
at  \l/2  hour  frequency.  Tensile  and  compressive  strength 
tests,  soundness  tests  and  complete  chemical  analyses 
are  made  daily.  Samples  are  again  taken  when  the 
cement  is  loaded  for  shipment,  on  which  setting  time 
and  fineness  are  checked.  The  individual  car  samples 
are  stored  in  air-tight  containers  for  30  days. 

Controls  of  Manufacturing  process  of  Lone  Star  Type 
I  portland  cement  and  Lone  Star  “Incor”  Type  III 
Portland  cement  at  the  Hudson  Mill :  ' 

The  entire  manufacturing  process  is  under  24  hour 
laboratory  control.  Prospecting  and  depletion  maps 
of  rock  and  clay  reserves  are  maintained  with  per¬ 
tinent  chemical  and  geological  data.  Calcium  carbonate 
content  and  fineness  of  raw  slurry  are  checked  hourly 
as  blending  basins  are  being  filled.  After  correction  and 
thorough  agitation,  full  basins  are  checked  for  calcium 
carbonate  content  before  contents  are  released  to  aux¬ 
iliary  storage  and  filter  feed  basins.  The  calcium  car¬ 
bonate  balance  in  the  filter  cake  is  maintained  within 
0.2%.  Samples  of  clinker  and  cement  are  collected  ev- 
,  ery  2  hours.  Fineness  and  setting  time  are  determined 
at  this  frequency.  Tensile  and  compressive  strength 
tests,  soundness  tests  and  complete  chemical  analyses 
are  made  on  daily  average  samples  of  cement  produc¬ 
tion.  Samples  are  again  taken  when  the  cement  is 
loaded  for  shipment,  on  which  setting  time  and  fine¬ 
ness  are  checked.  The  individual  car  samples  are  stored 
for  30  days. 

Samples  were  selected  of  these  products  and  physical 
and  chemical  analyses  conducted  at  the  applicant’s 
Nazareth,  Pa.  mill  in  the  presence  of  Commissioner 
Charles  M.  Blum  and  Mr.  Hugh  P.  Fox  of  the  En¬ 
gineering  Staff  of  the  Board  as  representatives  of  the 
Committee  on  Tests  with  the  following  results: 

LONE  STAR  TYPE  I  PORTLAND  CEMENT 
As  Manufactured  at  the  Nazareth  Mill 

Chemical  Analysis  and  Potential  Compounds 

Test  Results  ASTM  C150-44 


Silica  (Si02) 

20.64 

Alumina  (A1203) 

6.99 

Ferric  Oxid  (Fe203) 

2.33 

Calcium  Oxide  (CaO) 

63.46 

Magnesia  (MgO) 

3.43 

5.00 

Sulph.  Anhydride  (S03) 

1.72 

2.00 

Loss  on  Ignition 

0.56 

3.00 

Tri-Cal-Silicate  (C3S) 

46.2 

Di-Cal-Silicate  (C2S) 

24.4 

Tri-Cal-Aluminate  (C3A) 

14.4 

Tetra-Cal-Al-Ferrite 

(C4AF) 

7.1 
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3  :20  hrs.  Not  less  than  60  min. 
5  :20  “  Not  more  than  10  hr. 
0.19  0.50 


Physical  Tests 

Test  Results  ASTM  C150-44 

Setting  Time  (Gilmore)  : 

Initial 
Final 

%  Autoclave  Expansion 
Spec.  Surface 
cm2/gm  (Wagner  1820  1600 

Compressive  Strength — 2"  Cubes — P.S.I. 
(Average  of  6  Specimens) 

Method:  ASTM  C109 

W/C  =  .52  by  Wt.  Flow  =  112% 

Test  Results  ASTM  Cl 50-44 


Age  3  Days 
Spec.  No. 


Age  7  Days 
Spec.  No. 


1.. 

2.. 

3.. 

4.. 

5.. 

6.. 


Age  28  Days 

Spec.  No.  1. 

2. 

3. 

4. 

5. 

6. 


1720 

Defective 

1670 

1625 

1655 

1526 

Avg.  1638  Avg.  900 

3050 

3000 

2850 

3000 

2950 

3100 


Silica  (Si02) 

Alumina  (A1203) 

Ferric  Oxide  (Fe203) 

Calcium  Oxide  (CaO) 

Magnesia  (MgO) 

Sulph.  Anhydride  (S03) 

Loss  on  Ignition 
Tri-Cal-Silicate  (C3S) 

Di-Cal-Silicate  (C2S) 

Tri-Cal-Aluminate  (C3A) 

Tetra-Cal-Al-Ferrite 
(C4AF)  ' 

Physical  Tests 
Test  Results 

Setting  Time  (Gilmore)  : 

Initial  3  :30  hrs.  Not  less  than  60  min. 


21.52 

21.0 

5.10 

6.0 

4.50 

6.0 

62.26 

3.66 

5.0 

1.83 

2.0 

0.85 

3.0 

43.9 

50 

28.6 

5.9 

8 

13.7 

ASTM  Cl 50-44 


Final 

%  Autoclave  Expansion 
Spec.  Surface 
cm2/gm  (Wagner) 


5:50 

0.130 


1850 

Compressive  Strength — 2" 


Not  more  than  10  hr. 
1700 

Cubes— P.S.I. 


Avg.  2992  Avg.  1800 

4900 

4650 

5150 

4830 

4675 

4775 

Avg.  4833  Avg.  3000 


(Average  of  6  Specimens) 

Method :  ASTM  C109 

W/C  =  .51  by  Wgt.  Flow  =  114% 

Test  Results  ASTM  C150-44 

Age  3  Days 
Spec.  No. 


Tensile  Strength 
Average  of  6  Specimens) 

Method:  ASTM  C109 
Normal  Consistency  =  24.0% 

Test  Results  ASTM  C150-44 


Age  7  Days 
Spec.  No. 


Age  3  Days 
Spec.  No. 


1. 

2.. 

3. 

4., 

5. 

6. 


Age  7  Days 

Spec.  No.  1 . 

2. 

3. 

4. 

5. 

6. 


Age  28  Days 
Spec.  No.  1 . 

2. 

3. 

4. 

5. 

6. 


275 

295 

280 

295 

300 

295 

Avg.  290  Avg.  150 

430 

390 

380 

455 

415 

390 

Avg.  410  Avg.  275 

480 

450 

470 

485 

445 

460 

Avg.  465  Avg.  350 


Age  28  Days 
Spec.  No. 


1.... 

1595 

2.... 

1612 

3.... 

1620 

4.... 

1592 

5.... 

1645 

6. . . . 

1690 

Avg. 

1626 

Avg 

1.... 

2925 

2.... 

2975 

3.... 

3000 

4.... 

2800 

/ 

5.... 

2825 

6.... 

2750 

Avg. 

2879 

Avg. 

s 

1.... 

4950 

2.... 

5050 

3.... 

5150 

4.... 

5225 

5.... 

5075 

6.... 

5225 

Avg. 

5112 

Avg. 

750 


3000 


Tensile  Strength — P.S.I. 
(Average  of  6  specimens) 

Method:  ASTM  C109 
Normal  Consistency  —  24.0% 


Age  3  Days 
Spec.  No. 


1.. 

2. 

3. 

4. 

5. 

6. 


Test  Results  ASTM  C150-44 

290 
320 
•  325 
290 
305 
300 

Avg.  305  Avg.  125 
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Test 

Results 

ASTM  Cl 50-44 

Age  7  Days 

Spec. 

No. 

1.... 

400 

2.... 

365 

3.... 

375 

4.... 

445 

5.... 

380 

6.... 

390 

Avg. 

393 

Avg. 

250 

Age  28 

Days 

Spec. 

No. 

1.... 

480 

2.... 

520 

3.... 

485 

4.... 

460 

5.... 

510 

6.... 

485 

Avg. 

490 

Avg. 

325 

LONE  STAR  “INCOR”  HIGH  EARLY 
STRENGTH  TYPE  III  'PORTLAND  CEMENT 

As  Manufactured  at  the  Nazareth  Mill 
Chemical  Analysis  and  Potential  Compounds 

Test  Results  ASTM  C150-44 


Silica  (Si02) 

19.64 

Alumina  (A1203) 

6.71 

Ferric  Oxide  (Fe203) 

2.45 

Calcium  Oxide  (CaO) 

63.41 

Magnesia  (MgO) 

3.47 

5.0 

Sulph.  Anhydride  (S03) 

2.35 

2.5 

Loss  on  Ignition 

0.98 

3.0 

Tri-Cal-Silicate  (C3S) 

53.5 

Di-Cal-Silicate  (C2S) 

16.0 

Tri-Cal-Aluminate  (C3A) 

13.6 

15. 

Tetra-Cal-Al-Ferrite  (C4AF)  7.5 

Physical 

Tests 

Tests  Results  ASTM  C150-44 
Setting  Time  (Gilmore)  : 

Initial  2  :00  hrs.  Not  less  than  60  min. 

Final  4:10  “  Not  more  than  10  hr. 

%  Autoclave  Expansion  0.145  0.50 

Spec.  Surface 

cm2/gm  (Wagner)  2500 

Compressive  Strength — 2"  Cubes — P.S.I. 
(Average  6  Specimens) 

Method:  ASTM  C109 

W/C  =  .52  by  Wgt.  Flow  —  112% 


Test  Results 

ASTM  C150-44 

Age  1  Day 

Spec.  No. 

1.... 

1710 

2.... 

1715 

3.... 

1775 

4.... 

1755 

5.... 

1740 

6.... 

1745 

Avg. 

1740 

Avg. 

1250 

Age  3  Days 

Spec.  No. 

1.... 

3450 

2.... 

3400 

3.... 

3400 

4.... 

3700 

5.... 

3500 

6.... 

3650 

Avg. 

3517 

Avg. 

2500 

Age  7  Days 

Spec.  No.  1 _ 

5100 

2.... 

5175 

3.... 

5250 

4.... 

5475 

5.... 

5350 

6.... 

5375 

Avg.  5287 

Age  28  Days 

Spec.  No.  1 _ 

5675 

2.... 

6200 

3.... 

6250 

4.... 

5625 

5.... 

6475 

6.... 

5450  higher 

-  than 

Avg.  5946  3  Days 

Tensile 

Strength — P.S.I. 

(Average 

of  6  Specimens) 

Method:  ASTM  C109 

Normal  Consistency  = 

26.0% 

Test  Results  ASTM  C150-44 

Age  1  Day 

Spec.  No.  1 _ 

345 

2.... 

370 

3.... 

315 

4.... 

290 

5.... 

300 

6.... 

330 

Avg.  325  Avg.  275 

Test  Results  ASTM  C150-44 

Age  3  Days 

Spec.  No.  1 _ 

450 

2.... 

425 

3.... 

475 

4.... 

450 

5.... 

390 

6.... 

410 

Avg.  433  Avg.  375 

Age  7  Days 

Spec.  No.  1 _ 

490 

2.... 

550 

3.... 

530 

4.... 

510 

5.... 

525 

6.... 

470 

Avg.  512 

Age  28  Days 

Spec.  No.  1 _ 

540 

2.... 

480 

3.... 

560 

4.... 

490 

5.... 

525 

6.... 

520  higher 

-  than 

Avg.  519  3  Days 
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LONE  STAR  TYPE  I  PORTLAND  CEMENT 

As  Manufactured  at  the  Hudson  Mill 
Chemical  Analysis  and  Potential  Compounds 

Test  Results  ASTM  050-44 


Silica  (Si02) 

22.43 

Alumina  (A1203) 

5.01 

Ferric  Oxide  (Fe203) 

3.54 

Calcium  Oxide  (CaO) 

64.70 

Magnesia  (MgO) 

1.43 

5.0 

Sulph.  Anhydride  (S03) 

1.72 

2.0 

Loss  on  Ignition 

0.69 

3.0 

Tri-Cal-Silicate  (C3S) 

49.2 

Di-Cal-Silicate  (C2S) 

27.3 

Tri-Cal-Aluminate  (C3A) 

7.3 

Tetra-Cal-Ferrite  (C4AF) 

10.8 

Physical  Tests 

Test  Results  ASTM  C150-44 

Setting  Time  (Gilmore)  : 

Initial  3  :35  hrs.  Not  less  than  60  min. 

Final  5:52  “  Not  more  than  10  hr. 

%  Autoclave  Expansion  .032  0.50 

>r\pr'  Snrfarp 

cm'Vgm  (Wagner)  1765  1600 


Compressive  Strength — 2"  Cubes — P.S.I. 
(Average  of  6  Specimens) 

Method:  ASTM  C109 

W/C  =  .50  by  Wgt.  Flow  =  111% 

Test  Results  ASTM  C150-44 

Age  3  Days 
Spec. 


Age  7 
Spec. 


Spec. 


No. 

1.... 

1610 

2.... 

1450 

3....# 

1475 

4.... 

1410 

5.... 

1430 

6.... 

1440 

Avg. 

1469 

Days 

No. 

1.... 

2650 

2.... 

2550 

3.... 

2550 

4.... 

2575 

5.... 

2500 

6.... 

2700 

Avg. 

2587 

Days 

No. 

1.... 

4200 

2.... 

4225 

- 

3.... 

4200 

4. ... 

4175 

5 . 

4075 

6.... 

4275 

Avg. 

4192 

Avg.  900 


Avg.  1800 


Avg. 

Tensile  Strength — P.S.I. 
(Average  of  6  Specimens) 

Method:  ASTM  C109 
Normal  Consistency  =  22.0% 


3000 


Test  Results  ASTM  050-44 

Age  3  Days 


Spec.  No.  1 _  280 

2.. ..  300 

3.. ..  320 

4.. ..  290 

5.. ..  305 

6.. ..  325 


Age  7  Days 

Spec.  No.  1 _  425 

2.. ..  415 

3.. ..  370 

4.. ..  •  370 

5.. ..  340 

6.. ..  375 


Avg.  383  Avg.  275 


Age  28  Days 

Spec.  No.  1 _  450 

2.. ..  495 

3.. ..  480 

4.. ..  450 

5.. ..  505 

6.. ..  485 


Avg.  477  Avg.  350 


LONE  STAR  “INCOR”  HIGH  EARLY 
STRENGTH  TYPE  III  PORTLAND  CEMENT 


As  Manufactured  at 

the  Hudson 

Mill 

Chemical  Analysis  and 

Potential  Compounds 

Silica  (Si02) 

20.86 

Alumina  (A1203) 

4.90 

Ferric  Oxide  (Fe203) 

3.60 

Calcium  Oxide  (CaO) 

65.66 

Magnesia  (MgO) 

1.32 

Sulph.  Anhydride  (S03) 

2.30 

Loss  on  Ignition 

0.74 

Tri-Cal-Silicate  (C35) 

64.1 

Di-Cal-Silicate  (C2S) 

11.6 

Tri-Cal-Aluminate  (C3A) 

6.9 

15 

Tetra-Cal-Ferrite  (C4AF) 

10.9 

Physical  Tests 

Test  Results  ASTM  050-44 

Setting  Time  (Gilmore)  : 

Initial  2 :33  hrs.  Not  less  than  60  mins. 

^  Final  4 :25  “  Not  more  than  10  hr. 

%  Autoclave  Expansion  .021  0.50 

Spec.  Surface 

cm2/gm  (Wagner)  2600 


Compressive  Strength — 2"  Cubes — P.S.I. 
(Average  of  6  Specimens) 


Flow  =  112% 


Method:  ASTM  009 
W/C  =  .50  by  Wgt. 

Age  1  Day 

Spec.  No.  1 _ 

2.... 

3.. .. 

4.. .. 

5.. .. 

6.. .. 

Avg. 

Age  3  Days 
Spec.  No.  1 . . . . 

2.... 

3.. .. 

4.. .. 

5.. .. 

6.. .. 

Avg. 


Test  Results  ASTM  050-44 

2020 

2000 

2030 

1995 

1995 

2050 


2015  Avg.  1250 


3750 

3775 

3700 

3550 

3600 

3600 


3662  Avg.  2500 


Avg.  303 


Avg.  150 
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Age  7  Days 


Spec. 


Age  28 
Spec. 


No.  1.... 

2.... 

3.. .. 

4.. .. 

5.. .. 

6.. .. 

Avg. 

Days 

No.  1.... 

2.... 

3.. .. 

4.. .. 

5.. .. 

6.. .. 

Avg. 


4800 

4775 

4650 

4875 

4825 

4850 

4796 

6075 

6225 

6375 

6275 

5975 

5925 

higher 

than 

6142 

3  Days 

Tensile  Strength — P.S.I. 

(Average  of  6  Specimens) 

Method:  A  STM  C109 
Normal  Consistency  =  26.0% 

Test  Results  ASTM  C150-44 

Age  1  Day 


Spec.  No. 

1.... 

355 

2.... 

350 

3.... 

320 

4.... 

380 

5.... 

345 

6.... 

330 

Avg. 

347 

Avg.  2\ 

Age  3  Days 

Spec.  No. 

1.... 

460 

2.... 

440 

3.... 

420 

4.... 

450 

5.... 

470 

6.... 

415 

Avg. 

442 

Avg.  3 

Age  7  Days 

Spec.  No. 

1.... 

510 

2.... 

505 

3.... 

505 

4.... 

555 

• 

5.... 

450 

6.... 

505 

Avg. 

505 

Age  28  Days 

Spec.  No. 

1.... 

580 

2.... 

510 

3.... 

570 

4.... 

525 

5.... 

640* 

6.... 

510 

higher 

than 

Avg. 

556 

3  Days 

*  Rejected,  exceeds  15%  of  average 


RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  it  is  recommended 
that  Lone  Star  Type  I  Portland  cement  as  manufactured 
at  the  applicant’s  mills  at  Nazareth,  Pa.  and  Hudson, 
N.  Y.  be  approved  for  use  as  Type  I  Portland  cement; 
that  Lone  Star  Type  II  Portland  cement  as  manufac¬ 
tured  at  the  applicant’s  Nazareth,  Pa.  mill  be  approved 
for  use  as  Type  II  Portland  cement,  and  that  Lone  Star 
“Incor”  high-early  strength  cement  as  manufactured  at 
the  applicant’s  Nazareth,  Pa.  and  Hudson,  N.  Y.  mills 


be  approved  for  use  as  Type  III  Portland  cement  as 
meeting  the  requirements  of  Section  C26.312.0,c,l  of 
the  Administrative  Building  Code  as  superseded  by 
General  Resolution  464-45-GR  for  use  in  New  York 
City  pursuant  to  Section  C26-191.0  of  the  Administra¬ 
tive  Code  and  as  required  by  Section  C26-178.0,b  of  the 
Administrative  Building  Code,  provided  the  applicant 
shall  file  monthly  mill  test  reports  of  the  physical  and 
chemical,  analysis,  certified  by  the  applicant’s  chief 
chemists  at  each  mill ;  that  the  type  of  cement  be  legally 
marked,  and  that  each  bag  or  container  be  marked, 
tagged  or  labeled  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  347-39-SM,”  including  the  specific  type  of  cement 
and  when  marketed  in  bulk  for  use  in  New  York  City 
the  bills-of-lading  shall  be  similarly  marked. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  11,  1939,  in  accordance 
with  the  report  of  the  Committee  on  Tests,  dated  March  8, 
1946. 

■■  -  ■  ■■  —  ■■  ■ 

271-45-SM 

APPLICANT — Lone  Star  Cement  Corporation,  owner. 
SUBJECT — Lone  Star  Masonry  Cement,  approval  of. 
APPEARANCES— 

For  Applicant :  L.  McConnell,  Ernst  Gruenwald 
and  R.  J.  Johnson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (271-45-SM) 

Whereas,  Lone  Star  Cement  Corporation,  owner,  filed  on 
May  5,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Lone 
Star  Masonry  Cement;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  8,  1946 

Re:  Cal.  271-45-SM 

Subject:  Lone  Star  Masonry  cement,  approval  of. 

On  May  5,  1945,  the  Lone  Star  Cement  Corporation 
filed  an  application  for  approval  of  Lone  Star  Masonry 
cement  as  manufactured  at  the  applicant’s  Nazareth,  Pa., 
mill  pursuant  to  the  requirements  of  Section  C-26-178.0,b 
of  the  Administrative  Buliding  Code  pursuant  to  the 
authority  granted  to  the  Board  by  Section  C26-191.0 
of  the  Administrative  Building  Code  for  use  of  this 
material  as  meeting  the  requirements  of  Section  C26- 
314.0  for  use  in  “other  mortars”  and  Section  C26-312.0, 
C,2  as  a  masonry  cement. 

Manufacturing  Process : 

Lone  Star  Masonry  cement  is  manufactured  at  the 
Nazareth,  Pa.,  plant  by  grinding  a  properly  proportioned 
mixture  of  Type  I  Portland  cement  clinker  (manufac¬ 
tured  as  described  in  Cal.  347-39-SM),  limestone  and 
gypsum.  Minor  additions  of  other  materials  (less  than 
0.5%)  are  made  to  improve  plasticity  and  water  re- 
pellency.  A  volumetrically  proportioned  mixture  of 
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clinker  and  limestone  is  delivered  to  the  grinding  mills 
by  automatic  weighing  equipment.  A  feeder  accentu¬ 
ated  by  this  weighing  equipment  delivers  gypsum  in 
required  quantities  into  the  stream  of  mixed  clinker  and 
limestone.  The  minor  ingredients  are  added  at  the 
same  frequency.  After  grinding  the  finished  cement  is 
conveyed  to  large  storage  silos  from  which  it  is  packed 
for  shipment. 

Controls. 

During  the  grinding,  suitable  tests  are  made  at  V/2 
hour  intervals  on  samples  of  the  semi-finished  and  fin¬ 
ished  products  to  assure  uniformity  of  proportioning, 
fineness  and  setting  time.  Daily  average  samples  are 
tested  for  setting  time,  fineness,  soundness,  water  re¬ 
tention,  compressive  strength  and  chemical  analyses. 
Water  repellency  tests  are  also  made.  Samples  are 
again  taken  when  the  cement  is  loaded  for  shipment,  on 
which  setting  time  and  fineness  are  checked.  The  indi¬ 
vidual  car  samples  are  stored  in  air-tight  containers 
for  30  days. 


Test  Results  ASTM.,D.,C91-44T 

At  Age — 3  Days 
1610 
1450 
1475 
1410 
1430 
1440 


Avg.  1469 

At  Age — 7  Days 
2500 
2625 
2625 
2550 
2550 
2575 


Tests : 

Samples  of  Lone  Star  Masonry  cement  were  selected 
at  the  mill  and  both  physical  and  chemical  analyses  were 
conducted  at  the  laboratory  of  the  applicant’s  Nazareth, 
Pa.,  mill  in  the  presence  of  Commissioner  Charles  M. 
Blum  and  Mr.  Hugh  P.  Fox  of  the  Engineering  Staff 
of  the  Board  as  representatives  of  the  Committee  on 
Tests  with  the  following  results: 

Chemical  Analysis 


Avg.  2556  Avg.  400 

At  Age — 28  Days 
3250 
3125 
3250 
3125 
3075 
3275 


Silica  (Si02) 

14.07% 

Alumina  (A 1203) 

3.87 

Ferric  Oxide  (Fe203) 

1.53 

Calcium  Oxid  (CaO) 

58.87 

Magnesia  (MgO) 

2.47 

Sulph.  Anhydride  (S03) 

1.57 

Loss  on  Ignition 

17.09 

Physical  Tests 

Test  Results  ASTM.,D,C91-44T 

Fineness : 

%  passing  200 

mesh  sieve  99.4 

Soundness : 

%  Expansion  0.086 

Steamed  OK  OK 

Setting  Time  (Gilmore)  : 

Initial  3  hrs.,  20  min.  60  min.  minimum 

Final  5  hrs.,  10  min.  24  hrs.  maximum 

Tensile  Strength — Lbs.  per  sq.  in.  (Average  of  6  speci¬ 
mens  prepared  in  accordance  with  ASTM.,D.,C91- 
40,  par.  21(a)  and  (b)  as  tested: 


At  Age 

At  Age 

At  Age 

3  Days 

7  Days 

28  Days 

265 

340 

320 

275 

300 

325 

265 

310 

340 

265 

340 

395 

260 

295 

320 

250 

310 

370 

Avg.  263 

Avg.  316 

Avg.  345 

Compressive  Strength — Lbs.  per  sq.  in.  (Average  of  6 
specimens  prepared  in  accordance  with  ASTM.,D., 
C91-44T,  par.  23(a)  : 


Avg.  3183  Avg.  750 

Water  Retention 

(110%  Flow)  86.4%  70%  minimum 

Water  Repellency  0.26% 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  results  of  the  physical 
and  chemical  analyses  it  is  recommended  that  Lone 
Star  Masonry  cement  as  manufactured  by  the  Lone 
Star  Cement  Corporation  at  the  Nazareth,  Pa.,  mill  be 
approved  under  the  power  vested  in  the  Board  by  Sec¬ 
tion  C29-191.0a,  for  use  in  New  York  City  as  Masonry 
cement  under  Section  C26-312.0,c,2  and  in  “other  mor¬ 
tars”  pursuant  to  Section  C26-314.0,a  and  in  place  of 
cement  mortars  pursuant  to  Section  C25-314.0,b  when 
cement  mortars  are  not  specifically  required  and  in 
place  of  cement  lime  mortars  pursuant  to  Section  C26- 
314.0,c  of  the  Administrative  Building  Code,  provided 
the  applicant  shall  file  monthly  mill  test  reports  of 
physical  and  chemical  analyses  certified  by  its  Chief 
Chemist  at  the  Nazareth,  Pa.,  mill,  and  that  material 
be  packed  in  paper  or  cloth  bags  of  70  pounds  capacity 
each,  and  that  each  bag  be  marked,  stamped  or  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  as  a  masonry  cement  under 
Cal.  271-45-SM”. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner , 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Lone  Star  Masonry 
Cement  in  accordance  with  the  above  report. 
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33-46-SA 

APPLICANT — I.  Imre  Chairman,  for  Industrial  Oven 
Division  of  Stebbins  Engineering  Co.,  owner. 
SUBJECT — Stebbins  Indirect  Gas-Fired  Air  System, 
Types  A,  B,  C  and  E  (Immersion  Fired  Extended 
Fin  Surface)  for  Ovens,  approval  of. 
APPEARANCES— 

For  Applicant:  I.  Imre  Chairman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (33-46-SA) 

Whereas,  I.  Imre  Chairman,  for  Industrial  Oven  Divi¬ 
sion  of  Stebbins  Engineering  Co.,  owner,  filed  on  January 
17,  1946,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  Stebbins 
Indirect  Gas-Fired  Air  System,  Types  A,  B,  C  and  E  (Im¬ 
mersion  Fired  Extended  Fin  Surface)  for  Ovens ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

March  21,  1946 

Re:  Cal.  33-46-SA 


Subject :  Stebbins  Indirect  Gas-Fired  Air  System, 
Types  A,  B,  C  and  E  (Immersion  Fired  Ex¬ 
tended  Fin  Surface)  for  Ovens,  Approval  of. 

The  Industrial  Oven  Division  of  the  Stebbins  En¬ 
gineering  Co.  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Stebbins  In¬ 
direct  Gas-Fired  Air  System,  Types  A,  B,  C  and  E, 
(Immersion  Fired  Extended  Fin  Surface)  for  Ovens, 
under  provisions  of  C26-178-0,b  and  Article  12  Heating 
Appliances,  Construction  and  Chimneys  of  the  Admin¬ 
istrative  Building  Code  and  the  Rules  and  Regulations 
concerning  the  use  of  equipment  for  spraying  of  paint, 
Varnishes,  Lacquers  and  other  flammable  surface  coat¬ 
ings  and  the  storage  of  such  materials. 


DESCRIPTION 

This  system  is  an  indirect  gas  fired  heating  unit  and 
oven  exhaust  system  for  an  oven  9'  high  (not  furnished 
by  applicant)  for  baking  finishes  on  metal  parts  at  a 
temperature  of  275°  F.  The  heating  units  are  of  the  ex¬ 
tended  fin  radiator  type,  consisting  of  seamless  steel  pipe 
on  which  are  fastened  steel  fins.  The  fins  increase  the 
radiation  from  the  pipe  giving  quick  pick  up  of  tempera¬ 
ture  in  the  oven  and  greater  efficiency.  The  burners 
are  blast  burners,  and  the  combustion  air  is  supplied  by 
a  motor  driven  blower.  Thorough  mixing  of  the  gas 
and  air  and  the  design  of  the  burners  produce  sharp 
flames  having  the  characteristics  necessary  for  efficient 
immersion  firing.  The  burners  are  of  special  design 
and  adopted  for  use  of  any  gas.  They  are  manifolded  to 
a  common  manifold.  The  burners  are  equipped  with 
nozzles  of  approved  type  (American  Gas  Association) 
and  made  by  the  Sellers  Eng.  Co.,  Chicago.  These  blast 
immersion  nozzles  are  immersion  fired  with  one  center 
opening  7/16"  plus  or  minus,  and  this  porthole  (center) 
is  concentrically  ringed  with  3  small  holes  1/32"  to 
shoot  the  flame  which  is  long  and  jet  like  through  the 
fin .  type  steel  heater  without  touching  any  part  of  it. 
This  arrangement  excludes  overheating  to  cherry  red  of 
the  tubes  and  no  fire  can  possibly  start  on  the  outside. 
The  flue  gases  make  a  single  pass  thru  extended  fin 
firing  tubes  and  collects  in  a  common  header  from 
which  it  is  removed  to  the  outdoor  by  gravity  stack. 

Safety  : 

Controls :  Consist  of  the  following :  Automatic  reg¬ 
ulation  of  air  temperature  in  the  oven  and  protection 


against  runner  pilot  and  gas  supply  failure.  The  air 
temperature  in  the  oven  is  controlled  by  an  indicating 
controlling  thermostat.  The  burner  circuit  contains  one 
(1)  constant  pilot  which  remains  on  during  the  day 
and  night,  and  a  runner  pilot  which  is  on  while  the 
oven  is  in  operation.  The  runner  pilot  is  protected  by 
a  thermal  element  switch  which  in  case  of  pilot  failure 
will  shut  off  the  gas  supply  to  the  main  burners.  When 
the  thermostat  calls  for  heat,  the  burner  blower  motor 
starts ;  and  an  air  flow  switch  on  the  suction  side  opens 
the  main  gas  solenoid  valve.  The  runner  pilot  gas 
solenoid  valve  opens  by  throwing  in  the  control  circuit 
switch  when  starting  the  oven.  ■•'/ 

The  Models  are  as  follows : 

Type  A  space  heater  (no  exhaust  fan) 

Type  B  Heating  system  installed  in  box  ovens 

Type  C  Heating  system  installed  in  conveyor 
ovens 

Type  E  external  indirect  fired  heating  system  for 
ovens  and  dryers. 

The  controls  are  as  folloivs: 

1.  Indicating  Controlling  Thermostat 

By  Partlow  Corp.,  15  Park  PL,  N.  Y. 

2.  Magnetic  Gas  Solenoid  Valves 

By  Magnatrol  Co.,  New  York,  N.  Y. 

3.  Thermoswitch  91100°  F.  (Closes  on  tempera¬ 

ture  rises) 

By  Fenwall  Inc.,  Ashland,  Mass. 

4.  Air  Flow  Switches 

By  Gas  Appliance  Co.,  Woodside,  L.  I. 

INSPECTION  &  TEST 

The  Type  E,  system  of  the  Stebbins  Indirect  Gas 
Fired  Air  System  was  inspected  and  tested  at  460  W. 
34th  St.,  present  were  Commissioner  C.  M.  Blum  and 
Chief  Engineer  L.  V.  Huber  of  the  Board  of  Standards 
and  Appeals,  Inspector  G.  Sklenerik  of  the  Division  of 
Combustibles,  Fire  Department,  I.  Imre  Chairman  of 
the  Manufacturers.  The  gas  fired  system  was  put  in 
operation  and  after  certain  main  changes  were  made 
and  a  solenoid  valve  supplied  for  gas  line :  was  found 
to  function  as  designed. 


RECOMMENDATION 

On  the  basis  of  inspection  and  test;  the  Committee  on 
Test  recommends  the  approval  under  C26-191-Oa  of 
the  Stebbins  Indirect  Gas  Fired  Air  System,  Types  A, 
B,  C,  and  E  for  use  in  New  York  City,  provided;  that 
the  ovens  and  appurtenances  are  installed  in  accordance 
with  the  requirements  of  Article  12  of  the  Administra¬ 
tive  Building  Code  and  the  Rules  of  the  Board  of  Stan¬ 
dards  and  Appeals  and  provided  further  that  each  oven 
installed  shall  bear  a  label,  permanently  affixed ;  read¬ 
ing  “Approved  by  the  Board  of  Standards  and  Appeals, 
for  use  in  New  York  City  under  Cal.  No.  33-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner , 


CHARLES  M.  BLUM, 
Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 
and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Stebbins  Indirect 
Gas-Fired  Air  System,  Types  A,  B,  C  and  E  (Immersion 
Fired  Extended  Fin  Surface)  for  Ovens,  in  accordance  with 
the  above  report. 
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136-46-SA 

APPLICANT — Bendix  Home  Appliances,  Inc.,  owner. 
SUBJECT — Bendix  Automatic  Home  Laundry,  Models  B 
and  S,  approval  of. 

APPEARANCES— 

For  Applicant:  W.  F.  Oliver  and  A.  P.  Smith. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (136-4^SA) 

Whereas,  Bendix  Home  Appliances,  Inc.  owner,  filed  on 


February  21,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  Bendix  Automatic  Home  Laundry,  Models  B  and  S ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

April  11,  1946. 

Re:  Cal.  136-46-SA 

Subject:  Bendix  Automatic  Home  Laundry,  Models  B 
and  S,  approval  of. 

The  Bendix  Home  Appliances,  Inc.  of  South  Bend, 
Indiana,  filed  an  application  with  the  Board  of  Standards 
•  and  Appeals  under  the  mandatory  requirements  of  C26- 
178.0, b  and  C26-1277.0,h  for  the  approval  of  their 


i 
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laundry  units  as  meeting  the  anti-siphonage  and  drain¬ 
age  requirements  of  the  Administrative  Building  Code, 
and  the  Rules  of  the  Board. 

DESCRIPTION 

The  applicant  states  that  Models  B  and  S  are  designed 
for  direct  connection  to  a  plumbing  system  and  adjacent 
to  a  drain  outlet.  Hoses  directly  connect  the  appliance 
to  the  normal  piping  system  of  the  home,  shut-off  cocks 
being  interposed  in  the  piping  system  and  ahead  of  the 
hoses  that  connections  to  the  appliance  may  be  closed 
when  the  latter  is  not  in  use.  (See  Fig.  1).  During 
operation  with  shut-off  cocks  open,  water  is  admitted 
to  the  appliance  through  the  medium  of  a  double  sctle- 
noid  operated  inlet  valve.  One  solenoid  governs  the 
admission  of  hot  water  when  required  by  the  appliance, 
the  other  governs  the  admission  of  water  to  the  appli¬ 
ance  of  approximately  100  deg.  F.  This  is  accomplished 
by  a  thermostatic  element  in  the  valve  body  which 
serves  to  mix  the  hot  and  cold  incoming  water  to  the 
temperature  desired.  The  valve  unit  is  likewise  pro¬ 
vided  with  back  checks  to  prevent  movement  of  water 
between  incoming  hot  and  cold  lines  as  a  result  of  a 
variation  in  pressures  in  those  lines.  Articles  to  be 
washed  are  placed  in  the  cylinder  of  the  unit  and  the 
door  closed.  Adjustment  of  the  control  knob  starts  the 
main  motor  and  makes  contact  to  the  inlet  valve.  When 
incoming  water  has  reached  a  predetermined  level,  nor¬ 
mally  about  at  the  bottom  of  the  door,  a  float  system 
comes  into  play,  operating  a  switch  which  breaks  con¬ 
tact  to  the  valves  solenoids  and  the  valve  closes.  Soap 
in  the  proper  amount  is  added  through  an  opening  in  the 
top  of  the  appliance  and  from  this  point  on,  the  machine 
is  designed  to  automatically  proceed  through  a  cycle  of 
operations  including  washing,  rinsing,  and  the  draining 
of  water,  followed  by  a  period  during  which  the  clothes 
are  rotated  at  a  relatively  high  speed  for  the  purpose 
of  removing  water  from  them  to  a  degree  where  they 
can  be  conveniently  handled  for  placing  on  the  line  or 
in  a  clothes  dryer  for  complete  drying. 

Water  is  admitted  to  the  thermostatically  controlled 
mixing  valve,  and  is  conducted  from  the  valve  through 
a  three-eighths  inch  (W')  diameter  copper  tube  to  a 
point  above  and  adjacent  to  the  rear  of  the  tub.  The 


tub  is  lanced  to  provide  an  opening  for  receiving  water. 
The  Y%"  diameter  copper  tube  is  securely  held  at  a 
point  so  that  the  gap  between  the  end  of  the  tube  and 
the  floor  level  rim  of  the  tub  is  maintained  to  a  mini¬ 
mum  of  one  inch.  (See  Fig.  2a  for  Model  S  and  Fig. 
2b,  for  Model  B.)  For  the  purpose  of  preventing  soap 
suds  from  overflowing  at  the  floor  level  rim,  and  there¬ 
by  reducing  the  effective  air  gap,  a  novel  arrangement 
of  manifolding  has  been  provided.  A  conduit  or  mani¬ 
fold  member  is  secured  inside  of  the  tub  and  is  of  such 
a  form  that  two  branches  of  the  conduit  extend  inside 
of  and  along  the  tub  wall.  One  of  these  branches  is 
of  a  shape  that  its  direction  of  outlet  causes  water  to 
flow  into  the  tub  substantially  parallel  to  the  axis  of 
rotation  of  the  cylinder.  The  other  branch  of  the  mani¬ 
fold  is  curved  so  that  the  incoming  water  through  that 
branch  travels  in  a  direction  at  a  substantial  angle  to 
the  direction  of  the  water  introduced  by  the  first  branch. 
The  rear  portion  of  the  manifold  is  formed  to  provide  a 
sump  that  small  quantities  of  water,  dripping  after  the 
valves  have  been  closed,  may  find  their  way  into  the 
tub.  Externally  of  the  tub,  a  shield  is  provided  that  any 
small  spray  from  the  water  column  may  be  further 
guided  into  the  manifold.  As  water  enters  the  tub 
through  the  two  branches,  the  two  streams  converge  at 
a  point  adjacent  to  the  end  of  the  manifold,  but  the  re¬ 
sultant  single  stream  is  influenced  by  the  water  leaving 
the  curved  conduit  to  the  same  direction  of  the  outer 
surface  of  the  cylinder  during  rotation.  Therefore,  the 
rotation  of  the  cylinder  tends  to  “pull”  water  and  to 
induce  flow  in  the  same  direction  in  which  it  itself  is 
traveling.  Further,  since  water  from  the  straight  con¬ 
duit  is  entering  the  tub  substantially  parallel  to  the  axis 
of  rotation  and  strikes  the  rotating  cylinder  surface 
nearly  at  right  angles  to  the  direction  of  movement  of 
such  surface,  the  same  flow  is  not  induced  from  the 
straight  conduit  as  is  induced  in  the  curved  conduit,  and 
thd  amount  of  water  entering  the  cylinder  from  each  of 
the  two  branches  of  the  manifold  is  not  equal  and  a  simi¬ 
lar  “stack”  effect  obtains  during  the  washing  cycle  when 
suds  are  present.  Action  of  the  baffles  in  the  cylinder 
serves  to  agitate  and  tumble  the  load,  but  any  suds  creep¬ 
ing  up  the  straight  branch  of  the  water  inlet  manifold 
are  influenced  by  the  pull  of  the  curved  branch,  and  im- 
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mediately  the  suds,  if  there  be  any,  reach  the  sump  at 
the  confluence  of  the  two  branches,  they  are  pulled  down 
the  curved  branch  and  into  the  tub  again. 

The  applicant  contends  that  exaggerated  tests  where¬ 
in  water  of  zero  hardness  was  used  together  with  an 
amount  of  soap  equivalent  to  eight  or  ten  times  the 
amount  normally  required  for  water  o£  average  hard¬ 
ness,  have  definitely  shown  this  phenomenon  to  occur. 

At  the  conclusion  of  the  wash  period,  the  drain  valve 
is  electrically  operated  and  the  cylinder  and  tub  are 
drained  of  water  and  excess  suds.  Immediately  follow¬ 
ing  this  operation,  the  inlet  valve  is  again  automatically 
opened  for  a  period  of  45  seconds  (with  the  drain  valve 
still  open),  the  incoming  water  thereby  flushing  away 
all  of  the  free  suds  from  the  tub  and  the  exterior  surface 
of  the  cylinder.  Then  there  follows  a  similar  period  of 
45  seconds  in  which  the  cylinder  is  caused  to  rotate  at 
a  high  speed  to  further  rid  the  clothes  of  accumulated 
suds.  Next,  there  are  provided  two  deep  rinses,  that  is, 
periods  in  which  water  is  retained  in  the  tub,  the  first 
rinse  followed  by  a  short  “spin”  and  the  second  rinse 
followed  by  a  longer  period  of  centrifuge  to  remove  suf¬ 
ficient  water  from  the  clothes  to  permit  their  removal  to 
the  line  or  dryer. 

The  float  system  which  controls  the  amount  of  water 
to  be  admitted  to  the  unit  and  is  located  at  the  rear  of 
the  unit  consisting  of  a  float  chamber  and  a  double  float 
which  operates  a  float  switch  mounted  to  a  bracket 
above  the  float.  Leading  from  the  inlet  valve  to  a  point 
adjacent  the  top  of  the  float  chamber  is  a  three-six¬ 
teenths  inch  copper  tube  with  its  outlet  reduced  to  a  di¬ 
ameter  of  3/64  to  1/16".  This  diameter  is  calculated 
with  proper  relation  to  the  area  of  the  main  water  sup¬ 
ply  tube  and  the  volume  of  the  float  chamber,  so  that 
the  float  chamber  tends  to  fill  faster  than  does  the  tub; 
therefore,  the  normal  flow  of  water  is  from  the  float 
chamber  toward  the  level  of  the  water  in  the  tub,  so  that 
any  stearates  or  undissolved  soaps  that  may  have  accu¬ 
mulated  during  the  wash  cycle  in  the  connecting  tube  be¬ 
tween  the  bottom  of  the  float  and  the  tub  will  be  flushed 
back  into  the  tub.  The  end  of  this  small  tube  is  like¬ 
wise  located  at  the  required  1"  distance  above  the  flood 
level  of  the  float  chamber. 


Representing  the  Department  of  Water  Supply,  Gas 
and  Electricity : 

John  M.  Cannella,  Commissioner 
Edward  T.  McCaffrey,  Deputy  Commissioner 
Mrs.  Rita  Casey,  Secretary  to  Department 
Nicholas  J.  Kelly,  Chief  Engineer  (Electrical 
Bureau) 

Bart  Green,  Chief  Inspector  (Electrical  Bureau) 
Mr.  Ormonde  J.  Burke,  Chief,  Bureau  of  Water 
Register 

Mr.  James  S.  McCormack,  Acting  Chief  Inspector, 
Bureau  of  Water  Register,  Manhattan. 

Mr.  James  R.  Smith,  Chief  Inspector,  Meter  Test¬ 
ing 

Murray  DeNat,  Chief  Clerk,  Bureau  of  Water 
Register,  Manhattan 

Representing  the  National  Master  Plumbers’  Associa¬ 
tion  : 

Mr.  Edward  Penfrase. 

Representing  the  Board  of  Standards  and  Appeals : 
Chairman  Harris  H.  Murdock 
Commissioner  Bernard  A.  Savage 
Commissioner  Charles  M.  Blum 
Chief  Engineer  L.  V.  Huber 
Deputy  Chief  Timothy  P.  Guinee 

The  units  submitted  for  test  were  the  Standard  Model 
machines  and  the  DeLuxe  Model  B.  Both  of  these  units 
are  equipped  with  overhead  water  supply  device,  with  an 
air  gap  of  above  the  maximum  overflow  level  of 

the  fixture. 

Both  machines  were  subjected  to  a  full  wash  routine 
with  soap  dosages  equivalent  to  from  6  to  10  times 
normal  soap  requirements  for  heavy  soiled  wash.  This 
treatment  created  an  abnormal  soaphead  condition,  which 
could  possibly  reduce  the  air  gap  between  water  supply 
and  overflow  level.  However,  actual  tests  failed  to  con¬ 
firm  this  assumption  in  that  what  little  soaphead  devel¬ 
oped  through  the  apparatus  escaped  through  the  opening 
normally  used  to  inject  the  soap  dosage,  and  at  no  time 
approached  to  within  one  inch  of  the  water  supply  outlet. 

The  operation  was  repeated  in  several  of  the  critical 
phases  of  operation,  to  check  the  effect — with  the  same 
result. 

Subsequently  the  unit  was  partially  dismantled  for 
electrical  test  by  the  Department  of  Water  Supply,  Gas 
and  Electricity  the  design  and  measurements  of  the  unit 
were  checked  with  the  plans  filed  with  the  Board  of 
Standards  and  Appeals. 

The  dimensions  provided  in  the  application  checked 
with  those  of  the  units  tested. 

The  hydraulic  tests  clearly  demonstrated  that  the 
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Bendix  Automatic  Home  Laundry  in  both  the  Standard 
Model  S  and  DeLuxe  Model  B,  equipped  with  the  air 
gap,  conforms  to  Rule  No.  2,  Submerged  Inlets,  of  the 
Rules  adopted  by  the  Board  of  Standards  and  Appeals 
February  3,  1939,  and  as  amended  and  effective  as  of 
December  28,  1942. 

Details  of  the  test  on  electrical  equipment  are  as 
follows : 

The  electric  equipment  of  the  units,  in  general,  con¬ 
sists  of  a  34  H.P.  120  volt,  single  phase,  60  cycle  alter¬ 
nating  current  motor  with  extended  shaft  at  each  end. 
The  pump  is  connected  on  one  end  and  the  drive  mech¬ 
anism  on  the  other. 

There  are  solenoid  valves  to  control  hot  and  cold 
water  inlets,  thermostat  with  electric  control,  solenoid 
drain  valve,  shifter  solenoid  to  control  speed  of  revolv¬ 
ing  unit,  float  switch,  selector  switch,  electric  motor 
timer  and  the  necessary  wiring. 

The  units  are  automatically  controlled  through  the 
timer  and  operate  on  a  predetermined  time  cycle.  The 
cycle,  in  general  is :  Start,  soak,  drain,  distribute,  off. 
Start,  wash,  drain,  spray,  rinse,  distribute,  extraction, 
agitated  rinse,  agitated  rinse,  distribute,  extraction,  dis¬ 
tribute,  off. 

The  temperature  of  the  water  may  be  controlled 
through  the  manual  selector  switch.  The  volume  of 
water  is  controlled  by  the  float  switch.  The  gear  shift 
mechanism  increases  the  speed  of  the  unit  for  the  last 
few  minutes  of  extraction  period. 

_  Tests  were  also  made  at  the  Underwriters  Laborato¬ 
ries  for  electrical  input,  temperature  and  dielectric 
strength  in  accordance  with  the  standard  tests  for  motor 
operated  appliances  with  results  thereof  meeting  the 
Underwriters  requirements.  See  Underwriters  refer¬ 
ence  Electrical  12352,  Applic.  #45C69 3.  Similarly  6 
samples  of  selector  and  float  switches  employed  in  the 
control  circuits  of  the  automatic  washing  units,  Models 
B  and  S  were  subjected  to  overload,  endurance  tempera¬ 
ture  and  dielectric  strength  for  a  rating  of  1  amp. 
125  V.A.C.  in  accordance  with  the  Underwriters  re¬ 
quirements  for  snap  switches  with  results  thereof  meet¬ 
ing  the  Underwriters  requirements.  See  Underwriters 
reference  Electrical  12352  (special)  Applic.  #45C69 3, 
all  filed  with  this  application. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Bendix  Standard 
Model  S  and  DeLuxe  Model  B  Washing  Machines  un¬ 
der  C26-191.0,a  as  meeting  the  requirements  of  Rule  2 
of  the  submerged  inlet  rules  adopted  by  the  Board  of 
Standards  and  Appeals  on  February  3,  1939  and  as 
amended  December  28,  1942,  and  as  meeting  the  require¬ 
ments  of  C26-1277.0,h  when  connected  as  shown  in  Fig¬ 
ure  1,  for  the  individual  unit,  and  Figure  3,  for  more 
than  one  unit,  provided  that  the  connections  to  the  waste 
line  shall  be  in  accordance  with  the  following: 

Maximum  No.  of 

Bendix  per  Battery  Waste  Line  Diameter 

3  2" 

12  3" 

30  4" 

Slop  Sink  Requirements : 

Water  line  diameter  2"  to  3" — slop  sink  20"  x  24"  x  16" 

deep 

Water  line,  diameter  3l/>"  to  4"— slop  sink  3' x  3' x  3' 

All  slop  sinks  to  have  mushroom  strainers  having  a 
diameter  the  same  size  as  the  waterline. 

,  The  foregoing  table  is  based  upon  there  being  no  spe¬ 
cific  provision  for  this  type  of  equipment  in  C-26-1291.0 
wherein  the  fixture  equivalents  can  be  determined  from 
the  table  contained  therein  for  this  equipment  when  con¬ 
nected  in  batteries  and  in  addition,  the  discharge  pump 


on  each  individual  washing  machine  unit  greatly  facili¬ 
tates  the  rate  of  discharge  to  the  waste  line.  In  all 
cases  the  size  of  the  trap  and  branch  to  the  soil  stack 
from  the  slop  sink  to  be  one  commercial  size  larger  than 
the  branch  line  header  connecting  the  battery  units. 

Nothing  in  this  recommendation  shall  be  deemed  to 
permit  use  of  these  appliances  where  not  permitted  under 
the  Zoning  Resolution  unless  duly  authorized. 

It  is  further  recommended  that  each  unit  bear  a  label 
reading  as  follows  :  ‘Approved  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  136-46-SA, 
and  that  all  installations  in  batteries  be  submitted  to  the 
Department  of  Housing  and  Buildings  and  Department 
of  Water  Supply,  Gas  and  Electricity  for  investigation 
in  order  that  the  reqiurements  of  this  approval  be  com¬ 
plied  with. 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner. 

CHARLES  M.  BLUM 
Commissioner. 

LESLIE  V.  HUBER 
Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Bendix  Automatic 
Home  Laundry,  Models  B  and  S  in  accordance  with  the 
above  report. 

139-46-SA 

APPLICANT — General  Bronze  Corp.,  owner. 

SUBJECT — General  Bronze  Oil  Burning  Furnace,  Model 
0-55,  approval  of. 

APPEARANCES— 

For  Applicant :  B.  Livingston,  Michael  Kingsley  and 
Leslie  Seaman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  q 

THE  RESOLUTION  (139-46-SA) 

\Y  hereas.  General  Bronze  Corporation,  owner,  filed  on 
February  27,  1946,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
General  Bronze  Oil  Burning  Furnace,  Model  0-55;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  139-46-SA 

Subject.  General  Bronze  Oil  Burning  Furnace.  Model 
0-55,  approval  of. 

General  Bronze  Corp.  filed  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
General  Bronze  Oil  Burning  Furnace,  Model  0-55,  under 
the  provisions  of  C19-57.0  Administrative  Code  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals. 

DESCRIPTION 

This  unit  is  an  oil  fired  furnace  intended  primarily 
for  dwellings.  It  is  designed  for  and  applicable  to  do¬ 
mestic  installations. 

The  unit  consists  of  a  furnace  with  automatically  op¬ 
erated  mechanical  draft  oil  burner,  thermostatically 
operated  Detroit  Lubricator  or  Automatic  Products 
Company  oil  regulator  valve  with  safety-anti-flooding 
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device,  temperature  limit  control  with  250°F  maximum 
setting,  White  Rogers  or  equivalent  fan  control,  White 
Rogers  or  equivalent  air  circulating  fan,  Torrington 
Manufacturing  Company  electrical  wiring  and  a  primary 
and  secondary  enclosing  cabinet,  designed  and  arranged 
or  a  self  contained  heating  unit. 

The  unit  is  so  designed  that  air  returning  from  the 
heated  space  at  room  temperature  provides  an  insulating 
medium  for  the  outer  casing,  the  maximum  temperature 
of  which  do  not  exceed  15°F  above  room. 

The  burner  is  of  a  two  stage  type,  burning  approxi¬ 
mately  Yz  gal.  per  hour  on  its  maximum  fire  and  reduc¬ 
ing  to  a  very  small  oil  supplied  pilot  when  the  room 
thermostat  is  satisfied. 

The  combustion  chamber  is  constructed  of  #18  and 
#20  U.S.S.  gauge  sheet  steel,  all  seams  are  welded  sup¬ 
ported  by  steel  straps  1*4  in-  by  0-09  in.  welded  to  side 
of  combustion  chamber  and  to  inner  casing.  The  casing  is 
of  #20  U.S.S.  gauge  sheet  steel,  the  casing  is  complete 
with  bottom  plate  and  is  2l  in.  wide,  44  in.  long  and  27 
in.  high.  A  sirocco  type  circulating  fan  of  steel  enclosed 
in  sheet  steel  housing.  The  controls  consist  of  a  con¬ 
stant  level  valve  either  of  Automatic  Products  Co.,  or 
Detroit  Lubricator,  a  combination  limit  control  and  fan 
switch.  An  automatic  damper  is  provided. 

The  device  has  been  approved  by  the  Underwriters 
Laboratories,  Inc.,  Lab.  File  #MP  1455S. 

INSPECTION  AND  TEST 

The  device  was  tested  at  the  plant  of  the  General 
Bronze  Corp.,  at  Long  Island  City,  New  York.  Present 
at  the  test  were  Commissioner  C.  M.  Blum  and  Chief 
Engineer  L.  W.  Huber  of  the  Committee  on  Tests,  In¬ 
spector  G.  Sklenerik  of  the  Division  of  Combustibles, 
Fire  Department,  L.  H.  Seaman,  H.  L.  Finley  and  Ira  B.' 
Livingston  representing  the  manufacturers.  The  burner 
was  put  in  operation  and  functioned  as  designed  with  no 
undue  carbon  deposits  or  flarebacks.  With  the  oil  supply 
off,  the  controls  functioned  to  shut  off  the  burner  in 
120  sec.  A  test  of  the  fine  gases  showed  12.6%  CO2  at 
temperature  of  560°  F. 

RECOMMENDATION 

On  the  basis  of  the  inspection  and  test  and  the  approv¬ 
al  of  the  Underwriters  Laboratories  File  #MP1455 
(CS104  Suppl.)-1,  the  Committee  on  Tests  recommends 
the  approval  of  the  General  Bronze  Oil  Burning  Furn¬ 
ace  Model  0-55  when  installed,  in  accordance  with  this 
report  and  the  Underwriters  approval  and  in  conformity 
with  the  requirements  of  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals  provided  that  the  de¬ 
vice  bear  a  label  permanently  affixed  reading  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  #139-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner 

CHARLES  M.  BLUM, 
Commissioner 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  General  Bronze  Oil 
Burning  Furnace,  Model  0-55  in  accordance  with  the  above 

report. 


Adjourned:  1:25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  30,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

212-46-A 

APPLICANT —  Benjamin  Kamen,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 159-161  Thatford  avenue,  east 
side,  50  ft.  north  of  Sutter  avenue  (Block  3527, 
Lot  3),  Borougli  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  Milner. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (212-46-A) 

Whereas,  Benjamin  Kamen,  owner,  filed  March  21,  1946, 
an  appeal  from  orders  and  a  decision  of  the  fire  commissioner, 
affecting  premises  159-161  Thatford  avenue,  east  side,  50  ft. 
north  of  Sutter  avenue  (Block  3527,  Lot  3),  Borough  of 
Brooklyn;  and 

Whereas,  Order  12439-LF,  issued  by  the  fire  commis¬ 
sioner  March  30,  1944,  reads : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved  lay-  . 
out.  Section  279,  of  the  Labor  Law.” 

and 

Whereas,  Order  12440-LF  issued  by  the  fire  commis¬ 
sioner  March  30,  1944,  reads : 

“An  inspection  of  the  premises  159-61  Thatford  ave¬ 
nue,  Borough  of  Brooklyn  shows  that  a  fire  drill  should 
be  established  and  maintained  therein  according  to  the 
requirements  of  Section  279  of  the  Labor  Law.  The 
Labor  Law  specifically  charges  the  Fire  Commissioner 
with  the  duty  of  enforcing  the  provisions  of  the  law,  as 
to  fire  drills.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
March  19,  1946,  reads : 

“In  response  to  your  communication  of  March  18th 
you  are  advised  that  this  Department  does  not  reissue 
violations ;  therefore,  your  request  for  redating  of  vio¬ 
lation  notices  12440-LF  and  12439-LF  is  denied.  Copies 
of  the  violations  are  attached  herewith.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories  and 
basement  (47  ft.)  in  height;  40  ft.  by  85  ft.  in  area,  of  Class 
3  construction ;  erected  1899,  on  a  lot  50  ft.  by  100  ft.  in  area 
in  an  unrestricted  use,  C  area  and  Class  1  height  district 
and  used  and  occupied  since  1900,  basement,  manufacturing 
canvas  products,  storage  and  boiler  room,  1  person ;  first 
floor,  storage  and  office,  4  persons ;  2nd  floor,  manufactur¬ 
ing  canvas  products,  6  persons ;  3rd  floor,  manufacturing 
coats  and  pajamas  23  persons;  4th  floor,  manufacturing 
coats,  29  persons,  and  proposed  to  be  used  and  occupied  as 
follows:  basement,  same;  1st  floor,  same;  2nd  floor,  manu¬ 
facturing  canvas  products,  12  persons ;  3rd  floor,  manufac¬ 
turing  coats  and  pajamas,  30  persons;  4th  floor,  manufac¬ 
turing  coats,  34  persons ;  that  the  building  is  equipped  with 
a  one  source  sprinkler  system  throughout,  fed  two  ways ; 
one  3  ft.  4  in.  steel  stairs,  brick  enclosed,  equipped  with  fire¬ 
proof,  self-closing  doors  and  leading  to  the  street,  court  and 
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provided  with  a  ladder  and  scuttle  to  the  roof ;  that  there 
are  two  fire  escapes,  front  and  rear,  extended  to  the  street 
by  a  drop  ladder  and  to  the  yard  by  stairs,  with  egress  to 
the  street  through  a  side  court ;  that  windows  and  doors 
on  the  course  of  the  fire  escapes  are  fireproof,  self-closing; 
that  the  buildings  to  the  north  are  one  and  two  stories  in 
height,  to  the  south,  2  stories,  and  to  the  east,  2  stories  in 
height ;  and 

Whereas,  the  applicant  contends  that  although  the  sprink¬ 
ler  connection  entering  the  building  is  only  4  in.  in  diameter, 
it  is  connected  to  a  city  main,  fed  two  ways  ;  that  a  hydrant 
flow  test  made  by  the  Department  of  Water  Supply,  Gas 
and  Electricity  indicates  that  the  static  pressure  is  47  lbs., 
the  residual  pressure  43  lbs.  when  500  gallons  per  minute 
were  flowing  from  the  second  hydrant  south  of  Belmont 
avenue  on  the  east  side  of  Thatford  avenue,  connected  to 
the  6  in.  main  in  Thatford  avenue ;  that  the  sprinkler  sys¬ 
tem  is  equipped  with  an  automatic  water  gong  heard 
throughout  the  building  in  the  event  of  fire ;  that  the 
sprinkler  system  is  connected  to  a  Consolidated  Fire  Alarm 
system  for  valve  alarm  service ;  that  there  is  a  manual  fire 
alarm  box  in  the  hallway;  that  the  sprinkler  system  has 
been  approved  by  the  Division  of  Fire  Prevention  of  the 
Fire  Department  and  by  the  Department  of  Housing  and 
Buildings  and  by  the  New  York  Fire  Insurance  Exchange; 
that  the  system  was  originally  installed  to  eliminate  the 
interior  local  alarm  and  incurred  an  expense  of  about  $5,000; 
that  the  building  is  equipped  with  front  and  rear  fire 
escapes  and  the  center  stairs  enclosed  in  brick ;  that  the 
stairs  are  steel  and  concrete ;  that  the  building  cannot  ac¬ 
commodate  a  large  number  of  people  due  to  its  size  and 
can  be  easily  vacated  just  by  shouting;  that  the  owner 
occupies  the  basement,  first  and  second  floors  for  inventory 
and  light  manufacturing  and  employs  only  6  people  above 
first  floor  in  addition  to  occupancy  by  other  tenants ;  and 

Whereas,  the  Division  of  Fire  Prevention  advised  that 
the  order  would  not  have  been  issued  except  for  the  fact 
that  the  water  service  line  from  the  street  is  3  inches  in 
diameter. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Orders 
12439-LF  and  12440-LF,  be  and  they  hereby  are  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  existing  one  source  sprinkler  system  fed  two  ways 
shall  be  maintained  throughout  the  building ;  that  this  vari¬ 
ance  shall  not  operate  to  allow  the  extra  occupancy  through¬ 
out  the  building  due  to  the  sprinkler  system  being  installed ; 
that  the  connection  to  fire  headquarters  through  Central 
District  Alarm  Station  shall  be  maintained  as  well  as  the 
manual  alarm  connected  therewith  in  the  first  floor  hall ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
as  modified  by  the  Board  under  Cal.  No.  675-18-S. 


238-46-A 

APPLICANT — William  J.  Boegel,  for  St.  Thomas 
Aquinas  R.C.  Church,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1530  Coleman  street,  west  side, 
225  ft.  south  of  Flatlands  avenue  (1st  floor)  ; 
(Block  7859,  Lot  58),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  J.  Boegel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (238-46-A) 

V  hereas,  V  illiam  J.  Boegel,  for  St.  Thomas  Aquinas 
R.C.  Church,  owner,  filed  April  3,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 


1530  Coleman  street,  west  side,  225  ft.  south  of  Flatlands 
avenue,  1st  floor)  ;  (Block  7859,  Lot  58)  ;  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  2,  1946,  on  Alt.  Applic.  628-46,  reads : 

“1.  Proposed  change  in  occupancy  from  one  family 
to  nursery  school  and  one  family  in  a  frame  building 
is  contrary  to  C26-254.0  (Sec.  4.2.1)  as  per  C26-185.0 
(Sec.  2. 1.3. 5)  of  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(22  ft.)  in  height;  20  ft.  by  36  ft.  in  area,  of  Class  4  con¬ 
struction,  on  a  lot  23  ft.  by  99  ft.  irregular  in  area,  of 
Class  4  construction;  erected  about  1922;  located  in  a  resi¬ 
dence  use,  E  area  and  Class  1  height  district,  and  used  and 
occupied  as  a  two  family  dwelling ;  proposed  to  be  used 
and  occupied  as  follows:  cellar,  boiler  room;  1st  floor, 
play  room,  office,  and  toilets,  25  persons ;  2nd  floor,  dining 
room,  kitchen,  bedrooms  and  bath,  3  persons ;  that  the  build¬ 
ing  is  equipped  with  one  2  ft.  8  in.  wide  frame  stairs ;  pro¬ 
posed  to  be  enclosed  in  1  hour  partitions,  equipped  with  one 
hour  self-closing  doors  and  provided  with  a  ladder  and 
scuttle  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
detached  and  was  formerly  occupied  by  one  family ;  that  it 
is  proposed  to  use  the  building  as  a  nursery  school  for  25 
children  on  the  first  floor,  which  floor  is  located  3  ft.  above 
grade  and  has  two  direct  exits  to  the  street';  that  the  chil¬ 
dren  will  be  under  constant  supervision  of  teaching  sisters 
during  the  school  session  ;  that  the  Sisters  will  occupy  the 
living  quarters  on  the  second  floor ;  that  a  fire  retarded 
partition  with  self-closing  fireproof  door  will  be  installed 
to  _  separate  the  nursery  school  from  the  balance  of  the 
building;  that  the  cellar  ceiling  will  be  fire  retarded  and 
the  cellar  stairs  enclosed  in  fireproof  partition ;  that  the 
building  will  not  be  increased  in  height  or  area  and  no  ad¬ 
ditional  buildings  will  be  constructed  on  the  plot;  that  the 
use  of  this  building  as  a  nursery  school  is  temporary  until 
a  new  building  can  be  built  on  adjoining  property;  it  is 
therefore  requested  the  Board  grant  a  variance  to  permit 
the  use  of  the  building  for  a  nursery  school,  as  now  pro¬ 
posed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  628-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  maintained  substan¬ 
tially  as  proposed ;  that  the  nursery  school  shall  be  on  the 
first  floor  only  as  proposed  ;  that  the  sprinkler  heads,  which 
may  be  connected  from  the  house  water  service  line,  shall 
be  installed  over  the  cooking  space  and  in  the  bedding  closet 
on  the  first  floor  as  shown  on  plans  filed  with  this  appeal 
marked  “Received  April  3,  1946”  (3  sheets)  ;  that  this 
variance  shall  be  for  a  term  not  exceeding  two  years  from 
the  date  of  this  resolution ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


685-42-A 

APPLICANT — George  G.  Miller,  for  Defense  Plant  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  April  23,  1946 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED- — 206-224  Stewart  avenue,  east 
side,  entire  block  bounded  by  Ten  Eyck  street, 
Gardner  avenue  and  Meadow  street  (Block  2952, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  G.  Miller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  .  o 
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THE  RESOLUTION  (685-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  206-224  Stewart  avenue, 
east  side,  entire  block  bounded  by  Ten  Eyck  street,  Gardner 
avenue  and  Meadow  street  (Block  2952,  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  October  6,  1942, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  on  amendment  of  the 
resolution ;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  April  23,  1946,  for  consideration  of  a  new  decision 
of  the  borough  superintendent ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  3,  1946  on  C.  of  O.  Applic.  759-46,  reads : 

“In  answer  to  your  request  for  a  certificate  of  occu¬ 
pancy,  I  beg  to  state  that  according  to  Resolution  No. 
685-42-A,  Board  of  Standards  and  Appeals,  no  new 
Certificate  of  Occupancy  be  issued  by  this  department 
until  permission  is  granted  by  the  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  applicant  now  proposes  to  use  the  building 
for  the  manufacture  of  plastic  films,  and  coating  of  cotton 
and  synthetic  cloth  with  waterproof  films  ;  and 

Whereas,  the  applicant  contends  that  in  the  manufacture 
of  plastic  films,  calendars  and  plastic  and  rubber  mills  are 
used ;  that  the  process  will  consist  of  the  milling  of  non- 
inflammable  materials,  then  sheeting  the  film  on  the  calendar ; 
that  in  the  process  of  coating  cloth  with  waterproof  films, 
spreaders,  pressing  calendars  and  embossing  machines  are 
used ;  that  this  process  will  consist  of  spreading  lacquer, 
vinyl  and  plastics  on  cloth,  pressing,  ironing)  and  then 
tubing  on  paper  tubes ;  that  in  connection  with  all  coating 
operations,  explosion-proof  motors  will  be  provided ;  that 
spreaders  will  be  hooded  to  a  complete  exhaust  system, 
equipped  with  explosion-proof  switches  and  starting  buttons ; 
that  CO2  extinguishers  will  be  provided  throughout  the 
plant ;  that  the  two  types  of  operations  in  the  plant  will 
be  separated  by  at  least  20  ft.  of  space ;  that  the  occupancy 
will  be  approximately  15  persons;  that  the  cooling  tower 
will  be  removed  from  the  premises  and  the  use  of  the  hot 
well  and  pump  house  will  be  discontinued  as  such  and  used 
for  storage ;  that  the  sprinkler  system  will  be  maintained 
with  Fire  Department  connection,  the  use  of  the  transformer 
room  discontinued  and  the  sprinkler  system  extended  to 
cover  this  space ;  that  in  view  of  the  fact  that  the  building 
is  ideally  situated  for  the  proposed  use  and  adequate  ventila¬ 
tion  will  be  provided,  it  is  felt  that  there  will  be  no  hazard 
involved  and  the  Board  is  requested  to  grant  permission  for 
the  issuance  of  the  Certificate  of  Occupancy  as  requested 
of  the  borough  superintendent. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  ame-nd  the  resolution  adopted  on  October  6,  1942, 
by  adding  thereto : 

“That  the  decision  of  the  borough  superintendent 
acting  on  C.  of  O.  Application  759  of  1946  be  and  it  is 
hereby  modified  to  permit,  in  the  event  the  Air  Reduc¬ 
tion  Sales  Company  gives  up  the  use  of  the  premises, 
the  premises  may  be  occupied  for  a  use  conforming  to 
all  requirements  of  law  and  as  proposed  in  the  letter 
dated  April  11,  1946,  for  an  occupancy  for  the  manu¬ 
facturing  of  plastic  films  and  coating  of  cotton  and  syn¬ 
thetic  cloth  and  waterproof  films,  on  condition  tjiat  the 
building  shall  not  be  increased  in  height  or  area ;  that 
in  all  other  respects  the  building  shall  comply  with  the 
requirements  of  the  Building  Code  therefor,  except 
that  the  interior  columns  may  be  continued  as  of  wood 
and  the  sprinkler  system  extended  to  cover  those  por¬ 
tions  of  the  building  where  formerly  omitted,  and  that 
the  cooling  tower  shall  be  removed  and  the  use  of  the 
exterior  pump  house  discontinued  as  such,  and  which 
may  be  used  for  storage ;  that  the  occupants  of  the 
building  shall  not  exceed  15  persons;  that  such  ex¬ 
plosion-proof  switches  and  lighting  fixtures  and  such 
fire  extinguishers  shall  be  installed  throughout  the  build¬ 
ing  as  the  Fire  Commissioner  shall  require.” 


358-42-A 

APPLICANT — Henry  Boehm,  for  Dinmar  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition  for  a  term  of  two  years). 
PREMISES  AFFECTED — 71  Broome  street,  south  side, 
50.4  ft.  west  of  Cannon  street  (Block  331,  Lot 
42),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Weil. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  time  extended. 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (358-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  71  Broome  street,  south 
side,  50.4  ft.  west  of  Cannon  street  (Block  331,  Lot  42), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
21,  1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
time  in  which  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  21,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so  as 
amended  this  portion  of  the  resolution  shall  read : 

“  .  .  .  that  the  windows  shall  be  made  to  conform 
with  the  requirements  within  two  (2)  years  from  the 
date  of  this  amended  resolution.” 


126-44-A 

APPLICANT — Horace  Ginsbern  and  Associates,  for  Hob¬ 
art  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  an  order 
and  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 160-178  Jay  street,  west  side, 
from  Sands  to  High  streets,  84-92  Sands  street  and 
97-105  High  street  (Block  87,  Lot  9),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Horace  Ginsbern  and  Paul  Resnick. 
ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (126-44-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  affecting  premises  160-178  Jay  street, 
west  side,  from  Sands  to  High  streets,  84-92  Sands  street 
and  97-105  High  street  (Block  87,  Lot  9),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  June  6,  1944;  and 
W hereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  6,  1944,  by  adding 
thereto : 

“  .  .  .  that  in  the  event  that  the  9th  floor  is  accepted 
by  the  Borough  Superintendent  for  floor  loading  per 
superficial  foot  of  not  less  than  75  lbs.,  that  the  occu¬ 
pancy  of  the  9th  floor  may  be  increased  but  not  be¬ 
yond  the  capacity  of  175  persons;  that  in  all  other 
respects  the  resolution  of  June  6,  1944,  shall  be  com¬ 
plied  with ;  that  a  plan  shall  be  filed  and  approved  by 
the  borough  superintendent  showing  the  location  of  the 
machinery  so  as  not  to  exceed  such  live  loading.” 
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559-44-A 

APPLICANT — Kitzler  and  Nurick,  for  Lasky  Motor  Car 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 84-92  Montrose  avenue,  86-102 
Leonard  street,  southeast  corner  and  99-101  John¬ 
son  avenue  (Block  3060,  Lots  1-33  and  part  of 
34),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (559-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  84-92  Montrose  avenue, 
86-102  Leonard  street,  southeast  corner  and  99-101  Johnson 
avenue  (Block  3060,  Lots  1-33  and  part  of  34),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  October  24,  1944, 
on  certain  conditions,  and  resolution  amended  on  May  1 
1945 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  24,  1944 
as  amended  May  1,  1945,  only  so  far  as  it  has  to  do  with 
that  part  of  change  of  occupancy  relating  to  the  new  two 
story  fireproof  extension  to  Johnson  avenue,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“  .  .  .  that  the  proposed  extension  to  be  constructed 
to  Johnson  avenue  may  be  omitted,  provided  that  in 
all  other  respects  the  requirements  of  the  resolution 
are  complied  with  and  the  wall  of  the  main  building 
at  this  point  complies  with  the  requirements  for  mas- 
*  onry  walls.” 


382-43-A 

APPLICANT — Frank  A.  Barrera,  for  Edmund  L.  Pal- 
mieri,  Executor  of  Estate  of  John  Palmieri,  owner. 
SUBJECT — Application  reopened  February  5,  1946— re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  (previously  granted  on  condition). 
PREMISES  AFFECTED — 150  Ocean  parkway,  west  side, 
395  ft.  south  of  Caton  avenue  (Block  5328,  Lot 
30),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  A.  Barrera  and  Alfred  A. 
Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  prej¬ 
udice.  (The  premises  were  inspected  by  a  com¬ 
mittee  of  the  Board). 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


62-46-A 

APPLICANT — Lama  and  Proskauer,  for  Dora  Donner, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 1971-1979  1st  avenue  and  340 
East  102nd  street,  southwest  corner  (2nd  floor)  ; 
(Block  1673,  Lots  27  and  29),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


123-46-A 

APPLICANT — Elias  K.  Herzog,  for  Factory  Surplus 
Merchandise  Corp.,  owner. 

SUBJECT — Appeal  from-  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 12  Duane  street  and  235-239 
William  street,  southwest  corner  (Block  121,  Lot 
61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD- — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant.  (The  premises  were  inspected 
by  a  committee  of  the  Board). 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


258-46-A 

APPLICANT — Kahn  and  Jacobs,  for  Jamlee  Hotel  Corp., 
owner  (Crawford  Clothes,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1282-1300  Broadway,  east  side, 
from  West  33rd  to  West  34th  streets,  53-63  West 
33rd  street  and  50-60  West  34th  street  (1st  floor)  ; 
(Block  835,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  B.  Newman  and  John  Cullo. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Appeal  withdrawn  without  prej¬ 
udice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


11 5-46- A 

APPLICANT — Oscar  Goldschlag,  for  Bernard  Lind,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 893  East  167th  street,  north 
side,  23.61  ft.  east  of  Kelly  street  (2nd  floor)  ; 
(Block  2706,  Lot  84),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Laid  over  to  May  28,  1946  at  2 
P.M.,  for  an  inspection  by  a  committee  of  the  Board. 
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121-46-A 

APPLICANT — Julius  Bleich,  for  Abraham  Levine,  Sam¬ 
uel  Levine  and  Louis  Stern,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1981-1989  Webster  avenue,  west 
side,  195.45  ft.  north  of  East  178th  street  (Block 
2815,  Lot  46),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Julius  Bleich. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1946  at  2 
P.M.,  for  further  consideration. 


162-46- A 

APPLICANT— Victor  D.  Borst,  Jr.,  for  Jeannette  Chris¬ 
tensen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (under  section  35,  General  City  Law  re 
bed  of  mapped  street  widening  of  Metropolitan 
avenue  (proposed). 

PREMISES  AFFECTED— 99-08  Metropolitan  avenue, 
south  side,  121  ft.  west  of  70th  road  (Block  3894, 
Lot  34),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  7,  1946  at  2 
P.M.  for  further  consideration. 


183-46-A 

APPLICANT — Louis  Leiman,  for  Emily  Spiro,  owner 
(Nu-Life  Cleaners,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 76rZ>  Richmond  avenue,  west 
side,  431  ft.  south  of  Richmond  terrace  (Block  1073, 
Lot  94),  Port  Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant — Louis  Leiman  and  Itali  Nicolai. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1946  at  2 
P.M.  for  an  inspection  by  a  committee  of  the  Board. 


206-46-A 

APPLICANT — Fred  Liese,  for  George  R.  Foglia,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 137  Coleridge  street,  east  side, 
280  ft.  south  of  Compton  avenue  (Block  7516,  Lot 
1129),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Fred  Liese. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over.  No  date  set.  Area  to 
be  set  and  affected  owners  notified. 


2 07 -46- A 

APPLICANT — Fred  Liese,  for  George  R.  Foglia,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 145  Coleridge  street,  east  side, 
340  ft.  south  of  Compton  avenue  (Block  7516,  Lot 
1126),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Fred  Liese. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over.  No  date  set.  Area  to 
be  set  and  affected  owners  notified. 


267-46- A 

APPLICANT — Louis  C.  Jaeger,  for  The  Museum  of  Mod¬ 
ern  Art,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 4  West  54th  street,  south  side, 
122.6  ft.  west  of  5th  avenue  (Block  1269,  Lot  42), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  C.  Jaeger. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  14,  1946  at  2 
P.M.  for  further  consideration. 

ZONING  APPLICATIONS 

1304-25-BZ 

APPLICANT — William  J.  McMahon,  for  Samuel  Berman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  partly  in  business  use  and  partly  in  resi¬ 
dence  use  district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop 
and  garage  for  more  than  five  (5)  motor  vehicles 
for  a  temporary  term. 

PREMISES  AFFECTED — 2447  C<?ney  Island  avenue,  east 
side,  301  feet  north  of  Avenue  V  (Block  7343,  Lot 
61),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  J.  McMahon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (1304-25-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair  shop  and  also  a  garage 
for  more  than  five  motor  vehicles,  for  a  temporary  period, 
affecting  premises  2447  Coney  Island  avenue,  east  side,  301 
ft.  north  of  Avenue  V  (Block  7343,  Lot  61),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  June  12,  1938,  on 
certain  conditions,  and  the  permit  extended  from  time  to 
time  and  last  extended  April  25,  1944,  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  15,  1934,  as 
amended  through  April  25,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“Granted  under  section  7i  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
and  that  other  than  as  herein  amended  the  conditions  of 
the  resolution  of  May  15,  1934,  shall  be  complied  with, 
and  that  a  new  certificate  of  occupancy  shall  be  ob¬ 
tained.” 
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44-35-BZ 

APPLICANT - William  E.  Kennedy,  for  Henry  A. 

Bonori,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning- 
resolution,  for  a  term  of  five  years,  permitting 
partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  relocation  of  an  accessory  building 
to  a  gasoline  service  station. 

PREMISES  AFFECTED — 46-03  Laurel  Hill  boulevard, 
northeast  corner  of  4th  street  (Block  2296,  Lot  1), 
Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  Adikes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (44-35-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  affecting  premises 
46-03  Laurel  Hill  boulevard,  northeast  corner  of  46th  street 
(Block  2296,  Lot  1),  Woodside,  Borough  of  Queens,  was 
granted  on  certain  conditions,  by  the  Board  May  21,  1935, 
the  resolution  amended  June  18,  1935  and  May  9,  1939,  the 
permit  extended  under  section  7f  for  a  term  of  five  (5)  years 
and  time  to  obtain  permits  and  complete  work  extended, 
May  20,  1941,  April  28,  1942,  April  27,  1943,  April  25,  1944 
and  May  1,  1945,  and  the  applicant  requested  a  further  ex¬ 
tension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  21,  1935,  as 
amended  May  1,  1945,  only  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  work,  so  that  as  amend¬ 
ed  ffiis  portion  of  the  resolution  shall  read : 

“  .  .  .  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  Alt.  Applic.  No.  9993-39).” 


366-37-BZ 

APPLICANT — Vincent  J.  Cuti,  for  Andrew  Schroder,  les¬ 
see  ;  Queensboro  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  temporary  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 37-05  75th  street,  37-04  76th 
street  and  75-10  37th  avenue,  south  side,  between 
75th  and  76th  streets  (Block  465,  Lots  30,  31,  35, 
38,  40  and  42),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Vincent  J.  Cuti. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


THE  RESOLUTION  (366-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
affecting  premises  37-05  75th  street,  37-04  76th  street  and 
75-10  37th  avenue,  south  side,  between  75th  and  76th  streets 
(Block  465,  Lots  30,  31,  35,  38,  40  and  42),  Jackson  Heights, 
Borough  of  Queens,  was  granted  by  the  Board  March  8, 
1938,  on  certain  conditions,  permit  extended  March  12,  1940, 
April  7,  1942  and  April  11,  1944,  and  the  applicant  requested 
a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  8,  1938  as ‘amended 
through  April  11,  1944  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  that  portion  of  the  plot  within  the  business  use  area 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  of  the  pleasure  car  type  on 
condition  that  the  existing  hedge  shall  be  maintained 
and  continued  across  the  existing  entrance  from  76th 
street  and  along  the  building  lines  of  76th  street,  37th 
avenue  and  75th  street,  except  entrance  as  herein  per¬ 
mitted  ;  that  where  the  hedging  is  missing  or  damaged 
it  shall  be  restored ;  that  there  shall  be  erected  on  the 
line  dividing  the  business  use  area  from  the  residence 
use  area  continuously  from  75th  to  76th  streets  a  fence 
not  less  than  6  feet  in  height,  which  may  be  of  wood  or 
metal  or  constructed  of  substantial  woven  wire ;  that 
adequate  bumpers  of  concrete  or  heavy  timber  shall  be 
erected  parallel  to  37th  avenue,  75th  street  and  76th 
street,  except  for  the  entrance,  and  at  least  2  ft.  away 
from  the  fences  or  hedges  as  a  protection  to  same; 
that  the  plot  shall  be  leveled  substantially  to  the  grades 
of  37th  avenue  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material  properly  rolled 
and  treated  with  an  asphalt  binder  to  provide  a  reason¬ 
ably  impervious  surface  and  graded  so  as  to  provide 
surface  drainage;  that  any  lights  erected  for  illumina¬ 
tion  shall  be  on  post  standards  not  over  10  ft.  in  height 
fitted  with  metallic  reflectors  and  so  arranged  as  to  re¬ 
flect  toward  the  center  of  the  premises  and  away  from 
the  adjoining  residential  premises;  that  during  the  term 
of  this  variance  the  plot  shall  be  occupied  for  no  other 
use;  that  no  buildings  shall  be  erected  thereon,  except 
there  may  be  erected  a  building  not  over  100  sq.  ft. 
in  area  and  not  over  one  story  in  height  near  the  en¬ 
trance,  solely  as  a  shelter  and  office  for  the  attendant; 
that  such  building  may  be  of  frame;  that  no  signs  shall 
be  erected  on  the  premises,  except  there  may  be  one  sign 
attached  to  the  fence  near  the  entrance  not  exceeding 
15  sq.  ft.  in  area,  advertising  the  parking  and  storage 
use  and  the  rates  charged;  that  the  entrance  to  37th 
,  avenue  shall  not  exceed  10  ft.,  with  curb  cut  opposite 
not  exceeding  15  ft.;  that  no  cars  shall  be  parked  other 
than  those  which  are  in  condition  for  operation ;  that 
proper  aisles  shall  be  maintained  for  easy  entrance  and 
egress;  that  such  portable  fire  fighting  appliances  shall 
be  installed  and  maintained  as  the  fire  commissioner 
shall  direct ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date 
of  this  amended  resolution,  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Ref.  No.  3009/37).” 


402-40-BZ 

APPLICANT — Mrs.  Emma  Gegen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use,  E  area 


492 


MINUTES 


district,  the  erection  and  maintenance  of  a  building 
to  be  used  as  auto  laundry,  lubritorium,  office  and 
boiler  room  in  conjunction  with  a  gasoline  service 
station  on  a  plot  previously  occupied  as  a  gasoline 
service  station. 

PREMISES  AFFECTED— 144-39  to  144-47  Farmers 
boulevard,  southeast  corner  of  South  Conduit  ave¬ 
nue  (Block  4517,  Lot  1  and  part  of  Lot  3),  Spring- 
field,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Emma  Degen. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (402-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  F  area  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  auto 
laundry,  lubritorium,  office  and  boiler  room  in  conjunction 
with  a  gasoline  service  station  on  a  plot  of  ground  pre¬ 
viously  occupied  as  a  gasoline  service  station,  affecting 

(premises  144-39  to  144-47  Farmers  boulevard,  southeast 
corner  of  South  Conduit  avenue  (Block  4517,  Lot  1  and  part 
of  Lot  3),  Springfield,  Borough  of  Queens,  was  granted  by 
the  Board  December  10,  1940,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  12,  1942,  May  11,  1943,  May  9,  1944 
and  April  17,  1945,  and  the  applicant  requested  a  further 
extension  of  time  for  such  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  10,  1940  as 
amended  through  April  17,  1945,  only  in  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  (N.B.  Applic.  9509-40).” 


583-43-BZ 

APPLICANT — Harry  A.  Yarish,  for  Isidore  Epstein, 
owner  (Ida  Levinson,  lessee). 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7e  of  the  zoning  resolution  for 
a  term  of  two  years,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  the  storage  of  rags. 

PREMISES  AFFECTED — 496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport 
street  (Block  3065,  Lots  33  and  34),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  A.  Yarish. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (583-43-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  the  storage 
of  rags,  affecting  premises  496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport  street 
(Block  3605,  Lots  33  and  34),  Borough  of  Brooklyn  was 


granted  by  the  Board  on  May  9,  1944,  on  certain  conditions  ; 
and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“ Granted  under  Section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  building  to  be  used  for  the  sorting  and  storage 
of  wiping  rags,  on  condition  .  .  .  and  that  other  than 
as  herein  amended  the  conditions  of  the  resolution  of 
May  9,  1944,  shall  be  complied  with.” 


470-45-BZ 

APPLICANT — 137-20  Cross  Bay  Boulevard,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  of  the  zoning 
resolution,  permitting  partly  in  residence  and  partly 
in  business  use  district,  the  inclusion  of  minor  re¬ 
pairs,  laundry  and  lubritorium  in  an  existing  show¬ 
room  for  the  sale  and  display  of  motor  vehicles, 
sale  of  auto  parts  and  offices. 

PREMISES  AFFECTED— 137-20  Cross  Bay  boulevard, 
137-07  to  137-27  Redding  street,  southeast  corner 
and  137-02  to  137-24  Old  South  road  (Block  11409, 
Lots  1  and  10),  Woodhaven,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (470-45-BZ) 

Whereas,  this  application,  under  section  7i  of  the  zoning 
resolution,  permitting  partly  in  a  residence  and  partly  in  a 
business  district,  the  inclusion  of  minor  repairs,  laundry 
and  lubritorium  in  an  existing  showroom  for  the  sale  and 
display  of  motor  vehicles,  sale  of  auto  parts  and  offices, 
affecting  premises  137-30  Cross  Bay  boulevard,  137-07  to 
137-27  Redding  street,  southeast  corner  and  137-02  to  137-24 
Old  South  road  (Block  11409,  Lots  1  and  10),  Woodhaven, 
Borough  of  Queens,  was  granted  by  the  Board  on  October 
30,  1945,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  30,  1945, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“that  in  view  of  statement  by  applicant  that  all  work 
has  been  completed  except  the  fence  required  by  the 
Board’s  resolution,  that  all  work  shall  be  completed 
within  six  (6)  months  from  the  date  of  this  amended 
resolution  (Alt.  Applic.  1084-45).” 


735-45-BZ 

APPLICANT — Herbert  E.  Matz,  for  St.  Pauls  Evangeli¬ 
cal  Lutheran  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent,  previously  granted  on 
condition  under  section  21  of  the  zoning  resolution, 
permitting  in  residence  and  retail  use,  D  area  dis¬ 
trict,  the  erection  of  Church,  Parish  House  Par-  . 
sonage  occupying  a  greater  percentage  of  area  of 
lot  than  permitted. 
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PREMISES  AFFECTED — 1355  Virginia  avenue  and  1891 
McGraw  avenue,  northwest  corner  Block  3936, 
Lots  32,  35  and  38),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Herbert  E.  Matz,  Henry  S.  Wal- 
temade  and  Rev.  Glenn  H.  Rudisill. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (735-45-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  and  retail  use,  D  area 
district,  the  erection  of  Church,  Parish  House  Parsonage 
occupying  a  greater  percentage  of  area  of  the  lot  than  per¬ 
mitted,  affecting  premises  1355  Virginia  avenue  and  1891 
McGraw  avenue,  northwest  corner  (Block  3936,  Lots  32, 
35  and  38),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  February  19,  1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  19,  1946  by  adding 
thereto : 

“that  nothing  in  this  resolution  shall  be  deemed  to  in¬ 
terfere  with  the  construction  of  a  portion  of  these  build¬ 
ings,  on  condition  that  such  portion  meets  all  require¬ 
ments  and  is  in  conformance  with  this  resolution  adopted 
by  the  Board  February  19,  1946;  that  a  temporary  cer¬ 
tificate  of  occupancy  shall  be  obtained  for  any  such 
portion  completed  and  occupied.” 


541-32-BZ 

APPLICANT — Alfred  H.  Eccles,  for  Prima  Products,  Inc., 
new  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  permit  and  consideration  of  new  occu¬ 
pancy — re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition  un¬ 
der  section  7e  of  the  zoning  resolution,  permitting 
in  a  residence  use  district  the  conversion  of  occu¬ 
pancy  of  a  building  used  for  storage  to  a  factory 
(asbestos  pipe  insulation). 

PREMISES  AFFECTED — 87-41  130th  street,  east  side, 
374.5  ft.  south  of  Jamaica  avenue  (Block  9338,  Lot 
79),  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


84-34-BZ 

APPLICANT- — Adolph  Goldberg,  for  The  Lincoln  Savings 
Bank  of  Brooklyn,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  extension  of  building  beyond  area 
permitted — re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  7c  of  the  zoning  resolution,  permit¬ 
ting  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of 
a  bank. 


PREMISES  AFFECTED— 7423-7427  Fifth  avenue,  north¬ 
east  corner  of  Bay  Ridge  parkway  (Block  5931, 
Lots  1,  2  and  85),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Adolph  Goldberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . 0 


655-41-BZ 

APPLICANT — Max  Horn,  for  A.  Joseph  Geist,  Geo.  E. 
Netter  and  Morris  A.  Marks,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict  for  a  temporary  term  of  two  years,  the  park¬ 
ing  of  more  than  five  motor  vehicles ;  (previously 
denied,  reopened,  subject  to  usual  procedure  and 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 224  Beach  99th  street,  east 
side,  120  ft.  north  of  Rockaway  Beach  boulevard 
and  225  Beach  98th  street  (Block  583,  Lots  1  and 
part  of  23),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . . . .  0 


APPLIANCES  AND  MATERIAL  FOR  APPROVAL. 

1205-39-SA 

APPLICANT — Joseph  Reiss,  for  Ethel  Braunfotel,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Bake-O-Heat  Oil 
Burner,  previously  approved  on  condition  for  auto¬ 
matic  operation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

104-42-SA 

APPLICANT — General  Electric  Company,  owner. 

SUBJECT — General  Electric  Dishwasher,  approval  of. 
APPEARANCES— 

For  Applicant :  George  F.  Ellis. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . Q 
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124-44-SM 

APPLICANT — The  Paraffine  Companies,  Inc.,  owner. 

SUBJECT — Pabco  Grip-Dek  (non-slip  Floor  and  Tread 
Surfacing),  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


Adjourned:  4:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  9,  1946,  as  they  appeared  in 
Bulletin  No.  16,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

1078-40- A 

APPLICANT — Brown  and  Matthews,  Inc.,  for  Long  Island 
Railroad  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted  on 
condition,  under  section  35  of  General  City  Law — 
re  bed  of  mapped  street. 

PREMISES  AFFECTED — 52-15  Grand  avenue,  north  side, 
465.30  ft.  east  of  49th  (Owens)  street  (Block  2594, 
Lots  1  and  34 ;  Block  2593,  Lots  1  and  34 ;  Block 
2605,  Lot  1  and  Block  2606,  Lot  1),  Maspeth,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Conrad  Forelle. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (1078-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  under  section  35  of  the  General  City  Law, 
affecting  premises  52-15  Grand  avenue,  north  side,  465.30 
ft.  east  of  49th  (Owens)  street  (Block  2594,  Lots  1  and  34; 
Block  2593,  Lots  1  and  34 ;  Block  2605,  Lot  1  and  Block 
2606,  Lot  1),  Maspeth,  Borough  of  Queens,  was  granted  by 
the  Board  on  December  17,  1940,  on  certain  conditions;  and 
resolution  amended  on  February  19,  1946;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  1087-45,  dated  February  4,  1946,  reads : 

“4.  The  entire  area  of  premises  shall  be  adequately 
protected  by  a  yard  hydrant  system  in  accordance  with 
the  provisions  of  Art.  16.9.  Building  Code.  Not  further 
considered.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  17,  1940,  so 
that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  on  New  Building  Application  6616-40,  ob¬ 
jection  1,  be  and  it  hereby  is  modified  and  that  the 


appeal  be  and  it  hereby  is  granted,  under  the  authority 
given  the  Board  under  section  35  of  the  General  City 
Law,  to  permit  the  construction  of  the  building  as  pro¬ 
posed  within  the  bed  of  mapped  streets,  as  shown  on 
plans  filed  with  this  appeal,  marked  “Received  Novem¬ 
ber  13,  1940,”  in  view  of  the  statement  by  the  engineer 
of  the  Topographical  Bureau  of  the  Borough  of  Queens, 
under  date  of  December  16,  1940,  that  an  application 
will  be  made  immediately  to  the  City  Planning  Commis¬ 
sion  and  the  Board  of  Estimate  for  taking  the  streets 
involved  off  the  official  map  and  substituting  therefor 
a  new  street  running  diagonally  from  Grand  avenue  to 
58th  avenue,  on  condition  that  the  land  necessary  for 
such  proposed  street  shall  be  ceded  by  the  owners  with¬ 
out  expense  to  the  city  and  that  a  right-of-way  shall  be 
maintained  from  such  street  to  Maspeth  avenue,  sub¬ 
stantially  as  indicated  on  plan  received  from  the 
Topographical  Bureau  of  Queens  under  date  of  Decem¬ 
ber  16,  1940;  that  the  decision  of  the  borough  super¬ 
intendent,  acting  on  Misc.  App.  1087-46,  objections  7  and 
8  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  new  4-inch 
hydrant  line  shall  be  installed  from  Grand  avenue  along 
the  westerly  side  of  the  premises  for  a  distance  of  ap¬ 
proximately  500  feet,  as  indicated  on  plans  marked  “Re¬ 
ceived  February  7,  1946”  (2  sheets)  ;  that  such  line 
shall  be  a  wet  line  and  shall  have  three  4-inch  hydrants, 
each  with  two  2^4  inch  hose  connections,  as  indicated ; 
that  this  line  shall  be  a  wet  line  at  all  times ;  that  such 
pipe  and  fittings  shall  comply  with  the  requirements  of 
the  Building  Code  therefor,  but  that  no  hose,  hose  house 
or  nozzles  need  be  furnished  thereto.  (Misc.  Applic. 
1087-45).” 


*  Correction — The  words  “Fire  Department”  deleted  in  lines 
49  and  50  of  the  resolution  and  substituting  therefor  the 
words  “hydrant,  each  unth  tivo  2J4  inch.” 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  March  5,  1946,  as  they  appeared  in 
Bulletin  No.  11,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

159-46-A 

APPLICANT — Leo  Soloway,  for  Cunningham  Homes,  Inc., 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 58-03  to  58-47  204th  street, 
•southeast  corner  of  58th  avenue  and  east  side  of 
204th  street  120  ft.  north  of  Horace  Harding  boule¬ 
vard  (Block  7455,  part  of  Lot  1),  58-04  to  58-60 
204th  street,  southwest  corner  of  58th  avenue  and 
west  side  of  204th  street,  from  58th  avenue  to  Hor¬ 
ace  Harding  boulevard  (Block  7454,  part  of  Lots  6 
and  33),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Vincent  Schulman  and  Leo  Solo¬ 
way. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (159-46-A) 

Whereas,  Leo  Soloway,  for  Cunningham  Homes,  Inc., 
owner,  filed  March  2,  1946,  an  appeal  from  decisions  of  the 
borough  superintendent,  affecting  premises  58-03  to  58-47 
204th  street,  east  side,  running  south  from  58th  avenue  to  a 
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point  120  ft.  north  of  Horace  Harding  boulevard,  and  58-04 
to  58-60  204th  street,  west  side,  between  58th  avenue  and 
Horace  Harding  boulevard,  southeast  corner  204th  street 
and  58th  avenue,  southwest  corner  of  204th  street  and  58th 
avenue,  northwest  corner  of  Horace  Harding  boulevard  and 
204th  street  (Block  7455,  Lot  1 ;  Block  7454,  Lot  6  and 
part  of  Lot  33),  Bayside,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  March  1,  1946,  on  N.B.  Applications  978  to  1004-46 
inclusive,  read  : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2,  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  two  plots,  one  fronting  480  ft.  on  the  east  side  of  204th 
street  and  the  other  fronting  600  ft.  on  the  west  side  of 
204th  street,  each  having  a  depth  of  100  ft.  back  from  204th 
street,  located  in  a  business  use,  D  area  and  Class  1  height 
•district,  which  it  is  proposed  to  subdivide  into  40  ft.  front 
.lots  and  to  erect  on  each  lot,  a  1^4  story  frame  one  family 
dwelling,  27  ft.  by  33  ft.  in  area,  set  back  from  204th  street 
not  less  than  20  ft.,  into  which  set  back  front  entrances  and 
steps  will  project  approximately  6  ft.;  that  the  dwellings 
will  be  so  located  on  the  lots  as  to  be  not  nearer  than  13  ft. 
apart,  with  side  entrance  steps  projecting  into  side  yards,  a 
distance  of  3  ft.  and  chimney  breasts  approximately  2  ft. ; 
that  the  dwellings  will  be  surfaced  on  the  exterior  to  the 
plate  line  with  masonry  veneer  and  with  wood  _  siding  or 
asbestos  shingles  above  and  with  roofs  surfaced  with  asphalt 
shingles  ;  and 

Whereas,  the  applicant  contends  that  the  proposed  dwell¬ 
ings  will  be  part  of  a  large  development  of  similar  con¬ 


struction  and  will  be  in  harmony  with  the  entire  develop¬ 
ment  ;  that  the  construction  as  proposed,  will  present  a  safer 
condition  from  the  point  of  view  of  fire  hazard,  than  if  the 
area  were  zoned  for  residence  use  and  advantage  taken  of 
the  type  of  construction  permitted  in  a  residence  use,  D  area 
district ;  that  Class  3  constructed  dwellings  could  not  be 
absorbed  in  the  present  market,  in  view  of  price  conditions 
and  the  necessity  of  keeping  the  cost  under  $10,000,  to  be 
within  priority  regulations ;  that  any  garages  erected  on  the 
lots  will  be  of  Class  3  construction  and  will  be  used  solely 
as  accessory  to  the  dwellings  on  the  same  lots. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
on  N.B.  Applications  978  to  1004-46  inclusive,  Objection  1,  be 
and  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  buildings  shall  in  all  respects 
comply  with  the  requirements  for  similar  buildings  when 
erected  where  permitted  outside  the  fire  limits ;  that  each 
building  shall  be  restricted  to  an  occupancy  of  one  family ; 
that  any  garage  erected  in  connection  with  each  building 
shall  comply  with  the  requirements  of  a  G  area  district  as 
to  the  distance  from  the  rear  lot  line ;  that  as  soon  as  lot 
numbers  are  assigned  to  these  lots,  a  record  shall  be  filed 
with  the  borough  superintendent  and  with  this  Board ;  that 
a  proposal  shall  be  filed  with  the  City  Planning  Commission 
for  rezoning  this  street  to  residence  use  except  for  the 
northeast  corner  of  Horace  Harding  boulevard  and  204th 
street ;  that  in  all  other  respects,  the  buildings  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


*  Correction — The  words  “for  a  depth  of  100  ft.  from  Horace 
Harding  boulevard”  deleted  in  line  63  of  the  resolution. 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New  Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 

York  for  the  year  1946  (The  Little  Green  Book),  contain-  the  City  Record,  Room  2213,  Municipal  Building,  Man- 

ing  the  latest  authentic  information  in  relation  to  City,  hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 

State  and  Federal  Departments,  Bureaus,  Offices  and  cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  May 
7,  1946,  Affecting  Calendar  Numbers  177-32-BZ,  782- 

45- BZ,  158-46-BZ,  182-46-BZ,  1115-40-BZ,  794-45-BZ, 
811-45-BZ,  84-46-BZ,  104-46-BZ,  156-46-BZ,  50-46-A, 
145-46-A,  174-46-A,  345-44-SA,  34-46-SA,  232-46-SM 
and  240-46-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May 
7,  1946,  Affecting  Calendar  Numbers  556-38-A,  397- 
42-A,  107-44-A,  162-46-A,  179-46-A,  220-46-A,  231-46- 
A,  234-46-A,  243-46-A,  305-43-A,  173-46-A,  302-45-A, 
638-45-A,  121-46-A,  166-46-A,  516-44-A,  185-46-A,  190- 

46- A,  297-46-A,  721-23-BZ,  101-32-BZ,  51-38-BZ,  150- 
38-BZ,  27-40-BZ,  216-40-BZ,  76-44-BZ,  644-45-BZ, 
585-42-BZ,  460-26-BZ,  686-30-BZ,  81-41-BZ,  172-41-SM, 
304-44-SM,  199-39-SM,  258-40-SM  and  465-44-SR. 

^ules  on  Exterior  Veneering  Materials. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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329-46-BZ — H.B.Bx. — 810  Grand  Concourse,  southeast 
corner  of  East  158th  street  (Block  2458,  Lot  90),  Bor¬ 
ough  of  The  Bronx,  N.B.  201-46. 


DOCKET 

Nezv  Cases  Filed,  up  to  May  7\.  194 6.f 
Cal.  No.  Dept.  Premises  Affected 

314- 46-A — F.D. — 320-322  95th  street,  south  side,  300  ft. 
west  of  1st  avenue  (2nd  floor);  (Block  1557,  Lot  39), 
Borough  of  Manhattan,  37436-LF. 

315- 46-A — H.B.B. — 795  Flushing  avenue,  north  side,  75 
ft.  west  of  Humboldt  street  (Block  3127,  Lot  30),  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  853-46. 

316- 46-BZ — H.B.M. — 297  East  Houston  street,  southeast 
corner  of  Clinton  street  (Block  350,  Lot  51),  Borough 
of  Manhattan,  Alt.  553-46. 

317- 46-BZ — H.B.B. — 782  Manhattan  avenue,  east  side,  75 
ft.  north  of  Messerole  street  (Block  2597,  Lot  4),  Bor¬ 
ough  of  Brooklyn,  Alt.  1366-46. 


318- 46-BZ — H.B.Q. — 107-17  86th  avenue,  northwest  cor¬ 
ner  of  108th  street  (Block  9197,  Lot  29),  Richmond  Hill, 
Borough  of  Queens,  Alt.  352-46. 

- - -  :  t  ? «;  • 

319- 46-A — H.B.B. — 425-461  Smith  street,  southeast  cor¬ 
ner  of  5th  street  (Block  471,  Lot  1),  Borough  of  Brook¬ 
lyn,  Misc.  4399-46  and  B.N.  217-46. 


320- 46-A — H.B.B. — 1604  DeKalb  avenue,  east  side,  142 
ft.  1  in.  south  of  Wyckoff  avenue  (Block  3248,  Lot  26), 
Borough  of  Brooklyn,  Alt.  2024-45. 

321- 46-A — H.B.Q. — 32-40  57th  street,  west  side,  200  ft. 
north  of  Northern  boulevard  (Block  1158,  Lot  106), 
Woodside,  Borough  of  Queens,  Misc.  1697-46. 

322- 46-BZ— H.B.Q.— 189-20  to  189-24  and  191-02  to  191-20 
Northern  boulevard,  southwest  corner  of  192nd  street 
(Block  5513,  Lots  27,  55  and  56),  Flushing,  Borough  of 
Queens,  N.B.  2261-46. 

323- 46-SM — Kwickclean  Trap  (“P”  Trap  with  Cleanout), 
manufactured  by  Bethlehem  Industrial  Corp.,  Material. 

324- 46-A — H.B.B. — 391  Atlantic  avenue,  north  side,  79 
ft.  west  of  Bond  street  (Block  177,  Lot  37),  Borough  of 
Brooklyn,  Alt.  1365-46. 

325- 46-BZ — H.B.Q. — 50-01  Rockaway  Beach  boulevard, 
south  side,  from  Beach  50th  to  Beach  51st  streets  (Block 
336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens,  Alt. 
381-46. 


326-46-A — H.B.Q. — 50-01  Rockaway  Beach  boulevard, 
south  side,  from  Beach  50th  to  Beach  51st  streets  (Block 
336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens,  Alt. 
381-46. 


327-46-BZ — H.B.M. — 324  West  26th  street,  south  side, 
251  ft.  west  of  8th  avenue  (Block  749,  Lot  57),  Borough 
of  Manhattan,  Alt.  701-46. 


328-46-BZ — H.B.Q^ — 120-06  Sutphin  boulevard  and  147- 
24  120th  avenue,  southwest  corner  (Block  12045,  Lot 
194),  Jamaica,  Borough  of  Queens,  N.B.  574-45. 


Restored  to  Calendar. 

686-30-BZ — H.B^Qr— 166-11  to  166-19  Horace  Harding 
boulevard,  ^nd-- 6008-60, 12.  J 67th  .street,  northwest  corner 
(Blpcly  6866,  Lot  354),  Flushing,  Borough  of  Queens, 
N.B/ 1564-46. 

81-41-BZ— H.B.B.  —  1968-1978  .,(1966-1972  displayed) 
Coney  Island  avenue,  west  side,  220  ft.  south  of  Avenue 
P  (Block  6642,  Lot  18),  Borough  of  Brooklyn,  Alt. 
639-46.  v, 


258-40-SM — AcoustLCelotex,  treated  with  Albi  '‘R’', 
manufactured  by  Celotex  Corp.,  Material. 


199-39-SM — Celotex,  treated  with  Albi  “R”,  manufac¬ 
tured  by  Celotex  Corp.,  Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)  ..  .Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repajr, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . May 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ...  Apr. 

Oil  Burner  Rules . Apr. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . Jan. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C. .Apr. 
Smoking  in  Factories,  Rules  for. ..  .Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations.  Reporting. ..  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)... Dec. 


Publication  in  Bulletin 

28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  S2A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937 — \’ol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 

12,  1944— Vol.  29,  No.  36 
2S,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945 — Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

9,  1946— Vol.  30,  No.  15 
30,  1946— Vol.  31,  No.  18 

12,  1945— Vol.  30,  No.  24 

1,  1946— Vol.  31,  No.  1 

24.  1936 — Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  30,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28.  1943— Vol.  28,  No.  52A 
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CALENDAR 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


MAY  14,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  14,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 


Zoning  Applications. 

320-45-BZ — Application,  May  25,  1945,  under  section  21 
of  the  zoning  resolution,  of  A.  S.  Mongicllo,  applicant, 
on  behalf  of  Joseph  Palermo,  owner,  to  permit  in  busi¬ 
ness  and  unrestricted  use  district,  the  change  of  occu¬ 
pancy  from  garage  (not  more  than  four  cars  and  light 
storage)  to  rug  cleaning  and  light  storage;  premises 
212  Evergreen  avenue,  south  side,  70  ft.  east  of  Wil¬ 
loughby  street  (Block  3206,  Lot  16),  Borough  of  Brook- 
lyn. 

575-32-BZ — Application  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney, 
owners,  reopened  and  restored  to  calendar  March  19, 
[  1946  (previously  withdrawn)  re  application,  under  sec¬ 

tion  7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  reconstruction  and  extension  of  existing 
gasoline  service  station  (previously  granted  by  the 
Board);  premises  242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner 
(Block  13206  (3645)  (Lots  17  and  19),  Rosedale,  Bor¬ 
ough  of  Queens. 


36-46-BZ — Application,  January  8,  1946,  under  sections 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants  on  behalf  of  F.  Lidonici,  owner,  to  per¬ 
mit  in  business  use,  D  area  district,  the  erection  of  a 
building  to  be  used  as  a  gasoline  service  station,  lubri- 
torium,  auto  laundry  and  public  garage  for  more  than 
five  (5)  motor  vehicles,  using  more  than  the  permitted 
area  of  the  Lot;  premises  68-72  to  68-88  Austin  street, 
south  side,  100  ft.  west  of  69th  avenue  (Block  3234,  part 
of  Lots  22  and  34),  Forest  Hills,  Borough  of  Queens. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

283-42-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Estate  of  Theodore  Badman,  owner,  reopened 
February  26,  1946,  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  use  district,  the  parking 
and  storage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied);  premises  222-228  East  34th  street, 
south  side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots 
46-49),  Borough  of  Manhattan. 

413-45-BZ — Application  of  Emil  Koeppel,  applicant,  on 
behalf  of  Rabbi  Samuel  A.  Rubin,  owner,  reopened  and 
restored  to  calendar  January  22,  1946 — re  Application 
under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  and  retail  use  district,  a  proposed  build¬ 
ing  to  be  used  as  a  synagogue  to  occupy  more  than  55% 
of  the  lot,  to  have  a  rear  yard  not  in  conformity  with 
Section  14(a)  of  the  zoning  resolution  and  with  pro¬ 
posed  court  width  contrary  to  zoning  resolution  (pre¬ 
viously  withdrawn);  premises  154  Henry  street,  south 
side,  83  ft.  east  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 


25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

799-45-BZ— Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

811-26-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  E.  Winkle,  owner,  reopened 
February  13,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
trict,  the  extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium,  auto 
laundry  and  minor  repairs;  premises  93-02  to  93-14 
Atlantic  avenue,  and  94-02  to  94-08  Woodhaven  boule¬ 
vard,  southwest  corner  (Block  9033,  Lot  1),  Woodhaven, 
Borough  of  Queens. 

57-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner, 
to  permit  in  residence  and  business  use,  C  and  F  area 
districts,  the  erection  of  a  commercial  building,  with 
exit  from  cellar  through  the  residence  district  contrarv 
to  law,  and,  also  exceeding  the  permitted  area  at  curl) 
level;  premises  168-01  to  168-09  Hillside  avenue,  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block 
9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito¬ 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockawav  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

776-45-BZ — Application,  December  7,  1945,  under  section 
21c  of  the  zoning  resolution,  of  New  York  City  Hous¬ 
ing  Authority,  applicant  and  owner,  to  permit  in  resi¬ 
dence  and  retail  use,  D  area  district,  and  Class  1  height 
district,  the  erection  of  fireproof  Class  “A”  multiple 
dwellings,  provided  with  dormers,  the  area  of  which 
dormers  will  be  in  excess  of  that  permitted  under  section 
9c,  when  computed  on  basis  of  projected  street  lines; 
premises  East  Houston  street,  to  East  6th  street,  be¬ 
tween  Avenue  D  and  East  River  drive  (Block  356.  Lot 
1),  Lillian  Wald  Houses  (Buildings  No.  2,  3,  4  and  10), 
Borough  of  Manhattan. 

155-46-BZ — Application,  March  1,  1946,  under  section 
7a  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant  on  behalf,  of  Arjoy  Realty  Corp.,  owner  to 
permit  in  a  retail  use  district,  the  extension  of  present 
building,  using  more  than  the  permitted  area,  premises 
408  8th  avenue,  east  side,  73.3  ft.  south  of  West  31st 
street  (Block  780,  Lot  4),  Borough  of  Manhattan. 

246-46-BZ — Application,  April  8,  1946,  under  section  21 
of  the  zoning  resolution,  of  Hugh  G.  Bergen,  applicant, 
on  behalf  of  President  and  Directors  of  The  Manhattan 
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Co.,  owner,  to  permit  in  a  business  use,  C  area  district, 
the  extension  of  present  building,  using  more  than  per¬ 
mitted  area;  premises  257  Beach  116th  street,  west  side, 
200  ft.  south  of  Newport  avenue  (Block  664,  Lot  17), 
Rockaway  Beach,  Borough  of  Queens. 

596-45-BZ— Application,  October  5,  1945,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Albert  E.  Putnam  Estate,  owner, 
to  permit  in  a  local  retail  district,  the  change  in  occu¬ 
pancy  from  business  (stores)  to  business  (stores)  and 
factory;  premises  1161-1175  Castle  Hill  avenue,  and  2167 
Powell  avenue,  northwest  corner  (Block  3811,  Lot  41), 
Borough  of  The  Bronx. 

20-46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  1  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668-8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

147-46-A — 337-361  Carroll  street  (331-335  displayed), 
north  side,  230  ft.  east  of  Hoyt  street  and  374-396  Presi¬ 
dent  street  (2nd  floor);  (Block  444,  Lot  18),  Borough  of 
Brooklyn. 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

306-46-A — 1072-1078  Atlantic  avenue,  south  side,  100.5  ft. 
east  of  Classon  avenue  (basement);  (Block  1126,  Lot  13), 
Borough  of  Brooklyn. 

270-46-A — 656  East  133rd  street  and  west  side  of  Cypress 
avenue,  from  East  132nd  to  East  133rd  streets  (base¬ 
ment);  (Block  2546,  Lot  52),  Borough  of  The  Bronx. 

Materials  for  Approval. 

29-46-SM — “DUFFCON’’  Lightweight  Precast  Concrete 
Roof  Slab. 

94-39-SM — Drilled-In-Caissons  as  Installed  by  the 
Drilled-In-Caisson  Corporation  (reopened  March  12, 
1946). 

96-46-SM — Rheem  275  Gallon  New  York  City  Obround 
Oil  Storage  Tank. 

378-38-SM — Stran  Steel  Division  of  Great  Lakes  Steel 
Corporation  Building  Framing  (reopened  March  12, 
1946;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman , 


MAY  14,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  14,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

177-46-A— 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

267-46-A — 4  West  54th  street,  south  side,  122.6  ft.  west 
of  5th  avenue  (Block  1269,  Lot  42),  Borough  of  Man¬ 
hattan. 

219-46-A — 279-281  East  139th  street,  north  side,  130.64  ft. 
east  of  3rd  avenue  (elevator);  (Block  2314,  Lot  89), 
Borough  of  The  Bronx. 


273-46-A — 114-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (1st  floor);  (Block  2266,  Lots  81 
and  82),  Forest  Hills,  Borough  of  Queens. 

241-46-A — 111-03  77th  road,  northwest  corner  of  Austin 
street  (Block  3343,  Lot  65),  Kew  Gardens,  Borough  of 
Queens. 

297-46-A — 620  West  149th  street,  southeast  corner  of 
Riverside  drive  (basement);  (Block  2095,  Lot  46),  Bor¬ 
ough  of  Manhattan. 

224-46-A — 57-08  Grand  avenue,  south  side,  60  ft.  8)4  in. 
east  of  Rust  street  (Block  2621,  Lot  34  and  Block  2622, 
Lot  59),  Maspeth,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  proposed  mapped  street 
— Malcolm  place). 

321-46-A — 32-40  57th  street,  west  side,  200  ft.  north  of 
Northern  boulevard  (Block  1158,  Lot  106),  Woodside, 
Borough  of  Queens. 

308-46-A — 415-419  East  13th  street,  south  side,  94  ft.  east 
of  1st  avenue  (1st,  mezzanine,  2nd  and  3rd  floors); 
(Block  441,  Lots  10,  15  and  52),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman , 


MAY  21,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  21,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

- 

Zoning  Applications. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  .Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

182-46-BZ — Application,  March  6,  1946,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt, 
applicant,  on  behalf  of  Queens  Windsor  Corp.,  owner, 
to  permit  in  a  residence  and  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  commercial  structure,  occupying 
more  than  permitted  area  and  not  having  required  rear 
yard,  with  an  entrance  to  loading  platform  within  resi¬ 
dence  district,  and  using  premises  for  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  108-36  to 
108-48  Queens  boulevard,  and  107-34  road  (Windsor 
place),  southeast  corner  (Block  3257,  Lots  1  and  45), 
Forest  Hills,  Borough  of  Queens. 

239-19-BZ — Application  of  Laura  Schirald,  applicant  and 
owner,  reopened  April  23,  1946,  for  consideration  as  to 
extension  of  variance — re  Application,  previously 
granted  on  condition,  under  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of 
a  public  garage,  for  a  temporary  term  of  years;  premises 
1171  New  York  avenue,  and  3301  Cortelyou  road 
(Canarsie  lane),  northwest  corner  (Block  4933,  Lot  62), 
Borough  of  Brooklyn. 

822-45-BZ — Application,  December  26,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Janet  Blatman  and  Mildred 
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Kramer,  owners  (Major  Curtain  Cleaners,  lessee),  to 
permit  in  residence  and  business  use  district,  the  change 
of  occupancy  from  public  market,  store  and  manufac¬ 
turing,  to  laundry;  premises  1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot 
58),  Borough  of  Brooklyn. 

61-46-BZ — Application,  January  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Charles  Smallman,  owner,  to 
permit  in  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  an  office  and  fishing  station;  premises 

1-7  Dare  Court,  northwest  corner  of  Plumb  Beach 
Channel  (Block  7547,  Lots  2162,  2164,  2166,  2168,  2170 
and  2172),  Borough  of  Brooklyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Shlefstein,  appli¬ 
cant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  a  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  witli 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-2339  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

651-45-BZ — Application,  October  26,  1945,  under  section 
21  of  the  zoning  resolution,  of  Emil  Koeppel,  applicant, 
on  behalf  of  Robalex  Realty  Corp.,  owner,  to  permit  in 
unrestricted  use,  C  area  district,  the  extension  of  existing 
building  to  cover  more  than  permitted  area;  premises 
724-726  64th  street,  south  side,  180  ft.  east  of  7th  avenue 
(Block  5821,  Lot  16),  Borough  of  Brooklyn. 

80-46-BZ — Application,  February  7,  1946,  under  section 
21  of  the  zoning  resolution,  of  Harry  Leslie  Walker, 
applicant,  on  behalf  of  Board  of  Education,  City  of 
New  York,  prospective  owner,  to  permit  in  residence 
use,  D  and  E  area  districts,  the  erection  of  a  building 
(Public  School)  using  more  than  permitted  setbacks; 
premises  134-40  161st  street,  west  side,  the  north  side 
of  137th  avenue,  from  160th  to  161st  streets  (Block 
12299,  Lots  13,  14,  18,  20,  22,  24,  26,  27,  30-33,  37,  39-43, 
45,  47,  49,  51,  53-55,  57,  59  and  132);  (P.S.  167),  Flushing, 
Borough  of  Queens. 

214-46-BZ — Application,  March  22,  1946  under  section 
21  of  the  zoning  resolution,  of  Harry  J.  Seif,  applicant, 
i  on  behalf  of  Meta  A.  Plate,  owner  (George  Seif,  Inc., 
lessee),  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1421  Kings  Highway,  north  side, 
21  ft.  3%  in.  west  of  East  15th  street  (Block  6777,  Lot 
30),  Borough  of  Brooklyn. 

781-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicant,  on  behalf  of  John  Opladin,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  re- 
'  construction  of  an  existing  gasoline  service  station,  and 
auto  repair  shop  and  an  auto  showroom;  premises  115-06 
to  115-18  101st  avenue,  and  101-02  to  101-08  116th  street, 
southwest  corner  (Block  9433,  Lots  3  and  5),  Richmond 
Hill,  Borough  of  Queens. 

102-46-BZ — Application  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
•  kauer,  applicant,  on  behalf  of  1219  Quentin  Road  Corp., 
owner,  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1215  Quentin  road,  north  side, 
57  ft.  9y%  in.  west  of  East  13th  street  (Block  6775,  Lot 
41),  Borough  of  Brooklyn. 

256-46-BZ — Application,  April  11,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono, 
applicant,  on  behalf  of  Louis  Reiffler,  owner,  (Fred 
Axelrod  and  William  Greenberg,  lessees),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry;  premises  98(J 


Longwood  avenue,  south  side,  64  ft.  east  of  Beck  street 
(Block  2707,  part  of  Lot  60),  Borough  of  The  Bronx. 

Material  fur  Approval 

405-45-SM — Jiffy  Flameproof  Liquid. 

HARRIS  H.  MURDOCK,  Chairman, 


MAY  21,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  21,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

516-44-A — -240-246  19th  street,  and  657-661  5th  avenue, 
southeast  corner  (Block  885,  Lot  8),  Borough  of  Brook¬ 
lyn,  reopened  April  9,  1946). 

190-46-A — 100-08  and  100-10  Atlantic  avenue,  south  side, 
70.56  ft.  east  of  100th  street  (1st  floor);  (Block  9376, 
Lot  5),  Richmond  Hill,  Borough  of  Queens. 

2- 46-A— 60-01  to  60-19  Woodhaven  boulevard,  east  side, 
between  Booth  and  Wetherole  streets  (1st  floor); 
(Block  3008,  Lot  1),  Woodhaven,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of  mapped 
street — proposed  Midtown  Highway). 

3- 46-A — 59-41  to  59-59  Woodhaven  boulevard,  north¬ 
east  corner  of  Booth  street  (1st  floor);  (Block  3074, 
Lot  1),  Woodhaven,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  mapped  streets— pro¬ 
posed  Midtown  Highway). 

HARRIS  H.  MURDOCK,  Chairman, 


MAY  28,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  28,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

69-46-BZ — Application,  February  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  Edwin  Gould  Foundation  for  Chil¬ 
dren,  owner,  to  permit  in  residence  use,  E-l  area  district, 
the  conversion  of  occupancy  from  existing  use  (dormi¬ 
tory  of  children’s  home)  to  multiple  dwelling  not  con¬ 
forming  to  requirements  of  E-l  area  district;  premises 
1761  Stillwell  avenue,  southeast  corner  of  Pelham  park¬ 
way  (Block  4411,  part  of  Lot  300),  Borough  of  The 
Bronx. 

255-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Queens  Forwarding  Co.,  owner,  re¬ 
opened  February  26,  1946,  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  acces¬ 
sory  store,  office  and  waiting  room,  lubritorium,  auto 
laundry,  brake  testing,  wheel  alignment  and  minor 
repairs;  premises  94-01  to  94-09  81st  street,  east  side, 
from  Atlantic  avenue  to  Rockaway  boulevard,  81-02  to 
81-10  Atlantic  avenue  and  81-05  to  81-15  Rockaway 
boulevard  (Block  9009,  part  of  Lot  1),  Woodhaven,  Bor¬ 
ough  of  Queens. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
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(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 

327-23-BZ — Application  of  Dennis  J.  Grillo,  applicant,  on 
behalf  of  V.  F.  Restaino,  owner  (William  B.  Kaas, 
lessee),  reopened  February  13,  1946,  under  section  7i  of 
the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board)  to  garage  for  more  than  five  (5) 
motor  vehicles,  sales  room  and  servicing  new  cars; 
premises  77-20  Northern  boulevard  (Jackson  avenue), 
southwest  corner  of  78th  street  (Block  1250,  Lot  6), 
Jackson  Heights,  Borough  of  Queens. 

242-46-BZ — -Application,  April  3,  1946,  under  sections  7f 
and  7i  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Joseph  G.  Urgo  and  Robert  J.  Rivel- 
lese,  owners,  to  permit  in  a  business  use  district,  a 
gasoline  service  station,  office,  lubritorium,  automobile 
showroom  and  repairs  to  motor  vehicles  for  a  term  of 
ten  (10)  years;  premises  184-08  to  184-14  Union  turn¬ 
pike,  south  side,  110  ft.  west  of  Chevy  Chase  street 
(Block  7248,  part  of  Lot  35),  Jamaica,  Borough  of 
Queens. 

59-46-BZ — Application,  January  25,  1946,  under  sections 
7 a  and  21  of  the  zoning  resolution,  of  William  Sambur 
and  Charles  Leonardi,  applicants,  on  behalf  of  Harry 
Taplin,  owner,  to  permit  in  a  business  use  district,  the 
extension  of  existing  lumber  sheds  by  roofing  over 
existing  loading  space;  premises  106-28  101st  avenue, 
southwest  corner  of  107th  street  (Block  9424,  Lot  7), 
Ozone  Park,  Borough  of  Queens. 

72-46-BZ — Application,  February  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Italo  Nicolai,  applicant, 
on  behalf  of  Francisco  Lago,  owner,  to  permit  in  a 
residence  use  district,  the  erection  of  a  building  to  be 
used  as  a  gasoline  service  station  and  lubritorium,  for  a 
term  of  ten  (10)  years;  premises  1112  Richmond  ter¬ 
race,  south  side,  95  ft.  east  of  Bard  avenue  (Block  77, 
part  of  Lot  6),  West  Brighton,  Borough  of  Richmond. 

262-46-BZ — Application,  April  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Emanuel  M.  Glick,  applicant, 
on  behalf  of  Jane  Grillo,  owner  (G.  I.  Motors,  Inc., 
lessee),  to  permit  in  a  business  use  district,  the  change 
in  occupancy  from  garage  and  motor  vehicle  repair 
shop  and  parking  lot  for  more  than  five  (5)  cars  (pre¬ 
viously  granted  by  the  Board),  to  garage  and  motor 
vehicle  repair  shop  and  automobile  sales  lot  for  more 
than  five  (5)  motor  vehicles;  premises  1480-1484  Coney 
Island  avenue,  west  side,  440  ft.  north  of  Avenue  L 
(Block  6536,  part  of  Lot  20),  Borough  of  Brooklyn. 

276-46-BZ— Application,  April  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
on  behalf  of  72nd  Street  Realty  Co.,  owner  (Sheridan 
Sportswear,  lessee),  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  an  existing  wearing  apparel 
factory,  into  the  residence  use  district;  premises  1145- 
1149  Liberty  avenue,  and  145-159  Sheridan  avenue,  north¬ 
east  corner  (Block  4182,  Lot  1),  Borough  of  Brooklyn. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 
applicant,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone); 
premises  1550  Flatbush  avenue,  west  side,  85  ft.  4y2  in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 


522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Min¬ 
erva  Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners  (Wheeler  Shipbuilding  Corp.,  lessee),  re¬ 
opened  March  26,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  for  a  temporary  term,  the  use  and  maintenance 
of  a  temporary  storage  shed;  the  storage  of  lumber, 
and,  also  the  parking  of  more  than  five  motor  vehicles 
(employee’s  cars);  premises  152-02  to  152-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and  10-34 
154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and 
68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots  1,  18, 
19,  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

523- 43- A— 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538. 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946), 

Materials  for  Approz’al. 

476-44-SM — U.  S.  Gypsum  Co.’s  2"  Solid  Rocklath  and 
Plaster  Partition  (reopened  January  15,  1946  re  amend¬ 
ment  to  include  approval  of  a  fire  resistive  rating  of  one 
hour). 

28-38-SM — Cantilite  Concrete  Plank  for  Roof  and  Floor 
Construction  (reopened  January  29,  1946  re  amendment 
of  resolution). 

HARRIS  H.  MURDOCK,  Chairman, 


MAY  28,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  28,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

183-46-A — 76)4  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

218-46-A — 80-02  Rockaway  Beach  boulevard,  northwest 
corner  of  Beach  80th  street  (1st  floor);  (Block  551,  Lot 
1),  Rockaway  Beach,  Borough  of  Queens  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street — 
Rockaway  Beach  boulevard). 

HARRIS  H.  MURDOCK,  Chairman, 


JUNE  4,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  4,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Zoning  Application. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman, 
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JUNE  11,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Zoning  Application. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 


on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman, 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  MORNING,  MAY  7,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  April  23,  1946, 
were  approved,  as  printed  in  Bulletin  No.  18,  Vol.  No.  31. 


ZONING  APPLICATIONS. 

177-32-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Rose  Cramer,  owner. 
SUBJECT — Application  reopened  March  12,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  office  and  lubritorium. 
PREMISES  AFFECTED— 156-166  West  End  avenue, 
northeast  corner  of  West  67th  street  (Block  1159, 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy,  H.  G.  Greene,  Rose 
Cramer  and  L.  Wolf. 

For  Opposition :  R.  E.  Swain,  W.  Reise,  T.  Hasel- 
korn,  A.  Byrnes,  D.  Shappiro  and  R.  Splain. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1946  at  10 
A.  M.,  for  decision  by  Board  without  further  argu¬ 
ment. 


782-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  M.  New¬ 
man,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
of  existing  gasoline  service  station. 

PREMISES  AFFECTED— 196-202  Grand  street  Exten¬ 
sion  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.  M.,  for  inspection  by  a  Committee  of  the  Board. 


158-46-BZ 

APPLICANT — Max  Abratnovitz,  for  Fairchild  Press,  Inc., 
owner. 


SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  B  area  district,  the  erection 
of  a  building,  using  more  area  than  permitted. 
PREMISES  AFFECTED — 3-9  East  12th  street,  east  side, 
150  ft.  east  of  5th  avenue,  and  6-10  East  13th 
street  (Block  570,  Lot  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  M.  Abramovitz,  P.  Hyatt,  P.  Wig¬ 
gins,  E.  Fairchild  and  L.  Roberts. 

For  Opposition :  R.  S.  Tyson,  E.  T.  Steinert  and  O. 
Prochazka. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — (Laid  over  to  May  21,  1946  at  10 
A.M.,  for  decision  by  Board  without  further  argu¬ 
ment. 


182-46-BZ 

APPLICANT — T.  H.  Engelhardt,  for  Queens  Windsor 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use, 
D  area  district,  the  erection  of  a  commercial  struc¬ 
ture,  occupying  more  than  permitted  area  and  not 
having  required  rear  yard,  with  an  entrance  to 
loading  platform  within  residence  district,  and  us¬ 
ing  premises  for  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 108-36  to  108-48  Queens  boule¬ 
vard,  and  107-34  71st  road  (Windsor  place),  south¬ 
east  corner  (Block  3257,  Lots  1  and  45),  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  T.  H.  Engelhardt. 

For  Opposition:  Louis  C.  Jaeger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1946  at  10 
A.M. 


1115-40-BZ 

APPLICANT— William  B.  O’Connor,  for  Truck  Ter¬ 
minals,  Inc.,  owner. 

SUBJECT — Application  reopened  April  9,  1946  for  con¬ 
sideration  as  to  extension  of  variance  (expired  by 
limitation) — Application  (decision  of  the  borough 
superintendent),  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  for  a 
term  of  two  years,  permitting  in  a  business  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 2101-2109  Surf  avenue,  north¬ 
west  corner  of  West  21st  street  (Block  7058,  Lots 
27  to  50,  inclusive),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  William  B.  O’Connor  and  F.  R. 
Wohlfahrt. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (1115-40-BZ) 

Whereas,  this  application  under  section  7 h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  transient  parking  of  more  than  five  motor 
vehicles,  affecting  premises  2101-2129  Surf  avenue,  north¬ 
west  corner  of  West  21st  street  (Block  7058,  Lots  27  to  50, 
inclusive),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  15,  1941,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  April  6,  1943,  and 
the  applicant  requested  a  further  extension  of  the  permit ; 
and 

Whereas,  the  new  owner  of  the  premises  is  Truck  Ter¬ 
minals,  Inc.,  of  215  Montague  Street,  Brooklyn,  N.  Y. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  15,  1941,  as 
amended  April  6,  1943,  only  so  far  as  it  has  reference  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution  *  *  *; 
and  that  other  than  as  amended  herein,  the  resolution 
adopted  by  the  Board  April  15,  1941  shall  be  complied 
with  in  all  respects ;  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


794-45-BZ 

APPLICANT — Arthur  Weiser,  for  Pannonia  Realty  Co., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  restricted 
retail  use,  B  area  district,  the  erection  of  a  class 
A  multiple  dwelling  and  restaurant,  occupying  more 
than  the  permitted  area. 

PREMISES  AFFECTED— 32-36  East  65th  street,  south 
side,  60  ft.  east  of  Madison  avenue  (Block  1379, 
Lots  48  to  50,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Arthur  Weiser. 

For  Opposition:  W.  Wund,  H.  S.  Van  Wayeven, 
H.  Picarello,  Doris  Kellman,  E.  G.  Hughes  and 
M.  Somers. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (794-45-BZ) 

Whereas,  Arthur  Weiser,  for  Pannonia  Realty  Company, 
owner,  filed  October  18,  1945,  an  application  under  sections 
7b  and  21  of  the  zoning  resolution,  to  permit  in  residence 
and  restricted  retail  use,  B  area,  districts,  the  erection  of  a 
Class  A  multiple  dwelling  and  restaurant  occupying  more 
than  the  permitted  area;  premises:  32-36  East  65th  street, 
south  side,  60  ft.  east  of  Madison  avenue  (Block  1379,  Lots 
48,  49,  50),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  7,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 


Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  65th  street  is  in  residence  and 
restricted  retail  use,  B  area  and  Class  1)4  height  districts; 
Madison  avenue  is  in  restricted  retail  use,  B  area  and  Class 
\l/2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  11,  1945,  re  N.B.  App.  143-44,  reads. 

“Al.  The  height,  bulk  and  area  of  the  building;  the 
ownership  of  the  plot ;  possible  covenants ;  restrictions 
in  the  deed ;  and  easements  and  encroachments  in  rela¬ 
tion  to  the  plot  cannot  be  examined  or  reviewed  for  the 
proper  application  of  the  Multiple  Dwelling  Law  and 
the  Zoning  Resolution  until  an  official  survey  is  filed 
with  this  application. 

Further,  as  this  building  is  a  Class  A  Multiple  Dwel¬ 
ling  (residence  building),  show  compliance  with  the 
provisions  of  Article  IV,  Section  12  (b)  of  the  Zoning 
Resolution  as  amended  December  2,  1944. 

A4.  Reconsideration  requested  in  connection  with  this 
objection  is  hereby  denied  and  the  objection  repeated  as 
follows : 

Use  of  1st  floor  extending  into  a  Residence  Street 
is  in  violation  of  Sec.  3,  Zoning  Resolution. 
Objections  A2,  3,  5,  6,  7,  8,  9,  10  not  considered  until 
final  disposition  has  been  made  of  objections  Al  and 
A4.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  60  ft.  frontage  by  100  ft.,  5  in.  in  depth,  on  which  is 
to  be  erected  a  building  60  ft.  front  by  100  ft.  5  in.  for 
two  stories,  (typical  floor  60  ft.  front  by  80  ft.  5  in.  in 
flepth),  height  of  building  to  be  10  stories,  90  ft.,  of  Class  1 
construction;  that  it  is  proposed  to  have  a  pent  house  on 
roof  with  tank  house  on  roof  of  penthouse;  that  the  present 
Class  “A”  multiple  dwelling  on  plot  will  be  demolished;  and 

Whereas,  the  applicant  contends  that  as  to  objection  Al, 
his  client  purchased  this  plot  on  June  1,  1944,  for  the  ex¬ 
pressed  purpose  of  building  a  multiple  dwelling  and  restau¬ 
rant  on  the  1st  floor,  intending  to  extend  the  first  floor  to 
the  rear  lot  line;  that  if  he  is  compelled  to  comply  with  the 
objection  he  will  be  deprived  of  valuable  seating  space  in 
the  restaurant;  that  although  a  loss  will  be  suffered  in  the 
number  of  rooms  in  the  building  in  order  to  comply  with 
the  new  zoning  law,  it  is  intended  to  comply  with  same  in 
all  respects,  but  it  is  requested  only  that  a  variance  be 
granted  to  extend  the  rear  wall  to  the  rear  lot  line  to  a 
height  not  exceeding  23  ft.  above  the  curb  to  accommodate 
two  stories;  that  in  regard  to  objection  A4,  it  is  requested 
a  variance  be  granted  to  permit  the  restaurant  use  to  ex¬ 
tend  for  20  ft.  into  the  residence  district ;  that  the  width 
of  the  plot  is  60  ft.,  forty  feet  of  which  is  in  a  restricted 
retail  district  and  twenty  in  a  residence  district;  that  since 
this  restaurant  is  a  part  of  the  multiple  dwelling  and  only 
one-third  of  its  width  is  in  a  residence  district ;  it  is  re¬ 
quested  the  Board  favorably  consider  this  application ;  and 

Whereas,  at  the  hearing  the  applicant  stated  that  the 
building  would  not  exceed  75  ft.  in  height  at  the  building 
line  to  conform  with  the  zoning  resolution  and  stated  that 
the  proposed  structure  over  rear  yard  would  be  one  story 
and  not  two  as  shown  on  plans  filed  with  this  application 
contrary  to  that  shown  on  plans  filed  with  the  Borough 
Superintendent;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  _  subdivision  b  and  that  the  applicant 
had  failed  to  substantiate  his  basis  of  appeal  under  section 
21  of  the  zoning  resolution  and  was,  therefore,  not  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 
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811-45-BZ 

APPLICANT — Cole  and  Madsen,  for  Annie  Applebaum, 
owner  (Public  Service  Hosiery  Stores,  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  and  business-1  use,  C  area 
district,  the  extension  of  existing  building  to  occupy 
more  of  lot  at  curb  level  than  is  permitted. 
PREMISES  AFFECTED — 172  Richmond  avenue,  west 
side,  55  ft.  north  of  Harrison  street  (Block  1077, 
Lot  51),  Port  Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Kenneth  Millies. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


THE  RESOLUTION  (811-45-BZ) 

Whereas,  Cole  and  Madsen,  for  Annie  Applebaum, 
owner,  Public  Service  Hosiery  Stores,  Inc.,  lessee,  filed  De¬ 
cember  27,  1945,  an  application  under  section  21  of  the  zon¬ 
ing  resolution,  to  permit  in  business  and  business  1  use,  C 
area,  districts,  the  extension  of  an  existing  building  to  oc¬ 
cupy  more  of  lot  at  curb  level  than  is  permitted ;  premises : 
172  Richmond  avenue,  west  side,  55  feet  north  of  Harrison 
street  (Block  1077,  Lot  51),  Port  Richmond,  Borough  of 
Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  7,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Richmond  avenue  is  in  a  business  1 
use,  C  area  and  Class  1)4  height  district;  Harrison  avenue 
is  in  business  and  business  1  use,  C  area  and  Class  1)4 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  21,  1945,  re  Alt.  App.  157-45,  reads: 

“2.  Present  bldg,  in  C  area  district  exceeds  60%  of 
area  of  lot  therefore  extension  cannot  be  built  contrary 
to  Sect.  13b  Art.  IV  Zone  Resolution.” 
and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  27  ft.  frontage  by  130  ft.  in  depth,  on  which  is 
located  a  building  27  ft.  front  by  85  ft.  in  depth  (irregular), 
one  story,  18  ft.  in  height,  of  Class  3  construction;  that 
it  is  proposed  to  extend  the  building  to  the  full  depth  of  the 
lot  (27  feet  by  130  feet)  irregular;  and 
Whereas,  the  applicant  contends  that  the  existing  build¬ 
ing  or  store  now  occupies  two  thirds  of  front  portion  of  lot, 
consisting  of  front  half  of  building  two  stories  high  with 
second  floor  closed  off  and  rear  half  of  building  one  story 
high  of  nonfireproof  construction;  that  the  lot  in  question  is 
now  surrounded  on  both  sides  and  rear  by  stores,  1)4  stories 
in  height,  with  the  result  that  rear  yard  has  no  benefit  except 
for  use  as  extra  floor  space  to  existing  store ;  that  the  owner 
is  asking  permission  to  construct,  due  to  the  expansion  of 
business,  a  nonfireproof  addition  25  ft.  x  45  ft.,  one  story 
high,  to  match  existing  store  on  this  rear  yard  area,  as 
shown  on  plans;  that  this  area  was  originally  designated 
prior  to  1916  as  C  area  and  there  has  been  no  change  in  use 
from  1916  to  January  21,  1942  when  it  was  changed  to 
business,  (now  business-1),  no  change  in  height;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 


regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  extension 
as  proposed  in  the  rear  shall  not  exceed  one  (1)  story  in 
height;  that  the  existing  front  shall  be  replaced  by  a  new 
front,  as  indicated  on  revised  plans  marked  “Received  April 
25,  1946”  (two  sheets)  ;  that  the  existing  second  story  shall 
be  remodeled,  as  indicated  on  such  plans,  with  a  stairway  as 
indicated  to  the  first  floor  and  the  means  of  reaching  the 
roof  as  indicated ;  that  at  the  rear  within  the  proposed  ex¬ 
tension  an  iron  stairway  shall  be  erected  for  access  to  the 
roof  through  a  scuttle,  as  shown;  that  such  scuttle  shall  be 
equipped  with  an  easy-opening  device;  that  the  building 
shall  not  be  increased  in  height  or  area  and  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  the  build¬ 
ing  shall  be  occupied  throughout  by  one  tenant,  as  proposed ; 
and  that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  resolution. 


84-46-BZ 

APPLICANT — Kitzler  and  Nurick,  for  Cypress  Homes 
Corp.,  owner  (Cypress  Hills  Swimming  Pool,  Inc., 
lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b,  7c  and  21  of  the  zoning 
resolution,  to  permit  in  residence  and  unrestricted 
use  district,  swimming  pool,  bath  houses,  recreation 
facilities  and  supply  room. 

PREMISES  AFFECTED— 852-874  Jamaica  avenue,  and 
2-20  Hemlock  street,  southwest  corner  (Block  4106, 
Lot  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  S.  Kitzler  and  A.  Briguglio. 

For  Opposition:  Arthur  Walter,  Anna  E.  J.  Burger, 
Frank  J.  McCarthy,  George  W.  Moritz, 
Thomas  Noonan,  Agnes  Walter  and  James  A. 
McGovern. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (84-46-BZ) 

Whereas,  Kitzler  &  Nurick  for  Cypress  Homes  Corpo¬ 
ration,  owner,  Cypress  Hills  Swimming  Pool,  Incorporated, 
lessee,  filed  February  6,  1946,  an  application  under  sections 
7b,  7c,  and  21  of  the  zoning  resolution,  to  permit  in  residence, 
business  and  unrestricted  use  destricts,  a  swimming  pool, 
bath  houses,  recreation  facilities  and  supply  room ;  premises 
852-874  Jamaica  avenue  and  2-20  Hemlock  street,  south¬ 
west  corner  (Block  4106,  Lot  39),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  7,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Jamaica  avenue  is  in  business  and  un¬ 
restricted  use,  C  area  and  Class  1  height  districts ;  Hemlock 
street  is  in  residence  and  business  use,  C  area  and  Class  1 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  5,  1946,  re  Alt.  Applic.  2201-45,  reads: 

“1.  Bath  houses,  recreation  facilities  and  supply  room 
in  a  residential  use  district  are  contrary  to  Art.  II, 
Sec.  3  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  226  ft.  10  in.  frontage  by  560  ft.  in  depth,  irregular, 
on  which  is  located  an  open  air  concrete  swimming  pool, 
75  ft.  by  190  ft.,  one  story  office,  restaurant,  filter  house, 
suit  room,  ticket  booth,  toilets,  men  and  ladies  bathhouses 
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and  lockers,  supply  room,  first  aid  room  and  roller  skating 
rink ;  that  it  is  proposed  to  permit  maintenance  of  existing 
facilities  and  structures,  (bath  houses,  recreational  facilities 
and  supply  room)  ;  and 

Whereas,  the  applicant  contends  that  this  appeal  con¬ 
cerns  the  bathhouses,  recreational  facilities  and  supply  room 
located  within  the  area  of  the  plot  zoned  for  residence  use; 
that  plans  and  applications  were  filed  with  the  Department 
of  Housing  and  Buildings  as  required  under  Local  Law 
29  for  a  permit  for  a  place  of  assembly;  that  examination 
of  the  applications  revealed  that  67  bath  houses,  a  supply 
room  and  certain  recreational  facilities  existed  within  the 
residence  area  of  the  plot  which  was  contrary  to  the  ap¬ 
provals  granted  in  1928;  that  the  original  approvals  and 
the  certificate  of  occupancy  provide  for  a  total  of  1400  oc¬ 
cupants  within  the  bath  houses  and  lockers  located  within 
the  unrestricted  portion  of  the  lot;  that  the  original  ap¬ 
proval  plans  indicate  that  the  portion  of  the  plot  within  the 
residence  zone  was  unbuilt  upon;  that  during  the  1st  year 
of  operation  of  the  swimming  pool,  the  large  open  area 
afforded  play  space  and  in  order  to  make  it  safe  and  more 
attractive  proper  flooring  was  installed,  and  some  equip¬ 
ment  and  games ;  that  the  area  has  been  in  constant  use 
as  a  play  yard  since  1929 ;  that  the  supply  room  in  question 
was  erected  in  1929  in  a  then  business  area,  which  was 
changed  in  1937  from  business  to  residence ;  that  this  build¬ 
ing  is  10  ft.  by  12  ft.,  of  frame  construction,  covered  with 
cement  stucco  on  the  outside ;  that  the  67  bath  house  lock¬ 
ers  in  the  residence  zone  were  installed  in  1929  because 
of  a  demand  by  families  wishing  to  use  one  bath  house  for 
the  season  in  place  of  3  or  4  when  they  came  to  the  pool ; 
that  it  was  necessary  to  segregate  these  family  bath  houses 
from  the  ones  provided  separately  for  males  and  females; 
that  removal  of  these  bath  houses  would  cause  a  reduction 
in  valuable  patronage;  that  at  the  present,  space  devoted 
to  lockers  for  men  and  women  is  within  the  area  zoned 
for  unrestricted  use ;  that  there  is  no  space  for  the  family 
lockers  in  the  unrestricted  area ;  that  the  original  cost  of 
land  and  improvements  was  $450,000;  that  in  June,  1945, 
the  City  Planning  Commission  adopted  an  unfavorable  re¬ 
port  in  the  matter  of  a  petition  before  it  to  change  from 
residence  use  to  business  use  the  area  of  the  plot  now  zoned 
for  residence ;  that  the  owner  pays  taxes  on  the  assessed 
valuation  of  the  entire  lot ;  that  the  area  of  the  lot  pres¬ 
ently  zoned  for  residence  use  is  isolated  and  without  any 
street  frontage  and  therefore  cannot  be  improved  with  a 
conforming  use;  that  it  is  therefore  respectfully  requested 
that  the  Board  grant  this  application ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7 c 
of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c,  of 
the  zoning  resolution,  on  condition  that  there  shall  be  no 
further  extension  of  use  within  the  residence  district  and 
that  in  all  other  respects  all  laws,  rules  and  regulations  shall 
be  complied  with,  other  than  as  modified  by  the  Board 
under  Cal.  145-46-A;  that  the  surrounding  fences  shall  be 
maintained  in  good  condition  with  proper  guards  on  top 
of  the  fences  to  prevent  climbing  over ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


104-46-BZ 

APPLICANT — Harold  L.  Young,  for  132-134  West  124th 
Street  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  of 
occupancy  from  stable  and  wagon  repair  shop,  to 
steam  laundry  and  factory  using  more  than  per¬ 
mitted  floor  area  of  building  for  manufacturing. 


PREMISES  AFFECTED— 132-134  West  124th  street, 
south  side,  300  ft.  west  of  Lenox  avenue  (Block 
1908,  Lot  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harold  L.  Young. 

For  Opposition:  H.  Regnault,  S.  Jackson  and  P. 
Regnault. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (104-46-BZ) 

Whereas,  Harold  L.  Young,  for  132-134  West  124th 
Street  Corporation,  owner,  filed  February  11,  1946  an  ap¬ 
plication  under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district  the  change  of  occupancy 
from  stable  and  wagon  repair  shop  to  steam  laundry  and 
factory  using  more  than  the  permitted  floor  area  of  build¬ 
ing  for  manufacturing;  affecting  premises  132-136  West 
124th  street,  south  side,  300  ft.  west  of  Lenox  avenue  (Block 
1908,  Lot  46),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  7,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  West  124th  street  is  in  a  business  use  B 
area  class  1%  height  district;  Lenox  avenue  is  in  a  business 
use  B  area  and  class  1%  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  17,  1946  on  Alt.  Applic.  191-45  reads: 

“5.  Repeat.  Steam  or  wet  wash  laundry  not  permitted 
in  a  Business  District,  Sec.  4  (a)  51  of  Zoning  Resol. 
and  not  more  than  25%  of  floor  area  of  bldg,  should 
be  used  for  mfg.  sec.  4  (c)  of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  75  ft.  frontage  by  100  ft.  11  in.  in  depth,  on  which 
is  located  a  building  75  ft.  front  by  100  ft.  11  in.  in  depth, 
3  stories,  42  ft.  in  height,  of  class  3  construction ;  that  it 
is  proposed  to  install  new  opening  in  partition  separating 
building  on  first  floor  (3  ft.  by  6  ft.  8  in.)  and  to  enclose 
stairs  on  the  2nd  floor ;  new  fireproof  doors  will  be  con¬ 
structed  at  front  of  building  leading  to  new  fire  escape;  on 
the  3rd  floor  new  fireproof  wire  glass  windows  and  fire¬ 
proof  doors  leading  to  new  fire  escape;  new  toilet  will  be 
installed  and  an  opening  in  partition  separating  building; 
and 

Whereas,  the  applicant  contends  that  this  building  was 
erected  and  occupied  as  a  stable,  housing  horses,  wagons, 
etc.  with  ramps;  adjoining  at  the  west  there  is  now  exist¬ 
ing  an  8  story  wet  wash  laundry  occupying  the  whole  of 
the  building  while  on  the  same  side  of  the  street  further 
west  there  exists  a  public  garage  and  on  the  opposite  side 
of  this  stable  building  exists  vacant  lots  and  to  the  east 
and  west  of  said  lots  will  be  found  storage  warehouses, 
business  buildings,  iron  shops,  etc. ;  that  the  values  of  the 
property  in  this  neighborhood  will  not  be  injured  by  the 
proposed  use;  that  the  taxes  can  not  bring  in  a  revenue 
with  its  previous  occupancy  as  a  stable  unless  the  Board 
grants  the  relief  asked  for;  that  the  removal  of  a  public 
stable  affords  a  better  condition  to  the  neighborhood  as  to 
safety  and  health ;  and 

Whereas,  it  appears  that  the  building  has  not  been  oc¬ 
cupied  as  a  stable  for  several  years  and  is  now  occupied  for 
storage  of  machinery  and  a  laundry  agency  doing  no  laundry 
work  on  the  premises ;  and 

Whereas,  the  applicant  stated  at  the  hearing  that  it  was 
not  proposed  to  use  this  building  except  on  the  first  floor 
east  as  a  steam  laundry  and  not  in  conjunction  with  the 
existing  laundry  in  the  adjoining  building  to  the  west;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  exercise  of  its  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


156-46-BZ 

APPLICANT — Martyn  N.  Weston,  for  Arthur  Herz, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent  (under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  conversion 
to  printing  shop  from  former  carpenter  shop  and 
lumber  yard. 

PREMISES  AFFECTED— 270-272  West  19th  street,  south 
side,  150  ft.  east  of  8th  avenue  (Block  768,  Lots 
75  and  76),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  M.  Weston,  A.  Walsh,  A.  Herz  and 
C.  Keler. 

For  Opposition :  E.  Low,  H.  Rothstein  and  P.  O. 
Kuser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (156-46-BZ) 

Whereas,  Martyn  N.  Weston  for  Arthur  Herz,  owner, 
filed  February  20,  1946,  an  application  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district 
the  conversion  to  printing  shop  from  former  carpenter  shop 
and  lumber  yard,  affecting  premises  270-272  West  19th 
street,  south  side,  150  ft.  east  of  8th  avenue  (Block  768, 
lots  75  and  76),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  7,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  19th  street  is  in  residence  and 
retail  use,  B  area  and  class  1J4  height  districts;  8th  avenue 
is  in  a  retail  use  B  area  and  class  1 height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  20,  1946,  on  Alt.  Applic.  1703-46  reads: 

“C-l.  The  change  from  the  non-conforming  use  as 
approved  in  Alt.  7337-20  to  another  non-conforming  use 
in  a  four  story,  class  3  building,  located  in  a  residence 
use  and  class  B  district  is  contrary  to  Art.  II,  Sec.  3, 
of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  40  ft.  frontage  by  123  ft.  9J4  in.  in  depth  (irregular), 
on  which  are  located  two  buildings,  each  20  ft.  front  by 
123  ft.-  9j4  in.  and  93  ft.  8  in.  in  depth,  on  first  floor,  which 
is  one  unit ;  that  the  second  and  third  floors  are  each  20  ft. 
wide,  38  ft.  3  in.  in  depth,  1  and  3  stories,  37  ft.  in  height, 
of  class  3  construction;  that  the  1st  floor  has  a  mezzanine; 
that  it  is  proposed  to  eliminate  the  truck  entrance  and  in¬ 
stall  a  modern  store  front  treatment,  also  to  break  through 
the  brick  wall  separating  270  and  272  West  19th  street  on 
the  2nd  and  3rd  floors,  creating  a  modern  six  room  apart¬ 
ment  on  each  floor ;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  two  3  story  brick  buildings  each  20  ft.  in  width ; 
that  building  270  is  93  ft.  8  in.  in  depth  on  the  1st  story, 
and  38  ft.  3  in.  on  the  2nd  and  3rd  stories ;  that  building 
#272  is  123  ft.  9  in.  in  depth  on  the  1st  story,  and  38  ft. 
3  in.  in  depth  on  the  2nd  and  3rd  stories ;  that  these  buildings 


were  erected  in  the  Eighteen  Nineties ;  that  about  25  years 
ago  the  two  buildings  were  in  an  unrestricted  use  area  and 
since  then  rezoned  into  a  residence  B  area;  that  from  Sep¬ 
tember  1913  to  November  1918  the  premises  were  occupied 
on  the  1st  story  by  the  J.  F.  McArdle  Mfg.  Co.,  manufac¬ 
turers  of  cabinets  and  office  furniture,  its  equipment  con¬ 
sisting  of  rip  saws,  band  saws,  planers,  etc.,  together  with 
a  drying  kiln  which  they  installed  in  the  cellar  which  is 
still  intact ;  that  during  the  above  dates  part  of  the  prem¬ 
ises  were  occupied  for  the  manufacture  of  electrical  appli¬ 
ances  by  the  Warren  Electrical  Manufacturing  Co.,  who 
maintained  a  machine  shop  in  which  was  installed  a  num¬ 
ber  of  punch  presses;  that  from  February  1919  to  May 
1922  the  premises  were  occupied  by  building  contractors 
who  maintained  an  elaborate  machine  shop  consisting  of 
lathes,  millers,  shapers,  etc.,  operated  by  motors  with  special 
heavy  duty  cables  and  panel  boxes  which  are  still  in  the 
premises;  that  from  July  1922  to  April  1924  the  premises 
were  occupied  by  the  Elite  Art  Printing  Co.,  printers  and 
calendar  manufactures,  its  equipment  consisting  of  printing 
presses,  bookbinding  machines,  etc. ;  that  from  May  1924 
to  November  1944  the  premises  were  occupied  by  the  Thorn¬ 
ton  Lumber  Co.  for  the  storage  and  cutting  of  lumber, 
its  equipment  consisting  of  rip  saws,  planers,  etc. ;  that 
the  applicant,  printers  and  thermographers,  purchased  these 
premises  October  26,  1944  and  set  up  its  own  printing  shop 
in  the  1st  story  of  the  building  on  December  1,  1944;  that 
each  of  the  2nd  and  3rd  stories  in  each  building  now  con¬ 
tains  a  4  room  apartment  and  it  is  proposed  to  break 
through  the  brick  wall  separating  270  and  272,  creating  a 
modern  6  room  apartment  on  each  floor  instead  of  two 
4  room  apartments ;  that  the  2nd  story  apartment  is  to  be 
occupied  as  the  owner’s  residence;  that  West  19th  street  on 
both  sides  of  the  street  and  extending  east  to  within  100 
ft.  of  7th  avenue  abounds  with  many  buildings  which  con¬ 
tain  public  garages,  machine  shops,  boiler  and  tank  manu¬ 
facturers,  etc. ;  that  before  and  after  1920  these  premises 
were  occupied  by  a  series  of  different  uses,  one  of  which 
actually  was  a  printing  establishment ;  that  this  proposed 
use  is  far  less  objectionable  than  a  carpentry  shop  and 
lumber  yard  which  is  the  use  which  it  is  proposed  to 
change;  that  under  the  previous  use  large  lumber  trucks 
were  constantly  crossing  the  side  walk  and  it  is  proposed 
to  eliminate  this  condition  by  removing  the  truck  entrance 
and  installing  a  modern  store  front  treatment  which  will 
result  in  far  less  noise  and  debris,  as  shown  on  plans  filed 
with  the  borough  superintendent ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  for 
a  term  of  ten  (10)  years  to  permit  the  premises  to  be  oc¬ 
cupied  as  proposed  and  as  indicated  on  plans  filed  with  this 
application  marked  “Received  February  20,  1946”  1  sheet ; 
on  condition  that  the  window  at  the  rear  of  the  westerly 
section  shall  be  omitted  and  the  windows  opening  on  the 
court  to  the  east  at  the  rear,  as  well  as  any  other  windows 
on  the  interior  lot  lines,  shall  be  made  fireproof  and  self¬ 
closing  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  2nd  and  3rd  floor  shall  each  be  used  for 
not  over  one  apartment  each  as  proposed ;  that  the  front 
facade  of  the  building  shall  be  remodeled  up  to  the  top  of 
the  first  story  as  indicated  on  plans  filed  with  the  borough 
superintendent  under  Applic.  1703-46,  and  above  the  first 
floor  the  existing  masonry  shall  be  stuccoed  or  cleaned  or 
painted ;  that  no  signs  shall  be  erected  on  the  facade  of 
the  building  or  on  the  roof  or  side  walls  except  there  may 
be  a  lettering  on  the  entrance  doors ;  that  the  printing  ma¬ 
chines  shall  be  located  in  the  portion  of  the  building  to  the 
east  on  the  1st  floor  and  that  such  machines  shall  each 
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not  weigh  over  400  lbs. ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  res¬ 
olution  and  a  certificate  of  occupancy  shall  be  obtained. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

50-46-A 

APPLICANT — Henry  L.  Sperling,  for  Gair  Realty  Corp., 
owner  (J.  R.  Wood  Products  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 60-82  Washington  street,  west 
side,  1-27  Flint  street,  27-37  York  street  and  66-76 
Front  street,  entire  block  (5th  floor)  ;  (Block  50, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  S.  Ackerman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (50-46-A) 

Whereas,  Henry  L.  Sperling,  for  Gair  Realty  Corp., 
owner;  J.  R.  Woods  Products  Corp.,  lessee,  filed  January 
14,  1946,  an  appeal  from  an  order  and  decision  of  the  Fire 
Commissioner,  affecting  premises :  60-82  Washington  street, 
west  side,  1-27  Flint  street,  27-37  York  street,  66-76  Front 
street,  entire  block,  5th  floor,  (Block  50,  Lot  1),  Borough 
of  Brooklyn ;  and 

Whereas,  Order  #851  LC  issued  by  the  Fire  Commis¬ 
sioner  October  30,  1945,  and  repeated  in  his  decision  dated 
December  14,  1945,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  wax,  etc.,  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

FORTHWITH 

1.  Discontinue  the  use  of  hydrogen  gas,  as  its 
method  of  use  is  not  in  the  interest  of  public  safety. 
C 19- 11.0,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  13 
stories,  approximately  169  feet  in  height,  275  ft.  6  in.  by 
107  ft.  in  area,  Class  1  construction;  erected  in  1910  and 
1916 ;  located  in  an  unrestricted  use,  A  area,  Class  2  height 
district ;  used  and  occupied  since  erected  as  follows : 


Present  No. 

Floor  Present  Use  of  Occupants 

Cel.  Maintenance  shop  .  16 

Basement  Cherries  .  4 

1st  fl.,  Storage  .  12 

“  “  Storage  .  5 

“  “  Mfg.  security  paper  .  6 

2nd  fl..  Office  .  6 

Paper  Box  Factory  .  15 

Envelope  Factory  .  100 

3rd  fl.,  Printer  .  16 

“  “  Glove  Factory  .  75 

“  “  Glue  Factory  .  2 

4th  fl.,  Lithographer  .  6 

“  “  Advertising  disp .  20 

“  “  Printer  .  40 

5th  fl.,  Mfg.  Machine  Parts  .  65 

6th  fl.,  Mfg.  Folding  Cartons  .  50 

7th  fl.,  Radio  Factory  .  250 


8th  fl.,  Radio  Factory  .  100 

9th  fl.,  Razor  Blade  Factory  .  50 

“  “  Printing  .  20 

10th  fl.,  Ink  Factory  .  25 

Glove  Factory  .  100 

11th  fl.,  Textiles  Factory  .  40 

Wire  Goods  Factory  .  45 

12th  fl.,  Paper  Box  Factory  .  75 

13th  fl.,  Food  Stuff  Factory  .  25 


No  change  in  use  or  occupancy  is  proposed ;  and 

Whereas,  application  of  the  Fire  Commissioner  was  for 
the  use  of  3,000  lbs.  of  synthetic  resin,  3,000  lbs.  of  wax, 
two  cylinders  of  Hydrogen,  five  gallons  of  benzene,  one  air 
compressor  set  at  155  lbs.  and  nine  (9)  drums  of  lubricat¬ 
ing  oil ;  and 

Whereas,  the  applicant  contends  that  the  5th  floor  tenant 
is  engaged  in  precision  casting  of  metals  and  recently  in¬ 
stalled  a  20  kw.  converter  and  furnace,  manufactured  by 
Ajax  Electrothermic  Corporation,  to  be  used  in  its  produc¬ 
tion  processes  to  melt  metals ;  that  this  device  operates  on 
the  principle  of  induction,  utilizing  high  frequency  currents; 
that  as  a  necessary  adjunct  in  this  process  hydrogen  is  used 
to  create  a  reduced  atmosphere  free  of  oxygen  in  the  spark 
gap  chambers  of  the  converter  unit,  in  order  to  attain  the 
minimum  period  of  ionization  time ;  that  hydrogen  is  the 
only  satisfactory  gas  usable  in  this  process ;,  that  one  stand¬ 
ard  hydrogen  cylinder,  having  a  capacity  of  about  200  cu. 
ft.  is  equipped  with  an  approved  regulator  and  gauge  is 
maintained  in  the  plant ;  that  this  cylinder  is  placed  ad¬ 
jacent  to  the  converter  and  furnace  unit,  shielded  from  the 
nearest  equipment  by  insulated  wall  structures ;  that  from 
the  cylinder  there  is  a  4  ft.  legnth  of  rubber  hose,  passing 
through  the  pressure  governor  to  a  mercury  bottle  and 
thence  to  the  gap  chambers ;  that  before  the  hydrogen  is 
admitted,  the  gaps  are  adjusted  to  prevent  an  igniting  spark; 
that  before  turning  on  the  power,  hydrogen  is  blown  through 
the  gap  pot  for  a  period  of  five  minutes  to  make  certain 
no  air  is  left  in  the  chamber ;  that  the  gap  pot  is  provided 
with  a  safety  device  by  the  manufacturer  to  prevent  damage 
caused  by  hydrogen  explosions ;  this  device  consists  of  two 
small  replaceable  mica  windows  inserted  in  the  top  of  the 
gap  chamber ;  that  while  the  converter  is  operating,  the 
hydrogen  in  the  gap  is  slightly  above  atmospheric  pressure, 
thus  preventing  the  entrance  of  air  to  make  an  ignitible 
mixture;  that  when  the  process  is  completed,  the  hydrogen 
gas  flows  from  the  gap  chamber  through  a  rubber  hose  into 
Mercury  Bottle  No.  2  and  from  there  into  the  exhaust 
ventilating  system  to  the  outside  atmosphere. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  851-LC,  Objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  storage  and  use  of  one  cylinder  of  hydrogen  gas 
shall  be  maintained  substantially  as  proposed  and  to  the 
satisfaction  of  the  fire  commissioner ;  that  the  sprinkler  sys¬ 
tem  shall  be  maintained  in  accordance  with  the  requirements 
therefor ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap: 
plicable  thereto ;  that  the  ventilating  system  shall  be  main¬ 
tained  in  operating  condition  at  all  times ;  that  the  hydrogen 
cylinder  shall  be  secured  while  in  use  by  non-ferrous  straps. 


145-46-A 

APPLICANT — Kitzler  and  Nurick,  for  Cypress  Homes 
Corp.,  owner.  (Cypress  Hills  Swimming  Pool,  Inc., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 852-874  Jamaica  avenue  and 
2-20  Hemlock  street,  southwest  corner  (Block  4106, 
Lot  39),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  S.  Kitzlcr  and  A.  Briguglio. 

For  Opposition:  Arthur  Walter,  Anna  E.  J.  Burges, 
Frank  J.  McCarthy,  George  W.  Noritz,  Thomas 
Noonan,  Agnes  Walter  and  Janies  A.  Mc¬ 
Govern. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (145-46-A) 

Whereas,  Kitzler  and  Nurick,  for  Cypress  Homes  Cor¬ 
poration,  owner  (Cypress  Hills  Swimming  Pool,  Inc., 
lessee)  filed  February  19,  1946  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  852-874 
Jamaica  avenue  and  2-20  Hemlock  street,  southwest  corner 
(Block  4106,  Lot  39),  Borough  of  Brooklyn,  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  23,  1945  on  Alt.  Applic.  2201-45  and  re-denied 
February  5,  1946  reads : 

“2.  Frame  structures  in  the  fire  limits  arc  contrary 
to  C26-247.0  of  the  Administative  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  lot  226  ft.  10  in.  by  608  ft.  5  in.  in  area,  on  which  there 
are  located  various  one  story  buildings  8  ft.  in  height,  of 
class  4  construction,  erected  in  1929,  located  in  business, 
unrestricted  and  residence  use  C  area  and  class  1  height 
districts,  used  and  occupied  as  bath  houses  and  supply  room 
with  a  total  occupancy  of  200  persons ;  and  that  the  prem¬ 
ises  are  equipped  with  a  standpipe  system ;  and 
Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  large  open  air  concrete  swimming  pool, 
frame  boardwalk,  various  one  story  buildings  used  as  office, 
restaurant,  filter  house,  suit  room,  ticket  booth,  toilets, 
men’s  and  ladies’  bathhouses  and  lockers,  supply  room,  first 
aid  room  and  a  roller  skating  rink,  recreational  area,  play 
yards  and  game  spaces  and  that  this  appeal  applies  to  the 
bath  houses  recreation  facilities  and  supply  room ;  that  plans 
were  filed  to  comply  with  the  requirements  of  Local  Law 
29  for  a  permit  for  a  place  of  assembly  and  examination 
of  this  application  reveals  that  67  bathhouses,  a  frame  sup¬ 
ply  room  and  certain  recreation  facilities  existed  which 
were  contrary  to  approvals  originally  granted  in  1928;  that 
the  original  approvals  and  C.O.  54779  provide  for  1400  oc¬ 
cupants  within  the  bath  houses  and  lockers  located  within 
the  unrestricted  portions  of  the  lot ;  that  the  approved  plans 
indicate  that  the  portion  of  the  plot  within  the  residence  use 
zone  was  unbuilt  upon ;  that  during  the  first  year  of  opera¬ 
tion  of  the  swimming  pool  the  open  area  afforded  play  space 
which  was  in  constant  use  and  in  order  to  make  such  area 
safe  and  attractive  the  operators  installed  a  concrete  floor, 
equipment  and  games ;  that  this  area  has  been  in  use  as  a 
play  yard  since  1929;  that  the  supply  room  was  erected  in 
1929  and  is  about  10  ft.  by  12  ft.  in  area,  of  frame  con¬ 
struction,  covered  with  stucco ;  that  the  67  bath  house  lock¬ 
ers  were  installed  in  1929  due  to  the  demand  by  families 
to  use  one  bathhouse  in  place  of  three  or  four  when  they 
came  to  the  pool  and  desired  to  hire  bath  houses  by  the 
season;  that  it  was  necessary  to  segregate  these  frame  bath 
houses  from  those  provided  separately  for  males  and  fe¬ 
males;  that  removal  of  these  67  bath  houses  would  cause 
a  reduction  in  patronage ;  that  there  is  a  definite  necessity 
for  bath  house  lockers  for  use  of  families ;  that  there  is 
no  available  space  for  these  lockers  within  the  unrestricted 
portion  of  the  plot;  it  is  therefore  requested  that  the  Board 
permit  them  to  remain  in  their  present  construction  and 
that  the  recreation  and  game  facilities  be  permitted  to  be 
maintained  in  their  present  location  and  construction ;  and 
Whereas,  the  applicant  states  that  the  bath  houses  in 
question  are  constructed  of  2"  x  4"  studs  for  walls,  and  the 
roof  covered  with  T.  &  G.  sheathing  and  surfaced  with 
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rubberoid ;  that  the  filter  house  is  surfaced  with  stucco  on 
8"  cement  blocks ;  that  the  restaurant  is  stucco  on  8"  cement 
blocks ;  that  the  boiler  room  is  stucco  on  8"  cement  blocks ; 
that  the  supply  room  is  constructed  of  wood  studs  covered 
with  sheathing  and  fire  fighting  equipment  consists  of  two 
hose  racks  with  200  ft.  of  l1/^'  hose  each  and  15  fire  pails 
with  sand ;  that  the  filter  room  has  no  connection  with  any 
other  building  or  room ;  that  no  chlorine  is  used ;  that  water 
is  filtered  through  a  sand  bed  and  treated  with  hypo-chloride 
solution  and  is  slowly  dropped  into  the  water  from  a  5 
gallop  earthen  crock;  that  fences  on  the  inside  of  premises 
are  2"  x  4"  lumber  and  wood  sheathing  and  are  10  ft. 
high ;  that  handball  courts  are  of  concrete  and  walls  con¬ 
structed  of  4"  x  4"  posts,  16"  on  centers,  faced  with  wood 
sheathing,  metal  lath  and  cement  plaster  on  the  playing 
side,  and  with  26  gauge  metal  on  back  to  a  height  of  20  ft. 

Resolved,  that  the  decision  of  the  borough  superintendent 
action  on  Alt.  Applic.  2201-45,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  existing  frame  structure  shall  not  be 
increased  in  height  or  area  or  changed  to  any  other  use 
than  the  present  use  and  shall  be  maintained  substantially 
as  proposed,  and  only  in  connection  with  the  lawfully  ex¬ 
isting  uses  on  the  premises  under  the  same  ownership  and 
control ;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  in 
all  other  respects  the  building  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto,  other  than  as  modi¬ 
fied  by  the  Board  under  Cal.  84-46-BZ ;  that  all  work  shall 
be  completed  to  the  satisfaction  of  the  borough  superinten¬ 
dent  within  three  (3)  months,  and  a  certificate  of  occupancy 
shall  be  obtained. 


174-46-A 

APPLICANT — Classic  Products  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  'Packaging  of  combustible  mixture  known 
as  REPELEX  in  one-half  and  one  gallon  glass 
containers  (capacity  of  glass  containers  not  in  con¬ 
formity  with  Administrative  Code  requirements). 
APPEARANCES— 

For  Applicant;  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (174-46-A) 

Whereas,  Classic  Products  Corporation,  owner,  filed 
February  27,  1946,  an  appeal  from  a  decision  of  the  fire 
commissioner,  relating  to  the  packaging  of  “Repelex,”  an 
insecticide  spray  and  upholstery  cleaner,  a  combustible  mix¬ 
ture,  in  ^4  and  1  gallon  glass  containers ;  and 

W hereas,  when  this  case  was  called  for  public  hearing 
by  the  Board,  there  was  no  appearance  made  on  behalf  of 
the  applicant. 

Resolved,  that  this  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

345-44-SA 

APPLICANT — Reliable  Products  Mfg.  Co.,  Inc.,  owner. 

SUBJECT — Reliable  Heat  Exchanger  (reopened  February 
26,  1946  re  amendment  of  resolution  to  include  ap¬ 
proval  of  Types  B,  C,  E  and  BU). 

APPEARANCES— 

For  Applicant :  A.  A.  Ommirof. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 
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THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 

THE  RESOLUTION  (345-44-SA) 

Whereas,  Reliable  Products  Manufacturing  Company, 
owner,  hied  on  June  10,  1944,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Reliable  Heat  Exchanger ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
October  31,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  26,  1946  and  restored  to  the  calendar ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  345-44-SA 

Subject:  Amendment  of  Resolution  of  October  31,  1944, 
to  include  approval  of  Types  B,  C,  E  and  BU, 
Reliable  Preheaters 

The  Reliable  Products  Manufacturing  Company,  Inc., 
requested  a  reopening  of  Cal.  345-44-SA  and  an  amend¬ 
ment  of  the  resolution  adopted  by  the  Board  October 
31,  1944,  to  include  Models  Type  B,  C,  E  and  BU.  This 
case  was  reopened  February  26,  1946. 

DESCRIPTION 

The  original  Reliable  Heat  Exchanger  approved  by 
the  Board  is  now  known  as  Type  U.  (Figure  in  orig¬ 
inal  resolution).  There  has  been  no  change  in  this  type. 
The  additional  types  for  which  approval  is  requested  are 
B,  Fig.  2 ;  C,  Fig.  3 ;  E,  Fig.  4,  and  BU,  Fig.  5.  Type 
B  and  BU  are  similar  in  design  except  that  Type  B 
has  straight  oil  tubes  and  Type  BU  has  U  shaped  oil 
tubes,  these  tubes  being  heated  by  water  in  the  shell. 
The  water  is  heated  by  a  spiral  coil  surrounding  the  oil 
tubes.  Type  C  is  designed  the  same  as  the  approved 
Type  U  but  has  straight  oil  tubes  instead  of  U  shaped 
oil  tubes.  Type  E  is  the  same  construction  as  Type  C 
but  is  designed  so  as  to  be  adaptable  for  vertical  or 
horizontal  mounting  and  has  two  lugs  for  wall  mounts. 

INSPECTION  AND  TEST 

The  Committee  on  Tests  inspected  and  tested  the 
new  model  Type  BU  at  the  plant  of  the  applicant  at 
123  DeKalb  Avenue,  Brooklyn.  Present  at  the  test 
was  Commissioner  C.  M.  Blum,  Chief  Engineer  L.  V. 
Huber  and  N.  A.  Arvins  of  the  applicant  company. 

Sufficient  thermometers  were  provided  to  show  that 
the  primary  boiler  water  entered  the  shell  at  216  deg. 
F.  The  temperature  of  the  water  within  the  shell  was 
200  deg.  F.  and  the  temperature  of  the  oil  entering  the 
oil  tubes  was  100  deg.  F.  and  the  outlet  leading  to  the 
burner  was  160  deg.  F. 

RECOMMENDATION 

On  the  basis  of  this  inspection  and  tests,  the  Commit¬ 
tee  on  Tests  recommends  that  the  resolution  of  the 
Board  adopted  October  31,  1944,  be  amended  to  include 
the  approval  of  Types  B,  C,  E  and  BU  and  that  the 
original  model  approved  be  known  as  Type  U.  It  is 
also  recommended  that  there  be  added  to  the  description 
that  #2  on  the  original  drawing  of  the  original  U  type 
refers  to  the  primary  heat  source  and  #21  to  the  con¬ 
densate  return  outlet  and  that  in  all  other  respects  the 
resolution  of  October  31,  1944  be  complied  with. 

(Sgd)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  31,  1944,  in  accord¬ 
ance  with  the  above  report. 


34-46-SA 

APPLICANT — Weil  Pump  Co.,  owner. 

SUBJECT — Weil  Pump  Co.  Non-Clog  Sewage  Pump,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Thomas  Travis. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (34-46-SA) 

Whereas,  the  Weil  Pump  Company,  owner,  filed  on 
November  3,  1945,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as  j 
their  Non-Clog  Sewage  Pump;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re :  Cal.  34-46-SA 

Subject:  Weil  Pump  Company,  Non-Clog  Sewage  j 
Pump 

The  Weil  Pump  Company  of  Chicago,  Illinois  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
under  the  provisions  of  C26-178  o.b.  C26-1315.0  and 
C26-1316.0  of  the  Administrative  Building  Code  for  i 
approval  of  the  Weil  Pump  Company  non-clog  Sewage 
Pump. 

DESCRIPTION 

These  non-clog  sewage  pumps  consist  of  a  centrifugal  I 
pump  with  an  impeller  designed  to  pass  large  solids.  It 
is  of  the  enclosed  type  cast  in  one  piece,  with  two  full  : 
length  blades,  the  waterway  throughout  the  impeller  I 
are  smooth  and  true  with  no  projections  enabling  the 
impeller  to  handle  stringy  material  as  well  as  solids. 
These  pumps  are  hydrostatically  and  mechanically  bal¬ 
anced  and  are  furnished  with  ball  thrust  bearings  which 
carry  the  weight  of  the  shaft  and  impeller,  the  only 
moving  parts  of  the  pumps.  It  is  enclosed  in  a  dust- 
proof  housing  above  the  pump  floor  plate.  These  non¬ 
clog  sewage  pumps  are  provided  with  heavy  bronze  I 
intermediate  bearings  for  every  four  feet  of  pump  shaft 
to  insure  against  shaft  deflection  and  vibration.  All 
intermediate  bearings  with  a  provision  for  grease  and 
oil  lubrication.  All  bearing  housings  have  tongue  and 
groove  construction.  The  pump  shafts  are  of  hot  rolled 
high  tensile  strength  steel,  turned,  ground  and  polished.  I 
The  volute  casings  are  designed  for  handling  unscreened  [ 
sewage  and  liquids  with  large  or  stringy  solids.  The  j 
smooth  round  passages  are  sized  to  handle  the  maxi-  j 
mum  solids  that  will  pass  through  the  impeller.  The  j 
volute  and  discharge  nozzle  are  a  one  piece  symmetrical 
casting.  The  pumps  are  furnished  with  heavy  duty  ! 
lower  bearings  which  are  locked  in  the  casting.  This  j 
arrangement  with  the  impeller  hub  provides  rigid 
mounting  with  a  minimum  overhang.  The  pumps  are  j 
furnished  with  heavy  flanged  pipe  which  encloses  the  ; 
shaft.  The  flange  have  tongue  and  grooved  fit  insuring 
permanent  alignment  of  the  rotating  parts.  The  pumps  | 
are  furnished  with  heavy  duty  flanged  pin  and  rubber 
buffer  flexible  couplings.  The  buffers  are  machined  and 
accurately  balanced.  There  are  several  different  size  - 
pump  casings,  depending  on  capacity  and  head. 

Type  CSA  units  range  from  50  to  300  GPM  passing  ; 
solids  up  to  1)4". 

Type  CNA  units  range  from  50  to  500  GPM  and  will 
pass  solids  up  to  2%". 
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Fig.  1. 


Type  CSC  units  range  from  350  to  750  GPM  and  will 
pass  solids  up  to  3". 

Type  CLB  units  range  from  400  to  1250  GPM  and 
will  pass  solids  up  to  4". 

CLC  units  range  from  1000  GPM  to  1500  GPM  and 
will  pass  solids  up  to  4 l/z" . 

There  are  two  styles  of  pumps,  vertically  enclosed 
shaft  for  operating  submerged  in  sewage  and  vertically 
enclosed  shaft  for  operation  outside  of  sewage  receiver. 

INSPECTION  AND  TEST 

A  model  of  this  pump  was  inspected  and  tested  in 
operation  at  1657  Broadway,  New  York  City,  New 
York.  Present  at  this  test  were  Commissioner  Charles 
M.  Blum  and  Chief  Engineer  Leslie  V.  Huber  of  the 
Committee  and  Tom  Travis  of  the  Manufacturer  and 
Mr.  P.  Purtell,  Superintendent  of  the  Building  where 
the  tests  were  made. 

This  duplex  unit  had  been  installed  in  1928,  its  ca¬ 
pacity  is  150  GPM  on  each  impeller  against  a  forty 
feet  head  at  1140  RPM.  The  pump  worked  satisfac¬ 
torily. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  test  and  inspection  the 
Committee  on  Tests  recommends  the  approval  under 
C26-191.0a  of  the  Weil  Pump  Company  non-clog  Sew¬ 
age  Pump  (Fig.  1)  as  having  met  the  requirements  of 
C26-1315.0  provided  that  all  materials  used  shall  comply 
with  all  the  requirements  herein,  that  all  motors  shall 
have  suitable  controls  and  shall  be  of  ample  size  for 
the  heads  and  capacities  required,  that  all  wiring  shall 
meet  the  requirements  of  the  Department  of  Water 
Supply  Gas  &  Electricity  of  the  City  of  New  York. 
That  venting  shall  comply  with  C26-1316-a  of  the  Ad¬ 
ministrative  Building  Code. 

Control  equipment  for  Duplex  Unit  shall  be  enclosed 
including  two  fused  motor  switches,  two  automatic 
starters  of  ample  size  providing  overload  and  low  volt¬ 
age  protection,  two  contact  float  switches,  and  an  auto¬ 
matic  alternator,  if  specified.  The  alternator  shall  auto¬ 
matically  transfer  the  operation  from  one  pump  to  the 
other,  also  start  the  second  pump  in  the  event  the  first 
pump  does  not  handle  the  load. 

Control  equipment  for  Single  Unit  shall  be  enclosed 
including  one  Automatic  starter  providing  overload 
and  low  voltage  protection,  one  Main  Line  Switch  and 
_ one  float  and  float  switch. 

Float  switches  shall  be  actuated  by  individual  copper 
floats  having  extended  rods  fitted  with  stuffing  boxes. 
High  water  alarm,  if  specified,  shall  be  of  the  floatless 
type  complete  with  adjustable  mountings,  4  inch  gong, 
dry  batteries  and  an  enclosing  cabinet.  It  is  further 
recommended  that  each  unit  shall  bear  a  label  of  metal 
reading  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  under  Cal :  34-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
applinace. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Weil  Pump 
Company  Non-Clog  Sewage  Pump,  in  accordance  with  the 
above  report. 
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232-46-SM 

APPLICANT — Williamsburg  Fireproof  Products  Corp., 
owner. 

SUBJECT — Williamsburg  3  Hour  Test  Hollow  Steel  Door, 
approval  of. 

APPEARANCES— 

For  Applicant:  George  Wystend. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . '. .  0 

THE  RESOLUTION  (232-46-SM) 

Whereas,  Williamsburg  Fireproof  Products  Corp.,  owner, 
filed  on  March  21,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Williamsburg  Three  Hour  Hollow  Steel  Door ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

April  20,  1946. 

Re :  Cal.  232-46-SM 

Subject:  Williamsburg  Three  Hour  Hollow  Steel  Door. 

The  Williamsburg  Fireproof  Products  Corp.  of 
Brooklyn,  N.  Y.  filed  an  application  with  the  Board, 
pursuant  to  the  requirements  of  C26-178.0b  for  the  ap¬ 
proval  of  a  fire  resistive  opening  protective  assembly 
when  tested  in  accordance  with  the  fire  test  procedure 
prescribed  in  Article  11,  Fire  Resistive  Construction 
for  use  as  a  fire  proof  opening  protective  assembly 
when  meeting  the  requirements  for  fire  resistive  ratings 
as  is  prescribed  in  C26-660.0,  C26-661.0,  C26-662.0, 
C26-664.0  and  under  the  Multiple  Dwelling  Law. 


GENERAL 

The  purpose  of  this  test  was  to  determine  the  fire 
resistant  performance  of  a  hollow  metal  door  designed 
for  the  protection  of  openings  in  fire  walls  in  accord¬ 
ance  with  Section  C26-660.0  of  the  Administrative 
Building  Code  when  subjected  to  the  three  hour  fire  and 
hose  stream  tests  for  opening  protective  assemblies 
prescribed  in  Section  C26-610.0  (Fire  Tests  of  Opening 
Protectiye  Assemblies)  and  C26-586.0  (Hose  Stream 
Test)  of  the  Administrative  Building  Code.  In  general 
the  test  was  conducted  in  accordance  with  Section 
C26-585.0  (Fire  Tests)  of  the  Administrative  Building- 
Code. 

DESCRIPTION  OF  TEST  SAMPLE 

The  test  sample  consisted  of  a  flush  type  single  panel 
hollow  metal  door,  3'8"  wide,  7'6"  high  and  1  p$"  thick, 
hung  in  a  metal  combined  frame  and  buck.  The  as¬ 
sembly  was  set  in  the  masonry  of  the  furnace  front  with 
the  door  swinging  towards  the  fire. 

The  sample  was  tested  as  delivered  by  the  submittor, 
a  copy  of  details  and  specifications  is  included  with  this 
report. 

The  assembly,  fig.  1,  consists  of  a  standard  16  gauge 
steel  buck  reinforced,  drilled  and  tapped  for  butt  hinges 
and  mortise  lock  and  a  door  of  the  flush  type  construc¬ 
tion.  The  door  is  constructed  of  two  sheets  of  18  gauge 
hot  rolled  pickled  steel  each  formed  in  the  shape  of  a 
channel,  the  legs  of  which  meet  to  form  the  stile  edges. 
16  gauge  channels  high  x  deep  are  placed  be¬ 
tween  the  two  sheets  of  18  gauge  and  spaced  8"  on 
center  maximum.  These  channels  are  then  spot  welded 
to  both  faces  of  the  door  with  spot  welds  6"  on  center 
maximum.  Similar  16  gauge  channels  are  placed  along 
the  stile  edges  of  the  door  and  also  spot  welded  to  one 
face  of  the  door.  These  stile  channels  are  reinforced 
for  the  necessary  hardware  by  spot  welding  3/16"  re¬ 
inforcements  to  them.  Spaces  between  the  channels  are 
then  filled  with  rock  wool.  The  top  and  bottom  of  the 
door  is  then  closed  by  inserting  16  gauge  x  x  y 
channels  and  spot  welding  them  to  both  faces  of  the 
door.  5/16"  vent  holes,  4"  on  center,  are  punched  into 
the  top  and  bottom  channels  for  ventilating  purposes. 
Both  stile  edges  of  the  door  are  then  welded  inter¬ 
mittently  with  arc  welds  1"  long  and  about  3"  on  cen¬ 
ter.  The  arc  welds  are  then  ground  off  to  a  smooth 
finish.  The  size  of  the  test  door  is  3'-8"  x  7'-6"  x  1  y&" 
minimum  thickness. 

CLEARANCES 

The  door  was  hung  with  clearances  of  1/16"  plus  at 
the  sides  and  l/&"  at  top  and  bottom. 

The  Simplified  Practice  Recommendations  of  U.  S. 
Department  of  Commerce  and  A.S.T.M.  Specifications 
C152  of  1941,  provide  for  clearances  of  3/32"  at  the 
sides,  1/16"  at  top  and  3/16"  at  bottom. 

HARDWARE 

The  door  was  hung  on  one  and  one  half  pairs  of 
4"  x  4"  loose  pin  butts  located  l'O",  4'0"  and  7'0"  from 
the  bottom,  and  was  provided  with  a  Corbin  Mortise 
Lock,  the  latch  of  which  projected  W  and  the  bolt  J4" 
from  the  edge  of  the  door.  The  center  of  the  lock  was 
approximately  3'6"  from  the  bottom. 

TEST  FURNACE 

The  test  furnace  is  a  fire  brick  structure  approxi¬ 
mately  lO'O"  wide,  2'0"  deep  and  12'0"  high  with  a  swing¬ 
ing  door  having  rough  opening  62"  x  93"  in  which  the 
test  sample  was  set. 

Gas  is  supplied  to  the  heating  burners  through  a  mani¬ 
fold  at  the  back  of  the  furnace  with  suitable  controls 
for  regulating  the  temperatures  in  the  combustion  cham¬ 
ber.  A  sufficient  number  of  chromel-alumel  thermo- 
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couples  is  provided  for  the  determination  of  furnace 
temperatures  and  temperatures  on  the  unexposed  face 
of  the  test  sample.  Six  ports  in  the  sides  of  the  furnace 
facilitate  observations  within  the  furnace  on  the  exposed 
face  of  the  test  sample. 

TEMPERATURES 

The  temperatures  within  the  furnace  were  raised  in 
accordance  with  the  Standard  Time-Temperature  Curve 
prescribed  in  Section  C26-579.0  of  the  Administrative 
Building  Code,  and  readings  were  taken  from  the  ten 
14  gauge  chromel-alumel  thermocouples  at  intervals  of 
five,  ten  and  fifteen  minutes.  The  temperatures  of  the 
unexposed  face  of  the  sample  were  observed  by  means 
of  three  couples.  Couple  No.  13  was  placed  near  the 
westerly  lower  corner  (hinge  side)  ;  No.  14  near  the 
easterly  upper  corner  (lock  side)  and  No.  15  near  the 
center  of  the  sample.  The  log  and  graph  contains  the 
complete  record  of  temperature  readings,  both  within 
the  furnace  and  on  the  unexposed  face  of  the  sample. 

HOSE  STREAM  TEST 

At  the  end  of  the  fire  exposure  the  sample  was  sub¬ 
jected  to  the  standard  hose  stream  test  for  one  minute. 
The  hose  stream  was  delivered  at  a  distance  of  20 
feet  and  with  a  nozzle  pressure  of  30  pounds  per  square 
inch.  The  stream  was  delivered  through  three  50-foot 
lengths  of  2 (4"  hose  connected  to  a  street  hydrant. 
The  water  pressure  was  adjusted  to  47  pounds  per 
square  inch  at  the  hydrant  to  produce  the  required  pres¬ 
sure  through  a  1(4"  smooth  bore  nozzle. 

OBSERVATIONS 

The  test,  witnessed  by  Commissioners  C.  M.  Blum, 
B.  A.  Savage,  and  Fire  Chief,  Timothy  P.  Guinee,  was 
started  at  11:55  A.M.  The  weather  was  cloudy  with  a 
northwest  wind  blowing  in  gusts  with  velocities  from 
2.6  to  6.8  miles  per  hour.  The  temperature  of  the  out¬ 
side  air  was  58°  F. 

The  door  started  to  buckle  toward  the  fire  within  the 
first  few  minutes  of  exposure  and  : 

At  4  mins,  the  top  had  moved  away  from  the  frame 
about  (4". 

At  7  mins,  the  center  of  the  door  bulged  about  1"  to¬ 
wards  the  fire. 

At  15  mins,  the  bulging  had  increased  to  1(4"  with  no 
further  increase  during  the  remainder  of  the  test, 
although  the  frame  itself  buckled  a  maximum  of 
approximately  Y\"  at  mid-height. 

Between  15  and  20  minutes  spurts  of  flame  came  from 
vents  in  the  top  of  the  door  attributable  to  sizing  in 
the  binder  used  in  the  rock  wool  insulation. 

Aside  from  the  deflection  noted,  there  was  no  change 
in  the  shape  or  condition  of  the  sample  during  the 
remainder  of  the  test. 

Gas  in  the  furnace  was  turned  off  at  3.00  hours  and 
the  hose  stream  applied  at  3.02.45.  After  the  application 
of  the  hose  stream  the  lower  corner  of  the  door  on 
the  lock  side  drew  away  from  the  frame  about  4". 

TEST  DATA 

The  temperature  curve  of  the  fire  test  indicated  that 
tlje  time  temperature  curve  was  within  the  5%  tolerance 
required  under  C26-580.o.c. 

The  temperatures  on  the  unexposed  side  measured  at 
the  middle  of  the  assembly  and  the  midpoints  of  the 
upper  and  lower  half,  for  the  three  locations  averaged 
678°  F.  Deducting  the  initial  temperature  of  58°  F. 
the  net  temperature  of  620°  F  was  within  the  650°  F 
permitted  rise  as  is  prescribed  in  C26-610.0e. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Williamsburg 


Three  Hour  Hollow  Steel  Door  under  the  Board’s  au¬ 
thority  as  provided  in  C26-191.0a  as  an  opening  pro¬ 
tective  assembly  under  C26-660.0  requiring  a  fire  re¬ 
sistive  rating  of  three  hours,  under  C26-661.0  and  C26- 
664.0  requiring  a  fire  resistive  rating  of  1(4  hours, 
under  C26-662.0  and  C26-665.0  requiring  a  fire  resisitive 
rating  of  J4  hrs.,  and  under  Sec.  4  Subd.  10  Multiple 
Dwelling  Law  requiring  a  fire  restistive  rating  of  one 
hour,  provided  the  opening  protective  assembly  is  man¬ 
ufactured  as  described  herein  and  that  the  inspection 
of  opening  protective  assemblies  during  manufacture 
and  the  labelling  thereof  be  in  accordance  with  the 
Board’s  rules  for  the  inspection  of  opening  protective 
assemblies  and  that  any  vision  or  other  lights  con¬ 
structed  in  the  assemblies  shall  meet  the  limitations 
prescribed  in  C26-668.0  for  the  assemblies  of  1(4  hour 
fire  resistive  rating  or  less.  This  assembly  may  be 
constructed  to  a  maximum  thickness  of  1  Y\"  provided 
the  stiffiner  channels  are  spaced  not  greater  than  6"  o.c. 
and  that  the  intervening  spaces  be  fully  filled  with  rock 
wool  insulation  of  the  batt  type. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner , 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Williamsburg 
Three  Hour  Hollow  Steel  Door  1  thickness  in  accord¬ 
ance  with  the  above  report. 


240-46-SM 

APPLICANT — Great  Lakes  Steel  Corp.,  Stran  Steel  Divi¬ 
sion,  owner. 

SUBJECT — Stran  Steel  Division,  Quonset  40  and  Quonset 
20  (Light  weight  steel  buildings),  approval  of. 
APPEARANCES— 

For  Applicant :  J.  F.  Hirshfield,  E.  D.  Pieri  and 
R.  Easterly. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (240-46-SM) 

Whereas,  the  Stran  Steel  Division  of  the  Great  Lakes 
Steel  Corp.,  owner,  filed  on  April  4,  1946,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  their  Quonset  40  and  Quonset  20 
(Light  Weight  Steel  Buildings)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

April  24,  1946. 

Re :  Cal.  240-46-SM. 

Subject:  Stran  Steel  Division  Quonset  40  and  Quon¬ 
set  20  (Light  weight  steel  buildings). 

The  Stran  Steel  Division  of  the  Great  Lakes  Steel 
Corporation  filed  an  application  with  the  Board  of 
Standards  and  Appeals  under  the  mandatory  require¬ 
ments  of  C26-178.0,b  for  the  approval  of  their  light 
weight  fabricated  steel  buildings  known  as  Quonset  40 
and  Quonset  20  when  designed,  constructed  of  material 
and  for  uses  as  contained  herein.  Approval  is  also  re¬ 
quested  for  a  value  of  allowable  working  stresses  for 
the  special  steel  known  as  Stran  Steel  Low  Alloy  High 
Tensile  Steel  when  used  in  these  buildings  under  the 
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permissive  allowances  provided  in  C26-323.0,c  Admin¬ 
istrative  Building  Code. 

DESCRIPTION 

Quonset  40  buildings  are  made  in  two  types,  namely 
Type  A  and  Type  B.  The  two  types  are  identical  ex¬ 
cept  for  purlin  spacing  and  bridging.  The  Quonset  20 
buildings  are  made  only  in  one  type,  as  described  herein. 

The  type  A  Quonset  40  building  has  10  rows  of 
purlins,  whereas  the  Type  B  Quonset  40  building  has  19 
rows  of  purlins. 

Because  of  the  wider  purlin  spacing  used  in  the  Type 
A  building,  5  lines  of  bridging  are  installed  midway  be¬ 
tween  purlins  to  prevent  lateral  movement  of  the  arch 
ribs. 

Lateral  movement  of  the  arch  ribs  in  the  B  Type 
Quonset  40  building  is  prevented  by  attaching  \/2"  wide 
x  14"  gauge  straps  to  purlins  and  arch  ribs  at  their 
intersection. 

All  Quonset  buildings  are  manufactured  on  a  mass 
production  basis.  All  parts  required  to  complete  the 
erection  of  these  buildings  are  furnished  by  the  manu¬ 
facturers.  Parts  and  mastic  are  so  crated  for  shipment 
as  to  make  the  erection  of  Quonset  buildings  a  simple 
operation. 


Fig.  1. 


5emh Circular  Arch  Ribs 

Hinged  at  Each*  Support 

UrUFOBMLV  Pi  ST  ft*  BUT  C.P  Ve.RT>CA>- 

Lo*P  ALOK<b  R>B  . 


M  =  R2[3,|4IC.-3s'm^  -  0.0349 (90- p)  cos (3] 

N  =  £  ur  R  [sin  £  4  0.0349  (90-  Cos  (3] 

S  «  ^urR  [0.0349(90-^)  sin£  -  cos (3] 

•  Fig.  3. 


Semi- Circular  Arch  Ribs 


Hinged  a t  Each  Support 
Reactions  for  Each  Load  or  Coupi-E- 

«  Angle.  Vo  Load  or  Couple.  »n  Degrees 


THE  QUONSET  40  BUILDING 
TYPES  A  AND  B 

The  Quonset  40  is  an  all  steel  building  of  semicylin- 
drical  form,  manufactured  by  the  Stran-Steel  Division 
of  Great  Lakes  Steel  Corporation.  The  construction 
consists  of  corrugated  steel  sheets  supported  on  purlins 
which  in  turn  rest  on  curved  arch  ribs,  forming  the 
principal  framework  of  the  building.  The  building  has 
a  clear  inside  width  of  40  feet  and  is  furnished  in 
multiples  of  20  feet  in  length  to  provide  a  building  of 
any  desired  length.  The  arch  ribs  are  designed  to  act 
as  two-hinged  arches  supported  on  concrete  foundations 
provided  by  the  purchaser.  Buildings  are  supplied  with 
such  steel  doors  in  end  walls,  windows  in  side  or  end 
walls,  and  louvres  in  end  walls,  as  are  required  to  meet 
the  requirements  of  individual  purchasers. 
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SPECIFICATIONS: 

Corrugated  sheets  used  on  the  roof  structure  are  2 *4 
inch  corrugated  No.  26  gauge  bright  galvanized,  2 7 (4 
inches  wide  by  93  inches  long  and  curved  to  a  20'6" 
inside  radius.  The  sheets  used  for  end  wall  construc¬ 
tion  are  also  2^4  inches  corrugated  No.  26  gauge  bright 
galvanized  and  of  dimensions  to  meet  the  construction 
requirements.  All  sheets  are  fastened  to  ribs  or  studs 
by  No.  10  gauge  spring  head  or  double  headed  nails  2j4 
inches  long,  spaced  not  more  than  8  inches.  All  ver¬ 
tical  sheet  laps  are  coated  with  waterproofiing  mastic 
and  horizontal  laps  of  sheets  on  end  walls  are  fastened 
with  sheet  metal  screws. 

Arch  ribs  are  composed  of  standard  6  inch  x  14  gauge 
Stran  Steel  “Joists,”  which  are  curved  to  an  inside 
radius  of  20  feet.  Dimensions  of  the  cross  section  and 
general  dimensional  properties  of  these  members  are 
shown  in  Table  1  ;  details  of  the  curved  elements  which 
form  the  rib  are  shown  in  Figure  1.  The  curved  ribs 
are  spaced  at  four  foot  intervals  throughout  the  length 
of  the  structure  and  are  attached  at  their  bases  to  a 
6J4  inch  Channel  Plate  which  is,  in  turn,  secured  to 
the  foundation  by  )4  inch  diameter  anchor  bolts. 

Purlins  are  standard  Stran  Steel  “Narrow  Stud” 
framing  members  2-5/16  inch  x  18  gauge,  (See  Table 
1  for  dimensions  and  general  properties)  and  are  fast¬ 
ened  to  the  curved  ribs  by  metal  screws. 

End  zvalls  are  framed  with  standard  Stran  Steel 
“Standard  Stud”  framing  members  3^4  inch  x  16 
gauge  (See  Table  1  for  dimensions  and  general  proper¬ 
ties).  Studs  are  placed  at  approximately  4'0"  on  cen¬ 
ters  and  are  secured  to  a  standard  plate  at  the  bases, 
which  is,  in  turn,  secured  to  the  foundation  by  /2  inch 


diameter  anchor  bolts.  The  tops  of  the  end  walls’  studs 
are  secured  to  the  bottom  flange  of  the  end  arch  rib. 

The  Wind  Girt  which  extends  for  the  full  width  of 
the  building  furnishes  support  to  the  vertical  stud  mem¬ 
bers  and  also  carries  the  door  track  in  end  walls  where 
doors  are  installed.  This  member  is  specially  designed 
and  formed  for  installation  in  Quonset  40  Buildings. 
(See  Table  2  for  dimensions  and  general  properties). 

Steel  Doors  supplied  with  Quonset  40  buildings  are 
of  the  double  inside  sliding  type,  and  are  furnished 
complete  with  frame,  track,  and  hardware  for  installa¬ 
tion  in  the  middle  of  each  end  wall.  The  door  con¬ 
struction  consists  of  a  welded  steel  frame,  of  formed 
strip  steel  channel  sections,  to  which  is  attached  steel 
roof  decking  to  form  a  solid  panel.  Doors  are  supended 
from  standard  roller  trucks  which  operate  on  an  over¬ 
head  track  attached  to  the  bottom  of  the  transverse  wind 
girt. 

Steel  Windows  supplied  with  these  buildings  are  ap¬ 
proximately  x  4T".  They  are  of  the  com¬ 

mercial  projected  type,  top  hung,  and  are  furnished 
complete  with  frame  and  flashing  for  installation  in  the 
4'0"  spaces  between  studs  on  end  walls,  or  between  ribs 
on  side  wall.  Four  windows,  two  on  each  side  of  the 
door,  are  standard  for  the  end  wall.  Side  wall  win¬ 
dows  can  be  furnished  when  required. 

Window  openings  in  the  end  walls  are  reinforced  by 
a  steel  stud  section  placed  under  the  sill  and  attached 
to  the  vertical  studs  on  each  side  of  the  opening.  Steel 
sash  are  installed  in  steel  frames  which  are  secured 
to  the  supporting  steel  work.  Windows  in  side  walls 
are  placed  in  spaces  between  ribs. 

Louvres,  adjustable,  approximately  3'8"  x  3'9",  com- 
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plete  with  frame,  pull  bars,  chain  and  flashing  are  avail¬ 
able  for  installation  in  center  4'0"  stud  space  over  door 
in  end  wall. 

Miscellaneous  materials  such  as  foundation  anchor 
bolts,  metal  screws,  bolts,  nuts,  washers,  nails,  clips, 
etc.,  are  furnished  as  required  for  complete  erection  of 
the  structure.  Metal  screws  used  for  connections  other 
than  bolted  connections  are  No.  14  x  $4  inch  salf-tapping 
sheet  metal  cadmium  plated  screws  with  binding  head, 
or  equal. 

Quality  of  steel  and  fabrication.  The  framing  mem¬ 
bers  are  formed  from  strip  steel  produced  in  the  strip 
mills  of  the  Great  Lakes  Steel  Corporation  in  Ecorse, 
Michigan.  The  strip  material  is  hot  rolled  in  the  form 
of  continuous  coils  several  thousand  feet  in  length  and 
of  any  specified  thickness  or  gauge  ranging  from  1/16" 
thickness  (U.  S.  Standard  Gauge  No.  16)  to  3/16" 
thickness  (U.  S.  Standard  Gauge  No.  7).  Lesser  thick¬ 
nesses  than  16  gauge  are  produced  by  cold  rolling. 

The  steel  used  in  the  6  inch  curved  ribs  has  a  mini¬ 
mum  yeld  point  of  50,000  psi  and  a  minimum  ultimate 
tensile  strength  of  79,500  psi.  All  other  framing  mem¬ 
bers  are  made  of  steel  having  a  minimum  yield  point 
of  40,000  psi  and  a  minimum  ultimate  tensile  strength 
of  60,000  psi.  Certified  test  reports  on  tensile  properties 
of  steel  used  for  ribs  and  other  members  are  as  follows : 

Samples  were  supplied  by  Stran-Steel  Division,  as 
representing  stock  used  for  forming  all  Stran-Steel 
framing  members  used  in  Quonset  buildings  except  for 
the  ribs  of  the  Quonset  40.  Procedures  were  in  ac¬ 
cordance  with  Tentative  Methods  of  Tension  Testing 
of  Metallic  Materials,  A.S.T.M.  Serial  Designation  E 
8-40  T. 


Speci¬ 

men 

No. 

Original 

Area 

Sq.  In. 

Yield 

Point 

Lb. 

Maximum 

Load 

Lb. 

i  Yield 
Point 
Lb./sq.in. 

T  ensile 

Strength 

Lb./sq.in. 

Elong¬ 
ation 
%  in  2" 

1 

0.0368 

1700 

2500 

46200 

67930 

27.0 

2 

0.0373 

1725 

2570 

46250 

68900 

31.0 

3 

0.0362 

1675 

2490 

46270 

68780 

31.0 

4 

0.0366 

1745 

2560 

47680 

69950 

28.0 

Samples  were  supplied  by  Stran-Steel  Division  as 
representing  Low  Alloy  High  Tensile  stock  used  for 
forming  6-inch  ribs  of  Quonset  40  Steel  Buildings. 
Proceduces  were  in  accordance  with  tentative  methods 
of  Tension  testing  of  Metallic  Materials,  A.S.T.M. 
Serial  Designation  E  8-40  T. 


Speci¬ 

men 

No. 

0  riginal 
Area 
Sq.  In. 

Yield 

Point 

Lb. 

Maximum  Yield 
Load  Point 

Lb.  Lb./sq.in. 

Tensile 

Strength 

Lb./sq.in. 

Elong¬ 
ation 
%  in  2" 

1 

.0370 

2170 

2970 

58650 

80250 

28.5 

2 

.0370 

2140 

2990 

57850 

80800 

27.5 

3 

.0367 

2035 

2895 

55450 

78900 

25.8 

4 

.0375 

2080 

2980 

55450 

79450 

28.0 

All  steel,  including  arch  ribs,  studs,  purlins,  girts, 
sheet  covering  and  miscellaneus  parts  are  of  full  weight 
within  gauge  for  the  applicant’s  specification  for  mini¬ 
mum  thickness  of  section.  Galvanized  Sheet  Gaug-e  is 
implied  wherever  gauge  numbers  are  used  with  respect 
to  galvanized  corrugated  sheets  and  flashing.  Gauge 
weights  and  gauge  thickness  of  the  sheet  covering  are 
subject  to  standard  tolerance  as  shown  in  “Manufac¬ 
turer’s  Standard  Practice  Sheets”  issued  by  the  Ameri¬ 
can  Iron  and  Steel  Institute. 
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All  parts  are  accurately  cut  and  punched  for  easy 
field  assembly  without  the  use  of  special  equipment,  and 
all  parts  are  marked  to  facilitate  proper  erection. 

Painting  on  all  framing  members,  including  arch  ribs, 
purlins,  girts,  channel  plates,  etc.,  consists  of  one  shop 
coat  of  Stran  Steel  rust-resisting  paint  as  described 
herein,  and  paint  is  touched  up  over  all  saw  cuts,  punch- 
ings,  copes,  abrasions,  etc.,  before  shipment.  Doors 
receive  one  prime  coat  of  paint,  and  sash  one  shop  coat 
of  rust-resisting  paint  before  shipment. 

Galvanized  sheets,  flashings  and  louvre  fins  are  of 
commercial  grade  bright  galvanized  steel.  Sheets  are 
required  to  show  no  failure  of  the  coating  after  forming. 

Erection  instructions,  showing  full  details  for  the 
method  of  assembly,  are  furnished  for  accurate  and 
convenient  field  erection. 

DESIGN  LOADS 

Section  C26-340.0  of  the  Administrative  Building 
Code  provides  that  “Structures  and  all  parts  thereof 
shall  be  of  sufficient  strength  to  support  safely  their 
imposed  live  loads  in  addition  to  their  own  dead  load ; 
and  in  any  event  all  structures  shall  be  designed  to  sup¬ 
port  at  least  the  minimum  live  loads  specified  in  this 
title ;  the  superintendent  shall  have  authority  to  fix  live 
loads  for  structures  not  covered  by  the  provisions  of 
this  title.” 

The  Dead  Load  used  for  the  design  of  this  building 
consists  of  the  weight  of  corrugated  sheets,  purlins  and 
arch  ribs  and  amounts  to  2.8  pounds  per  square  foot 
of  roof  surface. 

The  Stiow  Load  used  for  the  design  of  this  structure 
is  based  upon  tests  made  at  Michigan  University  dated 
December  28,  1945  filed  with  the  application,  of  the 


actual  snow  which  can  be  retained  on  a  cylindrical  roof 
surface  and  has  been  evaluated  on  the  basis  of  a  4-foot 
depth  of  snow  at  the  center  line,  decreasing  to  zero  at 
the  limits  of  the  central  45  degrees  of  arc.  Based  upon 
snow  weight  of  8  pounds  per  cubic  foot,  this  will  pro¬ 
duce  a  load  of  32  pounds  per  square  foot  at  the  crown 
of  the  arch.  Fig.  13*  shows  a  simulated  snow  load  as 
described  in  the  foregoing. 

Wind  Pressure  requirements  of  the  Administrative 
Building  Code  are  given  in  Section  C26-349.0,  which 
specifies  general  requirements  for  wind  pressure  and 
states  that  “All  structures  or  parts  of  structures,  signs, 
and  other  exposed  structures  shall  be  designed  in  ac¬ 
cordance  with  the  requirements  of  this  title  and  the 
rules  of  the  Board,  to  resist  in  the  structural  frame, 
horizontal  wind  pressure  from  any  direction.” 

Section  C26-351.1  provides  that  “Mill  buildings,  shops, 
roofs  over  auditoriums,  or  drill  sheds,  and  similar  struc¬ 
tures,  shall  be  designed  to  withstand  an  assumed  wind 
pressure  of  twenty  pounds  per  square  foot  on  the  up¬ 
per  fifty  per  cent  of  their  height.”  The  Quonset  40 
Building,  Types  A  and  B  meets  the  requirements  of 
this  provision  of  the  code. 

In  the  design  of  the  Quonset  40,  Types  A  and  B, 
consideration  has  also  been  given  to  the  actual  wind 
pressure  under  conditions  of  extreme  exposure  as  de¬ 
veloped  by  Studies  of  the  Aerodynamic  Characteristics 
of  Circular  Arch  Roof  Structures  made  by  the  Depart¬ 
ment  of  Engineeing  Research  of  the  University  of 
Michigan.  Engineering  Research  Project  M518  dated 
May,  1944  filed  herewith  shows  the  wind  loading  on 


*  Note. —  (This  figure,  normally  Fig.  2  eliminated. 
See  Fig.  13). 


Circular  Arch  Rib  - 
-  2.  Hinges  * 

Load  Uniformly 
Distributed  on 
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circular  arch  roofs,  the  results  thereof  establishing  the 
resistance  of  the  Quonset  type  of  structure  to  simulated 
wind  conditions  up  to  70  miles  per  hour. 

STRESS  ANALYSIS 

The  analysis  of  the  structural  behavior  of  the  arch 
ribs  and  other  elements  of  the  construction  has  been 
made  in  accordance  with  recognized  principles  of  me¬ 
chanics.  This  work  has  been  facilitated  by  the  mathe¬ 
matical  equations  and  charts  shown  in  Fig.  3  to  Fig  12 
inclusive. 

Stresses  in  the  arch  ribs  resulting  from  the  fore¬ 
going  loads  and  combinations  thereof  are  shown  in. 
Figure  13. 

DESIGN  OF  STEEL  STRUCTURE 

Section  C26-51S.0  of  the  Administrative  Building 
Code  provides  that  all  steel  work  shall  be  designed  to 
sustain  the  total  imposed  dead  load,  together  with  the 
required  live  load. 

Section  C26-373.0  provides  that  for  combined  stresses 
due  to  wind  and  other  loads,  the  permissible  working 
stress  may  be  increased  by  thirty-three  and  one-third 
per  cent,  providing  the  section  thus  found  is  at  least  that 
required  by  the  dead  and  live  loads  alone. 

Section  C26-323.0  specifies  that  the  maximum  work¬ 
ing  stress  in  tension  for  special  steels  shall  be  thirty 
per  cent  of  the  minimum  ultimate  strength  and  that 
other  stresses  may  be  increased  proportionately  to  the 
corresponding  stresses  for  the  structual  steel  specified 
in  Section  C26-322.0.  Since  the  steel  used  in  the  ribs 
has  a  minimum  ultimate  tensile  strength  of  79,500  psi, 

Semi-Circular  Arch  RibS 
Hino>e_d  at  Each  Support 


this  provision  would  permit  a  tensile  working  stress  in 
these  members  of  23,850  psi  for  combination  of  Dead 
Load  and  Snow  Load;  and  31,800  psi  for  combinations 
which  include  Wind  Load.  Other  stresses  permitted  for 
the  ribs  would  be  increased  in  the  same  ratios.  For 
the  other  framing  members  such  as  purlins,  girts  and 
studs,  the  minimum  ultimate  tensile  strength  in  ac¬ 
cordance  with  Michigan  University  report  dated  April 
15,  1946  filed  with  this  application,  is  60,000  psi  hence 
the  working  stress  in  tension  would  be  18,000  psi  for 
combinations  of  Dead  Load  with  Snow  Load,  and  24,- 
000  psi  for  combinations  which  include  Wind  Load. 

At  each  of  the  points  tabulated  in  Figure  13  the  arch 
rib  is  supported  against  lateral  deflection  by  the  purlins 
and  strap  attached  at  or  near  these  points.  According 
to  Section  C26-368.0a  and  C26-323.0,  the  allowable 
stress  on  the  extreme  fibre  is  18000  x  23850  =  23850 

18000 

psi  for  either  tension  or  compression  due  to  combina¬ 
tion  of  Dead  and  Snow  Load.  For  combination  of 
Dead  and  Wind  Load  an  increase  of  33j^  per  cent  is 
permitted  by  Section  C26-373.0,  hence  the  allowable 
stress  on  the  extreme  fibre  for  this  condition  of  loading 
is  23850  x  4/3  =  31800  psi.  For  sections  of  the  rib 
between  purlin  connections,  the  unit  stresses  may  be 
obtained  by  interpolation  between  the  figures  shown  in 
Figure  5.  For  the  case  of  Dead  Load  plus  Snow  Load, 
the  most  critical  section  is  at  the  mid-point  between 
points  8  and  9  or  9  and  10  where  the  compressive  stress 
is  computed  as  18150  +  22868  =r  20509  psi.  At  this 

2 

section  of  the  rib  the  unsupported  length  of  the  com¬ 
pression  flange  is  39.271  inches.  (See  Figure  1).  Ac¬ 
cording  to  Section  C26-368.0b  when  the  unsupported 
length  exceeds  15  times  the  width  of  the  compression 
flange,  the  stress  in  the  compression  flange  must  not 
exceed  20000  .  In  this  case  the  value  of  L/t  is  19.6, 

L2 

1  -f-  - 

2000  b2 

and  f  =  allowable  stress  =  20000  =  16750 

19.6  x  19.6 

1  +  - 

8000 

psi  for  the  steel  specified  in  Section  C26-322.0,  and 
16750  x  23850  —  22300  psi  for  the  steel  actually  used 

18000 

for  the  ribs.  For  the  case  of  Dead  Load  plus  Wind  Load, 
the  most  critical  section  of  the  rib  is  at  the  mid-point 
between  points  4  and  5  where  the  compressive  stress 
is  computed  as  29999  -f-  28293  =  29146  psi.  At  this 

2 

section  of  the  rib  the  unsupported  length  of  the  com¬ 
pression  flange  is  the  same  as  shown  in  the  previous 
computation  and  allowing  for  the  33^3  per  cent  increase 
in  stress  when  wind  is  included,  the  allowable  stress 
is  22300  x  4/3  =  29700  psi.  Between  points  5  and  6 
the  unsupported  length  is  49  inches  and  LA,  =  24.5. 
The  allowable  stress  on  the  compression  flange  at  this 
section,  in  accordance  with  the  foregoing,  would  be, 
therefore,  computed  as 

f  =  20000  23850  x  4/3  =  27300  psi. 


24.5  x  24.5  18000 

1  +  - 

8000 

By  interpolation  from  the  stresses  tabulated  in  Figure 
5,  the  actual  stress  at  the  point  due  to  Dead  Load  and 
Wind  Load  is  28293  +  22472  =  25380  psi.  These  corn- 
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putations  show  that  the  stresses  in  the  arch  rib  at  no 
point  exceed  the  allowable  stresses  permitted  by  the 
Administrative  Building  Code. 

The  maximum  purlin  load  is  produced  by  Dead  Load 
and  Snow  Load.  On  the  purlin  at  the  crown  of  the 
arch  rib  the  unit  stresses  in  the  purlin  are  as  follows : 

Dead  Load  =  2.8  lbs./sq.  ft. 

Snow  Load  =  32 
Total  =  35 

Purlin  Load  =  35  x  4.36  =  153  lbs./lin.  ft. 

B.M.  —  153  x  4  x  4  x  12  =  3680  in.  lbs. 

8 

f  =  3680  =  14200  psi. 

0.259 

Since  the  compression  flange  is  supported  against  lateral 
deflection  at  intervals  of  8  inches  (spacing  of  nails  fast¬ 
ening  sheets  to  purlins)  L/b  =  4,  and  the  allowable 
stress  in  the  compression  flange  is  the  same  as  in  the 
tension  flange.  As  previously  computed  the  allowable 
stress  is  23850  psi. 

The  vertical  studs  in  the  end  walls  carry  only  the 
force  of  the  wind  acting  on  the  wall  at  20  pounds  per 
square  foot  on  the  upper  10  feet  of  the  wall.  Vertical 
studs  are  supported  by  the  standard  plate  at  their  bases, 
by  the  wind  girt  at  a  point  12'9"  above  the  floor  and 
at  their  tops  by  the  steel  frame  of  the  roof.  The  studs 
have  a  span  between  the  wind  girt  and  the  roof  line  of 
7.3  feet,  and  at  20  pounds  per  square  foot  carry  a  load 
of  80  pounds  per  lineal  foot. 

B.M.  =  80  x  7.3  x  7.3  x  12  =  6400  in.  lbs. 

8 

f  —  6400  =  10000  psi. 

0.641 

Since  the  compression  flange  is  supported  against  lateral 
deflection  at  8  inch  intervals  by  the  nails  fastening 
sheets  to  studs,  L/b  =  4,  and  the  allowable  stress  is 
23850  x  4/3  =  31800  psi. 

The  wind  girt  carries  the  stud  reactions  and  is  sup¬ 
ported  at  its  extreme  ends  by  tbe  steel  frame  of  the 
roof  structure  and  at  intermediate  points  by  a  brace. 
The  maximum  load  occurs  in  the  central  portion  of  the 
wind  girt  between  the  two  braces.  The  reaction  of  sec¬ 
tion  at  the  third  points  of  the  span  of  the  wind  girt 
between  braces  is  520  pounds  and  the  span  between 
braces  is  12  feet.  Neglecting  continuity  (which  reduces 
the  stress)  the  bending  moment  and  unit  stress  is  com¬ 
puted  as  follows : 

B.M.  =  520  x  48  =  25000  in.  lbs. 

f  =  25000  =  26900  psi. 

0.93 

The.  compression  flange  of  the  wind  girt  is  supported 
against  lateral  deflection  at  intervals  of  48  inches  by  the 

studs  and  the  flange  width  (Table  2)  is  4.25  in.  L/i, 

=  12,  and  the  allowable  unit  stress  is  23850  x  4/3  = 
31800  psi. 

PLANS  AND  SPECIFICATIONS 

Section  C26-3.0  of  the  Administrative  Building  Code 
states  that  it  is  the  purpose  of  this  title  to  provide 
standard  provisions  and  requirements  for  safe  and  stable 
design,  methods  of  construction  and  sufficiency  of  ma¬ 
terials  in  structures. 

Section  C26- 178.0  of  the  Administrative  Building 
Code  requires  a  submission  of  plans  and  specifications 
pertaining  to  tbe  construction  which  is  to  be  under¬ 
taken  and  these  details  have  been  filed  with  this  ap¬ 
plication  and  such  information  will  be  f unished  the 
Borough  Superintendent  when  plans  are  filed. 


THE  QUONSET  20  BUILDING 

The  Quonset  20  is  an  all  steel  building  of  semi- 
cylindrical  form,  manufactured  by  the  Stran  Steel  Divi¬ 
sion  of  Great  Lakes  Steel  Corporation  of  Detroit,  Mich¬ 
igan.  The  construction  consists  of  corrugated  sheets 
attached  to  purlins  and  to  the  curved  arch  ribs,  which 
form  the  framework  of  the  building.  Tbe  building  has 
a  clear  inside  span  of  20  sheet,  1  inch,  and  is  furnished 
in  12  foot  increments  to  provide  buildings  approximately 
24  feet  and  upward  in  length.  The  curved  arch  ribs 
are  designed  to  act  as  two  hinged  arches  supported  on 
concrete  foundations,  provided  by  tbe  purchaser  of  the 
building.  Buildings  are  furnished  with  standard  doors 
and  windows  for  the  end  walls,  and  windows  can  be  pro¬ 
vided  according  to  customer’s  requirements  for  installa¬ 
tion  between  ribs  in  the  side  walls. 


SPECIFICATIONS 

Corrugated  sheets  used  on  the  upper  part  of  the 
structure  are  21/  inch  corrugated,  No.  26  gauge,  bright 
galvanized,  27  y2  inches  wide  by  10  feet  long.  These 
sheets  are  curved  to  conform  to  the  radius  of  the  arch 
ribs  and  are  attached  to  the  purlins  with  10  gauge  by 
2l/2  inch  long  spring  head  or  double  headed  galvanized 
nails.  Straight  corrugated  sheets  of  the  same  type,  with 
corrugations  running  parallel  to  the  length  of  the  build¬ 
ing,  are  used  for  the  remainder  of  the  roof  covering 
and  are  attached  directly  to  the  arch  ribs  by  No.  10 
gauge  x  2/2"  spring  head  nails.  Straight  sheets  of  the 
same  type  as  above  are  used  for  the  end  walls  and  are 
fastened  by  nailing  to  vertical  studs. 

All  vertical  laps  between  sheets  are  coated  with  water¬ 
proofing  mastic,  and  horizontal  laps  of  sheet  in  end 
walls  are  fastened  with  sheet  metal  screws. 

Arch  Ribs  are  composed  of  standard  3 ¥%”  x  16  gauge 
Stran  Steel  “Standard  Studs”  which  are  curved  to  an 
inside  radius  of  I0'0yr.  Dimensions  of  the  cross-sec¬ 
tion  and  general  dimensional  properties  of  these  mem¬ 
bers  are  shown  in  Table  3;  details  of  the  curved  ele¬ 
ments  which  form  the  rib  are  shown  in  Figure  14. 


CIRCULAR  ARCH  ROOFS 
WIND  LOADING 


Recommended  loads  are  determined  from 
results  of  tests  made  in  the  wind  tunnel 
2  ~  laboratory  of  the  University  of  Michigan 
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The  curved  ribs  are  spaced  at  four  foot  intervals 
throughout  the  length  of  the  structure  and  are  attached 
at  their  bases  to  a  Standard  Plate  (See  Table  3)  which 
is  in  turn  secured  to  the  foundation  by  J/  inch  diameter 
anchor  bolts. 

Purlins  are  Stran  Steel  Narrow  Stud  sections  2  5/16 


End  wall  framing  consists  of  the  corrugated  sheets 
described  above  fastened  to  vertical  Stran  Steel  Narrow 
Stud  sections  2  5/16  x  18  gauge.  Studs  are  spaced 
approximately  4'0"  O.C.  and  are  secured  to  a  Stran 
Steel  Narrow  Plate  (See  Table  3)  at  their  bases.  This 
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Exit  doors  furnished  with  the  standard  building  are 
wood  swinging  walk  doors,  approximately  3  feet  wide 
and  7' 0"  high.  Doors  are  set  in  wood  frames  which 
are  attached  to  the  metal  framing  of  the  end  wall. 
Two  doors  are  furnished  with  each  building,  one  for 
each  end  wall. 

Steel  Windows  supplied  with  Quonset  20  buildings 
are  approximately  3'4"  x  2'9".  They  are  of  steel  com¬ 
mercial  projected  type,  top  hung  and  are  furnished 
complete  with  frame  and  flashing  for  installation  in 
the  4'0"  spaces  between  studs  in  the  end  walls.  Four 
windows  are  supplied  with  each  standard  building,  (two 
for  each  end  wall). 

Similar  type  windows  are  also  available  for  installa¬ 
tion  in  the  4'0"  space  between  ribs  in  side  walls. 

Louvres  are  the  adjustable  type  metal  louvre,  ap¬ 
proximately  3'0"  x  OTl^j". 

Miscellaneous  materials  such  as  foundation  anchor 
bolts,  screws,  bolts,  nuts  washers,  nails,  clips,  etc.,  are 
furnished  as  required  for  complete  erection  of  the 
structure.  Metal  screws  used  for  connections  other  than 
bolted  connections  are  No.  14  x  self-tapping,  sheet 
metal  cadmium  plated  screws  with  binding  head,  or 
equal.- 

Quality  of  Steel  and  Fabrication  of  all  parts  is  first 
class  in  every  respect.  The  framing  members  are  formed 
from  strip  steel  produced  in  the  strip  mills  of  the 
Great  Lakes  Steel  Corporation  in  Ecorse,  Michigan. 
The  strip  material  is  hot  rolled  in  the  form  of  con¬ 
tinuous  coils,  several  thousand  feet  in  length,  and  of 
any  specified  thickness  or  gauge,  ranging  from  1/16 
inch  (U.  S.  Gauge  No.  16)  to  3/16  inch  ( U.  S.  gauge 
No.  7).  Lesser  thicknesses  than  16  gauge  are  produced 
by  cold  rolling.  All  material  meets  the  applicant’s  mini¬ 
mum  thickness  of  sections  in  accordance  with  areas  used 
in  the  designs. 

All  framing  members,  including  the  curved  ribs,  pur¬ 
lins,  studs,  etc.,  are  made  of  steel  which  has  a  minimum 
yield  stress  of  40,000  psi,  and  an  ultimate  tensile 
strength  not  less  than  60,000  psi.  A  certified  test  report 
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from  the  University  of  Michigan  dated  April  15,  1946 
is  filed  with  the  application,  on  tensile  properties  of 
steel  used  for  framing  members;  see  detailed  report 
hereinbefore. 

Galvanized  Sheet  Gauge  is  implied  wherever  gauge 
numbers  refer  to  galvanized  corrugated  sheets  and  flash¬ 
ing.  Gauge  weights  and  gauge  thickness  of  sheets  are  sub¬ 
ject  to  standard  tolerance  as  shown  in  “Manufacturer’s 
Standard  Practice  Sheets”,  issued  by  the  American  Iron 
and  Steel  Institute. 

All  parts  are  accurately  cut  and  punched  for  easy 
field  assembly  without  the  use  of  special  equipment, 
and  all  parts  are  marked  for  convenience  in  erection. 

Painting  on  all  framing  -members,  including  arch 
ribs,  purlins,  girts,  channel  plates,  etc.,  consists  of  one 
shop  coat  of  Stran  Steel,  rust-resisting  paint  as  de¬ 
scribed  herein.  Paint  is  touched  up  over  all  saw  cuts, 
punchings,  copes,  abrasions,  etc.,  before  shipment.  Doors 
receive  one  prime  coat  of  paint  and  steel  sash  one  shop 
coat  of  rust-resisting  paint  before  shipment. 

All  galvanized  sheets,  flashings,  and  louvre  fins  are 
of  commercial  grade  bright  galvanized  steel.  Sheets 
are  required  to  show  no  failure  of  the  coating  after 
forming. 

Erection  instructions  showing  full  details  of  the 
method  of  assembly  are  furnished  for  accurate  and  con¬ 
venient  field  erection. 

DESIGN  LOADS 

Section  C26-340.0  of  the  Administrative  Building 
Code  provides  that  “Structures  and  all  parts  thereof 
shall  be  of  sufficient  strength  to  support  safely  their 
imposed  live  loads  in  addition  to  their  own  dead  load; 
and  in  any  event,  all  structures  shall  be  designed  to 
support  at  least  the  minimum  live  loads  specified  in 
this  title ;  the  superintendent  shall  have  authority  to  fix 
live  loads  for  structures  not  covered  by  the  provisions 
of  this  title.” 

The  Dead  Load  used  for  the  design  of  this  building 
consists  of  the  weight  of  corrugated  sheets,  purlins,  and 
arch  ribs,  and  amounts  to  5  pounds  per  square  foot  of 
roof  surface. 

The  Snow  Load  used  for  the  design  of  this  structure 
is  based  upon  tests  of  the  actual  snow  which  can  be 
retained  on  a  cylindrical  roof  surface.  See  test,  Uni¬ 
versity  of  Michigan  dated  December  28,  1945,  evaluated 
on  the  basis  of  a  3  foot  depth  of  snow  at  the  center  line, 
decreasing  to  zero  at  the  limits  of  the  central  75  degress 
of  arc.  Based  upon  snow  weight  of  8  pounds  per  cubic 
foot,  this  will  produce  a  load  of  24  pounds  per  square 
foot  at  the  crown  of  the  arch. 

Wind  Pressure  requirements  of  the  Administrative 
Building  Code  are  given  in  Section  C26-349.0,  which 
specifies  general  requirements  for  wind  pressure,  and 
states  that :  “All  structures  or  parts  of  structures,  signs 
and  other  exposed  structures,  shall  be  designed  in  ac¬ 
cordance  with  the  requirements  of  this  title,  and  the 
rules  of  the  Board,  to  resist  in  the  structural  frame, 
horizontal  wind  pressure  from  any  direction.” 

Section  C26-351.1  states  that  “Mill  buildings,  shops, 
roofs  over  auditoriums  or  drill  sheds,  and  similar  struc¬ 
tures,  shall  be  designed  to  withstand  an  assumed  wind 
pressure  of  twenty  pounds  per  square  foot  on  the  up¬ 
per  fifty  per  cent  of  their  height.”  The  Quonset  20 
Building  comes  within  the  requirements  of  this  provi¬ 
sion  of  the  code. 

In  the  design  of  the  Quonset  20.  consideration  has 
also  been  given  to  the  actual  wind  pressure  under 
conditions  of  extreme  exposure,  as  developed  by  Studies 
of  the  Aerodynamic  Characteristics  of  Circular  Arch 
Roof  Structures,  made  by  the  Department  of  Engineer¬ 
ing  Research,  of  the  University  of  Michigan,  Engineer¬ 
ing  Research  Project  M518  dated  May,  1944  filed  with 
this  application. 
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STRESS  ANALYSIS 


DESIGN  OF  STEEL  STRUCTURE 


The  analysis  of  the  structural  behavior  of  the  arch 
ribs  and  other  elements  of  the  construction  has  been 
done  in  accordance  with  recognized  principles  of  me¬ 
chanics.  This  work  has  been  facilitated  by  the  mathe¬ 
matical  equations  and  charts  shown  in  Figkres  3  to  12 
inclusive. 

Stresses  in  the  arch  ribs  resulting  from  the  foregoing 
load  and  combination  thereof  are  shown  on  Figure  15. 


Section  C26-515.0  provides  that  all  steel  work  shall 
be  designed  to  sustain  the  total  imposed  dead  load,  to¬ 
gether  with  the  required  live  load. 

Section  C26-373.0  provides  that  for  combined  stresses 
due  to  wind  and  other  loads,  the  permissible  working 
stress  may  be  increased  by  thirty-three  and  one-third 
per  cent,  providing  the  section  thus  found  is  at  least 
that  required  by  the  dead  and  live  load  alone. 
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The  steel  used  for  framing  members  of  the  Quonset 
20  Building  has  a  minimum  ultimate  strength  of  60,000 
psi ;  hence  in  accordance  with  the  provisions  of  C26- 
323.0,  the  working  stress  in  tension  is  18,000  psi,  the 
same  as  for  the  steel  specified  in  C26-322.0. 

The  curved  arch  ribs  are  subjected  to  direct  stress 
and  bending,  which  produces  the  unit  stresses  of  vari¬ 
ous  sections  of  the  rib  as  shown  in  Figure  15.  The 
allowable  stresses  computed  in  accordance  with  the 
provisions  of  Section  C26-368.0  and  C26-373  are  as 
follows : 

Tension:  Allowable  unit  stress  18,000  psi  for  com¬ 
binations  of  Dead  Load  with  Snow  Load  and  24,000 
psi  for  combinations  which  include  Wind  Load. 

Compresion :  In  the  lower  part  of  the  rib  (for  sec¬ 
tions  at  points  1  to  4  and  9  to  12  inclusive)  the  hori¬ 
zontal  sheets  support  the  ribs  against  lateral  bending  at 
intervals  corresponding  to  the  nail  spacing  of  8  inches. 
The  value  of  L/b  is  hence  4  (less  than  15)  and  the 
allowable  unit  stress  in  compression  is  the  same  as 
specified  above  for  tension.  In  the  top  portion  of  the 
rib,  the  purlins  prevent  lateral  bending  of  the  com¬ 
pression  flange  at  distances  corresponding  to  the  purlin 
spacing,  and  the  allowable  unit  stress  must  be  deter¬ 
mined  from  the  formula  given  in  the  code.  Since  the 
unsupported  length  is  2'9",  the  value  of  L/t,  is  17,  and 
the  corresponding  allowable  unit  stress  in  compression 
is  17,500  psi  for  combination  of  Dead  Load  with  Snow 
Load,  and  23,333  psi  for  combinations  which  include 
Wind  Load.  The  actual  unit  stresses  produced  by  the 
load  combinations  is  in  all  cases  less  than  the  allowable 
as  shown  in  Figure  15. 

The  purlins  are  supported  against  lateral  bending  of 
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their  compression  flange  by  the  corrugated  sheets 
nailed  to  the  flange  at  intervals  of  8  inches.  The  L/b 
ratio  is  hence  equal  to  4,  and  the  allowable  unit  stress 
is  18,000  psi,  the  same  as  for  the  tension  flange.  At 
this  unit  stress,  the  purlins  will  safely  support  a  total 
uniform  load  of  810  pounds.  The  actual  load  on  the 
purlins  in  no  case  exceeds  this  value. 

As  hereinbefore  stated  in  the  Wind  Pressure  require¬ 
ments,  consideration  has  been  given  to  the  actual  wind 
pressure  under  extreme  conditions  of  exposure,  and  the 
forces  resulting  from  a  wind  having  a  velocity  of  70 
m.p.h.  will  produce  stresses  less  than  those  shown  in 
Figure  15. 

PLANS  AND  SPECIFICATIONS 

Section  C26-3.0  of  the  Administrative  Building  Code 
states  that  it  is  the  purpose  of  this  title  to  provide 
standard  provisions  and  requirements  for  safe  and  stable 
design,  methods  of  construction  and  sufficiency  of  ma¬ 
terials  in  structures. 

Section  C26- 178.0  of  the  Administrative  Building  Code 
requires  a  submission  of  plans  and  specifications  per¬ 
taining  to  the  construction  which  is  to  be  undertaken. 

In  accordance  with  these  requirements,  detailed  plans 
of  the  Quonset  20  building  have  been  filed  with  this 
application  and  such  information  will  be  furnished  the 
Borough  Superintendent  when  plans  are  filed. 

GENERAL 

These  buildings  were  originally  developed  to  meet 
a  war  emergency.  The  applicant  has  filed  data  and  the 
Board  has  received  information  as  to  the  satisfactory 
performance  for  all  types  of  uses  of  these  structures 
all  over  the  world  and  under  varied  climatic  and  field 
conditions.  Some  150,000  of  these  buildings  were  used 
by  the  Navy  Department  alone.  In  the  peace-time  re¬ 
conversion,  thousands  of  these  buildings  are  finding  a 
new  use  to  which  they  readily  adapt  themselves,  namely, 
temporary  housing,  and  in  New  York  City,  several 
thousand  are  now  in  the  process  of  erection  to  meet 
the  housing  emergency.  *  Post  war  possibilities  for  the 
use  of  these  buildings  are  too  numerous  to  list  in  this 
report,  but  it  suffices  that  public  interest  will  mandate 
that  the  skillful  design  and  economical  utilization  of 
new  and  traditional  materials  as  represented  herein  be 
made  available  to  them. 

The  Board  has  authority  under  C26-190.0,  C26- 191.0 
of  the  Administrative  Building  Code  and  section  667  of 
the  Charter  of  New  York  City  to  evaluate  new  materials 
and  methods  of  construction,  and  since  no  specific  pro¬ 
visions  of  the  Administrative  Building  Code  apply  to 
the  proposed  construction,  and  in  order  to  carry  out 
the  purpose  of  C263.0,  the  safe  use  of  these  buildings 
complying  with  the  design  details  hereinbefore  speci¬ 
fied  are  in  the  recommendations  of  the  Committee  on 
Tests  as  follows: 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Quonset  40, 
types  A  and  B,  and  20,  of  light  weight  steel  con¬ 
structed  buildings  as  incombustible  construction  under 
the  authority  granted  the  Board  as  prescribed  in  C26- 
191.0a  and  since  no  specific  provisions  exist  in  the  Ad¬ 
ministrative  Building  Code  applicable  to  this  form  of 
light  weight  steel  construction,  all  Quonset  buildings 
erected  within  New  York  City  shall  comply  with  re¬ 
quirements  as  follows : 

All  steel  shall  be  designed  for  stresses  as  prescribed 
for  structural  steel  as  specified  in  C26-368.0  except  that 
when  Stran  Steel  Division’s  Low  Alloy  High  Tensile 
Steel  is  used  in  the  primary  members  of  the  Quonset 
40,  such  steel  shall  be  permitted  increased  allowable 
stress  values  up  to  30%  (30%  of  79500  =  23850  psi — 
see  tests)  of  the  minimum  ultimate  strength  of  said 


material  as  is  allowed  for  special  steels  under  C26- 
323.0c  and  that  the  basis  of  evaluating  the  resistance 
of  all  light  weight  structural  elements  described  herein 
shall  be  in  accordance  with  the  specifications  of  the 
American  Iron  and  Steel  Institute’s  “Specification  for 
the  Design  of  Light  Gauge  Steel  Members”  dated  April, 
1946,  of  steel  with  minimum  proportions  as  follows : 


Siding  and  sheathing  .  26  gauge 

Ribbed  steel  roof  decking .  22  “ 

Flooring  plates  .  18  “ 

Girts  and  purlins  .  18  “ 

Structural  ribs,  studs  and  joists .  16  “ 

Arch  ribs  .  16  “ 


Risers,  treads,  landing  plates  and  plat¬ 
forms,  stairways  and  walkways....  12  “ 

All  connections  and  accessories  shall  be  proportioned 
to  transmit  such  loads  and  stresses  as  may  be  imposed 
by  the  loading  conditions. 

Exposed  siding  and  other  steel  shall  be  protected  from 
corrosion  at  the  ground  level  by  supporting  the  found¬ 
ation  channel  at  sufficient  height  above  grade  on  a  con¬ 
crete  or  masonry  apron  which  shall  not  be  less  than 
12  inches  above  grade. 

All  framing  members  steel  shall  be  protected  with 
one  shop  coat  of  Stran  Steel  Paint  Specification 
3A5.B11,  and  after  erection  all  damaged  spots  shall 
receive  one  touch-up  coat  of  the  same  paint  a  second 
coat  of  such  paint  shall  be  applied.  The  paint  to  be 
comprised  of  the  following  materials : 

Pigment  to  fix  vehicle  ratio  is  between  255  and  290  to 
100  by  weight. 

Total  Solids  are  a  minimum  of  68.5%  by  weight. 
Volatile  shall  consist  of  any  suitable  solvent  or  solvents. 
Resin  is  of  an  alkyd  type  consisting  only  of : 


Polyhydroxyl  alcohol  .  15-21% 

Phthalic  Anhydride  .  30-32% 

Drying  Oil  Acids  .  45-55% 


The  resin  shall  not  exceed  0.5%  unsaponifiable  matter 
by  weight. 

Pigments :  The  pigmentation  are  as  follows: 

Red  Iron  Oxide  (Fe203  by  analysis)  43.5%  min. 

Basic  Lead  Chromate .  27.0%  min. 

Inert  Material  (including  that  from 

Iron  Oxide)  .  29.5%  max. 

Red  Iron  Oxide  pigment  shall  consist  of  80-85%  ferric 
oxide  and  15-20%  silica. 

Basic  Lead  Chromate  is  pure  and  unextended. 

Inert  Material  may  be  silica,  asbstine,  or  other  silliceous 
pigment  necessary  to  acquire  the  specified  properties  of 
the  finished  product. 

Maximum  calcium  content  1.0%  calculated  as  Ca  C03. 
Viscosity 

Package  viscosity,  as  determined  on  the  Stormer  Vis¬ 
cosimeter  @  24°  C.,  shall  be  90  to  110  KU.  Reduced 
viscosity  shall  be  between  13"  and  18"  on  a  #4  Ford 
cup  at  80°  F.  when  reduced  3  volumes  of  primer  to  2 
volumes  of  mineral  spirits.  The  grind  of  the  finished 
product  shall  be  not  less  than  5  as  determined  on  the 
Precision  Gauge  &  Tool  Co.,  Dayton,  Ohio,  grind  de¬ 
tector. 

The  height,  area,  and  use  limitations  of  these  build¬ 
ings  shall  be  as  follows : 

Dwellings  for  not  more  than  two  families  shall  be 
one  story,  not  exceeding  25  feet  in  height,  nor  more 
than  4,000  sq.  ft.  in  area. 

Commercial  buildings  defined  in  C26-235.0c  shall  not 
exceed  one  story,  nor  30  ft.  in  height  nor  more  than 
15,000  sq.  ft.  in  area  as  provided  in  C26-254.0  for  Class 
5  metal  buildings. 

The  location  of  these  buildings  on  a  lot  line  shall  be 
in  accordance  with  C26-254.0f  Administrative  Building 
Code. 
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These  buildings  may  be  erected  in  single  or  multiple 
units  as  may  be  added  in  either  width  or  length,  pro- 
•  vided  the  interior  supporting  structural  elements  sup¬ 
porting  these  buildings  comply  with  the .  requirements 
of  the  Administrative  Building  Code. 

It  is  further  recommended  that  the  design,  fabrica¬ 
tion  and  erection  of  all  buildings  within  the  purview  of 
this  approval  be  certified  to  the  Borough  Superinten¬ 
dent  by  a  Licensed  Professional  Engineer  or  Registered 
Architect — that  in  all  respects  the  building  complies 
with  the  requirements  of  this  approval  and  that  each 
design  submitted  to  the  Borough  Superintendent  shall 
bear  wording  reading  as  follows :  “The  details  of  de¬ 
sign  and  fabrication  complies  in  all  respects  with  the 
approval  granted  under  Cal.  240-46- SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

•  Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  know  as  Quonset  40  and  Quon- 
set  20  (Light  Weight  Steel  Buildings)  as  manufactured  by 
Stran  Steel  Division  of  Great  Lakes  Corporation,  in  accord¬ 
ance  with  the  above  report. 


Adjourned:  12:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  7,  1946 

Present :  Chairman  Murdock,  Commissioners  of  Savage 
and  Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

556-38-A 

APPLICANT — Joel  D.  Marder,  for  B.  Altman  Co.,  owner. 

SUBJECT — Application  reopened  April  23,  1946 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 355-371  5th  avenue,  188-198 
Madison  avenue,  1-15  East  34th  street  and  2-16 
East  35th  street  (8th  floor);  (Block  864,  Lot  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joel  D.  Marder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (556-38-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  355-371  5th  avenue,  188- 
198  Madison  avenue,  1-15  East  34th  street  and  2-16  East 
35th  street  (8th  floor);  (Block  864,  Lot  1),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  July  6,  1938,  on 
certain  conditions ;  and 


Whereas,  the  resolution  was  amended  on  January  7, 
1941  and  January  28,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  23,  1946  and  restored  to  the  calendar;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  461-46,  dated  March  26,  1946,  reads: 

“1.  Not  more  than  two  adjoining  stories  in  any 
structure  may  be  connected  by  an  open  well  or  esca¬ 
lator.  6.4. 1.9. 

2.  Escalators  should  be  enclosed  with  partitions  or 
walls  having  a  fire-resistive  rating  of  3  hours.  6.4.1. 8.1. 

3.  As  above  objections  have  been  previously  con¬ 
sidered  by  Board  (556-38-A,  Alt.  3639-40)  matters 
should  again  be  referred  to  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  now  states  that  is  is  proposed 
to  extend  the  existing  two  lines  of  escalators  from  5th  to 
8th  floors  with  construction  identical  to  that  previously 
accepted  by  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  6,  1938,  as 
amended  by  resolutions  adopted  on  January  7,  1941  and 
January  28,  1941,  so  that  as  amended,  the  resolution  shall 
read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  No.  1672-1938,  Objection  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  installation  shall 
be  of  fireproof  construction  throughout;  that  there  shall 
be  constructed  baffle  plates  around  each  floor  opening, 
extending  downward  at  least  two  feet  and  located  within 
two  feet  of  the  perimeter  of  such  opening;  that  these 
baffle  plates  may  be  of  steel  or  2  in.  wire  lath  and  plas¬ 
ter  ;  that  supplementary  sprinklers  shall  be  installed  in 
addition  to  the  sprinkler  system  in  the  building,  to  form 
a  sprinkler  curtain  on  the  exterior  of  the  baffle  plates 
around  each  opening;  that  the  heads  of  the  sprinkler 
system  shall  not  be  over  two  feet  from  the  baffle  plate 
and  shall  not  be  more  than  six  feet  on  centers;  that 
where  any  sprinkler  head  of  the  building  sprinkler  sys¬ 
tem  is  at  a  point  closer  than  four  feet  to  a  head  in  the 
sprinkler  curtain,  a  metal  reflector  shall  be  installed  at 
such  head  to  prevent  water  cooling ;  that  a  roller  shutter 
shall  be  installed  over  each  opening  constructed  in  a  hor¬ 
izontal  position  and  arranged  so  as  to  be  manually  oper¬ 
ated  for  closing  or  opening  by  means  of  a  chain,  per¬ 
manently  attached,  or  by  means  of  a  permanently  at¬ 
tached  crank-handle  so  constructed  as  to  operate  the 
curtain  both  for  closing  and  opening;  that  such  handle 
mechanism,  however,  shall  not  be  installed  until  sub¬ 
mitted  to  and  approved  by  this  board;  that  if  the  chain 
is  used,  it  shall  be  a  chain  weighing  not  less  than  one- 
quarter  pound  per  running  foot;  that  on  all  shutters, 
directly  above  the  bottom  rail  the  words  “Close  Shutter 
to  Floor,”  with  an  arrow  pointing  downwardly,  shall 
appear;  that  a  gong  shall  be  installed  at  each  escalator 
run,  operated  by  means  of  pushbuttons  located  cen¬ 
trally  ;  two  to  a  floor,  the  pushing  of  any  such  button 
shall  ring  gongs  on  all  floors,  as  a  signal’  to  attendants 
to  close  all  escalator  curtains;  that  instructions  to  all 
superintendents  and  section  managers  shall  include,  in 
addition  to  general  instructions,  as  to  use  of  fire  extin¬ 
guishing  equipment  and  exits  in  case  of  fire,  instruction 
and  monthly  drill  as  to  closing  escalator  curtains,  so 
that  responsibility  will  at  all  times  be  fixed  on  certain 
attendants  on  each  floor  to  insure  that  the  curtains  will 
be  immediately  closed  upon  sounding  of  the  gong  signal  ; 
that  the  closing  of  the  curtain  shall  automatically  stop 
all  escalators;  that  these  curtains  shall  be  closed  at  all 
times  when  the  store  is  not  open  for  business  and  also 
shall  be  tested  during  the  conduct  of  the  fire  drill ;  that 
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this  modification  is  granted  only  so  long  as  the  building 
is  occupied  by  B.  Altman  and  Company  as  a  department 
store  and  the  sprinkler  and  standpipe  systems  are  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner  and 
that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applic¬ 
able  thereto. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  extend  the  escalators  for  an  additional  story  in 
height,  as  indicated  on  plans  filed  with  the  borough 
superintendent  under  Alteration  Applic.  3639-40,  such 
extension  of  the  installation  may  be  permitted,  provided 
the  requirements  of  this  resolution  shall  be  made  to  com¬ 
ply  thereto  and  the  floor  at  the  6th  floor  level  shall  be 
constructed  continuously  across  the  present  rotunda 
space. 

Resoh'cd  further,  that  in  the  event  the  owner  desires 
to  extend  the  escalators  for  an  additional  story  in  height, 
as  indicated  on  plans  filed  with  the  borough  superin¬ 
tendent  under  Alt.  No.  3639-40,  such  extension  of  the 
installation  may  be  permitted,  on  condition  that  the  re¬ 
quirements  of  the  resolution  shall  be  complied  with 
and  that  fireproof  partitions  shall  be  constructed  on  the 
5th  floor  to  separate  the  open  rotunda  space  above,  as 
indicated  on  revised  plans  marked,  ‘Received  January 
24,  1941.’ 

Resolved  further,  that  in  the  event  the  owner  desires 
to  extend  the  escalators  to  the  top  story  or  8th  floor  of 
the  building,  as  indicated  on  plans  filed  with  the  borough 
superintendent  under  Alteration  Application  461-46  and 
as  filed  with  this  Board  April  26,  1946  (5  sheets),  such 
extension  of  installation  may  be  permitted,  on  condition 
that  the  requirements  set  forth  in  the  resolution  adopted 
by  the  Board  January  28,  1941,  shall  be  similarly  com¬ 
plied  with,  except  that  the  fireproof  partitions  previously 
required  to  be  constructed  on  the  5th  floor  to  separate 
the  open  rotunda  space,  as  indicated  on  revised  plans 
marked  ‘Received  April  26,  1946’  may  be  removed  in 
view  of  the  proposal  to  extend  escalators  to  the  top 
or  eighth  floor.” 


397-42-A 

APPLICANT — Ingelbret  Ingelbretsen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 4352  Hylan  boulevard,  east 
side,  35  ft.  north  of  Armstrong  avenue  (Block  5312, 
Lots  3-5),  Eltingville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Herman  Metfessel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  Commissioner  Savage  .  1 

THE  RESOLUTION  (397-42-A) 


Whereas,  Ingelbret  Ingelbretsen,  owner,  filed  May  14, 
1942,  an  appeal  from  a  decision  of  the  borough  superinten¬ 
dent,  affecting  premises  4352  Hylan  boulevard,  east  side, 
35  ft.  north  of  Armstrong  avenue  (Block  5312,  Lots  3-5), 
Eltingville,  Borough  of  Richmond ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  14,  1942,  on  application  for  a  certificate  of  oc¬ 
cupancy,  based  on  N.B.  Applic.  385-35,  reads : 

“Your  application  for  a  certificate  of  occupancy  on 
premises  4352  Hylan  Blvd.  is  denied  because : 

1.  No  curb  cut  fee  paid. 

You  are  hereby  advised  that  occupying  the  above 
building  without  a  certificate  of  occupancy  is  illegal. 
(Chap.  C26-181.0-184.0).” 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  lot  85  ft.  by  100  ft.  in  area,  located  in  a  business  use, 

D  area  district  upon  which  there  exists  a  one  story  build¬ 
ing,  12  ft.  in  height,  36  ft.  by  25  ft.  in  area,  of  Class  3 
construction,  used  for  auto  washing,  greasing  and  garage 
for  three  cars ;  and 

Whereas,  the  premises  are  located  in  a  retail  use  district; 
and 

Whereas,  the  applicant  contends  that  this  is  an  appeal 
from  a  decision  of  the  borough  superintendent  refusing  to 
issue  a  certificate  of  occupancy  on  N.B.  Applic.  385-35,  by 
reason  of  the  applicant’s  failure  to  pay  a  curb  cut  fee  of  $2. 
per  foot  on  about  82  ft.  of  curbing;  that  the  premises  have 
been  used  as  a  gasoline  station  since  about  1924 ;  that  until 
1938  there  was  no  curbing  on  the  side  of  Hylan  Boulevard 
on  which  these  premises  are  located ;  that  in  1938  the  City, 
using  WPA  labor,  constructed  a  stone  curb  in  front  ot 
the  applicant’s  premises  and  provided  a  driveway  of  ap¬ 
proximately  82  ft.  wide ;  that  the  Administrative  Code  pro¬ 
vides  for  payment  of  a  fee  where  the  owner  desires  to  cut 
a  curb  for  a  driveway;  that  the  applicant  never  requested 
permission  to  cut  the  curb  for  the  simple  reason  that  for 
about  15  yeas  there  was  no  curb  in  existence;  that  when  . 
the  curb  was  finally  constructed,  it  was  not  at  the  request 
of  the  owner ;  that  the  construction  of  the  curb  for  a  dis¬ 
tance  of  82  ft.  at  a  lower  level  than  the  adjoining  curb  on 
each  side  of  the  applicant’s  property,  was  without  any  addi¬ 
tional  cost  to  the  City ;  that  the  applicant  has  no  need  for 
such  a  wide  driveway;  that  if  the  City  were  permitted  to 
collect  a  fee  of  $2  per  foot  for  a  curb  which  was  never 
cut  and  which  the  abutting  owner  never  requested,  there  is 
nothing  to  prevent  the  City  from  constructing  low  level 
curbs  across  the  entire  width  of  every  piece  of  property  in 
the  City  and  assessing  the  owners  $2  per  foot ;  that  in  view 
of  these  facts,  it  is  requested  that  a  certificate  of  occupancy 
be  issued  ;  and 

Whereas,  Violation  825-39  was  issued  for  occupying  a 
new  garage  without  a  certificate  of  occupancy ;  and 

Whereas,  N.B.  Applic.  385-35  was  filed  for  the  erection 
of  a  non-fireproof  building,  1  story  (12  ft.)  in  height,  36  ft. 
by  25  ft.  in  area,  to  be  used  for  auto  washing  and  greasing 
and  storage  of  three  cars,  no  repairs,  and  indicated  that 
one  frame  garage  building  18  ft.  by  18  ft.  in  area  was  to 
be  demolished ;  that  this  application  was  approved  October 
21,  1935  and  signed  off  as  completed  March  30,  1936;  ap¬ 
plication  for  certificate  of  occupancy  was  filed  September 
20,  1938  and  denied  December  4,  1939  by  the  borough  super¬ 
intendent  in  a  decision  reading  the  same  as  the  decision 
dated  April  14,  1942  herein  appealed ;  and 

Whereas,  the  Building  Department  records  indicate  that 
the  ‘premises  were  used  since  1924  as  an  oil  station  under 
N.B.  1319-24,  filed  for  the  east  side  of  Hylan  boulevard, 

30  ft.  north  of  Armstrong  avenue,  having  a  frame  one  story 
structure  15  ft.  by  25  ft.  in  area  and  completed  September 
18,  1925;  and 

Whereas,  this  appeal  was  removed  from  the  calendar 
April  4,  1944,  for  further  examination;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  March  18,  1946  from  the  acting  borough  superinten¬ 
dent,  Department  of  Housing  and  Buildings,  stating  that 
Alt.  Applic.  186-25  and  N.B.  Applic.  1319-24  indicate  that 
the  entire  premises  consisting  of  lot  3  and  lot  5  were  legally 
occupied  by  a  gasoline  station  since  this  use  was  established 
prior  to  June  12,  1925 ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  March  18,  1946  from  the  president,  Borough  of  Rich¬ 
mond,  wherein  it  is  stated  that  there  was  no  actual  curb 
at  this  location  in  1936;  that  there  was  no  permit  for  a  de¬ 
pressed  curb  issued  by  the  Borough  President  in  1936  for 
these  premises ;  that  no  fee  was  paid  for  a  curb  cut  at  this 
location  ;  that  in  1936  the  law  required  that  a  “no  fee”  per¬ 
mit  be  procured  to  allow  any  work  on  a  curb  and  further 
stating  that  it  was  the  practice  of  the  WPA  to  construct 
drop  curbs  where  the  nature  of  the  abutting  property  in¬ 
dicated  the  necessity  for  such  construction  and  that  the 
question  of  waiving  any  requirements  of  fee  was  not  raised 
with  the  office  of  the  Borough  President  as  prior  to  1938 
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no  fees  were  charged ;  that  no  application  for  a  permit  for 
a  curb  cut  has  been  received  since  1936  for  this  location ; 
and 

Whereas,  crossing  the  sidewalk  for  access  to  gasoline 
station  was  established  in  1924 ;  and 

Whereas,  a  letter  from  the  Borough  President  advises 
that  no  fee  was  charged  for  a  carriageway  across  the  side¬ 
walk  prior  to  1938. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
dated  April  14,  1942  on  application  for  a  certificate  of  oc¬ 
cupancy  based  on  N.B.  Applic.  385t35,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  permit  for  a  curb  cut  shall  be 
obtained.  « 


107-44-A 

APPLICANT — Maurice  Courland,  for  The  Yeshiva  College 
Rabbi  Isaac  Elchanan  Talmudical  Academy,  owner. 
SUBJECT — Application  reopened  March  26,  1946— re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 1060  President  street,  southwest 
corner  of  Bedford  avenue  (Block  1280,  Lot  36,) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Maurice  Courland  and  Nehano  M. 
Courland. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 

THE  RESOLUTION  (107-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1060  President  street, 
southwest  corner  of  Bedford  avenue  (Block  1280,  Lot  36), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  Feb¬ 
ruary  23,  1944,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  26,  1946  and  restored  to  the  calendar ;  and 
Whereas,  the  decision  of  the  borough  superintendent,  act¬ 
ing  on  Alt.  Applic.  145-44,  dated  March  14,  1946,  reads : 

“1.  Proposed  change  in  occupancy  on  the  several 
floors  requires  a  reconsideration  of  approved  Resolution 
Cal.  107-44-A  by  Bd.  of  Stds.  and  Appeals. 

A.  Proposed  use  violates  Sec.  4.2.1  Bldg.  Code  (Ex¬ 
cessive  height  for  Class  3  construction). 

E.  Comply  with  Sec.  6.4.1.11  2  &  3  as  to  stairs  to 
roof.” 

and 

Whereas,  the  applicant  states  that  the  building  has  been 
purchased  by  the  Yeshivath  Rabbi  Chaim  Joseph  (Rabbi 
Solomon  Gottlieg,  President)  and  that  it  is  now  proposed 
to  make  changes  in  the  plan  as  follows : 

Basement  floor — room  marked  “Office”  will  be  used 
as  Classroom  #1  and  laboratory. 

Caretaker’s  apartment  will  be  used  as  principal’s  office. 
Rear  classroom  will  be  known  as  classroom  #2. 

A  new  corridor  will  be  created  between  the  toilet  and 
the  principal’s  office. 

The  present  interior  wood  stairway  and  stairs  will  be 
made  fireproof  with  brick  wall  enclosure,  with  concrete, 
steel  and  marble  stairs  from  basement  to  attic  floor  as 
an  additional  safegaurd. 

On  the  first  floor  the  Synagogue  will  be  eliminated 
and  three  new  classrooms  and  new  corridor  provided 
with  fireproof,  self  closing  door  leading  to  a  new  open 
steel  stairway  in  the  rear  yard.  Liveload  for  the  2nd 
floor  will  be  changed  to  60  lbs.  per  square  foot  and  no 
reinforcement  will  be  necessary  to  provide  this  liveload. 


The  meeting  room  on  the  first  floor  will  be  used  as  a 
classroom  with  door  leading  into  the  new  corridor  which 
leads  to  a  fireproof  stairway  and  new  open  steel  stairway 
in  the  rear  yard. 

The  service  pantry  will  be  used  as  a  teachers’  rest 
room.  Classroom  3  will  be  provided  with  an  additional 
fire  exit  doorway  to  the  open  steel  fire  stair  and  the 
occupancy  of  the  first  floor  will  be  reduced  from  180 
to  105  persons. 

The  changes  on  the  attic  floor  will  consist  of  the 
following : 

Three  classrooms  originally  shown  will  not  be  erected. 
The  present  open  space  will  be  divided  into  a  library 
at  one  end  and  a  study  and  lunchroom  for  the  balance. 
The  number  of  occupants  on  this  floor  will  remain  as 
heretofore  permitted,  namely,  seventy  (70)  persons.  The 
new  interior  fireproof  stairs  and  the  new  open  steel  fire¬ 
proof  stairway  in  the  rear  yard  will  serve  this  floor, 
and 

Whereas,  the  applicant  contends  as  to  objections  1  and 
1A,  that  the  proposed  changes  described  indicate  that  the 
building  will  remain  substantially  the  same,  except  for  the 
use  of  the  Synagogue,  which  will  be  eliminated  and  the 
elimination  of  such  use  has  greatly  reduced  the  fire  hazard 
by  reducing  the  occupancy  from  180  to  105  persons ;  that 
the  proposed  improvements,  including  the  interior  fireproof 
stairs  in  lieu  of  the  existing  nonfireproof  stairs  render  the 
building  much  safer ;  that  all  new  partitions  subdividing 
classrooms  will  be  fire-retarded  with  sheet  rock  boards  and 
with  metal  lath  and  plaster  as  conditions  warrant;  that  the 
applicant  contends  as  to  obectjion  IE,  that  the  new  interior 
fireproof  stairs  will  run  from  the  cellar  to  the  attic;  it  is 
requested  that  ‘the  Board  permit  the  stairway  to  terminate 
at  the  attic,  due  to  the  fact  that  the  present  roof  is  a  gable 
type  with  slate  tile  finish ;  that  the  doors  between  the  new 
stairway  and  the  corridors  and  lobbies  will  be  fireproof, 
self-closing,  one-hour  test,  set  in  steel  bucks ;  that  the  fire 
stair  in  the  rear  yard  will  be  extended  to  the  attic  floor, 
not  to  the  roof,  since  the  roof  is  gable  type. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  23,  1944,  so  that 
as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  acting  on  Alt.  Applic.  145-44,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  in  hereby  is  granted 
as  to  objection  2,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  occupancy,  except  that  the 
present  attic  story  may  be  reconstructed,  so  as  to  elimi¬ 
nate  the  existing  roof,  with  the  walls  carried  up  and  a 
flat  roof  constructed,  provided  the  total  height  of  the 
building  is  not  increased;  as  to  objection  6,  that  in  addi¬ 
tion  to  the  present  interior  stairway,  an  exterior  stairs 
shall  be  constructed  and  maintained,  as  indicated  on 
plans  filed  with  the  borough  superintendent,  stamped 
‘January  18,  1944’;  as  to  objection  9,  that  in  addition 
to  the  existing  and  proposed  stairways,  there  shall  be 
constructed  a  door  opening  in  the  southerly  wall,  leading 
to  the  southerly  court  by  means  of  an  exterior  steel  stair, 
providing  exit  to  Bedford  avenue  through  the  exterior 
court ;  that  such  stairs  shall  be  not  less  than  3  ft.  8  in. 
in  width;  as  to  objection  10,  that  the  liveload  per  super¬ 
ficial  foot  shall  not  be  less  than  65  pounds  on  each  floor ; 
that  all  seatings  in  the  synagogue  and  school  room  shall 
be  fixed  to  the  floor;  and  as  to  objection  12,  that  the 
enclosures  of  the  existing  and  proposed  stairs  shall  be 
maintained  as  proposed,  provided  where  stud  partitions 
are  shown  for  enclosing  existing  stair,  such  partitions 
shall  have  wire  lath  and  cement  plaster  on  both  sides; 
as  to  objection  13,  that  the  stairs  to  the  roof  may  be 
omitted  unless  the  roof  story  is  hereafter  altered  and  a 
flat  roof  is  constructed,  in  which  case  both  stairways 
shall  be  carried  to  roof ;  that  in  any  room  where  school 
or  building  supplies  are  stored  or  maintained,  such  room 
shall  be  protected  by  a  sprinkler  head  or  heads,  as  the 
borough  superintendent  may  require,  fed  from  the  do- 
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mestic  water  supply  line  of  the  building ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 

Resolved  further,  that  in  the  event  it  is  desired  to 
omit  the  synagogue  and  use  the  building  for  school  pur¬ 
poses  as  passed  on  by  the  borough  superintendent  as  an 
amendment  to  Alt.  Applic.  145-44  under  date  of  March 
14,  1946,  Objection  1,  subd.  A  and  E,  such  use  may  be 
permitted  in  lieu  of  the  use  previously  granted,  on  condi¬ 
tion  that  additional  safeguards  such  as  exterior  fire  stairs 
and  partitions  and  fireproof  self-closing  doors  shall  be 
installed  and  maintained,  as  proposed  in  a  statement  filed 
with  this  appeal  as  restored  to  the  calendar  March  26, 
1946;  that  there  shall  be  no  cooking  on  the  premises 
except  that  the  pantry  shown  on  the  attic  story  may 
have  only  a  small  gas  stove  or  heating  device;  that 
there  shall  be  installed  in  the  ceiling  of  such  rooms  two 
sprinkler  heads  properly  spaced  which  may  be  fed  from 
the  domestic  water  supply ;  that  an  approved  fire  alarm 
system  shall  be  installed;  that  such  portable  fire-fighting 
extinguishers  shall  be  installed  throughout  the  building 
as  the  fire  commissioner  shall  require;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto.” 


162-46-A 

APPLICANT — Victor  D.  Borst,  Jr.,  for  Jeannette  Chris¬ 
tensen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — widening  of  Metropolitan  ave¬ 
nue  (proposed). 

PREMISES  AFFECTED — 99-08  Metropolitan  avenue, 
south  side,  121  ft.  west  of  70th  road  (Block  3894, 
Lot  34),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Victor  D.  Borst,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (162-46-A) 

Whereas,  Victor  D.  Borst,  Jr.  for  Jeannette  Christensen, 
owner,  filed  March  4,  1946,  pursuant  to  Section  35  of  the 
General  City  Law,  an  application  to  permit  the  maintenance 
of  a  building  erected  in  the  bed  of  a  mapped  street 
(Metropolitan  avenue)  affecting  premises  99-08  Metro¬ 
politan  avenue,  south  side,  121  ft.  west  of  70th  road  (Block 
3894,  Lot  34),  Forest  Hills,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  18,  1940,  on  Alt.  Applic.  181-46,  reads : 

“1.  Building  as  erected  under  N.B.  6202-28  in  the 
bed  of  a  mapped  street  is  contrary  to  General  City  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories 
(25  ft.)  in  height;  19.6  ft.  by  65  ft.  in  area,  of  Class  3 
construction,  on  a  lot  19.50  ft.  by  99.42  ft.  in  area;  erected 
1928;  located  in  a  business  use,  D  area  and  Class  1  height 
district,  and  used  and  occupied  since  erection :  cellar,  store 
room  and  boiler  room;  1st  floor,  funeral  parlor  and  display 
room,  60  persons ;  2nd  floor,  dwelling,  one  family,  and  pro¬ 
posed  to  be  used  and  occupied:  cellar,  same;  1st  floor, 
manufacturing  window  blinds,  10  persons ;  2nd  floor,  dwell¬ 
ing,  one  family ;  that  the  building  is  equipped  with  one  45 
in.  wide  wood  stairs  enclosed  in  plaster  partitions,  equipped 
with  wood  doors  which  are  not  self-closing,  and  one  fire 
escape  at  the  rear,  leading  to  the  roof  by  a  ladder  and  to 
the  yard  by  a  ladder  with  egress  to  the  street  through  an 
alleyway;  that  windows  and  doors  on  the  course  of  the 
fire  escape  are  not  fireproof,  self-closing ;  and 


Whereas,  certificate  of  occupancy  39610  was  issued  Jan¬ 
uary  22,  1929,  upon  completion  of  work  under  N.B.  6202-28, 
permitting  the  building  to  be  used  as  follows :  1st  floor, 
store,  75  lb.  live  load,  number  of  persons  not  stated;  2nd 
floor,  dwelling,  40  lb.  live  load,  number  of  persons  not 
stated ;  and 

Whereas,  the  applicant  contends  that  plans  were  filed 
for  erection  of  this  building  in  1928  and  certificate  of  oc¬ 
cupancy  issued  January  22,  1929;  that  in  1911  a  map  was 
filed  showing  the  contemplated  widening  of  Metropolitan 
avenue ;  that  it  now  becomes  apparent  that  the  premises  were 
partly  constructed  in  the  bed  of  this  mapped  street  contrary 
to  Article  3  of  the  General  City  Law,  yet  no  notice  was 
given  to  the  owner  that  the  approval  of  the  Board  of  Stand¬ 
ards  and  Appeals  was  necessary;  that  the  Department  of 
Housing  and  Buildings  at  the  time  of  the  erection  of  this 
building  was  operating  under  the  opinion  of  the  Corpora¬ 
tion  Counsel ;  that  the  approval  of  the  Board  was  unneces¬ 
sary  to  erect  a  building  in  the  bed  of  the  mapped  street  and 
the  owner  and  the  Department  were  under  the  impression 
that  the  permit  to  build  and  the  issuance  of  a  certificate  of 
occupancy  precluded  an  appeal  to  the  Board  of  Standards 
and  Appeals ;  that  the  owner  desires  to  sell  the  property 
and  the  contract  for  sale  was  signed  December  21,  1945; 
that  a  title  company  refused  to  issue  a  title  policy  because 
of  the  fact  that  part  of  the  building  lies  in  the  bed  of  a 
mapped  street;  that  the  owner  finds  therefore  that  the  title 
is  not  marketable  and  it  is  requested  the  Board  grant  per¬ 
mission  to  maintain  the  building  in  the  bed  of  a  mapped 
street;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  181-46  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Objection  1, 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area  and  that  in  the  event  a 
portion  of  the  premises  is  taken  by  the  City  for  street  pur¬ 
poses,  no  claim  shall  be  made  in  condemnation  for  the  value 
of  the  building  so  taken  beyond  the  cost  of  such  portion 
at  the  time  the  building  was  erected  in  1928,  plus  the  fair 
cost  for  construction  of  a  new  street  line  enclosing  wall,  as 
may  be  determined  by  the  Court  and  for  the  fair  value  of 
the  land  so  taken  as  determined  by  the  Court. 


179-46-A 

APPLICANT — New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  a  decision  of  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— East  132nd  street  to  East  135th 
street,  between  5th  and  Park  avenues  (Block  1757, 
Lots  1  and  20,  Block  1758,  Lots  1  and  20  and  Block 
1759,  Lots  1  and  21),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  L.  S.  Joseph. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (179-46-A) 

Whereas,  New  York  City  Housing  Authority,  owner, 
filed  March  6,  1946,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  blocks  from  East  132nd  to 
East  135th  street,  between  Fifth  and  Park  avenues  (Abra¬ 
ham  Lincoln  Houses)  ;  (Block  1757,  Lots  1  and  20;  Block 
1758,  Lots  1  and  20  and  Block  1759,  Lots  1  and  21),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  5,  1946,  re  Amendment  to  N.B.  Applic.  96 
to  109-45,  reads : 
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“5.  Backing  of  exterior  walls  in  skeleton  frame  struc¬ 
tures  should  be  structural  tile  complying  with  Sec. 
C26-308.0  and  Sec.  309.0  of  Admin.  Code.” 

and 

Whereas,  the  applicant  states  that  the  development  will 
consist  of  fourteen  Class  1  construction,  Class  A  multiple 
dwelling,  six  to  be  6  stories  and  eight  to  be  14  stories  in 
height,  located  in  a  business  and  retail  use,  B  area  and 
Class  1J4  height  district;  and 
Whereas,  the  applicant  contends  that  the  exterior  walls 
will  be  panel  walls  with  a  maximum  height  of  7  ft.  7  in., 
the  backup  tile  will  be  step  type,  two  cell  terra  cotta  block 
6  inches  thick,  protected  with  a  4  inch  brick  facing  on  the 
outside;  that  the  tile  will  comply  with  A.S.T.M.  C56-36; 
that  Section  C26-308.0  defines  load  bearing  structural  tile 
for  bearing  walls  or  for  walls  wholly  or  in  part  exposed 
to  the  weather;  that  these  walls  are  not  bearing  walls  or 
exposed  to  the  weather  and  therefore  this  section  of  the 

0  Administrative  Code  does  not  apply  to  the  proposed  con¬ 
struction;  that  all  outside  walls  will  be  furred  with  free 
standing  metal  furring;  that  spandrel  beams  will  be  pro¬ 
tected  with  spandrel  flashing  except  at  first  tier ;  that  the 
structural  functions  of  the  enclosure  walls  are  to  carry  all 
vertical  loads  imposed  upon  them  and  to  resist  laterlly  forces 
such  as  wind,  traffic  vibrations,  etc. ;  that  the  structural 
functions  of  this  height  wall,  constructed  with  non-load 
bearing  tile  are  far  superior  to  walls  constructed  of  load 
bearing  tile  to  the  maximum  height  of  13  feet ;  that  per¬ 
mission  is  also  requested  to  use  six  inch  cinder  block  header 
units  for  backup  in  exterior  masonry  wall  construction  as 
permitted  by  Section  C26-446.0,  in  lieu  of  the  six  inch  hol¬ 
low  tile;  that  the  cinder  block  will  comply  with  A.S.T.M. 
C129  Current  Edition. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  N.B.  Applic.  96  to  109-45,  Objection  5. 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  proposed  6  inch 
tile  shall  comply  with  the  requirements  of  ASTM  C46-39 
and  that  the  over-all  dimensions  of  the  exterior  thickness 
of  the  shell  of  the  block  shall  be  not  less  than  54  inch ;  that 
both  tile  and  brick,  shall  be  of  approved  make  and  with¬ 
drawn  as  to  consideration  as  to  cement  block,  in  as  much 
as  same  has  not  been  passed  upon  by  the  Borough  Super¬ 
intendent. 


220-46-A 

APPLICANT — Maude  B.  Clarke,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 84-74  169th  street,  northwest 
corner  of  Gothic  Drive  (1st  floor)  ;  (Block  9860, 
Lot  35),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  . .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (220-46-A) 
u  * 


» 

Whereas,  Maude  B.  Clarke,  owner,  filed  on  March  28, 
1946,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  84-74  169th  street,  northwest  corner  of 
Gothic'  Drive  (1st  floor)  ;  (Block  9860,  Lot  35),  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  order  16227-LF  of  the  fire  commissioner,  dated 
December  12,  1945,  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals.  Section  487  E2.0-C-1  Admin¬ 
istrative  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  three 


stories  (approx.  35  ft.)  in  height,  51  ft.  by  79  ft.  in  area  at 
street  level  and  47  ft.  by  47  V2  ft.  in  area  at  typical  floor 
level,  of  Class  4  construction  and  located  in  residence  use 
and  F  area  district;  that  the  premises  are  used  as  a  private 
school  for  44  persons ;  and 

Whereas,  the  Board  found  the  building  is  being  occupied 
contrary  to  Certificate  of  Occupancy  1849  and  requested  the 
applicant  to  apply  to  the  borough  superintendent  for  a  new 
certificate  of  occupancy  for  the  present  use ;  and 

Whereas,  the  applicant  prefers  to  withdraw  the  appeal 
rather  than  comply  with  the  order  of  the  fire  commissioner. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 


231-46-A 

APPLICANT — McDowell  Sprinkler  Corp.,  for  Elv  Realty 
Corp.,  owner  (Century  Oxford  Manufacturing 
Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 202-224  60th  street  and  6001- 
6011  2nd  avenue,  southeast  corner  (Block  5780,  Lot 
6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  applicant:  Frank  Dent  and  H.  W.  Levey. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (231-46-A) 


Whereas,  McDowell  Sprinkler  Corporation,  for  Elv 
Realty  Corporation,  owner  (Century  Oxford  Manufacturing 
Corporation,  lessee)  filed  April  2,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
202-224  60th  street  and  6001-6011  2nd  avenue,  southeast 
corner  (Block  5780,  Lot  6),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  18,  1946,  on  Sprinkler  Applic.  1599-46,  reads: 

“1.  Source  of  water  supply  for  sprinkler  system  re¬ 
quired  in  a  structure  in  wheih  nitro-cellulose  products 
are  manufactured,  stored  or  kept,  shall  conform  to  Sec¬ 
tion  26-1375.0  Adm.  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  story  and  basement  (13  ft.)  in  height;  200  ft.  by  100  ft. 
in  area,  of  Class  3  construction;  on  a  lot  250  ft.  by  111  ft. 
in  area,  in  an  unrestricted  use,  A  area  and  Class  2  height 
district  and  used  and  occupied :  basement,  storage  and  boiler 
room;  1st  floor,  manufacturing  eye  glass  frames,  200  per¬ 
sons;  that  the  building  will  be  equipped  with  a  two  source 
sprinkler  system,  one  4  ft.  wide  concrete  stairs,  fireproof 
enclosed,  equipped  with  54  hour  metal  doors  and  leading 
directly  to  the  street,  provided  with  a  ladder  and  scuttle  to 
the  roof ;  and 

Whereas,  the  applicant  contends  that  the  building  will  be 
200  ft.  by  100  ft.  in  area,  one  story  and  basement,  Class  3 
construction,  with  a  50  ft.  by  100  ft.  fire  resistive  basement 
across  the  Second  avenue  end  of  the  building ;  that  the 
building  will  be  divided  into  two  fire  areas  of  about  equal 
size ;  that  the  westerly  section  will  contain  the  office  and 
the  factory  for  the  manufacture  of  metal  eye  glass  frames 
and  the  easterly  section  will  be  used  for  the  manufacture  of 
eye  glass  frames  of  nitro  cellulose  plastic  (Zylonite)  ;  that 
not  more  than  1500  lbs.  of  this  material  will  be  used  outside 
of  the  vault  at  any  one  time,  distributed  over  the  area  of 
almost  10,000  sq.  ft. ;  that  the  main  supply,  not  over  5000 
lbs.,  will  be  kept  in  a  standard  fireproof  vault  of  10,000  lbs. 
capacity,  vented  to  the  outer  air;  that  there  will  be  five 
horizontal  exits  from  this  portion  of  the  building,  one  to 
the  street,  two  to  the  yard,  one  to  an  alley  and  one  to  the 
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other  section  of  the  building ;  that  the  Code  requires  a  20,000 
gallon  gravity  tank,  20  ft.  above  the  roof  and  two  7500 
gallon  pressure  tanks  above  the  roof ;  that  these  tanks  would 
add  greatly  to  the  cost  of  the  sprinkler  system  and  it  would 
not  give  as  good  protection  as  the  two  city  main  connections 
which  it  is  proposed  to  use ;  that  the  main  on  2nd  Avenue 
is  20  in.  in  size  and  carries  a  normal  pressure  of  49  lbs.  and 
the  main  on  60th  street  is  12  in.  in  size  and  has  a  normal 
pressure  of  60  lbs. ;  that  these  mains  are  tied  together  at 
the  intersection,  but  the  valve  on  the  60th  street  main  is 
normally  kept  closed,  making  them  in  effect  two  separate 
mains ;  that  should  anything  happen  to  disrupt  service  on 
one  main,  the  other  would  not  be  affected,  but  if  it  was  de¬ 
sirable  to  cross  connect  them,  it  would  only  be  necessary 
to  open  one  valve ;  that  the  pressure  on  the  top  line  of 
sprinklers,  if  gravity  and  pressure  tanks  were  used,  would 
be  75  lbs.  with  the  pressure  tanks  full  and  15  lbs.  with  the 
pressure  tanks  empty  and  the  gravity  tank  full  and  only 
9  lbs.  as  the  last  of  the  water  in  the  gravity  tank  is  used ; 
that  the  pressure  from  the  60  lb.  street  main  would  be  55 
lbs.  on  the  highest  line  of  sprinklers  when  the  system  started 
to  operate  and  would  hold  up  indefinitely ;  that  the  main  on 
Second  avenue  would  start  with  about  40  lbs.  on  the  highest 
line  of  sprinklers  and  would  feed  all  the  sprinklers  in  the 
largest  area  for  an  indefinite  time ;  that  the  sprinklers  in 
this  section  of  the  building  will  be  installed  according  to 
Underwriters’  rules  for  extra-hazard  which  require  about 
15%  more  sprinklers  than  the  Administrative  Code  and  much 
larger  pipe  sizes  for  a  given  number  of  sprinklers ;  that  the 
sprinkler  system  will  be  connected  to  approved  central 
station  alarm  company  with  valve  alarm  and  special  building 
signal  box ;  that  the  plans  for  the  system  have  been  approved 
by  the  New  York  Fire  Insurance  Exchange;  that  there  is 
one  hydrant  on  each  of  the  two  mains,  directly  opposite  the 
building  and  another  hydrant  on  each  main  within  working 
distance;  that  the  building  faces  on  two  streets,  has  an  11 
ft.  alley  along  the  southerly  side  and  a  50  ft.  yard  along 
the  easterly  end. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Sprinkler  Applic.  1599-46,  objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  premises  shall  be  occupied  and 
maintained  substantially  as  proposed  and  to  the  satisfaction 
of  the  fire  commissioner ;  that  the  sprinkler  system  shall 
comply  with  the  requirements  of  the  Building  Code  therefor 
and  shall  be  connected  at  all  times  to  fire  headquarters 
through  a  central  station ;  and  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


234-46-A 

APPLICANT — W.  F.  Steffens,  for  New  York  Central 
System,  owner.  (N.  Y.  Central  Railroad  Co., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— West  side  of  West  End  avenue, 
between  West  60th  street  and  West  72nd  street 
(Block  1171,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  W.  F.  Steffens. 

For  Administration:  Fred  Dahletn,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (234-46-A) 


Whereas,  W.  F.  Steffens,  for  New  York  Central  Sys¬ 
tem,  owner  (N.  Y.  Central  Railroad  Co.,  lessee),  filed 
March  29,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent  relating  to  the  West  60th  Street  railroad 
yard  located  on  the  west  side  of  West  End  avenue,  between 


West  60th  street  and  West  72nd  street  (Block  1171,  Lot 
1),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent,  I 
dated  March  8,  1946,  on  Misc.  F.P.  Applic.  712-46,  reads: 

“1.  Storage  tank  for  1000  gallons  of  gasoline  is  con-  : 
trary  to  09-51,  Subdiv.  al  of  the  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  an 
acreage  located  in  an  unrestricted  use,  A  area  and  Class  2 
height  district,  used  as  a  railroad  yard  since  1846;  and 

Whereas,  it  is  proposed  to  install  a  1000  gallon  gasoline 
storage  tank ;  and 

Whereas,  the  gasoline  will  be  received  from  rail  car, 
unloaded  by  suction  pump,  operated  by  compressed  air; 
that  all  parts  will  be  bonded  and  grounded  during  the  un¬ 
loading  operation ;  and 

Whereas,  the  applicant  contends  that  in  order  to  dispose 
of  snow  and  ice  in  the  railroad  yard,  it  is  necessary  to 
distribute  burning  gasoline  at  the  critical  switches  using 
approved  Protectoseal  cans  with  double  safety  screens  and 
under  the  supervision  of  a  person  holding  a  certificate  of 
fitness  from  the  Fire  Department;  that  in  1937  a  1,000 
gallon  tank  was  installed  in  the  yard  near  West  69th  street 
and  has  since  been  safely  operated ;  that  the  unusually 
severe  storms  this  year  demonstrated  the  need  for  addi¬ 
tional  capacity  for  the  storage  of  gasoline ;  that  the  original 
installation  and  the  tank  in  question  will  comply  in  all 
respects  with  the  requirements  of  the  Administrative  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  F.P.  Applic.  712-46,  objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  in  all  other  respects,  the  installa¬ 
tion  shall  comply  with  the  requirements  of  the  Administra¬ 
tive  Code  therefor  and  that  the  thickness  of  metal  in  the 
tank  shall  comply  with  the  requirements  of  the  Oil  Burner 
Rules  of  the  Board  for  tanks  of  similar  capacity. 


243-46-A 

APPLICANT — Interborough  Engineering  Co.,  for  Richey, 
Browne  and  Donald,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 52-01  Flushing  avenue,  north 
side,  310  ft.  east  of  Metropolitan  avenue  (Block 
2611,  Lot  350),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  V.  Perotto. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee . 3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (243-46-A) 


Whereas,  Interborough  Engineering  Co.,  for  Richey, 
Browne  and  Donald,  Inc.,  owner,  filed  April  4,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent,  af¬ 
fecting  premises  52-01  Flushing  avenue,  north  side,  310  ft. 
east  of  Metropolitan  avenue  (Block  2611,  Lot  350),  Mas¬ 
peth,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated,  March  28,  1946,  re  M.  Applic.  4303-45,  reads: 

“4.  Each  fuel  oil  burning  boiler  shall  be  connected 
to  a  separate  legal  flue.  Rule  12.1  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (30  ft.)  in  height,  150  ft.  by  450  ft.  in  area,  Class  1 
construction,  located  in  an  unrestricted  use,  A  area  and 
Class  lj/2  height  district,  erected  in  1943  and  used  since 
1944,  as  follows:  Cellar,  boiler  room;  1st  floor,  warehouse. 
1 10  persons ;  2d  floor,  office,  70  persons ;  that  no  change  in 
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use  or  occupancy  is  proposed ;  that  the  building  is  equipped 
with  an  approved  sprinkler  system  and  two  interior  fire¬ 
proof  stairs,  54  inches  wide,  extending  from  the  roof  bulk¬ 
head  directly  to  the  street,  equipped  with  fireproof,  self- 
closing  doors ;  that  there  is  one  fire  escape  at  the  northerly 
side  of  the  building,  extending  by  a  ladder  to  the  yard  and 
to  the  street  through  a  driveway ;  that  windows  and  doors 
along  the  course  of  fire  escape  are  fireproof,  self-closing; 
and 

Whereas,  the  applicant  contends  that  when  the  building 
was  erected  in  1943,  the  chimney  was  designed  to  serve 
two  boilers ;  that  the  chimney  is  48  inches  in  diameter  and 
is  tile  lined ;  that  it  is  common  practice  to  connect  smoke 
pipes  to  one  header  and  connect  the  header  to  one  chimney ; 
that  the  construction  of  another  chimney  to  comply  with 
Rule  12  of  the  Oil  Burner  Rules  would  constitute  a  hard¬ 
ship  to  the  owner. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  4303-45,  objection  4,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  in  all  other  respects,  the  Oil 
Burner  Rules  shall  be  complied  with  and  proper  dampers 
shall  be  installed  in  the  breeching,  so  as  to  control  each 
boiler  separately  in  the  event  only  one  is  in  operation. 


305-43-A 

APPLICANT — M.  Martin  Elkind,  for  B.  Geller,  lessee; 
Frederick  Russell,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  variance — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 5-39  48th  avenue,  north  side, 
200  ft.  west  of  Vernon  avenue  (Block  30,  Lot  9), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  variance  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  VARI¬ 
ANCE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (305-43-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  5-39  48th  avenue,  north 
side,  200  ft.  west  of  Vernon  avenue  (Block  30,  Lot  9), 
Long  Island  City,  Borough  of  Queens,  was  granted  by  the 
Board  on  July  27,  J943,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
variance  relative  to  the  removal  of  the  mezzanine. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  July  27, 
1943,  only  so  far  as  it  has  reference  to  the  temporary  vari¬ 
ance  for  the  continuation  of  the  existing  mezzanine,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“  .  .  .  that  the  mezzanine  shall  be  removed  within 
two  years  from  the  date  of  this  amended  resolution; 
and  that  other  than  as  amended  herein,  the  resolution 
adopted  July  27,  1943,  shall  be  complied  with  in  all 
respects  (Ait.  Applic.  1471-42).” 


173-46-A 

APPLICANT — Oscar  Goldschlag,  for  Park  Sporting  Club, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

y 


PREMISES  AFFECTED— 446-450  East  169th  street,  south 
side,  49.15  ft.  east  of  Washington  avenue  (2nd 
floor),  (Block  2390,  Lot  27),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Guinee  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (173-46-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  446-450  East  169th  street, 
south  side,  49.15  ft  east  of  Washington  avenue  (2nd  floor)  ; 
(Block  2390,  Lot  27),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  March  19,  1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe? 
hereby  amend  the  resolution  adopted  by  the  Board  March 
19,  1946,  so  that  as  amended,  it  shall  read; 

“  .  .  .  granted  on  condition  that  the  space  as  pro¬ 
posed  on  the  2nd  floor  shall  be  maintained  as  proposed 
and  as  shown  on  plans  marked  ‘Received  May  9,  1946’ 
(three  sheets)  ;  that  the  fire  retarding  on  the  ceiling 
of  the  store  on  the  first  floor  shall  be  of  metal  lath  and 
vermiculite  cement  plaster  not  less  than  Y  in.  in  thick¬ 
ness  ;  that  in  one  of  the  stair  enclosures  there  shall  be 
installed  a  means  of  reaching  the  roof,  which  may  be 
a  steel  double-rung  ladder  with  a  scuttle,  equipped  with 
an  easy-opening  device;  that  the  gooseneck  ladder  from 
the  roof  to  the  one-story  extension  of  the  building  shall 
be  maintained ;  that  the  partitions  as  proposed  around 
the  stairhalls  shall  be  carried  up  to  the  underneath  side 
of  the  roof  shaft;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  the  standpipe  system 
and  interior  fire  alarm  system  shall  be  maintained  in 
accordance  with  the  requirements  therefor;  that  this 
variance  shall  continue  only  so  long  as  the  premises  are 
maintained  substantially  as  proposed  and  as  herein  re¬ 
quired.” 


302-45-A 

APPLICANT — Grace  Conlon,  lessee  (Cord  Meyer  Devel¬ 
opment  Co.,  owner). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 43  Windsor  place  (71st  road), 
east  side,  107  ft.  south  of  Queens  boulevard  (1st 
and  2nd  floors)  ;  (Block  3257,  Lot  45),  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ralph  T.  Conlon. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  after 
discussion. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 
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638-45-A 

APPLICANT — Lama  and  Proskauer,  for  Idan  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 244-258  Water  street,  south 
side,  125  ft.  east  of  Bridge  street  (Block  42,  part 
of  Lot  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Charles  A. 
Mastronardi. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn.  Applicant  to 
file  new  plans  with  the  Department  of  Housing  and 
Buildings. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


121-46-A 

APPLICANT — Julius  Bleich,  for  Abraham  Levine,  Samuel 
Levine  and  Louis  Stern,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1981-1989  Webster  avenue, 
west  side*,  195.45  ft.  north  of  East  178th  street 
(Block  2815,  Lot  46),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Julius  Bleich. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn.  Applicant  to 
file  an  application  for  a  zoning  variance. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . . 0 


166-46- A 

APPLICANT — Starrett  and  Van  Vleck,  for  Downtown 
Athletic  Club,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 18-20  West  street,  west  side, 
75  ft.  south  of  Morris  street  and  26-32  Washing¬ 
ton  street  (Block  15,  Lot  19),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  J.  Widen  and  Frank 
Gertner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


516-44-A 

APPLICANT — Jerome  Voletsky,  for  657  Fifth  Avenue 
Corp.,  owner. 

SUBJECT — Application  reopened  April  9,  1946— re  Appeal 
from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 240-246  19th  street  and  657-661 
5th  avenue,  southeast  corner  (Block  885,  Lot  8), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jerome  Voletsky. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1946  at  2 
P.M.  for  further  consideration. 


185-46-A 

APPLICANT — Baker  Smith  and  Co.,  Inc.,  for  National 
City  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 20-24  Exchange  place  and  22 
William  street,  southwest  corner  (15th  to  19th 
floors,  inclusive)  ;  (Block  27,  Lots  27,  31,  33  and 
36),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Lloyd  V.  Almirall,  R.  B.  Miller, 
W.  J.  Comerford,  Harold  J.  Ryan,  Dwight  D. 
Kimball,  John  J.  Watt,  W.  H.  Driscoll  and 
others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  the  reserve  calendar. 


190-46-A 

APPLICANT — Robert  B.  Cowan,  for  Atlantic-Ozone,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 100-08  and  100-10  Atlantic 
avenue,  south  side,  70.56  ft.  east  of  100th  street 
(1st  floor)  ;  (Block  9376,  Lot  5),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  B.  Cowan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1946  at  2 
P.M.  for  an  inspection  by  a  committee  of  the  Board. 


297-46- A 

APPLICANT — Sidney  L.  Strauss,  for  Aaron  J.  Rubin, 
owner,  (Harlem  Riverside  Child  Care  Committee, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 620  West  149th  street,  south¬ 
east  corner  of  Riverside  drive  (basement)  ;  (Block 
2095,  Lot  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  May  14,  1946  at  2 
P.M.  at  request  of  applicant. 


ZONING  APPLICATIONS 

721-23-BZ 

APPLICANT — Arnold  W.  Lederer,  for  Max  Spinner,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage 
for  more  than  five  motor  vehicles ;  amendment  for 
change  of  occupancy  to  wholesale  grocery  ware¬ 
house. 

PREMISES  AFFECTED — 985-989  Franklin  avenue,  east 
side,  450  ft.  south  of  Montgomery  street  and  56-60 
Cedar  place  (Block  1301,  Lot  11),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer,  Harry  A. 

Yarish  and  David  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (721-23-BZ) 

Whereas,  tins  application,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage  for  more 
than  five  motor  vehicles,  affecting  premises  985-989  Frank¬ 
lin  avenue,  east  side,  450  ft.  south  of  Montgomery  street 
and  56-60  Cedar  place  (Block  1301,  Lot  11),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  July  31,  1923,  on 
certain  conditions ;  and 

Whereas,  time  was  extended  to  obtain  permits  and  com¬ 
plete  the  work,  on  March  23,  1926  and  April  12,  1927 ;  and 
Whereas,  the  resolution  was  amended  on  February  14, 
1945,  and  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  14,  1945, 
to  omit  the  words  at  the  end  of  the  resolution,  as  follows : 

" Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  its  resolution  adopted  July  31,  1923, 
as  amended  through  April  12,  1927  by  adding  thereto : 
that  in  the  event  the  owner  desires  to  occupy  the  build¬ 
ing  during  the  term  of  the  present  emergency  and  for 
not  more  than  six  months  thereafter  for  the  storage  of 
merchandise  instead  of  a  garage  as  proposed  in  the 
application  filed  with  the  borough  superintendent  under 
Alt.  Applic.  260-45,  such  temporary  change  of  use  may 
be  permitted,  provided  the  building  is  not  increased  in 
height  and  area  and  no  structural  changes  are  made 
therein;  that  the  gasoline  storage  system  shall  be  tem¬ 
porarily  sealed  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  the  existing  certificate  of  occupancy,  45137- 
27,  may  remain  in  force.” 


101-32-BZ 

APPLICANT — Steelmaster,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 2871  Bailey  avenue,  west  side, 
107.50  ft.  south  of  West  230th  street  (Block  3264, 
Lot  79  and  part  of  Lot  70),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Sidney  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (101-32-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  2871  Bailey  avenue,  west 
side,  107.59  ft.  south  of  West  230th  street  (Block  3264,  Lot 
79  and  part  of  Lot  70),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  May  19,  1936,  on  certain  conditions,  reso¬ 
lution  amended  on  October  20,  1936  and  permit  extended  on 
May  3,  1938,  April  9,  1940,  March  31,  1942  and  April  25, 
1944 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit;  and 

Whereas,  the  premises  are  now  in  the  ownership  of 
Steelmaster,  Incorporated. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  19,  1936,  as 
amended  through  April  25,  1944,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  .  .  .  and  that  other  than  as  herein  amended  the 
conditions  of  the  resolution  of  May  3,  1938  shall  be 
complied  with.” 

51-38-BZ 

APPLICANT — Dimbashe  Holding  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  Zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 44-54  Suffolk  street,  east  side, 
100  ft.  north  of  Grand  street  (Block  346,  Lots  3, 
7  and  8),  Borough  of  Manhatttan. 

APPEARANCES— 

For  Applicant :  Murray  Isocowitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  , 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (51-38-BZ) 


Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  44-54  Suffolk 
street,  east  side,  100  ft.  north  of  Grand  street  (Block  346, 
Lots  3,  7  and  8),  Borough  of  Manhattan,  was  granted  by 
the  Board  June  7,  1938,  on  certain  conditions,  permit  ex¬ 
tended  May  28,  1940,  May  26,  1942  and  May  16,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  7,  1938,  as 
amended  by  resolutions  adopted  through  May  16,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended  this  portions  of  the  resolution  shall  read : 

“  .  .  .  granted  under  section  7h  for  a  term  of  two 
years  form  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  .  .  .  and  that  other  than  as  amended 
herein  the  resolution  adopted  June  7,  1938,  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  certificate  of  oc¬ 
cupancy  shall  be  obtained.” 


150-38-BZ 

APPLICANT — Sol  Schindel,  for  Estate  of  Patrick  H. 
McNulty,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 4275-4295  Broadway,  west  side, 
182  ft.  1)4  in-  north  of  West  181st  street  (Block 
2180,  Lot  95),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Sol  Schindel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (150-38-BZ) 


Whereas,  this  application,  under  section  7 h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  affecting  premises  4275-4295  Broadway,  west 
side,  182  ft.  \]/\  in.  north  of  West  181st  street  (Block  2180, 
Lot  95),  Borough  of  Manhattan,  was  granted  by  the  Board 
April  16,  1940,  on  certain  conditions,  permit  extended  on 
March  24,  1942  and  March  28,  1944 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  16,  1940,  as 
amended  by  resolutions  adopted  through  March  28,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“  *  .  .  granted  under  section  7,  subdivision  h  for  a 
term  of  two  years  from  the  date  of  this  amended  reso¬ 
lution  to  permit  .  .  .  and  that  other  than  as  amended 
herein,  the  resolution  adopted  by  the  Board  April  16, 
1940,  shall  be  complied  with  in  all  respects ;  and  that 
a  certificate  of  occupancy  shall  be  obtained.” 


27-40-BZ 

APPLICANT — Paul  Friedman,  for  Frank  Derasmo,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the 
erection  of  an  accessory  building  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 144-25  North  Conduit  avenue, 
north  side,  215  ft.  west  of  135th  avenue  and  144-40 
135th  avenue  (Block  2873,  Lot  18),  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (27-40-BZ) 


Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  of  an  accessory  building  on  an  existing  gasoline  service 
station,  affecting  premises  144-25  North  Conduit  avenue, 
north  side,  215  ft.  west  of  135th  avenue  and  144-40  135th 
avenue  (Block  2873,  Lot  18),  South  Ozone  Park,  Borough 
of  Queens,  was  granted  by  the  Board  on  May  5,  1942,  on 
certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  granted  on  May  4,  1943,  May  2,  1944  and  May  8,  1945, 
and  the  applicant  requested  a  further  extension  of  time  for 
such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  5,  1942,  only  so 


far  as  it  has  reference  to  the  time  within  which  to  complete 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“.  .  .  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  year  from  the  date  of  this 
amended  resolution ;  and  that  other  than  as  amended 
herein,  the  resolution  adopted  May  5,  1942  shall  be 
complied  with  in  all  respects ;  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Alt.  Applic.  33-42). 


216-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Reconstruction 
Building  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  extension 
in  area  and  use  of  a  plot  now  occupied  for  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles, 
for  a  term  of  two  years  (previously  granted  by 
Board). 

PREMISES  AFFECTED — 304-316  East  107th  street,  south 
side,  100  ft.  east  of  Second  avenue  (Block  1678,  Lots 
42,  43,  46  and  48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee . 3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (216-40-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  306-314  East  107th  street, 
south  side,  125  ft.  east  of  Second  avenue  (Block  1678,  Lots 
43  and  46),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  February  11,  1941,  on  certain  conditions  and 
permit  extended  on  May  18,  1943 ;  and 

Whereas,  the  resolution  was  amended  and  permit  extended 
on  April  25,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  25,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

.  .  granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution;  and  that  other 
than  as  amended  herein,  the  resolution  adopted  April  25, 
1944  shall  be  complied  with  in  all  respects;  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


76-44-BZ 

APPLICANT — William  I.  Hohauser,  for  18-20  Broome 
Street  Corporation,  owner  (Myer  Products,  Inc., 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  (trucks)  used  in  the  conduct 
of  a  soda  water  business  on  the  plot  abutting  to  the 
west. 
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PREMISES  AFFECTED— 19  Mangin  street  and  18-20 
Broome  street,  northwest  corner  (Block  322,  Lots 
26  and  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  I.  Hohauser,  A.  J.  Grant 
and  Israel  Meyer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (76-44-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for  a  term  of 
two  years  the  parking  and  storage  of  more  than  five 
motor  vehicles  (trucks  used  in  the  conduct  of  a  soda  water 
business  on  a  plot  abutting  to  the  west)  ;  premises :  19 
Mangin  street  and  18-20  Broome  street,  northwest  corner 
(Block  322,  Lots  26  and  27),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  April  11,  1944,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  11,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“.  .  ,  granted  under  section  7h  for  a  temporary  term 
of  two  years  from  the  date  of  this  amended  resolution 
.  .  .  and  that  other  than  as  herein  amended,  the  resolu¬ 
tion  adopted  April  11,  1944,  shall  be  complied  with  in 
all  respects;  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


644-45-BZ 

APPLICANT — Millard  Shroder,  Inc.,  for  Marguerite  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7a  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
extension  of  an  existing  factory. 

PREMISES  AFFECTED— 801  Bartholdi  street,  northeast 
corner  of  Barnes  avenue  (Block  4633,  Lot  11), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Millard  Shroder  and  Joseph  L. 
Fibel., 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD' — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (644-45-BZ) 


Whereas,  this  application  under  section  7(a)  of  the  zon¬ 
ing  resolution,  to  permit  in  residence  use  district,  the  ex¬ 
tension  of  existing  factory;  affecting  premises:  801  Bar¬ 
tholdi  street,  northeast  corner  Barns  avenue  (Block  4633, 
Lot  11),  Borough  of  The  Bronx,  was  granted  by  the  Board 
on  December  18,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  amend  the  resolution  adopted  on  December  18,  1945, 
so  that  as  amended  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  7a  thereof,  to  permit  the  proposed  extension  of 
an  existing  factory  into  the  residence  use  district  as 
proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  ‘Received  October  22,  1945,’  (3  sheets),  on 
condition  that  the  building  shall  not  be  further  increased 
in  height  or  area ;  that  no  signs  shall  be  erected  on 
the  premises,  except  that  there  may  be  a  neat  sign 
not  over  15  sq.  ft.  in  area  attached  to  the  building  near 
the  existing  entrance  door  on  Bartholdi  street;  that 
the  boiler  room  shall  be  cut  off  from  the  balance  of 
the  building  by  fireproof  construction  and  enter  able 
only  from  the  exterior;  that  the  sprinkler  system  shall 
be  extended  through  the  entire  premises;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  the  requirements  of  the  zoning  resolution  and  all 
other  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  192-36-BZ, 
Vol.  II,  as  to  the  extension  since  erected  to  the  south 
facing  Bartholdi  street. 

Resolved  further,  that  the  requirement  ‘that  the  boiler 
room  shall  be  cut  off  from  the  balance  of  the  building 
by  fireproof  construction  and  enterable  only  from  the 
exterior’  shall  not  preclude  entrance  to  the  boiler  room 
though  the  storage  room  as  indicated  on  revised  plan 
marked  ‘Received  April  20,  1946,’  provided  the  walls 
are  of  8  in.  masonry  as  indicated,  and  the  doors  are 
new,  fireproof,  self-closing  doors.” 


585-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  Socony-Vacuum 
Oil  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — approval  of 
plans — re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition  un¬ 
der  section  7c  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  the  extension  in  area  of 
an  existing  gasoline  service  station  and  also  the 
erection  and  maintenance  of  a  building  to  be  used 
as  a  laundry  and  lubritorium. 

PREMISES  AFFECTED— 4091  Hylan  boulevard  and  293 
Nelson  avenue,  northeast  corner  (Block  5158,  Lot 
37),  Great  Kills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (585-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  extension 
in  area  of  an  existing  gasoline  service  station  and  also  the 
erection  and  maintenance  of  a  building  to  be  used  as  a 
laundry  and  lubritorium,  affecting  premises  4091  Hylan 
bmievard  and  293  Nelson  avenue,  northeast  corner  (Block 
5158,  Lot  37),  Great  Kills,  Borough  of  Richmond,  was 
granted  by  the  Board  on  October  9,  1945,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  submitted  plans  for  approval,  in 
accordance  with  the  terms  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  plans  as  being  substantially  in  compliance 
with  the  resolution  of  the  Board  adopted  on  October  9, 
1945,  plans  marked  “Received  December  11,  1945,”  and  to 
permit  additional  curb  cut  on  Nelson  Avenue  as  shown 
thereon. 
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460-26-BZ 

APPLICANT — George  A.  Aliano,  for  49-50  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  in  business  and 
residence  use  districts,  the  erection  and  maintenance 
of  a  theatre. 

PREMISES  AFFECTED— 4921-4923  Fifth  avenue,  514- 
534  49th  street  and  513-533  50th  street  (Block  784, 
Lot  2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  A.  Aliano  and  Frank  A. 
Carucci. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage  .  1 


686-30-BZ 

APPLICANT — Lama  and  Proskauer,  for  Anthony  Koli- 
noski,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rearrangement  of  gasoline  service  station — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  previously  granted  on  condition,  under  sec¬ 
tion  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 166-11  to  166-19  Horace  Hard¬ 
ing  boulevard  and  60-06  to  60-12  167th  street,  north¬ 
west  corner,  (Block  6866,  Lot  354),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calender,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage . .  1 


81-41-BZ 

APPLICANT — Mitteldorf  and  Miele,  for  Jane  and  Lillian 
Costallat,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  for  a  temporary  term  of  six  (6) 
months  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  and  the  sale  of  used  cars  on  a 
plot  occupied  as  a  gas  station  and  garage  for  ten 
cars  (time  expired  by  limitation). 

PREMISES  AFFECTED— 1968-1978  (1966-1972  display¬ 
ed)  Coney  Island  avenue,  west  side,  220  ft.  south 
of  Avenue  P  (Block  6642,  Lot  18),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  F.  A.  Mitteldorf  and  Jerome 
Woblmann. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 


MATERIALS  SUBMITTED  FOR  APPROVAL 

172-41-SM 

APPLICANT — National  Browne  Company,  for  Potomac 
Chemical  Company,  Incorporated,  owner. 

SL1BJECT — Tectyl  502,  506,  511  and  515,  Anti-rust  and 
Anti-corrosion  Compound,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (172-41-SM) 


Whereas,  National  Browne  Co.,  for  Potomac  Chemical 
Co.,  Inc.,  owner,  filed  on  February  27,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Tectyl  502,  506,  511  and  515,  Anti-rust 
and  Anti-corrosion  Compound ;  and 

Whereas,  the  applicant  failed  to  arrange  for  a  test  of 
this  material,  although  duly  notified  to  do  so. 

Resolved,  that  this  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


304-44-SM 

APPLICANT— The  Celotex  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  labelling— re  Cemesto 
Board  (Asbestos  Cement  Clad  Insulation  Board) 
previously  approved  on  condition. 
APPEARANCES— 

For  Applicant :  A.  P.  Green. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (304-44-SM) 

Whereas,  The  Celotex  Corporation,  owner,  filed  on  Jan- 
uary  3,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Cemesto 
Board  (Asbestos  Cement  Clad  Insulation  Board)  ;  and 

W hereas,  this  material  was  approved  by  the  Board  on 
January  3,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  3,  1946, 
only  so  far  as  it  has  reference  to  the  requirements  as  to 
identification  of  labels,  so  that  as  amended  this  portion  of 
the  resolution  shall  read  (In  the  last  paragraph  of  the  Com¬ 
mittee’s  report)  : 

“It  is  further  recommended  that  all  Cemesto  panels 
or  packages  of  Cemesto  panels  be  identified  with  labels 
or  printing  on  every  third  sheet  reading  as  follows: 
‘Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  304-44-SM.’  ” 
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199-39-SM 

APPLICANT — The  Celotex  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
approval  of  additional  material — re  Celotex  for 
covering  plaster  base,  wall  board,  sheathing,  roof 
insulation,  floor  insulation,  acoustical  treatment,  in¬ 
terior  finish,  etc.,  previously  approved  by  Board. 

APPEARANCES— 

For  Applicant :  A.  P.  Green. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  Tp  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 

J  Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative  .  0 


258-40-SM 

APPLICANT — The  Celotex  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
approval  of  additional  material  (Acousti-Celotex 
Mineral  Tile,  Acousti-Celotex  Cane  Tile,  Absorbex 
Type  A,  C  and  F,  Calicel,  Calistone  and  Muffle- 
tone,  previously  approved  on  condition  5/7/40.) 

APPEARANCES— 

For  Applicant :  A.  P.  Green. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


RULES 

465-44-SR 

SUBJECT — Rules  on  Exterior  Veneering  Materials,  Pro¬ 
posed  Amendments  to. 

APPEARANCES— 

John  Cullo  (John  Cullo  Marble  Co),  B.  A.  Colonna 
(Marble  Institute  of  America),  Edward  L. 
Miller  (Marble  Industry  Employees)  and  John 
L.  Kretzmer  (Alberene  Stone  Corp). 

ACTION  OF  BOARD — Rules  reopened  and  amended  (See 
pages  538  to  540  of  this  Bulletin). 

THE  VOTE  TO  REOPEN  AND  AMEND  RULES— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (465-44-SR) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  Rules  on  Exterior  Veneering  Materials 
as  published  in  the  Bulletins  of  April  23,  and  April  30,  1946. 


Adjourned:  4:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1946  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 

_ 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 

NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


C* 
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RULES 


RULES  ON  EXTERIOR  VENEERING  MATERIALS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  12,  1945,  EFFECTIVE 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C.  OF  THE  NEW  YORK  CITY 
CHARTER,  JULY  7,  1945  AND  AMENDED  MAY  7,  1946,  EFFECTIVE  JUNE  3,  1946. 


(465-44-SR) 

Authority  : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  of  the  Administrative 
Building  Code,  these  rules  are  to  supplement  the  existing 
requirements  of  the  Administrative  Building  Code,  Sections 
C26-437.0,  C26-438.0,  C26-439.0,  C26-544.0  through  C26-550.0, 
C26-544.0  and  C26-550.1  j. 

Scope:  tl-  ' 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  pertaining  to  exterior  veneering  materials,  not 
exceeding  2"  in  thickness,  so.  as.  to.  provide  for  the  sufficiency 
of  attaching  and  anchoring  mediums  on  such  exterior  veneers 
in  accordance  with  the  intent  of  the  Administrative  Building 
Code  as  outlined  in  Section  C26-3.0.  They  shall  apply  to 
veneering  materials  of  metal,  cement-asbestos,  precast  or 
natural  stone,  marble,  ceramic,  tile,  concrete  masonry  units, 
glass  sheets,  glass  block,  plastic  materials  and  other  veneer¬ 
ing  materials,  as  may  be  approved  by  the  Board.  Note: 
These  rules  shall  not  apply  to  interior,  veneering  materials. 

Extracts  from  the  Administrative  Building  Code  contained 
herein  in  small  type  have  been  assigned  decimal  rule  num¬ 
bers  for  convenient  reference  only  and  are  not  to  be  construed 
as  rules. 

Rule  1.0  General. 

1 . 1  These  rules  shall  apply  to  all  materials  used  as 
exterior  veneers  of  a  thickness  not  exceeding 
two  inches,  bonded  or  unbonded,  and  with  or 
without  air  spaces  between  the  veneer  and  the 
supporting  surface. 

1.2  Veneer  materials  shall  not  be  credited  with 
contributing  to  the  total  wall  thickness.,  the 
stress  resisting  sections,  or  to  the  fire  resistive 
value  of  the  composite  construction  unless 
specifically  approved  by  the  Board  for  any 
given  combination  of  materials. 

1.3  Veneer  materials  shall  not  be  used:  to  support 
vertical  loads  other  than  the  veneering  mate¬ 
rial  above  unless  permitted  otherwise  as  pro¬ 
vided  for  in  Rule  1.3.  Where  openings  occur 
the  veneer  shall  be  supported  by  substantial 
lintels  of  ‘  incombustible  materials. 

1.4  All  joints  between  masonry  veneer  materials 
shall  be  filled  flush  with  mortar  or  approved 
mastic  cement.  Around  wall  openings  the 
joints  between  the  veneer  and  backing  material 
shall  be  filled  flush  with  similar  materials. 
Gypsum  shall  not  be  used  in  veneer  exposed  to 
the  weather  except  for  temporary  tacking  and 
supplementary  to  the  anchorage  and  cement 
mortar  requirements  set  forth  in  these  rules. 

1.5  All  rosettes,  toggle  or  expansion  bolts,  metal 
reinforcements,  bolts,  clips,  tie  wires  and  sup¬ 
ports  shall  be  of  non-corroding  metal  and  of 
a  type  and  for  uses  as  may  be  approved  by 
the  Board. 

1.6  Veneering  material  shall  not  be  placed  over 
existing  veneering  material. 

1.7  Veneering  when  placed  on  a  structure  shall 
not  encroach  beyond  the  building  line. 

1.8  Before  attaching  veneering  materials  to  any 
surface,  the  soundness  of  structural  members 
shall  be  examined  by  exposing  thp  structural 
members  and  when  found  necessary,  reinforce¬ 
ment  or  replacement  of  structural  members 


shall  be  made  to  the  satisfaction  of  the  bor¬ 
ough  superintendent. 

1.9  Signs  shall  be  so  hung  that  their  weight  shall 
not  bear  on  the  veneering  material  and  shall 
be  supported  by  grounds  set  in  the  supporting 
wall. 

1.10  Veneering  materials  used  above  the  first  floor 
shall  be  installed  in  a  manner  permitting  fire 
department  access  to  each  floor  by  means  ol 
existing  or  new  windows  or  readily  accessible 
access  panels  installed  as  provided  in  C26- 
550.1d. 

1.11  Where  openings  occur  in  a  wall,  the  veneer 
shall  be  supported  by  a  structural  member  of 
incombustible  material. 

1.12  All  masonry  walls  shall  be  cleaned  of  dust  and 
dampened  before  stone,  marble,  precast  con¬ 
crete  units,  tile  or  terra  cotta  is  applied. 

Rule  2.0  Metal  Veneers. 

2.1  Metal  veneers  shall  be  of  non-ferrous  materials 
or  of  steel  sheets  protected  on  all  sides  by  por¬ 
celain  enamel  or  other  approved  corrosion  re¬ 
sistant  surfacing. 

2.2  Metal  veneers  shall  be  securely  attached  to  the 
supporting  construction  with  approved  non¬ 
corroding  metal  hangers,  clips,  ties,  screws,  or 
bolts,  secured  to  the  metal  veneer  in  a  manner 
approved  by  the  Board  for  each  specific  veneer¬ 
ing  material,  and  spaced  not  more  than  16"  o.c. 
vertically  and  24"  o.c.  horizontally.  Veneer 
units  exceeding  4  sq.  ft.  in  area  shall  be  at¬ 
tached  to  the  construction  at  not  less  than  four 
points,  so  distributed  as  to  render  adequate 
attachment  to  the  supporting  construction. 

2.3  Where  allowed  to  be  used  all  corrosive  sup¬ 
ports  for  metal  veneers  shall  be  adequately 
protected  from  the  effects  of  the  elements  by 

^painting  with  approved  paint,  galvanizing  or 
other  equivalent  means.  Where  the  use  of 
wood  is  permissible  all  wood  used  with  metal 
veneers  shall  be  impregnated  with  creosote  or 
other  approved  preservative  material. 

2.4  The  joints  and  edges  of  all  metal  veneers  shall 
be  caulked  or  painted  with  approved  water¬ 
proofing  materials  or  other  approved  equiva¬ 
lent  methods  of  providing  resistance  against 
moisture  penetration. 

2.5  The  height  of  walls  veneered  with  metal  units 
on  walls  other  than  panel  or  enclosure  walls 
shall  be  not  more  than  40  ft.  above  the  founda¬ 
tions 

Rule  3.0  Precast  or  Natural  Stone,  Marble,  Structural  Clay, 

Ceramic  and  Porcelain  Tile,  Terra  Cotta  and  Pre¬ 
cast  Concrete  Units. 

3.1  C26-157.0  Veneered  Wall. — The  term  "veneered  wall’’ 
shall  mean  a  wall  with  a  masonry  facing  which  is  at¬ 
tached  to,  hut  not  bonded  so  as  to  form  an  integral 
part  of,  the  wall  for  purposes  of  load  bearing  and 
stability. 

3.2  C26-437.0  Anchorage  for  veneered  masonry  walls. — 
When  masonry  walls  are  veneered  with  brick,  architec¬ 
tural  terra  cotta,  stone  or  other  masonry,  the  material 
shall  be  securely  tied  into  the  backing  with  the  equiva 
lent  of  the  following  minimum  anchorage  requirements: 

1 .  For  anchorage  of  brick  veneering  on  masonry,  one 
substantial  non-corroding  metal  wall  tie  for  each 
three  hundred  square  inches  of  wall  surface. 

2.  For  anchorage  of  architectural  terra  cotta  and  other 
moulded  units  on  masonry,  one  non-corroding  metal 
anchor  at  least  equal  to  five-sixteenths  of  an  inch 
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round  or  one-eighth  of  an  inch  by  three-quarters  of 
an  inch  flat  in  sectional  area  to  each  piece  and  two 
or  more  such  anchors  to  all  pieces  over  18  inches 
in  length  or  more  than  three  hundred  square  inches 
in  superficial  area,  except  where  such  architectural 
terra  cotta  facing  is  bonded  and  completely  filled 
with  the  brick  backing. 

3.  For  anchorage  of  stone  veneering  on  masonry,  one 
non-corroding  anchor  at  least  three-sixteenths  of  an 
inch  by  one  inch  flat,  or  its  equivalent  in  cross 
sectional  area,  to  each  piece  over  one-half  of  a 
square  foot  in  face  area  and  at  least  two  anchors 
to  all  pieces  over  24  inches  in  length  or  more  than 
four  hundred  square  inches  in  superficial  area. 

3.3  For  slabs  of  natural  stone  or  marble  which  are 
tough  and  hard  and  over  2  square  feet  and  up 
to  4  square  feet  in  area  there  shall  be  at  least 
three  anchors,  from  4  square  feet  to  12  square 
feet,  at  least  four  anchors,  from  12  square  feet 
to  20  square  feet  at  least  six  anchors  and  on 
slabs  exceeding  20  square  feet,  anchors  shall 
be  provided  at  the  rate  of  one  anchor  for  each 
three  square  feet  of  area.  All  anchors  shall 
be  seated  in  cement  mortar  in  a  suitable  hole 
sunk  in  masonry  backing.  Such  anchors  shall 
be  of  non-corrosive  metal  not  less  than  %"  in 
diameter. 

3.4  When  veneering  is  used  in  a  continuous  wall 
more  than  25  feet  in  length  without  openings, 
suitable  vertical  expansion  joints  shall  be  pro¬ 
vided  at  approximately  25  foot  intervals 
through  the  entire  height  of  the  veneer. 

3.5  C26-438.0  Thickness  and  height  of  veneered  walls. — 
In  all  cases  the  veneering  shall  be  excluded  in  calculat¬ 
ing  the  bearing  wall  thickness  and  the  required  thick¬ 
ness  of'  the  wall.  The  maximum  height  of  veneering 
on  walls,  other  than  panel  or  enclosure  walls,  shall  be' 
forty  feet  above  the  foundations. 

3.6  C26-439.Q  Veneered  wood  frame  structures. — a.  Wood 
frame  structures  may  be  veneered  with  masonry  laid 
up  in  cement  or  cement-lime  mortar.  Such  veneer 
shall  be  anchored  to  the  frame  by  non-corroding  metal 
ties  equivalent  to  the  following  minimum  requirements: 

1.  For  anchorage  of  brick  veneer  on  frame  structures, 
one  wall  tie  to  every  160  square  inches  of  wall  area. 

2.  For  anchorage  of  stone,  architectural  terra  cotta  and 
other  moulded  units  on  frame  structures,  one  spike 
anchor  or  two  wall  ties  to  every  two  hundred  sixty 
square  inches  of  wall  area. 

b.  It  shall  be  unlawful  to  use  such  veneer  on  frame 
structures  above  a  maximum  height  of  35  ft.  above 
the  foundation;  it  shall  be  unlawful  also,  to  use  such 
veneer  on  structures  having  more  than  two  stories 
and  a  gable.  The  veneer  shall  be  directly  supported 
on  the  foundation. 

c.  Frame  structures  veneered  with  masonry  shall  be 
considered  to  be  in  a  different  class  from  masonry 
structures.  It  shall  be  unlawful  to  attribute  any 
structural  strength  to  the  veneer. 

3.7  Veneer  units  in  this  group  shall  be  of  approved 
type  and  not  be  greater  than  2  in.  in  thickness. 
The  surface  bond  of  veneer  units  with  the 
scored  parging  shall  be  adequately  scored  or 
provided  with  equivalent  keys  to  obtain  ade¬ 
quate  anchorage.  In  addition  to  the  attach¬ 
ment  herein  required,  the  anchorage  require¬ 
ments  of  C26-437.0  shall  be  complied  with. 
Equivalent  substitute  methods  of  anchorage 
consisting  of  non-corroding  pin  and  rosette  or 
a  continuous  angle  or  anchor  bolts  secured  to 
the  reinforcement  within  the  veneer  may  be 
used  when  approved  by  the  Board  for  any 
specific  veneering  material. 

3.8  The  parging  material  in  which  veneer  units 
are  embedded  shall  consist  of  a  portland  ce¬ 
ment  mortar  of  1  :2  mix,  1  part  of  approved 
Portland  cement  to  two  parts  of  screened  sand 
passing  through  a  20  mesh  screen  not  less  than 
Y\  in.  thick  and  reinforced  with  4  in.  mesh 
(13  gauge)  galvanized  wire  reinforcement  or 
equivalent  reinforcing.  Such  reinforcement 
to  be  secured  to  the  masonry  or  concrete 
wall  with  approved  non-corroding  anchors  at 
the  rate  prescribed  in  C26-437.0.  When  the 


supporting  wall  is  of  wood  framework,  ap¬ 
proved  paper  backed  wire  lath  or  other  ap¬ 
proved  material  may  be  used  when  attached  to 
the  wood  framework  as  provided  in  C26- 
459.0h,  provided  the  weight  of  the  veneering 
materials  is  carried  on  an  incombustible  base. 
The  parged  surface  shall  be  .trawled  to  a 
plane  surface  and  then  scratched  to  receive  the 
setting  bed.  The  setting  bed  of  not  less  Y%" 
thick  shall  not  be  applied  until  the  scratched 
parged  surface  is  set.  Prior  to  parging  ma¬ 
sonry  on  concrete  surfaces,  such  walls  shall  be 
thoroughly  wetted  prior  to  the  application  of 
the  parging  mortar. 

3.9  Waterproofing  material  if  used  in  mortar  shall 
be  of  approved  type. 

3.10  The  base  for  supporting  veneers  shall  be  of 
suitable  incombustible  materials. 

3.11  All  veneer  units  used  in  Class  1,  2  and  3 
buildings  exceeding  20  ft.  in  height,  regardless 
of  thickness,  shall  be  attached  to  the  scored 
parged  surface  by  mechanical  anchorage  as 
provided  in  C26-437.0,  pars.  1,  -2,  3  and  shall 
have  lugs,  keys  or  equivalent  scoring  of  the 
backside  of  the  veneer  unit  or  supported  on  re¬ 
lieving  shelf  angles  at  each  story  level. 

Rule  4.0  Glass  Veneer  on  the  exterior  of  structures  may  be 
used  only  in  accordance  with  the  provisions  of 
this  title  and  the  rule  of  the  Board. 

4.1  C26-545.0  Minimum  thickness. — The  minimum  thick¬ 
ness  of  glass  veneer  shall  be  eleven-thirty-sqconds  of 
an  inch,  except  where  glass  veneer  extends  within  4 
in.  or  less  of  the  sidewalk  level,  the  minimum  thickness 
of  that  portion  of  the  veneer  below  a  level  of  four 
inches  above  the  sidewalk  at  its  point  of  intersection 
with  the  veneer  shall  be  seven-sixteenths  of  an  inch. 

4.2  C26-546.0  Maximum  area  and  dimensions. — a.  The 
maximum  area  of  a  single  section  of  glass  veneer  shall 
not  exceed  10  sq.  ft.  in  area  when  15  ft.  or  less  above 
the  level  of  the  sidewalk  directly  below  shall  not 
exceed  6  sq.  ft.  in  area  when  more  than  15  ft.  above 
the  level  of  the  sildewalk  directly  below. 

b.  The  maximum  length  of  any  section  of  glass  veneer 
shall  be  60  in. 

4.3  C26-547.0  Edges. — All  edges  of  each  plate  of  glass 
veneer  shall  be  ground  square.  It  shall  be  unlawful  to 
use  mitred  joints. 

4.4  C26-548.0  Backing  for  glass  veneer. — Glass  veneer  may 
be  placed  only  against  substantial,  rigid,  incombustible 
surfaces  of  true  plane,  plumb  and  straight.  The  back¬ 
ing  shall  in  any  case  provide  rigidity  and  stability 
equal  to  or  greater  than  that  provided  by  one-inch 
thick  cement  mortar  on  wire  lath  secured  to  studs 
spaced  12  in.  or  less  on  centers.  It  shall  be  unlawful 
to  use  wood  backing  surfaces,  regardless  of  whether 
they  are  fireproofed. 

4.5  C26-549.0  Setting  of  glass  veneer. — a.  Glass  veneer 
shall  be  set  only  when  the  backing  is  thoroughly  dry 
and  after  the  application  of  a  thorough  and  uniform 
bond  coat  of  material  approved  by  the  board.  The  bond 
coat  shall  be  such  as  to  effectively  seal  the  portions  of 
the  veneer  backing  and  to  insure  against  the  obsorption 
of  the  vital  properties  of  the  mastic  cement. 

b.  Mastic  cement  approved  by  the  board  shall  be  ap¬ 
plied  to  the  back  surface  of  each  plate  of  the  glass 
veneer,  which  veneer  shall  be  applied  to  the  back¬ 
ing  with  a  sustantial  and  uniform  pressure  over 
its  entire  area  sufficient  to  flatten  out  the  gobs  of 
mastic  cement  to  a  thickness  of  between  one-quarter 
of  an  inch  and  five-eighths  of  an  inch.  Sufficient 
mastic  cement  shall  be  applied  to  insure  that  at 
least  60%  of  the  total  area  of  the  section  is  bonded 
to  the  backing. 

c.  The  bond  coat  and  the  mastic  cement  shall  be  of 
one  manufacture  and  shall  be  certified  to  be  of  such 
composition  as  to  insure  close  affinity  between  the 
two  materials. 

d.  Abutting  edges  of  glass  veneer  shall  be  ground 
square  and  uniformly  buttered  with  an  approved 
pointing  compound. 

e.  Where  glass  veneer  extends  to  the  sidewalk  surface 
each  such  section  shall  rest  on  two  cushions  of 
approved  resilient  material,  one  near  the  end  of 
each  such  section  or  plate.  Cushions  shall  be  one- 
quarter  of  an  inch  or  more  in  thickness.  The 
joint  between  the  bottom  edge  of  the  glass  section 
and  the  top  of  the  sidewalk  shall  be  caulked  with  a 
waterproof  compound. 
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f.  Where  the  glass  veneer  is  permitted  to  extend  below 
the  level  of  the  sidewalk  surface,  an  expansion 
joint  of  one-quarter  of  an  inch  or  more  shall  be 
provided  between  the  outer  face  of  the  glass  veneer 
and  the  edge  of  the  sidewalk.  Such  expansion  joint 
space  shall  be  filled  with  a  resilient  caulking  com¬ 
pound  from  the  level  of  the  sidewalk  surface  to  a 
depth  at  least  of  an  inch  below  such  level. 

g.  Where  glass  veneer  is  applied  at  an  elevation  more 
than  eight  feet  above  the  sidewalk  surface,  the 
mastic  cement  binding  shall  be  supplemented  by  the 
use  of  metal  clip  angles  of  a  design  approved  by 
the  Board.  Clips  shall  be  located  in  each  vertical 
or  horizontal  edge  of  each  section  of  veneer  and 
shall  be  secured  through  the  backing  directly  into 
the  wall  behind  by  means  of  expansion  bolts  and 
in  a  manner  satisfactory  to  the  superintendent. 
Angle  clips  shall  be  two  inches  or  more  in  length 
and  shall  be  of  at  least  No.  16  U.  S.  gauge,  and 
shall  be  so  designed  as  to  furnish  at  least  two-inch 
bearing  support  on  each  clip  and  shall  hold  the 
glass  in  a  vertical  plane  independently  of  the  mastic 
cement. 

h.  All  horizontal  joints  shall  be  cushioned  with  pads 
of  adhesive  asphaltic  tape  which  shall  extend  from 
the  rear  surface  of  the  glass  to  one-eighth  of  an 
inch  or  less  from  the  front  surface.  Horizontal 
joints  shall  be  buttered  with  joint  cement  over  the 

•  full  depth  of  the  joint,  including  the  surface  of  the 
cushion  tape. 

i.  Shelf  angles  of  approved  design  shall  be  set  at  ver¬ 
tical  intervals  of  3  ft.  or  less,  in  all  horizontal 
joints  located  8  ft.  or  less  above  the  sidewalk,  ex¬ 
cept  that,  where  there  are  show  windows  it  shall  be 
unnecessary  to  have  shelf  angles  below  the  level  of 
the  tops  of  the  show  window  bulkheads.  Shelf 
angles  shall  be  of  a  type  approved  by  the  board  and 
shall  be  secured  to  the  backing  in  a  manner  satis¬ 
factory  to  the  superintendent. 

j.  Where  glass  veneer  is  confined  between  non-resilient 
materials  at  ends,  expansion  shall  be  provided  for 
by  means  of  an  expansion  joint  at  each  end  of  one- 
quarter  of  an  inch  or  more  throughout  the  entire 
height  of  the  veneer. 

4.5.1  Clips  required  under  C26-549.0,  sub-section  g 
shall  be  non-corroding  and  located  in  each 
vertical  plane  in  horizontal  edge  of  each  sec¬ 
tion  of  veneer  and  shall  be  thoroughly  secured 
through  the  backing  by  means  of  non-corrod¬ 
ing  toggle  bolts  or  into  the  wall  directly  behind 
the  glass  veneer  by  means  of  non-corrodible 
expansion  bolts  at  least  \l/\”  long. 

4.5.2  Shelf  angles  required  under  C26-549.0,  sub¬ 
section  i  shall  be  of  non-corroding  metal  of  a 


type  approved  by  the  board  and  shall  be  thor¬ 
oughly  secured  through  the  backing  by  means 
of  non-corroding  toggle  bolts  or  into  the  wall 
directly  behind  the  glass  veneer  by  means  of 
non-corroding  expansion  bolts  at  least  1%" 
long. 

4.5.3  Glass  veneer  units  shall  be  separated  from  each 
other  and  adjoining  material  by  an  expansion 
joint  at  least  1/32"  wide.  Between  the  bolts 
and  the  veneer  units  there  shall  be  a  clearance 
of  1/64".  All  expansion  joints  shall  be  filled 
with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.4  Glass  veneer  material  shall  not  be  used  any 
higher  than  2  stories  and  not  exceeding  35  ft. 
in  height  above  the  foundation  of  the  struc¬ 
ture. 

4.5.5  Exposed  edges  of  glass  veneer  shall  be  flashed 
with  non-corrodible  sheet  metal  and  caulked 
with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.6  All  awning  brackets  shall  be  set  so  as  to  be 
free  of  contact  with  the  glass  veneer.  Glass 
veneer  above  awning  boxes  shall  be  carried  by 
a  continuous  steel  angle  attached  to  the  wall 
by  anchors. 

4.5.7  Signs  shall  be  hung  clear  of  the  glass  veneer¬ 
ing  material. 

4.6  Glass  Blocks. 

4.6.1  C26-550. 1 

j.  Veneer  or  ashlar:  Glass  blocks  may  be  used  as 
exterior  wall  veneer  under  the  rules  of  the  Board. 

Note :  Investigation  has  shown  that  glass  block  is 
not  used  as  a  veneer  material  in  building  con¬ 
struction  and  when  uses  of  glass  block  are 
developed  as  veneer,  the  Board  will  then  con¬ 
sider  including  in  these  rules  the  safe  provi¬ 
sions  for  use. 

5.0  Veneering  units  of  a  type  unprovided  for  in  these  rules, 
may  be  used,  provided  they  are  approved  by  the  Board 
and  are  used  in  accordance  with  the  limitations  of  the 
approval. 


NOTICE 


AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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PETITION  FOR 

CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  May  1,  1946,  petition,  affidavit  and  order  for  certiorari  were 
served  on  the  board  by  Morris  M.  Mintz,  attorney  for  Sidney  D. 
Robins,  owner,  in  re  decision  of  Board  on  March  26,  1946,  denying 
under  sections  7-c,  7-e  and  21  of  the  building  zone  resolution,  the 
conversion  of  a  theatre  to  a  wetwash  laundry  in  a  residence  district ; 
premises  112-114  Cannon  Street,  east  side,  75  ft.  north  of  Stanton 
Street,  Borough  of  Manhattan,  Cal.  No.  114-46-BZ. 

COURT  DECISION 

In  the  Matter  of  Fleischer  vs.  the  Board: — Mr.  Justice  Norton,  at 
Special  Term,  Supreme  Court,  Brooklyn,  dismissed  an  ac¬ 
tion  to  review  the  decision  of  the  Board  as  not  timely, 
having  been  instituted  more  than  thirty  days  after  publica¬ 
tion  of  the  decision  of  the  Board  in  the  Bulletin,  and  also 
denied  a  petition  for  an  order  directing  the  Board  to  deny 
the  variance  granted,  on  the  ground  that  the  Precision  Realty 
Corporation  had  not  fully  complied  with  all  the  conditions 
imposed  by  the  Board  within  the  three  months  stated  in 
the  resolution. 

In  the  first  action,  which  was  brought  under  the  Civil 
Practice  Act  instead  of  under  the  applicable  provisions  of 
the  Administrative  Code,  the  Court  said  (in  part).  “The 
petition  herein  was  not  presented  within  the  time  required. 
Petitioners’  attorney  states  that  he  did  not  receive  a  copy 
of  the  bulletin  in  question,  to  which  he  is  a  yearly  subscriber, 
until  December  31,  1945,  and  argues,  therefore,  that  under 
a  liberal  and  equitable  construction  of  the  aforesaid  provision 
of  the  Administrative  Code,  the  first  proceeding  was  initi¬ 
ated  in  time.  The  board  of  standards  and  appeals  is  not 
required  to  make  personal  service  of  its  decisions.  The  filing 
of  a  decision  or  its  publication  in  the  bulletin  is  sufficient. 
The  first  proceeding  having  been  instituted  more  than  thirty 
days  after  the  publication  of  the  decision  in  the  bulletin  of 
the  board  of  standards  and  appeals,  the  motion  of  the  re¬ 
spondents  to  vacate  the  certiorari  order  for  January  29,  1946, 
must  be  granted  and  the  petition  upon  which  it  is  based 
must  be  dismissed. 

In  the  second  action  the  Court  said  (in  part)  :  “The  board 
having  lawfully  exercised  its  discretion  in  granting  the  vari¬ 
ance  and  the  petitioners  having  failed  to  institute  the  first  pro¬ 
ceeding  to  review  within  the  statutory  time  limit,  the  decision 
of  the  board  of  standards  and  appeals  is  final. _  The  second 
proceeding  is,  therefore,  an  attempt  to  obtain  indirectly  the 
relief  already  denied  in  the  first  proceeding.  This  court  is 
not  empowered  to  substitute  its  discretion  for  that  of  an 
Administrative  agency.  In  the  absence  of  any  showing  of 
an  abuse  of  discretion  on  the  part  of  the  board,  its  deter¬ 
mination  should  not  be  disturbed.  The  failure  of  the 
Precision  Realty  Corporation  to  comply  with  all  the  con¬ 
ditions  imposed  by  the  board  within  three  months  after  Octo¬ 
ber  30,  1945,  does  not  empower  the  board  to  reverse  its 
original  grant  of  the  zoning  variance,  nor  is  such  grant  in¬ 
validated  thereby.  It  is  significant  to  note  that  the  Precision 
Realty  Corporation  has  apparently  made  substantial  progress 
toward  compliance  with  the  conditions  imposed.  The  board  in 
its  exercise  of  discretion  may  upon  proper  application,  extend 
that  time.  fti  so  doing  it  would  perform  a  simple  admin¬ 
istrative  function.” 

The  premises  are  located  at  79-01  to  79-11  Rockaway 
Beach  Boulevard  and  177-199  Beach  79th  Street,  southwest 
corner,  Rockaway  Beach,  Borough  of  Queens,  and  consist 
of  a  two-story  building,  formerly  occupied  as  a  bakery.  The 
Board,  under  Cal.  No.  351-45-BZ,  granted  a  zoning  vari¬ 
ance,  under  section  7,  subdivision  c,  for  the  use  of  the 
building,  located  partly  in  a  business  and  partly  in  a  resi¬ 
dence  use  area,  as  a  continuation  of  the  factory  use  for 
manufacture  of  steel  products  under  conditions  designed  to 
protect  the  adjoining  owners.  (N.Y.L.J.  April  16,  1946, 
page  1495).  » 
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DOCKET 

New  Cases  Filed  up  to  May  14,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

330-46-A — F.D. — Rear  358  and  360  Knckerbocker,  avenue, 
southwest  corner  of  Stockholm  street  (1st  floor  rear); 
(Block  3246,  part  of  Lot  33  and  Lot  34),  Borough  of 
Brooklyn,  2487-LC. 


331-46-A — H.B.Q. — 56-01  to  56-51  204th  street,  east  side, 
56-02  to  56-52  204th  street,  wes.t  side,  between  56th  and 
58th  avenues  (Block  7433,  part  of  Lot  1,  and  Block  7432, 
parts  of  Lots  6,  16,  24  and  29),  Bayside,  Borough  of 
Queens,  N.B.  4247  to  4272-46,  inclusive. 


332-46-BZ — M.  &  A. — 142  Mansion  avenue,  southeast 
corner  of  McKee  avenue  (Block  5202,  Lot  5),  Great 
Kills,  Borough  of  Richmond,  Decision. 


333-46-A — F.D. — 330-336  Himrod  street,  south  side,  187.4 
ft.  west  of  Wyckoff  avenue  (1st  floor);  (Block  3280,  part 
of  Lot  26),  Borough  of  Brooklyn,  1986-LC  and  Decision. 


334-46-A — H.B.Q. — 88-56  163rd  street,  northwest  corner 
of  89th  avenue  (Block  9768,  Lot  60),  Jamaica,  Borough 
of  Queens,  Alt.  33-45. 


335-46-A — H.B.Q. — 2-11  to  2-17A  Beach  29th  street,  west 
side,  100  ft.  north  of  Seagirt  avenue  (Block  287,  Lot  16), 
Edgemere,  Borough  of  Queens,  N.B.  1293  to  1296-46, 
inclusive. 


336-46-BZ — H.B.B.— -171-173  Wilson  avenue,  north  side, 
50  ft.  west  of  DeKalb  avenue  (Block  3235,  Lot  3),  Bor¬ 
ough  of  Brooklyn,  Alt.  586-46. 


337-46-A — M.  &  A. — South  side  of  1st  avenue,  from  33rd 
to  35th  streets  (1st  floor),  Borough  of  Brooklyn,  De¬ 
cision. 


338-46-BZ — H.B.B. — 1504-1526  Coney  Island  avenue, 
west  side,  100  ft.  north  of  Avenue  L  (Block  6536,  Lots 
30  and  34),  Borough  of  Brooklyn,  N.B.  881-46. 


339-46-SM — Apex  Block  Corporation  Cement  and  Cinder 
Blocks,  manufactured  by  Apex  Block  Corp.,  Material. 


340-46-SM— Atlantic  Tanks,  manufactured  by  Atlantic 
Welding  Co.,  Material. 


341-46-SM — Super  Weld  Steel  Tanks  for  Fuel  Oil,  manu¬ 
factured  by  Super  Welding  Service  Corp.,  Material. 


342-46-A — F.D. — 662  Pacific  street,  and  27  6th  avenue, 
southeast  corner  (3rd  floor);  (Block  1128,  Lots  4  and  6), 
Borough  of  Brooklyn,  2409-LC. 


343-46-BZ — H.B.B. — 789  Flatbush  avenue,  east  side,  40 
ft.  6  in.  south  of  Lenox  road  (Block  5083,  Lot  16),  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  2639-44. 


344-46-BZ — H.B.B. — 166  Smith  street,,  and  64  to  72 
Wyckoff  street,  southwest  corner  (Block  390,  Lot  40), 
Borough  of  Brooklyn,  Alt.  910-46. 


345-46-BZ — H.B.Q. — 137-la  77th  avenue,  northeast  cor¬ 
ner  of  137th  street.  (Block  6606,  Lot  2),  Flushing,  Bor¬ 
ough  of  Queens,  N.B.  3724-46. 


346-46-BZ — H.B.M. — 199-201  Avenue  C,  west  side,  28  ft. 
north  of  East  12th  street,  645  East  12th  street  and  646 
East  13th  street  (Block  395,  Lots  29,  36,  37  and  39), 
Borough  of  Manhattan,  N.B.  285-45. 


347-46-BZ — H.B.M. — 332  West  70th  street,  south  side, 
352  ft.  6  in.  west  of  West  End  avenue  (Block  1181,  Lot 
47),  Borough  of  Manhattan,  Alt.  1626-45. 


348-46-BZ — H.B.B. — 255-261  18th  street,  north  side,  150 
feet  east  of  5th  avenue  (Block  873,  Lot  69),  Borough  of 
Brooklyn,  Alt.  785-46. 


349-46-BZ — H.B.Q. — 714  Cypress  avenue,  and  1682  Pal¬ 
metto  street,  southeast  corner  (Block  3449,  part  of  Lot 
6),  Ridgewood,  Borough  of  Queens,  N.B.  2692-46. 


350-46-A — F.D. — 375-383  Kent  avenue,  east  side,  98  ft. 
south  of  South  6th  street,  and  26-36  South  6th  street 
(5th  floor);  (Block  2468,  Lot  6),  Borough  of  Brooklyn, 
2486- LC. 


351-46-A — H.B.M. — 45-51  Lispenard  street,  north  side, 
245  ft.  8f4  in-  west  of  Broadway  (Block  210,  Lot  26), 
Borough  of  Manhattan,  Alt.  589-46. 


352-46-A — H.B.Q. — 45-46  21st  street,  and  11-55  46th  ave¬ 
nue,  southwest  corner  (Block  54,  Lot  1),  Long  Island 
City,  Borough  of  Queens,  Alt.  498-46. 


353-46-A — H.B.M. — 68  East  56th  street,  south  side, 
174.28  ft.  west  of  Park  avenue  (4th  floor);  (Block  1291, 
Lot  44),  Borough  of  Manhattan,  Alt.  609-46. 

Restored  to  Calendar. 

1306-22-BZ — H.B.B. — 113-129  Empire  boulevard,  north 
side,  140  ft.  west  of  Bedford  avenue  (Block  1306,  Lot 
41),  Borough  of  Brooklyn,  Alt.  611-46. 


354-23-BZ — H.B.B. — 103-111  Empire  boulevard,  north 
side,  300  ft.  west  of  Bedford  avenue  (Block  1306,  Lots 
37-39),  Borough  of  Brooklyn,  Alt.  1743-46. 


291-24-BZ — H.B.B. — 923-931  Franklin  avenue,  and  66-74 
Crown  street,  southeast  corner  (Block  1294,  Lot  8),  Bor-  , 
ough  of  Brooklyn,  Alt.  943-46. 


337-24-BZ — H.B.M. — 620-622  West  153rd  street,  south 
side,  250  ft.  west  of  Broadway,  and  619-621  West  152nd 
street  (Block  2099,  Lot  20),  Borough  of  Manhattan, 
Amendment  to  Alt.  1048-45. 


1027-26-BZ — H.B.M.— 951-969  8th  avenue,  west  side, 
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from  West  56th  to  West  57th  streets,  301-315  West  56th 
street,  north  side,  and  300-314  West  57th  street,  south 
side  (Block  1047,  Lot  36),  Borough  of  Manhattan, 
Amendment  to  Alt.  34-46. 

435-41-BZ — H.B.Bx. — 737  East  149th  street,  and  549  Con¬ 
cord  avenue,  northwest  corner  (Block  2041,  Lots  18,  19 
and  20),  Borough  of  The  Bronx,  N.B.  268-41. 

536-44-A — H.B.Q. — 216-16  28th  avenue,  south  side,  200 
ft.  east  of  216th  street  (1st  and  2nd  floors);  (Block  6019, 
Lot  103),  Bayside,  Borough  of  Queens,  Alt.  189^14. 


107-46-A — H.B.M. — 1275  Broadway,  southwest  corner  of 
West  33rd  street  (1st  to  9th  floors);  (Block  808,  Lot  40), 
Borough  of  Manhattan,  Amendment  to  Alt.  198-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — - 
Fire  Department,  and  M.  &  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ...  .Dec. 
Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . . . Dec. 

Concrete  Rules  (Hydrated  Lime) . .  Aug. 

Elevator  Rules  . _ . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . May 

Factory  Exit  Rules  . _ . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . _ . Aug. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of  . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of  . Apr. 

Frame  Garages,  Ruling  for  . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr. 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules  . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Apr. 

Oil  Burner  Rules  . . . Apr. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  ....... . Jan. 

Platform  Trucks,  Specifications  for.  .Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C. .Apr. 
Smoking  in  Factories,  Rules  for... Jan. 

Sprinkler  Rules  . ,’une 

Standpipe  Fireline  Rules. . . ,  une 

Structural  Alterations,  Reporting. ..  .,’une 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  S05  of  Industrial  Code)... Dec. 


Last  Publication  in  Bulletin 


28,  1943— Vol. 
28,  1943— Vol. 

28,  1943— Vol. 
13,  1937— Vol. 


28,  No.  S2A 
28,  No.  S2A 

28,  No.  52A 
22,  No.  28 


28,  1943— Vol. 
3,  1937— Vol. 
3,  1936 — Vol. 


28,  1943— Vol. 
IS,  1937— Vol. 

14,  1946— Vol. 
12,  1944— Vol. 
28,  1943— Vol. 
28,  1945 — Vol. 


28,  No.  52A 
22,  No.  31 
21,  No.  9 


28,  No.  52A 
22,  No.  24 

31,  No.  20 

29,  No.  36 
28,  No.  S2A 

30,  No.  35 


20,  1945— Vol.  30,  No.  8 


25,  1945— Vol. 
13,  1937— Vol. 
21,  1919— Vol. 

23,  1946— Vol. 

7,  1925— Vol. 
5,  1928— Vol. 
12,  1945— Vol. 

9,  1946— Vol. 
30,  1946— Vol. 


30,  No.  52 
22,  No.  15 

4,  No.  3 

31,  No.  17 
10,  No.  14 
13,  No.  23 
30,  No.  24 

30,  No.  15 

31,  No.  18 


12,  1945— Vol.  30,  No.  24 


1,  1946— Vol. 
24,  1936— Vol. 
3,  1937— Vol. 


13,  1945— Vol. 

7,  1937— Vol. 
9,  1946— Vol. 

22,  1946— Vol. 
29,  1937— Vol. 

8,  1937— Vol. 
7,  1932— Vdl. 

24,  1936 — Vol. 
24,  1936— Vol. 


31.  No.  1 

21,  No.  47 

22,  No.  31 


30,  No.  11 
22,  No.  36 

30,  No.  15 

31,  No.  4 
22,  No.  26 
22,  No.  23 
17,  No.  23 
21,  No.  47 
21,  No.  47 


28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945,  Vol.  30, 
No.  15A. 


MAY  21,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  21,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

182-46-BZ — Application,  March  6,  1946,  under  sections 
7 a  and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt, 
applicant,  on  behalf  of  Queens  Windsor  Corp.,  owner, 
to  permit  in  a  residence  and  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  commercial  structure,  occupying 
more  than  permitted  area  and  not  having  required  rear 
yard,  with  an  entrance  to  loading  platform  within  resi¬ 
dence  district,  and  using  premises  for  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  108-36  to 
108-48  Queens  boulevard,  and  107-34  road  (Windsor 
place),  southeast  corner  (Block  3257,  Lots  1  and  45), 
Forest  Hills,  Borough  of  Queens. 

239-19-BZ — Application  of  Laura  Schirald,  applicant  and 
owner,  reopened  April  23,  1946,  for  consideration  as  to 
extension  of  variance  —  re  Application,  previously 
granted  on  condition,  under  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of 
a  public  garage,  for  a  temporary  term  of  years;  premises 
1171  New  York  avenue,  and  3301  Cortelyou  road 
(Canarsie  lane),  northwest  corner  (Block  4933,  Lot  62), 
Borough  of  Brooklyn. 

822-45-BZ — Application,  December  26,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Janet  Blatman  and  Mildred 
Kramer,  owners  (Major  Curtain  Cleaners,  lessee),  to 
permit  in  residence  and  business  use  district,  the  change 
of  occupancy  from  public  market,  store  and  manufac¬ 
turing,  to  laundry;  premised  1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot 
58),  Borough  of  Brooklyn. 

61-46-BZ — Application,  January  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Charles  Smallman,  owner,  to 
permit  in  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  an  office  and  fishing  station;  premises 
1-7  Dare  Court,  northwest  corner  of  Plumb  Beach 
Channel  (Block  7547,  Lots  2162,  2164,  2166,  2168,  2170 
and  2172),  Borough  of  Brooklyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  a  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-233 9  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

651-45-BZ — Application,  October  26,  1945,  under  section 
21  of  the  zoning  resolution,  of  Emil  Koeppel,  applicant, 
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on  behalf  of  Robalex  Realty  Corp.,  owner,  to  permit,  in 
unrestricted  use,  C  area  district,  the  extension  of  existing 
building  to  cover  more  than  permitted  area;  premises 
724-726  64th  street,  south  side,  180  ft.  east  of  7th  avenue 
(Block  5821,  Lot  16),  Borough  of  Brooklyn. 

80-46-BZ — Application,  February  7,  1946,  under  section 
21  of  the  zoning  resolution,  of  Harry  Leslie  Walker, 
applicant,  on  behalf  of  Board  of  Education,  City  of 
New  York,  prospective  owner,  to  permit  in  residence 
use,  D  and  E  area  districts,  the  erection  of  a  building 
(Public  School)  using  more  than  permitted  setbacks; 
premises  134-40  161st  street,  west  side,  the  north  side 
of  137th  avenue,  from  160th  to  161st  streets  (Block 
12299,  Lots  13,  14,  18,  20,  22,  24,  26,  27,  30-33,  37,  39-43, 
45,  47,  49,  51,  53-55,  57,  59  and  132);  (P.  S.  167),  Flush¬ 
ing,  Borough  of  Queens. 

214-46-BZ — Application,  March  22,  1946  under  section 
21  of  the  zoning  resolution,  of  Harry  J.  Seif,  applicant, 
on  behalf  of  Meta  A.  Plate,  owner  (George  Seif,  Inc., 
lessee),  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1421  Kings  Highway,  north  side, 
21  ft.  3l/4  in.  west  of  East  15th  street  (Block  6777,  Lot 
30),  Borough  of  Brooklyn. 

781-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicant,  on  behalf  of  John  Opladin,  owner,  to 
permit  in  a  business  use  district,  the  extension  and  re¬ 
construction  of  an  existing  gasoline  service  station,  and 
auto  repair  shop  and  an  auto  showroom;  premises  115-06 
to  115-18  101st  avenue,  and  101-02  to  101-08  116th  street, 
southwest  corner  (Block  9433,  Lots  3  and  5),  Richmond 
Hill,  Borough  of  Queens. 

102-46-BZ — Application  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicant,  on  behalf  of  1219  Quentin  Road  Corp., 
owner,,  to  permit  in  business  use,  C  area  district,  the 
extension  of  existing  building,  to  cover  more  than  per¬ 
mitted  area;  premises  1215  Quentin  road,  north  side, 
57  ft.  9)4  in.  west  of  East  13th  street  (Block  6775,  Lot 
41),  Borough  of  Brooklyn. 

256-46-BZ — Application,  April  11,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono, 
applicant,  on  behalf  of  Louis  Reiffler,  owner,  (Fred 
Axelrod  and  William  Greenberg,  lessees),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry;  premises  980 
Longwood  avenue,  south  side,  64  ft.  east  of  Beck  street 
(Block  2707,  part  of  Lot  60),  Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

144-46-A — 1300  York  avenue,  east  side,  from  East  68th 
to  East  70th  streets  (1st  and  2nd  floors,  Bldg.  E) ; 
(Block  1480,  Lot  1),  Borough  of  Manhattan. 

277- 46-A — 238-244  Junius  street,  west  side,  150  ft.  south 
of  Belmont  avenue  (Block  3746,  Lot  31),  Borough  of 
Brooklyn. 

278- 46-A — 97-01  to  97-13  218th  street,  east  side,  from 
97th  avenue  to  98th  avenue  (Block  10770,  Lot  1), 
Queens  Village,  Borough  of  Queens. 

28 1-46- A  113-127  East  76th  street,  south  side,  from 
Park  to  Lexington  avenues,  841-861  Park  avenue,  1082- 
1098  Lexington  avenue  and  100-130  East  77th  street 
(10th  floor);  (Block  1411,  Lots  8-11,  inclusive),  Borough 
of  Manhattan. 

Material  for  Approval. 

405-45-SM — Jiffy  Flameproof  Liquid. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  21,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  21,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

516-44-A — 240-246  19th  street,  and  657-661  5th  avenue, 
southeast  corner  (Block  885,  Lot  8),  Borough  of  Brook¬ 
lyn,  reopened  April  9,  1946. 

190-46-A — 100-08  and  100-10  Atlantic  avenue,  south  side, 
70.56  ft.  east  of  100th  street  (1st  floor);  (Block  9376, 
Lot  5),  Richmond  Hill,  Borough  of  Queens. 

297-46-A — 620  West  149th  street,  southeast  corner  of 
Riverside  drive  (basement);  (Block  2095,  Lot  46),  Bor¬ 
ough  of  Manhattan. 

2- 46-A — -60-01  to  60-19  Woodhaven  boulevard,  east  side, 
between  Booth  and  Wetherole  streets  (1st  floor); 
(Block  3008,  Lot  1),  Woodhaven,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of  mapped 
street — proposed  Midtown  Highway). 

3- 46-A — 59-41  to  59-59  Woodhaven  boulevard,  north¬ 
east  corner  of  Booth  street  (1st  floor),  (Block  3074, 
Lot  1),  Woodhaven,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  mapped  streets — pro¬ 
posed  Midtown  Highway). 

184-45-A — 147-02  Newport  avenue,  northwest  corner  of 
Beach  147th  street  (Block  34,  Lots  1634  and  1643),  Ne- 
ponsit,  Borough  of  Queens  (reopened  and  restored  to 
calendar  April  9,  1946;  previously  withdrawn). 

680-45-A — 279  Heberton  avenue,  east  side,  119.17  ft.  north 
of  Albion  place  (Block  1031,  Lot  24),  West  Brighton, 
Borough  of  Richmond  (reopened  and  restored  to  calen¬ 
dar  April  2,  1946;  previously  withdrawn). 

206- 46-A— 137  Coleridge  street,  east  side,  280  ft.  south  of 
Compton  avenue  (Block  7516,  Lot  1129),  Borough  of 
Brooklyn. 

207- 46-A — 145  Coleridge  street,  east  side,  340  ft.  south  of 
Compton  avenue  (Block  7516,  Lot  1126),  Borough  of 
Brooklyn. 

268-46-A — 1231  Pugsley  avenue  and  1978  East  177th 
street,  southwest  corner  (2nd  floor);  (Block  3794,  Lot 
52),  Borough  of  The  Bronx. 

290-46-A — 305  East  51st  street,  north  side,  74  ft.  9  in. 
east  of  2nd  avenue  (cellar);  (Block  1344,  Lot  104),  Bor¬ 
ough  of  Manhattan. 

292-46-A — 39-50  Douglaston  parkway,  west  side,  405  ft. 
south  of  39th  avenue  (Block  8082,  Lots  280  and  280 1/2), 
Douglaston,  Borough  of  Queens. 

299-46-A — 1065  Dickens  street,  west  side,  593  ft.  north 
of  Cornaga  avenue  (3rd  floor);  (Block  224,  Lot  22),  Far 
Rockaway,  Borough  of  Queens. 

331-46-A — 56-01  to  56-51  204th  street,  east  side,  56-02 
to  56-52  204th  street,  west  side,  between  56th  and  58th 
avenues  (Block  7433,  part  of  Lot  1  and  Block  7432,  parts 
of  Lots  6,  16,  24,  and  29),  Bayside,  Borough  of  Queens. 

314-46-A — 320-322  East  95th  street,  south  side,  300  ft. 
west  of  1st  avenue  (2nd  floor);  (Block  1557,  Lot  39), 
Borough  of  Manhattan. 

359- 46- A— 33-58  163rd  street,  west  side,  260  ft.  north  of 
35th  avenue  (Block  5247,  Lot  72),  Flushing,  Borough  of 
Queens. 

360- 46-A — 43-25  193rd  street,  east  side,  228.41  ft.  south 
of  Northern  boulevard  (Block  5517,  Lot  55),  Flushing, 
Borough  of  Queens. 
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361-46-A — 8865-8873  24th  avenue,  south  side,  15  ft.  %  in. 
west  of  Cropsey  avenue  (Block  6927,  Lots  43  and  45), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  28,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  28,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Z oiling  Applications. 

69-46-BZ — Application,  February  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  Edwin  Gould  Foundation  for  Chil¬ 
dren,  owner,  to  permit  in  residence  use,  E-l  area  district, 
the  conversion  of  occupancy  from  existing  use  (dormi¬ 
tory  of  children’s  home)  to  multiple  dwelling  not  con¬ 
forming  to  requirements  of  E-l  area  district;  premises 
1761  Stilwell  avenue,  southeast  corner  of  Pelham  park¬ 
way  (Block  4411,  part  of  Lot  300),  Borough  of  The 
Bronx. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

596-45-BZ — Application,  October  5,  1945,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant  on  behalf  of  Albert  E.  Putnam  Estate,  owner, 
to  permit  in  a  local  retail  district,  the  change  in  occu¬ 
pancy  from  business  (stores)  to  business  (stores)  and 
factory;  premises  1161-1175  Castle  Hill  avenue,  and  2167 
Powell  avenue,  northwest  corner  (Block  3811,  Lot  41), 
Borough  of  The  Bronx. 

255-40-BZ — Application  of  Lama  and  Prosk&uer,  appli¬ 
cants,  on  behalf  of  Queens  Forwarding  Co.,  owner,  re¬ 
opened  February  26,  1946,  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  acces¬ 
sory  store,  office  and  waiting  room,  lubritorium,  auto 
laundry,  brake  testing,  wheel  alignment  and  minor 
repairs;  premises  94-01  to  94-09  81st  street,  east  side, 
from  Atlantic  avenue  to  Rockaway  boulevard,  81-02  to 
81-10  Atlantic  avenue  and  81-05  to  81-15  Rockaway 
boulevard  (Block' 9009,  part  of  Lot  1),  Woodhaven,  Bor¬ 
ough  of  Queens. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 

327-23-BZ — Application  of  Dennis  J.  Grillo,  applicant,  on 
behalf  of  V.  F.  Restaino,  owner  (William  B.  Kaas, 
lessee),  reopened  February  13,  1946,  under  section  7i  of 
the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles  (previously 


granted  by  the  Board)  to  garage  for  more  than  five  (5) 
motor  vehicles,  sales  room  and  servicing  new  cars; 
premises  77-20  Northern  boulevard  (Jackson  avenue), 
southwest  corner  of  78th  street  (Block  1250,  Lot  6), 
Jackson  Heights,  Borough  of  Queens. 

242-46-BZ — Application,  April  3,  1946,  under  sections  7 f 
and  7i  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Joseph  G.  Urgo  and  Robert  J.  Rivel- 
lese,  owners,  to  permit  in  a  business  use  district,  a 
gasoline  service  station,  office,  lubritorium,  automobile 
showroom  and  repairs  to  motor  vehicles  for  a  term  of 
ten  (10)  years;  premises  184-08  to  184-14  Union  turn¬ 
pike,  south  side,  110  ft.  west  of  Chevy  Chase  street 
(Block  7248,  part  of  Lot  35),  Jamaica,  Borough  of 
Queens. 

59-46-BZ — Application,  January  25,  1946,  under  sections 
7 a  and  21  of  the  zoning  resolution,  of  William  Sambur 
and  Charles  Leonardi,  applicants,  on  behalf  of  Harry 
Taplin,  owner,  to  permit  in  a  business  use  district,  the 
extension  of  existing  lumber  sheds  by  roofing  over 
existing  loading  space;  premises  106-28  101st  avenue, 
southwest  corner  of  107th  street  (Block  9424,  Lot  7), 
Ozone  Park,  Borough  of  Queens. 

72-46-BZ — Application,  February  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Italo  Nicolai,  applicant, 
on  behalf  of  Francisco  Lago,  owner,  to  permit  in  a 
residence  use  district,  the  erection  of  a  building  to  be 
used  as  a  gasoline  service  station  and  lubritorium,  for  a 
term  of  ten  (10)  years;  premises  1112  Richmond  ter¬ 
race,  south  side,  95  ft.  east  of  Bard  avenue  (Block  77, 
part  of  Lot  6),  West  Brighton,  Borough  of  Richmond. 

262-46-BZ— Application,  April  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Emanuel  M.  Glick,  applicant, 
on  behalf  of  Jane  Grillo,  owner  (G.  I.  Motors,  Inc., 
lessee),  to  permit  in  a  business  use  district,  the  change 
in  occupancy  from  garage  and  motor  vehicle  repair 
shop  and  parking  lot  for  more  than  five  (5)  cars  (pre¬ 
viously  granted  by  the  Board),  to  garage  and  motor 
vehicle  repair  shop  and  automobile  sales  lot  for  more 
than  five  (5)  motor  vehicles;  premises  1480-1484  Coney 
Island  avenue,  west  side,  440  ft.  north  of  Avenue  L 
(Block  6536,  part  of  Lot  20),  Borough  of  Brooklyn. 

276-46-BZ — Application,  April  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
on  behalf  of  72nd  Street  Realty  Co.,  owner  (Sheridan 
Sportswear,  lessee),  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  an  existing  wearing  apparel 
factory,  into  the  residence  use  district;  premises  1145- 
1149  Liberty  avenue  and  145-159  Sheridan  avenue,  north¬ 
east  corner  (Block  4182,  Lot  1),  Borough  of  Brooklyn. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 
applicant,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone); 
premises  1550  Flatbush  avenue,  west  side,  85  ff.  Al/2  in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 

522-43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Min¬ 
erva  Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners  (Wheeling  Shipbuilding  Corp.,  lessee),  re¬ 
opened  March  26,  1946,  under  section  7e  of  the  zoning 
resolution  to  permit  in  a  residence  and  business  use 
district,  for  a  temporary  term,  the  use  and  maintenance 
of  a  temporary  storage  shed;  the  storage  of  lumber, 
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and,  also  the  parking  of  more  than  five  motor  vehicles 
(employee’s  cars);  premises  152-02  to  152-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and  10-34 
154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and 
68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots  1,  18, 
19,  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

523-43-A— 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens.  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — 153rd 
street);  (reopened  March  26,  1946). 

270-46-A — 656  East  133rd  street  and  west  side  of  Cypress 
avenue,  from  East  132nd  to  East  133rd  streets  (base¬ 
ment);  (Block  2546,  Lot  52),  Borough  of  The  Bronx. 

Materials  for  Approval. 

476-44-SM — U.  S.  Gypsum  Co.’s  2"  Solid  Rocklath  and 
Plaster  Partition  (reopened  January  15,  1946  re  amend¬ 
ment  to  include  approval  of  a  fire  resistive  rating  of  one 
hour). 

28-38-SM — Cantilite  Concrete  Plank  for  Roof  and  Floor 
Construction  (reopened  January  29,  1946  re  amendment 
of  resolution). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  28,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  28,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

183-46-A — 76y2  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

219-46-A — 279-281  East  139th  street,  north  side,  130.64  ft. 
east  of  3rd  avenue  (elevator);  (Block  2314,  Lot  89), 
Borough  of  The  Bronx. 

273-46- A — 114-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (1st  floor);  (Block  2266,  Lots  81 
and  82),  Forest  Hills,  Borough  of  Queens. 

218-46-A — 80-02  Rockaway  Beach  boulevard,  northwest 
corner  of  Beach  80th  street  (1st  floor);  (Block  551,  Lot 
1),  Rockaway  Beach,  Borough  of  Queens  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street — 
Rockaway  Beach  boulevard). 

HARRIS  H.  MURDOCK,  Chairman, 


JUNE  4,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  4,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

782-45-BZ— Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 


applicants  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

811-26-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  E.  Winkle,  owner,  reopened 
February  13,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
trict,  the  extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium,  auto 
laundry  and  minor  repairs;  premises  93-02  to  93-14 
Atlantic  avenue,  and  94-02  to  94-08  Woodhaven  boule¬ 
vard,  southwest  corner  (Block  9033,  Lot  1),  Wood- 
haven,  Borough  of  Queens. 

57-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner, 
to  permit  in  residence  and  business  use,  C  and  F  area 
districts,  the  erection  of  a  commercial  building,  with 
exit  from  cellar  through  the  residence  district  contrary 
to  law,  and,  also  exceeding  the  permitted  area  at  curb 
level;  premises  168-01  to  168-09  Hillside  avenue  and 
87*45  to  87-57  168th  street,  northeast  corner  (Block 
9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito¬ 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

674-45-BZ — Application,  November  1,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Frank  J.  Gal¬ 
lagher  and  John  Joseph  Carroll,  applicants,  on  behalf  of 
Carrie  Leschner,  owner  (Tucker  and  Fickeisen,  lessee), 
to  permit  in  residence  and  unrestricted  use  district,  the 
change  of  occupancy  from  garage  for  more  than  five 
(5)  motor  vehicles  and  repair  shop  to  factory;  premises 
431  Lafayette  avenue,  north  side,  104  ft.  east  of  Kent 
avenue,  1009-1011  Kent  avenue,  and  12  Kosciusko  place 
(Block  1940,  Lots  2,  3  and  8),  Borough  of  Brooklyn. 

559-45-BZ — Application  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Fresh  Pond  Holding  Co.,  Inc.,  owner, 
reopened  March  19,  1946,  under  section  21  of  the  zoning 
resolution,  to  permit  in  business  use,  C  area  district,  the 
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erection  of  a  one  story  and  cellar  building  to  occupy 
more  than  permitted  area;  premises  1589-1591  Broad¬ 
way,  north  side,  17  ft.  east  of  Halsey  street  (Block  3408, 
Lots  8  and  9),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to  permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 
for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 
laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14-24  Avenue  M.  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block  6563, 
Lots  6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-6U  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 

278-24-BZ — Application  of  Robert  Teichman,  applicant, 
on  behalf  of  Jumel  Place  and  Edgecomb  Avenue  Corp., 
owner,  reopened  April  17,  1945,  under  sections  7c  and  7e 
of  the  zoning  resolution,  to  permit  in  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more 
than  five  (5)  motor  vehicles  and  repair  shop  (previously 
granted  by  the  Board)  to  garage  for  more  than  five  (5) 
motor  vehicles  and  repair  shop  basement  only,  and  fac¬ 
tory  first  and  second  floors,  using  more  than  permitted 
area;  premises  1  Jumel  place  and  441-451  West  167th 
street,  northeast  corner  (Block  2112,  Lot  58),  Borough 
of  Manhattan. 

293-46-BZ — Application,  April  22,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Norman  Lederer 
and  Leonard  Joseph,  applicants,  on  behalf  of  Sol  Lust- 
bader,  owner  (Movietonews,  Inc.,  lessee),  to  permit  in 
a  residence  use,  B  area  district,  the  erection  of  a  com¬ 
mercial  building  using  more  than  the  permitted  area, 
without  the  required  read  yard;  premises  450  West  54th 
street,  south  side,  175  ft.  east  of  10th  avenue  (Block 
1063,  Lot  57),  Borough  of  Manhattan. 

47-46-BZ — Application,  January  15,  194,6,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Frank  Ingegno,  owner,  to  permit 
in  a  residence  use,  C  area  district,  the  erection  of  a  one 
story  (2  car  garage)  accessory  to  present  multiple 
dwelling,  occupying  more  than  permitted  area;  premises 
173  Lincoln  road  (177  displayed),  northeast  corner  of 
Bedford  avenue,  and  1811-1823  Bedford  avenue  (Block 
1328,  Lot  1),-  Borough  of  Brooklyn. 

539-23-BZ — Application  of  Herman  Kron,  applicant, 
on  behalf  of  Samrose  Realty  Corp.,  owner  (Ferris  Buick 
Corp.,  lessee),  reopened  April  23,  1946,  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  storage 
of  more  than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board),  to  garage  for  more  than  five  motor  ve¬ 
hicles,  automobile  repair  shop,  showroom  and  sales  of 
automobile  parts;  premises  2325-2335  Jerome  avenue, 
and  1-9  Evelyn  place,  northwest  corner  (Block  3198,  Lot 
105),  Borough  of  The  Bronx. 

307-46-BZ — Application,  April  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Carl  E.  Troy,  ap¬ 
plicant,  on  behalf  of  General  Linen  Supply  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  local  retail  use,  C  area 


district,  the  alteration  and  extension  of  present  buildings 
for  the  storage,  shipping  and  manufacturing  of  dry 
goods  in  conjunction  with  existing  wet  wash  laundry, 
using  more  than  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(tilock  1747,  Lots  53-58,  inclusive),  Borough  of  Brook¬ 
lyn. 

312-46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u/w  G.  Wilbur  Doughty,  deceased,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka- 
way,  Borough  of  Queens. 

20-45-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  1  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668-8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman, 


JUNE  11,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Zoning  Application. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

Appeal  from  Administrative  Decision. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  11,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  11,  1946,  at  2  o”clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Appeal  from  Administrative  Decision. 

177-46-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

PIARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  14,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  April  30,  1945, 
were  approved  as  printed  in  Bulletin  No.  19,  Vol.  31. 


ZONING  APPLICATIONS 

811-26-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  E. 
Winkle,  owner. 

SUBJECT — Application  reopened  February  13,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  in  residence  and  unrestricted  use  district,  the 
extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to 
garage,  gasoline  station  and  showroom,  office,  lubri- 
torium,  auto  laundry  and  minor  repairs. 
PREMISES  AFFECTED— 93-02  to  93-14  Atlantic  avenue, 
and  94-02  to  94-08  Woodhaven  boulevard,  south¬ 
west  corner  (Block  9033,  Lot  1),  Woodhaven,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  William  E. 
Winkle. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


596-45-BZ 

APPLICANT — Henry  Nordheim,  for  Albert  E.  Putnam 
Estate,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  local  retail  district,  the 
change  to  occupancy  from  business  (stores)  to 
business  (stores)  and  factory. 

PREMISES  AFFECTED— 1161-1175  Castle  Hill  avenue, 
and  2167  Powell  avenue,  northwest  corner  (Block 
3811,  Lot  41),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  H.  Nordheim  and  Dorothy  Scala. 
For  Apposition:  F.  X.  Stephens,  Jr.,  F.  Wolf,  Rev. 

P.  Sander  and  Nicholas  J.  Giardina. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


792-45-BZ 

APPLICANT — H.  Hurwit,  for  Maria  Talamo,  owner  (Rose 
Fromme,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage 
to  a  garage  for  more  than  five  (5)  motor  vehicles 
located  within  250  feet  of  a  public  park. 

PREMISES  AFFECTED — 346  East  114th  street,  south 
side,  175  ft.  west  of  1st  avenue  (Block  1685,  Lot 
36),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1946  at  10 
A.  M.  for  insection  of  a  Committee  of  the  Board. 
Applicant  to  be  notified. 


799-45-BZ 

APPLICANT — Walter  Eberhardt,  for  Anna  Rosello,  owner 
(Willy  Furo,  Lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  change 
in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment. 

PREMISES  AFFECTED — 507  East  76th  street,  north 
side,  148  ft.  east  of  York  avenue  (Block  1488,  Lot 
7),  Borough  of  Manhattan.  - 

APPEARANCES— 

For  Applicant:  Walter  Eberhardt. 

For  Opposition:  Stanley  Kaufman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


20-46-BZ 

APPLICANT — Morris  Whinston,  for  668  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  1  use,  B  area  district,  the 
extension  of  existing  structure,  using  more  than 
permitted  area. 

PREMISES  AFFECTED — 668  8th  avenue,  east  side,  80 
ft.  north  of  West  42nd  street  (Block  1014,  Lot  4), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Whinston  and  N.  Suskin. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  4,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board. 


25-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Helen  Sciarello, 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  re¬ 
construction  of  a  gasoline  service  station,  to  a  gas¬ 
oline  service  station,  office,  lubritorium,  laundry, 
wheel  alignment,  brake  testing  and  minor  repairs 
to  motor  vehicles. 

PREMISES  AFFECTED— 1702  Cropsey  avenue,  and  8835- 
8847  17th  avenue,  southeast  corner  (Block  6462, 
Lots  16  and  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Ruth  Brederich,  Henrietta  Kanter, 
Lucy  Gesualdi,  Harold  Klorfein,  Dep’t  of  Parks 
and  R.  Gesualdi. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


57-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Kalbreit  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  residence  and  business  use,  C 
and  F  area  districts,  the  erection  of  a  commercial 
building,  with  exit  from  cellar  through  the  resi¬ 
dence  district  contrary  to  law,  and,  also  exceeding 
the  permitted  area  at  curb  level. 

PREMISES  AFFECTED— 168-01  to  168-09  Hillside  ave¬ 
nue,  and  87-45  to  87-57  168th  street,  northeast  cor¬ 
ner  (Block  9840,  Lot  1),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  I.  Breitbart. 
For  Opposition:  M.  Lieberman,  Jr.,  E.  Collins, 
H.  Murray,  D.  Davidson,  A.  von  Busch,  E. 
von  Busch  and  H.  Prosser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


63-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  E. 
Winkle,  owner. 

SUBJECT — Application  (decision  of-  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  business  use  district,  the  erection 
of  a  gasoline  service  station,  battery  and  ignition 
repairing,  lubritorium,  office  and  auto  laundry. 
PREMISES  AFFECTED — 108-05  to  108-15  Rockaway 
boulevard,  north  side,  30  ft.  east  of  108th  , street 
(Block  11475,  Lot  1),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  William  E. 
Winkle. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
further  consideration. 


575-32-BZ  % 

APPLICANT — Charles  M.  Spindler,  for  Mary  Cavallaro 
and  Harriet  Sweeney,  owners. 

SUBJECT — Application  reopened  March  19,  1946,  re  Ap¬ 
plication  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  reconstruc¬ 
tion  and  extension  of  existing  gasoline  service  sta¬ 
tion  (previously  granted  by  the  Board). 

PREMISES  AFFECTED — 242-02  to  242-12  Merrick  boule¬ 
vard  and  133-41  to  133-45.  242nd  street,  southeast 
corner  (Block  13206  (3645),  Lots  17  and  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


283-42-BZ 

APPLICANT — Herman  Kron,  for  Estate  of  Theodore 
Badman,  owner. 

SUBJECT — Application  reopened  February  26,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  (previously 
denied). 

PREMISES  AFFECTED— 222-228  East  34th  street,  south 
side,  275  ft.  east  of  3rd  avenue  (Block  914,  Lots 
46-49),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron  and  Charles  Fleece. 
For  Opposition:  H.  Klorfein,  Triboro  Bridge  & 
Tunnel  Authority,  W.  Walter,  H.  Wolf,  J. 
Hughes  and  John  Ryan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (283-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for  a  term 
of  two  (2)  years,  the  transient  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  222-228  East  34th  street,  south 
side,  275  ft.  east  of  Third  avenue  (Block  No.  914,  Lot  Nos. 
46  to  49  inclusive),  Borough  of  Manhattan,  was  denied  by 
vote  of  the  Board  on  July  7,  1942;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  further  consideration  under  new  facts ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  26,  1946;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  14,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  34th  street  is  in  residence  and 
business  use,  B  area  and  Class  \lA  height  districts;  3rd 
avenue  is  in  a  business  use,  B  area  and  Class  1 height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  29,  1946,  re  Alt.  Applic.  99-46,  reads : 

“1.  Proposed  occupancy  of  premises  as  a  parking  lot 
for  more  than  5  cars  in  a  residence  district  is  contrary 
to  Sec.  3,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  98.9  ft.  in  depth,  on  which  is  to 
be  erected  a  building  10  ft.  front  by  10  ft.  in  depth,  1  story, 
10  ft.  in  height  of  Class  4  construction;  that  it  is  proposed 
to  use  the  building  as  an  office;  and 

Whereas,  the  applicant  contends  that  parking  conditions 
in  this  area  are  now  a  serious  problem,  both  from  a  civic 
and  commercial  standpoint ;  that  34th  street  has  been  made 
an  “express”  street ;  that  all  parking  is  forbidden  on  34th 
and  35th  streets ;  that  parking  fines  for  street  parking  in 
this  area  have  been  increased  to  the  point  where  the 
minimum  fine  .is  now  $15  for  the  first  offense;  that  the  free 
and  unhampered  use  of  passenger  pleasure  cars  is  a  keen 
necessity  to  maintain  the  life  line  of  commercial  affairs  of 
the  City  of  New  York,  particularly  in  the  midtown  section; 
that  with  all  street  parking  in  this  area  barred  there  is  not 
the  necessary  parking  space  in  this  area ;  that  an  immedi¬ 
ate  increase  in  off  street  parking  facilities  is  imperative  in 
this  area ;  that  the  recent  rezoning  of  the  City  has  prac¬ 
tically  eliminated  all  unrestricted  areas  in  this  vicinity;  that 
for  many  reasons  this  property  and  similar  properties  can¬ 
not  be  developed  at  the  present  time ;  that  it  is  to  be  noted 
that  the  property  is  located  in  a  predominant  industrial  sec- 
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tion ;  that  there  are  two  curb  cuts  on  the  north  side  of 
the  property,  one  to  the  U.  S.  Post  Office  and  one  to  a 
garage  located  on  the  north  side  of  the  street ;  that  the 
fact  is  that  this  property  faces  directly  across  from  the 
Post  Office  and  further,  the  adjacent  property  immediately 
to  the  west  of  this  property  is  used  for  industrial  purposes ; 
that  the  Midtwon  Tunnel  exit  also  faces  approximately  75 
ft.  west  of  the  site ;  that  it  may  be  submitted  that  serious 
objection  might  be  urged  for  the  granting  of  a  permanent 
permit  for  parking  or  for  garage  purposes ;  that  however, 
these  objections  cannot  be  seriously  considered  in  opposi¬ 
tion  to  an  application  for  temporary  parking  facilities ;  that 
the  only  method  of  giving  temporary  relief  would  be  to 
grant  temporary  permits  in  areas  of  this  type  for  the  tem¬ 
porary  parking  of  cars  for  a  two-year  period,  and  it  is 
therefore  respectively  submitted  that  both  necessity  and  con¬ 
venience  and  the  relief  of  the  owner  from  hardship  merit 
a  granting  of  this  application ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


320-45-BZ 

APPLICANT — A.  S.  Mongiello,  for  Joseph  Palermo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  and  unrestricted  use  dis¬ 
trict,  the  change  of  occupancy  from  garage  (not 
more  than  four  cars  and  light  storage)  to  rug 
cleaning  and  light  storage. 

PREMISES  AFFECTED— 212  Evergreen  avenue,  south 
side,  70  ft.  east  of  Willoughby  avenue  (Block  3206, 
Lot  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  S.  Mongiello,  M.  Shapiro  and 
J.  Palermo. 

For  Opposition:  J.  A.  Weil. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative .  0 


THE  RESOLUTION  (320-45-BZ) 

Whereas,  A.  S.  Mongiello,  for  Joseph  Palermo,  owner, 
filed  May  25,  1945,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  business  and  unrestricted 
use  district  the  change  of  occupancy  from  garage,  not  more 
than  four  cars  and  light  storage  to  rug  cleaning  and  light 
storage  of  rugs,  affecting  premises  212  Evergreen  avenue, 
south  side,  70  ft.  east  of  Willoughby  avenue  (Block  3206^ 
Lot  16),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
May  14,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board;  and 

Whereas,  the  district  maps  accompanying  the  zone 
resolution  slum  that  Evergreen  avenue  and  Willoughby  ave¬ 
nue  are  in  business  and  unrestricted  use  B  area  and  class 
1E>  height  districts;  and 

V  hereas,  the  decision  of  the  borough  superintendent 
dated  May  21,  1945  on  Alt.  Applic.  3672-44  reads : 

1.  I  roposed  laundry  for  rugs,  within  a  business  use 
district  is  contrary  to  Art.  2,  Sec.  a-7  of  the  Zoning 
Resolution.”  6 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  75  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  75  ft.  in  depth,  2  stories, 
23  ft.  in  height,  of  class  3  construction ;  that  it  is  proposed  to 
use  the  first  floor  for  rug  cleaning;  the  second  floor  for 
light  storage  of  rugs;  and 

Whereas,  the  applicant  contends  that  the  present  legal 
occupancy  is:  1st  floor — garage  for  not  more  than  4  cars; 
2nd  floor — light  storage ;  that  the  present  illegal  occupancy 
is:  1st  floor — rug  cleaning;  2nd  floor — storage  of  rugs;  that 
the  premises  is  a  two  story  brick  and  frame  building  and 
two  men  are  employed;  that  the  building  is  now  about  10% 
in  unrestricted  district  and  the  balance  in  business ;  that  no 
chemical  or  gases  of  any  type  are  used  in  the  process  of 
cleaning  rugs;  water  and  soaps  are  used  exclusively;  that 
if  the  present  legal  occupancy  is  maintained,  rental  from  the 
building  will  not  pay  for  the  upkeep ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  a  decision  has  been  filed  as  to  the  adjoining 
building  at  439  Myrtle  avenue  (Block  3206,  Lot  20),  the 
first  floor  of  which  is  connected  to  the  premises  by  a  door 
and  are  used  in  conjunction  therewith  for  drying  rugs  after 
they  are  cleaned  at  212  Evergreen  avenue  (Alteration  155- 
45  objection  dated  May  3,  1946)  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  ZKiriation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  regulation  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof 
for  a  term  of  five  (5)  years  to  permit  the  premises  at  212 
Evergreen  avenue  to  be  occupied  as  proposed,  on  condition 
that  this  building  and  the  adjoining  connected  building  occu¬ 
pied  for  the  drying  of  rugs  at  439  Myrtle  avenue  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  portable  fire  fighting  appliances  shall  be  maintained 
throughout  both  buildings  as  the  fire  commissioner  shall 
direct  j  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
resolution. 


413-45-BZ 

APPLICANT — Emil  Koeppel,  for  Rabbi  Samuel  A.  Rubin, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
January  22,  1946 — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
zoning  resolution,  to  permit  in  residence  and  retail 
use  districts,  a  proposed  building  to  be  used  as  a 
synagogue  to  occupy  more  than  55%  of  the  lot,  to 
have  a  rear  yard  not  in  conformity  with  Section 
14  (a)  of  the  zoning  resolution;  and  with  proposed 
court  width  contrary  to  zoning  resolution;  (previ¬ 
ously  withdrawn). 

PREMISES  AFFECTED — 154  Henry  street,  south  side,  83 
ft.  west  of  Rutgers  street  (Block  271,  Lot  57), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel,  Rabbi  S.  A.  Rubin 
and  D.  Mann. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commssioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (413-45-BZ) 

Whereas,  on  October  23,  1945,  an  application  re  (deci¬ 
sion  of  the  borough  superintendent)  under  section  21  of  the 


550 


MINUTES 


zoning  resolution,  to  permit  in  a  residence  use  and  retail  use 
district,  a  proposed  building  to  be  used  as  a  synagogue  to 
occupy  more  than  55%  of  the  lot,  to  have  a  rear  yard  not  in 
conformity  with  section  14a  of  the  zoning  resolution,  and 
to  be  provided  with  a  chimney  located  in  the  rear  yard  in 
excess  of  the  area  permitted  by  section  17c  of  the  Zoning 
resolution,  affecting  premises  154  Henry  street,  south  side, 
83  feet  east  of  Rutgers  street  (Block  271,  Lot  5),  Borough 
of  Manhattan,  and  was  withdrawn  without  prejudice  on 
October  23,  1945;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  22,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  May  14,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Henry  street  is  in  residence  and  retail 
use,  D  area  and  Class  1  height  districts;  Jefferson  street 
is  in  residential  and  retail  use,  D  area  and  Class  1  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  11,  1945  re  N.B.  Applic.  128-45,  reads: 

“2.  Repeat.  Since  proposed  building  is  to  be  erected 
as  an  interior  lot,  area  ‘D’  district,  proposed  structure 
not  to  exceed  55%  of  area  of  the  lot,  Art.  IV,  Sec.  14c — 
Zoning  Resolution. 

3.  Repeat.  Since  proposed  structure  is  in  an  area 
‘D’  district,  proposed  rear  yard  does  not  meet  the  re¬ 
quirements  of  Art.  IV,  Sect.  14a  Zoning  Resolution. 

6.  Proposed  court  width  is  contrary  to  Art.  IV,  Sec¬ 
tion  14a  Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  22  ft.  frontage  by  100  ft.  in  depth,  on  which  it  is 
proposed  to  erect  a  building  22  ft.  front  by  90  ft.  deep,  3 
stories,  47  ft.  6  in.  in  height ;  of  Class  1  construction ;  that  it 
is  proposed  to  erect  a  fully  fireproof  building  occupying  more 
than  55%  of  lot,  to  cover  100%  of  the  lot  at  basemlent  and 
1st  floor  level,  to  concur  at  2nd  floor  line  approximately  21 
ft.  above  grade  and  such  rear  yard  to  be  10  ft.  in  depth 
across  the  entire  width  of  the  lot;  and 

Whereas,  the  applicant  contends  that  the  purpose  of  this 
application  is  to  obtain  a  variation  from  the  zoning  law  as 
to  permission  to  occupy  more  than  55%  as  required  by  law ; 
that  the  proposed  building  is  a  religious  institution  and  it 
would  be  of  great  hardship  to  comply  with  the  letter  of  the 
law,  as  the  property  had  been  acquired  for  the  purpose  of 
erecting  a  synagogue  thereon  prior  to  change  of  zoning- 
laws  affecting  area  to  be  occupied ;  that  all  efforts  of  the 
owner  to  buy  the  building  where  the  synagogue  is  at  present 
located  or  to  extend  the  expiring  lease  met  with  failure ; 
that  it  is  therefore  respectfully  requested  that  this  applica¬ 
tion  be  favorably  considered ;  and 

Whereas,  the  owners  state  that  they  have  now  acquired 
title  to  the  adjoining  building  at  152  Henry  street  (Block 
271,  Lot  58)  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution  as  to  area  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  thereof,  to  per¬ 
mit  a  class  1  building  substantially  as  proposed,  on  co}idition 
that  there  shall  be  left  above  the  first  story  a  rear  yard 


not  less  than  20  ft.  in  depth  as  well  as  the  side  court  with 
a  width  of  not  less  than  3  ft.  as  indicated  on  plans  marked 
“Received  December  28,  1945” ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  with  one  (1)  year  from 
the  date  of  this  resolution. 


776-45-BZ 

APPLICANT — New  York  City  Housing  Authority,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21 -c  of  the  zoning  resolu¬ 
tion,  to  permit  in  residence  and  retail  use,  D  area 
district,  and  Class  1  height  district,  the  erection  of 
fireproof  Class  “A”  multiple  dwellings,  provided 
with  dormers,  the  area  of  which  dormers  will  be 
in  excess  of  that  permitted  under  section  9c,  when 
computed  on  basis  of  projected  street  lines. 
PREMISES  AFFECTED — East  Houston  street,  to  East 
6th  street,  between  Avenue  D  and  East  River  drive 
(Block  356,  Lot  1),  Lillian  Wald  Houses  (Build¬ 
ings  No.  2,  3,  4  and  10),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  L.  Joseph,  W.  Vladeck,  H.  Sleeper 
and  C.  Tillion. 

For  Opposition:  Helen  Fishman,  Max  Fishman 
and  Frieda  Horowitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (776-45-BZ) 

Whereas,  New  York  City  Housing  Authority,  owner, 
filed  December  7,  1945,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  residence  and  retail  use, 
D  area  and  Class  1  height  districts  the  erection  of  fireproof 
Class  “A”  multiple  dwellings  provided  with  dormers,  the 
area  of  which  dormers  will  be  in  excess  of  that  permitted 
under  section  9c,  when  computed  on  basis  of  projected  street 
lines ;  premises :  East  Houston  street  to  East  6th  street,  be¬ 
tween  Avenue  D  and  East  River  drive  (Superblock  356, 
Lot  1),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  May  14,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Avenue  D  is  in  a  retail  use,  D  area 
and  Class  1  height  district ;  East  River  drive  is  in  a  resi¬ 
dence  use,  D  area  and  Class  1  height  district ;  East  6th 
street  and  East  Houston  street  are  in  residence  and  retail 
use,  D  area  and  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  12,  1945  re  amendment  to  N.B.  Applica¬ 
tions  55  through  71-1945,  reads : 

“A1 — The  proposed  method  of  computing  dormers 
above  the  required  setback  is  not  acceptable  and  is  not 
in  conformity  with  the  provisions  of  Subdivision  c  of 
Section  9  of  Art.  Ill  of  the  Zoning  Resolution,  which 
is  interpreted  by  the  Dept,  of  Housing  and  Buildings, 
under  G.O.  71  of  1945  as  follows : 

‘The  reference  to  “60  percent  of  the  length  of  such 
frontage  of  such  part  of  the  building”  and  “such 
frontage  length  of  such  structure  at  any  given  level” 
refer  to  lengths  of  the  building  proper  at  various  levels 
and  NOT  TO  THE  FRONTAGE  LENGTH  OF 
THE  LOT  OR  PLOT.  DORMER  AND  BULK- 
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HEAD  PRIVILEGES  SHALL  BE  BASED 
SOLELY  AND  ONLY  AS  TO  LENGTH  ON 
THE  BASIS  OF  THE  FRONTAGE  LENGTH 
OF  THE  STRUCTURE  AT  THE  LEVEL  IN¬ 
VOLVED.’ 

“The  Department,  in  computing  the  ‘height,  area  and 
light  and  ventilation’  under  the  provisions  of  the  Zoning 
Resolution  as  amended  on  December  2,  1944,  and  under 
provisions  of  the  Multiple  Dwelling  Law  has  taken  the 
‘assumed  widths’  of  the  streets  as  shown  on  the  ‘site 
plan’,  which  is  subject  to  the  legal  widening  of  the 
streets  and  the  completion  of  all  legal  procedure  in  con¬ 
nection  with  the  foregoing. 

The  dormers  in  Buildings  2,  3,  4  and  10  are  excessive 
when  computed  on  the  ‘projected  lines’  of  each  of  these 
buildings.” 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  961  feet  and  613  feet  front  by  937  and  865  feet  in  depth 
on  which  it  is  proposed  to  erect  13  buildings  fourteen  stories 
in  height  and  three  building  ten  stories  in  height  of  Class  1 
construction ;  that  it  is  proposed  to  demolish  existing  build¬ 
ings  and  erect  Class  “A”  multiple  dwellings;  and 

Whereas,  the  applicant  contends  that  the  proposed  project 
will  consist  of  four  11 -story  and  twelve  14-story  apartment 
building  in  a  net  area  of  701,768  square  feet;  that  the  land 
area  to  be  covered  by  all  the  buildings  will  be  125,869 
square  feet  or  approximately  18%  of  the  entire  net  area  of 
the  project;  that  it  is  apparent,  therefore,  that  the  ratio  of 
the  area  of  the  buildings  to  the  area  of  the  site  is  consid¬ 
erably  less  than  the  maximum  of  25%  set  forth  in  the  Zoning 
Resolution ;  that  the  plan  as  presented  provides  adequate 
light  and  air  in  all  respects  as  evidenced  by  the  minimum 
distance  between  any  two  buildings  being  in  every  case  more 
than  six  inches  per  foot  in  height  and  in  all  cases  more  than 
20  feet  between  buildings,  thus  providing  more  light  and 
air  than  the  minimum  requirements  of  Section  21-C;  that 
the  history  of  this  application  consists  of  various  interpreta¬ 
tions  of  the  Department  of  Housing  and  Buildings  as  to  the 
basis  for  computing  dormer  allowances ;  that  the  Authority 
desires  to  point  out  some  very  pertinent  facts  illustrating 
that  the  plan  as  submitted  provides  much  better  conditions 
than  the  minimum  legal  requirements,  for  example,  if  Build¬ 
ing  No.  10  were  rotated  on  its  axis  90  degrees,  such  loca¬ 
tion  would  fulfill  requirements  of  law  although  offering  a 
much  less  desirable  conditions  as  regards  light,  air,  etc.,  and 
if  Building  No.  10  were  rotated  180  degrees,  the  location 
would  fulfill  the  requirements  of  the  law  although  again  offer¬ 
ing  a  much  less  desirable  condition;  that  the  Authority 
were  to  propose  a  project  in  which  all  buildings  now  shown 
fronting  on  East  6th  street  were  connected  with  continuous 
H-story  structures  between  wings  parallel  to  East  6th  street 
the  layout  would  satisfy  Order  No.  71-1945  of  Department 
ot  Housing  and  Buildings  and  yet  would  result  in  very 
undesirable  conditions;  that  the  increased  frontage  caused 
by  connecting  buildings  would  add  considerably  to  the  width 
of  the  frontages  on  the  10  foot  setback  line  because  it  would 
greatly  increase  the  base  upon  which  the  dormer  allowance 

W°uU  ^Cca  CU  ate<?  ’  ^hat  two  drawings,  numbered  373/143 
and  373/145  are  submitted,  showing  the  layout  of  the  build¬ 
ings  facing  East  6th  street  and  on  Avenue  D;  that  the  study 
ior.thfe  two  streets  will  definitely  show  the  benefits 
to  be  derived  from  the  Site  Plan  as  proposed,  as  compared 
to  the  undesirable  results  which  could  be  provided  under  the 
dormer  rights  allowed  by  the  Department  of  Housing  and 
Buildings  in  their  interpretations;  that  the  order  upon  which 
the  objection  depends  simply  means  that  the  greater  the 
distance  separating  the  buildings  along  the  street  boundaries 
of  the  project,  the  farther  must  the  buildings  be  set  back 
from  the  street  building  lines ;  that  in  an  “acreage  project” 

i  IS  Ilan,festly  ^bsurd  to  require  that  the  setback  plane 
along  the  street  frontages  be  pushed  back  in  a  ratio^or- 
responding  to  the  increase  in  the  open  space  between  build¬ 
ings  along  the  street  frontages;  that  the  site  plan  for  this 
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project  provides  conditions  eminently  better  than  might  be 
provided  by  the  use  of  every  technicality,  advantage  or  loop¬ 
hole  that  the  law  might  offer;  that  the  use,  height  and  area 
designations  of  the  premises  were  changed  March  1,  1939 
as  follows :  Use — from  Unrestricted  to  residence  and  retail ; 
height,  from  1  y2  to  1;  area,  from  B  to  D ;  and 

Whereas,  the  applicant  changed  the  basis  of  appeal  to 
section  21 ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecesary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  as  to  N.  B.  Applications  56,  57,  58,  64  of  1945,  on 
condition  that  in  all  other  respects,  the  height  requirements 
of  the  zoning  resolution  shall  be  complied  with ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


36-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  F.  Lidonici, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  business  use,  D  area  district,  the  erec¬ 
tion  of  a  building  to  be  used  as  a  gasoline  service 
station,  lubritorium,  auto  laundry  and  public  garage 
for  more  than  five  (5)  motor  vehicles,  using  more 
than  the  permitted  area  of  the  lot. 

PREMISES  AFFECTED— 68-72  to  68-88  Austin  street, 
south  side,  100  ft.  west  of  69th  avenue  (Block  3234, 
part  of  Lots  22  and  34),  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  A.  Lama,  F.  Lidonici  and  Leo  Katz- 
man. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 

THE  VOTE  TO  WAIVE  RULES  OF  PROCEDURE— 
Affirmative :  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION  (36-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  F.  Lidonici,  owner, 
filed  January  8,  1946,  an  application  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use,  D  area  dis¬ 
trict,  the  erection  of  a  building  to  be  used  as  a  gasoline 
service  station,  lubritorium,  auto  laundry  and  public  garage 
for  more  than  five  (5)  motor  vehicles,  using  more  than  the 
permitted  area  of  the  lot:  premises  68-72  to  68-88  Austin 
street,  south  side,  100  ft.  west  of  69th  avenue  (Block  3234, 
part  of  Lots  22  and  34),  Forest  Hills,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
mg  May  14,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Austin  street  is  in  a  business  use,  D 
area  and  Class  1  height  district ;  69th  avenue  is  in  resi¬ 
dence  and  business  use,  D  area  and  Class  1  height  districts ; 
and 

V  hereas,  the  decision  of  the  borough  superintendent 
dated  December  11,  1945,  re  N.B.  Applic.  2150-45,  reads: 


II 


MINUTES 


“1.  The  erection  of  a  building  to  be  used  as  a  garage 
for  more  than  5  cars,  and  as  a  gas  service  station,  on 
a  plot  located  in  a  business  zone,  is  contrary  to  Art.  2, 
Sec.  4,  Subsec.  15  and  46,  of  the  zoning  law. 

“2.  The  percentage  of  area  of  the  plot  to  be  occupied 
by  the  building  is  excessive  (Sec.  14-c  zoning  law).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  120  ft.  frontage  by  90  ft.  in  depth,  on  which  is 
to  be  erected  a  building  120  ft.  front  by  90  ft.  in  depth,  one 
story,  13  ft.  in  height,  of  Class  3  construction;  and 
Whereas,  the  applicant  contends  that  it  is  the  intention 
of  the  owners  to  construct  on  this  site  a  one-story  public 
garage  of  more  than  five  motor  vehicles  and  gasoline  sta¬ 
tion  with  lubritorium  and  auto  laundry;  that  the  proposed 
building  will  occupy  100%  of  the  area;  that  the  owner  up 
until  October  1,  1944,  operated  a  garage  on  Austin  street 
approximately  800  ft.  from  this  location;  that  this  garage 
was  sold  and  was  to  be  used  as  an  automobile  showroom 
and  sales  and  servicing  thereby  creating  a  shortage  of  garage 
facilities  in  this  area;  that  Block  3234,  Lot  110  is  im¬ 
proved  with  a  one-story  factory  which  occupied  the  entire 
area  of  the  plot;  that  directly  adjoining,  Lots  114  and  117, 
are  used  for  parking  and  storage  of  automobiles;  that  the 
site  in  question  backs  directly  on  an  embankment  of  the 
Long  Island  railroad  and  therefore  will  not  in  any  way 
effect  the  general  surroundings,  as  all  property  backing  on 
the  railroad  is  more  or  less  desirable  for  uses  such  as  pro¬ 
posed  in  this  application;  that  it  is  therefore  respectfully 
requested  that  this  application  be  granted ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  due  to  the  improper 
zoning  and  the  high  railroad  embankment  at  the  rear,  that 
the  use  proposed  and  100%  coverage  of  the  lot  should  be 
permitted ;  and 

Whereas,  the  Board  deemed  that  this  .was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f  of  the  zoning  resolution  as  to  use,  and  that 
the  applicant  had  substantiated  a  basis  of  appeal  under 
section  21  of  the  zoning  resolution  as  to  area  and  was  there¬ 
fore  entitled  to  relief  as  to  use  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  sections 
7f  and  21  for  a  term  of  10  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied  as  pro¬ 
posed  for  public  garage  and  gasoline  station,  substantially 
in  accordance  with  the  plans  submitted  with  this  applica¬ 
tion  marked  “Received  January  8,  1946,”  on  condition  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  the  building  shall  be  arranged  and  designed  as  indicated 
on  such  plans  and  in  all  other  respects  shall  comply  with 
all  laws  and  rules  applicable  to  such  use  and  occupancy ; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  resolution  (N.B. 
Applic.  2150-45). 


246-46-BZ 

APPLICANT — Hugh  G.  Bergen,  for  President  and  Direc¬ 
tors  of  The  Manhattan  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
extension  of  present  building,  using  more  than  per¬ 
mitted  area. 

PREMISES  AFFECTED— 257  Beach  116th  street,  west 
side,  200  ft.  south  of  Newport  avenue  (Block  664, 
Lot  17),  Rockaway  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  G.  Bergen,  J.  Burmeister, 
J.  Maher  and  W.  S.  Peterson. 


For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  RESOLUTION  (246-46-BZ) 

Whereas,  Hugh  G.  Bergen,  for  President  and  Directors 
of  The  Manhattan  Company,  owners,  filed  April  8,  1946, 
an  application  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  business  use,  C  area  district,  the  extension  of 
present  building  using  more  than  permitted  area ;  premises 
257  Beach  116th  street,  west  side,  200  ft.  south  of  Newport 
avenue  (Block  664,  Lot  17),  Rockaway  Beach,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  May  14,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  116th  street  is  in  a  business  use 
C  area  and  Class  1  height  district;  Newport  avenue  is  in 
residence  B  area  and  business  use,  C  area  and  Class  1 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  13,  1946  re  Alt.  Applic.  356-46,  reads: 

“1.  The  percentage  of  area  of  the  business  portion 
of  the  plot,  to  be  occupied  by  the  enlarged  building,  is 
excessive  (Sec.  13-b  zoning  law).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  40  ft.  frontage  by  77  ft.  6  in.  in  depth, 

4  stories,  42  ft.  in  height  of  Class  1  construction;  that  it 
is  proposed  to  erect  a  safe  deposit  vault  in  the  rear  of  the 
present  building  22  ft.  6  in.  wide  by  20  ft.  11  in.  in  depth, 
one  story,  12  ft.  3  in.  in  height,  of  Class  1  construction ;  and 

Whereas,  the  applicant  contends  that  the  plot  is  40  ft. 
by  100  ft.,  located  on  the  west  side  of  Beach  116th  street, 
the  main  business  street  in  Rockaway  Park;  that  it  is  im¬ 
proved  with  a  4  story  (3  stories  and  mezzanine)  brick  build¬ 
ing,  covering  about  85%  of  the  plot,  erected  in  1926;  that 
adjoining  in  the  rear  there  is  a  12  ft.  cement  driveway  lead¬ 
ing  out  to  Beach  117th  street,  which  gives  emergency  ac¬ 
cess  to  and  from  the  fire  tower  which  is  a  part  of  the 
present  building;  that  permission  is  sought  to  erect  a  safe 
deposit  vault  which  will  constitute  a  one-story  extension 
adjoining  approximately  12  ft.  8  in.  high,  22  ft.  6  in.  wide 
and  20  ft.  11  in.  deep  at  its  greatest  dimensions;  that  a  4  ft. 
unobstructed  passageway  will  be  left  open  to  give  access 
to  and  from  the  fire  tower  and  the  driveway;  that  the 
walls  and  roof  of  the  proposed  extension  will  be  constructed 
of  reinforced  concrete,  12  to  18  in.  thick  covered  with  brick 
veneer  and  blending  with  the  present  appearance ;  that  there 
will  be  no  windows,  doors  or  other  openings  in  the  exterior 
of  the  proposed  extension;  that  the  only  access  will  be 
from  the  safe  deposit  department  on  the  1st  floor  of  the 
interior  of  the  present  building  through  a  door  to  be  cut  in 
the  rear  wall  thereof;  that  the  proposed  extension  will 
abut  an  existing  brick  wall  9  ft.  high  which  now  extends  g 
westerly  from  the  northwest  corner  of  the  building  along 
the  northerly  boundary  line  of  the  property  to  the  westerly 
line  thereof;  that  this  wall  was  constructed  by  the  City  of 
New  York  and  separates  the  rear  yard  of  the  property  in 
question  from  the  rear  yard  of  the  fire  house  adjoining 
on  the  north;  that  this  wall  abuts  a  frame  garage  which  is 
on  property  at  242  Beach  117th  street  and  stands  just  be- 
vond  the  northwest  corner  and  adjoins  the  cement  driveway 
on  the  north;  that  the  proposed  1-story  vault  extension  will 
not  shut  off  any  light,  air  or  view  from  any  property  except 
the  subject  property  and  will  cause  no  noise,  odor  or  other 
nuisance  of  any  kind;  that  the  hank  purchased  the  property 
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and  took  title  to  it  on  March  14,  1946  from  the  Queens- 
borough  Gas  and  Electric  Company  at  $172,000  including 
said  12  ft.  cement  driveway ;  that  it  purchased  the  prop¬ 
erty  because  its  present  Rockaway  Park  branch  at  211 
Beach  116th  street,  a  1 -story  building  size  30  ft.  by  100  ft. 
is  too  small  to  allow  it  to  give  proper  and  adequate  banking 
and  safe  deposit  service  to  the  merchants  and  inhabitants 
of  the  area;  that  the  present  quarters  of  the  Branch  are 
inadequate  during  the  summer  months  which  makes  proper 
service  difficult;  that  the  subject  property  was  and  is  the 
only  one  available  of  adequate  size  and  suitable  location 
for  the  bank’s  purposes ;  that  the  Banking  Board  of  the 
State  of  New  York  has  authorized  the  Bank  to  move  its 
branch  to  the  subject  property  and  the  bank  is  anxious  to 
do  so  as  soon  as  certain  alterations  are  completed;  that 
these  proposed  alterations  are  all  interior  except  for  the 
proposed  one-story  safe  deposit  vault  extension ;  that  there 
is  no  basement  under  the  bank  building,  except  a  small 
fire  pit;  that  soil  and  water  conditions  make  it  impracticable 
to  excavate  one  of  the  depth  and  size  which  would  be  re¬ 
quired  to  house  safe  deposit  department  and  vault;  that  it 
is  therefore  respectfully  requested  that  the  Board  grant  this 
application  in  the  interest  of  substantial  justice;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21,  on  con¬ 
dition  that  such  extension  as  proposed  shall  not  exceed  13 
feet  in  height  above  grade;  that  the  building  shall  not  be 
further  increased  in  height  or  area ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  resolution  (Alt.  Applic.  356-46). 


155-46-BZ 

APPLICANT — Henry  George  Greene,  for  Arjoy  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  use  district,  the  exten¬ 
sion  of  present  building,  using  more  than  the  per¬ 
mitted  area. 

PREMISES  AFFECTED — 408  8th  avenue,  east  side,  97.6 
ft.  south  of  West  31st  street  (Block  780,  Lot  4), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  G.  Greene  and  Harry  Pine. 
For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (155-46-BZ) 

Whereas,  Henry  George  Greene,  for  Arjoy  Realty  Corp., 
owner,  filed  March  1,  1946  an  application  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  retail  use  district 
the  extension  of  present  building  using  more  than  the  per¬ 
mitted  area,  affecting  premises  408  8th  avenue,  east  side, 
97.6  ft.  south  of  West  31st  street  (Block  780,  Lot  4),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  14,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 


resolution  show  that  8th  avenue  is  in  a  retail  use,  B  area 
and  Class  1)4  height  district;  West  31st  street  is  in  a  retail 
use,  B  area  and  Class  1)4  height  district;  West  30th  street 
is  in  a  retail  and  unrestricted  use,  B  area  and  Class  1)4 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  7,  1946  on  Alt.  Application  2003-45  reads : 

“1.  New  extension  to  structure  exceeds  the  per¬ 
mitted  65%  ground  coverage  which  is  contrary  to  Sec¬ 
tion  12b,  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front,  100  ft.  in  depth,  1  story, 
13  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  extend  the  building  in  height  to  permit  the  construction 
of  a  mezzanine  for  50%  area  of  the  building  making  it 
25  ft.  front  by  100  ft.  in  depth,  1  story,  23  ft.  in  height, 
of  Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
extend  the  front  portion  of  the  building  to  a  height  as  in¬ 
dicated  on  plans  filed  with  this  application ;  that  the  present 
building  was  originally  a  3  story  structure  in  1916;  that  in 
1936  the  zone  was  changed  from  business  use  to  retail ; 
that  several  years  ago  the  upper  two  stories  of  the  struc¬ 
ture  were  demolished  and  the  building  left  as  a  one-story 
structure ;  that  the  parapet  walls  were  kept,  however,  to  a 
height  of  5  ft.  over  the  existing  ceiling  height  of  the  store; 
it  is  proposed  to  extend  the  height  of  the  building  to 
23  ft.  and  install  a  mezzanine  for  50%  of  the  area  of  the 
building ;  that  the  borough  superintendent  has  ruled  that 
the  present  zoning  restriction  would  permit  the  applicant 
to  raise  the  height  of  the  structure  for  65%  of  its  area 
requiring  that  the  height  be  dropped  for  the  rest  of  the 
building  creating  a  rather  awkward  interior  bulk  arrange¬ 
ment  ;  that  the  surrounding  buildings  are  all  of  greater 
height  than  this  building  and  if  the  height  were  permitted 
to  be  raised  to  the  permissible  height  for  the  65%  of  the 
area,  the  enclosure  walls  for  the  altered  structure  would 
still  be  lower  than  the  surrounding  buildings;  that  the  ex¬ 
tension  of  height  for  the  full  area  of  the  building  would 
in  no  manner  jeopardize  the  light  and  ventilation  of  sur¬ 
rounding  buildings  and  would  not  increase  the  appreciable 
coverage  of  the  present  building  inasmuch  as  the  existing 
walls  of  the  building  are  within  3  ft.  of  the  proposed  new 
height;  and 

Whereas,  the  applicant  changed  his  basis  of  appeal  from 
section  7a  to  section  21  of  the  zoning  resolution;  and 

Whereas,  the  existing  building  now  exceeds  65%  in  cov¬ 
erage  above  “curb  level” ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make,  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  21,  on 
condition  that  in  all  other  respects  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  and 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

178-46- A 

APPLICANT — Morris  Whinston,  for  668  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 668  8th  avenue,  east  side.  80 
ft.  north  of  West  42nd  street  (Block  1014,  Lot  4), 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Morris  Whinston  and  N.  Suskin. 
For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  4,  1946  at  10 
A.M.  for  inspection  by  Committee  of  Board. 


237-46-A 

APPLICANT — Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 56  Pine  street,  north  side,  125 
ft.  west  of  William  street  and  26  Cedar  street  (base¬ 
ment)  ;  (Block  41,  Lot  19),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  B.  Anderson,  Jr.,  and  A.  C.  Baug. 
For  Administration:  E.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.M.  for  further  consideration. 


270-46-A 

APPLICANT — Joyce  7-Up  Bottling  Co.,  lessee,  for  Charles 
A.  Anderson  Realty  Corp.,  owner. 

PREMISES  AFFECTED— 656  East  133rd  street  and  west 
side  of  Cypress  avenue,  from  East  132nd  to  East 
133rd  streets  (basement)  ;  (Block  2546,  Lot  52), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  J.  McGovern,  W.  Whitehill  and 
J.  York. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  May  28,  1946  at  10 
A.M.  at  request  of  applicant. 


147-46-A 

APPLICANT — Wabash  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 337-361  Carroll  street  (331-335 
displayed),  north  side,  230  ft.  east  of  Hoyt  street 
and  374-396  President  street  (2nd  floor)  ;  (Block 
444,  Lot  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  S.  Pondowitz  and  L.  Anderson. 

For  Administration :  E.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affrmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (147-46-A) 

Whereas,  Wabash  Corporation,  owner,  filed  February 
21,  1946  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  337-361  Carroll  street,  north  side,  230  ft. 
east  of  Hoyt  street,  and  374-396  President  street  (2nd  floor) 
(Block  444,  Lot  18),  Borough  of  Brooklyn;  and 
Whereas,  Order  1328-LC  issued  by  the  fire  commissioner 
January  11,  1946  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  February  18,  1946  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  lacquers,  thinners, 
etc.,  shows  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 

1.  Discontinue  the  storage  and  use  of  hydrogen  gas  as 
such  creates  a  fire  hazard  and  is  against  the  interest 
of  the  public  safety.  09-11,  Administrative  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  at  337-361 
Carroll  street  is  1  story,  20  ft.  in  height,  150  ft.  by  115  ft.  in 
area,  and  374-396  President  street  is  2  stories  40  ft.  in 


height,  230  ft.  by  65  ft.  in  area,  all  on  a  plot  335  ft.  front 
by  220  ft.  in  depth,  located  in  an  unrestricted  use  A  area 
class  1 l/  height  district ;  that  the  buildings  were  erected  in 
1883  and  are  of  class  3  construction  and  have  been  used  and 
coupled  since  1933  as  follows:  337-361  Carroll  street;  manu¬ 
facturing  of  incandescent  lamps — 125  persons ;  374-396 
President  street ;  basement — storage  of  materials — 2  persons ; 
1st  floor — storage  and  packing  of  lamps — 20  persons;  2nd 
floor — manufacturing  lamps — 200  persons ;  337-361  Carroll 
street  is  equipped  with  one  3  ft.  6  in.  wide  metal  stairs 
leading  direct  to  street;  that  374-396  President  street  is  pro¬ 
vided  with  one  3  ft.  6  in.  wide  wood  stairs  brick  enclosed, 
equipped  with  metal  self-closing  doors  leading  direct  to 
street;  that  one  fire  escape  is  provided  on  the  south  wall 
leading  to  roof  by  stair  and  to  yard  by  stair  with  egress  to 
street  through  yard ;  that  windows  and  doors  on  the  course 
of  the  fire  escape  are  fireproof  self-closing ;  that  the  build¬ 
ing  is  equipped  with  a  one  source  sprinkler  system;  that 
C.O.  84199  issued  September  29,  1937  permits  the  use  of 
the  altered  building  at  335  Carroll  street  as  a  factory  and 
with  an  occupancy  of  5  persons  in  the  cellar,  five  on  the  1st, 
23  on  the  2nd  and  5  on  the  3rd  floor ;  and 

Whereas,  the  applicant  contends  that  the  hydrogen  is 
used  only  in  two  buildings,  on  the  street  floor  of  337-361 
Carroll  street  and  the  2nd  floor  of  374-396  President  street ; 
that  the  hydrogen  is  used  in  four  separate  places  as  indi¬ 
cated  on  plans  filed  with  this  appeal  as  follows :  Diagram  1 
shows  hydrogen  used  on  the  2nd  floor  of  374-396  President 
street  to  reduce  the  copper  purifying  furnace;  that  this  op¬ 
eration  is  done  only  after  working  hours  and  for  approxi¬ 
mately  15  minutes  per  day;  that  in  this  operation  a  total  of 
two  hydrogen  tanks  are  used,  one  on  the  line  and  one  in  re¬ 
serve;  diagram  2  shows  the  use  of  hydrogen  in  three  dif¬ 
ferent  places  on  the  street  floor  of  337-361  Carroll  street ; 
Figure  A  shows  hydrogen  used  in  the  same  manner  and 
purpose  as  used  in  Diagram  1  ;  the  total  number  of  tanks 
required  here  is  two;  Figure  B  shows  hydrogen  used  in 
annealing  to  set  the  tungsten  coil  on  the  steel  mandrel  with¬ 
out  oxidation ;  that  this  is  a  continuous  everyday  operation 
and  is  also  used  on  occasions  for  the  firing  of  mica  discs 
to  remove  moisture  and  make  the  mica  opaque ;  that  three 
hydrogen  tanks  per  day  are  required  and  three  in  reserve,  a 
total  of  six ;  that  Fig.  C  shows  hydrogen  used  in  baking  to 
precrystallize  the  tungsten  filament;  that  this  is  a  continuous 
everyday  operation  and  required  three  hydrogen  tanks  per 
day  and  three  in  reserve,  a  total  of  six ;  that  application  is 
made  for  permission  to  store  and  use  a  total  of  16  cylinders 
of  hydrogen ;  that  all  cylinders  will  be  equipped  with  safety 
releases  and  regulations ;  it  is  also  requested  that  the  Board 
permit  the  use  of  a  six  tank  manifold  as  shown  on  Diagram 
3  filed  with  this ’appeal  to  replace  the  systems  shown  in  Fig. 
B  and  C  of  Diagram  3 ;  and 

Whereas,  the  application  filed  with  the  Division  of  Com¬ 
bustibles  for  permit  to  store  combustibles  includes  a  request 
for  permission  to  store  five  cylinders  of  hydrogen ;  and 

Whereas,  application  filed  January  3,  1946  with  the  Divi¬ 
sion  of  Combustibles  included  among  other  chemicals  a  re¬ 
quest  for  six  cylinders  of  hydrogen ;  and 

Whereas,  the  application  filed  December  11,  1945  with 
the  Division  of  Combustibles  requested  permission  to  store 
five  cylinders  of  hydrogen  in  addition  to  other  chemicals ; 
and 

Whereas,  report  of  Inspector  of  Combustibles  dated 
December  11,  1945  stated  that  a  two  cylinder  manifold  of 
hydrogen  gas  was  used  in  the  basement  story  of  333-359 
Carroll  street  and  that  hydrogen  was  used  on  the  2nd  floor 
of  374  President  street  to  purify  electric  heating  elements 
and  recommended  that  the  use  of  hydrogen  gas  be  discontin¬ 
ued  as  its  use  created  an  undue  hazard  in  the  opinion  of 
the  Department. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
1328-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  hydrogen 
shall  be  maintained  substantially  as  proposed  and  to  the 
satisfaction  of  the  fire  commissioner ;  that  the  proposed 
structure  in  the  rear  yard  shall  be  constructed  substantially 
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as  proposed  and  where  located  for  storage  of  all  hydrogen 
cylinders  that  such  structure  shall  be  constructed  of  materials 
as  proposed ;  that  the  roof  shall  be  unattached  and  shall  have 
a  ventilating  space  around  the  eaves  for  permanent  ventila¬ 
tion  ;  that  the  cylinders  shall  be  held  in  place  securely  by 
non-ferrous  straps  and  such  manifold  shall  be  maintained 
as  the  fire  commissioner  shall  approve ;  that  the  entire  in¬ 
stallation  shall  be  satisfactory  to  the  fire  commissioner;  that 
the  floor  of  such  building  shall  be  of  non-sparkproof  ma¬ 
terial  ;  that  the  sprinkler  system  shall  be  maintained  in  ac¬ 
cordance  with  the  requirements  therefor. 


306-46-A 

APPLICANT — Original  Studio  Iron  Works,  Inc.,  for 
Tafenclark  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 1072-1078  Atlantic  avenue, 
south  side,  100.5  ft.  east  of  Classon  avenue  (base¬ 
ment)  ;  (Block  1126,  Lot  13),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Milton  Lowe  and  Anthony  Crissali. 
For  Administration :  F.  C.  Fisher  and  E.  A.  Meyer, 
Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (306-46-A) 

Whereas,  Original  Studio  Iron  Works,  Incorporated, 
for  Tafenclark  Realty  Corporation,  owner,  filed  April  25, 
1946,  an  appeal  from  an  order  and  decision  of  the  fire  com¬ 
missioner  affecting  1072  to  1078  Atlantic  avenue,  south  side, 
100  ft.  6  in.  East  of  Classon  avenue  (Block  1126,  Lot  13), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  99979-LC,  issued  by  the  fire  commis¬ 
sioner  June  26,  1945,  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  March  25,  1946,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  lacquer,  etc.,  shows 
the  following  must  be  done  before  the  permit  requested 
by  you  can  be  issued : 

“L  Discontinue  the  process  of  infra-red  ray  drying 
where  evaporation  of  considerable  amount  of  solvent 
vapors  are  involved  or  provide  ventilated  hoods  as  near 
to  the  floor  as  practical  of  enclosures  at  the  initial 
stages  of  the  process  with  adequate  exhaust  system  to 
discharge  the  primary  evaporations  from  the  solvents 
to  the  outer  air  so  that  when  the  processed  material 
progresses  to  the  lamp  drying  tunnels  only  a  compara¬ 
tively  small  amount  of  solvent  is  left  for  evaporation. 
A  space  between  such  ventilating  section  and  the  dry¬ 
ing  section  shall  be  maintained.  Rule  4.3.2.1.2,  Spray 
Rules. 

2.  Provide  that  the  infra-red  oven  must  be  ade¬ 
quately  secured  so  as  to  prevent  moving  when  equipped 
with  a  duct  ventilating  system.  Rule  4.3.2.1.1  Spray 
Rules. 

“3.  Provide  fire  fighting  equipment  acceptable  to  this 
department  suitable  for  electrical  and  solvent  vapor  fires 
for  infra-red  ray  drying  ovens.  Rule  4.3.4,  Spray 
Rules. 

Note .  Item  1,  Controls  of  the  infra-red  ray  drying 
lamps  are  required  to  be  interlocked  with  ventilating: 
system.” 

and 

Whereas,  the  applicant  states  that  the  building  is  200  ft. 
bv  92  ft.  4  in.  in  area,  5  stories  and  basement;  65  ft  in 
height;  of  Class  3  construction;  erected  prior  to  1901;  lo¬ 
cated  in  an  unrestricted  use  B  area,  Class  V/2  height  dis¬ 


trict  and  used  and  occupied  since  September  1943  for  the 
manufacture  of  iron  furniture,  75  persons  in  the  basement 
and  50  persons  on  each  of  the  1st  to  5th  stories.  No  change 
in  use  or  occupancy  is  proposed ;  that  the  building  is  equipped 
with  a  one  source  sprinkler  system,  two  4  ft.  wide  wood 
stairs  enclosed  in  partitions  of  wood,  fire  retarded,  equipped 
with  fireproof  self-closing  doors  and  leading  direct  to 
street  and  to  roof  bulkhead  and  one  fire  escape  at  rear  lead¬ 
ing  to  roof  by  stair  and  to  yard  by  ladder  with  egress 
through  court  to  street ;  that  windows  and  doors  on  the 
course  of  the  fire  escape  are  fireproof  self-closing;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  May  3,  1946,  from  the  Chief  of  the  Division  of  Fire 
Prevention  and  Combustibles  of  the  Fire  Department,  which 
reads  as  follows : 

“Your  attention  is  respectfully  called  to  the  fact  that 
an  appeal  has  been  filed  by  Original  Studio  Iron  Works, 
Inc.,  with  your  Board  under  Cal.  306-46-A  on  order 
99979-LC  dated  June  26,  1945,  and  affecting  the  prem¬ 
ises  1072-78  Atlantic  avenue,  Brooklyn. 

“We  received  a  memorandum  from  Acting  Chief  In¬ 
spector  Larkin,  Division  of  Fire  Prevention  in  which 
he  calls  attention  to  the  fact  that  the  conditions  on  these 
premises  are  as  bad  as  he  has  ever  seen  and  imminently 
perilous  to  life  and  property. 

“These  conditions  have  been  called  to  the  attention 
of  the  Division  of  Combustibles  and  I  therefore  recom¬ 
mend  that  this  case  be  placed  on  your  preferred  calendar 
so  that  a  hearing  will  be  held  as  soon  as  possible.” 
and 

Whereas,  the  applicant  contends  that  it  acquired  premises 
401  Park  avenue,  Brooklyn,  presently  occupied  by  the  Water- 
bury  Rope  Company,  which  is  removing  from  those  premises 
gradually ;  that  it  will  take  about  2  months  for  them  to 
vacate  and  for  applicant  to  obtain  possession  of  the  premises; 
that  it  is  therefore  urged  that  it  would  be  burdensome  and 
costly  to  do  any  of  the  work  specified  in  the  order  ap¬ 
pealed  from ;  and 

Whereas,  an  examination  of  the  Fire  Department  rec¬ 
ords  indicate  that  the  order  in  question  was  issued  June  26, 
1945  to  supersede  Order  No.  98461 -LC,  issued  by  the  fire 
commissionei  December  21,.  1944;  that  on  July  23,  1945,  the 
applicant  was  convicted  and  fined  $50  in  Municipal  Term. 
Magistrates  Court,  for  storing  more  than  20  gallons  of  paint 
without  a  permit;  that  on  February  9,  1946,  the  applicant 
was  convicted  and  fined  $100  for  storing  paint,  lacquers, 
and  so  forth,  in  excess  of  20  gallons  without  a  permit ;  that 
on  February  11,  1946  Order  No.  99979-LC,  was  reissued 
to  permit  the  applicant  to  file  an  appeal  and  on  March  25, 
1946,  it  was  again  reissued  to  permit  the  applicant  to  file 
an  appeal ;  and 

.  Whereas,  report  dated  April  29,  1946,  addressed  to  Act¬ 
ing  Chief  of  Fire  Department  by  Battalion  Chief  Stebe, 
states  the  following : 

“1.  No  permit  from  this  Department  for  the  past 
three  years  for  the  storage  of  paints,  paint  spraying 
and  acetylene  and  oxygen  burning,  due  to  other  vio¬ 
lations  existing. 

“2.  No  certificate  of  occupancy  posted  or  plans  sub¬ 
mitted,  allowing  installations  of  paint  storage  and  mix¬ 
ing  room,  spraying  and  dipping  of  paints.  LC98461, 
Item  11,  issued  December  21,  1944  and  still  pending. 

“3.  Non  approved  electrical  fixtures,  switches  and 
motor  for  use  in  an  explosive  atmosphere.  LC98461, 
Item  12,  issued  December  21,  1944  and  LC13835  issued 
November  21,  1944  and  still  pending. 

4.  Insufficient  ventilation  of  dipping  space  spray 
booths,  paint  storage  and  mixing  room,  infra-ray  dry¬ 
ing  space.  LC99979,  Items  1  and  2,  issued  June  26,  1945 
and  still  pending. 

“5.  All  aisle  spaces  to  east  and  west  exits,  and  to 
elevator  are  invariably  obstructed  and  impassable  at 
cei  tain  times.  This  item  was  found  corrected  at  time 
of  my  inspection. 
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“6.  No  smoking  signs  or  copy  of  spraying  rules  posted 
in  area  where  paints  are  stored. 

“7.  No  auxiliary  fire  extinguishing  equipment  in  evi¬ 
dence  or  proper  receptacles  for  inflammable  rubbish. 
Items  5,  6,  7  above  have  existed  continuously  despite 
the  issuance  of  FPMVO  No.  18719,  issued  August  10, 
1944  followed  by  a  special  report  to  the  Chief  of  De¬ 
partment  dated  December  6,  1944  and  LF14286  issued 
January  26,  1945  were  served  on  the  owner  to  correct 
this  condition. 

“8.  Self-closing  and  automatic  fire  doors  neglected 
and  not  in  operative  condition,  no  fusible  links  con¬ 
nected  to  holding  devices. 

“9.  Housekeeping  condition  very  poor.  No  approved 
receptacles  for  combustible  waste. 

“10.  Spray  booths  not  cleaned  regularly.  No  sprink¬ 
ler  heads  in  booths.  Inadequate  ventilation.  LC98461, 
Item  8,  issued  December  21,  1944  and  still  pending. 

“11.  Flimsy,  combustible  partition  erected  close  to 
spray  booths  as  locker  room  for  employees. 

“12.  Patking  and  shipping  room  not  separated  from 
paint  spraying  and -ultra  ray  drying  room. 

“13.  Dipping  and  immersing  tanks  placed  too  close 
to  west  exit. 

“14.  Not  provided  with  hinged  metal  covers  held 
open  by  a  fusible  link  or  fitted  with  an  opening  to  per¬ 
mit  automatic  flooding  with  proper  extinguishing  me¬ 
dium.  LC98461,  Item  4,  issued  December  21,  1944  and 
still  pending.” 


Whereas,  Report  dated  April  27,  1946  by  Frederick  J. 
Muesle,  Captain  to  Acting  Chief  of  Department,  contains 
substantially  the  same  information  and  in  addition  thereto 
the  following : 

“A  fire  occurred  in  above  premises,  near  the  paint 
spraying  booths,  at  2 :30  A.M.,  April  24,  1946,  station 
971  and  access  to  seat  of  fire  was  extremely  difficult 
due  to  the  obstructions  encountered  at  the  west  exit 
and  improper  aisle  spaces. 

“Periodic  inspections  of  above  premises  by  both  com¬ 
pany  building  inspectors,  Combustible  and  Fire  Preven¬ 
tion  inspectors  and  company  officers  during  the  past 
three  years  show  that  hazards  therein  are  steadily  get¬ 
ting  worse,  instead  of  improving,  despite  the  fact  that 
so  many  violations  have  been  placed  and  fines  levied, 
against  the  persons  responsible. 

“Due  to  the  extreme  life  hazard  existing  to  the  75 
employees,  in  addition  to  the  rest  of  the  occupants  of 
the  5  stories  above,  (over  200)  in  addition  to  the  dan¬ 
gers  to  members  of  this  department  operating  therein 
in  the  event  of  a  fire  aside  from  the  possible  property 
loss,  combined  with  the  irresponsible  attitude  (appar¬ 
ently)  of  the  owners  concerned  as  is  and  has  been 
shown  by  their  non-compliance  with  orders  and  viola¬ 
tions  placed  against  them,  I  strongly  recommend  that 
more  drastic  measures  be  taken  against  those  responsible 
to  alleviate  the  hazards  mentioned  to  life  and  property.” 
and 

Whereas,  said  report  contains  the  following  endorse¬ 
ment  by  Deputy  Chief  Waldron,  “Personally  investigated. 
Conditions  imminently  perilous  to  life  and  property.  Occu¬ 
pant  showed  complete  disregard  of  existing  hazards  and 
conducts  business  with  utter  disrespect  and  in  defiance  of 
provisions  of  law” ;  and 

Whereas,  on  May  3,  1946,  the  Chief  Inspector,  Division 
of  Fire  Prevention,  Brooklyn  rfnd  Queens,  addressed  a  com¬ 
munication  to  the  Chief  Inspector,  Division  of  Combustibles, 
reading  as  follows : 

“This  is  to  advise  you  that  under  date  of  May  2nd 
I  handed  Inspector  Mrowka  triplicate  copy  of  an  ap¬ 
peal  filed  with  the  Board  of  Standards  and  Appeals  in 
connection  with  violations  issued  by  your  division  to 
the  occupant  of  the  basement  of  above  mentioned 
premises. 


“Accompanied  by  Battalion  Chief  Max  Vallen,  I 
visited  the  premises  on  May  2nd  and  met  Acting  Bat¬ 
talion  Chief  Curtis,  38th  Battalion,  and  Lieut.  Preganzer 
of  Engine  Co.  219,  together  we  went  through  the 
premises. 

“The  visit  was  made  in  connection  with  a  report  for¬ 
warded  to  this  office  through  the  regular  channels  with 
endorsement  by  Deputy  Chief  Waldron,  15th  Division, 
who  certified  that  he  had  personally  investigated  and 
found  the  conditions  imminently  perilous  to  life  and 
property. 

“Our  visit  confirmed  this  statement.  The  conditions 
are  as  bad  as  any  I  have  ever  seen.  The  spray  rooms, 
electrical  equipment,  storage  of  volatiles,  and  conditions 
generally  could  not  be  worse. 

“I  am  calling  this  matter  to  your  attention  as  re¬ 
quired  by  the  rules  in  order  that  you  may  be  in  a  posi¬ 
tion  to  notify  the  Chairman  of  the  Board  of  Standards 
and  Appeals  that  a  stay  would  cause  imminent  peril 
to  life  and  property  as  per  Sec.  668  of  the  Greater 
New  York  Charter.” 

and 

Whereas,  under  Cal.  330-30-A  the  Board  granted  a  vari¬ 
ation  of  the  requirements  of  Sections  580  and  581  Chapter  5, 
of  the  Code  of  Ordinances,  as  cited  in  Order  No.  70002F 
issued  by  the  Fire  Commissioner  February  4,  1930,  and 
modified  such  order  on  condition  that  the  east  building  and 
the  west  building  be  separated  by  a  masonry  wall  extend¬ 
ing  3  ft.  above  the  roof,  and  any  openings  leading  to  the 
common  stairway  and  elevator  enclosure  be  equipped  with 
kalamein  doors,  both  sides,  and  that  both  buildings  be 
equipped  with  approved  two  source  wet  sprinkler  system 
and  granted  only  so  long  as  the  two  buildings  remain  in 
one  ownership  and  not  increased  in  height  or  area;  and 

Whereas,  the  record  filed  with  the  Board  in  this  appeal, 
Cal.  306-46-A,  indicates  the  ownership  has  changed. 

Resolved,  that  Order  99979-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

378-38-SM 

APPLICANT — Stran  Steel  Division  of  Great  Lakes  Steel 
Corp.,  owner. 

SUBJECT — Stran  Steel  Division  of  Great  Lakes  Steel  Cor¬ 
poration  Building  Framing  (reopened  March  12, 
1946;  previously  withdrawn). 

APPEARANCES— 

For  Applicant:  J.  E.  Bowen,  J.  F.  Hirshfeld  and 
E.  D.  Pieri. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (378-38-SM) 

Whereas,  Stran  Steel  Division  of  Great  Lakes  Steel 
Corporation,  owner,  filed  on  May  18,  1938,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  their  Stran  Steel  Framing;  and 

Whereas,  the  application  was  withdrawn  on  June  20, 
1944;  and 

Whereas,  the  applicant  requested  a  reopening  and  restora¬ 
tion  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
March  12,  1946;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  378-38-SM  May  2,  1946. 

Subject:  Stran  Steel  Division  of 

Great  Lakes  Steel  Corporation 
Building  Framing 

The  Stran  Steel  Division  of  the  Great  Lakes  Steel 
Corporation,  Detroit,  Michigan,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  under  the  require¬ 
ments  of  C26-1 78.0b  for  the  approval  of  their  Stran 
Steel  Framing  (Fig.  1)  for  buildings  when  used  in  Fire 
Resistive  Class  2  construction  C26-240.0,  Non-Fireproof 
or  ordinary  construction  Class  3,  C26-241.0,  as  a  sub¬ 
stitute  metal  structural  frame  for  the  wood  framing  as 
is  used  in  Frame  Construction  Class  4,  C26-242.0,  and 
as  a  structural  frame  in  Metal  Structures  Class  5,  C26- 
243.0;  when  constructed  in  accordance  with  details  cov¬ 
ering  the  spacing  of  joists  and  studs  for  use  in  build¬ 
ings  not  exceeding  3  stories,  all  as  provided  in  C26-518.0c, 
with  the  use  of  joists  as  limited  by  C26-519.0  and  the 
approval  of  Stran  Steel  joists  under  Cal.463-40-SM 
printed  in  Bulletin  No.  14,  Volume  31,  when  designed 
in  accordance  with  the  American  Iron  and  Steel  Insti¬ 
tute’s  Specification  (April,  1946)  for  stresses  allowed 
by  the  Administrative  Building  Code  and  as  described 
herein. 

DESCRIPTION 

Stran  Steel  framing  members  are  formed  from  steel 
strip  produced  by  the  Great  Lakes  Steel  Corporation  in 
Ecorse,  Michigan.  The  members,  Fig.  1,  are  used  for 
framing  interior  and  exterior  bearing  walls  and  parti¬ 
tions,  ceiling  joists,  and  purlins  where  span  conditions 
permit,  roof  rafters,  furring  around  ducts,  pipe  chases, 
etc.,  and  for  general  use  in  structures  where  support  of 
collateral  materials  is  required. 

The  distinctive  feature  of  Stran  Steel  framing  mem¬ 
bers  is  the  nailing  groove,  the  characteristics  of  which 
are  shown  in  Fig.  2.  This  figure  illustrates  the  method 
employed  to  attach  collateral  materials  to  a  Stran  Steel 
framing  member  by  means  of  ordinary  nails  and  nailing 
methods.  These  members  are  manufactured  in  a  man¬ 
ner  that  provides  a  small  space  between  the  specially 
formed  channels  after  the  channels  are  welded  together. 
This  space  is  just  large  enough  to  admit  an  ordinary 
nail  which  is  forced  into  the  profile  of  the  channels  when 
driven  into  the  nailing  groove  and  is  thus  held  fast  and 
rigid  in  a  grip  of  steel  which  develops  to  a  great  de¬ 
gree  the  holding  power  of  the  nail. 

Dimensions  and  general  properties  of  Stran  Steel 
framing  members  are  given  in  Table  1. 

DETAILS  OF  MANUFACTURE 

The  strip  steel  from  which  all  Stran  Steel  members 
are  formed  is  produced  on  a  continuous  strip  steel  mill 
mechanically-  equipped  to  govern  both  the  width  and 
gauge  of  the  material,  thus  insuring  uniformity  of  the 
initial  product.  The  steel  from  which  Stran  Steel  mem¬ 
bers  is  made  is  a  copper  bearing  steel,  having  a  mini¬ 
mum  yield  point  of  40,000  lbs.  per  sq.  in.  and  a  minimum 
ultimate  tensile  strength  of  60,000  lbs.  per  sq.  in.  Test 
reports  on  tensile  properties  of  steel  made  by  the  Uni¬ 
versity  of  Michigan  report  dated  April  15,  1946,  filed 
with  this  application  are  as  follows : 

Procedures  were  in  accordance  with  Tentative  Meth¬ 
ods  of  Tension  Testing  of  Metallic  Materials,  A.S.T.M. 
Serial  Designation  E  8-40  T. 


FIG.  2 


Because  of  its  high  yield  point  and  high  ultimate  ten¬ 
sile  strength,  it  is  not  classified  under  any  existing 
ASTM  grade.  Plus  or  minus  tolerances  in  gauge 
correspond  in  all  cases  to  industry  standards,  and  vary 
with  the  gauge  of  the  material  as  follows : 


Nominal  Gauge 

Decimal  Thickness 

T  olerance  (Inches) 

Number 

( Inches ) 

( Plus  or  Minus) 

16 

.  .0625" 

.006" 

14 

.0781" 

.006" 

12 

.1094" 

.007" 

The  steel  required  to  manufacture  Stran  Steel  mem¬ 
bers  is  delivered  to  the  rolling  line  in  the  form  of  coils, 
and  placed  in  coil  cradles.  The  steel  is  then  passed 
•  through  a  decoiler ;  then  through  a  series  of  straighten¬ 
ing  rolls  whose  function  is  to  remove  all  imperfections 
in  the  surface  finish.  To  insure  maximum  welding 
efficiency,  the  scale  is  then  mechanically  removed  from 
the  steel.  The  material  is  then  sheared  to  predetermined 
lengths  on  a  gauging  table  equipped  to  perform  this 
operation  mechanically.  The  sections  are  then  passed 
through  a  series  of  rolls,  and  shaped  to  the  correct 
profile.  During  the  roll  forming  operation,  embossments 
for  resistance  welding  are  stamped  into  one  of  the 
channel  sections  at  eight  inch  centers,  thus  locating 
mechanically  all  points  for  the  application  of  resistance 
welds.  After  passing  through  the  embossing  rolls,  the 
sections  comprising  a  member  are  assembled  in  prede¬ 
termined  relationship  and  are  resistance  welded  together. 
Welds  are  tested  for  strength  and  if  satisfactory,  the 
members  are  passed  through  for  subsequent  operations. 
If  any  welds  are  found  to  be  defective,  the  member  is 
set  aside  for  later  correction  of  all  defective  welds.  All 
web  and  flange  punching  is  performed  in  a  power  press 


Specimen 

No. 

Original 

Area 

Sq.  In. 

Yield 

Point 

Lb. 

M  aximum 
‘Load 

Lb. 

Yield 

Point 

Lb./Sq.  In. 

Tensile 
Strength 
Lb./Sq.  In. 

Elongation 
%  in  2" 

1. 

0.0368 

1700 

2500 

46200 

67930 

27.0 

2. 

0.0373 

1725 

2570 

46250 

68900 

31.0 

3. 

0.0362 

1675 

2490 

46270 

68780 

31.0 

4. 

0.0366 

1745 

2560 

47680 

69950 

28.0 
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after  which  the  members  pass  through  a  paint  dip  tank 
to  receive  one  coat  of  shop  painting.  From  there  they 
are  mechancially  conveyed  to  a  drying  oven. 

The  paint  used  to  protect  Stran  Steel  is  their  Paint 
Specification  3A5.B11  as  follows: 

Pigment  to  fixed  vehicle  ratio  is  between  255  and  290 
to  100  by  weight. 

Total  Solids  are  a  minimum  of  68.5%  by  weight. 

Volatile  shall  consist  of  any  suitable  solvent  or 
solvents. 

Resin  is  of  an  alkyd  type  consisting  only  of : 

Polyhydroxyl  alcohol  15-21% 

Phthalic  Anhydride  30-32% 

Drying  Oil  Acids  45-55% 

The  resin  shall  not  exceed  0.5%  unsaponifiable  matter 
by  weight. 

Pigments :  The  pigmentation  are  as  follows : 

Red  Iron  Oxide  (Fe203  by  analysis)  43.5%  min. 

Basic  Lead  Chromate  27.0%  min. 

Inert  Material  (including  that  from 

Iron  Oxide)  29.5%  max. 

Red  Iron  Oxide  pigment  shall  consist  of  80-85%  fer¬ 
ric  oxide  and  15-20%  silica. 

Basic  Lead  Chromate  is  pure  and  unextended. 

Inert  Material  may  be  silica,  asbestine,  or  other  silice¬ 
ous  pigment  necessary  to  acquire  the  specified 
properties  of  the  finshed  product. 

Maximum  calcium  content  1.0%  calculated  as  CaCO3. 
Viscosity. 

Package  viscosity,  as  determined  on  the  Stormer 
Viscosimeter  @  24°  C.,  shall  be  90  to  110  KU.  Re¬ 
duced  viscosity  shall  be  between  13"  and  18"  on  a 
No.  4  Ford  cup  at  80°  F.  when  reduced  3  volumes  of 
primer  to  2  volumes  of  mineral  spirits.  The  grind  of 
the  finished  product  shall  be  not  less  than  5  as  deter¬ 
mined  on  the  Precision  Gauge  &  Tool  Co.,  Dayton, 
Ohio,  grind  detector. 

All  Stran  Steel  receives  one  shop  coat  and  after  erec¬ 
tion  all  scratches  are  repainted  with  this  paint. 

ERECTION  METHODS 

Stran  Steel  framing  is  easy  to  erect  because  all  fram¬ 
ing  members  are  delivered  to  the  job  cut  to  exact  lengths 
and  completely  fabricated.  In  basementless  construc¬ 
tion,  provision  is  made,  when  pouring  the  first  floor 
slab  and  foundation  walls,  for  anchoring  the  Stran 
Steel  plate  (see  Table  1)  by  means  of  anchor  bolts  set 
at  required  spacing  in  the  concrete  or  masonry.  Where 
the  first  floor  slab  is  poured  on  the  ground,  plates 
should  be  set  a  minimum  of  six  inches  above  grade. 
Where  joists  are  used  above  a  ventilated  crawl  space, 
18"  minimum  height  should  be  provided  to  the  bottom 
side  of  the  joists.  When  plates  (see  Table  1)  lap  at 
the  corners  or  where  Stran  Steel  first  floor  joists  are 
used,  the  plates  are  secured  together  by  self-threading, 
cadmium  plated  steel  metal  screws.  When  the  first  floor 
joists  have  been  erected  and  bridged,  a  standard  plate 
(see  Table  1)  is  laid  across  tl^  top  of  the  joists  and 
fastened  securely  by  metal  screws  for  the  purpose  of 
furnishing  attachment  of  wall  studs.  The  studs  and  wall 
framing  assembly  are  usually  fastened  to  the  floor  joists 
and  the  top  plate  fastened  to  the  stud  tops  by  metal 
screws,  simplifying  the  stud  spacing  (normally  24  in. 
c-c)  since  both  top  and  bottom  plates  may  be  marked 
simultaneously.  After  the  top  plate  has  been  fastened  to 
the  studs  the  wall  is  raised,  and  the  bases  of  the  studs 
secured  to  the  bottom  plate  by  metal  screws.  Second  story 


plates,  walls  and  partitions  are  erected  in  a  similar  man¬ 
ner.  Roof  framing  may  be  done  in  either  of  two  ways.  On 
buildings  with  long  span  roofs,  or  on  structures  having 
considerable  repetition  of  construction  detail,  welded 
roof  trusses  which  are  erected  as  complete  units  may  be 
prefabricated  before  delivery,  or  they  can  be  assembled 
at  the  site  and  welded  from  pre-cut  members.  In  cases 
of  complicated  roof  framing,  it  may  be  more  practical 
to  use  individual  rafters.  Typical  Stran  Steel  wall  and 
roof  framing  is  shown  in  Fig.  1.  When  the  Stran  Steel 
framing  has  been  erected  any  collateral  materials  ap¬ 
plicable  to  wood  framing  may  be  attached  to  the  Stran 
Steel  framing.  These  collateral  materials  are  secured 
both  inside  and  outside  by  nailing  directly  to  the  Stran 
Steel. 

DESIGN  METHODS 

The  safe  axial  load  on  Stran  Steel  studs  is  deter¬ 
mined  in  the  same  manner  as  for  structural  steel  mem¬ 
bers  in  compression.  Section  C26-323.0  of  the  Admin¬ 
istrative  Building  Code  of  the  City  of  New  York  pro¬ 
vides  that  the  maximum  working  stress  in  tension  for 
special  steels  shall  be  thirty  per  cent  of  the  minimum 
ultimate  strength  and  that  other  stresses  may  be  pro¬ 
portionately  increased  to  the  corresponding  stresses  for 
the  structural  steel  specified  in  Section  C26-322.0.  For 
steel  having  a  minimum  ultimate  strength  of  60,000  psi, 
this  requirement  would  provide  an  allowable  tensile 
strength  of  18,000  psi,  which  is  the  same  as  for  struc¬ 
tural  steel  specified  in  C26-322.0 ;  hence  the  provisions 
of  Section  C26-368.0  as  given  for  structural  steel  apply 
to  Stran  Steel  members.  With  respect  to  the  minor 
axes  (Axis  2-2  in  Table  1)  studs  are  laterally  supported 
at  intervals  not  more  than  8  inches  corresponding  to 
the  spacing  of  nails  fastening  collateral  material  to 
the.  member.  The  radius  of  gyration  with  respect  to 
Axis  1-1  is  hence  used  in  conjunction  with  the  length 
of  the  stud  in  the  formula  of  Section  C26-368.0,a,2  to 
determine  the  safe  axial  load  on  this  stud. 

TESTS  ■ 

A  test  made  to  evaluate  the  integrity  of  the  welds 
used  in  the  fabrication  of  the  applicant’s  joists  was  made 
at  the  Pittsburgh  Testing  Laboratory,  report  dated 
1/11/45  (made  on  stud  sections)  with  details  and  re¬ 
sults  as  follows : 

OBJECT  OF  TEST 

The  object  of  this  test  was  to  determine  the  tensile 
strength  of  one  spot  welded  portion  of  the  webs  of  the 
two  pieces  of  steel  making  up  the  2  5/16  Stran  Steel 
stud.  A  further  object  was  to  determine  if  a  wedge 
could  be  forced  into  the  nailing  groove,  so  as  to  exert 
the  working  force  for  purposes  of  production  inspec¬ 
tion.  A  further  object  was  to  determine  the  shear 
strength  of  the  welded  spot. 

DESCRIPTION 

Two  pieces  of  specially  shaped  channel  are  spot  welded 
with  the  webs  adjacent  to  form  the  Stran  Steel  nailing 
groove.  In  order  to  have  a  nailing  groove,  it  is  neces¬ 
sary  to  indent  the  concave  element  the  same  amount  at 
the  weld  spots.  In  the  case  of  the  small  studs,  two  weld 
spots  along  the  same  line  are  made  at  8  inch  center 
distance.  In  the  3^$"  stud  the  center  distance  is  8 
inches ;  but  the  two  rows  are  staggered.  The  area  of  the 
welded  spot  corresponds  to  5/16  inch  diameter  and  the 
groove  widths  vary  from  .059  to  .100.  The  working 
depth  for  a  wedge  of  1/16  inch  wide  point  and  20  de¬ 
gree  angle  was  observed  as  about  inch.  The  amount 
of  spread  required  to  break  the  weld  when  the  wedge 
is  close  to  the  spot  is  about  .035  inch.  When  the  wedge 
is  inserted  4  inches  from  a  welded  spot,  the  spread  re¬ 
quired  is  more  than  3/s  inch.  Using  the  present  wedges, 
the  point  gouged  the  web  before  a  break  was  made. 
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TEST  RESULTS 

With  a  .3  inch  diameter  good  weld  spot,  theoretical 
forces  and  test  results  are  as  follows : 


Calculated 

Measured  Force 

Direction 

Force,  lb. 

lb. 

Longitudinal  . 

3120 

3025 

Transverse  shear  .  . . 

2480 

1980 

Transverse  tension  . 

4250 

Does  not  break 

WELD  TEST,  2  5/16  x  16  GAUGE  STUD 


A  wedge  was  forced  into  nailing  groove  to  pull  the 


spot  welded  section  apart: 
Included  angle  of  wedge,  de- 
gree  . 

10 

20 

20 

Initial  width  nailing  groove, 
in . 

.090 

.090 

.090 

Final  Width  Nailing  Groove, 
in . 

.120 

.125 

.122 

Depth  of  penetration  of  wedge, 
in . 

.240 

.200 

.280 

Load  to  break  one  weld,  lb.. . 

500 

700 

1000* 

Location  of  wedge . 

Two, 

close 

Two, 

close 

Midway 

*Did  not  break  weld.  Two  spots  under  stress. 

Wedge 

penetrated  to  maximum  depth  permissible  before  goug¬ 
ing  into  curved  web. 

SCREW  TESTS 


5" 


STANDARD  BINDING  HEAD 

FIG.  3 

COMPRESSION  TESTS  OF  STRAN  STEEL 
WALL  PANELS 

Tests  were  made  by  the  School  of  Civil  Engineering, 
Cornell  University,  and  were  presented  in  a  report  dated 
March,  1940  filed  with  the  application. 


The  applicant  has  filed  reports  of  extensive  torque, 
vibration,  single  shear  and  double  shear  tests  made  at 
the  University  of  Detroit,  dated  September  1945.  These 
tests  were  made  on  screws  as  used  by  the  applicant  in 
connection  with  Stran  Steel  framing  (see  fig.  1).  The 
results  of  these  tests  indicate  that  the  self-threading, 
cadmium  plated  sheet  metal  screws  provide  adequate  fast¬ 
ening  of  the  framing  members,  thus  allowing  the  connec¬ 
tions  to  develop  the  full  strength  of  their  component 
sections,  provided  that  the  screws  are  applied  with  rea¬ 
sonable  tightness  so  as  to  pull  the  surfaces  to  be  secured 
to  a  tight  fit.  Not  less  than  four  screws  are  used  on  each 
end  of  loadbearing  framing  and  two  when  used  in  non¬ 
load  bearing  partition  framing.  Joists  are  secured  at 
bearing  points  by  two  screws  located  diagonally  from 
each  other  and  on  opposite  side  of  web.  See  Fig.  3 
which  shows  the  screw  as  used. 

COMPRESSION  TESTS— 2  5/16"  x  16 
GAUGE  STUDS 

Compression  tests  on  2  5/16"  x  16  gauge  Stran  Steel 
studs  made  by  the  University  of  Detroit  (Report 
dated  June  26,  1939)  filed  with  the  application,  showed 
the  following  results : 


OBJECT 

The  object  of  this  series  of  tests  was  to  investigate  the 
interrelation  between  load  and  deflection  of  wall  panels 
formed  with  Stran  Steel  framework  faced  on  either  or 
both  sides  with  various  combinations  of  Celotex  Build¬ 
ing  Board,  Celotex  Vapor  Seal  sheathing,  Thermax 
Board,  Corrugated  Sheeting,  and  Gypsum  Plaster  on 
Insulating  Fibre  Lath.  The  specific  purpose  was  to  pro¬ 
vide  data  that  might  serve  as  a  means  of  determining 
the  extent  to  which  these  collateral  materials  aided  in 
preventing  buckling  of  the  Stran  Steel  studs  about  their 
minor  axis,  i.e.,  in  the  plane  of  the  panels. 

Materials  Used: 

For  the  panel  framework,  Stran  Steel  studs  were  used. 
These  are  light  cold  formed  steel  studs  whose  proper¬ 
ties  are  listed  below.  They  are  of  two  kinds,  354" 
depth  and  2  5/16  inches  in  depth.  Thev  are  formed 
by  spot  welding  two  channels  back  to  back,  so  that  in 
the  space  between  them  called  the  “nailing  groove” 
nails  may  be  driven  to  hold  collateral  material  in  place. 

The  properties  of  these  studs  are  as  follows : 

( Continued  on  page  562) 


COMPRESSION  TESTS  FOR  THE  DETERMINATION  OF  ULTIMATE  (BUCKLING)  LOADS  ON  2  5/16" 
STRAN  STEEL  STUDS  WITH  DIFFERENT  END  CONDITIONS.  THESE  TESTS  COVER  THREE 

LENGTHS  OF  COLUMNS— 6  FEET,  8  FEET,  10  FEET. 


Test 

No. 

PIN  CONNECTED  ENDS 

6  Ft.  8  Ft.  10  Ft. 

STRAN  STEEL  ENDS 

6  Ft.  8  Ft.  10  Ft. 

FIXED  ENDS 

6  Ft.  8  Ft.  10  Ft. 

1 

3200 

2600 

1000 

9000 

6400 

5400 

6800 

4000 

3000 

2 

2800 

2600 

1200 

10000 

6000 

4200 

7800 

3600 

2900 

3 

2800 

2100 

1200 

9800 

5800 

5200 

8600 

4600 

3800 

4 

2800 

2500 

1100 

9500 

5400 

4000 

7900 

3900 

4000 

5 

2900 

2600 

1100 

9700 

6100 

5000 

6600 

4300 

2800 

6 

3000 

2200 

1100 

10000 

5600 

5000 

7800 

4000 

3900 

Average 

2920 

2430 

1100 

9670 

5900 

4800 

7600 

4070 

3400 
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CONSTRUCTION  DETAIL  OF  COMPRESSION  TEST  PANELS 
All  Panels  4' 0"  x  8'  0".  Formed  with  3  Stran  Steel  Studs  1'  11"  o.c. 


Test 

Specimen 

No. 

Stran-Steel  Frame 

Size  of  Kind  of  . 

Studs  Joints 

Collateral  Material 

Outside 

Inside 

1 

35/T 

Screwed 

YY  Celotex  Building  Board 

YY  Celotex  Building  Board 

2 

3H" 

Welded 

YY  Celotex  Building  Board 

YY  Celotex  Building  Board 

3 

2  5/16" 

Screwed 

Y"  Celotex  Building  Board 

YY  Celotex  Building  Board 

4 

2  5/16" 

Welded 

YY  Celotex  Building  Board 

YY  Celotex  Building  Board 

5 

3H" 

Screwed 

25/32"  Celotex  Vapor  Seal  Sheathing 

25/32"  Celotex  Vapor  Seal  Sheathing 

6 

3X" 

Screwed 

YY  Celotex  Building  Board 

26  Ga.  Corrugated  Sheets 

(nothing) 

7 

3H" 

Welded 

YY  Celotex  Building  Board 

26  Ga.  Corrugated  Sheets 

(nothing) 

8 

3H" 

Screwed 

26  Ga.  Corrugated  Sheets 

(nothing) 

9 

3ys" 

Welded 

26  Ga.  Corrugated  Sheets 

(nothing) 

10 

3tt" 

Screwed 

25/32"  Celotex  Vapor  Seal  Sheathing 

YY  Insulating  Lath  and  3  coats  of  Gyp¬ 
sum  Plaster  (Total  Thickness  of 
Plaster  YY) 

11 

354" 

Screwed 

1"  Thermax  Board 

1"  Thermax  Board  and  3  coats  of  Gyp¬ 
sum  Plaster  (Total  Thickness  of 
Plaster  YY) 

RESULTS  OF  TESTS 


At  90%  of  ultimate  load 


Test 

Specimen 

No. 

Total 

Load 

Pounds 

Load  per 
Stud 
Pounds 

Load  per 
Stud 
p.s.i. 

Max. 
Deflection 
at  14  Ult. 
Load,  inches 

Size 

of 

Studs 

Area  of 
each 
Stud 

Major 
Moment 
of  inertia 
of  ea.  stud 

Max. 

Defl. 

Ins. 

In.  Lb. 

Max. 
Bend. 
Mom.  Stud 

Bend 

Stress 

p.s.i. 

Load 

Area 

p.s.i. 

Total 

Stress 

p.s.i. 

1 

36,800 

12,300 

18,600 

0.45 

3*4" 

0.660 

1.163 

0.21 

8,960 

14,000 

16,800 

30,800 

2 

43,300 

14,400 

21,900 

0.60 

35/s" 

0.660 

1.163 

0.20 

10,300 

16,000 

19,700 

35,700 

3 

31,200 

10,400 

15,800 

0.02 

2  5/16" 

0.500 

0.393 

0.15 

5,060 

14,900 

18,700 

33,600 

4 

31,800 

10,600 

16,100 

2  5/16" 

0.500 

0.393 

5 

43,100 

14,400 

21,800 

0.05 

35/8" 

0.660 

1.163 

0.16 

9,860 

14,000 

19,700 

33,700 

6 

34,300 

11,400 

17,300 

0.08 

3VY 

0.660 

1.163 

0.15 

7,710 

12,000 

15,600 

27,600 

7 

33,000 

11,000 

16,700 

0.05 

3VY 

0.660 

1.163 

0.12 

7,130 

11,100 

15,000 

26,100 

8 

26,000 

8,670 

13,100 

0.10 

354" 

0.660 

1.163 

0.27 

6,800 

10,600 

11,800 

22,400 

9 

27,500 

9,170 

13,900 

0.08 

354" 

0.660 

1.163 

0.19 

6,530 

10,200 

12,500 

22,700 

10 

51,000 

17,000 

25,800 

0.09 

35/8" 

0.660 

1.163 

0.26 

13,100 

20,400 

23,200 

43,600 

11 

51,000 

17,000 

25,800 

0.10 

354" 

0.660 

1.163 

0.27 

13,300 

20,700 

23,200 

43,900 

A.  For  the  3$4"  Standard  Studs. 


Overall  dimension 

2"  x  35/s" 

U.  S.  Gauge  No. 

16 

Gauge  Thickness 

0.0625" 

Area  of  section 

0.660  sq.  in. 

Weight  per  foot 

2.244  lbs. 

Theoretical  Properties 

Axis  1-1 

Axis  2-2 

Moment  of  Inertia 

1.163  in.4 

0.090  in.4 

Distance  from  neutral  axis 
to  extreme  fibre 

1.812  in. 

1.047  in. 

Section  modulus 

0.641  in.3 

0.086  in.3 

Redius  of  gyration 

1.327  in. 

0.368  in. 

For  the  2  5/16"  standard  studs  (2  5/16") 

Overall  dimension 

2"  x  2  5/16" 

U.  S.  Gauge  No. 

16 

Gauge  Thickness 

0.625 

Area  of  section 

0.500 

Weight  per  foot 

1.700 

Theoretical  Properties 

Axis  1-1 

Axis  2-2 

Moment  of  Inertia 

0.393 

0.90 

Distance  from  neutral  axis 
to  extreme  fibre 

1  5/32" 

1.047  in. 

Section  Modulus 

0.340 

0.043 

Radius  of  gyration 

0.886 

0.423 

The  panels  were  constructed  by  using  three  studs, 
and  connecting  them  together  by  so-called  channel 
plates.  The  channel  is  simply  a  channel  into  which  the 
stud  fits.  The  studs  were  attached  to  the  channel  plate 
by  self-threading,  cadmium  plated,  sheet  metal  screws  or 
by  welding. 


EVALUATION  OF  THE  TEST  RESULTS 

A.  Comparison  of  welded  vs.  screwed  attachment 

1)  Comparison  of  panel  tests  1  and  2  (Same 
materials) 

Welded — 43,300  lbs.  total  load 
Screwed — 36,800  lbs.  total  load 
Percentage  increase  of  strength  by  welded  over 
screwed  attachment — 11.75% 

2)  Comparison  of  panel  tests  3  and  4  (Same 
materials) 

Welded — 31,800  lbs.  total  load 
Screwed — 31,200  lbs.  total  load 
Percentage  of  increase  of  strength  by  welded 
over  screwed  attachment — 1.8% 

3)  Comparison  of  tests  6  and  7 

Welded — 33,000  lbs.  total  load 
Screwed — 34,300  lbs.  total  load 
Percentage  of  decrease  of  strength  by  welded 
over  screwed  attachment — 4.0% 

4)  Comparison  of  tests  8  and  9 

Welded — 27,500  lbs.  total  load 
Screwed — 26,000  lbs.  total  load 
Percentage  of  increase  of  strength  by  welded 
over  screwed  attachments — 5.8% 

The  increase  of  strength  of  welded  connections 
over  the  screwed  ones  is  not  marked. 

B.  Comparison  of  results  of  panels  with  collateral  ma¬ 
terial  on  both  sides  with  those  with  collateral  material 
on  one  side  only. 
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Tests  6,  7,  8,  9 — material  on  one  side  only.  Tests  6 
and  7  had  two  materials  on  the  one  side.  Tests  1,  2,  10 
and  11  had  material  on  both  sides. 


Test 

Total  Load  lbs. 

Test 

Total  Load  lbs. 

1 

36800 

6 

34300 

2 

43300 

7 

33000 

10 

51000 

8 

26000 

11 

51000 

9 

27500 

Average 

45500 

Average 

30200 

Percentage  increase — 50.5% 

C.  Panels 

with  two  kinds 

of  material 

on  one  side  as 

compared  with  those  with  only  one  kind. 

Tests 

Total  Load  lbs. 

Tests 

Total  Load  lbs. 

6 

34300 

8 

26000 

7 

33000 

9 

27500 

Average 

33650 

Average 

26750 

Percentage  increase — 25.5% 

D.  Comparison  of  Test  5  without  gypsum  plaster  with 

Test  10 — with  gypsum  wall  plaster  one 

side. 

Test 

Total  Load  lbs. 

Test 

Total  Load  lbs. 

10 

51000 

5 

43100 

The  gypsum  wall  plaster  on  panel  increases  the  panel 
strength — 11.8%. 

E.  Test  No.  11  which  is  another  panel  to  which  gyp¬ 
sum  wall  plaster  has  been  added  to  one  side,  compared 
with  Test  No.  10. 


Test 

Total  Load  lbs. 

Test 

Total  Load  lbs. 

10 

51000 

11 

51000 

This 

shows  no  difference 

in  the 

total  load  for  the 

panel  plasters  over  four  different  kinds  of  collateral 
material. 

F.  In  the  Cornell  tests  on  3^4"  Stran  Steel  studs  made 
in  1938-39  it  was  found  that  8  foot  studs  would  carry 
*  5455  lbs.  ultimate  load.  If  this  be  taken  as  correct  the 
following  table  is  of  interest : 


Load  lbs. 

Equiva.  load 

Actual  Load  %  of  actual 

Test 

failure 

failure  lbs. 

Failure 

over 

No. 

1  stud 

3  studs 

lbs. 

“equivalent” 

1 

5455 

16,365 

36,800 

125 

2 

II 

II 

43,300 

165 

5 

II 

II 

43,100 

163 

6 

II 

II 

34,300 

110 

7 

II 

II 

33,000 

102 

8 

II 

II 

26,000 

59 

9 

II 

II 

27,500 

68 

10 

II 

II 

51,000 

212 

11 

II 

51,000 

212 

3 

5455 

16,365 

31,200 

91 

4 

II 

II 

31,800 

94 

This  shows  that  the  collateral  material  has  greatly 
added  to  the  strength  of  the  studs  when  the  latter  are 
placed  in  panel  construction  and  covered  with  such 
material. 

G.  In  all  the  plotted  graphs  the  vertical  movement  of 
the  studs  (as  determined  by  the  movement  of  the  platen 
of  the  testing  machine)  shows  a  considerable  perma¬ 
nent  set  for  a  very  small  load.  (Under  one-fifth  of  the 
ultimate  load).  This  is  due  apparently  to  the  seating 
of  the  studs  in  the  channel  plate,  and  is  usually  not 
nearly  so  pronounced  in  the  welded  panels  as  in  the 
screwed  specimens. 

•  H.  Panels  No.  10  and  11  showed  stresses  in  excess  of 
the  probable  yield  stress  for  the  stud  material  43,600 
and  43,900  lbs.  per  sq.  in.  These  were  determined  by 


assuming  all  loads  carried  by  studs.  This  can  be  ac¬ 
counted  for  by  the  increase  in  flexural  resistance  of 
the  plastered  panels  or  weld  as  the  added  area  offered 
to  transmit  compressive  stresses.  Thus  again  the  studs 
tested  apparently  were  not  permitted  by  the  collateral 
material  to  bend  in  the  plane  of  the  panel. 

I.  All  the  panels,  with  collateral  material  on  both  sides, 
failed  through  the  failure  of  one  or  more  studs  in  the 
plane  of  the  major  axis. 

All  the  panels  with  collateral  material  on  one  side 
only  failed  by  a  combination  of  flexure  and  twist,  thus 
apparently  bending  about  the  minor  axis  was  a  con¬ 
tributing  factor. 

SUMMARY 

1.  Welding  studs  to  channel  plates  does  not  appear 
to  greatly  increase  the  ultimate  load  carried  by  the 
panel. 

2.  Collateral  material  on  one  side  only  does  not  en¬ 
tirely  eliminate  the  bending  of  the  studs  about  their 
minor  axes. 

With  collateral  material,  as  used  in  these  tests,  on 
both  sides  of  the  panel,  the  panel  strength  is  increased 
as  much  as  fifty  (50)  per  cent. 

3.  These  tests  show  that  with  additional  materials, 
as  by  adding  a  layer  of  celotex  material  under  corru¬ 
gated  iron,  the  panel  strength  is  increased  in  some  cases 
twenty-five  (25)  per  cent. 

4.  The  addition  of  gypsum  plaster  attached  to  both 
sides  increased  the  panel  strength,  by  as  much  as  twelve 
(12)  per  cent. 

5.  In  the  case  of  plastered  panels,  there  is  apparently 
no  choice  between  (a)  25/32  inch  Vapor-Seal  and  1 
inch  Thermax  board  and  (b)  between  1  inch  Thermax 
board  and  inch  insulating  lath  insofar  as  panel 
strength  is  concerned. 

6.  In  general  the  addition  of  collateral  material  to 
both  sides  of  the  panel  resulted  in  total  stresses  caus¬ 
ing  unit  stresses  very  close  to  the  yield  point  of  the 
stud  material  (see  Results  of  Tests).  This  material 
on  both  sides  appears  to  entirely  eliminate  bending  in 
the  minor  axis,  as  a  contributory  cause  of  failure.  Thus, 
the  full  elastic  stability  of  the  stud  about  the  major 
axis  is  developed.  Collateral  material  on  only  one 
side  of  the  panel  is  relatively  inefficient.  The  increase 
in  actual  ultimate  load  for  corrugated  sheets  is  sixty 
(60)  per  cent  of  the  actual  ultimate  load  obtained  when 
Vi  inch  Celotex  is  placed  under  the  corrugated  iron. 

7.  Care  should  be  taken  to  see  that  studs  are  well 
seated  in  the  channel  plates  so  as  to  prevent  any  initial 
permanent  set  in  the  panel. 

The  foregoing  evaluates  the  contribution  of  collateral 
material  when  used  with  Stran  Steel  framing.  These 
tests  were  further  corroborated  by  subsequent  tests  in¬ 
volving  more  than  625  structural  specimens  sponsored 
by  the  American  Iron  &  Steel  Institute  at  Cornell  Uni¬ 
versity.  In  order  to  properly  utilize  the  strength  con¬ 
tribution  of  collateral  materials  it  is  proposed  to  design 
Stran  Steel  framing  including  studs  in  accordance  with 
the  American  Iron  &  Steel  Institute  Specification  of 
April,  1946,  Section  5  “Design  of  Braced  Wall  Studs.” 

The  details  pertaining  to  the  manufacture,  design 
and  use  of  Stran  Steel  joists  are  given  in  Vol.  31,  Bulle¬ 
tin  No.  14  dated  April  2,  1946,  Calendar  463-45-SM 
(Pages  312  through  320). 

FIRE  ENDURANCE  TEST 

Brick  veneered,  Stran  Steel  Load  Bearing  Exterior  Wall 

A  fire  endurance  load  test  on  a  brick-veneered,  steel- 
stud,  load-bearing  wall  was  made  by  the  National  Bureau 
of  Standards  (Test  T.G.  3619-50  F.R.  1835)  in  a  report 
dated  March  24,  1941,  filed  with  this  case.  The  test  was 
made  to  determine  the  resistance  to  fire  exposure  for  a 
load-bearing,  brick-veneered  steel-stud  wall  in  which 
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a  one-inch  thick  mineral  wool  blanket  was  placed  be¬ 
tween  the  plaster  facing  and  the  steel  studs.  The  wall 
for  this  test  was  divided  into  two  sections,  each  eight 
feet  long.  One  of  these  sections  had  the  brick-veneered 
side  exposed  to  the  fire,  the  other  which  was  identical 
in  construction  had  the  13/16"  plaster  face  exposed. 
This  latter  side  simulates  the  interior  face  of  this  wall. 

DECRIPTION 

Each  section  of  the  wall  was  independent  of  the  other 
and  its  framework  consisted  of  5  studs  10  ft.  3  in.  long 
and  2  plate  channels  each  7  ft.  10*4  in.  long.  The  plates 
were  bolted  to  the  concrete  of  the  test  frame  overhead 
and  to  the  steel  loading  beam  at  the  bottom.  The  studs 
which  had  a  net  section  of  0.59  sq.  in.  each  were  spaced 
approximately  24  in.  on  centers  or  5  to  each  section. 
Each  end  of  each  stud  was  held  to  the  plate  channels 
by  four  No.  14  gauge  hardened  steel  screws. 

The  studs  were  covered  on  the  side  to  receive  the 
brick  veneer  with  the  paper-backed  welded  wire  sheath¬ 
ing  fabric  fastened  to  each  stud  every  6  in.  with  1% -in. 
long  No.  12*4  gauge  Simplex  nails.  On  the  other  side 
of  the  studs  the  1-in.  thick  paper-bound  mineral  wool 
blanket  was  stretched  horizontally  with  laps  of  the  ex¬ 
tended  paper  edges  so  as  to  have  the  mineral  wool 
abutted  edge  to  edge  and  lightly  tacked.  Over  the  min¬ 
eral  wool  blanket  Steeltex  lath  was  nailed  with  Simplex 
nails  spaced  6  in.  on  centers  on  each  stud.  The  mineral 
wool  blanket  held  the  paper  backing  of  the  Steeltex 
lath  approximately  1  in.  from  the  face  of  the  studs. 

The  brick  veneer  was  laid  in  mortar.  In  filling  the 
.  space  between  the  brick  wythe  and  the  paper-backed 
sheathing  the  brickwork  was  forced  away  from  the 
sheathing  somewhat  so  that  the  thickness  of  the  mortar 
backing  was  increased  from  the  J4  in.  intended  thick¬ 
ness  to  1  in.  on  one  section  and  1  3/16  in.  on  the  other 
section.  The  average  thickness  of  these  mortar  back¬ 
ings  because  of  the  deflection  of  the  sheathing  between 
studs  was  1.2  and  1.4  in.,  respectively.  The  top  of  the 
brick  veneer  was  left  2j4  in.  below  the  top  of  the  stud 
wall  and  the  space  remaining  filled  with  mineral  wool 
to  avoid  loading  the  brick  veneer. 

CONSTRUCTION 

The  top  channel  plate  was  bolted  or  nailed  to  the 
concrete  at  the  top  of  the  test  frame  and  the  bottom 
plate  was  bolted  to  the  loading  beam  on  which  the  wall 
rested.  The  center  line  of  the  plate  was  placed  jkt  in- 
from  the  center  of  the  load  application  to  avoid  an  un¬ 
balanced  moment  from  the  weight  of  the  brickwork. 

The  brick  veneer  was  applied  on  Section  A  of  the 
wall  to  be  exposed  to  the  fire  and  the  comparable  Sec¬ 
tion  B  had  the  plastered  face  so  exposed.  The  plaster 
was  applied  to  the  wall  while  the  mason  was  engaged 
in  building  the  brick-veneered  face.  Some  difficulty  was 
experienced  with  the  plaster  because  of  jarring  caused 
by  the  mason. 

The  scratch  coat  of  plaster  was  applied  to  about 
Y%  in.  thickness  and  allowed  to  set  overnight  before  the 
brown  coat  plaster,  also  of  )4  in.  thickness,  was  applied. 
The  surface  was  floated  and  given  a  trowel  finish  with¬ 
out  white  coat. 

The  workmanship  was  not  better  than  found  in  local 
building  practice. 

TEST  SPECIFICATIONS 

The  tests  were  conducted  in  accordance  with  the 
Standard  Specification  for  Fire  Tests  of  Building  Con¬ 
struction  and  Materials  except  that  the  horizontal  dimen¬ 
sion  and  the  total  area  of  seach  section  was  less  than 
the  prescribed  minimums.  No  hose  stream  test  was 
made  as  this  was  considered  not  essential  inasmuch  as 
the  brickwork  with  its  mortar  bond  to  the  wire  fabric 
sheathing  was  still  intact  after  more  than  7*4  hr.  ex¬ 
posure  to  the  test  fire  and  would  withstand  the  impact 
of  the  hose  stream  at  any  time  up  to  four  hours  after 
the  beginning  of  the  test. 


MATERIALS 

Studs  and  Plates 

The  studs  were  each  made  from  two  No.  16  gauge 
formed  steel  channels  spot  welded  together  back  to  back 
forming  an  I-section  2  by  3%  in.  and  weighing  2.2  lb/ft. 
The  top  and  bottom  plates  were  also  of  No.  16  gauge 
sheet  steel  3^4  in.  wide  by  in.  flange  width,  weighing 
1.4  lb/ft.  Four  cadmium  plated  “Holfast”  self-threading, 
cadmium  plated,  sheet  metal  screws  were  used  for  fasten¬ 
ing  each  end  of  each  stud  to  the  plates. 

Insulating  blanket 

The  insulating  blanket  interposed  between  the  studs 
and  plaster  facing  consisted  of  16  in.  wide  paper  bound 
mineral  wool  felt  1  in.  thick.  The  weight  on  the  basis 
of  the  nominal  width,  16  in.,  was  0.56  1/ft2. 

Lath 

The  lath  for  the  plaster  facing  was  a  paper-backed, 
welded  wire  fabric  in  flat  sheets  30  by  49  in.  in  size. 
Across  the  sheet  the  wires  of  the  welded  fabric  were  of 
No.  16  gauge  galvanized  wire  spaced  2  in.  on  centers. 
Intermediate  between  the  transverse  wires  of  the  fabric 
were  loose  galvanized  “stitch”  wires  of  No.  18  gauge 
forced  through  holes  in  the  paper  backing  and  over  the 
stiffening  wires  of  the  fabric  to  hold  the  paper.  In  the 
longitudinal  direction  the  galvanized  wires  also  were 
No.  16  gauge  but  the  meshes  were  2,  2  and  *4  in.  re¬ 
peated  6  times  and  an  extra  mesh  along  the  selvage 
of  one  edge  of  1*4  in.  instead  of  2  in.  The  transverse 
wires  were  crimped  at  each  J4  in.  mesh  to  give  a  Y\ 
in.  deep  stiffening  rib  formed  by  the  two  wires. 

Sheathing  fabric 

Before  applying  the  brick  veneer  to  the  wTall  a  sheath¬ 
ing  consisting  of  a  paper-backed  welded  wire  fabric 
made  of  No.  16  gauge  galvanized  wire  with  2  by  2  in. 
mesh  was  attached  to  the  studs.  The  backing  consists 
of  a  sheet  of  kraft  paper  held  to  the  welded  fabric  with 
No.  16  gauge  wires  spaced  4  in.  on  centers  and  inserted 
through  the  paper  each  side  of  the  longitudinal  wires 
over  which  the  stitching  wires  are  crimped.  After  this 
paper  sheet  is  attached  with  the  crimped  stitching  wires 
a  second  sheet  consisting  of  asphalt  impregnated  kraft 
paper  is  applied  with  an  asphalt  cement  membrane  thus 
forming  a  moisture  barrier  The  weight  of  this  sheath¬ 
ing  was  2.2  lb/yd2. 

Brick 

The  veneer  was  made  with  side-cut,  stiff  mud  com¬ 
mon  brick  measuring  8)4  by  3%  by  2^4  in-  and  weigh¬ 
ing  approximately  510  lb/100.  The  bricks  were  fur¬ 
nished  by  a  local  brick  plant. 

Mortar 

The  mortar  for  the  brickwork  and  the  fill  between 
the  brick  veneer  and  the  paper-back  sheathing  fabric 
consisted  of  1  part  Portland  cement :  2  parts  lime  putty, 
and  6  parts  dry  sand  by  volume.  The  compressive 
strength  of  2  in.  cubes  averaged  780  lb/in.2  at  30  days. 

Plaster 

The  plaster  on  each  section  of  the  wall  was  alike.  The 
scratch  coat  consisted  of  1  part  gypsum  plaster  to  2 
parts  sand  by  weight  of  dry  materials.  The  brown  coat 
consisted  of  1  part  gypsum  plaster  to  3  parts  sand. 
White  finish  was  not  applied.  The  gypsum  plaster  was 
delivered  by  a  local  dealer  in  100  lb.  bags  marked 
X29KPH.  The  physical  properties  were  as  follows : 

Consistency  48 

Time  for  set  9  hr 

Tensile  strength  (average  of  5)  350  lb/in.2 
Compressive  strength  2  in.  cubes 

(30  days)— 1:2  1020  lb/in.2 

1 :3  490  lb/in.2 
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PROCEDURE  OF  LOAD  TEST 

After  the  test  frame  with  the  two  wall  sections  had 
been  placed  to  close  the  combustion  chamber,  load  was 
applied  by  raising  the  pressure  of  the  oil  in  the  hydrau¬ 
lic  jacks.  The  fires  were  lighted  and  the  temperature 
of  the  furnace  controlled  to  conform  as  nearly  as  pos¬ 
sible  to  those  given  by  the  standard  reference  curve. 
The  fires  were  continued  beyond  the  first  criterion  of 
failure  of  both  sections  to  obtain  information  on  the 
performance  of  both  sections  beyond  this  limit. 

The  load  applied  to  each  section  was  15,000  lb.,  or 
5120  lb/in.2  on  the  net  sections  of  the  studs.  During 
the  test  the  cocks  in  the  pipes  supplying  oil  to  the  jacks 
were  inadvertently  closed  but  were  opened  and  the  full 
pressure  reestablished  10  minutes  before  failure  oc¬ 
curred.  The  load  applied  to  these  walls  was  the  same 
as  that  applied  to  wood  stud  walls  of  the  same  length. 

Results  of  Tests 

This  was  a  fire  endurance  test  of  a  brick-veneered, 
steel-stud,  exterior  wall  while  subjected  to  load.  The 
wall  had  been  subject  to  35  days  seasoning  after  com¬ 
pletion  before  being  tested.  The  test  fire  was  continued 
for  6  hr  22  min.  or  3  hr  7  min.  beyond  the  time  at 
which  the  section  having  the  plastered  face  exposed  to 
the  fire  failed  under  load. 

Furance  temperature 

The  furnace  fire  gave  an  exposure  as  measured  by 
the  area  under  the  curve  of  average  temperatures,  of  99 
per  cent  of  that  derived  from  the  area  under  the  standard 
reference  curve. 

Deflections 

Section  A  (brick  veneer  exposed  to  fire)  deflected 
*  towards  the  fire  initially  reacting  a  maximum  of  0.7 
in.  at  35  min.  It  remained  at  approximately  this  value 
for  1  )4  hr,  after  which  time  the  movement  of  the  center 
point  was  in  the  opposite  direction,  reaching  its  initial 
position  at  6  hr  10  min.  At  7  hr  20  min.  the  deflection 
at  a  point  one  fdurth  the  height  of  the  partition  above 
the  midpoint  was  1.2  in.  away  from  the  fire. 

The  deflections  of  Section  B  (Plastered  wall  exposed 
to  fire)  were  reversed  in  direction  from  those  of  Sec¬ 
tion  A.  At  50  min.  after  the  start  of  the  test,  the  mid¬ 
point  Section  B  had  moved  0.4  in.  away  from  the  fire 
and  at  2  hours  later  had  returned  to  its  initial  position. 
At  4  hr.  20  min.,  just  after  failure  of  this  section  under 
load,  the  midpoint  deflection  was  1  in.  The  load  was  re¬ 
moved,  but  the  deflection  towards  the  fire  continued 
until  the  maximum  value  of  2.3  in.  was  reached  at 
6  hr  10  min. 

Failure 

Local  buckling  of  studs  near  the  top  of  Section  B  at 
4)4  hours  gave  the  first  criterion  of  failure.  The  first 
criterion  of  failure  of  Section  A  was  that  given  by  the 
325  degree  F  rise  (181  degrees  C)  of  temperature  under 
one  asbestos  pad  at  5  hr.  48  min.,  followed  5  min.  later 
by  the  limiting  rise  of  250  degrees  F  (139  degrees  C) 
as  the  average  of  five  points. 

The  limiting  temperature  rise  on  the  surface  of  Sec¬ 
tion  B  was  observed  at  6  hr  14 )4  min.  for  both  the 
average  250  degrees  F  (139  degrees  C)  and  the  maxi¬ 
mum  permissible  of  325  degrees  F  (189  degrees  C)  at 
one  point. 

Gradual  yielding  of  the  studs  of  Section  A  permitted 
the  load  to  be  transferred  in  part  to  the  brick  veneer 
after  7  hours  exposure. 

The  average  temperatures  measured  on  three  studs 
28  in.  from  the  tops  in  Section  B,  5  min.  before  collapse 
occurred  was  99 7°  F  (553°  C).  Temperature  at  the 
corresponding  location  in  Section  A  at  7  hr  was  1179°  F 
(654°  C).  Severe  local  heating  occurred  near  the  top 
end  of  the  studs  of  Section  B  before  failure,  a  condition 


which  did  not  obtain  in  Section  A.  Another  factor 
contributing  to  the  resistance  of  Section  A  to  buckling 
under  load  was  the  great  strength  of  the  plaster  and  the 
mortar  coatings  on  the  welded  fabric  whereas  the  plaster 
facing  and  the  nails  of  Section  B  lost  about  all  their 
strength  before  the  failure  of  the  studs. 

Summary 

The  fire  resistance  of  this  exterior-type  wall  construc¬ 
tion  loaded  not  to  exceed  5120  lb/in.2  of  net  area  of  steel 
studs  is  rated  as  4  hours,  assuming  fire  exposure  on  the 
inside  face.  This  is  based  on  failure  under  load  which 
occurred  at  4  hr  15  min.  Failure  due  to  temperature 
rise  occurred  later,  at  6  hr  14)4  min. 

The  fire  resistance  rating  of  the  wall  construction 
with  the  fire  exposure  from  the  exterior  can  be  taken 
as  being  6  hours,  assuming  rating  periods  one  hour 
apart  above  four  hours  and  a  tolerance  of  one  fourth  of 
this  interval.  The  limiting  rise  of  temperature  was 
reached  at  5  hr  48  min.  and  failure  under  load  occurred 
near  7  hr. 

As  indicated  in  paragraph  titled  Test  Specifications, 
no  hose  test  was  made  by  the  Bureau  as  they  deemed  it 
was  obvious  that  all  the  requirements  would  have  been 
met. 

Fire :  Resistive  Load  Bearing  Interior  Partition  Test. 

A  fire  and  hose  stream  test  of  a  steel-stud,  load-bear¬ 
ing  partition  was  conducted  by  the  National  Bureau  of 
Standards,  Test  No.  T.G.3619-31 ;  F.R.1340,  and  re¬ 
ported  under  date  of  March  23,  1939. 

DESCRIPTION 

Studs  and  plates 

The  studs  were  made  by  spot  welding  together  back 
to  back  two  channels  of  No.  16  gauge  steel  to  form  an 
I  section  2  in.  by  3^  in.  by  10  ft.  2)4  in-  long.  The 
webs  of  these  channels  were  crimped  longitudinally 
near  each  edge  to  grip  better  nails  driven  from  the 
edges  of  the  studs.  The  plates  were  also  of  No.  16  gauge 
steel  formed  into  channels  )4  inch  wider  than  the  studs. 
The  studs  were  attached  to  the  plates  by  means  of  cad¬ 
mium  plated  hardened  steel  screws  driven  through  holes 
slightly  smaller  than  the  screws  in  both  members. 

Lath 

Ribbed  expanded  metal  lath  weighing  3*4  lb.  per  sq. 
yard  and  having  )4  in.  deep  V  crimped  ribs  was  used. 

Plaster 

Wood  fibred  plaster  having  the  following  physical 
characteristics  was  applied  in  two  coats  on  successive 
days. 

As  tested  by  this  Bureau  the  plaster  sample  gave  the 
following  results : 

Consistency  40 

Time  of  set  9  hours 

Tensile  strength 

(average  of  6)  325  lb.  per  sq.  in. 

Wood  fibre  (average  of  2)  0.82  per  cent 

This  plaster  failed  to  meet  the  requirements  of  Fed¬ 
eral  Specifications  SS-P-401  in  that  it  contains  less  than 
1  per  cent  of  wood  fibre. 

DESIGN. 

The  steel  studs  were  spaced  24  in.  on  centers.  Each 
end  of  each  stud  was  held  to  the  channel  plate  by  4 
No.  14  gauge  hardened  steel  screws. 

The  expanded  metal  lath  was  nailed  to  each  stud  with 
6  d  common  wire  nails  spaced  approximately  8  in.  on 
centers.  End  laps  of  the  lath  were  staggered  from 
course  to  course.  The  nails  were  driven  to  a  depth  of 
about  1)4  hi.  and  bent  over. 
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Metal  grounds  were  applied  near  the  bottom  of  ‘the 
partition  and  nails  near  mid-height  and  top  were  set  to 
serve  as  screeds  to  regulate  the  thickness  of  the  plaster 
to  1  inch  as  measured  from  the  edge  of  the  stud.  The 
face  of  the  lath  was  54  in.  from  the  stud. 

CONSTRUCTION. 

The  channel  plates  were  bolted  to  the  members  of 
the  test  frame  against  which  they  bore.  And  in  turn, 
the  studs  were  fastened  to  the  plates  as  described  above. 
The  channel  plates  were  centered  over  the  line  of  the 
loading  jacks  to  avoid  eccentricity  in  the  application 
of  the  load. 

The  scratch  coat  plaster  was  applied  in  greater  thick¬ 
ness  than  was  required  for  the  brown  coat.  The  two 
coats  gave  a  total  thickness  of  1  in.  from  the  edges  of 
the  studs,  or  54  in.  over  the  face  of  the  expanded  metal 
lath. 

The  compressive  strengths  of  2  in.  cubes  of  the  scratch 
and  brown  coats  of  plaster  tested  at  144  days  averaged 
2310  and  over  2210  lb.  per  sq.  in.  respectively.  Base 
boards  of  25/32  of  7)4  in.  yellow  pine  were  applied  by 
nailing  on  each  side  of  the  wall. 

The  workmanship  was  comparable  with  that  found  in 
local  building  practice  except  that  the  plaster  had  less 
water  content  than  usual  for  this  kind  of  plaster. 

The  tests  were  conducted  in  accordance  with  the 
Standard  Specification  for  fire  tests  of  Building  Con¬ 
struction  and  Materials  as  applicable  to  the  fire  and  hose 
stream  tests  of  bearing  walls  and  partitions. 

Results' of  Tests 

A  fire  and  hose  stream  test  of  a  steel-stud  partition 
faced  with  wood  fibred  gypsum  plaster  applied  on  ribbed 
expanded  metal  lath — The  test  fire  was  applied  for  one 
hour  and  the  hose  stream  for  4  min.  and  4  sec.  After 
the  partition  had  been  allowed  to  cool,  a  load  was  ap¬ 
plied  to  determine  its  strength. 

Furnace  T emperature 

The  furnace  fire  gave  an  exposure  as  measured  by  the 
area  under  the  curve  of  average  temperatures  of  99  per 
cent  of  that  derived  from  the  area  under  the  standard 
reference  curve.  That  maximum  and  minimum  tempera¬ 
tures  averaged  45°  F  (25°  C)  above  and  92°  F  (51°  C) 
below  the  mean  of  the  temperatures  indicated  by  the 
nine  thermocouples. 

Wall  Temperatures 

The  temperatures  measured  by  three  thermocouples 
placed  between  the  paster  facing  on  the  fire  exposed 
side  and  the  edges  of  three  studs  at  2  ft.  from  the  top 
of  the  partition  rose  to  a  mean  value  of  729°  F  (387° 
C)  at  45  min.,  the  maximum  at  that  thime  being  937°  F 
(503°  C).  At  55  min.  the  maximum  temperatures  had 
increased  to  1110°  F  (599°  C).  The  mean  of  the  tem¬ 
peratures  measured  by  the  three  thermocouples  mounted 
in  the  spaces  between  the  studs  reached  748°  F  (398° 
C)  at  55  min.,  the  maximum  of  the  three  values  being 
799°  F  (426°  C). 

The  average  of  the  temperatures  measured  under  the 
9  asbestos  pads  on  the  unexposed  surface  at  55  min. 
after  the  start  of  the  test  fire  was  205°  F  (96°  C)  and 
the  maximum  212°  F  (100°  C).  The  temperature  of 
the  test  room  12  ft.  from  the  unexposed  face  of  the 
wall  was  68°  F  (20°  C)  at  the  beginning  of  the  test 
and  rose  to  72°  F  (22°  C)  at  55  min.,  the  last  reading 
before  the  removal  of  the  wall  from  the  furnace. 

Deflections 

The  partition  deflected  towards  the  fire  during  the  first 
5  min.  a  distance  of  0.3  in.  at  its  mid-height.  During 
the  next  15  min.  approximately  half  of  the  deflection 
was  recovered  after  which  the  deflection  began  to  in¬ 
crease.  The  average  of  the  deflections  at  3  points  at 
mid-height  reached  1.3  in.  at  55  min.  after  the  start 
of  the  test. 


Effect  of  hose  stream 

The  test  frame  containing  the  partition  was  removed 
from  the  furnace  within  35  sec.  after  the  gas  fire  was 
stopped  and  a  photograph  was  made  at  38  sec.  after. 

The  stream  from  a  1*4  in.  diameter  fire  hose  nozzle 
was  then  directed  on  the  heated  surface  in  the  manner 
prescribed  by  the  test  specification  beginning  at  55  sec. 
after  the  fire  was  stopped.  The  hose  stream  was  applied 
for  4  min.  4  sec.  Practically  all  of  the  plaster  was 
washed  from  the  lath  on  the  fire  exposed  side,  and  the 
lath  bent  inward  between  the  studs,  but  no  plaster  was 
broken  away  or  eroded  from  the  lath  of  the  unexposed 
surface.  The  studs  straightened  on  cooling. 

Final  loading 

Loading  of  the  wall  subsequent  to  the  fire  and  hose 
stream  applications  was  begun  about  three  hours  after 
these  operations  had  been  completed.  The  plaster  buckled 
and  fell  from  a  narrow  strip  along  the  first  horizontal 
joint  of  the  lath  on  the  unexposed  surface  when  the 
load  had  reached  a  value  of  27  tons.  The  loading  was 
continued  until  the  maximum  load,  indicated  by  the 
fluid  pressure  in  the  jacks,  had  reached  a  value  of  51 
tons  when  crumpling  of  the  ends  of  the  studs  began. 
The  net  area  of  the  nine  studs  was  approximately  5% 
sq.  in. 

SUMMARY  AND  DISCUSSION. 

No  failure  was  observed  in  the  tests  until  the  crum¬ 
pling  of  the  studs  under  a  load  of  more  than  three 
times  that  to  which  the  wall  was  subjected  during  the 
test  of  a  total  of  51  tons,  or  approximately  19,500  lb. 
per  sq.  in.  of  net  area  of  the  studs. 

This  partition  having  steel  studs  of  2  in.  by  354  in. 
section  composed  of  two  15/16  in.  by  354  No.  16  gauge 
steel  channels  welded  back  to  back  and  having  a  gross 
area  of  0.57  sq.  in.  (net  0.47  sq.  in.)  spaced  24  in.  on 
centers  and  faced  both  sides  with  1  in.  thickness  of 
wood  fibred  gypsum  plaster  applied  on  54  in.  3%  lb. 
ribbed  expanded  metal  lath  has  as  the  result  of  this 
and  the  previously  reported  test,  qualified  for  the  fire 
resistance  rating,  2^4  hours  for  either  bearing  or  non¬ 
bearing  partitons. 

RECOMMENDATION. 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Stran-Steel  framing 
members  Fig.  1  (as  manufactured  by  the  Stran  Steel 
Division  of  the  Great  Lakes  Steel  Corporation)  under 
The  Board’s  authority,  as  provided  in  C26-191.0a;  when 
manufactured  and  used  as  described  herein,  and  when 
proportioned  and  designed  in  accordance  with  the  pro¬ 
posed  American  Iron  and  Steel  Institute’s  Specifications 
for  the  Design  of  Light  Gauge  Steel  Members  (April 
1946),  and  for  allowable  working  stresses  as  are  pro¬ 
vided  in  C26-368.0,  for  use  as  joists,  bearing  studs,  non¬ 
load  bearing  studs,  rafters  and  roof  trusses,  for  uses  as 
structural  framing  (Fig.  1),  in  the  following  classes 
of  construction : 

Class  2  Fireproof  construction  C26-240.0 

Class  3  Non-fireproof  or  ordinary  construction 
C26-241 .0 

Class  4  Frame  construction  C26-242.0  Stran  Steel 
may  be  used  in  lieu  of  wood  joists,  studs 
and  rafters 

Class  5  Metal  construction  C26-243.0 

Construction  shall  be  in  accordance  with  details  con¬ 
trolling  the  spacing  of  joists  and  studs  and  roof  con¬ 
struction  for  use  in  buildings  not  exceeding  three  stories 
in  height  as  provided  in  C26-5 18.0c  for  area  limitations 
as  provided  in  C26-254.0  for  the  classes  of  construction 
described  herein. 

This  recommendation  for  approval  includes  the  use 
of  Stran  Steel  framing  when  used  in  whole  or  in  part. 
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Note:  The  design  and  use  of  Stran-Steel  joists  shall 
be  in  accordance  with  approval  Cal.  No.  463-45-SM, 
Vol.  31  No.  14,  dated  April  2,  1946. 

Holes  shall  be  provided  at  the  factory  for  piping 
and  conduits.  No  cutting  of  holes  or  otherwise  cutting 
the  framing  shall  be  permitted  in  the  field.  Plans  sub¬ 
mitted  to  the  Department  of  Housing  and  Buildings 
shall  show  that  provision  has  been  provided  for  water, 
sewage  and  electrical  conduits. 

On  the  basis  of  the  fire  resistive  tests  hereinbefore 
described,  which  met  the  requirements  of  Art.  11  “Fire 
Resistive  Construction”,  the  Committee  recommends  fire 
resistive  ratings  of  Stran-Steel  Construction  when  con¬ 
structed  of  details  as  described  in  the  fire  test  speci¬ 
mens,  as  follows : 

The  interior  partitions,  (See  National  Bureau  of 
Standards  Test  No.  T.G.  3619-31 ;  F.R.  1340),  when 
used  as  bearing  or  non-bearing,  as  a  two  hour  fire  re¬ 
sistive  interior  partition  for  use  in  Fire  Resistive  Stair¬ 
way  Enclosures  under  C26-635.0  and  as  a  one  hour  fire 
resistive  interior  partition  under  C26-636.0  Materials  for 
Fireproof  Partitions,  and  in  such  other  places  where 
equivalent  fire  resistive  ratings  are  required. 

The  exterior  wall  construction  (See  National  Bureau 
of  Standards  Test  No.  T.G.  3619-50;  F.R.  1835)  as  used 
in  exterior  bearing  or  non-bearing  wall  enclosures  is 
recommended  for  a  three  hour  fire  resistive  rating  as 
required  for  Class  2  construction  C26-241.0  and  similarly 
as  required  for  Class  3  construction  C26-242.0. 

The  use  of  No.  14  cadmium  plated  self-tapping  screws 
shall  be  permitted  in  the  classes  of  construction  de¬ 
scribed  herein  wherever  Stran-Steel  framing  members 
are  to  be  connected  together.  In  lieu  thereof,  equivalent 
welding  complying  with  the  Board’s  rule?  may  be  sub¬ 
stituted  for  the  self-tapping  screws, 

It  is  further  recommended  that  all  the  designs  of 
Stran-Steel  members  submitted  to  the  Department  of 
Housing  and  Buildings  when  used  in  whole  or  in  part, 
be  certified  to  by  a  Licensed  Professional  Engineer  or 
Registered  Architect ;  that  the  details  of  design  and 
construction  comply  in  all  respects  with  the  approval 
granted  under  Calendar  378-38-SM,  and  that  erection 
of  Stran-Steel  framing  members  be  inspected  during 
erection  by  representatives  of  the  applicant  or  its  au¬ 
thorized  agents,  for  compliance  with  applicant’s  erection 
details. 

It  is  further  recommended  that  each  bill  of  lading  or 
delivery  slip,  carrying  the  wording:  Approved  by  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  No.  378-38-SM. 


BERNARD  A.  SAVAGE 
Commissioner, 
CHARLES  M.  BLUM 

Commissioner, 
LESLIE  V.  HUBER 

Chief  Engineer, 
Committee  on  Tests. 
and 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Stran  Steel  Framing 
as  manufactured  by  the  Stran  Steel  Division  of  the  Great 
Lakes  Steel  Corporation,  in  accordance  with  the  report  of 
the  Committee. 


94-39-SM 

APPLICANT — Western  Concrete  Pile  Corp.,  owner. 

SUBJECT — Drilled-In-Caissons  as  Installed  by  the  Drilled- 
In-Caisson  Corporation  (reopened  March  12,  1946; 
previously  approved). 

APPEARANCES— 

For  Applicant:  F.  P.  Burrell. 


ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (94-39-SM) 

Whereas,  Western  Concrete  Pile  Corporation,  owner, 
filed  on  January  24,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  design  and  meth¬ 
od  of  construction  known  as  the  Drilled-in-Caisson  as  in¬ 
stalled  by  the  Drilled-in-Caisson  Corporation;  and 

Whereas,  this  design  and  method  of  construction  was 
approved  by  the  Board  on  December  22,  1942,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
March  12,  1946  and  restored  to  the  calendar ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  21,  1946. 

Re:  Cl.  94-39-SM 

Subject:  Drilled-In-Caissons  as  Installed 
by  the  Drilled-In  Caisson  Corp. 

The  Western  Concrete  Pile  Corporation  filed  a  re¬ 
quest  with  the  Board  for  reopening  of  the  resolution 
adpoted  December  22,  1942  to  permit  the  substitution 
of  pipe  material  complying  with  ASTM  252-44  for  the 
grade  C  pipe  shell  material  conforming  to  the  American 
Petroleum  Institute  requirements  for  seamless  or  welded 
pipe  having  a  minimum  yield  point  of  45,000  p.s.i.  and 
with  an  ultimate  strength  of  75,000  p.s.i.  with  a  mini¬ 
mum  elongation  of  20  per  cent  in  2"  sample,  and  sec¬ 
ondly  as  to  placing  the  concrete  grout  in  the  socket. 

The  application  was  reopened  on  March  12,  1946  and 
referred  to  the  Committee  on  Tests  for  investigation  and 
report,  whose  report  is  as  follows : 

The  applicant  has  filed  data  that  shows  that  the  A.P.I. 
shell  pipe  is  not  manufactured  in  sizes  exceeding  24" 
and  that  such  pipe  becomes  brittle  at  temperatures  of 
15  deg.  F.  and  cracks  during  the  driving.  The  pipe 
shell  proposed  to  be  substituted  is  that  complying  with 
ASTM,  A-139  for  pipe  under  30"  in  diameter  and  with 
ASTM,  A-134  for  pipe  30"  and  over  in  diameter.  An 
analysis  of  stresses  in  drill-in  caisson  shells  consisting 
of  caisson  shells  of  35,000  lbs.  per  sq.  in.  yield  point 
made  under  the  analysis  of  the  Board’s  approval  dated 
March  22,  1942  is  as  follows: 

DIAMETER 


24" 

26" 

28" 

30" 

Total  area  (Ag) 

452.0 

531.0 

615.8 

706.9 

Total  load  (Agx  1.2  kips) 

542.4 

637.2 

739.0 

848.3 

Area  of  concrete  (Ac) 

415.0 

491.0 

572.6 

660.5 

Load  on  Cone.  (Ac  x85K.) 

353.0 

417.4 

486.7 

561.4 

Load  on  Steel  (2-4) 

189.0 

219.8 

252.3 

286.9 

Area  of  Steel  (A.) 

36.9 

40.1 

43.2 

46.3 

Stress  on  Steel 

5.1 

5.5 

5.4 

6.1 

Safety  Factor  (based  on 
35,000  lbs.  y.p.  steel) 

6.9 

6.3 

6.4 

5.7 

A8  (for  dia.  %") 

32.2 

35.0 

37.7 

40.4 

Stress  on  Steel 

5.8 

6.3 

6.6 

7.1 

Safety  Factor  (based  on 
35,000  lbs.  y.p.  steel) 

6.0 

5.5 

5.3 

4.9 

Loads  in  kips — Stress  in  kips  per  square  inch. 

The  applicant  further  requests  that  the  sentence  in 
the  resolution  adopted  by  the  Board  December  22,  1942 
reading  as  follows : 

“All  rock  chips  and  loose  material  shall  be  removed 
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(from  the  socket)  and  neat  cement  grout  shall  be  forced 
into  the  rock  under  pressure  sufficient  to  secure  the  shell 
into  position,  and  to  seal  it  to  the  point  of  permitting 
inspection  after  removal  of  the  excess  grout.” 
be  changed  to  read: 

“After  the  steel  shell  has  been  driven  until  the  cutting 
shoe  is  in  contact  with  bedrock  and  the  material  inside 
has  been  excavated,  the  cutting  shoe  shall  be  set  firmly 
in  and  bearing  on  the  bedrock  by  means  of  drilling  and 
redriving.  Pressure  grouting  may  also  be  used.  These 
operations  shall  be  continued  until  a  complete  stoppage 
of  the  inflow  of  any  soil  has  been  secured. 

“After  the  cutting  shoe  has  been  set  and  the  socket 
drilled,  all  chips  and  loose  material  shall  be  removed. 
During  the  socket  drilling  operations  a  drilling  log  shall 
be  kept,  including  a  study  of  the  rock  drillings,  to  deter¬ 
mine  the  soundness  of  the  rock. 

“When  no  more  loose  material  is  found  in  the  water 
drawn  from  the  bottom  of  the  socket  the  caisson  shall 
be  filled  with  water.  The  socket  and  approximately  2 
feet  of  the  shell  shall  be  filled  with  a  1  to  1  cement 
grout  by  means  of  a  bottom  dump  bucket  and  the  core, 
if  any,  shall  be  set  in  this  grout.”  The  bucket  discharges 
the  required  grout  in  a  single  load,  and  immediately 
the  steel  core  is  positioned  in  the  grout. 

In  the  early  stages  of  use  of  the  drilled-in  caisson 
many  of  the  projects  were  located  in  areas  where  the 
rock  was  comparatively  dry  so  that  the  sockets  could 
be  unwatered  and  the  grout  and  concrete  placed  in  the 
dry.  In  more  recent  work,  rock  has  been  encountered 
which  though  sound  allowed  the  passage  of  water  rather 
freely  and  pressure  grouting  under  80  to  100  lbs.  per  sq. 
in.  dried  up  the  caissons  but  during  the  re-drilling  of  the 
socket  the  hardened  grout  became  shattered  and  was 
forced  away  from  the  rock  due  to  the  unbalanced  head 
of  water  so  that  the  flow  of  water  through  the  rock  con¬ 
tinued.  When  such  leaky  sockets  were  grouted  in  the 
dry  it  was  found  that  water  continued  to  enter  the 
socket  even  after  the  grout  had  attained  its  final  set  and 
thus  destroyed  a  part  of  the  “bond  surface”  with  its 
consequential  effect  on  the  safety  factor  of  the  caisson. 
When  the  holes  were  pressure  grouted  they  were  per¬ 
fectly  water-tight.  It  is  apparent  from  the  foregoing 
that  grout  should  not  be  placed  against  a  head  of  water 
but  should  rather  be  placed  with  a  head  of  water  hold¬ 
ing  it  against  the  rock  until  set. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  resolution  adopted  by  the 
Board  December  22,  1942  be  amended  to  permit  the 
substitution  of  pipe  material  complying  with  A  STM 
A-139  for  pipe  under  30"  in  diameter  and  with  ASTM 
A-134  for  pipe  30"  and  over  in  diameter  provided  that 
all  steel  used  in  such  pipe  shall  have  a  yield  point  of  not 
less  than  35,000  lbs.  per  sq.  in.  and  that  in  all  other 
respects,  the  installation  of  the  pipe  shall  comply  with 
the  requirements  of  the  aforesaid  resolution. 

The  Committee  further  recommends  that  in  all  installa¬ 
tions  wherever  possible  the  dry  socket  method  as  de¬ 
scribed  in  the  resolution  adopted  by  the  Board  December 
22,  1942  be  employed  but  that  where  installations  are 
made  under  conditions  where  it  would  be  impossible  to 
maintain  hardened  grout  as  a  water  seal  during  the  re¬ 
drilling  of  the  socket,  the  grouting  may  be  allowed 
under  water  provided  that  a  bottom  dump  bucket  be 
employed  of  sufficient  capacity  to  discharge  all  the  re¬ 
quired  grout  in  one  load  and  that  in  all  cases  such 
bucket  shall  hold  enough  grout  to  completely  fill  the 
rock  socket  and  the  caisson  pipe  to  a  depth  of  at  least 
one  diameter  above  the  cutting  edge  of  the  caisson  shell. 
During  the  placing  of  this  grout  the  bucket  when  open 
shall  be  lifted  very  slowly  while  dumping.  .The  design 
of  the  bucket  shall  be  such  that  no  grout  can  be  released 
until  the  bucket  rests  on  the  bottom  of  the  rock  socket. 


When  this  latter  method  of  depositing  grout  under  water 
is  used,  such  work  shall  be  done  under  the  jurisdiction 
of  a  licensed  professional  engineer  whose  duty  it  shall 
be  to  keep  an  accurate  supplementary  drilling  log  and 
that  the  screenings  from  the  water  pumped  out  of  the 
caisson  shall  be  collected  and  analyzed  so  as  to  deter¬ 
mine  the  soundness  of  the  rock.  When  sound  bearing 
rock  has  been  reached  the  log  shall  so  indicate  and  such 
records  shall  be  certified  to  by  the  licensed  professional 
engineer  and  filed  with  the  Borough  Superintendent  on 
each  caisson  installation  employing  the  wet  method  of 
placement  of  grout. 

It  is  recommended  that  in  all  other  respects,  the  re¬ 
quirements  of  the  resolution  adopted  by  the  Board  on 
December  22,  1942  be  complied  with. 

•BERNARD  A.  SAVAGE 
Commissioner , 

CHARLES  M.  BLUM 

Commissioner, 

LESLIE  V7  HUBER 

Chief  Engineer, 
Committee  on  Tests. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  22,  1942,  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests,  dated  March 
21,  1946. 


29^46-SM 


APPLICANT — Duffy  Brothers,  Inc.,  owner. 

SUBJECT — “Duffcon”  Lightweight  Precast  Concrete  Roof 
Slab,  approval  of. 

APPEARANCES— 

For  Applicant:  Godfrey  P.  Schmidt  and  F.  Duffy. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (29-46-SM) 

Whereas,  Duffy  Bros.,  Inc.,  owner,  filed  on  January  16, 
1946,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  “Duffcon” 
Lightweight  Precast  Concrete  Roof  Slab;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

April  2,  1946 


CAL.  29-46-SM 


Subject:  “Duffcon”  Lightweight  Precast  Concrete  Roof 
Slab. 

Duffy  Bros.,  Inc.,  filed  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  “Duffcon” 
Lightweight  Precast  Concrete  Roof  Slab  under  the 
provisions  of  the  Administrative  Building  Code  as  here¬ 
inafter  provided  in  accordance  with  the  requirements 
of  C26-178.0.b.  and  under  C26-626.0— C26-618.0a— C26- 
619.0b. 


DESCRIPTION  AND  MANUFACTURE 

The  “Duffcon”  Lightweight  Precast  Concrete  Roof 
Slab  is  a  prefabricated  reinforced  concrete  unit 
manufactured  in  a  standard  section  24  inches  in  width 
and  2  inches  in  depth  with  square  edges,  of  panelled 
design.  The  soffit  reinforcement  consisted  of  a  mat 
made  of  Y%  of  an  inch  deformed  round  rods  2  inches 
from  outside  edges  and  V2  inch  from  bottom  of  the 
slab  welded  to  6  inches  by  6  inches  No.  10  U.  S.  gauge 
galvanized  electric  welded  wire  mesh.  The  weight  of 
slab  is  14  pounds  per  square  foot. 

Concrete — The  mix  consists  of  one  (1)  part 
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standard  Portland  Cement;  24  parts  Hard  Coal 
Screened  Cinders;  14  parts  Slag;  24  parts  Cow  Bay 
Washed  Screened  Sand ;  by  volume  with  a  small  quan¬ 
tity  of  aerated  compound  and  4  to  5  gallons  of  water 
per  bag  of  cement. 

The  materials  are  all  thoroughly  mixed  in  a  rotary 
steel  drum  and  all  cast  into  smooth  plywood  forms, 
then  vibrated  and  allowed  to  cure  for  28  days.  Fifteen 
slabs  were  cast  and  allowed  to  cure  at  the  plant. 

INSPECTION  AND  TEST 

Inspection  of  the  plant  and  process  was  made  by  the 
Committee  on  Tests,  Commissioner  Charles  M.  Blum 
and  Chief  Engineer  Leslie  V.  Huber,  on  February  7, 
1946,  at  the  plant  at  No.  35-44  Tenth  Street,  Long 
Island  City.  Also  present  were  F.  X.  Duffy,  George 
Duffy  and  Wm.  Cogan.  The  capacity  of  the  plant  is 
approximately  2000  feet  of  units  per  day.  The  operation 
being  continuous  from  stripping  of  the  forms  through 
cleaning,  assembling,  reinforcing,  pouring  and  curing. 

The  control  cylinders  were  tested  at  the  United  States 
Testing  Company,  Inc.  (Report  No.  57834)  with  the 
following  results : 

Maximum  Compressive  Strength,  p.s.i. — 2570  pounds 
— 28  days — Weight  per  cubic  foot— 120.5  pounds — 
as  evidenced  by  certificate  attached. 

The  slab  was  placed  on  a  wooden  frame  with  5'  6" 
clear  span,  and  the  load  was  applied  at  the  3rd  point. 

A  wooden  box  2  feet  wide,  2  feet  deep,  and  8  feet 
long,  was  placed  on  the  slab  with  2"  by  4"  cleats  placed 
on  the  bottom  of  the  box  to  rest  over  3rd  points  of  slab. 
Load  was  applied  by  dumping  sand — 881/2  pounds  per 
cubic  foot— into  the  box  and  spreading  to  insure  uni¬ 
form  distribution.  A  graduated  rod  was  placed  so  as  to 
read  deflections.  The  weight  of  box  empty  was  217 
pounds — with  box  on  slab  deflection  was  0  inches. 


TEST  No.  1 

Total  Load  on  Slab 


Deflection 


496  pounds 

Vs 

585 

ii 

V 

673 

ii 

Vs 

850 

it 

4 

1027 

a 

Vs 

1204 

it 

Vx 

1381 

it 

Vs 

1470 

ii 

1-0 

1558 

it 

Ws 

1755 

ii 

24 

1824 

ii 

24 

1912 

ii 

4-0 

2001 

ii 

43/4 

End  of 

Test. 

Unit  load  per  square  foot — 183  pounds — 3rd  point 

loading 
244  pounds — Equiva¬ 
lent  uniform  load 

Failure  occurred  with  cracks  opening  in  bottom  of 
slab  at  4  points  and  centre.  Failure  due  to  over¬ 
stress  of  that  steel  reinforcement. 

TEST  No.  2 


Total  Load  on  Slab 

Deflection 

487  pounds 

V  inch 

933  “ 

Vx  “ 

1293  “ 

1-0  “ 

1473  “ 

m  “ 

1833  “ 

23/8  “ 

1920  “ 

break  1"  off 

End  of  test. 

center 

Unit  load  per  square  feet — 174  pounds — 3rd  point 

loading 
232  pounds — Equiva¬ 
lent  uniform  load 


TEST  No.  3 


Total  Load  on  Slab  Deflection 


650  pounds 

%  inch 

840  “ 

4  “ 

1029  “ 

4  “ 

1190  “ 

Vs  “ 

1470  “ 

1-0  “ 

1710  “ 

14  “ 

1820  “ 

2-0  “ 

1910  “ 

2  4  ”  break 

about  4"  off  center 

Unit  Load  per  square 

foot — 1,76  pounds — 3rd  point 
loading 
234  pounds — Equiva¬ 
lent  uniform  load 

TEST  No.  4 

Total  Load  on  Slab  Deflection 


ii 

a 


650  pounds 
796  “ 

1114  “ 

1344  “ 

1534 
1860 

Unit  Load  per  square  foot- 


Average  of  four 
slabs  tested — 183 
174 
176 
169 


4  inch 

H  “ 

4  “ 

Vs  “ 

1-0  “ 

2  Y  “  break 
-169  pounds — 3rd  point 
loading 
215  pounds — Equiva¬ 
lent  uniform  load 


702  divided  by  4 — 

175  pounds  per  square  foot — 3rd 

point  loading 
233  pounds  per  square  foot — equivalent 

uniform  load. 

Live  Load — 44  pounds  per  square  foot — 3rd  point  loading 
59  pounds  per  square  foot — equivalent 

uniform  load. 

A  computation  of  stresses  by  The  Reinforced  Steel 
Engineering  Bureau,  shows,  as  per  design  data,  that  by 
the  application  of  accepted  engineering  formulae,  the 
safe  uniformity  distributed  carrying  capacity  for  a  5'6" 
clear  span  is  45  pounds  per  square  foot,  and  likewise 
for  7'0"  span  with  the  use  of  one  Y  inch  rod  on  each  rib. 

RECOMMENDATIONS 

The  Committee  on  Tests  recommends  on  the  basis  of 
the  foregoing  data,  and  as  per  application  of  accepted 
engineering  formulae  as  evidenced  by  data  detail  #2 
submitted  with  the  application  for  use  in  New  York 
City,  that  the  Duffcon  Lightweight  Precast  Con¬ 
crete  Roof  Slab  be  approved  for  use  in  New  York  City 
under  C26-191.0a  as  meeting  the  requirements  of  C26- 
626.0. b.  Administrative  Building  Code  for  roofs  of  Class 
1  and  2  construction  where  the  fire  protective  cover¬ 
ing  is  omitted  from  the  roof  trusses  as  provided  in 
C26-618.0  Administrative  Building  Code  under  C26- 
620.0.c.l.b.  Administrative  Code  as  the  -concrete  top 
slab  provided  for  therein  as*  roof  slab  only  for 
spans  not  over  5'6"  and  under  C26-254.0  as  a  roof  slab 
for  spans  not  over  5'6”  whenever  Class  3  or  Class  6 
constructions  are  permitted  provided  no  fire  resistive 
rating  is  required  under  the  following  conditions : 

A  minimum  bearing  of  3  inches  shall  be  provided 
on  the  steel  or  masonry  supports  and  each  plank 
shall  bear  or  two  supports,  simple  spans. 
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The  roof  surface  shall  consist  of  approved  roofiing 
material  not  exceeding  4  lbs.  per  square  foot.  The  slabs 
shall  be  fastened  to  the  purline  or  roof  beams  with  20 
U.  S.  gauge  metal  clips. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  “Duffcon”  Light¬ 
weight  Precast  Concrete  Roof  Slab  in  accordance  with  the 
report  of  the  Committee. 


96-46-SM 

APPLICANT — Rheem  Manufacturing  Co.,  Inc.,  owner. 
SUBJECT — Rheem  275  Gallon  New  York  City  Obround 
Oil  Storage  Tank,  Approval  of. 
APPEARANCES— 

For  Applicant :  A.  G.  Kraus. 

ACTION  OF  BOARD — Material  approved  -in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (96-46-SM) 

Whereas,  Rheem  Manufacturing  Co.,  Inc.,  owner,  filed 
on  February  7,  1946,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
the  Rheem  275  Gallon  New  York  City  Obround  Oil  Storage 
Tank;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  96-46-SM  April  22,  1946. 

Subject:  Rheem  275  Gallon  New  York  City  Obround 
Oil  Storage  Tank,  Approval  of 
The  Rheem  Manufacturing  Company,  Incorporated, 
of  New  York  City,  filed  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Rheem 
275  Gallon  Obround  Oil  Storage  Tank  under  the  pro¬ 
visions  of  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

DESCRIPTION 

The  tanks  are  constructed  of  No.  10  U.  S.  gauge 
commercial  grade  hot  rolled  steel.  The  heads  are  dished 
of  No.  10  U.  S.  gauge  hot  rolled  steel  with  1"  weld 
offset.  The  tanks  have  one  lateral  welded  seam  with 
\  inch  lap.  The  dimensions  are  63  inches  ling,  42 
inches  high  by  26  inches  wide  and  weighing  364  lbs. 
without  plug  and  legs.  The  tanks  are  provided  with 
four  2 diameter  holes  on  top  for  2  inch  flanged  steel 
forgings  threaded  to  receive  pipe  connections  and  a 
inch  feed  coupling  welded  into  head  at  bottom.  There 
are  4  steel  pipe  support  lugs  tapped  to  receive  the  legs. 
The  tanks  can  be  set  either  vertical  or  horizontal. 

INSPECTION  AND  TEST 
A  sample  tank  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  at  the  plant  of  the  company  at  Sparrows 
Point,  Maryland.  Present  at  the  test  were  Commis¬ 
sioner  Charles  M.  Blum  and  Chief  Engineer,  Leslie 
V.  Huber  of  the  Committee  on  Tests,  E.  J.  Hutchings 
and  M.  W.  Young  representing  the  applicant.  The  tank 
was  subjected  to  an  hydraulic  test  and  successfully  met 


the  requirements  of  Rule  10.31  of  the  Oil  Burner  Rules. 
Details  of  construction,  workmanship  and  protection  of 
steel  were  found  to  comply  with  the  Rules  of  the  Board. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  Rheem  275  Gallon  New  York 
City  Obround  Oil  Storage  Tank  be  approved  for  use 
in  fuel  oil  installations  in  New  York  City,  when  con¬ 
structed  in  conformity  with  the  details  of  this  report 
and  drawings  filed  with  this  application,  but  nothing 
herein  shall  be  deemed  to  waive  any  requirements  of 
the  Oil  Burner  Rules  of  the  Board.  It  is  further  recom¬ 
mended  that  all  welding  conform  to  the  Fusion  Welding 
and  Gas  Cutting  Rules  of  the  Board  and  that  the  perma¬ 
nent  affixed  plate  required  by  Rule  5.3.2  of  the  Oil 
Burner  Rules,  in  addition  to  the  wording  therein  shall 
have  the  following  wording:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  96-46-SM.’’ 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Rheem  275  Gal¬ 
lon  New  York  City  Obround  Oil  Storage  Tank  in  accord¬ 
ance  with  the  report  of  the  Committee. 


Adjourned  :  1 :30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  May  14,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

224-46-A 

APPLICANT — A.  H.‘  Tischler,  for  Majestic  Can  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 57-08  Grand  avenue,  south  side, 
60  ft.  8l/2  in.  east  of  Rust  street  (Block  2621,  Lot  34 
and  Block  2622,  Lot  59),  Maspeth,  Borough  of 
Queens  (Under  section  35,  General  City  Law  re  bed 
of  proposed  mapped  street — Malcolm  place). 
APPEARANCES— 

For  Applicant :  A.  H.  Tischler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee . 3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (224-46-A) 


Whereas,  A.  H.  Tischler,  for  Majestic  Can  Corporation, 
owner,  filed  March  29,  1946,  an  application  pursuant  to  Sec¬ 
tion  35  of  the  General  City  Law  as  cited  in  a  decision  of  the 
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borough  superintendent,  affecting  premises  57-08  Grand  ave¬ 
nue,  south  side,  60  ft.  8p2  in.  east  of  Rust  street  (Block 
2621,  Lot  34  and  Block  2622,  Lot  59),  Maspeth,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  26,  1946,  on  Alt.  Applic.  243-46,  reads: 

“1.  Building  being  located  partly  in  the  bed  of  mapped 
street  is  contrary  to  Sec.  35  of  the  General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  1  story  (18  ft.  10  in.)  in  height,  48  ft.  by  60  ft.  in 
area,  of  Class  3  construction,  on  a  lot  115  ft.  irregular  by 
174  ft.  in  area,  in  an  unrestricted  use,  A  area  and  Class 
\l/i  height  district;  proposed  to  be  used  for  the  manufac¬ 
ture  of  metal  products  with  an  occupancy  of  6  persons ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  will  be  located  partly  in  the  bed  of  58th  street  (Malcolm 
place)  as  proposed ;  that  at  present  there  are  other  buildings 
belonging  to  the  same  owner,  located  in  the  bed  of  Malcolm 
place ;  that  these  present  buildings  were  erected  prior  to 
April  30,  1926;  that  since  there  have  been  no  opening  pro¬ 
ceedings  in  connection  with  Malcolm  place  and  there  are  at 
present  no  indications  that  the  opening  proceedings  will  take 
place,  the  Board  is  requisted  to  grant  relief  from  the  admin¬ 
istrative  decision  and  permit  the  erection  of  the  proposed 
one  story  brick  building  partly  in  the  bed  of  Malcolm  place. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  243-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  to  permit  a  portion  of  the  proposed 
one-story  building  to  be  constructed  within  the  bed  of  58th 
street  (Malcolm  place),  substantially  as  indicated  on  plans 
filed  with  this  appeal,  marked  “Received  March  29,  1946” 
(two  sheets),  on  condition  that  if  the  bed  of  the  proposed 
street  is  taken  for  street  purposes,  the  portion  of  the  pro¬ 
posed  building  within  the  bed  of  such  street  shall  be  removed 
at  the  owner’s  expense  and  no  claim  made  against  the  city 
for  condemnation  of  such  portion  of  the  building  or  any 
new  enclosing  wall  made  necessary  because  of  the  elimina¬ 
tion  of  that  portion  of  the  building;  and  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 

_ 

241-46-A 

APPLICANT — Mac  L.  Reiser,  for  Congregation  Ahavath 
Sholom,  Inc.,  owrner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 111-03  77th  road,  northwest 
corner  Austin  street  (Block  3343,  Lot  65),  Kew 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mac  L.  Reiser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (241-46-A) 


Whereas,  Mac  L.  Reiser,  Congregation  Ahavath  Sholom, 
Incorporated,  owner,  filed  April  4,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
111-03  77th  road,  northwest  corner  of  Austin  street  (Block 
3343,  Lot  65),  Kew  Gardens,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  11,  1946,  on  Alt.  11,  1946,  reads: 

“1.  Proposed  public  building  exceeds  tabular  limits 
in  area  and  in  height  for  frame  construction,  Sec.  4.2.1. 


“2.  Enclosure  for  required  stairway  to  be  of  a  fire- 
resistive  rating  of  3  hours,  Sec.  6.4. 1.8.1. 

“3.  Floor  loads  to  be  as  required  by  Sec.  C-26-344.0.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories 
and  attic  (33  ft.)  in  height;  46  ft.  by  28  ft.  8  in.  in  area 
at  first  floor ;  37  ft.  by  28  ft.  8  in.  in  area  at  2nd  floor,  of 
Class  4  construction ;  erected  1926,  located  on  a  lot  70  ft.  by 
65  ft.  in  area,  in  a  residence  use,  E  area  and  Class  1  height 
district  and  used  and  occupied  since  erection  as  follows : 
cellar,  ordinary;  1st  to  2nd  and  attic  stories,  dwelling,  one 
family ;  proposed  to  be  used  and  occupied :  cellar,  ordinary ; 
1st  floor,  synagogue,  100  persons;  2nd  floor,  office  rooms,  15 
persons ;  attic,  caretaker’s  rooms,  one  person ;  that  the  build¬ 
ing  is  equipped  with  one  36  in.  wide  wood  stairs  from  the 
top  story,  directly  to  the  street,  which  it  is  proposed  to  en¬ 
close  in  partitions  of  metal  lath  and  plaster,  equipped  with 
wood  doors  which  will  be  made  self-closing ;  and 

Whereas,  the  applicant  contends  that  the  building  is  33 
ft.  in  height  from  grade  to  center  of  peak ;  that  the  first 
floor  has  an  area  of  approximately  1206  sq.  ft.  and  the  2nd 
floor  1091  sq.  ft. ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  building  will  not  be  changed  in  height  or  area;  and  con¬ 
tends  as  to  Objection  2,  that  the  required  interior  stairway 
will  be  enclosed  with  one  hour  partitions;  and  contends  as  to 
Objection  3,  that  the  existing  floors  have  a  capacity  of  40 
lbs.  live  load  and  inasmuch  as  seats  will  be  fixed,  a  modifica¬ 
tion  is  requested ;  that  steel  columns  and  girders  will  be  in¬ 
stalled  to  support  the  2nd  tier  where  bearing  partitions  are 
to  be  removed ;  that  in  all  other  respects,  the  building  and 
occupancy  will  be  in  compliance  with  all  laws,  rules  and 
regulations  applicable  thereto;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board,  which  recommended  that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  11-46,  objections  1,  2  and  3,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


267-46-A 

APPLICANT — Louis  C.  Jaeger,  for  The  Museum  of  Mod¬ 
ern  Art,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 4  West  54th  street,  south  side, 
122.6  ft.  west  of  5th  avenue  (Block  1269,  Lot  42), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Marino. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (267-46-A) 


Whereas,  Louis  C.  Jaeger,  for  The  Museum  of  Modern 
Art,  owner,  filed  March  12,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  4  West 
54th  street,  south  side,  122.6  ft.  west  of  5th  avenue  (Block 
1269,  Lot  42),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  12,  1946,  on  amendment  to  N.B.  Applic.  37-46, 
reads : 

“1.  Repeat.  Proposed  use  of  a  metal  structure,  class 
5,  for  public  use,  contrary  to  Sec.  4.2.1.  B.C. 

“2.  Repeat.  Thickness  of  metal  of  structural  steel 
framework  should  comply  with  Sec.  C-26-5  18.0  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
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will  be  1  story  and  mezzanine  (21  ft.)  in  height,  100  ft.  2 y$ 
in.  by  41  ft.  4)4  in.  in  area,  of  class  5  construction,  on  a  lot 
378  ft.  6  in.  by  100  ft.  5  in.  in  area,  located  in  a  residence 
use,  B  area  and  Class  \l/2  height  district;  proposed  to  be 
used  and  occupied:  1st  floor,  art  gallery  and  store  room; 
mezzanine,  art  gallery ;  total  occupancy  83  persons ;  that  the 
building  will  be  provided  with  one  4  ft.  wide  steel  stairs  to 
mezzanine,  enclosed  in  partitions  constructed  of  Stran  steel 
and  hardwood ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  con¬ 
struct  the  building  of  Stran  Steel,  as  manufactured  by  the 
Great  Lakes  Steel  Corporation,  as  approved  under  Calen¬ 
dar  240-46-SM  ;  that  the  construction  will  consist  of  metal 
ribs,  covered  on  the  outside  with  galvanized  steel  sheets  and 
lined  on  the  inside  with  hardboard  and  the  space  between, 
filled  with  rockwool,  as  indicated  on  detailed  drawing  No. 
102  filed  with  this  appeal;  and 

Whereas,  the  applicant  contends  that  the  museum  is  a 
non-profit  educational  institution,  badly  in  need  of  additional 
space  in  the  public  interest ;  it  is  therefore  requested  that  the 
Board  grant  permission  for  construction  and  occupancy  of  the 
building  for  a  temporary  period  of  five  years. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  37-46,  obejections  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  of  the  size 
and  location  as  indicated  on  plans  filed  with  this  appeal  and 
shall  comply  in  all  other  respects  with  the  requirements  of 
the  approval  granted  by  the  Board  for  this  type  of  con¬ 
struction  under  Cal.  240-46-SM ;  that  the  building  shall  be 
used  only  as  proposed ;  that  the  stairway  shown  from  the 
mezzanine  shall  be  moved  toward  the  outer  wall,  with  a  door 
directly  at  the  foot,  leading  to  the  outside ;  that  the  mez¬ 
zanine  floor  shall  be  used  only  for  such  exhibits  as  will  in¬ 
sure  the  fewest  number  of  persons  on  such  mezzanine  floor ; 
and  that  this  variance  is  granted  for  a  term  of  five  (5) 
years  from  the  date  of  this  resolution;  and  that  in  all  other 
respects,  the  requirements  of  all  laws,  rules  and  regulations 
shall  be  complied  with. 


308-46-A 

APPLICANT — Theodore  J.  Young,  for  Eggers  and  Hig¬ 
gins  (Immaculate  Conception  Church,  owner). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 415-419  East  13th  street,  south 
side,  94  ft.  east  of  1st  avenue  (1st,  mezzanine,  2nd 
and  3rd  floors)  ;  (Block  441,  Lots  10,  15  and  52), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  M.  Pott  and  Harry  B. 
Rutkins. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (308-46-A) 


Whereas,  Eggers  and  Higgins,  for  Immaculate  Concep¬ 
tion  Church,  owner,  filed  April  29,  1946  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
415-419  East  13th  street,  south  side,  94  ft.  east  of  First 
avenue  (1st,  mezzanine,  2nd  and  3rd  floors)  ;  (Block  441, 
Lots  10,  15  and  52)  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  24,  1946,  on  N.B.  Applic.  279-45,  reads : 

“15.  Provided  proper  ventilation  for  classrooms  as 
per  Sec.  5.1.9.  Bldg.  Code.” 
and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  4  stories  and  penthouse  (71  ft.  6  in.)  in  height,  150 


ft.  by  55  ft.  10  in.  and  85  ft.  10  in.  in  area,  of  Class  1  con¬ 
struction,  located  on  a  lot  150  ft.  by  206  ft.  6  in.  in  area,  in 
a  retail  and  residence  use,  B  area  and  Class  llA  height 
district,  used  and  occupied :  cellar — play  rooms,  storage, 
laundry,  mechanical  equipment — 410  persons;  1st  floor — 
auditorium,  classrooms,  custodian — 680  persons ;  mezzanine 
— auditorium,  balcony,  classrooms,  teachers’  dressing  room 
— 208  persons ;  2nd  floor — classrooms,  offices,  toilets — 280 
persons ;  3rd  floor — classrooms,  toilets — 320  persons ;  4th 
floor — bedrooms,  toilets,  chapel — 19  persons ;  penthouse — 
bedroom,  dining  room  and  kitchen — 1  person ;  that  the  build¬ 
ing  will  be  equipped  with  an  approved  standpipe  system  and 
approved  interior  fire  alarm  system  and  fire  drills  will  be 
maintained;  that  there  will  be  two  5  ft.  wide  steel  stairs, 
fireproof  enclosed  from  the  roof  bulkhead  directly  to  the 
street ;  and 

Whereas,  the  applicant  contends  that  the  classrooms  on 
the  2nd  and  3rd  floors  will  be  approximately  22  ft.  by  30  ft. 
with  a  12  ft.  ceiling  height  occupied  by  40  pupils;  that  all 
classrooms  will  have  approximately  170  sq.  ft.  of  window 
openings,  fitted  with  double  hung  windows ;  it  is  proposed 
that  these  windows  be  used  for  the  fresh  air  supply ;  that 
each  classroom  will  be  equipped  with  ventilating  ducts  in 
the  ceiling  of  the  wardrobes  connected  to  a  main  duct  in 
the  corridor  ceiling,  which  main  duct  will  run  to  the  open 
air,  equipped  with  a  mechanical  exhaust  ventilating  system 
to  give  positive  circulation  in  every  classroom ;  that  the 
kindergarten  room  on  the  1st  floor  and  the  classroom  on 
the  mezzanine  will  each  be  occupied  by  40  children  and  each 
room  will  be  fitted  with  double  hung  windows  approximately 
147  sq.  ft.  in  area  to  be  used  for  the  supply  of  fresh  air; 
that  the  ventilating  ducts  will  be  provided  near  the  ceiling 
of  each  room,  connected  to  the  mechanical  exhaust  ventila¬ 
tion  system  for  positive  circulation ;  that  the  air  change  per 
hour  for  each  classroom  in  the  building  is  4.46  and  the  ex¬ 
haust  from  each  classroom  is  600  cu.  ft.  per  minute ;  that 
modern  school  administration  calls  for  no  more  than  2  hours 
continuous  occupancy  of  class  rooms  in  any  elementary 
school ;  that  the  installation  of  mechanical  supply  ventila¬ 
tion  would  be  an  undue  financial  burden,  as  experience  has 
proved  that  such  a  system  is  not  used  after  it  is  installed ; 
that  the  system  as  designed,  follows  the  recommendations 
of  the  New  York  Commission  on  Ventilation  and  the  latest 
direction  of  the  State  Education  Department  dated  January 
12,  1946;  that  in  all  other  spaces  than  classrooms,  the  ven¬ 
tilation  is  designed  in  strict  accordance  with  the  Adminis¬ 
trative  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  279-45,  objection  15,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  ventilation  system  shall  be  maintained 
substantially  as  proposed;  that  all  classroom  teachers  shall 
be  instructed  as  to  the  exterior  windows,  so  as  to  maintain 
the  amount  of  fresh  air  as  proposed;  and  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


321-46-A 

APPLICANT — H.  G.  Vogel,  for  B.  and  R.  Realty  Corp., 
owner  (Camburn  Products,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 32-40  57th  street,  west  side, 
200  ft.  north  of  Northern  boulevard  (Block  1158, 
Lot  106),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  George  J.  Buckridge  and  W.  Wil- 
liman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 
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THE  RESOLUTION  (321-46-A) 

Whereas,  H.  G.  Vogel,  for  B.  and  R.  Realty  Corp., 
owner  (Camburn  Products,  Inc.,  lessee),  filed  May  2,  1946, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  32-40  57th  street,  west  side,  200  ft.  north 
of  Northern  boulevard  (Block  1158,  Lot  106),  Woodside, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  22,  1946,  on  Misc.  Applic.  1697-46,  reads: 

“1.  Sprinkler  requirements  under  Sec.  4.2.1  shall  con¬ 
sist  of  a  system  having  two  (2)  approved  automatic 
sources  as  required  by  Sec.  15.36.  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (24  ft.  6  in.)  in  height,  125  ft.  by  95  ft.  in  area,  of 
Class  3  construction,  located  in  an  unrestricted  use,  A  area 
and  Class  1)4  height  district  and  now  under  construction  for 
use  and  occupancy  as  follows :  1st  floor— assembly  of  auto 
and  radio  antennae — 40  persons ;  2nd  floor — office — 7  per¬ 
sons  ;  proposed  to  be  equipped  with  a  one  source,  sprinkler 
system  throughout  and  provided  with  two  3  ft.  9  in.  wide 
fireproof  stairs  from  the  2nd  story  to  the  street  and  equip¬ 
ped  with  a  ladder  and  scuttle  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  decision  of  the 
borough  superintendent  is  based  on  the  fact  that  the  build¬ 
ing  exceeds  the  allowable  area  by  1875  sq.  ft.  and  it  is  re¬ 
quested  that  the  Board  permit  the  installation  of  a  one 
source  sprinkler  system ;  that  the  proposed  single  source 
will  consist  of  a  4  in.  tap  to  the  6  in.  main  increased  to 
6  in.  with  a  run  of  6  in.  cast  iron  underground  pipe  into 
the  building  and  a  6  in.  meter  and  6  in.  controlling  valves ; 
that  the  6  in.  main  on  57th  street  to  which  the  4  in.  tap  will 
be  made  is  fed  two  ways  from  a  10  in.  main  in  Northern 
boulevard  and  an  8  in.  main  in  32nd  avenue ;  that  the  pres¬ 
sure  in  the  main  is  41  lbs.  with  675  gallons  per  minute 
flowing  and  39  lbs.  pressure  with  1440  gallons  per  minute 
flowing;  that  the  building  will  be  1  story  with  a  small  sec¬ 
ond  story  area  for  office  purpose ;  that  allowing  for  the  loss 
of  pressure  due  to  the  height  of  the  highest  sprinklers  in  the 
office  section,  the  pressure  at  such  top  line  of  sprinklers  will 
be  approximately  30  lbs.  at  all  times ;  that  with  these  con¬ 
ditions  the  sprinkler  will  have  an  adequate,  sufficient  and 
inexhaustible  supply  and  it  would  be  an  extreme  hardship 
on  the  owner  to  require  a  second  automatic  source,  as  to 
provide  such  source,  would  involve  an  elevated  tank ;  that 
there  is  no  possibility  of  providing  a  second  connection  to  a 
!  city  main,  as  the  building  fronts  on  only  one  street ;  that 
the  single  source  of  supply  proposed  is  superior  to  any  tank 
equipment  that  can  be  installed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  1697-46,  be  and  it  hereby  is  modified 
■  and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  ob¬ 
jection  1,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  sprinkler  system  shall 
comply  with  all  the  requirements  therefor,  for  the  one 
source  system  as  proposed ;  that  this  variance  shall  continue 
l  only  so  long  as  the  building  is  occupied  as  a  manufacturing 
establishment  for  metal  work,  as  proposed  and  complies  in 
all  other  respects  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto ;  that  the  second  floor  shall  be  used  for 
non-manufacturing  purposes,  all  as  shown  on  plan  filed  with 
this  appeal  marked  ‘‘Received  May  2,  1946.” 


342-24-S 

APPLICANT — Frank  E.  Fried,  for  Noswals,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  occupancy — re  appeal 
from  a  decision  of  the  borough  superintendent  (pre¬ 
viously  granted  on  condition). 

PREA1ISES  AFFECTED— 2871-2879  Broadway  and  600- 
602  West  112th  street,  southwest  corner  (Block 
1894,  Lot  52),  Borough  of  Afanhattan. 


APPEARANCES— 

For  Applicant :  Louis  Kramer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (342-24-S) 

Whereas,  this  application  from  a  decision  of  the  super¬ 
intendent  of  buildings  affecting  premises  2871-2879  Broad¬ 
way  and  600-602  West  112th  street,  southwest  corner  (Block 
1894,  Lot  52),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  June  3,  1924,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  July  27,  1945 
and  the  applicant  requested  a  further  amendement  of  the 
resolution  relative  to  the  number  of  persons  permitted  on 
the  3rd  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  July  27, 
1945,  only  so  far  as  it  has  reference  to  the  number  of 
persons  permitted  on  the  3rd  floor,  so  that  as  amended, 
the  resolution  shall  read : 

“that  in  the  event  the  new  owner,  Noswals,  Inc., 
desires  to  continue  the  occupancy  of  the  3rd  story  as 
a  school,  as  permitted  under  Certificate  of  Occupancy 
9138-25,  and  to  change  the  type  of  school  to  studio  for 
art  instruction  and  also  as  a  factory  for  producing  art 
products,  and  to  reduce  the  number  of  persons  on  the 
3rd  floor  to  Ninety  (90),  such  change  may  be  permitted, 
provided  the  means  of  exit,  as  indicated  on  plans  filed 
with  the  borough  superintendent,  are  maintained,  and 
in  addition,  the  exterior  screened  stairways  to  the  north 
and  south  on  the  west  wall  of  the  building,  lead 
from  the  roof  through  all  stories  to  the  side  yard 
through  which  unimpeded  access  is  provided  to  West 
112th  street;  that  the  means  of  reaching  the  roof  from 
the  third  story  balcony  of  each  fire  escape  may  be  a 
goose-neck  ladder ;  that  the  floor  loads  shall  be  main¬ 
tained  as  provided  under  Alt.  Applic.  666-23  and  shall 
be  so  posted;  that  Certificate  of  Occupancy  9138-25 
shall  be  superseded  by  a  new  certificate  of  occupancy, 
which  shall  include  the  proposed  use  and  the  floor 
loads  previously  approved ;  that  the  building  shall  not 
be  increased  in  height  or  length ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  and  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto.” 


421-45-A 

APPLICANT — Fireproof  Structure  Corp.,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
February  5,  1946,  re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn;  re¬ 
opened  and  placed  on  reserve  calendar). 

PREMISES  AFFECTED — 2956  Brighton  5th  street,  west 
side,  120  ft.  north  of  Ocean  View  avenue  (Block 
7284,  Lot  472),  Borough  of.  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:-  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  wthdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 
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176-46-A 

APPLICANT — Nicholas  Demerac,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2826-2828  Forest  avenue,  south¬ 
west  corner  of  Old  place  (Block  1855,  Lot  12), 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  David  Robinson. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


536-44-A 

APPLICANT — Raymond  Irrera,  for  Lillie  Nesbett,  owner 
(Marion  Spinnler,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 216-16  28th  avenue,  south  side, 
200  ft.  east  of  216th  street  (1st  and  2nd  floors)  ; 
(Block  6019,  Lot  103),  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Raymond  Irrera. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  set  for  hearing  on  May  28,  1946  at 
2  P.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


107-46-A 

APPLICANT — J.  Di  Stasio  &  Co.,  for  Broadway  &  33rd 
Street  Corp.,  owner.  (Gimbel  Brothers,  lessee). 

SUBJECT- — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 1275  Broadway,  southwest  cor¬ 
ner  of  West  33rd  street  (1st  to  9th  floors)  ;  (Block 
808,  Lot  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  Di  Stasio. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 


THE  VOTE  TO  REOPEN—  % 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee . 

Negative  . 

Absent :  Commissioner  Savage  . 


3 

0 

1 


177-46-A 

APPLICANT — Emil  Warmold,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 216  Marion  street,  south  side, 
175  ft.  east  of  Ralph  avenue  (Block  1518,  Lot  15),’ 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  D.  H.  M.  Weynberg. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— 

Laid  over  to  June  11,  1946  at  2  P.M.  at  request 
of  applicant’s  representative. 


219-46-A 

APPLICANT — Michael  Glick,  for  H.  B.  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 279-281  East_  139th  street,  north 
side,  130.64  ft.  east  of  3rd  avenue  (elevator)  ; 
(Block  2314,  Lot  89),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1946  at  2 
P.M.  for  further  consideration.  No  appearance  for 
applicant. 


273-46-A 

APPLICANT — Lewis  and  Leonard,  for  Seven  Santini 
Bros.,  Inc.,  owner.  (Santini  Bros.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 114-25  Queens  boulevard,  east 
side,  201  ft.  north  of  77th  avenue  (1st  floor)  ; 
(Block  2266,  Lots  81  and  82),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  C.  Casey  Mille. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  pF  BOARD— 

Laid  over  to  May  28,  1946  at  2  P.M.  at  request 
of  Board. 


297 -46- A 

APPLICANT — Sidney  L.  Strauss,  for  Aaron  J.  Rubin, 
owner,  (Harlem  Riverside  Child  Care  Committee, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 620  West  149th  street,  south¬ 
east  corner  of  Riverside  drive  (basement)  ;  (Block 
2095,  Lot  46),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  21,  1946  at  2 
P.M.  at  request  of  applicant. 


ZONING  APPLICATIONS 

641-30-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  lessee,  for 
Henry  and  Albert  Merkel,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  permitting  partly  in  business  use  and  partly 
in  residence  use  district,  the  maintenance  of  a  gaso¬ 
line  service  station  for  a  term  of  two  (2)  years. 

PREMISES  AFFECTED — 207-02  to  207-06  Hillside  ave¬ 
nue,  south  side,  41  ft.  east  of  207th  street  (Block 
10582,  Lot  3),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (641-30-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  maintenance  of  a  gasoline  service 
station  for  a  term  of  two  (2)  years,  affecting  premises  207-06 
Hillside  avenue,  south  side,  41  ft.  east  of  207th  street  (Block 
10582,  Lot  3),  Queens  Village,  Borough  of  Queens,  was 
granted  by  the  Board  on  May  5,  1931,  on  certain  conditions; 

and 

Whereas,  the  permit  was  extended  from  time  to  time,  the 
last  such  extension  having  been  granted  on  April  25,  1944 ; 

and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  5,  1931,  as 
amended  through  April  25,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

'Granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
maintenance  of  a  gasoline  service  station  on  condition 
*  *  *  and  that  other  than  as  herein  amended,  the 

conditions  of  the  resolution  of  May  5,  1931  (as  amend¬ 
ed  through  April  25,  1944),  shall  be  complied  with 
(N.B.  5846-30).” 


293-31-BZ 

APPLICANT — Van  Derveer  and  Van  Derveer,  for  J.  &  V. 
Beach  Holding  Corp.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings),  previously  granted 
on  condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
for  a  temporary  term. 

PREMISES  AFFECTED — Southeast  corner  of  Layton 
avenue  and  Shore  Drive  (Block  5467,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Van  Derveer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Biuldings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (293-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  southeast  corner  of  Lay- 
ton  avenue  and  Shore  drive  (Block  5467,  Lot  1),  Borough 
of  The  Bronx,  was  granted  by  the  Board  on  April  15,  1932, 
on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  from  time  to  time,  the 
last  extension  having  been  granted  on  May  2,  1944 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 

the  permit. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  1 5,  1932  as 
amended  through  May  2,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  maintenance  of  a  gasoline  service  station,  on 
condition  *  *  *  that  other  than  as  herein  amended 

the  conditions  of  the  resolution  of  April  15,  1932,  shall 
Tbe  complied  with ;  that  a  certificate  of  occupancy  shall 
be  obtained.” 


166-37-BZ 

APPLICANT — Mary  B.  Roberts,  lessee,  for  Tryon  Park 
Apartments,  Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  and  also  for  sale  of  used  cars. 
PREMISES  AFFECTED— 4485-4519  Broadway,  north¬ 
west  corner  of  West  192nd  street  (Block  2180,  Lots 
633,  635  and  part  of  646),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Mary  B.  Roberts. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guihee..  4 
Negative  . . .  0 

THE  RESOLUTION  (166-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  use  of  a  plot  of  ground  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  and,  also,  for 
used  car  sales,  affecting  premises  4485-4519  Broadway, 
northwest  corner  of  West  192nd  street  (Block  2180,  Lots 
633,  635  and  part  of  Lot  646),  Borough  of  Manhattan,  was 
granted  by  the  Board  March  1,  1938,  on  certain  conditions; 
and 

Whereas,  the  permit  was  extended  from  time  to  time,  the 
last  such  extension  having  been  granted  on  May  16,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit;  and 

Whereas,  the  premises  are  now  owned  by  the  Tryon 
Park  Apartments,  Incorporated. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  1.  1938,  as 
amended  through  May  16,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  *  *  *  that  other  than 

as  herein  amended,  the  conditions  of  the  resolution  of 
March  1,  1938,  as  amended  through  May  16,  1944,  shall 
be  complied  with  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


438-37-BZ 

APPLICANT — George  Rubenfeld,  for  Anna  Bass,  lessee ; 
Gralane  Realty  Co.  and  550  Park  Avenue  Corpora¬ 
tion,  owners. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  sections  7 h  and  21  of  the  zon¬ 
ing  resolution,  permitting  partly  in  business  and 
partly  in  residence  use  districts,  the  use  of  the  plot 
for  the  open  air  parking  and  storage  of  more  than 
five  motor  vehicles  for  a  temporary  term. 
PREMISES  AFFECTED— 41-15  to  41-45  Kissena  boule¬ 
vard,  138-01  to  138-19  Barclay  street,  northeast 
corner  and  136-14  to  136-22  41st  (Madison)  avenue 
(Block  5044,  Lots  1,  5,  7  and  11),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  Rubenfeld. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (438-37-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  dis¬ 
tract  and  partly  in  a  residence  district,  the  use  of  the  plot 
for  the  open  air  parking  of  more  than  five  motor  vehicles, 
premises  41-15  to  41-45  Kissena  boulevard,  138-01  to  138-19 
Barclay  street,  northeast  corner,  and  136-14  to  136-22  41st 
(Madison)  avenue  (Block  5044,  Lots  1,  5,  7  and  11),  Flush¬ 
ing,  Borough  of  Queens,  was  granted  by  the  Board  May 
17,  1938,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  from  time  to  time,  the 
last  such  extension  having  been  granted  on  March  21,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  17,  1938,  as 
amended  through  March  21,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
to  permit  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  that  other  than  as 

herein  amended,  the  conditions  of  the  resolution  of 
May  17,  1938  shall  be  complied  with,  and  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained  (No.  3191-37).” 


489-38-BZ 

APPLICANT— Colonial  Beacon  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 219-01  North  Conduit  boule¬ 
vard  and  144-01  to  144-09  Springfield  boulevard, 
northeast  corner  (Block  3820,  Lot  4),  Springfield 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  G 

THE  RESOLUTION  (489-38-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  219-01  North  Conduit  boulevard  (avenue)  and 
144-01  to  144-09  Springfield  boulevard,  northeast  corner 
(Block  3820,  Lot  4),  Springfield  Gardens,  Borough  of 
Queens,  was  granted  by  the  Board  December  3,  1940,  on 
certain  conditions ;  and 

Whereas,  on  October  24,  1944,  under  section  7e  of  the 
zoning  resolution,  the  permit  was  extended  for  a  term  of 
ten  (10)  years;  and 

Whereas,  on  May  1,  1945,  time  was  extended  to  obtain 
permits  and  complete  the  work ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  3,  1940, 
as  amended  through  May  1,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  of  the  zoning  resolution, 
for  a  term  of  ten  (10)  years  from  October  24,  1944,  to 
permit  the  premises  to  be  occupied  ^s  a  gasoline  service 
station,  on  condition  *  *  *  that  other  than  as  amended 
herein,  the  conditions  of  the  resolutions  of  December  3, 
1940  through  May  1,  1945,  shall  be  complied  with  and 
that  a  certificate  of  occupancy  shall  be  obtained  (N.B. 
3290-36).” 


1148-38-BZ 

APPLICANT — Neill  Supply  Co.,  Inc.,  lessee,  for  James  P. 
Kelly,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7e  of  the  zoning  resolution, 
for  a  term  of  two  (2)  years,  permitting  in  a  resi¬ 
dence  use  district,  the  additional  use  of  storage  for 
pipe  as  well  as  parking  and  storage  of  more  than 
five  motor  vehicles  (previously  granted  by  the 
Board) . 

PREMISES  AFFECTED— 47-45  to  47-63  49th  street  and 
49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  1148-38-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  49-01  48th  avenue,  northeast  corner  49th  street 
(Block  2287,  Lots  1,  2,  3,  5,  7  and  8),  Long  Island  City, 
Borough  of  Queens ;  was  granted  by  the  Board  on  February 
21,  1939,  or^  certain  conditions  and  permit  extended  on 
January  26,  1943;  and 

Whereas,  on  May  9,  1944,  the  resolution  was  amended, 
under  section  7e  of  the  zoning  resolution,  permitting  for  a 
term  of  two  years,  the  additional  use  of  storage  of  pipe  as 
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well  as  parking  and  storage  of  more  than  five  motor 
vehicles;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  21,  1939, 
as  amended  through  May  9,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“ Granted  under  section*  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  to  be  occupied  for  the  storage  of  pipe,  on 
condition  *  *  *  *  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  of  May  9,  1944  shall  be 
complied  with  and  that  a  certificate  of  occupancy  shall 
be  obtained  (Misc.  Applic.  342-44).” 


1008-39-BZ 

APPLICANT — Herman  Kron,  for  Rosebeck  Holding  Cor¬ 
poration,  owner. 

'  SUBJECT — Application  for  consideration — reopening  and 

extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  oa  condition,  under  section  7 a  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  business  building 
(store). 

PREMISES  AFFECTED— 1541-1543  Sheridan  avenue, 
west  side,  364.06  ft.  north  of  East  172nd  street  and 
1526  Grand  Concourse  (Block  2821,  Lots  11  and 
65),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

I  ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (1008-39-BZ) 

Whereas,  this  application  under  section  7a  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  business  building  (store),  affect¬ 
ing  premises  1541-1543  Sheridan  avenue,  west  side,  364.06 
ft.  north  of  East  172nd  street,  and  1526  Grand  concourse 
(Block  2821,  Lots  11  and  65),  Borough  of  The  Bronx,  was 
granted  by  the  Board  June  11,  1940,  on  certain  conditions; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  from  time  to  time,  the  last  such  extension 
having  been  granted  on  July  14,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  11,  1940,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  complet¬ 
ing  the  work,  so  that  as  amended,  this  portion  of  the  reso- 

1  lution  shall  read: 

“*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  two  (2)  years  from  the  date  of  this 
amended  resolution.” 

830-41-BZ 

APPLICANT — Max  Horn  for  Samuel  Benerofe,  lessee; 

Edgemere-Britain  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 


PREMISES  AFFECTED — 138  Beach  30th  street,  east  side, 
65  ft.  south  of  Lewmay  road  (Block  301,  part  of 
Lot  22),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (830-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
■resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  138  Beach  30th  street,  east 
side,  65  ft.  south  of  Lewmay  road  (Block  301,  part  of  Lot 
22),  Edgemere,  Borough  of  Queens,  was  granted  by  the 
Board  on  May  26,  1942,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  May  31,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  May  26, 
1942,  as  amended  by  resolutions  adopted  through  May  31, 
1944,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

«*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  or 
storage  of  more  than  five  motor  vehicles,  on  condition 
and  that  other  than  as  amended  herein,  the  resolution 
adopted  May  26,  1942,  as  amended  May  31,  1944,  shall 
be  complied  with  in  all  respects  and  that  a  certificate 
of  occupancy  shall  be  obtained  (Misc.  Applic.  6891-41).” 


300-43-BZ 

APPLICANT  —  Theodore  Berkman,  for  Tony  Farino, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  permitting  in  residence  use 
district,  the  maintenance  of  a  building  for  the  stor¬ 
age  of  contractor’s  equipment  and  trucks. 
PREMISES  AFFECTED — 107-33  154th  street,  east  side, 
251.47  ft.  north  of  108th  avenue  (Block  10133,  Lot 
12),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Theodore  Berkman  and  Jack  Farino. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (300-43-BZ) 

Whereas,  this  application  under  section  7e  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district,  for  a 
term  of  two  years,  the  maintenance  of  a  building  for  the 
storage  of  contractor’s  equipment  and  trucks,  affecting  prem¬ 
ises  107-33  154th  street,  east  side,  251.47  ft.  north  of  108th 
avenue  (Block  10133,  Lot  12),  Jamaica,  Borough  of  Queens, 
was  granted  by  the  Board  on  May  31,  1944,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  31,  1944,  so  that 
as  amended,  it  shall  read : 
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“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  7e  thereof,  for  a  term  of  five  (5)  years  from  the 
date  of  this  amended  resolution,  to  permit  the  erection 
and  use  of  the  garage  as  proposed  and  the  use  of  the 
40  ft.  plot  on  the  northerly  portion  of  the  lot  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  November  3,  1943,’’  for  the  storage  of  contrac¬ 
tor’s  equipment  and  trucks,  on  condition,  that  this  build¬ 
ing  shall  not  be  increased  in  height  or  area;  that  dur¬ 
ing  the  term  of  this  variance,  the  premises  shall  be 
occupied  for  no  use  other  than  as  herein  proposed, 
except  the  erection  of  a  single  family  dwelling  on  the 
southerly  end  of  the  plot;  that  a  substantial  fence  shall 
be  maintained  on  the  street  building  line  and  on  all 
interior  lot  lines ;  that  the  entrance  to  the  garage  and 
storage  space  for  contractors’  equipment  shall  be  by 
means  of  one  gate  as  indicated  with  a  curb  cut,  not 
exceeding  15  ft. ;  that  no  motor  vehicle  repairing  shall 
be  permitted  on  the  premises  or  within  the  building ; 
that  no  motor  vehicles  shall  be  stored  other  than  the 
motor  vehicle  and  equipment  belonging  to  the  owner 
and  used  in  his  business ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution ;  and  that  a 
certificate  of  occupancy  shall  be  obtained  (N.B.  317- 
42).” 

79-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  David  Sirkus, 
owner. 

SUBJECT — Application  for  consideration — (reopening  and 
extension  of  permit— Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  altera¬ 
tion  and  conversion  of  occupancy  of  an  existing 
garage  for  more  than  five  motor  vehicles  (under 
Certificate  of  Occupancy)  to  a  woodworking  fac¬ 
tory  (now  used  as  such  without  a  certificate  of  oc¬ 
cupancy). 

PREMISES  AFFECTED — 194-198  Schenck  avenue,  west 
side,  106  ft.  south  of  Atlantic  avenue  (Block  3963, 
Lot  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch  for  Alfred  A. 
Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (79-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  altera¬ 
tion  and  the  conversion  of  occupancy  of  an  existing  building 
from  a  garage  for  more  than  five  motor  vehicles  (under  a 
certificate  of  occupancy)  to  a  woodworking  factory,  previ¬ 
ously  used  as  such  without  a  certificate  of  occupancy ; 
affecting  premises  :  194-198  Schenck  avenue,  west  side,  106 
ft.  south  of  Atlantic  avenue  (Block  3963,  Lot  18),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  May  9,  1944,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 


“ Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  permit¬ 
ting  the  alteration  and  conversion  of  an  existing  garage 
to  a  woodworking  factory  on  condition  .  .  .  that  other 
than  as  herein  amended,  the  conditions  of  the  resolution 
of  May  9,  1944,  shall  be  complied  with,  and  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


738-45-BZ 

APPLICANT — Philip  F.  Harling,  owner. 

SUBJECT — Application  for  consideration  (reopening,  ex¬ 
tension  of  permit  and  time) — re  Application  (deci¬ 
sion  of  the  borough  superintendent),  previously 
granted  on  condition,  under  sections  7h  and  7e  of 
the  zoning  resolution,  permitting  in  a  residence 
and  business  use  district,  the  parking  of  more  than 
five  motor  vehicles  for  patrons  of  proposed  drive-in 
theatre,  for  a  term  of  five  years. 

PREMISES  AFFECTED— 2865  Richmond  avenue  and  10 
Yukon  avenue,  southeast  corner,  (Block  2460,  Lot 
100),  New  Springville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Philip  F.  Harding,  James  Whitford 
and  W.  Lepkin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  permit  and 
time  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
AND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . '. .  0 

THE  RESOLUTION  (738-45-BZ) 

Whereas,  this  application  under  sections  7h  and  7e  of 
the  zoning  resolution,  permitting  in  a  residence  and  busi¬ 
ness  use  district,  for  a  term  of  five  (5)  years,  the  parking 
of  more  than  five  motor  vehicles  for  patrons  of  an  open 
air  motion  picture  theatre,  affecting  premises  2865  Richmond 
avenue  and  10  Yukon  avenue,  southeast  corner  (Block  2460, 
Lot  100),  New  Springville,  Borough  of  Richmond,  was 
granted  by  the  Board  on  January  29,  1946,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit  and  an  extension  of  time  to  obtain  permits  and  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  January 
29,  1946,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit  and  the  time  within  which  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  requirements  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under 
sections  7h  and  7e  thereof,  to  permit  the  use  as  pro¬ 
posed  and  as  indicated  on  plans  filed  with  this  applica¬ 
tion  consisting  of  an  open  air  motion  picture  theatre 
and  facilities  for  driving  in  and  parking  of  motor  vehi¬ 
cles  for  customers,  on  condition  that  the  premises  shall 
be  arranged  and  constructed  substantially  as  indicated 
on  plans  filed  with  this  appeal  marked  ‘Received  No¬ 
vember  20,  1945’ ;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  in  all  other  respects,  the  premises  and 
structures  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  modified  by  the 
Board  under  this  application  and  under  Cal.  816-45-A; 
that  this  variance  shall  continue  for  a  term  of  ten  (10) 
years  from  the  date  of  this  amended  resolution ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  amended  resolution 
and  that  a  certificate  of  occupancy  shall  be  obtained.” 
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MINUTES 


1306-22-BZ 

APPLICANT — J.  Daniel  Dougherty,  for  Craft  Realty 
Corp.,  owner,  (Standard  Brands,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — (reopening  and 
change  of  use)  to  permit  in  a  business  use  district, 
under  section  7e  of  the  zoning  resolution,  the  change 
of  use  for  a  temporary  term  of  a  public  garage  for 
more  than  five  motor  vehicles  to  office,  stockroom 
and  garage  for  more  than  five  motor  vehicles  (pre¬ 
viously  granted  by  Board  for  garage). 

PREMISES  AFFECTED — 113-29  Empire  boulevard  (Mal- 
bone  street),  north  side,  140  ft.  west  of  Bedford 
avenue  (Block  1306,  Lot  41),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  J.  Daniel  Dougherty. 

,  For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

_ 

354-23-BZ 

APPLICANT — Edward  L.  Kear,  Inc.,  for  103  Empire 
Boulevard  Corp.,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  change  of  use  (decision  of  the  bor¬ 
ough  superintendent)  to  permit  in  a  business  use 
district  the  use  of  portion  of  the  existing  garage 
for  an  automobile  show  room,  previously  granted 
by  the  Board  for  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 103-111  Empire  boulevard, 
north  side,  300  ft.  west  of  Bedford  avenue  (Block 
1306,  Lots  37-39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  L.  G.  Lithgow. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


291-24-BZ 

APPLICANT — J.  Daniel  Dougherty,  for  Eleanor  Gellert, 

{owner,  (Standard  Brands,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
change  of  use  (decision  of  the  borough  superin¬ 
tendent)  to  permit  in  a  business  use  district,  the 
change  of  use  of  a  building  granted  for  a  public 
garage  for  more  than  five  motor  vehicles  permitted 
to  be  used  for  light  manufacturing  for  a  temporary 
term,  to  revert  to  garage  purposes. 

PREMISES  AFFECTED — 923-931  Franklin  avenue  and 
66-74  Crown  street,  southeast  corner  (Block  1294, 
Lot  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  Daniel  Dougherty. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


337-24-BZ 

APPLICANT — William  J.  Minogue,  for  Dean  Murray 
Garage  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — (Reopening  as 
to  Vol.  II — change  of  use  of  1st  and  2nd  floors  for 
factory  purposes)  re  Application  decision  of  the 
superintendent  of  buildings)  to  permit  in  a  residence 
use  district,  the  alteration  and  extension  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles 
(previously  granted  on  condition). 

PREMISES  AFFECTED— 620-622  West  153rd  street, 
south  side,  250  ft.  west  of  Broadway  and  619-621 
West  152nd  street  (Block  2099,  Lot  20),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

•  " 

1027-26-B  Z 

APPLICANT — George  B.  Post  and  Sons,  for  Hearst  Mag¬ 
azines,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  building — re  Application  (decision  of 
superintendent  of  buildings)  granted  under  section 
21  of  the  zoning  resolution,  permitting  in  a  resi¬ 
dence  district  extending  from  a  business  district,  the 
erection  and  maintenance  of  a  business  building. 

PREMISES  AFFECTED— 951-961  Eighth  avenue,  301-312 
West  57th  street,  951-969  8th  avenue,  west  side, 
from  West  56th  to  West  57th  streets  (Block  1047, 
Lot  36),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lessing  Whitford  William. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


377-41-BZ 

APPLICANT — William  J.  Minogue,  for  Mrs.  Florine 
Schwarzler,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — to  permit  in  a  resi¬ 
dence  use  district,  the  use  of  the  first  floor  for  busi¬ 
ness  purposes  and  residence  use  on  second  floor ;  . 
previously  denied  re  erection  and  maintenance  of  a 
business  building  (store). 

PREMISES  AFFECTED — 1786  Grand  concourse,  east 
side,  59.01  ft.  south  of  East  175th  street  (Block 
2795,  Lot  25),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  J.  Minogue. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  rehear  denied. 

THE  VOTE  TO  REHEAR— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
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MINUTES 


435-41-BZ 

APPLICANT— Gilbert  Lazarus,  for  Dolorita  Wallace, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  under  sections  7f  and 
21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  for  a  term  of  years,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 737  East  149th  street  and  549 
Concord  avenue,  northwest  corner  (Block  2641, 
Lots  18,  19  and  20),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gilbert  Lazarus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative  .  0 


Adjourned:  4:00  P.  M.  ' 

Joseph  J.  Doyle,  Chief  Clerk 


408-44-BZ 

APPLICANT — Eberhart  Brothers,  Inc.,  for  Blackwell 
Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  residence  and  partly  in  unre¬ 
stricted  use  districts  for  a  term  of  six  years,  the 
occupancy  of  the  3d  and  4th  stories  as  a  factory  of 
building  now  occupied  on  two  lower  stories,  facing 
on  East  71st  street  as  a  garage  for  more  than  five 
motor  vehicles ;  for  the  storage  and  shipping  of 
vacuum  cleaner  parts  on  the  1st  and  2nd  stories  and 
on  the  3d  and  4th  stories  as  garage  for  more  than 
five  motor  vehicles. 


PREMISES  AFFECTED— 524-528  East  72nd  street,  south 
side,  373  ft.  east  of  York  avenue  and  525-533  East 
71st  street  (Block  1483,  Lot  33),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Walter  Eberhart. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (408-44-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  an  unrestricted  use  district,  for  a  term  of  six  years,  the 
occupancy  as  a  factory  on  the  3rd  and  4th  floors  of  an 
existing  building  now  occupied  oil  the  two  lower  stories, 
facing  on  East  71st  street  as  a  garage  for  more  than  five 
motor  vehicles;  for  the  storage  and  shipping  of  vacuum 
cleaner  parts  on  the  1st  and  2nd  stories  and  on  the  3rd  and 
4th  stories  as  garage  for  more  than  five  motor  vehicles; 
affecting  premises  524-528  East  72nd  street,  south  side,  373 
ft.  east  of  York  avenue  and  525-533  East  71st  street  (Block 
1483,  Lot  33),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  25,  1944,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  June  26,  1945, 
and  the  applicant  requested  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  25,  1944,  as 
amended  June  26,  1945,  so  that  as  amended  the  resolution 
will  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7c  thereof,  for  a  temporary  term  not  exceeding  six  years 
from  July  1,  1944,  to  permit  the  3rd  and  4th  stories  from 
East  71st  street  to  East  72nd  street  and  the  second  story 
on  East  71st  street  and  East  72nd  street,  as  proposed,  to 
be  occupied  as  office  and  factory  .  .  .  and  that  other  than 
as  herein  amended  the  conditions  of  the  resolution  of 
July  25,  1944,  as  amended  June  26,  1945,  shall  be  com¬ 
plied  with.” 


*  Correction — The  word  “laboratory”  changed  to  “ office ” 
in  line  29  of  the  resolution. 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  February  19,  1946,  as  they  appeared  in 
Bulletin  No.  9,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptlyj  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May 
21,  1946,  Affecting  Calendar  Numbers  680-45-A,  206- 
46-A,  207 -46- A,  268-46-A,  290-46-A,  292-46-A,  297-46-A, 
331-46-A,  359-46-A,  360-46-A,  132-44-A,  516-44-A,  184- 
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(Remaining  minutes  of  the  meeting  of  May  21,  1946  will 
be  printed  in  the  Bulletin  of  June  4,  1946). 

Rules  governing  the  use  of  equipment  for  spraying  and 
drying  of  paints,  varnishes,  lacquers  and  other  flam¬ 
mable  surface  coatings  and  storage  of  such  materials. 


0  ^uwcqHBARrtfd^ 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions 
HARRIS  H.  MURDOCK,  Chairman 
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DOCKET 

New  Cases  Filed  up  to  May  21,  1946. 

Cal.  No.  Dept.  Premises  Affected 

354- 46-SM — Maspeth  Cement  Block  Co.,  Cement  Block, 
manufactured  by  Maspeth  Cement  Block  Co.,  Material. 
-  »  ?  • 

355- 46-SM — Flour  City  A31  Aluminum  Double  Hung 
Window,  manufactured  by  The  Flour  City  Ornamental 
Iron  Co.,  Material. 

356- 46-SA — Quimby  Sewage  Ejectors,  Appliance. 

357- 46-A — H.B.M. — 9  East  84th  street,  north  side,  200 
ft.  east  of  5th  avenue  (Block  1496,  Lot  9),  Borough  of 
Manhattan,  Amendment  to  Alt.  592-46. 

358- 46-BZ — H.B.B. — 8668  18th  avenue,  west  side,  550  ft. 
south  of  86th  avenue  (Block  6368,  Lot  57),  Borough  of 
Brooklyn,  Alt.  661-46. 

359- 46-A — 33-58  163rd  street,  west  side,  260  ft.  north  of 
35th  avenue  (Block  5247,  Lot  72),  Flushing,  Borough 
of  Queens,  N.B.  3478-46. 


369-46-A — F.D.— 417-421  Canal  street,  northwest  corner 
of  The  Avenue  of  The  Americas  (6th  avenue),  (4th 
floor);  (Block  227,  Lot  63),  Borough  of  Manhattan, 
Decision  re  43488-LC. 


370- 46 — H.B.B. — 231  Eagle  street,  north  side,  175  ft. 
west  of  Provost  street  (Block  2497,  Lot  20),  Borough 
of  Brooklyn,  Misc.  3430-46. 

371- 46-SA — Safety  Oil  Heater,  Type  A  (preheater), 
Appliance. 

372- 46-BZ — H.B.Q. — 86-39  120th  street,  east  side,  49.66 
ft.  south  of  Jamaica  avenue  (Block  9274,  Lot  83),  Rich¬ 
mond  Hill,  Borough  of  Queens,  Alt.  903-46. 

373- 46-BZ — H.B.Q. — 160-1 3  to  160-23  Northern  boule¬ 
vard,  and  35-90  to  35-98  161st  street,  northwest  corner 
(Block  5280,  Lot  1),  Flushing,  Borough  of  Queens, 
N.B.  1468-46. 


374-46-BZ — H.B.M. — 216-228  West  27th  street,  south 
side,  241.4  ft.  west  of  7th  avenue  (Block  776,  Lots  49-55 
inclusive),  Borough  of  Manhattan,  Amendment  to  Alt. 
2209-45. 


360- 46-A — H.B.Q. — 43-25  193rd  street,  east  side,  228.41 
ft.  south  of  Northern  boulevard  (Block  5517,  Lot  55), 
Flushing,  Borough  of  Queens,  N.B.  3205-46. 

361- 46-A — H.B.B. — 8865-8873  24th  avenue,  south  side, 
15  ft.  in.  west  of  Cropsey  avenue  (Block  6927,  Lots 
43  and  45),  Borough  of  Brooklyn,  Alt.  1731-46. 


362-46-BZ — H.B.B.— 725  Union  street,  north  side,  69  ft. 
west  of  5th  avenue  (Block  952,  Lot  43),  Borough  of 
Brooklyn,  Alt.  1339-46. 


363-46-A — H.B.M. — East  side  of  1st  avenue  to  west  side 
of  Marginal  street,  from  East  20th  to  East  23rd  streets 
(Blocks  952,  953,  954,  978,  979,  980  and  987,  Lots  1), 
Peter  Cooper  Village,  Borough  of  Manhattan,  N.B.  10-46 
to  N.B.  30-46,  inclusive. 


364-46-BZ — H.B.Q. — 71-19  Austin  street,  north  side,  55 
ft.  w*est  of  71st  road  (Block  3256,  Lot  27),  Forest  Hills, 
Borough  of  Queens,  Alt.  1116-46. 


375-46-SM — -Diacrete  Dicalite  Calcined  Aggregate  Build¬ 
ing  Units,  manufactured  by  Great  Lakes  Carbon  Cor¬ 
poration,  Material. 

Restored  to  Calendar. 

681-26-BZ — -H.B.Q. — 85-14  to  85-24  Rockaway  boulevard 
and  97-13  to  97-29  85th  street,  southeast  corner  (Block 
9057,  Lot  21),  Woodhaven,  Borough  of  Queens,  Alt. 
569-46. 


229-29-BZ — H.B.Q. — 245-19  South  Conduit  boulevard, 
south  side,  109  ft.  east  of  Francis  Lewis  boulevard 
(Block  13615,  Lot  5),  Rosedale,  Borough  of  Queens, 
N.B.  886-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  ol 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


365-46-BZ — H.B.Q. — 108-02  to  108-18  Queens  boulevard 
and  107-18  to  107-36  71st  avenue,  southeast  corner 
(Block  3256,  Lots  1  and  5),  Forest  Hills,  Borough  of 
Queens,  Alt.  1567-44. 


366-46-BZ — H.B.B. — 196  Sutter  avenue,  .southeast  corner 
of  Amboy  street  (Block  3540,  Lot  22),  Borough  of 
Brooklyn,  B.N.  1167-45. 


367-46-A — F.D. — 119-121  5th  avenue  and  1-3  East  19th 
.street,  northeast  corner  (cellar);  (Block  848,  Lot  1), 
Borough  of  Manhattan,  44528-LC  and  Decision. 


368-46-A — H.B.M.- — 42  Broadway,  east  side,  206  ft.  7  in. 
south  of  Exchange  place  and  61  New  street  (basement); 
(Block  22,  Lot  19),  Borough  of  Manhattan,  B.N.  1045-46. 


RULES 

Last 

Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ...  .Dec. 

Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 
and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . May 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 


Publication  in  Bulletin 

28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 
12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 
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Last  Publication  in  Bulletin 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr. 

Gas  Shut-Off  Rules . Apr 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Apr. 

Oil  Burner  Rules . _. . Apr. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . May 

Platform  Trucks,  Specifications  for.. Nov 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . •  •  Sept. 

Refrigerating  Systems,  Extract  A.C..Apr. 

Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)...  Dec. 


Apr. 

13, 

1937— 

-Vol.  22,  No. 

15 

J  an. 

21, 

1919— 

-Vol.  4,  No. 

3 

Apr. 

23, 

1946— 

-Vol.  31,  No. 

17 

Apr. 

7, 

1925- 

-Vol.  10,  No. 

14 

June 

5, 

1928- 

-Vol.  13,  No. 

23 

June 

12, 

1945- 

-Vol.  30,  No. 

24 

Apr. 

9, 

1946- 

-Vol.  30,  No. 

15 

Apr. 

30, 

1946- 

-Vol.  31,  No. 

18 

June 

12, 

1945- 

-Vol.  30,  No. 

24 

May 

28, 

1946— Vol.  31,  No. 

22 

Nov. 

24, 

1936- 

-Vol.  21,  No. 

47 

Aug. 

3, 

1937- 

-Vol.  22,  No. 

31 

,  Mar. 

13, 

1945- 

-Vol.  30,  No. 

11 

Sept. 

7, 

1937- 

-Vol.  22,  No. 

36 

Apr. 

9, 

1946- 

-Vol.  30,  No. 

15 

Jan. 

22, 

1946— Vol.  31,  No. 

4 

June 

29, 

1937- 

-Vol.  22,  No. 

26 

■  June 

8, 

1937- 

-Vol.  22,  No. 

23 

.  Tune 

7, 

1932- 

-Vol.  17,  No. 

23 

.  Nov. 

24, 

1936- 

-Vol.  21,  No. 

47 

.  Nov. 

24, 

1936- 

-Vol.  21,  No. 

47 

.  Dec. 

28, 

1943- 

-Vol.  28,  No. 

52A 

Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


MAY  28,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  28,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

69-46-BZ— Application,  February  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  William  J.  Minogue,  ap¬ 
plicant,  on  behalf  of  Edwin  Gould  Foundation  for  Chil¬ 
dren,  owner,  to  permit  in  residence  use,  E-l  area  district, 
the  conversion  of  occupancy  from  existing  use  (dormi¬ 
tory  of  children’s  home)  to  multiple  dwelling  not  con¬ 
forming  to  requirements  of  E-l  area  district;  premises 
1761  Stillwell  avenue,  southeast  corner  of  Pelham  park¬ 
way  (Block  4411,  part  of  Lot  300),  Borough  of  The 
Bronx. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

596-45-BZ — Application,  October  5,  1945,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Albert  E.  Putnam  Estate,  owner, 
to  permit  in  a  local  retail  district,  the  change  in  occu¬ 
pancy  from  business  (stores)  to  business  (stores)  and 
factory;  premises  1161-1175  Castle  Hill  avenue,  and  2167 
Howell  avenue,  northwest  corner  (Block  3811,  Lot  41), 
Borough  of  The  Bronx. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

255-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Queens  Forwarding  Co.,  owner,  re¬ 


opened  February  26,  1946,  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  acces¬ 
sory  store,  office  and  waiting  room,  lubritorium,  auto 
laundry,  brake  testing,  wheel  alignment  and  minor 
repairs;  premises  94-01  to  94-09  81st  street,  east  side, 
from  Atlantic  avenue  to  Rockaway  boulevard,  81-02  to 
81-10  Atlantic  avenue  and  81-05  to  81-15  Rockaway 
boulevard  (Block  9009,  part  of  Lot  1),  Woodhaven,  Bor¬ 
ough  of  Queens. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 

327-23-BZ — Application  of  Dennis  J.  Grillo,  applicant,  on 
behalf  of  V.  F.  Restaino,  owner  (William  B.  Kaas, 
lessee),  reopened  February  13,  1946,  under  section  7i  of 
the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board)  to  garage  for  more  than  five  (5) 
motor  vehicles,  sales  room  and  servicing  new  cars; 
premises  77-20  Northern  boulevard  (Jackson  avenue), 
southwest  corner  of  78th  street  (Block  1250,  Lot  6), 
Jackson  Heights,  Borough  of  Queens. 

242-46-BZ — Application,  April  3,  1946,  under  sections  7f 
and  7i  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Joseph  G.  Urgo  and  Robert  J.  Rivel- 
lese,  owners,  to  permit  in  a  business  use  district,  a 
gasoline  service  station,  office,  lubritorium,  automobile 
showroom  and  repairs  to  motor  vehicles  for  a  term  of 
ten  (10)  years;  premises  184-08  to  184-14  Union  turn¬ 
pike,  south  side,  110  ft.  west  of  Chevy  Chase  street 
(Block  7248,  part  of  Lot  35),  Jamaica,  Borough  of 
Queens. 

72-46-BZ — Application,  February  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Italo  Nicolai,  applicant, 
on  behalf  of  Francisco  Lago,  owner,  to  permit  in  a 
residence  use  district,  the  erection  of  a  building  to  be 
used  as  a  gasoline  service  station  and  lubritorium,  for  a 
term  of  ten  (10)  years;  premises  1112  Richmond  ter¬ 
race,  south  side,  95  ft.  east  of  Bard  avenue  (Block  77, 
part  of  Lot  6),  West  Brighton,  Borough  of  Richmond. 

262-46-BZ — Application,  April  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Emanuel  M.  Glick,  applicant, 
on  behalf  of  Jane  Grillo,  owner  (G.  I.  Motors,  Inc., 
lessee),  to  permit  in  a  business  use  district,  the  change 
in  occupancy  from  garage  and  motor  vehicle  repair 
shop  and  parking  lot  for  more  than  five  (5)  cars  (pre¬ 
viously  granted  by  the  Board),  to  garage  and  motor 
vehicle  repair  shop  and  automobile  sales  lot  for  more 
than  five  (5)  motor  vehicles;  premises  1480-1484  Coney 
Island  avenue,  west  side,  440  ft.  north  of  Avenue  L 
(Block  6536,  part  of  Lot  20),  Borough  of  Brooklyn. 

276-46-BZ — Application,  April  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant, 
on  behalf  of  72nd  Street  Realty  Co.,  owner  (Sheridan 
Sportswear,  lessee),  to  permit  in  a  residence  and  business 
use  district,  the  extension  of  an  existing  wearing  apparel 
factory,  into  the  residence  use  district;  premises  1145- 
1149  Liberty  avenue,  and  145-159  Sheridan  avenue,  north¬ 
east  corner  (Block  4182,  Lot  1),  Borough  of  Brooklyn. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 
applicant,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
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the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone); 
premises  1550  Flatbush  avenue,  west  side,  85  ft.  4l/2  in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 

59- 46-BZ — Application,  January  25,  1946,  under  sections 
7a  and  21  of  the  zoning  resolution,  of  William  Sambur 
and  Charles  Leonardi,  applicants,  on  behalf  of  Harry 
Taplin,  owner,  to  permit  in  a  business  use  district,  the 
extension  of  existing  lumber  sheds  by  roofing  over 
existing  loading  space;  premises  106-28  101st  avenue, 
southwest  corner  of  107th  street  (Block  9424,  Lot  7), 
Ozone  Park,  Borough  of  Queens. 

522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Min¬ 
erva  Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners  (Wheeler  Shipbuilding  Corp.,  lessee),  re¬ 
opened  March  26,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  for  a  temporary  term,  the  use  and  maintenance 
of  a  temporary  storage  shed;  the  storage  of  lumber, 
and,  also  the  parking  of  more  than  five  motor  vehicles 
(employee’s  cars);  premises  152-02  to  152-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and  10-34 
154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and 
68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots  1,  18, 
19,  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946), 

60- 46-A — 106-28  101st  avenue,  southwest  corner  of  107th 
street  (ground  floor);  (Block  9424,  Lot  7),  Ozone  Park, 
Borough  of  Queens. 

270-46-A — 656  East  133rd  street  and  west  side  of  Cypress 
avenue,  from  East  132nd  to  East  133rd  streets  (base¬ 
ment);  (Block  2546,  Lot  52),  Borough  of  The  Bronx. 

Materials  for  Approval. 

476-44-SM — U.  S.  Gypsum  Co.’s  2"  Solid  Rocklath  and 
Plaster  Partition  (reopened  January  15,  1946  re  amend¬ 
ment  to  include  approval  of  a  fire  resistive  rating  of  one 
hour). 

28-38-SM — Cantilite  Concrete  Plank  for  Roof  and  Floor 
Construction  (reopened  January  29,  1946  re  amendment 
of  resolution). 

HARRIS  H.  MURDOCK,  Chairman, 


MAY  28,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  28,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

. ,  Appeals  from  Administrative  Decisions. 

183-46-A — 76)4  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A— 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 


2- 46-A — 60-01  to  60-19  Woodhaven  boulevard,  east  side, 
between  Booth  and  Wetherole  streets  (1st  floor); 
(Block  3008,  Lot  1),  Woodhaven,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  bed  of  mapped 
street — proposed  Midtown  Highway). 

3- 46-A — 59-41  to  59-59  Woodhaven  boulevard,  north¬ 
east  corner  of  Booth  street  (1st  floor);  (Block  3074, 
Lot  1),  Woodhaven,  Borough  of  Queens  (under  section 
35,  General  City  Law  re  bed  of  mapped  streets — pro¬ 
posed  Midtown  Highway). 

184-45-A — 147-02  Newport  avenue,  northwest  corner  of 
Beach  147th  street  (Block  34,  Lots  1634  and  1643),  Ne- 
ponsit,  Borough  of  Queens  (reopened  and  restored  to 
calendar  April  9,  1946;  previously  withdrawn). 

219-46-A — 279-281  East  139th  street,  north  side,  130.64  ft. 
east  of  3rd  avenue  (elevator);  (Block  2314,  Lot  89), 
Borough  of  The  Bronx. 

273-46-A— 1 14-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (1st  floor);  (Block  2266,  Lots  81 
and  82),  Forest  Hills,  Borough  of  Queens. 

218-46-A — 80-02  Rockaway  Beach  boulevard,  northwest 
corner  of  Beach  80th  street  (1st  floor);  (Block  551,  Lot 
1),  Rockaway  Beach,  Borough  of  Queens  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street — 
Rockaway  Beach  boulevard). 

536-44-A — 216-16  28th  avenue,  southeast  corner  of  216th 
street  (1st  and  2nd  floors);  (Block  6019,  Lot  103),  Bay- 
side,  Borough  of  Queens  (reopened  May  14th,  1946). 

368-46-A — 42  Broadway,  east  side,  206  ft.  7  in.  south  of 
Exchange  place,  and  49-61  New  street  (basement); 
(Block  22,  Lot  19),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman, 


JUNE  4,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  dime  4,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter; 

Zoning  Applications. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 
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811-26-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  E.  Winkle,  owner,  reopened 
February  13,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
trict,  the  extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium,  auto 
laundry  and  minor  repairs;  premises  93-02  to  93-14 
Atlantic  avenue,  and  94-02  to  94-08  Woodhaven  boule¬ 
vard,  southwest  corner  (Block  9033,  Lot  1),  Woodhaven, 
Borough  of  Queens. 

57-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner, 
to  permit  in  residence  and  business  use,  C  and  F  area 
districts,  the  erection  of  a  commercial  building,  with 
exit  from  cellar  through  the  residence  district  contrary 
to  law,  and,  also  exceeding  the  permitted  area  at  curb 
level;  premises  168-01  to  168-09  Hillside  avenue,  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block 
9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito¬ 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  1 3th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

674-45-BZ — Application,  November  1,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Frank  J.  Gal¬ 
lagher  and  John  Joseph  Carroll,  applicants,  on  behalf  of 
Carrie  Leschner,  owner  (Tucker  and  Fickeisen,  lessee), 
to  permit  in  residence  and  unrestricted  use  district,  the 
change  of  occupancy  from  garage  for  more  than  five 
(5)  motor  vehicles  and  repair  shop  to  factory;  premises 
431  Lafayette  avenue,  north  side,  104  ft.  east  of  Kent 
avenue,  1009-1011  Kent  avenue,  and  12  Kosciusko  place 
(Block  1940,  Lots  2,  3  and  8),  Borough  of  Brooklyn. 

559-45-BZ — Application  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Fresh  Pond  Holding  Co.,  Inc.,  owner, 
reopened  March  19,  1946,  under  section  21  of  the  zoning 
resolution,  to  permit  in  business  use,  C  area  district,  the 
erection  of  a  one  story  and  cellar  building  to  occupy 
more  than  permitted  area;  premises  1589-1591  Broad¬ 
way,  north  side,  17  ft.  east  of  Halsey  street  (Block  3408, 
Lots  8  and  9),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to  permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 
for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 
laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14-24  Avenue  M,  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block  6563, 
Lots  6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 


tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block- 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 

278-24-BZ — Application  of  Robert  Teichman,  applicant, 
on  behalf  of  Jumel  Place  and  Edgecomb  Avenue  Corp., 
owner,  reopened  April  17,  1945,  under  sections  7c  and  7e 
of  the  zoning  resolution,  to  permit  in  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more 
than  five  (5)  motor  vehicles  and  repair  shop  (previously 
granted  by  the  Board)  to  garage  for  more  than  five  (5) 
motor  vehicles  and  repair  shop  basement  only,  and  fac¬ 
tory  first  and  second  floors,  using  more  than  permitted 
area;  premises  1  Jumel  place  and  441-451  West  167th 
street,  northeast  corner  (Block  2112,  Lot  58),  Borough 
of  Manhattan. 

293-46-BZ — Application,  April  22,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Norman  Lederer 
and  Leonard  Joseph,  applicants,  on  behalf  of  Sol  Lust- 
bader,  owner  (Movietonews,  Inc.,  lessee),  to  permit  in 
a  residence  use,  B  area  district,  the  erection  of  a  com¬ 
mercial  building  using  more  than  the  permitted  area, 
without  the  required  rear  yard;  premises  450  West  54th 
street,  south  side,  175  ft.  east  of  10th  avenue  (Block- 
1063,  Lot  57),  Borough  of  Manhattan. 

47-46-BZ — Application,  January  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Frank  Ingegno,  owner,  to  permit 
in  a  residence  use,  C  area  district,  the  erection  of  a  one 
story  (2  car  garage)  accessory  to  present  multiple 
dwelling,  occupying  more  than  permitted  area;  premises 
173  Lincoln  road  (177  displayed),  northeast  corner  of 
Bedford  avenue,  and  1811-1823  Bedford  avenue  (Block 
1328,  Lot  1),  Borough  of  Brooklyn. 

539-23-BZ — Application  of  Herman  Kron,  applicant, 
on  behalf  of  Samrose  Realty  Corp.,  owner  (Ferris  Buick 
Corp.,  lessee),  reopened  April  23,  1946,  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  storage 
of  more  than  five  (5)  motor  vehicles  (previously  granted 
bv  the  Board),  to  garage  for  more  than  five  motor  ve¬ 
hicles,  automobile  repair  shop,  showroom  and  sales  of 
automobile  parts;  premises  2325-2335  Jerome  avenue, 
and  1-9  Evelyn  place,  northwest  corner  (Block  3198,  Lot 
105),  Borough  of  The  Bronx. 

307-46-BZ — Application,  April  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Carl  E.  Troy,  ap¬ 
plicant,  on  behalf  of  General  Linen  Supply  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  local  retail  use,  C  area 
district,  the  alteration  and  extension  of  present  buildings 
for  the  storage,  shipping  and  manufacturing  of  dry 
goods  in  conjunction  with  existing  wet  wash  laundry, 
using  more  than  area  permitted;  premises  857-867 
Mvrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brook¬ 
lyn. 

312-46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u/w  G.  Wilbur  Doughty,  deceased,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka¬ 
way,  Borough  of  Queens. 

20-46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  1  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668-8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 
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Appeal  from  Administrative  Decision. 

178-46-A— 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

Appliance  for  Approval. 

427-38-SA — Josam  Oil  Interceptor,  Models  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

HARRIS  H.  MURDOCK,  Chairman, 


JUNE  4,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  4,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

5 16-44- A— 240-246  19th  street,  and  657-661  5th  avenue, 
southeast  corner  (Block  885,  Lot  8),  Borough  of  Brook¬ 
lyn,  reopened  April  9,  1946). 

314-46-A — 320-322  East  95th  street,  south  side,  300  ft. 
west  of  1st  avenue  (2nd  floor);  (Block  1557,  Lot  39), 
Borough  of  Manhattan. 

190-46-A — 100-08  and  100-10  Atlantic  avenue,  south  side, 
70.56  ft.  east  of  100th  street  (1st  floor);  (Block  9376, 
Lot  5),  Richmond  Hill,  Borough  of  Queens. 

299-46-A — 1065  Dickens  street,  west  side,  593  ft.  north 
of  Cornaga  avenue  (3rd  floor);  (Block  224,  Lot  22),  Far 
Rockaway,  Borough  of  Queens. 

361-46-A — -8865-8873  24th  avenue,  south  side,  15  ft.  l/s  in. 
west  of  Cropsey  avenue  (Block  6927,  Lots  43  and  45), 
Borough  of  Brooklyn. 

264-46-A — 58-01  Grand  avenue,  and  58-02  to  58-32  58th 
place,  northwest  corner  (2nd  floor);  (Block  2678,  Lot  1 
and  9),  Maspeth,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  11,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.,  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

822-45-BZ — Application,  December  26,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Janet  Blatman  and  Mildred 
Kramer,  owners  (Major  Curtain  Cleaners,  lessee),  to 
permit  in  residence  and  business  use  district,  the  change 
of  occupancy  from  public  market,  store  and  manufac¬ 
turing  to  laundry;  premises  1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot 
58),  Borough  of  Brooklyn. 

61-46-BZ — Application,  January  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Charles  Smallman,  owner,  to 
permit  in  residence  use  district,  the  erection  of  a  build¬ 


ing  to  be  used  as  an  office  and  fishing  station;  premises 
1-7  Dare  Court,  northwest  corner  of  Plumb  Beach 
Channel  (Block  7547,  Lots  2162,  2164,  2166,  2168,  2170 
and  2172),  Borough  of  Brooklyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  a  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-2339  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 

Borough  of  Brooklyn. 

• 

186-45-BZ — Application,  April  2,  1945,  under  section  21 
of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Adam  Stoll,  owner,  to  permit  in  residence 
use  district,  the  change  of  occupancy  from  two  family 
dwelling  (existing)  to  three  family  dwelling;  premises 
1219  Mace  avenue,  northwest  corner  of  Pearsall  avenue 
(Block  4462,  Lot  5),  Borough  of  The  Bronx. 

503-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Harry  D.  Pease,  owner,  reopened 
January  15,  1946  for  consideration  as  to  extension  of 
variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  in  a  re¬ 
tail  use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  314-322  West  43rd  street, 
south  side,  200  ft.  west  of  8th  avenue  (Block  1033,  Lots 
41,  42  and  43),  Borough  of  Manhattan. 

284-46- BZ — Application,  Anril  22,  1946,  under  sections 
7a  and  7c  of  the  zoning  resolution,  of  S.  J.  Kessler  and 
Sons,  applicants,  on  behalf  of  Cannon  Construction 
Corp.  and  Seventy  Chelsea  Corp.,  owners,  to  permit  in 
a  retail  use,  B  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  and  oil  selling  station,  and  repair 
shop,  without  the  required  rear  yard,  and  using  more 
than  the  area  permitted;  premises  136-148  7th  avenue, 
and  202-204  West  19th  street,  southwest  corner  (Block 
768,  Lots  35-42,  inclusive),  Borough  of  Manhattan. 

369-37-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Edso  Realty  Corporation,  owner,  reopened 
January  30,  1945,  under  sections  7b,  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  and  business 
use  district,  the  alteration  of  part  of  a  Class  A  multiple 
dwelling,  so  as  to  include  a  business  use  (store);  prem¬ 
ises  1212  Grand  Concourse,  179-197  East  167th  street, 
northeast  corner  and  1209  Sheridan  avenue  (Block  2457, 
Lot  1),  Borough  of  The  Bronx. 

569-45-BZ — Application,  September  26,  1945,  under  sec¬ 
tions  7 a  and  21  of  the  zoning  resolution,  of  Henry  Nord¬ 
heim,  applicant,  on  behalf  of  Salvatore  Naclerio,  owner, 
to  permit  in  a  residence  use  district,  the  extension  of 
present  building  for  factory  use;  premises  2230  Gleason 
avenue,  south  side,  280.80  ft.  east  of  Castle  Hill  avenue, 
(Block  3820,  Lot  21),  Borough  of  The  Bronx. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner, 
(Manox  Theatre  Corp.  and  Jacob  Rosenblum,  lessees), 
reopened  February  20,  1945,  under  sections  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use  district,  an  existing  sign  and  the  erection 
of  proposed  sign;  premises  2301-2313  Grand  Concourse, 
and  163-169  East  183rd  street,  northwest  corner  (Block 
3164,  Lot  31),  Borough  of  The  Bronx. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke, 
applicant,  on  behalf  of  George  Campo,  owner,  to  permit 
in  a  business  use,  D  area  district,  the  erection  of  a 
building  (bowling  alley)  to  use  more  than  permitted 


CALENDAR 


t 


■■  '  1  — 

area;  premises  189-18  Linden  boulevard,  south  side,  50 
ft.  west  of  190th  street  (Block  12599,  Lot  8),  South 
Jamaica,  Borough  of  Queens. 

269-46-BZ — Application,  April  12,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Alexis  Gallan,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  extension 
of  an  existing  restaurant  (previously  granted  by  the 
Board)  to  occupy  adjacent  building;  premises  139  and 
141  West  69th  street,  north  side,  93  ft.  east  of  Broad¬ 
way  (Block  1141,  Lots  17  and  18),  Borough  of  Man¬ 
hattan. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
i  of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Olive  O.  Kalmus,  owner,  to  per- 
i  mit  in  a  residence  used  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline 
service  station;  premises  65-01  to  65-05  Kissena  boule¬ 
vard,  southeast  corner  of  65th  avenue  (Block  6742,  Lot 
10),  Flushing,  Borough  of  Queens. 

239-46-BZ — Application,  April  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Henry  George  Greene,  ap¬ 
plicant,  on  behalf  of  Bercel  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  change  in  occupancy 
of  one  family  frame  dwelling  to  doctor’s  offices;  prem- 
t  ises  88-56  163rd  street,  northwest  corner  of  89th  avenue 
(Block  9768,  Lot  60),  Jamaica,  Borough  of  Queens. 

153-46-BZ — Application,  February  19,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Joseph 
I  Schafran,  applicant,  on  behalf  of  Pelmel  Realty  Corp., 
owner,  to  permit  in  business  and  unrestricted  use  dis¬ 
trict,  the  use  of  business  portion  of  the  lot  for  ingress 
and  egress  to  the  unrestricted  portion,  and  the  storage 
of  raw  materials  and  finished  products  on  such  busi- 

_ 
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ness  portion;  premises  4255  Boston  Post  road,  north¬ 
east  corner-  of  Hutchinson  River  (Block  5655,  Lot  340), 
Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

334-46-A — 88-56  163rd  street,  northwest  corner  of  89th 
avenue  (Block  9768,  Lot  60),  Jamaica,  Borough  of 
Queens. 

154-46-A — 1255  Boston  Post  road,  northeast  corner  of 
Hutchinson  River  (Block  5655,  Lot  340),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman, 


JUNE  11,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  11,  1946,  at  2  o’clock  in  Room  1013. 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

177-46-A— 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

302-46-A — 16  Beach  46th  place,  west  side,  120  ft.  south 
of  Edgemere  avenue  (1st  floor);  (Block  332,  Lot  34), 
Edgemere,  Borough  of  Queens.  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — Beach  46th 
place). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  21,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

_ 

ZONING  APPLICATIONS 

177-32-BZ 

APPLICANT— J.  G.  L.  Molloy,  for  Rose  Cramer,  owner. 
SUBJECT— Application  reopened  March  12.  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  the  per¬ 
mit  in  a  business  use  district,  tbe  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  office  and 
lubritorium. 

PREMISES  AFFECTED— 156-166  West  End  avenue, 
northeast  corner  of  West  67th  street  (Block  1159, 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy  and  H.  J.  Greene. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

,  ACTION  OF  BOARD— Laid  over  to  May  28,  1946  at 
10  A.M. 


822-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Janet  Blatman 
and  Mildred  Kramer,  owners  (Major  Curtain 
Cleaners,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  residence  and  business  use  district,  the 
change  of  occupancy  from  public  market,  store  and 
manufacturing,  to  laundry. 

PREMISES  AFFECTED— 1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564, 
Lot  58),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ferdinand  Savignano,  Max  Blatman 
and  Edgar  A.  Palmieri. 

For  Opposition :  H.  M.  Rollis,  Louis  Kotel,  F. 

Partuoy,  Mary  Balebein,  Biagis  Amonte. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


61-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Charles  Sm*..*- 
man,  owner. 
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SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  residence  use  district,  the  erection  of  a 
building  to  be  used  as  an  office  and  fishing  station. 

PREMISES  AFFECTED— 1-7  Dare  Court,  northwest 
corner  of  Plumb  Beach  Channel  (Block  7547,  Lots 
2162,  2164,  2166,  2168,  2170  and  2172),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Charles  Small- 
man. 

For  Opposition :  Bernard  Wolf,  Caroline  Cruick- 
shank,  Josephine  Rauch,  Ellen  Lindstrom,  Mrs. 
John  Reif,  Mrs.  Mildred  Krell,  Anthony 
Orlando,  Anna  Orlando,  Lillian  Byrnes,  Eliza¬ 
beth  Wheeler,  Sigrid  Edwards,  Anne  Barrett, 
Janet  Murphy,  May  Dunbar  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.M.  for  inspection  by  Committee  of  Board,  and 
further  consideration. 


158-46-BZ 

APPLICANT — Max  Abramovitz,  for  Fairchild  Press,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning"  resolution, 
to  permit  in  a  retail  B  area  district,  the  erection  of 
a  building,  using  more  area  than  permitted. 
PREMISES  AFFECTED — 3-9  East  12th  street,  east  side, 
150  ft.  east  of  5th  avenue,  and  6-10  East  13th  street 
(Block  570,  Lot  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Abramovitz. 

For  Opposition:  Edward  G.  Steinert  and  Dr.  Sam¬ 
uel  Fox. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.M.  pending  a  decision  by  the  Court  of  Appeals. 


210-46-BZ 

APPLICANT — Abram  Shlefstein,  for  Ida  Fein,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  residence  use,  F  area  district,  the  erec¬ 
tion  of  a  building  without  the  required  setbacks  and 
side  yards,  and  with  the  area  of  second  floor  in 
excess  of  that  permitted. 

PREMISES  AFFECTED— 1466-1474  East  24th  street,  and 
2333-2339  Olean  street,  southwest  corner  (Block 
7677,  Lots  14  and  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Abram  Shlefstein,  Allen  Fein  and 
Leonard  A.  Sussman. 

For  Opposition:  Jacob  A,  Singer,  Albert  B.  Bres- 
low,  B.  L.  Weynberg,  A1  Loonin,  Ruth  R. 
Umans,  Hattie  Lindauer,  S.  Hoffman,  John 
Lowe,  F.  Severn,  M.  Schlosser,  P.  Breslow,  S. 
Berger  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.  M.  for.  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


239-19-BZ 

APPLICANT — Laura  Schirald,  owner. 

SUBJECT — Application  reopened  April  23,  1946  re  exten¬ 
sion  of  permit — Application  (decision  of  fire  com¬ 
missioner)  previously  granted  on  condition,  per¬ 


mitting  in  a  residence  use  district,  the  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  for 
a  term  on  one  year  (expired  by  limitation). 
PREMISES  AFFECTED— 1171  New  York  avenue  and 
3301  Cortelyou  road,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abraham  Finkelstein. 

For  Opposition:  Mrs.  John  Campbell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (239-19-BZ) 

Whereas,  this  application  (re  decision  of  the  fire  commis¬ 
sioner)  permitting  the  maintenance  of  a  garage  and  storage 
of  not  more  than  five  automobiles  of  the  pleasure  car  type, 
in  a  residence  use  district  for  a  period  not  to  exceed  two 
(2)  years,  affecting  premises  1171  New  York  avenue,  and 
3301  Cortelyou  road,  Borough  of  Brooklyn,  was  granted  bv 
the  Board  on  May  20,  1919,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  from  time  to  time, 
and  last  extended  on  May  31,  1927;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit,  which  had  expired  by  time  limitation ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  23,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  May  21,  1946  at  10  A.M. ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  21,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  May  1,  1946  on  Applic.  for  Certificate  of  Occupancy 
reads : 

“Certificate  of  Occupancy  application  #99 2  of  1946 
was.  filed  for  a  superseding  certificate  of  occupancy  to 
certificate  of  occupancy  number  4662.  Certificate  of 
Occupancy  # 4662  was  issued  for  use  of  subject  premises 
for  a  one  story  cement  block  private  garage  for  5  cars. 

“Variation  granted  by  the  Board  of  Standards  and 
Appeals,  Cal.  239-19-BZ  has  expired. 

“The  application  will  have  to  be  granted  by  the  Board 
of  Standards  and  Appeals.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  31,  1927  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  on  condition 
that  the  existing  five  car  garage  building  as  permitted 
shall  not  be  extended  in  height  or  area;  that  not  more 
than  five  automobiles  of  the  pleasure  car  type  shall  be 
stored  on  the  premises  at  any  time.” 


651-45-BZ 

APPLICANT — Emil  Koeppel,  for  Robalex  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  unrestricted  use,  C  area  district,  the 
extension  of  existing  building  to  cover  more  than 
permitted  area. 

PREMISES  AFFECTED — 724-726  64th  street,  south  side, 
180  ft.  east  of  7th  avenue  (Block  5821,  Lot  16), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  E.  Koeppel,  M.  Herko  and  D. 
Weiner. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings, 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (651-45-BZ) 

Whereas,  Emil  Koeppel,  for  Robalex  Realty  Corporation, 
owner  filed  October  26,  1945,  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  an  unrestricted  use, 
C  area  district,  the  extension  of  an  existing  building  to  cover 
more  than  the  permitted  area ;  premises :  724-726  64th  street, 
south  side,  180  feet  east  of  7th  avenue  (Block  5821,  Lot  16), 
Borough  of  Brooklyn;  and 

•  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  21,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  64th  street  is  in  an  unrestricted  use,  C  area 
and  Class  1J4  height  district ;  7th  avenue  is  in  an  unrestricted 
use,  C  area  and  Class  1%  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  19,  1945,  re  Alt.  App.  3197-45,  reads: 

“L  The  building  when  extended  as  proposed  exceeds 
the  60%  of  the  area  of  the  lot  permitted  by  the  Zoning 
Resolution  and  therefore  the  proposition  is  contrary  to 
Sect.  13  of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  40  ft.  front  by  60  ft.  in  depth,  one  story 
(16  feet)  in  height,  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  extend  the  present  building  40  ft.  in  depth,  covering 
the  whole  plot  and  the  width  to  be  the  same  as  present 
Iwilding. .(40  feet),  one  story,  16  ft.  in  height,  of  Class  3 
construction ;  and 

•Whereas,  the  applicant  contends  that  reconsideration  is 
respectfully  requested  as  the  present  building  was  erected 
to  manufacture  products  necessary  for  war  work  and  it  is 
too  small  for  economical  manufacturing  of  peace  time  prod¬ 
ucts  such  as  coating,  making  it  necessary  to  increase  the 
size  .of  the  present  building ;  that  to  comply  with  the  letter 
of  the  law  would  create  a  great  hardship;  that  the  height 
was  changed  from  Class  1  to  Class  1$4  in  1924 ;  and 

Whereas,  it  appears  that  the  building  was  erected  under 

•  N'.  B.  Applic.  186-45  and  Certificate  of  Occupancy  113144-45 
was  issued  upon  completion  thereof ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on-  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area 
district  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  to  permit  the  extension 
of  the  building  as  proposed,  on  condition  that  the  extension 
shall  not  .exceed  one  story  in  height,  as  indicated  on  plans 
filed  with  this  appeal,  marked  “Received  October  26,  1945”; 
that  any  windows  erected  in  the  rear  walls  shall  be  fireproof, 
self-closing ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution. 


781-45-BZ 

APPLICANT-^Lama  and  Proskauer,  for  John  Opladen, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
1  and  reconstruction  of  an  existing  gasoline  service 
*''  ■••  station,  and  auto  repair  shop  and  an  auto  showroom. 


PREMISES  AFFECTED— 115-06  to  115-18  101st  avenue, 
and  101-02  to  101-08  116th  street,  southwest  corner 
(Block  9433,  Lots  3  and  5),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  J.  Opladen. 

For  Opposition :  None. 

For-  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (781-45-BZ) 

Whereas,  Lama  and  Proskauer  for  John  Opladen,  owner, 
filed  December  14,  1945,  an  application  under  section  7c  of 
the  zoning  resolution,  to  permit  in  a  business  use  district 
the  extension  and  reconstruction  of  an  existing  gasoline 
service  station  and  auto  repair  shop  and  an  auto  showroom ; 
affecting  premises  115-06  to  115-18  101st  avenue  and  101-02 
to  101-08  116th  street,  southwest  corner  (Block  9433,  Lots 
3  and  5),  Richmond  Hill,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  21,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  101st  avenue  is  in  a  business  use,  D  area 
and  Class  1  height  district;  116th  street  is  in  residence  and 
business  use,  D  area  and  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
November  29,  1945,  re  N.  B.  Applic.  1407-45,  reads  : 

“1.  The  extension  and  reconstruction  of  an  existing 
gasoline  service  station  and  auto  repair  shop,  auto  show¬ 
room  is  contrary  to  Art.  II,  Sec.  4  of  the  zoning  reso¬ 
lution.”  / 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  142.16  ft.  frontage  by  90  ft.  10  in.  in  depth,  on 
which  it  is  proposed  to  reconstruct  a  building  80  ft.  by  90 
ft.  10  in.  in  depth,  one  story  14  ft.  in  height,  of  Class  3 
construction ;  that  it  is  proposed  to  remove  all  the  buildings 
on  the  premises  and  reconstruct  the  new  building  to  be  used 
as  automobile  showroom,  auto  servicing  and  repairs,  and 
balance  of  plot  to  be  used  as  gasoline  service  station;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  two  story  and  cellar  frame  building,  25  ft. 
6  in.  by  36  ft.  6  in.,  the  first  floor  which  is  used  for  the  sale 
of  accessories,  and  the  2nd  floor  one  family ;  that  there  is 
a  frame  building  on  the  southerly  portion  of  the  plot  16  ft. 
by  29  ft.  which  is  used  as  an  automobile  repair  shop  and 
there  are  nine  one  car  cement  block  private  garages  and 
six  frame  one  car  private  garages;  that  there  are  two  steel 
grease  pits  and  four  gas  storage  tanks ;  that  the  gas  station 
was  first  started  in  1919,  prior  to  the  amendment  to  the 
zoning  law  prohibiting  a  gasoline  service  station  in  a  busi¬ 
ness  zone ;  that  the  area  for  this  use  was  90  ft.  10  in.  by 
102  ft. ;  that  the  repair  shop  permit  was  issued  in  1926, 
when  certificate  of  occupancy  number  1592-1926  was  issued; 
that  it  is  now  proposed  to  remove  all  the  buildings  on  the 
premises  and  construct  a  one  story  masonry  building  80  ft. 
by  90  ft.  10  in.  in  depth  at  the  westerly  portion  of  the  plot 
to  be  used  as  an  automobile  showroom,  auto  servicing  and 
repairs,  and  the  balance  of  the  plot  to  be  used  as  a  gasoline 
station ;  that  this  proposal  would  greatly  improve  the  site 
and  would  be  beneficial  to  the  community ;  that  therefore, 
-  inasmuch  as  the  uses  are  existing,  and  the  proposal  is  a 
decided  improvement,  it  is  respectfully  requested  that  the 
application  be  granted ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c,  to  permit  the 
reconstruction  and  alteration  of  the  existing  gasoline  station 
and  repair  shop,  on  condition  that  all  existing  buildings  and 
uses  on  the  plot  shall  be  removed ;  that  the  plot  shall  be 
levelled  substantially  to  the  grade  of  surrounding  streets ; 
that  the  proposed  new  building  at  the  westerly  end  of  the 
plot  shall  comply  with  the  requirements  of  the  zoning  reso¬ 
lution  as  to  area  and  shall  not  exceed  one  story  in  height; 
that  the  balance  of  the  premises  left  unbuilt  upon  shall  be 
paved  with  concrete,  tarvia  or  other  suitable  material ;  that 
any  gasoline  dispensing  pumps  shall  be  not  nearer  than  10 
ft.  to  the  street  building  line,  erected  substantially  where 
indicated;  that  along  the  southerly  lot  line  between  the  pro¬ 
posed  building  and  the  street  building  line  there  shall  be 
erected  a  masonry  wall  not  less  than  5  ft.  in  height,  con¬ 
forming  to  the  design  of  the  building ;  that  curb  cuts  shall 
be  restricted  to  two  to  116th  street,  not  over  25  ft.  in  width 
each,  and  two  to  101st  avenue,  one  25  ft.  in  width  and  one 
30  ft.  in  width;  that  no  openings  shall  be  constructed  in  the 
building  along  the  interior  lot  lines  to  the  south  and  west; 
that  any  signs  erected  shall  comply  with  the  requirements 
of  the  zoning  resolution  therefor ;  that  no  temporary  or  roof 
signs  shall  be  permitted;  that  a  sign  post  may  be  erected 
within  the  premises  near  the  intersection  of  101st  avenue  and 
116th  street  for  supporting  a  sign,  which  may  be  illuminated, 
advertising  only  the  brand  of  gasoline  on  sale ;  that  the 
existing  sidewalks  and  curbs  shall  be  reconstructed  or  re¬ 
paired  to  the  satisfaction  of  the  Borough  President ;  that 
there  shall  be  no  excavation  under  the  building  for  boiler 
room ;  that  any  boiler  or  heating  room  shall  be  constructed 
at  grade  within  the  building  and  separated  from  the  balance 
of  the  building  by  fireproof  construction ;  that  repairing 
shall  be  restricted  to  work  done  by  hand  tools  for  servicing 
the  cars  dealt  in  by  the  agency  located  on  the  premises ;  but 
may  include  brake  adjustment,  relining  and  wheel  alignment; 
that  no  forge  or  anvil  shall  be  maintained  on  the  premises 
and  no  heavy  collision  work  shall  be  done ;  that  in  all  other 
respects  the  buildings  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resoluiton. 


80-46-BZ 

APPLICANT — Harry  Leslie  Walker,  for  Board  of  Educa¬ 
tion,  City  of  New  York,  prospective  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  residence  use,  D  and  E  area  districts, 
the  erection  of  a  building  (Public  School)  using 
more  than  permitted  setbacks. 

PREMISES  AFFECTED— 134-40  161st  street,  west  side, 
the  north  side  of  137th  avenue,  from  160th  to  161st 
streets  (Block  12299,  Lots  13,  14,  18,  20,  22,  24,  27, 
26,  30-33,  37,  39-43,  45,  47,  49,  51,  53-55,  57,  59 
and  132)  ;  (P.  S.  167),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Harry  Leslie  Walker,  L.  Kurtz,  T. 

Babbato  and  J.  Powers. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (80-46-BZ) 

Whereas,  Harry  Leslie  Walker  for  Board  of  Education 
City  of  New  York,  prospective  owner,  filed  February  7,  1946, 
an  application  under  section  21  of  the  zoning  resolution,  to 


permit  in  a  residence  use  D  and  E  area  district,  the  erection 
of  a  building  (public  school)  using  more  than  the  permitted 
set  backs;  premises  134-40  161st  street,  west  side  161st  street 
the  north  side  of  137th  avenue  from  160th  to  161st  street 
(Block  12299,  Lots  13,  14,  18,  20,  22,  24,  27,  26,  30-33,  37, 
39-43,  45,  47,  49,  51,  53-55,  57,  59  and  132)  (P.  S.  167) 
Flushing,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  21,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  160th  street  is  in  a  residence  use,  D 
and  E  area  and  Class  1  height  district;  161st  street  is  in  a 
residence  use,  D  and  E  area  and  Class  1  height  district, 
137th  avenue  is  in  a  residence  use,  D  and  E  area  and  Class 
1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  24,  1946,  re  N.  B.  Applic.  1225-45,  reads: 

“1.  Provide  proper  set  backs  for  a  Residence  E  dis¬ 
trict  as  per  Section  15  of  the  B.  Z.  R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  500  ft.  frontage  by  200  ft.  in  depth,  on  which  is 
to  be  erected  a  building  301  ft.  front  by  186  ft.  9  in.  in 
depth,  2  stories,  35  ft.  in  height,  of  Class  1  construction 
(Public  school)  ;  and 

Whereas,  the  applicant  contends  that  the  south  end  wall 
and  bays  and  the  east  foundation  wall  of  the  school  building 
comply  with  regulations ;  but  Bay  No.  4  which  is  only  one 
story  high  is  5  ft.  11  in.  from  the  street  line  instead  of  10  ft. 
thus  causing  the  technical  violation ;  that  the  greater  part  of 
this  school,  approximately  80%  is  situated  in  a  “D”  district, 
which  commences  100  ft.  north  of  the  north  street  line  of 
137th  avenue  and  is  therefore  not  subject  to  the  same  limi¬ 
tations  of  distance  from  street  lines ;  that  the  site  for  the 
school  was  chosen  by  the  Board  of  Education  and  nearly 
the  entire  block  will  be  utilized;  that  the  school  is  designed 
in  accordance  with  Board  of  Education  requirements  which 
determine  minimum  size  of  shape  of  interior  spaces ;  that 
the  plans  and  the  location  of  the  building  on  the  property 
have  been  officially'  approved  by  the  Board  of  Education ; 
that  there  is  no  better  solution  than  the  present  approved 
plan  and  design,  which  is  barely  contained  within  a  200  ft. 
wide  site ;  that  the  sole  violation  of  the  zoning  regulations 
for  E  district  is  caused  by  the  face  of  this  one  story  bay 
being  5  ft.  11  in.  from  the  street  line  instead  of  10  ft.  and 
this  bay  cannot  be  eliminated  because  of  interior  space 
requirements  and  exterior  design ;  that  the  building  as  now 
planned  provides  the  required  spaces  and  association  of 
spaces  for  Education  Administration ;  that  the  building  is 
set  back  in  the  “D”  area  district  although  not  required, 
and  compensates  for  the  slight  infringement  in  the  “E” 
area  district ;  that  any  change  in  plan  will  not  provide  these 
requirements  and  will  further  reduce  the  remaining  play- 
space  below7  the  minimum  requirements  for  this  school ;  that 
it  is  impossible  to  shift  the  south  wing  alone  without  a  com¬ 
plete  dislocation  of  the  plan ;  that  if  the  building  is  moved 
northward  so  that  Bay  #4  falls  within  the  “D”  district, 
eliminating  the  violation,  then  less  space  is  left  at  the  north 
end  of  the  block  for  the  proposed  Park  Department  public 
playground,  which  is  definitely  not  recommended  as  this 
would  divide  the  play-space  into  two  separate  units  which 
would  require  the  doubling  of  the  personnel  for  the  admin¬ 
istration  of  these  play  spaces ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  area,  and  was  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli- 
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cation  be  and  it  hereby  is  granted  under  Section  21,  on  con¬ 
dition  that  the  extension  as  indicated  on  plans  filed  with 
this  application  marked  “Received  April  11,  1946”  shall  in 
all  other  respects  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  no  further  extension  of  zoning 
beyond  the  permitted  area  shall  be  made  other  than  the  bay 
window  in  question  as  part  of  the  library  on  the  first  floor 
facing  161st  street  at  the  southwest  corner  of  the  building, 
known  as  Room  103 ;  that  such  bay  window  shall  not  extend 
more  than  one  story  in  height  and  shall  not  encroach  beyond 
the  10  ft.  line  more  than  approximately  6  ft.  as  shown  on 
such  plans;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  reso¬ 
lution. 
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102-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  1219  Quentin 
Road  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  business  use,  C  area  district,  the  exten¬ 
sion  of  existing  building,  to  cover  more  than  per¬ 
mitted  area. 

PREMISES  AFFECTED — 1215  Quentin  road,  north  side, 
57  ft.  9-^4  in.  west  of  East  13th  street  (Block  6775, 
Lot  41),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  S.  Susnow. 
For  Opposition :  Moe  Knecht. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (102-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  1219  Quentin  Road 
Corp.,  owner;  Saul  Susnow,  President,  filed  February  11, 
1946,  an  application  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  extension 
of  an  existing  building  to  cover  more  than  permitted  area ; 
premises:  1215  Quentin  road,  north  side,  57  ft.  9H  in.  west 
of  East  13th  street,  (Block  6775,  Lot  41),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  21,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Quentin  road  is  in  a  business  use,  C  area 
and  Class  1)4  height  district;  East  13th  street  is  in  residence 
and  business  use,  D  area  and  Class  1*4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  18,  1946,  re  Alt.  App.  4155-45,  reads: 

“1.  Proposed  extension  to  existing  building  increasing 
area  of  construction  to  full  area  of  the  lot  is  contrary 
to  Article  IV,  Section  13b  of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  19  ft.  frontage  by  80  ft.  in  depth,  on  which  is 
located  a  building  19  ft.  front  by  55  ft.  in  depth,  3  stories 
(30  feet)  in  height,  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  erect  an  extension  19  ft.  front  by  25  ft.  in  depth 
(total  depth  of  bldg,  will  be  80  feet)  one  story,  11  ft.  in 
height,  of  Class  3  construction  with  an  exit  to  adjoining 
building  under  same  ownership ;  and 
W  hereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  3-story  masonry  building,  19  ft. 
by  55  ft.  in  depth  occupied  as  store  on  1st  floor  and  one 
family  on  each  of  the  2nd  and  3rd  floors ;  that  it  is  proposed 
to  construct  a  new  extension  19  ft.  by  25  ft.,  covering  the 
unbuilt  portion  of  the  lot  so  as  to  enlarge  the  existing  store ; 
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that  the  building  directly  to  the  east  is  now  occupied  100% 
coverage  and  the  building  to  the  west  covers  approximately 
90% ;  that  the  corner  building,  Lot  43,  is  built  practically 
98%  of  area  of  the  plot ;  that  therefore,  in  view  of  the  fact 
that  buildings  adjoining  the  subject  premises  exceed  the 
area,  the  same  privilege  is  requested  for  this  owner ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution,  as  to  area,  and  was  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21,  on  condition 
that  the  extension  as  indicated  on  plans  filed  with  this  appli¬ 
cation  marked  “Received  February  11,  1946,”  two  sheets, 
shall  not  exceed  one  story  or  12  ft.  in  height  above  curb; 
that  no  windows  shall  be  erected  in  the  rear  or  side  lot 
lines  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  the  laws,  rules  and  regulations  appli¬ 
cable  thereto ;  that  all  permits  shall  be  obtained  and  all 
work  completed  witihn  one  (1)  year  from  the  date  of  this 
resolution. 


1 82-46- BZ 

APPLICANT — T.  H.  Engelhardt,  for  Queens  Windsor 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use, 
D  area  district,  the  erection  of  a  commercial  struc¬ 
ture,  occupying  more  than  permitted  area  and  not 
having  required  rear  yard,  with  an  entrance  to 
loading  platform  within  residence  district,  and  using 
premises  for  the  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 108-36  to  108-48  Queens  boule¬ 
vard,  and  107-34  71st  road  (Windsor  place),  south¬ 
east  corner  (Block  3257,  Lots  1  and  45),  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  T.  H.  Engelhardt  and  G.  C.  Meyer, 

Jr- 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

THE  RESOLUTION  (182-46-BZ) 


Whereas,  T.  H.  Engelhardt  for  Queens  Windsor  Corpo¬ 
ration,  owner,  filed  March  6,  1946,  an  application  under 
sections  7 a  and  21  of  the  zoning  resolution,  to  permit  in 
residence  and  business  use,  D  area  districts,  the  erection  of 
a  commercial  structure  occupying  more  than  the  permitted 
area  not  having  a  required  rear  yard,  with  an  entrance  to 
loading  platform  within  a  residence  district  and  using  the 
premises  for  the  parking  of  more  than  five  (5)  motor 
vehicles;  premises  108-36  to  108-48  Queens  boulevard  and 
107-34  71st  road  (Windsor  place)  southeast  corner  (Block 
3257,  Lots  1  and  45),  Forest  Hills,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  21,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Queens  boulevard  is  in  residence  and 
business  use,  D  area  and  Class  1  height  districts;  71st  road 
is  in  residence,  business  and  retail  use,  I)  area  and  Class  1 
height  districts ;  and 
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Whereas,  the  decision  of  the  borough  superintendent 
dated  February  14,  1946,  re  N.  B.  Applic.  581-46,  reads: 

“1.  The  entrance  to  loading  platform  within  the  resi¬ 
dential  area  of  the  plot  is  contrary  to  Art.  II,  Sec.  3, 
B.  Z.  R. 

2.  The  use  of  premises  in  a  residential  use  district 
for  parking  of  more  than  five  cars  is  contrary  to  Art. 
II,  Sec.  3,  B.  Z.  R. 

3.  Provide  rear  yard  according  to  Sec.  17a,  B.  Z.  R. 
for  the  business  portion  of  the  lot  that  abuts  residence 
use  district. 

4.  The  proposed  commercial  structure  occupies  a 
greater  area  of  the  lot  than  is  allowed  by  Sec.  14c, 
B.  Z.  R.  The  lot,  located  in  a  “D”  district  lies  partly 
in  a  business  use  and  partly  in  a  residence  use  district. 
Since  the  proposed  structure  is  of  a  commercial  nature, 
only  that  portion  of  the  lot  which  lies  exclusively  in 
the  business  use  district  may  be  considered  as  a  basis 
for  determining  the  area  which  the  proposed  structure 
may  occupy.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  155  ft.  6  in.  frontage  by  132  ft.  8  in.  in  depth, 
irregular,  on  which  it  is  proposed  to  erect  a  building  100  ft. 
4  in.  front  by  132  ft.  8  in.  in  depth,  two  stories,  30  ft.  in 
height,  of  Class  3  construction  ;  that  it  is  proposed  to  demol¬ 
ish  the  existing  two  story  dwelling  and  erect  the  proposed 
building,  provide  driveway  to  loading  platform  and  use  un¬ 
occupied  area  as  a  parking  area  ;  and 

Whereas,  the  applicant  contends  that  the  northeasterly 
55  ft.  of  the  plot  bordering  on  Queens  boulevard,  the  only 
vacant  residential  frontage  on  Queens  boulevard  in  the  entire 
block,  was  originally  in  a  business  district  but  its  classifi¬ 
cation  was  changed  on  February  5,  1940  to  a  residence 
district ;  that  the  southerly  portion  of  the  plot  upon  which 
is  located  the  two  story  dwelling  on  71st  road,  to  a  depth  of 
100  ft.  was  changed  from  a  residence  use  to  a  business  use 
district  on  July  29,  1940;  that  the  entire  area  in  consideration 
was  changed  from  a  C  to  a  D  District  on  February  5,  1940; 
that  it  is  proposed  to  erect  a  2  story,  Class  3  building, 
designed  to  cover  the  entire  portion  of  the  plot  zoned  for 
business  use ;  that  it  is  also  proposed  to  use  the  unoccupied 
residential  area  in  calculating  the  plot  coverage ;  that  it  is 
proposed  to  use  the  unoccupied  residential  area  as  a  drive¬ 
way  providing  access  to  loading  platform  and  as  parking 
area  for  the  exclusive  use  of  tenants,  their  employees,  custo¬ 
mers  and  patrons  without  any  parking  charges ;  that  all 
unoccupied  space  will  be  graded,  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material,  properly  rolled  and 
treated  with  an  asphalt  binder ;  that  the  entire  parking  area 
will  be  fenced  in  with  a  6  ft.  high  chain  link  type  fence  on 
property  lines  and  a  masonry  constructed  wall  along  Queens 
boulevard  except  for  the  16  ft.  entrance  with  curb  cut  oppo¬ 
site  not  to  exceed  25  ft. ;  that  the  proposed  parking  space  and 
entrance  to  the  loading  area  conform  in  general  with  the 
spirit  of  the  recently  modified  zoning  resolution  as  it  pro¬ 
vides  for  off-street  parking  and  the  servicing  of  main  stores 
by  other  than  street  delivery ;  that  the  store  entrances  will 
be  on  Queens  boulevard  directly  facing  a  narrow  service 
road  where  congested  parking  will  indirectly  slow  up  traffic 
and  make  for  many  hazards ;  that  the  parking  in  this  area 
is  now  badly  congested  and  any  alleviation  of  this  problem 
will  make  for  highway  safety ;  that  the  location  of  the  park¬ 
ing  area  will  serve  best  for  block  ventilation  and  will  afford 
, maximum  light  and  air  to  the  surrounding  buildings;  that 
there  is  no  fixed  limitation  in  the  zoning  resolution  on  the 
size  of  a  plot  nor  any  reference  that  a  plot  zoned  for  two 
uses  must  be  divided  separately  for  each  use  nor  is  there 
any  inference  that  unoccupied  space  be  excluded  in  calcu¬ 
lating  the  permissible  coverage ;  that  it  is  therefore  requested 
that  the  Board  exercise  its  discretion  and  grant  a  zoning 
variation  under  Sections  7c  and  21  of  the  zoning  resolution ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  a,  as  to  use;.an<J  that 
the  applicant  failed  to  substantiate  a  basis  to  warrant  exer¬ 
cise  of  discretion  to  grant  under  section  21  of  the  zoning 
resolution  as  to  extension  of  area  and  was  therefore  .not 
entitled  to  relief  on  the  grounds  of  practical  difficulties  and 
unnecessary  hardships.  ,.  .  .  ... 

Resolved,  that  the  decision  of  the  borough  superinte.ndent 
dated  February  14,  1946  on  N.  B.  Applic.  581-46  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied.  : 

- r - -  .. 

214-46-BZ 

APPLICANT — Harry  J.  Seif,  for  Meta  A.  Plate,  owner 
(George  Seif,  Inc.,  lessee).  . 

SUBJECT — Application  (decision  of  the  borough' stjperfn- 
tendent)  under  section  21  of  the  zoning' Resolution, 
to  permit  in  business  use,  C'area  di strict, '‘the  exten¬ 
sion  of  existing  building,  to  cover  more  than- per¬ 
mitted  area. 

PREMISES  AFFECTED— 1421  Kings  Highway,  north 
side,  21  ft.  3(4  in:  west  of  East  15th  street  (Block 
6777,  Lot  30),  Borough  of  Brooklyn.  ... 

APPEARANCES—  ‘ 

For  Applicant:  Harry  J.  Seif. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . . ; . 0 

THE  RESOLUTION  (214-46-BZ)  • 

Whereas,  Harry  J.  Seif,  for  Meta  A.  Plate,  owner; 
George  Seif,  Inc.,  lessee,  filed  March;.  22, _  1946,'  an  application 
under  section  21  of  the  zoning  resolution,  tp  permit  in  busi¬ 
ness  use,  C  area  district,  the  extension  of  (existing  building 
to  cover  more  than  permitted  area ;  prpjnjs,es :  1421  Kings 
Highway,  north  side,  21  feet,  3)4  inqhes  iyest'  of  East  15th 
street,  (Block  6777,  Lot  30),  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  hpld  on  this  application 
by  the  Board  of  Standards  and  Appeals,  af  its  regular 
meeting,  May  21,  1946,  after  due  notice  by/.gublicatjon  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  fhe  zoning  reso¬ 
lution  show  that  Kings  Highway  is  in  a  business’use,  C  area 
and  Class  1J4  height  district;  East  15th  street  fig*  jri  "residence 
and  business  use,  C  area  and  Class  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  .'superintendent, 
dated  February  21,  1946,  re.  Alt.  App.  533-46,  reads : 

“1.  Existing  building  ■  and  proposed  ^extension -  to  oc¬ 
cupy  more  than  60%  of  the  area  .of  the  lot- in  a-“C” 
area  district  is  contrary,,  to  Art.  IW  Sec.  13  of  the 
Zoning  Resolution.”  , 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  21  ft.  3)4  in.  frontage  by  104  ft.  4)4  in.  in  depth, 
irregular,  on  which  is  located  a  building  21  ft.  3%  in.  .front 
by  61  ft.  in  depth,  3  stories  (35  fqgt)  iq  height,  of  Gass  3 
construction ;  that  it  is  proposed  to  extend  the  building  on 
the  first  floor,  43  ft.  5)4  in.  with  the  same,  width  (21  ft.  3)4 
in.),  13  ft.  in  height,  of  Class  3  construction;  and 
Whereas,  the  applicant  contends  that  the  subject  site  is 
at  the  focal  point  of  the  community  shopping  area ;  that 
retail  area  in  the  community  is  at  .a,  ,prerpium;  all  shopping 
done  by  the  community  for  extensive  surrounding  area  is 
on  Kings  Highway ;  that  the  subject,  property  is  occupied 
by  a  ladies’  ready-to-wear  shop  for  coats,  suits  and  dresses 
at  retail;  15  persons  are  employed,  mpstiy  women;  that  the 
present  first  floor  arga  is  20  by  61  fQ:;  (fiat  additional  space 
is  needed  for  added  stock,  new  items,  .fitting  and- rest  rooms, 
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etc.  that  it  is  further  submitted  that  the  original  lease 
between  the  owner  and  lessee  was  extended,  as  shown  on 
lease  as  filed ;  that  this  lease  clearly  showed  the  intent 
of  the  owner  to  extend  the  first  story,  which  is  in  effect  an 
enhancement  in  the  value  and  use  to  both  the  owner  and 
lessee;  that  at  the  time  this  was  originally  contemplated 
there  was  no  restriction  to  such  use  of  the  property;  that 
the  war  and  its  restrictions  upon  building  and  alterations 
prevented  the  said  alterations;  that  buildings  adjoining  both 
sides  of  the  site  are  built  to  about  100%  of  the  lot  area; 
and  generally  all  buildings  on  both  sides  of  Kings  Highway 
between  East  14th  and  East  16th  streets  are  built  on  80-100% 
of  the  lot  area ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution,  as  to  area,  and  was  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21,  to  permit  the 
extension  of  the  existing  building  in  the  rear  substantially 
as  indicated  on  plans  filed  with  this  application  marked 
“Received  March  22,  1946,’’  on  condition  that  such  extension 
shall  not  exceed  one  story  in  height,  and  that  the  rear  wall 
thereof  shall  not  be  nearer  to  the  rear  lot  line  than  4  ft. ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  the  existing  fire  escape  from  the  rear  of  the 
building  shall  have  a  ladder  from  the  proposed  extension  to 
the  4  ft.  yard  space  and  safe  egress  shall  be  furnished  there¬ 
from  to  adjoining  premises  or  to  the  street. 

$■- 


256-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Louis  Reiffler,  owner 
(Fred  Axelrod  and  William  Greenberg,  lessees). 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry. 

PREMISES  AFFECTED— 980  Longwood  avenue,  south 
’  side,  64  ft.  east  of  Beck  street  (Block  2707,  part  of 
Lot  60),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  W.  Greenberg  and  F.  Axelrod. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

[Negative  .  0 

THE  RESOLUTION  .  (256-46-BZ) 

Whereas,  Ludwig  P.  Bono,  for  Louis  Reiffler  owner, 
Fred  Axelrod  and  William  Greenberg,  lessees,  filed  April 
11,  1946,  an  application  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  a  wet 
wash  laundry,  premises  980  Longwood  avenue,  south  side, 
64  ft.  east  of  Beck  street  (Block  2707,  part  of  Lot  60), 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standard  and  Appeals,  at  its  regular  meet¬ 
ing,  May  21,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Longwood  avenue  is  in  a  business  use, 
B  area  and  Class  IVi  height  district,  Beck  street  is  in  resi¬ 
dence  and  business  use,  B  area  and  Class  llA  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
(feted  March  15,  1946,  re  B.  N.  Applic.  125-46,  reads : 


“A-l.  Proposed  alteration  to  install  laundry  washing 
machines  in  store  in  present  5  story  and  cellar  non-fire- 
proof,  Class  A  Multiple  Dwelling  ‘N.L.T.’  located  in  a 
business  district  is  contrary  to  Article  2,  Section  4A, 
Subdiv.  51  of  zoning  resolution,  and  Rules  and  Regu¬ 
lations  of  this  Department.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100  ft.  frontage  by  75  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  75  ft.  in  depth,  5  stories, 
52  ft.  in  height,  of  Class  3  construction ;  that  it  is  proposed 
to  install  20  Bendix  home  automatic  washing  machines  in 
unoccupied  store;  and 

Whereas,  the  applicant  contends  that  the  store  in  ques¬ 
tion  has  been  vacant  for  over  a  year  and  was  formerly  used 
as  a  hardware  store ;  that  upon  the  signing  of  the  lease  the 
owner  made  alterations ;  that  the  lessee  has  paid  seven 
months  rent  to  date  and  will  lose  several  hundred  dollars 
for  security  and  deposits  placed  on  materials  and  equipment 
set  aside  for  the  proposed  installation,  plus  other  fees  and 
disbursements ;  that  in  signing  the  lease  in  the  early  part 
of  September,  1945,  the  lessee  was  advised  that  installations 
of  the  same  type  were  being  approved  by  the  Department  of 
Housing  and  Buildings  under  a  Superintendent  of  Buildings 
interpretation  of  the  zoning  ordinance ;  that  several  other 
installations  of  the  same  nature  had  been  approved  and  sub¬ 
sequently  operated  in  a  business  district ;  that  when  the 
minutes  of  the  Board,  re  Cal.  474-45-A  were  printed  it 
was  ascertained  that  the  department  memorandum  of  the 
borough  superintendent  under  which  these  prior  applications 
had  been  approved  was  declared  to  be  without  legal  force 
and  effect,  thereby  nullifying  the  possibility  of  securing 
departmental  approval ;  that  the  proposed  installation  is  a 
distinct  innovation  in  clothes  washing  procedure  in  that  20 
standard  home  type  washing  machines,  each  operated  by  a 
%  h.p.  motor  and  with  an  individual  capacity  of  10  lbs.  of 
dry  clothes,  are  to  be  installed ;  that  only  two  employees  will 
be  used  as  it  is  a  self-service  installation  with  the  customers 
doing  their  own  wash ;  that  no  steam  is  manufactured  and 
no  volatile  fluids  will  be  used  and  there  will  be  no  noxious 
odors  or  excessive  noise  from  the  operation  of  the  proposed 
establishment ;  that  no  structural  changes  will  be  made ; 
that  in  the  areas  where  there  are  few  and  inadequate  sani¬ 
tary  facilities  and  which  contain  a  predominant  number  of 
cold  water  flats  as  in  this  neighborhood,  this  installation  will 
prove  a  definite  contribution  to  public  health  and  lighten 
the  burden  for  the  housewife;  that  the  applicant  requests 
consideration  for  the  granting  of  a  variance  to  permit  him 
to  operate  the  laundry  for  a  period  of  five  years  to  enable 
him  to  attempt  to  amortize  his  investment  in  this  venture, 
and  the  owner  to  realize  sufficient  income  to  help  towards 
payment  of  taxes  and  upkeep  on  this  property ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
five  (5)  years  to  permit  the  installation  of  the  Bendix  wet 
wash  laundry  as  proposed,  on  condition  that  the  laundry 
machines  proposed  to  be  installed  comply  with  the  approval 
of  the  Board  under  Cal.  No.  136-46-SA;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

144-46-A 

APPLICANT — Cornell  University  Medical  College,  for 
New  York  Hospital  Association,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 


593 


MINUTES 


PREMISES  AFFECTED— 1300  York  avenue,  east  side, 
from  East  68th  to  East  70th  streets  (1st  and  2nd 
floors,  Bldg.  E)  ;  (Block  1480,  Lot  1),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  E.  K.  Taylor  and  O.  B.  Melville. 
For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Not  Voting  Commissioner  Savage  .  1 

THE  RESOLUTION  (144-46-A) 


Whereas,  Cornell  University  Medical  College,  N.  Y. 
Hospital  Association,  owner,  filed  February  16,  1946,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  1300  York  avenue,  east  side,  from  East  68th  street 
to  East  70th  street,  1st  and  2nd  floors,  Bldg.  E.  (Block  1480, 
Lot  1),  Borough  of  Manhattan;  and 

Whereas,  Order  44100-LC  issued  by  the  fire  commissioner 
January  17,  1946  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  storage 
and  use  of  inflammable  liquids,  the  following  must  be 
done : 

1.  Remove  cylinders  of  liquid  chlorine  and  discontinue 
storage  and  use  of  same.  Sec.  C19-95.0,  d.  6. 

2.  Discontinue  the  storage  and  use  of  hydrogen, 
hydrogen  sulphide,  sulphur  dioxide  and  phosgene  gases 
as  such  storage  and  use  creates  a  grave  fire  risk  and  is 
against  the  interest  of  public  safety.  Sec.  C19-11.0.’’ 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories,  27  ft.  in  height,  of  Class  1  construction,  erected  in 
1932,  located  in  an  unrestricted  use  A  area  class  2  height 
district  and  used  and  occupied  since  erection  as  follows : 
cellar — storage ;  basement — storage  and  laboratories — 6  per¬ 
sons ;  1st  floor — laboratories  and  offices — 20  persons;  2nd 
floor — laboratories  and  classroom — 25  persons ;  3rd  floor — 
laboratories  and  classroom — 6  persons  ;  4th  floor — labora¬ 
tories  and  office — 10  persons ;  5th  floor — laboratories — 10 
persons ;  that  the  building  is  equipped  with  a  standpipe  sys¬ 
tem,  interior  fire  alarm  system  and  fire  drills  are  maintained ; 
that  there  are  four  interior  stairs  and  two  fire  towers,  38  in. 
wide,  of  fireproof  construction  from  roof  bulkhead  direct  to 
street ;  and 

Whereas,  the  applicant  contends  that  the  chemicals  in 
question  are  essential  in  research  work  and  for  the  teaching 
of  medical  students  in  the  Department  of  Biochemistry ;  that 
these  are  common  laboratory  chemicals  used  throughout  the 
city  in  various  teaching  and  research  institutions ;  that  they 
are  under  the  supervision  of  a  highly  trained  staff  and  are 
handled  with  utmost  care  and  all  safety  devices  and  factors 
are  employed ;  that  only  small  quantities  of  the  materials  in 
question  are  kept  on  hand  and  the  number  of  containers 
actually  in  use  consist  of  the  following : 


Chlorine 

Hydrogen  sulfide 
Hydrogen  sulfide 
Sulfur  dioxide 
Phosgene 
Hydrogen 


2  cylinders 
2  cylinders 
2  cylinders 
1  cylinder 

1  cylinder 

2  cylinders 


8  lb.  each 
6(4  lb.  each 
20  lb.  each 
100  lb. 

10  lb. 

1  lb.  each 


that  the  compressed  gases  are  kept  in  the  chemical  labora¬ 
tories  in  which  they  are  used  and  not  more  than  one  of  these 
chemicals  is  in  use  in  the  same  room  at  a  given  time ;  that 
the  more  dangerous  gases  are  in  small  cylinders  which  are 
kept  in  safety  hoods  available  in  the  laboratories ;  that  where 
there  is  danger  of  escape  of  the  gas,  the  whole  procedure 
is  carried  out  within  a  hood  with  forced  draft  to  carry  all 
fumes  to  the  outside  air ;  that  only  qualified  chemists  handle 
the  chemicals  in  question;  that  if  not  permitted  to  use  these 
chemicals,  the  work  in  the  laboratories,  both  teaching  and 
research,  must  cease. 


Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  44100-LC,  Objections  1  and  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  quantities  and  methods  of  supervision  and 
safeguards  shall  be  substantially  as  proposed  and  to  the 
satisfaction  of  the  fire  commissioner. 


277-46-A 

APPLICANT— Brownsville  Waste  Material  Co.,  (Abe 
Blank),  owner. 

SLTBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 238-244  Junius  street,  west  side, 
150  ft.  south  of  Belmont  avenue  (Block  3746,  Lot 
31),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  Blank. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (277-46-A) 

Whereas,  Brownsville  Waste  Material  Company,  for 
Abe  Blank,  owner,  filed  April  17,  1946  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  238-244  Junius  street,  west  side,  150  ft.  south  of  Belmont 
avenue  (Block  3746,  Lot.  31)  Borough  of  Brooklyn;  and 

Whereas,  Order  1574-LC  issued  by  the  fire  commissioner 
January  29,  1946  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  April  17,  1946  reads : 

“With  reference  to  your  application  dated  June  13, 
1945  for  a  permit  to  store  550  gallons  of  gasoline  at 
above  location,  it  is  regretted  that  this  department  is 
without  power  to  grant  such  a  permit  for  the  reason 
that  building  is  used  for  storage  of  combustible  fibre 
(paper  and  rags). 

1.  You  are  therefore,  hereby  advised  to  remove  all 
gasoline  from  storage  system  upon  premises.  C19-51.0-3, 
Administrative  Code.” 
and 

W hereas,  the  applicant  states  that  the  building  is  1  story, 
17  ft.  4  in.  in  height,  74  ft.  10)4  in.  by  100  ft.  in  area,  of 
class  3  construction,  erected  prior  to  1913,  located  in  an 
unrestricted  use  A  area  class  1  height  district  and  used  and 
occupied  as  follows:  cellar — boiler  room;  1st  floor — junk 
shop — 5  persons,  for  which  C.  O.  112103  was  issued  March 
9,  1945  to  supersede  C.  O.  No.  A-196  upon  completion  of 
Alt.  Applic.  93-17;  and 

Whereas,  the  applicant  contends  that  the  gasoline  pump 
is  enclosed  in  a  steel  cabinet  and  properly  vented  to  the 
outer  air  and  is  located  at  least  40  ft.  from  any  combustible 
material ;  that  the  gasoline  is  used  to  supply  the  applicant’s 
truck  and  is  not  often  in  use ;  that  there  is  an  interior 
hydrant  10  ft.  from  the  pump  and  there  are  barrels  of  sand 
near  the  pump  and  water  buckets  distributed  throughout  the 
building. 

Resolved,  that  the  order  of  the  fire  commissioner,  order 
1574-LC,  Objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
gasoline  storage  equipment  shall  comply  with  all  require¬ 
ments  therefor  and  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner ;  that  the  gasoline  dispensing  shall  be 
solely  for  the  owner’s  motor  vehicles ;  that  the  gasoline  pump 
shall  be  maintained  within  a  steel  cabinet  with  door  normally 
kept  closed  and  properly  vented  to  the  outer  air  and  located 
where  shown  on  plan  filed  with  this  appeal  marked  “Received 
April  17,  1946;”  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 
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278-46-A 

APPLICANT — Maxson  Food  Systems,  Inc.,  W.  C.  Wither- 
stine,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 97-01  to  97-13  218th  street,  east 
side,  from  97th  avenue  to  98th  avenue  (Block  10770, 
Lot  1),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Irving  Glatz. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . j .  0 

THE  RESOLUTION  (278-46-A) 

Whereas,  Maxson  Food  Systems,  Inc.,  for  Wilbur  C. 
Witherstine,  owner,  filed  April  8,  1946  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  97-01  to 
97-13  218th  street,  east  side,  from  97th  avenue  to  98th  avenue 
(Block  10770,  Lot  1),  Queens  Villiage,  Borough  of  Queens; 
and 

Whereas,  Order  1836C  issued  by  the  fire  commissioner 
March  19,  1946  reads: 

“1.  Surrender  to  bearer,  Fire  Department  Permit 
#B-268759,  expiring  April  9,  1946,  and  authorizing  the 
maintenance  of  a  Refrigerating  System  on  above  prem¬ 
ises,  as  it  is  revoked  pending  compliance  with  the  fol¬ 
lowing. 

2.  Discontinue  the  use  of  refrigerant  monochloride 
fluoromethane  (Freon  22)  until  such  time  as  the  refrig¬ 
erant  has  been  approved,  by  this  department.  C19-96-3, 
Administrative  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  1  story, 
13  ft.  8  in.  in  height,  142  ft.  4  in.  by  100  ft.  in  area,  of  class 
3  construction,  erected  in  1925,  located  in  an  unrestricted 
use  C  area  class  1  height  district  and  used  and  occupied 
since  June  1945  as  follows:  cellar — heating  equipment;  1st 
floor — food  factory — 35  persons,  for  which  C.  O.  Q32881 
was  issued  June  1,  1945  upon  completion  of  Alt.  Applic. 
1537-44;  and 

Whereas,  the  applicant  contends  that  at  the  time  the 
Fire  Department  permit  was  issued  April  9,  1945  there  was 
no  provision  in  the  Administrative  Code  for  Freon  22;  that 
the  refrigeration  system  has  been  installed  in  strict  accord¬ 
ance  with  the  Administrative  Code  relating  to  refrigerating 
systems;  that  although  Freon  22  is  not  included  among  the 
list  of  approved  refrigerants,  Freon  11,  Freon  12  and  Freon 
114  are  included;  that  Freon  22  is  a  non-inflammable,  non¬ 
irritant,  non-toxic  refrigerant  the  same  as  Freon  11,  Freon 
12  and  Freon  114;  that  the  proper  safety  devices,  ventilation, 
etc.  required  for  a  legal  installation  have  been  installed ; 
that  it  would  be  an  extreme  hardship  to  be  compelled  to 
surrender  Fire  Department  permit  B268759  and  discontinue 
the  use  of  Freon  22  as  a  refrigerant  as  by  doing  so  the 
tenant  of  the  building  will  be  compelled  to  discontinue  its 
business  which  consists  of  the  manufacture  of  frozen  foods. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
1836C,  Objections  1  and  2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  refrigerant  shall  be  maintained  within  a  separate  room 
as  indicated  on  plans  filed  with  this  appeal  marked  “Received 
April  8,  1946” ;  that  the  ventilation  to  exterior  air  shall  be 
maintained ;  that  the  system  shall  be  maintained  satisfactory 
to  the  fire  commissioner;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct. 


281-46-A 

APPLICANT — Emanuel  M.  Glick,  for  Lenox  Hill  Hos¬ 
pital,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

I 


PREMISES  AFFECTED — -113-127  East  76th  street,  south 
side,  from  Park  to  Lexington  avenues,  841-861 
Park  avenue,  1082-1098  Lexington  avenue  and  100- 
130  East  77th  street  (10th  floor)  ;  (Block  1411, 
Lots  8-11,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Emanuel  M.  Glick,  B.  Hulsapplc. 
For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (281-46-A) 

Whereas,  Emanuel  M.  Glick  for  Lenox  Hill  Hospital, 
owner,  filed  April  15,  1946  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  113-127 
East  76th  street,  south  side,  from  Park  to  Lexington  avenues, 
841-861  Park  avenue,  1082-1098  Lexington  avenue  and  100- 
130  East  77th  street,  10th  floor  (Block  1411,  Lots  8  and  11 
inclus.)  Borough  of  Manhattan;  and 
Whereas,  Order  44218-LC  issued  by  the  fire  commissioner 
January  30,  1946  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  April  5,  1946  reads: 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done  otherwise  permit  #248441 
which  is  dated  to  expire  May  8th,  1946  will  be  revoked : 

1.  Discontinue  and  remove  the  direct  method  of 
refrigeration  from  that  part  of  the  building  prohibited 
by  Section  C19-98.0-6. 

Note:  Refer  to  (two)  (2)  Chrysler  Airtemp  Units 
located  in  room  10  W  and  used  for  air  conditioning  the 
operating  room.” 
and 

Whereas,  the  applicant  states  that  the  building  is  14 
stories,  168  ft.  in  height,  110  ft.  by  110  ft.  in  area,  of  class 
3  construction,  erected  in  1913,  located  in  residence  and 
business  use  B  area  class  1  height  districts  and  used  and 
occupied  since  1913  as  a  hospital,  equipped  with  a  standpipe 
system,  interior  fire  alarm  system  and  fire  drills  are  main¬ 
tained  ;  that  there  is  a  one  source  sprinkler  system  in  the 
building ;  that  there  are  three  interior  stairs  and  one  fire 
tower,  all  4  ft.  6  in.  in  width,  of  fireproof  construction  from 
roof  bulkhead  direct  to  street ;  and 
Whereas,  C.  O.  17520  was  issued  May  5,  1931  upon 
completion  of  N.  B.  Applic.  506-29  which  describes  the 
building  as  fireproof,  147  ft.  front,  and  permits  the  use 
throughout  as  a  hospital ;  and 
Whereas,  the  applicant  contends  that  this  appeal  is  filed 
to  legalize  the  existing  two  Chrysler  Air  Temp  air  condi¬ 
tioning  machines  installed  on  the  10th  floor  to  condition  the 
air  in  the  east  and  west  operating  rooms,  as  indicated  on 
plans  filed  with  this  appeal ;  that  each  machine  contains  18 
lbs.  of  Freon — No.  12  refrigerant;  that  both  machines  are 
contained  in  a  fireproof  room  and  are  of  the  hermetically 
sealed  type ;  that  ducts  leading  from  the  refrigeration  ma¬ 
chinery  room  to  the  rooms  air  conditioned  by  this  system 
are  of  incombustible  material  and  are  equipped  with  auto¬ 
matic  dampers  with  fusible  links  where  the  ducts  pass 
through  the  fireproof  walls  of  the  rooms  in  question ;  that 
in  view  of  the  fact  that  the  machines  have  been  installed 
and  have  been  operating  satisfactorily  for  over  3  years,  and 
in  view  of  the  fact  that  the  gas  used  is  not  toxic  or  inflam¬ 
mable  and  as  there  are  no  open  flames  in  the  area  served 
by  this  system,  it  is  requested  that  the  Board  vary  the 
requirements  of  the  Administrative  Code  so  as  to  permit 
the  continued  operation  of  these  systems. 

Resoh'ed,  that  the  order  of  the  fire  commissioner,  Order 
44218-LC,  Objection  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  ventilating  system  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  April  15,  1946,”  two  sheets,  and 
the  fire  fighting  equipment  as  set  forth  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner. 
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MATERIALS  SUBMITTED  FOR  APPROVAL 

405-45-SM 

APPLICANT — Jiffy  Fire  Hose  Rack  Co.,  owner. 
SUBJECT — Jiffy  Flameproof  Liquid,  approval  of. 
APPEARANCES— 

For  Applicant:  Raymond  F.  Brown. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  of  the  Board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (405-45-SM) 

Whereas,  the  Jiffy  Fire  Hose  Rack  Co.,  owner,  filed  on 
June  29,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Jiffy 
Flameproof  Liquid ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

February  27,  1946 

Re:  Cal.  405-45-SM 

Subject:  Jiffy  Flameproof  Liquid,  Approval  of 
The  Jiffy  Fire  Hose  Rack  Company,  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Jiffy  Flameproof  Liquid  under  the  pro- 


*  ** 

visions  of  C19-161.0  and  C26-721.0.b.  of  the  Adminis¬ 
trative  Code  and  the  Rules  of  the  Board,  “Tests  of 
Fire  Resistive  Flameproof  Material,  etc.,”  adopted  under 
Cal.  294-40- SR. 

Description 

This  material  is  a  mixture  consisting  of  85%  ammon¬ 
ium  sulfamate  10%  ammonium  phosphate  with  5%  inert 
materials.  For  immersion  the  solution  is  prepared  by 
dissolving  one  pound  of  fire  retardant  in  each  gallon  of 
water  used.  The  fabric  is  immersed  in  this  solution, 
squeezed  through  pressure  rolls  and  dried.  For  spray¬ 
ing,  the  solution  is  prepared  by  dissolving  15  parts  of 
weight  of  fire  retardant  by  85  parts  by  weight  of  water. 
The  nozzle  of  the  gun  is  held  two  or  three  feet  from  the 
surface  of  the  fabric.  If  the  fabric  is  heavy  the  solution 
is  sprayed  on  both  sides.  Drying  is  accomplished  at 
room  temperature. 

Fabrics  submitted  for  test  purposes  were  treated  at 
the  plant  of  the  appliance  in  the  presence  of  L.  V. 
Huber  of  the  Committee  on  Tests  of  the  Board  and 
forwarded  to  Columbia  University  for  test  in  accordance 
with  the  Rules  for  Tests  of  Fire  Resistive,  Flameproofed 
material,  etc.,  adopted  by  the  Board  under  Cal.  #294- 
40-SR.  The  results  of  the  test  (Report  K-12650,  dated 
January  4,  1946,  filed  herewith)  made  in  the  presence 
of  Commissioner  C.  M.  Blum  and  L.  V.  Huber  of  the 
Committee  on  Tests  of  the  Board  and  Professor  E.  C. 
Ingalls  of  the  University  are  as  follows : 


Laboratory 
Test  No. 

Specimen 

No. 

Description 

Flame 

(Secs.) 

Glow 

(Secs.) 

Remarks 

73385 

1  T 

Cotton  Print 

0 

0 

Immersed 

73386 

2  T 

Cotton  Print 

0 

0 

Immersed 

73387 

3  T 

Cotton  Print 

0 

1 

Immersed 

Ave. 

0 

Ave.  0.3 

73388 

4  L 

Cotton  Print 

0 

1 

Immersed 

73389 

5  L 

Cotton  Print 

0 

1 

Immersed 

73390 

6  L 

Cotton  Print 

0 

0 

Immersed 

’  ■  .  t  ^  •(  . 

v  ■  Ave. 

0 

Ave.  0.7 

73391 

7  A 

Cotton  Upholstery  Fabric 

0 

3 

Immersed 

73392 

8  A 

Cotton  Upholstery  Fabric 

0 

2 

Immersed 

73393 

9  A 

Cotton  Upholstery  Fabric 

0 

17 

Immersed 

Ave. 

'  0 

Ave.  7.3 

73394 

10  B 

Cotton  Upholstery  Fabric 

0 

9 

Immersed 

73395 

11  B 

Cotton  Upholstery  Fabric 

0 

4 

Immersed 

73396 

12  B 

Cotton  Upholstery  Fabric 

0 

2 

Immersed 

Ave. 

Of 

Ave.  5.0 

73397 

13  T 

Velvet  Corduroy 

0 

3 

Immersed 

73398 

14  T 

Velvet  Corduroy 

0 

2 

Immersed 

73399 

15  T 

Velvet  Corduroy 

0 

2 

Immersed 

Ave. 

0 

Ave.  2.3 

73400 

16  L 

Velvet  Corduroy 

0 

1 

Immersed 

73401 

17  L 

Velvet  Corduroy 

0 

0 

Immersed 

73402 

18  L 

Velvet  Corduroy 

0 

0 

Immersed 

Ave. 

0 

Ave.  0.3 

73403 

19  T 

Velvet  Corduroy 

0 

3 

Sprayed  *•  ;* 

73404 

20  T 

Velvet  Corduroy 

0 

3 

Sprayed  ■  • 

73405 

21  T 

Velvet  Corduroy 

0 

4 

Sprayed 

Ave. 

0 

Ave.  3.3 
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Laboratory 

Specimen 

Flame 

Glow 

Test  No. 

No. 

Description 

(Secs.) 

(Secs.) 

Remarks 

73406 

22  L 

Velvet  Corduroy 

0 

0 

Sprayed 

73407 

23  L 

Velvet  Corduroy 

0 

1 

Sprayed 

73408 

24  L 

Velvet  Corduroy 

0 

0 

Sprayed 

;  i 

‘  • 

Ave. 

0 

Ave.  0.3 

73409 

25  L 

Damask 

0 

0 

Sprayed 

73410 

26  L 

Damask 

0 

0 

Sprayed 

73411 

27  L 

Damask 

0 

0 

Sprayed 

Ave. 

0 

Ave.  0 

73412 

28  T 

Damask 

0 

2 

Sprayed 

73413 

29  T 

Damask 

0 

1 

Sprayed 

73414 

30  T 

Damask 

0 

1 

Sprayed 

Ave. 

0 

Ave.  1.3 

73415 

31  T 

Damask 

0 

0  . 

Immersed 

73416  • 

32  T  : 

s  Damask 

0 

1 

Immersed 

73417 

33  T 

•  >■...•  Damask 

0 

0 

Immersed 

Ave. 

0 

Ave.  0.3 

73418 

34  L 

"  Damhsk 

0 

1 

Immersed 

73419 

35  L 

Damask 

0 

0 

Immersed 

73420 

36  L 

Damask 

0 

3 

Immersed 

Ave. 

0 

Ave.  1.3 

'  •  73421 

37  T 

Viscose  Rayon 

0 

0 

Immersed 

73422 

38  T 

Viscose  Rayon 

0 

2 

Immersed 

73423 

39  T 

Viscose  Rayon 

0 

0 

Immersed 

Ave. 

o  • 

Ave.  0.7 

73424 

40  L 

Viscose  Raydn 

0 

0 

Immersed 

73425 

41  L 

Viscose  Rayon 

0 

2 

Immersed 

•  73426 

42  L 

Viscose  Rayon 

0 

1 

Immersed 

• 

• 

Ave. 

$  :l 

0 

Ave.  1.0 

(Note:  Letters  L  and  T  of  specimen  numbers  indicate 
that  the  specimen  was  cut  along  the  length  or  across 
the  width  of  the  material.  For  the  cotton  upholstery 
fabric  this  was  indeterminate  and  specimens  were  cut 
in  both  directions  and, lettered  A  and  B.) 

Observations :  No  appreciable  smoke  or  odor  was 
observed  in  any  of  the  tests.  All  glow  recorded  above 
was  limited  to  the  flame  exposed  edge  of  the  sample. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  tests  the  Committee  on 
Tests  concludes  the  Jiffy  Flame  Proof  Liquid  possesses 
inherent  flameprofing  properties  when  used  with  the 
materials  listed  and  when  applied  by  either  spraying"  or 
dipping,  and  accordingly  recommends  the  approval  of 
the  Jiffy  Flame  Proof  Liquid  for  use  on  these  materials. 
Tests  for  each  specific  installation  of  originally  heated 
combustible  material  or  any  retests  thereof  shall  be 
made  by  the  Fire  Commissioner  or  in  a  laboratory 
approved  by  him  in  accordance,  with  the  requirements 
of  Rules  for  Tests  of  Fire  Resistive  Flameproof  mate¬ 
rials,  etc.  adopted  by  the  Board  of  Standards  and  Ap¬ 
peals  under  Cal.  294-40-SR. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  the  flameproof  liquid  is  marketed  shall 
be  labelled  or  marked  “Approved  by  the  Board  of 
Standards  and  Appeals  for  Use  in  New  York  City 


under  Cal.  #405-45-SM.”  The  'label  shall  also  include 
a  specification  of  the  appropriate  process  of  immersing 
or  spraying  to  be  used  and  shall  'include  a  list  of  mate¬ 
rials  capable  of  meeting  the  test  as  provided  in  the 
Board’s  Rules,  Cal.  294-40-SR,  when  treated  by  the 
appropriate  process  depending  on  the  material  to  be  used. 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner. 

CHARLES  M.  BLUM 
Commissioner. 

LESLIE  V.  HUBER 
Chief  Engineer. 

,  Committee  on  Tests. 

and  .s  '•  •  i 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  J^nown  as  Jiffy  Flameproof 
Liquid  in  accordance  with  the  report  of  the  Committee. 


Adjourned:  1:50  P.  M. 
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Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  21,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
680-45-A 

APPLICANT— Charles  A  Duncker,  for  Louis  and  Mary 
Tomczak,  owners. 

SUBJECT — Application  reopened  and  restored  to  Calendar 
April  2,  1946 — re  Appeal  from  a  decision  of  the 
borough  superintendent;  previously  withdrawn. 
PREMISES  AFFECTED — 279  Heberton  avenue,  east  side, 
119.17  ft.  north  of  Albion  place  (Block  1031,  Lot 
24),  West  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Charles  A.  Duncker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (680-45-A) 

Whereas,  Charles  A.  Duncker,  for  Louis  and  Alary 
Tomczak,  owners,  filed  November  2,  1945,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
279  Heberton  avenue,  east  side,  119.17  ft.  north  of  Albion 
place  (Block  1031,  Lot  24),  West  Brighton,  Borough  of 
Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  2,  1945  and  repeated  in  a  decision  dated 
October  9,  1945,  on  Alt.  Applic.  191-45  reads  r 

“1.  Layout  is  arranged  so  that  it  may  be  used  for 
multiple  dwelling  of  three  apartments  and  three  fur¬ 
nished  rooms.  Since  this  building  is  frame,  this  is  con¬ 
trary  to  Sect.  194  and  56  AI.  D.  L.” 
and 

Whereas,  the  applicant  states  that  the  building  is  2/> 
stories  (32  ft.)  in  height,  24  ft.  6  in.  by  44  ft.  in  area,  of 
Class  4  construction,  erected  prior  to  1900,  located  on  a 
lot  50  ft.  front  by  124  ft.  in  depth  in  a  residence  use,  E 
area  and  Class  1  height  district,  arranged  for  occupancy 
as  follows:  cellar — laundry  and  furnace;  1st  floor — kitchen, 
living,  dining  and  bedrooms;  2nd  floor — four  bedrooms, 
storage  and  bath ;  attic — one  furnished  room ;  that  the 
building  is  now  vacant  and  it  is  proposed  to  be  occupied : 
cellar — same;  1st  floor — dwelling — one  family;  2nd  floor — 
dwelling— 1  family ;  attic — vacant ;  that  the  building  is 
equipped  with  one  3  ft.  wide  frame  stairs,  enclosed  in  parti¬ 
tions  of  wood  studs,  lath  and  plaster,  equipped  with  wood 
doors  which  are  not  self-closing ;  and 

Whereas,  the  applicant  contends  that  the  decision  of  the 
borough  superintendent,  classifying  the  layout  shown  on 
plans  filed  with  this  application  as  a  multiple  dwelling  of 
three  apartments  and  three  furnished  rooms,  is  erroneous ; 
that  the  third  floor  occupancy  will  be  entirely  eliminated 
by  the  removal  of  stairs;  that  1st  and  2nd  floors  each  have 
one  kitchen  and  no  other  possibilities  for  cooking  or  arrange¬ 
ments  of  additional  apartments ;  that  no  alterations  have 
been  made  for  the  enlargement  of  the  building  from  its 
original  status ;  that  the  proposed  occupancy  is  covered  by 
section  C26-122.0  of  the  Adminstrative  Code  for  private 
dwelling ;  and 

Whereas,  this  appeal  was  withdrawn  November  20,  1945, 
to  permit  the  applicant  to  request  the  borough  superintendent 
to  examine  the  building  on  the  basis  of  the  proposed  occu¬ 
pancy  ;  and 


Whereas,  the  applicant  requested  restoration  to  the 
calendar,  based  on  such  examination  made  by  the  borough 
superintendent ;  and 

Whereas,  this  appeal  was  restored  to  the  calendar  April 
2,  1946;  and 

Whereas,  on  Alarch  6,  1946,  the  borough  superintendent 
advised  the  Board  as  follows : 

“In  reply  to  your  letter  of  February  26th,  1946,  I 
wish  to  advise  you  that  this  department  has  determined 
that  the  subject  premises  is  to  be  occupied  ‘or  is  in¬ 
tended,  arranged  or  designed  to  be  occupied’  by  three 
families  according  to  plans  filed  with  this  department. 
(Section  4,  Subdivisions  4,  7  and  29  of  the  Multiple 
Dwelling  Law).” 

and 

Whereas,  the  applicant  now  states  that  from  the  con¬ 
tents  of  the  decision  of  the  borough  superintendent,  it  is 
definitely  stated  the  building  in  question  is  designed  to  be 
occupied  by  three  families  and  that  the  plans  will  not  be 
examined  as  a  tw'O-family  dwelling ;  that  the  Board  requested 
the  original  appeal  be  withdrawn  to  permit  the  borough 
superintendent  to  examine  the  plans  as  a  two-family 
dwelling;  and 

Whereas,  the  Board  deemed  that  the  layout  is  capable 
of  providing  for  more  than  two  families ;  that  as  a  two- 
family  house,  separate  entrances  should  be  provided  without 
passing  through  a  hall  which  is  part  of  the  first  floor  apart¬ 
ment. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  191-45,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


206-46-A 

APPLICANT— Fred  Liese,  for  George  R.  Foglia,  owmer. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREAIISES  AFFECTED — 137  Coleridge  street,  east  side, 
280  ft.  south  of  Compton  avenue  (Block  7516,  Lot 
1129),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Fred  Liese. 

For  Opposition:  Joseph  Goldman,  Senator  William 
Rosenblatt,  Manuel  Goodman,  Harry  Kinoy, 
Bernard  Christenfeld,  Nathan  Aromn,  Alorris 
J.  Stein,  Benj.  Niedenthal,  George  Blake  and 
Jonas  P.  Silverstone. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (206-46-A) 

Whereas,  Fred  Liese,  for  George  R.  Foglia,  owner,  filed 
Alarch  25,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  137  Coleridge  street,  east 
side,  280  ft.  south  of  Compton  avenue  (Block  7516,  Lot 
1129),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  Alarch  12,  1946,  on  Alt.  App.  795-46,  reads: 

“1.  Proposed  change  in  occupancy  from  2  families 
to  nursing  home  in  a  frame  building,  is  contrary  to 
C26-254.0  (Sec.  4.2.1)  as  per  C26-185.0  (Sec.  2.1.3.5) 
of  the  Administrative  Code. 

2.  Aleans  of  egress  to  be  enclosed  in  3  hr.  partitions 
and  to  comply  in  all  respects  with  C26-292.0  of  the 
Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (33  ft.)  in  height,  39  ft.  2  in.  by  50  ft.  2  in.  in 
area,  Class  4  construction,  erected  in  1911  on  a  lot  60  ft. 


598 


MINUTES 


by  100  ft.  in  area,  located  in  residence  use,  E-l  area  and 
Class  1  height  district ;  used  and  ooccupied  since  April 
1945,  as  follows:  basement,  laundry,  boiler  room;  1st  floor 
kitchen,  office  and  nursing  home,  8  persons ;  2nd  floor,  nurs¬ 
ing  home,  10  persons ;  3rd  floor,  chambers  for  operator 
and  attendants,  7  persons ;  proposed  to  be  used  and  occupied 
as  follows :  basement,  laundry,  boiler  room  and  mortuary ; 
1st  floor,  kitchen,  office  and  nursing  home,  8  persons;  2nd 
floor,  nursing  home,  10  persons;  3rd  floor,  bedrooms  for 
operator  and  attendants,  7  persons ;  that  the  building  is 
equipped  with  one  hardwood  stairs,  3  and  4  ft.  in  width, 
enclosed  in  frame  partitions  of  wood  lath  and  plaster, 
equipped  with  hardwood  doors  which  will  remain  self¬ 
closing,  leading  directly  to  the  street;  that  there  is  one  fire 
escape  proposed  at  the  rear,  leading  to  the  yard  by  stairs 
with  egress  to  the  street,  through  a  vacant  space  on  the 
lot ;  that  no  certificate  of  occupancy  has  been  issued  for 
the  building ;  and 

Whereas,  Violation  5252-45  was  issued  March  15,  1946, 
for  occupying  the  premises  as  a  nursing  home  without  a 
certificate  of  occupancy  for  such  use ;  and 

Whereas,  conviction  was  had  and  fine  levied  in  Municipal 
Term,  Magistrates  Court,  March  14,  1946;  and 

Whereas,  the  applicant  contends  that  the  building  is 
stuccoed  and  was  erected  in  1911  as  a  one-family  residence; 
that  the  1st,  2nd  and  3rd  floors  are  parquet  oak  with  the 
exception  of  a  few  rooms  on  the  3rd  floor,  having  maple  and 
pine  floors  ;  that  the  stairs  and  windows  throughout  are  hard 
wood ;  that  the  roof  is  covered  with  Spanish  tile ;  that  there 
are  spacious  open  and  closed  porches  on  each  floor ;  that  as 
a  second  means  of  egress,  a  new  fire  escape  will  be  erected 
in  the  rear ;  that  a  sprinkler  system  will  be  installed  in  the 
entire  hall  and  kitchen  and  all  doors  leading  to  public  hall 
will  be  self-closing ;  that  there  are  approved  2)A  gallon 
liquid  fire  extinguishers  on  each  floor ;  that  in  addition  to 
the  present  telephone,  an  interior  intercommunication  phone 
system  will  be  installed  throughout  the  building;  that  no 
cooking  will  be  done,  except  in  the  kitchen  on  the  1st  floor; 
that  the  building  will  be  under  the  jurisdiction  of  a  regis¬ 
tered  nurse  at  all  times ;  that  the  building  is  completely 
detached ;  that  the  Dept,  of  Housing  and  Buildings  has 
indicated  its  willingness  to  issue  a  permit  for  a  private 
nursing  home  on  these  premises,  provided  a  certificate  of 
occupancy  is  obtained ;  that  all  interior  partitions  are  wood 
studs  with  wood  doors ;  that  the  boiler  room  ceiling  is  covered 
with  metal  lath  and  cement  plaster;  and 
Whereas,  on  April  30,  1946,  the  Board  referred  this 
appeal  back  to  the  Engineer,  to  set  a  new  date  of  hearing 
and  required  notice  to  affected  property  owners ;  and 
Whereas,  public  notice  has  been  given  by  publication  in 
the  Bulletin  of  the  Board  and  by  notice  served  by  regular 
mail  on  the  owners  of  record  of  all  premises  deemed  by 
the  Board  to  be  affected ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  the  four  members  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Application  795-46  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


207-46- A 

APPLICANT — Fred  Liese,  for  George  R.  Foglia,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 145  Coleridge  street,  east  side. 
340  ft.  south  of  Compton  avenue  (Block  7516,  Lot 
1126),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  F'red  Liese. 

For  Opposition:  Joseph  Goldman,  Senator  William 
Rosenblatt  and  others. 

For  Administration:  F'red  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blutn  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (207-46-A) 

Whereas,  Fred  Liese,  for  George  R.  Foglia,  owner,  filed 
March  25,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  145  Coleridge  street,  east  side, 
340  ft.  south  of  Compton  avenue  (Block  7516,  Lot  1126), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  12,  1946,  on  Alt.  Applic.  796-45,  reads: 

“1.  Proposed  change  in  occupancy  from  1  family  and 
garage  to  nursing  home  in  a  frame  building  is  contrary 
to  C26-254.0  (Sec.  4.2.1)  as  per  C26-185.0  (Sec.  2.1. 3.5) 
of  the  Administrative  Code. 

2.  Means  of  egress  to  be  enclosed  in  3  hr.  partitions 
and  to  comply  in  all  respects  with  C-26-292.0  of  the 
Administrative  Code.” 

and 

W hereas,  the  applicant  states  the  building  is  two  stories 
(19  ft.  6  in.)  in  height;  40  ft.  2  in.  by  22  ft.  2  in.  in  area, 
of  Class  3  construction,  on  a  lot  60  ft.  by  100  ft.  in  area, 
located  in  a  residence  use,  E-l  area  and  Class  1  height 
district;  erected  1919;  and  used  and  occupied  since  1920: 
cellar,  boiler  room;  1st  floor,  garage,  now  vacant;  2nd  floor, 
four  room  apartment,  now  vacant ;  proposed  to  be  used  and 
occupied:  cellar,  boiler  room;  1st  floor,  kitchen  and  nursing 
home,  9  persons  ;  2nd  floor,  nursing  home,  7  persons ;  that 
the  building  is  equipped  with  one  2  ft.  6  in.  wide  hardwood 
stairs,  enclosed  in  brick  and  wood  studs,  wood  lath  and 
plaster  partitions,  equipped  with  hardwood  doors  which  will 
be  made  self-closing,  and  proposed  to  be  equipped  with  one 
fire  escape  on  the  north  side,  to  be  erected  in  compliance  with 
Section  671  of  the  Building  Code  and  the  rules  and  regula¬ 
tions  of  the  Department  of  Hospitals  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
eliminate  the  present  garage  on  the  1st  story  and  install  four 
rooms,  kitchen  and  bath,  and  remove  plumbing  fixtures  and 
eliminate  present  kitchen  on  the  second  floor  and  alter  to  a 
chamber;  that  floors,  doors  and  windows  are  hardwood; 
that  utility  sinks  will  be  installed  on  each  floor  and  a  new 
fire  escape  erected  on  the  north  side  of  the  building,  sub¬ 
stantially  constructed  and  convenient  for  the  comfort  and 
protection  of  all  occupants;  that  a  regulation  sprinkler 
system  will  be  installed  in  the  entire  hall ;  that  walls  and 
ceiling  in  the  new  kitchen  on  1st  floor  will  be  fire  retarded 
with  wire  lath  and  in.  thick  cement  plaster;  that  doors 
leading  to  public  hall  will  be  self-closing;  that  a  2Vj  gallon 
liquid  fire  extinguisher  will  be  installed  on  each  floor ;  that  no 
cooking  will  be  done,  except  in  the  kitchen  on  the  1st  floor; 
that  the  building  is  completely  detached  and  the  entire  roof 
is  covered  with  Spanish  tile;  that  a  public  telephone  will  be 
installed  and  an  intercommunicating  telephone  throughout 
the  building  and  will  be  connected  to  the  adjoining  building 
at  137  Coleridge  street ;  that  the  premises  will  at  all  times 
be  under  the  supervision  of  a  registered  nurse  in  constant 
attendance ;  that  all  interior  partitions  are  wood  studs, 
equipped  with  wood  doors ;  that  boiler  room  ceiling  is 
covered  with  metal  lath  and  cement  plaster ;  it  is  therefore 
requested  that  the  Board  modify  the  decision  of  the  borough 
superintendent  as  to  Objections  1  and  2  and  permit  the 
proposed  conversion  of  use  and  occupancy  as  indicated  on 
plans  filed  with  this  appeal ;  and 

Whereas,  on  April  30,  1946,  the  Board  referred  this 
appeal  back  to  the  Engineer,  to  set  a  new  date  of  hearing 
and  required  notice  to  affected  property  owners ;  and 

Whereas,  public  notice  has  been  given  by  publication  in 
the  Bulletin  of  the  Board  and  by  notice  served  by  regular 
mail  on  the  owners  of  record  of  all  premises  deemed  by  the 
Board  to  be  affected ;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  the  four  members  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  796-45  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


268-46-A 

APPLICANT— Henry  Nordheim,  for  Henry  Holding, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1231  Pugsley  avenue  and  1978 
East  177th  street,  southwest  corner  (2nd  floor)  ; 
(Block  3794,  Lot  52),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •••••  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (268-46-A) 

Whereas,  Henry  Nordheim,  for  Henry  Holding,  owner, 
filed  April  16,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1231  Pugsley  avenue  and 
1978  East  177th  street,  southwest  corner  (2nd  floor)  ; 
(Block  3794,  Lot  52),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  5,  1946,  on  amendment  to  P  &  D  Applic.  15-45, 
reads : 

“2.  Provide  adequate  vent  for  both  fixtures  as  per 
Section  14.9.22  of  the  Building  Code. 

3.  Show  cleanout  at  the  bottom  of  waste  stack,  as 
per  14.5.7.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(30  ft.)  in  height;  13  ft.  by  45  ft.  in  area,  of  Class  3  con¬ 
struction;  erected  in  1924;  located  in  a  business  use,  D  area 
and  Class  1  height  district,  and  used  and  occupied  since 
1924  as  follows:  cellar,  storage;  1st  floor,  store;  2nd  floor, 
dental  office  and  apartment ;  3rd  floor,  apartment ;  that  no 
change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  one  2  ft.  8  in.  wide  wood  stairs,  enclosed 
in  partitions  of  studs  and  plaster  with  wood  doors  which  are 
not  self-closing,  and  provided  with  a  ladder  and  scuttle 
to  the  roof ;  and 

Whereas,  Violation  4458  was  issued  December  4,  1942, 
for  installing  plumbing  work  contrary  to  Section  C26-174.0 
of  the  Administrative  Code ;  and 
Whereas,  conviction  was  had  and  sentence  suspended  in 
Municipal  Term,  Magistrates  Court,  July  10,  1945,  for  failure 
to  comply  with  an  order  of  the  Commissioner  of  Housing ; 
and 

Whereas,  the  applicant  contends  that  18  years  ago,  a 
dentist  tenant  of  the  front  room  of  the  second  floor  apart¬ 
ment  installed  without  a  permit  a  dental  chair  with  a  water 
supplied  cuspidor,  the  waste  of  which  was  connected  to  a 
2  inch  waste  riser ;  a  wash  basin,  and  a  2  inch  waste  line 
which  was  run  down  to  the  cellar  and  connected  to  the  house 
drain ;  that  both  the  wash  basin  and  the  dental  cuspidor 
have  traps  as  a  water  seal,  but  there  is  no  vent  branch 
installed ;  that  the  requirement  for  a  clean  out  at  heel  of 
waste  line  required  by  objection  3  was  not  required  18  years 
ago  by  the  then  existing  plumbing  regulations ;  that  the 
reason  for  omitting  the  vent  riser  to  roof  was  to  avoid 
having  to  place  such  a  riser  in  the  living  room  of  the  third 
floor  apartment ;  that  the  condition  is  not  bad,  as  the  traps 
cannot  dry  as  both  fixtures  are  in  use  hourly  every  day. 
Resolved,  that  the  decision  of  the  borough  superintendent, 


as  to  amendment  to  P  &  D  Applic.  15-45,  objections  2  and 
3,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


290-46-A 

APPLICANT — John  Alfred  Wahl,  for  Arthur  W.  Jensen, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 305  East  51st  street,  north 
side,  74  ft.  9  in.  east  of  2nd  avenue  (cellar)  ;  (Block 
1344,  Lot  104),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Alfred  Wahl. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (290-46-A) 

Whereas,  John  Alfred  Wahl,  for  Arthur  W.  Jensen, 
owner,  filed  April  22,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  305  East  51st 
street,  north  side,  74  ft.  9  in.  east  of  2nd  avenue  (cellar), 
(Block  1344,  Lot  104),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  22,  1946,  on  amendment  to  P  &  D  Misc. 
Applic.  1115-45,  reads: 

“Provide  separate  connection  to  public  sewer  and 
extra  heavy  cast  iron  house  drain.” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories 
(40  ft.)  in  height;  16  ft.  9  in.  by  45  ft.  in  area,  of  Class  3 
construction;  erected  1871,  located  in  a  business  use,  B  area 
and  Class  1(4  height  district,  and  used  and  occupied  since 
1945  as  follows:  cellar,  boiler  room;  1st  floor,  store;  2nd 
floor,  office  and  dwelling;  3rd  floor  and  4th  floor  combined, 
one  family ;  that  the  building  is  equipped  with  a  partial  one 
source  sprinkler  system,  one  2  ft.  8  in.  wide  wood  stairs, 
fire  retarded,  equipped  with  wood  doors  which  are  self¬ 
closing  and  leading  directly  to  the  street ;  that  a  ladder 
and  scuttle  to  the  roof  is  provided;  and 

Whereas,  the  applicant  contends  that  the  building  is  a 
two  family  dwelling,  remodeled  from  a  Class  B  multiple 
dwelling,  which  was  converted  from  a  one  family  dwelling ; 
that  the  first  floor  store  is  occupied  by  the  owner  who  resides 
on  the  3rd  and  4th  floors ;  that  the  building  is  one  of  a  row 
built  in  1871,  with  a  common  house  sewer  draining  into  the 
public  sewer;  that  although  all  plumbing  fixtures  above  the 
first  floor  have  been  rearranged,  the  total  number  of  present 
fixtures  do  not  exceed  the  number  originally  in  the  building; 
that  due  to  the  fact  that  the  building  is  still  a  private  resi¬ 
dence,  mainly  occupied  by  the  owner,  the  expense  of  a  new 
sewer  with  trap,  fresh  air  vent,  etc.,  would  be  an  undue 
hardship  not  only  upon  this  owner,  but  upon  his  neighbors 
as  well,  as  their  sewers  connects  to  his  and  to  comply  would 
be  unnecessary  drainage  on  materials  needed  for  essential 
housing. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  amendment  to  P  &  D  Misc.  Applic.  1115-45,  be  dnd  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  in  all  other  respects  the  building, 
occupancy,  plumbing  and  drainage  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  and  granted 
only  so  long  as  the  house  drain  is  maintained  with  connection 
to  the  street  and  servicing  adjoining  premises,  as  indicated 
on  plans  filed  with  this  appeal,  marked  “Received  April  22, 
1946,”  to  the  satisfaction  of  the  borough  superintendent. 
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292-46-A 

APPLICANT — Alfred  A.  Scheffer,  for  The  Community 
Church  of  Douglaston,  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 39-50  Douglaston  parkway, 
west  side,  405  ft.  south  of  39th  avenue  (Block  8082, 

ILots  280  and  280(4),  Douglaston,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  M.  Eugene  Flipse  and  Alfred  A. 
Scheffer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD: — Appeal  granted  on  condition. 

THE  VOTE—  ' 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . . . . .  0 

THE  RESOLUTION  (292-46-A) 

Whereas,  Alfred  A.  Scheffer,  for  The  Community  Church 
of  Douglaston,  New  York,  owner,  filed  April  22,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  39-50  Douglaston  parkway,  west  side,  405  ft. 
south  of  39th  avenue  (Block  8082,  Lots  280  and  280(4), 
Douglaston,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  28,  1946,  on  Alt.  Applic.  781-46,  reads: 

“1.  The  change  in  use  of  a  frame  dwelling  to  a 
Sunday  school  and  sextons  dwelling,  is  contrary  to 
Sec.  4.2.1  of  the  building- code. 

2.  Enclosure  and  width  of  stairways  contrary  to  Sec. 
6.4. 1.2  and  Sec.  6.4.1.8.1  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
(21  ft.)  in  height;  25  ft.  by  54  ft.  in  area  at  first  floor;  25 
ft.  by  47  ft.  in  area  at  second  floor,  of  Class  4  construction ; 
located  in  a  residence  use,  G  area  and  Class  1(4  height 
•  district  on  a  lot  .100  ft,  by  374  ft.  in  area,  used  and  occupied 
since  1931  as  follows:  cellar,  boiler  room;  basement,  3  class¬ 
rooms,  24  persons;  1st  floor,  kitchen,  living  room,  3  class¬ 
rooms,  48  persons ;  2nd  floor,  two  bedrooms,  and  3  class¬ 
rooms,  26  persons ;  proposed  occupancy :  cellar,  same ;  base¬ 
ment,  3  classrooms,  24  persons;  1st  floor,  4  classrooms,  70 
persons ;  2nd  floor,  janitor’s  apartment,  4  persons,  that  the 
building  is  equipped  with  two  3  ft.  1  in.  wide  wood  stairs, 
enclosed  in  partitions  of  cement  plaster  and  metal  lath, 
equipped  with  wood  doors  which  are  not  self-closing ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
occupied  as  the  minister’s  dwelling  until  1931  and  has  since 
been  used  as  a  Sunday  school  with  janitor’s  quarters  with 
Sunday  school  classrooms  as  follovys :  3  on  the  ground  floor, 
3  on  the  first  floor  and  3  on  the  2nd  floor ;  that  a  few  months 
ago  a  fire  started  by  a  -Christmas  tree  caused  enough  damage 
to  make  the  building  temporarily  uninhabitable ;  that  recon¬ 
struction  of  the  building  was  delayed  due  to  the  fact  that  a 
certificate  of  occupancy  would  be  required ;  that  in  order  to 
secure  the  safety  'of  the  pupils,  it  was  decided  that  the  second 
floor  should  be  used  as  a  janitor’s  quarters  only  and  class¬ 
rooms  occupy  the  ground  and  first  floor  only ;  that  to  be 
required  to  comply  with  Section  C26-254.0  of  the  Adminis¬ 
trative  Code.. would  be  an  extreme  hardship,  as  the  building 
is  located  outside  of  the  fire  limits ;  that  the  Sunday  school 
meets  in  the  adjoining  church  building  as  a  unit  and  then 
individual  classes  retire  to  the  classrooms  in  the  building 
in  question ;  that  these  classrooms  are  occupied  only  on 
Sundays  and  then  only  for  45  minutes  in  the  morning;  that 
the  classes  range  in  size  from  5  to  25  pupils  and  egress  to 
the  existing  grade  is  easy  as  the  contour  of  the  land  is  such 
that  both  the  ground  and  first  floors  open  directly  to  grade 
without  use  of  stairways  from  any  of  the  classrooms ;  that 
the  greatest  distance  from  any  classroom  to  the  outside  exit 
is  20  ft. ;  that  the  stairs  from  the  first  floor  to  the  2nd  floor 


and  from  the  first  floor  to  the  ground  floor  will  be  used  only 
by  the  janitor  and  will  at  no  time  be  used  by  the  pupils. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  Alt.  Applic.  781-46,  objections  1  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  only  the  first  floor  and  cellar  shall  be  used 
as  proposed  and  as  indicated  on  plans  filed  with  this  appeal, 
marked  “Received  April  22,  1946”  (2  sheets)  ;  that  the  rear 
cellar  shall  be  rearranged  so  that  there  shall  be  not  more 
than  two  classrooms,  each  occupying  substantially  one-half 
of  the  rear  space ;  that  two  means  of  exit  shall  be  provided 
from  each  of  such  rooms  to  the  outside ;  that  the  door 
between  the  classroom  and  heater  room  shall  be  fireproof, 
self-closing ;  that  the  building  shall  be  equipped  with  a  one- 
source  sprinkler  system  to  cover  at  least  the  cellar  and  first 
story ;  that  such  fire-fighting  appliances  shall  be  installed 
as  the  fire  commissioner  shall  direct;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  this 
variance  shall  continue  only  so  long  as  the  building  is  occu¬ 
pied  substantially  as  proposed  in  conjunction  with  the  church 
adjoining. 


297-46-A 

APPLICANT — Sidney  L.  Strauss,  for  Aaron  J.  Rubin, 
owner.  (Harlem  Riverside  Child  Care  Committee, 
lessee) . 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner. 
PREMISES  AFFECTED— 620  West  149th  street,  south¬ 
east  corner  of  Riverside  drive  (basement)  ;  (Block 
2095,  Lot  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (297-46-A) 

Whereas,  Sidney  L.  Strauss,  for  Aaron  J.  Rubin,  owner, 
(Harlem  Riverside  Child  Care  Committee,  lessee),  filed 
April  25,  1946,  an  appeal  from  decisions  of  the  fire  commis¬ 
sioner,  affecting  premises  620  West  149th  street,  southeast 
corner  of  Riverside  drive  (basement)  ;  (Block  2095,  Lot 
46),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
April  22,  1946  reads: 

“In  reply  to  your  letter  in  reference  to  a  fire  alarm 
systefn  in  the  above  proposed  day  nursery,  you  are  ad¬ 
vised  that  if  more  than  30  children  are  proposed,  it  will 
be  necessary  to  install  an  approved  type  interior  fire 
alarm  system.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
July  3,  1945  reads: 

“3.  Reduce  the  total  number  of  children  proposed  to 
not  more  than  30  or  install  an  approved  type  interior 
fire  alarm  system.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
and  basement,  in  height,  138  ft.  by  99  ft.  in  area,  of  Class 
3  construction,  erected  in  1916,  located  in  a  residence  use, 
B  area  and  Class  1(4  height  district,  used  and  occupied 
since  1916  as  a  class  A  multiple  dwelling;  proposed  to  be 
used  and  occupied  as  a  class  A  multiple  dwelling  and  as  a 
day  nursery  for  45  persons  in  the  basement ;  that  Certificate 
of  Occupancy  67  issued  August  28,  1916,  permits  the  use  of 
the  building  as  a  tenement ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  sub-standard  fire  alarm  system  in  the  basement, 
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which  is  to  be  occupied  as  a  day  care  agency  for  more  than 
30  children ;  and 

Whereas,  the  applicant  states  that  the  sub-standard  sys¬ 
tem  will  consist  generally  of  6  inch  vibrating  bells  as  indi¬ 
cated  on  plans  filed  with  this  appeal ;  that  below  each  bell 
there  shall  be  installed  a  push-button,  each  of  which  will 
actuate  all  gongs  ;  that  wiring  shall  be  run  in  (4  inch  con¬ 
duit  with  #14  wire,  the  system  to  be  supplied  by  two  sets 
of  dry  cells  contained  in  a  wood  box  painted  Fire  Depart¬ 
ment  red;  and 

Whereas,  the  applicant  requests  that  the  Board  permit 
the  installation  of  a  sub-standard  fire  alarm  system  as 
proposed. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
July  3,  1945  and  repeated  in  a  decision  of  the  fire  commis¬ 
sioner  dated  April  22,  1946  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  as  to  Item  3  on 
condition  that  the  sub-standard  fire  alarm  system  shall  be 
maintained  substantially  as  proposed  and  to  the  satisfaction 
of  the  fire  commissioner ;  that  the  day  nursery  shall  at  all 
times  be  under  the  supervision  of  competent  attendants ; 
that  fire  drills  shall  be  maintained  at  least  twice  each  month; 
that  the  door  to  the  section  containing  the  coal  in  section  B 
shall  at  all  times  be  kept  locked;  that  the  door  not  shown 
leading  from  section  B  to  superintendent’s  apartment  shall 
remain  during  school  hours  available  as  an  additional  exit ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


331-46-A 

APPLICANT — Leo  Soloway,  for  Cunningham  Homes,  Inc., 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 56-01  to  56-51  204th  street, 
east  side,  56-02  to  56-52  204th  street,  west  side, 
between  56th  and  58th  avenues  (Block  7433,  part 
of  Lot  1  and  Block  7432,  parts  of  Lots  6,  16,  24  and 
29),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Vincent  Schulman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (331-46-A) 

Whereas,  Leo  Soloway,  for  Cunningham  Homes,  Inc., 
owner,  filed  May  9,  1946  an  appeal  from  decisions  of  the 
borough  superintendent,  affecting  premises  56-01  to  56-51 
204th  street  and  56-02  to  56-52  204th  street,  both  sides  of 
204th  street  between  56th  and  58th  avenues  (Block  7433, 
part  of  lot  1  and  Block  7432,  parts  of  lots  6,  16,  24  and  29), 
Bayside,  Borough  of  Queens ;  and 
Whereas,  the  decisions  of  the  borough  superintendent, 
dated  May  8,  1946,  on  N.  B.  Applications  4247  to  4272 — 
1946  inclusive,  read: 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.2.1 — Building  Code.” 

and 

W hereas,  the  applicant  states  that  the  construction  pro¬ 
posed  will  be  far  safer  from  the  point  of  view  of  fire  hazard 
than  if  the  area  was  zoned  for  residence  D  and  advantage 
taken  of  the  type  of  construction  permitted  therein ;  that  all 
brick  dwellings  could  not  be  absorbed  in  the  present  market 
in  view  of  the  price  conditions  and  the  necessity  of  keeping 
the  cost  under  $10,000  to  be  within  priority  regulations; 
that  the  buildings  will  be  spaced  a  minimum  of  13  ft.  apart 
and  setbacks  will  be  provided ;  that  any  garages  erected  on 


the  lots  will  be  of  class  3  construction,  to  be  used  solely  as 
accessory  to  the  dwellings ;  and 

Whereas,  plans  filed  with  this  appeal  indicate  that  the 
proposed  dwellings  will  be  surfaced  on  the  exterior  with 
brick  veneer  to  the  plate  line  and  with  wood  siding  or 
asbestos  shingles  above  and  roofs  surfaced  with  asphalt 
shingles ;  that  dwellings  will  be  set  back  from  204th  street 
building  line  not  less  than  20  ft.  and  side  yards  will  be  pro¬ 
vided  so  that  in  no  event  will  dwellings  be  nearer  than  13 
ft.  to  the  next  adjoining  dwelling;  that  setbacks  will  be 
provided  from  the  56th  and  58th  avenue  building  lines  of 
not  less  than  10  ft.  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  May  9,  1946.” 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
as  to  N.  B.  Applications  4247  through  4272  of  1946,  inclusive, 
be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  objection  1,  on  condition  that 
each  dwelling  shall  be  limited  to  occupancy  by  one  family; 
that  as  soon  as  lot  numbers  have  been  assigned,  such  infor¬ 
mation  shall  be  furnished  to  the  borough  superintendent  and 
to  this  Board ;  and  that  in  all  other  respects  the  buildings 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


359-46-A 

APPLICANT — Carl  H.  Salminen,  for  A.  Tengstrom,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 33-58  163rd  street,  west  side, 
260  ft.  north  of  35th  avenue  (Block  5247,  Lot  72), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Carl  H.  Salminen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (359-46-A) 

Whereas,  Carl  H.  Salminen,  for  A.  Tengstrom,  owner, 
filed  May  15,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises :  33-58  163rd  street,  west 
side,  260  feet  north  of  35th  avenue  (Block  5247,  Lot  72), 
Flushing,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
acting  on  N.  B.  Applic.  3478-46,  dated  May  9,  1946,  reads: 
“1.  The  erection  of  a  frame  building  in  the  fire  limits 
is  contrary  to  sec.  4.1.2  Building  Code.” 
and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  lj/2  stories,  20  feet,  in  height,  33  ft.  2  in.  by  32  ft. 
6  in.  in  area  on  a  lot  40  by  100  feet  in  area,  located  in  a 
business  use,  D  area,  Class  1  height  district,  of  Class  4 
construction,  occupied  as  a  one  family  dwelling  and  attached 
garage ;  and 

Whereas,  the  applicant  contends  that  the  proposed  con¬ 
struction  will  be  in  harmony  with  the  adjoining  development; 
that  the  premises  is  the  only  vacant  parcel  within  a  radius 
of  200  feet;  that  inspection  of  all  adjoining  buildings  indi¬ 
cates  there  is  not  one  constructed  of  solid  masonry ;  that  the 
zone  was  changed  from  residence  “D”  to  business  “D” 
within  the  past  few  years ;  that  the  requirements  of  the 
Administrative  Code  will  be  complied  with  in  all  other 
respects ;  and 

Whereas,  plans  filed  with  this  appeal  indicate  the  pro¬ 
posed  dwelling  will  be  surfaced  on  the  exterior  with  masonry 
veneer  to  the  plate  line  and  with  wood  siding  above ;  roof 
surfaced  with  asphalt  shingles  and  that  the  garage  will  be 
separated  from  the  dwelling  by  a  fire-retarded  ceiling  and 
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masonry  veneer  on  the  partition  separating  the  garage  from 
the  dwelling. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  N.  B.  Applic.  3478-46,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  be  constructed  substantially 
as  proposed  and  limited  to  the  occupancy  of  one  family;  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


360-46-A 

APPLICANT — Carl  H.  Salminen,  for  Salvatore  J.  Minis- 
sale,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 43-25  193rd  street,  east  side, 
228.41  ft.  south  of  Northern  boulevard  (Block  5517, 
Lot  55),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Carl  H.  Salminen. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (360-46-A) 

Whereas,  Carl  H.  Salminen,  for  Salvatore  J.  Minissale. 
owner,  filed  May  15,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises :  43-25  193rd 
street,  east  side,  228.41  ft.  south  of  Northern  boulevard 
(Block  5517,  Lot  55),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  9,  1946,  re  N.  B.  Applic.  3205-46,  reads: 

“1.  The  erection  of  a  frame  building  in  the  fire  limits 
is  contrary  to  sec.  4.1.2  Building  Code.” 

and 

Whereas,  the  applicant  states  the  proposed  building  will 
be  \l/2  stories,  20  feet,  in  height,  51  ft.  by  52  feet  in  area, 
of  Class  4  construction,  on  a  lot  60  by  100  feet  in  area, 
located  in  a  residence  use,  C  area  and  Class  1  height  district, 
used  as  a  one-family  dwelling  with  attached  garage ;  and 
Whereas,  the  applicant  contends  that  the  construction  as 
proposed  will  be  in  harmony  with  the  adjoining  develop¬ 
ment  to  the  south,  east  and  west;  that  the  premises  in  ques¬ 
tion  is  one  of  a  very  few  vacant  plots  within  a  radius  of 
150  feet  in  this  area;  the  dwellings  on  the  west  and  south 
within  a  radius  of  150  feet  are  frame  construction;  and 
Whereas,  the  plans  filed  with  this  appeal  indicate  that 
the  proposed  dwelling  will  be  surfaced  on  the  exterior  with 
masonry  veneer  to  the  plate  line  and  with  asphalt  shingles 
above  and  the  roof  surfaced  with  asphalt  shingles;  side 
yards  3  ft.  in  width  will  be  provided  along  the  northerly 
lot  line  and  6  ft.  in  width  along  the  southerly  lot  line ;  that 
the  building  will  be  set  back  from  193rd  street  a  distance 
of  20  feet ;  that  attached  garage  will  be  separated  from 
the  dwelling  by  partitions  surfaced  on  the  garage  side 
with  J4  in.  plaster  and  wire  lath  and  the  garage  ceilings 
will  be  similarly  protected. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  N.  B.  Applic.  3205-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  constructed  substan¬ 
tially  as  proposed  and  restricted  to  occupancy  by  one  family ; 
that  all  partitions  separating  the  garage  from  the  main 
dwelling  shall  be  either  fireproof  or  if  wood  studs  lathed 
and  plastered  shall  be  filled  with  vermiculite  or  gypsum 
concrete  or  similar  material  satisfactory  to  the  borough 
superintendent ;  and  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


132-44-A 

APPLICANT — Jacob  W.  Sherman,  for  Congregation 
Arugath  Habosen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted 
on  condition. 

PREMISES  AFFECTED— 559-561  Bedford  avenue  and 
125-131  Rodney  street,  northeast  corner  (Block 
2167,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jacob  W  Sherman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESO¬ 
LUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  -I 

Negative  .  6 

THE  RESOLUTION  (132-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  559-561  Bedford  avenue 
and  125-131  Rodney  street,  northeast  corner  (Block  2167, 
Lot  1),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  May  9,  1944,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  November  14, 
1944,  and  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  9,  1944,  as 
amended  November  14,  1944,  by  adding  thereto : 

“.  .  .  that  the  building  may  be  increased  in  area  and 
also  in  height,  solely  accommodating  proposed  elevator 
as  indicated  on  revised  plans  marked  ‘Received  May  8, 
1946,’  (Alt.  1346-1946.  Objection  dated  May  6,  1946).” 


516-44-A 

APPLICANT— Jerome  Voletsky,  for  657  Fifth  Avenue 
Corp.,  owner. 

SUBJECT — Application  reopened  April  9,  1945 — re  Appeal 
from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 240-246  19th  street  and  657- 
661  5th  avenue,  southeast  corner  (Block  885,  Lot 
8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jerome  Voletsky. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  June  4,  1946  at  2 
P.M.,  for  an  inspection  by  a  committee  of  the  Board. 


184-45-A 

APPLICANT — Lama  and  Proskauer,  for  S.  B.  Mandell, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 147-02  Newport  avenue,  north¬ 
west  corner  of  Beach  147th  street,  Neponsit  (Block- 
34,  Lots  1634  and  1643),  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  28.  1946  at  2 
P.M.,  for  an  inspection  by  a  committee  of  the  Board 


2-46-A 

APPLICANT — George  G.  Miller,  for  Samuel  Reznick  and 
Isidor  Williams,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  (Under  section  35,  General  City  Law 
re  bed  of  mapped  street — proposed  Midtown  High¬ 
way). 
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PREMISES  AFFECTED— 60-01  to  60-19  Woodhaven 
boulevard,  east  side,  between  Booth  and  Wetfierole 
streets  (1st  floor);  (Block  3008,  Lot  1),  Wood- 
haven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Bernard  M.  Rosen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  28,  1946  at  2 
P.M.,  for  further  consideration. 


3-46-A 

APPLICANT — George  C.  Miller,  for  Samuel  Reznick  and 
Isidor  Williams,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  (Under  section  35,  Generqf,  >City  Law 
re  bed  of  mapped  streets — proposed  MkJtown  High¬ 
way).  .  •!. 

PREMISES  AFFECTED— 59-41  -to  .59-59  Woodhaven 
boulevard,  northeast  corner  of  Booth  street  (1st 
floor)  ;  (Block  3074,  Lot  1),  Woodhaven,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Bernard  M.  Rosen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  28,  1946  at  2 
P.M.,  for  further  consideration. 


190-46-A 

APPLICANT — Robert  B.  Cowan,  for  Atlantic ADzone,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  *-'•*: 

PREMISES  AFFECTED— 100-08  and  100-10  Atlantic 
avenue,  south  side,  70.56  ft.  east  of  100th  street 
(1st  floor)  ;  (Block  9378,  Lot  5),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  2 
P.M.,  for  an  inspection  by  a  committee  of  the  Board. 


299-46-A 

APPLICANT — Meyer  Tannenbaum,  for  Morris  Marcus, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1065  Dickens  street,  west  side, 
593  ft.  north  of  Cornaga  avenue  (3rd  floor)  ;  (Block 
224,  Lot  22),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES—. 

For  Applicant:  Meyer  Tannenbaum  and  Morris 
Marcus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  2 
P.M.,  for  an  inspection  by  a  .committee  of  the  Board. 


314-46-A 

APPLICANT — Pipes,  Inc.,  for  Sherpalsin  Realty*-  G6^p., 
owner.  .  •  :  ,  ; 

SUBJECT — Appeal  from  an  order  of  the-fi  re  Commissioner. 
PREMISES  AFFECTED — 320-322  'East  95th  street,  south 
side,  300  ft.  west  of  1st  avenue  (2ridAfteior)  ;  ( Block 
1557,  Lot  39),  Borough  of  Manhattan." 


APPEARANCES— 

For  Applicant:  A.  B.  Paley  and  M.  Selengut. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  June  4,  1946  at  2 
P.M.,  for  further  consideration. 


361-46-A 

APPLICANT — Lama  and  Proskauer,  for  ’  Star  Marine 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 8865-8873  24th  avenue,  south 
side,  15  ft.  Y&  in.  west  of  Cropsey  avenue  (Block 
6927,  Lots  43  and  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  Herman  Pine  and 
Julius  Pine. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June-  4,  1946,  at  2 
P.M.  for  further  consideration. 


ZONING  APPLICATIONS 

67-33-BZ 

APPLICANT — Baar,  Bennett  and  Fullen,  for  Harry 
Weissberg,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on’ con¬ 
dition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  for  a 
term  of  two  years.' 

PREMISES  AFFECTED — 3900  Baychester  avenue  and 
1225  East  233rd  street,  northeast  corner  (Block 
4955,  Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  G.  Fullen. 

For  Opposition:  Harold  Klorfein,  Dep’t  of ';Pdrks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended, 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirtnative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . . . : .  0 

THE  RESOLUTION  (67-33-BZ) 

Whereas,  this  applicatiori'  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of'  a  gasoline 
service  station,  affecting  premises  3900  Baychester  aVenue 
and  1225  East  233rd  street,  northeast  corner  (Block  4955, 
Lot  1),  Borough  of  The  Bronx,  was  granted  by  the  Board 
on  June  13,  1933,  on  certain  conditions  and  permit  expended 
on  April  21,  1936,  May  14,  1940,  May  12,  1942  and  June  27, 
1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  "Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  13,  '  1933,  'as 
amended  by  resolutions  adopted  through  June  27,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“  .  .  .  granted  under  section  7f  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution ;  and 
that  other  than  as  amended  herein,  the  resolution  adopted 
by  the  Board  June  13,  1933,  shall  be  complied  with  in 
all  respects ;  and  that  a  certificate  of  occupancy  shall 
'  be  obtained.” 
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153-36-BZ 

APPLICANT— Milton  L.  Sloame,  for  The  West  End 
Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work  and  submit 
plans — re  Application  (decision  of  the  commissioner 
of  buildings)  previously  granted  on  condition  under 
section  7c  of  the  zoning  resolution,  permitting 
partly  in  a  business  and  partly  in  an  unrestricted 
use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 140-154  West  End  avenue,  east 
side,  from  West  66th  street  to  West  67th  street 
(Block  1158,  Lots  1,  2,  3,  4,  61,  62,  63  and  64), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Milton  L.  Sloame. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (153-36-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
an  unrestricted  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  affecting  premises  140-154  West 
End  avenue,  east  side,  from  West  66th  street  to  West  67th 
street  (Block  1158,  Lots  1,  2,  3,  4,  61,  62,  63  and  64), 
Borough  of  Manhattan,  was  granted  by  the  Board  July  14, 

1936,  on  certain  conditions ;  and 

Whereas,  time  to  submit  plans  was  extended  on  June  2, 

1937,  November  30,  1937,  May  17,  1938,  May  2,  1939,  May 
7,  1940,  May  6,  1941,  May  19,  1942,  May  18,  1943  and  May 
16,  1944;  and 

Whereas,  the  applicant  submitted  plans  for  the  consid¬ 
eration  of  the  Board,  under  date  of  May  20,  1946;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  14,  1936,  as 
amended  through  May  20,  1946,  only  so  far  as  it  has  to  do 
with  the  requirements  for  submission  of  plans  and  completion 
of  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“.  .  .  that  in  view  of  submission  of  plans  for  the  con¬ 
sideration  of  the  Board,  under  date  of  May  20,  1946, 
all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


76-37-BZ 

APPLICANT — Milton  Pincus,  for  Monahan  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  two  years. 

PREMISES  AFFECTED — 601-611  Livonia  avenue,  north¬ 
east  corner  of  Sheffield  avenue  (Block  3805,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Milton  Pincus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (76-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  601-611  Livonia  avenue,  northeast  corner  of  Shef¬ 
field  avenue  (Block  3805,  Lot  1),  Borough  of  Brooklyn, 
was  granted  by  the  Board  July  9,  1937,  for  a  temporary 
period  of  two  (2)  years,  on  certain  conditions,  the  permit 
extended  November  21,  1939,  April  14,  1942  and  May  31j 
1944,  and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  9,  1937,  as 
amended  through  May  31,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution.  .  .  . 
and  that  other  than  as  herein  amended  the  conditions 
of  the  resolution  of  July  9,  1937,  shall  be  complied 
with.” 


704-41-BZ 

APPLICANT — Max  Horn,  for  Edward  W.  Stellges,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 127  Beach  67th  street,  west 
side,  161.78  ft.  north  of  Boardwalk  and  138  Beach 
68th  street  (Block  360,  Lot  85  and  part  of  Lot  12), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (704-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  127  Beach  67th  street,  west 
side,  161.78  ft.  north  of  Boardwalk  and  138  Beach  68th 
street  (Block  360,  Lot  85  and  part  of  Lot  12),  Arverne, 
Borough  of  Queens,  was  granted  by  the  Board  on  July  7, 
1942,  on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  on  June  13,  1944,  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  7,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  .  .  .  and  that  other  than  as  herein 
amended  the  conditions  of  the  resolution  of  July  7. 
1942,  shall  be  complied  with,  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Misc.  Applic.  No.  6211- 
41).” 
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801-41-BZ 

APPLICANT — Max  Horn,  for  Yetta  Klepper,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  ( decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 132  Beach  31st  street,  east  side, 
120  ft.  south  of  Lewmay  road  (Block  302,  Lot  23), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition  :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (801-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning- 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  132  Beach  31st  street, 
east  side,  120  ft.  south  of  Lewmay  road  (Block  302,  Lot 
23),  Edgemere,  Borough  of  Queens,  was  granted  by  the 
Board  on  April  14,  1942,  on  certain  conditions,  resolution 
amended  on  June  30,  1942  and  time  to  complete  the  work 
was  extended  on  October  6,  1942;  and 

Whereas,  the  permit  was  extended  on  July  11,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Rcsoli'cd,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  .  .  .  and  that  other  than  as  herein 
amended  the  conditions  of  the  resolution  of  April  14, 
1942,  shall  be  complied  with,  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Misc.  Applic.  6301-1941).” 


831-41-BZ 

APPLICANT — Max  Horn,  for  Ocean  Gold  Realty  Corpo¬ 
ration,  owner ;  Ocean  Edge  Baths,  lessee. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 34-01  Sprayview  avenue,  south¬ 
west  corner  of  Beach  34th  street  (Block  306,  Lot 
7),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (831-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  34-01  Sprayview  avenue, 
southwest  corner  of  Beach  34th  street  (Block  306,  Lot  7), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  30,  1942,  on  certain  conditions,  resolution  amended 
and  time  extended  on  September  9,  1942,  and  time  further 
extended  on  May  25,  1943 ;  and 

Whereas,  the  permit  was  extended  on  June  13,  1944,  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  30,  1942  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  .  .  .  and  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  of  June  30,  1942,  shall 
be  complied  with,  and  that  a  certificate  of  occupancy 
shall  be  obtained  (Misc.  Applic.  6776-41).” 


(Remaining  minutes  of  the  meeting  of  May  21,  1946  will 
be  printed  in  the  Bulletin  of  June  4,  1946.) 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1946  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City. 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York.  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


.  Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  09-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.  1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  >  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  or  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2.  1  The  term  “SPRAY  or  SPRAYING  SPACE’’ 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 


the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2. 2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.  3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2. 4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used. in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures,  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  comnionly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 
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2.9  The  term  “CERTFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths,  Spray 
Rooms,  Dip  and  Immersing  Rooms, 
Drying  Equipment  and  Material  Stor¬ 
age  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  adminis¬ 
trative  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  54”  unsanded  gypsum 
plaster  or  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  draining 
system  or  the  public  sewer,  shall  not  be  per- 


mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 
opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 


4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 


4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
opening. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 


4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
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gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma- 
.  terial,  involving  the  evap¬ 

oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute ; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 


tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 

•  a  considerable  amount  of 

flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim- 
•  ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 
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4.4. SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  *be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36”)  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diamteer  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (*4” ) 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  .material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact,  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  fluores¬ 
cent  light  or  other  electrical  equipment  shall 


be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  for  use 
in  explosive  atmosphere  and  where  a  conduit 
leads  from  a-  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4. 3. 2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4. 5. 2. Lighting  Fixtures. 

4.5.2. 1  Artificial  lighting  shall 'be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  u£e  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with 
explosion-proof  interlocking  switch 
precluding  the  removal  of  the  plug 
w'hen  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en- 
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gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 


5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinets  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  doors  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 

shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  administrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located ; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa¬ 
city,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand- 
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ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
C19-1 13.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  proinsions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follozvs : 

Section  C19-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  ivho  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  ivith  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE:— The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accummulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently ; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 


and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  Installations. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray  Rooms, 
Dip  and  Immersing  Rooms,  New  Drying 
Equipment,  and  Material  Storage  Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electrical  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  the  Hearing  Calendar. 

Continuation  of  Minutes  of  Regular  Meeting  of  May  21, 
1946,  Affecting  Calendar  Numbers  842-41-BZ,  1027-41- 
BZ,  681-26-BZ  and  229-29-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  May  28, 
1946,  Affecting  Calendar  Numbers  177-32-BZ,  522-43- 
BZ,  792-45-BZ,  135-46-BZ,  242-46-BZ,  296-46-BZ,  327- 
23-BZ,  255-40-BZ,  596-45-BZ,  59-46-BZ,  69-46-BZ,  72- 
46-BZ,  262-46-BZ,  276-46-BZ,  523-43-A,  60-46-A,  270- 
46-A,  476-44-SM  and  28-38-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May 
28,  1946,  Affecting  Calendar  Numbers  2-46-A,  3-46-A, 
218-46-A,  219-46-A,  273-46-A,  368-46-A,  74-32-S,  174- 
46-A,  524-45-A,  336-45-A,  536-44-A,  115-46-A,  183-46-A, 
184-45-A,  504-27-BZ,  285-31-BZ,  150-37-BZ,  599-37-BZ 
and  619-37-BZ. 

(Remaining  minutes  of  the  meeting  of  May  28,  1946  will 
be  printed  in  the  Bulletin  of  June  11,  1946). 

Oil  Burner  Rules 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  May  28,  1946. 

Cal.  No.  Dept.  Premises  Affected 

376- 46-SM — Lupo  and  Son’s  Cement  Block,  manufac¬ 
tured  by  Lupo  and  Son,  Material. 

377- 46-A — H.B.B. — 25-35  Van  Sinderen  avenue,  south¬ 
east  corner  of  Herkimer  street,  and  1520-1528  Herkimer 
street  •  (Block  1576,  Lot  9),  Borough  of  Brooklyn,  Alt. 
820-46. 

378- 46-SA — Homease  Oil  Burner,  Appliance. 

379- 46-A — H.B.Q. — 165-09  Hillside  avenue,  and  87-45  to 
87-53  165th  street,  northeast  corner  (Block  9837,  Lot 
13),  Jamaica,  Borough  of  Queens,  N.B.  321-46  and  Misc. 
486-46. 


Restored  to  Calendar. 

318-18-BZ — H.B.M. — 93-95  Charles  street,  north  side,  70 
ft.  west  of  Bleecker  street  (Block  621,  Lot  25),  Borough 
of  Manhattan,  Alt.  704-46. 

855-25-BZ— H.B.R. — 6782  Hylan  boulevard,  northeast 
corner  of  Page  street,  (Block  45,  part  of  Lot  63),  Tot- 
tenville,  Borough  of  Richmond,  N.B.  1445-25. 


1063-27-BZ— H.B.Q.— 133-44  150th  street,  and  149-12 
North  Conduit  avenue,  northwest  corner  (Block  12116, 
Lots  1,  5,  53  and  56),  South  Jamaica,  Borough  of  Queens, 
N.B.  380-44. 


53-31-BZ — H.B.Bx. — 301-331  West  230th  street,  north¬ 
east  corner  of  Irwin  avenue  (Block  3406A,  Lot  54), 
Borough  of  The  Bronx,  N.B.  233-46. 


380-46-BZ — H.B.Q. — 138-34  to  1 38-56  94th  avenue,  south 
side,  60  ft.  east  of  138th  place,  and  138-39  to  139-03  95th 
avenue  (Block  9991,  Lot  4),  Jamaica,  Borough  of 
Queens,  Alt.  1230-46. 


381-46-A — H.B.B. — 657-675  4th  avenue,  east  side,  be¬ 
tween  20th  and  21st  streets,  and  174-180  20th  street  (1st 
floor);  (Block  640,  Lot  3),  Borough  of  Brooklyn,  Alt. 
845-46. 


282-46-BZ — H.B.Q. — 74-02  to  74-16  Queens  boulevard, 
south  side,  179.31  ft.  west  of  Kneeland  place  and  South 
Railroad  avenue  (Block  2448,  Lot  213),  Elmhurst,  Bor¬ 
ough  of  Queens,  N.B.  3332-46. 


383-46-BZ — H.B.B. — 202-208  Tillary  street,  south  side, 
91  ft.  east  of  Prince  street,  and  67-73  Prince  street,  east 
side,  96  ft.  6  in.  south  of  Tillary  street  (Block  2050,  Lots 
100,  103,  110,  112,  113,  115  and  118),  Borough  of  Brook¬ 
lyn,  N.B.  1081-46. 


384-46-A — H.B.Bx. — 110  East  170th  street,  south  side, 
120.86  ft.  east  of  Walton  avenue  (cellar);  (Block  2842, 
part  of  Lot  47),  Borough  of  The  Bronx,  Amendment  to 
B.N.  243-46. 


385-46-A — H.B.M. — 548  West  51st  street,  south  side,  175 
ft.  east  of  11th  avenue  (Block  1079,  Lot  57),  Borough  of 
Manhattan,  Alt.  842-46. 


386- 46-A — H.B.B. — 15-29  Bridgewater  street,  south  side, 
142  ft.  6  in.  west  of  Meeker  avenue,  and  885-895  Meeker 
avenue  (Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46), 
Borough  of  Brooklyn,  Alt.  1750-46. 

387- 46-SM— -REX  Cement  Blocks,  manufactured  by 
Clemente  and  Ernesto  Franceschina,  Material. 

388- 46-A — H.B.Q. — 58-58  Grand  street  (avenue),  south 
side,  460  ft.  east  of  Rust  street  (Block  2681,  Lot  1), 
Maspeth,  Borough  of  Queens,  Alt.  1367-46. 

389- 46-BZ — H.B.M. — 107-111  East  30th  street,  north 
side,  90  ft.  east  of  4th  avenue  (Block  886,  Lots  8,  9  and 
10),  Borough  of  Manhattan,  N.  B.  109-46. 


872-39-BZ — H.B.B. — 7001-7019  Bay  parkway,  southwest 
corner  of  West  10th  street  and  1-21  Avenue  O  (Block 
6574,  Lot  6),  Borough  of  Brooklyn,  N.B.  687-45. 


179-43-SM — Protectowire  (Heat  Sensitive  Cable),  man¬ 
ufactured  by  The  Protectowire  Company,  Material. 


336-45-A — H.B.B. — 704  (700  displayed)  Liberty  avenue, 
south  side,  32  ft.  east  of  Elton  street  (Block  3986,  Lot 
11),  Borough  of  Brooklyn,  Alt.  1171-45. 

174-46-A — F.D. — Re  packaging  of  combustible  mixture 
known  as  REPELEX  in  one-half  and  one  gallon  glass 
containers  (capacity  of  glass  containers  not  in  conform¬ 
ity  with  Administrative  Code  requirements),  Decision. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond:  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department ;  F.D. — 
Fire  Department,  and  M.  &  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of... . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec. 

Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 
and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime) .  .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials, 

Rules  on  . May 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of  . Feb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of  . Apr. 

Frame  Garages,  Ruling  for  . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr. 

Gas  Shut-Off  Rules  . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules  . June 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  S2A 
3,  1937— Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945 — Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.- 13,  No.  23 
12,  1945— Vol.  30,  No.  24 
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Last  Publication  in  Bulletin 


Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Apr. 

Oil  Burner  Rules  . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  . June 

Paine  Varnish  and  Lacquer 

Spraying  Rules  . May 

Platform  Trucks,  Specifications  for.  .Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A.C. .Apr. 
Smoking  in  Factories,  Rules  for... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  .Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)... Dec. 


9,  1946— Vol.  30,  No.  IS 
4,  1946— Vol.  31,  No.  23 

12,  1945 — Vol.  30,  No.  24 

28,  1946— Vol.  31,  No?  22 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  30,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936 — Vol.  21,  No.  47 
24,  1936 — Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52 A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945,  Vol.  30, 
No.  15A. 


JUNE  4,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  4,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 


811-26-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  E.  Winkle,  owner,  reopened 
February  13,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  unrestricted  use  dis¬ 
trict,  the  extension  of  existing  public  garage  and  gasoline 
service  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium,  auto 
laundry  and  minor  repairs;  premises  93-02  to  93-14 
Atlantic  avenue,  and  94-02  to  94-08  Woodhaven  boule¬ 
vard,  southwest  corner  (Block  9033,  Lot  1),  Wood- 
haven,  Borough  of  Queens. 

57-46-BZ — Application,  January  23,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Kalbreit  Realty  Corp.,  owner, 
to  permit  in  residence  and  business  use,  C  and  F  area 
districts,  the  erection  of  a  commercial  building,  with 


exit  from  cellar  through  the  residence  district  contrary 
to  law,  and,  also  exceeding  the  permitted  area  at  curb 
level;  premises  168-01  to  168-09  Hillside  avenue  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block 
9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito¬ 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
Applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 
applicant,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first,  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone) ; 
premises  1550  Flatbush  avenue,  west  side,  85  ft.  4 in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 

674-45-BZ — Application,  November  1,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Frank  J.  Gal¬ 
lagher  and  John  Joseph  Carroll,  applicants,  on  behalf  of 
Carrie  Leschner,  owner  (Tucker  and  Fickeisen,  lessee), 
to  permit  in  residence  and  unrestricted  use  district,  the 
change  of  occupancy  from  garage  for  more  than  five 
(5)  motor  vehicles  and  repair  shop  to  factory;  premises 
431  Lafayette  avenue,  north  side,  104  ft.  east  of  Kent 
avenue,  1009-1011  Kent  avenue,  and  12  Kosciusko  place 
(Block  1940,  Lots  2,  3  and  8),  Borough  of  Brooklyn. 

559-45-BZ — Application  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Fresh  Pond  Holding  Co.,  Inc.,  owner, 
reopened  March  19,  1946,  under  section  21  of  the  zoning 
resolution,  to  permit  in  business  use,  C  area  district,  the 
erection  of  a  one  story  and  cellar  building  to  occupy 
more  than  permitted  area;  premises  1589-1591  Broad¬ 
way,  north  side,  17  ft.  east  of  Halsey  street  (Block  3408, 
Lots  8  and  9),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to  permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 
for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 
laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14-24  Avenue  M,  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block  6563, 
Lots  6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 
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278-24-BZ— Application  of  Robert  Teichman,  applicant, 
on  behalf  of  Jumel  Place  and  Edgecomb  Avenue  Corp., 
owner,  reopened  April  17,  1945,  under  sections  7c  and  7e 
of  the  zoning  resolution,  to  permit  in  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  more 
than  five  (5)  motor  vehicles  and  repair  shop  (previously 
granted  by  the  Board)  to  garage  for  more  than  five  (5) 
motor  vehicles  and  repair  shop  basement  only,  and  fac¬ 
tory  first  and  second  floors,  using  more  than  permitted 
area;  premises  1  Jumel  place  and  441-451  West  167th 
street,  northeast  corner  (Block  2112,  Lot  58),  Borough 
of  Manhattan. 

293-46-BZ— Application,  April  22,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Norman  Lederer 
and  Leonard  Joseph,  applicants,  on  behalf  of  Sol  Lust- 
bader,  owner  (Movietonews,  Inc.,  lessee),  to  permit  in 
a  residence  use,  B  area  district,  the  erection  of  a  com¬ 
mercial  building  using  more  than  the  permitted  area, 
without  the  required  read  yard;  premises  450  West  54th 
street,  south  side,  175  ft.  east  of  10th  avenue  (Block 
1063,  Lot  57),  Borough  of  Manhattan. 

47-46-BZ — Application,  January  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Frank  Ingegno,  owner,  to  permit 
in  a  residence  use,  C  area  district,  the  erection  of  a  one 
story  (2  car  garage)  accessory  to  present  multiple 
dwelling,  occupying  more  than  permitted  area;  premises 
173  Lincoln  road  (177  displayed),  northeast  corner  of 
Bedford  avenue,  and  1811-1823  Bedford  avenue  (Block 
1328,  Lot  1),  Borough  of  Brooklyn. 

539-23-BZ — Application  of  Herman  Kron,  applicant, 
on  behalf  of  Samrose  Realty  Corp.,  owner  (Ferris  Buick 
Corp.,  lessee),  reopened  April  23,  1946,  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  change  in  occupancy  from  garage  for  storage 
of  more  than  five  (5)  motor  vehicles  (previously  granted 
by  the  Board),  to  garage  for  more  than  five  motor  ve¬ 
hicles,  automobile  repair  shop,  showroom  and  sales  of 
automobile  parts;  premises  2325-2335  Jerome  avenue, 
and  1-9  Evelyn  place,  northwest  corner  (Block  3198,  Lot 
105),  Borough  of  The  Bronx. 

307-46-BZ — Application,  April  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Carl  E.  Troy,  ap¬ 
plicant,  on  behalf  of  General  Linen  Supply  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  local  retail  use,  C  area 
district,  the  alteration  and  extension  of  present  buildings 
for  the  storage,  shipping  and  manufacturing  of  dry 
goods  in  conjunction  with  existing  wet  wash  laundry, 
using  more  than  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brook¬ 
lyn. 

312-46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u/w  G.  Wilbur  Doughty,  deceased,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka- 
way,  Borough  of  Queens. 

20-46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  1  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668-8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 


Appliance  for  Approval. 

427-38-SA — Josam  Oil  Interceptor,  Model  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

•  HARRIS  H.  MURDOCK,  Chairman, 


JUNE  4,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  4,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

5 16-44- A— 240-246  19th  street,  and  657-661  5th  avenue, 
southeast  corner  (Block  885,  Lot  8),  Borough  of  Brook¬ 
lyn,  reopened  April  9,  1946). 

3 14-46- A — 320-322  East  95th  street,  south  side,  300  ft. 
west  of  1st  avenue  (2nd  floor);  (Block  1557,  Lot  39), 
Borough  of  Manhattan. 

190-46-A — 100-08  and  100-10  Atlantic  avenue,  south  side, 
70.56  ft.  east  of  100th  street  (1st  floor);  (Block  9376, 
Lot  5),  Richmond  Hill,  Borough  of  Queens. 

299-46-A — 1065  Dickens  street,  west  side,  593  ft.  north 
of  Cornaga  avenue  (3rd  floor);  (Block  224,  Lot  22),  Far 
Rockaway,  Borough  of  Queens. 

361-46-A — 8865-8873  24th  avenue,  south  side,  15  ft.  l/s  in. 
west  of  Cropsey  avenue  (Block  6927,  Lots  43  and  45), 
Borough  of  Brooklyn. 

264-46-A — 58-01  Grand  avenue,  and  58-02  to  58-32  58th 
place,  northwest  corner  (2nd  floor);  (Block  2678,  Lot  1 
and  9),  Maspeth,  Borough  of  Queens. 

3 19-46- A — 425-461  Smith  street,  southeast  corner  of  5th 
street  (Block  471,  Lot  1),  Borough  of  Brooklyn. 

386-46-A — 15-29  Bridgewater  street,  south  side,  142  ft. 
6  in.  west  of  Meeker  avenue  and  885-895  Meeker  avenue 
(Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46),  Bor¬ 
ough  of  Brooklyn. 

324-46-A — 391  Atlantic  avenue,  north  side,  79  ft.  west 
of  Bond  street  (Block  177,  Lot  37),  Borough  of  Brook¬ 
lyn. 

336-45-A— 704  (700  displayed)  Liberty  avenue,  south 
side,  32  ft.  east  of  Elton  street  (Block  3986,  Lot  11), 
Borough  of  Brooklyn  (reopened  May  28,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  11,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077. 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

822-45-BZ — Application,  December  26,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Janet  Blatman  and  Mildred 
Kramer,  owners  (Major  Curtain  Cleaners,  lessee),  to 
permit  in  residence  and  business  use  district,  the  change 
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of  occupancy  from  public  market,  store  and  manufac¬ 
turing  to  laundry;  premises  1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot 
58),  Borough  of  Brooklyn. 

61-46-BZ — Application,  January  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Charles  Smallman,  owner,  to 
permit  in  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  an  office  and  fishing  station;  premises 
1-7  Dare  Court,  northwest  corner  of  Plumb  Beach 
Channel  (Block  7547,  Lots  2162,  2164,  2166,  2168,  2170 
and  2172),  Borough  of  Brooklyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  a  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-2339  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

186-45-BZ — Application,  April  2,  1945,  under  section  21 
of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Adam  Stoll,  owner,  to  permit  in  residence 
use  district,  the  change  of  occupancy  from  two  family 
dwelling  (existing)  to  three  family  dwelling;  premises 
1219  Mace  avenue,  northwest  corner  of  Pearsall  avenue 
(Block  4462,  Lot  5),  Borough  of  The  Bronx. 

503-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Harry  D.  Pease,  owner,  reopened 
January  15,  1946  for  consideration  as  to  extension  of 
variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  in  a  re¬ 
tail  use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  314-322  West  43rd  street, 
south  side,  200  ft.  west  of  8th  avenue  (Block  1033,  Lots 
41,  42  and  43),  Borough  of  Manhattan. 

284-46-BZ — Application,  April  22,  1946,  under  sections 
7a  and  7c  of  the  zoning  resolution,  of  S.  J.  Kessler  and 
Sons,  applicants,  on  behalf  of  Cannon  Construction 
Corp.  and  Seventy  Chelsea  Corp.,  owners,  to  permit  in 
a  retail  use,  B  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  and  oil  selling  station,  and  repair 
shop,  without  the  required  rear  yard,  and  using  more 
than  the  area  permitted;  premises  136-148  7th  avenue, 
and  202-204  West  19th  street,  southwest  corner  (Block 
768,  Lots  35-42,  inclusive),  Borough  of  Manhattan.. 

369-37-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Edso  Realty  Corporation,  owner,  reopened 
January  30,  1945,  under  sections  7b,  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  and  business 
use  district,  the  alteration  of  part  of  a  Class  A  multiple 
dwelling,  so  as  to  include  a  business  use  (store);  prem¬ 
ises  1212  Grand  Concourse,  179-197  East  167th  street, 
northeast  corner  and  1209  Sheridan  avenue  (Block  2457, 
Lot  1),  Borough  of  The  Bronx. 

569-45-BZ — Application,  September  26,  1945,  under  sec¬ 
tions  7a  and  21  of  the  zoning  resolution,  of  Henry  Nord¬ 
heim,  applicant,  on  behalf  of  Salvatore  Naclerio,  owner, 
to  permit  in  a  residence  use  district,  the  extension  of 
present  building  for  factory  use;  premises  2230  Gleason 
avenue,  south  side,  280.80  ft.  east  of  Castle  Hill  avenue, 
(Block  3820,  Lot  21),  Borough  of  The  Bronx. 


872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner, 
(Manox  Theatre  Corp.  and  Jacob  Rosenblum,  lessees), 
reopened  February  20,  1945,  under  sections  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use  district,  an  existing  sign  and  the  erection 
of  proposed  sign;  premises  2301-2313  Grand  Concourse, 
and  163-169  East  183rd  street,  northwest  corner  (Block 
3164,  Lot  31),  Borough  of  The  Bronx. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke, 
applicant,  on  behalf  of  George  Campo,  owner,  to  permit 
in  a  business  use,  D  area  district,  the  erection  of  a 
building  (bowling  alley)  to  use  more  than  permitted 
area;  premises  189-18  Linden  boulevard,  south  side,  50 
ft.  west  of  190th  street  (Block  12599,  Lot  8),  South 
Jamaica,  Borough  of  Queens. 

269-46-BZ — Application,  April  12,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Alexis  Gallan,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  extension 
of  an  existing  restaurant  (previously  granted  by  the 
Board)  to  occupy  adjacent  building;  premises  139  and 
141  West  69th  street,  north  side,  93  ft,  east  of  Broad¬ 
way  (Block  1141,  Lots  17  and  18),  Borough  of  Man¬ 
hattan. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Olive  O.  Kalmus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline 
service  station;  premises  65-01  to  65-05  Kissena  boule¬ 
vard,  southeast  corner  of  65th  avenue  (Block  6742,  Lot 
10),  Flushing,  Borough  of  Queens. 

239-46-BZ — Application,  April  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Henry  George  Greene,  ap¬ 
plicant,  on  behalf  of  Bercel  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  change  in  occupancy 
of  one  family  frame  dwelling  to  doctor’s  offices;  prem¬ 
ises  88-56  163rd  street,  northwest  corner  of  89th  avenue 
(Block  9768,  Lot  60),  Jamaica,  Borough  of  Queens. 

153- 46-BZ — Application,  February  19,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Joseph 
Schafran,  applicant,  on  behalf  of  Pelmel  Realty  Corp., 
owner,  to  permit  in  business  and  unrestricted  use  dis¬ 
trict,  the  use  of  business  portion  of  the  lot  for  ingress 
and  egress  to  the  unrestricted  portion  and  the  storage 
of  raw  materials  and  finished  products  on  such  busi¬ 
ness  portion;  premises  4255  Boston  Post  road,  north¬ 
east  corner  of  Hutchinson  River  (Block  5655,  Lot  340), 
Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

334-46-A — 88-56  163rd  street,  northwest  corner  of  89th 
avenue  (Block  9768,  Lot  60),  Jamaica,  Borough  of 
Queens. 

154- 46-A — 4255  Boston  Post  road,  northeast  corner  of 
Hutchinson  River  (Block  5655,  Lot  340),  Borough  of 
The  Bronx. 

Appliance  and  Materials  for  Approval. 

385-45-SA — DeVilbiss  Water  Wash  Spray  Booth. 

42-45-SM — “SPRAYKOTE” — Acoustical  and  Thermal 
Insulation. 

45-46-SM — United  States  Flameproofing  Compound. 

HARRIS  H.  MURDOCK,  Chairman, 
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JUNE  11,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  June  11,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

177-46-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

184-45-A — 147-02  Newport  avenue,  northwest  corner  of 
Beach  147th  street  (Block  34,  Lots  1634  and  1643),  Ne- 
ponsit,  Borough  of  Queens  (reopened  and  restored  to 
calendar  April  9,  1946;  previously  withdrawn). 

536-44-A — 216-16  28th  avenue,  southeast  corner  of  216th 
street  (1st  and  2nd  floors);  (  Block  6019,  Lot  103),  Bay- 
side,  Borough  of  Queens  (reopened  May  14th,  1946). 

302-46-A — 16  Beach  46th  place,  west  side,  120  ft.  south 
of  Edgemere  avenue  (1st  floor);  (Block  332,  Lot  34), 
Edgemere,  Borough  of  Queens.  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — Beach  46th 
place). 

Material  for  Approval. 

476-44-SM — U.  S.  Gypsum  Co.’s  2"  Solid  Rocklath  and 
Plaster  Partition  (reopened  January  15,  1946  re  amend¬ 
ment  to  include  approval  of  a  fire  resistive  rating  of  one 
hour). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  18,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  18,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

780-45-BZ- — Application,  December  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Vito  Santoro,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy 
from  stable  and  storage  of  wagons  to  wholesale  beer 
distributor,  office  and  storage  of  five  (5)  motor  vehicles; 
premises  1818-1820  Bleecker  street,  east  side,  155  ft. 
north  of  Seneca  avenue  (Block  3435,  Lots  21  and  22), 
Ridgewood,  Borough  of  Queens. 

313-46-BZ — Application,  April  30,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution  of  Siegel  and  Green, 
applicants,  on  behalf  of  130  Willis  Avenue  Realty  Corp., 
owner,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  drug  factory,  to  store  front  manufac¬ 
turing,  first  floor,  and  factory  use  on  other  floors;  prem¬ 
ises  400  East  134th  street,  and  130-136  Willis  avenue, 
southeast  corner  (Block  2278,  Lot  5),  Borough  of  The 
Bronx. 

345-46-BZ — Application,  May  10,  1946,  under  section  21 
of  the  zoning  resolution,  of  Eric  Kebbon,  applicant,  on 
behalf  of  Board  of  Education,  City  of  New  York, 
owner,  to  permit  in  a  residence  use,  E  area  district,  the 
erection  of  a  building  (Public  School)  using  more  than 
permitted  area  above  18  foot  level;  premises  137-15  77tb 
avenue,  northeast  corner  of  137th  street  (P.S.  164); 
(Block  6606,  Lot  2),  Flushing,  Borough  of  Queens. 

316-46-BZ — Application,  May  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Jaruth 


Holding  Corp.,  owner  (Laundry  Mart,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  a  proposed  wet  wash 
laundry;  premises  297  East  Houston  street,  southeast 
corner  of  Clinton  street  (Block  350,  Lot  51),  Borough 
of  Manhattan. 

317-46-BZ — Application,  May  1,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Esther 
Greenwald,  owner  (Laundry  Mart,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  a  proposed  wet  wash 
laundry;  premises  782  Manhattan  avenue,  east  side,  75 
ft.  north  of  Messerole  street  (Block  2597,  Lot  4),  Bor¬ 
ough  of  Brooklyn. 

79Q-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer. 
applicants,  on  behalf  of  Anna  Krishian,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  and  electrical 
supply  showroom,  lubritorium,  auto  laundry,  brake  test¬ 
ing,  wheel  aligning,  minor  repairs  (hand  tools  only); 
premises  178-68  to  178-90  South  Conduit  boulevard,  and 
144-76  to  144-82  Farmers  boulevard,  southwest  corner 
(Block  4510,  Lots  1  and  201),  Springfield,  Borough  of 
Queens. 

122-46-BZ — Application,  February  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  M.  Martin  Elkind, 
applicant,  on  behalf  of  Griffin  Estate,  Inc.,  owner  to  per¬ 
mit  in  a  business  use  district,  the  erection  of  a  building, 
on  existing  gasoline  station  for  office,  lubritorium  and 
repair  of  motor  vehicles;  premises  34-5 1  Bell  boulevard, 
and  213-35  35th  avenue,  northeast  corner  (Block  6117, 
Lot  12),  Bayside,  Borough  of  Queens. 

327-46-BZ — Application,  April  30,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Julius  Eckmann,  appli¬ 
cant,  on  behalf  of  T.  Victor  Searing,  owner,  to  permit 
in  a  residence  use  district,  the  change  of  occupancy  from 
stable  to  factory;  premises  324  West  26th  street,  south 
side,  251  ft.  west  of  8th  avenue  (Block  749,  Lot  57), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  25,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  25,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 
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522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Min¬ 
erva  Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners  (Wheeler  Shipbuilding  Corp.,  lessee),  re¬ 
opened  March  26,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  for  a  temporary  term,  the  use  and  maintenance 
of  a  temporary  storage  shed;  the  storage  of  lumber, 
and,  also  the  parking  of  more  than  five  motor  vehicles 
(employee’s  cars);  premises  152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and  10-34 
154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47,  and 
68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots  1,  18, 
19,  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

523- 43- A— 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68.  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 


eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  25,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  25,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

183-46-A — 7 6J/2  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  May  21, 
1946.) 

842-41-BZ 

APPLICANT — Max  Horn,  for  Gussie  Schradnick,  owner. 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years  on  the  same  premises  with  a  multiple 
dwelling,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 167  West  41st  street,  west  side, 
271.19  ft.  south  of  Edgemere  avenue  (Block  324, 
Lot  51),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (842-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  on  the  same  premises  with  a  multiple  dwelling, 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  167  Beach  41st  street,  west  side,  271.19 
ft.  south  of  Edgemere  avenue  (Block  324,  Lot  51),  Edge- 
mere,  Borough  of  Queens,  was  granted  by  the  Board  on 
June  16,  1942,  on  certain  conditions  and  on  September  9, 
1942,  the  time  was  extended  to  complete  the  work;  and* 

Whereas,  the  permit  was  extended  on  May  23,  1944,  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  16,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 


“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  motor  vehicles,  on  condition  that 
only  motor  vehicles  of  the  pleasure  car  type  shall  be 
so  stored  and  parked ;  that  such  motor  vehicles  shall  be 
stored  only  on  the  southerly  portion  of  the  lot  with  a 
frontage  of  30  ft.  on  Beach  41st  street  and  not  nearer 
than  5  ft.  to  the  southerly  wall  of  the  multiple  dwelling 
on  the  plot;  that  the  occupancy  of  this  plot  shall  be 
solely  for  motor  vehicles  owned  by  the  tenants  or  board¬ 
ers  in  the  multiple  dwelling  on  the  plot  and  their  visi¬ 
tors ;  that  such  lot  may  be  used  in  conjunction  with  the 
parking  permitted  under  Cal.  No.  1027-41 -BZ  on  the 
adjoining  lot  No.  13  to  the  rear;  that  no  signs  shall  be 
erected  on  the  premises  advertising  the  parking  and 
storage  use  except  a  sign  stating  the  limitation  of  use 
as  above  stated ;  that  a  proper  fence  shall  be  maintained 
along  the  lot  -line  to  the  south ;  that  any  curb  cut  to 
Beach  41st  street  shall  not  exceed  10  ft.  in  width;  that 
the  lot  shall  be  leveled  and  adequately  surfaced  to  the 
satisfaction  of  the  borough  superintendent ;  and  that  a 
certificate  of  occupancy  shall  be  obtained  (Alt.  Applic. 
7798-41).” 


1027-41-BZ 

APPLICANT — Max  Horn,  for  Evelyn  Syrkin  Cherry, 
owner  (Louis  Schradnick,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 170  Beach  42nd  street,  east 
side,  97  ft.  north  of  Boardwalk  (Block  324,  Lot  13), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (1027-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  170  Beach  42nd  street, 
east  side,  97  ft.  north  of  Boardwalk  (Block  324,  Lot  13), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  16,  1942,  on  certain  conditions  and  on  September  9, 
1942,  time  was  extended  to  complete  the  work ;  and 

Whereas,  the  permit  was  extended  on  May  23.  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  16,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  more  than  five  (5)  motor  vehi¬ 
cles  .  .  .  and  that  other  than  as  herein  amended  the  con¬ 
ditions  of  the  resolution  of  June  16,  1942,  shall  be  com¬ 
plied  with,  and  a  certificate  of  occupancy  shall  be  ob¬ 
tained  (Misc.  Applic.  11060-41).’’ 


681-26-BZ 

APPLICANT — Lama  and  Proskauer,  for  Kempac  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  additional  use — Application  (deci¬ 
sion  of  superintendent  of  buildinjgs)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 8514-8524  Rockaway  boulevard 
and  97-13  to  9-29  85th  street,  southeast  corner, 
(Block  9057,  Lot  21),  Woodhaven,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


229-29-BZ 

APPLICANT — Julius  S.  Rapson,  for  Harry  J.  Hoechler, 
owner  (Frank  Carin,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  alteration  of  gasoline 
service  station — Application  (decision  of  borough 
superintendent)  previously  granted  on  condition, 
under  section  7g  and  21  of  the  zoning  resolution, 
permitting  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 245-19  South  Conduit  boule¬ 
vard,  south  side,  109  ft.  east  of  Francis  Lewis  boule¬ 
vard  (Block  13615,  Lot  5),  Rosedale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson  and  Frank  Carin. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Park 
Dept. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  . 0 


Adjourned:  5:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  28,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


ZONING  APPLICATIONS. 

177-32-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Rose  Kramer,  owner. 

SUBJECT — Application  reopened  March  12,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  office  and 
lubritorium. 

PREMISES  AFFECTED— 156-166  West  End  avenue, 
northeast  corner  of  West  67th  street  (Block  1159, 
Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Helen  Barbiere. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  11,  1946  at  10 
A.M.,  at  request  of  applicant’s  representative,  for 
decision  by  the  Board. 

522-43-BZ 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee, 
for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  sections  7e  and  7h  of  the  zoning 
resolution,  for  a  term  of  six  months,  the  erection 
and  maintenance  of  a  temporary  storage  shed,  the 
storage  of  lumber  and  the  parking  of  more  than 
five  motor  vehicles  (employees’  cars). 

PREMISES  AFFECTED— 152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southwest  Corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42, 
44,  47  and  68;  Block  4538,  Lots  1  and  18  and  Block 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Albert  Kleinert. 

For  Opposition:  John  Edmeier. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1946  at  10 
A.M.,  for  an  inspection  by  a  committee  of  the 
Board. 

792-45-BZ 

APPLICANT — H.  Hurwit,  for  Maria  Talamo,  owner 
(Rose  Fromme,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin- 
.  tendent)  under  sections  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  of  a  building  use  for  storage 
to  a  garage  for  more  than  five  (5)  motor  vehicles 
located  within  250  feet  of  a  public  park. 

PREMISES  AFFECTED— 346  East  114th  street,  south 
side,  175  ft.  west  of  1st  avenue  (Block  1685,  Lot 
36),  Borough  of  Manhattan. 
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APPEARANCES — 

For  Applicant :  H.  Hurwit. 

For  Opposition:  Louis  Merolla,  L.  Garofold, 
Michael  Conforti  and  Peter  Cappiello. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.M.,  for  an  inspection  by  a  committee  of  the 
Board. 


135-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Frank  M.  Mc¬ 
Curdy,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
of  a  building  on  present  existing  gasoline  service 
station  (vacant)  and  proposed  parking  for  more 
than  five  (5)  motor  vehicles,  minor  repairs,  brake 
testing  and  wheel  alignment. 

PREMISES  AFFECTED— 3802-3812  Avenue  U  and  2201- 
2211  East  38th  street,  southeast  corner  (Block  8555, 
Lot  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Frank  M.  Mc¬ 
Curdy. 

For  Opposition :  Harold  Klorfein,  Park  Dep’t ; 
Mrs.  M.  Lasky,  Mrs.  E.  Mueller,  Mrs.  C.  Horn, 
H.  Horn  and  Mrs.  Trovant. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1946  at  10 
A.M.,  for  applicant  to  file  revised  plans  covering 
entire  block  front  and  obtain  new  decision  from 
borough  superintendent  as  to  that  area. 


242-46-BZ 

APPLICANT — Paul  Friedman,  for  Joseph  G.  Urgo  and 
Robert  J.  Rivellese,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning  res¬ 
olution,  to  permit  in  a  business  use  district,  a  gaso¬ 
line  service  station,  office,  lubritorium,  automobile 
showroom  and  repairs  to  motor  vehicles  for  a  term 
to  ten  (10)  years. 

PREMISES  AFFECTED— 184-08  to  184-14  Union  turn¬ 
pike,  south  side,  110  ft.  west  of  Chevy  Chase  street 
(Block  7248,  part  of  Lot  35),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Opposition:  I.  M.  Stern,  J.  Molin,  B.  Bernfield 
and  Dr.  D.  Lothringer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  decision  without 
further  argument.  No  date  set. 


296-46-BZ 

APPLICANT — Wendell  Mischler,  for  Flatbush  Savings 
Bank,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7h  and  21  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  and  business 
use,  C  area  district,  the  erection  of  a  building  for 
commercial  purposes,  occupying  more  than  the 
permitted  area  of  lot  without  providing  a  rear  yard 
above  the  first  floor,  and  having  a  parking  area 
in  rear  of  building  (residence  zone). 

PREMISES  AFFECTED— 1550  Flatbush  avenue,  west 
side,  85  ft.  4)4  in.  north  of  Germania  place,  and 
135-143  Kenilworth  place  (Block  7557,  Lot  6), 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Wendell  Mischler  and  Crawford 
Young. 

For  Opposition:  J.  Whithorn,  Wm.  Cresstwell,  V. 
Davis,  G.  Rutscheid,  R.  Ashton  Jr.,  F.  Bukeley 
and  W.  Campbell. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  4,  1946  at  10 
A.M.,  for  decision  without  further  argument. 


327-23-BZ 

APPLICANT — Dennis  J.  Grillo,  for  V.  F.  Restaino,  owner 
(William  B.  Kaas,  lessee). 

SUBJECT — Application  reopened  February  13,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7i  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  Board) 
to  garage  for  more  than  five  (5)  motor  vehicles, 
sales  room  and  servicing  new  cars. 

PREMISES  AFFECTED— 77-20  Northern  boulevard 
(Jackson  avenue),  southwest  corner  of  78th  street 
(Block  1250,  Lot  6),  Jackson  Heights,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Dennis  J.  Grillo. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (327-23-BZ) 

Whereas,  this  application,  under  the  building  zone  reso¬ 
lution,  permitting  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles,  affecting 
premises  77-20  Northern  boulevard,  southwest  corner  of 
Nothern  boulevard  and  78th  street,  Jackson  Heights,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  on  June  19, 
1923,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication,  and  amendment  of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  13,  1946 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  28,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Northern  boulevard  is  in  a  business  use, 
B  area  and  class  1)4  height  district;  78th  street  is  in  resi¬ 
dence  and  business  use,  B  area  and  class  1)4  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  14,  1946  on  Alt.  Applic.  2079-45  reads: 

“3.  Secure  approval  from  Board  of  Standards  and 
Appeals  for  use  of  building  as  a  garage  and  sales  room 
and  servicing  new  cars  (Records  show  that  job  was 
originally  approved  by  the  Bd.,  Cal.  327-23-BZ,  as  a 
garage).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  99  ft.  frontage  by  160  ft.  in  depth  (irregular), 
on  which  is  located  a  building  99  ft.  frontage  by  150  ft.  in 
depth  (irregular),  1  story,  14  ft.  in  height,  of  class  3  con¬ 
struction  ;  that  it  is  proposed  to  alter  the  interior  of  the 
building  by  erecting  a  partition  for  the  proposed  show  room 
56  ft.  by  48  ft.  located  in  the  northeast  corner  of  the  build¬ 
ing  ;  and 
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Whereas,  the  applicant  contends  that  it  is  proposed  to 
establish  an  auto  show  room  and  the  servicing  of  new  cars 
in  the  existing  garage  building  which  is  partly  in  a  busi¬ 
ness  and  partly  in  a  residence  district;  that  the  proposed 
showroom  and  servicing  section  would  be  located  entirely 
within  the  business  zone  section  of  the  building ;  that  the 
proposed  alteration  would  not  cause  any  handicap  to  the 
adjoining  property  owners  or  detract  from  the  appearance 
of  the  neighborhood,  but  the  general  appearance  of  the  neigh¬ 
borhood  would  be  greatly  enhanced,  as  shown  on  plans 
filed  with  this  application  for  improving  the  exterior  of 
the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  19,  1923,  by 
adding  thereto: 

“  .  .  .  that  in  the  event  the  new  owner  as  set  forth 
in  the  application  filed  with  the  Board  on  April  5,  1946, 
desires  to  change  the  use  of  the  building  to  an  auto¬ 
mobile  showroom,  servicing  and  repair  shop  for  the 
Packard  automobile  agency,  such  use  may  be  permit¬ 
ted  and  the  building  may  be  altered  as  indicated  on 
revised  plans  as  submitted  to  the  Department  of  Hous¬ 
ing  and  Buildings  under  Alt.  Applic.  2079-45,  and  as 
indicated  on  plans  filed  with  this  application,  4  sheets, 
marked  ‘Received  April  5,  1946,’  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area,  and 
that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto ;  that  any  and  all  signs  erected  on  the 
building  shall  comply  with  the  requirements  of  the 
zoning  resolution  therefor ;  that  no  roof  signs  shall  be 
erected ;  that  any  roof  signs  existing  on  the  building 
shall  be  removed ;  that  such  portable  fire  fighting  ap¬ 
pliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  the  servicing  and  repairing  shall  be 
only  in  conjunction  with  the  cars  dealt  in  by  the  agency; 
that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution  (Alt.  Applic.  2079-45).” 


255-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Queens  For¬ 
warding  Co.,  owner. 

SUBJECT — Application  reopened  February  26,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  accessory 
store,  office  and  waiting  room,  lubritorium,  auto 
laundry,  brake  testing,  wheel  alignment  and  minor 
repairs. 

PREMISES  AFFECTED — 94-01  to  94-09  81st  street,  east 
side,  from  Atlantic  avenue  to  Rockaway  boulevard, 
81-02  to  81-10  Atlantic  avenue  and  81-05  to  81-15 
Rockaway  boulevard  (Block  9009,  part  of  Lot  1), 
Woodhaven,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A  Lama. 

For  Opposition:  George  H.  Hofner  and  Arthur  C 
Hart. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Commissioner  Savage  and  Blum  and 


Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 

THE  RESOLUTION  (255-40-BZ) 


Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises  81- 
01  to  81-11  Rockaway  boulevard,  94-01  to  94-07  81st  street, 
northeast  corner  and  81-02  to  81-10  Atlantic  avenue,  south¬ 


east  corner  of  81st  street  (Block  9009,  Lot  1),  Woodhaven, 
Borough  of  Queens,  was  withdrawn  on  October  15,  1940; 
and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  26,  1946  and  restored  to  the  calendar,  subject 
to  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  28,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  and  Rockaway  Boule¬ 
vard  are  in  residence  and  business  use,  D  area  and  Class  1 
height  districts ;  82nd  street  is  in  residence  and  business 
use,  D  area  and  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  22,  1946,  re  N.B.  Applic.  2477-45,  reads: 

“1.  Proposed  gas  service  station,  accessory  store,  of¬ 
fice  and  waiting  room,  lubritorium,  auto  laundry,  brake 
testing,  wheel  aligning,  minor  repairs  in  a  business  use 
district  is  not  permitted,  see  sec.  4  of  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  98.26  ft.  front  by  100  ft.  in  depth,  irregular,  on 
which  it  is  proposed  to  erect  a  building  85  ft.  front  by  30 
ft.  in  depth,  one  story  (13  ft.)  in  height,  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  demolish  all  existing  struc¬ 
tures  and  erect  a  new  gasoline  service  station;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  material  yard  and  open  sheds 
for  storage  of  building  material  of  frame  construction;  that 
it  is  proposed  to  demolish  all  existing  structures  and  erect 
thereon  a  modern  masonry  building  30  ft.  by  85  ft.  to  house 
a  gasoline  service  station,  lubritorium  with  minor  repairs, 
auto  laundry,  office  and  sales  room  and  necessary  tanks  and 
pumps  with  planting  as  shown  on  attached  plan ;  that  the 
owners  also  own  Lot  6,  Block  9009,  now  improved  with 
a  gasoline  station,  which  will  be  discontinued  and  trans¬ 
ferred  to  Lot  1,  immediately  adjoining;  that  the  balance  of 
Lot  1  is  improved  with  a  1-story  public  garage,  leased  to 
the  City  to  house  Department  of  Sanitation  trucks  and 
equipment ;  that  this  proposal  will  in  no  way  affect  the  sur¬ 
rounding  area  as  the  balance  of  this  block  is  already  im¬ 
proved  with  non-conforming  uses  and  does  not  abut  any 
adjoining  property  owners;  that  since  Atlantic  Avenue  is 
now  a  main  automobile  artery,  this  site  will  be  suitably 
adapted  for  the  proposed  use;  that  there  is  within  the  im¬ 
mediate  area  a  gasoline  station  on  Block  9010,  Lot  26;  and 

Whereas,  the  applicant  stated  that  the  garage  located 
on  the  balance  of  Lot  1  and  also  Lot  6  formerly  occupied 
as  a  gasoline  station  were  under  lease  to  the  Department  of 
Sanitation  for  a  term  of  five  years ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7f  of  the  zoning  resolution  for  a  term  of  years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof  for  a 
term  of  ten  (10)  years  to  permit  the  plot  to  be  occupied  as 
a  gasoline  service  station,  including  auto  laundry,  lubri¬ 
torium,  minor  repairs,  brake  testing  and  wheel  alignment, 
as  proposed,  on  condition  that  the  premises  shall  be  ar¬ 
ranged  substantially  as  indicated  on  plans  filed  with  this 
application,  marked  “Received  January  25,  1946,”  two 

sheets;  that  the  planting  areas  shall  be  maintained  properly 
protected  by  curbing  as  indicated;  that  pumps  shall  be 
erected  not  nearer  than  15  feet  to  the  street  lines  of 
Rockaway  boulevard  and  Atlantic  avenue,  as  shown  on  said 
plans;  that  the  entire  area  where  not  occupied  by  the 
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accessory  building,  pumps  and  planting  shall  be  paved  with 
concrete  or  other  approved  bituminous  paving;  that  the 
curb  cuts  shall  be  restricted  to  one  from  81st  street,  not 
over  30  feet  in  width,  two  of  similar  width  from  Atlantic 
avenue  and  two  of  similar  width  from  Rockaway  boulevard ; 
that  no  signs  shall  be  erected  on  the  premises,  except  per¬ 
manent  signs  attached  to  the  accessory  building,  substan¬ 
tially  as  indicated  and  on  the  illuminated  globes  of  the 
pumps,  excluding  all  temporary  and  roof  signs  but  per¬ 
mitting  the  erection  within  the  building  line  of  a  post  stand¬ 
ard  at  the  intersection  of  Atlantic  avenue  and  81st  street 
and  also  at  Rockaway  boulevard  and  81st  street  for  sup¬ 
porting  signs,  which  may  be  illuminated,  advertising  only 
the  brand  of  gasoline  on  sale;  that  the  accessory  building 
shall  be  generally  of  the  size  and  design  indicated  on  such 
plans  and  conforming  with  the  requirements  of  the  Building 
Code  in  all  respects;  that  the  boilerroom  shall  be  separated 
from  the  balance  of  the  accessory  building  by  fireproof 
construction  and  enterable  only  from  the  exterior ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  the  number  of 
gasoline  storage  tanks  shall  not  exceed  eight  (8),  each  of 
550  gallon  capacity;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution;  and  that  in  view  of  the  granting 
of  this  zoning  variance  the  existing  gasoline  service  station 
under  the  same  ownership  on  Lot  6  shall  be  discontinued 
and  any  rights  thereto  for  continuance  shall  be  surrendered, 
as  proposed  by  the  applicant  and  all  pumps,  gasoline  stor¬ 
age  tanks  and  other  equipment  relating  to  such  former  use 
as  a  gasoline  station  shall  be  removed  and  not  replaced 
(N.B.  Applic.  2477-45). 

— 

596-45-BZ 

S  APPLICANT — Henry  Nordheim,  for  Albert  E.  Putnam 
Estate,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  local  retail  district,  the 
change  in  occupancy  from  business  (stores)  to  busi¬ 
ness  (stores)  and  factory. 

PREMISES  AFFECTED— 1161-1175  Castle  Hill  avenue, 
and  2167  Powell  avenue,  northwest  corner  (Block 
3811,  Lot  41),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition :  John  F.  Stephens  and  Morris  H. 
Beyers. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

!  ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (596-45-BZ) 

Whereas,  Henry  Nordheim,  for  Albert  E.  Putnam  Es¬ 
tate,  owner,  filed  October  5,  1945  an  application  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
-  local  retail  district  the  change  of  occupancy  from  business 
|  (stores)  to  business  (stores)  and  factory,  affecting  premises 
1161-75  Castle  Hill  avenue  and  2167  Powell  avenue,  north¬ 
west  corner  of  Castle  Hill  avenue  and  Powell  avenue  (Block 
3811,  Lot  41),  Borough  of  The  Bronx;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  a  statement  has  been  filed  by  Albert  D.  Phelps, 
Jr.  to  the  effect  that  he  is  now  the  owner  of  the  subject 
property  and  has  been  such  owner  since  January  8,  1946, 
and  as  owner  does  not  authorize  this  application. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  as  being  improperly  before  the  Board  owing  to  the 
lack  of  authorization  of  the  present  owner. 


59-46-BZ 

APPLICANT — William  Sambur  and  Charles  Leonardi,  for 
Harry  Taplin,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
extension  of  existing  lumber  sheds  by  roofing  over 
existing  loading  space. 

PREMISES  AFFECTED — 106-28  101st  avenue,  southwest 
corner  of  107th  street  (Block  9424,  Lot  7),  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Sambur. 

For  Opposition:  Arthur  S.  Bernholdt,  Robert  Evans 
and  Milton  Howe. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  0 

Negative  r  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (59-46-BZ) 

Whereas,  William  Sambur  and  Charles  Leonardi,  for 
Harry  Taplin,  owner,  filed  January  25,  1946,  an  application 
under  sections  7 a  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  extension  of  existing  lumber 
sheds  by  roofing  over  existing  loading  space ;  premises : 
106-28  101st  avenue,  southwest  corner  of  107th  street  (Block 
9424,  Lot  7),  Ozone  Park,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  28,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  101st  avenue  is  in  a  business  use,  D 
a^rea  and  Class  1  height  district;  107th  street  is  in  residence 
(fnd  business  use,  D  area  and  Class  1  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  21,  1946,  re  Alt.  Applic.  1819-45,  reads: 

“1.  The  extension  of  existing  lumber  sheds,  by  roofing 
over  existing  loading  space,  in  a  business  district  is 
contrary  to  sec.  4  (31)  of  the  Zone  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  50  ft.  front  by  96  ft.  in  depth,  one  story 
(16  feet)  in  height,  of  Class  4  construction;  that  it  is  pro¬ 
posed  to  roof  over  the  existing  loading  space;  and 
Whereas,  the  applicant  contends  that  the  premises  have 
been  used  since  1923  as  an  office-storage  and  sale  of  lumber 
(lumber,  storm  sash,  screens  and  finished  millwork)  being 
a  legal  conforming  use  in  accordance  with  the  existing  zon¬ 
ing  resolution;  that  the  sheds  on  the  premises  have  proven 
over  a  period  of  years  to  be  insufficient  to  adequately  pro¬ 
tect  the  products  stored  therein  and  it  was  found  expedient 
some  time  ago  to  roof  over  the  rear  portion  of  the  existing 
loading  space,  which  was  done  without  filing  plans  with 
the  Department  of  Housing  and  Buildings;  that  due  to  the 
heavy  demand  for  finished  wood  products,  the  owners  now 
desire  to  protect  all  the  products  and  after  filing  plans  and 
applications  under  Alt.  1819-45  with  the  Department  of 
Housing  and  Buildings  received  the  decision  appealed 
herein;  that  it  is  proposed  to  legalize  the  previously  roofed- 
over  loading  space  and  also  to  obtain  permission  to  roof 
over  the  balance  of  the  loading  space,  approximately  13  ft. 
6  in.  by  60  ft.  in  area ;  that  although  the  Department  of 
Housing  and  Buildings  deems  this  an  extension  of  a  pro¬ 
hibited  use,  it  is  felt  this  is  in  error  as  there  is  no  extension 
of  use;  that  the  area  will  not  be  extended  and  the  present 
loading  space  will  be  maintained  and  continued  as  such, 
merely  covered  as  a  means  of  protection  from  the  elements ; 
that  the  applicant  further  contends  that  by  covering  the 
loading  space,  a  more  presentable  appearance  will  be  created 
and  any  hazard  that  may  exist  will  not  be  increased;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  a,  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 
therefore  not  entitled  to  relief  on  the  grounds  af  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1819-45,  Objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


69-46-BZ 

APPLICANT — William  J.  Minogue,  for  Edwin  Gould 
Foundation  for  Children,  owner. 

SUBJECT — Application  (decision  of  the  borough  Superin¬ 
tendent)  under  section  21  of  the  zoning  resolution,, 
to  permit  in  residence  use,  E-l  area  district,  the 
conversion  of  occupancy  from  existing  use  (dor¬ 
mitory  of  children’s  home)  to  multiple  dwelling 
not  conforming  to  requirements  of  E-l  area  dis¬ 
trict. 

PREMISES  AFFECTED— 1761  Stillwell  avenue,  south¬ 
east  corner  of  Pelham  parkway  (Block  4411,  part 
of  Lot  300),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  J.  Minogue,  Ernest  Pratt, 
G.  B.  Harrington  and  S.  M.  Meyer. 

For  Opposition:  Beatrice  E.  Munsell,  Evelyn  A. 
M unsell,  Bessie  L.  Munsell,  Grace  L.  Butler, 
Florence  Schaefer,  Mildred  Rueppel,  Frank 
Neri,  Anton  J.  Patofio,  Isabel  T.  Prest,  J.  S. 
Ten  Eyck  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  • 

Affirmative  . . .  0 

Negative:  Chairman  Murdock,  Commissioners. 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (69-46-BZ) 

Whereas,  William  J.  Minogue  for  Edwin  Gould  Founda¬ 
tion  for  Children,  owner,  filed  February  1,  1946  an  applica¬ 
tion  under  section  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use  E-l  area  district  the  conversion  of  occu¬ 
pancy  from  existing  use  (dormitory  of  children’s  home)  to 
multiple  dwelling  not  conforming  to  requirements  of  an  E-l 
area  district,  afifecting  premises  1761  Stillwell  avenue,  south¬ 
east  corner  of  Pelham  parkway  (Block  4411,  part  of  Lot 
300),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  28,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Stillwell  avenue  is  in  a  residence  use,  E-l 
area  and  class  1  (4  height  district ;  Wickham  avenue  is  in  a 
residence  use  E-l  area  and  class  1(4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  21,  1946  on  Alt.  Applic.  686-45  reads: 

“A-l.  As  building  is  located  in  an  E-l  district,  it  may 
not  be  altered  to  a  dwelling  for  more  than  two  families. 
Sec.  15A  Zone  Res.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  2155.74  ft.  frontage  by  594.22  ft.  in  depth  (max.) 
on  which  is  located  a  building  213.33  ft.  front  by  143  ft. 
(max.)  2(4  stories,  32.25  ft.  in  height,  of  class  3  construc¬ 
tion;  that  it  is  proposed  to  convert  the  1st  and  2nd  floors 
into  housekeeping  apartments  with  a  total  of  28  apartments 
and  69(4  rooms ;  that  the  alteration  will  occur  within  the 
building ;  that  no  structural  changes  will  be  made  outside ; 
and 


Whereas,  the  applicant  contends  that  the  zoning  changes 
in  this  district  have  been  too  frequent  and  too  drastic, 
changing  in  a  period  of  less  than  four  years  from  the  least 
restrictive  to  one  of  the  most  restrictive  area  districts  despite 
the  fact  that  the  open  cut  of  the  New  York,  New  Haven 
and  Hartford  Railroad  is  along  the  rear  of  the  property, 
this  property  having  been  in  an  A  area  district  March  31, 
1937  and  changed  November  28,  1938  to  an  F  area  district 
and  again  changed  July  20,  1942  to  an  E-l  area  district; 
that  the  building  is  a  2(4  story  structure  with  recreation 
rooms,  boiler  and  storage  rooms  in  cellar;  dining  rooms, 
kitchen,  living  rooms  and  help  rooms  on  1st  floor  and 
dormitories  on  2nd  floor;  that  the  attic  is  unoccupied;  that 
it  is  intended  to  convert  the  1st  and  2nd  floor  into  house¬ 
keeping  apartments  with  a  total  of  28  apartments,  the  build¬ 
ing  to  retain  its  existing  shape  with  no  changes  to  the 
entrances  to  separate  units;  that  the  present  use  is  similar 
to  a  boarding  school  dormitory,  a  multiple  dwelling  occu¬ 
pancy,  the  only  difference  being  the  question  of  paying  rent; 
that  therefore  this  is  actually  not  a  change  in  occupancy  but  ; 
only  technically  a  change;  that  due  to  the  extreme  housing 
shortage  this  will  add  a  number  of  permanent  apartments  . 
and  will  be  an  asset  to  the  city  as  a  whole;  that  as  this 
is  an  existing  building  it  is  felt  that  compliance  with  the 
requirements  for  setback  from  the  front  line,  yards,  side 
yard  and  court  requirements  should  not  be  applied  and  that 
the  building  be  accepted  in  its  present  location  and  with 
its  present  open  and  unbuilt  on  areas ;  that  all  other  ob¬ 
jections  except  the  one  appealed  from  will  be  complied  with 
to  the  satisfaction  of  the  Department  of  Housing  and  Build¬ 
ings  ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  686-45,  Objection  A-l,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 

is  denied.  _ 

72-46-BZ 

APPLICANT — Italo  Nicolai,  for  Francisco  Lago,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection  of 
a  building  to  be  used  as  a  gasoline  service  station 
and  lubritorium,  for  a  term  of  ten  (10)  years. 
PREMISES  AFFECTED— 1112  Richmond  terrace,  south 
side,  95  ft.  east  of  Bard  avenue  (Block  77,  part  of 
Lot  6),  West  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Italo  Nicolai. 

For  Opposition:  Helen  Burns,  Doris  Mitchell  and 
Carl  Isaacs. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (72-46-BZ) 

Whereas,  Italo  Nicolai  for  Francisco  Lago,  owner,  filed 
February  5,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district  the 
erection  of  a  building  to  be  used  as  a  gasoline  service  sta¬ 
tion  and  lubritorium  for  a  term  of  ten  (10)  years:  premises 
1112  Richmond  terrace,  south  side,  95  ft.  east  of  Bard  avenue 
(Block  77,  part  of  Lot  6),  West  Brighton,  Borough  of  Rich¬ 
mond  ;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  28,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Richmond  terrace  is  in  fesidence  and 
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unrestricted  use,  E  area  and  Class  1)4  height  districts; 

B  Bard  avenue  is  in  residence  and  unrestricted  use,  E  and 
Class  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  31,  1946,  re  N.B.  Applic.  254-45,  reads: 

“1.  This  proposed  one  story  non-fireproof  building  to 
be  used  for  a  gas  service  station  and  lubritorium  is  not 
permitted,  as  it  is  a  use  contrary  to  a  use  permitted 
in  a  residential  use  district.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  203  ft.  frontage  by  186  ft.  in  depth,  on  which  is 
to  be  erected  a  building,  35  ft.  front  by  32  ft.  in  depth,  one 
story,  14  ft.  6  inches  in  height,  of  Class  3  construction ;  that 
it  is  proposed  to  build  the  proposed  building  on  the  vacant 
portion  of  the  lot ;  the  owners  house  is  at  present  on  one 
lot  and  is  56  ft.  5  in.  front  by  48  ft.  6  in.  in  depth,  1,  2  and 
2)4  stories  in  height,  of  Class  3  construction;  and 
Whereas,  the  applicant  contends  that  when  the  owner 
purchased  this  property  5  years  ago  he  did  so  as  he  felt 
that  location  was  ideal  for  this  type  of  business ;  that  the 
zone  was  changed  in  January,  1942  from  business  to  resi¬ 
dence;  that  the  plot  is  bounded  on  the  north  by  railroad 
tracks,  on  the  west  by  the  Staten  Island  Edison  Company 
plant,  and  on  the  east  by  an  open  space  which  is  marshy  and 
often  filled  with  water ;  that  the  proposed  building  will  be 
erected  of  masonry,  with  fire  retarded  ceilings  and  cement 
floor;  that  there  is  small  possibility  of  any  radical  changes 
in  the  area  for  at  least  a  decade,  therefore  it  is  desired 
that  a  permit  for  10  years  be  granted  so  that  the  owner 
can  erect  a  modern  and  attractive  building  and  have  ample 
time  to  receive  financial  remuneration ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved ,  that  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  254-45,  Objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


! 


262-46-BZ 

APPLICANT — Emanuel  M.  Glick,  for  Jane  Grillo,  owner 
(G.  I.  Motors,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  garage  and  motor  vehicle  repair 
shop  and  parking  lot  for  more  than  five  (5)  cars 
(previously  granted  by  the  Board),  to  garage  and 
motor  vehicle  repair  shop  and  automobile  sales  lot 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1480-1484  Coney  Island  avenue, 
west  side,  440  ft.  north  of  Avenue  L  (Block  6536, 
part  of  Lot  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Emanuel  M.  Glick  and  Louis 
Becker. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


THE  RESOLUTION  (262-46-BZ) 

Whereas,  Emanuel  Glick  for  Jane  Grillo,  owner;  G.  I. 
Motors,  Inc.,  lessee,  filed  March  8,  1946,  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district  the  change  in  occupancy  from  garage  and 
motor  vehicle  repair  shop  and  parking  lot  for  more  than 
five  (5)  cars  (previously  granted  by  the  Board)  to  garage, 
motor  vehicle  repair  shop  and  automobile  sales  lot  for  more 
than  five  (5)  cars;  premises:  1480-1484  Coney  Island 
avenue,  west  side,  440  ft.  north  of  Avenue  L  (Block  6536, 
part  of  Lot  20),  Borough  of  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  May  28,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Coney  Island  avenue  is  in  a  business  use, 
C  area  and  Class  1)4  height  district;  Avenue  L  is  in  resi¬ 
dence  and  business  use,  C  and  D  area  and  Class  1  and  1)4 
height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  21,  1946,  re  Certificate  of  Occupancy  App. 
# 600-46  reads : 

“Your  request  for  new  certificate  of  occupancy  for  the 
subject  premises  with  the  use  to  be  changed  from  garage 
and  motor  vehicle  repair  shop  and  parking  lot  for  more 
than  five  (5)  cars,  to  garage  and  motor  vehicle  repair 
shop  and  automobile  sales  lot  for  more  than  five  (5) 
cars,  is  hereby  denied  as  the  premises  are  located  in  a 
Business  District  in  which  the  proposed  use  is  prohibited 
by  Article  II,  Section  IV,  Subdivision  15.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  60  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  22  ft.  front  by  100  ft.  deep,  one  story 
(14  feet)  in  height,  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  use  the  unbuilt  upon  portion  of  lot  for  the  automo¬ 
bile  sales  of  more  than  five  (5)  cars;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  plot  60  ft.  front  by  100  ft.  in  depth  on  which  is 
located  a  one-story  brick  garage  and  motor  vehicle  repair 
shop  and  a  space  maintained  for  the  outdoor  transient 
parking  of  motor  vehicles,  pursuant  to  a  variance  granted 
by  the  Board  March  17,  1942  which  expired  in  1944  and 
was  not  renewed ;  that  it  is  now  proposed  to  occupy  the 
entire  premises  for  the  sale  of  used  cars  and  in  conjunction 
therewith  the  unoccupied  portion  fronting  38  ft.  on  Coney 
Island  Avenue  to  a  depth  of  100  ft.  for  the  open  air  sale 
and  display  of  more  than  five  used  cars ;  that  the  building 
on  the  premises  will  be  used  for  the  servicing  and  repair  of 
these  cars  in  preparation  for  their  sale ;  that  the  proposed 
operation  of  the  entire  parcel  will  be  under  one  control 
and  will  not  tend  to  depreciate  the  value  of  neighboring 
property  and  the  street  upon  which  the  premises  front  is 
largely  given  over  to  automobile  uses ;  that  signs  displayed 
will  be  limited  to  one  on  the  vacant  portion  of  site,  38  ft. 
in  width  by  4  ft.  in  height,  advertising  only  the  sale  of  used 
cars  and  will  not  be  illuminated  nor  extend  beyond  the 
building  line ;  that  the  premises  will  be  enclosed  along  the 
front  building  line  with  a  substantial  fence  except  for  an 
existing  opening  approximately  10  ft.  in  width  with  a  curb 
cut  in  front  thereof  9  ft.  in  width ;  that  the  proposed  use 
will  not  be  hazardous  to  pedestrians  as  the  number  of  cars 
crossing  the  sidewalks  will  be  reduced  from  that  permitted 
by  the  previous  grant  by  the  Board  for  transient  parking; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  to  permit 
that  portion  of  the  premises  to  the  north  unbuilt  upon  with  a 
frontage  of  38  ft.  and  a  depth  of  100  ft.  to  be  occupied  as 
proposed  for  the  sale  of  used  cars  in  conjunction  with  the 
adjoining  garage  building  on  the  premises  to  the  south, 
variance  for  which  was  granted  by  the  Board  under  Cal. 
198-16-BZ,  and  later  to  permit  repairing  under  Cal.  25-36- 
BZ,  on  condition  that  the  resolutions  adopted  by  the  Board 
under  Cal.  198-16-BZ  and  25-36-BZ  shall  be  complied  with 
in  all  respects ;  that  any  sign  erected  as  proposed  advertising 
the  sales  of  used  cars  shall  be  in  accordance  with  all  re¬ 
quirements  therefor ;  that  the  existing  fence  which  was 
established  at  the  time  the  Board  permitted  the  use  of  this 
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portion  of  the  premises  for  parking  and  storage  of  more 
than  five  (5)  cars  under  Cal.  418-41-BZ,  may  be  removed, 
provided  there  is  substituted  therefor  a  masonry  curb,  not 
less  than  one  (1)  ft.  in  height  and  one  (1)  ft.  in  width,  con¬ 
tinuously  across  the  premises  except  for  the  entrance  as 
permitted  by  the  existing  curb  cut;  that  in  all  other  respects 
the  structure  and  premises  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


276-46-BZ 

APPLICANT — Paul  Friedman,  for  72nd  Street  Realty  Co., 
owner  (Sheridan  Sportwear,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  extension  of  an  existing  wearing  apparel  factory, 
into  the  residence  use  district. 

PREMISES  AFFECTED— 1145-1149  Liberty  avenue,  and 
145-159  Sheridan  avenue,  northeast  corner  (Block 
4182,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Max  Wechsler. 
For  Opposition:  Philip  Ciaccia,  Richard  J.  Cutolo, 
Emma  Cutolo,  Fred  Maack  and  Louise  Metz- 
inger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (276-46-BZ) 

Whereas,  Paul  Friedman  for  72nd  Street  Realty  Co., 
owner  (Sheridan  Sportwear,  lessee)  filed  April  18,  1946 
an  application  under  section  7c  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  districts  the  extension 
of  an  existing  wearing  apparel  factory  into  the  residence 
use  district,  affecting  premises  1145-1149  Liberty  avenue  and 
145-159  Sheridan  avenue,  northeast  corner  (Block  4182, 
Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  28,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Liberty  avenue  is  in  a  business  use, 
C  area  and  class  1  height  district;  Sheridan  avenue  is  in 
residence  and  business  use,  C  area  and  class  1  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  20,  1946  on  amendment  to  Alt.  Applic.  2389-45 
reads : 

“1  The  change  in  use  of  a  portion  of  a  building 
located  in  a  residence  use  district  from  storage  to 
manufacturing  of  wearing  apparel  is  contrary  to  the 
Zoning  Resolution,  Art.  II,  Sec.  3.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  50  ft.  frontage  by  134  ft.  7  in.  in  depth  (irregular) 
on  which  is  located  a  building  50  ft.  front  by  134  ft.  7  in.  in 
depth  (irregular),  2  stories,  20  ft.  in  height,  of  class  3  con¬ 
struction;  that  it  is  proposed  to  extend  the  existing  wearing 
apparel  factory  into  the  portion  of  the  building  now  in  the 
residence  zone;  that  it  is  proposed  to  cut  new  windows  in 
the  facade  of  the  building  on  the  Sheridan  avenue  side ;  and 

Whereas,  the  applicant  contends  that  the  property  is 
presently  zoned  as  a  business  district  for  a  distance  of  100 
ft.  north  of  Liberty  avenue  and  the  remainder  is  zoned  for 
residence  use  which  designations  have  not  been  changed 
since  1916  and  no  zoning  amendment  relating  to  this  prop¬ 


erty  is  pending ;  that  the  building  is  of  class  3  construction, 
erected  in  1916  for  use  as  a  motion  picture  theater  and  2 
stores  on  the  1st  floor  and  offices  on  the  mezzanine;  that 
on  Sheridan  avenue  the  building  was  occupied  for  a  theater 
to  a  depth  of  50  ft.  and  in  the  rear  area  of  25  ft.  by  50  ft. 
the  occupancy  was  for  a  refreshment  stand;  that  in  1929 
permit  was  obtained  to  change  the  area  previously  approved 
for  refreshment  stand  to  storage ;  that  in  1933  the  theater 
was  removed  and  the  occupancy  of  public  market  was  ap¬ 
proved  and  the  rear  25  ft.  by  50  ft.  space  was  occupied  as 
storage ;  that  under  Alt.  2389-45  a  change  of  occupancy  was 
approved  changing  the  first  floor  from  market  and  storage 
to  manufacturing  and  storage  (55  females  and  35  males  em¬ 
ployed),  the  portion  to  be  used  for  manufacturing  of  wearing 
apparel  being  within  the  business  use  district  and  proposed 
to  be  separated  from  the  remaining  residence  use  district 
portion  by  a  partition ;  that  Zone  Violation  78-45  is  pending 
in  that  the  rear  of  the  building  is  being  used  for  manu¬ 
facturing  ;  that  Violation  4575  is  pending  in  that  the  dwarf 
partition,  6  ft.  high,  has  not  been  erected ;  it  is  proposed 
to  extend  the  existing  wearing  apparel  factory  into  the  por¬ 
tion  of  the  building  now  zoned  for  residence  but  heretofore 
used  for  public  market  and  storage ;  that  except  for  the 
cutting  of  new  windows  in  the  facade  of  the  building  on 
the  Sheridan  avenue  side,  no  alteration  is  contemplated ; 
that  only  of  the  premises  is  located  in  a  residence  use 
district  and  it  is  not  an  invasion  of  the  residence  district 
since  it  will  occupy  space  heretofore  used  for  public  market 
and  storage  and  will  harm  no  one  because  it  is  proposed 
to  occupy  the  area  for  which  this  variance  is  sought  with 
cutting  tables,  pressing  machines  and  pressing  tables,  the 
sewing  machine  section  being  restricted  to  the  business 
district  portion  of  the  floor ;  that  a  variation  would  do  sub¬ 
stantial  justice  because  it  would  permit  the  beneficial  use 
of  the  property  without  adversely  affecting  the  neighborhood; 
that  the  character  of  construction  of  the  portion  of  the 
building,  which  portion  is  located  within  the  residence  dis¬ 
trict,  precludes  its  use  for  residential  purposes  and  the 
proposed  variation  will  benefit  the  neighborhood  in  that 
the  light  manufacturing  proposed  to  be  done  is  more  de¬ 
sirable  than  the  public  market  and  storage  occupancy ;  that 
denial  of  this  application  would  require  the  tenant  to  seek 
loft  space  elsewhere  with  the  possible  result  that  its  present 
70  odd  employees  might  be  discharged  since  there  is  an 
extreme  shortage  of  available  loft  space ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c,  for  a  term  of 
two  (2)  years  to  permit  the  extension  of  the  factory  as 
proposed,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  type  of  manufacturing 
shall  not  differ  from  what  is  now  actually  on  the  premises; 
that  the  adjoining  lot,  No.  8,  un^er  the  same  ownership 
shall  be  _  maintained  in  neat  condition  with  an  adequate  and 
substantial  fence  along  the  front;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  two  (2)  months  from  the 
date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 
523-43-A 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee; 
for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.,  and  Jacob  Wil¬ 
bert,  owners. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent  (under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd 
street)  previously  granted  on  condition  in  connection 
with  Cal.  522-43-BZ. 

PREMISES  AFFECTED— 152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  44, 
47  and  68;  Block  4538,  Lots  1  and  18  and  Block 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone,  Bor¬ 
ough  of  Queens. 

APEARANCES— 

For  Applicant :  Albert  Kleinert. 

For  Opposition:  John  Edmeier. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1946  at  10 
A.M.,  for  inspection  by  a  committee  of  the  Board. 

_ 

60-46-A 

APPLICANT— William  Sambur  and  Charles  Leonardi, 
for  Harry  Taplin,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borugh  superin¬ 
tendent. 

PREMISES  AFFECTED— 106-28  101st  avenue,  southwest 
corner  of  107th  street  (ground  floor)  ;  (Block  9424, 
Lot  7),  Ozone  Park,  Borough  of  Queens. 

APEARANCES— 

For  Applicant :  William  Sambur. 

For  Opposition :  Arthur  S.  Benholdt,  Robert  H. 
Evans  and  M.  Howe. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . : .  0 

Negative.:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (60-46-A) 

Whereas,  William  Sambur  and  Charles  Leonardi,  for 
Harry  Taplin,  owner,  filed  January  25,  1946  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
106-28  101st  avenue,  southwest  corner  of  107th  street, 
ground  floor  (Block  9424,  Lot  7)  Ozone  Park,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  21,  1946,  on  Alt.  Applic.  1819-45  reads : 

“2.  The  extension  of  existing  frame  buildings  in  the 
fire  limits  used  for  the  storage  of  lumber  is  contrary 
to  sec.  4.1.2  of  Building  Code.” 
and 

Whereas,  the  applicant  states  that  the  premises  are  50  ft. 
by  100  ft.  in  area,  located  in  a  business  use  D  area  Class  1 
height  district  upon  which  the  existing  building  erected  in 
1923  50  ft.  by  96  ft.  in  area,  1  story  16  ft.  in  height,  of 
Class  4  construction,  is  located,  and  used  and  occupied  as 
follows :  office,  storage  and  sale  of  lumber,  storm-sash 
screens  and  millwork — 5  persons;  that  no  change  in  use  or 
occupancy  is  proposed ;  and 

Whereas,  C.  O.  Q30626  issued  March  20,  1944  on  com¬ 
pletion  of  Alt.  Applic.  153-44  permits  the  use  of  the  one 
story  frame  commercial  building  for  lumber  storage  and 
sale  of  lumber,  storm  sash  and  screens;  no  saw  or  planing 
mill  to  be  used ;  and 

Whereas,  the  applicant  contends  that  the  premises  have 
been  used  since  1923  as  at  present ;  that  the  sheds  have 
proven  over  a  period  of  years  to  be  insufficient  to  adequately 
protect  the  products  stored  therein  and  it  was  found  expedi¬ 
ent  sometime  ago  to  roof  over  the  rear  portion  of  the  exi¬ 
sting  loading  space ;  that  this  work  was  accomplished  with¬ 


out  filing  plans  with  the  Department  of  Housing  and  Build¬ 
ing  ;  that  it  is  now  proposed  to  protect  all  of  the  products 
by  roofing  over  the  existing  loading  space  as  indicated  on 
plans  filed  with  this  appeal ;  that  since  the  large  loading 
space  will  be  maintained  thus  affording  adequate  aisle  space 
and  since  this  aisle  space  will  be  accessible  from  the  streets 
and  that  3"  thick  lumber  is  used  in  the  construction  and  is 
considered  slow-burning,  that  a  street  hydrant  is  located  on 
the  same  street  and  a  fire  alarm  box  on  the  next  street,  it 
is  requested  that  the  Board  modify  the  decision  of  the  bor¬ 
ough  superintendent  and  permit  the  proposed  work ;  and 

Whereas,  plans  filed  with  this  appeal  indicate  that  the 
existing  lumber  sheds  were  constructed  under  N.B.  3185-29 ; 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  in  conjunction  with  Cal.  59-46-BZ. 

Resloved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1819-45,  Objection  2,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied 
‘(Alt.  Applic.  1819-45). 


270-46-A 

APPLICANT — Joyce  7-Up  Bottling  Company,  lessee,  for 
Charles  A.  Anderson  Realty  Corporation,  owner. 
SUBJECT — appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 656  East  133rd  street  and  west 
side  of  Cypress  avenue,  from  East  132nd  to  East 
133rd  street  (basement)  ;  (Block  2546,  Lot  52), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  J.  R.  McGovern,  J.  York  and  W. 
Whitehill. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (270-46-A) 

Whereas,  Joyce  7-Up  Bottling  Co.,  lessee;  Charles  A. 
Anderson  Realty  Corp.,  owner,  filed  April  15,  1946,  an  ap¬ 
peal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  656  East  133rd  street  and  west  side  of 
Cypress  avenue,  from  East  132nd  to  East  133rd  streets, 
basement  (Block  2546,  Lot  52),  Borough  of  The  Bronx;  and 
Whereas,  Order  #44626  LC  issued  by  the  Fire  Commis¬ 
sioner  March  4,  1946,  and  repeated  in  his  decision  of  April 
12,  1946,  reads : 

“Before  a  permit  may  be  issued  for  the  storage  of 
matches,  the  following  must  be  done: 

1.  Discontinue  the  storage  of  matches  in  excess  of 
60  matchmens  gross  without  a  permit  from  the  fire 
commissioner.  No  permit  may  be  issued  for  the  storage 
of  matches  in  this  building  for  the  reasons  stated  in 
section  C19-46  Sub.  1  &  3  of  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  basement,  42  ft.  in  height,  200  ft.  by  150  ft.  in 
area;  Class  1  construction;  located  in  an  unrestricted  use, 
A  area,  Class  2  height  district;  erected  in  1927  and  used 
and  occupied  since  1940  as  follows :  Basement,  warehouse, 
35  persons ;  1st  floor,  manufacturing  toys,  55  persons ;  2nd 
floor,  office  and  manufacturing  metal  goods,  25  persons;  that 
the  building  is  equipped  with  a  one  source  sprinkler  system, 
a  standpipe  system,  three  4  ft.  wide  interior  steel  stairs  with 
cement  treads,  enclosed  in  terra  cotta  blocks,  equipped  with 
iron  self-closing  doors  and  leading  directly  to  street,  one 
of  which  leads  to  roof  bulkhead;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  store  3,000  matchmen’s  gross  book  safety  matches 
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packed  in  fire-retarding  cartons  stored  in  fireproof  vault, 
in  this  fireproof  building,  which  is  located  in  a  sparsely 
settled  industrial  area ;  that  it  will  be  a  hardship  to  be 
denied  the  storage  of  the  matches  as  the  sale  of  matches 
is  an  integral  part  of  the  applicant’s  method  of  merchandis¬ 
ing  and  a  refusal  to  permit  such  storage  would  do  irrepar¬ 
able  harm  to  the  applicant’s  business  and  give  unfair  ad¬ 
vantage  and  aid  to  his  competitors ;  that  retail  dealers  depend 
on  the  applicant  for  their  match  supply  and  the  yearly  sales 
from  these  matches  are  in  excess  of  $60,000  and  represent 
a  considerable  share  of  the  applicant’s  total  business ;  and 

Whereas,  the  applicant’s  statement  that  the  building  is 
now  protected  by  a  one  source  sprinkler  system  is  not  correct. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
44526-LC,  Objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
amount  of  matches  stored  shall  not  exceed  3,000  match- 
men’s  gross  as  proposed ;  that  such  matches  shall  be  of  the 
paper  book  safety  type  packed  in  cartons  and  kept  stored 
within  the  fireproof  room  marked  “Match  Vault”  on  plans 
filed  with  this  appeal  marked  “Received  April  15,  1946,”  in 
the  cellar  (incorrectly  indicated  on  plans  as  basement)  of 
the  premises  occupied  by  the  applicant-lessee;  that  the 
match  vault  shall  be  maintained  as  proposed  enclosed  with 
8  in.  brick  walls  from  floor  to  ceiling  and  with  approved 
Underwriter’s  fire  door  leading  thereto;  that  the  window 
from  such  vault  to  the  street  shall  be  maintained,  and  in 
addition  the  vault  space  shall  be  protected  by  sprinkler  heads 
which  may  be  connected  to  the  house  water  line,  provided 
such  water  line  from  the  street  main  is  not  less  than  2  in. 
in  diameter ;  that  in  all  other  respects  the  premises  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner 
and  in  all  other  respects  in  accordance  with  all  laws,  rules 
and  regulations  applicable  thereto. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

476-44-SM 

APPLICANT— United  States  Gypsum  Co.,  owner. 

SUBJECT — United  States  Gypsum  Co.’s  2"  Solid  Rocklath 
and  Plaster  Partition  (reopened  January  15,  1946 
re  amendment  to  include  approval  of  a  fire  resistive 
rating  of  one  hour). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  2 
P.  M.,  for  further  consideration. 


28-38-SM 

APPLICANT — Concrete  Plank  Co.,  Inc.,  owner. 
SUBJECT — Cantilite  Concrete  Plank  for  Roof  and  Floor 
Construction  (reopened  January  29,  1946  re  amend¬ 
ment  of  resolution). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (28-38-SM) 

Whereas,  the  Concrete  Plank  Co.,  Inc.,  owner,  filed  on 
January  18,  1938,  an  application  for  approval  of  the  material 
known  as  Cantilite  Concrete  Plank  simple  spans,  tongue  and 
grooved  construction  for  roof  and  floor  construction ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
March  15,  1938,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  February  7,  1939, 
June  21,  1938  and  June  26,  1945,  and  the  applicant  requested 
a  further  amendment  of  the  resolution;  and 


V  hereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  29,  1946,  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

May  9,  1946 

Re :  Cal.  28-38-SM 

Subject:  Cantilite  Concrete  Plank  for  Roof  and  Floor 
Construction  (Amendment  of  Resolution). 

The  Concrete  Plank  Company,  Incorporated,  on  May 
22,  1946,  requested  a  reopening  of  the  approval  granted 
them  under  the  aforementioned  calendar  number  for  the 
purpose. of  seeking  approval  to  substitute  a  new  type  of 
clip  which  is  formed  to  fit  around  the  tongue  of  the 
concrete  plank,  the  clip  being  tightly  secured  in  place 
by  a  driving  fit  resulting  from  hammer  blows  on  the 
plank. 

The  request  for  reopening  was  considered  and  on 
January  29,  1946,  the  application  was  reopened  and 
restored  to  the  calendar.  The  applicant  has  submitted 
samples  of  the  clip,  including  specimens  of  plank  show¬ 
ing  the  comparison  between  the  attachment  of  the  old 
clip,  which  is  nailed  to  the  plank  by  cutting  away  the 
tongue,  and  the  new  clip  which  is  of  the  same  gauge 
except  that  the  new  clip  is  so  formed  that  it  takes  the 
shape  of  the  .tongue  and  in  all  other  respects  it  is  the 
same  as  the  clip  being  presently  used,  except  that  no 
nailing  is  proposed  to  be  used  with  the  new  clip  as  it 
is  secured  and  held  rigidly  in  position  by  the  wedge 
action  of  adjoining  planks  when  driven  tightly  together. 
However,  in  fastening  the  planks  to  purlins,  wood  beams 
or  rafters,  where  the  slope  is  greater  than  6  in. 
to  12  in.  it  is  proposed  to  nail  the  clips  to  the  plank. 

TESTS 

A  comparative  test  was  made  on  the  flat  clips  pre¬ 
viously  used  and  the  proposed  new  tongue  and  groove 
clip  at  the  laboratory  at  the  U.  S.  Testing  Company, 
report  dated  April  2,  1946,  Test  No.  57832,  quoted  as 
follows : 

Objective 

To  determine  any  difference  in  the  holding  power  of 
the  old  type  clip  nailed  to  the  plank  after  a  portion  of 
tongue  is  removed,  and  the  new  clip  fitting  firmly 
around  the  tongue  but  not  nailed,  and  the  new  clip 
fitting  around  the  tongue  and  nailed. 

Procedure 

The  tests  were  conducted  on  a  Baldwin  Southwark 
Universal  Hydraulic  Testing  Machine,  employing  a 
10,000  pound  range.  The  tests  were  made  in  compres¬ 
sion  with  the  ram  moving  upwards  toward  a  stationary 
head  or  crossarm. 

Two  channels  were  fastened  at  right  angles  to  the 
cross  arm,  the  channels  being  22"  apart.  Two  I  beams 
were  fastened  by  the  top  flange  to  the  bottom  flange  of 
the  channels,  the  I  beams  being  at  right  angles  to  the 
channels  or  in  the  same  direction  as  the  cross  arm  of 
the  machine.  This  allowed  two  concrete  planks  to  be 
laid  on  top  of  the  I  beams,  in  between  the  channels, 
and  clipped  to  the  I  beams  in  the  standard  manner. 
Two  concrete  planks,  one  with  a  groove  and  one  with 
a  tongue,  were  clipped  to  the  I  beams,  said  I  beams 
being  3  ft.  from  center  to  center.  The  plank  set  in 
between  the  channels  so  there  could  be  no  side  move¬ 
ment,  but  were  free  to  move  upward  when  the  ram 
forced  them  in  that  direction. 

The  area  of  the  ram  was  16"  x  20"  which  gave  an 
evenly  distributed,  pressure  applied  to  the  underside  of 
the  planks  and  caused  the  reaction  to  the  uplift  stresses 
to  be  evenly  divided  between  the  two  clips  being  tested. 
In  all  tests  the  two  clips  failed  simultaneously  at  the 
lower  flange  of  the  clip  with  no  evidence  of  slippage 
between  the  plank  and  the  clips. 
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Results 

Tests  were  made  as  follows: 

Sample  Breaking  Load 

New  clip  nailed  to  edge  of  plank  700  lbs. 

Old  clip  nailed  to  edge  of  plank  700  lbs. 

New  clip  not  nailed  to  plank  650  lbs. 

The  results  show  that  the  new  clip,  fitted  around  the 
tongue  without  nailing,  holds  nearly  as  well  as  the  old 
type  clip  nailed  to  the  plank. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  that  the  approval  granted  under  the 
aforementioned  calendar  number  be  amended  to  include 
the  use  of  the  new  type  of  tongue  and  groove  clip 
without  nailing  where  the  slopes  of  the  roof  do  not 
exceed  6"  in  12"  and  where  slopes  exceed  this  figure 
the  clips  shall  be  nailed  to  the  planks.  In  all  cases  the 
planks  shall  be  fastened  to  purlins,  wood  beams  or 
rafters  on  which  this  new  type  of  metal  clip,  which  is 
tightly  fitted  in  the  tongue  and  groove  of  the  planks, 
with  not  less  than  two  clips  applied  to  each  plank.  On 
a  sloping  roof  where  a  plank  overhangs,  the  plank  at 
the  eave  must  be  bolted  directly  to  the  steel  or  by  using 
a  plate  clip  to  fit  under  the  top  plank  of  the  beam  which 
clip  must  be  bolted  to  the  planks  and  one  bolt  must  be 
provided  for  each  such  connection.  On  sloping  roofs 
without  overhang  there  shall  be  provided  a  continuous 
steel  angle  at  the  eave  for  the  plank  to  rest  against ;  that 
in  all  other  respects  the  approval  granted  by  the  Board 
and  requirements  for  labels  shall  comply  with  the  reso¬ 
lution,  as  amended  June  21,  1938,  February  7,  1939  and 
June  26,  1945  to  be  complied  with. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  previously  adopted  on  June  1, 
1938,  in  accordance  with  Report  of  Committee  on  Tests. 


Adjourned:  2:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MAY  28,  1946 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

2-46-A 

APPLICANT — George  G.  Miller,  for  Samuel  Reznick  and 
Isidor  Williams,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  (Under  section  35,  General  City  Law 
re  bed  of  mapped  street — proposed  Midtown 
Highway. 

PREMISES  AFFECTED— 60-01  to  60-19  Woodhaven 
boulevard,  east  side,  between  Booth  and  Wetherole 
streets  (1st  floor);  (Block  3088,  Lot  1),  Wood- 
haven,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Bernard  M.  Rosen  and  Oscar  S. 
Mann. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (2-46-A) 

Whereas,  George  G.  Miller,  for  Samuel  Reznick  and 
Isidor  Williams,  owners,  filed  January  2,  1946,  an  applica¬ 
tion  pursuant  to  section  35  of  the  General  City  Law  relating 
to  the  erection  of  a  building  in  the  bed  of  a  mapped  street 
(Midtown  Highway),  affecting  premises  60-01  to  60-19 
Woodhaven  boulevard,  east  side,  between  Booth  and 
Wetherole  streets  (1st  floor)  ;  (Block  3088,  Lot  1),  Wood¬ 
haven,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  17,  1945,  on  N.B.  Applic.  2008-45,  reads: 

“2.  The  erection  of  a  building  within  the  bed  of 
proposed  Midtown  Highway  is  contrary  to  Art.  3,  Sec¬ 
tion  35  of  the  General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
1  story  (12  ft.)  in  height,  200  ft.  by  65  ft.  in  area,  of  Class 
3  construction,  located  in  a  retail  use,  D  area  and  Class  1)4 
height  district  and  used  and  occupied  for  stores ;  and 

Whereas,  the  applicant  contends  that  the  refusal  to 
issue  the  building  permit  is  contrary  to  law,  deprives  the 
owner  of  a  fair  return  on  the  land,  is  unconstitutional,  harsh, 
burdensome  and  inequitable ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  May  13,  1946,  from  the  acting  President  of  the 
Borough  of  Queens,  stating  in  part  as  follows : 

“On  July  26,  1945  the  Board  of  Estimate  adopted  a 
layout  map  of  the  Midtown  Highway  from  the  cloverleaf 
at  Connecting  Highway  to  a  line  600  feet  west  of  Wood¬ 
haven  Boulevard.  Consequently,  there  is  at  the  present 
time  no  officially  adopted  map  of  this  highway  from  a 
point  600  feet  west  of  Woodhaven  Boulevard  to  a  point 
600  feet  east  of  Queens  Boulevard.  There  is,  however, 
in  the  course  of  preparation  an  alteration  map,  No.  3117, 
a  black  and  white  print  copy  of  which  on  paper  is 
enclosed  for  your  use,  indicating  that  all  of  lot  1  in 
block  3088  covering  the  above  premises  will  be  entirely 
taken  if  the  Board  of  Estimate  approves  this  layout 
map  and  authorizes  a  condemnation  proceeding.” 
and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
from  the  City  Planning  Commission  dated  May  14,  1946, 
reading  in  part  as  follows : 

“Midtown  Highway  from  the  Main  Line  of  the  Long 
Island  Railroad  to  Queens  Boulevard  has  not  been  laid 
out  on  the  City  Map.  However,  a  layout  map  for  this 
section  of  the  Highway  is  now  in  course  of  preparation 
by  the  Topographical  Bureau  of  the  Borough  of  Queens, 
and  it  is  our  understanding  that  a  substantial  portion 
of  the  property  referred  to  will  be  included  within  the 
highway.” 

and 

Whereas,  the  Board  finds  upon  advice  received  from  the 
Borough  President,  that  while  a  plan  is  being  prepared, 
involving  land  to  be  taken  from  the  blocks  involved  in  this 
appeal,  no  such  plan  has  yet  been  approved  by  the  Board 
of  Estimate ;  and 

Whereas,  in  the  opinion  of  the  Board,  the  decision  of  the 
Borough  Superintendent  is  incorrect,  but  that  there  is  no 
action  that  the  Board  can  take  under  the  General  City  Law 
and  consequently  deems  that  the  appeal  should  be  dismissed, 
and  that  it  be  recommended  to  the  Borough  Superintendent 
that  his  decision  be  recalled. 
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Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  2008-45,  objection  2,  be  and  it  hereby 
is  reversed  and  that  the  appeal  be  and  it  hereby  is  dismissed. 


3-46-A 

APPLICANT — George  G.  Miller,  for  Samuel  Reznick,  and 
Isidor  Williams,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  (Under  section  35,  General  City  Law  re 
bed  of  mapped  streets — proposed  Midtown  High¬ 
way). 

PREMISES  AFFECTED— 59-41  to  59-59  Woodhaven 
boulevard,  northeast  corner  of  Booth  street  (1st 
floor)  ;  (Block  3074,  Lot  1),  Woodhaven,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bernard  M.  Rosen  and  Oscar  S. 
Mann. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TQ  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (3-46-A) 

Whereas,  George  G.  Miller,  for  Samuel  Reznick  and 
Isidor  Williams,  owners,  filed  January  2,  1946,  an  applica¬ 
tion  pursuant  to  section  35  of  the  General  City  Law  relat¬ 
ing  to  the  erection  of  a  building  in  the  bed  of  a  mapped 
street  (Midtown  Highway),  affecting  premises  59-41  to 
59-59  Woodhaven  boulevard,  northeast  corner  of  Booth 
street  (1st  floor)  ;  (Block  3074,  Lot  1),  Woodhaven,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  17,  1945,  on  N.B.  Applic.  2009-45,  reads : 

“2.  The  erection  of  the  building  within  the  bed  of 
proposed  Midtown  Highway  is  contrary  to  Art.  3,  Sec¬ 
tion  35  of  the  General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
1  story  (12  ft.)  in  height,  124  ft.  by  60  ft.  in  area,  of  Class 
3  construction,  located  in  a  retail  use,  D  area  and  Class  1)4 
height  district,  and  occupied  for  stores ;  and 

Whereas,  the  applicant  contends  that  the  refusal  to 
issue  the  building  permit  is  contrary  to  law,  deprives  the 
owner  of  a  fair  return  on  the  land,  is  unconstitutional,  harsh, 
burdensome  and  inequitable ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  May  13,  1946,  from  the  acting  President  of  the  Bor¬ 
ough  of  Queens,  stating  in  part  as  follows : 

‘‘On  July  26,  1945  the  Board  of  Estimate  adopted  a 
layout  map  of  the  Midtown  Highway  from  the  clover- 
leaf  at  Connecting  Highway  to  a  line  600  feet  west 
of  Woodhaven  Boulevard.  Consequently,  there  is  at 
■the  present  time  no  officially  adopted  map  of  this  high¬ 
way  from  a  point  600  feet  west  of  Woodhaven  Boule¬ 
vard  to  a  point  600  feet  east  of  Queens  Boulevard. 
There  is,  however,  in  the  course  of  preparation  an  al¬ 
teration  map,  No.  3117,  a  black  and  white  print  copy 
of  which  on  paper  is  enclosed  for  your  use,  indicating 
that  all  of  lot  1  in  block  3074  covering  the  above  prem¬ 
ises  will  be  entirely  taken  if  the  Board  of  Estimate 
approves  this  layout  map  and  authorizes  a  condemna¬ 
tion  proceeding.” 

and 

Whereas,  the  Board  is  in  receipt  of  a  communication  from 
the  City  Planning  Commission  dated  May  14,  1946,  reading 
in  part  as  follows : 

“Midtown  Highway  from  the  Main  Line  of  the  Long 
Island  Railroad  to  Queens  Boulevard  has  not  been  laid 
out  on  the  City  Map.  However,  a  layout  map  for  this 
section  of  the  Highway  is  now  in  course  of  preparation 
by  the  Topographical  Bureau  of  the  Borough  of  Queens, 


and  it  is  our  understanding  that  a  substantial  portion 
of  the  property  referred  to  will  be  included  within  the 
highway.” 

and 

Whereas,  the  Board  finds  upon  advice  received  from  the 
Borough  President,  that  while  a  plan  is  being  prepared, 
involving  land  to  be  taken  from  the  blocks  involved  in  this 
appeal,  no  such  plan  has  yet  been  approved  by  the  Board 
of  Estimate;  and 

Whereas,  in  the  opinion  of  the  Board,  the  decision  of 
the  Borough  Superintendent  is  incorrect,  but  that  there  is 
no  action  that  the  Board  can  take  under  the  General  City 
Law  and  consequently  deems  that  the  appeal  should  be  dis¬ 
missed  and  that  it  be  recommended  to  the  Borough  Super¬ 
intendent  that  his  decision  be  recalled. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  2009-45,  objection  2,  be  and  hereby 
is  reversed  and  that  the  appeal  be  and  it  hereby  is  dismissed. 


218-46-A 

APPLICANT — Fred  Weinstock,  for  Murray  Galsband, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 80-02  Rockaway  Beach  boule¬ 
vard,  northwest  corner  of  Beach  80th  street  (1st 
floor)  ;  (Block  551,  Lot  1),  Rockaway  Beach,  Bor¬ 
ough  of  Queens.  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — Rockaway  Beach 
boulevard). 

APEARANCES— 

For  Applicant:  Fred  Weinstock. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (218-46-A) 

Whereas,  Fred  Weinstock,  for  Murray  Galsband,  owner, 
filed  March  27,  1946,  an  application  pursuant  to  section  35 
of  the  General  City  Law  relating  to  the  proposed  extension 
of  a  building  within  the  bed  of  a  mapped  street  (Rockaway 
Beach  boulevard)  affecting  premises  80-02  Rockaway  Beach 
boulevard,  northwest  corner  of  Beach  80th  street  (1st  floor)  ; 
(Block  551  Lot  1),  Rockaway  Beach,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  21,  1946,  on  Alt.  Applic.  2066-46,  reads: 

“2.  Proposed  extension  is  within  the  bed  of  mapped 
street  which  is  contrary  to  Article  3,  section  35,  of 
General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (26  ft.)  in  height,  40  ft.  by  92  ft.  6  in.  in  area,  of 
Class  3  construction,  erected  in  1901,  located  in  a  business 
use,  C  area  and  Class  1)4  height  district,  occupied  as  fol¬ 
lows  :  basement — boiler  room  ;  1st  floor — offices — 10  per¬ 
sons  ;  2nd  floor — offices — 12  persons ;  that  the  building  is 
equipped  with  one  3  ft.  6  in.  wide  wood  stairs,  enclosed  in 
fire-retarded  partitions,  equipped  with  kalamein  self-closing 
doors,  leading  directly  to  the  street  and  provided  with  a 
ladder  and  scuttle  to  the  roof ;  and 

Whereas,  it  is  proposed  to  extend  the  building  7  ft.  to 
1  ft.  inside  the  building  line ;  that  the  proposed  extension 
will  project  a  distance  of  3  ft.  into  the  proposed  widening 
line  of  Rockaway  Beach  boulevard ;  and 

Whereas,  the  applicant  contends  that  all  of  the  adjacent 
stores  on  Rockaway  Beach  boulevard  extend  7  ft.  beyond 
the  present  building  in  question ;  that  in  order  to  make  the 
store  as  desirable  as  the  adjacent  stores,  it  is  necessary  to 
carry  out  the  alteration,  which  would  bring  the  building 
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out  to  the  same  line  as  the  adjacent  buildings;  that  the 
proposed  extension  is  of  a  removable  character;  that  the 
owner  will,  if  necessary,  make  an  affidavit  stating  that  he 
will  remove  the  proposed  extension  at  his  own  expense 
whenever  the  City  decrees;  that  among  the  adjacent  build¬ 
ings  extending  beyond  the  building  in  question,  is  a  theatre 
and  a  four  story  fireproof  telephone  building ;  that  since 
these  buildings  are  of  a  permanent  character,  it  does  not 
seem  likely  that  Rockaway  Beach  boulevard  will  be  widened 
in  the  very  near  future  and  if  the  street  is  widened,  the 
proposed  extension  will  be  easier  to  remove  than  the  per¬ 
manent  fireproof  structure  on  the  same  block. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2066-46,  Objection  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  to  permit  the  building  to  be  extended 
into  the  bed  of  the  mapped  street  for  a  distance  of  3  ft.,  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
March  27,  1946’’  (4  sheets),  on  condition  that  such  exten- 
tion  shall  not  exceed  one  story  in  height,  consisting  only 
of  show  window  construction  and  to  be  removed  as  proposed 
at  the  owner’s  expense,  if  and  when  the  space  is  acquired 
by  the  city  for  street  widening  purposes. 


219-46-A 

APPLICANT — Michael  Glick,  for  H.  B.  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 279-281  East  139th  street,  north 
side,  130.64  ft.  east  of  3rd  avenue  (elevator)  ; 
(Block  2314,  Lot  89),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Michael  Glick  and  Joseph  E. 
Stearns. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 

THE  RESOLUTION  (219-46-A) 

Whereas,  Michael  Glick,  for  H.  S.  Corporation,  owner, 
filed  March  28,  1946,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  279-281  East  139th 
street,  north  side,  130.64  ft.  east  of  3rd  avenue  (elevator), 
(Block  2314,  Lot  89),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  27,  1946,  on  amendment  to  Elevator  Applic. 
104-45,  reads : 

“1.  As  the  classification  of  this  building  has  been 
changed  from  Garage  to  Factory  and  the  effective  plat¬ 
form  area  of  the  Freight  Elevator  exceeds  one  hundred 
and  twenty  square  feet,  the  capacity  will  have  to  be  in¬ 
creased  to  comply  with  Rule  13.3.3.7.1,  Paragraph  ‘C’ 
of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two  stories 
(25  ft.)  in  height,  50  ft.  by  100  ft.  in  area;  Class  1  construc¬ 
tion;  located  in  an  unrestricted  use,  B  area  and  Class  1)4 
height  district;  erected  in  1926;  used  and  occupied  since 
January,  1946,  as  follows:  manufacturing  and  packaging 
wax,  10  persons  on  the  first  floor,  10  persons  on  the  second 
floor ;  that  no  change  in  use  or  occupancy  is  proposed ;  that 
no  certificate  of  occupancy  has  been  issued ;  that  the  build¬ 
ing  is  equipped  with  two  3  ft.  8  in.  wide  steel  stairs,  en¬ 
closed  in  terra  cotta  block  partitions,  equipped  with  fireproof, 
self-closing  one-hour  test  doors,  leading  directly  to  the 
street,  but  not  to  the  roof ;  that  there  is  a  ladder  and  scuttle 
to  the  roof ;  that  the  building  to  the  east  is  four  stories 
high  and  the  building  to  the  west  is  three  stories  high;  and 


Whereas,  the  applicant  contends  that  the  building  has 
been  converted  from  a  garage  to  a  factory  and  is  occupied 
throughout  by  the  present  owner ;  that  the  capacity  of  the 
elevator  is  5,000  lbs.  and  was  formerly  used  to  lift  auto¬ 
mobiles  ;  that  all  safety  devices  required  by  the  department 
to  be  installed  are  being  installed,  according  to  the  rules 
and  regulations  of  the  Building  Department ;  that  the  only 
question  involved  in  this  appeal  is  the  size  of  the  elevator 
car ;  that  the  owner  is  engaged  in  the  manufacture  of  pol¬ 
ishes  and  waxes  for  automobiles  and  the  elevator  will  only 
be  used  a  few  times  a  week ;  that  at  no  time  will  the  load 
in  the  elevator  exceed  1800  lbs.,  as  it  will  be  primarily 
used  to  take  empty  cans  to  the  2nd  floor  for  storage,  as 
all  filling  is  done  on  the  first  floor  and  the  storeroom  for 
the  filled  cans  is  on  the  first  floor ;  that  it  is  proposed  to 
reduce  the  size  of  the  elevator  car  to  4  ft.  2  in.  by  17  ft., 
as  indicated  on  plans  filed  with  this  appeal ;  that  this  will 
substantially  reduce  the  size  of  the  elevator  and  still  per¬ 
mit  practical  usage ;  that  the  maximum  carrying  capacity 
of  the  elevator  will  be  posted  and  will  not  exceed  5,000  lbs. ; 
that  the  owner  is  willing  to  assume  responsibility  for  any 
accident  or  damage;  that  to  comply  with  the  requirements 
of  the  Department  would  cost  approximately  $5,000  and 
work  a  great  hardship  on  the  present  owner,  who  has  just 
purchased  this  building  and  made  extensive  repairs  thereto. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Elevator  Application  104-45,  Objection  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  existing  automobile 
freight  elevator  shall  be  remodeled  as  proposed  and  as  in¬ 
dicated  on  plans  filed  with  this  appeal  marked  “Received 
March  28,  1946”;  that  within  a  term  of  three  (3)  years, 
this  elevator  shall  be  removed  and  replaced  by  a  freight 
elevator  complying  with  the  requirements  therefor ;  that 
meanwhile,  the  present  elevator  remodeled  as  proposed,  shall 
comply  with  all  the  requirements  for  a  freight  elevator  and 
shall  not  be  used  for  passenger  use  and  shall  be  posted  in 
accordance  with  the  requirements  for  a  load  not  exceeding 
4,000  lbs. 


273-46-A 

APPLICANT — Lewis  and  Leonard,  for  Seven  Santini 
Bros.,  Inc.,  owner.  (Santini  Bros.,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 114-25  Queens  boulevard,  east 
side,  201  ft.  north  of  77th  avenue  (1st  floor)  ; 
(Block  2266,  Lots  81  and  82),  Forest  Hills,  Bor¬ 
ough  of  Queens. 

APEARANCES— 

For  Applicant:  C.  Cory  Mills  and  M.  J.  Sapienzo. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 

THE  RESOLUTION  (273-46-A) 

Whereas,  Lewis  and  Leonard  Associates,  for  Seven  San¬ 
tini  Brothers,  Inc.,  owner  (Santini  Brothers,  Inc.,  lessee), 
filed  April  17,  1946,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  114-25  Queens 
boulevard,  east  side,  201  ft.  north  of  77th  avenue  (1st  floor)  ; 
(Block  2266,  Lots  81  and  82),  Forest  Hills,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  18,  1946,  on  N.B.  Applic.  1292-46,  reads: 

“1.  Legal  yard  required  at  grade  level.  Sec.  14-D, 
Zoning  Resolution.  Premises  is  in  a  retail  district.” 

and 

Whereas,  the  applicant  states  the  building  will  be  ten 
stories  (111  ft.)  in  height,  126.99  ft.  by  100  ft.  in  area  at 
1st  floor,  126.99  ft.  by  55  ft.  in  area  at  typical  floor;  Class 
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1  construction,  on  a  lot  126.99  ft.  by  100  ft.  in  area,  located 
in  a  retail  use,  D  area  and  Class  1  height  district ;  used  and 
occupied  as  follows :  cellar,  storage,  4  persons ;  auction  room, 
250  persons ;  1st  floor,  loading  platform  and  space,  office 
and  public  space,  40  persons;  2nd  to  10th  floors,  storage  of 
household  goods,  not  more  than  6  persons  throughout ;  that 
the  building  will  be  equipped  with  a  two-source  sprinkler 
system  throughout  and  an  interior  fire  alarm  system ;  that 
there  will  be  two  fireproof  stairs  from  the  roof  to  the  street; 
and 

Whereas,  the  applicant  contends  that  the  Board  is  re¬ 
quested  to  review  a  decision  of  the  borough  superintendent, 
in  acting  on  objection  1  of  N.  B.  Applic.  1292-46  with  partic¬ 
ular  reference  as  to  whether  a  rear  yard  at  grade  is  required 
for  the  proposed  building;  that  paragraph  14C  of  the  Zoning 
Resolution  contains  the  phrase  “exclusive  in  each  case  of 
lawful  garages ;”  that  only  55%  of  the  square  foot  area  of 
the  plot  at  curb  level  will  be  used  for  business  activities ;  the 
remaining  45%  for  loading  and  unloading  vans  is  a  necessary 
adjunct  of  this  specialty  business;  that  it  is  felt  that  section 
17b  is  referred  to  by  the  word  “retail”  in  the  borough  super¬ 
intendent’s  objection ;  that  section  14  is  not  concerned  with 
the  use;  that  the  wording  of  section  17b  is  not  clear,  largely 
because  of  the  double  negative  involved ;  that  if  it  was  the 
intention  of  Section  17b  to  prohibit  100%  plot  coverage  on 
the  1st  floor  in  retail  districts,  it  is  not  clearly  stated  so ; 
that  although  the  word  “not”  appears  before  the  listing  of 
various  use  districts,  what  these  use  districts  may  do  is  not 
clearly  stated,  except  it  refers  back  to  section  14;  that  be¬ 
cause  of  the  large  size  of  present  day  vans  used  in  ware¬ 
housing  household  goods,  the  maximum  depth  of  the  lot  is 
required  in  loading  and  unloading;  that  the  1st  floor  wall 
on  the  rear  lot  line  will  be  14  feet  plus  parapet  in  height 
above  curb ;  that  at  this  point  the  building  will  set  back 
to  within  55  feet  of  the  building  line,  giving  a  large  rear 
yard  above  the  1st  story;  it  is  therefore  requested  the 
owner  be  allowed  to  occupy  100%  at  the  curb  level,  in  ac¬ 
cordance  with  plans  submitted,  up  to  the  sill  level  of  the 
2nd  story  windows ;  and 

Whereas,  the  applicant  states  there  is  an  action  now 
pending  before  the  City  Planning  Commission  to  change 
the  area  district  of  this  plot  to  a  C  area,  which  if  allowed, 
would  change  the  55%  referred  to,  to  60%  ;  and 

Whereas,  the  Board  deemed  that  coverage  is  provided 
for  under  section  19(g),  but  that  a  rear  yard  is  required, 
complying  with  section  14(a). 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn 
at  the  request  of  the  applicant,  to  file  a  zoning  application 
for  omission  of  the  required  rear  yard. 


368-46-A 

APPLICANT — Harry  M.  Prince,  for  Broadway-New 
Street  Corp.,  owner  (Meister  Cleaners,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 42  Broadway,  east  side,  206  ft. 
7  in.  south  of  Exchange  place  and  49-61  New  street 
(basement)  ;  (Block  22,  Lot  19),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  M.  Prince  and  Max  Wender. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent  Commissioner  Savage  .  1 

THE  RESOLUTION  (368-46-A) 


Whereas,  Harry  M.  Prince,  for  Broadway-New  Street 
Corporation,  owner  (Meister  Cleaners,  Inc.,  lessee),  filed 
May  15,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  42  Broadway,  east  side, 


206  ft.  7  in.  south  of  Exchange  place  and  49-61  New  street 
(basement)  ;  (Block  22,  Lot  19),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  17,  1946,  on  B.  N.  Applic.  1045-46  reads: 

“1.  This  application  must  be  filed  as  an  Alteration 
Application  as  no  Certificate  of  Occupancy  can  be  ob¬ 
tained  on  a  Building  Notice. 

7.  Due  to  the  change  of  occupancy  to  a  factory 
building,  same  must  conform  with  all  provisions  of  Sec. 
271  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  21 
stories  (245  ft.)  in  height,  116  ft.  by  197  ft.  in  area,  of 
Class  1  construction,  erected  in  1902,  located  in  a  business 
use,  B  area  and  Class  2  height  district  and  used  throughout 
as  an  office  building  with  stores  on  the  basement  story  and 
stores  and  offices  on  the  1st  floor;  that  the  building  is 
partially  equipped  with  a  one  source  sprinkler  system,  is 
equipped  with  a  standpipe  system,  two  interior  fireproof 
stairs  unenclosed,  4  ft.  and  3  ft.  in  width  from  the  roof 
bulkhead,  directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  present  fireproof 
store  and  office  building  was  erected  under  N.  B.  Applica¬ 
tion  497-02,  running  through  from  Broadway  to  New  street; 
that  the  grade  of  New  street  is  12  ft.  lower  than  the  Broad¬ 
way  grade ;  that  there  is  an  arcade  running  through  the 
building  from  Broadway  to  New  street,  with  monumental 
stairs  connecting  both  street  levels ;  that  the  present  business 
of  the  lessee  in  a  store  portion  of  the  building  has  existed 
at  this  location  for  the  past  seven  years  and  the  tenant 
would  suffer  an  unnecessary  hardship  if  forced  to  abandon 
this  space  at  this  time,  due  to  the  unavailability  of  adaptable 
space;  that  the  store  in  question  is  in  the  basement  and  has 
its  full  height  above  the  New  street  grade,  but  is  entirely 
below  the  Broadway  grade ;  that  there  are  two  exits  di¬ 
rectly  to  New  street,  two  to  the  main  arcade  which  leads  to 
New  street  and  to  Broadway  and  a  minor  or  secondary 
exit  to  an  area  below  Broadway;  that  this  appeal  is  made 
to  seek  relief  from  the  ruling  of  the  borough  superintendent, 
so  that  the  owner  shall  not  be  required  to  make  the  entire 
building  comply  with  the  requirements  of  the  Labor  Law 
for  a  factory  building  or  secure  a  certificate  of  occupancy 
for  the  building;  that  if  the  owner  were  required  to  file  an 
Alteration  Application  to  obtain  a  certificate  of  occupancy, 
extreme  hardship  would  be  imposed  by  reason  of  the  require¬ 
ments  of  such  an  application,  which  include  complete  plans 
and  structural  details  of  the  building;  that  to  now  require 
a  certificate  of  occupancy  simply  because  the  store  space 
in  question,  covering  less  than  1%  of  the  total  rentable 
floor  area  of  the  entire  building  has  been  used  as  a  factory, 
is  unreasonable;  that  Objection  7  applies  only  to  buildings 
erected  after  1913 ;  that  this  building  was  erected  in  1902 
and  assuming  that  it  was  intended  to  apply  Section  271  of 
the  Labor  Law,  the  Board  is  respectfully  requested  to  mod¬ 
ify  the  decision  and  vary  the  application  of  the  Labor  Law, 
so  that  the  entire  building  shall  not  be  required  to  comply 
with  the  provisions  of  the  Labor  Law  and  that  such  com¬ 
pliance  be  limited  only  to  the  space  in  question  on  the  base¬ 
ment  floor,  which  is  used  as  a  factory ;  that  while  the  space 
in  question  is  a  factory  within  the  meaning  of  the  Labor 
Law,  the  building  itself  only  becomes  a  “factory  building” 
by  reason  of  the  fact  that  the  basement  space  in  question 
is  occupied  by  more  than  25  persons,  namely  35  persons,  at 
work  for  a  factory  (valet  service,  pressing  and  cleaning, 
using  non-inflammable  liquids)  ;  that  this  factory  space  is 
entirely  separated  from  the  balance  of  the  building  by  fire¬ 
proof  construction  and  is  provided  with  adequate  exits ; 
that  a  sprinkler  system  and  complete  fresh-air  ventilating 
system  has  been  installed  within  the  factory  area  at  a  cost 
of  $7200 ;  that  if  the  use  of  the  portion  of  the  building  in 
question  had  changed  to  “factory”  as  defined  in  the  Labor 
Law  and  its  occupancy  limited  to  25  persons,  there  would 
be  no  requirement  for  a  certificate  of  occupancy ;  that  it  is 
only  due  to  the  fact  that  the  number  of  persons  employed 
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at  factory  work  exceeds  25,  that  the  building  becomes  class¬ 
ified  as  a  factory  building  under  the  Labor  Law ;  that  the 
reclassification  of  the  building  as  a  factory  building,  due  to 
the  occupancy  by  these  ten  additional  employees,  is  a  mere 
technicality  and  should  not  be  a  sufficient  basis  upon  which 
to  require  complete  plans  and  structural  details  to  be  pre¬ 
pared  and  filed ;  that  it  is  therefore  requested  that  the  Board 
grant  a  variation  of  the  requirements  of  Sections  271  and 
272  of  the  Labor  Law,  so  that  the  existing  occupancy  may 
continue  without  the  necessity  of  making  the  entire  building 
comply  with  the  requirements  of  a  factory  building,  on 
condition  that  the  space  occupied  as  a  factory  shall  comply 
with  the  requirements  of  the  Labor  Law  for  such  space  and 
that  the  Board  modify  the  decision  of  the  borough  superin¬ 
tendent,  requiring  the  filing  of  a  complete  alteration  appli¬ 
cation  in  order  to  obtain  a  certificate  of  occupancy  for  the 
building. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  1045-46,  Objection  7,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  above  the  Broadway  street  floor 
shall  be  occupied  throughout  as  an  office  building ;  that  no 
manufacturing  shall  be  in  the  building,  except  the  premises 
in  question,  except  accessory  manufacturing  use  in  connec¬ 
tion  with  stores  occupying  the  Broadway  street  floor  of  the 
building  as  normally  permitted ;  that  the  space  in  the  cellar 
proposed  to  be  occupied  for  dry  cleaning  establishment  shall 
use  only  liquids  deemed  non-inflammable  by  the  fire  com¬ 
missioner  and  the  premises  shall  be  of  the  area  as  indicated 
on  plan  filed  with  this  appeal  marked  “Received  May  15, 
1946;  that  the  exits  indicated  thereon  shall  be  maintained; 
that  the  sprinkler  system  voluntarily  installed  and  the  fire 
alarm  system  shall  be  maintained  throughout  such  space ; 
that  this  occupancy  may  be  maintained  as  herein  permitted 
and  the  building  not  deemed  a  factory  building  throughout 
and  without  change  from  any  certificate  of  occupancy  that 
may  have  been  issued. 


74-32-S 

APPLICANT — Samuel  Rosenblum,  for  15-17  West  46th 
Street  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Variation  of  the  labor 
law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings  (previously  granted  on  condition). 
PREMISES  AFFECTED— 15-17  West  46th  street,  north 
side,  228  ft.  9  in.  west  of  Fifth  avenue  (Block  1262, 
Lot  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (74-32-S) 

Whereas,  this  application  from  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  15-17  West  46th 
street,  north  side,  228  ft.  9  in.  west  of  Fifth  avenue  (Block 
1262,  Lot  27),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  22,  1932,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  22,  1932,  so  that 
as  amended  it  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law  and  that  the  petition  be  and  it  hereby  is 
granted  in  so  far  as  it  affects  the  decision  of  the  super¬ 


intendent  of  buildings,  as  to  Alt.  Applic.  2702-1931,  as 
to  Item  18,  on  condition  that  on  all  floors  above  the 
first  there  shall  be  a  fireproof  partition  constructed  and 
maintained  from  a  point  opposite  the  southerly  side  of 
the  southerly  elevator  to  the  rear  wall  at  the  northerly 
side  and  with  no  doorways  therein  on  any  upper  floor 
except  a  fireproof,  self-closing  door  or  pair  of  doors 
at  the  southerly  end,  all  substantially  as  indicated  on 
plans  filed  with  this  appeal  marked  ‘Received  July  14, 
1932’;  as  to  Item  19,  that  there  shall  be  constructed  at 
the  rear  of  the  premises  easterly  side  an  outside  screened 
iron  stairway,  complying  with  the  requirements  of  the 
Labor  Law,  terminating  at  the  mezzanine  level  with 
fireproof  stairs  constructed  to  the  first  story  exiting 
through  a  fireproof  passage  through  the  main  vestibule 
to  the  street ;  that  the  occupancy  per  floor  shall  not 
exceed  the  permitted  occupancy  of  the  primary  means 
of  exit ;  that  the  factory  work  shall  be  of  the  light  type 
such  as  light  needlework,  repairing  of  jewelry  and  dia¬ 
mond  setting;  that  the  amount  of  manufacturing  in  the 
building  shall  not  exceed  that  permitted  in  the  retail 
zone  district ;  that  the  standpipe  and  fire  alarm  system 
shall  be  maintained  in  accordance  with  the  requirements 
therefor  and  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto.” 


174-46-A 

APPLICANT — Classic  Products  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  re  Appeal  from  a  decision 
of  the  fire  commissioner  re  Packaging  of  Combust¬ 
ible  Mixture  known  as  “Repelex”  in  l/2  gallon  and 
1  gallon  glass  containers  (capacity  of  same  not  in 
conformity  with  Administrative  Code  Require¬ 
ments). 

APPEARANCES— 

For  Applicant:  H.  John  Lee. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar,  and  granted  on  condition. 

THE  VOTE  TO  REOPEN,  RESTORE  TO  CALENDAR 
AND  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent  Commissioner  Savage  .  1 

THE  RESOLUTION  (174-46-A) 


Whereas,  Classic  Products  Corporation,  owner,  filed 
February  27,  1946  an  appeal  from  a  decision  of  the  fire 
commissioner,  relating  to  the  packaging  of  “Repelex,”  an 
insecticide  spray  and  upholstery  cleaner,  a  combustible 
mixture,  in  p2  and  1  gallon  glass  containers ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated  Feb¬ 
ruary  14,  1946  reads : 

“We  ackonwledge  receipt  of  your  letter  of  January 
18th,  1946  and  in  reply  wish  to  state  that  your  request 
to  use  one-half  and  one  gallon  glass  containers  for 
packaging  your  product  must  be  denied  as  being  contrary 
to  provisions  of  the  Administrative  Code  of  the  City  of 
New  York. 

The  foregoing  decision  must  be  appealed  before  the 
Board  of  Standards  and  Appeals  as  outlined  in  our 
communication  of  January  8th.” 

and 

Whereas,  the  applicant  states  that  Repelex,  a  combus¬ 
tible  mixture,  is  the  subject  of  combustible  permit  1314  issued 
by  the  fire  commissioner  December  11,  1945  and  is  now  on 
sale  in  New  York  City  in  one  pint  and  one  quart  containers 
only ;  and 

Whereas,  the  applicant  contends  that  cans  for  packaging 
the  insecticide  in  sizes  required  are  not  available  in  assured 
standardized  supply ;  that  combustible  materials  packed  in 
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V2  and  1  gallon  glass  containers  are  available  for  sale  at 
retail  in  New  York  and  are  directly  competitive  with  the 
product  in  question ;  that  when  the  applicant  is  assured  a 
constant  supply  of  cans  so  that  the  package  can  be  made 
attractive  with  labeling  designed  for  cans,  cans  will  be  used ; 
that  to  use  cans  as  an  emergency  measure,  labeling  them 
with  labels  designed  for  bottles,  if  and  when  cans  are 
obtainable  in  irregular  supply,  makes  the  package  devoid 
of  selling  appeal  against  the  interest  of  New  York  dealers 
and  the  manufacturers ;  and 

Whereas,  the  applicant  further  states  that  the  containers 
to  be  used  will  be  the  standard  type  bottle,  a  round  trans¬ 
parent  clear  glass  jug  with  1J4"  diameter  opening;  caps 
will  be  made  of  metal  of  the  screw  on  type  and  have  a  double 
lining  of  waxed  paper  liner  and  heavy  paper  liner;  that 
containers  will  be  manufactured  by  the  Knox  Glass  Asso¬ 
ciates  and  the  caps  by  the  West  Pennsylvania  Manufacturing 
and  Supply  Company ;  that  the  product  will  be  packaged 
in  cartons  conforming  with  the  Consolidated  Freight  Class¬ 
ification  ;  that  the  flashpoint  of  the  material  in  question  is 
160  degrees  and  the  fire  point  590  degrees;  and 

Whereas,  the  applicant  states  that  the  product  “Repelex” 
is  a  combined  insecticide  spray  and  upholstery  cleaner  with 
a  flashpoint  of  160  deg.  F. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
February  14,  1946  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  to  permit  the  product  to 
be  marketed  in  Ej  and  1  gallon  glass  containers  as  proposed, 
on  condition  that  such  glass  container  shall  be  of  a  type  as 
approved  by  the  Board ;  that  this  variance  shall  be  for  a 
term  of  six  (6)  months  from  the  date  of  this  resolution. 


524-45-A 

APPLICANT — Samuel  Rosenblum,  for  Metropolitan  Life 
Insurance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 15-17  Maiden  lane,  north  side, 
100  ft.  2  in.  west  of  Nassau  street  and  18-22  John 
street  (8th,  10th,  11th,  13th  and  18th  floors)  ; 
(Block  65,  Lot  7),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


336-45-A 

APPLICANT — Tobias  Goldstone,  for  Wyckscher  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED— 702  Liberty  avenue  (700  dis¬ 
played),  south  side,  32  ft.  east  of  Elton  street,  2nd 
floor,  (Block  3986,  Lot  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


536-44-A 

APPLICANT — Raymond  Irrera,  for  Lillie  Nesbett,  owner 
(Marion  Spinnler,  lessee). 

SUBJECT — Application  reopened  May  14,  1946 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 216-16  28th  avenue,  southeast 
corner  of  216th  street  (1st  and  2nd  floors)  ;  (Block 
6019,  Lot  103),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  2 
P.  M.  pending  receipt  of  report  from  Department 
of  Hospitals. 


11 5-46- A 

APPLICANT — Oscar  Goldschlag,  for  Bernard  Lind,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 893  East  167th  street,  north 
side,  23.61  ft.  east  of  Kelly  street  (2nd  floor)  ; 
(Block  2706,  Lot  84),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -  Laid  over  to  June  25,  1946  at  2 
P.  M.,  for  an  inspection  by  a  Committee  of  the 
Board. 


183-46-A 

APPLICANT— Louis  Leiman,  for  Emily  Spiro,  owner 
(Nu-Life  Cleaners,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 76f4  Richmond  avenue,  west 
side,  431  ft.  south  of  Richmond  terrace  (Block  1073, 
Lot  94),  Port  Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  2 
P.  M.,  for  an  inspection  by  a  Committee  of  the 
Board. 


184-45- A 

APPLICANT — Lama  and  Proskauer,  for  S.  B.  Mandell, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 147-02  Newport  avenue,  north¬ 
west  corner  of  Beach  147th  street,  Neponsit  (Block 
34,  Lots  1634  and  1643),  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  2 
P.  M.  for  further  consideration. 


ZONING  APPLICATIONS 

504-27-BZ 

APPLICANT — Raymond  Irrera,  for  Broadway  230th  Street 
Corp.,  owner  (William  I.  Wolpert,  lessee). 

SUB JECT— Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  reconstruction  of  a  gasoline  station, 
previously  granted  by  the  Board  to  include  a  lubri- 
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torium  and  auto  laundry  and  also  use  of  part  of 
plot  for  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 200-218  West  230th  street  and 
5485  Broadway,  southwest  corner  (Block  3402,  Lot 
652),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 

THE  RESOLUTION  (504-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  200-218  West  230th  street  and  5485  Broadway, 
southwest  corner  (Block  3402,  Lot  652),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  October  28,  1927,  on 
certain  conditions ;  and 

Whereas,  on  October  28,  1941,  the  resolution  was  amended 
under  section  7c  of  the  zoning  resolution,  permitting  the 
alteration  and  reconstruction  of  the  existing  gasoline  service 
station  so  as  to  include  a  lubritorium  and  auto  laundry  and 
also,  the  use  of  part  of  the  plot  for  parking  and  storage  of 
more  than  five  motor  vehicles ;  and 
Whereas,  on  December  16,  1941,  the  resolution  was 
further  amended  and  plans  approved ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  27,  1942,  October  26,  1943  and 
July  10,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  28,  1927,  as 
amended  by  resolutions  adopted  through  July  10,  1935,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

.  .  that  all  permit  required  shall  be  obtained  and 
all  work  completed  within  one  year  from  the  date  of 
this  amended  resolution.” 


285-31-BZ 

APPLICANT — Louis  Gallucci,  for  Niacol  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  term  of  two  years. 

PREMISES  AFFECTED— Northwest  corner  of  Jamaica 
avenue  and  Nolins  (165th)  avenue  (also  known  as 
164-50  Cross  Bay  boulevard)  ;  (Block  4153,  Lot 
146),  Shellbank  Basin,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant.  Louis  Gallucci. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


THE  RESOLUTION  (285-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  northwest  corner  of 
Jamaica  avenue  and  Nolins  (165th)  avenue  (also  known  as 
164-50  Cross  Bay  boulevard)  ;  (Block  4153,  Lot  146),  Shell- 
bank  Basin,  Borough  of  Queens,  was  granted  by  the  Board 
on  December  15,  1931,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  such  extension  having  been  granted  on  June  6,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  15,  1931, 
as  amended  by  resolutions  adopted  through  June  6,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“  .  .  .  granted  under  section  7f  for  a  temporary  term 
of  five  (5)  years  from  the  date  of  this  amended  reso¬ 
lution  ;  and  that  other  than  as  amended  herein,  the  reso¬ 
lution  adopted  by  the  Board  December  15,  1931  shall 
be  complied  with  in  all  respects ;  and  that  a  certificate 
of  occupancy  shall  be  obtained  (Plan  No.  N.  B.  863- 
31).” 


150-37-BZ 

APPLICANT — Abraham  N.  Brodsky,  for  James  Ellison, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 255-263  Ralph  avenue,  north¬ 
east  corner  of  Marion  street  (Block  1513,  Lots  1, 
3  and  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  for  Abraham  N. 
Brodsky. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (150-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  255-263  Ralph  avenue, 
northeast  corner  of  Marion  street  (Block  1513,  Lots  1,  3  and 
4),  Borough  of  Brooklyn,  was  granted  by  the  Board  April 
26,  1938,  on  certain  conditions,  permit  extended  April  9, 
1940,  April  14,  1942  and  April  25,  1944,  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  26,  1938  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
to  permit  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  .  .  .  and  that  other  than  as  herein 
amended,  the  provisions  of  the  resolution  of  April  26, 
1938  shall  be  compled  with ;  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 
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599-37-BZ 

APPLICANT — Bess  Oresky,  for  3536  Park  avenue  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit- — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 1663-1681  St.  Nicholas  avenue, 
west  side,  14  ft.  5  in.  north  of  Fairview  avenue  and 
59-61  Hillside  avenue  (Block  2170,  Lot  129),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Bess  Oresky. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
•  Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . . , .  0 

THE  RESOLUTION  (599-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  af¬ 
fecting  premises  1663-1681  St.  Nicholas  avenue,  west  side, 
14  ft.  5  in,  north  of  Fairview  avenue  and  59-61  Hillside 
avenue  (Block  2170,  Lot  129),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  April  12,  1938,  on  certain  condi¬ 
tions  and  permit  extended  on  April  9,  1940,  April  7,  1942 
and  June  13,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit;  and 

Whereas,  the  present  owner  is  stated  as  the  3536  Park 
Avenue  Corporation. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  12,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  that  portion  of  the  resolution  shall  read : 

“.  .  .  granted  under  section  7h  for  a  temporary  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution;  that  other  than  as  amended  herein,  the  resolution 
adopted  by  the  Board  April  12,  1938,  shall  be  complied 
with  in  all  respects;  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


619-37-BZ 

APPLICANT — W.  H.  and  J.  F.  Dusenbury,  for  Joseph 
Havender,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
•  extension  pf  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3664-3696  Jerome  avenue  and 
3653-3663  Bainbridge  avenue,  west  side,  74  ft.  south 
of  Jerome  avenue  (Block  3329,  Lot  100),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (619-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  affecting  premises  3664- 
3696  Jerome  avenue  and  3653-3663  Bainbridge  avenue,  west- 
side,  74  ft.  south  of  Jerome  avenue  (Block  3329,  Lot  100), 
Borough  of  The  Bronx,  was  granted  by  the  Board  June  1, 
1938,  on  certain  conditions,  permit  extended  May  7,  1940, 
May  26,  1942  and  May  9,  1944,  and  the  applicant  requested 
a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  1,  1938  as  amended 
through  May  9,  1944  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance  so  that  as  amended  this  portion  of 
the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  that  portion  of  the  plot  with  a  frontage  of  142.33 
ft.  now  unbuilt  upon  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  .  .  .  that 
other  than  as  herein  amended  the  provision  of  the  reso¬ 
lution  of  June  1,  1938  shall  be  complied  with;  that  a 
certificate  of  occupancy  shall  be  obtained.” 


(Remaining  minutes  of  the  meeting  of  May  28,  1946  will 
be  printed  in  the  Bulletin  of  June  11,  1946.) 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1946  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents ;  by  mail  85  cents. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amfended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 
1929;  March  20,  1931;  May  12,  1931 ;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE :  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows : 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  04")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  pot  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  04)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eights  ()4)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (*4)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (J4)  inch 
thick. 

2.12.4  Note— All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT :  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2lA)  parts  sand  and 
five  (5)  parts  of  coarse  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS 12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 
No.  2  “  “ 

No.  3  “  " 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  ds  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil -burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust, 
the  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,.  or  riveted  and  welded.  Flanges  or 
other,  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less : 

Tanks  36  in.  in  diameter  and  less — 34  in. 
shell,  34  >n-  heads. 

Tanks  37  to  72  in.  in  diameter — 34  in¬ 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  y%  in.  heads. 

Tanks  over  120  in  in.  diameter  to  be  of 
34  in.  steel  and  to  be  stiffened  by  angle 
rings  or  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  re- 
tangular  tanks. 

5.1.5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  34  in.  thick,  34  in.  in  diameter 
rivets  234  in.  pitch. 

In  shell  5/16  in.  thick,  34  in.  in  diameter 
rivets  234  in.  pitch. 

In  shell  34  in.  thick,  34  in.  in  diameter 
rivets  2l/2  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  34  of  an  inch  in 
diameter  and  spaced  not  more  than  234 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  settions 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  (34")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  34  inch  and  the  minimum 
thickness  of  roof  plates  34  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

TxE 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (27 5)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  op  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  Y"  in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
inj  ury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  Y\"  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  %"  in  thickness. 
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6.4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1/4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule: 


If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 

If  distant  30  feet .  24,000 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000 

If  distant  60  feet .  60,000 

If  distant  75  feet .  96,000 

If  distant  85  feet,  or  more  100,000 


6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (154)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (54)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
.  firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (154)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 


6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 


6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 


Rule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminium  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  (44") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (154)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  draining  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (154")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  54  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 
If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or 
electric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Applications  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
CO5,  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  \l/i  times  the 
working  pressure. 

10.4  Fee  for  Permit  and  Test  of  Storage  Tanks  and 
Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons* 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  h** 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following: 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furances  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 

14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  W  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons’ 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addition  to  the  instruction  card  herein  provided 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941  under  the  provisions  of  C-26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  to  May  1, 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers”  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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45- BZ,  799-45-BZ,  20-46-BZ,  25-46-BZ,  63-46-BZ,  158- 

46- BZ,  208-46-BZ,  296-46-BZ,  307-46-BZ,  312-46-BZ, 
539-23-BZ,  278-24-BZ,  811-26-BZ,  559-45-BZ,  674-45- 
BZ,  47-46-BZ,  57-46-BZ,  293-46-BZ,  178-46- A  and  427- 
38-SA. 

Minutes  of  Regular  Meeting  of  Tuesday  Afternoon,  June 
4,  1946,  Affecting  Calendar  Numbers  516-44-A,  336-45- 
A,  190-46-A,  264-46-A,  314-46-A,  319-46-A,  324-46-A, 
361-46-A,  1349-39-A,  348-34-A,  424-43-A,  500-44-A,  199- 
46-A,  299-46-A,  386-46-A,  388-37-BZ,  613-37-BZ,  708- 
45-BZ,  795-45-BZ,  1017-39-BZ,  110-43-BZ  and  583- 
45-BZ. 

(Resolution  Affecting  Calendar  Number  95-46-BZ  will 
be  printed  in  the  Bulletin  of  June  18,  1946). 

Rules — Extracts  From  the  Administrative  Code  of  the 
City  of  New  York,  Relating  to  Refrigerating  Systems. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman 
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DOCKET 

New  Cases  Filed  up  to  June  4,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

390-46-A — H.B.Q.— 92-24  to  92-30  Queens  boulevard 
and  18-12  to  18-22  Eliot  avenue,  southeast  corner  (Block 
3075,  part  of  Lot  6),  Elmhurst,  Borough  of  Queens, 
N.B.  4232-46. 


391- 46-A — H.B.M. — 236-238  West  40th  street,  south  side, 
254  ft.  4 in.  west  of  7th  avenue  (Block  789,  Lot  60), 
Borough  of  Manhattan,  Alt.  646-46. 

392- 46-BZ — H.B.M. — 106  West  45th  street,  ’south  side, 
103  ft.  west  of  Avenue  of  The  Americas  (6th  avenue) ; 
(Block  997,  Lot  37),  Borough  of  Manhattan,  Amend¬ 
ment  to  Alt.  485-46. 


393- 46-A — H.B.M. — 39  and  41  East  50th  street,  north 
side,  111  ft.  west  of  Park  avenue  (Block  1286,  Lots  31 
and  31)4),  Borough  of  Manhattan,  Alt.  473-46. 

394- 46-BZ — H.B.M. — 17  East  63rd  street,  north  side,  95 
ft.  west  of  Madison  avenue  (Block  1378,  Lot  13),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  237-46. 

395- 46-BZ — H.B.B. — 155-157  Empire  boulevard,  1727- 
1749  Bedford  avenue,  northeast  corner  and  112-122 
Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough  of 
Brooklyn,  Alt.  1059-46. 

396- 46-A — Marine  and  Aviation — 182-184  Marine  street 
(173  displayed),  south  side,  282.88  ft.  east  of  City  Island 
avenue  (Block  5639,  Lots  23,  28,  31  and  34),  Borough 
of  The  Bronx,  Applic.  20496. 

397- 46-A — F.D. — 341-361  Hudson  street,  west  side,  100- 
110  King  street  and  95-103  Charlton  street,  entire  block 
(3rd  floor);  (Block  598,  Lots  50,  53-66  and  68-70),  Bor¬ 
ough  of  Manhattan,  Decision. 

398- 46-A — H.B.B. — 70-76  Kosciusko  street,  south  side, 
150  ft.  west  of  Nostrand  avenue  (1st  floor);  (Block  1783, 
Lots  43-46),  Borough  of  Brooklyn,  Alt.  1990-46. 

399- 46-A — H.B.B. — 33  Bleecker  street,  northwest  corner 
of  Evergreen  avenue  (1st  floor);  (Block  3295,  Lot  19), 
Borough  of  Brooklyn,  Alt.  4719-39. 

400- 46-BZ — H.B.Q. — 75-06  to  75-20  Main  street  and  73- 
07  to  73-21  Vleigh  road,  northwest  corner  (Block  6625, 
Lot  60),  Flushing,  Borough  of  Queens,  N.B.  4886-46. 


404-46-A — H.B.B. — 385  Livonia  avenue  and  569  Sack- 
man  street,  northeast  corner  (Block  3796,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  Alt.  1417-46. 


405-46-BZ — H.B.B. — 793-801  Bedford  avenue  and  494- 
502  Park  avenue,  southeast  corner  (Block  1734,  Lots  1 
and  70),  Borough  of  Brooklyn,  N.B.  971-46. 


406-46-A — H.B.B. — 603-613  Dean  street,  north  side,  246 
ft.  6  in.  east  of  Carlton  avenue  (Block  1129,  Lot  76), 
Borough  of  Brooklyn,  Alt.  3599-46. 


407-46-BZ — H.B.Bx. — 712  East  214th  street,  south  side, 
119.03  ft.  east  of  White  Plains  road  (Block  4661,  Lot 
12),  Borough  of  The  Bronx,  Amendment  to  Alt.  94-46. 


Restored  to  Calendar. 

1349-39-A — H.B.B. — 346  Ocean  parkway,  west  side,  40 
ft.  south  of  Avenue  C  (Block  5374,  Lot  12),  Borough 
of  Brooklyn,  Alt.  21-46. 


199-46-A — H.B.M. — 516  3rd  avenue,  west  side,  75  ft. 
south  of  East  35th  street  (2nd  floor);  (Block  890,  Lot 
46),  Borough  of  Manhattan,  Amendment  to  Alt.  92-46. 


500-44-A — H.B.B. — 220-224  46th  street,  north  side,  150 
ft.  east  of  2nd  avenue  and  219-223  47th  street,  south  side, 
150  ft.  east  of  2nd  avenue  (Block  754,  Lot  14  and  part 
of  Lot  68),  Borough  of  Brooklyn,  Amendment  to  N.B. 
45-43. 


110-43-BZ — H.B.B. — 6214-6224  4th  avenue  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38), 
Borough  of  Brooklyn,  Alt.  1135-46. 

583-45-BZ— H.B.M.— 388-402  Hudson  street,  264-270 
West  Houston  street,  northeast  corner  and  22-28  Clark¬ 
son  street  (Block  581,  Lots  45  to  53  and  Lot  83),  Bor¬ 
ough  of  Manhattan,  Amendment  to  N.B.  199-45. 

1017-39-BZ— H.B.Bx. — 448-452  East  189th  street,  south 
side,  89.02  ft.  east  of  3rd  avenue  (Block  3042,  Lots  27  and 
29),  Borough  of  The  Bronx,  Decision  re  Certificate  of 
Occupancy. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


401- 46-A — H.B.Q. — 75-06  to  75-20  Main  street  and  73-07 
to  73-21  Vleigh  road,  northwest  corner  (Block  6625, 
Lot  60),  Flushing,  Borough  of  Queens,  N.B.  4886-46. 

402- 46-BZ— H.B.M.— 98-104  Wall  street  and  120-126 
Front  street,  northwest  corner  (Block  38,  Lot  1),  Bor¬ 
ough  of  Manhattan,  Alt.  1040-46. 

403- 46-A — H.B.M. — 3-9  East  12th  street,  north  side,  150 
ft.  east  of  5th  avenue,  and  6-10  East  13th  street  (Block 
570,  Lot  8)  Borough  of  Manhattan,  N.B.  40-46. 


Blended  Cements,  Rules  for  Testing 

and  Use  of . 4..Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificate  of  Occupancy, 

approved  form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 
and  Use  of . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec. 

Exit  Rules  (Revolving  Doors) . June 


RULES 

Last  Publication  in  Bulletin 


28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  S2A 
3,  1937— Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52 A 
15,  1937— Vol.  22,  No.  24 
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Last  Publication  in  Bulletin 


Exterior  Veneering  Materials, 

Rules  on  . May 

Factory  Exit  Rules  . Sept. 

Fire  Alarm  Rules  (interior) . Dec. 

Fire  Drill  Rules  . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . F'eb. 

Fire  Retarding  Rules  for 

Garages,  etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

F'rame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  1? 

and  C  Refrigerating  Systems ...  Apr. 

Oil  Burner  Rules . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer 

Spraying  Rules  . May 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of  . Sept. 

Refrigerating  Systems,  Extract  A. C. .June 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . June 

Structural  Alterations,  Reporting ...  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)... Dec. 


14,  1946 — Vol.  31,  No.  20 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 
28,  1945— Vol.  30,  No.  35 

20,  1945— Vol.  30,  No.  8 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 

21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

12,  1945— Vol.  30,  No.  24 

9,  1946— Vol.  30,  No.  15 
4,  1946— Vol.  31,  No.  23 

12,  1945 — Vol.  30,  No.  24 

28,  1946— Vol.  31,  No.  22 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
11,  1946— Vol.  31,  No.  24 
22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


JUNE  11,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  11,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 


without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-233 9  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to  permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 
for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 
laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14-24  Avenue  M,  and 
1500-1546  McDonald  avenue,  southwest  corner  (Block 
6563,  Lots  6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  j.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 


172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

822-45-BZ — -Application,  December  26,  1945,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Janet  Blatman  and  Mildred 
Kramer,  owners  (Major  Curtain  Cleaners,  lessee),  to 
permit  in  residence  and  business  use  district,  the  change 
of  occupancy  from  public  market,  store  and  manufac¬ 
turing  to  laundry;  premises  1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564,  Lot 
58),  Borough  of  Brooklyn. 

61-46-BZ — Application,  January  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Charles  Smallman,  owner,  to 
permit  in  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  an  office  and  fishing  station;  premises 
1-7  Dare  Court,  northwest  corner  of  Plumb  Beach 
Channel  (Block  7547,  Lots  2162,  2164,  2166,  2168,  2170 
and  2172),  Borough  of  Brooklyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  a  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 


186-45-BZ — Application,  April  2,  1945,  under  section  21 
of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Adam  Stoll,  owner,  to  permit  in  a  residence 
use  district,  the  change  of  occupancy  from  two  family 
dwelling  (existing)  to  three  family  dwelling;  premises 
1219  Mace  avenue,  northwest  corner  of  Pearsall  avenue 
(Block  4462,  Lot  5),  Borough  of  The  Bronx. 

503-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Harry  D.  Pease,  owner,  reopened 
January  15,  1946  for  consideration  as  to  extension  of 
variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  in  a  re¬ 
tail  use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  314-322  West  43rd. street, 
south  side,  200  ft.  west  of  8th  avenue  (Block  1033,  Lots 
41,  42  and  43),  Borough  of  Manhattan. 

284-46-BZ — Application,  April  22,  1946,  under  sections 
7a  and  7c  of  the  zonine  resolution,  of  S.  J.  Kessler  and 
Sons,  applicants,  on  behalf  of  Cannon  Construction 
Corp.  and  Seventy  Chelsea  Corp.,  owners,  to  permit  in 
a  retail  use,  B  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  and  oil  selling  station,  and  repair 
shop,  without  the  required  rear  yard,  and  using  more 
than  the  area  permitted;  premises  136-148  7th  avenue, 
and  202-204  West  19th  street,  southwest  corner  (Block 
768,  Lots  35-42,  inclusive),  Borough  of  Manhattan. 

369-37-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  F.dso  Realty  Corporation,  owner,  reopened 
January  30,  1945,  under  sections  7b,  7c  and  21  of  the 
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zoning  resolution,  to  permit  in  a  residence  and  business 
use  district,  the  alteration  of  part  of  a  Class  A  multiple 
dwelling,  so  as  to  include  a  business  use  (store);  prem¬ 
ises  1212  Grand  Concourse,  179-197  East  167th  street, 
northeast  corner  and  1209  Sheridan  avenue  (Block  2457, 
Lot  1),  Borough  of  The  Bronx. 

569-45-BZ — Application,  September  26,  1945,  under  sec¬ 
tions  7 a  and  21  of  the  zoning  resolution,  of  Henry  Nord- 
heim,  applicant,  on  behalf  of  Salvatore  Naclerio,  owner, 
to  permit  in  a  residence  use  district,  the  extension  of 
present  building  for  factory  use;  premises  2230  Gleason 
avenue,  south  side,  280.80  ft.  east  of  Castle  Hill  avenue, 
(Block  3820,  Lot  21;,  Borough  of  The  Bronx. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner, 
(Manox  Theatre  Corp.  and  Jacob  Rosenblum,  lessees), 
reopened  February  20,  1945,  under  sections  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use  district,  an  existing  sign  and  the  erection 
of  proposed  sign;  premises  2301-2313  Grand  Concourse, 
and  163-169  East  183rd  street,  northwest  corner  (Block 
3164,  Lot  31),  Borough  of  The  Bronx. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke, 
applicant,  on  behalf  of  George  Campo,  owner,  to  permit 
in  a  business  use,  D  area  district,  the  erection  of  a 
building  (bowling  alley)  to  use  more  than  permitted 
area;  premises  189-18  Linden  boulevard,  south  side,  50 
ft.  west  of  190th  street  (Block  12599,  Lot  8),  South 
Jamaica,  Borough  of  Queens. 

269-46-BZ — Application,  April  12,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Alexis  Gallan,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  extension 
of  an  existing  restaurant  (previously  granted  by  the 
Board)  to  occupy  adjacent  building;  premises  139  and 
141  West  69th  street,  'north  side,  93  ft.  east  of  Board¬ 
way  (Block  1141,  Lots  17  and  18),  Borough  of  Man¬ 
hattan. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Oliver  O.  Kalmus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline 
service  station;  premises  65-01  to  65-05  Kissena  boule¬ 
vard,  southeast  corner  of  65th  avenue  (Block  6742,  Lot 

10),  Flushing,  Borough  of  Queens. 

\ 

239-46-BZ — Application,  April  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Henry  George  Greene,  ap¬ 
plicant,  on  behalf  of  Bercel  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  change  in  occupancy 
of  one  family  frame  dwelling  to  doctor’s  offices;  prem¬ 
ises  88-56  163rd  street,  northwest  corner  of  89th  avenue 
(Block  9768,  Lot  60),  Jamaica,  Borough  of  Queens. 

153-46-BZ— Application,  February  19,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Joseph 
Schafran,  applicant,  on  behalf  of  Pelmel  Realty  Corp., 
owner,  to  permit  in  business  and  unrestricted  use  dis¬ 
trict,  the  use  of  business  portion  of  the  lot  for  ingress 
and  egress  to  the  unrestricted  portion  and  the  storage 
of  raw  materials  and  finished  products  on  such  busi¬ 
ness  portion;  premises  4255  Boston  Post  road,  north¬ 
east  corner  of  Hutchinson  River  (Block  5655,  Lot  340), 
Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 


334-46-A — 88-56  163rd  street,  northwest  corner  of  89th 
avenue  (Block  9768,  Lot  60),  Jamaica,  Borough  of 
Queens. 

154-46-A — 1255  Boston  Post  road,  northeast  corner  of 
Hutchinson  River  (Block  5655,  Lot  340),  Borough  of 
The  Bronx. 

Appliance  and  Materials  for  Approval. 

385-45-SA — DeVilbiss  Water  Wash  Spray  Booth. 

476-44-SM — U.  S.  Gypsum  Co.’s  2"  Solid  Rocklath  and 
Plaster  Partition  (reopened  January  15,  1946  re  amend¬ 
ment  to  include  approval  of  a  fire  resistive  rating  of  one 
hour). 

42-45-SM — “SPRAYKOTE” — Acoustical  and  Thermal 
Insulation. 

45-46-SM — United  States  Flameproofing  Compound. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  11,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  11,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

177-46-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

299-46-A — 1065  Dickens  street,  west  side,  593  ft.  north 
of  Cornaga  avenue  (3rd  floor);  (Block  224,  Lot  22),  Far 
Rockaway,  Borough  of  Queens. 

184-45-A — 147-02  Newport  avenue,  northwest  corner  of 
Beach  147th  street  (Block  34,  Lots  1634  and  1643),  Ne- 
ponsit,  Borough  of  Queens  (reopened  and  restored  to 
calendar  April  9,  1946;  previously  withdrawn). 

536-44-A — 216-16  28th  avenue,  southeast  corner  of  216th 
street  (1st  and  2nd  floors);  (Block  6019,  Lot  103),  Bay- 
side,  Borough  of  Queens  (reopened  May  14th,  1946). 

302-46-A — 16  Beach  46th  place,  west  side,  120  ft.  south 
of  Edgemere  avenue  (1st  floor);  (Block  332,  Lot  34), 
Edgemere,  Borough  of  Queens.  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — Beach  46th 
place). 

315-46-A — 795  Flushing  avenue,  north  side,  75  ft.  west  of 
Humboldt  street  (Block  3127,  Lot  30),  Borough  of 
Brooklyn. 

388-46-A — 58-58  Grand  street  (avenue),  south  side,  460 
ft.  east  of  Rust  street  (Block  2681,  Lot  1),  Maspeth, 
Borough  of  Queens. 

398-46- A — 70-76  Kosciusko  street,  south  side,  150  ft. 
west  of  Nostrand  avenue  (Block  1783,  Lots  43-46), 
Borough  of  Brooklyn. 

337-46-A — South  side  of  1st  avenue,  from  33rd  to  35th 
streets  (1st  floor),  Borough  of  Brooklyn. 

335-46-A — 2-11  to  2-17a  Beach  29th  street,  w'est  side, 
100  ft.  north  of  Seagirt  avenue  (Block  287,  Lot  J6), 
Edgemere,  Borough  of  Queens.  * 

HARRIS  H.  MURDOCK,  Chairman, 
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JUNE  18,  1946,  10  A.  M. 

NOTICE  IS  H E R E B \  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  18,  1946  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

63-46-BZ — Application,  January  23,  1946,  under  section 
7 c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito- 
rium,  office  and  auto  laundry;  premises,  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

780-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Vito  Santoro,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy 
from  stable  and  storage  of  wagons  to  wholesale  beer 
distributor,  office  and  storage  of  five  (5)  motor  vehicles; 
premises  1818-1820  Bleecker  street,  east  side,  155  ft. 
north  of  Seneca  avenue  (Block  3435,  Lots  21  and  22), 
Ridgewood,  Borough  of  Queens. 

313-46-BZ — Application,  April  30,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution  of  Siegel  and  Green, 
applicants,  on  behalf  of  130  Willis  Avenue  Realty  Corp., 
owner,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  drug  factory,  to  store  front  manufac¬ 
turing,  first  floor,  and  factory  use  on  other  floors;  prem¬ 
ises  400  East  134th  street,  and  130-136  Willis  avenue, 
southeast  corner  (Block  2278,  Lot  5),  Borough  of  The 
Bronx. 

345-46-BZ — Application,  May  10,  1946,  under  section  21 
of  the  zoning  resolution,  of  Eric  Kebbon,  applicant,  on 
behalf  of  Board  of  Education,  City  of  New  York, 
owner,  to  permit  in  a  residence  use,  E  area  district,  the 
erection  of  a  building  (Public  School)  using  more  than 
permitted  area  above  18  foot  level;  premises  137-15  77th 
avenue,  northeast  corner  of  137th  street  (P.S.  164); 
(Block  6606,  Lot  '2),  Flushing,  Borough  of  Queens. 

316- 46-BZ — Application,  May  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Jaruth 
Holding  Corp.,  owner  (Laundry  Mart,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  a  proposed  wet  wash 
laundry;  premises  297  East  Houston  street,  southeast 
corner  of  Clinton  street  (Block  350,  Lot  51),  Borough 
of  Manhattan. 

317- 46-BZ — Application,  May  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Esther 
Greenwald,  owner  (Laundry  Mart,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  a  proposed  wet  wash 
laundry;  premises  782  Manhattan  avenue,  east  side,  75 
ft.  north  of  Messerole  street  (Block  259?,  Lot  4),  Bor¬ 
ough  of  Brooklyn. 

790-45-BZ— Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Anna  Krishian,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  and  electrical 
supply  showroom,  lubritorium,  auto  laundry,  brake  test¬ 
ing,  wheel  aligning,  minor  repairs  (hand  tools  only); 
premises  178-68  to  178-90  South  Conduit  boulevard,  and 
117-76  to  144-82  Farmers  boulevard,  southwest  corner 
(Block  4510,  Lots  1  and  201),  Springfield,  Borough  of 
Queens. 

122-46-BZ — Application,  February  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  M.  Martin  Elkind, 


applicant,  on  behalf  of  Griffin  Estate,  Inc.,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  erection  of  a  building, 
on  existing  gasoline  station  for  office,  lubritorium  and 
repair  of  motor  vehicles;  premises  34-51  Bell  boulevard, 
and  213-35  35th  avenue,  northeast  corner  (Block  6117, 
Lot  12),  Bayside,  Borough  of  Queens. 

327-46-BZ — Application,  April  30,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Julius  Eckmann,  appli¬ 
cant,  on  behalf  of  T.  Victor  Searing,  owner,  to  permit 
in  a  residence  use  district,  the  change  of  occupancy  from 
stable  to  factory;  premises  324  West  26th  street,  south 
side,  251  ft.  west  of  8th  avenue  (Block  749,  Lot  57), 
Borough  of  Manhattan. 

Material  for  Approval. 

152-46-SM — PERMA  BOARD  (Kiln  Dried  Balsa  Wood 
Structural  Insulation  Board). 

HARRIS  H.  MURDOCK,  Chairman, 


JUNE  25,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  25,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  scc^ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 


649 


CALENDAR 


and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

307-46-BZ — Application,  April  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Carl  E.  Troy,  ap¬ 
plicant,  on  behalf  of  General  Linen  Supply  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  local  retail  use,  C  area 
district,  the  alteration  and  extension  of  present  buildings 
for  the  storage,  shipping  and  manufacturing  of  dry 
goods  in  conjunction  with  existing  wet  wash  laundry, 
using  more  than  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brook¬ 
lyn. 

1017-39-BZ— Application  of  Marie  E.  Carroll,  applicant 
and  owner,  reopened  June  4,  1946,  for  consideration  as 
to  extension  of  variance — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  448-452  East  189th 
street,  south  side,  89.02  ft.  east  of  Third  avenue  (Block 
3042,  Lots  27  and  29),  Borough  of  The  Bronx. 

960-27-BZ — Application  of  S.  Walter  Katz,  applicant,  on 
behalf  of  Alfred  Ambrogi  and  Jacqueline  Garola,  own¬ 
ers,  reopened  April  2,  1946  under  sections  7b  and  7c  of 
the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  motor  vehicles  (previously  granted 
by  the  Board)  to  garage  for  more  than  five  motor  ve¬ 
hicles  first  floor  and  manufacturing  (25%)  on  second 
floor;  premises  1816  Boston  road,  east  side,  109.88  ft. 
south  of  East  176th  street,  and  1819  Vyse  avenue  (Block 
2191,  Lot  52),  Borough  of  The  Bronx. 

84-34-BZ — Application  of  Adolph  Goldberg,  applicant, 
on  behalf  of  The  Lincoln  Savings  Bank  of  Brooklyn, 
owner,  reopened  April  30,  1946  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use,  C  area  district,  the  extension  of  present 
building  (granted  by  the  Board)  to  cover  more  than 
area  permitted;  premises  7421-7425  5th  avenue,  and  501  - 
509  Bay  Ridge  parkway,  northeast  corner  (Block  5931, 
Lots  1  and  3),  Borough  of  Brooklyn. 

265-46-BZ — Application,  April  10,  1946,  under  section  21 
of  the  zoning  resolution,  of  Howard  H.  Snyder,  appli¬ 
cant,  on  behalf  of  Hotel  Taft  Corporation,  owner,  to 
permit  in  a  retail-1  and  business-1  use,  B  area  and  Class 
2  height  district,  the  extension  of  existing  building  in 
height  by  the  erection  of  an  additional  pent-house  to 
exceed  the  height  permitted  by  section  8  subdivision 
(g);  premises  761-779  7th  avenue,  east  side,  from  West 
50th  to  West  51st  street,  and  148  West  51st  street  (Block 
1003,  Lot  1),  Borough  of  Manhattan. 

168-46-BZ — Application,  March  6,  1946,  under  section  21 
of  the  zoning  resolution,  of  Norman  Lederer,  applicant, 
on  behalf  of  Ruth  Charken,  owner,  to  permit  in  a  resi¬ 
dence  use,  D  area  district,  the  maintenance  of  an  exist¬ 
ing  extension  to  one  family  dwelling  without  required 
rear  yard;  premises  453  Beach  22nd  street  (rear),  west 
side,  137.97  ft.  south  of  Brookhaven  avenue  (Block  255, 
part  of  Lot  56),  Edgemere,  Borough  of  Queens. 

1306-22-BZ — Application  of  J.  Daniel  Dougherty,  appli¬ 
cant,  on  behalf  of  Craft  Realty  Corp.,  owner  (Standard 
Brands,  Inc.,  lessee),  reopened  May  14,  1946,  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  of  use  for  a  temporary 
period,  to  office,  storage  of  packaged  food  products  and 
garage  space  (previously  granted  by  the  Board);  prem¬ 
ises  113-129  Empire  boulevard,  north  side,  140  ft.  west 
of  Bedford  avenue  (Block  1306,  Lot  41),  Borough  of 
Brooklyn. 

280-41-BZ — Application  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Constel  Realty  Corp.,  owner,  reopened  April 


2,  1946,  under  sections  7c,  7i  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use,  C  area  district,  the 
erection  and  maintenance  of  building  to  be  used  as  a 
motor  vehicle  repair  shop,  using  more  than  permitted 
area;  premises  65-71  Furman  avenue,  north  side,  99  ft. 
6  in.  east  of  Bushwick  avenue  (Block  3462,  Lots  63-67), 
Borough  of  Brooklyn. 

522-44-BZ — Application  of  Irving  Ditchek,  applicant,  on 
behalf  of  Jack  Ditchek,  owner,  reopened  April  2,  1946, 
under  section  7i  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  change  of  occupancy  from 
automobile  accessories  store  to  motor  vehicle  repair 
shop;  premises  8232  18th  avenue,  west  side,  23  ft.  north 
of  84th  street  (Block  6314,  Lot  76) ,  Borough  of  Brook¬ 
lyn. 

164- 46-BZ — Application,  February  28,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Joseph  P.  Clavin,  owner,  to 
permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  from  one  family  residence  to  undertaker’s  estab¬ 
lishment  and  one  family  residence;  premises  7722-773 6 
4th  avenue,  and  375-379  78th  street,  northwest  corner 
(Block  5960,  Lot  50),  Borough  of  Brooklyn. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  z.\  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue, 
south  side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

20-46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Min¬ 
erva  Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners  (Wheeler  Shipbuilding  Corp.,  lessee),  re¬ 
opened  March  26,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  for  a  temporary  term,  the  use  and  maintenance 
of  a  temporary  storage  shed;  the  storage  of  lumber, 
and,  also  the  parking  of  more  than  five  motor  vehicles 
(employee’s  cars);  premises  152-02  to  153-10  10th  ave¬ 
nue,  10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47, 
and  68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots 
1,  18,  19,  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  and  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

165- 46-A — 7722-7736  4th  avenue,  and  375-379  78th  street, 
northwest  corner  (Block  5960,  Lot  50),  Borough  of 
Brooklyn. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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JUNE  25,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  25,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

183-46-A — 1^/2  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

386-46-A — 15-29  Bridgewater  street,  south  side,  142  ft. 
6  in.  west  of  Meeker  avenue  and  885-895  Meeker  avenue 
(Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  2,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  2,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Zoning  Application. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 


applicant,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone); 
premises  1550  Flatbush  avenue,  west  side,  58  ft.  A]/2  in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  9,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Zoning  Application. 

312-46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u/w  G.  Wilbur  Doughty,  deceased,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka- 
way,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  May  28, 
1946.) 

879-38-BZ 

APPLICANT — Herman  Beilin,  for  Rocco  Tricarico,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 31-53  and  31-73  31st  street, 
east  side,  178.14  ft.  north  of  Broadway,  (Block  613, 
Lots  13  and  19),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Murray  C.  Sandler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (879-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  31-53  and  31-73  31st  street, 
east  side,  178.14  ft.  north  of  Broadway  (Block  613,  Lots  13 


and  19),  Long  Island  City,  Borough  of  Queens,  was  granted 
by  the  Board  on  November  13,  1940,  on  certain  conditions ; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  8,  1941,  resolution  amended  on  June  2, 
1942  and  permit  extended  on  May  31,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  13,  1940,  as 
amended  by  resolutions  adopted  through  May  31,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

.  .  granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution ;  that 
other  than  as  amended  herein  the  resolution  adopted  by 
the  Board  November  13,  1940,  as  amended  by  resolution 
adopted  June  2,  1942  shall  be  complied  with  in  all 
respects ;  and  that  a  certificate  of  occupancy  shall  be 
obtained  (Misc.  Applic.  348-42).” 


1004-41-BZ 

APPLICANT— Alexander  A.  Forman,  3rd,  for  Dougland 
Homes  Corporation,  owner  (Frederick  Cornelius, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
reconstruction  and  extension  of  a  gasoline  service 
station. 
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PREMISES  AFFECTED— 175-42  137th  avenue  and  137- 
04  Farmers  boulevard,  southwest  corner  (Block 
3237,  part  of  Lot  24),  Springfield  Gardens,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dalilem,  Dcp’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (1004-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  and  extension  of  a  gasoline  service  station,  affect¬ 
ing  premises  175-42  137th  avenue  and  137-04  Farmers  boule¬ 
vard,  southwest  corner  (Block  3237,  part  of  Lot  24),  Spring- 
field  Gardens,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  30,  1942,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  11,  1943,  May  9,  1944  and  May  15, 
1945,  and  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  30,  1942  as  amended 
through  May  15,  1945  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution  (Alt.  Applic.  2414-41).” 


1105-41-BZ 

APPLICANT — The  Cord  Meyer  Company,  owner. 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 91-12  to  92-18  and  93-12  to 
93-24  Roosevelt  avenue,  40-02  to  40-18  Aske  street, 
93-20  to  93-32  Whitney  avenue  and  40-09  to  41-11 
Benham  street  (Block  1550,  Lots  1,  6  and  8;  Block 
1562,  part  of  Lots  14  and  1,  and  Block  1563,  Lot 
32  and  part  of  20),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  S.  Worrall,  Jr. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (1105-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  temporary  period  of  two 
years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  91-12  to  92-18  and  93-12  to 
93-24  Roosevelt  avenue,  40-02  to  40-18  Aske  street,  93-20 
to  93-32  Whitney  avenue  and  40-09  to  41-11  Benham  street 
(Block  1550,  Lots  1,  6  and  8,  Block  1562,  part  of  Lots  14 


and  1  and  Block  1563,  Lot  32  and  part  of  Lot  20),  Elm¬ 
hurst,  Borough  of  Queens,  was  granted  by  the  Board  Feb¬ 
ruary  3,  1942,  on  certain  conditions,  and  resolution  amended 
on  April  7,  1942 ;  and 

Whereas,  the  permit  was  extended  on  April  11,  1944 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  3,  1942  as  to  the 
term  of  the  permit  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  .  .  .  that  the  size  of  the 
plot  may  be  reduced  as  indicated  on  revised  plans 
marked  ‘Received  May  23,  1946’  on  condition  that  the 
requirements  of  the  resolution  adopted  February  3,  1942 
shall  be  complied  with  in  all  respects  and  that  the  depth 
of  the  lot  from  Roosevelt  avenue  shall  not  exceed  100 
ft. ;  that  a  similar  fence  and  bumper  shall  be  erected 
along  the  southerly  line  all  as  indicated  on  such  plans 
marked  ‘Received  May  23,  1946’;  and  that  a  certificate 
of  occupancy  shall  be  obtained  (N.  B.  Applic.  6324-41).” 


90-42-BZ 

APPLICANT — Benjamin  A.  Wilder,  for  Abraham  Rub- 
enstein,  lessee  (Henry  Winters,  owner). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 1253-1263  Boscobel  avenue, 
west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
2506,  Lots  46  and  48),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Benjamin  A.  Wilder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (90-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1253-1263  Boscobel  ave¬ 
nue,  west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
2506,  Lots  46  and  48),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  May  19,  1942,  on  certain  conditions  and  the 
time  to  complete  the  work,  extended  on  November  23,  1943; 
and 

Whereas,  the  permit  was  extended  on  April  25,  1944, 
and  the  applicant  requested  a  further  extension  of  the  per¬ 
mit  ;  and 

Whereas,  the  present  lessee  of  the  premises  is  Abraham 
Rubenstein. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  19,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“.  .  .  g ranted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution;  and 
that  in  all  other  respects  the  resolution  adopted  by  the 
Board  May  19,  1942  shall  be  complied  with  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 
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176-42-BZ 

APPLICANT — Street  and  Adikes,  for  Boulevard  Housing 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7d  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  use  of  a  plot  of  ground  as  a  recreational  area 
for  the  tenants  of  a  building  not  located  on  same 
lot  with  proposed  use. 

PREMISES  AFFECTED— 56-39  to  56-51  30th  avenue, 
north  side,  100.78  ft.  east  of  56th  place  (Block  1024, 
Lot  8),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Walter  Adikes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (176-42-BZ) 

Whereas,  this  application  under  section  7d  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  use  of 
a  plot  of  ground  as  a  recreational  area  for  the  tenants  of 
a  building  not  located  on  the  same  lot  with  the  proposed 
use,  affecting  premises  56-39  to  56-51  30th  avenue,  north 
side,  100.78  ft.  east  of  56th  place  (Block  1024,  Lot  8), 
Woodside,  Borough  of  Queens,  was  granted  by  the  Board 
on  May  5,  1942  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  June  6,  1944  and  May  29,  1945,  and  the 
applicant  requested  a  further  extension  for  such  similar 
purpose. 

Resolved,,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  5,  1942  only  in  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  amchded 
resolution  (Misc.  Applic.  11427-41).” 


318-18-BZ 

APPLICANT — M.  W.  Del  Gaudio,  for  93-95  Charles  St. 
Corporation,  owner.  (M.  Maretta  &  Sons,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
change -of  occupancy  from  public  garage  to  sorting, 
baling,  storage  and  shipping  of  paper  stock — re 
Application  (decision  of  the  borough  superinten¬ 
dent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  residence  and  local  retail  use, 
C  area  district  the  change  of  occupancy  from  pub¬ 
lic  garage  for  more  than  five  motor  vehicles  (pre¬ 
viously  granted  by  Board)  to  sorting,  baling, 
storage  and  shipping  of  paper  stock. 

PREMISES  AFFECTED — 93-95  Charles  street,  north  side, 
70  ft.  west  of  Bleecker  street  (Block  621,  Lot  25), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Matthew  W.  Del  Gaudio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


855-25-BZ 

APPLICANT — Samuel  Hirsch,  for  William  Wilburn, 
owner;  Warren  Wilburn,  tenant. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  additional  use — re 
Application  (decision  of  the  commissioner  of  build¬ 
ings)  previously  granted  on  condition) .  under  sec¬ 
tion  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles  and  also  a  gasoline  selling  station. 

PREMISES  AFFECTED— 6782  Hylan  boulevard,  south¬ 
east  corner  of  Page  street  (Block  45,  part  of  Lot 
63),  Tottenville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Samuel  Hirsch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 


1063-27-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  for  Neprak 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  area  and  reconstruction — re  Applica¬ 
tion  (decision  of  the  borough  superintendent)  pre¬ 
viously  granted  on  condition  under  section  7 g  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  (request  for  alteration  of  existing 
gasoline  station  previously  dismissed  for  lack  of 
prosecution,  1-26-43).  ' 

PREMISES  AFFECTED— 133-44  150th  street  and  149-12 
North  Conduit  avenue,  northwest  corner,  (Block- 
12116,  Lots  1,  5,  53  and  56),  South  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch  and  William 
Karpen. 

For  Administration :  Harold  Klorfein,  P.  D.  and 
Fred  Dahlem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


53-31-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lester  Jacobs, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  alteration — re  Application  (decision 
of  the  borough  superintendent),  previously  granted 
on  condition,  under  section  7f  for  a  term  of  two 
years,  permitting  partly  in  residence  and  partly  in 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and  garages  for  the 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 301-331  West  230th  street, 
northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee .  4 

Negative  .  0 


872-39-BZ 

APPLICANT — Herman  Kron,  for  Paramount  Filling  Sta¬ 
tions,  Inc.,  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — Application  (decision 
of  the  borough  superintendent)  under  section  7c  of 
the  zoning  resolution,  to  permit  in  business  use,  C 
area  district,  the  erection  and  maintenance  of  an 
office,  lubritorium  and  auto  laundry  on  same  lot 
with  existing  gasoline  service  station  (previously 
denied  under  sections  7c  and  21  for  lubritorium  and 
office  building). 

PREMISES  AFFECTED— 7001-7019  Bay  Parkway,  south¬ 
west  corner  of  West  10th  street  and  1-21  Avenue 
O,  (Block  6574,  Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendard. 

THE  VOTE  Tp  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


205-46-BZ 

APPLICANT — Brown  and  ^Matthews,  Inc.,  for  American 
Seal  Kap  Corp.,  owner  and  lessee. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  21  and  7A,  to  permit  in 
unrestricted  and  business  use,  B  area  district,  the 
alteration  of  an  existing  factory  for  the  manufacture 
of  milk  bottle  caps,  to  be  extended  more  than  the 
25%  area  permitted  for  such  use. 

PREMISES  AFFECTED— 11-05  to  11-27  44th  drive, 
northeast  corner  of  11th  street  and  11-22  44th  road 
(Block  447,  Lots  13,  21,  31  and  32),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  Edw.  Tilt. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


MATERIAL  SUBMITTED  FOR  APPROVAL. 

179-43-SM 

APPLICANT — The  Protectowire  Company,  owner;  Cen¬ 
tral  Station  Signals,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Protectowire  (Heat 
Sensitive  Cable)  previously  approved  on  condition. 
APPEARANCES— 

For  Applicant:  W.  G.  Holmes. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


Adjourned:  4:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  4,  1946. 

Present :  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  May  7,  1945,  were 
approved,  as  printed  in  Bulletin  No.  20,  Vol.  No.  31. 


ZONING  APPLICATIONS 

612-45-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Henry  J.  Pfistner, 
owner. 

SUBJECT — Application  reopened  February  5,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 94-15  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61  Junction  boulevard,  northeast 
corner  and  32-44  to  32-60  95th  street,  northwest 
corner  of  Northern  boulevard  (Block  1424,  Lots 
32  and  33),  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Opposition :  Viola  Williams. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.  M.  at  request  of  applicant. 


782-45-BZ 

APPLICANT— Lama  and  Proskauer,  for  William  M.  New¬ 
man,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
of  existing  gasoline  service  station. 

PREMISES  AFFECTED— 196-202  Grand  street  Extension 
and  373  South  1st  street,  southeast  corner  (Block 
2399,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.  M.  for  inspection. 


799-45-BZ 

APPLICANT — Walter  Eberhardt,  for  Anna  Rosello,  owner 
(Willy  Furo,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  garage  for  not  more  than  five  motor 
vehicles  and  one  apartment  to  garage  for  not  more 
than  five  motor  vehicles,  repair  shop  and  one  apart¬ 
ment. 
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PREMISES  AFFECTED — 507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Stanley  H.  Kaufman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946,  at  10 
A.  M.  for  inspection. 

— 

20-46-BZ 

APPLICANT — Morris  Whinston,  for  668  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  1  use,  B  area  district,  the 
extension  of  existing  structure,  using  more  than 
permitted  area. 

PREMISES  AFFECTED — 668  8th  avenue,  east  side,  80  ft. 
north  of  West  42nd  street  (Block  1014,  Lot  4), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Whinston. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.  M.  for  inspection. 


25-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Helen  Sciarello, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  recon¬ 
struction  of  a  gasoline  service  station,  to  a  gaso¬ 
line  service  station,  office,  lubritorium,  laundry, 
wheel  alignment,  brake  testing  and  minor  repairs 
to  motor  vehicles. 

PREMISES  AFFECTED — 1702  Cropsey  avenue,  and  8835- 
8847  17th  avenue,  southeast  corner  (Block  6462, 
Lots  16  and  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  B.  Ivalter  and  Leo 
Sarrello. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

|  ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.  M.  at  request  of  Board. 


63-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  E. 
Winkle,  owner. 

I  SUBJECT — Application  (decision  of  the  borough  superin¬ 

tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of 
a  gasoline  service  station,  battery  and  ignition  re¬ 
pairing,  lubritorium,  office  and  auto  laundry. 
PREMISES  Ah  FECTED — 108-05  to  108-15  Rockaway 
boulevard,  north  side,  30  ft.  east  of  108th  street 
(Block  11475,  Lot  1),  Richmond  Hill,  Borough  ot 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  William  E. 
Winkle. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob'  BOARD — Laid  over  to  June  18,  1946  at  10 
A.  M.  for  further  consideration. 


158-46-BZ 

APPLICANT — Max  Abramovitz,  for  Fairchild  Press,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  B  area  district,  the  erection 
of  a  building,  using  more  area  than  permitted. 
PREMISES  AFFECTED — 3-9  East  12th  street  east  side, 
150  ft.  east  of  50th  avenue,  and  6-10  East  13th  street 
(Block  570,  Lot  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Abramovitz;  John  Hayes,  E. 
Fairchild  and  P.  Hyatt. 

For  Opposition :  Samuel  Fox,  S.  C.  Stemfer,  Alice 
D.  Siering  and  E.  G.  Steinert. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.  M.,  pending  decision  by  Court  of  Appeals. 


208-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  J.  F.  Cogan  Co., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  business  use,  C  area  district,  the  erec¬ 
tion  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  gas  station,  auto  laundry,  lubritorium,  re¬ 
pairs  and  servicing,  using  more  than  permitted  area. 

PREMISES  AFFECTED — 14-24  Avenue  M,  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block 
6563,  Lots  6,  19,  21,  23  and  25),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  G.  A.  Berkowitz,  Harry  Kaplan,  J. 

Perera,  C.  Pierro  and  J.  Stella. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  10 
A.  M.  at  request  of  applicant. 


296-46-BZ 

APPLICANT — Wendell  Mischler,  for  Flatbush  Savings 
Bank,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use,  C  area  district,  the  erection  of  a  building  for 
commercial  purposes,  occupying  more  than  the  per¬ 
mitted  area  of  lot  without  providing  a  rear  yard 
above  the  first  floor,  and  having  a  parking  area  in 
rear  of  building  (residence  zone). 

PREMISES  AFFECTED — 1550  Flatbush  avenue,  west 
side,  85  ft.  4l/>  in.  north  of  Germania  place,  and 
135-143  Kenilworth  place  (Block  7557,  Lot  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Wendell  Mischler  and  Cranford 
Y  oung. 

For  Opposition:  J.  Whitehorn,  William  Cresswell, 
Richard  Ashton,  Jr.,  F.  Biekeley,  Alfred 
Mayers  and  Max  Staiger. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1946  at  10 
A.  M.  for  further  consideration. 


307-46-BZ 

APPLICANT — Carl  E.  Troy,  for  General  Linen  Supply 
and  Laundry  Co.,  Inc.,  owner. 
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SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  local  retail  use,  C  area 
district,  the  alteration  and  extension  of  present 
buildings  for  the  storage,  shipping  and  manufactur¬ 
ing  of  dry  goods  in  conjunction  with  existing  wet 
wash  laundry,  using  more  than  area  permitted. 

PREMISES  AFFECTED— 857-867  Myrtle  avenue,  north 
side,  225  ft.  east  of  Marcy  avenue  (Block  1747,  Lots 
53-58,  inclusive),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  C.  E.  Troy,  M.  Mario  and  B.  Levins 
For  Opposition :  Anthony  P.  Manuele,  L.  S.  Joseph, 
G.  Groder,  N.  Fetner,  Paul  Ludway,  Sofia 
Hernandez,  Frances  Elfenbein  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1946  at  10 
A.  M.  for  inspection  and  decision  without  further 
argument. 


312-46-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  A.  Frederick  Reiners 
and  Elsie  E.  Doughty,  trustees  u/w  G.  Wilbur 
Doughty,  deceased,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 2137-2147  Mott  avenue,  and 
1146-1148  Beach  Channel  drive,  southeast  corner 
(Block  216,  Lots  100  and  105),  Far  Rockaway, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy  and  L.  Thomme. 
For  Opposition:  Benjamin  Heffner,  Peter  Tessler, 
D.  H.  Ducor,  Joseph  Engel,  Helen  Reilly,  John 
Reilly,  Sophie  Samuel,  Henry  Manheimer  and 
Morton  Silverman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946  at  10 
A.  M.  for  inspection  and  decision  without  further 
argument. 


539-23-BZ 

APPLICANT — Herman  Kron,  for  Samrose  Realty  Corp., 
owner  (Ferris  Buick  Corp.,  lessee). 

SUBJECT — Application  reopened  April  23,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  change  in  occupancy  from 
garage  for  storage  of  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board),  to 
garage  for  more  than  five  motor  vehicles,  automo¬ 
bile  repair  shop,  showroom  and  sales  of  automobile 
parts. 

PREMISES  AFFECTED — 2325-2335  Jerome  avenue,  and 
1-9  Evelyn  place,  northwest  corner  (Block  3198, 
Lot  105),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  H.  Kron,  J.  Solomon,  B.  Solomon 
and  R.  Ferris. 

For  Opposition:  Jennie  Barnett  and  Jules  D. 
Barnett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (539-23-BZ) 

Whereas,  this  application  under  the  building  zone  reso¬ 
lution  (re  decision  of  borough  superintendent)  permitting 
in  a  business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles, 
affecting  premises  northwest  corner  of  Jerome  avenue  and 
Evelyn  place,  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  July  10,  1923,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  amendment  of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  23,  1946  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  4,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Jerome  avenue  is  in  a  business  use  B 
area  and  class  1%  height  district;  Evelyn  place  is  in  resi¬ 
dence  and  business  use  B  area  and  class  1%  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  28,  1946  on  Alt.  Applic.  252-46  reads : 

“1.  Proposed  change  of  occupancy  is  contrary  to 
Board  of  Standards  and  Appeals  Resolution  #539-23- 
BZ  approved  July  10th,  1923. 

2.  Proposed  use  of  premises  for  garage  for  more  than 
five  motor  vehicles  and  Automobile  Repair  Shop  in  a 
Business  District  is  contrary  to  Section  #4  (a)  15  and 
29  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  125  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  125  ft.  front  by  100  ft.  in  depth,  2  stories, 
27  ft.  in  height,  of  class  3  construction ;  that  it  is  proposed 
to  extend  the  use  to  include  automobile  repair  shop,  show 
room  and  sales  of  auto  parts ;  and  * 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1923  under  approval  of  Board  of  Standards  and 
Appeals,  of  non-fireproof  construction,  2  stories  in  height, 
occupied  as  a  public  garage ;  that  the  proposed  use  will  be 
known  as  the  Ferris-Buick-Service  and  will  be  financed  by 
the  General  Motors  Corporation  which  is  co-investor  in 
this  business;  that  the  present  application  is  for  an  extension 
of  the  use  of  the  garage  premises  so  as  to  permit  the  prem¬ 
ises  as  a  public  garage,  automobile  repair  shop,  show  room 
and  sales  of  auto  parts,  and  it  is  respectfully  requested  that, 
this  application  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  10,  1923  by  adding 
thereto : 

“that  in  the  event  the  present  owner,  the  Samrose 
Realty  Corporation,  desires  to  occupy  the  building  as 
a  sales  store  and  service  station  for  a  Buick  automobile 
agency,  (Ferris  Buick  Corporation,  lessee),  such  change 
of  use  may  be  permitted  provided  the  building  is  not 
increased  in  height  or  area ;  that  no  openings  shall  be 
constructed  on  the  interior  lot  line  wall ;  that  an  en¬ 
closed  space  shall  be  constructed  along  the  Jerome 
avenue  front  for  the  display  of  automobiles  as  indicated 
on  plans  showing  proposed  conditions  marked  ‘Received 
May  2,  1946,’  two  sheets ;  that  all  repair  work  done 
shall  be  by  hand  tools  only ;  that  if  any  spraying  is 
done,  same  shall  be  carried  on  in  a  proper  booth  or 
room  complying  with  the  rules  of  the  Board  therefor ; 
that  no  signs  shall  be  erected  on  the  premises  other  than 
those  lawfully  permitted  excluding  all  roof  signs  and 
temporary  signs ;  that  gasoline  dispensing  equipment 
now  installed  shall  be  used  only  for  cars  dealt  in  by 
the  agency  and  not  for  sale  to  passing  motor  vehicles; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  amended  resolution.” 
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278-24-BZ 

APPLICANT — Robert  Teichman,  for  Jumel  Place  and 
Edgecombe  Avenue  Corp.,  owner. 

SUBJECT— Application  reopened  April  17,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7c  and  7e  of  the  zoning  resolution, 
to  permit  in  business  use  district,  the  change  in 
occupancy  from  garage  for  more  than  five  (5) 
motor  vehicles  and  repair  shop  basement  only,  and 
factory  first  and  second  floors,  using  more  than 
permitted  area. 

PREMISES  AFFECTED — 1  Jumel  place  and  441-451 
West  167th  street,  northeast  corner  (Block  2112, 
Lot  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Robert  Teichman,  B.  Buchwald  and 
J.  Beyers. 

For  Opposition:  James  E.  Newton. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (278-24-BZ) 


Whereas,  this  application,  permitting  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  public  garage  for  more  than  five 
(5)  motor  vehicles,  premises  441-451  West  167th  street 
and  1  Jumel  place,  northeast  corner  (Block  2112,  Lot  58), 
Borough  of  Manhattan,  was  granted  by  the  Board  March 
25,  1924,  on  certain  conditions ;  and 

Whereas,  on  December  10,  1940,  this  application  was 
amended,  permitting  under  section  7i  of  the  zoning  resolu¬ 
tion,  the  conversion  of  occupancy  of  part  of  a  garage  to  a 
motor  vehicle  repair  shop,  and  further  amended  on  January 
12,  1943;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  17,  1945  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  4,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  167th  street  is  in  a  business  use,  B 
area  and  Class  V/z  height  district;  Jumel  place  is  in  business 
and  unrestricted  use,  B  area  and  Class  1 '/  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  18,  1946,  re  Alt.  App.  80-45,  reads: 

“1.  The  change  of  use  of  the  building  is  contrary  to 
the  Board  of  Std.  of  Appeals  Res.  #278-24-BZ. 

3.  Specify  any  conforming  trade  as  per  Art.  II 
Sec.  4  Zoning  Resolution. 

4.  Specify  25%  of  total  floor  space  for  factory  use 
as  per  Art.  II  Sec.  4  (c)  Zoning  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  164  ft.  9  in.  frontage  by  118  ft.  in  depth  (irregular) 
on  which  is  located  a  building  164  ft.  9  in.  front  by  118  ft. 
in  depth  (irregular)  2  stories,  30  ft.  in  height,  of  Class  3 
construction ;  that  it  is  proposed  to  install  new  steps  on 
present  ramps ;  that  no  structural  changes  will  be  made  in 
the  building;  and 

Whereas,  the  applicant  contends  that  on  March  22,  1945, 
he  requested  the  Board  for  a  modification  of  a  decision  of 
the  borough  superintendent,  under  Alt.  #80-45,  Items  1,  3,  4, 
to  permit  one  hundred  (100%)  percent  manufacturing  use 


on  the  1st  and  2nd  floors  with  the  basement  to  remain  as  a 
garage ;  that  the  property  has  recently  been  bought  by  new 
owners  on  February  15,  1945;  that  it  is  their  intent,  should 
the  Board  permit,  to  use  the  building  for  100%  manufact¬ 
uring  in  lieu  of  the  garage  use,  so  that  an  amendment  has 
been  filed  under  80-45,  to  which  the  Superintendent  of 
Buildings  has  raised  objections  Nos.  1,  3,  4,  and  on  which 
the  appeal  has  since  been  amended ;  that  in  appealing  for  a 
greater  area  use  than  that  permitted  by  the  zoning  resolu¬ 
tion,  25%  in  a  business  district,  attention  is  called  to  the 
lack  of  factory  space  in  the  City,  due  to  the  proposed  new 
housing  developments  and  the  resumption  of  factory  work 
since  the  ending  of  the  war;  that  it  also  is  the  desire  of 
factory  workers  themselves  to  reside  near  their  place  of 
employment  and  the  building  lends  itself  easily  to  thr 
changes  necessary  to  comply  with  the  requirements  of  the 
Labor  Law;  that  inasmuch  as  the  building  has  previously 
been  used  for  nonconforming  use,  as  a  public  garage  and 
repair  shop  since  1924,  which  at  that  time  included  a  sec¬ 
tion  of  the  property  on  the  northeast  corner  then  located 
in  a  residence  use  district,  which  district  was  subsequently 
changed  to  unrestricted  use,  it  is  asked  that  the  Board 
permit  the  increase  in  manufacturing  floor  space  or  such 
percentage  greater  than  the  twenty-five  (25%)  percent 
allowed  under  the  zoning  resolution,  there  being  no  change 
made  in  the  general  conditions  existing  in  the  immediate 
neighborhood;  that  the  Building  Department’s  objections 
5,  6,  7,  8  will  be  complied  with. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  25,  1924,  as 
amended  through  January  12,  1943,  by  adding  thereto: 

“.  .  .  that  in  the  event  the  owner  desires  to  change 
the  use  of  the  building  to  a  use  conforming  in  the 
business  district  and  as  passed  upon  by  the  borough 
superintendent  under  Alt.  Applic.  80-45,  Objections  1, 
3  and  4,  such  use  may  be  permitted,  provided  the 
building  is  not  increased  in  height  or  area  and  the 
garage  use  is  not  restored  in  whole  or  in  part  and  all 
gasoline  dispensing  equipment  is  completely  removed 
from  the  building,  and  provided  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  the  total 
floor  space  within  the  building  occupied  for  factory 
purposes  shall  not  exceed  the  area  of  the  lot  on  which 
the  building  is  erected ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  year  from  the 
date  of  this  amended  resolution. 


811-26-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  E. 
Winkle,  owner. 

SUBJECT — Application  reopened  February  13,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  residence  and  unrestricted  use  district,  the  ex¬ 
tension  of  existing  public  garage  and  gasoline  serv¬ 
ice  station  (previously  granted  by  Board)  to  garage, 
gasoline  station  and  showroom,  office,  lubritorium, 
auto  laundry  and  minor  repairs. 

PREMISES  AFFECTED — 93-02  to  93-14  Atlantic  avenue 
and  94-02  to  94-08  Woodhaven  boulevard,  south¬ 
west  corner  (Block  9033,  Lot  1),  Woodhaven, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  William  E. 
Winkle. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  . 0 

Absent :  Commissioner  Savage  .  1 
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THE  RESOLUTION  (811-26-BZ) 

Whereas,  this  application  (decision  of  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution,  permit¬ 
ting  in  a  business  use  district  the  erection  and  maintenance 
of  a  gasoline  selling  station;  premises  9100  Atlantic  avenue, 
Woodhaven,  Borough  of  Queens,  was  granted  by  the  Board 
on  December  21,  1926,  on  certain  conditions;  and 

Whereas,  Lama  and  Proskauer,  for  William  E.  Winkle, 
owner,  filed  an  application  for  an  amendment  under  section 
7c  of  the  zoning  resolution,  to  permit  in  residence  and  un¬ 
restricted  use  districts  the  extension  of  an  existing  public 
garage  and  gasoline  service  station  (previously  granted  by 
Board)  to  garage,  gasoline  service  station,  show  room,  office, 
lubritorium,  auto  laundry  and  minor  repairs ;  premises : 
93-02  to  93-14  Atlantic  avenue,  94-02  to  94-08  Woodhaven 
boulevard,  southwest  corner,  (Block  9033,  Lot  1),  Wood¬ 
haven,  Borough  of  Queens ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  13,  1946  and  restored  to  the  calendar  subject 
to  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Boqrd  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  June  4,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  residence  and 
business  use,  A  area  and  Class  1  height  districts;  Wood¬ 
haven  boulevard  is  in  a  residence  use,  A  area  and  Class 
1  height  district ;  93rd  street  is  in  business  and  unrestricted 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  4,  1946,  re  Alt.  App.  2226-45,  reads: 

“5.  Extending  an  existing  public  garage  and  gasoline 
service  station  into  a  residence  use  district,  td  be  occu¬ 
pied  as  a  gas  station,  public  garage,  minor  repairs,  auto 
show  room,  office,  lubritorium,  auto  laundry,  brake 
testing,  wheel  alignment,  is  contrary  to  Art.  II,  Sec.  3, 
B.  Z.  R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  136.47  ft.  frontage  by  100.16  ft.  in  depth  (irregular) 
on  which  is  a  building  100.16  ft.  front  by  150.24  ft.  in  depth 
(irregular),  one  story  (16  feet)  in  height  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  remove  a  portion  of  the 
building  35  ft.  by  136.47  ft.  along  Atlantic  avenue  and  en¬ 
large  the  gasoline  station  to  35  Jt.  by  100  ft.,  and  to  remove 
and  relocate  tanks  and  pumps ;  and 

Whereas,  the  applicant  contends  that  the  public  garage 
is  presently  zoned  as  unrestricted  district  from  93rd  street 
to  a  line  100  ft.  easterly  therefrom  and  the  remaining  36  ft. 
along  Atlantic  avenue  is  in  the  residence  use  district;  that 
the  entire  premises  were  zoned  as  unrestricted  in  1916  and 
on  Aprd  3,  1925  changed  to  residence  and  business  use  dis¬ 
tricts ;  that  on  June  17,  1926,  the  portion  from  93rd  street 
to  a  line  100  ft.  easterly  therefrom  was  changed  to  its  pres¬ 
ent  unrestricted  designation  and  the  remainder  changed  to 
business  ;  that  the  part  zoned  for  business  use  was  changed 
to  its  present  residence  designation  on  May  15,  1941 ;  that 
the  owners  desire  to  remove  a  portion  of  the  building,  35  ft. 
by  136.47  ft.  along  Atlantic  avenue,  enlarging  the  existing 
gasoline  service  station  granted  December  21,  1926;  that 
at  this  point  Woodhaven  boulevard  passes  overhead;  that 
in  view  of  the  fact  that  all  uses  are  existing  and  that  Atlan¬ 
tic  avenue  is  now  an  express  thoroughfare,  which  makes 
this  site  more  practical  as  proposed,  the  granting  of  this 
application  is  respectfully  requested ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c,  to  permit 
the  extension  into  the  more  restricted  district  and  the  alter¬ 


ation  as  proposed  and  as  indicated  on  plans  filed  with  this 
application  marked  “Received  January  23,  1946,”"  three 
sheets,  except  that  the  gasoline  servicing  area  may  be  for  a 
depth  of  40  ft.  from  the  Atlantic  avenue  building  line  instead 
of  35  ft.  as  shown,  on  condition  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  the  curb  cuts 
shall  not  exceed  those  indicated  on  such  plans ;  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  any 
pumps  erected  shall  be  not  nearer  than  10  ft.  to  the  street 
building  line;  that  the  gasoline  selling  area  shall  be  paved 
with  concrete  as  proposed ;  that  no  signs  shall  be  permitted 
on  the  premises  other  than  those  that  are  lawfully  permitted, 
except  there  may  be  a  post  standard  erected  at  the  inter¬ 
section  of  Woodhaven  boulevard  and  Atlantic  avenue  be¬ 
tween  the  building  lines  supporting  the  sign,  which  may  be 
illuminated  advertising  only  the  brand  of  gasoline  on  sale, 
•permitting  such  sign  to  extend  beyond  the  building  for  not 
over  5  ft. ;  that  within  the  residential  district  no  uses  shall 
be  permitted  other  than  those  proposed,  namely  auto  show- 
-  room  and  the  portion  of  the  gasoline  selling  area ;  that  all 
pumps  shall  be  within  the  unrestricted  area  as  proposed ; 
that  this  resolution  is  an  amendment  to  the  resolution 
adopted  December  21,  1926  under  this  calendar  number 
Volume  I  as  to  the  gasoline  station  on  that  part  of  the 
premises  at  the  corner  of  Atlantic  avenue  and  Woodhaven 
boulevard  formerly  in  a  business  use  area  and  now  in  a 
residence  use  area  (N.B.  12915-1926)  ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  ©f  this  resolution. 


559-45-BZ 

APPLICANT — Koch  and  Wagner,  for  Fresh  Pond  Hold¬ 
ing  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  March  19,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  21  of  the  zoning  resolution,  to  per¬ 
mit  in  business  use,  C  area  district,  the  erection  of 
a  one  story  and  cellar  building  to  occupy  more  than 
permitted  area. 

PREMISES  AFFECTED— 1589-1591  Broadway,  north 
side,  17  ft.  east  of  Halsey  street  (Block  3408,  Lots 
8  and  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Anolicant :  Arthur  R.  Koch. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (559-45-BZ) 


Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  C  area,  the  erection 
of  a  one-story  and  cellar  building,  to  occupy  more  than  60% 
(94.3%)  of  the  area  of  the  lot,  affecting  premises  1589-1591 
Broadway,  north  side,  17  ft.  east  of  Halsey  street  (Block 
3408,  Lots  8  and  9),  Borough  of  Brooklyn,  was  denied  by 
the  Board  on  January  29,  1946;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  reconsideration  based  on  alleged  new  facts ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  19,  1946  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  June  4,  1946,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Broadway  is  in  a  business  use,  C  area  and 
Class  1  height  district  and  Halsey  street  is  in  a  business 
use,  C  area  and  Class  1  height  district;  and 
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Whereas,  the  decision  of  the  borough  superintendent 
dated  February  18,  1946,  re  N.B.  Applic.  261-46,  reads: 
“Const. 

“1.  Proposed  structure  to  occupy  more  than  60%  of 
the  area  of  the  lot  in  a  C  area  district  is  contrary  to 
Art.  IV,  Sec.  13b  of  the  zoning  resolution.’’ 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  35  ft.  frontage  by  80  ft.  in  depth,  on  which  is  to  be 
erected  a  building  (store)  35  ft.  front  by  60  ft.  in  depth, 
one  story,  14  ft.  in  height,  of  Class  3  construction ;  that  it  is 
proposed  to  occupy  75%  of  the  lot  or  2100  sq.  ft.  (60% 
permitted,  equal  1680  square  ft.)  ;  and 

Whereas,  the  applicant  contends  that  the  owners  have 
held  title  to  this  property  since  1922  and  on  January  29, 
1943,  fire  destroyed  the  building  to  such  an  extent  that  it 
had  to  be  demolished  by  order  of  the  Department  of  Hous¬ 
ing  and  Buildings ;  that  the  building  before  the  fire  had  a 
frontage  of  35  ft.  on  Broadway,  51  ft.  4 Y\  in.  deep,  two 
stories  in  height  with  a  17  ft.  7  in.  by  28  ft.  2  in.  one  story 
extension  at  rear;  that  in  addition  to  Lots  8  and  9,  this 
owner  owns  Lots  3  and  5  on  which  existing  buildings  are 
full  depth  of  lots;  that  the  adjoining  building  on  Lot  5 
extends  the  full  depth  of  the  lot,  120  ft.,  and  also  has  a 
frontage  on  Halsey  street  of  19  ft.  8  in.  occupied  by  a  one 
and  three  story  store  building ;  that  also  on  Lot  5,  facing  on 
Halsey  street  is  (an  existing  one  story  frame  building  16  ft.  8 
in.  front  and  32  ft.  6  in.  deep;  that  there  is  now  under 
construction  on  the  corner  Lot,  No.  10,  a  one  story  store 
building  60  ft.  deep,  to  occupy  75%  of  an  80  ft.  deep  lot; 
that  a  proposed  building  35  ft.  front  and  48  ft.  deep  which 
would  occupy  60%  of  the  area  of  this  lot  in  accordance  with 
the  zoning  law  as  recently  amended  would  be  prohibitive 
financially,  as  it  could  not  bring  a  reasonable  rental  value 
on  the  assessed  valuation  of  these  lots  and  building  cost. 
Lot  No.  8  is  assessed  at  $6,500  and  Lot  No.  9  for  $6,100; 
both  are  vacant ;  that  a  prospective  tenant  cannot  use  a 
building  48  ft.  deep ;  that  the  40%  unoccupied  portion  will 
not  benefit  the  Broadway  frontage  nor  the  residential  build¬ 
ings  on  the  rear  on  Halsey  street ;  that  in  view  of  the  fore¬ 
going  facts  and  surrounding  conditions,  it  is  respectfully 
requested  that  the  owner  be  permitted  to  erect  a  one  story 
building  to  occupy  75%  of  the  area  of  the  lot  on  the  first 
floor ;  and 

Whereas,  in  the  opinion  of  the  Board  the  proposed  build¬ 
ing  should  be  permitted  of  equal  depth  to  the  building  on 
the  corner ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  was  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship  as  to  area. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  as  to  extension  of  area, 
on  condition  that  the  building  shall  not  exceed  one  story  in 
height  and  shall  not  exceed  a  depth  of  60  ft.  as  proposed  and 
as  shown  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  February  21,  1946,”  two  sheets;  that  the  rear  twenty 
feet  to  be  unbuilt  upon  shall  be  cement  paved;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


674-45-BZ 

APPLICANT — Frank  J.  Gallagher  and  John  Joseph  Car- 
roll,  for  Carrie  Loeschner,  owner  (Tucker  and 
Fickeisen,  lessee). 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  residence  and  unrestricted 


use  district,  the  change  of  occupancy  from  garage 
for  more  than  five  (5)  motor  vehicles  and  repair 
shop  to  factory. 

PREMISES  AFFECTED— 431  Lafayette  avenue,  north 
side,  104  ft.  east  of  Kent  avenue,  1009-1011  Kent 
avenue,  and  12  Kosciusko  place  (Block  1940,  Lots 
2,  3  and  8),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  J.  Gallagher  and  F.  P. 
Tucker. 

For  Opposition:  S.  J.  Wikler,  Fannie  Hilberg,  Mrs. 
A.  Marano,  John  Wren,  Mrs.  Mary  Amarante, 
Amelia  Walker,  Elizabeth  Aiello,  Domenica  Di 
Benedetto,  Rosina  Oetta  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (674-45-BZ) 


Whereas,  Frank  J.  Gallagher  and  John  Joseph  Carroll, 
for  Carrie  Loeschner,  owner  (Tucker  and  Fickeisen,  lessee) 
filed  November  1,  1945  an  application  under  sections  7c  and 
21  of  the  zoning  resolution,  to  permit  in  residence  and  un¬ 
restricted  use  districts  the  change  of  occupancy  from  garage 
for  more  than  five  motor  vehicles  and  repair  shop  to  factory 
(ornamental  wire  and  metal  works),  affecting  premises 
1009-1011  Kent  avenue,  and  12  Kosciusko  place,  104  ft.  east 
of  Kent  avenue  (Block  1940,  Lots  2,  3  and  8),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  4,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Lafayette  avenue  is  in  a  residence  use, 
B  area  and  class  1)4  height  district;  Kent  avenue  is  in 
residence  and  unrestricted  use,  B  area  and  class  1)4  height 
districts ;  Kosciusko  place  is  in  an  unrestricted  use,  B  area 
and  class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  29,  1945  on  Alt.  Applic.  1364-45  reads: 

“1.  The  change  in  use  of  a  building  located  partly  in 
an  unrestricted  and  partly  in  a  residential  use  district 
from  garage  for  more  than  five  cars  and  repair  shop 
to  factory  is  contrary  to  the  Zoning  Resolution.  Sect.  3.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  100  ft.  in  depth,  54  ft.  7  in. 
frontage  by  1.84  ft.  2  in.  in  depth,  20  ft.  frontage  by  100 
ft.  in  depth,  on  which  is  located  a  building  20  ft.  front  by 
100  ft.  in  depth  (Lafayette  avenue),  54  ft.  7  in.  front  by 
103  ft.  4  in.  in  depth,  1  and  2  stories,  19  ft.  6  in.  and  34  ft. 
in  height,  of  class  3  construction ;  that  it  is  proposed  to  use 
the  building  within  the  unrestricted  area  for  factory  purposes 
and  the  portion  within  the  residence  use  for  office  and  stor¬ 
ing  of  essential  materials  for  business ;  and 

Whereas,  the  applicant  contends  that  the  building  is  of 
non-fireproof  construction,  erected  under  N.B.  8024-1910  as 
a  public  garage  for  more  than  5  cars  and  subsequently  al¬ 
tered  under  Alt.  11359-25  affecting  the  portion  facing  Lafay¬ 
ette  avenue  which  alteration  included  the  installation  of 
gasoline  tanks  for  sales  outside  of  and  in  front  of  the 
building;  that  the  portion  of  the  building  facing  on  Lafay¬ 
ette  avenue  had  been  used  as  an  office  and  contained  wash¬ 
rooms  and  lavatories  and  included  also  a  place  for  storage 
of  materials  and  repairing  of  automobiles  and  was  used  also 
as  the  main  entrance  for  the  garage  portion  of  the  business 
which  was  conducted  in  the  rear  of  the  building ;  that  this 
property  was  leased  during  the  war  to  the  present  lessee 
solely  for  use  as  a  factory  and  the  lessee  is  using  only  that 
portion  of  the  building  for  factory  which  is  situated  within 
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the  unrestricted  area  and  the  portion  within  the  restricted 
area  is  being  used  and  will  be  used  only  as  an  office,  with  the 
necessary  accessories  thereto  and  will  also  be  used  for  the 
storage  of  essential  materials  which  are  necessary  for  the 
manufacture  of  the  lessee’s  products ;  that  it  is  for  the 
above  mentioned  uses  that  the  Board  is  requested  to  grant 
this  appeal ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  gase 
in  which  to  exercise  discretion  to  grant  under  section  7, 
sub-division  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  7c  to  permit  that  portion 
of  the  premises  extending  to  Lafayette  avenue  with  a  depth 
of  100  ft.  and  a  width  of  20  ft.,  located  within  the  residence 
use  district,  to  be  occupied  in  conjunction  with  the  build¬ 
ings  in  the  rear  within  the  unrestricted  district,  on  condition 
that  such  portion  shall  be  occupied  only  as  an  office  and  for 
light  storage ;  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  the  existing  vehicular  entrance  from 
Lafayette  avenue  shall  be  eliminated  and  a  new  front  shall 
be  installed  having  only  an  entrance  door ;  that  no  windows 
shall  be  constructed  on  the  side  lot  line ;  that  no  sign  shall 
be  erected  on  the  premises  other  than  a  neat  sign  on  the 
front  of  the  building  facing  on  Lafayette  avenue;  that  such 
sign  shall  not  exceed  in  area  5  sq.  ft. ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  and  all  gaso¬ 
line  storage  tanks  and  other  gasoline  dispensing  equipment 
shall  be  removed  from  the  premises  and  the  curb  cut  in 
front  of  the  premises  shall  be  restored ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  resolution. 


47-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Frank  Ingegno, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  C  area  district,  the 
erection  of  a  one  story  (2  car  garage)  accessory 
to  present  multiple  dwelling,  occupying  more  than 
permitted  area. 

PREMISES  AFFECTED— 173  Lincoln  road  (177  display¬ 
ed),  northeast  corner  of  Bedford  avenue,  and  1811  - 
1823  Bedford  avenue  (Block  1328,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Frank  In¬ 
gegno. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage . 1 

THE  RESOLUTION  (47-46-BZ) 


Whereas,  Lama  and  Proskauer  for  Frank  Ingegno, 
owner,  filed  January  15,  1946,  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  residence  use, 
C  area  district,  the  erection  of  a  one  story  two  car  garage, 
accessory  to  the  present  multiple  dwelling,  occupying  more 
than  the  aera  permitted;  premises  173  Lincoln  road  (177 
displayed)  northeast  corner,  and  1811-1823  Bedford  avenue, 
(Block  1328,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  4.  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Bedford  avenue  is  in  a  residence  use. 


C  area  and  Class  1)4  height  district;  Lincoln  road  is  in  a 
residence  use,  C  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  20,  1945,  re  Alt.  Applic.  2090-45,  reads : 

“1.  Proposed  1  story  brick  2  car  garage  for  accessory 
use  to  a  multiple  dwelling  is  contrary  to  Art.  4,  Sec. 
13(a)  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  24  ft.  6  in.  frontage  by  102  ft.  6  in.  in  depth,  on 
which  is  located  a  building  24  ft.  6  in.  front  by  67  ft.  in 
depth  (typical  floor  24  ft.  6  in.  front  by  44  ft.  in  depth,) 
four  stories,  45  ft.  6  in.  in  height,  of  Class  3  construction ; 
that  it  is  proposed  to  construct  a  one  story  masonry  garage, 
2  car,  at  the  northerly  end  of  the  lot  15  ft.  by  24  ft.  6  in., 
10  ft.  in  height;  and 

Whereas,  the  applicant  contends  that  the  site  is  pres¬ 
ently  improved  with  a  three  story  and  basement  brick  dwell¬ 
ing,.  measuring  24  ft.  6  in.  frontage  by  67  ft.  in  depth  on 
the  basement  and  first  floor,  and  all  the  other  stories  are 
24  ft.  6  in.  frontage  by  44  ft.  in  depth ;  that  it  is  the  in¬ 
tention  of  the  owner  to  construct  at  the  northerly  end  of 
the  building  a  one  story  masonry  private  two  car  garage ; 
that  inasmuch  as  the  garage  will  be  used  by  the  owners, 
and  is  only  one  story  in  height,  no  damage  can  possibly 
come  from  the  granting  of  this  application;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
of  the  zoning  resolution,  to  permit  the  construction  of  a  one 
story  private  accessory  garage  for  not  more  than  two  (2) 
private  mtor  vehicles  of  the  pleasure  car  type  as  proposed 
and  as  indicated  on  plans  filed  with  this  application  marked 
“Received  January  15,  1946”  on  condition  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  the 
Multiple  Dwelling  Law  and  all  other  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  all  premits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


57-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Kalbreit  Realty 
Corporation,  owner. 

SUBJECT — -Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  C  and 
F  area  districts,  the  erection  of  a  commercial  build¬ 
ing,  with  exit  from  cellar  through  the  residence 
district  contrary  to  law,  and,  also  exceeding  the 
permitted  area  at  curb  level. 

PREMISES  AFFECTED— 168-01  to  168-09  Hillside  ave¬ 
nue,  and  87-45  to  87-57  168th  street,  northeast  corner 
(Block  9840,  Lot  1),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  M.  D.  Lieberman,  Nathan  J.  Sachs, 
Edwin  S.  Callins,  Adolf  Von  Busch,  Elsie  Von 
Busch  and  Clarence  A.  Purchase. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (57-46-BZ) 


Whereas,  Lama  and  Proskauer,  for  Kalbreit  Realty- 
Corporation,  owner,  filed  January  23,  1946,  an  application 
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under  section  21  of  the  zoning  resolution,  to  permit  in  res¬ 
idence  and  business  use,  C  and  F  area  districts  the  erection 
of  a  commercial  building  with  exit  from  cellar  through 
the  residence  district,  contrary  to  law  and  exceeding  the 
permitted  area  at  curb  level;  premises:  168-01  to  168-09 
Hillside  avenue,  8745-8757  168th  street,  northeast  corner 
(Block  9840,  Lot  1),  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  June  4,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Hillside  avenue  is  in  a  business  use, 
C  and  F  area  and  Class  1  and  1  (4  height  district ;  168th 
street  is  in  residence  and  business  use,  C  and  F  area  and 
Class  1  and  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  27,  1945,  re  N.B.  Applic.  2337-45,  reads : 

“1.  The  erection  of  a  commercial  building  located 
partially  within  a  Residence  district  is  contrary  to  Art. 
2,  Sect.  3  of  B.  Z.  R. 

2.  Exit  from  cellar  thru  residence  district  is  contrary 
to  Art.  2,  Section  3  of  B.  Z.  R. 

3.  Building  at  curb  level  occupies  an  area  in  excess 
of  that  permitted  in  section  13b  of  B.  Z.  R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  101.50  ft.  frontage  by  124.71  ft.  (irregular)  in 
depth,  on  which  it  is  proposed  to  erect  a  building  101.50  ft. 
front  by  102  ft.  in  depth,  one  story  (13  feet)  in  height,  of 
Class  3  construction ;  that  it  is  proposed  to  erect  the  build¬ 
ing  with  entire  frontage  on  Hillside  avenue  for  four  (4) 
stores  with  bowling  alleys  in  cellar  occupying  the  entire 
lot  below  grade ;  and 

Whereas,  applicant  contends  that  the  use  and  height 
designations  have  not  been  changed  since  1916;  that  at  that 
time  the  portion  north  of  a  line  100  ft.  northerly  of  Hillside 
avenue  was  zoned  as  an  “E”  area  district  and  was  changed 
on  May  11,  1923,  to  its  present  “F”  area  designation;  that 
it  should  be  noted  also  that  the  regulations  for  height  and 
area  were  amended  on  December  2,  1944;  that  the  residence 
portion  of  the  plot  will  be  unbuilt  upon  except  below  grade 
and  will  be  landscaped  above  the  cellar  roof  so  as  to  create 
a  buffer  between  the  rear  of  the  building  and  the  adjoining 
property  to  the  north ;  that  the  proposed  building  will  oc¬ 
cupy  100%  of  the  area  of  the  plot  as  zoned  for  business  and 
will  be  in  conformity  with  other  buildings  in  the  immediate 
area  which  occupy  more  space  than  now  permitted ;  that 
adjoining  the  site,  Lot  52,  Block  9840  is  developed  with  a 
one  story  structure  with  stores,  adjoining  these  stores  is 
a  2^-story  building  with  store  and  residence  and  a  one-story 
structure  at  the  rear  covering  the  full  depth  of  the  lot  which 
is  100  feet;  that  across  the  street,  to  the  west,  Lot  1,  Block 
9839  is  also  built  full  depth  of  the  lot;  that  the  owner  of 
subject  premises  requests  the  same  privileges;  that  so  far 
as  the  cellar  use,  no  possible  harm  could  come  to  adjoining 
property  owners,  as  it  cannot  be  seen,  being  below  the  grade 
of  168th  street;  that  the  unbuilt  upon  portion  will  be  land¬ 
scaped  and  insure  permanent  light  and  ventilation  to  the 
property  to  the  north ;  that  no  entrance  or  exits  will  be 
on  168th  street  with  the  exception  of  a  secondary  means 
of  egress  required  for  cellar  bowling  alleys,  which  leads  to 
rear  yard,  to  be  used  only  in  emergency ;  that  entrance  to 
the  bowling  alley  will  be  from  Hillside  avenue ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Roard  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  is  there¬ 
fore  not  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  2337-45,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


293-46-BZ 

APPLICANT — Norman  Lederer,  Leonard  Joseph,  for  Sol 
Lustbader,  owner  (Movietonews,  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  B  area  dis¬ 
trict,  the  erection  of  a  commercial  building  using 
more  than  the  permitted  area,  without  the  required 
rear  yard. 

PREMISES  AFFECTED — 450  West  54th  street,  south 
side,  175  ft.  east  of  10th  avenue  (Block  1063,  Lot 
57),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Norman  Lederer. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (293-46-BZ) 


Whereas,  Norman  Lederer  and  Leonard  Joseph  for  Sol 
Lustbader,  owner,  Movietonews,  Incorporated,  lessee,  filed 
April  22,  1946,  an  application  under  sections  7c  and  21  of 
the  zoning  resolution,  to  permit  in  a  residence  use,  B  area 
district  the  erection  of  a  commercial  building  using  more 
than  the  permitted  area,  without  the  required  rear  yard ; 
premises  450  West  54th  street,  south  side,  175  ft.  east  of 
Tenth  avenue  (Block  1063,  Lot  57)  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  4,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  West  54th  street  is  in  residence  and 
business  use,  B  area  and  Class  lj4  height  districts;  Tenth 
avenue  is  in  business  and  unrestricted  use,  B  area  and 
Class  \l/2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  2,  1946,  re  N.B.  Applic.  84-46,  reads: 

“1.  Proposed  erection  of  a  commercial  building  in  a 
residence  district  is  in  violation  of  Sec.  3  zone  resolu¬ 
tion. 

2.  Coverage  of  lot  by  building  in  excess  of  the  per¬ 
centages  specified  by  Sec.  12b  for  a  non-residential 
building  in  a  residence  district  is  unlawful. 

3.  As  proposed  building  is  to  be  located  in  a  residence 
district,  the  lowest  level  of  the  rear  yard  is  required 
to  begin  at  the  curb  level.  A  lawful  rear  yard  is  re¬ 
quired  as  per  Sec.  17  zone  resolution.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  25  ft.  frontage  by  100  ft.  6  in.  in  depth,  on  which  it 
is  proposed  to  erect  a  building  25  ft.  front  by  100  ft.  6  in. 
in  depth,  2  stories,  26  ft.  6  in.  in  height,  of  Class  3  con¬ 
struction;  that  it  is  proposed  to  erect  the  building  for  addi¬ 
tional  storage  space  for  Movietonews,  Incorporated,  who  oc¬ 
cupy  adjoining  building;  that  it  is  proposed  to  connect  the 
proposed  building  to  the  existing  one  by  doors  on  the  first 
and  second  floors ;  and 

Whereas,  the  applicant  contends  that  when  the  owner 
purchased  the  property  he  agreed  to  erect  thereon  a  two 
story  brick  warehouse  for  Movietonews  Corporation,  pur¬ 
suant  to  an  agreement  which  is  filed  with  this  application : 
that  Movietonews  Corporation,  its  subsidiaries  and  related 
corporations,  occupy  the  adjoining  premises,  extending  from 
the  subject  plot  westward  to  the  southeast  corner  of  West 
54th  street  and  10th  avenue ;  that  this  corporation  is  badly 
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in  need  of  additional  storage  space  within  or  adjacent  to 
its  present  building;  that  the  construction  of  the  proposed 
two-story  building,  with  direct  physical  connection  with  the 
existing  building,  will  solve  their  storage  problems  in  a  way 
that  will  eliminate  excess  labor  and  the  use  of  the  already 
crowded  streets ;  that  it  is  therefore  respectfully  requested 
that  this  application  be  granted ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution  as  to  extension  of 
use,  and  that  the  applicant  had  substantiated  a  basis  of  ap¬ 
peal  under  section  21  of  the  zoning  resolution  and  was, 
therefore,  entitled  to  relief  as  to  area,  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  requirements  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under  sec¬ 
tions  7c  and  21  thereof,  to  permit  the  construction  of  the 
building  substantially  as  indicated  on  plans  filed  with  this 
application  marked  “Received  April  22,  1946”  on  condition 
that  the  building  shall  not  exceed  85  ft.  in  depth  and  not 
more  than  two  stories  in  height,  as  indicated ;  that  no  win¬ 
dows  or  other  openings  shall  be  erected  on  the  lot  line  wall 
to  the  east;  that  the  rear  space  unbuilt  upon  shall  be  cement 
paved ;  that  this  building  shall  be  used  only  as  proposed  for 
storage  in  conjunction  with  the  adjoining  buildings  occu¬ 
pied  by  the  Fox  Film  Corporation  and  shall  be  generally 
of  the  design  as  indicated  on  such  plans  and  not  exceeding 
2  stories  in  height  or  approximately  25  ft.  as  thereon  shown ; 
that  any  connection  between  this  building  and  the  adjoining 
building  to  the  west  as  proposed  shall  be  protected  with 
fireproof  self-closing  doors  in  accordance  with  the  code  re¬ 
quirements;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  resolution. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

178-46-A 

APPLICANT — Morris  Whinston,  for  668  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 668  8th  avenue,  east  side,  80  ft 
north  of  west  42nd  street  (Block  1014,  Lot  4),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Morris  Whinston. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.M.,  at  request  of  the  Board  in  conjunction  with 
Cal.  20-46-BZ. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

427-38-SA 

APPLICANT — Josam  Manufacturing  Co.,  owner. 
SLWIJECT — Josam  Oil  Interceptor,  Models  G15,  G20,  G30. 
G40  and  G50  (reopened  December  4,  1945  re  amend¬ 
ment  of  resolution). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.,  at  written  request  of  applicant. 


Adjourned:  1:10  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  4,  1946. 

Present :  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

516-44-A 

APPLICANT — Jerome  Voletsky,  for  657  Fifth  Avenue 
Corp.,  owner. 

SUBJECT — Application  reopened  April  9,  1946 — re  Appeal 
from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 240-246  19th  street  and  657-661 
5th  avenue,  southeast  corner  (Block  885,  Lot  8), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jerome  Voletsky. 

For  Administration :  Peter  Maher,  Fire  Dep't. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (516-44-A) 


Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  affecting  premises  240-246  19th  street, 
and  657-661  5th  avenue,  southeast  corner  (Block  885,  Lot 
8),  Borough  of  Brooklyn,  was  denied  by  vote  of  the  Board 
on  June  19,  1945;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal  and  reconsideration  based  on  alleged  new  facts  and  a 
new  decision  of  the  fire  commissioner ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  9,  1946  and  restored  to  the  calendar;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  20,  1946,  reads  as  follows : 

“This  will  acknowledge  receipt  of  your  letter  of 
March  11th  wherein  you  request  cancellation  of  Order 
#12917-LF.  We  regret  to  inform  you  that  your  request 
must  be  denied  in  view  of  the  fact  that  the  Board  of 
Standards  and  Appeals  has  affirmed  this  Order  and 
denied  your  application  for  a  modification  under  date 
of  June  19,  1945,  Cal.  #516-44-A. 

If  you  feel  that  the  conditions  have  changed  suffi¬ 
ciently  to  warrant  a  modification  at  this  time,  you  have 
the  opportunity  of  requesting  the  Chairman  of  ’the 
Board  to  reopen  the  case.” 

and 

Whereas,  the  applicant  states  that  he  advised  the  fire 
commissioner  that  there  was  a  material  change  in  the  use 
of  the  premises  as  a  result  of  the  alteration  made  under 
Permit  No.  1898  which  alteration  contemplates  the  use  of 
the  premises  as  follows:  cellar,  storage;  1st  floor,  store  for 
sale  of  dry  goods  and  furniture;  2nd  floor,  balcony,  and 
3rd  floor,  furniture  storage ;  that  under  this  change  the  en¬ 
tire  premises  will  consist  of  a  ground  floor  store  for  the 
sale  of  dry  goods  and  furniture  and  the  balance  of  the 
building  for  storage;  that  the  decision  of  the  fire  commis¬ 
sioner  dated  March  20,  1946,  resulted  from  the  advice  to  the 
fire  commissioner  that  the  conditions  had  changed ;  and 

Whereas,  it  is  now  requested  that  the  Board  consider 
the  conditions  as  shown  on  plans  filed  April  9,  1946 ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board,  which  found  there  were  several  buildings  along 
Fifth  Avenue  added  to  the  premises;  and 

Whereas,  the  applicant  must  submit  new  plans  to  the 
Fire  Department,  showing  such  additional  buildings  for  a 
reconsideration  of  the  order. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 
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336-45-A 

APPLICANT — Tobias  Goldstone,  for  Wyckscher  Realty 
Corp.,  owner. 

SUBJECT — Application  reopened  May  28,  1946 — Appeal 
from  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 704  (700  displayed)  Liberty 
avenue,  south  side,  32  ft.  east  of  Elton  street  (Block 
3986,  Lot  11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (336-45-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  704  Liberty  avenue  (700 
displayed)  south  side,  32  ft.  east  of  Elton  street  (2nd  floor)  ; 
(Block  3986,  Lot  11),  Borough  of  Brooklyn  was  granted 
by  the  Board  on  June  26,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal  and  an  amendment  of  the  resolution ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  28,  1946  and  restored  to  the  calendar ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
issued  May  14,  1946,  on  Alt.  Applic.  1171-45,  decision  reads 
as  follows : 

“7.  Resubmit  to  B.  S.  &  A.  any  changes  in  occupancy 
for  their  consideration.” 

and 

Whereas,  the  applicant  now  states  that  the  building  will 
be  used  and  occupied  as  follows:  cellar — storage;  1st  floor 
— luncheonette  and  manufacturing  of  clothing — 57  persons ; 
2nd  floor — manufacturing  of  clothing — 54  persons  ;  and 
Whereas,  the  applicant  now  requests  that  the  Board 
amend  the  resolution  adopted  June  26,  1945  so  as  to  permit 
the  use  of  the  rear  portion  of  the  1st  floor  for  manufactur¬ 
ing  of  clothing  and  to  permit  the  occupancy  of  the  1st  floor 
as  follows  :  luncheonette — 25  persons,  manufacturing  cloth¬ 
ing — 30  persons,  and  to  permit  the  increase  in  occupancy 
from  the  17  persons  previously  proposed  to  54  persons  on 
the  2nd  story ;  that  this  application  is  based  on  the  fact  that 
the  applicant  before  the  Board  on  June  26,  1945  stated  only 
the  existing  occupancy  and  did  not  request  a  greater  occu¬ 
pancy  although  there  were  sewing  machines,  pressing  tables, 
etc.  for  a  greater  occupancy;  that  the  occupancy  now  re¬ 
quested  is  bas^d  on  the  capacity  of  the  stairs  and  platforms 
in  accordance  with  Section  278  of  the  Labor  Law ;  that  at 
present  toilet  accommodations  on  the  1st  and  2nd  floors  are 
sufficient  for  a  greater  number  of  occupants  than  now  re¬ 
quested;  it  is  therefore  requested  that  the  Board  modify 
the  original  resolution  so  as  to  permit  the  use  and  occu¬ 
pancy  now  proposed ;  and 

Whereas,  the  applicant  states  that  the  area  to  be  occupied 
for  manufacturing  will  be  as  follows:  1st  floor — 1664  sq. 
ft. ;  2nd  floor — 2204  sq.  ft. ;  total  of  3868  sq.  ft.,  and  that 
the  area  of  the  lot  is  4300  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  26,  1945  by  adding 
thereto : 

“that  the  change  of  use  and  occupancy  may  be  per¬ 
mitted  as  proposed  and  as  passed  on  by  the  borough 
superintendent  under  Alt.  Applic.  1171-45,  Objection  7, 
on  condition  that  the  number  of  persons  on  the  2nd 
floor  shall  not  exceed  that  permitted  by  the  primary 
means  of  exit;  that  in  all  other  respects,  the  resolution 
as  heretofore  adopted  on  June  26,  1945  shall  be  com¬ 
plied  with.” 


190-46-A 

APPLICANT — Robert  B.  Cowan,  for  Atlantic-Ozone,  Inc., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 100-08  and  100-10  Atlantic 
avenue,  south  side,  70.56  ft.  east  of  100th  street 
(1st  floor)  ;  (Block  9378,  Lot  5),  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  B.  Cowan  and  Herbert  M. 
Cowan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (190-46-A) 


Whereas,  Robert  B.  Cowan,  for  Atlantic-Ozone,  Inc., 
owner,  filed  March  18,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent  affecting  premises  100-08  and 
100-10  Atlantic  avenue,  south  side,  70.56  ft.  east  of  100th 
street  (1st  floor)  ;  (Block  9378,  Lot  5),  Richmond  Hill, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1946  and  February  26,  1946,  re  Alt. 
Applies.  Nos.  241-46  and  343-46,  reads: 

“1.  The  conversion  of  any  part  of  a  frame  structure 
from  residence  to  business  use  is  contrary  to  Article 
4.2.1.  of  B.  C. 

2.  The  combination  of  two  frame  residence  structures 
into  one  enlarged  frame  structure  for  residence  and 
business  use  is  contrary  to  4.1.5  of  B.  C.” 

and 

Whereas,  the  applicant  .states  that  the  buildings  are  three 
stories  (33  ft)  in  height,  40  ft.  by  50  ft.  4  in.  in  area  on  a 
lot  41  ft.  front  by  164.79  ft.  deep,  Class  4  construction,  lo¬ 
cated  in  an  unrestricted  use,  A  area  and  Class  1  height  dis¬ 
trict;  erected  prior  to  1902  and  used  since  1924  for  follow¬ 
ing  use:  Cellar,  vacant;  Basement — 100-10  Atlantic  avenue, 
vacant;  1st  floor,  (100-08)  1  family;  2nd  floor,  one  family 
(each  building)  3rd  floor — same — each  building;  proposed 
to  be  used  and  occupied :  Cellar,  oil-fired  central  heat  plant ; 
1st  floor,  sale,  display  and  repair  of  oil  burners  and  acces¬ 
sories  (each  building) — 9  persons;  2nd  floor,  one  family 
(each  bldg.)  ;  3rd  floor,  one  family  (each  bldg.)  ;  that 
there  is  one  interior  wood  stairs,  2  ft.,  6  in.  in  width  with 
a  scuttle  to  the  roof  and  leading  directly  to  the  street  in 
each  building ;  that  doors  are  not  self-closing ;  that  there 
are  two  fire  escapes  located  at  the  rear,  extending  to  the 
roof  by  a  ladder  and  to  the  yard  by  a  sliding  drop  ladder ; 
and 

Whereas,  the  applicant  contends  that  his  business,  con¬ 
sisting  of  the  sale,  display  and  repair  of  oil  burners  and 
accessories  is  at  present  located  directly  across  the  street 
from  the  buildings  in  question ;  that  his  lease  therein  ex¬ 
pired  June  30,  1945  and  he  is  forced  to  vacate  by  the  land¬ 
lord,  being  now  without  a  lease  and  on  a  monthly  tenancy 
basis ;  that  he  therefore  purchased  the  site  under  considera¬ 
tion,  which  required  a  financial  outlay  not  anticipated  and 
since  his  business  is  less  than  two  years  old,  it  was  a  capital 
expense ;  that  on  inspection  of  site  under  appeal,  the  owner 
stated  that  the  property  was  suitable  for  stores  and  there 
was  a  sign  on  side  of  building  to  this  effect ;  that  it  was 
purchased  in  the  honest  belief  that  conversion  of  the  first 
floors  of  both  buildings  to  stores  was  a  routine  procedure, 
especially  as  old  residents  in  the  neighborhood  had  informed 
him  there  had  been  stores  on  the  premises,  also  a  bakery, 
the  ovens  of  which  are  still  built  into  the  cellar ;  that  the 
buildings  have  had  stores  on  the  first  floors  and  tl5e  Sand- 
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born  Map  of  1911  in  Building  Dept.,  Queens  shows  such 
stores  on  both  premises;  that  some  of  the  ceilings  on  the 
first  floors  are  metal,  such  as  used  in  stores;  the  electric 
fixtures  are  obviously  from  stores ;  that  the  present  parti¬ 
tions  are  make-shift  and  in  some  floors,  the  front  of  the 
building  differs  from  the  2nd  and  3rd  floors,  being  of  a 
later  design ;  that  it  is  intended  to  install  control  heating 
before  next  winter;  that  at  present,  the  apartments  are 
heated  with  portable  kerosene  stoves  and  coal  ranges  in 
kitchen,  thus  necessitating  storage  of  five  or  ten  gallons  of 
kerosene  per  family,  and  wood  and  coal ;  that  these  condi¬ 
tions  constitute  a  far  greater  fire  hazard  than  a  commercial 
occupancy;  that  in  addition,  each  apartment  has  a  30-gallon 
water  storage  tank  heated  by  a  water-back  in  kitchen  range ; 
that  these  will  be  removed  and  hot  water  supplied  from  a 
steam  boiler  in  the  basement;  that  the  proposed  alterations 
will  make  the  buildings  more  fire-proof,  safe  and  sanitary ; 
that  with  reference  to  objection  2,  it  is  not  the  intention  to 
convert  two  frame  residence  structures  into  one  large  frame 
structure,  but  rather  to  provide  an  additional  means  of  exit 
and  intercommunication  between  the  two  buildings,  the  same 
to  have  a  fireproof  self-closing  door;  that  the  existing  fire 
escape  on  each  building  provides  a  secondary  means  of 
exit. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Application  241-46  and  343-46,  Objection  1  and  2, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  alterations  as  herein 
proposed,  and  as  shown  on  plans  filed  with  this  appeal,  shall 
be  carried  out ;  that  in  addition,  the  fire  doors  shall  be  in¬ 
stalled  to  the  satisfaction  of  the  borough  superintendent, 
to  separate  the  buildings;  that  the  1st  floor  of  the  building 
shall  be  reconstructed  by  installing  a  cement  cinder  fill  be¬ 
tween  beams  and  cement  surfacing  throughout  the  1st  floor ; 
that  the  stair  enclosures  shall  be  protected  as  proposed  on 
the  side  walls  and  on  all  the  soffits ;  that  the  building  shatll 
not  be  increased  in  height  or  area ;  that  the  occupancy  of 
this  building  shall  not  commence  until  the  central  heating 
plant  as  proposed,  is  installed  and  in  working  order ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


264-46-A 

APPLICANT — Lama  and  Proskauer,  for  Frank  J.  Quigan, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 58-01  Grand  avenue  and  58-02 
to  58-32  58th  place,  northwest  corner  (2nd  floor)  ; 
(Block  2678,  Lots  1  and  9),  Maspeth,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (264-46-A) 


Whereas,  Lama  and  Proskauer,  for  Frank  J.  Quigan, 
Inc.,  owner,  filed  April  5,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  58-01 
Grand  avenue  and  58-02  to  58-32  58th  place,  northwest  cor¬ 
ner  (2nd  floor)  ;  (Block  2678,  Lots  1  and  9)  Maspeth,  Bor¬ 
ough  of  Queens ;  and 

\Y  hereas,  the  decision  of  the  borough  superintendent, 
dated  April  2,  1946,  on  amendment  to  Alt.  Applic.  1003-45, 

reads :  • 


“1.  Two  enclosed  stairways  leading  directly  to  the 
street  and  constructed  as  required  by  Sec.  270  of  Labor 
Law,  not  provided.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (20  ft.)  in  height;  220  ft.  by  108  ft.,  irregular  in 
area  at  first  floor;  60  ft.  by  79  ft.,  irregular  in  area  at 
second  floor,  of  Class  3  construction;  erected  1922;  located 
in  an  unrestricted,  use  C  area  and  Class  1  height  district  and 
occupied  since  1922 — 1st  floor,  manufacturing,  150  persons; 
2nd  floor,  offices  and  locker  room,  30  persons ;  that  no  change 
in  use  or  occupancy  is  proposed;  that  the  building  is  equip¬ 
ped  with  a  two  source  sprinkler  system  throughout,  one 

5  ft.  wide  iron  stair,  brick  enclosed,  equipped  with  fireproof 
self-closing  doors  leading  directly  to  the  street  and  provided 
with  a  ladder  and  scuttle  to  the  roof  and  one  fire  escape 
on  the  Rust  street  side,  extending  to  the  roof  by  a  ladder 
and  to  the  street  by  stairs ;  that  windows  and  doors  along 
the  course  of  the  fire  escape  are  fireproof,  self-closing;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
a  second  story  extension  79  ft.  front  on  Rust  street,  68  ft. 
1  in.  front  on  58th  road,  to  be  occupied  for  toilets  and  locker 
rooms,  and  equipped  with  a  sprinkler  system  as  indicated 
on  plans  filed  with  this  appeal  marked  “Received  April  9, 
1946”  two  sheets)  ;  and 

>  Whereas,  the  applicant  contends  that  the  new  construc¬ 
tion  will  be  approximately  3800  sq.  ft.  and  not  more  than 

6  or  7  persons  will  occupy  this  area  through  the  day;  that 
request  is  made  for  permission  to  install  a  4  ft.  iron  fire 
escape  with  counter-balanced  sliding  drop  ladder  as  a  sec¬ 
ondary  means  of  egress,  in  addition  to  the  5  ft.  wide  fire¬ 
proof  enclosed  iron  stairs  leading  directly  to  the  street. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
re  amendment  to  Alt.  Applic.  1003-45,  objection  1,  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
proposed  extension  on  the  second  floor  shall  be  substantially 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  April  9,  1946”  (two  sheets)  ;  that  the  enclosed  stair 
leading  directly  to  street,  shall  be  maintained ;  that  in  addi¬ 
tion,  there  shall  be  a  balcony  to  the  east  with  a  counterbal¬ 
anced  stair  leading  to  grade,  in  lieu  of  the  sliding  drop 
ladder  shown ;  that  the  sprinkler  system  shall  be  maintained 
throughout  the  building,  including  the  proposed  extension ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to,  other  than  as  modified  by  the  Board  under  Cal.  Nos. 
480-45-BZ,  342-45-A  and  353-45-A. 


314-46-A 

APPLICANT — Pipes,  Inc.,  lessee,  for  Sherpalsin  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 320-322  East  95th  street,  south 
side,  300  ft.  west  of  1st  avenue  (2nd  floor)  ;  (Block 
1557,  Lot  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  A.  B.  Paley. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (314-46-A) 


Whereas,  Pipes,  Inc.,  lessee,  for  Sherpalsin  Realty  Corp., 
owner,  filed  April  12,  1946,  an  appeal  from  an  order  of  the 
fire  commissioner  affecting  premises  320-322  East  95th  street, 
south  side,  300  ft.  west  of  1st  avenue  (2nd  floor)  ;  (Block 
1557,  Lot  39),  Borough  of  Manhattan;  and 
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Whereas,  Order  37436-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  March  13,  1946,  reads : 

“1.  Arrange  bars  on  windows  on  2nd  story  so  as  to 
be  readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use 
of  such  windows  for  the  purpose  of  egress.  Sec.  272 
of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(40  ft.)  in  height;  50  ft.  by  90  ft.  in  area,  of  Class  3  con¬ 
struction  ;  erected  1894 ;  located  in  an  unrestricted  use,  B 
area  and  Class  height  district  and  used  and  occupied 
as  a  factory  since  1894  and  used  at  present  since  1945  as 
follows:  cellar,  storage  and  boiler  room;  1st  floor,  office 
and  shipping  57  persons ;  2nd  floor,  manufacturing  smoking 
pipes,  57  persons  3rd  floor,  manufacturing  smoking  pipes, 
57  persons;  that  the  building  is  equipped  with  a  sprinkler 
system,  an  interior  fire  alarm  system  and  that  fire  drills 
are  maintained;  that  there  is  one  interior  steel  stairs,  3  ft. 
wide  from  1st  and  2nd  floor  and  a  wood  stair  from  the 
second  floor  through  bulkhead  to  roof;  that  the  building  is 
also  equipped  with  two  fire  escapes  extending  to  the  roof 
by  stair  and  to  the  street  by  counterbalanced  stair  and  to 
the  yard  by  stairs ;  that  windows  and  doors  along  the  course 
of  the  fire  escape  are  fireproof,  self-closing  ;  and 

Whereas,  the  applicant  contends  that  it  manufactures 
high  quality  smoking  pipes  and  stocks  of  great  value  are 
on  the  premises  at  all  times;  that  adjoining  on  the  west, 
there  is  a  one  story  building,  the  roof  of  which  is  accessible 
from  the  street  or  from  the  yards  in  the  block;  that  it  is 
a  simple  matter  to  gain  access  to  the  applicant’s  premises 
through  the  westerly  windows  on  the  2nd  floor  from  this 
roof;  that  the  building  is  fully  sprinklered,  equipped  with  a 
fire  alarm  system,  fire-retarded  stair  enclosure  and  an  iron 
stair  from  the  second  story  to  the  street;  that  the  barred 
windows  are  necessary  to  protect  against  theft  and  vandal¬ 
ism ;  that  the  building  was  altered  under  Applications  322 
and  876  of  1944  and  the  work  completed  and  signed  off 
October,  1945  ;  that  a  certificate  of  occupancy  although  not 
issued,  could  be  obtained;  that  although  such  certificate  of 
occupancy,  if  issued,  would  permit  57  persons  per  floor,  the 
actual  number  employees  is  somewhat  less. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  Order  #37436-LF  of  the  fire  commissioner, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  no  additional  windows  shall  be  barred,  other  than  those 
indicated  on  the  lot  line  on  the  second  floor  west  wall  and 
one  window  on  the  south  wall  facing  the  yard,  as  shown 
on  revised  plans  marked  “Received  May  31,  1946”;  that  all 
other  windows  on  the  street  front,  easterly  wall  and  the 
rear  yard,  shall  be  maintained  in  accordance  with  the  re¬ 
quirements  therefor  ;  that  the  barred  windows  on  the.  first 
floor  may  be  permitted  to  continue,  provided  there  is  no 
factory  occupancy  on  such  first  floor. 


319-46-A 

APPLICANT— R.  L.  Heeren,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  and  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 425-461  Smith  street,  southeast 
corner  of  5th  street  (Block  471,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES—  „r  . 

For  Applicant:  R.  L.  Heeren,  W.  M.  Wepfer  and 
M.  Anuskiewicz,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (319-46-A) 

Whereas,  R.  L.  Heeren,  for  The  Brooklyn  Union  Gas 
Company,  owner,  filed  May  2,  1946,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  and  an  order  of  the  fire 
commissioner,  affecting  premises  425-461  Smith  street,  south¬ 
east  corner  of  5th  street  (Block  471,  Lot  1),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  9,  1946,  on  Misc.  Applic.  1309-46  and  B.  N. 
Applic.  217-46,  reads : 

“Refer  proposal  to  install  a  7000  gallon  tank  for  con¬ 
taining  oil  used  in  processing  of  manufactured  gas  to 
Board  of  Standards  and  Appeals.  C 19-59. 0-M,  Admin¬ 
istrative  Code.” 

and 

Whereas,  Order  1568-LC,  issued  by  the  fire  commissioner 
January  29,  1946,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  oils,  shows  that  the  fol¬ 
lowing  must  be  done  before  the  permit  requested  by  you 
can  be  issued : 

FORTHWITH 

1.  File  plans  and  specifications  for  the  recently  erected 
5,000  gallon  above  ground  tank  for  “K”  oil  and  have 
same  approved  by  the  Department  of  Housing  and 
Buildings.  09-13,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  521  ft.  by  610  ft.,  average  in  area,  located  in  an 
unrestricted  use,  A  area  and  Class  1 height  district,  upon 
which  the  steel  tank  in  question  which  is  7  ft.  in  diameter, 
25  ft.  long  was  erected  in  1945  and  is  used  for  the  storage 
of  flushing  oil  and  settling  tank  for  oil  scrubbers ;  that  the 
tank  is  equipped  with  a  steam  smothering  connection  and  the 
plant  is  equipped  with  a  salt  water  fire  fighting  system; 
that  a  CO2  system  for  protection  of  the  tank  in  question 
will  be  installed;  that  there  is  an  operator  on  duty  at  all 
times,  in  addition  to  a  clock  watchman  making  hourly 
•  rounds  during  the  night;  and 

Whereas,  the  applicant  contends  that  at  the  time  the  tank 
was  installed,  it  was  considered  apparatus ;  that  Fire  De¬ 
partment  Order  1568-LC  directed  that  an  application  for 
permit  be  made  for  the  installation  of  the  tank;  that  appli¬ 
cation  was  made  to  the  Borough  Superintendent  to  permit 
the  tank  and  the  denial  herein  appealed,  was  issued  on  such 
application;  that  Section  C19-59.0-M  applies  to.  handling 
of  flammable  mixtures  for  sale  by  dealers  and  it  is  difficult 
to  see  how  it  is  applicable  to  the  tank  in  question;  that  the 
tank  has  a  capacity  of  7,000  gallons  and  is  constructed  of 
5/16  in.  thick  steel  on  a  concrete  foundation  slightly  above 
the  ground  floor  of  a  large  one  story  brick  building,  an  old 
abandoned  purifier  house  used  for  the  storage  of  spare  ma¬ 
chinery  parts  and  fire  brick,  etc.;  that  no  other  location  in 
this  vicinity  was  available,  which  was  not  more  hazardous ; 
that  the  tank  is  provided  with  an  approved  flame-arresting 
vent  and  a  steam  smothering  line  with  operating  valve  at 
least  10  ft.  from  the  tank;  that  a  CO2  automatic  fire  ex¬ 
tinguishing  system  will  be  installed ;  that  the  plant  is  under 
continuous  supervision,  provided  with  a  night  watchman ; 
that  the  tank  is  necessary  for  the  gas  cleaning  equipment; 
that  the  capacity  of  1500  gallons  permitted  by  the  Admin¬ 
istrative  Code  is  not  sufficient  to  operate  the  equipment ;  that 
it  is  therefore  requested  that  the  Board  permit  the  tank  to 
continue  -in  use  as  now  installed ;  that  the  oil  stored  in  the 
tank  will  have  a  flash  point  of  between  88  and  94  deg.  F. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Misc.  Applic.  1309-46  and  B.  N.  Applic.  217-46,  and  Order 
1568-LC  of  the  fire  commissioner,  Item  1,  be  and  they 
hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  tank  in  question  shall  be 
maintained  substantially  as  proposed  and  as  indicated  on 
plans  filed  with  this  appeal,  marked  “Received  May  2,  1946” 
(three  sheets),  and  that  the  fire-fighting  equipment  and 
watchman’s  service  shall  be  maintained,  as  proposed,  all  to 
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the  satisfaction  of  the  fire  commissioner;  that  this  variance 
is  granted  only  so  far  as  the  tank  is  maintained  as  herein 
permitted. 

324-46-A 

APPLICANT — Kohl  and  Simon,  for  391  Atlantic  Avenue 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 391  Atlantic  avenue,  north  side, 
79  ft.  west  of  Bond  street  (Block  177,  Lot  37), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  S.  Kohl. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (324-46-A)  , 


Whereas,  Kohl  and  Simon,  for  391  Atlantic  Avenue 
Corp.,  owner,  filed  May  3,  1946  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  391  Atlan¬ 
tic  avenue,  north  side,  79  ft.  west  of  Bond  street  (Block 
177,  Lot  37),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  3,  1946,  on  Alt.  Applic.  1365-46,  reads : 

“11.  The  alteration  to  the  building  is  considered  by 
the  Department  to  be  of  such  an  extent  as  to  consti¬ 
tute  it  a  new  building  and  therefore  exits  should  be 
provided  complying  with  Sect.  270  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(36  ft.)  in  height,  21  ft.  by  38  ft.  in  area,  of  Class  3  con¬ 
struction,  located  in  a  business  use,  B  area  and  Class  \y2 
height  district,  erected  prior  to  1913,  located  on  a  lot  21  ft. 
by  80  ft.  in  area,  used  and  occupied  since  prior  to  1913  as 
follows:  cellar — boiler  room;  1st  floor — store;  2nd  floor- 
dwelling— 1  family;  3rd  floor — dwelling — 1  family  (now 
vacant)  ;  proposed  to  be  used  and  occupied :  cellar — storage 
and  boiler  room — no  persons;  1st  floor — office  and  manufac¬ 
turing  jewelry  —  27  persons;  2nd  floor  —  manufacturing 
jewelry— 25  persons;  3rd  floor— offices— 20  persons;  that  the 
aggregate  floor  area  to  be  used  for  manufacturing  will  not 
exceed  25%  or  the  area  of  the  lot;  that  the  building  is  equip¬ 
ped  with  one  2  ft.  6  in.  wide  wood  open  stairs  leading  di¬ 
rectly  to  the  street,  provided  with  a  ladder  and  scuttle  to 
the  roof  and  one  fire  escape  at  the  rear,  leading  to  the  roof 
by  a  ladder  and  to  the  yard  by  a  ladder ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  re¬ 
move  the  existing  interior  non-load  bearing  stud  and  plaster 
partitions,  to  provide  new  toilets,  to  provide  steel  girders  to 
take  up  the  additional  load  imposed  on  the  2nd  tier  of  ex¬ 
isting  beams ;  that  the  building  will  not  be  gutted  to  the 
extent  that  it  should  come  under  the  status  of  one  built 
after  1913 ;  that  no  structural  changes  are  proposed  which 
will  disturb  the  existing  masonry  walls  or  floor  beams ;  that 
a  new  fire  escape,  complying  with  Section  273  of  the  Labor 
Law,  will  be  erected  as  a  second  means  of  egress ;  and 
Whereas,  plans  filed  with  this  appeal  indicate  that  it 
is  proposed  to  fire-retard  the  cellar  ceiling  and  to  erect  a 
new  fire-retarded  partition  from  the  rear  portion  of  the 
first  story  to  the  street,  thus  poviding  a  7  ft.  6  in.  wide 
passageway,  leading  fom  the  rear  first  story  extension  to 
the  street;  and 

Whereas,  the  applicant  requests  that  the  Board  grant  a 
variance  of  the  provisions  of  the  Labor  Law,  so  as  to  per¬ 
mit  the  alteration,  use  and  occupancy  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  May  3,  1946  on  Alt.  Applic.  1365-46,  objection  11,  be 
and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


361-46-A 

APPLICANT — Lama  add  Proskauer,  for  Star  Marine 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision. of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 8865-8873  24th  avenue,  south 
side,  15  ft  %  in.  west  of  Cropsey  avenue  (Block 
6927,  Lots  43  and  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Julius  Pine  and 
Herman  L.  Pine. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (361-46-A) 


Whereas,  Lama  and  Proskauer,  for  Star  Marine  Corp., 
owner,  filed  May  13,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  8865-8873  24th 
avenue,  south  side,  15  ft.  x/%  in.  west  of  Cropsey  avenue 
(Block  6927,  Lots  43  and  45),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  8,  1946,  re  Alt.  Applic.  1731-46,  reads : 

“2.  There  are  no  available  records  in  this  Department 
concerning  the  legal  use  or  size  of  the  buildings  on 
these  premises. 

Establish  the  legality  of  the  frame  buildings  inside 
the  fire  limits  (suburban  limits  under  the  old  Code) 
being  used  for  factory  purpose  and  establish  the  fact 
that  the  factory  use  existed  prior  to  the  change  of  zone 
from  Unrestricted  to  Residence  in  July  1940.” 

and 

4 

Whereas,  the  applicant  states  that  the  building  is  one 
and  two  stories  (24  ft.  10  in.)  in  height,  40  ft.  6  in.  by  70 
ft.,  irregular  in  area,  Class  4  construction,  on  a  lot  80 -ft. 
by  90  ft.  in  area,  located  in  a  residence  use,  C  area  and 
Class  1  height  district,  used  and  occupied:  1st  floor,  wood¬ 
working  factory  and  machine  shop,  9  persons ;  2nd  floor, 
paint  spraying;  proposed  to  be  used  and  occupied:  1st  floor, 
woodworking  shop,  machine  shop,  15  persons;  2nd  floor, 
paint  spraying  and  office,  2  persons;  that  the  building  is 
equipped  with  one  fire  escape  on  the  west  side,  leading  to 
open  yard ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  2-story  frame  building  approximately  40 
ft.  by  70  ft.  in  depth  and  a  two-story  stucco  building  used  as 
a  dwelling ;  that  the  building  has  been  used  as  a  factory, 
according  to  the  last  available  records  of  the  Department 
of  Housing  and  Buildings,  by  the  Star  Marine  Corp.,  as  a 
woodworking  shop  for  the  manufacture  of  marine  equip¬ 
ment;  that  application  has  been  made  for  a  certificate  of 
occupancy  for  this  specific  use;  that  the  Star  Marine  Corp. 
is  the  successor  of  the  Parkman  Boats,  Inc.,  who  occupied 
the  building  for  twenty  years;  that  in  view  of  the  fact  the 
building  has  been  continuously  in  use  as  a  factory  since 
prior  to  the  change  of  zone,  it  is  respectfully  requested  that 
this  appeal  be  granted ;  and 

Whereas,  the  applicant  has  filed  with  this  appeal,  a  copy 
of  a  survey  made  in  1937,  showing  the  conditions  on  the 
premises ;  and 

Whereas,  the  applicant  has  filed  copies  of  invoices  dated 
1936  and  1937  and  copy  of  certificate  or  workmen’s  com¬ 
pensation  coverage,  all  indicating  that  the  premises  were 
occupied  at  such  time  by  the  Parkman  Boats  Inc.;  and 

Whereas,  an  examination  of  the  Fire  Department  Folder 
11324.21  indicates  that  Permit  No.  68339  was  issued  Feb¬ 
ruary  19,  1936,  permitting  the  storage  of  paints  and  varnish 
on  the  premises  and  describing  the  business  carried  on  as 
boat  builder ;  and 
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Whereas,  the  Fire  Department  survey  made  in  connec¬ 
tion  with  such  permit,  describes  the  premises  as  having 
been  so  occupied  since  1920;  and 

Whereas,  subsequent  Fire  Department  permits  were 
issued  through  February  19,  1942;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  June  3,  1946,  from  the  borough  superintendent,  De¬ 
partment  of  Housing  and  Buildings,  Brooklyn,  which  reads 
as  follows : 

“This  department  has  no  records  concerning  the 
building  at  the  above  location.  The  denial  from  which 
the  appeal  is  being  taken  was  based  upon  the  size  of 
the  building  as  shown  on  the  Belcher-Hyde  Atlas  and 
the  Sanborn  Atlas.  From  these  atlases,  it  was  deduced 
that  the  building  was  extended  subsequent  to  its  being 
included  within  the  suburban  limits.  Since  the  extension 
was  of  frame  construction,  it  is  felt  that  the  extension 
was  manifestly  not  permissible,  as  no  frame  building  not 
used  for  residential  purposes  could  have  been  extended 
of  frame  construction  inside  the  suburban  limits.” 

and 

Whereas,  the  applicant  has  filed  with  the  Board  two 
affidavits  of  persons  residing  in  the  neighborhood  and  famil¬ 
iar  with  the  premises,  stating  that  the  premises  have  been 
used  as  a  wood  working  shop  and  as  a  boat  building  and 
wood  working  shop  for  over  30  years  and  affidavit  of  James 
L  Cropsey,  President  of  Cropsey  and  Mitchell,  Incorpo¬ 
rated,  operator  of  adjacent  lumber  yard,  stating  that  the 
premises  in  question  have  been  a  wood  working  shop  for  the 
past  30  years ;  and 

Whereas,  in  the  opinion  of  the  Board,  from  the  records 
investigated  and  from  the  affidavits  filed  by  the  applicant, 
as  well  as  from  an  inspection  of  the  building  by  a  com¬ 
mittee  of  the  Board,  the  building,  substantially  of  its  present 
size  and  construction,  was  erected  prior  to  1916  and  occu¬ 
pied  as  a  factory  for  boat  building  and  wood  working. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  Alt.  Applic.  1731-46,  objection  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  further  extended 
in  height  or  area,  and  that  in  all  other  respects,  the  build¬ 
ing  shall  meet  all  requirements  as  to  use  and  occupancy. 


1349-39-A 

APPLICANT — Morris  Schwartz,  for  Fannie  Hoffman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn  4/23/46). 

PREMISES  AFFECTED — 346  Ocean  Parkway,  west  side, 
40  feet  south  of  Avenue  C,  (Block  5374,  Lot  12), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morris  Schwartz  and  Morton  L. 
Bank. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (1349-39-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  346  Ocean  parkway,  west 
side,  40  ft.  south  of  Avenue  C  (Block  5374,  Lot  12),  Bor¬ 


ough  of  Brooklyn  was  granted  by  the  Board  on  November 
21,  1939;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  3,  1946  on  Alt.  Applic.  21-46  reads : 

“4.  Existing  occupancy  and  egress  were  conditionally 
granted  by  the  Board  of  Stds.  and  Appeals  under  Cal. 
1349-39-A.  Proposed  extension  alters  the  conditions  of 
the  original  grant  and  should  therefore  be  referred  to 
the  Board  of  Stds.  and  Appeals  for  its  consideration. 

5.  Proposed  stairway  to  extend  to  roof  as  required  by 
C26-292.0  (Sec.  6.4.1.11)  of  the  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
a  two  story,  Class  1  constructed  extension  25  ft.  in  height, 
36  ft.  3  in.  by  51  ft.  6  in.  in  area,  at  the  rear  of  the  existing 
building.  Premises  are  located  in  a  residence  use,  C  area 
Class  1  height  district  and  used  and  occupied  as  a  convales¬ 
cent  home — 15  persons  on  1st  floor,  10  on  2nd  floor ;  proposed 
to  be  used  and  occupied  as  follows :  basement — storage  and 
locker  room ;  1st  floor — convalescent  home — 29  persons ;  2nd 
floor — convalescent  home — 30  persons;  the  building  is  equip¬ 
ped  with  a  partial  sprinkler  system  in  the  existing  staircase; 
that  there  is  one  new  3  ft.  8  in.  stairs  of  incombustible  ma¬ 
terial,  enclosed  in  8"  concrete  blocks,  equipped  with  self¬ 
closing  fireproof  doors  and  provided  with  a  ladder  and  scut¬ 
tle  to  roof  proposed  in  the  new  extension  and  one  fire  escape 
at  rear  leading  to  yard  by  stair  with  egress  to  street  through 
side  court  with  doors  on  the  course  of  the  fire  escape  fire¬ 
proof  self-closing;  and 

Whereas,  the  applicant  contends,  as  to  objection  5,  that 
the  new  staircase  on  the  1st  floor  will  have  no  openings  to 
the  interior  of  the  structure  except  a  self-closing  fireproof 
door ;  it  is  therefore  requested  that  a  modification  be  granted 
to  permit  a  scuttle  2  ft.  by  3  ft.  in  area  and  an  iron  ladder 
to  roof  in  lieu  of  stairs  and  bulkhead ;  that  the  new  exten¬ 
sion  roof  will  have  no  connection  with  the  present  front 
building  which  has  a  gable  roof ;  that  it  is  proposed  to 
remove  the  present  service  stairs  in  the  existing  building 
from  cellar  to  2nd  floor,  block  up  floor  openings,  remove 
part  of  partition  at  2nd  story  stairhall  and  erect  new  par¬ 
tition  as  indicated  on  plans. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  21-46,  Objections  4  and  5,  dated  May  3,  1946, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  new  extension  as 
proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  February  21,  1946”  as  to  the  1st  and 
2nd  stories  and  marked  “Received  April  5,  1946”  as  to  the 
cellar  story  shall  be  constructed  fireproof  throughout ;  that 
any  openings  between  the  proposed  extension  and  the  exist¬ 
ing  building  shall  be  protected  with  fireproof  self-closing 
doors;  that  in  lieu  of  the  proposed  new  stairway  being  car¬ 
ried  to  the  roof  there  shall  be  a  fire  escape  on  the  rear  as 
indicated  from  2nd  floor  to  grade;  that  the  sprinkler  system 
within  the  stair  hall  of  the  existing  building  shall  be  main¬ 
tained  ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


348-34-A 

APPLICANT — Samuel  Rosenblum,  for  The  Montrose  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  permit — re  Appeal  from  an 
order  of  the  fire  commissioner  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 136  41st  street,  south  side,  240 
ft.  east  of  First  avenue  (Block  716,  Lot  20), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (348-34-A) 


Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  136  41st  street,  south  side,  240 
ft.  east  of  First  avenue  (Block  716,  Lot  20),  Borough  of 
Brooklyn,  was  granted  by  the  Board  June  18,  1935,  on  cer¬ 
tain  conditions,  the  resolution  amended  November  19,  1935 
and  November  12,  1941,  and  the  permit  extended  on  De¬ 
cember  1,  1936,  January  11,  1938,  January  17,  1939,  January 
30,  1940,  February  4,  1941,  February  10,  1942,  February  24, 
1943  and  February  15,  1944  and  May  8,  1945,  and  the  ap¬ 
plicant  requested  a  further  extension  of  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  18,  1935  as  amended 
through  May  8,  1945  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  this  variance  shall  continue  for  a  term  of  one 
(1)  year  from  the  date  of  this  amended  resolution  .  .  . 
and  that  other  than  as  herein  amended,  the  conditions 
of  the  resolution  of  June  18,  1935  as  amended  through 
May  8,  1945  shall  be  complied  with.” 


424-43-A 

APPLICANT — Herman  E.  Horwood,  for  2025  Broadway 
Inc.,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  decisions  of  the  fire  commissioner,  previously 
granted  on  condition. 

PREMISES  AFFECTED — 2019  Broadway,  west  side,  and 
201-215  Amsterdam  avenue,  east  side,  from  West 
69th  to  West  70th  streets  (Block  1141,  Lot  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  E.  Horwood. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (424-43-A) 


W hereas,  this  appeal  from  an  order  and  decisions  of  the 
fire  commissioner,  affecting  premises  2021-2035  Broadway, 
west  side,  between  69th  and  70th  streets  and  201-15  Amster¬ 
dam  avenue  (Block  1141,  Lot  1),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  November  23,  1943,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appeal 
and  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  23,  1943  by  adding 
thereto : 

“Resolved  further,  that  in  view  of  the  statement  by 
the  applicant  that  all  of  the  items  of  Order  15294-LF 
have  been  complied  with  except  Item  3,  the  gravity 
tank  for  the  standpipe  system  may  be  arranged  so  as 
to  also  provide  for  house  supply  provided  the  amount 
of  gallonage  for  the  house  supply  shall  not  exceed  500 
gallons  and  that  2,000  gallons  shall  be  at  the  bottom 
of  the  tank  and  the  connections  so  arranged  that  such 
gallonage  shall  be  reserved  at  all  times  for  standpipe 
service;  that  the  filling  pump  shall  be  maintained  in 
accordance  with  the  requirements.” 


500-44-A 

APPLICANT — John  C.  Wandell,  for  David  Smith  Steel 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  new  proposal  for  addition — re  Appeal 
from  a  decision  of  the  borough  superintendent,  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED— 220-224  46th  street  and  219-223 
47th  street,  (Block  754,  Lot  14  and  part  of  68), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  C.  Wandell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee . . . .  3 

Negative  . j .  0 

Absent :  Commissioner  Savage  .  1 


199-46- A 

APPLICANT — Irving  P.  Marks,  for  Irving  Siskind,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  to  consider  new  proposal — 
re  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  previously  withdrawn. 

PREMISES  AFFECTED — -516  Third  avenue,  west  side, 
75  feet  south  of  East  35th  street,  2nd  floor  (Block 
890,  Lot  46),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Irving  P.  Marks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


299-46-A 

APPLICANT — Meyer  Tannenbaum,  for  Morris  Marcus, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1065  Dickens  street,  west  side, 
593  ft.  north  of  Cornaga  avenue  (3rd  floor)  ; 
(Block  224,  Lot  22),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Meyer  Tannenbaum  and  M.  Marcus. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  11,  1946  at  2 
P.  M.  for  applicant  to  file  revised  plans. 


386-46-A 

APPLICANT — Kitzler  &  Nurick,  for  L.  I.  Soap  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 15-29  Bridgewater  street,  south 
side,  142  ft.  6  in.  west  of  Meeker  avenue,  and  885- 
895  Meeker  avenue  (Block  2664,  Lots  25,  26,  27,  29, 
31,  45  and  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler,  Alexander  Baar 
and  Henry  H.  Harwood. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  2 
P.  M.  for  further  consideration.  Applicant  to  file 
revised  plans. 


ZONING  APPLICATIONS 

388-37-BZ 

APPLICANT — Samuel  Rosenblum,  for  W.  P.  A.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 2159  White  Plains  avenue,  west 
side,  250  ft.  south  Pelham  parkway  south  (Block 
4317,  part  of  Lot  60),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (388-37-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  of  more  than  five  (5)  motor 
vehicles,  premises  2159  White  Plains  avenue,  west  side,  250 
ft.  south  of  Pelham  parkway  south  (Block  No.  4317,  part 
of  Lot  60),  Borough  of  The  Bronx,  was  granted  by  the 
Board  January  4,  1938,  on  certain  conditions,  resolution 
amended  February  4,  1941,  and  permit  extended  on  June 
25,  1940,  June  2,  1942  and  May  31,  1944,  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  4,  1938  as  amended 
through  May  31,  1944  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  for  the  area  as  covered  by  the  reso¬ 
lution  adopted  by  the  Board  on  February  4,  1941,  on 
condition  .  .  .  and  that  other  than  as  herein  amended 
the  provisions  of  the  resolution  of  January  4,  1938  as 
amended  through  May  31,  1944  shall  be  complied  with  ; 
that  a  certificate  of  occupancy  shall  be  obtained.” 


613-37-BZ 

APPLICANT — Lachman  and  Goldsmith,  for  Three  Bees, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 
for  a  temporary  term. 

PREMISES  AFFECTED— 234-242  West  124th  street,  south 
side,  375  ft.  west  of  Seventh  avenue  (Block  1929, 
Lots  49  to  52,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  F.  Appel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  repoened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  . 0 

Absent:  Chairman  Savage .  1 

THE  RESOLUTION  (613-37-BZ) 


Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  for  a  term 
of  two  years,  affecting  premises  234-242  West  124th  street, 
south  side,  375  ft.  west  of  Seventh  avenue  (Block  1929,  Lots 
49  to  52  inclusive),  Borough  of  Manhattan,  was  granted  by 
the  Board,  May  10,  1938,  on  certain  conditions,  permit  ex¬ 
tended  April  30,  1940  and  April  28,  1942  and  May  9,  1944, 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  30,  1940  as  amended 
through  May  9,  1944  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
to  permit  the  plot  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condi¬ 
tion  .  .  .  and  that  other  than  as  herein  amended,  the 
provisions  of  the  resolution  of  April  30,  1940  as  amended 
through  May  9,  1944  shall  be  complied  with;  that  a 
certificate  of  occupancy  shall  be  obtained.” 


708-45-BZ 

APPLICANT — Paul  Friedman,  for  Sears,  Roebuck  &  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  of  more  than  five  motor  vehicles  for  patrons 
and  employees  during  store  hours. 

PREMISES  AFFECTED — 2359-2381  Bedford  avenue,  east 
side,  158  ft.  3J4  in.  south  of  Tilden  avenue  (Block 
5135,  Lot  53),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent:  Commissioner  Savage  . .* .  1 

THE  RESOLUTION  (708-45-BZ) 

W hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  parking 
of  more  than  five  motor  vehicles  for  patrons  and  employees 
during  store  hours;  affecting  premises:  2359-2381  Bedford 
avenue,  east  side,  158  ft.  3)4  in.  south  of  Tilden  avenue 
(Block  5135,  Lot  53),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  December  4,  1945,  on  certain  conditions  ;  and 

W hereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  4,  1945  only  in  so 
far  as  it  has  reference  tp  obtaining  permits  and  completion 
of  the  work  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“in  view  of  the  statement  by  the  applicant  that  an 
application  has  been  filed  with  and  approved  by  the 
Department  of  Housing  and  Buildings  and  curb  cut 
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permit  has  been  obtained,  that  all  work  shall  be  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


795-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Charles  J.  Bast, 
owner  (Haven  Chevrolet  Co.,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7i  of.  the  zoning  resolution, 
permitting  in  a  business  use,  D  area  district,  the 
erection  of  an  automobile  showroom,  parts  depart¬ 
ment,  servicing  and  minor  repairs,  covering  more 
than  the  permitted  area. 

PREMISES  AFFECTED— 93-11  to  93-25  Rockaway 
boulevard  and  103-30  to  103-38  94th  street,  north¬ 
west  corner  (Block  9144,  Lot  19),  Woodhaven, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (795-45-BZ) 


Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use,  D  area  dis¬ 
trict,  the  erection  of  an  automobile  showroom,  parts  depart¬ 
ment,  servicing  and  minor  repairs,  covering  more  than  the 
permitted  area:  premises  93-11  to  93-25  Rockaway  boule¬ 
vard  and  103-30  to  103-38  94th  street,  northwest  corner 
(Block  9144,  Lot  19),  Woodhaven,  Borough  of  Queens,  was 
granted  by  the  Board  on  March  5,  1946,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  5,  1946  by  adding 
thereto : 

“that  there  may  be  installed  within  the  building  a 
550  gallon  gasoline  storage  tank  and  one  pump  located 
inside  the  main  door  from  Rockaway  boulevard  as  in¬ 
dicated  on  plans  marked  ‘Received  May  16,  1946’  on 
condition  that  the  dispensing  of  gas  shall  be  solely 
within  the  building  and  for  the  cars  serviced  by  the 
operating  tenant ;  that  no  sign  advertising  the  sale  of 
gas  shall  be  exhibited  on  the  interior  or  exterior  of 
the  premises  (N.  B.  Applic.  1881-45).” 


1017-39-BZ 

APPLICANT — Mrs.  Daniel  G.  Carroll,  for  Edward  J. 

Carr,  Elizabeth  Carr  and  Marie  C.  Carroll,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
term  of  not  more  than  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 448-452  East  189th  street,  south 
side,  89.02  ft.  east  of  Third  avenue  (Block  3042, 
Lots  27  and  29),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Mrs.  Daniel  G.  Carroll  and  Marie 
C.  Carroll. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  June  25,  1946 
at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent:  Commissioner  Savage  .  1 


110-43-BZ 

APPLICANT — Milton  B.  Weissman,  for  Tolind  Corpora¬ 
tion,  new  owners. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  proposed  new  use — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7h  and  7c  of 
the  zoning  resolution,  permitting  partly  in  business 
and  partly  in  residence  use  districts,  the  alteration 
and  conversion  of  occupancy  of  the  2nd  story  of  an 
existing  building  from  classrooms  (annex  to  a  public 
high  school)  to  a  factory,  and  also  permitting  the 
location  of  an  exit  door  (from  uses  other  than  resi¬ 
dence)  located  in  an  adjoining  residential  zone — 
contrary  to  section  7 A  of  the  zoning  resolution. 

PREMISES  AFFECTED— 6214-6224  Fourth  avenue  and 
365-379  63rd  street,  northwest  corner  (Block  5799, 
Lot  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


583-45-BZ 

APPLICANT — Jules  Lewis,  for  Cord  Trading  Corporation, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  sections  7b  and  21  of  the  zoning 
resolution,  permitting  in  a  residence  and  business 
use  district  the  erection  of  a  building  for  showrooms 
and  manufacturing,  also  in  excess  of  the  height  per¬ 
mitted  under  the  zoning  resolution. 

PREMISES  AFFECTED — 388-402  Hudson  street  and  264- 
270  West  Houston  street,  northeast  corner  and  22- 
28  Clarkson  street  (Block  581,  Lots  45  to  53  and 
83),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jules  Lewis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


Adjourned:  4:00  P.  M. 

JosErH  J.  Doyle,  Chief  Clerk. 


(Resolution  Affecting  Calendar  Number  95-46-BZ  will 
be  printed  in  the  Bulletin  of  June  18,  1946). 


RULES 


EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK, 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions 
§09-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 

to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig- 

erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigrant  is  circulated  to  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 

air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3^1),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

§C26-235.0.  Definitions. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 
civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 


for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 

Bonds  and  Fees. 


§09-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20.00 

Class  B  systems .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant  .  LOO 

Refrigerating  Systems 

C19-  96.0.  Permits. 

C26-214.0.  Supervision. 

C19-  97.0.  Classification. 

C19-  98.0.  Permissible  locations. 


C19-  99.0.  Refrigerating  machinery  rooms  and  ventilation. 
C19-100.0.  Open  flames  and  electrical  equipment. 

09-101. 0.  Testing. 

09-102.0.  Piping. 

09-103.0.  Safety  devices. 

09-104.0.  Size  of  safety  devices. 

09-105.0.  Location  and  discharge  of  safety  devices. 
09-106.0.  Operating  precautions. 

09-107.0.  Equipment  diagrams. 

§09-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Commissioner  issued  under  date  of 
May  20,  1946,  the  following  instructions  to  inspectors: 

1.  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CC  LaFa, 
dichlorotetrafluoroethane  (“F-114”)  GCL-F-t,  monofluorotri- 
chloromethane  (“F-ll”)  CFCL3,  dichloromonofluoromethanc 
known  as  (F-21)  CHCL2F,  monochlorodifluoromethane 
known  as  CF-22)  CHCLF..  and  trichlorotrifluoroethane 
known  as  (F-113)  C.CEF:,  are  non-flammable  and  non¬ 
irritant,  unless  otherwise  hereinafter  provided,  and  shall  be 
regulated  in  accordance  with  the  provisions  of  Article  18 
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of  Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York;  EXCEPT: 

(a)  When  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
then  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

(b)  That  systems  containing  more  than  six  (6)  lbs. 
of  F-21  or  F-113  be  confined  to  separate  machinery 
rooms  in  accordance  with  Section  C19-99a,  Adminis¬ 
trative  Code. 

2.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22 ;  F-113  or  F-114  are  restricted  to  parts  of  a  build¬ 
ing  so  specified  in  Section  C19-98.0  (b)  for  refrigerants 
other  than  non-irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  used  for  air  conditioning  are  re- 
tricted  to  the  indirect  method  except  that  the  direct  method 
may  be  used  in  parts  of  a  building  so  specified  in  Section 
Cl 9-98.0  (b)  for  refrigerants  other  than  non-irritant  and 
non-flammable. 

4.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  or  on  the  stairways,  halls,  lobbies,  entrances,  exits 
or  auditoriums  of  ai  y  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  hospital,  unless  the  entire  system  is  confined  in  a 
fireproof  machinery  room,  used  for  no  other  purpose,  and  in 
which  no  open  flame  shall  be  employed,  except  that  the 
Class  “C”  system  containing  not  more  than  10  pounds  of 
F-ll;  F-12;  F-22;  F-114;  or  not  more  than  six  (6)  pounds 
of  F-21  or  F-113  may  be  used  in  a  diet  kitchen  which  shall 
be  cut  off  from  the  rest  of  the  building  by  a  tight  fitting 
self-closing  door  or  doors  and  provided  with  a  window  or 
windows  to  the  outside  air.  All  open  flames,  and/or  ap¬ 
paratus  for  producing  an  open  flame,  in  diet  kitchens  where 
these  refrigerants  are  used  shall  be  vented  to  the  outside 
air  as  hereinafter  required  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  may  be  installed  or  maintained  in 
a  hospital  private  room,  having  tight  partitions  and  tight 
fitting  self-closing  door  or  doors  and  where  not  more  than 
two  persons  are  helpless  and/or  given  medical  treatment, 
provided  there  is  no  open  flame  and/or  apparatus  for  pro¬ 
ducing  an  open  flame  in  such  room  and  when  the  system 
contains  not  more  than  10  pounds  of  F-ll;  F-12;  F-22;  F- 
114;  or  not  more  than  six  (6)  pounds  of  F-21  or  F-113. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12;  F- 
21|  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  theatre  and/or  motion  picture  theatre  unless  the 
entire  system  is  confined  in  a  fireproof  machinery  room,  used 
for  no  other  purpose,  and  in  which  no  open  flame  and/or  ap¬ 
paratus  to  produce  such  open  flame  shall  be  employed,  ex¬ 
cept  that  Class  “C”  systems  containing  not  more  than  ten 
pounds  of  F-ll;  F-12;  F-22;  F-114;  or  not  more  than  six 
(6)  pounds. of  F-21  or  F-113  may  be  installed  in  a  rest 
room,  smoking  room  or  lounging  room  provided  in  such 
rooms  no  open  flame  or  apparatus  to  produce  such  open 
flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll;  F-12;  F- 
21  ;  F-22;  F-113  or  F-114,  when  used  in  a  room  or  rooms  in 
which  there  is  an  open  flame  or  apparatus  to  produce  such 
open  flame,  such  open  flame  and/or  apparatus  shall  be  pro¬ 
vided  with  a  hood  and  independent  mechanical  ventilation  so 
arranged  as  to  convey  all  the  products  of  combustion  to 
the  outside  of  the  building.  This  provision  shall  apply  only 
to  diet  kitchens  of  hospitals  and  to  Class  “C”  systems  in 
schools,  churches,  dance  halls,  court  rooms,  police  stations, 
jails,  asylums,  subways,  passenger  depots,  rooms  opening 
into  passenger  depots  and/or  subways  and  such  other  places 
as  are  deemed  by  the  Fire  Commissioner  necessary  in  the 
interest  of  public  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  anv  build¬ 
ing  in  which  F-ll;  F-12:  F-21;  F-22;  F-113  or  F-114  is 


used,  shall  be  maintained  vapor-tight  and  provided  with 
tight  fitting,  self-closing  doors,  in  accordance  with  Section 
Cl 9-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
FI  1 ;  F-12;  F-21;  F-22;  F-113  or  F-114  is  used,  shall  be 
adequately  ventilated  directly  to  the  outside  air  in  accordance 
with  Section  Cl 9-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114, 
shall  be  included  in  Section  C19-101.0  as  follows: 


Refrigerant 

Column  No.  1 

Column  No.  2 

Column  No.  3 

F-ll 

25 

15 

IS 

F-12 

180 

120 

135 

F-21 

50 

20 

35 

F-22 

300 

170 

230 

F-113 

12 

12 

12 

F-114 

60 

30 

30 

12.  That  the 

size  of  pressure  relief  valves 

for  systems 

in  which  F-ll; 

F-12;  F-21; 

F-22;  F-113  or 

F-114  is  em- 

ployed,  shall  be 

as  follows : 

Capacity  of  System 
Up  to  30  tons 
30  to  60  “ 

60  to  100  “ 

100  to  175  “ 

175  to  250  “ 

250  to  450  “ 

450  to  900  “ 

13.  That  the 
or  F-114  shall 
other  refrigerants. 

14.  That 


Number  Required 
One  y2  inch 
;;  One  34  “ 

“  One  1  “ 

One  1  Va  inches 

“  One  \  y2  “ 

“  One  2 

Two  2  “ 

storage  of  F-ll;  F-12;  F-21;  F-22;  F-113 
conform  with  Section  C19- 106.0  (c)  -5  for 


.  all  other  sections  or  parts  of  Article  18  of  the 
Refrigerating  Code  not  so  mentioned,  shall  be  complied  with. 

^15.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 


§C26-214.0.  Refrigeration  System  Operators; 
Certificate  of  Qualification. 

(a)  It  shall  be.  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  either 
a  duly  licensed  engineer  or  a  person  who  has  obtained  a 
certificate  of  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

•  (c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for,  shall  pay  an  annual  license  fee  as  follows:  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days,  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  any 
time  by  the  superintendent. 

§09-97.0.  Classifications. 


(a)  The  total  amount  of  refrigerant  common  to  a  sys¬ 
tem  operating  through  one  or  more  evaporators,  shall  be 
considered  the  capacity  of  the  system  and  determine  its 
class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1.000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 


672 


RULES 


thirty  (30)  tons' capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  mo. 
than  twenty  (20)  pounds  of  refrigerant. 

§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice  making 
or  refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigeration  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or  audi¬ 
toriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instruction  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion.  The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 


carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor -tight,  self-closing,  fireproof  doors. 

§Cl9-99.0.  Refrigeration  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an  irritant 
refrigerant  is  used  shall  be  maintained  vapor-tight  except 
that  all  doors  which  open  to  other  parts  of  the  building 
shall  only  be  required  to  be  self-closing  and  close  fitting, 
and  shall  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor- 
tight  and  kept  closed.  No  opening  from  elevator  shafts 
shall  be  permitted  in  the  refrigerating  machinery  room. 
This  provision,  however,  shall  not  apply  to  dumbwaiter 
shafts  the  door  openings  of  which  are  protected  with  self¬ 
closing  fire  doors  or  to  a  system  containing  less  than  six 
(6)  pounds  of  refrigerant.  Closets  solely  contained  within 
and  opening  only  into  the  refrigerating  machinery  room 
shall  be  considered  as  part  of  the  room  in  which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery  room 
of  any  system  shall  be  independently  provided  with  means 
for  adequate  ventilation  to  the  outer  air.  The  ventilation 
shall  consist  of  a  window  or  windows  opening  directly  to 
the  open  air,  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
accessible  and  located  outside  of  the  refrigerating  machinery 
room. 

4. 


Pounds  of 
Refriger¬ 
ant  in 
System 

Mechan¬ 
ical  Cu. 

Ft.  per 
Minute 
Discharge 

Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 

Ft.  Duct  Opposite 
Area  Side 

Window  Area 
in.  Sq.  Ft.  for 
One  Side 
Only 

A 

B 

c 

D 

E 

Up  to  . . .  20 

150 

54 

1 

6 

50 

250 

12 

100 

400 

Vi 

2 

16 

150 

550 

Vi 

2V 

19 

200 

680 

Vi 

3 

25 
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250 

800 

1 

3*4 

29 

300 

900 

1 

4 

32 

400 

1,100 

1*4 

4*4 

38 

500 

1,275 

1*4 

5 

42 

600 

1,450 

1*4 

6 

45 

700 

1,630 

1*4 

6)4 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7*4 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2*4 

9 

68 

1,500 

2,800 

2*4 

11 

78 

1,750 

3,150 

3 

1214 

87 

2,000 

3,500 

3*4 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4*4 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7*4 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

1014 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-inflammable  refrigeranl 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

'  6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system  or  a 
Class  B  system  using  ammonia  is  installed,  a  water  deluge 
may  be  provided  which  shall  consist  of  a  sprinkler  system 
having  open  heads  of  not  less  than  one-quarter  inch 
orifice  spaced  not  more  than  eight  feet  apart  in  any  direc¬ 
tion,  and  such  system  shall  be  located  above  all  the  refriger¬ 
ating  apparatus  and  piping  in  the  refrigerating  machinery 
room.  Not  more  than  one  head  shall  be  installed  on  a 
54-inch  pipe;  five  heads  on  a  1-inch  pipe;  six  heads  on  a 
1^4 -inch  pipe.  The  deluge  system  shall  be  permanently  con¬ 
nected  with  the  main  house  supply  or  other  assured  source 
from  which  a  constant  water  pressure  of  not  less  than 
twenty  pounds  per  square  inch  can  be  maintained  on  the 
inlet  side  of  the  main  control  valve  or  valves  at  all  times. 
The  control  valve  or  valves  for  such  water  deluge  system 
shall  be  manually  operated  and  easily  accessible,  and  shall 
be  labeled  and  located  outside  of  the  refrigerating  machin¬ 
ery  room. 

§C19-100.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  swith  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  is  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 


limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 

§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures :  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant 

Col.  1 

High 

Pressure 

Side 

Col.  2  Col.  3 

Low  Pressure  Side 

With 

Safety 

Valves 

Without 

Safety 

Valves 

Carbon  dioxide  . 

, . . .  1,500 

750 

1,000 

Ethane  . 

. . .  1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  . 

155 

80 

120 

Sulphur  dioxide . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  . 

12 

12 

12 

§C19-102.0.  Piping. 

a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connection  located  on  its  low  pres- 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s  eye 
type,  shall  have  automatic  closing  shut-off  valves  and  such 
glasses  shall  be  adequately  protected  against  injury  by 
slotted  metal  casings. 


§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  is  set  to  function  shall  be  indicated  thereon.  (See 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for  re¬ 
pair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  system 
shall  be  provided  with  a  hand-operated  valve  for  discharg¬ 
ing  the  ammonia  into  water  through  a  mixer  to  the  sewer 
in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
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shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members 
of  the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall 
be  labeled  “Ammonia.”  A  sign  shall  be  posted  within  the 
box  reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be.  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand  (27,000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
water  and  ammonia  mixer  for  each  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  09-107.0 
of  the  code. 

§09-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  fol¬ 
lows  : 


Capacity 
of  System 

CO2  and 
Ethane,  No. 
Req.,  Size 

Other 

Refrigerants 

No  Req.,  Size 

Up  to  30  tons . 

.  1 -54" 

1—54" 

30  to  60  tons . 

.  1—54" 

1-3/4" 

60  to  100  tons . 

.  1-14" 

1—1" 

100  to  175  tons . 

.  1-14" 

1-154" 

175  to  250  tons . 

.  1-3/4" 

1—154" 

250  to  450  tons . 

.  1—1" 

1—2" 

450  to  900  tons . 

2—2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of 
Safety  Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the  high 
pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 


b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
system  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  Co2  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing  fifty 

(50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such  as 
that  generated  in  a  fire,  they  may  burst  due  to  the  expan¬ 
sion  of  the  refrigerant,  shall  be  protected  by  a  pressure 
relief  device.  •  • 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  C19-107.0  of  the 
code. 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 
atmosphere  or  into  that  part  of  the  low  pressure  side  pro¬ 
tected  by  the  mixer  as  specified  in  subdivision  C,  of  section 
C19-103.0  of  the  code.  If  it  is  discharged  to  the  outside 
atmosphere  it  must  be  piped  above  the  roof  or  not  less  than 
12  feet  above  the  grade.  The  discharge  pipe  shall  be  not 
less  than  the  size  of  the  relief  valve  outlet.  The  discharge 
from  more  than  one  relief  valve  may  be  run  into  a  common 
header,  the  area  of  which  shall  be  equal  to  the  area  of  the 
pipes  connected  thereto.  The  outlet  orifice  shall  be  turned 
downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  09-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  04)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (54)  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  refriger¬ 
ant  other  than  ammonia  is  used,  the  discharge  from  relief 
valves  shall  be  to  the  atmosphere  as  specified  for  Class  A 
ammonia  systems.  Carbon  dioxide  may  be  discharged  into 
the  room  if  the  same  contains  at  least  10  cubic  feet  of 
capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
09-107.0  of  the  code. 

§09-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 
or  masks. 

2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  let¬ 
ters  not  less  than  one  and  one-half  inches  (1)4")  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8)4"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 
on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class  A 
and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box ;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  of 
emergency. 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system  it 
shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  .  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

.  7.  Containers  shall  be  connected  to  the  system  only  dur¬ 
ing  period  of  charging  or  withdrawing  the  refrigerant. 

§09-107.0.  Equipment  Diagr  ams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

rPnalf  ipc 

§09-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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PETITION  FOR 

CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  May  22,  1946,  copy  of  Petition  and  Order  was  served  on  the 
Board  by  Arnstein  &  Levy,  attorneys,  on  behalf  of  Estate  of 
Samuel  Weil,  Inc.  and  Max  S.  Weil,  adjacent  property  owners,  in 
objection  to  a  variance  by  the  Board,  under  Section  21,  permitting 
in  unrestricted,  B  area  and  Class  2  height  district  the  construction 
of  a  building  not  meeting  the  height  requirements.  Cal.  No.  93-46-BZ  ; 
premises  25-27  Varick  Street,  134-162  Hudson  Street,  23-39  Beach 
Street  and  23-41  Laight  Street,  entire  block,  Borough  of  Manhattan. 


COURT  DECISION. 

Matter  of  Anne  Cosden  vs.  Board  of  Standards  and  Appeals: — On 
January  22,  1935,  the  Board  denied  an  application  under 
section  21  for  erection  and  maintenance  of  a  gasoline  sta¬ 
tion  on  this  plot,  including  in  its  decision  a  report  by  the 
Board,  referring  in  part  to  a  temporary  grant. 

On  June  25,  1935,  the  Board  reopened  application  for 
consideration  of  a  temporary  permit  for  5  years,  but  on 
July  16,  1935,  it  denied  said  application,  deeming  the  appli¬ 
cant  had  failed  to  substantiate  his  basis  of  appeal  under 
section  21,  for  a  five-year  period,  on  the  ground  of  practical 
difficulty  and  unnecessary  hardship.  Subsequently,  a  writ 
of  certiorari  was  served  on  the  Board.  The  Supreme  Court, 
at  Special  Term,  sustained  the  action  of  the  Board  and  dis¬ 
missed  certiorari  on  January  29,  1936. 

On  January  6,  1942,  the  application  was  reopened,  under 
section  7f,  by  a  vote  of  the  Board. 

On  December  14,  1943,  the  Board,  after  a  public  hearing, 
affirmed  the  decision  of  the  borough  superintendent  on  Alt. 
Applic.  5066-41  and  denied  application  under  section  7f,  deem¬ 
ing  that  there  was  no  justification  for  the  exercise  of  its 
discretion. 

Writ  of  certiorari  was  served  on  the  Board  on  January 
21,  1944. 

Supreme  Court,  at  Special  Term,  Mr.  Justice  Walsh,  in 
dismissing  writ  of  certiorari  and  affirming  the  determination 
of  the  Board,  stated  in  part :  “.  .  .  the  transcript  of  the 
record  has  been  carefully  examined.  It  does  not  disclose 
any  evidence  to  indicate  that  the  board  abused  its  discretion 
in  denying  the  petitioner’s  application  .  .  .”  (N.Y.L.J., 

April  9,  1945,  page  1342). 

Upon  review  by  the  Appellate  Division,  Second  Depart¬ 
ment,  the  determination  of  the  Board  was  unanimously  af¬ 
firmed  (N.Y.L.J..  Tune  4.  1946,  page  2213). 

Cal.  No.  297-34-BZ  ;  premises  2705-2715  Nostrand  Avenue, 
east  side,  360  ft.  north  of  Avenue  N,  Borough  of  Brooklyn. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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DOCKET 

New  Cases  Filed  up  to  June  11,  1946. 

Cal.  A  o.  Dept.  Premises  Affected. 

408- 46-SM — Lincoln  Hardware  Panic  Bolts,  manufac¬ 
tured  by  Lincoln  Hardware  Co.,  Material. 

409- 46-BZ — H.B.B. — 233-243  Herkimer  street,  north  side, 
305  ft.  east  ot  New  York  avenue  (Block  1862,  part  of 
Lot  14),  Borough  of  Brooklyn,  Alt.  450-46. 


Restored  to  Calendar. 

58-46-A — F.D. — 287-473  Maspeth  avenue,  northeast  cor¬ 
ner  of  Varick  avenue  (Block  2838,  Lot  1),  Borough  of 
Brooklyn,  1276-LC. 


737-45-A — F.D. — 1835  West  Farms  road,  west  side,  145.78 
ft.  south  of  East  176th  street  and  1830  Boone  avenue 
(basement);  (Block  3015,  Lots  76,  78  and  80),  Borough 
of  The  Bronx.  Decision  re  42449-C. 


410-46-A — H.B.B. — 899  Kent  avenue,  east  side,  287  ft. 
south  of  Myrtle  avenue  (Block  1912,  Lot  10),  Borough 
of  Brooklyn,  Alt.  1730-46. 


411-46-A — H.B.M. — 17  East  63rd  street,  north  side,  95 
ft.  west  of  Madison  avenue  (4th  floor);  (Block  1378, 
Lot  13),  Borough  of  Manhattan,  Amendment  to  Alt. 
237-46. 


412-43-A — H.B.Bx. — 1680  Jerome  avenue,  east  side,  50 
ft.  south  of  Clifford  place  (Block  2848,  Lot  12),  Borough 
of  The  Bronx,  Amendment  to  Alt.  50^-44. 


413-45-BZ — H.B.M. — 24-32  East  69th  street,  south  side, 
84  ft.  east  of  Madison  avenue  (Block  1383,  Lot  49),  Bor¬ 
ough  of  Manhattan,  Alt.  1110-46. 


414-46-A — H.B.M. — 24-32  East  69th  street,  south  side, 
84  ft.  east  of  Madison  avenue  (Block  1383,  Lot  49),  Bor¬ 
ough  of  Manhattan,  Alt.  1110-46. 


415-46-SM — M.A.B.  Durable  Cement  Block,  manufac¬ 
tured  by  M.A.B.  Durable  Cement  Block  Co.,  Material. 


416-45-BZ — H.B.B. — 171-173  Sumner  avenue,  southeast 
corner  of  DeKalb  avenue  (Block  1601,  Lot  2),  Borough 
of  Brooklyn,  Alt.  2073-46. 


417-46-BZ — H.B.M. — 2137  2nd  avenue  and  254  East  110th 
street,  southwest  corner  (Block  1659,  Lot  28),  Borough 
of  Manhattan,  Alt.  1156-46. 


418-46-BZ — H.B.Q. — 137-32  Centerville  street,  northwest 
corner  149th  avenue  (Block  11534,  Lot  36),  Ozone  Park, 
Borough  of  Queens,  N.B.  4630-46. 


419-45-A — H.B.Q. — 135-01  89th  avenue,  north  side,  150 
ft.  west  of  Van  Wyck  boulevard  (Block  9342,  Lot  56), 
Jamaica,  Borough  of  Queens,  Alt.  980-46. 


SEr?LGN^TIONS:  H-B- — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan:  HBQ — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond:  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  FD  — 
hire  Department,  and  M.  &  A.— Dept,  of  Marine  and  Aviation. 


RULES 

^  „  ,  ,  _  .  Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of... . Dec.  28,  1943— Vol.  28,  No.  52A 

Carbon  Dioxide  Liquefier,  Rules - Dec.  28,  1943— Vol.  28,  No.  S2A 

Certificate  of  Occupancy, 

approved  form  . Dec.  28,  1943— Vol.  28,  No.  S2A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of  ...  ... .  .Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)..  Aug.  3,  1937— Vol.  22,  No.  31 

Elevator  Rules  ._ .  ..Mar.  3,  1936— Vol.  21,  No.  9 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo- 

Htion  of  Buildings.....  . Dec.  28,  1943— Vol.  28,  No.  52 A 

Exit  Rules  (Revolving  Doors) . June  15,  1937— Vol.  22,  No.  24 

Exterior  Veneering  Materials, 

Rules  on  .  .  May  14,  1946— Vol.  31,  No.  20 

Factory  Exit  Rules  . Sept.  12,  1944— Vol.  29.  No.  3* 

;,!re  Alarm  Rules  (Interior) . June  18,  1946— Vol.  31,  No.  25 

pF®  Enl '  Ru1£* . ;••••••••;••  'Aug-  28-  1945— Vol.  30,  No.  35 

b ire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of  . Feb.  20,  1945— Vol.  30,  No.  8 

Fire  Retarding  Rules  for 

Garages,  etc .  .  . . .  . Dec.  25,  1945— Vol.  30,  No.  52 

Fireproof  Wood,  Testing  of  . Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for  . Jan.  21,  1919— Vol.  4,  No.  3 

rusion  Welding  and  Gas 

r  RAlle,s  . APr.  23,  1946— Vol.  31,  No.  17 

Gas  Shut-Off  Rules  . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  ...  . . Tune  5,  1928— Vol.  13.  No.  23 

nBo,ardfRu'e,s  •  •  ■  •  •  June  18,  1946— Vol.  31,  No.  25 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ..  .Apr.  9,  1  946— Vol.  30,  No.  15 

Oil  Burner  Rules  . .  . . June  4,1946 — Vol.  31,  No.  23 

Opening  Protective  Assemblies, 

Rules  f9r  Inspection  of  . June  12,  1945— Vol.  30,  No.  24 

i  aint,  Varnish  and  Lacquer 

Pi,+rSpraymng  ,RulcS  *.•-*  •  •  • . May  28,  1946— Vol.  31,  No.  22 

P  atform  Trucks,  Specifications  for.  .Nov.  24,  1936— Vol.  21,  No  47 

pUmv"g  pRl?leSA  L . .-.-....Aug.  3,  1937— Vol.  22  No.  31 

I  lumhing  Rules  (Submerged  Inlets: 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  Mar.  13,  1945 — Vol.  30,  No  11 

Procedure  Rules  of  ..  . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A.C.June  11,  1946 — Vol.  31,  No.  24 

Smoking  in  Factories,  Rules  for... Jan.  22,1946 — Vol.  31,  No  4 

?Fle?.  . . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No  23 

Structural  Alterations.  Reporting.  .  .  Tune  7,  1932— Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

ur  r7Uck?)  pas°'ine.  etc . Nov.  24.  1936— Vol.  21.  No.  47 

W  ire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).  .  Dec.  28,  1043 — Vol.  28.  No.  52A 


420-46-BZ — H.B.B. — 185-187  Wilson  street,  north  side, 
85  ft.  7  in.  east  of  Lee  avenue  (Block  2178,  Lots  54  and 
55),  Borough  of  Brooklyn,  N.B.  786-46. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10.  1945  Vol  30 
No.  15A.  ’  ‘  ’ 


421-46-BZ — H.B.Q. — 168-19  91st  avenue,  north  side,  175 
ft.  east  of  168th  street  (Block  9800,  Lots  12  and  35), 
Jamaica,  Borough  of  Queens,  M-5405-45. 


422-46-A — H.B.M.— 19  East  57th  street,  north  side,  72 
ft.  west  of  Madison  avenue  (Block  1293,  Lot  14),  Bor¬ 
ough  of  Manhattan,  Alt.  930-46. 


JUNE  18,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  June  18,  1946,  at  10  o’clock  in  Room  1013 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

63-46-BZ  Application,  January  23,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap- 
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plicants,  on  behalf  of  William  E.  Winkle,  owner,  to 
permit  in  business  use  district,  the  erection  of  a  gasoline 
service  station,  battery  and  ignition  repairing,  lubrito- 
rium,  office  and  auto  laundry;  premises  108-05  to  108-15 
Rockaway  boulevard,  north  side,  30  ft.  east  of  108th 
street  (Block  11475,  Lot  1),  Richmond  Hill,  Borough 
of  Queens. 

186-45-BZ — Application,  April  2,  1945,  under  section  21 
of  the  zoning  resolution,  of  Henry  Nordheim,  applicant, 
on  behalf  of  Adam  Stoll,  owner,  to  permit  in  residence 
use  district,  the  change  of  occupancy  from  two  family 
dwelling  (existing)  to  three  family  dwelling;  premises 
1219  Mace  avenue,  northwest  corner  of  Pearsall  avenue 
(Block  4462,  Lot  5),  Borough  of  The  Bronx. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner, 
(Manox  Theatre  Corp.  and  Jacob  Rosenblum,  lessees), 
reopened  February  20,  1945,  under  sections  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use  district,  an  existing  sign  and  the  erection 
of  proposed  sign;  premises  2301-2313  Grand  Concourse, 
and  163-169  East  183rd  street,  northwest  corner  (Block 
3164,  Lot  31),  Borough  of  The  Bronx. 

780-45-BZ — Application,  December  14,  1945,  under  sec- 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Vito  Santoro,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy 
from  stable  and  storage  of  wagons  to  wholesale  beer 
distributor,  office  and  storage  of  five  (5)  motor  vehicles; 
premises  1818-1820  Bleecker  street,  east  side,  155  ft. 
north  of  Seneca  avenue  (Block  3435,  Lots  21  and  22), 
Ridgewood,  Borough  of  Queens. 

313-46-BZ — Application,  April  30,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution  of  Siegel  and  Green, 
applicants,  on  behalf  of  130  Willis  Avenue  Realty  Corp., 
owner,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  drug  factory,  to  store  front  manufac¬ 
turing,  first  floor,  and  factory  use  on  other  floors;  prem¬ 
ises  400  East  134th  street,  and  130-136  Willis  avenue, 
southeast  corner  (Block  2278,  Lot  5),  Borough  of  The 
Bronx. 

345-46-BZ — Application,  May  10,  1946,  under  section  21 
of  the  zoning  resolution,  of  Eric  Kebbon,  applicant,  on 
behalf  of  Board  of  Education,  City  of  New  York, 
owner,  to  permit  in  a  residence  use,  E  area  district,  the 
erection  of  a  building  (Public  School)  using  more  than 
permitted  area  above  18  foot  level;  premises  137-15  77th 
avenue,  northeast  corner  of  137th  street  (P.S.  164); 
(Block  6606,  Lot  2),  Flushing,  Borough  of  Queens. 

316- 46-BZ — Application,  May  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Jaruth 
Holding  Corp.,  owner  (Laundry  Mart,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  a  proposed  wet  wash 
laundry;  premises  297  East  Houston  street,  southeast 
corner  of  Clinton  street  (Block  350,  Lot  51),  Borough 
of  Manhattan. 

317- 46-BZ — Application,  May  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Esther 
Greenwald,  owner  (Laundry  Mart,  Inc.,  lessee),  to  per¬ 
mit  in  a  business  use  district,  a  proposed  wet  wash 
laundry;  premises  782  Manhattan  avenue,  east  side,  75 
ft.  north  of  Messerole  street  (Block  2597,  Lot  4),  Bor¬ 
ough  of  Brooklyn. 

790-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer. 
applicants,  on  behalf  of  Anna  Krishian,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  and  electrical 
supply  showroom,  lubritorium,  auto  laundry,  brake  test¬ 


ing,  wheel  aligning,  minor  repairs  (hand  tools  only); 
premises  178-68  to  178-90  South  Conduit  boulevard,  and 
144-76  to  144-82  Farmers  boulevard,  southwest  corner 
(Block  4510,  Lots  1  and  201),  Springfield,  Borough  of 
Queens. 

122-46-BZ — Application,  February  21,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  M.  Martin  Elkind, 
applicant,  on  behalf  of  Griffin  Estate,  Inc.,  owner  to  per¬ 
mit  in  a  business  use  district,  the  erection  of  a  building, 
on  existing  gasoline  station  for  office,  lubritorium  and 
repair  of  motor  vehicles;  premises  34-51  Bell  boulevard, 
and  213-35  35th  avenue,  northeast  corner  (Block  6117, 
Lot  12),  Bayside,  Borough  of  Queens. 

327-46-BZ — Application,  April  30,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Julius  Eckmann,  appli¬ 
cant,  on  behalf  of  T.  Victor  Searing,  owner,  to  permit 
in  a  residence  use  district,  the  change  of  occupancy  from 
stable  to  factory;  premises  324  West  26th  street,  south 
side,  251  ft.  west  of  8th  avenue  (Block  749,  Lot  57), 
Borough  of  Manhattan. 

153- 46-BZ — Application,  February  19,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Joseph 
Schafran,  applicant,  on  behalf  of  Pelmel  Realty  Corp., 
owner,  to  permit  in  business  and  unrestricted  use  dis¬ 
trict,  the  use  of  business  portion  of  the  lot  for  ingress 
and  egress  to  the  unrestricted  portion  and  the  storage 
of  raw  materials  and  finished  products  on  such  busi¬ 
ness  portion;  premises  4255  Boston  Post  road,  north¬ 
east  corner  of  Hutchinson  River  (Block  5655,  Lot  340), 
Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

154- 46-A — 4255  Boston  Post  road,  northeast  corner  of 
Hutchinson  River  (Block  5655,  Lot  340),  Borough  of 
The  Bronx. 

330-46-A — 358  (rear)  and  360  Knickerbocker  avenue, 
southwest  corner  of  Stockholm  street  (1st  floor);  (Block 
3246,  Lot  34  and  part  of  Lot  33),  Borough  of  Brooklyn. 

Application  for  Consideration. 

395-46-A — 182-184  Marine  street  (173  displayed),  south 
side,  282.88  ft.  east  of  City  Island  avenue  (Block  5639, 
Lots  23,  28,  31  and  34),  City  Island,  Borough  of  The 
Bronx. 

Material  for  Approval. 

152-46-SM — PERMA  BOARD  (Kiln  Dried  Balsa  Wood 
Structural  Insulation  Board). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  18,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  18,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

107-46-A — -1275  Broadway,  southwest  corner  of  West 
33rd  street  (1st  to  9th  floors);  (Block  808,  Lot  40),  Bor¬ 
ough  of  Manhattan  (reopened  May  14,  1946). 

266-46-A — 14  Jay  street,  south  side,  49.11  ft.  west  of 
Staple  street  (Block  143,  Lot  25),  Borough  of  Manhattan. 

363-46-A — 1st  avenue  to  Marginal  street,  from  East  20th 
to  East  23rd  streets  (Blocks  952,  953,  954,  978,  979,  980 
and  987,  Lots  1),  Peter  Cooper  Village,  Borough  of 
Manhattan. 

390-46-A — 92-24  to  92-30  Queens  boulevard,  and  89-12  to 
89-22  Eliot  avenue,  southeast  corner  (Block  3075,  part 
of  Lot  6),  Elmhurst,  Borough  of  Queens. 
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301-46-A — 78-09  Parsons  boulevard,  east  side,  60.61  ft. 
south  of  78th  avenue  (1st  floor);  (Block  6829,  Lot  6), 
Flushing,  Borough  of  Queens. 

384-46-A — 110  East  170th  street,  south  side,  120.86  ft. 
east  of  Walton  avenue  (Block  2842,  part  of  Lot  47),  Bor¬ 
ough  of  The  Bronx. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street 
and  15  Gallatin  place  (1st,  2nd  and  3rd  basement); 
(Block  156,  Lot  1),  Borough  of  Brooklyn. 

391-46-A — 236-238  West  40th  street,  south  side,  254  ft. 
4l/2  in.  west  of  7th  avenue  (Block  789,  Lot  60),  Borough 
of  Manhattan. 

381-46-A — 657-675  4th  avenue,  east  side,  between  20th 
and  21st  streets,  and  174-180  20th  street  (1st  floor); 
(Block  640,  Lot  3),  Borough  of  Brooklyn. 

410-46-A — 899  Kent  avenue,  east  side,  287  ft.  south  of 
Myrtle  avenue  (Block  1912,  Lot  10),  Borough  of  Brook¬ 
lyn. 

422-46-A — 19  East  57th  street,  north  side,  72  ft.  west  of 
Madison  avenue  (Block  1293,  Lot  14),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  25,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  25,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

799-45-BZ — Application,  December  20,  1945,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
^nartment;  premises  507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 


158-46-BZ— Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
East  12th  street,  east  side,  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 

307-46-BZ — Application,  April  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Carl  E.  Troy,  ap¬ 
plicant,  on  behalf  of  General  Linen  Supply  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  local  retail  use,  C  area 
district,  the  alteration  and  extension  of  present  buildings 
for  the  storage,  shipping  and  manufacturing  of  dry 
goods  in  conjunction  with  existing  wet  wash  laundry, 
using  more  than  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brook¬ 
lyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  a  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-2339  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

284-46-BZ — Application,  April  22,  1946,  under  sections 
7 a  and  7c  of  the  zoning  resolution,  of  S.  J.  Kessler  and 
Sons,  applicants,  on  behalf  of  Cannon  Construction 
Corp.  and  Seventy  Chelsea  Corp.,  owners,  to  permit  in 
a  retail  use,  B  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  and  oil  selling  station,  and  repair 
shop,  without  the  required  rear  yard,  and  using  more 
than  the  area  permitted;  premises  136-148  7th  avenue, 
and  202-204  West  19th  street,  southwest  corner  (Block 
768,  Lots  35-42,  inclusive),  Borough  of  Manhattan. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Olive  O.  Kalmus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline 
service  station;  premises  65-01  to  65-05  Kissena  boule¬ 
vard.  southeast  corner  of  65th  avenue  (Block  6742,  Lot 
10),  Flushing,  Borough  of  Queens. 

1017-39-BZ — Application  of  Marie  E.  Carroll,  applicant 
and  owner,  reopened  June  4,  1946,  for  consideration  as 
to  extension  of  variance — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  vears;  premises  448-452  East  189th 
street,  south  side,  89.02  ft.  east  of  Third  avenue  (Block 
3042,  Lots  27  and  29),  Borough  of  The  Bronx. 

960-27-BZ — Application  of  S.  Walter  Katz,  applicant,  on 
behalf  of  Alfred  Ambrogi  and  Jacqueline  Garola,  own¬ 
ers,  reopened  April  2,  1946  under  sections  7b  and  7c  of 
the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  motor  vehicles  (previously  granted 
by  the  Board)  to  garage  for  more  than  five  motor  ve¬ 
hicles  first  floor  and  manufacturing  (25%)  on  second 
floor;  premises  1816  Boston  road,  east  side,  109.88  ft. 
south  of  East  176th  street,  and  1819  Vyse  avenue  (Block 
2191,  Lot  52),  Borough  of  The  Bronx. 

84-34-BZ— Application  of  Adolph  Goldberg,  applicant, 
on  behalf  of  The  Lincoln  Savings  Bank  of  Brooklyn, 
owner,  reopened  April  30,  1946  under  sections  7c  and' 21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
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business  use,  C  area  district,  the  extension  of  present 
building  (granted  by  the  Board)  to  cover  more  than 
area  permitted;  premises  7421-7425  5th  avenue,  and  501- 
509  Bay  Ridge  parkway,  northeast  corner  (Block  5931, 
Lots  1  and  3),  Borough  of  Brooklyn. 

265-46-BZ — Application,  April  10,  1946,  under  section  21 
of  the  zoning  resolution,  of  Howard  H.  Snyder,  appli¬ 
cant,  on  behalf  of  Hotel  Taft  Corporation,  owner,  to 
permit  in  a  retail-1  and  business-1  use,  B  area  and  Class 
2  height  district,  the  extension  of  existing  building  in 
height  by  the  erection  of  an  additional  pent-house  to 
exceed  the  height  permitted  by  section  8  subdivision 
(g);  premises  761-779  7th  avenue,  east  side,  from  West 
50th  to  West  51st  streets,  and  148  West  51st  street 
(Block  1003,  Lot  1),  Borough  of  Manhattan. 

168-46-BZ — Application,  March  6,  1946,  under  section  21 
of  the  zoning  resolution,  of  Norman  Lederer,  applicant, 
on  behalf  of  Ruth  Charken,  owner,  to  permit  in  a  resi¬ 
dence  use,  D  area  district,  the  maintenance  of  an  exist¬ 
ing  extension  to  one  family  dwelling  without  required 
rear  yard;  premises  453  Beach  22nd  street  (rear),  west 
side,  137.97  ft.  south  of  Brookhaven  avenue  (Block  255, 
part  of  Lot  56),  Edgemere,  Borough  of  Queens. 

1306-22-BZ — Application  of  J.  Daniel  Dougherty,  appli¬ 
cant,  on  behalf  of  Craft  Realty  Corp.,  owner  (Standard 
Brands,  Inc.,  lessee),  reopened  May  14,  1946,  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  of  use  for  a  temporary 
period,  to  office,  storage  of  packaged  food  products  and 
garage  space  (previously  granted  by  the  Board) ;  prem¬ 
ises  113-129  Empire  boulevard,  north  side,  140  ft.  west 
of  Bedford  avenue  (Block  1306,  Lot  4),  Borough  of 
Brooklyn. 

280-41-BZ — Application  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Constel  Realty  Corp.,  owner,  reopened  April 
2,  1946,  under  sections  7c,  7i  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use,  C  area  district,  the 
erection  and  maintenance  of  building  to  be  used  as  a 
motor  vehicle  repair  shop,  using  more  than  permitted 
area;  premises  65-71  Furman  avenue,  north  side,  99  ft. 
6  in.  east  of  Bushwick  avenue  (Block  3462,  Lots  63-67), 
Borough  of  Brooklyn. 

522-44-BZ — Application  of  Irving  Ditchik,  applicant,  on 
behalf  of  Jack  Ditchik,  owner,  reopened  April  2,  1946, 
under  section  7i  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  change  of  occupancy  from 
automobile  accessories  store  to  motor  vehicle  repair 
shop;  premises  8232  18th  avenue,  west  side,  23  ft.  north 
of  84th  street  (Block  6314,  Lot  76),  Borough  of  Brook¬ 
lyn. 

402-46-BZ — Application,  June  3,  1946,  under  section  7h 
of  the  zoning  resolution,  of  William  Katz,  applicant,  on 
behalf  of  National  Sugar  Refining  Co.,  owner,  to  per¬ 
mit  in  a  business  and  unrestricted  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles 
for  a  term  of  five  (5)  years;  premises  98-104  Wall  street, 
and  120-126  Front  street,  northwest  corner  (Block  38, 
Lot  1),  Borough  of  Manhattan. 

154-46-BZ — Application,  February  28,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Joseph  P.  Clavin,  owner,  to 
permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  from  one  family  residence  to  undertaker’s  estab¬ 
lishment  and  one  family  residence;  premises  7722-7736 
4th  avenue,  and  375-379  78th  street,  northwest  corner 
(Block  5960,  Lot  50),  Borough  of  Brooklyn. 

191-46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 


the  permitted  area;  premises  8821-8829  26th  avenue, 
south  side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

20-46-BZ — Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
premises  668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Min¬ 
erva  Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners  (Wheeler  Shipbuilding  Corp.,  lessee),  re¬ 
opened  March  26,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  for  a  temporary  term,  the  use  and  maintenance 
of  a  temporary  storage  shed;  the  storage  of  lumber, 
and,  also  the  parking  of  more  than  five  motor  vehicles 
(employee’s  cars);  premises  152-02  to  153-10  10th  ave¬ 
nue,  10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47, 
and  68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots 
1,  18,  19,  30  and  32),  Whitestone,  Borough  of  Queens. 

46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

178-39-BZ — Application  for  consideration — reopening 
and  extension  of  permit — re  Application  of  Jacob  I. 
Goodstein,  applicant,  on  behalf  of  Buhrman  Sand  and 
Gravel  Corp.,  owner  (Colonial  Sand  and  Stone  Co.,  Inc., 
lessee),  previously  granted  on  condition,  under  section 
7f  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  years,  the  operation  of  a 
sand  and  gravel  pit;  premises  East  Side  of  Douglaston 
parkway,  951.27'  south  of  61st  avenue  (Block  8291,  Lot 
1),  Douglaston,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
’52nd  street  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538. 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32). 
Whitestone,  Borough  of  Queens  (Under  section  35.  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

165-46-A — 7722-7736  4th  avenue,  and  375-379  78th  street, 
northwest  corner  (Block  5960,  Lot  50),  Borough  of 
Brooklyn. 

192-46-A — 8821-8829  26th  avenue,  south  side,  210  ft 
cast  of  Harway  avenue  (Block  6897,  Lot  18),  Borough 
of  Brooklyn. 

Appliances  and  Materials  for  Approval. 

478-45-SA— General  Controls  Co.  Solenoid  (electric) 
Valve,  Series  K-10. 

148-46-SM — Tolex-Fire  Resistant  Coated  Fabric. 
274-46-SM — Saniflamed  (flame  resistant  compound). 

378-46-SA — Homease  Oil  Burner. 

HARRIS  H.  MURDOCK,  Chairman , 
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JUNE  25,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  25,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

183- 46-A — 76l/2  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

386-46-A — 15-29  Bridgewater  street,  south  side,  142  ft. 
6  in.  west  of  Meeker  avenue  and  885-895  Meeker  avenue 
(Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46),  Bor¬ 
ough  of  Brooklyn. 

184- 45-A — 147-02  Newport  avenue,  northwest  corner  of 
Beach  147th  street  (Block  34,  Lots  1634  and  1643),  Ne- 
ponsit,  Borough  of  Queens  (reopened  and  restored  to 
calendar  April  9,  1946;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  2,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  2,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 
applicant,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone); 
premises  1550  Flatbush  avenue,  west  side,  85  ft.  4*4  in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 

401-31-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  (Fifth- 
Atlantic  Corp.,  lessee),  reopened  December  11,  1945, 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  office  and  lubritorium;  premises 
624-626  Atlantic  avenue,  and  9  5th  avenue,  northeast 
corner  and  62 7  Pacific  street  (Block  1119,  Lots  1  and  64), 
Borough  of  Brooklyn. 

254-46-BZ— Application,  April  4,  1946,  under  sections  7b 
and  21  of  the  zoning  resolution,  of  David  I.  Shivitz,  ap¬ 
plicant,  on  behalf  of  Woodward  Associates,  owner, 
(Douglas  Leigh,  Inc.,  lessee),  to  permit  in  a  retail  and 
business  use  district,  the  erection  of  an  electric  sign  on 
the  roof  of  building;  premises  1724-1728  Broadway,  and 
204-210  West  55th  street,  southeast  corner  (Block ’l 026, 
Lots  41  and  37),  Borough  of  Manhattan. 

366-46-BZ  Application,  May  14,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Ida 


Agins  and  Louis  C.  Boas,  Executors  of  Estate  of  Isaac 
Boas,  owners  (Laundry  Mart,  Inc.,  lessee),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry;  premises 
196  Sutter  avenue,  southeast  corner  of  Amboy  street 
(Block  3540,  Lot  22),  Borough  of  Brooklyn. 

787-45-BZ — Application,  December  18,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Theodore  Hillen- 
brand,  owner,  to  permit  in  a  retail  use,  D  area  district, 
the  extension  of  existing  building,  using  more  than  the 
area  permitted;  premises  63-17  Woodhaven  boulevard, 
north  side,  135.45  ft.  east  of  63rd  avenue  and  63-16  to 
63-20  Fitchett  street  (Block  3113,  Lot  8),  West  Forest 
Hills,  Borough  of  Queens. 

789-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Daniel  Battapaglia,  owner,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium  and 
auto  laundry;  premises  56-02  to  56-20  Broadway,  and 
34-01  to  34-05  56th  street,  southeast  corner  (Block  1195, 
Lots  44,  46,  50  and  52),  Woodside,  Borough  of  Queens. 

593-30-BZ — Application  of  Joseph  B.  Lynch,  applicant, 
on  behalf  of  Hauben  Investing  Corp.,  owner,  reopened 
January  15,  1946,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  granted  by  the  Board);  premises  219-02 
Horace  Harding  boulevard,  and  61-01  219th  street,  south¬ 
east  corner  (Block  7609,  part  of  Lot  1),  Bayside,  Bor¬ 
ough  of  Queens. 

322-46-BZ— Application,  May  2,  1946,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Breitfeller  Motors, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  an  automobile  showroom,  acces¬ 
sories,  motor  vehicle  repair  shop  and  gasoline  service 
station;  premises  189-20  to  189-24  and  191-02  to  191-20 
Northern  boulevard,  southwest  corner  of  192nd  street 
(Block  5513,  Lots  27,  55  and  56),  Flushing,  Borough  of 
Queens. 

337-24-BZ — Application  of  William  J.  Minogue,  appli¬ 
cant,  on  behalf  of  Dean  Murray  Garage  Co.,  Inc.,  owner, 
reopened  May  14,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  Board)  to 
factory,  offices  and  storage;  premises  620-622  West  153rd 
street,  south  side,  250  ft.  west  of  Broadway  and  619-621 
West  152nd  street  (Block  2099,  Lot  20),  Borough  of 
Manhattan. 

246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection 
of  a  one  story  extension  to  present  dry  cleaning  building 
(previously  granted  by  the  Board)  to  be  used  as  dry 
cleaning  department  and  finishing  department;  premises 
46-62  Greenleaf  avenue,  and  141-157  Marion  street  north¬ 
west  corner  (Block  236,  Lots  66,  69  and  73),  Stapleton 
Borough  of  Richmond. 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson 
applicants,  on  behalf  of  Frostone  Corporation  owner’ 
to  permit  in  a  residence  use,  D  area  district,  the  erection 
of  a  structure  for  manufacturing  purposes,  using  more 
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than  the  area  permitted  and  omitting  the  required  rear 
yard;  premises  202-208  Tillary  street,  south  side,  91  ft. 
east  of  Prince  street,  and  67-73  Prince  street,  east  side, 
96  ft.  6  in.  south  of  Tillary  street  (Block  2050,  Lots 
100,  103,  110,  112,  113,  115  and  118),  Borough  of  Brook¬ 
lyn. 

329-46-BZ — Application,  April  26,  1946,  under  section  7c 
of  the  zoning  resolution,  of  W.  F.  Lamb,  of  Shreve, 
Lamb  and  Harmon,  applicant,  on  behalf  of  Standard 
Brands,  Inc.,  owner,  to  permit  in  a  residence  and  un¬ 
restricted  use  district,  the  erection  of  a  tunnel  and  pas¬ 
sageway  connecting  a  proposed  building  in  the  unre¬ 
stricted  portion,  to  the  existing  building  in  the  residence 
district,  and,  also  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  810  Grand  Concourse,  south¬ 
east  corner  of  East  158th  street,  and  southwest  corner 
of  Sheridan  avenue  and  East  158th  street  (Block  2458, 
Lot  90),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  9,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

312-46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u/w  G.  Wilbur  Doughty,  deceased,  owmers,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka- 
way,  Borough  of  Queens. 

177-32-BZ — Application  of  J.G.L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium;  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to  permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 
for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 
laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14-24  Avenue  M,  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block  6563, 
Lots  6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke, 
applicant,  on  behalf  of  George  Campo,  owner,  to  permit 
in  a  business  use,  D  area  district,  the  erection  of  a 
building  (bowding  alley)  to  use  more  than  permitted 


area;  premises  189-18  Linden  boulevard,  south  side,  50 
ft.  west  of  190th  street  (Block  12599,  Lot  8),  South 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  9,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters  : 

Appeals  from  Administrative  Decisions. 

177-46-A— 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

385-46-A — 548  West  51st  street,  south  side,  175  ft.  east 
of  11th  avenue  (2nd  floor);  (Block  1079,  Lot  57),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  16,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077. 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  23,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Appeal  from  Administrative  Decision. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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MINUTES 


(Remaining  minutes  of  the  meeting  of  June  4,  1946). 

95-46-BZ 

APPLICANT — Bernard  Meyers,  for  H.  Kulemkampf, 
owner  (General  Gummed  Products,  lessee). 

SUBJECT- — Application  for  consideration — reopening  and 
amendment  of  resoultion — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  the  extension 
of  an  existing  factory. 

PREMISES  AFFECTED— 126-15  89th  avenue,  north  side, 
40  ft.  east  of  126th  street  (Block  9335,  Lot  60), 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bernard  Meyers. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

Absent:  Commissioner  Savage  . .' .  1 

THE  RESOLUTION  (95-46-BZ) 


Whereas,  this  application,  under  section  7a  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  extension 
of  an  existing  factory;  premises:  126-15  89th  avenue,  north 
side,  40  ft.  east  of  126th  street,  (Block  9335,  Lot  60),  Rich¬ 
mond  Hill,  Borough  of  Queens,  was  granted  by  the  Board 
on  April  2,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  89th  avenue  is  in  residence  and  business 
use,  C  area  and  Class  1)4  height  district;  126th  street  is 
in  a  residence  use,  C  area  and  Class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  16,  1946,  re  Alt.  App.  8-46,  reads: 

“1.  The  extension  of  a  commercial  structure  in  a  res¬ 
idence  district  is  contrary  to  Art.  I.,  Sec.  3  of  the  Zon¬ 
ing  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  150.5  ft.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  45  ft.  front  by  80  ft.  in  depth,  2  stories 
31  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  erect  an  extension  to  the  existing  building,  50  ft.  front 
by  90  ft.  in  depth,  one  story  (18  ft.)  in  height,  of  Class  3 


construction,  with  provision  for  supporting  a  second  story 
that  may  be  built  in  the  future ;  and 
Whereas,  the  applicant  contends  that  these  premises  are 
improved  with  a  2-story  brick  factory  erected  about  1920; 
that  in  1925  the  immediate  district  was  changed  to  residen¬ 
tial  use;  that  it  is  desired  to  construct  a  1-story  factory 
extension  with  provision  for  supporting  a  second  story  that 
may  be  built  in  the  future ;  that  the  purpose  is  to  provide 
additional  floor  space  to  accommodate  the  expanded  needs 
of  the  lessee  who  is  engaged  in  the  manufacture  of  gummed 
cloth  and  paper  specialties;  that  Alt.  App.  8-1946  was  filed 
with  the  Department  of  Housing  and  Buildings,  Queens, 
covering  the  proposed  extension ;  that  the  proposed  new  area 
coverage  will  be  less  than  60%  of  total  plot  area ;  that  the 
existing  floor  area  is  now  inadequate  for  the  increasing 
needs  of  the  lessee ;  that  the  proposed  extension  will  occupy 
another  portion  of  vacant  part  of  premises  and  be  constructed 
in  harmony  with  the  existing  building  and  surroundings ; 
that  an  examination  of  block  diagram  will  disclose  a  lumber 
yard  and  lumber  factory  situated  in  same  block  directly  in 
rear  of  site  in  question ;  that  in  the  surrounding  blocks 
are  other  manufacturing  and  commercial  concerns,  partic¬ 
ularly  one  block  west  of  premises  where  the  Long  Island 
Railroad  yards  are  located,  which  contain  various  sheds  and 
factories  for  repairing,  coaling,  maintaining,  cleaning,  steam 
locomotive  tenders  and  cars ;  that  in  view  of  these  condi¬ 
tions,  the  applicant  believes  the  proposed  extension  will  not 
adversely  affect  the  present  character  of  the  neighborhood. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  2,  1946  only  in  so  far 
as  it  has  reference  to  the  requirement  that  the  windows  in 
the  rear  of  the  present  building  toward  the  north  shall  be 
filled  with  glass  block,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“on  condition  that  the  existing  small  building  at  the 
rear  of  the  present  building  shall  be  entirely  removed ; 
that  all  windows  in  the  rear  of  the  present  building 
toward  the  north  except  windows  opening  from  the 
toilet  rooms  and  stairway  shall  be  filled  with  glass 
block  as  approved  for  exterior  walls  or  by  fixed  fire¬ 
proof  windows ;  that  the  proposed  extension  shall  not 
extend  in  depth  beyond  the  depth  of  the  present  factory 
building;  that  the  entire  rear  yard  shall  be  cement 
paved  as  well  as  the  space  to  the  west  proposed  to  be 
left  unbuilt  upon ;  that  a  steel  picket  or  woven  wire 
fence  of  the  anchor  post  type  shall  be  maintained  along 
the  lot  line  to  the  west  returning  to  the  proposed  ex¬ 
tension  along  the  street  line  with  suitable  gates ;  that 
the  building  shall  not  be  increased  in  height  or  area ; 
that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  (Alt.  Applic.  8-46).” 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  11,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  May  14,  1946, 
and  Tuesday  morning  and  afternoon,  May  21,  1946,  were 
approved,  as  printed  in  Bulletin  Nos.  21  and  22,  Vol.  No.  31. 

ZONING  APPLICATIONS. 

872-28-BZ 

APPLICANT — Henry  Nordheim,  for  2311  Grand  Con¬ 
course  Corp.,  owner  (Manox  Theatre  Corp.  and 
Jacob  Rosenblum,  lessees.) 


SUBJECT — Application  reopened  February  20,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign. 
PREMISES  ApFECTED — 2301-2313  Grand  Concourse, 
and  163-169  East  183rd  street,  northwest  corner 
(Block  3164,  Lot  31),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim  and  Louis  Klein. 
For  Opposition :  S.  Eileen  Wessels. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1946  at  10 
A.M.  for  further  consideration. 


084 


MINUTES 


177-32-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Rose  Cramer,  owner. 
SUBJECT — Application  reopened  March  12,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  office  and 
lubritorium. 

PREMISES  AFFECTED— 156-166  West  End  avenue, 
northeast  corner  of  West  67th  street  (Block  1159, 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  George  Greene  and  George 
Levy. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dcp’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.  at  request  of  applicant’s  representative. 


186-45-BZ 

APPLICANT— Henry  Nordheim,  for  Adam  Stoll,  owner. 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  residence  use  district,  the  change 
of  occupancy  from  two-family  dwelling  (existing) 
to  three-family  dwelling. 

PREMISES  AFFECTED — 1219  Mace  avenue,  northwest 
corner  of  Pearsall  avenue  (Block  4462,  Lot  5), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1946  at  10 
A.M.  for  further  consideration. 


612-45-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Henry  J.  Pfistner, 
owner. 

SUBJECT — Application  reopened  February  5,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 94- 1 5  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61  Junction  boulevard,  northeast 
corner  and  32-44  to  32-60  95th  street,  northwest 
corner^ of  Northern  boulevard  (Block  1424,  Lots  32 
and  33),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  S.  L.  Strauss. 

For  Opposition:  C.  A.  Schilling. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.M.  for  applicant  to  file  complete  plans. 


25-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Helen  Sciarello, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  recon¬ 
struction  of  a  gasoline  service  station,  to  a  gaso¬ 
line  service  station,  office,  lubritorium,  laundry, 
wheel  alignment,  brake  testing  and  minor  repairs 
to  motor  vehicles. 


PREMISES  AFFECTED — 1702  Cropsey  avenue  and  8835- 
8847  17th  avenue,  southeast  corner  (Block  6462, 
Lots  16  and  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  B.  A.  Katler,  L. 

Sciarello  and  Natalie  Stevens. 

For  Opposition :  H.  Klorfein,  Dep’t  of  Parks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.  for  further  consideration. 


103-46-BZ 

APPLICANT — William  J.  Burke,  for  George  Campo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the 
erection  of  a  building  (bowling  alley)  to  use  more 
than  permitted  area. 

PREMISES  AFFECTED — 189-18  Linden  boulevard,  south 
side,  50  ft.  west  of  190th  street  (Block  12599,  Lot 
8),  South  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.  at  request  of  applicant. 


153-46-BZ 

APPLICANT — Joseph  Schafran,  for  Pelmel  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  and  unrestricted 
use  district,  the  use  of  business  portion  of  the  lot 
for  ingress  and  egress  to  the  unresricted  portion, 
and  the  storage  of  raw  materials  and  finished  prod¬ 
ucts  on  such  business  portion. 

PREMISES  AFFECTED— 4255  Boston  Post  road,  north¬ 
east  corner  of  Hutchinson  River  (Block  5655,  Lot 
340),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  J.  Goldman. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1946  at  10 
A.M.,  applicant  to  obtain  corrected  decision  of 
Commissioner  of  Marine  and  Aviation,  and  to  file 
corrected  plans. 


172-46-BZ 

APPLICANT — Abraham  Davis,  for  Gus  C.  Marino  and 
146  Richmond  Avenue  Corp.,  owners  (Fisher  Beer 
Co.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  manufacturing  use,  C  area  district, 
the  extension  of  present  building  to  cover  more 
than  permitted  area. 

PREMISES  AFFECTED — 16-18  Grove  avenue,  south  side, 
100.52  ft.  west  of  Richmond  avenue  and  146-148 
Richmond  avenue  (Block  1077,  Lots  28-37),  Port 
Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  1  Fus¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.M.  at  request  of  Board. 
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208-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  J.  F.  Cogan 
Company,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
erection  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  gas  station,  auto  laundry,  lubritorium,  re¬ 
pairs  and  servicing,  using  more  than  permitted 
area. 

PREMISES  AFFECTED— 14-24  Avenue  M,  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block 
6563,  Lots  6,  19,  21,  23  and  25),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  L.  R.  Rosenberg, 
L.  L.  Rosenberg  and  William  J.  Cogan. 

For  Opposition :  G.  Berkowitz,  *H.  Kaplan,  A. 

Di  Paoli,  J.  Stella,  A.  Pierro  and  C.  Pierro. 
For  Administration:  Fred  Dahletn,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.  for  inspection  by  Committee  of  Board  and 
decision. 


210-46-BZ 

APPLICANT — Abram  Shlefstein,  for  Ida  Fein,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  F  area  district,  the 
erection  of  a  building  without  the  required  set¬ 
backs  and  side  yards,  and  with  the  area  of  second 
floor  in  excess  of  that  permitted. 

PREMISES  AFFECTED — 1466-1474  East  24th  street,  and 
2333-2339  Olean  street,  southwest  corner  (Block 
7677,  Lots  14  and  15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Opposition:  A.  Breslau  and  B.  L.  Weynberg. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.M.  Applicant  to  submit  revised  plans. 


263-46-BZ 

APPLICANT — Randolph  M.  Smith,  for  Olive  O.  Kalmus, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
of  a  building  to  be  used  as  a  store,  automobile  re¬ 
pair  shop,  garage  for  more  than  five  (5)  motor 
vehicles,  and  gasoline  service  station. 

PREMISES  AFFECTED— 65-01  to  65-05  Kissena  boule¬ 
vard,  southeast  corner  of  65th  avenue  (Block  6742, 
Lot  10),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Randolph  M.  Smith  and  Olive  O. 
Kalmus. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.M.  for  inspection  by  Committee  of  Board  and 
further  consideration. 


284-46-BZ 

APPLICANT — S.  J.  Kessler  and  Sons,  for  Cannon  Con¬ 
struction  Corp.,  and  Seventy  Chelsea  Corp.,  owners. 


SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  B  area  district, 
the  erection  and  maintenance  of  a  gasoline  service 
and  oil  selling  station,  and  repair  shop,  without 
the  required  rear  yard,  and  using  more  than  the 
area  permitted. 

PREMISES  AFFECTED— 136-148  7th  avenue,  and  202- 
204  West  19th  street,  southwest  corner  (Block  768, 
Lots  35-42,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  S.  J.  Kessler. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.M.  for  applicant  to  send  proper  notices  to  af¬ 
fected  property  owners. 


369-37-BZ 

APPLICANT — Henry  Nordheim,  for  Edso  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  January  30,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7b,  7c  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use  dis¬ 
trict,  the  alteration  of  part  of  a  Class  A  multiple 
dwelling,  so  as  to  include  a  business  use  (stores). 
PREMISES  AFFECTED — 1212  Grand  Concourse,  179-197 
East  167th  street,  northeast  corner,  and  1209  Sheri¬ 
dan  avenue  (Block  2457,  Lot  1),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition :  I.  Hoffman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (369-37-BZ) 

Whereas,  on  November  30,  1937,  the  Board  permitted 
the  withdrawal  of  an  application  under  sections  7b,  7c  and 
21  of  the  zoning  resolution,  to  permit  partly  in  a  residence 
use  district  and  partly  in  a  business  use  district  the  alter¬ 
ation  of  part  of  a  Class  A  multiple  dwelling  so  as  to  in¬ 
clude  a  business  use  (stores)  premises  1212  Grand  Con¬ 
course,  179-197  East  167th  street,  northeast  corner  and  1209 
Sheridan  avenue,  northwest  corner  of  East  167th  street 
(Block  2457,  Lots  1,  2  and  31),  Borough  of  The  Bronx; 
and 

Whereas,  Henry  Nordheim  for  Edso  Realty  Corpora¬ 
tion,  owner,  filed  January  19,  1945,  an  application  under 
sections  7b,  7c  and  21  of  the  zoning  resolution,  to  permit 
in  residence  and  business  use  districts,  the  alteration  of  part 
of  a  Class  A  Multiple  Dwelling,  so  as  to  include  a  business 
use  (stores)  affecting  premises:  1212  Grand  Concourse, 
179-197  East  167th  street,  northeast  corner  and  1209  Sheri¬ 
dan  avenue  (Block  2457,  Lot  1),  Borough  of  The  Bronx; 
and 

Whereas,  on  January  30,  1945,  the  Board  reopened  the 
application  and  restored  it  to  the  calendar,  subject  to  the 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  11,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Grand  Concourse  is  in  a  residence  use, 
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H  area,  Class  1)4  height  district;  Cast  167th  street  and 
Sheridan  avenue  are  in  residence  and  business  use,  B  area 
and  Class  1)4  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  5,  1945,  re  Alt.  Applic.  638-44,  reads: 

“A.  2.  Proposed  alteration  for  store  occupancy  in 
present  six-story  basement  and  cellar  non-fireproof  Class 
A  multiple  dwelling  in  residence  district,  is  contrary 
to  provisions  of  Article  2,  Section  3  zoning  resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  75  ft.  frontage  by  204  ft.  10  in.  in  depth,  on  which 
is  located  a  building  64  ft.  9  in.  front  by  204  ft.  10  in.  in 
depth,  6  stories,  64  ft.  in  height,  of  Class  3  construction; 
and 

Whereas,  the  applicant  states  that  this  is  a  request  for  a 
variation  of  Section  3  of  the  zoning  resolution  of  the  City 
of  New  York  so  as  to  permit  the  extension  of  a  business 
use  to  a  slight  degree  into  the  residence  district  in  the 
basement  of  an  apartment  house  and  on  which  story  more 
than  half  of  the  floor  space  is  already  occupied  by  business 
use  legally;  that  the  space  intended  for  business  use  was 
originally  intended  for  an  office  in  conjunction  with  the 
operation  of  the  building,  but  found  unnecessary  for  the 
purpose  after  a  time  so  it  was  rented  to  a  real  estate  and 
insurance  firm  who  occupy  the  space  shown  on  plans  as 
"Proposed  Office”  and  the  small  space  east  of  the  partition 
marked  “Proposed”  was  given  over  to  the  store  marked 
No.  1 ;  that  the  present  owner  is  unable  to  say  when  the 
partition  was  constructed ;  that  however,  there  is  a  viola¬ 
tion  for  that  work  which  the  owner  wishes  to  clear ;  that 
the  arrangement  of  the  front  of  the  building  where  this 
proposed  office  is  situated  is  the  same  as  originally  con¬ 
structed  and  only  for  a  sign  announcing  the  type  of  busi¬ 
ness  conducted  it  has  the  appearance  of  a  private  office ; 
that  the  granting  of  this  variation  on  the  basis  of  either 
of  the  three  sections  quoted  (Sections  7b,  7c  and  21)  would 
seem  logical  when  it  is  considered  that  the  proposed  use 
exactly  adjoins  a  business  district  line  to  the  east  of  which 
are  stores  to  Sheridan  avenue ;  that  in  summing  up  the 
question  it  can  be  said  that  both  sides  of  167th  street  are  a 
decided  business  center  and  the  area  in  this  application  to 
be  converted  to  a  business  use  is  small  and  with  the  street 
frontage  remaining  exactly  as  originally  built  making  no 
particular  show  of  a  business  occupancy;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  b  or  c,  and  that  the 
applicant  failed  to  substantiate  a  basis  of  appeal  under  sec¬ 
tion  21  of  the  zoning  resolution  and  was,  therefore,  not 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
|  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


503-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Harry  D.  Pease, 
owner. 

SUBJECT — Application  reopened  January  15,  1946  for 
consideration  as  to  extension  of  variance  (expired 
by  limitation) — Application  (decision  of  the  bor¬ 
ough  superintendent),  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
for  a  term  of  two  years,  permitting  in  a  retail  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 314-322  West  43rd  street,  south 
side,  200  ft.  west  of  8th  avenue  (Block  1033,  Lots 
41,  42  and  43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition  :  H.  Klorfein,  Dep't  of  Parks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

, 


ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERM  IT- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (503-41-BZ) 

W hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  premises: 
314-322  West  43rd  street,  south  side,  200  feet  west  of 
Eighth  avenue  (Block  1033,  Lots  41,  42  and  43),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  April  7,  1942, 
for  a  term  of  two  years,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  an  extension  of  the  permit,  which  had  expired 
by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  15,  1946,  waiving  all  requirements  except  a  new 
decision  of  the  borough  superintendent,  and  to  permit  two 
publications  in  the  Bulletin ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  26,  1946  re  Misc.  Applic.  1801-41  reads: 

“1.  Parking  and  storage  of  more  than  five  motor 
vehicles  in  a  retail  use  district  is  contrary  to  Sec.  4a 
Art.  II  zoning  resolution.  As  the  two-year  period  of 
this  use  granted  by  B.S.&A.  has  expired,  permission 
to  continue  this  use  should  be  referred  back  to  the 
Board  of  Standards  and  Appeals  as  per  Sec.  22  zoning 
resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  7,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“  .  .  .  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  property  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition 
.  .  . ;  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained  (Misc.  Applic.  1801-41).” 


569-45-BZ 

APPLICANT — Henry  Nordheim,  for  Salvatore  Naclerio, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  ditsrict,  the 
extension  of  present  building  for  factory  use. 
PREMISES  AFFECTED — 2230  Gleason  avenue,  south 
side,  280.80  ft.  east  of  Castle  Hill  avenue  (Block 
3820,  Lot  21),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Aplicant :  Henry  Nordheim. 

IHor  Opposition:  Mary  Ceroini,  Caroline  W.  Kauch, 
Elsie  Davith,  Airs.  Mayer,  Madeline  Benjamin- 
son,  Joseph  O’Donnell  and  P.  E.  Burns. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissinoers 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (569-45-BZ) 

Whereas,  Henry  Nordheim,  for  Salvatore  Naclerio, 
owner,,  filed  September  26,  1945  an  application  under  sec¬ 
tions  7a  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district  the  extension  of  the  present  building 
for  factory  use,  affecting  premises  2230  Gleason  avenue, 
south  side,  280.80  ft.  east  of  Castle  Hill  avenue  (Block  3820, 
Lot  21),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
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by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  11,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Gleason  avenue  is  in  residence  and 
local  retail  use,  D  area  and  Class  1  height  districts ;  Castle 
Hill  avenue  is  in  a  retail  use,  D  area  and  Class  1  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  27,  1945,  1945  on  Alt.  Applic.  492-45  reads: 

“1.  The  exension  of  a  factory  use  in  a  Residence 
District  is  contrary  to  Art.  2,  Section  3,  Building  Zone 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  50  ft.  frontage  by  103.06  ft.  in  depth,  on  which 
is  located  a  building  45  ft.  5  in.  front  by  30  ft.  in  depth, 
1  story,  18  ft.  in  height,  of  Class  3  construction ;  that  there 
is  also  a  two-family  dwelling  on  the  plot,  21  ft.  7  in.  front 
by  27  ft.  6  in.  in  depth ;  that  it  is  proposed  to  add  an  ex¬ 
tension  to  the  existing  1  story  frame  structure,  45  ft.  5  in. 
wide  by  23  ft.  in  depth,  making  the  proposed  factory  a  total 
of  56  ft.  4  in.  in  depth,  of  brick  construction ;  and 

Whereas,  the  applicant  contends  that  the  proposed  ex¬ 
tension  will  be  at  the  front  of  the  factory  now  located  on 
the  rear  of  the  plot,  1  story  and  cellar  in  height ;  that  the 
for  present  building  was  erected  in  1904  and  is  occupied 
dress  manufacturing;  that  the  present  building  accommo¬ 
dates  30  women  and  there  are  4  men  for  the  heavy  work 
handling  bundles  of  cloth  and  for  packing  of  finished  work; 
that  the  proposed  extension  would  provide  space  for  about 
20  additional  women ;  that  almost  no  trucking  is  required 
as  most  of  the  material  is  delivered  by  messenger  in  pack¬ 
age  form  and  only  occcasionally  is  a  truck  delivery  neces¬ 
sary  when  yardage  is  delivered  in  bolts  and  thus  the  dis¬ 
turbance  to  the  neighbors  is  almost  nil ;  that  the  location 
of  the  enterprise,  is  in  keeping  with  the  policy  of  decen¬ 
tralizing  manufacturing  plants  away  from  congested  dis¬ 
tricts  and  the  locating  of  these  to  home  proximity  reducing 
transit  congestion  and  affording  the  workers  better  home 
conditions  with  travel  hours  reduced  to  a  minimum ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  a,  and  that  the  appli¬ 
cant  failed  to  substantiate  a  basis  to  warrant  exercise  of 
discretion  to  grant  under  section  21  of  the  zoning  resolu¬ 
tion  and  was  therefore  not  entitled  to  relief  on  the  grounds 
of  practical  difficulties  and  unnecessary  hardships. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  August  27,  1945  on  Alt.  Applic.  492-45  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


822-45-BZ 

APPLICANT — Ferdinand  Savignano,  for  Janet  Blatman 
and  Mildred  Kramer,  owners  (Major  Curtain 
Cleaners,  lessee). 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the 'zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  of  occupancy  from  public  market,  store 
and  manufacturing,  to  laundry. 

PREMISES  AFFECTED— 1573-1575  McDonald  avenue, 
east  side,  140  ft.  north  of  Avenue  N  (Block  6564, 
Lot  58),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Ferdinand  Savignano,  M.  Pelsham 
and  Edgar  Palmeri. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (822-45-BZ) 

Whereas,  on  February  28,  1930,  under  Cal.  No.  650-29-S 
the  Board  granted  on  condition  the  application  (re  decision 
of  the  superintendent  of  buildings)  “Two  interior  fireproof 
stairs  required  as  per  Labor  Law” ;  premises :  1573-1575 
Gravesend  avenue,  Borough  of  Brooklyn;  and 

Whereas,  on  Septembepr  9,  1930  the  Board  reopened  the 
application  for  modification  and  set  it  for  hearing  October 
14,  1930;  and 

Whereas,  on  October  14,  1930  the  Board  denied  the  ap¬ 
plication  to  modify  the  conditions;  and 

Whereas,  Ferdinand  Savignano,  for  Janet  Blatman  and 
Mildred  Kramer,  owners;  Major  Curtain  Cleaners,  lessee, 
filed  December  26,  1945,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  residence  and  business 
use  district  the  change  of  occupancy  from  public  market, 
store  and  manufacturing  to  laundry;  Premises:  1573-1575 
McDonald  avenue,  east  side,  140  feet  north  of  Avenue  N 
(Block  6564,  Lot  58),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  11,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  McDonald  avenue  is  in  a  business  use, 
C  area  and  Class  1  height  district ;  Avenue  N  is  in  resi¬ 
dence  and  business  use,  C  area  and  Class  1  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  suerintendent, 
dated  December  13,  1945,  re  Alt.  Applic.  1826-45,  reads : 

“1.  Changing  occupancy  to  Laundry  in  a  Business 
use  district  is  contrary  to  Art.  II,  par.  4a,  sect.  51  of 
Zone  Resolution.  (Lot  extends  into  residential  zone). 

“2.  Also  refer  to  B.S.A’s  650-29-S  Bulletin  No.  9, 
Vol.  15  Exits  to  comply  with  Sect.  270  of  Labor  Law. 
All  floors.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  ft.  frontage  by  112  ft.  in  depth,  on  which  is 
located  a  building  40  ft.  front  by  112  ft.  in  depth,  1  and  2 
stories  (14  and  26  feet)  in  height,  of  Class  3  construction; 
and 

Whereas,  the  applicant  contends  that  on  January  23, 
1941,  the  owner  purchased  the  subject  site  for  the  purpose 
of  establishing  a  laundry,  as  he  was  advised  through  pro¬ 
fessional  information  it  was  permissible  if  within  the  scope 
of  departmental  correspondence  issued  by  the  Dept,  of  Hous¬ 
ing  and  Buildings  (copy  filed  with  this  application)  ;  that 
after  purchasing  the  property,  the  owner  proposed  to 
install  a  small  dry  cleaning  unit  as  an  accessory  to  the 
principal  use;  that  he  learned  from  the  Fire  Department 
this  was  classified  as  an  auxiliary  unit,  too  small  to  be 
considered  for  wholesale  dry  cleaning  and  this  unit  em¬ 
ployed  a  solvent  known  as  “Solvasol,”  having  a  flashpoint 
of  140  degrees  F. ;  that  this  solvent  is  non-hazardous  and 
in  the  opinion  of  the  Fire  Department  such  a  unit  and  such 
solvent  used  in  a  building  would  be  classified  as  a  technical 
establishment ;  that  as  a  result  of  this  information,  the 
dry  cleaning  unit,  although  paid  for  and  delivered  on  the 
premises,  was  not  installed  and  has  been  standing  idle  since 
delivery;  that  the  subject  premises  are  located  in  a  business 
district  for  100  ft.  and  only  12  ft.  extends  into  the  resi¬ 
dence  district ;  said  12  ft.  is  unbuilt  upon  and  the  business 
confined  solely  to  washing  and  cleaning  of  curtains,  slip 
covers,  drapes  and  similar  household  articles  and  would 
not  include  the  dry  cleaning  of  any  garments  or  wearing 
apparel ;  that  the  character  of  the  neighborhood  will  not 
be  deteriorated  and  the  utility  of  such  an  establishment 
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would  prove  convenient  to  the  neighbors;  that  off  the 
premises  dry  cleaning  is  still  impractical  to  obtain  now  as 
it  was  during  the  war  and  in  view  of  the  exceptionally  scarce 
and  high  cost  of  proper  industrial  space  to  conduct  a  laun¬ 
dry,  it  would  impose  a  great  hardship  on  the  owner  to 
relocate  his  business;  that  in  addition,  there  are  no  re¬ 
stricted  uses  in  the  vicinity  such  as  schools,  places  of  wor¬ 
ship,  playgrounds  or  hospitals  that  would  be  affected  by 
this  use,  which  in  effect  does  not  compare  to  a  steam  or  wet 
wash  laundry  and  the  dry-cleaning  establishment  intended 
to  be  prohibited  in  the  zoning  resolution,  but  instead  it 
comprises  a  small  laundering  and  cleaning  business  no  more 
hazardous  or  objectionable  than  many  existing  retail  es¬ 
tablishments  along  the  same  street ;  and 
Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board  and  the  Committee 
found  that  while  the  application  is  for  a  laundry,  the  main 
use  proposed,  apparently,  is  a  dry-cleaning  establishment 
inasmuch  as  there  is  new  equipment  ready  for  use  and  they 
are  actually  using  dry-cleaning  equipment  there  now ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


61-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Charles  Small- 
man,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
of  a  building  to  be  used  as  an  office  and  fishing 
station. 

PREMISES  AFFECTED— 1-7  Dare  Court,  northwest 
corner  of  Plumb  Beach  Channel  (Block  7547,  Lots 
2162,  2164,  2166,  2168,  2170  and  2172),  Gerritsen 
Beach,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant — Alfred  A.  Lama,  F.  Kellrann  and 
Anna  Orlando. 

For  Opposition:  N.  Lewis  and  M.  Koell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  with  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (61-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Charles  Smallman, 
owner,  filed  January  25,  1946  an  application  under  section 
7e  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district  the  erection  of  a  building  to  be  used  as  an  office 
and  fishing  station,  affecting  premises  1-7  Dare  Court,  north¬ 
west  corner  of  Plumb  Beach  Channel  (Block  7547  Lots 
2162,  2164,  2166,  2168,  2170  and  2172),  Gerritsen  Beach, 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  11,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Dare  Court  and  Eaton  Court  are  in  a 
residence  use,  D  area  and  class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  9,  1946  on  N.  B.  Applic.  1355-45  reads : 

1.  Proposed  occupancy  for  use  as  a  fishing  station 
and  office  of  premises  located  in  a  residential  zone  is 


contrary  to  Article  II,  Section  3,  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  110  ft.  frontage  by  125.3'A  ft.  in  depth  (irregular) 
on  which  is  to  be  erected  a- building  (irregular)  18  ft.  front 
by  24  ft.  in  depth,  1  story,  10  ft.  in  height,  of  class  3  con¬ 
struction;  and 

Whereas,  the  applicant  contends  that  the  premises  has  a 
frontage  of  152.92  ft.  on  Dare  Court,  43  ft.  on  Eaton  Court 
and  approximately  116  ft.  frontage  on  Plumb  Beach  Chan¬ 
nel  ;  that  the  premises  are  presently  improved  with  a  dock 
measuring  approximately  13  ft.  4  in.  by  36  ft.  and  walkway 
leading  to  the  dock ;  that  it  is  proposed  to  construct  a  1 
story  masonry  building  to  be  used  as  an  office  and  sale 
of  bait ;  that  this  property  was  purchased  by  the  owner  in 
the  latter  part  of  1941  for  the  purpose  of  conducting  a  fish 
dock  which  entails  the  renting  of  row  boats,  for  which 
purpose  the  premises  are  suitably  adapted ;  that  at  the  time 
of  purchase  the  premises  were  used  as  a  fishing  dock  and 
sale  of  bait  and  rental  of  row  boats ;  that  at  one  time  the 
ferry  operated  from  these  premises  to  Plumb  Beach  from 
1930  to  1941  and  at  that  time  the  premises  were  used  as 
fishing  pier,  operated  by  the  previous  owner;  that  for  this 
reason  the  present  owner  purchased  the  premises ;  that  the 
present  dock  was  reinforced  and  reconstructed  by  the  pres¬ 
ent  owner;  that  the  zone  was  undetermined  up  until  July 
29,  1940  when  it  was  changed  to  residential ;  that  therefore, 
inasmuch  as  the  business  nas  been  continuously  conducted 
from  these  premises  and  it  has  in  no  way  affected  the  growth 
of  the  surrounding  area,  and  since  during  the  summer  every 
premise  facing  the  water  is  used  for  fishing  purposes,  it  is 
requested  that  this  application  be  granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  report  of  the  Department  of  Marine  and 
Aviation  dated  June  7,  1946,  is  filed  with  this  application; 
and 

Whereas,  the  application  has  also  been  made  by  the  ap¬ 
plicant  for  withdrawal  without  prejudice; 

Resolved,  that  the  application  be  and  it  hereby  is  with¬ 
drawn  with  prejudice. 


239-46-BZ 

APPLICANT — Henry  George  Greene,  for  Bercel  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  of  one  family  frame  dwelling  to  doctor’s 
office. 

PREMISES  AFFECTED— 88-56  163rd  street,  northwest 
corner  of  89th  avenue  (Block  9768,  Lot  60), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene,  Herbert 
Taub,  Joseph  Rubinow  and  Robert  Roethlein. 
For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 

THE  RESOLUTION  (239-46-BZ) 

Whereas,  Henry  George  Greene  for  Bercel  Realty  Cor¬ 
poration,  owner,  filed  April  4,  1946,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  residence 
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use  district  the  change  in  occupancy  of  a  one  family  frame 
dwelling  to  doctor’s  offices :  premises  88-56  163rd  street, 
northwest  corner  of  89th  avenue  (Block  9768,  Lot  60), 
Jamaica,  Borough  of  Queens ;  and 

Whereas,  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  11,  1946,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  163rd  street  is  in  a  residence  use,  C 
area  and  Class  W2  height  district;  89th  avenue  is  in  a  resi¬ 
dence  use,  C  area  and  Class  1 V2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  2,  1946,  re  Alt.  Applic.  33-45,  reads : 

“1.  The  change  of  use  from  a  dwelling  to  doctor’s 
office  in  a  residence  district  is  contrary  to  Article  II, 
Sec.  3  of  the  zoning  resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  88.28  ft.  frontage  by  77.70  ft.  in  depth  on  which 
is  located  a  building  42  feet  3  in.  by  47  feet  8  in.  in  depth 
(irregular),  2  stories  and  attic,  30  ft.  in  height,  of  Class  4 
construction ;  that  it  proposed  to  use  the  present  rooms  for 
the  offices,  and  consulting  rooms  for  four  (4)  doctors;  and 

Whereas,  the  applicant  contends  that  the  existing  build¬ 
ing  is  located  in  a  neighborhood  which  is  only  one  block 
removed  from  the  business  area ;  that  the  proposed  occu¬ 
pancy  would  not  jeopardize  the  physical  appearance  of  the 
neighborhood,  since  it  is  not  intended  to  change  any  of  the 
existing  contours  or  appearance  of  the  building,  and  such 
use  would  not  appreciably  alter  the  use  of  the  district,  since 
the  practice  of  medicine  is  not  in  the  ordinary  sense  a  busi¬ 
ness  ;  that  great  hardship  is  encountered  by  the  medical 
profession  in  securing  suitable  quarters  for  the  practice  of 
their  profession  and  this  building  would  provide  proposed 
quarters  for  four  physicians ;  that  it  is,  therefore,  respect¬ 
fully  requested  that  the  Board  grant  this  variation  under 
the  authority  vested  in  the  Board  by  Section  7c  of  the  zon¬ 
ing  resolution ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7c  of  the  zoning  resolution. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
dated  April  2,  1946  on  Alt.  Applic.  33-45  be  and  it  hereby 
is  affirmed  and  the  application  be  and  it  hereby  is  denied. 


269-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Alexis  Gallan, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the 
extension  of  an  existing  restaurant  (previously 
granted  by  the  Board)  to  occupy  adjacent  building. 
PREMISES  AFFECTED— 139  and  141  West  69th  street, 
north  side,  93  ft.  east  of  Broadway  (Block  1141, 
Lots  17  and  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Alexis  Gallan. 
For  Opposition:  Gaston  Brimebolaf. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (269-46-BZ) 

Whereas,  on  November  7,  1928  (under  Cal.  435-28-BZ) 
the  Board  granted,  on  condition,  the  application  (re  deci¬ 
sion  of  the  superintendent  of  buildings)  under  sections  7c 
and  21  of  the  building  zone  resolution,  to  permit  in  a  resi¬ 


dence  district,  extending  from  a  business  district,  tjie  altera¬ 
tion  and  conversion  of  a  dwelling  into  a  store  and  dwelling: 
premises  139  West  69th  street,  Manhattan;  and 

Whereas,  Lama  and  Proskauer  for  Alexis  Gallan,  owner, 
filed  April  12,  1946,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  in  residence  and  business  use 
districts,  the  extension  of  an  existing  basement  restaurant 
(previously  granted  by  the  Board  under  Calendar  435-28- 
BZ)  to  occupy  adjacent  building:  premises  139  and  141 
West  69th  street,  north  side,  93  ft.  east  of  Broadway  (Block 
1141,  Lots  17  and  18),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  11,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  69th  street  is  in  a  residence  and 
business  use  B  area  and  Class  V/2  height  district;  Broadway 
is  in  a  business  use,  B  area  and  Class  \lA  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  29,  1946,  on  Alt.  Applic.  142-46,  reads: 

“1.  Proposed  occupancy  contrary  to  Art.  II,  Sec.  Ill 
of  the  zoning  resolution  (effective  Dec.  2,  1944)  busi¬ 
ness  not  permitted  in  a  residential  district..  NOTE: 
This  objection  must  be  removed  before  further  con¬ 
sideration  can  be  given  plans.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  32  ft.  frontage  by  100.5  ft.  in  depth,  on  which  are 
located  two  buildings,  17  and  15  ft.  front  by  94  ft.  and  86 
ft.  5  in.  in  depth,  4  stories  and  basement,  45  ft.  in  height ; 
that  typical  floor  17  ft.  and  15  ft.  in  width,  by  55  ft.  in 
depth ;  that  it  is  proposed  to  cut  a  seven  foot  opening  be¬ 
tween  the  basements  and  install  a  new  kitchen,  water  closet- 
compartment  and  enlarge  present  dining  room  of  lot  17 ; 
and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  2  four  story  and  basement  masonry 
buildings  occupied  as  restaurant  in  the  basement  of  Lot  17 
and  16  families ;  that  the  building  of  Lot  17  has  a  frontage 
of  17  ft.  front  by  94  ft.  5  in.  in  depth  on  the  basement  floor 
and  the  upper  stories  are  17  ft.  front  by  55  ft.  in  depth : 
that  Lot  18  has  a  frontage  of  15  ft.  with  a  basement  of 
15  ft.  by  55  ft.  front  by  approximately  80  ft.  in  depth  and 
the  upper  stories  are  15  ft.  by  55  ft.;  that  the  basement 
of  Lot  17  is  presently  occupied  as  a  restaurant  for 
which  C.  of  O.  23677  was  issued  (alteration  No.  584  of 
1938)  ;■  that  the  basement  of  Lot  18  is  presently  used  for 
apartments ;  that  it  is  the  intention  of  the  owners  to  cut  a 
7  ft.  opening  between  the  basements  and  install  a  new 
kitchen,  water  closet  compartments  and  enlarge  the  present 
dining  room  of  Lot  17 ;  that  no  addition  to  the  building  is 
requested  or  contemplated ;  that  due  to  the  growth  of  busi¬ 
ness  this  proposed  alteration  is  imperative ;  that  this  pro¬ 
posed  extension  of  use  will  in  no  way  affect  the  surround¬ 
ing  area  as  this  restaurant  is  serving  tenants  in  the  imme¬ 
diate  and  affected  area ;  that  the  premises  in  question  ap¬ 
proximately  30  ft.  frontage  is  in  the  business  zone  and  the 
balance  in  the  residential  zone  with  a  line  drawn  parallel  to 
Broadway ;  that  it  is  therefore  respectfully  requested  that 
this  application  be  granted ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  b,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7b  thereof, 
to  permit  the  extension  as  proposed  into  the  more  restricted 
area  on  condition  that  such  extension  shall  be  solely  within 
the  existing  basement  story  as  pronosed  and  as  indicated  on 
corrected  basement  plan  marked  “Received  May  26,  1946” ; 
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that  not  more  than  one  opening  shall  be  constructed  and 
maintained  in  the  basement  and  cellar ;  that  such  openings 
shall  be  protected  with  approved  fire  doors  between  this 
building  and  the  existing  building ;  that  there  shall  be  no 
change  in  the  present  facade  of  the  building  and  no  signs 
shall  be  maintained ;  that  the  upper  stories  shall  be  occupied 
as  at  present  for  residential  use;  that  these  premises  may 
be  used  in  conjunction  with  the  premises  on  the  adjoining 
lot  at  141  West  69th  street  now  occupied  as  a  restaurant, 
variance  for  which  was  granted  by  the  Board  under  Cal. 
No.  435-28-BZ  on  November  7,  1928  provided  the  conditions 
of  that  resolution  are  maintained  in  all  respects  except  as 
to  the  connecting  doors  herein  permitted ;  that  separating 
the  restaurant  occupancy  from  the  entrance  to  the  multiple 
dwelling  occupancy  shall  be  a  fireproof  partition  not  less 
than  1  hour  test;  that  there  shall  be  no  connection  between 
the  basement  restaurant  occupancy  and  the  exit  of  the  upper 
stories;  that  any  windows  installed  in  the  rear  of  the  one 
story  extension  of  the  building  at  141  West  69th  street  shall 
either  be  blocked  up  with  approved  masonry  or  with  glass 
block  as  approved  for  exterior  walls  and  without  openings 
therein;  that  the  existing  ventilation  in  the  building  at  141 
West  69th  street  shall  be  maintained  and  new  adequate 
ventilation  in  the  proposed  new  kitchen  in  139  West  69th 
street  shall  be  installed  and  maintained  extending  to  the 
roof  in  accordance  with  the  requirements ;  that  the  ceiling 
of  the  kitchen  shall  be  fire  retarded  and  sprinkler  heads 
shall  be  maintained  which  may  be  connected  to  the  multiple 
dwelling  sprinkler  system  in  the  hallway  of  the  building ; 
that  all  existing  exits  to  the  building  at  141  as  well  as  139 
West  69th  street  as  proposed  shall  be  maintained ;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

154-46-A 

APPLICANT — Joseph  Schafran,  for  Pelmel  Realty  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  commissioner 
of  Marine  and  Aviation. 

PREMISES  AFFECTED — Northeast  corner  of  Boston 
Post  road  and  Hutchinson  River  (Block  5655,  Lot 
340),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  J.  Goldman. 

ACTION  OF  BOARD — Laid  over  to  June  18,  1946  at  10 
A.M.  in  connection  with  Cal.  153-46-BZ. 


237-46-A 

APPLICANT-^Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 56  Pine  street,  north  side,  125 
ft.  west  of  William  street  and  26  Cedar  street 
(basement)  ;  (Block  41,  Lot  19),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Arthur  C.  Bang. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1946  at  10 
A.M.  for  further  consideration. 


334-46-A 

APPLICANT — Henry  George  Greene,  for  Bercel  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 88-56  163rd  '  street,  northwest 
corner  of  89th  avenue  (Block  9768,  Lot  60), 
Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  H.  G.  Greene,  H.  L.  Taub,  J. 

Rubinow  and  R.  Roethlein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

THE  RESOLUTION  (334-46-A) 

Whereas,  Henry  George  Greene,  for  Bercel  Realty  Corp., 
owner,  filed  May  7,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises :  88-56  163rd 
street,  northwest  corner  of  89th  avenue  (Block  9768,  Lot 
60),  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  2,  1946,  on  Alt.  Applic.  33-45,  reads : 

“2.  The  change  of  use  of  a  frame  dwelling  to  com¬ 
mercial  occupancy  is  contrary  to  4.2.1  of  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  attic,  30  ft.  in  height,  38.28  ft.  by  77.70  ft.  in 
area  at  first  floor;  88.28  by  66.70  ft.  at  typical  floor;  Class 
4  construction ;  erected  in  1924 ;  located  in  a  residence  use, 
C  area,  Class  1  height  district ;  used  and  occupied  since 
1924  as  a  one-family  dwelling ;  proposed  to  be  used  and 
occupied :  Cellar,  boiler-room ;  first  floor,  doctor’s  offices ; 
2nd  floor,  same ;  attic,  storage ;  that  the  building  is  equipped 
with  one  3  ft.  wide  wood  stairs,  wood  enclosed,  equipped 
with  wood  doors  not  self-closing;  that  the  stairs  are  pro¬ 
vided  with  a  ladder  and  scuttle  to  the  roof  and  lead  directly 
to  street;  and 

Whereas,  the  applicant  contends  that  the  use  of  the 
premises  for  doctors’  offices  is  not  in  the  strict  sense  of  the 
word  a  commercial  enterprise,  rather  it  is  a  public  service; 
that  it  is  therefore  requested  the  Board  grant  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  33-45  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

427-38-SA 

APPLICANT — Josam  Manufacturing  Company,  owner. 
SUBJECT — Josam  Oil  Interceptor,  Models  G10,  G15,  G20, 
G30,  G40  and  G50  (reopened  December  4,  1945  re 
amendment  of  resolution). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Resolution  amended  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests. 
THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (427-38-SA) 

Whereas,  A.  J.  Meserau,  agent  for  Josam  Manufacturing 
Company,  owner,  filed  May  31,  1938,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Josam  Oil  Interceptor,  Models  B-64, 
B-65,  B-66  and  B-85 ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  Feb¬ 
ruary  7,  1939,  and  the  resolution  amended  on  November  6, 
1940;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  Deccember  4,  1945,  and  restored  to  the  calendar ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 

January  16,  1946. 

Re:  Cal.  427-38-SA 

Subject:  Amendment  of  Resolution  adopted  Feb.  7. 

1939,  as  amended  November  6,  1940,  to  include 
the  approval  of  Models  G1Q,  G15,  G20,  G30, 
G40  and  G50. 

The  Board  of  Standards  and  Appeals  on  February  7. 
1939  approved  the  Josam  Oil  Interceptor,  Models  B-64, 
B-65,  B-66  and  B-85  and  on  November  6,  1940,  amended 
the  resolution  as  to  side  connection.  It  is  now  requested 
that  the  resolution  be  amended  to  include  new  Models 
G10,  G15,  G20,  G30,  G40  and  GSO,  regular  and  new 
style. 


inside  the  interceptor  which  can  be  raised  or  lowered 
to  be  level  with  the  incoming  surge  of  oil  or  water.  A 
sediment  bucket  has  also  been  provided  near  the  inlet. 

The  overall  measurements  of  the  G  models  are  as 
indicated  below. 

TEST 

On  the  basis  of  the  examination  of  the  drawings  sub¬ 
mitted,  the  Committee  on  Tests  recommends  that  the 
resolution  of  the  Board  adopted  February  7.  1939,  as 
amended  November  6,  1940,  be  further  amended  ta  in¬ 
clude  the  approval  of  Moclels  G10,  G15,  G20,  G30,  G40 
and  G50  Josam  Oil  Separator,  provided  that  the  condi¬ 
tions  of  the  resolution  adopted  by  the  Board  November 
6,  1940,  be  complied  with  in  all  respects. 


Flow  Hate  Inlet  Outlet  Length  Width  Height 

Models  Gal.  per  M.  A  B  E  F  CD 


G 15 .  12  2  2  2054  1254  9  14  14 

G  20 .  16  2  2  2414  14)4  11  16)4 

G  30 .  21  2  2  28 14  17  12  17)4 

G  40 .  36  214  214  3 5%  21  13  17)4 

GSO .  55  214  3  3914  23  14  18)4 


New  Style  Models 


Rating 

Type  G.P.M.*  A  B  C  D  E  F  G  H  J  K  L  WT 


G-10 _  10.0  2  2  9  9  24  24  1414  1314  1J4  2  2  125 

G-20 _  15.0  2  2  10  10  27  27  1614  14§4  114  2  2  200 

G-30 _  25.0  3  3  1114  1114  33  33  20  17)4  2  2  3  290 

G-40. . . .  35.0  3  3  13  13  37  37  23  1914  2  2  3  400 

G-50 -  50.0  3  3  14  14  41  41  26  2114  2  2  3  500 


*  Based  on  lubricating  oil  @  90%  eff. 


DESCRIPTION 

The  principle  of  the  oil  separation  in  the  G  Models 
is  the  same  as  embodied  in  the  B  models  formerly  ap¬ 
proved,  but  improvements  have  been  made  as  follows : 
The  gravity  flow  off  has  been  changed  by  eliminating  the 
eccentric  bushing  which  when  the  piping  was  attached 
to  it  had  no  adjustment,  and  substituting  the  G  series 
adjustable  draw-off,  which  is  a  vertical  pipe  member 

Cast  Jroa/  Bod yCSYcel  coven,  Gask£  tev.S/hqle  Bolt 
Cascade  8orroM-5ou8s£VAC uat/ng  cma wnu. 

VISJQCL  Dou8L£WauT«apS£AL 

VfA/r  CoW\/£CT/0/VS 
Adjustable  Gsav/ty  of* 

BAmfs  £  Se  d/heaj  ~r  Bl/ca.£  t* 

f  SHE  D  VSJITH  F  L  O  Vs/  C  Q/vr^OL 


Ca%t  t*  on  Boor  C  Cast  1  Ron  CovtR  .Gasmtid 
Cawadl  Bottom-SoliDS  tvAiuATmt  Cv\ANNtW 
VliiBU  DOuBLt  WALLTRAP  S»CAt. 

Rtc  ltU>JLATlN(i  V  LNT  CONMiCTlONS 
AOJUSTABt-e  GRAVITY  DRAW  Off 
Baffles  t  SidimintBucait, 

FuRnishld  Flow  Cokthol 


BERNARD  A.  SAVAGE 
Commissioner , 

CHARLES  M.  BLUM 
Commissioner, 

LESLIE  V.  HUBER 
Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolutions  of  February  7,  1939  and  No¬ 
vember  6,  1940  in  accordance  with  report  of  Committee 
Tests. 


NC\N  STYLE 
■TOSAM  S  CRIfS 

GAS- OIL  JMTEWCfPTOK. 


KFGULftR,5TrLE 
JP3AM  ^ri-FULS  Q' 

Gai-Qil  Interceptor. 


on 
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476-44-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — United  States  Gypsum  Company’s  2"  Solid 
Rocklath  and  Plaster  Partition  (reopened  January 
15,  1946  re  amendment  to  include  approval  of  a  fire 
resistive  rating  of  one  hour). 

APPEARANCES— 

For  Applicant :  F.  A.  Wall  and  W.  Bainbridge. 
ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (476-44-SM) 

Whereas,  the  United  States  Gypsum  Company,  owner, 
filed  on  August  10,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  United  States  Gypsum  Company  2  inch  Solid  Rock- 
lath  Plaster  Partition,  Method  of  Construction;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
November  28,  1944,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  15,  1946  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


rating,  predicated  on  the  method  of  fire  endurance  and 
hose  stream  tests  in  accordance  with  Article  11  of  the 
Administrative  Building  Code.  Tests  were  made  in 
accordance  with  these  requirements  and  witnessed  by 
the  Committee  on  Tests,  consisting  of  Commissioners 
C.  M.  Blum,  B.  A.  Savage  and  Chief  Engineer  L.  V. 
Huber,  at  the  Underwriters  Laboratories,  Inc.,  with 
retails  of  results  as  follows : 

DESCRIPTION 

The  materials  employed  consisted  of  “Rocklath”,  USG 
2-in.  solid-partition  10  ft.  2  in.  wide  by  10  ft.  high, 
runner  channels,  2  by  4  in.  braces,  USG  brace  clips, 
“Red  Top”  wood-fiber  plaster,  sand,  “Red  Top  Minute 
Mix  Hydrated  Lime”  and  “Red  Top  Slow-set  Gauging 
Plaster.”  The  “Rocklath”  was  obtained  from  finished 
stock  from  two  plants  selected  on  basis  of  average  and 
minimum  purity  of  gypsum,  and  the  remaining  mate¬ 
rials  used  in  the  erection  of  the  partitions  were  pur¬ 
chased  from  local  dealers. 

The  “Rocklath”  consisted  of  sheets  12  ft.  long  and 
2  ft.  wide.  Practically  no  variation  in  width  was  noted ; 
the  maximum  variations  in  length  were  %  in.,  with 
thicknesses  varying  from  0.369  to  0.400  in.  and  0.353  to 
0.376  in.,  with  weights  varying  from  42  lbs.  10  oz.  to 
36  lbs.  8  oz. 

Flexural  Strength — Specimens  of  lath  from  Gypsum, 
Ohio,  and  Fort  Dodge  plants  were  selected  at  random 
and  cut  to  sizes  12  by  16  in.  for  test  in  accordance  with 
ASTM-C26-42.  The  results  were  as  follows : 


GYPSUM,  OHIO,  PLANT 


Parallel 

to  Fiber 

Across  Fiber 

Thickness 

In. 

Breaking  Load 
in  Lb 

Thickness 

In. 

Breaking  Load 
in  Lb 

0.383 

38.13 

0.375 

89.38 

0.392 

39.06 

0.394 

97.18 

0.384 

31.25 

0.387 

92.81 

0.380 

38.13 

0.378 

92.81 

0.400 

38.13 

0.378 

89.06 

Avg.  0.388 

36.94 

Avg.  0.382 

92.25 

FORT  DODGE  PLANT 


Parallel 

to  Fiber 

Across  Fiber 

Thickness 

In. 

Breaking  Load 
in  Lb 

Thickness 

In. 

Breaking  Load 
in  Lb 

0.364 

36.56 

0.366 

116.88 

0.365 

41.72 

0.369 

114.06 

0.364. 

42.81 

0.359 

107.81 

0.366 

41.80 

0.364 

114.06 

0.370 

40.31 

0.364 

115.94 

.  0.366 

40.80 

Avg.  0.364 

113.75 

REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  No.  476-44-SM 


May  7,  1946. 


Subject:  Amendment  of  approval  of  U.  S.  Gypsum  Co.’s 
2"  Solid  Rocklath  and  Plaster  Partition  to 
include  a  fire  resistive  rating  of  one  hour. 

U.  S.  Gypsum  Co.  of  Chicago,  Illinois,  have  filed  a 
request  for  an  amendment  to  the  approval  granted  un¬ 
der  this  calendar  number,  as  printed  in  Bui.  48.  Vol.  29, 
to  include  the  approval  of  their  partition  construction, 
fig.  1,  as  having  a  fireproof,  one  hour  fire  resistive 


The  “Red  Top”  wood-fibered  Gypsum  plaster  used  in 
the  preparation  of  the  scratch  and  brown  coats,  and  the 
“Red  Top  Minute  Mix  Hydrated  Lime”  and  “Red  Top 
Slow-set  Gauging  Plaster”  used  for  the  finished  coat, 
were  received  from  a  local  dealer.  The  manufacturer 
of  these  products  states  that  the  plasters  comply  with 
ASTM  specification  C28-40,  and  that  the  lime  complies 
with  ASTM  designation  C6-44  with  the  exception  of 
fineness. 

The  sand  was  No.  1  torpedo  plastering  sand,  clean 
and  sharp,  and  was  secured  from  a  local  dealer. 

The  runner  channels  were  of  No.  26  USS  gauge  stctJ, 
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paint  coated,  approximately  3  ft.  long,  J4  in.  wide,  with 
1  and  1^8  in.  legs.  The  longer  leg  was  flared  out  to  fa¬ 
cilitate  insertion  of  the  “Rocklath.”  The  fasteners  used 
for  attaching  the  runner  channels  to  the  masonry  wall 
opening  were  “Rawl  Drives,”  kt  in-  diameter  and  lRj  in. 
long.  The  brace  clips  used  for  temporarily  maintaining 


the  “Rocklath”  in  position  during  the  application  of 
the  scratch  coats  were  of  No.  10  M  &  W  gauge  wire, 
Sl/2  in.  long,  formed  with  a  hook  at  one  end  and  an 
open  loop  with  a  barbed  end  for  the  engagement  with 
the  supporting  2  by  4-in.  braces  on  the  other  end.  The 
braces  used  to  stiffen  the  assembly  of  “Rocklath”  during 
the  application  of  the  scratch  coats  were  wood  2  by  4’s 
of  sufficient  length  so  that  they  could  be  wedged  in 
alignment  in  the  test  frame. 

METHOD 

Construction  of  Test  Panels : 

Workmen  regularly  employed  by  Underwriters’  Lab¬ 
oratories,  Inc.,  mounted  the  metal  runner  channels  on 
all  four  sides  of  the  finished  masonry  opening  and  in- 


FLQOH  AUMSJtP. 

Fig.  2 

stalled  “Rocklath,”  in  accordance  with  the  instructions 
furnished  by  the  applicant.  After  the  “Rocklath”  had 
been  installed  and  braced,  the  plaster  was  applied  in 
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Fig.  3 

scratch,  brown,  and  finish  coats  by  an  experienced 
plasterer.  The  metal  runner  channels  were  centrally 
located  on  the  four  sides  of  the  masonry  openings  with 
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Fig.  4 
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the  short  flange  facing  the  fire  side  and  securely  attached 
with  the  “Rawl  Drives,”  driven  into  holes  provided  for 
the  purpose.  The  drives  were  spaced  on  approximately 
12  to  20-in.  centers.  The  “Rocklath,”  after  being  cut 
to  size,  was  set  in  position  by  placing  the  lower  end 
into  the  bottom  metal  runner  channel  and  bowing  the 
lath  until  the  upper  edge  could  be  inserted  into  the 
runner  channels  on  the  top  of  the  opening.  Adjacent 
vertical  edges  of  the  lath  were  butted  together  until  the 
entire  opening  was  filled.  In  both  partitions,  the  lath 
from  the  Gypsum,  Ohio,  plant  was  used  on  the  right 
half  (north)  of  the  opening,  and  the  lath  from  the 
Fort  Dodge  plant  on  the  left  half  (south)  of  the  opening. 
Clearances  of  Vs  to  in.  were  provided  at  the  top  ends 
of  the  lath.  Clearances  up  to  1/16  in.  were  noted 
between  adjacent  lath.  The  boards  rested  against  the 
heads  of  the  “Rawl  Drives”  located  in  the  runner  chan¬ 
nels  at  the  side  walls  and  bottom.  The  “Rocklath” 
was  braced  in  position  by  means  of  temporary  wooden 
2  by  4  braces,  the  lath  being  held  against  the  braces 
by  USG  brace  clips.  Three  2  by  4  braces  were  located 
horizontally  at  third  points,  and  one  vertical  back-up 
brace  at  the  center.  The  vertical  brace  was  provided 
with  supports  for  the  horizontal  braces.  The  brace 
clips  were  driven  through  the  lath  and  given  a  90-de£. 
turn,  which  set  the  barb  end  parallel  and  in  contact 
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Fig.  5 

with  the  opposite  face  of  the  lath.  The  looped  ends 
of  the  clips  were  deflected  so  as  to  engage  the  2  by  4 
braces.  From  two  to  three  clips  per  lath  were  provided 
at  each  horizontal  2  by  4  brace.  Three  Y  in.  ground 
strips  were  fastened  to  the  lath  on  the  unbraced  side 
placed  perpendicular  to  the  2  by  4  braces. 

The  scratch  coats,  approximately  %  to  3/16  in.  thick, 
consisting  of  one  part  of  wood-fibered  gypsum  plaster 
to  one  part  of  dry  sand,  by  weight,  were  applied  on  both 
sides  of  the  lath.  The  thickness  was  checked  by  insert¬ 
ing  a  rule  at  various  places  against  the  lath  while  the 


plaster  was  still  wet.  These  check  measurements  were 
made  approximately  1  ]/>  ft.  apart  on  horizontal  rows 
about  2  ft.  apart.  Following  the  completion  of  the 
scratch  coat,  it  was  cut  at  the  sides  and  top  of  the 
partition  with  the  plasterer’s  trowel,  forming  a  wedge- 
shaped  groove  to  provide  for  expansion.  After  approx¬ 
imately  24  hr.  of  drying  of  the  scratch  coat,  the  brown 
coafi  of  the  same  composition  as  the  scratch  coat,  was 
applied  to  the  total  thickness  of  the  Ya  in.  ground  strips 
on  the  unbraced  side.  In  addition  to  the  thickness 
guides  provided  by  the  ground  strips  described  above, 
the  thickness  was  checked  with  a  rule  as  previously 
described.  The  ground  strips  were  removed  and  the 
openings  filled  with  plaster  when  the  brown  coat  on 
the  unbraced  side  had  set.  The  2x4  bracing  and  the 
brace  clips  on  the  opposite  face  were  removed  and  Y\  in. 
ground  strips  applied  in  the  brace  locations.  The  brown- 
coat  application  was  completed  on  the  braced  side.  The 
brown  coat  was  cut  at  the  top  and  sides  similar  to  the 
scratch  coat.  4  he  ground  strips  wTere  removed  and  the 
spaces  filled.  The  finish  coat  consisted  of  three  parts 
of  hydrated-lime  putty  to  one  part  of  gauging  plaster 
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Fig.  6 

by  weight,  and  was  applied  two  days  after  the  brown 
coat  was  completed.  Thickness  of  the  finish  coat  was 
uniformly  1/16  in.,  and  the  cut  grooves  at  the  top  and 
sides  of  the  panel  in  the  brown  coat  were  filled  with  the 
finish  coat. 


The  composition  of  the  scratch  and  brown  coats  was 
as  follows : 


By 

IV  eight 

By  Volume,  Cubic  Foot  Loose  Basis 

Sand 

Plaster 

Sand  Plaster 

1 

1 

2  /2  4 

The  water  used  in  mixing  the  plaster  was  approxi¬ 
mately  5 lYz  lbs.  of  water  per  bag  of  plaster. 
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Fire  Endurance  Test  of  Endurance  Specimen: 

The  test  was  conducted  in  accordance  with  ASA  2.1- 
1942  and  the  fire  temperature  curves  were  within  the 
provisions  of  Group  5  of  Article  11  of  the  Administrative 
Building  Code  for  a  non-bearing  partition.  The  speci¬ 
men  partition  was  68  days  old  on  the  day  of  the  fire 
endurance  test.  The  wall  assembly  was  not  loaded  and 
carried  only  its  own  weight ;  it  was  built  to  fill  com¬ 
pletely  the  masonry  opening  in  the  test  frame,  and 
thereby  was  restrained  at  all  edges  where  the  “Rock- 
lath”  touched  the  runner  channels. 

After  the  panel  was  drawn  into  position,  the  fire  was 
started,  exposing  one  face  of  the  partition  to  gas  flame 
controlled  so  as  to  produce  temperatures  conforming 
with  the  Standard  Time  Temperature  Curve.  The  ex¬ 
posure  to  fire  was  continued  for  1  hr.  20  min.,  after 
which  the  panel  was  withdrawn  and  allowed  to  cool 
without  the  application  of  water.  The  furnace  chamber 
temperatures  were  indicated  by  means  of  eleven  thermo¬ 
couples  symmetrically  placed. 

The  temperatures  on  the  unexposed  surface  of  the 
panel  were  indicated  by  nine  thermocouples  symmetri¬ 
cally  placed.  Each  thermocouple  was  covered  by  a  * 
6  by  6-in.  dry  asbestos  pad  to  protect  it  from  outside 
influences. 

The  deflection  of  the  panel  was  determined  by  mea¬ 
surements  at  quarter  points  at  a  horizontal  center  line 
of  the  unexposed  face,  the  reference  base  being  a  fine, 
taut,  steel  wire  mounted  in  contact  with  the  steel  test 
frame. 

Throughout  the  test,  observations  were  made  regard¬ 
ing  the  character  of  the  fire  and  its  control,  the  condi¬ 
tion  of  the  exposed  and  unexposed  sides,  and  all  other 
phenomena  considered  pertinent  to  the  performance  of 
the  partition  as  a  fire  retardant,  with  special  reference 
to  stability,  heat  insulation,  flame  passage,  and  smoke. 

RESULTS 

Character  of  Fire — The  fire  was  luminous  and  well 
distributed  throughout  the  test.  The  average  furnace 
temperatures  recorded  were  in  fairly  close  conformance 
with  the  Standard  Time  Temperature  Curve. 

On  the  Exposed  Side — no  action  resulting  from  the 
fire  was  noted  until  about  12  min.,  when  a  horizontal 
and  vertical  crack  appeared.  The  horizontal  crack  was 
in  the  upper  south  quarter  of  the  panel  and  extended 
about  half-way  across.  The  vertical  crack  developed 
at  about  the  center  of  the  panel,  extending  down  from 
an  intersection  with  the  horizontal  crack.  The  plaster 
had  a  tendency  to  move  slowly  toward  the  fire  in  the 
area  where  the  cracks  developed.  Additional  horizontal 
cracks  developed  at  22  min.  at  the  lower  quarter  of  the 
panel,  extending  about  half-way  across.  At  68  min., 
most  of  the  plaster  within  the  central  area  of  the  panel 
fell  from  position. 

On  the  Unexposed  Side — At  about  45  sec.  after  the 
furnace  fire  was  ignited,  cracks  developed  diagonally 
across  all  four  corners  of  the  partition  and  during  the 
following  5  min.,  additional  cracks  developed  at  the 
corner  and  two  vertical  cracks  at  the  south  half.  Sim¬ 
ilar  vertical  cracks  developed  on  the  north  half  of  the 
panel  later  in  the  test.  The  black  crayon  line  and 
adjacent  figures  show  the  location  of  the  cracks  and 
the  times  when  they  occurred.  During  the  first  5  min. 
of  the  test,  cracks  also  occurred  at  the  edges  and  top 
of  the  panel  where  the  partitions  abutted  the  test  frame. 
All  cracks  were  hair-line,  and  very  little  opening  was 
noted  until  about  50  min.  when  gradual  movement  was 
evident  until  78  min.  when  the  furnace  fire  was  visible, 
moisture  was  evident  at  some  of  the  cracks  in  the  form 
of  steam  at  10  min.,  and  after  15  min.  the  plaster  sur¬ 
faces  appeared  to  be  discolored  due  to  moisture  liberated 
at  the  cracks. 

Deflections — During  the  fire  test  the  movement  of 
the  panel  was,  in  general,  toward  the  fire.  The  deflec¬ 


tion  readings  at  the  quarter  section  along  the  center 
line  of  the  panel  are  given  in  the  following  table  in 
1 /16-in.  increments. 


Time  in  Min. 

Deflection  in  1/16  In. 

South 

Quarter 

Center 

North 

Quarter 

Initial 

0 

0 

0 

5 

14 

18 

13 

10 

12 

16 

11 

15 

12 

16 

9 

20 

23 

31 

21 

25 

28 

37 

26 

30 

30 

38 

27 

35 

32 

41 

29 

40 

34 

42 

31 

45 

36 

44 

32 

50 

38 

46 

33 

55 

39 

47 

35 

60 

40 

48 

,  36 

65 

42 

50 

37 

70 

44 

52 

39 

73 

42 

55 

41 

Temperatures  on  Unexposed  Surface — The  maximum, 
minimum,  and  average  temperatures  were  recorded  by 
nine  thermocouples  on  the  unexposed  side  during  the 
test. 

The  temperature  attained  on  the  unexposed  side  was 
a  maximum  temperature  of  397°  F  which  was  reached 
in  approximately  1  hr.  19  min.  30  sec.  by  the  middle 
thermocouple  at  the  bottom  of  the  panel.  At  the  vertical 
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crack  which  developed  at  3  min.,  a  wad  of  cotton  was 
placed  in  contact  with  the  partition  and  covering  the 
crack  at  the  location  where  the  furnace  fire  was  visible, 
to  determine  whether  the  gases  liberated  were  suffi¬ 
ciently  hot  to  cause  ignition.  No  ignition  occurred. 

Observation  After  Test — The  test  panel  was  with¬ 
drawn  from  the  fire  approximately  80  min.  after  the 
start  of  the  test.  The  surface  was  incandescent  at  the 
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time  the  panel  was  withdrawn  from  the  furnace  and 
gradually  darkened.  No  flames  were  observed,  although 
occasional  flicker  of  glowing  embers  appeared  to  be 
issuing  from  between  the  plastered  surfaces.  Parts  of 
the  “Rocklath”  had  also  fallen  away  in  the  area  where 
the  plaster  had  fallen.  During  the  cooling,  additional 
plaster  and  “Rocklath”  fell.  Although  the  test  wall 
appeared  unstable,  it  was  not  sufficiently  so  to  cause 
the  wall  to  collapse  until  sections  of  the  plaster  were 
removed  for  examination  for  thickness  about  two  weeks 
after  the  fire  test.  This  collapse  was  confined  to  the 
central  area  while  the  sections  adjacent  to  the  masonry 
remained  in  place.  The  examination  of  the  plaster  was 
confined  to  that  on  the  unexposed  side,  because  the 
plaster  on  the  exposed  side  was  calcined  and  distorted. 


Fig.  8 

It  was  noted  that  the  plaster  adhered  to  the  “Rocklath” 
paper,  which  was  charred  in  the  central  section  and 
only  browned  in  the  area  near  the  masonry  of  the  test 
frame.  The  plaster  thickness  averages  13/16  in.  but 
varied  from  34  to  1-1/16  in  which  apparently  was 
caused  by  unevenness  of  the  plane  formed  by  the  lath. 
The  measurements  were  taken  at  nine  locations  in  the 
areas  where  temperatures  were  recorded  as  well  as  at 
ten  locations  in  six  rows  across  the  face  of  the  panel. 
The  thickness  of  the  plaster  was  11/16  in.  at  the  loca¬ 
tion  where  the  maximum  temperature  was  recorded  at 
the  center  thermocouple  pad  in  the  lower  row. 

Fire  and  Hose  Stream  Test  of  Hose  Stream  Specimen 

The  sample  used  in  this  test  was  constructed  similarly 
to  that  subjected  to  the  Fire  Endurance  Test  and  des¬ 
cribed  under  the  heading  “Construction  of  Test  Panels.” 

The  general  appearance  of  the  panel  after  69  days’ 
seasoning  was  similar  to  that  of  the  Endurance  Test 
..ample. 

The  partition  panel  was  withdrawn  from  the  furnace 
after  it  had  been  exposed  on  one  side  to  the  standard¬ 
ized  fire  for  j/2  hr.,  and  immediately  exposed  to  the 
impact,  cooling,  and  eroding  action  of  a  30-lb.  water 
stream  applied  for  1  min.  through  a  1J4  in.  nozzle 
held  at  a  distance  of  20  ft.  The  temperatures  of  the 


furnace  were  determined  by  eleven  thermocoupes  placed 
as  described  in  the  Fire  Endurance  Test.  Surface  tem¬ 
peratures  on  the  unexposed  were  not  recorded. 

RESULTS 

The  furnace  fire  was  luminous  and  well  distributed 
throughout  the  test.  The  average  temperatures  recorded 
were  in  close  conformance  with  the  Standard  Time 
Temperature  Curve.  On  the  exposed  side,  the  plastered 
surface  cracked  at  9  min.  in  the  upper  quarter  similarly 
to  that  observed  during  the  Fire  Endurance  Test.  The 
plaster  below  the  crack  gradually  bowed  toward  the 
fire,  and  at  25  min,  the  separation  appeared  to  be  about 
3  in.  Additional  vertical  cracks  developed  at  17  and  25 
min.  On  the  unexposed  side,  the  cracking  of  the  plaster 
was  similar  to  that  noted  during  the  first  30  min.  of 
the  Fire  Endurance  Test.  The  general  behavior  of  the 
unexposed  side  was  similar  to  that  noted  in  the  Fire 
Endurance  Test. 


Deflections — The  deformations  of  the  panel  in  the 
lateral  direction  were  recorded  as  in  the  Fire  Endurance 
Test,  and  are  given  in  the  following  table  in  1/16-in. 
increments. 


Time 

Location 

South 

Quarter 

Center 

North 

Quarter 

Initial 

0 

0 

0 

5  min 

11 

15 

12 

10  min 

8 

13 

9 

15  min 

13 

22 

12 

20  min 

17 

33 

18 

23  min 

18 

36 

20 

Observations  After  Fire  Exposure — The  test  panel 
was  withdrawn  from  exposure  to  fire  30  min.  after  the 
start  of  the  test ;  the  application  of  the  water  removed 
part  of  the  plaster. 
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After  the  hose  steam  test,  the  “Rocklath”  appeared 
intact  except  that  the  paper  on  the  exposed  face  was 
washed  away  in  some  places  and  charred  in  the  upper 
region  of  the  panel.  In  the  areas  where  the  plaster 
was  not  removed  by  the  hose  stream,  the  paper  appeared 
practically  unaffected.  The  gypsum  core  did  not  appear 
to  be  calcined.  No  apparent  change  was  noted  in  the 
plaster  on  the  unexposed  side.  The  thickness  of  the 
plaster  appeared  to  be  about  the  same  as  that  observed 
in  the  Fire  Endurance  Test  sample.  The  partition  was 
stable  and  did  not  collapse  during  the  examination  when 
sections  of  the  plaster  were  removed  about  two  weeks 
after  the  fire  test  was  conducted. 

Fire  Retardant  Properties : 

The  interior  nonbearing  partition,  not  over  10  ft.  in 
height,  of  in.  plain  “Long-Length  Rocklath,”  installed 
in  steel  runner  channels  and  plastered  in  equal  thickness 
on  both  faces  with  USG  “Red  Top”  wood-fibered  gyp¬ 
sum  plaster  and  sand  in  proportion  of  1:1  by  weight, 
as  described  in  this  report,  will  delay  the  spread  of 
fire  from  one  portion  of  a  building  to  an  adjacent  por¬ 
tion  of  the  building  for  at  least  1  hr. 

The  partition  was  exposed  to  fire  for  1  hr.,  19  min., 
30  sec.,  before  the  limiting  end-point  temperature  was 
reached  at  one  point.  The  average  temperature  of  the 
nine  thermocouples  was  252°  F,  some  70°  F  below  the 
required  limiting  average  temperature  of  322°  F. 

No  passage  of  flame  or  emission  of  excessive  quantity 
of  hot  gases  or  smoke  occurred  from  the  partition  dur¬ 
ing  exposure  in  either  the  Fire  Endurance  or  Hose 
Stream  Tests. 

Recommendations : 

On  basis  of  foregoing  data,  the  Committee  on  Tests 
recommends  that  the  resolution  adopted  by  the  Board 
on  November  28,  1944,  Bulletin  48,  Yol.  XXIX,  be 
amended  to  include  the  approval  of  U.  S.  Gypsum  Co.’s 
2"  Solid  Rocklath  and  Plaster  Partition,  Fig.  1,  under 
the  Board’s  authority  as  provided  in  C26-191.0a,  as  a 
one  hour  fire  resistive  partition  meeting  the  require¬ 
ments  for  fireproof  partitions  as  provided  in  C26-636.0c, 
based  on  fire  tests  reported  herein  which  met  the  re¬ 
quirements  of  Article  11  entitled,  Fire  Resistive  Con¬ 
struction,  of  the  Administrative  Building  Code.  This 
recommendation  is  for  use  as  an  interior  nonbearing 
partition  not  exceeding  10  ft.  in  height,  and  when  con¬ 
structed  of  details  as  described  in  the  fire  test  specimen 
hereinbefore  described,  and  in  all  classes  of  construction 
requiring  a  fire  resistive  rating  of  one  hour. 

Approval  is  also  recommended  on  alternate  forms  of 
construction  for  the  same  uses,  as  follows : 

1.  U.  S.  Gypsum  Co.  metal  base  floor  runner,  con¬ 
sisting  of  clips  24"  o.c.  and  secured  to  floor  construc¬ 
tion  by  5/s"  concrete  subnails  which  in  turn  secure 
the  two  side  plates,  all  shown  in  Fig.  2.  The  runner 
to  be  fastened  to  floor  construction  by  y  concrete 
subnails,  the  total  thickness  of  plaster  from  floor  to 
ceiling  not  to  be  reduced. 

2.  Fireproof  wooden  floor  runner,  as  described  in 
Figure  3,  providing  the  fireproof  wood  complies  with 
the  requirements  of  C26-331.0  thru  C26-339.0  and  is 
attached  to  the  floor  with  concrete  nails  24"  on  centers. 

3.  Five-eighths  inch  or  y  cold  rolled  steel  channel 
floor  runners,  as  shown  in  Figure  4,  provided  the 
rock  lath  be  wedged  in  place  prior  to  plastering  after 
which  the  cold  rolled  channel  is  completely  rolled 
with  scratch  coat  plaster  and  secured  to  the  floor  by 
concrete  nails  24"  o.c. 

4.  Five-eighths  inch  or  y  cold  rolled  steel  channel 
floor  runners,  and  y  by  2"  by  6"  fireproof  wooden 
grounds  spaced  24"  or  more  on  centers,  as  described 
in  Fig.  5,  providing  the  fireproof  wood  complies  with 
the  requirements  of  C26-331.0  through  C26-339.0  and 
providing  that  prior  to  the  application  of  the  fireproof 
nailing  block  the  channel  shall  be  completely  filled 


with  scratch-crack  plaster  and  that  this  nailing  block 
shall  be  secured  to  rocklath  by  suitable  nails  or 
equivalent  wiring  and  secured  to  floor  by  concrete 
nails. 

5.  Single  cornerite  ceiling  runners,  as  described  in 
Figure  6,  subnailed  to  concrete  or  masonry  construc¬ 
tion  and  to  lath  construction  by  the  wires. 

6.  Double  cornerite  ceiling  runners  as  described 
in  Figure  7  fastened  as  provided  for  in  Figure  6. 

7.  Single  cornerite  for  vertical  attachment  to  abut¬ 
ting  walls  as  described  in  Figure  9  and  fastened  as 
provided  for  in  Figure  6. 

8.  Double  cornerite  for  vertical  attachment  to  abut¬ 
ting  walls  as  described  in  Figure  8  and  fastened  as 
provided  for  in  Figure  6. 

It  is  further  recommended  that  designs  of  all  parti¬ 
tions  constructed  under  this  approval  to  be  filed  with 
the  Borough  Superintendent,  and  that  each  drawing 
shall  be  stamped,  marked  or  labelled,  reading  as  follows : 
“Approved  for  use  in  New  York  City  by  the  Board  of 
Standards  and  Appeals  under  Cal.  #476-44-SM,  and 
that  the  designs  herein  are  in  full  compliance  with  the 
details  of  the  approval. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  28,  1944  in  ac¬ 
cordance  with  report  of  Committee  on  Tests. 


42-45-SM 

APPLICANT — James  L.  Kempthorne,  for  Sprayed  Insu¬ 
lation,  Inc.,  owner. 

SUBJECT — SPRAYKOTE — Acoustical  and  Thermal  In¬ 
sulation,  Approval  of. 

APPEARANCES— 

For  Applicant:  J.  L.  Kempthorne. 

ACTION  OF  BOARD — -Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (42-45-SM) 

Whereas,  James  L.  Kempthorne,  for  Sprayed  Insulation, 
Inc.,  owner,  filed  on  January  30,  1945,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material,  known  as  “Spraykote,”  acoustical  and  thermal  in¬ 
sulation  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  OF  TESTS 

May  22,1946 

Re:  Cal.  42-45-SM. 

Subject:  “SPRAYKOTE” — Acoustical  and  Thermal 
Insulation,  Approval  of 

On  January  30,  1945,  Sprayed  Insulation,  Incorpo¬ 
rated,  owner,  filed  an  application  pursuing  to  Section 
C26-191.0  of  the  Administrative  Code  as  required  by 
Section  C26-178.0b,  of  the  Administrative  Code  for 
the  approval  of  “SPRAYKOTE”  acoustical  and  ther¬ 
mal  insulation  for  use  as  an  acoustical  material  having 
thermal  and  insulating  properties. 
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DESCRIPTION 

“SPRAYKOTE”  is  composed  of  a  blend  of  suitable 
long,  white  asbestos  blowing  fiber  or  industrial  asbestos 
fiber  and  3%,  by  weight,  of  a  powdered  binder. 

The  mixture  of  asbestos  fibers  and  3%  powdered 
binder  is  fed  into  the  hopper  of  the  applicant’s  appli¬ 
cator  where  it  is  fluffed  up  and  fed  at  a  regulated  rate 
into  the  blower  where  it  is  blown  through  a  hose  and 
nozzle.  At  the  nozzle,  a  mixture  of  30  parts  of  water 
and  1  part  of  organic  adhesive  is  added  to  the  mixture 
and  in  cases  where  the  installation  is  to  be  colored 
Casein  paint  is  added  to  the  water  and  binder  before 
it  reaches  the  nozzle. 

The  surface  to  be  treated  must  be  clean  and  free 
from  dirt,  grease,  scales,  loose  paint  or  plaster  or  any 
other  condition  which  would  prevent  good  adhesion.  A 
coating  of  the  initial  organic  adhesive  is  sprayed  on 
the  surface  to  be  treated  and  before  this  coating  is 
dry,  “SPRAYKOTE”  (the  mixture  of  fiber,  powdered 
binder  and  water  and  in  some  cases,  Casein  paint)  is 
applied  to  the  surface  by  the  blower.  After  it  is  ap¬ 
plied,  the  work  is  oversprayed  with  a  coating  of  the 
initial  organic  adhesive,  either  clear  or  mixed  with 
Casein  paint.  Where  it  is  applied  to  expanded  metal 
lath,  the  manufacturer  specifies  that  the  metal  furring 
be  on  12  inch  centers  and  follow  around  the  perimeter 
of  the  room.  The  expanded  metal  lath  shall  be  of  a 
galvanized  flat  ribbed  lath  weighing  not  less  than  3.4 
.  lbs.  per  square  yard.  The  lath,  when  applied  to  the 
furring,  shall  be  firmly  and  tightly  wired  in  place. 
Corner  beads  shall  be  installed  where  necessary.  The 
material  when  applied  to  expanded  metal  lath,  shall  be 
not  less  than  (nominal)  thickness.  The  finished 
surface  may  be  rolled  with  a  hard-finished  roller  or 
finished  with  a  wooden  or  cork  float  or  tamped  with 
a  rubber  tamp  to  achieve  different  finishes.  The  ap¬ 
plicant  has  filed  a  photostatic  copy  of  Report  No.  111- 
6/36  of  the  National  Bureau  of  Standards  dated  June 
2,  1944  reading  in  part  as  follows : 

“Receipt  is  acknowledged  of  your  letter  of  May 
24,  file  reference  CG-MIN-340.4,  relative  to  a 
sprayed  asbestos  insulation  for  which  examination 
was  requested  by  the  Sprayed  Insulation,  Inc.  of 
Montclair,  New  Jersey. 

Examination  and  test  were  made  of  the  samples  sub¬ 
mitted.  The  weight  was  somewhat  variable,  ranging 
between  10  and  16  lb/ft  3  as  applied  to  the  backing. 
The  loss,  mainly  free  water,  as  heated  at  212°  F.  was 
between  2  and  3  per  cent.  As  heated  in  an  oven  near 
1400°  F.,  the  loss  ranged  from  13  to  18  per  cent,  a  large 
part  of  which  was  quite  apparently  the  combined  water 
in  the  asbestos. 

The  determination  of  combustible  content  was  made 
by  combustion  in  oxygen  from  which  the  carbon  con¬ 
tent  was  determined  from  the  carbon  dioxide  and  car¬ 
bon  monoxide  that  were  given  off.  This  indicated  car¬ 
bon  content  in  the  range  3.4  to  5.7  per  cent  which  ap¬ 
parently  represented  combustibles  in  the  binder  used. 

Pieces  of  the  insulation  were  subjected  to  gas  burner 
tests.  There  was  no  persistent  glow  and  at  the  most 
only  short  flashes  of  flame  from  the  insulation.  It  is 
believed  that  the  material  would  be  satisfactory  from 
the  standpoint  of  fire  hazard.” 

and  a  communication  dated  December  9,  1944  by  the  Na¬ 
tional  Bureau  of  Standards  addressed  to  the  applicant, 
reading  as  follows : 

“Receipt  is  acknowledged  of  your  letter  of  Novem¬ 
ber  27  requesting  information  on  your  sprayed  insula¬ 
tion.  We  are  now  also  in  receipt  of  a  letter  from  the 
Coast  Guard  requesting  that  this  information  be  given 
you. 

We  are  enclosing  herewith  a  copy  of  our  letter  of 
June  2,  1944,  relative  to  this  material.  Since  the  tests 
indicated  a  considerable  variability  in  combustible  con¬ 


tent,  we  recently  made  some  further  tests  thereof,  re¬ 
sults  of  which  indicate  the  carbon  content  to  be  in  the 
range  4.6  to  8.1  with  an  average  of  5.5  per  cent.  This 
includes  a  deduction  of  0.3  per  cent  for  carbon  found 
to  be  from  inorganic  origins  such  as  from  carbonates. 

The  results  of  these  determinations  need  not  change 
any  conclusions  reached  as  to  the  suitability  of  the  ma¬ 
terial  as  an  insulant  for  A-l  bulkhead  construction. 
However,  the  material  would  not  be  suitable  for  use 
such  as  insulation  on  breeching  for  boilers  where  the 
temperatures  may  go  up  to  800°  F.  or  over.  Under 
such  sustained  heat  we  have  found  that  insulations 
with  combustibles  in  the  amounts  here  concerned  will 
propagate  glow  that  will  travel  to  the  surface  and 
ignite  any  combustible  coverings  or  materials  in  con¬ 
tact  therewith.  In  the  fire  test  for  A-l  bulkhead  con¬ 
struction,  while  the  temperatures  are  high,  the  time 
for  fire  exposure  is  limited  to  one  hour,  and,  within 
this  time,  the  effects  of  combustibles  in  the  insulation 
in  the  amounts  here  concerned  are  not  sufficiently  decided 
to  cause  excessive  temperature  rise  on  the  unexposed 
side  within  the  given  limit.  Even  for  this  purpose, 
however,  it  is  generally  desirable  to  keep  the  com¬ 
bustible  content  at  a  minimum,  and  a  reduction  thereof 
so  the  carbon  content  from  organic  origins  is  one  per 
cent  or  less  will  assure  a  material  that  can  be  used 
not  only  for  the  bulkhead  construction,  but  also  for  high 
temperature  insulation  in  the  applications  above  indi¬ 
cated.” 

The  applicant  has  filed  a  letter  dated  February  4,  1944 
from  Asbestos  Limited  quoting  a  test  report  of  the  Na¬ 
tional  Bureau  of  Standards  dated  June  19,  1943  which  reads 
as  follows : 

“Subject:  Results  of  Sound  Absorption  Tests 

The  material  in  the  sample  consisted  of  light-brown 
colored  ’’Amosite”  asbestos  fibre.  A  Y"  layer  of  the 
fibre  was  sprayed  on  plaster  board  fastened  to  frames 
constructed  of  2  x  4’s  to  form  panels  whose  effective 
absorbing  area  was  approximately  30"  x  30"  each. 
Twelve  such  panels  were  constructed  by  your  workmen 
for  use  in  the  tests.  The  plaster  board  in  six  of  the 
panels  was  l/\"  thick  and  Y"  thick  in  the  remaining 
six.  The  panels  were  laid  directly  on  the  concrete  floor 
of  the  reverberation  chamber.  The  airspace  behind  the 
plaster  board  was  3)4”. 

The  weight  of  the  dry  fibre  used  in  construction  of 
the  panels  was  20  lb.  5  oz.  The  actual  total  absorbing 
area  in  the  twelve  panels  was  72.4  sq.  ft.  Accordingly 
the  weight  of  dry  fibre  averaged  0.274  lb./sq.  ft.” 

The  results  of  the  tests  were  as  follows : 


Frequency 
(cycles  per  second) 

Coefficients  of  Sound 
Absorption  Y"  Fibrespray 
on  Plaster  Board 

128 

0.36 

256 

.32 

512 

.84 

1024 

.91 

2048 

.91 

4096 

.90 

Noise  Coefficient 

.75 

The  applicant  identifies  this  report  as  a  report  of  the 
material  in  question. 

The  applicant  has  filed  a  communication  dated  August  13, 
1945  from  the  National  Bureau  of  Standards  identified  as 
bile  No.  VT-2/T N - 106994,  B27-30  which  reads  as  follows: 

“Subject:  Results  of  Sound  Absorption  Tests 
In  compliance  with  your  request  of  July  21,  we  have 
determined  the  sound  absorption  coefficients  of  the  four 
samples  of  “Spraykote”  submitted  by  you. 
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The  samples  consisted  of  natural  white  asbestos 
sprayed  on  y%"  gypsum  wall  board  nailed  to  a  11/16"  x 
1  Yi,"  frame  so  as  to  give  an  airspace  of  11/16"  behind 
the  gypsum  wall  board.  The  nominal  thickness  as  well 
as  the  actual  thickness  measured  by  us  are  given  in 
the  table  below. 

The  tests  were  made  by  our  box  method  at  the 
single  frequency  of  512  cyles  per  second  and  with  the 
frame  against  a  rigid  backing.’’ 


Our  Test 
No. 

Nominal 

Thickness 

Actual 

Thickness 

Box  Coefficient 
at  512  cps. 

B-27 

3/8  " 

3/8" 

0.51 

B-28 

Z" 

7/16" 

.54 

B-29 

3/" 

11/16" 

.71 

B-30 

1" 

1" 

.85 

The  results  are  reported  with  a  probable  error  of 
0.05  in  the  coefficients.” 

The  initial  organic  adhesive  applied  to  the  surface 
to  be  treated  prior  to  the  application  of  “SPRAY- 
KOTE”  is  an  emulsified,  rosen,  modified  alkyd  ester. 

Commissioner  Charles  M.  Blum  and  Mr.  Hugh  P. 
Fox  of  the  Engineering  Staff  of  the  Board  inspected 
an  installation  of  “SPRAYKOTE”  on  the  ceiling  of 
the  first  floor  of  a  restaurant  located  at  148  East  48th 
Street,  Manhattan,  after  a  break  in  the  plumbing  on 
the  floor  above  occurred,  causing  the  ceiling  to  become 
soaked,  it  was  apparent  that  the  treated  ceiling  dried 
out  without  any  evidence  of  deterioration.  Inspection 
was  also  made  of  a  “SPRAYKOTE”  application  to 
the  spaces  between  the  beams  of  the  ceiling  of  the 
kitchen  and  to  an  air-conditioning  duct  at  the  same 
location.  The  application  to  the  ceiling  was  %"  thick 
and  to  the  duct,  y&" .  Inspection  was  made  after  a  fire 
and  indicated  that  the  portion  of  the  ceiling  between 
the  beams  which  was  treated  was  undamaged  and  that 
plaster  on  the  beams  which  had  not  been  treated  had 
fallen  away  from  the  concrete  beams. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  that  “SPRAYKOTE”  be  ap¬ 
proved  for  use  in  New  York  City  as  only  a  combustible 
acoustical  and  thermal  material  pursuant  to  Section 
C26-191.0  of  the  Administrative  Building  Code  'until 
such  time  as  the  applicant  conducts  tests  to  determine 
compliance  with  Section  C26-88.0  for  combustible  ma¬ 
terials,  when  manufactured,  mixed  and  applied  as  de¬ 
scribed  herein  using  the  applicant’s  patented  anplicator 
on  condition  that  the  “SPRAYKOTE”  material,  con¬ 
sisting  of  asbestos  fiber  and  3%  powdered  binder  be 
packaged  in  50  lb.  paper  bags  when  delivered  on  the 
job,  such  bags  to  be  tagged,  labeled  or  marked  “Ap¬ 
proved  for  use  in  New  York  City  by  the  Board  of 
Standards  and  Appeals  under  Calendar  No.  42-45-SM.” 

BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  “SPRAYKOTE” 
acoustical  and  thermal  insulation  in  accordance  with  the 
above  report. 


385-45-SA 

APPLICANT — Ward  O.  Steinheimer,  for  The  DeVilbiss 
Company,  owner. 

SUBJECT — DeVilbiss  Water  Wash  Spray  Booth,  approval 
of 

APPEARANCES— 

For  Applicant:  Herbert  A.  Niedhammer  and  Er¬ 
nest  A.  Keseher. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (385-45-SA) 

Whereas,  W ard  O.  Steinheimer,  for  The  DeVilbiss  Com¬ 
pany,  owner,  filed  on  June  21,  1945,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  known  as  the  DeVilbiss  Water  Wash  Spray  Booth; 
and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

January  28,  1946. 

Re:  Cal.  385-45-SA. 

Subject:  DeVilbiss  Water  Wash  Spray  Booth,  Ap¬ 
proval  of. 

The  DeVilbiss  Company  of  Toledo,  Ohio,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  DeVilbiss  Water  Wash  Spray  Booth 
under  the  provisions  of  C26-178.0.b  Administrative 
Building  Code  and  the  Paint  Spraying  Rules  of  the 
Board  of  Standards  and  Appeals. 

DESCRIPTION 

The  Water  Wash  Spray  Booth  consists  of  a  booth 
for  spraying  operations  and  washing  chamber  where 
paint  fumes  and  pigment  are  effectively  removed  from 
the  air.  It  employs  a  series  of  baffles  for  removing 
moisture  from  the  air  and  a  large  volume  of  water  for 
washing  purposes. 

The  principal  reason  for  the  design  is  (a)  to  reduce 
the  frequency  of  cleaning;  (b)  to  simplify  cleaning 
operations  and  (c)  to  insure  consistent  static  pressure, 
unaffected  by  normal  paint  accumulation  in  the  chamber. 
The  wide  baffle  plates  are  easy  to  clean.  Due  to  the 
wide  passageways,  accumulation  on  the  baffles  does  not 
appreciably  affect  the  operation  of  the  booth,  so  less 
frequent  cleaning  is  required. 

A  y  inch  nozzle  is  used  having  four  whirlers,  giving 
a  solid,  full  and  coarse  spray. 

Head  pressure  is  from  35-40  feet.  Experience  has 
shown  that  a  greater  volume  of  water  at  lower  pressure 
is  more  effective  than  a  fine  spray  or  mist  caused  by 
high  pressure.  Many  materials  difficult  to  remove  from 
the  air  can  only  be  done  by  a  greater  amount  of  water 
sprayed  in  larger  drops. 

A  single  header  is  used.  With  the  nozzles  and  low 
pressure  a  large  single  header  is  used  because  the  over¬ 
lapping  of  sprays  results  in  a  more  uniform,  denser  cur¬ 
tain  of  water  and  eliminates  “thin  spots.” 

Introduction  of  a  48  inch  chamber.  This  chamber 
utilizes  two  headers  one  behind  the  other  and  will  be 
used  for  capacities  of  1500-2000  C.F.M.  per  foot  of 
chamber. 

Use  of  a  rectangular  type  strainer.  This  can  be 
easily  cleaned  by  scraping  and  replaces  the  cylindrical 
type  which  presents  a  cleaning  problem. 

The  DeVilbiss  water  wash  booth  is  so  constructed 
that  air  is  exhausted  at  a  low  velocity  through  the 
washing  section  which  scrubs  out  and  deposited  the 
overspray  residue  in  the  water  tank  that  is  located 
directly  beneath  the  wash  chamber. 
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The  water  used  in  the  operation  of  the  booth  is  treated 
with  a  compound  which  coats  the  particles  of  overspray 
resulting  in  a  floatation  of  the  material  so  that  it  can  be 
skimmed  from  the  surface  of  the  water.  In  the  elevated 
type  wash  chamber,  the  sludge  is  removed  from  the  tank 
at  the  area  immediately  behind  the  washdown  sheet, 
where  removal  covers  are  located  on  the  tank  for  easy 
accessibility.  In  the  low  type  washing  chamber,  the 
water  is  skimmed  at  the  forward  portion  of  the  tank 
which  is  easily  accessible  from  the  face  of  the  booth. 
The  design  of  the  equipment  causes  the  sludge  to  accu¬ 
mulate  near  the  forward  end  of  the  tank  for  a  booth 
with  the  low  type  chamber  and  to  accumulate  near  the 
rear  portion  of  the  tank  for  a  booth  with  the  elevated 
type  chamber.  Any  sludge  that  should  settle  at  the 
bottom  of  the  tank  may  be  removed  by  means  of  a  scoop 
or  the  water  in  the  tank  may  be  discharged  into  the 
sewer  through  the  strainer  screen  and  the  residue  re¬ 
moved  simply  by  shoveling.  Some  of  the  collected 
waste  material  has  reclamation  value,  but  that  which 
has  none  can  be  disposed  of  by  such  conventional  means 
as  by  the  Department  of  Sanitation  trucks  or  by  a 
private  carting  company.  It  can  readily  be  seen  that 
in  no  case  does  any  of  the  sludge  ever  enter  the  city 
sewerage  system. 

INSPECTION  AND  TEST 

This  appliance  was  inspected  and  tested  at  No.  Ill 
Eighth  Avenue,  New  York  City  in  the  presence  of 
Commissioner  C.  M.  Blum  and  Chief  Engineer  L.  V. 
Huber  of  the  Committee  on  Tests  of  the  Board  and 
was  found  to  comply  with  the  requirements  of  the  Paint 
Spraying  Rules  of  the  Board.  The  fan  has  a  non-fer¬ 
rous  drive  outside  the  stack  and  the  suction  fan  is 
interlocked.  A  Square  D  pressure  switch  is  provided. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  inspection  and 
test,  the  Committee  on  Tests  recommends  that  the  De- 
Vilbiss  Water  Wash  Spray  Booth  be  approved  for 
use  in  New  York  City,  when  manufactured,  installed 
and  operated  in  accordance  with  the  report  and  with 
the  Rules  of  the  Board  of  Standards  and  Appeals,  gov¬ 
erning  the  Use  of  Equipment  for  Spraying  and  Drying 
of  Paints,  Varnishes,  Lacquers  and  Other  Flammable 
Surface  Coatings  and  Storage  of  Such  Materials,  pro¬ 
vided  the  booth  bears  a  label  permanently  affixed,  read¬ 
ing  :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  385-45-SA’’ ;  that 
accumulated  paint  material,  forming  a  film  in  water  or 
on  any  portion  of  the  booth  shall  be  removed  at  regular 
intervals,  in  accordance  with  the  recommendation  of  the 
manufacturer. 

BERNARD  A.  SAVAGE 
Commissioner. 

CHARLES  M.  BLUM 
Commissioner. 

LESLIE  V.  HUBER 
Chief  Engineer 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  DeVilbiss  Water 
Wash  Spray  Booth  in  accordance  with  the  above  report. 


45-46-SM 

APPLICANT — Harry  Klauber,  owner. 

SUBJECT — United  States  Flameproofing  Compound,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Harry  Klauber. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . .  0 

THE  RESOLUTION  (45-4<^SM) 

Whereas,  Harry  Klauber,  owner,  filed  on  November  16, 
1945,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  Material  known  as  United  States 
Flameproofing  Compound ;  and 
Whereas  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

May  7,  1946. 

Re:  Cal.  45-46-SM 

Subject:  United  States  Flamepro<?fing  Compound. 

Harry  Klauber  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  United 
States  Flameproofing  Compound  under  the  provisions 
of  C19-161.0  and  C26-721.0.b  of  thg  Administrative 
Code  and  the  Rules  of  the  Board,  “Test  of  Fire  Re¬ 
sistive  Flameproof  Material,  etc.”  adopted  under  Cal 
No.  294-40-SR. 

DESCRIPTION 

The  United  States  Flameproofing  compound  is  com¬ 
posed  of  inorganic  salt  consisting  mainly  of  Borax  and 
Boracic  Acid  which  with  other  ingredients  is  dissolved 
in  boiling  water,  1  lb.  of  salts  to  1  gallon  of  water. 
The  applicant  contends  that  the  material  treated  with 
this  compound  will  remain  flameproofed  after  dry 
cleaning  and  that  the  compound  will  not  stiffen  or 
streak  the  fabrics  or  cause  change  in  color 

INSPECTION  AND  TESTS 

The  following  materials  were  treated  with  United 
States  Flameproofing  Compound  and  tested  in  the  pres¬ 
ence  of  Commissioner  C.  M.  Blum  and  Chief  Engineer 
L.  V.  Huber  of  the  Committee  on  Tests  and  W.  H. 
Masterson  of  the  Laboratory  in  the  Better  Fabrics  Test¬ 
ing  Bureau,  101  West  31st  street,  New  York  City. 
The  “Whipping  Test”  required  by  the  Rules  of  the 
Board  was  applied  to  all  fabrics. 

RESULTS  OF  FLAME  TESTS 
Types  of  Material : 

No.  1 — Green  Upholstery  Fabric — Cotton 
No.  2 — While  Flannel  Fabric — Cotton 
No.  3 — Blue  Plain  Weave  Fabric — Cotton 
No.  4 — Tan  Sateen  Fabric — Cotton 
No.  5 — Green/Tan  Jacquard  Fabric — Rayon  (Vis¬ 
cose  Type) 


Duration  Duratio)i 
Flashing  of  Flame  of  Glow 


Sample  No.  1 — Green  Up¬ 
holstery  Fabric  Cotton  None  None  None 
Sample  No.  2 — White  Flan¬ 
nel  Fabric  Cotton 
Sample  No.  3 — Blue  Plain 
Weave  Fabric  Cotton 
Sample  No.  4 — Tan  Sateen 
Fabric  Cotton 
Sample  No.  5 — Green/Tan 
Jacquard  Fabric  Rayon 
(Viscose  Type) 


EVALUATION  OF  TEST  RESULTS 

The  five  samples  tested  showed  no  flashing  or  glow¬ 
ing  when  subjected  to  flame  tests  in  accordance  with 
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the  Rules  of  the  Board  of  Standards  and  Appeals  of 
New  York  City. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  tests  the  Committee  on 
Tests  concludes  that  the  United  States  Flameproofing 
Compound  possesses  inherent  flameproofing  properties 
when  used  with  the  materials  listed  by  dipping  in  solu¬ 
tion  and  accordingly  recommends  the  approval  of  the 
United  States  Flameproofing  Compound  for  use  on 
these  materials. 

Tests  for  each  specific  installation  of  originally  treat¬ 
ed  combustible  materials  or  any  retests  thereof  shall  be 
made  by  the  Fire  Commissioner  or  in  a  laboratory  ap¬ 
proved  by  him,  in  accordance  with  the  requirements  of 
the  Rules  for  Tests  of  Fire-Resistive  Flameproof  Mate¬ 
rials,  etc.,  adopted  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  294-40-SR. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  the  Flameproofing  Solution  is  marketed 
shall  be  labelled  or  marked,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  No.  45-46-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE 
Commissioner. 

CHARLES  M.  BLUM 
Commissioner. 

LESLIE  V.  HUBER 
Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  United  States  Flame¬ 
proofing  Compound  in  accordance  with  the  above  report. 


Adjourned:  1:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  11,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

536-44-A 

APPLICANT — Raymond  Irrera,  for  Lillie  Nesbett,  owner 
(Marion  Spinnler,  lessee). 

SUBJECT — Application  reopened  May  14,  1936 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 216-16  28th  avenue,  southeast 
corner  of  216th  street  (1st  and  2nd  floors)  ;  (Block 
6019,  Lot  103),  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


THE  RESOLUTION  (536-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  216-16  28th  avenue,  south 
side,  200  ft.  east  of  216th  street  (1st  and  2nd  floors)  ;  (Block 
6019,  Lot  103),  Bayside,  Borough  of  Queens,  was  granted 
by  the  Board  on  October  31,  1944,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appeal 
and  amendment  of  the  resolution;  and 

_  Whereas,  this  case  was  reopened  May  14,  1946  for  con¬ 
sideration  of  an  additional  objection  issued  by  the  borough 
superintendent  dated  April  30,  1946  on  Alt.  Applic.  189-44 
which  reads : 

“1.  Proposed  amendment  contrary  to  decision  of  B 
of  St  &  A,  Cal.  536-44-A.” 
and 

Whereas,  the  applicant  now  proposed  to  include  one  bed 
in  the  room  indicated  as  study  and  two  beds  in  the  room 
indicated  as  library  on  the  1st  floor  of  the  building;  and 

Whereas,  C.  O.  Q34705  issued  May  7,  1946  on  completion 
of  Alt.  Applic.  189-44  permitted  the  following  use  ond  occu¬ 
pancy:  cellar — boiler  room,  storage  and  laundry;  1st  floor — 
kitchen,  dining  room  and  living  room — 3  persons ;  2nd  floor 
— dwelling — 15  persons;  attic — dwelling  for  operator — 5  per¬ 
sons,  and  describes  the  building  as  a  pubile  buliding  to  be 
used  for  a  nursing  home  permitted  by  the  Board  of  Standards 
and  Appeals  for  a  temporary  period  expiring  October  31, 
1946;  and 

Whereas,  this  appeal  was  set  for  hearing  May  28;  1946 
at  which  time  it  was  adjourned  to  obtain  report  from  the 
Department  of  Hospitals ;  and 

Whereas,  on  June  6,  1946  the  Boar,d  received  the  follow¬ 
ing  communication  from  the  Commissioner  of  Hospitals: 

“Referring  to  your  letter  of  June  4,  1946,  I  am  writing 
to  advise  you  that  as  a  result  of  an  inspection  of  the  Bay 
View  Rest  (Home  for  the  Aged)  on  June  5,  1946, 
this  Department  feels  that  the  use  of  the  study  and 
library  on  the  first  floor  for  one  and  two  beds  respec¬ 
tively  is  not  objectionable. 

“The  Department  has  found  the  management  of  this 
Home  generally  cooperative  in  the  past  but  before  a 
permit  from  it  can  be  issued,  to  include  use  of  the  first 
floor,  it  will  be  necessary  for  the  Home  to  comply  with 
the  Department  requirements,  as  follows : 

1.  A  new  Certificate  of  Occupancy  to  provide  for 
three  beds  for  patients  planned  on  first  floor  is  needed. 

2.  Submit  application  for  permit  to  operate  to  the 
Department  of  Hospitals. 

3.  A  utility  sink  and  bathing  facilities  are  needed 
on  the  1st  floor. 

4.  Employment  of  a  New  York  State  Registered 
Professional  Nurse  is  needed. 

5.  Secure  permit  for  Automatic  Refrigerator  from 
Bureau  of  Combustibles,  Fire  Dept. 

6.  Equip  room  in  basement  for  use  as  a  mortuary,  as 
planned.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  31,  1944, 
by  adding  thereto: 

“.  .  .  that  in  the  event  the  owner  desires  to  occupy 
two  of  the  rooms  on  the  first  floor,  as  proposed,  with  a 
total  of  not  over  3  beds  for  patients,  such  extension  to 
the  first  floor  may  be  permitted  on  condition  that  the 
requirements  are  complied  with  and  that  the  equipment 
and  service  as  required  by  the  Commissioner  of  Hospi¬ 
tals,  in  a  letter  addressed  to  the  Board  dated  June  6,  1946, 
are  furnished  to  the  Cothmissioner’s  satisfaction ;  that 
the  fireplace  in  the  room  marked  study  shall  have  flues 
blocked  off:  of  incombustible  material;  that  the  term  of 
this  variance  shall  be  for  a  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution ;  that  a  new  certifi¬ 
cate  of  occupancy  shall  be  obtained  (Applic.  189-44).” 
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299-46-A 

APPLICANT — Meyer  Tanenbaum,  for  Morris  Marcus, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1065  Dickens  street,  west  side, 
593  ft.  north  of  Cornaga  avenue  (3rd  floor)  ;  (Block 
224,  Lot  22),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Meyer  Tanenbaum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative .  0 

THE  RESOLUTION  (299-46-A) 

Whereas,  Meyer  Tanenbaum  for  Morris  Marcus,  owner, 
filed  April  26,  1946  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1065  Dickens  street,  west 
side,  593  ft.  north  of  Cornaga  avenue,  3rd  floor  (Block  224, 
Lot  22),  Far  Rockaway,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  5,  1946  on  Alt.  Applic.  618-46  reads : 

“1.  Proposed  conversion  of  dwelling  to  hospital  is 
contrary  to  Par.  4.2.1.  B.C.  building  is  required  to  be 
fireproof. 

2.  Exits  must  comply  with  all  requirements  of  article 
6  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2^4 
stories,  26  ft.  in  height,  80  ft.  by  60  ft.  in  area,  of  class  3 
construction,  erected' in  1907,  located  on  a  lot  140  ft.  by 
191  ft.  in  area,  in  a  residence  use  E  area  class  1  height 
district,  designed  for  occupancy  as  a  one  family  dwelling, 
now  vacant ;  proposed  to  be  used  and  occupied  as  follows : 
cellar — heating  and  morgue;  1st  floor— maternity  hospital 
and  administration — 6  patients  and  5  administrative  em¬ 
ployees  ;  2nd  floor — hospital  and  operating  room — 10  patients ; 
attic — help’s  quarters — 3  persons ;  that  the  building  is 
equipped  with  two  3  ft.  9  in.  wide  heavy  oak  stairs  enclosed 
in  partitions  of  masonry  and  oak.  equipped  with  oak  self¬ 
closing  doors  and  leading  direct  to  street;  that  a  ladder  and 
scuttle  to  roof  is  provided ;  and 
Whereas,  the  applicant  contends  that  the  building  has  a 
24"  brick  foundation,  16"  brick  walls  to  the  2nd  story  and 
thence  12"  brick  walls  including  parapets ;  that  the  area  of 
the  front  portion  of  the  building  is  divided  by  means  of  a 
12"  brick  wall  from  the  cellar  to  the  attic  floor;  that  floor 
framing  consists  of  at  least  2"  x  12"  wood  joists  on  16" 
centers  and  spans  less  than  16' ;  that  floor  loads  are  generally 
good  for  at  least  100  lbs.  live  and  dead ;  that  flooring  con¬ 
sists  of  sub-flooring  and  selected  white  oak  wearing  surface 
and  in  some  places  quarry  tile ;  that  interior  partitions  vary 
frpm  16"  brick  to  4"  stud;  that  partitions  have  at  least  Y 
thick  Keene  cement  plaster ;  that  the  main  stair  runs  from 
1st  to  2nd  floor  only  and  is  constructed  of  heavy  selected 
white  oak  throughout  and  stair  treads  are  at  least  2"  thick ; 
that  the  secondary  stair  is  of  heavy  oak  construction  from 
cellar  to  attic  floor ;  that  all  doors  are  at  least  2"  thick 
selected  white  oak;  that  on  the  1st  floor,  patients  rooms 
1,  2,  3  and  4,  floors  consist  of  2"  quarry  tile  on  cinder  fill 
exterior  walls  of  16"  brick,  ceilings  fire  retarded;  that 
patients  room  no.  5  has  three  walls  of  brick,  floor  of  select 
white  oak;  that  the  utility  room  on  the  1st  floor  has  a  tile 
floor  and  wainscoting;  that  on  the  2nd  floor  the  operating 
room  and  sterilizing  rooms  have  quarry  tile  floors  and  the 
walls  will  be  l%"  plaster  and  %"  thick  tile  on  wood  stud, 
and  ceiling  will  be  fire-retarded ;  that  the  balance  of  the 
rooms  on  the  2nd  floor  will  be  of  the  same  general  con¬ 
struction  as  the  1st  floor;  that  the  attic  will  be  used  for 
help’s  quarters  only;  that  the  main  stair  does  not  extend 
to  this  floor  and  the  only  access  will  be  the  secondary  stair 


and  future  elevator ;  that  exits  from  the  ground  floor  will 
consist  of  three  independent  exits ;  that  the  applicant  requests 
the  Board  to  grant  relief  on  the  grounds  that  the  building 
is  of  unusually  heavy  construction ;  that  a  16"  brick  wall 
divides  the  floor  areas ;  that  the  attic  will  not  be  used  for 
patients;  that  approximately  1,000  sq.  ft.  of  the  building- 
will  be  of  fire  protected  construction ;  that  exits  will  be 
adequate ;  that  the  cost  of  making  the  structure  fireproof 
is  prohibitive  and  difficult  because  of  critical  shortages  in 
material  and  labor ;  that  there  is  a  necessity  for  a  maternity 
hospital  serving  this  area;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  618-46,  Objections  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  arranged  and 
protected  as  indicated  on  revised  plans  marked  “Received 
June  10,  1946”  6  sheets,  except  that  the  sprinkler  system  to 
be  installed  throughout  the  building  shall  be  a  wet  pipe 
system  and  not  a  dry  pipe  system  as  proposed ;  that  the 
existing  main  stair  shall  be  enclosed  at  the  second  story  with 
a  fireproof  partition  approved  for  one  hour  test ;  that  the 
heater  room  in  the  basement  shall  be  separated  from  the 
balance  of  the  cellar  by  similar  partition ;  that  the  new 
stairs  from  cellar  shall  be  enclosed  at  the  cellar  level ;  that 
all  doors  opening  as  exits  shall  open  outwardly ;  that  all 
ceilings  throughout  shall  be  fire  retarded;  that  the  proposed 
exterior  iron  stairs  shall  be  changed  in  location  to  the  south¬ 
east  corner  of  the  building  with  a  corridor  directly  thereto 
from  the  second  floor  through  Room  No.  6,  and  from  the 
attic  by  extending  the  existing  corridor  to  the  exterior 
wall ;  that  such  corridor  partitions  shall  be  fire  retarded  for 
one  hour  with  fireproof  self-closing  doors  leading  thereto ; 
that  the  building  shall  not  be  increased  in  height  or  area 
except  to  accommodate  exits  and  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  the  building  shall  be 
occupied  only  as  proposed  and  that  rooms  in  the  attic  shall 
be  occupied  for  service  and  not  for  patients ;  that  the  occu¬ 
pancy  shall  comply  with  the  requirements  of  the  Department 
of  Hospitals ;  that  the  building  shall  not  be  occupied  as 
herein  permitted  until  the  certificate  of  occupancy  has  been 
obtained  (Alt.  Applic.  618-46). 


302-46-A 

APPLICANT — Joseph  H.  Cornell,  for  Jacob  Kursan, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 16  Beach  46th  place,  west  side, 
120  ft.  south  of  Edgemere  avenue  (1st  floor)  ; 
(Block  332,  Lot  34),  Edgemere,  Borough  of 
Queens.  (Under  section  35,  General  City  Law  re 
bed  of  mapped  street — Beach  46th  place). 
APPEARANCES— 

For  Applicant:  Joseph  H.  Cornell. 

^For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (302-46-A) 

Whereas,  Joseph  H.  Cornell,  for  Jacob  Kursan,  owner, 
filed  April  26,  1946  an  application  pursuant  to  Section  35 
of  the  General  City  Law  affecting  the  alteration  of  a  build¬ 
ing  in  the  bed  of  a  mapped  street  (Beach  46th  place) 
affecting  premises  16  Beach  46th  place,  west  side,  120  ft. 
south  of  Edgemere  avenue  (Block  332,  Lot  34),  Edgemere, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  28,  1946  on  Alt.  Applic.  70-46  reads : 
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“1.  Building  lies  within  bed  of  mapped  street.  Secure 
approval  of  Board  of  Standards  and  Appeals  as  per 
Art.  3,  Sect.  35  of  General  City  Laws.” 

and 

Whereas,  the  applicant  states  that  the  building  is  \l/2 
stories,  14  ft.  in  height,  13  ft.  by  39  ft.  4  in.  in  area,  of 
Class  4  construction,  located  in  a  residence  use  D  area 
Class  1  height  district,  erected  in  1914,  located  on  a  lot 
60  ft.  by  49  ft.  in  area  (with  two  other  similar  buildings) 
occupied  as  a  one- family  dwelling  having  five  rooms  and 
proposed  to  be  altered  and  occupied  as  a  two-family  dwell¬ 
ing  having  six  rooms ;  and 

Whereas,  the  applicant  contends  that  the  widening  of 
Beach  46th  street  has  been  proposed  for  a  long  time  and 
being  a  short  street  400  ft.  long  running  from  Edgemere 
avenue  to  the  ocean  and  a  summer  colony  only,  it  is  doubt¬ 
ful  if  a  wider  street  would  be  warranted  in  this  location 
at  any  time;  that  the  alteration  proposed  is  minor  consisting 
of  an  extension  at  the  side  of  the  kitchen  as  indicated  on 
plans  filed  with  this  appeal ;  and 

Whereas,  public  notice  of  this  hearing  has  been  had  by 
due  publication  in  the  Bulletin  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  70-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  buildings  shall  not  be  further  increased 
in  height  or  area  and  shall  be  substantially  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  April  26, 
1946,”  two  sheets  (Alt.  Applic.  70-46). 


315-46-A 

APPLICANT — Abraham  Landow,  for  795  Flushing  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 795  Flushing  avenue,  north 
side,  75  ft.  west  of  Humboldt  street  (Block  3127, 
Lot  30),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Landow. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (315-46-A) 

Whereas,  Abraham  Landow,  for  795  Flushing  Corpora¬ 
tion,  owner,  filed  April  29,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  afifecting  795  Flushing  ave¬ 
nue,  north  side,  7  b  ft.  west  of  Humboldt  street  (Block  3127, 
Lot  30),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  26,  1946  on  amendment  to  Alt.  Applic.  853-46, 
reads : 

“Const. 

“2.  Means  of  egress  does  not  comply  with  Sec.  271 
of  the  Labor  Law  in  the  following  respects  : 

“(a)  Two  means  to  street  are  not  provided  from  the 
1st  floor. 

“(b)  Means  of  egress  from  2nd  floor  are  not  remote. 
“(c)  Stairway  does  not  extend  to  roof. 

“3.  Live  load  of  100  lbs.  per  sq.  ft.  for  2nd  floor  and 
40  lbs.  per  sq.  ft.  for  3rd  floor  is  contrary  to  Sec. 
7. 3.2. 3  (C26-345.0)  of  the  Administrative  Code  as 
120  lbs.  per  sq.  ft.  live  load  is  required.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  37  ft.  in  height;  25  ft.  5  in.  by  110  ft.  in  area  at 
1st  floor  and  second  floor,  and  25  ft.  by  44  ft.  in  area  at 
3rd  floor,  of  Class  3  construction;  erected  prior  to  1913; 
erected  on  a  plot  25  ft  5  in.  front  by  124  ft.  6l/2  in.  and 


128  ft.  8l4  in.,  irregular  in  area;  located  in  an  unrestricted 
use  B  area,  Class  \l/2  height  district  and  used  and  occu¬ 
pied  since  approximately  1943  as  follows :  Cellar,  boiler 
room;  1st  floor,  manufacturing  store  front  mouldings,  2 
persons ;  2nd  floor,  manufacturing  garments,  22  persons ; 
3rd  floor,  manufacturing  garments,  5  persons ;  that  no 
change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  an  interior  fire  alarm  system  and  fire 
drills  are  maintained ;  that  there  is  one  interior  wood  stairs, 
2  ft.  6  in.  and  3  ft.  6  in.  in  width,  enclosed  in  partitions  of 
plaster  on  wood  lath  on  wood  studs,  equipped  with  metal 
covered  self-closing  doors  and  leading  direct  to  street  and 
provided  with  a  ladder  and  scuttle  to  roof,  one  fire  escape  at 
rear  leading  to  roof  by  ladder  and  to  yard  by  ladder  with 
egress  through  yards  in  rear  thence  through  doors  to  street ; 
and 

Whereas,  Certificate  of  Occupancy  4796  issued  April  7, 
1924  on  completion  of  work  under  permit  No.  17175-1923 
permits  the  use  of  the  building  as  follows:  1st  floor,  store; 
2nd  floor,  billiard  room;  3rd  floor,  one  family;  and 

Whereas,  Violation  3346-44  issued  February  15,  1946, 
by  the  borough  superintendent  was  for  occupying  premises 
as  a  factory  contrary  to  C.O.  4796  and  directed  the  dis¬ 
continuance  of  the  use  of  the  premises  as  a  factory  or  that 
application  be  filed  for  and  a  certificate  of  occupancy  ob¬ 
tained  for  such  use ;  and 

Whereas,  the  owner  was  convicted  and  fined  February 
14,  1946  on  a  charge  of  violating  Section  C26-643.a  of  the 
Administrative  Code ;  and 

Whereas,  the  applicant  contends  that  in  an  effort  to  re¬ 
move  violation  3346-44,  the  owners  filed  and  received  ap¬ 
proval  from  the  Department  of  Housing  and  Buildings ; 
that  to  comply  with  the  requirements  of  the  approved  plans 
would  impose  a  hardship  as  to  cost  and  loss  of  valuable 
interior  space ;  that  an  amendment  was  filed  to  omit  all 
construction  work  shown  on  plans  and  to  install  instead 
a  new  labor  law  fire  escape  at  the  front  of  the  building ; 
that  this  amendment  was  disapproved  with  the  decision 
herein  appealed ;  and 

Whereas,  the  applicant  contends  specifically  as  to  Ob¬ 
jection  2a,  that  the  first  floor  is  provided  with  two  remote 
means  of  egress,  one  to  the  street  and  the  other  to  the 
rear  yard  of  large  open  spaces  of  adjoining  properties; 
that  only  two  persons  are  employed  in  the  first  floor  shop 
which  is  used  as  a  contractor’s  store  front  fabricating  shop ; 
and  contends  as  to  objection  2b,  that  the  means  of  egress 
from  the  2nd  floor  are  remote;  that  there  exists  a  rear 
fire  escape  opening  to  the  rear  yard  which  contains  ap- 
poximately  375  sq.  ft.  and  leads  into  the  rear  yards  of  ad¬ 
joining  properties;  that  this  fire  escape  is  provided  with  a 
goose  neck  ladder  to  the  roof  of  the  two  story  extension ; 
that  on  the  front  of  the  building  there  is  a  3  ft.  6  in.  wide 
stair  leading  directly  to  street,  equipped  with  a  metal  cov¬ 
ered  door;  and  contends  as  to  objection  2c,  that  public 
hall  stairways  should  not  be  required  to  extend  to  the  roof 
of  the  3  story  portion  inasmuch  as  direct  exit  from  the 
3rd  floor  to  the  roof  of  the  2nd  floor  extension  is  pro¬ 
vided  and  iron  stairway  is  provided  for  easy  access  to  the 
roof;  that  to  furnish  additional  fire  protection  to  the  oc¬ 
cupants  it  is  proposed  to  erect  a  new  labor  law  fire  escape 
at  the  front  with  access  doors  from  the  2nd  and  3rd  floors; 
and  contends  as  to  objection  3,  that  although  the  law  re¬ 
quires  factories  to  be  provided  with  a  live  load  of  120  lbs. 
per  sq.  ft.,  the  2nd  and  3rd  floors  have  been  occupied  for 
approximately  3  years  for  garment  manufacturing;  that 
no  excessive  loadings  of  any  kind  are  used ;  that  there  are 
only  a  few  large  cutting  tables,  sewing  machines  and  the 
usual  pressing  machines  to  be  found  on  each  floor;  that  on 
the  2nd  floor  22  persons  are  employed  and  on  the  3rd  floor 
5  persons  are  employed ;  that  it  is  therefore  unnecessary  to 
require  the  owners  to  reinforce  these  floors  with  addtiional 
steel  due  to  the  cost  involved,  and  to  require  the  owners  to 
install  additional  interior  stairs  would  require  the  owners 
of  important  usable  space ;  that  the  width  of  the  building 
is  only  22  ft. ;  that  the  front  portion  is  already  occupied  with 
an  interior  stair  and  to  add  another  interior  stair  would 
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reduce  the  width  of  the  inside  of  the  building  to  12  ft.  and 
15  ft.  respectively;  that  inasmuch  as  the  building  has  been 
maintained  as  a  business  structure  since  prior  to  1913,  the 
neighborhood  is  unrestricted,  the  building  is  ordinary  brick 
construction  and  has  been  occupied  as  at  present  for  the 
past  3  years,  it  is  requested  that  the  owner  be  permitted  to 
continue  the  occupancy  on  condition  that  a  new  labor  law 
fire  escape  be  installed  on  the  front  of  the  building. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  853-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  grouted  as  to  Ob¬ 
jection  2,  on  condition  that  the  primary  means  of  exit  lead¬ 
ing  directly  to  the  street  shall  be  maintained  and  in  addi¬ 
tion  a  fire  escape  shall  be  constructed  on  the  front  of  the 
building  complying  with  the  requirements  of  the  labor  law 
therefor  with  a  counterbalanced  stair  to  street  and  with  a 
goose  neck  ladder  to  roof ;  that  the  fire  escape  on  the  rear 
of  the  building  shall  be  maintained  with  a  goose  neck 
ladder  from  the  2nd  floor  roof  to  the  3rd  floor  roof;  that 
all  exits  indicated  on  plans  filed  with  this  appeal  marked 
“Received  May  21,  1946,”  6  sheets,  shall  be  maintained, 
including  the  doors  opening  to  the  adjoining  premises  to 
the  west  and  with  passage  through  such  premises  to  the 
west  from  the  rear  yards ;  that  this  variance  shall  continue 
only  so  long  as  such  exit  shall  be  maintained;  that  the 
door  on  the  first  floor  leading  to  the  street  from  the  east 
shall  be  made  to  swing  in  the  direction  of  exit;  that  a 
double  rung  ladder  shall  be  maintained  at  the  stairhall  on 
the  third  story  leading  through  a  scuttle  to  the  roof;  that 
such  scuttle  shall  have  an  easy  opening  device ;  that  the 
number  of  persons  on  each  floor  shall  not  exceed  the  num¬ 
ber  permitted  by  the  primary  means  of  exit;  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area;  and  that  in 
all  other  respects  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  not  less  than  2  exits 
shall  be  provided  from  the  cellar;  as  to  Objection  3,  that 
this  variance  shall  not  apply  to  the  use  of  the  third  floor 
unless  the  third  floor  is  strengthened  to  the  satisfaction  of 
the  borough  superintendent  for  a  superficial  load  per  square 
foot  of  not  less  than  100  lbs. ;  that  the  interior  fire  alarm 
system  and  fire  drills  shall  be  maintained  ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  throughout  as 
the  fire  commissioner  shall  direct. 


337-46-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  Commissioner 
of  Marine  and  Aviation. 

PREMISES  AFFECTED — South  side  of  1st  avenue,  from 
33rd  to  35th  streets  (1st  floor),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  S.  H.  Greenhill,  Louis  Axelbank 
and^Morris  Bernstein. 

For  Administration ;  Charles  Pelsus,  Dep't  of  Ma¬ 
rine  and  Aviation. 

ACTION  OF  BOARD — Recommendation  adopted. 

THE  VOTE  TO  ADOPT  RECOMMENDATION— 

Affirmative;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 

Negative  .  0 

THE  RESOLUTION  (337-46-A) 

Whereas,  the  Department  of  Public  Works  of  the  City 
of  New  York,  owner,  filed  May  6,  1946  an  application  for  a 
recommendation  to  the  Commissioner  of  Marine  and  Avia¬ 
tion,  affecting  premise:  south  side  of  1st  avenue,  between 
33rd  and  35th  streets,  (marginal  property),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation  dated  April  11,  1946  reads: 

“Again  referring  to  the  correspondence  which  has 
passed  between  us  relative  to  the  installation  of  twelve 
oil  storage  tanks  and  six  filling  tanks  within  the  Depart¬ 
ment  of  Purchase  warehouse  located  at  33rd  Street  and 


First  Avenue,  Borough  of  Brooklyn: — 

On  March  21st,  1946,  the  Fire  Department  of  The 
City  of  New  York  returned  the  plans  submitted  by  us 
under  date  of  March  14th,  1946,  with  the  statement  that 
“before  a  permit  can  be  issued  it  will  be  necessary  to 
bury  all  storage  tanks  so  that  the  tops  thereof  are  at 
least  two  feet  below  grade  in  compliance  with  Ch.  19.- 
50.0  Subdivision  O  of  the  Administrative  Code.”  There¬ 
fore,  your  request  to  install  the  oil  storage  tanks  and 
six  filling  tanks  is  hereby  denied.  However,  this  Depart¬ 
ment  has  no  objection  to  your  making  an  appeal  to  the 
Board  of  Standards  and  Appeals  for  a  variance  from  the 
decision  of  the  Fire  Department.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  two  stories,  29.5  ft.  in  height,  306  ft.  by  160  ft.  in 
area,  of  class  1  construction,  on  a  lot  442  ft.  by  415  ft.  in 
area,  in  an  unrestricted  use  A  area  class  2  height  district, 
used  and  occupied  as  follows :  1st  floor — oil  storage  ware¬ 
house — 10  persons;  2nd  floor — oil  storage  warehouse — 20 
persons;  that  the  building  will  be  equipped  with  an  approved 
sprinkler  system,  an  approved  standpipe  system,  approved 
interior  fire  alarm  system  and  regular  monthly  fire  drills 
will  be  maintained;  that  four  3  ft.  8  in.  steel  stairs  enclosed 
in  6"  t.c.  partitions  equipped  with  kalamein  self-closing 
doors  and  leading  direct  to  street  will  be  provided  and  two 
of  these  stairs  will  lead  to  roof  bulkhead ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
a  fireproof  oil  storage  warehouse  in  which  no  volatile  in¬ 
flammable  oils  will  be  stored  or  handled ;  that  the  boiler 
supplying  steam  for  heating  will  be  located  in  another  build¬ 
ing  ;  that  the  warehouse  will  be  used  to  receive  and  store 
in  bulk  greasing,  hydraulic  oil  and  lubricating  oils  and  to 
transfer  these  oils  to  tank  trucks,  drums  and  smaller  con¬ 
tainers  for  distribution  to  various  city  departments ;  that 
returned  empty  drums  will  be  cleaned  and  re-conditioned  for 
use ;  that  in  addition  thereto  lighter  and  heavier  oils  and 
anti-freeze  compounds,  greases,  etc.,  will  be  received  and 
stored  in  drums  and  smaller  containers ;  and 

Whereas,  the  applicant  contends  that  a  check  of  soil 
conditions  reveals  the  presence  of  considerable  water  below 
grade  and  compels  the  installation  of  the  12  storage  tanks 
in  concrete  vaults  instead  of  burial  two  ft.  below  grade  as 
required  by  the  Administrative  Code ;  that  although  the 
method  of  installation  does  not  comply  with  the  literal  inter¬ 
pretation  of  the  code,  the  equivalents  thereof  are  provided 
inasmuch  as  the  proposed  tanks  will  be  partially  below 
grade  and  back  filled  and  covered  with  2  ft.  of  soil  fill  to 
prevent  the  escape  of  gases,  fumes  and  vapor ;  that  in  addi¬ 
tion  the  tanks  will  be  enclosed  in  concrete  compartments 
precluding  any  possibility  of  the  tanks  shifting  position  ;  that 
all  tanks  will  be  interconnected  so  that  the  contents  of  each 
tank  can  be  transfererd  to  any  other  tank  ;  that  each  tank 
including  filling  tanks  will  be  connected  to  a  fixed  CO;  fire 
extinguishing  system  satisfactory  to  the  fire  commissioner 
and  the  plant  will  have  direct  telegraphic  communication 
with  the  Fire  Department  signal  telegraph  station ;  that  all 
tanks,  as  to  thickness  and  quality  of  material,  hydrostatic 
pressure  test,  foundations,  connections,  fire  protection  and 
extinguishing  system  and  all  other  details  will  be  constructed 
and  installed  in  accordance  with  plans  to  be  approved  by  the 
fire  commissioner  and  no  tanks  will  be  covered  until  an  in¬ 
spection  has  been  made  by  the  fire  department  and  written 
approval  given ;  that  it  is  therefore  requested  that  the  owner 
be  permitted  to  install  the  12  storage  tanks,  each  of  28,000 
gallon  capacity  and  6  filling  tanks,  each  of  4,000  gallons,  as 
indicated  on  plans  filed  with  this  appeal  for  the  storage  of 
greasing  and  lubricating  oils. 

Resolved,  that  the  Board  of  Standards  and  Appeals  hereby 
recommends  to  the  Commissioner  of  Marine  and  Aviation 
that  the  proposal  as  indicated  on  plans  filed  under  Cal.  337- 
46-A,  marked  “Received  May  6,  1946,”  4  sheets,  be  approved 
as  indicated  thereon  and  for  the  purpose  as  stated,  pro¬ 
vided  the  floors  throughout  arc  sparkproof  and  the  fire  fight¬ 
ing  equipment,  consisting  of  an  approved  two  source  sprinkler 
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system,  standpipe  system,  interior  fire  alarm  system  and 
monthly  fire  drills  are  maintained  as  well  as  the  C02  ex¬ 
tinguishing  system  connected  to  all  tanks. 


388-46-A 

APPLICANT — Frederick  J.  Fox,  for  Contractors  Lumber 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 58-58  Grand  street  (avenue), 
south  side,  460  ft.  east  of  Rust  street  (Block  2681, 
Lot  1),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frederick  J.  Fox  and  H.  B.  Ma- 
kofsky. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
THE  RESOLUTION  (388-46-A) 

Whereas,  Frederick  J.  Fox,  for  Contractors  Lumber 
Company,  Incorporated,  filed  May  28,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  58-58 
Grand  street  (Grand  avenue),  south  side,  460  ft.  east  of 
Rust  street  (Block  2681,  Lot  1),  Maspeth,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  21,  1946,  on  Alt.  Applic.  1367-46,  reads: 

“1.  Wood  frame  shed  exceeding  2500  square  feet  in 
area  is  contrary  to  Sec.  8.7.2.6.1  of  the  Building  Code. 

2.  Lumber  yard  exceeds  15,000  square  feet  in  area, 
install  yard  hydrant  system  as  required  by  Sec.  16.1.1 
(d)  of  the  Building  Code. 

3.  Indicate  on  plan  open  and  closed  sides.  Closed 
sides  must  be  covered  with  approved  fire-retarding 
material  and  shed  must  be  open  on  at  least  one  side.” 

and 

Whereas,  on  May  28,  1946  reconsideration  of  Objection  1, 
was  denied  by  the  borough  superintendent;  and 

Whereas,  the  applicant  is  appealing  only  Objection  1 
issued  by  the  borough  superintendent  May  21,  1946;  and 
Whereas,  the  applicant  states  the  building  is  one 
story,  15  ft.  in  height;  76  ft.  by  108  ft.  in  area,  of  Class  4 
construction,  on  a  lot  543  ft.  by  366  ft.  in  area,  in  an  unre¬ 
stricted  use  B  area.  Class  1)4  height  district;  erected  in 
1945  and  used  for  the  storage  of  various  types  of  building 
materials,  lumber,  iron  pipes,  etc.,  with  an  occupancy  of  4 
persons ;  and 

Whereas,  the  applicant  contends  that  the  present  shed  is 
used  for  the  storage  of  new  and  second-hand  building  mate¬ 
rials,  cast  iron  pipe,  fittings,  machine  parts,  and  other  essen¬ 
tial  materials  used  in  the  housing  program ;  that  due  to  the 
housing  demand  that  the  shed  has  become  inadequate  and  it 
is  found  that  at  least  twice  the  present  area  is  required ; 
that  it  is  proposed  to  extend  the  shed  by  constructing  a  cov¬ 
ered  driveway  20  ft.  wide  facing  a  similar  shed  of  like  con¬ 
struction  ;  that  the  covering  of  the  drive  permits  the  loading 
and  unloading  of  materials  in  all  sorts  of  weather;  that 
adjacent  to  tbe  west  a  similar  shed  is  propesed  with  a  full 
side  opening  as  indicated  on  plans;  that  the  east  wall  of  this 
shed  is  fully  covered  from  ground  to  roof  with  incombustible 
materials  ;  that  it  is.  proposed  to  construct  this  entire  unit 
as  one;  that  the  Building  Code  under  Section  8.7.2.6.1  pro¬ 
vides  that  no  structure  shall  exceed  15  ft.  in  height  nor  ex¬ 
ceed  2500  sq.  ft.  in  area ;  that  the  proposed  Sections  are 
1944  sq.  ft.  each  and  do  not  exceed  2500  sq.  ft.;  that  both 
sections  total  3888  sq.  ft.  or  1300  sq.  ft.  in  excess  of  the 
permitted  area;  that  sheds  not  exceeding  2500  sq.  ft.  would 
be.  permitted,  providing  they  were  4  ft.  from  the  lot  line  and 
this  could  be  done  in  series ;  that  the  present  design  is  for 


speed  of  production  and  since  speed  is  the  only  element  that 
will  lick  this  housing  shortage  it  is  requested  that  this  vari¬ 
ation  be  granted;  and 

Whereas,  plans  filed  with  this  appeal  indicate  existing 
shed  along  easterly  end  of  plot  4  ft.  from  the  easterly  lot 
line  to  be  20  ft.  by  108  ft.  in  area,  frame  construction  of 
8  in.  by  10  in.  posts,  4  in.  by  8  in.  yellow  pine  roof  beams, 
16  in.  on  centers,  surfaced  on  the  interior  of  the  side  walls 
with  incombustible  material  and  roof  surfaced  with  incom¬ 
bustible  material ;  the  incombustible  material  consists  of 
No.  22  gauge  corrugated  metal,  and  that  it  is  proposed  to 
construct  two  frame  materials  sheds  each  18  ft.  by  108  ft. 
in  area  back  to  back,  separated  by  a  frame  wall  surfaced 
on  the  easterly  side  of  the  proposed  dividing  wall  with  coi 
rugated  metal  and  constructed  of  8  in.  by  8  in.  yellow  pine 
posts  or  8  in.  by  10  in.  wood  posts,  and  that  it  is  proposed 
to  cover  the  driveway  20  ft.  in  width  by  108  ft.  in  length 
between  the  existing  shed  and  the  northerly  proposed  shed 
using  4  in.  by  8  in.  roof  beams. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1367-46,  be  and  is  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied  (Alt.  Applic. 
1367-46). 


398-46-A 

APPLICANT — Phineas  Zolot,  for  Stephens  Garage,  Inc., 
owner  (New  Union  Coat  and  Apron,  Linen  Sup¬ 
ply  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 70-76  Kosciusko  street,  south 
side,  150  ft.  west  of  Nostrand  avenue  (Block  1783, 
Lots  43-46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Phineas  Zolot  and  Harry  Lipka. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (398-46-A) 

Whereas,  Phineas  Zolot,  for  Stephens  Garage,  Inc., 
owner,  New  Union  Coat,  Apron  and  Linen  Supply  Co., 
lessee,  filed  May  28,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  70-76  Kosciusko 
street,  south  side,  150  feet  west  of  Nostrand  avenue,  1st  floor 
(Block  1783,  Lots  43-46),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  24,  1946,  re  Alt.  Applic.  1990-46,  reads : 

“1.  Provide  two  means  of  egress  from  each  floor  com¬ 
plying  with  Sec.  270  of  the  Labor  Law. 

Note:  Building  erected  under  N.B.  7031-28. 

2.  Proposed  repairing  of  linens  in  a  storage  garage  is 
contrary  to  C-19.650  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement,  24  ft.  in  height,  100  by  100  ft.  in  area, 
Class  3  construction,  erected  in  1928,  located  in  an  unre¬ 
stricted  use,  D  area,  Class  1)4  height  district;  used  as  a 
storage  garage  for  more  than  five  cars ;  proposed  to  be  used 
and  occupied  as  follows :  Basement,  storage  garage,  5  per¬ 
sons  ;  first  floor,  linen  supply  packing,  shipping  and  repair¬ 
ing  and  truck  loading  space,  15  persons ;  that  the  building 
is  equipped  with  one  3  ft.  8  in.  fireproof  stairs  from  roof 
bulkhead  direct  to  street  and  one  fire  escape  is  proposed  at 
front  leading  to  roof  by  ladder  and  to  street  by  counter¬ 
balanced  ladder ;  that  windows  and  doors  on  the  course  of 
the  fire  escape  will  be  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  the  basement  will 
be  used  as  a  storage  garage  for  the  lessee’s  own  trucks ;  that 
two  means  of  egress  will  be  provided  from  this  floor ;  that 
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the  1st  floor  will  be  used  for  packing,  shipping  and  storage 
space  for  clean  linen  supplies  and  for  loading  delivery  trucks; 
that  here  the  linen  will  be  inspected  and  any  damaged  linen 
repaired;  there  will  be  seven  sewing  machines  for  this  pur¬ 
pose  ;  that  a  6  in.  terra  cotta  partition,  cement  Mastered  both 
sides  to  the  ceiling,  with  3-hour  fire-proof,  self-closing  doors 
will  be  installed  to  divide  the  manufacturing  space  from  the 
loading  space ;  that  the  stairway  at  the  east  end  will  be 
3  ft.  8  in.  fireproof  stair  from  basement  to  roof  with  access 
directly  to  sidewalk;  that  stairhall  partitions  will  be  4  in. 
terra  cotta ;  that  a  counterbalanced  ladder  and  balcony  will 
be  provided  at  the  west  end  of  the  building ;  that  at  present 
the  lessee  occupies  436  East  19th  street,  Manhattan,  from 
which  he  will  be  forced  to  vacate  on  July  1st  to  make  way 
for  the  Stuyvesant  Housing  development ;  that  it  is  re¬ 
quested  that  the  Board  grant  a  variation  of  the  provisions 
of  the  Administrative  Code  to  permit  the  use  and  occupancy 
as  herein  proposed ;  and 

Whereas,  Certificate  of  Occupancy  No.  53233  was  issued 
October  23,  1928,  to  permit  the  building  to  be  used  for  a 
public  garage  for  more  than  five  cars  with  a  liveload  of 
120  lbs.  throughout. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1990-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  1,  on  condition  that  in  addition  to  the  existing  primary 
means  of  exit,  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  May  28,  1946”  2  sheets,  there  shall  be  a 
balcony  with  counterbalanced  ladder  to  street  complying 
with  the  requirements  of  the  labor  law  as  thereon  indicated 
with  a  double  rung  goose-neck  ladder  to  roof ;  that  the 
bulkhead  on  roof  of  the  primary  means  of  exit  shall  be  main¬ 
tained ;  as  to  Objection  2,  that  trucks  may  be  permitted  to 
go  to  the  1st  floor  solely  for  loading  and  unloading  and 
for  overnight  storage  when  loaded,  provided  a  6  in.  t.c. 
block  partition  with  fireproof  self-closing  doors  therein,  as 
shown  on  plans  filed  with  this  appeal  shall  be  maintained  to 
separate  such  unloading  space  from  the  balance  of  the  floor 
to  be  occupied  for  linen  supply,  packing,  shipping  and  re¬ 
pairing;  that  such  fireproof  self-closing  doors  shall  be 
normally  kept  closed  and  shall  not  be  held  open  by  any 
device;  that  there  shall  be  no  servicing  or  repairing  of  cars 
on  such  1st  floor;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  portable  fire  fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  the  occupancy  of  the  1st  floor  above  grade  shall 
be  limited  to  tne  permitted  number  for  the  primary  means 
of  exit ;  that  this  variance  shall  continue  only  so  long  as  the 
premises  are  maintained  substantially  as  proposed  arid  as 
herein  permitted  and  for  occupancy  throughout  by  the  ten¬ 
ants  as  stated. 


737-45-A 

APPLICANT — Irwin  J.  Goldsmith,  for  Dahlia,  Agnes  and 
Victor  Scognamiglio,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar— re  Appeal  from  a  decision 
re  an  order  of  the  fire  commissioner  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 1835  West  Farms  road,  west 
side,  145.78  ft.  south  of  East  176th  street  and  1830 
Boone  avenue  (basement)  ;  (Block  3015,  Lots  76, 
78  and  80),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Irwin  J.  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . .  j .  0 


58-46-A 

APPLICANT — R.  L.  Heeren,  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  re  Appeal  from  an  order 
of  the  fire  commissioner  (previously  withdrawn). 

PREMISES  AFFECTED — 287-473  Maspeth  avenue,  north¬ 
east  corner  of  Varick  avenue  (Block  2838,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  L.  Heeren  and  William  Wepfer. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


184-45-A 

APPLICANT — Lama  and  Proskauer,  for  S.  B.  Mandell, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 147-02  Newport  avenue,  north¬ 
west  corner  of  Beach  147th  street,  Neponsit  (Block 
34,  Lots  1634  and  1643),  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  25,  1946,  at  2 
P.M.  at  request  of  applicant. 


177-46-A 

APPLICANT — Emil  Warmold,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 216  Marion  street,  south  side, 
175  ft.  east  of  Ralph  avenue  (Block  1518,  Lot  15), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  D.  H.  M.  Weynberg. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  2 
P.M.  for  further  consideration. 


335-46-A 

APPLICANT — Max  Horn,  for  Isidor  Goldenberg,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 2-11  to  2-17a  Beach  29th  street, 
west  side,  100  ft.  north  of  Seagirt  avenue  (Block 
287,  Lot  16),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Max  Horn  and  Isidor  Goldenberg. 
For  Administration.  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over,  no  date  set,  for  deci¬ 
sion  without  further  argument. 


ZONING  APPLICATIONS. 

330-29-BZ 

APPLICANT — Lama  and  Proskauer,  for  Hannah  Harmon, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  permitting  in  business  and  residence  use 
districts  the  continued  use  of  a  gasoline  service 
station  beyond  the  temporary  term  granted  by  the 
Board. 
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PREMISES  AFFECTED— 70-58  to  70-66  Kissena  boule¬ 
vard  and  153-08  to  153-18  Vleigh  road,  southwest 
corner  (Block  6697,  Lot  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Abraham  Landow  for  Alfred  A. 
Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blue  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (330-29-BZ) 


Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
affecting  premises  70-58  to  70-66  Kissena  boulevard  and 
153-08  to  153-18  Vleigh  road,  southwest  corner  (Block  6697, 
Lot  1),  Flushing,  Borough  of  Queens,  was  granted  by  the 
Board  on  December  20,  1932,  on  certain  conditions;  and 
Whereas,  the  permit  extended  on  May  7,  1935;  and 
Whereas,  the  resolution  was  amended  and  the  permit  fur¬ 
ther  extended  on  June  16,  1936  and  November  17,  1936;  and 
Whereas,  the  permit  was  further  extended  on  June  8, 
1937,  April  11,  1939,  April  29,  1941  and  the  resolution  was 
further  amended  and  permit  further  extended  on  May  22, 
1945 ;  and 

Whereas,  the  resolution  was  last  amended  on  January  8, 
1 946 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  May  22, 
1945,  as  amended  by  resolution  adopted  January  8,  1946, 
only  so  far  as  it  has  reference  to  the  obtaining  of  permits 
and  completion  of  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“  .  .  .  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  year  from  the  date  of 
this  amended  resolution.”  (Alt.  Applic.  1517-44). 


528-31-BZ 

APPLICANT — George  W.  and  Jacob  Horr,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station  for  a  tem¬ 
porary  term. 

PREMISES  AFFECTED — 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road  (Block  2235,  Lot  1), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Horr  and  John  Conway. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (528-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 

resolution,  permitting  the  maintenance  of  a  gasoline  service 

station  for  a  term  of  two  years,  affecting  premises  70-52 

Kissena  boulevard,  northwest  corner  of  70th  road  (Block- 
2235,  Lot  1),  Flushing,  Borough  of  Queens,  was  granted 


by  the  Board  on  March  18,  1932,  on  certain  conditions  and 
permit  extended  from  time  to  time,  the  last  such  extension 
having  been  granted  on  June  13,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  tfiat  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  18,  1932,  as 
amended  by  resolutions  adopted  through  June  13,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  it  shall  read: 

“  .  .  .  granted  under  section  7,  subdivision  f,  for  a 
term  of  five  (5)  years  from  the  date  of  this  amended 
resolution,  on  condition  .  .  .  that  other  than  as  amended 
herein,  the  resolution  adopted  March  18,  1932,  shall  be 
complied  with  in  all  respects ;  that  a  certificate  of  oc¬ 
cupancy  shall  be  obtained.” 


420-37-BZ 

APPLICANT — Richard  Regan,  for  Vincent  Astor,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 136-30  Roosevelt  avenue,  south 
side,  295  ft.  east  of  Main  street  (Block  5019,  Lot 
16),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Richard  G.  Regan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock ;  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (420-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  136-30  Roose¬ 
velt  avenue,  south  side,  295  ft.  east  of  Main  street  (Block 
5019,  Lot  16),  Flushing,  Borough  of  Queens*  was  granted 
by  the  Board  July  12,  1938,  on  certain  conditions,  permit 
extended  June  11,  1940,  June  23,  1942  and  March  28,  1944, 
and  the  applicant  requested  a  further  extension  of  the  per¬ 
mit  ;  and 

Whereas,  the  new  owner  is  Vincent  Astor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  12,  1938,  as 
amended  by  resolutions  adopted  through  March  28,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended  the  resolution  shall  read : 

.  .  .  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
to  permit  that  portion  of  Lot  16  not  built  upon,  to  be 
used  for  the  parking  and  storage  of  more  than  five 
motor  vehicles  of  the  pleasure  car  type  .  .  .  and  that 
other  than  as  amended  herein  the  resolution  adopted 
by  the  Board  June  12,  1938,  shall  be  complied  with  in 
all  respects ;  and  that  a  certificate  of  occupancy  shall 
be  obtained.”  (No.  2423-37). 


507-40-BZ 

APPLICANT — Oscar  Goldschlag,  for  Eugene  Higgins, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con- 
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dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles  for  a  term  of  two 
years. 

PREMISES  AFFECTED— 321-323  West  95th  street, 
north  side,  175  ft.  5)4  in.  cast  of  Riverside  drive, 
332-342  West  96th  street  and  235-239  Riverside 
drive  (Block  1253,  Lots  58,  59  and  92  to  96,  in¬ 
clusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Opposition :  Gustave  Goldman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  RESOLUTION  (507-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning- 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  321-323  West  95th  street,  north  side,  175  ft.  5)4  in¬ 
east  of  Riverside  drive,  332-342  West  96th  street  and  235-239 
Riverside  drive  (Block  1253,  Lots  58,  59  and  92  to  96  inclu¬ 
sive),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
April  29,  1941,  on  certain  conditions,  time  extended  on 
December  2,  1941,  and  permit  extended  on  July  25,  1944; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  29,  1941,  as 
amended  by  resolutions  adopted  through  July  25,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

«*  *  *  granted  under  section  7h,  to  permit  that 

portion  of  the  premises  facing  West  96th  street,  namely 
lots  92,  93,  94,  95,  and  96,  to  be  occupied  for  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term  of  two  (2)  years,  from  the  date  of  this 
amended  resolution  *  *  *  that  other  than  as  amend¬ 
ed  herein,  the  resolution  adopted  by  the  Board  April 
29,  1941,  shall  be  complied  with  in  all  respects;  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


454-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Juliana  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the'  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station,  sales  office,  lubritorium  and  auto  laundry. 
PREMISES  AFFECTED— 3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block 
3960,  Lot  58),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abraham  Landow  for  Alfred  A. 
Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Commissioners  Savage  and  Blum  and 

Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 


THE  RESOLUTION  (454-44-BZ) 

Whereas,  this  application  under  Section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  sales  office, 
lubritorium  and  auto  laundry,  affecting  premises  3143-3161 
Atlantic  avenue  and  248-262  Norwood  avenue,  northwest 
corner  (Block  3960,  Lot  58),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  December  19,  1944,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  resolution  was  amended  and  plans  were 
approved  on  July  3,  1945;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  19,  1944,  as 
amended  by  resolution  adopted  July  3,  1945,  only  so  far  as 
it  has  reference  to  the  obtaining  of  permits  and  completion 
of  the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

.  .  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  year  from  the  date  of 
this  amended  resolution.” 


MATERIAL  SUBMITTED  FOR  APPROVAL 

338-43-SM 

APPLICANT — Williamsburg  Steel  Products  Corp.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Williamsburg  3-Hour 
Fire  Wall  Door,  Model  “Sentinel”  (previously  ap¬ 
proved  on  condition). 

APPEARANCES— 

For  Applicant :  George  Angstreich. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  .  0 

THE  RESOLUTION  (338-43-SM) 

Whereas,  the  Williamsburg  Fireproof  Products  Corpora¬ 
tion,  owner,  filed  on  July  2,  1943,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  material 
known  as  the  Williamsburg  Fireproof  Products  Corpora¬ 
tion’s  3-Hour  Fire  Wall  Door,  Model  “Sentinel”:  and 
Weiereas,  this  material  was  approved  by  the  Board  on 
July  18,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  5,  1946 

Re:  Cal.  338-43-SM 

Subject:  Williamsburg  Fireproof  Products  3  Hour 
Wall  Door,  Model  “Sentinel” 

The  applicant  has  made  a  request  on  May  28,  1946, 
for  the  approval  granted  them  on  July  18,  1944,  be 
reopened  and  an  amendment  to  include  permission  to  use 
ungalvanized  sheets  in  lieu  of  galvanized  sheets  as 
required,  as  such  sheets  are  no  longer  available  because 
of  the  critical  material  shortages  in  sheets.  Inquiries 
made  of  the  manufacturers  of  such  sheets  indicate  that 
supplies  of  these  materials  are  very  tight  and  will  be 
for  some  time  as  there  is  an  exceedingly  large  demand 
by  industry  for  sheets  of  all  types  and  it  probably  will 
be  a  year  before  galvanized  sheets  will  be  available  to 
the  trade. 

In  order  that  construction  be  not  delayed  the  Com¬ 
mittee  recommends  that  the  applicant  be  allowed  to  use 
ungalvanized  sheets  of  the  same  gauge  as  contained  in 
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the  original  approval  provided  that  the  aforesaid  sheets 
are  painted  on  both  sides  and  edges  with  a  base  coat 
of  paint  complying  with  Army  Navy  Aeronautical 
Specification  No.  AN-TTP-656a,  and  finished  with  a 
second  coat  of  Zinc  Chromate  Red  Oxide  Enamel  both 
formulas  as  follows : 


Army  Navy  Aeronautical  Specification  AN-TTP-656a 


Item 

Percent  by  weight 

(Min.) 

(Max.) 

Product : 

Non-volatile 

59 

_ 

Volatile 

41 

Non-Volatile : 

Vehicle 

— 

45 

Pigment 

55 

— 

Red  Oxide  Zinc  Chromate  Enamel 

Pigment  .  23.3% 

Vehicle  .  76.7% 

Pigment . 25%  Zinc  Chromate 

75%  Red  Iron  Oxide 

Vehicle .  7254%  Pure  Alkyed  Resin  (50% 

solution) 

27)4%  Mineral  Spirits  &  Dryer 

The  Committee  recommends  that  the  sheets  used  in 
opening  protective  assemblies  made  under  this  approval 
be  protected  with  two  coats  herein  before  specified  and 
that  this  approval  for  permitted  substitution  be  limited 
for  a  period  of  six  months  from  the  date  of  adoption 
of  the  resolution  after  which  the  matter  can  be  reviewed 
to  ascertain  whether  the  supply  of  materials  have  im¬ 
proved  to  a  point  where  galvanized  sheets  are  again 
available. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  18,  1944,  as  to 
the  omission  of  galvanizing  on  steel  sheets,  in  accordance 
with  the  report  of  the  Committee,  dated  June  5,  1946. 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  May  14,  1946,  as  they  appeared  in 
Bulletin  No.  21,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 


489-38-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work— re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 219-01  North  Conduit  boule¬ 
vard  and  144-01  to  144-09  Springfield  boulevard, 
northeast  corner  (Block  3820,  Lot  4),  Springfield 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Adminsitration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (489-38-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  219-01  North  Conduit  boulevard  (avenue)  and 
144-01  to  144-09  Springfield  boulevard,  northeast  corner 
(Block  3820,  Lot  4),  Springfield  Gardens,  Borough  of 
Queens,  was  granted  by  the  Board  December  3,  1940,  on 
certain  conditions ;  and 

Whereas,  on  October  24,  1944,  under  section  7e  of  the 
zoning  resolution,  the  permit  was  extended  for  a  term  of 
ten  (10)  years;  and 

Whereas,  on  May  1,  1945,  time  was  extended  to  obtain 
permits  and  complete  the  work ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  the  resolution  adopted  on  December  3,  1940, 
as  amended  through  May  1,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  of  the  zoning  resolution, 
for  a  term  of  ten  (10)  years  from  October  24,  1944,  to 
permit  the  premises  to  be  occupied  as  a  gasoline  service 
station  on  condition  *  *  *  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  zvithin  one  (1)  year  from 
the  date  of  this  amended  resolution;  that  other  than  as 
amended  herein,  the  conditions  of  the  resolutions  of 
December  3,  1940  through  May  1,  1945,  shall  be  com¬ 
plied  with  and  that  a  certificate  of  occupancy  shall  be 
obtained  (N.B.  3290-36).” 

*Correction — The  words  “that  all  permits  shall  be  obtained 
and  all  work  completed  zvithin  one  (1)  year  from  the  date 
of  this  amended  resolution ”  inserted  in  lines  24  and  25  of 
the  resolution. 


RULES 


RULES  ON  USES  OF  INSULATING  FIBRE  BOARD 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939. 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW 
CHARTER,  MAY  29,  1939,  AMENDED  JUNE  16,  1942,  EFFECTIVE  JULY 

AMENDED  JUNE  8.  1945,  EFFECTIVE  JULY  2,  1945. 


EFFECTIVE, 
YORK  CITY 
6,  1942  AND 
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Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C-26-189.0,  C-26-462.0,  C-26-458.0, 
sub.  g.  C-26-538.0,  sub.  b,  C-26-541.0,  sub.  a,  C-26-667.0. 
paragraphs  4  and  8,  sub.  c,  C-26-680,  sub.  21,  C-26-541.0, 
C-26-619.0,  and  C-26-721.0,  Administrative  Building  Code. 

Extracts  from  the  Administrative  Building  Code  contained 
herein  in  small  type  have  been  assigned  decimal  rule  num¬ 
bers  for  convenient  reference  only  and  are  not  to  be  con¬ 
strued  as  rules. 

Purpose:  It  is  the  purpose  of  these  rules  to  carry  out  the 
intent  of  Section  C  26-3.0  of  the  Administrative 
Building  Code  and  to  supplement  the  present 
requirements  of  the  Administrative  Building 
Code,  by  including  the  uses  of  insulating  fibre 
board  as  an  acoustical  or  decorative  material, 
when  applied  to  walls  and  ceilings  which  use  is 
specifically  unprovided  for  in  the  Administrative 
Building  Code. 

Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vege¬ 
table  fibre  by  a  felting  or  molding  process  and 
provided  with  sizing  to  render  water  resistant,  and 
shall  be  subjected  to  a  sufficient  drying  temperature 
under  related  humidity  conditions  so  as  to  com¬ 
pletely  destroy  rot-producing  fungi.  No  starch  in¬ 
gredient  shall  be  included  unless  made  toxic  to 
household  vermin  and  with  properties  as  shown  in 
Table  1. 

1.2  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  if  latter,  the  plies  shall  be  joined 
under  pressure  by  a  moisture  resisting  cement  or 
other  approved  means.  Surfaces  shall  be  finished 
smooth  and  free  of  coarse  fibres. 

1.3  For  a  plaster  base,  wall  board,  roof  insulation 
boards,  sheathing,  siding,  roof  insulation,  floor  in¬ 
sulation,  acoustical,  interior  finish,  the  fibre  board 
shall  be  homogeneous,  free  from  cracks,  lumps, 
unevenness  and  other  defects. 

1.4  The  surfaces  of  fibre  board  when  used  for  acous¬ 
tical  or  decorative  purposes  shall  be  finished  smooth 
and  flat  and  reasonably  free  from  projecting  coarse 
or  hairy  fibres. 

1.5  Fibre  board  shall  be  approved  by  the  Board. 

1.6  Fibre  board  treated  to  reduce  and  retard  its  com¬ 
bustibility  may  be  used  in  accordance  with  limita¬ 
tions  as  may  be  approved  by  the  Board. 


Table  I 


Build- 

Plas- 

Roof  In-  Sheath- 

ing 

ter 

sulation  Interior  ing 

Board 

Base 

Board  Boards  Boards 

Max.  thermal  conductivity, 
B.t.u.  per  hr.  per  sq.  ft. 
per  deg.  F.  per  in.  of 
thickness  . 

0.36 

0.38 

0.38 

0.38 

0.42 

Min.  transverse  load  at 
rupture,  each  direction, 
pounds  per  sq.  in.*  . 

14 

14 

7 

10 

14 

Deflection  at  rupture,  inch, 
min.**  . 

0.25 

0.25 

0.25 

0.15 

0.25 

Deflection,  inch,  max .  0.85  0.85  1.25  1.00  0.75 

Min.  tensile  strength,  pounds 

per  sq.  in.***  .  175  175  100  150  175 

Water  absorption,  percent  5  5  10  10  5 

Moisture  permeability,  time 
of  peneration  through 
the  board,  not  less  than, 

hours  .  . .  . .  . .  20 

Max.  linear  expansion,  per¬ 
cent  .  ^  Vi  V2 

Nail  holding  strength  lb...  100  70  60  60  100 

Bond  strength  per  sq.  ft.  of 
bonded  surface .  700 


*  This  requirement  is  based  on  specimens  inch  thick.  For  speci¬ 
mens  of  other  thicknesses,  the  requirement  shall  be  increased  in 
direct  proportion,  that  is,  for  a  thickness  of  1  inch,  it  shall  be 
doubled,  etc. 

**  This  requirement  is  based  on  specimens  lA  inch  thick.  For  speci¬ 
mens  of  other  thicknesses,  the  requirement  shall  be  decreased  in 
inverse  proportion,  that  is,  for  a  thickness  of  1  inch,  it  shall  be 
halved,  etc. 

***  Tensile  strength  requirements  shall  be  applicable  only  to  thicknesses 
up  to  and  including  1  inch. 

1.7  EDGE  FINISH. 

1.7.1  Building  board  edges  shall  be  square. 

1.7.2  Plaster  base  fibre  boards  shall  have  short 
edges  square  or  fabricated  and  long  edges 
specially  fabricated. 

1.7.3  y2”  roof  insulation  shall  be  square  edged. 
For  thickness  of  1  inch  and  over,  edges  shall 
be  square  unless  offset  is  specified.  When 
offset  material  is  specified,  the  amount  of 
the  offset  shall  be  1  inch. 

1.7.4  Interior  board  edges  shall  be  either  square, 
or  specially  fabricated. 

1.7.5  Sheathing  board  edges  shall  be  either  square 
or  specially  fabricated  as  required. 

Rule  2.  Uses  and  Methods  of  Applying  Fibre 
Board. 

2.1  PLASTER  BASE. 

Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  J4  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad¬ 
ministrative  Building  Code. 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  Each  length  shall  be 
solidly  nailed  at  every  bearing  not  more  than  6" 
center  to  center  for  walls  and  4"  center  to  center 
for  ceilings  and  nailed  to  all  studding  with  1%"  No. 
13  gauge  blued  or  galvanized  plaster  board  nails, 
with  heads  for  y2"  board  and  1  y  nails  with 
y%"  heads  for  y  or  1"  board,  and  with  propor¬ 
tionately  longer  nails  for  thicker  fibre  board.  No 
nail  shall  be  driven  closer  than  l/\  inch  of  the  edge 
of  fibre  board.  All  corners  shall  be  reinforced  with 
standard  metal  corner  beads.  All  re-entrant  angles 
shall  be  reinforced  with  standard  metal  angle  lath 
strip.  Reinforcement  shall  be  securely  stapled  on 
the  lath.  At  the  juncture  of  frame  and  masonry 
construction,  6"  strip  of  expanded  metal  lath  shall 
be  used. 

2.1.1  Fibre  board  when  used  as  a  plaster  base  shall 
comply  with  the  requirements  of  the  Adminis¬ 
trative  Building  Code  as  follows : 
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C26-458.0.  Combustible  lath. — a.  It  shall  be  unlawful, 
in  the  case  of  structures  exceeding  three  stories  in 
height,  to  apply  combustible  lath  on  wood  studs  more 
than  two  stories  in  advance  of  the  scratch  coat  plastering. 

b.  It  shall  be  unlawful  to  run  combustible  lath 
through  from  room  to  room. 

C26-462.0.  It  shall  be  unlawful  to  wet  fibre  board 
before  plastering. 

2.1.2  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more  than 
Ys  by  weight  of  sand  and  Yz  calcined  gypsum 
plaster  with  fibres  or  including  other  materials 
and  fibring  so  that  the  setting  time  shall  not  be 
greater  than  four  hours  nor  less  than  ll/z 
hours  and  with  a  tensile  strength  of  not  less 
than  75  pounds  per  sq.  in.  The  scratch  coat 
shall  be  not  less  than  Y\"  thick. 

2.1.3  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
Y  by  weight  of  sand  and  the  remaining  % 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other  mate¬ 
rials,  including  fibring.  The  setting  time  shall 
be  not  more  than  five  hours  nor  less  than  two. 
This  brown  coat  shall  have  a  tensile  strength 
of  not  less  than  50  pounds  per  sq.  in.  and  shall 
be  not  less  than  3/16"  in  thickness. 

2.1.4  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and  shall 
have  a  tensile  strength  of  not  less  than  200 
pounds  per  sq.  in.  and  be  not  less  than  1/16" 
thick. 

2.1.5  “GROUNDS.” 

Suitable  grounds  shall  be  established  with  each 
thickness  of  fibre  board  so  as  to  insure  a 
minimum  thickness  of  Yz"  plaster.  Fibre  board 
shall  extend  from  floor  to  ceiling  with  grounds 
secured  to  the  framing  members  through  the 
fibre  board. 

2.2  FIBRE  BOARD  SHEATHING. 

Fibre  board  when  used  as  a  sheathing  material  shall 
comply  with  the  requirements  of  the  Administrative 
Building  Code  as  follows : 

C26-538.0b.  Approved  fibre  board  sheathing  at  least  one 
half  of  an  anch  in  thickness  and  four  feet  in  width  may  be 
used  instead  of  wood  sheathing  when  bearing  on  four  studs 
and  fastened  to  each  bearing  with  nails  spaced  six  inches  or 
less  apart,  except  that  where  necessary  for  fitting  around 
openings  and  similar  purposes,  the  dimension  of  each  board 
used  for  such  purpose  shall  be  the  maximum  possible  if  such 
board  is  less  than  four  feet  in  width. 

When  fibre  board  is  Yt"  thick  the  nails  used  shall 
be  1  Yz"  long  with  Y"  head  and  when  the  fibre  board 
is  Y"  or  1"  the  nails  used  shall  be  2"  long  with  Ys" 
head.  Nails  shall  be  driven  not  closer  than  Ya  inch 
of  the  edge  of  the  sheathing  board. 

When  using  fibre  board  in  widths  of  2  ft.  in  addition 
to  the  requirements  of  C-26-538.0b,  supplemental 
bracing  of  the  framework  of  the  wood  frame  struc¬ 
ture  shall  be  provided  by  means  of  let-in  diagonal 
braces  of  1"  x  4"’s  sound  and  free  from  knots  at 
all  external  corners  in  the  outside  face  of  the  studs 
at  approximately  45°  and  crossing  at  least  three 
studs,  or  supplemental  bracing  may  be  by  a  series 
of  2"  by  4"  struts  diagonally  cut  and  placed  between 
the  studs  at  an  angle  of  45°  with  the  horizontal  and 
extending  from  sill  to  plate  wherever  possible.  All 
braces  shall  be  securely  nailed  to  each  stud  and  to 
sill  and  plate.  Where  openings  occur  near  the  corners, 
1"  x  4"’s  let-in  knee  braces  in  the  face  of  the  studs 
shall  be  installed  above  and  below  the  openings  at 
approximately  45°,  extending  across  not  less  than 
■?  studs.  When  used  over  doorways  and  under  win¬ 


dows,  vertical  and  horizontal  2"  x  4"’s  shall  be  pro¬ 
vided  to  afford  nailing  bases  along  all  edges.  Equiv¬ 
alent  bracing  of  steel  may  be  substituted  for  the 
required  wood  bracing.  The  use  of  fibre  board  as 
roof  sheathing  is  not  permitted  except  as  insulation 
over  or  under  approved  sheathing  material. 

2.3  ASBESTOS  CEMENT  COVERED  FIBRE 
BOARD.  Fibre  board  protected  with  at  least  %" 
asbestos  cement  and  secured  to  each  face  of  the 
fibre  board  may  be  used  as  a  siding  material  in 
Class  4  and  Class  5  construction  and  as  an  interior 
partition  material  in  places  where  no  fire  resistive 
rating  is  required  and  when  approved  by  the  Board. 

2.4  ROOF  STRUCTURES  AND  ROOFING. 

C26-619.0  FORM  AND  FIRE  RESISTIVE  RATINGS  OF 
FLOOR  AND  ROOF  CONSTRUCTION. — a.  Floor  and  roof  con¬ 
struction  between  supporting  beams  in  class  1,  fireproof  structures,  shall 
consist  of  arches  or  slabs  of  incombustible  material  or  assemblies  and 
shall  either  by  itself  or  in  combination  with  its  protective  ceiling  have 
a  fire  resistve  rating  of  at  least  three  hours,  except  as  specifically 
provided  otherwise.  Nothing  in  this  section  shall  prevent  the  application 
of  cork  or  fibre  insulation  board  or  other  combustible  insulation  material 
applied  directly  to  Fhe  fire  resistive  floor  or  roof  construction  in  cement, 
provided  that  in  the  case  of  floor  construction  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of  Portland  cement  concrete 
or  other  equally  fire  resistive  material  of  equal  thickness.  Similar  floor 
and  roof  construction  in  class  2,  fire-protected  structures,  shall  either  by 
itself  or  in  combination  with  its  protective  ceiling  have  a  fire  resistive 
rating  of  at  least  one  and  one-half  hours,  except  as  otherwise  specifically 
provided. 

2.4.1  Insulation  fibre  board  so  applied  shall  be  over  a 
screened  concrete  roof  or  floor,  graded  where  nec¬ 
essary,  and  cemented  to  the  arch  with  hot  asphalt 
or  coal  tar  pitch.  Fibre  insulation  board  shall  not 
be  left  exposed  to  the  elements,  nor  shall  it  be  ap¬ 
plied  to  wet  surfaces  of  any  kind. 

C26-680.0  ROOFING. — a.  Material  for  roofing. — 

1.  Roofing  placed  on  any  structure  shall  meet  the  requirements  of 
section  C26-60S.O,  except  as  provided  in  section  C26-539.0,  and  sub¬ 
division  b  of  section  C26-680.0. 

2.  The  use  of  cork  or  fibre  board  as  roof  insulation  is  lawful  pro¬ 
vided  such  cork  or  fibre  board  is  covered  with  an  approved  type  of  fire 
resistive  roof  covering  applied  directly  thereto. 

2.5  ADDITIONAL  ADMINISTRATIVE  BUILDING 
CODE  REQUIREMENTS  PERTAINING  TO  THE 
USE  OF  FIBRE  BOARD  ARE  AS  FOLLOWS: 

C26-541.0  MINOR  WOOD  FRAME  STRUCTURES.— a.  Wood 
frame  shed. — Wood  frame  sheds,  open  on  at  least  one  side,  may  be 
erected  of  wood  or  with  approved  fibre  board  siding,  throughout  the 
city,  but  such  sheds  shall  be  fifteen  feet  or  less  in  height,  shall  cover 
twenty-five  hundred  square  feet  or  less,  shall  be  placed  at  least  four 
feet  from  any  lot  line,  and  shall  be  covered  on  the  sides  and  roof  with 
approved  fire  retarding  material. 

b.  Wood  frame  outhouses. — Wooden  outhouses  used  exclusively  for 
domestic  purposes  may  be  constructed  throughout  the  city  to  a  wall 
height  of  eight  feet,  and  may  be  one  hundred  fifty  square  feet  in  area, 
provided  the  roofs  are  covered  with  approved  fire  retarding  materials 
and  the  walls  are  located  at  least  three  feet  from  the  lot  line. 

c.  Wood  frame  builders’  shanties. — One  story  structures  for  the  use 
of  builders  in  connection  with  any  building  operation  for  which  a  permit 
has  been  issued,  may  be  constructed  of  wood,  or  may  be  sheathed  with 
approved  fibre  board,  and  placed  on  the  lot  where  such  building  opera¬ 
tion  is  carried  on  in  any  part  of  the  city,  or  on  adjoining  lots  if  such 
structures  do  not  interfere  with  the  safe  occupancy  of  any  structures 
thereon,  or  on  the  sheds  provided  over  the  sidewalks  in  front  of  such 
building  operation. 

d.  Wooden  fences. — Wooden  fences  may  be  erected  throughout  the 
city  to  a  maximum  height  of  ten  feet. 

C26-667.0  PERMITTED  USES  OF  WOOD  OR  OTHER  COM¬ 
BUSTIBLE  MATERIALS  IN  CLASS  1,  FIREPROOF  STRUC¬ 
TURES,  AND  CLASS  2,  FIRE-PROTECTED  STRUCTURES.— 

4.  Wearing  surfaces. — - 

(c.)  Untreated  combustible  insulation  board  in  a  single  layer 
not  to  exceed  one-half  of  an  inch  in  thickness,  when  cemented  or 
attached  directly  to  the  surface  of  an  approved  type  of  fire 
resistive  floor  construction,  may  be  used  elsewhere  than  in  stair 
enclosures  and  corridors  when  covered  by  an  incombustible  wear¬ 
ing  surface  in  accordance  with  the  rules  of  the  board. 

2.5.1  Except  as  provided  in  Section  C26-619.0  wearing 
surface  when  installed  over  fibreboard  shall  be 
of  approved  incombustible  material  bonded  and 
sealed  in  accordance  with  the  terms  of  the  Board’s 
approval  of  the  wearing  surface  material. 
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C26-631.0  CONSTRUCTION  OF  FIRE  WALLS 

K-  The  application  of  cork  or  fibre  insulation  board  may  be  permitted 
if  cemented  or  attached  directly  to  the  face  of  the  wall  laid  up  with  no 
intervening  air  spaces  and  protected  as  required  by  the  rules  of  the 
board. 

2.5.2  When  used  on  fire  walls,  fibre  board  shall  be 
protected  by  at  least  Y"  of  plaster  or  approved 
incombustible  material  of  similar  thickness  with 
joints  filled  or  covered  by  incombustible  batten 
strips. 

GROUP  2— FIRE  PARTITIONS 

('26-633.0  MATERIALS  FOR  FIRE  PARTITIONS. 

b.  Where  combustible  insulation  board  is  permitted,  it  shall  be 
applied  directly  to  the  face  of  the  partition  by  cement  or  other  approved 
method,  but  in  no  case  shall  it  be  built  into  the  required  partition 
construction. 

Rule  3.  Uses  of  Fibre  Board  as  Wall  and  Cei¬ 
ling  Covering.  Material  Supplementing 
the  Requirements  of  the  Administra¬ 
tive  Building  Code. 

3.1  CLASS  1  AND  CLASS  2  CONSTRUCTION. 
In  elsewhere  than  stair  enclosures,  public  hallways 
and  public  spaces,  and  except  in  places  of  assem- 
bly  (C26-116.0)  and  in  occupancies  requiring  a 
combustible  permit  from  the  Fire  Commissioner, 
fibreboard  may  be  used  as  an  acoustical  material 
in  ceilings  only  of  area  to  be  covered  and  not  ex¬ 
ceeding  2,000  sq.  ft.  of  fibre  board  in  area  and 
when  such  spaces  are  separated  from  the  re¬ 
mainder  of  the  floor  area  by  fireproof  partitions 
and  fireproof  doors.  Fireboard,  when  used 
within  such  space  shall  be  applied  by  nailing  or 
approved  adhesives  directly  to  solid  fire-resistive 
material.  When  furring  strips  are  used,  the  strips 
shall  be  of  fireproofed  wood  meeting  the  require¬ 
ments  of  C26-331.0  or  of  approved  incombustible 
materials  and  the  spaces  in  between  the  furring 
strips  and  the  fibre  board  shall  be  densely  filled 
with  approved  incombustible  material.  Fibre  board 
shall  not  be  applied  to  side  and  soffits  of  beams. 
When  fibre  board  is  used  on  a  suspended  ceiling 
system,  all  hangers,  purlins  and  cross  furring  shall 
comply  with  C26-461.0  and  the  fibre  board  shall 
be  applied  directly  to  a  plastered  ceiling  on  ap¬ 
proved  lath  or  over  a  base  of  approved  incom¬ 
bustible  board  at  least  Y%'  thick  with  all  joints 
adequately  sealed  with  gypsum  plaster  or  other 
approved  material. 

3.2  CLASS  3  CONSTRUCTION. 

In  elsewhere  than  stair  enclosures,  public  hall¬ 
ways,  public  spaces,  and  except  in  places  of  assem¬ 
bly  (C26-116.0)  and  in  occupancies  requiring  a 
combustible  permit  from  the  Fire  Commissioner, 
fireboard  may  be  used  as  a  decorative,  thermal  or 
acoustical  material  in  areas  of  3,000  sq.  ft.  without 
restriction,  except  that  there  shall  be  an  under 
surfacing  of  plaster,  plasterboard  or  other  back¬ 
ing,  satisfactory  to  the  Borough  Superintendent 
and  except  that  in  places  of  assembly  (C26-116.0) 
fireboard  may  be  used  in  areas  not  exceeding 
3,000  sq.  ft.  but  not  more  than  50%  of  the  area  of 
any  floor  provided  the  ceiling  construction  meets 
the  requirements  of  C26-669.0  and  the  walls  sur¬ 
rounding  the  space  and  opening  protective  assem¬ 
blies  therein  shall  be  fireproof  and  when  used 
within  such  space  shall  be  applied  by  nailing  or 
approved  adhesives  directly  to  solid  fire-resistive 
material  and  when  furring  strips  are  used,  the 
spaces  in  between  the  fibre  board  and  the  furring 
strips  shall  be  densely  filled  with  incombustible 
material. 


3.3  CLASS  4  CONSTRUCTION. 

The  use  of  fibreboard  as  a  decorative,  thermal  or 
acoustical  material  shall  be  permitted  without  re¬ 
striction  except  when  specifically  prohibited  by 
the  Administrative  Building  Code  or  the  Board’s 
rules.  When  fibreboard  is  used  as  exterior  sur¬ 
facing,  it  shall  be  protected  from  the  elements. 

3.4  CLASS  5  CONSTRUCTION. 

The  use  of  fibreboard  as  a  decorative,  thermal  or 
acoustical  material  shall  not  be  permitted  except 
within  spaces  not  exceeding  2,000  sq.  ft.  in  area, 
in  elsewhere  than  stair  enclosures,  public  hall¬ 
ways,  public  spaces,  kitchens  or  cooking  spaces 
and  except  in  places  of  assembly  (C26-116.0)  and 
in  occupancies  requiring  a  combustible  permit 
from  the  Fire  Commissioner  when  separated 
from  the  rest  of  the  floor  space  by  fireproof  par¬ 
titions  and  opening  protective  assemblies.  Fibre- 
board  when  used  within  such  space  shall  be  ap¬ 
plied  by  nailing  or  approved  adhesives  directly 
to  solid  fire-resistive  material.  When  furring 
strips  are  used,  the  spaces  in  between  the  fibre- 
board  and  the  furring  strips  shall  be  densely  filled 
with  incombustible  material.  Fibreboard  may  be 
used  as  an  interior  insulation  material  when  pro¬ 
tected  by  at  least  Y"  of  plaster  or  of  approved 
incombustible  board  of  similar  thickness  and  the 
joints  filled  or  covered  with  incombustible  batten 
strips. 

3.5  CLASS  6  CONSTRUCTION. 

In  elsewhere  than  stair  enclosures,  public  hall¬ 
ways  and  public  spaces,  and  except  in  places  of 
assembly  (C26-116.0)  and  in  occupancies  requir¬ 
ing  a  combustible  permit  from  the  Fire  Commis¬ 
sioner  the  use  of  fibreboard  as  a  decorative,  ther¬ 
mal  or  acoustical  material  may  be  permitted  in 
spaces  not  exceeding  2,000  sq.  ft.  in  area  when 
separated  from  the  remainder  of  the  floor  space 
by  fireproof  partitions  and  opening  protective  as¬ 
semblies.  Fibreboard  when  used  within  such 
space  shall  be  applied  by  nailing  or  approved  ad¬ 
hesives  directly  to  solid  fire-resistive  material. 
When  furring  strips  are  used,  the  spaces  in  be¬ 
tween  the  fibreboard  and  the  furring  strips  shall 
be  densely  filled  with  incombustible  material. 

3.6  LABOR  LAW. 

The  use  of  fibreboard  as  a  decorative,  thermal 
and  acoustical  material  shall  be  prohibited  except 
within  spaces  designated  as  non-manufacturing 
area  and  only  when  separated  from  the  rest  of 
the  floor  space  by  fireproof  partitions  and  opening 
protective  assemblies,  except  that  in  factories 
four  stories  or  less  in  height,  fibreboard  may  be 
used  elsewhere  than  stair  enclosures  and  public 
hallways  and  public  spaces  as  permitted  under 
the  Labor  Law. 

3.7  MULTIPLE  DWELLING  LAW. 

/ 

The  use  of  fibreboard  shall  be  prohibited  in 
kitchens  and  cooking  spaces  in  class  3  construc¬ 
tion  and  elsewhere  as  provided  in  Rule  3.2,  ex¬ 
cept  as  a  plaster  base,  when  the  area  of  floor  par¬ 
titions  shall  not  exceed  15%  of  the  entire  partition 
area  to  be  plastered  of  any  floor.  Fibreboard 
may  be  used  on  the  top  floor  ceiling  as  a  plaster 
base  without  restriction  as  to  area. 

In  old  law  tenements  and  converted  dwellings 
the  use  of  fibreboard  as  a  decorative,  thermal  and 
acoustical  material  may  be  permitted  elsewhere 
than  in  stair  enclosures,  public  hallways,  public 
spaces,  kitchens,  cooking  spaces  and  in  cellars. 
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RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYS¬ 
TEMS,  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER 
27,  1917,  AMENDED  DECEMBER  6,  1917  AND  FEBRUARY  7,  1918,  REVISED  DECEM¬ 
BER  11,  1936  AND  AMENDED  JANUARY  22,  1946. 


[108-16-SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority :  Section  666,  subdivision  3  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provisions 
of  Chapter  19 — 487e — 2.0,  c,  Administrative  Code  and  the 
provisions  of  Section  279  of  the  Labor  Law. 

Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Multiple  Dwelling  Law;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms,  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story ;  to  all  public  and  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  accommodating 
more  than  15  patients  or  inmates  above  the  first  or  ground 
story;  to  all  nurseries  accommodating  more  than  30  chil¬ 
dren,  or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodations  for  more  than  fifteen  persons  on  the  prem¬ 
ises  ;  to  all  department  stores  having  two  or  more  depart¬ 
ments  where  the  public  is  admitted  above  the  second  floor ; 
to  all  public  schools,  and  to  all  single  and  tenant  factory 
buildings,  as  defined  in  the  Labor  Law  and  specifically 
required  by  Section  279  of  said  Law. 


Law 

Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 

1.  Fire  alarm  signal  systems.  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  fire  alarm  signal 
system  having  a  sufficient  number  of  signals  clearly  audi¬ 
ble  to  all  occupants  of  the  building,  and  so  arranged 
as  to  permit  the  sounding  of  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  in  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per¬ 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  Board  of  Standards  and  Appeals  in  the 
City  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  signals 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 

3.  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  building  in  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and 
seven  of  said  section.  If  the  commissioner  after  investi¬ 
gation  determines  that  the  spirit  of  this  chapter  is  ob¬ 
served  and  public  safety  secured,  he  may  permit  in  place 
of  the  automatic  sprinkler  system  before  specified,  an 
automatic  sprinkler  system  having  one  adequate  source  of 
water  supply  and  approved  by  the  public  authorities  having 
jurisdiction  thereof. 


Chapter  19— 487E-2.0.C.1. 

Interior  Fire  Alarms: — In  every  hotel,  lodging-house, 
public  or  private  hospital  or  asylum,  department  store, 
and  public  school,  there  shall  be  placed  and  provided,  when 
required  by  the  fire  commissioner,  an  adequate  and  reliable 
electrical  or  other  interior  alarm  system,  to  be  approved  by 
the  said  commissioner,  by  means  of  which  alarms  of  fire 
or  other  danger  may  be  instantly  communicated  to  every 
portion  of  the  building.  The  fire  alarm  apparatus  and  all 
other  appliances  placed  or  kept  within  any  of  such  buildings 
for  the  purpose  of  preventing  or  extinguishing  fires,  or  for 
affording  means  of  escape  therefrom  in  case  of  fire,  shall 
be  kept  at  all  times  in  good  working  order  and  proper  con¬ 
dition  for  immediate  use,  and  any  member  of  the  uniformed 
force  or  authorized  representative  of  the  Fire  Department 
may  enter  any  of  the  said  buildings  at  any  time,  for  the  pur¬ 
pose  of  inspecting  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms. 

1 . 1  The  term  “non-coded  closed  circuit  fire  alarm  sig¬ 
nal  systems”  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  stations  and  signaling  devices 
operated  on  supervised  closed  electric  alternating 
current  circuits,  so  arranged  that  the  operation  of 
any  station  will  automatically  sound  the  signaling 
devices  throughout  all  portions  of  the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signal 
systems”  shall  mean  a  fire  alarm  signal  system  con¬ 
sisting  of  sending  stations  and  signaling  devices 
operated  on  supervised  closed  electric  circuits  which 
transmits  rounds  of  coded  signals  to  indicate  the 
floor  or  portion  of  the  same  from  which  the  alarm 
was  sent. 

1.3  The  term  “heretofore”  shall  mean  before  December 
31,  1936. 

1.4  The  term  “hereafter”  shall  mean  after  December 
31,  1936. 

1.5  The  term  “approved”  shall  mean  approved  by  the 
Board  of  Standards  and  Appeals. 

1.6  The  term  “commissioner”  shall  mean  the  Fire  Chief 
and  Commissioner  of  the  fire  department  specifically 
charged  with  the  enforcement  of  law  relating  to 
interior  fire  alarm  systems  in  the  City  of  New  York. 

Rule  2.  General. 

2.1  All  fire  alarm  signal  systems  and  devices  shall  be 
approved  by  the  Board  of  Standards  and  Appeals. 

2.2  All  devices  and  equipment  that  have  been  approved 
by  the  Board,  shall  have  securely  fastened  thereon, 
a  manufacturer’s  plate  bearing  the  words  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals — 

No . ”,  together  with  any  other  electrical  data 

that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plans. 

3.1  Before  the  installation  or  extension  of  any  fire 
alarm  system,  specifications  and  plans  thereof, 
showing  complete  details  of  the  proposed  installa¬ 
tion,  shall  be  submitted  by  the  owner  or  his  agent 
to  the  Commissioner  for  examination  and  approval. 
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Rule  4.  Classification. 


4.1  Fire  alarm  signal  systems  shall  be  classified  as 
follows : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 

4.1.1  The  code  numbers  that  are  used  shall 

be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of  the 
sending  station. 

4.2  A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position ;  and  in  the 
break-glass  type  until  the  glass  has  been  replaced. 

4.3  Coded  closed  circuit  system  shall  be  divided  into 
three  (3)  classes: 

Class  1 — General  Systems. 

Class  2 — Pre-signal  or  dual  operation  systems. 
Class  3 — Unit  and  general  systems— or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  systems  shall  be  a  general  alarm  system  of 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  station  at 
least  four  (4)  times  throughout  the  entire  building. 

4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in  the 
engine  room,  elevator  shafts,  basement  or  other 
places  in  the  building  where  the  members  of  the  fire 
brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  througout  the  build¬ 
ing. 

4.5.2  This  subsequent  operation  shall  be  performed 
with  the  aid  of  a  key  or  plug  designed  so  as 
to  prevent  unauthorized  sounding  of  the  gen¬ 
eral  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or  plug 
shall  be  so  designed  that  it  can  be  readily 
identified  by  the  person  whose  duty  it  would 
be  to  use  same. 

4.6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  unit  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times.  ' 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  by  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by  barrier  from  main  control  panel  in  main 
control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit  an¬ 
nunciators  shall  be  installed  as  part  of  all 
Class  3  systems  when  required  by  the  Com¬ 
missioner. 

4.7  Special  systems  shall  include  a  complete  Class  1, 
2  or  3  system  supplemented  by  special  circuits  for 
the  operation  of  other  fire  alarm  devices  in  the  sys¬ 
tems  ;  or  electric  control  systems  for  stopping 


machinery,  closing  doors  or  ventilators  as  may  be 
required  by  the  Commisioner;  or  to  call  the  central 
station  of  a  private  operating  company  or  the  fire 
department.  Automatic  fire  detecting  systems  may 
be  connected  to  operate  an  interior  fire  alarm  system 
when  connected  thereto  by  an  approved  coded  trans¬ 
mitter.  In  no  case  shall  the  transmitter  be  con¬ 
sidered  to  replace  the  standard  approved  interior 
fire  alarm  station,  except  where  a  transmitter  has 
been  approved  for  both  purposes.  The  special  con¬ 
trol  circuits  shall  be  separate  and  distinct  from  the 
fire  alarm  system  but  shall  be  brought  into  action 
whenever  the  fire  alarm  system  is  set  in  operation. 

Rule  5.  Systems  Permitted  in  Factory  and 
Other  Buildings. 

5.1  Non-coded  closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not  more 
than  twenty-five  hundred  (2500)  square  feet  in  area 
in  any  one  story  and  having  not  more  than  one 
hundred  (100)  persons  in  a  single  factory;  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenanl 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in 
a  factory  building  exceeding  the  requirements  of 
Rule  5.1. 

5.3  Special  fire  alarm  signal  systems  shall  be  permitted 
in  factory  buildings  at  the  direction  of  the  Com¬ 
missioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  system. 

Rule  6.  Installation  and  Construction  Require¬ 
ments. 

6.1  All  work  in  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  more  than  ten  (10) 
alternating  current  gongs  or  other  approved  sound¬ 
ing  devices  connected  in  one  circuit. 

6.3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6.4  All  gongs  and  signaling  devices  shall  be  located 
not  less  than  eight  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts,  metal 
expansion  shields  or  toggle  bolts  shall  be  used. 

6.9  Wood  screws  shall  be  used  for  fastening  equipment 
to  wood  surfaces. 

(r.  10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 

6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
less  than  seven-eighths  (%)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 
space  of  at  least  one-quarter  (J4)  inch  between 
the  back  board  and  the  wall  for  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  in  stand¬ 
ard  heavy  wall,  rigid  iron  or  steel  conduits  protected 
with  an  approved  rust  preventive.  Armored  cable 
or  flexible  conduits  will  not  be  accepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal  to 
the  largest  conductor  used  on  the  system  and  the 
smallest  size  ground  conductors  used  shall  not  be 
less  than  No.  10  B.  &  S.  gauge. 

6.14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices  when  necessary  in 
horizontal  runs,  shall  be  made  in  approved  junction 
boxes  and  shall  be  properly  soldered  and  taped. 
The  cover  of  the  junction  box  shall  be  painted  fire 
department  red  to  indicate  that  it  contains  splices. 
The  use  of  wire  nuts  or  other  solderless  splicing 
devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  the  side  or 
the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6.17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6. 18. Conduits  shall  contain  only  conductors  used  in  con¬ 
nection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 
against  injury,  four  (4)  wires  may  be  placed  in 
one-half  (J4)  inch  rigid  iron  conduits.  Conductors 
shall  consist  of  not  less  than  No.  14  B.  &  S.  gauge 
copper  wire,  having  rubber  insulation  wall  not  less 
than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding  posts 
shall  be  soldered.  The  use  of  a  blow  torch  for 
soldering  connections  to  terminals  shall  not  be 
permitted. 

6.21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits,  and 
shall  be  lead  encased.  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 

Rule  7.  Sending  Stations. 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a  natural 
path  of  escape  from  fire  at  a  readily  accessible 
location  designated  by  the  Commissioner,  which 
always  shall  be  kept  unobstructed.  Additional  send¬ 
ing  stations  shall  be  installed  so  that  no  point  on 
any  floor  in  a  non-fireproof  building  shall  be  more 
than  one  hundred  (100)  feet  distant  from  the  near¬ 
est  sending  station  upon  such  floor.  In  fireproof  or 
sprinklered  buildings,  the  distance  shall  not  be  more 
than  one  hundred  and  fifty  (150)  feet. 

Rule  8.  Sounding  Devices. 

8.1  Sounding  devices  shall  be  sufficient  in  number  to  be 
clearly  audible  to  all  the  occupants  of  the  building. 


Rule  9.  Sub-divided  Buildings. 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  each 
section  shall  be  deemed  a  separate  building  for  the 
purpose  of  fire  alarm  signal  system  installations. 
One  control  board  may  be  used,  if  so  arranged,  as 
to  operate  the  signaling  devices  in  each  section  of 
the  building  independently;  or  may  be  operated  as 
one  unit  when  deemed  necessary  by  the  Commissioner. 

Rule  10.  Mixed  Occupancy. 

10.1  In  buildings  requiring  fire  alarm  signal  systems, 
of  which  parts  are  occupied  by  other  than  factory 
tenants  and  in  which  the  conditions  of  construction 
and  occupancy  warrant  the  establishment  of  a  local 
fire  brigade,  the  Commissioner  may  accept  dual  op¬ 
eration  systems. 

Rule  11.  Existing  Installations. 

11.1  Fire  alarm  signal  systems  heretofore  installed  in 
buildings  in  the  City  of  New  York  and  installed 
in  accordance  with  the  rules  then  in  force,  shall 
be  accepted  as  long  as  they  are  maintained  in  proper 
working  order. 

Rule  12.  Sources  of  Electrical  Energy. 

12.1  Sources  of  electrical  energy  used  in  operating  fire 
alarm  signal  systems  shall  be : 

1.  Generated  electric  power,  not  exceeding  a  po¬ 
tential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plans 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  used 
under  conditions  and  limitations  as  set 
forth  by  the  Commissioner. 

12.2  One  source  of  energy  shall  be  connected  to  the  fire 
alarm  system  at  all  times.  All  auxiliary  sources  of 
energy  when  required  shall  be  so  arranged  and  con¬ 
trolled  by  an  automatic  switch  that  when  the  pri¬ 
mary  source  of  energy  fails,  the  secondary  source 
will  be  automatically  connected  to  the  fire  alarm 
signal  system.  Intermediate  devices  are  prohibited 
between  the  fire  alarm  control  board  and  the  source 
of  current  supply,  except  where  specifically  approved 
by  the  board  for  the  purpose  intended. 

Central  Stations 

12.3  When  the  energy  for  a  fire  alarm  signal  system  is 
supplied  by  a  central  station  power  system  it  shall 
be  accepted  as  the  sole  source  of  supply ;  connec¬ 
tions  shall  be  made  on  the  street  side  of  the  service- 
switch  except  that  in  case  where  the  master  meter 
is  within  thirty  (30)  feet  of  the  main  switch  of  the 
premises,  permission  may  be  given  by  the  Commis¬ 
sioner  to  connect  to  the  house  side  of  the  meter 
when  a  certificate  of  recent  date  from  an  authority 
of  competent  jurisdiction  has  certified  that  the  elec¬ 
trical  wiring  throughout  the  premises  is  in  a  safe 
condition.  When  a  house  side  connection  is  made, 
the  fire  alarm  cutout  shall  be  the  first  connection 
and  as  near  as  possible  to  the  meter.  Same  shall 
be  enclosed  in  a  locked  or  sealed  metal  cabinet, 
painted  fire  department  red  and  stenciled  “Interior 
Fire  Alarm.”  Fuses  shall  be  of  the  enclosed  cart¬ 
ridge  type.  Screw  plug  fuses  will  not  be  accepted. 
The  cutout  shall  be  a  three  pole  cartridge  fuse  cut¬ 
out  with  neutral  fuse  replaced  by  a  solid  copper 
bar.  The  smallest  size  fuse  used  on  a  fire  alarm 
system  shall  be  fifteen  (15)  amperes. 
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Isolated  Plants 

12.4  Energy  from  isolated  electric  light  and  power  plants 
shall  be  used  for  fire  alarm  signal  systems  only 
when  there  is  a  more  than  one  generating  unit  and 
the  plant  is  always  in  operation  when  the  building 
is  occupied.  When  only  one  generator  unit  is  em¬ 
ployed,  the  source  of  energy  shall  be  supplemented 
by  storage  battery  or  other  auxiliary  service.  The 
fire  alarm  service  connection  shall  be  taken  from 
the  main  bus  of  the  house  switchboard  and  installed 
in  accordance  with  the  service  requirements  under 
central  stations.  When  a  house  side  connection  is 
made,  the  fire  alarm  cutout  shall  be  the  first  con¬ 
nection  and  as  near  as  possible  to  the  meter.  Same 
shall  be  enclosed  in  a  locked  or  sealed  metal  cabinet, 
painted  fire  department  red  and  stenciled  “Interior 
Fire  Alarm.”  Fuses  shall  be  of  the  enclosed  cart¬ 
ridge  type.  Screw  plug  fuses  will  not  be  accepted. 
The  cutout  shall  be  a  three  pole  cartridge  fuse  cut¬ 
out  with  neutral  fuse  replaced  by  a  solid  copper  bar. 
The  smallest  size  fuse  used  on  a  fire  alarm  system 
shall  be  fifteen  (IS)  amperes. 

Storage  Battery 

12.5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal  sys¬ 
tem,  the  storage  battery  shall  be  provided  in  dupli¬ 
cate  ;  or  an  approved  type  trickle  charger  may  be 
substituted  for  the  duplicate  storage  battery  located 
in  a  room  sufficiently  ventilated.  Such  installations 
shall  be  equipped  with  a  switchboard  or  panel  of 
approved  material  on  which  are  mounted  volt  me¬ 
ters,  ammeters,  circuit  breakers,  fuses,  resistances, 
switches,  starting  devices  for  motors,  field  rheostats 
for  generator  and  other  apparatus  required  for 
charging  and  operating  the  battery. 

12.6  Storage  batteries  shall  be  so  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  in  the 
same  room  with  a  gas  meter. 

Rule  13.  Acceptance  Test. 

13.1  Upon  completion  of  a  fire  alarm  signal  system  and 
as  a  condition  of  acceptance,  a  test  of  the  entire 
installation  shall  be  made  under  the  direction  of 
the  Commissioner. 

13.2  All  systems  shall  show  an  insulation  resistance  of 
not  less  than  ten  (10)  megohms  with  signaling  ap¬ 
paratus  disconnected. 

13.3  The  owner  or  contractors  shall  furnish  all  the  nec¬ 
essary  tools,  instruments  and  labor  to  conduct  this 
test  when  required  by  the  Commissioner.  The  con¬ 
tractor  shall  notify  the  Department  having  jurisdic¬ 
tion  in  writing  at  the  start  and  upon  completion  of 
the  installation. 

Rule  14.  Daily  and  Monthly  Test. 

14.1  Every  fire  alarm  system  shall  be  tested  each  morn¬ 
ing  immediately  after  the  hours  of  starting  work. 
No  such  system  shall  be  used  for  any  other  pur¬ 
pose,  except  that  the  daily  dismissal  signals  may 
be  given  if  authorized  by  the  Commissioner.  The 
use  of  the  system  for  fire  drill  purposes  may  be 
considered  a  test  of  those  parts  of  the  system  ac¬ 
tually  used. 

14.2  Each  sending  station  shall  be  tested  at  least  once 
a  month. 

14.3  All  apparatus  requiring  winding  shall  be  rewound 
after  each  operation  and  kept  in  normal  condition. 

14.4  A  complete  record  of  monthly  tests,  fire  drills  and 
other  operations  of  fire  alarm  systems  shall  be  kept 
subject  to  inspection  by  the  Commissioner. 


Rule  15.  Maintenance. 

15.1  Interior  fire  alarm  systems  shall  be  maintained  in 
operating  condition  at  all  times,  unless  the  buildings 
are  vacated  for  a  period  longer  than  one  week.  If 
the  system  becomes  inoperative  at  any  time,  it  shall 
be  the  duty  of  the  owner  or  the  person  designated 
by  him  to  be  in  charge  of  the  system  to  notify 
all  the  occupants  of  the  building  and  to  take  im¬ 
mediate  steps  to  have  the  system  restored  to  work¬ 
ing  order.  He  shall  also  place  cards  on  the  fire 
alram  boxes  indicating  that  the  system  is  out  of 
order. 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon¬ 
nect  the  source  of  current  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  Com¬ 
missioner  in  advance  of  such  disconnection,  stating 

the  reason  therefor. 

15.3  In  systems  using  break  glass  type  stations,  at  least 
one  (1)  extra  glass  for  each  station  in  the  system 
shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes. 

16.1  In  fire  alarm  signal  systems  the  metal  case  enclos¬ 
ing  exposed  or  surface  alarm  boxes  shall  be  of  cast 
iron  or  cast  No.  43  aluminum  and  drilled  and  tapped 
to  receive  the  conduit.  When  exposed  to  moisture 
the  box  shall  be  enclosed  in  a  suitable  weather¬ 
proof  outer  shell.  In  new  buildings,  approved  back- 
boxes  .  embedded  in  the  wall  may  be  used  and  the 
conduits  shall  be  properly  secured  by  lock  nuts  and 
bushings. 

16.2  All  current  carrying  parts  shall  be  insulated  from 
parts  of  opposite  polarity  with  approved  insulating 
material. 

16.3  All  coded  pull  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  letters 
or  equivalent  instructions  shall  appear  on  the  door. 

16.4  All  break-glass  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  approved 
type  attached  to  or  near  the  boxes  with  which  the 
glass  can  readily  be  broken ;  or  other  methods  may 
be  used  to  break  the  glass  when  approved  by  the 
Commissioner. 

16.5  All  breakglass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  words  “Fire  Alarm — In  Case  of 
Fire  Break  Glass,”  and  such  additional  instructions 
as  may  be  necessary  to  send  an  alarm. 

16.6  The  box  or  station  shall  be  so  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 
of  signals  cannot  be  interfered  with  by  manipula 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to  in¬ 
dicate  the  floor  or  portion  of  same  on  which  it  is 
located. 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 
taps  or  blasts  shall  be  given  at  each  revolution  of 
the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (41 
times  for  each  operation  of  its  starting  device  and 
be  of  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which  whistles, 
vibrating  bells  or  horns  are  employed  shall  be  so 
timed  that  the  sounding  devices  will  give  the  code 
signal  clearly. 

16.11  Contact  point  shall  be  in  multiple. 
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16.12  Contact  points  and  contacts  of  the  testing  devices 
shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved  ma¬ 
terial  springs,  and  be  so  designed  as  to  positively 
break  a  circuit  carrying  one-tenth  (1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  actual 
working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  automatically 
wind  when  the  lever  is  pulled  for  an  alarm.  Boxes 
requiring  glass  replacements  shall  be  so  arranged 
that  replacement  cannot  be  made  without  resetting 
mechanism  for  another  alarm. 

16.14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include  pre¬ 
signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its  code 
signal  number. 

Rule  17.  Non-Coded  Boxes. 

17.1  Non-coded  closed  circuit  fire  alarm  stations  may 
be  operated  by  a  break-glass  or  pull  lever  device  so 
arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass  by 
an  authorized  person. 

17.2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be  of 
ample  capacity  to  safely  carry  the  entire  operating 
current  of  the  gong  circuit  without  excessive  heating. 

Rule  18.  Station  Testing  Devices. 

18.1  Each  fire  alarm  system  shall  be  provided  with  an 
auxiliary  device  to  test  the  signaling  devices,  lo¬ 
cated  in  one  of  the  alarm  boxes  or  mounted  oti 
the  control  board.  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the  dual 
operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be  designed  to 
prevent  any  persons  except  those  in  authority  from 
operating  the  same  and  to  prevent  the  possibility  of 
the  box  being  left  inoperative  after  the  test. 

Rule  19.  Supervising  Current. 

19.1  A  small  current  flow  to  constantly  supervise  each 
circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 

trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 

The  trouble  bell  shall  be  so  located  that  it  will  be 

within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building.  Per¬ 
mission  may  be  granted  by  the  Commissioner  to  con¬ 
nect  the  trouble  bell  to  a  battery  of  approved  type. 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 

switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  lighting 
circuit  or  any  other  approved  source. 


19.4  The  trouble  bell  shall  be  of  an  approved  design  of 
the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sounding 
Devices. 

20.1  In  fire  alarm  signal  systems,  all  moving  parts  of 
sending  stations  and  sounding  devices  shall  be  en¬ 
closed  in  metal  casings,  made  dust-proof  and  damp- 
proof  when  necessary,  and  clearly  marked  with 
instructions  for  use. 

20.2  Whenever  necessary,  hammer  rods  of  gongs  shall 
be  suitably  protected  against  mechanical  injury  or 
derangement  by  the  use  of  a  guard  or  other  suit¬ 
able  means.  If  subject  to  mechanical  injury,  the 
entire  device  shall  also  be  enclosed  in  a  protecting 
case  made  of  approved  wire  netting  or  perforated 
metal.  All  casings  shall  be  insulated  from  current 
carrying  parts,  but  shall  be  grounded  to  the  con¬ 
duit. 

Rule  21.  Standards  of  Electric  Alarm  Appa¬ 
ratus. 

21.1  All  electrically  actuated  apparatus  used  in  fire 
alarm  systems  shall  be  so  designed  and  constructed 
that  it  will  operate  satisfactorily  at  a  current  flow 
of  twenty-five  (25)  per  cent  above  or  below  the 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in  electric  fire  alarm  sig¬ 
nal  systems  shall  be  varnished  cambric,  bakelite, 
mica  or  other  approved  insulating  material. 

21.2.1  The  use  of  fibre  or  paper  as  an  insulating 
material  for  fire  alarm  signal  systems  shall 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  alarm 
signal  systems  shall  be  capable  of  withstanding  an 
insulation  break-down  test  of  one  thousand  (1000) 
volts  A.  C.  plus  twice  operating  voltage  applied  for 
one  ( 1 )  minute. 

Electro-M  agnets 

21.4  Electro-magnet  windings  shall  be  impregnated  with 
an  insulating  moisture  repelling  compound  or  shall 
be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternating  cur¬ 
rent  when  composed  of  enameled  wire  shall  have 
an  additional  approved  insulation  on  each  wire. 
The  coils  may  be  of  the  form  wound  type. 

21.6  A  protective  cover  to  prevent  mechanical  injury 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastened  to 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  grade  of 
ferrous  material  so  as  to  reduce  to  a  minimum  the 
possibility  of  failure  due  to  residual  magnetism. 

21.9  Electro-magnet  cores  for  use  on  alternating  current 
shall  be  of  laminated  construction  or  other  approved 
method  to  prevent  heating  and  promote  efficiency. 

21.10  Electro-magnet  cores  of  relays  and  gongs  shall  be 
treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  shall  not 
be  used. 

21.11  Non-magnetic  freeze  pins  shall  be  used  which  will 
prevent  two  magnet  surfaces  coming  in  actual  con¬ 
tact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning  and 
then  securely  fastened  to  its  support  bv  a  machine 
cap  screw  at  least  three-eights  (34)  inch  in 
diameter. 
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delays  devices,  the  operation  of  a  single  time  limit 
delay  device  shall  not  affect  other  sounding  devices 
similarly  protected. 


21.  la  Gong  shells  shall  be  covered  with  an  approved  rust 
preventive. 

21.14  The  gong  shell  support  and  gong  frames  shall  be 
cast  in  one  piece. 

Wiring 

21.15  All  connections  shall  be  properly  protected,  securely 
made  and  where  subject  to  motion  shall  be  of  ap¬ 
proved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21.17  Binding  posts  shall  be  of  such  a  character  that  the 
wire  is  held  between  two  flat  surfaces. 

21 . 18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  (j4)  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 

Relays 

21.19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 

21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited. 

21.20  Adjustments  shall  be  of  such  a  character  that  they 
can  be  securely  locked. 

21.21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to  insure 
long  life  and  shall  be  of  pure  silver,  or  other  ap¬ 
proved  material,  properly  riveted  to  their  support. 

21.22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21.23  Contact  assemblies  shall  be  of  such  a  character  that 
their  operation  will  be  of  a  scraping  self-cleansing 

nature. 

21.24  The  use  of  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 

21.25  Relays  shall  be  free  from  objectionable  hum  when 
used  on  alternating  current. 

Rule  22.  Time  Limit  Delay  Device. 

22.1  All  gong  circuits  shall  and  special  signal  apparatus 
may  when  required  by  the  Commissioner,  be  pro¬ 
tected  by  a  Time  Limit  Delay  Device. 

Note:  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or  no 
effect  upon  a  thermostatic  bi-metal  bar  or 
strip  contained  therein.  Any  abnormal  in¬ 
crease  over  operating  current  or  the  continued 
accumulative  heating  effect  thereof  after  a 
period  of  not  less  than  three  (3)  minutes 
nor  more  than  twenty  (20)  minutes  shall 
cause  the  thermostatic  element  to  expand. 
The  expansion  of  this  element  shall  auto¬ 
matically  open  the  source  of  current  supply 
to  the  gongs  or  devices  protected. 

22.2  The  operation  of  the  time  limit  delay  device  shall 
cause  the  trouble  bell  to  ring. 

22.3  Time  limit  delay  devices  shall  be  so  connected  in 
the  fire  alarm  circuit  that  their  operation  will  not 
open  the  fire  alarm  box  circuits. 

22.4  Where  due  to  the  extent  of  the  installation,  it  be¬ 
comes  necessary  to  install  a  number  of  time  limit 


—  5  A  contactor  relay  to  operate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir¬ 
cuits  exceeding  three  (3)  and  all  alternating  cur¬ 
rent  gong  circuits  exceeding  two  (2)  in  number. 

22.6  Gong  circuits  not  requiring  contactor  relays  shall 
be  operated  by  contacts  properly  placed  on  the 
armature  of  the  box  circuit  relay. 

22.7  A  separate  time  limit  delay  device,  contactor  relay, 
contactor  supervisory  relay  and  gong  supervisory 
relay,  shall  be  provided  for  each  four  (4)  gong 
circuit  or  fraction  thereof. 

Switches 

22.8  Triple  pole,  double  throw,  broken  back  knife 
switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
and  gong  circuits  when  they  exceed  three  (3)  in 
number. 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap¬ 
proved  current  indicating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 
on  the  control  board  when  the  gong  circuits  exceed 
three  (3)  in  number.  .A  separate  milliammeter 
shall  be  provided  to  indicate  the  supervisory  cur¬ 
rent  of  contactor  relays  and  emergency  switch 
circuits.  This  meter  shall  be  known  as  the  Board 
Meter. 

Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
of  control  panels  and  shall  be  of  vitreous  enameled 
type. 

Note:  Wire  wound  resistors  when  protected  by  a 
suitable  metal  guard  may  be  used  in  special 
cases  when  approved  by  the  Commissioner. 

22.11  Ferrule  or  knife  contact  type  resistors  shall  not 
be  used. 

22.12  A  protective  resistor  shall  be  placed  in  the  nega¬ 
tive  or  live  lead  of  all  box  circuits  to  protect  the 
contacts  of  the  boxes  in  the  event  of  a  ground. 

22.12.1  This  resistor  shall  be  not  less  than  three 
hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 

Rule  23.  Control  Boards. 

23.1  All  relays,  current  indicators,  resistances,  time  limit 
delay  devices  and  other  apparatus  used  in  connec¬ 
tion  with  the  operation  and  supervision  of  closed 
circuit  fire  alarm  signal  systems  shall  be  properly 
mounted  on  a  panel  of  approved  material,  in  a 
metal  cabinet  provided  with  lock  and  key.  The 
control  board  shall  be  located  in  a  place  subject 
to  the  least  vibration,  free  from  moisture,  in¬ 
flammable  gases,  dust  and  mechanical  injury  and 
under  frequent  view  of  a  responsible  occupant  of 
the  building  delegated  by  the  owner  to  be  in  charge. 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap¬ 
proved  materials  at  least  one-half  (*4)  inch  in 
thickness. 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 
space  around  the  panel. 
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23.5  Conduit  knockouts  shall  not  be  provided  in  top  of 
control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  the  diagram  outside  of  the  cabinet,  the 
diagram  shall  be  properly  framed  under  glass. 

23.7  All  control  board  cabinets  shall  be  provided  with 
sight  hole  and  glass  panel  to  make  meters  on  the 
inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wire  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets. 

24.1  All  electrical  batteries  for  fire  alarm  signal  systems 
shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one  (1) 
nor  more  than  five  (5)  feet  above  the  floor  and 
located  in  clean,  dry  and  cool  places  where  the 
temperature  will  not  be  less  than  forty  (40)  nor 
more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so  con¬ 
structed  that  the  condition  of  the  elements  may  be 
observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 
iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  in 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  (%)  of 
an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thoroughly 
dry  before  the  next  is  applied,  or  with  baked  enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of  the 
first  grade  of  kiln  dried  wood  not  less  than  seven- 
eighths  (7/i)  of  an  inch  thick  and  shall  be  pro¬ 
vided  with  self-closing  door  and  approved  lock.  The 
shelves  shall  be  not  less  than  seven-eighths  (%) 
of  an  inch  thick  properly  fastened  and  secured 
to  prevent  sagging.  The  cabinet  shall  be  of  sub¬ 
stantial  construction  painted  on  the  interior  with 
three  (3)  coats  of  asphaltum  compound  and  on 
the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enameled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me¬ 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment. 

25.1  All  enclosing  cases  for  fire  alarm  appartus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner  to 
deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators. 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26.2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun¬ 
ciator’s  indicators  shall  be  legible.  The  mechanism 
shall  be  so  arranged  that  once  operated  the  indi¬ 
cating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  the 
operation  of  any  station  in  the  unit  shall  cause  a 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contact 
on  code  wheel  of  the  fire  alarm  station  or  by  con¬ 
tact  on  a  relay  connected  to  the  fire  alarm  box 
circuit.  In  no  case  shall  the  station  fire  alarm 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that  the 
indicating  device  will  reset  automatically  when 
cause  of  trouble  has  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  that 
it  will  indicate  visible  and  audible  trouble  signals 
in  the  event  of  trouble  occurring  on  any  circuit, 
control  board  or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  Each  relay  of  this  annunciator  shall  be 
provided  with  two  (2)  sets  of  contacts  so 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  signal, 
the  other  set  to  actuate  the  register  if  a 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  unit  annunciator  cabinet  on 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  trouble  annunciator  cabinet 
on  the  panel.  Trouble  bell  may  be  placed  at  a 
distance  from  the  annunciator  by  special  permis¬ 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  designed 
that  vibration  from  without  or  that  caused  by  the 
trouble  signal  within  will  not  operate  the  indicat¬ 
ing  devices. 

26.12  All  annunciators  shall  be  installed  in  a  separate 
red  enameled  steel  cabinet  provided  with  an  ap¬ 
proved  lock  and  key. 

26.13  Annunciators  shall  be  properly  marked  in  white 
letters  at  least  one  (1)  inch  high  with  the  words: 
“Fire  Alarm  Annunciator”  Zone — or  “Fire  Alarm 
Trouble  Annunciator,”  whichever  the  case  may  be. 

Rule  27.  Licensed  Contractors. 

27.1  No  person  shall  install,  alter  or  repair  or  cause 
to  be  installed,  altered,  or  repaired  electrical  wir¬ 
ing  or  apparatus  for  fire  alarm  systems  in  any 
building,  except  a  person  holding  a  license,  or  a 
special  license  in  accordance  with  Chapter  30, 
Article  1,  of  the  Administrative  Code.  The  enforc¬ 
ing  authority  shall  not  approve  any  installation, 
alteration  or  repair  done  in  violation  of  this  rule. 

Rule  28.  Used  or  Rebuilt  Apparatus. 

28.1  Used  apparatus  shall  not  be  re-used  for  any  in¬ 
terior  fire  alarm  system  under  these  Rules  and 
Regulations  until  the  same  has  been  reconditioned 
in  the  shop  of  a  reliable  manufacturer  building 
interior  fire  alarm  apparatus  which  has  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals. 
Approval  in  writing  shall  be  obtained  from  the  en¬ 
forcing  authority  prior  to  installation.  The  en¬ 
forcing  authority  shall  not  approve  for  use,  used 
or  reconditioned  apparatus  that  may  not  give  satis¬ 
factory  service. 
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1946,  Affecting  Calendar  Numbers  716-41-SM  and  717- 
41-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  June 
18,  1946,  Affecting  Calendar  Number  872-28-BZ,  780- 

45- BZ,  790-45-BZ,  313-46-BZ,  122-46-BZ,  186-45-BZ, 

63-46-BZ,  153-46-BZ,  316-46-BZ,  317-46-BZ,  327-46- 
BZ,  345-46-BZ,  154-46-A,  330-46-A,  396-46-A,  and 

152-46-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  June 
18,  1946,  Affecting  Calendar  Numbers  438-43-A,  107- 

46- A,  301-46-A,  381-46-A,  384-46-A,  432-46-A,  189-46-A. 
266-46-A,  363-46-A,  390-46-A,  391-46-A,  410-46-A,  422- 
46-A,  858-19-BZ,  309-28-BZ,  706-41-BZ,  262-42-BZ,  436- 
43-BZ,  302-44-BZ,  640-45-BZ,  400-20-BZ,  200-37-BZ, 
181-38-BZ  and  518-43-SM. 

Fire  Drill  Rules. 

Rules  for  Tests  of  Fire-resistive,  Flameproof  Materials, 
such  as  Textiles,  Paper,  Similar  Material  and  Ad¬ 
hesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materials, 
for  use  in  places  of  Public  Assembly  and  Special  Occu¬ 
pancy  Structures. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  bor¬ 
ough  superintendent  of  buildings  or  fire  commissioner 
and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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New  Cases  Filed  up  to  June  18,  1946. 

Cal.  No.  Dept.  Premises  Affected 

423-46-A — F.D. — 600  West  59th  street  (barge)  Dock 
property  between  West  58th  and  West  59th  streets 
(Blocks  1106  and  1109,  Lot  1),  Borough  of  Manhattan, 
Decision. 


424-46-SM — Lenox  Sand  and  Gravel  Concrete  Blocks 
and  Lenox  Cinder  Concrete  Blocks,  manufactured  by 
Lenox  Cement  Block  and  Supply  Corp.,  Material. 


425-46-BZ — H.B.Q. — 40-04  Bell  boulevard,  west  side, 
154.22  ft.  north  of  Ahles  road  (Block  6237,  Lot  29),  Bay- 
side,  Borough  of  Queens,  Alt.  1565-46. 


426-46-A— H.B.Bx. — 1217  Intervale  avenue,  north  side, 
91.67  ft.  east  of  East  169th  street  (Block  2973,  Lot  37), 
Borough  of  The  Bronx,  Amendment  to  Alt.  79-46. 


427-46-SM — “P”  Block  (cinder  concrete  building  block), 
manufactured  by  Pioneer  Concrete  Products  Co.,  Inc. 
Material. 


428-46-A — H.B.M. — 479-485  5th  avenue,  5-7  East  41st 
street,  northeast  corner  and  14-16  East  42nd  street  (base¬ 
ment  and  1st  floors);  (Block  1276,  Lot  1),  Borough 
of  Manhattan,  Alt.  1053-46. 


429-46-BZ — H.B.Q. — 114-25  Queens  boulevard,  east  side, 
201  ft.  north  of  77th  avenue  (Block  2266,  Lots  81  and 
82),  Forest  Hills,  Borough  of  Queens,  N.B.  1292-46. 


430-46-BZ — H.B.M. — 241  Bleecker  street,  east  side,  120 
ft.  11  in.  north  of  Carmine  street  (Block  589,  Lot  3), 
Borough  of  Manhattan,  Alt.  202-46. 


431- 45-A — H.B.M. — 241  Bleecker  street,  east  side,  120 
ft.  11  in.  north  of  Carmine  street  (2nd  floor);  (Block 
589,  Lot  3),  Borough  of  Manhattan,  Alt.  202-46. 

432- 46-A — H.B.Q. — West  side  of  197th  street,  between 
Union  Turnpike  and  75th  avenue  (Block  7213,  part  of 
Lot  1);  east  side  of  197th  street,  between  Union  Turn¬ 
pike  and  75th  avenue  (Block  7214,  part  of  Lot  1);  west 
side  of  198th  street,  between  Union  Turnpike  and  75th 
avenue  (Block  7214,  part  of  Lot  1);  east  side  of  198th 
street,  161.36  ft.  north  of  Union  Turnpike  (Block  7215, 
part  of  Lot  1);  west  side  of  199th  street,  177.60  ft.  north 
of  Union  Turnpike  (Block  7215,  part  of  Lot  1);  west 
side  of  197th  street,  between  73rd  and  75th  avenues 
(Block  7184,  part  of  Lot  1);  east  side  of  197th  street, 
between  73rd  and  75th  avenues,  (Block  7185,  part  of 
Lot  1);  west  side  of  198th  street,  between  73rd  and  75th 
avenues  (Block  7185,  part  of  Lot  1);  east  side  of  198th 
street,  between  73rd  and  75th  avenues  (Block  7186,  part 
of  Lots  1  and  3) ;  and  west  side  of  199th  street,  between 
73rd  and  75th  avenues  (Block  7186,  part  of  Lots  1  and 
3),  Flushing,  Borough  of  Queens,  N.B.  2277-2300-46; 
N.B.  3129-3148-46;  N.B.  4179-4198-46;  N.B.  4510-4525-46; 


N.B.  4273-4288-46;  N.B.  2785-2809-46;  N.B.  3047-3066-46; 
N.B.  4289-4310-46;  N.B.  4526-4547-46  and  N.B.  4488- 
4509-46. 


433-46-BZ — H.B.Q. — 47-06  47th  avenue,  south  side,  38 
ft.  east  of  47th  street  (Block  2285,  Lot  25),  Woodside, 
Borough  of  Queens,  Alt.  1564-46. 


434-46-A — H.B.B. — 19-29  Rockwell  place,  east  side,  151 
ft.  south  of  DeKalb  avenue  (cellar);  (Block  2095,  Lot 
10),  Borough  of  Brooklyn,  Alt.  2550-46. 


435-46-A — H.B.Q. — 91-36  Lamont  avenue,  east  side,  be¬ 
tween  Gleane  and  Forley  streets  (Block  1577,  Lots  1, 
4,  7  and  10),  Elmhurst,  Borough  of  Queens  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street — 
Forley  street),  Alt.  1517-46. 


436-46-A — H.B.Q. — 79-25  Albion  street,  north  side,  142 
ft.  east  of  Queens  boulevard  (Block  1536,  Lot  101), 
Elmhurst,  Borough  of  Queens,  Alt.  1460-46. 


437-46-A — F.D. — 126  Norfolk  street,  west  side,  199  ft. 
3%  in.  south  of  Shore  boulevard  (Block  7517,  Lot  1311), 
Borough  of  Brooklyn,  Decision  re  1409-LC. 


438-46-SA — Kaiser  Dishwasher,  Models  DeLuxe  and 
Standard,  Appliance. 


439-46-SM — Grenby  Hygienic  Toilet  Seat,  manufactured 
by  Grenby  Manufacturing  Co.,  Material. 


440-46-SA — Billow  Fuel  Oil  Atomizer,  Class  GRD,  Ap¬ 
pliance. 


441-46-SM — U.S.  Naugahyde  (flameproof  coated  fabrics), 
manufactured  by  U.  S.  Rubber  Co.,  Material. 


442-46-SM — Truetite  (gas  connector),  manufactured  by 
The  Kane  Products,  Inc.,  Material. 


443-46-BZ — H.B.B. — 229-243  Empire  boulevard,  north 
side,  64.4  ft.  west  of  Rogers  avenue  (Block  1307,  Lot 
54),  Borough  of  Brooklyn,  Alt.  1574-46. 


444-46-SM — Dresser  Pipe  Coupling,  manufactured  by 
Dresser  Manufacturing  Division  of  Dressed  Industries, 
Inc.,  Material. 


445-46-BZ — H.B.Q. — 102-29  to  102-35  Queens  boulevard 
and  103-02  to  103-16  68th  avenue,  southeast  corner 
(Block  2137,  Lot  8),  Forest  Hills,  Borough  of  Queens, 
N.B.  3331-46. 


446- 46-A — F.D. — 52-56  Garden  street,  south  side,  114  ft. 
5  in.  west  of  Bushwick  avenue  (1st  floor);  (Block  3137, 
Lot  86),  Borough  of  Brooklyn,  Decision  re  2269-LC. 

447- 46-A — H.B.M. — 333  East  50th  street,  north  side,  289 
ft.  west  of  1st  avenue  (Block  1344,  Lot  14J^),  Borough 
of  Manhattan,  Alt.  1124-46. 
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448-46-BZ — H.B.B. — 2354-2372  East  19th  street,  west 
side,  100  ft.  north  of  Avenue  X  (Block  7403,  Lot  29), 
Borough  of  Brooklyn,  Alt.  2477-46. 


449-46-A — H.B.Q — 255-04  to  255-12  85th  avenue,  south 
side  and  255-03  to  255-11  85th  avenue,  north  side,  120 
ft.  east  of  Little  Neck  Parkway  (Block  8785,  part  of 
Lots  6  and  13  and  Block  8784,  part  of  Lots  41  and 
69),  Queens  Village,  Borough  of  Queens,  N.B.  3756- 
3758-46,  N.B.  3764  to  N.B.  3766-46  inclusive. 


Last  Publication  in  Bulletin 


Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 


Contamination  of  Water  Supply)  .Mar.  13, 

Procedure,  Rules  of  . Sept.  7, 

Refrigerating  Systems,  Extract  A.C..Apr.  9, 
Smoking  in  Factories,  Rules  for.... Jan.  22, 

Sprinkler  Rules  . June  29, 

Standpipe  Fireline  Rules . June  8, 

Structural  Alterations,  Reporting.  ..  .June  7, 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24, 

Tank  Trucks,  Gasoline,  etc . Nov.  24, 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)...  Dec.  28, 


1945 —  Vol.  30,  No.  11 
1937 — Vol.  22,  No.  36 

1946 —  Vol.  31,  No.  15 
1946— Vol.  31,  No.  4 
1937— Vol.  22,  No.  26 
1937— Vol.  22,  No.  23 
1932— Vol.  17,  No.  23 
1936— Vol.  21,  No.  47 
1936— Vol.  21,  No.  47 

1943— Vol.  28,  No.  52A 


450-46-BZ — H.B.M. — 11  East  62nd  street,  north  side, 
165  ft.  east  of  Madison  avenue  (Block  1377,  Lot  27), 
Borough  of  Manhattan,  Alt.  1177-46. 

Restored  to  Calendar. 

400-20-BZ — H.B.B. — 656-670  Parkside  avenue,  south 
side,  215  ft.  8^4  in-  west  of  Nostrand  avenue  (Block 
5057,  Lot  29),  Borough  of  Brooklyn,  Alt.  670-46. 

181-38-BZ — 410  City  Island  avenue,  northeast  corner  of 
Ditmars  street  (Block  5645,  Lot  1),  Borough  of  The 
Bronx,  Alt.  519-37. 


200-37-BZ — H.B.Q. — 103-37  Springfield  boulevard  and 
218-83  104th  avenue,  northeast  corner  (Block  11153,  Lot 
7),  Queens  Village,  Borough  of  Queens,  N.B.  3175-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan:  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond:  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943— Vol.  28,  No.  52A 

Carbon  Dioxide  Liquefier,  Rules _ Dec.  28,  1943 — Vol.  28,  No.  52A 

Certificate  of  Occupancy, 

approved  form  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Flat  Slabs,  Rules . July  13,1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing 

and  Use  of . Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936— Vol.  21,  No.  9 

Erection,  Alteration,  Repair, 

Excavation  for  and  Demo¬ 
lition  of  Buildings . Dec.  28,  1943 — Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Exterior  Veneering  Materials, 

Rules  on  . May  14,1946 — Vol.  31,  No.  20 

Factory  Exit  Rules  . Sept.  12,  1944 — Vol.  29,  No.  36 

Fire  Alarm  Rules  (Interior) . Dec.  28.1943 — Vol.  28.  No.  52A 

Fire  Drill  Rules  . June  25,  1946 — Vol.  31,  No.  26 

Fire  resistive.  Flameproof  Materials, 

etc..  Rules  for  Testing  of . June  25,  1946 — Vol.  31,  No.  26 

Fire  Retarding  Rules  for 

Garages,  etc . Dec.  25.  1945 — Vol.  30,  No.  52 

Fireproof  Wood.  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21.  1919 — Vol.  4.  No.  3 

Fusion  Welding  and  Gas 

Cutting  Rules  . Apr.  23,  1946 — Vol.  31,  No.  17 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10.  No.  14 

Hatchway  Protection  . Tune  5,  1928 — -Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . June  12,  1945 — Vol.  30,  No.  24 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Apr.  9,1946 — Vol.  31.  No.  15 

Oil  Burner  Rules . . . June  4,1946 — Vol.  31,  No.  23 

Opening  Protective  Assemblies. 

Rules  for  Inspection  of . June  12.  1945 — Vol.  30.  No.  24 

Paint.  Varnish  and  Lacquer 

Spraying  Rules  . May  28,  1946 — Vol.  31,  No.  22 

Platform  Trucks,  Specifications  for.. Nov.  24,  1936 — Vol.  21.  No.  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


JUNE  25,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  25,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 


Zoning  Applications. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East 
114th  street,  south  side,  175  ft.  west  of  1st  avenue  (Block 
1685,  Lot  36),  Borough  of  Manhattan. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  (5) 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment;  premises  3802-3812  Avenue  U  and  2201-2211 
East  38th  street,  southeast  corner  (Block  8555,  Lot  38), 
Borough  of  Brooklyn. 

782-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  William  M.  Newman,  owner, 
to  permit  in  business  use  district,  the  extension  of  exist¬ 
ing  gasoline  station;  premises  196-202  Grand  street  Ex¬ 
tension,  and  373  South  1st  street,  southeast  corner 
(Block  2399,  Lot  24),  Borough  of  Brooklyn. 

799-45-BZ— -  Application,  December  20,  1945,  under  sec¬ 
tion  7 i  of  the  zoning  resolution,  of  Walter  Eberhardt, 
applicant,  on  behalf  of  Anna  Rosello,  owner  (Willy 
Furo,  lessee),  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment  to  garage  for  not 
more  than  five  motor  vehicles,  repair  shop  and  one 
apartment;  premises  507  East  76th  street,  north  side. 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

158-46-BZ — Application,  February  27,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Max  Abramovitz, 
applicant,  on  behalf  of  Fairchild  Press,  Inc.,  owner,  to 
permit  in  retail  use,  B  area  district,  the  erection  of  a 
building,  using  more  area  than  permitted;  premises  3-9 
Fast  12th  street,  east  side.  150  ft.  east  of  5th  avenue, 
and  6-10  East  13th  street  (Block  570,  Lot  8),  Borough 
of  Manhattan. 
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307-46-BZ — Application,  April  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Carl  E.  Troy,  ap¬ 
plicant,  on  behalf  of  General  Linen  Supply  and  Laundry 
Co.,  Inc.,  owner,  to  permit  in  local  retail  use,  C  area 
district,  the  alteration  and  extension  of  present  buildings 
for  the  storage,  shipping  and  manufacturing  of  dry 
goods  in  conjunction  with  existing  wet  wash  laundry, 
using  more  than  area  permitted;  premises  857-867 
Myrtle  avenue,  north  side,  225  ft.  east  of  Marcy  avenue 
(Block  1747,  Lots  53-58,  inclusive),  Borough  of  Brook¬ 
lyn. 

210-46-BZ — Application,  March  21,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Shlefstein,  ap¬ 
plicant,  on  behalf  of  Ida  Fein,  owner,  to  permit  in  a  resi¬ 
dence  use,  F  area  district,  the  erection  of  a  building 
without  the  required  setbacks  and  side  yards,  and  with 
the  area  of  second  floor  in  excess  of  that  permitted; 
premises  1466-1474  East  24th  street,  and  2333-2339  Olean 
street,  southwest  corner  (Block  7677,  Lots  14  and  15), 
Borough  of  Brooklyn. 

284-46-BZ — Application,  April  22,  1946,  under  sections 
7a  and  7c  of  the  zoning  resolution,  of  S.  J.  Kessler  and 
Sons,  applicants,  on  behalf  of  Cannon  Construction 
Corp.  and  Seventy  Chelsea  Corp.,  owners,  to  permit  in 
a  retail  use,  B  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  and  oil  selling  station,  and  repair 
shop,  without  the  required  rear  yard,  and  using  more 
than  the  area  permitted;  premises  136-148  7th  avenue, 
and  202-204  West  19th  street,  southwest  corner  (Block 
768,  Lots  35-42,  inclusive),  Borough  of  Manhattan. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Olive  O.  Kalmus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  of  a  build- 
in  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline 
service  station;  premises  65-04  to  65-05  Kissena  boule¬ 
vard,  southeast  corner  of  65th  avenue  (Block  6742,  Lot 
10),  Flushing,  Borough  of  Queens. 

1017-39-BZ— Application  of  Marie  E.  Carroll,  applicant 
and  owner,  reopened  June  4,  1946,  for  consideration  as 
to  extension  of  variance — Application,  previously 
nranted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  448-452  East  189th 
street,  south  side,  89.02  ft.  east  of  Third  avenue  (Block 
3042,  Lots  27  and  29),  Borough  of  The  Bronx. 

960-27-BZ — Application  of  S.  Walter  Katz,  applicant,  on 
behalf  of  Alfred  Ambrogi  and  Jacqueline  Garola,  own¬ 
ers,  reooened  April  2,  1946  under  sections  7b  and  7c  of 
the  zoning  resolution,  to  permit  in  a  residence  and  busi¬ 
ness  use  district,  the  change  in  occupancy  from  garage 
for  more  than  five  motor  vehicles  (previously  granted 
by  the  Board)  to  garage  for  more  than  five  motor  ve¬ 
hicles  first  floor  and  manufacturing  (25%)  on  second 
floor;  premises  1816  Boston  road,  east  side,  109.88  ft. 
south  of  East  176th  street,  and  1819  Vyse  avenue  (Block 
2191,  Lot  52),  Borough  of  The  Bronx. 

84-34-BZ — Application  of  Adolph  Goldberg,  applicant, 
on  behalf  of  The  Lincoln  Savings  Bank  of  Brooklyn, 
owner,  reopened  April  30,  1946  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use,  C  area  district,  the  extension  of  present 
building  (granted  by  the  Board)  to  cover  more  than 
?rea  permitted;  premises  7421-7425  5th  avenue,  and  501  - 
509  Bay  Ridge  parkway,  northeast  corner  (Block  5931, 
Lots  1  and  3),  Borough  of  Brooklyn. 

265-46-BZ — Application,  April  10,  1946,  under  section  21 
of  the  zoning  resolution,  of  Howard  H.  Snyder,  appli¬ 
cant,  on  behalf  of  Hotel  Taft  Corporation,  owner,  to 
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permit  in  a  retail-1  and  business-1  use,  B  area  and  Class 
2  height  district,  the  extension  of  existing  building  in 
height  by  the  erection  of  an  additional  pent-house  to 
exceed  the  height  permitted  by  section  8  subdivision 
(g);  premises  761-779  7th  avenue,  east  side,  from  West 
50th  to  West  51st  street,  and  148  West  51st  street  (Block 
1003,  Lot  1),  Borough  of  Manhattan. 

168-46-BZ — Application,  March  6,  1946,  under  section  21 
ot  the  zoning  resolution,  of  Norman  Lederer,  applicant, 
on  behalf  of  Ruth  Charken,  owner,  to  permit  in  a  resi¬ 
dence  use,  D  area  district,  the  maintenance  of  an  exist¬ 
ing  extension  to  one  family  dwelling  without  required 
rear  yard;  premises  453  Beach  22nd  street  (rear),  west 
side,  137.97  ft.  south  of  Brookhaven  avenue  (Block  255, 
part  of  Lot  56),  Edgemere,  Borough  of  Queens. 

1306-22-BZ — Ap-plication  of  J.  Daniel  Dougherty,  appli¬ 
cant,  on  behalf  of  Craft  Realty  Corp.,  owner  (Standard 
Brands,  Inc.,  lessee),  reopened  May  14,  1946,  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  change  of  use  for  a  temporary 
period,  to  office,  storage  of  packaged  food  products  and 
garage  space  (previously  granted  by  the  Board);  prem¬ 
ises  113-129  Empire  boulevard,  north  side,  140  ft.  west 
of  Bedford  avenue  (Block  1306,  Lot  41),  Borough  of 
Brooklyn. 

280-41-BZ — Application  of  Jack  Z.  Cohen,  applicant,  on 
behalf  of  Constel  Realty  Corp.,  owner,  reopened  April 
2,  1946,  under  sections  7c,  7i  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use,  C  area  district,  the 
erection  and  maintenance  of  building  to  be  used  as  a 
motor  vehicle  repair  shop,  using  more  than  permitted 
area;  premises  65-71  Furman  avenue,  north  side,  99  ft. 
6  in.  east  of  Bushwick  avenue  (Block  3462,  Lots  63-67), 
Borough  of  Brooklyn. 

522-44-BZ — Application  of  Irving  Ditchek,  applicant,  on 
behalf  of  Jack  Ditchek,  owner,  reopened  April  2,  1946, 
under  section  7i  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  change  of  occupancy  from 
automobile  accessories  store  to  motor  vehicle  repair 
shop;  premises  8232  18th  avenue,  west  side,  23  ft.  north 
of  84th  street  (Block  6314,  Lot  76),  Borough  of  Brook¬ 
lyn. 

402-46-BZ— Application,  June  3,  1946,  under  section  7h 
of  the  zoning  resolution,  of  William  Katz,  applicant,  on 
behalf  of  National  Sugar  Refining  Co.,  owner,  to  per¬ 
mit  in  a  business  and  unrestricted  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles 
for  a  term  of  five  (5)  years;  premises  98-104  Wall  street, 
and  120-126  Front  street,  northwest  corner  (Block  38, 
Lot  1),  Borough  of  Manhattan. 

164-46-BZ — Application,  February  28,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Joseph  P.  Clavin,  owner,  to 
permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  from  one  family  residence  to  undertaker’s  estab¬ 
lishment  and  one  family  residence;  premises  7722-7736 
4th  avenue,  and  375-379  78th  street,  northwest  corner 
(Block  5960,  Lot  50),  Borough  of  Brooklyn. 

191-46-BZ— Application,  March  8,  1946,  under  sections 
7c  and  cl  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue, 
south  side,  210  ft.  east  of  Harway  avenue  (Block  6897^ 
Lot  18),  Borough  of  Brooklyn. 

70-46-BZ— Application,  January  9,  1946,  under  section 
21  of  the  zoning  resolution,  of  Morris  Whinston,  appli¬ 
cant,  on  behalf  of  668  Realty  Corporation,  owner,  to 
permit  in  a  retail  use,  B  area  district,  the  extension  of 
existing  structure,  using  more  than  permitted  area; 
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premises  668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

522- 43-BZ — Application  of  Edwin  W.  Kleinert,  applicant 
on  behalf  of  Mary  E.  Godley,  James  E.  Hopkins,  Min¬ 
erva  Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners  (Wheeler  Shipbuilding  Corp.,  lessee),  re¬ 
opened  March  26,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  for  a  temporary  term,  the  use  and  maintenance 
of  a  temporary  storage  shed;  the  storage  of  lumber, 
and,  also  the  parking  of  more  than  five  motor  vehicles 
(employee’s  cars);  premises  152-02  to  153-10  10th  ave¬ 
nue,  10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42,  44,  47, 
and  68,  Block  4538,  Lots  1  and  18  and  Block  4539,  Lots 
1,  18,  19,  30  and  32),  Whitestone,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

523- 43-A — 152-02  to  153-10  10th  avenue,  10-01  to  11-29 
152nd  street  and  southeast  corner  and  10-34  154th  street 
(Block  4536,  Lots  17,  32,  33,  42,  44  and  68,  Block  4538, 
Lots  1  and  18  and  Block  4539,  Lots  18,  19,  30  and  32), 
Whitestone,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 153rd  street); 
(reopened  March  26,  1946). 

178-46-A — 668  8th  avenue,  east  side,  80  ft.  north  of  West 
42nd  street  (Block  1014,  Lot  4),  Borough  of  Manhattan. 

165-46-A — 7722-7736  4th  avenue,  and  375-379  78th  street, 
northwest  corner  (Block  5960,  Lot  50),  Borough  of 
Brooklyn. 

192-46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough 
of  Brooklyn. 

403-46-A — 3-9  East  12th  street,  north  side,  150  ft.  east 
of  5th  avenue,  and  6-10  East  13th  street  (Block  570, 
Lot  8),  Borough  of  Manhattan. 

423-46-A — 600  West  59th  street  (barge),  dock  property 
between  West  58th  and  West  59th  streets  (Blocks  1106 
and  1109,  Lots  1),  Borough  of  Manhattan. 

Appliances  and  Materials  for  Approval. 

478-45-SA— General  Controls  Co.  Solenoid  (electric) 
Valve,  Series  K-10. 

* 

148-46-SM — Tolex-Fire  Resistant  Coated  Fabric. 
274-46-SM — Saniflamed  (flame  resistant  compound). 
378-46-SA— Homes  Oil  Burner. 

152-46-SM — PERM  A  BOARD  (Kiln  Dried  Balsa  Wood 
Structural  Insulation  Board). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  25,  1946,  2  P.  M. 

NO  TICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  25,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

183-46-A — 76)4  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46-A — 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 


386-46-A — 15-29  Bridgewater  street,  south  side,  142  ft. 
6  in.  west  of  Meeker  avenue  and  885-895  Meeker  avenue 
(Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46),  Bor¬ 
ough  of  Brooklyn. 

184-45-A — 1 47-02  Newport  avenue,  northwest  corner  of 
Beach  147th  street  (Block  34,  Lots  1634  and  1643),  Ne- 
ponsit,  Borough  of  Queens  (reopened  and  restored  to 
calendar  April  9,  1946;  previously  withdrawn). 

391-46-A — 236-238  West  40th  street,  south  side,  254  ft. 
4)4  in.  west  of  7th  avenue  (Block  789,  Lot  60),  Borough 
of  Manhattan. 

397-46-A — 341-361  Hudson  street,  west  side,  100-110  King 
street  and  95-103  Charlton  street,  entire  block  (3rd 
floor);  (Block  598,  Lots  50,  53-66  and  68-70),  Borough 
of  Manhattan. 

225-46-A — Port  Morris  Railroad  yard,  400  ft.  south  of 
East  149th  street  and  Bruckner  boulevard  (Block  2599, 
Lot  100),  Borough  of  The  Bronx. 

280-46- A — 43  West  56th  street,  north  side,  269  ft.  10)4 
in.  east  of  Avenue  of  The  Americas  (6th  avenue);  (Block 
1272,  Lot  12),  Borough  of  Manhattan. 

291-46-A — 241-243  West  28th  street,  south  side,  249  ft. 
3  in.  east  of  8th  avenue  (Block  778,  Lot  18),  Borough  of 
Manhattan. 

352-46-A — 45-46  21st  street  and  11-55  46th  avenue,  south¬ 
west  corner  (basement  and  1st  floor);  (Block  54,  Lot  1), 
Long  Island  City,  Borough  of  Queens. 

370-46-A — 231  Eagle  street,  north  side,  175  ft.  west  of 
Provost  street  (Block  2497,  Lot  20),  Borough  of  Brook¬ 
lyn. 

393-46-A — 39  and  41  East  50th  street,  north  side,  111 
ft.  west  of  Park  avenue  (Block  1286,  Lots  31  and  31)4), 
Borough  of  Manhattan. 

399-46-A — 33  Bleecker  street,  northwest  corner  of  Ever¬ 
green  avenue  (1st  floor);  (Block  3295,  Lot  19),  Borough 
of  Brooklyn. 

404-46-A — 385  Livonia  avenue  and  569  Sackman  street, 
northeast  corner  (Block  3796,  Lot  1),  Borough  of 
Brooklyn. 

434-46-A — 19-29  Rockwell  place,  east  side,  151  ft.  south 
of  DeKalb  avenue  (cellar);  (Block  2095,  Lot  10),  Bor¬ 
ough  of  Brooklyn. 

447-46-A — 333  East  50th  street,  north  side,  289  ft.  west 
of  1st  avenue  (Block  1344,  Lot  14)4),  Borough  of  Man¬ 
hattan. 

449-46-A — 255-04  to  255-12  85th  avenue,  south  side,  and 
255-03  to  255-11  85th  avenue,  north  side,  120  ft.  east  of 
Little  Neck  parkway  (Block  8785,  part  of  Lots  6  and 
13  and  Block  8784,  part  of  Lots  41  and  69),  Queens 
Village,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  2,  1946,  10  A.  M. 

NOT  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  2,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

296-46-BZ— Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischief 
applicant,  on  behalf  of  Flatbush  Savings  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area' district,' 
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the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear  of  building  (residence  zone); 
premises  1550  Flatbush  avenue,  west  side,  58  ft.  4)4  in. 
north  of  Germania  place,  and  135-143  Kenilworth  place 
(Block  7557,  Lot  6),  Borough  of  Brooklyn. 

401-31-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium;  premises  624-626  Atlantic  avenue,  and  9  5th 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

254-46-BZ — Application,  April  4,  1946,  under  sections  7b 
and  21  of  the  zoning  resolution,  of  David  I.  Shivitz,  ap¬ 
plicant,  on  behalf  of  Woodward  Associates,  owner, 
(Douglas  Leigh,  Inc.,  lessee),  to  permit  in  a  retail  and 
business  use  district,  the  erection  of  an  electric  sign  on 
the  roof  of  building;  premises  1724-1728  Broadway,  and 
204-210  West  55th  street,  southeast  corner  (Block  1026, 
Lots  41  and  37),  Borough  of  Manhattan. 

366-46-BZ — Application,  May  14,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Ida 
Agins  and  Louis  C.  Boas,  Executors  of  Estate  of  Isaac 
Boas,  owners  (Laundry  Mart,  Inc.,  lessee),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry;  premises 
196  Sutter  avenue,  southeast  corner  of  Amboy  street 
(Block  3540,  Lot  22),  Borough  of  Brooklyn. 

787-45-BZ — Application,  December  18,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Theodore  Hillen- 
brand,  owner,  to  permit  in  a  retail  use,  D  area  district, 
the  extension  of  existing  building,  using  more  than  the 
area  permitted;  premises  63-17  Woodhaven  boulevard, 
north  side,  135.45  ft.  east  of  63rd  avenue  and  63-16  to 
63-20  Fitchett  street  (Block  3113,  Lot  8),  West  Forest 
Hills,  Borough  of  Queens. 

789-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Daniel  Battapaglia,  owner,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium  and 
auto  laundry;  premises  56-02  to  56-20  Broadway,  and 
34-01  to  34-05  56th  street,  southeast  corner  (Block  1195, 
Lots  44,  46,  50  and  52),  Woodside,  Borough  of  Queens. 

593-30-BZ — Application  of  Joseph  B.  Lynch,  applicant, 
on  behalf  of  Hauben  Investing  Corp.,  owner,  reopened 
January  15,  1946,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  granted  by  the  Board);  premises  219-02 
Horace  Harding  boulevard,  and  61-01  219th  street,  south¬ 
east  corner  (Block  7609,  part  of  Lot  1),  Bayside,  Bor¬ 
ough  of  Queens. 

322-46-BZ — Application,  May  2,  1946,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Breitfeller  Motors, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  an  automobile  showroom,  acces¬ 
sories,  motor  vehicle  repair  shop  and  gasoline  service 
station;  premises  189-20  to  189-24  and  191-02  to  191-20 
Northern  boulevard,  southwest  corner  of  192nd  street 
(Block  5513,  Lots  27,  55  and  56),  Flushing,  Borough  of 
Queens. 

337-24-BZ — Application  of  William  J.  Minogue,  appli¬ 
cant,  on  behalf  of  Dean  Murray  Garage  Co.,  Inc.,  owner, 
reopened  May  14,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 


change  in  occupancy  from  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  Board)  to 
factory,  offices  and  storage;  premises  620-622  West  153rd 
street,  south  side,  250  ft.  west  of  Broadway  and  619-621 
West  152nd  street  (Block  2099,  Lot  20),  Borough  of 
Manhattan. 

246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  Zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection 
of  a  one  story  extension  to  present  dry  cleaning  building 
(previously  granted  by  the  Board)  to  be  used  as  dry 
cleaning  department  and  finishing  department;  premises 
46-62  Greenleaf  avenue,  and  141-157  Marion  street,  north¬ 
west  corner  (Block  236,  Lots  66,  69  and  73),  Stapleton, 
Borough  of  Richmond. 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson, 
applicants,  on  behalf  of  Frostone  Corporation,  owner, 
to  permit  in  a  residence  use,  D  area  district,  the  erection 
of  a  structure  tor  manufacturing  purposes,  using  more 
than  the  area  permitted  and  omitting  the  required  rear 
yard;  premises  202-208  Tillary  street,  south  side,  91  ft. 
east  ot  Prince  street,  and  67-73  Prince  street,  east  side, 
96  ft.  6  in.  south  of  Tillary  street  (Block  2050,  Lots 
100,  103,  110,  112,  113,  115  and  118),  Borough  of  Brook¬ 
lyn. 

329-46-BZ — Application,  April  26,  1946,  under  section  7c 
of  the  zoning  resolution,  of  W.  F.  Lamb,  of  Shreve, 
Lamb  and  Harmon,  applicant,  on  behalf  of  Standard 
Brands,  Inc.,  owner,  to  permit  in  a  residence  and  un¬ 
restricted  use  district,  the  erection  of  a  tunnel  and  pas¬ 
sageway  connecting  a  proposed  building  in  the  unre¬ 
stricted  portion,  to  the  existing  building  in  the  residence 
district,  and,  also  the  parking  of  more  than  five  (5) 
motor  vehicles;  premises  810  Grand  Concourse,  south¬ 
east  corner  of  East  158th  street,  and  southwest  corner 
of  Sheridan  avenue  and  East  158th  street  (Block  2458, 
Lot  90),  Borough  of  The  Bronx. 

Appliance  and  Material  for  Approval. 

1205-39-SA — Bake-O-Heat  Oil  Burner,  additional  Auto¬ 
matic  Model,  Model  2  B.O.H.A.  (reopened  April  30, 
1946). 

506-45-SM — Associates  hour  double-hung  window. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  2,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  July  2,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Appeal  from  Administrative  Decision. 

390-46-A — 92-24  to  92-30  Queens  boulevard,  and  89-12  to 
89-22  Eliot  avenue,  southeast  corner  (Block  3075,  part 
of  Lot  6),  Elmhurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  9,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 
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Zoning  Applications. 

312- 46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u/w  G.  Wilbur  Doughty,  deceased,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka- 
way,  Borough  of  Queens. 

177-32-BZ— Application  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium,  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner 
(Block  6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to  permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 
for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 
laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14-24  Avenue  M,  and  1 500- 
1546  McDonald  avenue,  southwest  corner  (Block  6563, 
Lots  6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke, 
applicant,  on  behalf  of  George  Campo,  owner,  to  permit 
in  a  business  use,  D  area  district,  the  erection  of  a 
building  (bowling  alley)  to  use  more  than  the  permitted 
area;  premises  189-18  Linden  boulevard,  south  side,  50 
ft.  west  of  190th  street  (Block  12599,  Lot  8),  South 
Jamaica,  Borough  of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner, 
(Manox  Theatre  Corp.  and  Jacob  Rosenblum,  lessees), 
reopened  February  20,  1945,  under  sections  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use  district,  an  existing  sign  and  the  erection 
of  proposed  sign;  premises  2301-2313  Grand  Concourse, 
and  163-169  East  183rd  street,  northwest  corner  (Block 
3164,  Lot  31),  Borough  of  The  Bronx. 

780-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Vito  Santoro,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy 
from  stable  and  storage  of  wagons  to  wholesale  beer 
distributor,  office  and  storage  of  five  (5)  motor  vehicles; 
premises  1818-1820  Bleecker  street,  east  side,  155  ft. 
north  of  Seneca  avenue  (Block  3435,  Lots  21  and  22), 
Ridgewood,  Borough  of  Queens. 

313- 4S-BZ — Application,  April  30,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution  of  Siegel  and  Green, 
applicants,  on  behalf  of  130  Willis  Avenue  Realty  Corp., 
owner,  to  permit  in  a  residence  use  district,  the  change 
in  occupancv  from  drug  factory,  to  store  front  manufac¬ 
turing.  first  floor,  and  factory  use  on  other  floors;  prem¬ 
ises  400  East  134th  street,  and  130-136  Willis  avenue, 
southeast  corner  (Block  2278,  Lot  5),  Borough  of  The 
Bronx. 


790-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Anna  Krishian,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  and  electrical 
supply  showroom,  lubritorium,  auto  laundry,  brake  test- 
and,  wheel  aligning,  minor  repairs  (hand  tools  only); 
premises  178-68  to  178-90  South  Conduit  boulevard,  and 
144-76  to  144-82  Farmers  boulevard,  southwest  corner 
(Block  4510,  Lots  1  and  201),  Springfield,  Borough  of 
Queens. 

181-38-BZ — Application  of  Bertram  Smith,  applicant  and 
owner,  reopened  June  18,  1946,  for  consideration  as  to 
extension  of  time  to  complete  work — Application,  pre¬ 
viously  granted  on  condition,  under  section  21  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
the  alteration  and  conversion  of  occupancy  of  part  of 
an  existing  garage  for  more  than  five  motor  vehicles 
(previously  acted  upon  by  the  Board)  so  as  to  include 
a  gasoline  service  station;  premises  410  City  Island 
avenue,  northeast  corner  of  Ditmars  street  (Block  5645, 
Lot  1),  Borough  of  The  Bronx. 

64-46-BZ — -Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Katharina  Pretsch,  owner,  to 
permit  in  a  residence  and  business  use  district,  the  erec¬ 
tion  of  a  gasoline  service  station,  office,  lubritorium, 
auto  laundry,  minor  repairs,  wheel  aligning  and  brake 
testing;  premises  109-64  to  109-72  Van  Wyck  boulevard, 
west  side,  120  ft.  north  of  111th  avenue  (Block  11615, 
Lot  40),  Jamaica,  Borough  of  Queens. 

392-46-BZ — Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  ap¬ 
plicant,  on  behalf  of  John  H.  Limpert,  owner,  to  per¬ 
mit  in  a  retail  use,  B  area  district,  the  proposed  exten¬ 
sion  to  existing  building  using  more  than  the  area  per¬ 
mitted;  premises  106  West  45th  street,  south  side,  103 
ft.  west  of  Avenue  of  The  Americas  (6th  avenue);  (Block 
997,  Lot  37),  Borough  of  Manhattan. 

318-18-BZ — Application  of  M.  W.  Del  Gaudio,  applicant, 
on  behalf  of  93-95  Charles  Street,  Inc.,  owner  (M. 
Marotta  and  Sons,  lessee),  reopened  May  28,  1946,  un¬ 
der  sections  7c  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  and  a  local  retail  use  district,  the 
change  in  occupancy  from  public  garage  for  more  than 
five  (5)  motor  vehicles  (previously  granted  by  the 
Board),  to  sorting,  baling,  storage  and  shipping  of  paper 
stock;  premises  93-95  Charles  street,  north  side,  70  ft. 
west  of  Bleecker  street  (Block  621,  Lot  25),  Borough  of 
Manhattan. 

372-46-BZ — Application,  May  20,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Herman  F.  Spinken,  appli¬ 
cant,  on  behalf  of  M.  L.  Stilhvagon,  owner  (Paul  P. 
Zerner,  prospective  owner),  to  permit  in  a  business  use 
district,  the  change  in  occupancy  from  store  and  garage 
to  dry  cleaning  establishment;  premises  86-39  1 20th 
street,  east  side,  49.66  ft.  south  of  Jamaica  avenue  (Block 
9274,  Lot  83),  Richmond  Hill,  Borough  of  Queens. 

332-46-BZ— Application,  May  7,  1946,  under  sections  7f 
and  21  of  the  zoning  resolution,  of  Kenneth  W.  Milnes, 
applicant,  on  behalf  of  Harry  J.  and  Gilbert  S.  Brown, 
owners,  to  permit  in  business  use  district,  the  installa¬ 
tion  of  a  1500  gallon  gasoline  storage  tank  and  discharge 
pump;  premises  142  Mansion  avenue,  southeast  corner 
of  McKee  avenue  (Block  5202,  Lot  5),  Great  Kills,  Ror- 
ough  of  Richmond. 

1063-27-BZ — Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
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the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously 
granted  by  the  Board)  increasing  the  area  of  station; 
premises  133-44  150th  street,  and  149-12  North  Conduit 
avenue,  northwest  corner  (Block  12116,  Lots  1,  5,  53 
and  56),  South  Jamaica,  Borough  of  Queens. 

413- 46-BZ — Application,  June  6,  1946,  under  section  7b 
of  the  zoning  resolution,  of  Zareh  Sourian,  applicant,  on 
behalf  of  Dikran  G.  Kelekian,  Inc.,  owner,  to  permit  in 
a  residence  and  restricted  retail  use  district,  the  change 
of  occupancy  from  one  family  dwelling,  to  galleries  and 
one  family  residence,  on  top  floor;  premises  24-32  East 
69th  street,  south  side,  84  ft.  east  of  Madison  avenue 
(Block  1383,  Lot  49),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

414- 46-A — 24-32  East  69th  street,  south  side,  84  ft.  east 
of  Madison  avenue  (Block  1383,  Lot  49),  Borough  of 
Manhattan. 

Material  for  Approval. 

283-46-SM— Pomeroy  System  for  Walls  and  Ceilings 
(Mechanical  Fastenings  for  Acoustical  and  Insulation 
Materials). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  9,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

177-46-A — -216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

363-46-A — 1st  avenue  to  Marginal  street,  from  East  20th 
to  East  23rd  streets  (Blocks  952,  953,  954,  978,  979,  980 
and  987,  Lots  1),  Peter  Cooper  Village,  Borough  of 
Manhattan. 

385-46-A — 548  West  51st  street,  south  side,  175  ft.  east 
of  11th  avenue  (2nd  floor);  (Block  1079,  Lot  57),  Bor¬ 
ough  of  Manhattan. 

435-46-A — 91-36  Lamont  avenue,  east  side,  between 
Gleane  and  Forley  streets  (Block  1577,  Lots  1,  4,  7  and 
10),  Elmhurst,  Borough  of  Queens  (under  section  35, 
General  City  Law  re  bed  of  mapped  street — Forley 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  16,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street 
and  15  Gallatin  place  (1st,  2nd  and  3rd  basement); 
(Block  156,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  23,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  June 
11,  1946.) 

716-41-SM 

APPLICANT — L.  Sonneborn  Sons,  Incorporated,  owner. 
SUBJECT — Lapidolith  Liquid  Concrete  Floor  Hardener, 
approval  of. 

APPEARANCES— 

For  Applicant :  Leo  Liberthson. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  applicants’  representative. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


717-41-SM 

APPLICANT — L.  Sonneborn  Sons,  Incorporated,  owner. 
SUBJECT — Lignophol  (preservative,  sealer  and  finisher  for 
wood  floors  and  trim),  approval  of. 
APPEARANCES— 

For  Applicant :  Leo  Liberthson. 
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ACTION  OF  BOARD — Application  withdrawn  at  request 
of  applicants’  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  18,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Deputy  Chief  Guinee. 


ZONING  APPLICATIONS. 

872-28-BZ 

APPLICANT — Henry  Nordheim,  for  2311  Grand  Con¬ 
course  Corp.,  owner  (Manox  Theatre  Corp.  and 
Jacob  Rosenblum,  lessees). 

SUBJECT — Application  reopened  February  20,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  sections  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign. 
PREMISES  AFFECTED — 2301-2313  Grand  Concourse, 
and  163-169  East  183rd  street,  northwest  corner 
(Block  3164,  Lot  31),  Borough  of'  The  Bronx. 
APPEARANCES— 

For  Applicant — Henry  Nordheim,  L.  Klein  and 
Charles  Segal. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.  for  further  consideration. 


PREMISES  AFFECTED— 178-68  to  178-90  South  Con¬ 
duit  boulevard,  and  144-76  to  144-82  Farmers  boule¬ 
vard,  southwest  corner  (Block  4510,  Lots  1  and 
201),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  A.  Renander. 
For  Opposition:  E.  Cafaro,  Harold  Klorfein,  Dep’t 
of  Parks  and  Rev.  S.  R.  Maybury. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument. 


313-46-BZ 

APPLICANT — Siegel  and  Green,  for  130  Willis  Avenue 
Realty  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  drug  factory,  to  store 
front  manufacturing,  first  floor,  and  factory  use  on 
other  floors. 

PREMISES  AFFECTED — 400  East  134th  street,  and  130- 
136  Willis  avenue,  southeast  corner  (Block  2278, 
Lot  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Max  Siegel,  Joseph  Rosenfeld  and 
Sidney  Rubeinstein. 

For  Opposition:  Chas.  J.  Bohlen,  John  Coen,  Mrs. 
Coen,  B.  Bannon,  Bridget  Connolly,  Susan  Zil- 
man,  Agnes  McHale,  Catherine  Butler,  E. 
Biestermann,  Anna  Lang,  Mary  McGrath,  Mary 
Walsh,  Nellie  McHale,  Sarah  Walsh,  Nellie 
Conlon,  Thomas  Conlon  and  Thomas  Watson. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.M.  for  inspection  by  a  committee  of  the  Board 
and  for  decision  without  further  argument. 


780-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Vito  Santoro, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  stable  and  storage  of  wagons  to 
wholesale  beer  distributor,  office  and  storage  of 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1818-1820  Bleecker  street,  east 
side,  155  ft.  north  of  Seneca  avenue  (Block  3435, 
Lots  2T' and  22),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Vito  Santoro. 
For  Opposition:  J.  Jermann. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946  at  10 
A.M.  to  permit  inspection  by  a  committee  of  the 
Board,  and  for  further  consideration. 


790-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Anna  Krishian, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  auto 
and  elcetrical  supply  showroom,  lubritorium,  auto 
laundry,  brake  testing,  wheel  aligning,  minor  re¬ 
pairs  (hand  tools  only). 


122-46-BZ 

APPLICANT — M.  Martin  Elkind,  for  Griffin  Estate,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of 
a  building,  on  existing  gasoline  station  for  office, 
lubritorium  and  repair  of  motor  vehicles. 

PREMISES  AFFECTED — 34-51  Bell  boulevard,  and 
213-35  35th  avenue,  northeast  corner  (Block  6117, 
Lot  12),  Bayside,  Borough  of  Queens. 
APPEARANCES— 


Dep’t  of  Hous- 


For  Applicant :  M.  Elkind. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem, 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prej  udice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  Q 


186-45-BZ 

APPLICANT — Henry  Nordheim,  for  Adam  Stoll,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change 
of  occupancy  from  two  family  dwelling  (existing) 
to  three  family  dwelling. 
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PREMISES  AFFECTED — 1219  Mace  avenue,  northwest 
corner  of  Pearsall  avenue  (Block  4462,  Lot  5), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (186-45-BZ) 

Whereas,  Henry  Nordheim,  for  Adam  Stoll,  owner,  filed 
April  2,  1945,  an  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  change 
of  occupancy  from  two  family  dwelling  (existing)  to  three 
family  dwelling;  premises:  1219  Mace  avenue,  northwest 
corner  of  Pearsall  avenue  (Block  4462,  Lot  5),  Borough  of 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  June  18,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Mace  avenue  is  in  residence  use,  D1 
area  and  Class  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
March  26,  1945  re  Alt.  Applic.  213-44,  reads: 

“A-l.  The  proposed  change  of  occupancy  of  the  ex¬ 
isting  two  family  brick  dwelling  to  three  family  occu¬ 
pancy  in  a  ‘D-1’  area  district  is  contrary  to  Article  4, 
Section  14-A  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  32.3  ft.  frontage  by  100.15  ft.  in  depth,  on  which 
is  located  a  building  22  ft.  6  in.  front  by  51  ft.  in  depth; 
that  it  is  proposed  to  convert  the  basement  into  an  apart¬ 
ment  (4  rooms,  foyer  and  bath)  with  entrance  from  the 
rear  of  house ;  and 

Whereas,  the  applicant  contends  that  this  building  is 
situated  on  the  border  line  of  a  D-1  district ;  that  it  is  lo¬ 
cated  on  a  corner  plot  and  its  side  faces  the  Interboro  Rapid 
Transit  railroad  cut;  that  such  location  is  no  advantage  to 
real  estate  and  all  lots  on  Block  4463  through  which  this 
cut  runs  are  all  vacant,  likewise  all  surrounding  corner  plots 
and  many  back  from  these  corners  remain  vacant  for  about 
the  same  reason  that  this  railroad  cut  is  an  unsightly  affair ; 
that  such  conditions  effected  the  rent  obtained  from  this 
house  and  the  owner,  desiring  to  hold  on  to  his  investment 
finds  the  only  solution  is  an  apartment  in  the  basement  to 
obtain  sufficient  revenue  to  meet  all  carrying  charges  ;  that 
there  is  no  objection  from  the  Housing  Division  to  the 
installation  of  a  third  family  as  the  premises  can  be  made 
to  conform  to  all  sections  of  the  Multiple  Dwelling  Law  if 
a  variation  of  the  zoning  requirements  can  be  obtained ; 
that  this  building  is  brick  construction,  two  stories  and  attic 
with  a  basement  of  sufficient  height  and  adequate  window 
area  for  all  rooms,  and  the  entrance  to  this  apartment  will 
be  through  the  rear,  thus  no  change  to  the  outward  appear¬ 
ance  is  proposed ;  that  the  premises  are  almost  a  mile  to 
transit  stations  which  also  has  a  bearing  on  the  scale  of  rents 
obtainable;  that  the  owner  purchased  the  property  to  reside 
there  and  gave  up  the  idea  due  to  the  inconvenience  of 
travel ;  that  by  not  residing  on  the  premises,  a  caretaker 
was  needed  to  tend  the  fire,  clean  halls,  etc. ;  this  presented 
the  question  of  an  apartment;  that  no  tenant  who  could 
afford  the  rent  of  a  first  or  second  floor  apartment  would  do 
such  chores  and  that  is  why  a  basement  apartment  seemed 
most  feasible ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 


stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship ; 
and 

Whereas,  the  borough  superintendent  has  ruled  that  the 
lowest  story  in  question  is  a  basement  and  not  a  cellar. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  existing  two  family  brick  dwelling 
to  be  occupied  for  three  families  as  proposed,  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area ; 
that  the  building  shall  be  made  to  comply  with  the  require¬ 
ments  of  the  Multiple  Dwelling  Law;  that  this  variance 
has  to  do  with  zoning  only ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution. 


63-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  E.  Win¬ 
kle,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of 
a  gasoline  service  station,  battery  and  ignition  re¬ 
pairing,  lubritorium,  office  and  auto  laundry. 
PREMISES  AFFECTED— 108-05  to  108-15  Rockaway 
boulevard,  north  side,  30  ft.  east  of  108th  street 
(Block  11475,  Lot  1),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  A,  Lama  and  Edward  Winkle. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commisisoners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (63-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  William  E.  Winkle, 
owner,  filed  January  23,  1946  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  gasoline  service  station,  battery  and 
ignition  repairing,  lubritorium,  office  and  auto  laundry,  af¬ 
fecting  premises  108-05  to  108-15  Rockaway  boulevard,  30 
ft.  east  of  108th  street  (Block  11475,  Lot  1),  Richmond 
Hill,  Borough  of  Queens  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  18,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  acompanying  the  zoning  reso¬ 
lution  show  that  Rockaway  boulevard  is  in  a  business  use 
D  area  and  Class  1  height  district;  108th  street  is  in  resi¬ 
dence  and  business  use  D  area  and  Class  1  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  28,  1945  on  N.B.  Applic.  2336-45  reads: 
“1.  The  erection  of  a  gasoline  service  station  includ¬ 
ing  a  building  to  be  used  for  Battery  and  Ignition  Re¬ 
pairing.  Lubritorium,  Office,  and  Auto  Laundry,  on  a 
plot  located  in  a  business  zone,  is  contrary  to  Article  2, 
Sec.  4,  subsec.  29  and  46  of  the  Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  (irregular)  119.57  ft.  frontage  by  53.23  ft.  in 
depth,  on  which  it  is  proposed  to  erect  a  building  72  ft. 
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front  by  40  ft.  in  depth,  1  story,  13  ft.  in  height,  of  Class  3 
construction;  that  it  is  proposed  to  demolish  the  existing 
structures  and  construct  a  new  building ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  masonry  building  20'  x  27'  6" 
which  is  used  for  minor  automobile  repairs,  measuring 
approximately  16'  x  16'  8"  which  houses  an  office  and  sales 
room ;  that  there  are  two  open  steel  greasing  pits  and  five 
500  gal.  storage  tanks ;  that  it  is  proposed  to  demolish  the 
existing  structures  and  construct  a  modern  building  at  the 
northwest  portion  of  the  plot,  approximately  72  ft.  front 
by  40  ft.  in  depth  to  house  an  office,  lubritorium  and  bat¬ 
tery  ignition  repairing;  that  the  original  permit  on  these 
premises  was  issued  by  the  Fire  Department  in  1923 ;  that 
at  that  time  the  description  of  the  property  was  given  as 
north  side  of  Rockaway  boulevard,  150  ft.  east  of  108th 
street,  north  94.5  ft.,  east  22  ft.,  south  94.5  ft.  and  west  22 
ft. ;  that  this  description  apparently  was  given  on  the  loca¬ 
tion  where  the  tanks  were  to  be  installed ;  that  the  lot  has 
been  under  single  ownership  since  the  gas  station  was 
erected ;  that  the  proposed  modernization  will  in  no  way 
affect  the  surrounding  property  but  will  do  much  to  im¬ 
prove  the  appearance  and  will  be  beneficial  to  the  community 
and  it  is  therefore  requested  that  a  variation  be  granted ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  lawfully  existing  gasoline  service 
station  to  be  reconstructed  and  rearranged  as  indicated  on 
plans  filed  with  this  application  barked  “Received  January 
23,  1946,”  three  sheets,  on  condition  that  all  existing  struc¬ 
tures  above  grade  shall  be  removed  and  a  new  accessory 
building  constructed  as  indicated  on  such  plans ;  that  such 
building  shall  not  be  over  one  story  in  height  as  indicated 
and  of  the  general  design  as  shown  and  shall  comply  in 
all  other  respects  with  the  requirements  of  the  building 
code  therefor;  that  there  shall  be  no  cellar  constructed  under 
the  accessory  building;  that  any  heater  room  shall  be  sepa¬ 
rated  from  the  balance  of  the  accessory  building  by  fireproof 
construction  and  shall  be  enterable  only  from  the  exterior; 
that  there  shall  be  no  exterior  windows  on  any  of  the  in¬ 
terior  lot  lines;  that  the  balance  of  the  premises  shall  be 
surfaced  with  concrete,  asphalt  or  other  approved  impervi¬ 
ous  surfacing ;  that  along  the  interior  lot  line  to  the  north 
and  east  there  shall  be  erected,  in  place  of  the  present  wood 
picket  fence,  a  masonry  wall  not  less  than  6  ft.  in  height 
properly  coped ;  that  such  wall  may  be  sloped  at  the  rate 
of  1  ft.  in  10  fon.  the  last  10  ft.  along  Rockaway  boulevard 
but  not  less  than  four  feet  in  height  at  the  building  line ; 
that  curb  cuts  shall  not  exceed  two,  each  30  ft.  in  width 
as  indicated ;  that  the  existing  curb  and  sidewalk  shall  be 
restored  ;  that  signs  shall  be  restricted  to  a  permanent  sign 
attached  to  the  facade  of  the  accessory  building  and  the 
illuminated  globes  of  the  pumps  excluding  all  roof  signs 
and  temporary  signs  but  permitting  a  post  standard  within 
the  building  line  for  supporting  a  sign  which  may  be 
illuminated  advertising  only  the  brand  of  gasoline  on  sale 
and  permitting  such  sign  to  extend  beyond  the  building 
line  for  a  distance  of  not  more  than  4  ft. ;  that  a  concrete 
curb  12  in.  in  width  and  12  in.  in  height  shall  be  erected 
along  the  building  line  from  the  east  and  from  the  west 
for  a  distance  of  approximately  5  ft.  from  the  lot  lines ; 
that  all  pumps  shall  be  erected  not  nearer  than  10  ft.  to 
the  street  building  line ;  that  the  tanks  for  the  storage  of 
gasoline  shall  not  exceed  five,  each  of  550  gallons  capacity; 
that  the  accessory  building  shall  be  arranged  for  office  and 
accessory  sales  and  lubritorium  and  laundry  and  for  battery 
and  ignition  work  and  light  repairing  to  be  done  by  hand 
tools  only ;  that  such  portable  fire-fighting  appliances  shall 


be  maintained  as  the  fire  commissioner  shall  direct ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


153-46-BZ 

APPLICANT — -Joseph  Schafran,  for  Pelmel  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  and  unrestricted 
use  district,  the  use  of  business  portion  of  the  lot 
for  ingress  and  egress  to  the  unrestricted  portion, 
and  the  storage  of  raw  materials  and  finished  prod¬ 
ucts  on  such  business  portion. 

PREMISES  AFFECTED — 4255  Boston  Post  road,  north¬ 
east  corner  of  Hutchinson  River  (Block  5655,  Lot 
340),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  Goldman. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (153-46-BZ) 

Whereas,  Joseph  Schafran,  for  Pelmel  Realty  Corpora¬ 
tion,  owner,  filed  February  19,  1945  an  application  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit  in 
business  and  unrestricted  use  districts,  the  use  of  the  busi¬ 
ness  portion  of  the  lot  for  ingress  and  egress  to  the  un¬ 
restricted  portion  and  the  storage  of  raw  materials  and 
finished  products  on  such  business  portion,  affecting  prem¬ 
ises  ;  4255  Boston  Post  road,  northeast  corner  of  Hutchinson 
River  (Block  5655,  Lot  340),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  18,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Boston  Post  road  is  in  business  and 
unrestricted  use,  A  area  and  Class  \l/2  height  districts;  and 

Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation  dated  March  27,  1946  reads : 

“(a)  Your  proposal  to  utilize  the  business  portion 
of  the  plot  for  ingress  and  egress  to  the  plant  and  store 
raw  materials  and  finished  products  upon  such  business 
portion  constitutes  a  violation  of  Article  2,  Paragraph  4 
of  the  Zoning  Resolution  of  the  City  of  New  York.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  (irregular)  586.76  ft.  frontage  by  225  ft.  in  depth, 
on  which  it  is  proposed  to  erect  within  the  business  use  area 
an  office  building  25  ft.  front  by  20  ft.  in  depth,  1  story  11 
ft.  8  in.  in  height,  of  Class  3  construction;  that  the  factory 
in  the  unrestricted  use  area  will  be  136  ft.  front  by  60  ft. 
in  depth,  1  story,  15  to  49  ft.  in  height,  of  Class  1  and  5 
construction;  that  the  factory  building  will  be  set  back  120 
ft.  from  the  street  line;  and 

Whereas,  the  applicant  contends  that  the  plot  is  at  pres¬ 
ent  vacant  and  is  substandard  for  construction  or  improve¬ 
ments  other  than  as  contemplated  by  this  application  in  that 
it  is  irregular  in  topography  running  from  level  with  the 
grade  at  the  building  line  to  minus  10  ft.  at  the  river  edge 
and  minus  8  ft.  in  the  major  interior  portions  and  is  at 
present  disfigured  by  billboards  caused  to  be  erected  by  pre¬ 
vious  owners;  that  the  properties  to  the  rear  are  occupied 
by  a  building  materials  firm  and  an  oil  company  having 
their  grounds  littered  with  cinder,  sand  and  gravel  piles, 
uncovered  wooden  bins  and  hoppers,  derricks,  elevators, 
and  cranes,  oil  storage  tanks  and  disfiguring  signs;  that 
the  properties  at  the  east  are  occupied  as  follows:  two  resi- 
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dences  (substandard),  four  dog  kennels,  one  plumbing  re¬ 
pair  shop,  one  vacant  lot  and  one  automobile  wrecking  yard ; 
that  the  properties  opposite  are  entirely  unimproved,  vacant 
except  for  billboards  and  are  sub-grade  and  swampy;  that 
the  Hutchinson  River  and  Merritt  Parkways  serving  this 
area  have  diverted  passenger  car  traffic  from  Boston  Post 
road  and  the  remaining  traffic  is  largely  trucking  and  haul¬ 
ing  ;  that  the  proximity  of  the  lift  bridge  at  the  west  corner 
of  the  property  poses  an  unusual  problem  for  any  owner 
of  this  site;  that  when  the  lift  bridge  is  open  for  the  pas¬ 
sage  of  boats  or  barges  up  or  down  the  river,  the  street 
in  front  of  the  property  is  blocked  for  several  hundred 
feet  west  from  the  bridge  with  trucks  making  normal  in¬ 
gress  or  egress  for  customer  traffic  practically  impossible ; 
that  the  proposed  building  will  be  of  Class  5  construction 
in  part,  with  approved  “Cemesto”  siding  and  will  be  de¬ 
signed  in  the  modern  manner ;  that  the  main  building  will 
be  set  back  from  the  building  line  at  least  120  ft. ;  that  the 
small  office  building  will  be  of  Class  3  construction  and 
similarly  designed ;  that  the  ground  will  be  resurfaced  and 
maintained  clean ;  that  the  billboards  will  be  removed  and 
a  neat  fence  will  front  the  property ;  that  the  premises  in 
the  unrestricted  area  will  be  used  for  the  manufacture, 
sale  and  the  storage  of  cinder  blocks  and  allied  concrete 
masonry  units  is  proposed  for  both  the  unrestricted  and 
business  areas ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c  there¬ 
of,  to  permit  within  the  business  use  portion  of  the  plot 
the  erection  of  an  office  building  as  proposed  and  a  road¬ 
way  for  access  to  the  rear  portion  of  the  plot  in  the  un¬ 
restricted  district  as  indicated  on  plans  marked  “Received 
April  10,  1946“  as  revised  and  to  permit  the  balance  of  the 
plot  in  the  business  district  to  be  occupied  for  the  storage 
of  materials  and  finished  products  produced  by  the  plant 
to  be  located  entirely  within  the  unrestricted  area ;  that 
along  the  street  building  line  of  Boston  Post  road  and 
along  the  interior  lot  lines  to  the  east  and  west  there  shall 
be  erected  a  substantial  woven  wire  fence  not  less  than  6 
ft.  in  height  and  a  gate  of  similar  construction  shall  be 
erected  and  maintained  at  the  entrance  to  the  roadway  with 
a  gate  of  approximately  3  ft.  in  width  opposite  the  office; 
that  all  existing  billboards  and  other  structures  shall  be 
removed ;  that  in  all  other  respects,  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


316-46-BZ 

APPLICANT — William  R.  Shirley  of  Shirley  and  De 
Shaw,  for  Jaruth  Holding  Corp.,  owner  (Laundry 
Mart,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
proposed  wet  wash  laundry. 

PREMISES  AFFECTED — 297  East  Houston  street,  south¬ 
east  corner  of  Clinton  street  (Block  350,  Lot  51), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leon  J.  Shapiro  and  Wm.  R. 
Shirley. 

For  Opposition:  S.  Wetchler,  L.  Glusman  and  J. 
Edelstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
N  egative  .  0 

THE  RESOLUTION  (316-46-BZ) 

Whereas,  William  R.  Shirley  of  Shirley  and  De  Shaw, 
for  Jaruth  Holding  Corporation,  owner  (Laundry  Mart, 
Inc.,  lessee),  filed  May  1,  1946,  an  application  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  a  proposed  wet  wash  laundry ;  prem¬ 
ises  :  297  East  Houston  street,  southeast  corner  of  Clinton 
street  (Block  350,  Lot  51),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  18,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  Houston  street  is  in  a  business  use, 
B  area  and  Class  1 )4  height  district;  Clinton  street  is  in  a 
business  use,  B  area  and  Class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  12,  1946,  re  Alt.  App.  553-46,  reads : 

“1.  Proposed  laundry  is  in  violation  of  Article  2 
Section  4  (a),  subdivision  51  of  the  Zoning  Resolution 
and  is  therefore  not  acceptable. 

Note  this  is  a  business  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  36  ft.  frontage  by  70  ft.  in  depth,  irregular,  on 
which  is  located  a  building  36  ft.  front  by  70  ft.  in  depth, 
irregular  five  stories  (60  feet)  in  height,  of  Class  3  con¬ 
struction;  that  it  is  proposed  to  alter  and  equip  the  store 
with  20  machines  (Bendix  self  service)  ;  and 
Whereas,  the  applicant  contends  that  on  September  14, 
1945,  Laundry  Mart,  Inc.  entered  into  a  lease  with  the 
owner  of  subject  premises  for  a  store  in  said  building  for 
a  period  of  five  years  from  January  1,  1946,  at  a  rental 
graduating  from  $200  to  $250' per  month  with  the  right  of 
tenant  to  cancel  the  said  lease  as  of  December  31st  of  any 
year  upon  paying  an  additional  $1000  for  such  privilege  of 
cancellation;  that  the  store  was  rented  for  the  proposed 
use  of  washing  machines  and  for  no  other  purpose ;  that  the 
lessee  has  no  right  to  assign  the  lease  or  sublease  for  any 
other  line  of  business ;  that  the  premises  are  located  in  a 
business  use  district ;  that  at  the  time  of  execution  of  the 
lease  it  was  the  practice  of  the  boroughh  superintendents 
of  the  various  boroughs  to  issues  certificates  of  occupancy 
for  stores  of  that  nature  in  business  districts ;  that  by  a  sub¬ 
sequent  decision,  the  Board  of  Standards  and  Appeals  held 
such  uses  were  prohibited  in  business  use  districts ;  that  the 
lessee  incurred  considerable  expenses  in  connection  with 
filing  of  plans  and  contracted  for  alteration  and  installation 
work  at  a  cost  of  approximately  $4,000  and  also  paid  $1,000 
security  on  the  lease  and  paid  rent  at  the  rate  of  $200  per 
month  since  January  1,  1946;  that  the  present  application 
is  to  permit  the  use  of  the  permises  for  the  purpose  of  using 
coin-operated  automatic  washing  machines  for  a  period  of 
five  years ;  that  the  Board  is  well  acquainted  with  the 
character  of  the  neighborhood;  that  the  lessee  intends  to 
spend  substantial  amounts  in  the  alteration  and  equipment  of 
the  store,  so  that  its  appearance  will  be  superior  to  the  other 
stores  generally  located  in  the  said  neighborhood ;  that  the 
store  will  be  similar  in  appearance  to  the  “Launderette” 
store  in  Parkchester  Development ;  that  retail  rental  self- 
service  laundries  are  a  new  type  of  business  which  did  not 
exist  when  the  regulation  prohibiting  steam  and  wet  wash 
laundries  in  business  districts  was  adopted ;  that  twenty 
individual  automatic  self-service  Bendix  laundry  machines 
will  be  installed  in  the  premises ;  that  the  machines  are 
equipped  with  only  %  horse  power  motors  and  are  the 
same  as  usd  in  private  homes  and  apartment  houses  and 
are  20  inches  in  diameter  and  12  inches  in  depth ;  that  they 
can  be  used  to  wash  not  more  than  ten  pounds  of  dry 
clothes  at  one  time ;  that  they  are  not  noise-making  or  ob- 
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noxious ;  that  there  is  no  steam  or  power  plant  in  use ;  that 
no  trucks  or  wagons  depositing  or  removing  clothes  will 
be  in  use ;  that  each  housewife  brings  her  own  clothes  and 
carries  them  away ;  that  the  store  will  be  under  the  super¬ 
vision  of  attendants ;  that  in  a  business  district  lathes,  mil¬ 
ling  machines,  electro-plating  machines  and  similar  apparatus 
may  be  used  so  long  as  they  do  not  create  any  odor,  dust, 
smoke,  gas  or  noise;  that  none  of  these  objections  prevails 
in  the  use  of  the  automatic  laundry  machines ;  that  the 
character  of  the  neighborhood  will  not  be  harmed  or  dis¬ 
turbed  by  such  use,  on  the  contrary  the  store  will  constitute 
a  substantial  benefit  and  convenience  to  the  neighborhood ; 
that  this  is  not  a  neighborhood  where  the  residents  are  in 
a  position  to  employ  laundresses  or  where  they  can  afford 
to  send  their  wash  to  steam,  wet  wash  or  hand  laundries; 
that  it  is  therefore  requested  that  the  aforesaid  use  of  the 
subject  premises  be  permitted  for  a  period  of  five  years,  to 
permit  the  company  to  at  least  amortize  its  expenses  and 
contractual  obligations  incurred  in  good  faith ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
five  (5)  years  to  permit  the  premises  on  the  first  floor  only 
as  proposed  to  be  occupied  as  a  laundry  with  not  over  20 
Bendix  machines  of  the  type  as  approved  by  the  Board 
under  Cal.  136-46-SA ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  that  a  plan  shall  be  submitted  to 
the  Board  showing  the  arrangement  of  the  proposed  ma¬ 
chines  with  the  aisle  space  to  be  provided,  for  further  con¬ 
sideration  by  the  Board ;  that  the  layout  and  plumbing  con¬ 
nections  shall  comply  with  the  requirements  as  set  forth  in 
the  approval  of  the  Board  under  the  above  calendar  number ; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


317-46-BZ 

APPLICANT — William  R.  Shirley  of  Shirley  and  De  Shaw, 
for  Esther  Greenwald,  owner  (Laundry  Mart,  Inc., 
lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
proposed  wet  wash  laundry. 

PREMISES  AFFECTED — 782  Manhattan  avenue,  east 
side,  75  ft.  north  of  Messerole  street  (Block  2597, 
Lot  4),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant  Leon  J.  Shapiro  and  Wm.  R.  Shirley. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (317-46-BZ) 

Whereas,  William  R.  Shirley  of  Shirley  &  De  Shaw, 
for  Esther  Greenwald,  owner  (Laundry  Mart,  Inc.,  lessee) 
filed  May  1,  1946  an  application  under  sections  7e  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district 
a  proposed  wet  wash  laundry,  affecting  premises  782  Man¬ 
hattan  avenue,  east  side,  75  ft.  north  of  Messerole  street 
(Block  2597,  Lot  4),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  18,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 


Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Manhattan  avenue  is  in  a  business  use 
C  area  and  class  1%  height  district;  Messerole  street  is  in 
a  business  use,  C  area  and  class  1*4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  17,  1946  on  Alt.  Applic.  1366-46  reads: 

“1.  Proposed  alteration  to  install  laundry  washing 
machines  in  store  of  present  four  story  and  cellar  non- 
fireproof  class  A  Multiple  Dwelling  (Old  Law  Tene¬ 
ment)  in  a  business  district  is  contrary  to  Art.  51,  of 
the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  60  ft.  in  depth,  4  stories, 
46  ft.  in  height,  of  class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  lessee  entered 
into  a  lease  with  the  owner  for  a  store  shown  as  store  #1 
in  the  building  in  question  for  one  year  commencing  Octo¬ 
ber  1,  1945  with  provisions  permitting  the  tenant  to  obtain 
two  renewals  of  two  years  each;  that  the  store  was  rented 
for  the  proposed  use  of  washing  machines;  that  at  the  time 
of  the  execution  and  delivery  of  the  lease  it  was  the  practice 
of  the  borough  superintendents  to  issue  certificates  of  occu¬ 
pancy  for  stores  of  that  nature  in  business  districts ;  that 
by  a  subsequent  decision  the  Board  of  Standards  and  Appeals 
held  that  such  uses  were  prohibited  in  business  use  districts ; 
that  on  the  strength  of  the  practice  prevailing  at  the  time  of 
the  execution  of  the  lease,  the  lessee  entered  into  the  lease, 
deposited  security  in  the  amount  of  $180  and  has  paid  rent 
at  the  rate  of  $90  a  month  since  Oct.  1,  1945  and  has  in¬ 
curred  considerable  expense  in  connection  with  the  filing 
of  plans  and  has  also  contracted  for  alteration  and  installa¬ 
tion  work  at  a  cost  of  approximately  $4000 ;  that  the  present 
application  is  to  permit  the  use  of  the  premises  for  coin- 
operated  automatic  washing  machines  for  5  years ;  that  the 
appearance  of  the  store  when  altered  will  be  much  superior 
to  most  of  the  stores  in  the  neighborhood  and  will  be  similar 
in  appearance  to  the  “Launderette”  store  in  Parkchester ; 
that  retail  rental  self-servise  laundries  are  a  new  type  of 
business  which  did  not  exist  at  the  time  of  the  adoption  of 
the  regulations  prohibiting  steam  and  wet  wash  laundries ; 
that  there  are  20  individual  automatic  self-service  Bendix 
laundry  machines  installed  in  the  premises  and  the  store  is 
under  the  supervision  of  attendants ;  that  the  machines  are 
equipped  with  Y\  h.p.  motors  and  are  the  same  laundry 
machines  used  in  private  homes  and  apartment  houses,  being 
20"  in  diamter  and.  12"  in  depth;  that  the  machines  are  not 
noise  making  or  obnoxious  and  there  is  no  steam  or  power 
plant  in  use ;  that  there  are  no  trucks  or  wagons  depositing 
or  removing  bundles  of  clothes ;  that  in  a  business  district 
lathes,  milling  machines,  electro-plating  machines  and  sim¬ 
ilar  apparatus  may  be  use  so  long  as  they  do  not  create  any 
odor,  dust,  smoke,  gas  or  noise;  that  none  of  these  objec¬ 
tions  prevail  in  the  proposed  use;  that  the  stores  will  con¬ 
stitute  a  substantial  benefit  and  convenience  to  the  neigh¬ 
borhood  and  will  not  harm  the  character  of  the  neighbor¬ 
hood;  that  it  is  therefore  requested  that  the  use  be  permitted 
for  5  years  to  permit  the  lessee  to  amortize  its  expenses  and 
contractual  obligations ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
five  years  to  permit  the  premises  on  the  first  floor  store  #1 
only  as  proposed  to  be  occupied  as  a  laundry  with  not  over 
20  Bendix  machines  of  the  type  as  approved  by  the  Board 
under  Cal.  136-46-SA ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  that  a  plan  shall  be  submitted  to 
the  Board,  showing  the  layout  arrangement  of  the  proposed 
machines  with  the  aisle  space  to  be  provided,  for  further 


733 


I 


MINUTES 


consideration  by  the  Board ;  that  the  layout  and  plumbing 
connections  shall  comply  with  the  requirements  as  set  forth 
in  the  approval  of  the  Board  under  the  above  calendar  num¬ 
ber  ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


327-46-BZ 

APPLICANT — Julius  Eckmann,  for  T.  Victor  Searing, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  stable  to  factory. 

PREMISES  AFFECTED— 324  West  26th  street,  south 
side,  251  ft.  west  of  8th  avenue  (Block  749,  Lot 
57),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julius  Eckmann  and  H.  Reiss. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissoners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  .  0 

THE  RESOLUTION  (327-46-BZ) 

Whereas,  Julius  Eckmann,  for  T.  Victor  Searing,  owner, 
filed  April  30,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  stable  to  factory,  premises  324 
West  26th  street,  south  side,  251  ft.  west  of  8th  avenue 
(Block  749,  Lot  57),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  18,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  26th  street  is  in  residence  and 
retail  use  B  area  and  Class  1)4  height  districts;  8th  ave¬ 
nue  is  in  a  retail,  B  area  and  Class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  April  8,  1946,  re  Alt.  Applic.  701-46,  reads  : 

“1.  The  change  from  one  non-conforming  use  to  an¬ 
other  non-conforming  use  in  a  residence  use  district  is 
not  permitted  Art.  II,  Par.  3.” 

and 

Whereas,  the  applicant  states  that  the  permises  consist 
of  a  plot,  25  ft.  frontage  by  98.9  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  97  ft.  10  in.  in  depth,  on 
lower  three  stories  and  56  ft.  deep  on  upper  two  stories, 
total  height  60  ft.  2  in.  of  Class  3  construction ;  that  it  is 
proposed  to  remove  upper  two  stories,  remove  large  wagon 
elevator  shaft,  the  runways,  the  stalls  and  to  install  legal 
exits  and  sanitary  facilities  under  the  labor  law ;  and 

Whereas,  the  applicant  contends  that  the  building  is  now 
in  a  residence  use  district,  that  it  was  in  a  business  district 
prior  to  November  13,  1936,  at  which  time  the  zone  was 
changed ;  that  the  building  is  25  ft.  front,  five  stories  in 
height,  the  lower  three  stories  extend  for  a  depth  of  97  ft. 
10  in.  and  the  top  two  stories  for  a  depth  of  56  ft.  of  Class 
3  construction ;  that  the  building  now  vacant  has  been  used 
as  a  stable  since  1904;  that  prior  to  1904  the  records  on  file 
in  the  Department  of  Housing  and  Buildings  show  that 
this  building  was  used  as  a  factory  building — Alt.  1647-1893 
states  use  as  furniture  factory,  Alt.  267-1883  states  use  as 
a  laundry;  that  the  change  from  factory  to  stable  was  under 
approval  of  Alt.  1717-1904;  and  subsequently  under  Alt. 
2496-1911  further  alterations  for  stable  use  were  made, 
height  of  cellar  increased  and  an  additional  horse  runway 
installed  from  2nd  to  3rd  floors  with  additional  stalls  on 
the  third  floor;  that  the  less  desirable  use  as  a  stable  is  to 
be  eliminated;  that  the  preferable  use  as  factory  is  pro¬ 


posed  to  be  restored,  and  the  reduction  in  size  of  the  build¬ 
ing,  these  all  contribute  towards  making  the  proposed  alter¬ 
ation  a  substantial  improvement  to  this  block;  that  the 
building  cannot  be  converted  to  a  multiple  dwelling  use ; 
that  this  building  having  never  been  occupied  for  residential 
purposes,  it  is  not  possible  under  the  Multiple  Dwelling 
Law  to  alter  it  for  such  use ;  that  hence,  it  can  be  used 

only  for  commercial  purposes ;  that  since,  under  Section  6 

of  the  zoning  resolution  such  stable  use  may  be  continued, 
appeal  is  hereby  made  for  permission  to  use  the  building 
for  a  factory  use  and  to  remove  the  top  two  stories  and 
thus  reduce  the  floor  space  to  be  used ;  that  favorable  ac¬ 
tion  on  this  appeal  cannot  be  considered  as  an  entering 

wedge  for  a  new  non-conforming  use  in  a  residence  dis¬ 
trict  for  the  following  reasons :  that  the  building  to  con¬ 
tinue  its  use  as  a  stable  is  far  more  objectionable  than  if 
the  building  were  converted  into  light  factory  use ;  that  a 
livery  stable  is  detrimental  to  the  health  of  the  residents ; 
that  the  conversion  of  the  premises  in  question  will  en¬ 

hance  the  value  of  the  neighboring  property  and  improve 
real  estate  values  on  this  street ;  that  it  is  therefore  respect¬ 
fully  requested  that  a  variation  be  granted  under  Section  7e 
so  that  this  proposed  improvement  may  be  made ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zonnig  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  for 
a  term  of  (15)  fifteen  years  to  permit  the  existing  build¬ 
ing  to  be  occupied  as  proposed,  on  condition  that  the  build¬ 
ing  shall  be  reduced  as  proposed  to  a  height  of  not  over 
three  stories  and  shall  not  be  further  increased  in  height 
or  area,  and  in  all  other  respects  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution;  that  any 
lot  line  windows  shall  be  fireproof  and  self-closing;  that 
any  space  existing  at  the  rear  behind  the  building  shall  be 
cement  paved. 


345-46-BZ 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  City 
of  New  York,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  E  area  district,  the 
erection  of  a  building  (Public  School)  using  more 
than  permitted  area  above  18  foot  level. 
PREMISES  AFFECTED — 137-15  77th  avenue,  northeast 
corner  of  137th  street  (P.  S.  164)  ;  (Block  6606, 
Lot  2),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Gustave  Goldman,  J.  Powers  and 
G.  A.  Holmes. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  o 

THE  RESOLUTION  (345-46-BZ) 

Whereas,  Eric  Kebbon  for  Board  of  Education,  owner, 
filed  May  10,  1946,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use,  E  area 
district,  the  erection  of  a  building  (public  school)  using 
more  than  permitted  area  above  18  ft.  level;  premises  137-15 
77th  avenue,  northeast  corner  137th  street  (Block  6606, 
Lot  2),  Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
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meeting,  June  18,  1946,  after  due  notice  by  publication  in 
the  Bulletin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  77th  avenue  is  in  a  residence  use,  E 
area  and  Class  1  height  district;  137th  street  is  in  a  resi¬ 
dence  use,  E  area  and  Class  1  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  7,  1946  re  N.B.  Applic.  3724-46,  reads: 

“1.  Area  occupied  as  shown  on  plans  exceeds  area 
permitted  above  18  ft.  level.  See  requirements  of 
§  15-C  of  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  241  ft.  frontage  by  440  ft.  in  depth,  irregular  in 
area,  on  which  it  is  proposed  to  erect  a  building  (public 
school)  202  ft.  front  by  205  ft.  4  in.  in  depth,  3  stories,  45 
ft.  in  height  of  Class  1  construction;  that  it  is  proposed  to 
use  more  than  the  permitted  area  above  18  ft.  level  (ap¬ 
proximately  2.6%)  ;  that  the  area  below  18  ft.  level  com¬ 
plies  with  the  zoning  resolution;  and 

Whereas,  the  applicant  contends  that  Public  School  164 
is  one  of  the  schools  in  the  Post  War  Program  which  has 
been  included  in  the  recent  revised  program  for  construction 
during  1946;  that  the  plot  is  located  in  an  “E”  area  district; 
that  this  section  was  changed  from  a  “D”  to  an  “E”  area  on 
May  1,  1936;  that  the  school  has  been  planned  to  meet  the 
urgent  need  for  school  facilities  in  the  neighborhood;  that 
in  order  to  plan  the  necessary  educational  space  and  to 
design  the  building  to  harmonize  with  the  scale  and  generally 
excellent  character  of  the  surrounding  homes,  the  area  to  be 
occupied  above  the  18  ft.  level  is  approximately  2.6%  (828 
sq.  ft)  greater  than  the  allowance  for  this  area,  although  it 
will  not  obstruct  any  of  the  neighboring  property  either 
from  light  or  air;  that  the  area  below  the  18  ft.  level  com¬ 
plies  with  the  zoning  resolution ;  that  this  site  was  donated 
to  the  Board  of  Education  of  the  City  of  New  York  for  a 
school  and  playground ;  that  no  additional  land  can  be  ac¬ 
quired  because  of  housing  developments ;  that  the  future 
3rd  story  is  not  affected  by  the  zoning  resolution ;  that  it 
will  benefit  the  neighborhood  and  the  Board  of  Education 
if  special  consideration  is  granted  by  the  Board  to  carry  out 
the  plans ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship  ;  and 

Whereas,  the  area  of  the  plot  is  approximately  99,000 
square  feet  and  the  area  of  the  school  at  grade  is  stated 
as  32,348  ft.  which  is  approximately  18,000  ft.  less  than 
would  be  permitted  at  curb ;  and 

Whereas,  the  applicant  requests  that  this  under-coverage 
at  curb  shall  be  -taken  into  account  in  considering  the  slight 
overage  above  the  18  ft.  height  consisting  of  828  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  excess  coverage  above  the  18  ft. 
height  as  proposed  and  as  indicated  on  plans  filed  with  this 
application  marked  “Received  May  10,  1946,”  7  sheets,  on 
condition  that  the  building  shall  not  be  increased  in  area; 
that  in  all  other  respect*,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  in  the  event  the  building  is  increased  in  height, 
the  additional  height  shall  comply  with  the  requirements  of 
the  zoning  law  therefor. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

154-46-A 

APPLICANT — Joseph  Schafran,  for  Pelmel  Realty  Corp., 
owner. 


SUBJECT — Application  for  consideration  re  a  decision  of 
the  Commissioner  of  Marine  and  Aviation. 
PREMISES  AFFECTED — Northeast  corner  of  Boston 
Post  road  and  Hutchinson  River  (Block  5655,  Lot 
340),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  Goldman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Recommendation  adopted. 

THE  VOTE  TO  ADOPT  RECOMMENDATION— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (154-46-A) 

W  hereas,  Joseph  Schafran,  for  Pelmel  Realty  Corp., 
owner,  filed  February  19,  1946,  an  application  for  variation 
of  the  provisions  of  the  Administrative  Building  Code,  as 
cited  in  a  decision  of  the  Commissioner  of  Marine  and  Avi¬ 
ation,  affecting  premises  4255  Boston  Post  road,  northeast 
corner  of  Hutchinson  River,  (Block  5655,  Lot  34),  Borough 
of  The  Bronx;  and 

Whereas,  the  decision  of  the  Commissioner  of  Marine  and 
Aviation  dated  March  27,  1946,  reads: 

“(b)  The  proposed  building  comes  within  Class  5 
construction  and  in  accordance  with  the  provisions  of 
Article  (4.2.1)  for  building  code,  exceeds  required  height 
limits.” 

and  , 

V  hereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story,  15  and  49  ft.  in  height,  120  ft.  by  60  ft.  in 
area ;  of  Class  1,  3  and  5  construction,  located  on  a  lot  586 
feet  by  225  feet,  irregular,  in  area,  located  in  business  and 
unrestricted  use  districts  and  proposed  to  be  used  for  the 
manufacture  of  cinder  blocks  with  an  occupancy  of  seven¬ 
teen  (17)  persons;  and 

Whereas,  the  applicant  contends  that  the  products  to  be 
manufactured  are  non-inflammable  and  the  methods  used 
will  be  the  safest  possible  in  point  of  fire-resistive  character¬ 
istics  ;  that  the  curing  kiln  section  of  the  building  will  be 
class  1  construction ;  that  the  machine  room  portion  will  be 
of  Class  5  construction  with  structural  frame  work  of  metal 
surfaced  with  asbestos  siding  and  roof ;  that  the  only  portion 
of  the  building  exceeding  the  height  limit  allowed  by  Section 
C26-4.2.1  will  be  the  bin  section,  18  by  18  ft.  in  area,  49  ft. 
in  height ;  that  this  section  will  be  only  an  envelope  to 
protect  the  bin  from  the  weather ;  that  there  will  be  no 
human  occupancy  in  the  portion  above  the  bin ;  that  the  bin 
will  be  located  approximately  120  ft.  back  from  the  building 
line;  that  it  is  therefore  requested  the  Board  grant  a  varia¬ 
tion  from  the  limitations  of  Section  C26-4.2.1  of  the  Admin. 
Code  and  recommend  to  the  Commissioner  of  Marine  and 
Aviation  that  the  permit  to  construct  as  proposed  be  issued. 

Resolved,  that  the  Board  of  Standards  and  Appeals  hereby 
recommends  to  the  Commissioner  of  Marine  and  Aviation 
that  the  factory  structure  within  the  unrestricted  district 
be  permitted  to  be  constructed  substantially  as  indicated  on 
plans  filed  with  this  Board  marked  “Received  February  19, 
1946,”  four  sheets;  that  the  bin  section  shall  be  reduced  in 
height  as  proposed  by  the  applicant  to  43  ft.  instead  of  49 
ft. ;  that  all  portions  of  the  building  shall  be  of  class  3  con¬ 
struction  except  the  portion  of  the  building  to  the  west  indi¬ 
cated  as  batch  and  bin  section,  air  hoist  and  machine  room 
which  are  proposed  to  be  of  class  5  construction  ;  that  in  all 
other  respects,  the  buildings  and  occupancies  shall  comply 
with  all  the  requirements  therefor  and  that  proper  regulation 
of  signs  be  made  and  conditions  maintained  as  set  forth  in 
resolution  adopted  this  day  under  Calendar  153-46  B.Z. 


330-46-A 

APPLICANT — Henry  William  Brautman,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 


735 


MINUTES 


PREMISES  AFFECTED— 358  (rear)  and  360  Knicker¬ 
bocker  avenue,  southwest  corner  of  Stockholm  street 
(1st  floor,  rear)  ;  (Block  3246,  Lot  34  and  part  of 
Lot  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sydney  Miles. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (330-46-A) 

Whereas,  Henry  William  Brautman,  owner,  filed  May 
8,  1946  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  358  (rear)  and  360  Knickerbocker  avenue, 
southwest  corner  of  Stockholm  street  (Block  3246,  Lot  34 
and  part  of  Lot  33),  Borough  of  Brooklyn;  and 

Whereas,  Order  2487-LC  issued  by  the  fire  commissioner 
April  12,  1946  reads : 

“1.  Reduce  the  storage  and  sale  to  less  than  200 
small  arm  cartridges  as  no  permit  can  be  issued  in 
excess  of  this  amount  for  any  premises  occupied  as  a 
Multiple  dwelling,  or  which  is  used  as  a  pawnshop. 
C19-38-d-1.2,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  25  ft. 
front,  100  ft.  in  depth  and  50  ft.  in  width  at  the  rear,  of 
class  3  construction,  erected  prior  to  1916,  altered  in  1945, 
located  in  a  business  use  C  area  class  1  height  district  and 
used  and  occupied  since  1945  as  follows :  cellar — boiler  room 
and  storage;  1st  floor — sporting  goods,  pawnbroking  and 
gift  shop — 7  persons  ;  2nd  floor — office — 6  persons ;  3rd  floor 
— dwelling — 1  family ;  proposed  to  be  used  and  occupied : 
cellar — same;  1st  floor— sporting  goods,  pawnbroking,  gift 
shop  and  ammunition  storage — 7  persons ;  2nd  floor — dentist’s 
office — 6  persons ;  3rd  floor — dwelling — 1  family ;  that  the 
building  is  equipped  with  one  interior  wood  stairs,  32"  wide 
enclosed  in  partitions  of  wire  lath  and  cement  plaster  on 
wood  studs  and  leading  direct  to  street  and  provided  with 
a  ladder  and  scuttle  to  roof  and  one  fire  escape  at  front  of 
building  leading  to  roof  by  ladder  and  to  street  by  drop 
ladder ;  and 

Whereas,  the  applicant  contends  that  the  sale  of  ammu¬ 
nition  shells  for  hunting  and  sporting  goods  is  a  necessary 
part  of  its  business ;  that  it  is  proposed  to  store  50,000  rounds 
of  small  arms  of  various  caliber  shells  in  a  fireproof  vault 
as  indicated  on  plans  filed  with  this  appeal ;  that  the  shells 
stored  will  consist  of  12  gauge,  16  gauge,  20  gauge  and  10 
gauge  shotgun  shells  and  22  caliber,  30-30  caliber,  32  caliber, 
35  caliber,  25-20  caliber  and  25-35  caliber  cartridges ;  that  the 
applicant  is  qualified  to  handle  these  materials  as  he  has 
been  issuing  hunting  and  fishing  permits  for  many  years 
under  authority  of  the  Commissioner  of  Conservation  of  the 
State  of  New  York;  that  the  only  opening  between  the 
store  portion  of  the  building  and  the  rear  extension  wherein 
the  fireproof  vault  will  be  erected  is  protected  by  two  self¬ 
closing  Underwriters  approved  fire  doors ;  that  the  walls 
are  12"  brick;  that  one  of  these  doors  is  a  class  A  labeled 
door  on  one  side  of  the  wall  and  the  other  a  1  Yz  hour  fire 
test  sliding  automatic  door  on  the  other  side ;  which  is  ap¬ 
proved  by  the  New  York  Fire  Insurance  Exchange  for 
single  fire  door  condition ;  that  the  fireproof  vault  constructed 
in  the  rear  extension  is  4  ft.  deep,  5  ft.  wide  and  8  ft.  high ; 
that  the  ceiling  is  4"  cinder  concrete,  steel  reinforced  with 
y2"  round  bars  set  into  the  brick  wall  and  turned  down 
over  wall  on  the  other  end ;  that  the  other  enclosing  walls 
are  4"  gypsum  block  plastered  on  both  sides  with  1"  portland 
cement  plaster;  that  the  door  is  lj/2  hour  fire  test  door; 
that  above  the  door  there  is  a  4"  by  12"  ventilator  and 
another  ventilator  is  built  in  the  other  4"  fireproof  block- 
partition  just  above  the  floor  and  is  also  4"  by  12"  ;  that 
the  vault  has  a  concrete  floor  which  rests  directly  on  earth ; 
that  there  is  a  Kidde  Model  15  Trigger  extinguisher  and 


a  Pyrene  hand  extinguisher  alongside  the  vault;  that  no 
ammunition  will  be  stored  other  than  in  this  vault;  that  it 
is  therefore  requested  that  the  fire  commissioner’s  order 
be  modified  to  permit  the  storage  of  ammunition  as  herein 
proposed. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
2487-LC,  Objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  to  permit  the  storage 
of  ammunition  in  quantities  as  proposed  and  as  indicated ; 
that  such  ammunition  shall  be  stored  within  the  vault  as 
proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  May  8,  1946,”  two  sheets;  that  the  fire 
extinguishers  shall  be  maintained  within  such  vault  as 
proposed  and  in  addition  there  shall  be  a  sprinkler  head  in 
the  ceiling  which  may  be  fed  from  the  domestic  water  line 
of  the  building. 


396-46-A 

APPLICANT — Henry  C.  Brockman,  for  Marine  Street 
Realty  Corp.,  owner  (City  Island  Yacht  Basin,  Inc., 

lessee). 

SUBJECT — Application  for  consideration  re  a  decision  of 
the  Commissioner  of  Marine  and  Aviation. 
PREMISES  AFFECTED— 182-184  Marine  street  (173  dis¬ 
played),  south  side,  282.88  ft.  east  of  City  Island 
avenue  (Block  5639,  Lots  23,  28,  31  and  34),  City 
Island,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Recommendation  adopted. 

THE  VOTE  T9  ADOPT  RECOMMENDATION— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (396-46-A) 

Whereas,  Henry  C.  Brockman  for  Marine  Street  Realty 
Corporation  owner  (City  Island  Yacht  Basin  Inc.,  lessee) 
filed  May  28,  1946  an  application  for  recommendation  to 
the  Commissioner  of  Marine  and  Aviation,  affecting  prem¬ 
ises  182-184  Marine  street  (173  displayed),  south  side,  282.88 
ft.  east  of  City  Island  avenue  (Block  5639,  Lots  23,  28,  31 
and  34),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation  dated  May  6,  1946  reads : 

“Referring  to  your  application  of  March  29th,  1946, 
for  the  installation  of  two  5,000  gallon  diesel  oil  tanks 
and  two  5,000  gallon  gasoline  tanks  at  173  Marine 
street,  City  Island,  Borough  of  The  Bronx;  and 
The  plan  for  the  proposed  installations  was  referred 
to  the  Fire  Department  of  The  City  of  New  York  for 
examination,  and  on  April  8th,  1946,  the  papers  were 
returned  with  a  report  that  the  capacity  of  said  tanks 
exceeded  550  gallons  and  is  contrary  to  Chapter  19  of 
the  Administrative  Code.  A  copy  of  the  Fire  Depart¬ 
ment  letter  is  furnished  you  herewith.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  308  ft.  by  91  ft.  in  area,  located  in  an  unrestricted 
use  C  area  class  1  height  district,  upon  which  there  exists 
a  two  story  building  30  ft.  in  height,  100  ft.  by  90  ft.  in 
area,  erected  in  1912,  used  and  occupied  since  1912  for  boat 
storage  and  repair  shops  with  an  occupancy  of  15  persons; 
that  the  building  is  equipped  with  an  approved  interior  fire 
alarm  system  and  regular  monthly  fire  drills  are  maintained ; 
and 

W hereas,  the  applicant  states  that  it  is  proposed  to  install 
two  5,000  gallon  Diesel  oil  storage  tanks  and  two  5,000 
gallon  gasoline  tanks  each  buried  and  encased  in  concrete 
12"  think  with  8"  concrete  slab  over ;  and 
Whereas,  the  applicant  contends  that  to  be  required  to 
install  37  550  gallon  underground  tanks  which  would  be 
necessary  in  order  to  obtain  the  amount  of  storage  required 
would  involve  a  complex  and  intricate  pipe  manifold  system 
and  that  the  proposed  installation  will  reduce  the  potential 
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hazard ;  that  the  plant  is  equipped  with  a  yard  hydrant  sys¬ 
tem,  eight  fire  stations  with  yard  hydrants  and  hose  racks 
as  indicated  on  plans  filed  with  this  appeal ;  that  there  are 
three  direct  Fire  Department  telegraphic  communication 
boxes  within  the  plot  and  fire  drills  are  maintained;  that 
the  plant  is  constantly  under  a  watchman’s  supervision ;  that 
there  are  several  two  gallon  chemical  extinguishers  and  such 
additional  chemical  extinguishers  will  be  installed  as  the 
Board  may  direct ;  that  the  estimated  monthly  gallonage  for 
gasoline  is  90,000  gallons  and  for  Diesel  oil  80,000  gallons 
and  the  vessels  to  be  supplied  will  run  from  50  gallons  to 
5,000  gallons  each ;  that  no  gasoline  or  oil  will  be  sold  for 
automobiles ;  that  the  premises  are  now  being  used  as  a 
marine  yard  consisting  of  boat  storage,  repair  shops  and 
other  work  incidental  to  a  yacht  basin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  recommend  to  the  Commissioner  of  Marine  and  Avi¬ 
ation  that  the  applicant  be  permitted  to  install  the  proposed 
two  5,000  gallon  Diesel  oil  storage  tanks  and  two  5,000 
gallon  gasoline  storage  tanks  substantially  as  proposed  and 
as  indicated  on  plans  filed  with  the  Board  marked  “Received 
May  28,  1946,”  three  sheets,  provided  that  all  tanks  are 
located  above  high  water  mark  and  that  the  entire  installa¬ 
tion  is  installed  to  the  satisfaction  of  the  fire  commissioner, 
and  the  equipment  and  fire  fighting  protection  maintained  to 
his  satisfaction ;  that  the  installation  of  the  tanks  should  com¬ 
ply  generally  with  the  requirements  of  the  Administrative 
Code  covering  gasoline  storage  tanks  of  550  gallon  size,  ex¬ 
cept  that  the  gauge  of  steel  should  be  as  required  under  the 
Oil  Burner  Rules  of  the  Board  for  tanks  of  5,000  gallon 
capacity  for  the  storage  of  fuel  oil ;  that  the  location  of  tanks 
should  be  at  least  10  ft.  away  from  any  launching  track;  that 
the  proposed  8  in.  top  slab  should  be  designed  to  carry  any 
contemplated  superimposed  load  used  in  connection  with  the 
boat  yard. 

MATERIAL  SUBMITTED  FOR  APPROVAL 

152-46-SM 

APPLICANT — Emanuel  M.  Glick,  for  Perma  Board  Corp., 
owner. 

SUBJECT — Perma  Board  (Kiln  Dried  Balsa  Wood  Struc¬ 
tural  Insulation  Board),  approval  of. 
APPEARANCES— 

For  Applicant:  Emanuel  M.  Glick  and  Wm.  Hetrick. 
ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  10 
A.  M.  for  correction  of  report. 


Adjourned:  12:35  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


,  REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  18,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

438-43-A 

APPLICANT — Kitzler  and  Nurick,  for  Alfonzo  Lizzi  and 
Napoleone  Sicoli,  owners; 

SUBJECT — Appliation  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  deci¬ 
sions  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED — 820-834  Euclid  avenue  and 
1130-1138  Loring  avenue,  southwest  corner,  and 
west  side  of  Euclid  avenue,  100  ft;  south  of  Loring 
avenue,  40  ft.  west  of  Euclid  avenue  (Block  4505, 
Lots  1,  7  and  52),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Sidney  H.  Kitzler  and  Alfonzo 
Lizzi. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION: 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (438-43-A) 

Whereas,  this  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  820-834  Euclid  avenue  and 
1130-1138  Loring  avenue,  southwest  corner  (Block  4505, 
Lots  1,  7  and  52),  Borough  of  Brooklyn  was  granted  by  the 
Board  on  May  31,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  31,  1944  so  that  as 
amended,  the  resolution  shall  read : 

“Granted  on  condition  that  the  existing  building  shall 
not  be  inreased  in  height  or  area ;  that  this  variance 
shall  continue  for  a  term  of  two  (2)  years  from  the 
date  of  this  amended  resolution  in  accordance  with  the 
resolution  adopted  May  31,  1944  and  as  amended  June 
18,  1946  under  Cal.  436-43-BZ ;  that  all  conditions 
therein  contained  shall  apply  and  be  complied  with.” 


107-46-A 

APPLICANT— J.  Di  Stasio  and  Co.,  for  Broadway  and 
33rd  Street  Realty  Corp.,  owner  (Gimbel  Brothers, 
Lessees ) 

SUBJECT — Appeal  reopened  May  14,  1946 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 1275  Broadway,  southwest 
corner  of  West  33rd  street  (1st  to  6th  and  6th  to 
9th  floors)  ;  (Block  808,  Lot  40),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Joseph  Di  Stasio. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (107-46-A) 

Whereas,  on  February  19,  1946,  the  Board  granted  a 
variation  of  the  provisions  of  Section  C26-292.0,i  of  the 
Administrative  Code  relating  to  the  construction  of  esca¬ 
lators  on  the  6th  to  9th  floors,  affecting  premises  1275 
Broadway,  southwest  corner  of  West  33rd  street  (1st  to 
6th  and  6th  to  9th  floors)  ;  (Block  808,  Lot  40),  Borough 
of  Manhattan;  and 

Whereas,  the  applicant  requested  reopening  and  amend¬ 
ment  of  the  resolution  for  consideration  of  a  new  decision 
of  the  borough  superintendent  relating  to  additional  esca¬ 
lators  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  11,  1946,  on  amendment  to  Alt.  Applic.  198-46, 
reads : 

“1.  Not  more  than  two  adjoining  stories  in  any  struc¬ 
ture  may  be  connected  by  an  open  well,  unenclosed 
stairway  or  escalator.  C26-292.0  i-2  code.” 

and 

Whereas,  it  is  now  proposed  to  remove  the  present  kiosks 
and  substitute  approved  railings  and  to  provide  railings  for 
open  wells  in  two  groups  of  escalators ;  that  the  railings, 
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details  and  method  of  providing  sprinkler  curtains,  will  be 
the  same  as  those  previously  required  by  the  Board  on 
February  19,  1946,  for  other  escalators  in  the  same  build¬ 
ing  ;  that  the  work  now  involved  is  as  follows :  present 
group  D  escalators  from  1st  to  6th  floors  are  to  have  kiosks 
removed  at  2nd,  4th  and  6th  floors  and  replaced  by  steel 
rolling  shutters ;  that  at  the  3rd  and  5th  floors,  similar  steel 
rolling  shutters  are  to  be  provided  for  the  open  wells  which 
now  exist ;  that  this  same  procedure  will  be  followed  for 
existing  group  B  escalators  located  at  columns  104,  105,  106 
and  137,  138  and  139,  all  as  indicated  on  drawing  E-3  filed 
with  this  appeal. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
here  amend  the  resolution  adopted  February  19,  1946,  so 
that  as  amended  it  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  Applic.  198-46,  objection  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  escalators 
shall  be  installed  from  the  6th  to  the  9th  floors  as  pro¬ 
posed  and  complying  with  the  following  requirements : 
that  the  installation  shall  be  fireproof  construction 
throughout;  that  the  baffles  of  incombustible  material 
shall  be  constructed  as  indicated ;  that  the  sprinkler 
curtains  shall  be  installed  with  y2  inch  heads  inside 
baffles  but  not  nearer  than  12  inches  thereto,  in  addi¬ 
tion  to  the  heads  of  the  proposed  sprinkler  system; 
that  where  any  sprinkler  heads  are  closer  together 
than  4  ft.,  a  metal  reflector  shall  be  installed  at  each 
such  head  to  prevent  water  cooling ;  that  the  roller 
shutter  at  the  top  of  each  opening  per  floor  shall  be 
constructed  and  arranged  so  as  to  be  readily  operated 
by  hand  by  means  of  a  chain  permanently  secured  by 
a  heavy  ring  to  the  bottom  rail  of  the  shutter  and 
supported  on  hook  brackets  so  as  to  be  at  all  times 
readily  available ;  that  such  chain  shall  weigh  not  less 
than  y  lb.  per  running  foot ;  that  on  all  shutters  directly 
above  the  bottom  rail  there  shall  be  painted  in  red 
letters,  not  less  than  3  in.  in  height,  the  words  ‘Close 
Shutter  to  Floor’  with  an  arrow  pointing  downwardly ; 
that  a  gong  shall  be  installed  at  each  escalator  run, 
operated  by  means  of  push  buttons  located  centrally, 
two  to  a  floor,  the  pushing  of  any  such  button  to  ring 
gongs  on  all  floors  as  a  signal  to  close  escalator  cur¬ 
tains ;  that  instructions  shall  be  given  to  all  superin¬ 
tendents  and  section  managers,  in  addition  to  general 
instructions  as  to  use  of  fire  extinguishing  equipment, 
exits  in  case  of  fire,  and  monthly  fire  drill  as  to  clos¬ 
ing  escalator  shaft  curtains,  so  that  responsibility  will 
at  all  times  be  fixed  on  attendants  on  each  floor,  to 
the  end  that  curtains  are  immediately  closed  upon  the 
sounding  of  the  gong  signal ;  that  the  closing  of  cur¬ 
tains  shall  automatically  stop  all  escalators ;  that  this 
variance  is  granted  only  so  long  as  the  building  is  oc¬ 
cupied  by  the  Gimbel  Brothers  department  store  and 
only  so  long  as  fire-extinguishing  equipment  and  exits 
thereto  are  maintained  to  the  satisfaction  of  the  ad¬ 
ministrative  official  having  jurisdiction  and  the  re¬ 
quirements  of  this  resolution  are  complied  with ;  that 
in  the  event  the  owner  desires  to  extend  the  escalators 
as  proposed  and  as  shown  on  plans  filed,  marked  ‘Re¬ 
ceived  April  18,  1946’  (3  sheets)  and  as  filed  with  the 
borough  superintendent  on  Alt.  Applic.  198-46  objec¬ 
tion  1  dated  April  11,  1946,  such  extension  may  be 
permitted,  provided  the  protection  required  by  the 
resolution  adopted  February  19,  1946  shall  be  complied 
with  as  to  the  additional  escalators  as  proposed  and  as 
shown  on  plans  filed  marked  ‘Received  April  18,  1946’  ” 
(three  sheets). 


301-46-A 

APPLICANT — Lama  and  Proskauer,  for  Tony  Corsetti, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 78-09  Parsons  boulevard,  east 
side,  60.61  ft.  south  of  78th  avenue  (1st  floor)  ; 
(Block  6829,  Lot  6),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . .  0 

THE  RESOLUTION  (301-46-A) 

Whereas,  Lama  and  Proskauer,  for  Tony  Corsetti, 
owner,  filed  April  26,  1946,  an  "appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  78-09  Par¬ 
sons  boulevard,  east  side,  60.61  feet  south  of  78th  avenue 
(Block  6829,  Lot  6),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
re  N.B.  Applic.  481-44,  dated  April  18,  1946,  reads: 

“1.  Amendment  to  change  classification  of  above 
building  from  3  to  4  in  the  fire  limits,  is  contrary  to 
sec.  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  build¬ 
ing  will  be  one  story,  22  ft.  in  height,  18  ft.  10  in.  by  33  ft. 
in  area,  of  Class  4  construction,  located  in  a  business  use, 
D  area  and  Class  1  height  district ;  used  and  occupied : 
Cellar,  ordinary;  1st  floor,  2  car  garage  and  one  family 
dwelling ;  that  the  building  is  equipped  with  one  2  ft.  6  in. 
wide  wood  stairs,  wood  enclosed,  equipped  with  wood  doors, 
which  are  not  self-closing;  and 

Whereas,  Violation  3775-45  was  issued  January  11,  1946, 
for  “constructing  the  building  prior  to  approved  plans ; 
walls  approved  as  masonry  construction  are  being  built  of 
frame ;  frame  construction  prohibited  within  the  fire  limits 
and  permit  to  build  has  expired”  ;  and 

Whereas,  the  applicant  contends  that  the  plot  is  40.41  ft. 
front  on  Parsons  boulevard  and  105.71  ft.  in  depth  and 
that  a  permit  was  secured  to  erect  a  brick  one-family  house 
and  attached  two-car  garage  and  amendment  was  filed  to 
change  the  construction  from  brick  to  frame  for  the  dwell¬ 
ing  only,  the  2-car  garage  to  be  built  of  concrete  blocks, 
as  originally  proposed ;  that  it  is  now  proposed  to  fill  the 
exterior  frame  walls  of  the  dwelling  with  4  in.  of  brick 
or  4  in.  of  rock  wool  and  to  surface  the  exterior  with  wire 
lath  and  in.  Portland  cement  stucco;  that  the  frame 
building  is  now  partly  erected  and  all  work  has  been 
stopped;  that  the  building  will  be  10  ft.  from  the  rear  lot 
line;  that  the  entire  front  portion  of  the  lot  will  be  land¬ 
scaped  as  a  garden;  that  the  building  will  be  limited  to 
one  family;  that  Parsons  boulevard  is  unbuilt  upon  at  the 
present  time  in  this  area ;  that  any  homes  erected  in  the 
rear  of  the  plot  are  frame  construction ;  that  in  view  of 
the  fact  the  proposed  _  frame  dwelling  will  be  set  at  the 
rear  of  the  lot  adjoining  the  present  dwellings  and  used 
for  residence  purposes,  it  is  requested  the  Board  grant  per¬ 
mission  for  the  construction  of  the  building  as  now  pro¬ 
posed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  481-44,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  the  space  between  the  studs  throughout  from 
foundation  to  plate  shall  be  filled  with  brick  or  vermiculite 
concrete  solidly  from  top  to  bottom  and  for  the  full  width 
of  the  studs;  that  the  exterior  of  the  building  shall  also 
be  stuccoed  as  proposed  with  wire  lath  and  three  coats  of 
Portland  cement  stucco  to  a  total  thickness  of  not  less 
than  Y  in. ;  that  the  rear  yard  shall  not  be  less  than  10  ft. 
as  shown  on  plans  filed  with  this  appeal  marked  “Received 
April  26,  1946”  and  the  balance  of  the  premises  left  vacant 
and  unbuilt  upon  shall  be  landscaped  as  proposed ;  that 
the  building  shall  be  occupied  by  a  single  family  only  as 
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proposed  and  shall  in  all  other  respects  comply  with  all 
laws,  rules  and  regulations  applicable  thereto '  and  shall 
comply  with  all  the  requirements  of  the  zoning  resolution 
for  a  business  use  D  area  and  Class  1  height  district  (N.B. 
Applic.  481-44). 

381-46-A 

APPLICANT — Lama  and  Proskauer,  for  Atlas  Clothing 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 657-675  4th  avenue,  east  side, 
between  20th  and  21st  streets,  and  174-180  20th 
street  (1st  floor);  (Block  640,  Lot  3),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (381-46-A) 

Whereas,  Lama  and  Proskauer,  for  Atlas  Clothing  Com¬ 
pany,  owner,  filed  May  23,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises :  657-675 
4th  avenue,  east  side  between  20th  and  21st  streets  and  174- 
180  20th  street,  1st  floor,  (Block  640,  Lot  3),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  20,  1946,  re  Alt.  Applic.  845-46,  reads: 

“1.  Proposed  installations  of  fixed  bars  on  windows 
of  first  floor  is  contrary  to  Sec.  272-B  of  the  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  32  ft.  in  height,  104  ft.  6  in.  by  92  ft.  8  inches  in 
area,  Class  3  construction,  erected  in  1890,  located  on  a  lot 
200  by  175  ft.  in  area,  in  a  business  use,  C  area,  Class  1% 
height  district,  formerly  used  and  occupied  as  follows:  1st 
floor,  school  and  boiler  room ;  2nd  floor,  school ;  3rd  floor, 
school;  proposed  to  be  used  and  occupied  as  follows:  1st 
floor,  manufacturing,  stock  room  and  boilerroom,  30  per¬ 
sons  ;  2nd  floor,  offices  and  light  manufacturing,  60  persons ; 
3rd  floor,  manufacturing,  60  persons ;  that  the  building  is 
equipped  with  two  3  ft.  8  in.  wide  iron  stairs,  brick  enclosed, 
equipped  with  fireproof,  self-closing  doors,  leading  directly  to 
street  and  one  stair  is  provided  with  a  ladder  and  scuttle 
to  the  roof ;  that  there  are  two  fire  escapes  at  rear  extending 
from  top  story  with  egress  to  grade  by  stairs  to  court  yard ; 
that  windows  and  doors  on  the  course  of  the  fire  escape 
are  fireproof,  self-closing  ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  used  as  a  public  school  until  1945  and  is  now  proposed 
to  be  converted  to  factory  purposes  for  the  manufacture  of 
clothing ;  that  Alt.  Applic.  845-46  was  filed  for  the  purpose 
of  installing  window  bars  on  the  fist  floor  only;  these  bars 
will  in  no  way  affect  the  exit  facilities  in  the  event  of  fire, 
as  there  are  five  exits  from  the  first  floor  leading  directly 
to  the  street;  that  all  stairs  enclosures  are  of  masonry  con¬ 
struction;  that  all  dividing  partitions  are  of  masonry  con¬ 
struction  ;  that  due  to  the  peculiar  layout  of  the  building, 
the  barred  windows  are  necessary  as  a  burglary  precaution 
and  were  recommended  by  the  Insurance  companies ;  that 
in  view  of  the  fact  this  request  is  for  the  first  floor  only, 
which  has  ample  exit  facilities  in  the  event  of  fire,  it  is 
requested  that  this  appeal  be  granted ;  and 

Whereas,  the  applicant  states  that  there  are  twenty-four 
windows  on  the  first  floor  comprising  all  the  exterior  win¬ 
dows  on  the  first  floor,  which  it  is  proposed  to  equip  with 
fixed  metal  window  guards. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  845-46,  objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  exits  leading 
from  the  first  floor,  as  shown  on  plans  filed  with  this  appeal, 
marked  .  Received  May  23,  1946”  shall  be  maintained  and 
in  addition  doors  shall  be  constructed  in  such  sub-dividing 
partitions  so  that  every  room  occupied  for  factory  work  or 
for  stockrooms  shall  have  two  means  of  exit  therefrom 
located  remotely;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  reqiurements  of  the 
zoning  resolution  and  all  other  laws,  rules  and  regulations 
applicable  thereto. 


384-46-A 

APPLICANT — Morris  Whinston,  for  Schulman  Realty 
Corp.,  owner  (Philip  Fried,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 110  East  170th  street,  south 
side,  120.86  ft^  east  of  Walton  avenue  (Block  2842, 
part  of  Lot  47),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Morris  Whinston. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  () 

THE  RESOLUTION  (384-46-A) 

Whereas,  Morris  Whinston,  for  Schulman  Realty  Corp., 
owner,  (Philip  Fried,  lessee),  filed  May  24,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises:  110  East  170th  street,  south  side,  120.86  ft.  east 
of  Walton  avenue  (Block  2842,  part  of  Lot  47),  Borough 
of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  22,  1945,  on  amendment  to  B.N.  Applic.  243-46, 
reads : 

“1.  Provide  two  enclosed  stairways  from  cellar  lead¬ 
ing  directly  to  the  street,  as  per  Sections  6.1. 2.2.3, 
6.4.1. 8.1  and  6.4.1.11  of  the  Building  Code.” 
and 

Whereas,  the  following  amendment  was  filed  May  10 
1946,  to  B.N.  243-46: 

“To  amend  the  plans  so  as  to  install  a  gas  bake  oven 
in  front  part  of  cellar,  same  to  be  enclosed  in  fireproof 
partitions  and  F.P.S.C.  door,  as  shown  on  Cellar  Plan 
herewith  submitted.  Bakery  will  be  an  accessory  to 
the  present  restaurant  on  1st  floor.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  15  ft.  in  height,  201.83  ft.  by  107  ft.  in  area,  Class  3 
construction,  erected  in  1930;  located  in  a  business  use,  B 
area  and  Class  1)4  height  district;  used  as  a  restaurant 
with  an  occupancy  of  140  persons  on  the  first  floor  and 
general  storage  in  the  cellar  and  proposed  to  be  occupied: 
Cellar,  general  storage  and  bakery,  1  person;  1st  floor, 
restaurant,  126  persons ;  and 

Whereas,  the  applicant  contends  that  the  restaurant 
which  has  been  in  operation  for  a  number  of  years  has  been 
approved  under  P.A.  Applic.  112-43  for  an  occupancy  of 
126  persons;  that  the  baking  to  be  done  in  the  cellar  will 
be  done  in  a  gas-fried  bake  oven  employing  one  baker; 
that  to  make  the  restaurant  a  going  business  and  a  conven¬ 
ience  for  the  patrons,  the  bakery  is  necessary  as  an  accessory 
to  the  restaurant;  that  there  are  two  means  of  egress  from 
the  proposed  bakery,  one  by  present  stair  at  front  ieading 
directly  to  street  and  the  other  by  present  stair  from  cellar 
to  kitchen,  which  is  adjacent  to  the  exit  of  the  restaurant 
leading  to  the  roof. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  243-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  exits  as  shown  on  plans  filed  with  this 
appeal  marked  “Received  June  13,  1946”  showing  the  condi¬ 
tions  in  the  cellar  shall  be  maintained  except  for  the  bakery 
enclosed  with  fireproof  partitions  as  shown  to  be  occupied 
by  not  more  than  one  person ;  that  the  balance  of  the  cellar 
under  the  present  restaurant  and  under  the  adjoining  store 
as  shown  on  such  plan  shall  be  occupied  for  general  storage 
only  and  not  for  human  occupancy ;  that  the  entire  cellar 
throughout  shall  be  protected  with  a  sprinkler  system  which 
may  be  connected  from  the  domestic  water  supply  of  the 
building  provided  such  water  supply  has  a  street  tap  of  not 
less  than  2" ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  lawrs,  rules  and  regulations 
applicable  thereto  and  that  the  sprinkler  system  shall  comply 
in  all  other  respects  with  all  requirements  of  the  building 
code  therefor. 


432-46-A 

APPLICANT — Gross-Morton  Co.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 197th  St.  W/S  Bet.  Union 
Turnpike  &  75th  Ave.  Bl.  7213  Lot  Pt.  1 ;  197th  St. 
E/S  Bet.  Union  Turnpike  &  75th  Ave.  Bl.  7214  Lot 
Pt.  1  ;  198th  St.  W/S  Bet.  Union  Tpke.  &  75th  Ave. 
Bl.  7214  Pt.  1 ;  198th  St.  E/S  161.36'  N  of  Union 
Tpke.  Bl.  7215  Lot  Pt.  1 ;  199th  St.  W/S  177.60'  N 
of  Union  Tpke.  Bl.  7215  Lot  Pt.  1 ;  197th  St.  W/S 
Bet.  73rd  &  75th  Ave.  Bl.  7184  Lot  Pt.  1;  197th 
St.  E/S  Bet.  73rd  &  75th  Ave.  Bl.  7185  Lot  Pt.  1 ; 
198th  St.  W/S  Bet.  73rd  &  75th  Ave.  Bl.  7185  Lot 
Pt.  1;  198th  St.  E/S  Bet.  73rd  &  75th  Ave.  Bl. 
7185  Lot  Pt.  1  &  Pt.  3;  199th  St.  W/S  Bet.  73rd 
&  75th  Ave.  Bl.  7186  Lot  Pt.  1  &  Pt.  3,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  Gross. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (432-46-A) 

Whereas,  Gross-Morton  Company,  owner,  filed  June  13, 
1946,  an  appeal  from  decisions  of  the  borough  superintendent 
affecting  premises  197th  street,  west  side  between  Union 
turnpike  and  75th  avenue  (Block  7213,  Part  of  Lot  1),  197th 
street,  east  side  between  Union  turnpike  and  75th  avenue 
(Block  7214,  Part  of  Lot  1),  198th  street,  west  side,  be¬ 
tween  Union  turnpike  and  75th  avenue  (Block  7214,  Part 
of  Lot  1),  198th  street,  east  side,  161.36  ft.  North  of  Union 
turnpike,  (Block  7215,  Part  of  Lot  1),  199th  street,  west 
side, — 177.60'  North  of  Union  turnpike,  (Block  7215,  Part 
of  Lot  1),  197th  street  west  side,  between  73rd  and  75th 
avenue,  (Block  7184,  Part  of  Lot  1),  197th  street,  east  side, 
between  73rd  and  75th  avenue,  (Block  7185,  Part  of  Lot  1), 
198th  street,  west  side,  between  73rd  and  75th  avenues, 
(Block  7185,  Part  of  Lot  1),  198th  street,  east  side,  between 
73rd  and  75th  avenues,  (Block  7186,  Part  of  Lots  1  and  3), 
199th  street,  west  side,  between  73rd  and  75th  avenues, 
(Block  7186,  Part  of  Lots  1  and  3),  Flushing,  Borough  of 
Queens ;  and 

Whereas,  the  decisions  of  the  borough  superintendent 
dated  June  12,  1946,  on  N.B.  Applications  2277  to  2300, 
2785  to  2809,  3047  to  3066,  3129  to  3148,  4179  to  4198,  4289 
to  4310,  4481  to  4509,  4273  to  4288,  4510  to  4547-45,  read: 


“1.  16/32"  Celotex  exterior  wall  board  not  approved 
for  use  in  New  York  City.  Secure  approval  of  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  consist  of  acreage  which  it  is 
proposed  to  be  subdivided  into  separate  lots  each  approxi¬ 
mately  3,000  sq.  ft.  in  area  and  erect  on  each  lot  a  two  story 
frame  two  family  dwelling,  20  ft.  in  height,  22  ft.  by  42  ft. 
in  area,  semi-detached;  and 

Whereas,  the  applicant  states  that  this  is  an  appeal  for 
permission  to  use  16/32"  Celotex  exterior  wallboard  in  lieu 
of  the  thickness  approved  by  the  Board  for  this  purpose; 
that  the  proposed  buildings  will  be  of  semi-detached  type, 
masonry  veneer  on  the  exterior  on  which  studs  will  be  faced 
with  the  16/32"  Celotex  exterior  wallboard,  which  will  be 
surfaced  with  kraft  building  paper  before  applying  the 
masonry  veneer;  that  all  of  the  dwellings  will  be  so  located 
on  the  lots  as  to  provide  a  minimum  clearance  of  16  ft.  be¬ 
tween  buildings ;  that  the  dwellings  will  be  set  back  from 
the  front  building  lines  on  197th  street,  198th  street  and 
199th  street,  a  distance  not  less  than  10  ft.  that  the  16/32" 
Celotex  exterior  wallboard  has  been  widely  used  for  this 
purpose  throughout  the  country ;  that  the  form  of  construc¬ 
tion  proposed  provides  for  the  use  of  1  x  6  corner  braces 
and  in  addition  thereto,  the  anchoring  of  the  masonry 
veneer  in  accordance  with  the  provisions  of  the  Building 
Code  will  provide  adequate  bracing  of  the  entire  structure ; 
that  permission  herein  sought  is  only  due  to  the  present 
emergency  which  precludes  the  delivery  of  the  approved 
thickness  Celotex  exterior  wallboard  or  any  approved  sub¬ 
stitute  therefor ;  that  the  dwellings  are  so  designed  that 
the  Celotex  sheathing  has  been  disregarded  in  figuring  the 
structural  stability  of  the  walls  and  permission,  if  granted  by 
the  Board,  for  the  use  of  16/32"  Celotex  can  be  on  the  basis 
that  no  value  is  assigned  to  it  as  wall  bracing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applications  2277  to  2300,  2785  to  2809,  3047  to 
3066,  3129  to  3148,  4179  to  4198,  4289  to  4310,  4481  to  4509, 
4273  to  4288,  4510  to  4547-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects  the  Celotex  shall 
comply  with  the  requirements  of  the  resolution  of  approval 
under  Cal.  No.  199-39-SM ;  that  the  dwelling  shall  be 
designed  as  proposed;  that  no  value  shall  be  assigned  to  the 
y2"  Celotex  as  wall  bracing  which  shall  comply  with  the 
requirements  of  the  building  code  under  section  C26-538.0,  a, 
as  to  where  no  sheathing  is  used. 


189-46-A 

APPLICANT — Edward  E.  Ashley,  for  Abrast  Realty  Co., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 422-438  Fulton  street,  south 
side,  93  ft.  west  of  Hoyt  street,  177  Livingston 
street,  14-30  Hoyt  street  and  15  Gallatin  place  (1st, 
2nd  and  3rd  basements);  (Block  156,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  Hutton. 

For  Administration:  Herman  B.  Ferguson  and  Fred 
Dahlem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  2 
P.  M.  for  further  consideration. 


266-46-A 

APPLICANT — Electrical  Utilities,  Inc.,  for  Jean  Rosen, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 14  Jay  street,  south  side,  49.11 
ft.  west  of  Staple  street  (Block  143,  Lot  25), 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Max  S.  Kasner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  *. .  0 


363-46-A 

APPLICANT — Irwin  Clavan,  for  Metropolitan  Life  Insur¬ 
ance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1st  avenue  to  Marginal  street, 
from  East  20th  to  East  23rd  streets  (Blocks  952, 
953,  954,  978,  979,  980  and  987,  Lots  1),  Peter 
Cooper  Village,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Irwin  Clavan  and  J.  H.  Frankland. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  2 
P.  M.  for  further  consideration. 


390-46-A 

APPLICANT — Milton  Barkin,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 92-24  to  92-30  Queens  boule¬ 
vard  and  89-12  to  89-22  Eliot  avenue,  southeast 
corner  (Block  3075,  part  of  Lot  6),  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Milton  Barkin,  M.  Tancer  and  C. 
Greenberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  buildings  and  Allen  V.  Brown,  Office 
of  Borough  President. 

ACTION  OF  BOARD — Laid  over  to  July  2,  1946  at  2 
P.  M.  for  further  consideration  and  decision  by 
the  Board. 


391-46-A 

APPLICANT — S.  J.  Kessler  and  Sons,  for  Magnani  Stat¬ 
uary  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 236-238  West  40th  street,  south 
side,  254'ft.  Al/2  in.  west  of  7th  avenue  (Block  789, 
Lot  60),  Borough  of  Manhattan. 
APPEARANCES—  . 

For  Applicant :  Melvin  E.  Kessler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  25,  1946  at  2 
P.  M.  for  further  consideration. 


410-46-A 

APPLICANT — Lama  and  Proskauer,  for  William  Cher- 
cass,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 899  Kent  avenue,  east  side,  287 
ft.  south  of  Myrtle  avenue  (Block  1912,  Lot  10), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


422-46-A 

APPLICANT — David  Weinberg,  for  French  Bootery,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 10  East  57th  street,  north  side, 
72  ft.  west  of  Madison  avenue  (Block  1293,  Lot  14), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  Weinberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  applicant  to 
file  corrected  plans  in  Dep’t  of  Housing  and  Build¬ 
ings. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 


ZONING  APPLICATIONS. 

858-19-BZ 

APPLICANT — Lama  and  Proskauer,  for  Ruth  B.  Klee, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district, 
the  alteration  and  conversion  of  part  of  a  garage 
for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  include  a  gasoline  serv¬ 
ice  station,  lubritorium  and  auto  laundry. 
PREMISES  AFFECTED — 1520-1528A  Fulton  street,  south 
side,  320  ft.  west  of  Albany  avenue  (Block  1864, 
Lot  14),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (858-19-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  affecting  premises  1520-1528A  Fulton  street,  south 
side,  320  ft.  west  of  Albany  avenue  (Block  1864,  Lot  14),  - 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  March 
2,  1920,  on  certain  conditions ;  and 

\\  hereas,  on  May  27,  1941,  the  resolution  was  amended, 
permitting  the  inclusion  of  a  gasoline  service  station,  lubri¬ 
torium  and  auto  laundry ;  and 

Whereas,  on  April  17,  1942,  June  8,  1943,  June  6,  1944 
and  June  19,  1945,  time  was  extended  to  obtain  permits  and 
complete  the  work ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  2,  1920  as  amended 
through  June  19,  1945  only  in  so  far  as  it  has  reference  to 
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obtaining  permits  and  completion  of  the  work  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“  .  .  .  that  in  view  of  the  statement  by  the  applicant 
that  all  permits  have  been  obtained,  all  work  shall  be 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


309-28-BZ 

APPLICANT — Richard  Shutkind,  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 2323-2331  Flatbush  avenue  and 
2370-2384  Utica  avenue,  northeast  corner,  (Block 
8510,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Richard  Shutkind. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (309-28-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  2323-2331  Flatbush  avenue  and  2370-2384  Utica 
avenue,  northeast  corner  (Block  8510,  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  October  23,  1928,  on 
certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  December  4, 
1928,  time  extended  June  25,  1929,  resolution  further  amended 
on  October  1,  1929,  September  29,  1936  and  June  15,  1943 
and  time  further  extended  on  June  20,  1944  and  Tune  19, 
1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  23,  1928  as  amended 
through  June  19,  1945  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  work  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“  .  .  .  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


706-41-BZ  *  ^ 

APPLICANT — James  M.  Murtha,  for  Viola  Murtha, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 115-117  Beach  96th  street, 
northwest  corner  of  Shore  Front  parkway  (Block 
635,  Lot  76),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  M.  Murtha. 

For  Opposition :  Harold  Klorfein,  Dep't  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (706-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  form  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  115-117  Beach  96th 
street,  northwest  corner  of  Shore  Front  parkway  (Block 
635,  Lot  76),  Rockaway  Beach,  Borough  of  Queens,  was 
granted  by  the  Board  on  July  14,  1942,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  permit  was  extended  on  June  27,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  14,  1942  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  motor  vehicles,  on  condition  .  .  .  and 
that  other  than  as  herein  amended  the  provisions  of  the 
resolution  of  July  14,  1942  shall  be  complied  with;  that 
a  certificate  of  occupancy  shall  be  obtained  (Misc. 
Applic.  5827-41).” 


262-42-BZ 

APPLICANT — Paul  Friedman,  for  Weis  and  Zerweck, 
owner  (Sebastiano  Simone)  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 159-173  Onderdonk  avenue  and 
1851-1859  Troutman  street,  northwest  corner  (Block 
3394,  Lot  1),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (262-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  159-173  Onderdonk  avenue 
and  1851-1859  Troutman  street,  northwest  corner  (Block 
3394,  Lot  1),  Maspeth,  Borough  of  Queens,  was  granted  by 
the  Board  on  June  30,  1942,  on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  on  June  20,  1944,  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  30,  1942  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  on  condition 
■  .  .  and  that  other  than  as  herein  amended  the  provi- 
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sions  of  the  resolution  of  June  30,  1942  shall  be  com¬ 
piled  with ;  that  a  certificate  of  occupancy  shall  be 
obtained  (Alt.  Applic.  375-42).” 


436-43-BZ 

APPLICANT — Kitzler  and  Nurick,  for  Alfonzo  Lizzi  and 
Napoleone  Sicoli,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  sawing 
(with  motor  driven  saws)  chopping,  bagging,  storage 
and  sale  of  wood,  for  a  temporary  term  of  two 
years. 

PREMISES  AFFECTED— 820-834  Euclid  avenue  and 
1130-1138  Loring  avenue,  southwest  corner  and 
west  side  of  Euclid  avenue,  100  ft.  south  of  Loring 
avenue,  40  ft.  west  of  Euclid  avenue  (Block  4505, 
Lots  1,  7  and  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler  and  Alfonzo 
Lizzi. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 

THE  RESOLUTION  (436-43-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  sawing 
(with  motor-driven  saws),  chopping,  bagging,  storage  and 
sale  of  wood;  premises  820-834  Euclid  avenue  and  1130- 
1138  Loring  avenue,  southwest  corner  (Block  4505,  Lots  1, 
7  and  52),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  May  31,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  31,  1944  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  as  proposed,  on  condi¬ 
tion  .  .  .  and  that  other  than  as  herein  amended,  the 
provisions  of  the  resolution  of  May  31,  1944  shall  be 
complied  with ;  and  that  a  certificate  of  occupancy  shall 
be  obtained.’1' 


302-44-BZ 

APPLICANT — Italo  Nicholai,  for  Xavier  Kirchoffer, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use,  E  area 
district,  the  erection  of  an  extension  to  a  green¬ 
house  potting  room,  without  providing  rear  yard 
required  by  the  zoning  resolution. 

PREMISES  AFFECTED — 2286  Richmond  road,  south 
side,  122  ft.  east  of  Otis  avenue  (Block  3618,  Lots 
7  and  16),  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Italo  Nicholai. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (302-44-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  E  area  district,  the 
erection  of  an  extension  to  a  greenhouse  potting  room,  with¬ 
out  providing  the  rear  yard  required  by  the  zoning  resolu¬ 
tion,  affecting  premises  2286  Richmond  road,  south  side, 
122  ft.  east  of  Otis  avenue  (Block  3618,  Lots  7  and  16), 
New  Dorp,  Borough  of  Richmond,  was  granted  by  the 
Board  on  July  24,  1945  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  24,  1945  only  in  so  far 
as  it  has  reference  to  the  time  within  which  to  obtain  per¬ 
mits  and  complete  the  work  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“  .  .  .  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one.(l)  year  from  the  date  of  this 
amended  resolution.” 


640-45-BZ 

APPLICANT — Jacob  Lubroth,  for  Jacob  S.  Kaminsky, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  an  unrestricted,  C  area 
district  the  extension  of  an  existing  building  to 
occupy  the  full  area  of  the  lot  on  the  first  floor. 
PREMISES  AFFECTED — 60-77  Myrtle  avenue,  north 
side,  208  ft.  west  of  Fresh  Pond  road  (Block  3538, 
Lot  55),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  . , .  0 

THE  RESOLUTION  (640-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  an  unrestricted  use,  C  area  district, 
the  extension  of  an  existing  building  to  occupy  the  full  lot 
area  on  the  first  floor ;  premises :  60-77  Myrtle  avenue,  north 
side,  208  ft.  west  of  Fresh  Pond  road  (Block  3538,  Lot  55), 
Ridgewood,  Borough  of  Queens,  was  granted  by  the  Board 
on  April  2,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  2,  1946  by  eliminating 
the  clause  reading : 

“That  permission  shall  be  filed  with  the  borough 
superintendent  from  the  adjoining  owner  to  permit  exit 
to  the  alleyway  on  the  adjoining  lot  No.  67  leading  to 
60th  lane” 

and  by  adding  thereto : 

“That  the  door  as  shown  on  plans  at  the  rear  shall 
be  maintained  so  as  to  be  easily  openable  at  all  times 
during  business  hours  (Misc.  Applic.  1492-45).” 
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400-20-BZ 

APPLICANT — Abraham  Farber,  for  Flatbush  Pontiac, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  additional  use — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings)  previ¬ 
ously  granted  on  condition,  permitting  in  a  business 
use  district  the  erection  of  a  garage  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 636-670  Parkside  avenue,  south 
side,  215  feet  8  inches  west  of  Nostrand  avenue, 
(Block  5057,  Lot  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Abraham  Farber  and  Mortimer  J. 
Bock. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


200-37-BZ 

APPLICANT — Nelson  S.  Kirk,  2nd,  for  Geraldine  Dono¬ 


hue,  owner. 

SUBJECT — Application  for  consideration- — reopening  and 
consideration  of  new  proposal — (decision  of  the 
borough  superintendent),  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  business  use,  D 
area  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  and  repair  shop 
(previously  denied  for  a  gasoline  service  station). 

PREMISES  AFFECTED — 103-37  Springfield  boulevard 
and  218-33  104th  avenue,  northeast  corner  (Block 
11153,  Lot  7),  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  Mortimer  Michael. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar  under  section  7f  of  the  zoning  reso¬ 
lution. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  .  0 


181-38-BZ 

APPLICANT — Bertram  Smith,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21,  permitting 
in  a  business  use  district,  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  an  existing  garage 
for  more  than  five  motor  vehicles  (previously 
granted  by  Board)  to  include  a  gasoline  service 
station. 

PREMISES  AFFECTED — 410  City  Island  avenue,  north¬ 
east  corner  of  Ditmars  avenue  (Block  5645,  Lot 
1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bertram  Smith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  July  9,  1946 
at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


MATERIAL  SUBMITTED  FOR  APPROVAL 

518-43-SM 

APPLICANT — Metal  Covered  Door  Associates,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Kalamein  1  and  /z  Hour 
Fire  Test  Door  Assembly,  (previously  approved  on 
condition). 

APPEARANCES— 

For  Applicant:  George  Angstreich  and  B.  K.  Wein- 
grad. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative  .  0 

THE  RESOLUTION  (518-43-SM) 

Whereas,  the  Metal  Covered  Door  Associates,  owner, 
filed  on  October  29,  1943,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Metal  Covered  Door  Associates  Kalamein  One  and 
One-Half  Hour  Test  Fire  Door  Assembly;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
October  24,  1944,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  OF  BOARD 


Re:  Cal.  518-43-SM 


June  18,  1946. 


Subject:  Metal  Covered  Door  Associates  Kalamein  \l/2 
Hour  Test  Fire  Door  Assembly — (Amend¬ 
ment  to  resolution  adopted  Oct.  3,  1944). 

The  Metal  Covered  Door  Associates,  comprising: 

National  Kalamein  Company,  Inc., 

418  Johnson  Avenue,  Brooklyn,  N.  Y. 

Greenpoint  Metal  Covered  Door  Company, 

153  Green  Street,  Brooklyn,  N.  Y. 

Royal  Kalamein  Door  Company, 

161  Jamaica  Avenue,  Brooklyn,  N.  Y. 

City  Steel  Door  Corporation, 

820  Whitner  Street,  Bronx,  N.  Y. 

Ajax  Metal  Door  Corporation, 

226  East  144th  Street,  Bronx,  N.  Y. 

Independent  Fireproof  Door  Company,  Inc., 

1706  Atlantic  Avenue,  Brooklyn,  N.  Y. 

Universal  Bronze  &  Steel  Door  Company,  Inc., 

222  Siegel  Street,  Brooklyn,  N.  Y. 

Pioneer  Fireproof  Door  Corp., 

807  Zerega  Avenue,  Bronx,  N.  Y. 

Supreme  Fireproof  Door  Company, 

442  East  166th  Street,  Bronx,  N.  Y. 

Reliable  Fireproof  Sash  &  Door  Corp., 

650  Sackett  Street,  Brooklyn,  N.  Y. 

International  Fireproof  Door  Co.,  Inc., 

157  Walworth  Street,  Brooklyn,  N.  Y. 

Hub  Dor  Metal  Products  Corporation, 

461  East  147th  Street,  New  York,  N.  Y. 

Williamsburg  Fireproof  Products  Corp., 

86  Quay  Street,  Brooklyn,  N.  Y. 

Lion  Fireproof  Sash  &  Door  Company,  Inc., 

167  Chrystie  Street,  New  York  City. 

have  made  a  request  June  13,  1946,  that  the  approval 
granted  October  3,  1944,  be  reopened  and  amended  to 
include  permission  to  use  ungalvanized  sheets  in  lieu 
of  galvanized  sheets,  as  required,  as  such  sheets  are  no 
longer  available  due  to  the  critical  material  shortages 
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on  sheets.  Inquiries  made  of  the  manufacturers  of 
such  sheets  indicate  that  supplies  of  these  materials 
are  very  tight  and  will  be  so  for  some  time,  as  there  is 
an  exceedingly  large  demand  by  industry  for  sheets  of 
all  types  and  it  probably  will  be  a  year  before  galva¬ 
nized  sheets  will  be  available  to  the  trade. 

In  order  that  construction  be  not  delayed,  the  Com¬ 
mittee  recommends  that  the  applicant  be  allowed  to  use 
ungalvanized  sheets  of  the  same  gauge  as  contained  in 
the  original  approval,  provided  that  the  aforesaid  sheets 
are  painted  on  both  sides  and  edges  with  a  base  coat  of 
paint,  complying  with  Army  Navy  Aeronautical  Speci¬ 
fications  No.  AN-TTYP-656a  and  finished  with  a  second 
coat  of  zinc  chromate  Red  Oxide  Enamel,  both  formulae 
as  follows : 


Army  Navy  Aeronautical  Specification  AN-TTP-656a 


Item 

Percent  by 

Weight 

Product 

( Min .) 

(Max.) 

Non-volatile 

50 

Volatile 

41 

Nonvolatile 

Vehicle 

45 

Pigment 

55 

- 

Red  Oxide 

Chromate  Enamel 

Pigment  . 

....  23.3% 

Vehicle  . 

....  76.7% 

Pigment  . 

75%  Red  Iron  Oxide 

Vehicle  .  7254%  Pure  Allyl  Resin 

(50%  solution) 

2 7ZA%  Mineral  spirits  & 
dryer 

The  Committee  recommends  that  the  sheets  used  in 
opening  protective  assemblies  made  under  this  approval 
be  protected  with  two  coats  hereinbefore  specified  and 
that  this  approval  for  permitted  substitution  be  limited 
for  a  period  of  six  months  from  the  date  of  adoption  of 
amended  resolution,  after  which  the  matter  may  be  re¬ 
viewed  to  ascertain  w’hether  the  supply  of  materials  has 
improved  to  a  point  where  galvanized  sheets  are  again 
available. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner 

CHARLES  M.  BLUM, 
Commissioner 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  3,  1944  to  consider 
amendment  as  to  temporary  omission  of  galvanizing  on 
sheets  and  by  adding  thereto  the  recommendation  of  the 
Committee  on  Tests  dated  June  18,  1946. 


Adjourned:  4:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1946  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building, 


Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each  postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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RULES  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES,  PAPER,  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR 
DECORATIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS 
AND  SIMILAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND 
SPECIAL  OCCUPANCY  STRUCTURES. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940.  EFFECTIVE 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER.  MAY  27,  1940. 


[Cal.  No.  294-40-SR] 

AUTHORITY: 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2,  of  the  Charter  of 
the  City  of  New  York  and  Section  C26-721.0b  (12.2)  as 
amended  by  Local  Law  No.  170,  approved  November  14, 
1939,  and  Section  C19-161.1  Local  Law  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE 

These  requirements  apply  to  flameproofed  combustible  ma¬ 
terials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
C-19-161.0,  which  was  amended  by  Local  Law  No.  112. 

2.0  GENERAL  REQUIREMENTS 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement 
which  is  made  of  combustible  material,  unless  painted  or 
saturated  with  a  non-combustible  material  or  liquid  or  other¬ 
wise  rendered  safe  against  fire  to  the  satisfaction  of  the 
Fire  Commissioner  and  in  accordance  with  the  requirements 
of  these  Rules,  in  any  building  of  a  public  character,  includ¬ 
ing  a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
09-161. 1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3.0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test 
described  in  Rule  5.0,  shall  meet  the  following  requirements 
as  to  fire-retardant  properties. 

4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  may  be  disregarded. 

4.2  DURATION  OF  FLAME — The  average  con¬ 
tinuation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW — The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him  in  accordance  with  the  requirements  of  these  Rules. 

5.1  SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind 
of  treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  every  500  square  feet  or  fraction  thereof. 

5.2  TEST  SPECIMENS — Specimens  for  test  shall 
be  2  in.  wide  and  12j4  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide 
a  minimum  of  three  test  specimens  from  each  material 
for  testing. 


5.3  CONDITIONING  OF  TEST  SPECIMENS— 
The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 
an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI¬ 
CALS — Test  specimens  shall  be  suspended  by  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3-ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  ^$-inch  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  a  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quar¬ 
ters  of  an  inch  above  the  top  of  the  gas  burner  on  which 
the  air  supply  is  shut  off  completely  and  adjusted  to 
give  a  luminous  flame  1^4  inches  long.  The  flame  shall 
be  applied  for  12  seconds,  then  withdrawn.  The  result 
of  the  test  for  duration  of  flame  and  duration  of  glow 
of  the  three  test  specimens  shall  each  be  averaged  and 
recorded.  Flashing,  if  any,  shall  be  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  lim¬ 
ited  to  one  year.  An  affidavit  by  the  person,  firm  or  corpo¬ 
ration  flameproofing  the  combustible  materials  shall  be  filed 
with  the  Fire  Commissioner  stating  that  the  flameproofing 
compound  and  method  complies  with  the  approval  of  the 
Board,  with  calendar  number  thereof,  and  including  the  date 
of  treatment  and  warranted  period  of  effectiveness  of  the 
flameproofing. 

6.1  The  Fire  Commissioner  may  require  check  tests 
at  any  time.  Upon  the  termination  of  the  approval,  as 
provided  for  in  Rule  6.0,  a  retest  of  the  flameproofed 
combustible  materials  shall  conform  to  the  following : 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F„  as  measured  by  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame.  Material  found  not  to  con¬ 
form  to  these  requirements,  shall  be  removed  and  re¬ 
placed  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or 
places  of  religious  worship. 
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Fire  Drill  Rules,  Adopted  By  the  Board  of  Standards  and  Appeals,  October  5,  1923 

SQUAD  MONITORS 


(573-23-SR) 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emergency, 
panic  or  fire  in  the  least  possible  time — by  the  nearest  safe 
means  of  exit — and  the  use  of  fire  appliances  which  shall  be 
provided  for  the  extinguishing  or  retarding  of  fire  and  the 
safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
Labor  Law  in  which  fire  drills  are  required  pursuant  to 
Section  279  thereof  and  in  any  other  building  in  which  such 
drills  are  required  by  the  Fire  Commissioner  pursuant  to  the 
power  conferred  in  section  491  of  the  New  York  City  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
conduct  fire  drills  monthly  and  at  such  other  times  as  the 
Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  positions 
of  the  fire  drill  organization,  as  specified  on  the  accom¬ 
panying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 


Squad  No.  1 

“  “  2 


.  «  “  4 

.  “  “  5 . 

.  “  “  6 . 

Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 


Premises  . 

Name  of  concern  . 

Building  No . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 


Rule  3.  Duties  of  Watchmen. 


WATCHMAN 

. 


MALE  SEARCHER 


FEMALE  SEARCHER 

. 

STREET  ALARM  BOX  RUNNER 

.  . 

FIRE  BRIGADE 


The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the.  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain,  to 
leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 


EXIT  GUARDS 
Exit . 

H 

it 

it 

it 

a 


Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be 
familiar  with  the  location  of  the  nearest  city  fire  alarm 
box  and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the 
EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  11  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 


and  drills  shall  be  conducted  at  least  twice  each  year  in 
vvhich  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill”  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 

The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 


Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc., 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BLTLDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will,  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 


NOTICE 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at.  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents  ;  by  mail  85  cents. 
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PETITION  FOR  CERTIORARI  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  June  14,  1946,  copy  of  Petition  and  Order  to  Show  Cause 
was  served  on  the  Board  by  Vito  J.  Guariglia,  attorney  for  Original 
Studio  Iron  Works,  Inc.,  in  re  decision  of  the  Board  on  May  14, 
1946,  denying  their  appeal  from  an  order  of  the  Fire  Commissioner; 
Cal.  No.  306-46-A;  premises  1072-1078  Atlantic  Avenue  (basement), 
Borough  of  Brooklyn. 


COURT  DECISION. 

Matter  of  O,  Realty  Co.,  Inc.  (Murdock) — On  January  23, 
1945,  the  Board  revoked,  on  request  of  adjoining  property 
owner,  the  permit  and  approval  issued  by  the  Borough 
Superintendent  under  Building  Notice  1054-44,  and  stipu¬ 
lated  that  no  other  permit  or  certificate  of  occupancy  be 
issued  for  the  use  of  the  premises  or  access  thereto  for 
the  storage  or  parking  for  more  than  five  motor  vehicles, 
unless  a  zoning  variance  is  granted  by  the  Board  for  such 
use  for  the  lots  in  question  while  located  in  a  business  dis¬ 
trict;  Cal.  No.  702-44-A;  premises  709-715  Utica  Avenue, 
E.S.,  180  ft.  south  of  Clarkson  Avenue,  Borough  of 

Brooklyn. 

Mr.  Justice  Cuff,  in  the  Supreme  Court,  at  Special  Term, 
Part  1,  upheld  the  Board,  stating  that  its  resolution  con¬ 
tains  findings  of  fact  which  are  fully  supported  by  the 
evidence  and  a  statement  of  the  law  to  which  he  wholly 
subscribes.  (N.  Y.  Law  Journal,  June  17,  1946,  page  2407). 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Petition  for  Certiorari  Served  on  the  Board  of  Standards 
and  Appeals. 

Court  Decision. 

Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  June  25, 
1946,  Affecting  Calendar  Numbers  522-43-BZ,  782-45- 
BZ,  792-45-BZ,  135-46-BZ,  191-46-BZ,  263-46-BZ, 

284-46-BZ,  1306-22-BZ,  960-27-BZ,  84-34-BZ,  178-39- 
BZ,  1017-39-BZ,  280-41-BZ,  35-44-BZ,  46-44-BZ,  522- 

44- BZ,  799-45-BZ,  20-46-BZ,  158-46-BZ,  164-46-BZ, 
168-46-BZ,  210-46-BZ,  265-46-BZ,  307-46-BZ,  402-46- 
BZ,  523-43-A,  178-46-A,  192-46-A,  165-46-A,  403-46-A, 
423-46-A,  478-45-SA,  148-46-SM,  152-46-SM,  274-46-SM 
and  378-46-SA. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  June 
25,  1946,  Affecting  Calendar  Numbers  115-46-A,  225- 
46-A,  291-46-A,  370-46-A.  397-46-A,  399-46-A,  404-46-A, 
447-46-A,  449-46-A,  718-45-A,  179-46-A,  380-43-A,  184- 

45- A,  183-46-A,  280-46-A,  352-46-A,  386-46-A,  391-46-A, 
393-46-A.  434-46-A.  497-23-BZ,  878-28-BZ.  169-31-BZ, 
115-36-BZ,  802-40-BZ,  679-41-BZ.  82-43-BZ,  95-45-BZ, 
618-45-BZ,  291-24-BZ,  1000-40-BZ  and  490-40-SM. 

Proposed  Amendments  to  Rules  Relative  to  Submerged 
Inlets  and  Protective  Methods  to  be  Applied  to  Pre¬ 
vent  Contamination  of  Water  Supply. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  June  25,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

451-46-BZ — H.B.M. — 471  Park  avenue,  southeast  corner 
of  East  58th  street  (Block  1312,  Lot  69),  Borough  of  Man¬ 
hattan,  Amendment  to  N.B. 75-46. 


465-46-BZ — H.B.B. — 5257-5265  Kings  Highway,  and  5302- 
5312  Preston  Court,  southeast  corner  (Block  7949,  Lot  10), 
Borough  of  Brooklyn,  N.B.  1201-46. 


466-46-A — H.B.AL — 192  7th  avenue  and  202-206  West  11th 
street,  southwest  corner  (Block  613,  Lot  53),  Borough  of 
Manhattan,  Alt.  741-46. 


452-46-BZ — H.B.Bx. — 3981-3989  White  Plains  road,  west 
side,  50  ft.  north  of  East  225th  street  (Block  4827,  Lot  5), 
Borough  of  The  Bronx,  Alt.  517-46. 


453-46-BZ— H.B.B.— 3437-3445  Fort  Hamilton  parkway 
and  2-12  Chester  avenue,  southeast  corner  (Block  5302,  Lot 
48),  Borough  of  Brooklyn,  N.B.  1127-46. 


454-46-BZ — H.B.B.— 54-64  Woods  place,  west  side,  33  ft. 
9  in.  north  of  Snyder  avenue  (Block  5107,  Lot  24),  Borough 
of  Brooklyn,  Alt.  2716-46. 


455-46-A — H.B.M. — 14  East  54th  street,  south  side,  250 
ft.  east  of  5th  avenue  (4th  floor)  ;  (Block  1289,  Lot  63), 
Borough  of  Manhattan,  Amendment  to  Alt.  178-46. 


456-46-A — F.D. — 26  Cortland  street,  25-29  Church  street, 
northeast  corner  and  25  Dey  street  (Block  63,  Lot  6),  Bor¬ 
ough  of  Manhattan,  45957-LC. 


457-46-A — F.D. — 124  Norfolk  street,  west  side,  174.27  ft. 
south  of  Shore  boulevard  (Block  7517,  Lot  1310),  Borough 
of  Brooklyn,  Decision  re  1408-LC. 


458-46-A — F.D. — 130  Norfolk  street,  west  side,  224  ft. 
south  of  Shore  boulevard  (Block  7517,  Lot  1312),  Borough 
of  Brooklyn,  Decision  re  1410-LC. 


459-46-A — F.D. — 1  Park  avenue,  northeast  corner  of  East 
32nd  street  (17th  to  20th  floors,  inclusive)  ;  (Block  888, 
Lot  1),  Borough  of  Manhattan,  Decision  re  45170-LC. 


460-46-A — H.B.M. — East  6th  street  to  East  13th  street, 
from  Avenue  D  to  East  River  drive  (Block  367,  Lot  1  and 
Block  362,  Lots  1  and  100),  Borough  of  Manhattan,  Amend¬ 
ment  to  N.B.  222  to  N.B.  240-45,  inclusive. 


461-46-BZ — H.B.Q. — 52-17  102nd  street  and  101-01  Strong 
avenue,  northeast  corner  (Block  1933,  Lots  41  and  44), 
Elmhurst,  Borough  of  Queens,  Alt.  1864-45. 


462-46-A — H.B.Q. — 52-17  102nd  street  and  101-01  Strong 
avenue,  northeast  corner  (Block  1933,  Lots  41  and  44), 
Elmhurst,  Borough  of  Queens,  Alt.  1864-45. 


463-46-SA — Flofilm  Processor,  Model  91-01,  Appliance. 


464-46-A — H.B.Al. — 503-509  West  166th  street,  north  side, 
100  ft.  west  of  Amsterdam  avenue  (4th  and  5th  floors)  ; 
(Block  2123,  Lot  70),  Borough  of  Manhattan,  Amendment 
to  Alt.  688-46. 


467-46-A — H.B.Q. — 162-10  to  162-14  Jamaica  avenue, 
south  side,  51  ft.  west  of  New  York  boulevard,  92-14  to 
92-20  New  York  boulevard  and  92-15  Union  Hall  street 
(Block  10102,  Lots  4,  6,  13,  15,  72  and  74),  Jamaica,  Bor¬ 
ough  of  Queens,  Misc.  4499-46. 


468-46-BZ — H.B.Bx. — Northwest  corner  of  Olmstead 
avenue  and  Unionport  road  (Block  3933,  Lot  100),  Borough 
of  The  Bronx,  Amendment  to  N.B.  309-46. 


469-46-BZ — FI.B.Bx. — 2450-2456  Eastchester  road  and 
1500-1506  Mace  avenue,  southeast  corner  (Block  4478,  Lot 
32),  Borough  of  The  Bronx,  Amendment  to  N.B.  350-41. 


470-46-BZ — H.B.M. — 2038  2nd  avenue  and  300  East  105th 
street,  southeast  corner  (Block  1676,  Lot  49),  Borough  of 
Alanhattan,  Alt.  1299-46. 


471-46-BZ — H.B.AL — 394  Lenox  avenue,  east  side,  39  ft. 
south  of  West  130th  street  (Block  1727,  part  of  Lot  69), 
Borough  of  Alanhattan,  Alt.  1298-46. 


472-46-BZ — H.B.B. — 321  Hopkinson  avenue,  southeast 
corner  of  St.  Marks  avenue  (Block  1460,  Lot  11),  Borough 
of  Brooklyn,  Alt.  2723-46. 


473-46-BZ — H.B.Al. — 381  Bleecker  street,  east  side,  25  ft. 
south  of  Perry  street  (Block  621,  Lot  40),  Borough  of 
Alanhattan,  Alt.  1374-46. 

Restored  to  Calendar. 

490-40-SM — Peele  Flush  Counterbalanced  Door,  with 
Safety  Seal  Meeting  Rail  Astragal,  manufactured  by  The 
Peele  Co.,  Inc.,  Alaterial. 


1000-40-BZ — H.B.Bx. — 2337  Grand  Concourse  and  164 
Field  place,  southwest  corner  (Block  3164,  Lot  19),  Bor¬ 
ough  of  The  Bronx,  Amendment  to  Alt.  199-40. 


DESIGNATIONS:  II. H. — Department  of  Housing  and  Buildings; 
H.B.B — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  ’  H.B.d. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx:  II. D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


I.ast  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 

Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 


28,  1043— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52 A 


28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
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Last 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . May 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . Aug. 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Apr. 

Oil  Burner  Rules. . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . May 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Apr. 
Smoking  in  Factories,  Rules  for....  Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . Tune 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  .  Dec. 


Publication  in  Bulletin 

3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943- 
15,  1937- 

14,  1946- 
12,  1944- 
18,  1946- 
28,  1945- 


-Vol.  28,  No.  52A 
-Vol.  22,  No.  24 

-Vol.  31,  No.  20 
-Vol.  29,  No.  36 
-Vol.  31,  No.  25 
-Vol.  30,  No.  35 


20,  1945— Vol.  30,  No.  8 


25,  1945- 
13,  1937- 
21,  1919- 

23,  1946- 
7,  1925- 
5,  1928- 
18,  1946- 

9,  1946- 
4,  1946- 


-Vol.  30,  No.  52 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  25 

-Vol.  31,  No.  15 
-Vol.  31,  No.  23 


12,  1945— Vol.  30,  No.  24 


28,  1946- 
24,  1936- 
3,  1937- 


13,  1945- 

7,  1937- 
9,  1946- 

22,  1946- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  31,  No.  22 
-Vol.  21,  No.  47 
-Vol.  22,  No.  31 


-Vol.  30, 
-Vol.  22, 
-Vol.  31, 
-Vol.  31, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  11 
No.  36 
No.  15 
No.  4 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


28,  1943— Vol.  28,  No.  S2A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


JULY  2,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  2,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

296-46-BZ — Application,  April  22,  1946,  under  sections  7c, 
7h  and  21  of  the  zoning  resolution,  of  Wendell  Mischler, 
applicant,  on  behalf  of  Flatbush  Savings,  Bank,  owner, 
to  permit  in  a  residence  and  business  use,  C  area  district, 
the  erection  of  a  building  for  commercial  purposes,  oc¬ 
cupying  more  than  the  permitted  area  of  lot  without 
providing  a  rear  yard  above  the  first  floor,  and  having 
a  parking  area  in  rear. of  building  (residence  zone)  ;  prem¬ 
ises  1550  Flatbush  avenue,  west  side,  58  ft.  \l/i  in.  north 
of  Germania  place,  and  135-143  Kenilworth  place  (Block 
7557,  Lot  6),  Borough  of  Brooklyn. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station  (vacant) 
and  proposed  parking  for  more  than  five  (5)  motor  vehicles, 
minor  repairs,  brake  testing  and  wheel  alignment ;  premises 
3802-3812  Avenue  U  and  2201-2211  East  38th  street,  south¬ 
east  corner  (Block  8555,  Lot  38),  Borough  of  Brooklyn. 

401-31-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium;  premises  624-626  Atlantic  avenue,  and  95th 


avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

254-46-BZ — Application,  April  4,  1946,  under  sections  7b 
and  21  of  the  zoning  resolution,  of  David  I.  Shivitz,  ap¬ 
plicant,  on  behalf  of  Woodward  Associates,  owner,  (Douglas 
Leigh,  Inc.,  lessee),  to  permit  in  a  retail  and  business  use 
district,  the  erection  of  an  electric  sign  on  the  roof  of  build¬ 
ing;  premises  1724-1728  Broadway,  and  204-210  West  55th 
street,  southeast  corner  (Block  1026,  Lots  41  and  37),  Bor¬ 
ough  of  Manhattan. 

366-46-BZ — Application,  May  14,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
of  Shirley  and  De  Shaw,  applicant,  on  behalf  of  Ida  Agins 
and  Louis  C.  Boas,  Executors  of  Estate  of  Isaac  Boas,  own¬ 
ers  (Laundry  Mart,  Inc.,  lessee),  to  permit  in  a  business 
use  district,  a  wet  wash  laundry ;  premises  196  Sutter  avenue, 
southeast  corner  of  Amboy  street  (Block  3540,  Lot  22), 
Borough  of  Brooklyn. 

787-45-BZ — Application,  December  18,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Theodore  Hillenbrand, 
owner,  to  permit  in  a  retail  use,  D  area  district,  the  exten¬ 
sion  of  existing  buildings,  using  more  than  the  area  per¬ 
mitted  ;  premises  63-17  Woodhaven  boulevard,  north  side, 
135.45  ft.  east  of  63rd  avenue  and  63-16  to  63-20  Fitchett 
street  (Block  3113,  Lot  8),  West  Forest  Hills,  Borough  of 
Queens. 

789-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Daniel  Battapaglia,  owner,  to  permit 
in  a  business  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  and  auto  laundry;  prem¬ 
ises  56-02  to  56-20  Broadway,  and  34-01  to  34-05  56th  street, 
southeast  corner  (Block  1195,  Lots  44,  46,  50  and  52), 
Woodside,  Borough  of  Queens. 

593-30-BZ — Application  of  Joseph  B.  Lynch,  applicant, 
on  behalf  of  Hauben  Investing  Corp.,  owner,  reopened  Janu¬ 
ary  15,  1946,  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  (previously 
granted  by  the  Board)  ;  premises  219-02  Horace  Harding 
boulevard,  and  61-01  219th  street,  southeast  corner  (Block 
7609,  part  of  Lot  1),  Bayside  Borough  of  Queens. 

322-46-BZ — Application,  May  2,  1946,  under  sections  7i 
and  21  of  the  zoning  resolutions,  of  Breitfeller  Motors, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  an  automobile  showroom,  acces¬ 
sories,  motor  vehicle  repair  shop  and  gasoline  service  sta¬ 
tion ;  premises  189-20  to  189-24  and  191-02  to  191-20  North¬ 
ern  boulevard,  southwest  corner  of  192nd  street  (Block 
5513,  Lots  27,  55  and  56),  Flushing,  Borough  of  Queens. 
337-24-BZ — Application  of  William  J.  Minogue,  appli¬ 
cant,  on  behalf  of  Dean  Murray  Garage  Co.,  Inc.,  owner, 
reopened  May  14,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to  factory, 
offices  and  storage;  premises  620-622  West  153rd  streefi 
south  side,  250  ft.  west  of  Broadway  and  619-621  West  152nd 
street  (Block  2099,  Lot  20),  Borough  of  Manhattan. 

246-44-BZ  Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  bv  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
ave™e>  Tand  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 
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383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100,  103,  110,  112,  113,  115  and 
118),  Borough  of  Brooklyn. 

329-46-BZ — Application,  April  26,  1946,  under  section  7c 
of  the  zoning  resolution,  of  W.  F.  Lamb,  of  Shreve,  Lamb 
and  Harmon,  applicant,  on  behalf  of  Standard  Brands,  Inc., 
owner,  to  permit  in  a  residence  and  unrestricted  use  district, 
the  erection  of  a  tunnel  and  passageway  connecting  a  pro¬ 
posed  building  in  the  unrestricted  portion,  to  the  existing 
building  in  the  residence  district,  and,  also  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  810  Grand  Con¬ 
course,  southeast  corner  of  East  158th  street,  and  southeast 
corner  of  Sheridan  avenue  and  East  158th  street  (Block 
2458,  Lot  90),  Borough  of  The  Bronx. 

Appliance  and  Material  for  Approval. 

1205-39-SA — Bake-O-Heat  Oil  Burner,  additional  Auto¬ 
matic  Model,  Model  2  B.O.H.A.  (reopened  April  30,  1946). 

506-45-SM — Associates  jkt  hour  double-hung  window. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  2,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  July  2,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

390-46-A — 92-24  to  92-30  Queens  boulevard,  and  89-12  to 
89-22  Eliot  avenue,  southeast  corner  (Block  3075,  part 
of  Lot  6),  Elmhurst,  Borough  of  Queens. 

500-44-A — -220-224  46th  street,  south  side,  and  219-223 
47th  street,  north  side,  150  ft.  east  of  2nd  avenue  (Block 
754,  Lot  14  and  part  of  Lot  68),  Borough  of  Brooklyn  (re¬ 
opened  June  4,  1946). 

199-46-A — 516  3rd  avenue,  west  side,  75  ft.  south  of  East 
35th  street  (2nd  floor)  ;  (Block  890,  Lot  46),  Borough  of 
Manhattan  (reopened  June  4,  1946;  previously  withdrawn). 

248-46-A — 326-328  East  44th  street,  south  side,  225  ft. 
west  of  1st  avenue  (2nd  floor)  ;  (Block  1336,  Lot  36), 
Borough  of  Manhattan. 

428-46-A — 479-485  5th  avenue,  5-7  East  41st  street,  north¬ 
east  corner  and  14-16  East  42nd  street  (basement  and  1st 
floor)  ;  (Block  1276,  Lot  1),  Borough  of  Manhattan. 

426-46-A — 1217  Intervale  avenue,  north  side,  91.67  ft.  east 
of  East  169th  street  (Block  2973,  Lot  37),  Borough  of  The 
Bronx. 

467-46-A — 162-10  to  162-14  Jamaica  avenue,  south  side, 
51  ft.  west  of  New  York  boulevard,  92-14  to  92-20  New 
York  boulevard  and  95-15  Union  Hall  street  (Block  10102, 
Lots  4,  6,  13,  15,  72,  74  and  79),  Jamaica,  Borough  of 
Queens. 

353-46-A— 68  East  56th  street,  south  side,  174.28  ft.  west 
of  Park  avenue  (Block  1291,  Lot  44),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  10  A.  M. 


Zoning  Applications. 

312- 46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u,/w  G.  Wilbur  Doughty,  deceased,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka- 
way,  Borough  of  Queens. 

177-32-BZ — Application  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium,  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 

25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner  (Block 
6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to  permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 
for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 
laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14-24  Avenue  M,  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block  6563,  Lots 
6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke,  ap¬ 
plicant,  on  behalf  of  George  Campo,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
(bowling  alley)  to  use  more  than  the  permitted  area; 
premises  189-18  Linden  boulevard,  south  side,  50  ft.  west 
of  190th  street  (Block  12599,  Lot  8),  South  Jamaica, 
Borough  of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign  ;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

780-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Vito  Santoro,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy  from 
stable  and  storage  of  wagons  to  wholesale  beer  distributor, 
office  and  storage  of  five  (5)  motor  vehicles;  premises 
1818-1820  Bleecker  street,  east  side,  155  ft.  north  of  Seneca 
avenue  (Block  3435,  Lots  21  and  22),  Ridgewood,  Borough 
of  Queens. 

313- 46-BZ — Application,  April  30,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution  of  Siegel  and  Green, 
applicants,  on  behalf  of  130  Willis  Avenue  Realty  Corp., 
owner,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  drug  factory,  to  store  front  manufac¬ 
turing,  first  floor,  and  factory  use  on  other  floors;  prem¬ 
ises  400  East  134th  street,  and  130-136  Willis  avenue,  south¬ 
east  corner  (Block  2278,  Lot  5),  Borough  of  The  Bronx. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  790-45-BZ — Application,  December  14,  1945,  under  sec- 
Tuesday  morning,  July  9,  1946,  at  10  o’clock  in  Room  1013,  tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
Municipal  Building,  Manhattan,  on  the  following  matters :  applicants,  on  behalf  of  Anna  Krishian,  owner,  to  per- 
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mit  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  auto  and  electrical 
supply  showroom,  lubritorium,  auto  laundry,  brake  test¬ 
ing  and  wheel  aligning,  minor  repairs  (hand  tools  only)  ; 
premises  178-68  to  178-90  South  Conduit  boulevard,  and 
144-76  to  144-82  Farmers  boulevard,  southwest  corner 
(Block  4510,  Lots  1  and  201),  Springfield,  Borough  of 
Queens. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East  114th 
street,  south  side,  175  ft.  west  of  1st  avenue  (Block  1685, 
Lot  36),  Borough  of  Manhattan. 

284-46-BZ — Application,  April  22,  1946,  under  sections 
7 a  and  7c  of  the  zoning  resolution,  of  S.  J.  Kessler  and 
Sons,  applicants,  on  behalf  of  Cannon  Construction  Corp. 
and  Seventy  Chelsea  Corp.,  owners,  to  permit  in  a  retail  use, 
B  area  district,  the  erection  and  maintenance  of  a  gasoline 
service  and  oil  selling  station,  and  repair  shop,  without  the 
required  rear  yard,  and  using  more  than  the  area  permitted ; 
premises  136-148  7th  avenue,  and  202-204  West  19th  street, 
southwest  corner  (Block  768,  Lots  35-42,  inclusive),  Borough 
of  Manhattan. 

181-38-BZ — Application  of  Bertram  Smith,  applicant  and 
owner,  reopened  June  18,  1946,  for  consideration  as  to 
extension  of  time  to  complete  work — Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  premitting  in  a  business  use  district,  the  alteration  and 
conversion  of  occupancy  of  part  of  an  existing  garage  for 
more  than  five  motor  vehicles  (previously  acted  upon  by  the 
Board)  so  as  to  include  a  gasoline  service  station ;  premises 
410  City  Island  avenue,  northeast  corner  of  Ditmars  street 
(Block  5645,  Lot  1),  Borough  of  The  Bronx. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

392-46-BZ — Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  the  area  permitted ;  premises  106  West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue)  ;  (Block  997,  Lot  37),  Borough  of 
Manhattan. 

318-18-BZ — Application  of  M.  W.  Del  Gaudio,  applicant, 
on  behalf  of  93-95  Charles  Street,  Inc.,  owner  (M.  Marotta 
and  Sons,  lessee),  reopened  May  28,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  to  permit  in  a  residence  use 
and  a  local  retail  use  district,  the  change  in  occupancy  from 
public  garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  Board),  to  sorting,  baling,  storage 
and  shipping  of  paper  stock ;  premises  93-95  Charles  street, 
north  side,  70  ft.  west  of  Bleecker  street  (Block  621,  Lot 
25),  Borough  of  Manhattan. 

372-46-BZ — Application,  May  20,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Herman  F.  Spinken,  appli¬ 
cant,  on  behalf  of  M.  L.  Stillwagon,  owner  (Paul  P. 
Zerner,  prospective  owner),  to  permit  in  a  business  use 
district,  the  change  in  occupancy  from  store  and  garage 
to  dry  cleaning  establishment;  premises  86-39  120t.h  street, 
east  side,  49.66  ft.  south  of  Jamaica  avenue  (Block  9274, 
Lot  83),  Richmond  Hill,  Borough  of  Queens. 


332-46-BZ — Application,  May  7,  1946,  under  section  7f 
and  21  of  the  zoning  resolution,  of  Kenneth  W.  Milnes, 
applicant,  on  behalf  of  Harry  J.  and  Gilbert  S.  Brown, 
owners,  to  permit  in  business  use  district,  the  installation 
of  a  1500  gallon  gasoline  storage  tank  and  discharge  pump; 
premises  142  Mansion  avenue,  southeast  corner  of  McKee 
avenue  (Block  5202,  Lot  5),  Great  Kills,  Borough  of 
Richmond. 

1063-27-BZ — Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
by  the  Board)  increasing  the  area  of  station;  premises 
133-44  150th  street,  and  149-12  North  Conduit  avenue, 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  56), 
South  Jamaica,  Borough  of  Queens. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

413- 46-BZ — Application,  June  6,  1946,  under  section  7b 
of  the  zoning  resolution  ,of  Zareh  Sourian,  applicant,  on 
behalf  of  the  Dikran  G.  Kelekian,  Inc.,  owner,  to  permit  in 
a  residence  and  restricted  retail  use  district,  the  change 
of  occupancy  from  one  family  dwelling,  to  galleries  and 
one  family  residence,  on  top  floor ;  premises  24-32  East 
69th  street,  south  side,  84  ft.  east  of  Madison  avenue  (Block 
1383,  Lot  49),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

414- 46-A — 24-32  East  69th  street,  south  side,  84  ft.  east 
of  Madison  avenue  (Block  1383,  Lot  49),  Borough  of 
Manhattan. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 

Appliances  and  Materials  for  Approval. 

681-45-SA — Preferred  Utilities  Manufacturing  Corp.  Pres¬ 
sure  Type  Oil  Burner. 

309-46-SA — Wayne  Oil  Burner,  Model  O. 

749-45-SM — Apex  Ash  Receivers,  Type  Tipover. 

199-39-SM — Celotex  Corporation’s  One-Half  Inch  Fibre 
Board  Sheathing  (reopened  May  7,  1946  re  amendment  of 
resolution). 

323-46-SM — Kwicklean  Trap  (“P”  trap  with  cleanout). 

342-39-SM — Gold  Bond  Metal  Lath  and  Lathing  Acces- 
ories. 

258-40-SM— Celotex  Acoustical  Products  (reopened  May 
7,  1946). 

283-46-SM — Pomeroy  System  for  Walls  and  Ceilings 
(Mechanical  Fastenings  for  Acoustical  and  Insulation 
Materials). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  9,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

177-46-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 
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363-46-A — 1st  avenue  to  Marginal  street,  from  East  20th 
to  East  23rd  streets  (Blocks  952,  953,  954,  978,  979,  980 
and  987,  Lots  1),  Peter  Cooper  Village,  Borough  of  Man¬ 
hattan. 

393-46-A — 39  and  41  East  50th  street,  north  side,  111 
ft.  west  of  Park  avenue  (Block  1286,  Lots  31  and  31J6), 
Borough  of  Manhattan. 

434- 46-A — 19-29  Rockwell  place,  east  side,  151  ft.  south 
of  DeKalb  avenue  (cellar)  ;  (Block  2095,  Lot  10),  Bor¬ 
ough  of  Brooklyn. 

385-46-A — 548  West  51st  street,  south  side,  175  ft.  east 
of  11th  avenue  (2nd  floor)  ;  (Block  1079,  Lot  57),  Bor¬ 
ough  of  Manhattan. 

435- 46-A — 91-36  Lamont  avenue,  east  side,  between 
Gleane  and  Forley  streets  (Block  1577,  Lots  1,  4,  7  and 
10),  Elmhurst,  Borough  of  Queens  (under  section  35, 
General  City  Law  re  bed  of  mapped  street — Forley 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  16,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.,  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area ;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Olive  O.  Kalmus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline  service 
station;  premises  65-01  to  65-05  Kissena  boulevard,  south¬ 
east  corner  of  65th  avenue  (Block  6742,  Lot  10),  Flush¬ 
ing,  Borough  of  Queens. 

373-46-BZ — Application,  May  20,  1946,  und  er  section  21 
of  the  zoning  resolution,  of  Morris  Rothstein  and  Son,  ap¬ 
plicants,  on  behalf  of  Samaril  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  use,  C  area  district,  the  erection  of  a  busi¬ 
ness  building,  using  more  than  the  permitted  area;  premises 
160-13  to  160-23  Northern  boulevard,  and  35-90  to  35-98 
161st  street,  northwest  corner  (Block  5280,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens. 

344-46-BZ — Application,  May  10,  1946,  under  sections  7f 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Morris  Tobias,  owner,  to  permit 
in  a  business  use  district,  the  change  in  occupancy  from 
store,  showrooms  and  storage  to  manufacturing;  premises 
166  Smith  street,  and  64-72  Wyckoff  street,  southwest  corner 
(Block  390,  Lot  40),  Borough  of  Brooklyn. 


346-46-BZ — Application,  May  10,  1946,  under  sections  7b, 
7c  and  21  of  the  zoning  resolution,  of  Ervin  Palmer,  ap¬ 
plicant,  on  behalf  of  Harry  Field,  owner,  to  permit  in  a  resi¬ 
dence  and  local  retail  use  district,  the  erection  of  a  building 
to  be  used  as  a  garage  for  more  than  five  (5)  motor  vehicles 
and  a  freight  terminal ;  premises  199-201  Avenue  C,  west 
side,  26  ft.  north  of  East  12th  street,  645  East  12th  street, 
and  646  East  13th  street  (Block  395,  Lots  29,  36,  37  and  39), 
Borough  of  Manhattan. 

364-46-BZ — Application,  May  17,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt,  ap¬ 
plicant,  on  behalf  of  Charles  and  Marie  Boerner,  owners, 
to  permit  in  a  retail  use,  D  area  district,  the  extension  of 
existing  building,  using  more  than  the  area  permitted,  without 
the  required  rear  yard;  premises  71-19  Austin  street,  north 
side,  55  ft.  west  of  71st  road  (Block  3256,  Lot  27),  Forest 
Hills,  Borough  of  Queens. 

448-46-BZ — Application,  June  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Irving  P.  Marks,  applicant,  on 
behalf  of  Edward  and  Arthur  Senft,  owners  (Railway 
Express  Agency,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  public  garage  for  more 
than  five  motor  vehicles  to  garage  for  more  than  five  (5) 
motor  vehicles,  office,  automobile  repair  shop,  and  freight 
terminal ;  premises  2354-2 372  East  19th  street,  west  side, 
100  ft.  north  of  Avenue  X  (Block  7403,  Lot  29),  Borough 
of  Brooklyn. 

472- 46-BZ — Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Esther  Gold,  owner  (Louis  Fried, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry ;  premises  327  Hopkinson  avenue,  southeast  corner 
of  St.  Marks  avenue  (Block  1460,  Lot  11),  Borough  of 
Brooklyn. 

492-27-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Halward  Realty  Corp.,  owner,  re¬ 
opened  January  15,  1946,  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  gasoline  station  (previously 
granted  by  the  Board),  to  gasoline  station,  sales,  office, 
lubritorium,  brake  testing,  wheel  aligning  and  extension  of 
existing  structure;  premises  1134-1144  East  New  York 
avenue,  and  2-12  East  98th  street,  southwest  corner  (Block 
4600,  Lot  7),  Borough  of  Brooklyn. 

452-46-BZ — Application,  June  19,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Estate  of  William  H.  Keating  (Felix 
Muldoon,  Executor),  owner  (Henry  Jacobson,  lessee),  to 
permit  in  a  business  use  district,  a  wet  wash  laundry; 
premises  3981-3989  White  Plains  road,  west  side,  50  ft. 
north  of  East  225th  street  (Block  4827,  Lot  5),  Borough  of 
The  Bronx. 

473- 46-BZ — Application,  June  25,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Joseph  Mattes,  owner  (Marvin  Barsky, 
lessee),  to  permit  in  a  lo'cal  retail  use  district,  a  wet  wash 
laundry;  premises  381  Bleecker  street,  east  side,  25  ft.  south 
of  Perry  street  (Block  621,  Lot  40),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

189-46- A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street 
and  15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block 
156,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  16,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 
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Appeals  from  Administrative  Decisions. 

183-46-A — 7 6V2  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

115-46- A — 893  East  167th  street,  north  side,  23-61  ft.  east 
of  Kelly  street  (2nd  floor);  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx. 

386-46-A — 15-29  Bridgewater  street,  south  side,  142  ft. 
6  in.  west  of  Meeker  avenue  and  885-895  Meeker  avenue 
(Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46),  Borough 
of  Brooklyn. 

391-46-A — 236-238  West  40th  street,  south  side,  254  ft. 
4r/2  in.  west  of  7th  avenue  (Block  789,  Lot  60),  Borough 
of  Manhattan. 

280-46-A  -43  West  56th  street,  north  side,  269  ft.  10pj 
in.  east  of  Avenue  of  The  Americas  (6th  avenue)  ;  (Block 
1272,  Lot  12),  Borough  of  Manhattan. 

352-46-A — 45-46  21st  street  and  11-55  46th  avenue,  south¬ 
west  corner  (basement  and  1st  floor)  ;  (Block  54,  Lot  1), 
Long  Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  23,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  July  23,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Rules. 

835-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  25,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  May  28,  1946,  and  Tuesday 
morning  and  afternoon,  June  4,  1946,  were  approved  as 
printed  in  Bulletin  Nos.  23  and  24,  Vol.  31. 


ZONING  APPLICATIONS 

522-43-BZ 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee, 
for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners. 

SUBJECT — Application  for  consideration — reopened  March 
26,  1946 — re  extension  of  permit — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7e  and  7h  of 
the  zoning  resolution,  for  a  term  of  six  months,  to 
permit  the  erection  and  maintenance  of  a  temporary 
storage  shed,  the  storage  of  lumber  and  the  parking 
of  more  than  five  motor  vehicles  (employees’  cars). 

PREMISES  AFFECTED — 152-02  to  153-10  1 0th  avenue, 
10-01  to  11-29  152nd  street,  southwest  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  42, 
44,  47  and  68 ;  Block  4538,  Lots  1  and  18  and  Block 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  W.  Kleinert. 

For  Opposition :  Dudley  Marwick,  S.  Tilden  Holt- 
zendorff  and  John  Edmeier. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  for  extension  of  vari¬ 
ance  withdrawn. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


782-45-BZ 

APPLICANT — Lama  and  Proskauer  for  William  M.  New¬ 
man,  owners. 

SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  to  permit  under  section  7c  of  the  zoning 
resolution,  in  a  business  use  district,  the  extension  of 
an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 196-202  Grand  Street  Extension 
and  373  South  1st  street,  southeast  corner  (Block 
2399,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  William  M. 
Newman. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


792-45-BZ 

APPLICANT — H.  Hurwit,  for  Maria  Talamo,  owner 
(Rose  Fromme,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  change 
of  occupancy  of  a  building  used  for  storage  to  a 
garage  for  more  than  five  (5)  motor  vehicles  lo¬ 
cated  within  250  feet  of  a  public  park. 

PREMISES  AFFECTED — 346  East  114th  street,  south  side, 
175  ft.  west  of  1st  avenue  (Block  1685,  Lot  36), 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Elias  Einsod. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946  at  10  a.  m. 
at  request  of  applicant. 


135-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Frank  M.  Mc¬ 
Curdy,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of  a 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five 
(5)  motor  vehicles,  minor  repairs,  brake  testing  and 
wheel  alignment. 

PREMISES  AFFECTED— 3802-3812  Avenue  U  and  2201- 
2211  East  38th  street,  southeast  corner  (Block  8555, 
Lot  38) ,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  F.  M.  Mc¬ 
Curdy. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Harold  Klorfein,  Dept, 
of  Parks. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1946  at  10  a.  m. 

for  applicant  to  file  new  decision  of  borough  super¬ 
intendent  as  to  the  entire  block  front. 


191-46-BZ 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use,  D  area  district, 
restaurant,  banquet  hall,  meeting  room  and  two  fam¬ 
ilies,  using  more  than  the  permitted  area. 
PREMISES  AFFECTED— 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Charles  G. 
Bond. 

For  Opposition:  Emma  Hansen,  Nettie  Weil  and 
Philip  Weil. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946  at  10  a.  m. 
for  further  consideration. 


263-46-BZ 

APPLICANT — Randolph  M.  Smith,  for  Olive  O.  Kalmus, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection  of 
a  building  to  be  used  as  a  store,  automobile  repair 
shop,  garage  for  more  than  five  (5)  motor  vehicles, 
and  gasoline  service  station. 

PREMISES  AFFECTED — 65-01  to  65-05  Kissena  boule¬ 
vard,  southeast  corner  of  65th  avenue  (Block  6742, 
Lot  10),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Randolph  M.  Smith  and  O.  Kalmus. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
a.  m.  for  further  consideration.  Applicant  to  file 
revised  plans. 


284-46-BZ 

APPLICANT — S.  J.  Kessler  and  Sons,  for  Cannon  Con¬ 
struction  Corp.,  and  Seventy  Chelsea  Corp.,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  retail  use,  B  area  district,  the 
erection  and  maintenance  of  a  gasoline  service  and 
oil  selling  station,  and  repair  shop,  without  the  re¬ 
quired  rear  yard,  and  using  more  than  the  area  per¬ 
mitted. 

PREMISES  AFFECTED— 136-148  7th  avenue,  and  202-204 
West  19th  street,  southwest  corner  (Block  768,  Lots 
35-42,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kessler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10  a.  m. 
for  further  consideration.  Applicant  to  file  revised 
plans. 


1306-22-BZ 

APPLICANT — J.  Daniel  Dougherty,  for  Craft  Realty 
Corp.,  owner  (Standard  Brands,  Inc.,  lessee). 
SUBJECT — Application  reopened  May  14,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  change  of  use  for  a  tem¬ 
porary  period,  to  office,  storage  of  packaged  food 
products  and  garage  space  (previously  granted  by 
the  Board) . 

PREMISES  AFFECTED — 113-129  Empire  boulevard, 
north  side,  140  ft.  west  of  Bedford  avenue  (Block 
1306,  Lot  41),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  J.  Daniel  Dougherty,  Frederick 
Mosback,  Richard  C.  Innes  and  Frank  A.  Mc- 
Clymer. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (1306-22-BZ) 

Whereas,  this  application  (decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles  and  also  a  motor  vehicle  repair  shop; 
premises:  113-129  Malbone  street,  north  side,  140  ft.  west  of 
Bedford  avenue,  Brooklyn,  was  denied  by  the  Board  on 
March  6,  1923  ;  and 

Whereas,  on  May  1,  1923,  the  Board  reopened  application 
and  set  it  for  calendar  call  May  15,  1923,  at  2  P.  M. ;  and 
Whereas,  on  May  29,  1923,  the  Board  granted  an  applica¬ 
tion,  permitting  in  a  business  use  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles  and  also  a  motor  vehicle  repair  shop ;  and 
Whereas,  on  July  31,  1923,  the  Board  interpreted  resolu¬ 
tion  adopted  May  29,  1923 ;  and 
Whereas,  J.  Daniel  Dougherty,  for  Craft  Realty  Corpo¬ 
ration,  owner;  Standard  Brands,  Incorporated,  lessee,  filed 
April  18,  1946,  an  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  change  of 
use  for  a  temporary  period  to  office,  storage  of  packaged 
food  products  and  garage  space  (previously  granted  by  the 
Board)  ;  premises:  1 13-129yEmnire  boulevard,  north  side,  140 
feet  west  of  Bedford  avenue  (Block  1306,  Lot  41),  Borough 
of  Brooklyn;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
May  14,  1946,  and  restored  to  the  calendar  subject  to  usual 
procedure ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Empire  boulevard  is  in  a  business  use,  B 
area  and  Class  1J4  height  district;  Bedford  avenue  is  in  a 
business  use,  B  area  and  Class  134  height  district;  Sullivan 
place  is  in  a  business  use,  B  area  and  Class  134  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  12,  1946,  re  Alt.  Applic.  611-46,  reads: 

“1.  The  Boro.  Supt.  is  without  authority  to  permit  a 
change  of  use  for  a  temporary  period.  A  subsequent 
change  of  use  to  a  public  garage  for  more  than  five 
motor  vehicles  in  a  bldg,  located  within  a‘ ‘Business  use 
district’  would  violate  Art.  II  Sec.  4a  sub.  15  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  160  ft.  frontage  by  100  and  200  ft.  in  depth,  on  which 
is  located  a  building  160  ft.  front  by  100  and  200  ft.»in 
depth  one  story  (15  feet,  6  inches)  in  height,  of  Class  3 
construction;  that  it  is  proposed  to  use  easterly  half  of 
premises  as  a  garage  and  the  front  part  of  the  westerly 
portion  to  he  changed  for  office  space  and  the  rear  for 
storage  of  packaged  food  products,  for  a  period  not  to 
exceed  ten  years;  that  it  is  intended  that  after  the  expira¬ 
tion  of  this  temporary  use  the  premises  are  to  be  rcoccupied 
as  a  public  garage ;  and 

Whereas,  the  applicant  contends  that  it  is  now  proposed 
to  temporarily  substitute  for  the  present  use  of  site,  a  use 
comprising  office  space,  storage  of  packaged  food  products 
and  garage  space,  as  shown  on  plans  submitted  herewith ; 
that  it  is  therefore  requested  that  the  Board  reopen  its  reso¬ 
lution  and  amend  same  so  as  to  permit  this  proposed  substi¬ 
tution  of  use  for  a  period  not  to  exceed  ten  (10)  years,  the 
public  garage  and  repair  shop  use  to  be  restored  throughout 
the  whole  building  at  the  termination  thereof;  that  Standard 
Brands,  Inc.,  the  lessee  herein,  is  a  Delaware  Corporation 
authorized  to  do  business  in  New  York  State  and  has  its 
main  office  at  595  Madison  Avenue,  New  York;  that  it  has 
been  for  many  years  engaged  in  the  manufacture,  distribu¬ 
tion  and  sale  of  over  three  hundred  different  food  products ; 
that  it  is  entitled  to  occupancy  of  subject  premises  by  a 
three-year  lease  commencing  December  15,  1945,  with  an 
option  for  three  additional  years’  extension;  that  the  portion 
of  the  building  to  be  used  for  the  storage  and  repair  of  its 
own  cars  will  be  separated  from  that  portion  used  for  storage 
and  office  space  by  a  fireproof  partition  with  fireproof  doors; 
that  the  cars  will  be  of  light  covered  delivery  type  with  a 
few  passenger  cars  for  salesmen  and  will  be  serviced  inside 
the  garage ;  that  they  will  leave  the  premises  around  8 :00 
A.  M.  each  weekday,  returning  about  5  :0O  P.  M. ;  that  all 
loading  and  unloading  will  be  done  at  all  times  inside  the 
premises ;  that  no  parking  or  storage  of  the  corporation’s 
cars  will  be  permitted  on  the  street  fronts;  that  the  part  of 
building  for  office  use  will  be  set  off  for  use  by  the  manager, 
his  assistants  and  salesmen ;  another  part  will  be  assigned 
for  storage  of  food  products  awaiting  local  distribution ; 
that  all  food  products  will  be  in  cases  or  packages;  that 
removable  refrigeration  will  be  provided  for  perishables 
such  as  margarine,  cheese  and  frozen  foods,  which  are  odor¬ 
less;  that  it  is  applicant’s  belief  the  proposed  use  of  said 
premises  will  not  in  any  way  effect  a  deterioration  thereof 
or  be  detriment  to  any  adjacent  or  surrounding  property. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  29,  1923  as  amended 
July  31,  1923  by  adding  thereto: 

“that  in  the  event  the  present  owner,  Craft  Realty  Cor¬ 
poration,  desires  to  lease  the  premises  to  Standard 
Brands,  Inc.,  for  use  as  a  garage  and  for  storage  of 
merchandise  as  proposed  and  as  indicated  on  plans  filed 
with  this  application  dated  April  18,  1946,  two  sheets, 
and  as  passed  upon  by  the  borough  superintendent  under 
Alt.  Applic.  611-46,  such  combined  use  of  the  premises 


may  be  permitted  for  a  term  of  ten  (10)  years  on  con¬ 
dition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  any  .signs  erected  on  the  premises  shall  be 
in  accordance  with  the  zoning  resolution  therefor ;  that 
any  gasoline  dispensing  equipment  within  the  portion  to 
be  occupied  for  the  storage  of  merchandise  shall  be 
sealed  to  the  satisfaction  of  the  fire  commissioner;  that 
a  masonry  wall  from  floor  to  ceiling  shall  be  constructed 
between  the  space  proposed  to  be  occupied  for  the  gar¬ 
age  and  the  balance  of  the  space  as  proposed  to  be 
occupied  for  the  stock  room,  offices,  etc.,  and  the  open¬ 
ings  indicated  in  such  walls  shall  be  protected  with 
approved  fire  doors,  one  on  either  side  of  such  open¬ 
ing  ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board 
under  this  calendar  number  1306-22-BZ ;  that  a  new 
certificate  of  occupancy  shall  be  obtained.” 


960-27-BZ 

APPLICANT — S.  Walter  Katz,  for  Alfred  Ambrogi  and 
Jacqueline  Garola,  owneys. 

SLTBJECT — Application  reopened  April  2,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7b  and  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  change  in 
occupancy  from  garage  for  more  than  five  motor 
vehicles  (previously  granted  by  the  Board)  to 
garage  for  more  than  five  motor  vehicles  first  floor 
and  manufacturing  (25%)  on  second  floor. 
PREMISES  AFFECTED — 1816  Boston  road,  east  side, 
109.88  ft.  south  of  East  176th  street  and  1819  Vyse 
avenue  (Block  2191',  Lot  52),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  S.  Walter  Katz,  J.  A.  Hellenbrand 
and  Alfred  Ambrogi. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (960-27-BZ) 

Whereas,  this  application  (re  decision  of  the  borough 
superintendent)  under  section  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  district  and  partly  in  a  residence 
district  the  erection  of  a  garage  for  more  than  five  (5) 
motor  vehicles,  premises  east  side  of  Boston  road,  122.08 
ft.  south  of  Vyse  avenue,  Borough  of  The  Bronx,  was 
granted  by  the  Board  on  January  24,  1928,  on  certain  con¬ 
ditions  ;  and 

Whereas,  a  writ  of  certiorari  was  served  on  the  Board 
February  27,  1928 ;  and 

Whereas,  writ  of  certiorari  was  dismissed  June  22,  1928 
and  the  Board  was  sustained;  and 
Whereas,  on  July  10,  1928  the  Board  adopted  the  engi¬ 
neer’s  report  and  approved  the  plans ;  and 
Whereas,  on  September  25,  1928  the  Board  reopened  the 
application  and  extended  the  time  to  procure  permits  and 
complete  the  work ;  and 

Whereas,  S.  Walter  Katz  for  Alfred  Ambrogi  and  Jac¬ 
queline  Garola,  owners,  filed  March  7,  1946  an  application 
under  sections  7b  and  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  change  in  occu¬ 
pancy  from  garage  for  more  than  five  motor  vehicles  (pre¬ 
viously  granted  by  the  Board)  to  garage  for  more  than  five 
motor  vehicles,  1st  floor,  and  manufacturing  (25%)  on  the 
2nd  floor,  affecting  premises  1816  Boston  road  and  1819 
Vyse  avenue,  east  side  of  Boston  road,  109.88  ft.  south  of 
East  176th  street  (Block  2191,  lot  52),  Borough  of  the 
Bronx ;  and 


i 


757 


MINUTES 


Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
April  2,  1946  and  restored  to  the  calendar  subject  to  usual 
procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Boston  road  is  in  a  business  use  B  area 
and  class  1)4  height  district;  Vyse  avenue  is  in  a  residence 
and  business  use,  B  area  and  class  1 )4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  6,  1946  on  Alt.  Applic.  50-46  reads : 

“1.  Manufacturing  in  a  Residence  District  is  contrary 
to  Section  3,  of  the  Building  Zone  Resolution  and  is, 
therefore,  denied. 

2.  Manufacturing  in  a  Business  District  must  con¬ 
form  to  Section  4  of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  206  ft.  3)4  in.  frontage  by  160  ft.  5)4  in.  in  depth, 
irregular,  on  which  is  located  a  building  206  ft.  3)4  in.  front 
by  160  ft.  5 )4  in.  in  depth  (irregular),  2  stories,  32  ft.  in 
height,  of  class  1  construction ;  that  it  is  proposed  to  use  the 
second  floor  for  manufacturing  (25%)  and  it  will  be  altered 
to  comply  with  the  provisions  of  the  Labor  Law  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  2nd  floor  of  the  present  two  story  fireproof  garage 
building  for  25%  manufacturing;  that  the  building  is  ap¬ 
proximately  20,000  sq.  ft.  in  area,  about  7%  of  which  is  in 
a  residence  district,  the  balance  of  93%  is  in  a  business  dis¬ 
trict  ;  that  there  are  numerous  garages  in  this  district,  and 
it  is  difficult  to  keep  the  2nd  floor  rented ;  that  the  two  square 
blocks  opposite  this  property  are  used  for  car  barns  and 
there  is  an  elevated  subway  passing  in  front  of  the  property 
which  makes  the  neighborhood  undesirable  for  apartment 
houses,  so  that  new  garage  tenants  are  not  readily  obtained ; 
that  there  is  a  growing  demand  for  business  space ;  that  the 
2nd  floor  will  be  altered  to  comply  with  the  provisions  of 
the  Labor  Law  and  it  is  therefore  requested  that  this  appli¬ 
cation  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  25,  1928, 
by  adding  thereto : 

“*  *  *  that  jn  the  event  the  building  is  constructed 
in  strict  accordance  with  the  resolution  and  the  approval 
of  plans,  and  the  owner  desires  to  occupy  the  second 
floor  for  factory  purposes  as  passed  upon  by  the  bor¬ 
ough  superintendent  under  Alt.  Applic.  50-46,  that  such 
occupancy  of  the  second  floor  may  be  permitted,  on 
condition  that  not  more  than  25%  of  such  floor  shall 
be  used  for  factory  purposes  and  the  first  floor  of  build¬ 
ing  continued  as  a  garage;  that  the  type  of  manufac¬ 
turing  shall  be  light  metal  work ;  that  there  shall  be  no 
connection  between  the  first  floor  and  the  second  floor ; 
that  in  all  other  respects  the  second  floor  shall  comply 
with  all  requirements  of  the  labor  law  and  the  Building 
Code;  that  such  use  for  the  second  floor  may  be  per¬ 
mitted  under  Section  7e  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution ;  that  such 
portable  fire  fighting  apparatus  shall  be  maintained  on 
the  2nd  floor  as  the  fire  commissioner  shall  direct ;  that 
in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  a  new  certificate  of  occupancy  shall  be 
obtained.” 


84-34-BZ 

APPLICANT — Adolph  Goldberg,  for  The  Lincoln  Savings 
Bank  of  Brooklyn,  owner. 

SUBJECT — Application  reopened  April  30,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use,  C  area  district,  the 
extension  of  the  present  business  building  (granted 
by  the  Board)  to  cover  more  than  area  permitted. 


PREMISES  AFFECTED— 7421-7425  5th  avenue,  and  501- 
509  Bay  Ridge  parkway,  northeast  corner  (Block 
5931,  Lots  1  and  3),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Adolph  Goldberg  and  John  Cincotla. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (84-34-BZ) 

Whereas,  {his  application  (decision  of  the  commissioner 
of  buildings)  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  business  and  partly  in  residence  use 
districts,  the  erection  and  maintenance  of  a  business  build¬ 
ing  (bank);  premises:  7423-7427  Fifth  avenue,  northeast 
corner  of  Bay  Ridge  parkway  (Block  5931,  lots  1,  2  and  85), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  May  22, 
1934,  on  certain  conditions ;  and 

Whereas,  Adolph  Goldberg,  for  The  Lincoln  Savings 
Bank  of  Brooklyn,  owner  filed  April  5,  1946,  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  C  area,  district,  the  extension  of  present 
building  to  cover  more  than  the  area  permitted ;  premises : 
7421-7425  Fifth  avenue,  501-509  Bay  Ridge  Parkway,  north¬ 
east  corner  (Block  5931,  Lots  1  and  3),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  30,  1946,  and  restored  it  to  the  calendar,  subject 
to  the  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning- 
resolution  show  that  Fifth  avenue  is  in  a  business  use,  C 
area  and  Class  1)4  height  district;  Bay  Ridge  Parkway  is 
in  residence  and  business  use,  C  area  and  Class  1)4  height 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  29,  1946,  re  Alt.  App.  247-46,  reads : 

“1.  The  proposed  extension  to  a  bank  building  lo¬ 
cated  partly  within  a  residence  use  district  is  contrary 
to  the  Zoning  Resolution  Art.  II,  Sect.  3. 

2.  The  extension  of  a  building  to  occupy  more  than 
70%  of  the  area  of  a  corner  lot  in  a  ‘C’  area  district 
is  contrary  to  the  Zoning  Res.  Art.  IV,  Sect.  13.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  66  ft.,  5)4  '•!.  frontage  by  121  ft.,  10)4  in.  in  depth 
on  which  are  located  two  buildings,  46  ft.,  1  in.  by  114  ft., 
7  in.  in  depth,  2  story  and  basement,  54  ft.  in  height,  of 
Class  1  construction  and  a  3-story  bar  and  grill  and  two- 
family  dwelling  with  one  story  extension ;  that  it  is  pro¬ 
posed  to  demolish  the  3-storv  dwelling  and  1-story  extension 
and  erect  a  1-story  fireproof  addition  to  the  existing  build¬ 
ing  ;  and 

Whereas,  the  applicant  contends  that  the  existing  bank, 
2-stories  and  cellar,  fireproof  building,  was  erected  in  1935 
on  a  corner  plot  46  ft.  1  in.  on  Fifth  avenue,  98  ft.  on  Bay 
Ridge  parkway,  area  of  plot  being  about  4570  sq.  ft.,  area 
of  building,  4,528  sq.  ft.;  that  when  this  branch  was  opened 
for  business  in  June,  1935,  they  had  approximately 
$10,000,000.  on  deposit  and  25,000  depositors;  that  in  the 
early  part  of  1937  the  number  of  accounts  increased  to  about 
35,000  and  the  amount  deposited  to  $16,500,000. ;  that  realiz¬ 
ing  facilities  were  becoming  inadequate  and  that  an  addition 
to  the  banking  floor  would  be  essential,  the  bank  acquired  the 
adjoining  plot  on  July  15,  1937;  that  on  March  4,  1946,  the 
total  number  of  accounts  had  increased  to  57,434  and  amount 
on  deposit  to  $61 ,786,787.40,  and  there  are  more  today;  that 
it  was  originally  scheduled  to  extend  this  branch  in  1942 
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after  the  completion  of  another  branch  at  Brighton  Beach, 
but  due  to  government  restrictions  all  work  had  to  be  post¬ 
poned;  that  it  is  now  proposed  to  demolish  the  existing 
3-story  bar  and  grill  and  2-family  dwelling  together  with  the 
1-story  extension  now  on  the  plot  as  acquired  in  1937,  and 
erect  a  1-story  fireproof  addition  to  the  existing  bank  build¬ 
ing;  that  this  building  will  conform  generally  with  existing 
building  except  it  will  be  only  one  story  in  height,  approxi¬ 
mately  33  ft.  6  in.  high,  with  the  rear  portion,  which  ex¬ 
tends  into  the  residential  district,  only  14  ft.  high  above 
grade;  that  this  plot,  irregular  in  shape,  has  a  frontage  of 
20  ft.,  4J4  in.  on  5th  avenue,  19  ft.  wide  on  the  rear  and  an 
extreme  depth  of  121  ft.  10)4  in.,  area  of  plot  about  2,246 
sq.  ft. ;  that  the  rear  of  the  plot  extends  into  the  residence 
district  for  about  214  sq.  ft. ;  that  the  total  area  of  entire  plot 
will  be  about  6,816  sq.  ft. ;  that  the  total  area  of  completed 
building  at  grade  level  will  be  6,774  sq.  ft.  or  about  835  sq.  ft. 
over  limit  allowed  in  C  area  districts  under  recent  amend¬ 
ment  of  zoning  resolution,  which  became  effective  long  after 
this  plot  was  acquired ;  that  the  adjoining  property  immedi¬ 
ately  to  the  north  is  now  built  on  full  depth  of  plot;  that 
the  front  portion  is  a  3-story  store  and  two-family  dwelling; 
the  rear,  a  1-story  brick  extension  occupying  full  depth  to 
the  rear  lot  line;  the  southerly  wall  of  this  building,  adjoin¬ 
ing  subject  premises,  is  a  party  wall;  that  since  subject  plot 
is  in  between  two  buildings,  both  of  which  extent  to  the 
rear  lot  line,  it  is  submitted  that  a  yard  on  an  open  area,  as 
required  by  the  zoning  resolution,  will  not  aid  in  block  ven¬ 
tilation  or  serve  a  useful  purpose;  that  because  of  the  in¬ 
creased  business  of  the  bank  every  inch  of  available  space  on 
the  banking  floor  is  required ;  that  the  enlarged  bank  as  pro¬ 
posed  will  be  a  great  benefit  to  the  community  and  will  en¬ 
hance  the  appearance  of  this  block. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  22,  1934  by  adding 
thereto : 

“Resolved  Further,  that  the  Board  of  Standards  and 
Appeals  does  hereby  make  a  variation  in  the  application 
of  the  use  and  area  district  regulations  of  the  zoning 
resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  sections  21  as  to  area  and  7c,  as  to  use, 
to  permit  the  extension  of  the  existing  building  on  lot 
1  to  include  lot  3  as  proposed  and  as  indicated  on  plans 
filed  with  this  application  marked  ‘Received  April  5, 
1946,’  four  sheets,  on  condition  that  the  proposed  one 
story  building  approximately  34  ft.  in  height  shall  not 
extend  to  the  rear  lot  line  nearer  than  8  ft.  and  that  such 
court  space  for  the  full  width  of  the  lot  and  for  a  depth 
of  not  less  than  8  ft.  shall  not  be  built  over  above  grade 
but  shall  be  left  open  and  shall  be  cement  paved;  that 
a  suitable  wrought  iron  fence  shall  be  erected  on  the  in¬ 
terior  lot  lines  to  enclose  such  court ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  and  the 
resolution  of  the  Board  adopted  Alay  22,  1934  and  as 
herein  modified ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution.” 


178-39-BZ 

APPLICANT — Charles  M.  Spindler  for  Buhrman  Sand  & 
Gravel  Corporation  (Colonial  Sand  and  Stone  Com¬ 
pany,  owner). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  application  (from  a  decision 
of  the  borough  superintendent)  previously  granted 
under  section  7f  of  the  zoning  resolution,  permitting 
in  a  residence  use  district  for  a  term  of  two  years  the 
operation  of  sand  and  gravel  pit. 

PREAIISES  AFFECTED — Douglaston  parkway,  east  side, 
951.27  ft.  south  of  61st  avenue  (Block  8291,  Lot  1), 
Douglaston,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Jacob  I.  Goodstein  and  Gene  Pope. 
For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD1 — Application  reopened,  resolution 
amended  and  permit  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  VOTE  TO  AMEND  RESOLUTION  AND  EX¬ 
TEND  PERAIIT — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (178-39-BZ) 

Whereas,  Charles  M.  Spindler  (Colonial  Sand  and  Stone 
Co.,  Inc.  lessee),  for  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner,  filed  February  14,  1939,  an  application  under 
section  7F  of  the  building  zone  resolution,  to  permit  in  a 
residence  use  district,  the  operation  of  a  sand  gravel  pit ; 
premises:  east  side  of  Douglaston  parkway,  951.27  ft.  south 
of  61st  avenue  (Block  No.  8291,  Lot  No.  1),  Douglaston, 
Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board 
October  17,  1939,  on  certain  conditions  and  the  permit  ex¬ 
tended  and  resolution  amended  on  October  28,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit,  and  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  17,  1939,  as 
amended  October  28,  1941,  by  adding  thereto: 

“*  *  *  that  the  term  of  the  variance  is  hereby 

extended  for  two  years  under  section  7e  from  the  date 
of  this  amended  resolution,  on  condition  that  a  perform¬ 
ance  bond  of  surety  company  shall  be  filed  with  the 
C  omptroller  to  guarantee  completion  of  the  work  under 
this  resolution  within  the  term,  and  that  the  work  of 
grading  and  levelling  the  site  in  accordance  with  surveys 
referred  to  shall  be  started  at  once  as  well  as  the  re¬ 
moval  of  all  buildings  that  are  not  needed  with  a  view 
to  completing  the  entire  work  without  further  extension 
within  the  two  years  period  ;  that  these  premises  are  to 
be  operated  in  conjunction  with  adjoining  premises  sub¬ 
ject  to  application  46-44-BZ ;  that  all  permits  shall  be 
obtained  within  three  months  (Applic.  No.  22-39).” 


1017-39-BZ 

APPLICANT — Alarie  C.  Carroll,  owner. 

SUBJECT— Application  reopened  June  4,  1946  for  consid¬ 
eration  as  to  extension  of  variance — Application 
(decision  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehi¬ 
cles  for  a  term  of  two  years. 

PREAIISES  AFFECTED — 448-452  East  189th  street,  south 
side,  89.02  ft.  east  of  Third  avenue  (Block  3042, 
Lots  27  and  29),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Marie  C.  Carroll  and  Alarea  Carr 
Carroll. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERAIIT — 

Affirmative :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (1017-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  build- 
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ing  zone  resolution,  to  permit  in  a  business  use  district  for 
a  temporary  period  of  not  more  than  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
premises  448-452  East  189th  street,  south  side,  89.02  ft.  east 
of  Third  avenue  (Block  No.  3042,  Lot  Nos.  27  and  29), 
Borough  of  The  Bronx,  was  granted  by  the  Board  January 
16,  1940,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  December  16, 
1941 ; 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication,  and  a  further  extension  of  the  permit  which  had 
expired  by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  4,  1946  and  set  for  hearing  on  June  25,  1946;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  25,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  ownership  of  the  property  is  jointly  with 
Edward  J.  Carr,  Elizabeth  Carr  and  Marie  C.  Carroll. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  19,  1940,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

Granted  under  Section  7h  to  permit  the  premises 
to  be  occupied  for  the  storage  and  parking  of  more 
than  five  (5)  motor  vehicles  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended  the  resolution 
adopted  by  the  Board  January  16,  1940  shall  be  com¬ 
plied  with ;  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


280-41-BZ 

APPLICANT — Jack  Z.  Cohen,  for  Constel  Realty  Corp., 
owner. 

SUBJECT — Application  reopened  April  2,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c,  7i  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use,  C  area  district,  the  erection 
and  maintenance  of  building  to  be  used  as  a  motor 
vehicle  repair  shop,  using  more  than  permitted  area. 
PREMISES  AFFECTED — 65-71  Furman  avenue,  north 
side,  99  ft.  6  in.  east  of  Bushwick  avenue  (Block 
3462,  Lots  63-67),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jack  Z.  Cohen  and  Louis  E.  Hirsch. 
For  Opposition :  Frederick  Mutter,  Thomas  J.  Hall, 
Grace  K.  Holzer,  Selma  Bauersch,  Angelina 
Ingrao,  and  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (280-41-BZ) 

Whereas,  this  application  under  sections  7i,  7c  and  21  of 
the  building  zone  resolution  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  motor  vehicle  repair 
shop;  premises  65-71  Furman  avenue,  north  side,  99  ft.  6 
in.  east  of  Bushwick  avenue  (Block  No.  3462,  Lot  Nos.  63 
and  67),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  July  1,  1941,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  an  amendment  of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
April  2,  1946,  and  restored  to  the  calendar,  subject  to  usual 
procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 


June  25,  1946,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Furman  avenue  and  Bushwick  avenue  are 
in  a  business  use,  C  area  and  Class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  27,  1946,  re  N.  B.  App.  731-46,  reads: 

“L  Motor  vehicle  repair  shop  in  a  Business  Zone  is 
contrary  to  Art.  II,  sect.  4,  par.  29  of  Zone  Resolution. 

2.  Area  of  bldg,  does  not  comply  with  Art.  IV,  Sect. 
13  of  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  80  feet,  4%  in.  frontage  by  100  ft.  in  depth,  irregu¬ 
lar  in  area ;  that  it  is  proposed  to  demolish  the  two-story 
frame  dwelling  now  located  on  the  westerly  part  of  the  lot 
and  erect  on  the  entire  plot  a  one-story  building,  14  ft.  in 
height,  of  Class  3  construction ;  and 
Whereas,  the  applicant  contends  that  because  of  war  re¬ 
strictions  on  building  materials  and  limitations  of  use  of 
cars  the  erection  of  this  building  was  delayed  by  the  owners 
until  such  time  when  this  work  could  be  performed  under 
normal  conditions ;  that  the  variance  granted  by  the  Board 
expired  by  limitation  and  the  owners  are  now  in  a  position 
to  proceed  with  the  work ;  that  they  rely  upon  the  presen¬ 
tation  of  facts  in  the  originally  approved  application ;  that 
the  owners  have  been  requested  by  the  manufacturers  of  the 
Chevrolet  Company,  for  whom  they  are  distributors,  to 
establish  this  motor  vehicle  repair  shop  and  .service  center; 
that  since  the  original  grant  by  the  Board  this  neighborhood 
has  deteriorated  and  no  new  or  altered  construction  been 
made  for  the  betterment  of  this  neighborhood  for  many 
years ;  that  the  recent  amendment  to  the  zoning  law  limiting 
the  usable  area  of  the  lot  to  60%  would  work  a  great  hard¬ 
ship  on  the  owners ;  that  this  property  backs  up  against 
private  garages  at  the  rear  and  almost  abuts  the  retaining 
wall  of  the  railroad  tracks ;  that  to  comply  with  this  restric¬ 
tion  would  create  a  pocket  of  land  where  nuisances  of  all 
kinds  would  be  attracted  by  the  hoodlums  who  in  the  past 
have  been  annoying  the  adjoining  property  owners  and  the 
erection  of  this  building  will  not  adversely  affect  the  abut¬ 
ting  property  owners,  in  fact  it  will  improve  the  existing 
conditions ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  as  to  use  and  area  under  section  7,  subdivisions  c  and  i, 
and  that  the  applicant  failed  to  substantiate  a  basis  to  war¬ 
rant  exercise  of  discretion  to  grant  under  section  21  of  the 
zoning  resolution  and  was,  therefore,  not  entitled  to  relief 
on  the  grounds  of  practical  difficulties  and  unnecessary  hard¬ 
ships. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  May  27,  1946  on  N.  B.  Applic.  731-46  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 

35-44-BZ 

APPLICANT — Irving  Ditchik,  for  Joseph  Lanza,  owner 
(Jack  Ditchek,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  (decision  of  the  borough 
superintendent)  under  section  7i  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop  for  a  term  of  two  (2) 
years. 

PREMISES  AFFECTED — 8230  18th  avenue,  west  side,  46 
ft.  6  in.  north  of  84th  street  (Block  6314,  Lot  75), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  Ditchik  and  Jack  Ditchek. 
For  Opposition :  Harold  Klorfein,  Department  of 
Parks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (35-44-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  conversion  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop,  affecting  premises  8230 
18th  avenue,  west  side,  46  ft.  6  in.  north  of  84th  street 
(Block  6314,  Lot  75),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  June  20,  1944,  on  certain  conditions;  and 

Wi^ereas,  the  time  to  complete  the  work  was  extended  on 
November  8,  1944;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  20,  1944  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“Granted  for  a  term  of  two  (2)  years  under  section 
7i  from  the  date  of  this  amended  resolution  *  *  * 

and  that  other  than  as  herein  amended,  the  provisions  of 
the  resolution  of  June  20,  1944  shall  be  complied  with; 
that  a  certificate  of  occupancy  shall  be  obtained;  that  this 
use  may  be  in  conjunction  with  similar  use  permitted  for 
the  adjoining  building  at  8232 — 18th  avenue  under  Cal¬ 
endar  522-44-BZ.” 


46-44-BZ 

APPLICANT — Francis  B.  Carbone,  for  Colonial  Sand  and 
Stone  Company,  owner. 

SUBJEt  T — -Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  for  a  term  of  two  years  in  a  residence 
use,  F  area  and  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit. 

PREMISES  AFFECTED— Southeast  corner  61st  avenue 
and  Douglaston  parkway  (Block  8286,  Lots  100, 
180),  Douglaston,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  I.  Goodstein  and  Gene  Pope. 
For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (46-44-BZ) 

Whereas,  Francis  B.  Carbone,  for  Buhrman  Sand  and 
Gravel  Corporation,  owner;  Colonial  Sand  and  Stone  Co., 
Inc.,  lessee,  file  January  18,  1944,  an  application  under  sec¬ 
tion  7e  of  the  zoning  resolution,  to  permit,  for  a  term  of 
two  (2)  years,  in  a.  residence  use,  F  area  and  Yz- time  height 
district,  the  operation  of  a  sand  and  gravel  pit ;  premises  : 
southeast  corner  of  61st  avenue  and  Douglaston  Parkway 
(Block  8286,  Lots  100  and  180),  Douglaston,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  25,  1946,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Douglaston  Parkway  is  in  residence 
use,  F  area  and  V2  time  height  districts;  61st  avenue  is  in 
residence  use,  F  area  and  j/2  time  height  district  and 
Horrace  Harding  boulevard  is  in  a  residence  use,  F  area  and 
V2  times  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  17,  1944,  re  Misc.  Applic.  3361-43,  reads: 


“2.  The  operation  of  a  sand  and  gravel  pit  in  a 
residence  use  district  is  contrary  to  Art.  2,  Sec.  3  of 
the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
irregularly  shaped  plot  having  a  frontage  of  approximately 
900  ft.  on  61st  avenue,  950  ft.  on  Douglaston  Parkway  and 
a  distance  of  676  ft.  along  the  east  lot  line;  that  it  is  proposed 
to  use  the  plot,  for  a  term  of  two  years,  for  excavation  and 
removal  of  sand  and  gravel  and  also  for  the  maintenance  of 
temporary  equipment  in  connection  therewith  ;  and 

\\  hereas,  on  October  17,  1939  the  Board  (under  Cal. 
178-39-BZ)  granted  under  Section  7-f  a  variation  permitting 
the  operation  of  a  sand  and  gravel  pit  on  premises  East  side 
of  Douglaston  Parkway,  951  ft.  south  of  61st  avenue  (block 
8291,  lot  1)  for  a  term  of  two  years. 

On  October  28,  1941  the  Board  granted  on  condition  under 
section  7c,  an  additional  term  of  two  years;  that  on  January 
11,  1944,  a  request  for  reopening  for  extension  of  permit  was 
placed  on  reserve  calendar,  pending  filing  of  an  application 
affecting  adjoining  premises  to  the  north. 

Whereas,  the  applicant  contends  that  the  property  in 
question  consist  of  a  vacant  parcel  approximately  20  acre  in 
size,  located  at  the  southeast  corner  of  61st  avenue,  and 
Dougleston  parkway,  which  adjoins  on  the  north  a  parcel  of 
approximately  40  acres  in  common  ownership;  that  the  prop¬ 
erty  is  located  in  an  undeveloped  area  that  the  nearest  build¬ 
ing  is  northeasterly  of  the  property  more  than  400  feet  from 
the  northeast  corner  of  premises ;  that  this  site  originally 
contained  a  large  hill  many  feet  above  the  grade  of  Doug¬ 
laston  parkway  on  the  west,  and  except  where  excavations 
have  already  been  made,  still  contains  a  large  hill  over  a 
substantial  part  of  the  property;  that  site  in  question  is 
contiguous  to  a  parcel  of  40  acres  in  the  same  ownership 
which  are  the  subject  of  an  appeal  to  this  Board  under 
Cal.  178-39-BZ;  that  excavations  on  these  properties  have 
been  going  on  in  various  forms  by  varying  methods  for  over 
45  years;  that  the  property  in  question  is  in  a  residential 
district  and  can  only  be  used  for  such  purposes ;  that  it  is, 
however,  above  the  grade  on  Douglaston  parkway  and  unless 
excavated  and  the  sand  and  gravel  removed,  the  property 
brought  down  to  the  approximate  grade  of  Douglaston  park¬ 
way,  it  cannot  be  used  for  building  for  residential  purj>oses ; 
that  a  large  part  of  the  40  acres  has  already  been  excavated 
and  likewise  a  large  quantity  of  material  taken  from  a  por¬ 
tion  of  the  20  actes  involved  in  this  application,  and  it  would 
therefore  seem  proper  and  necessary  and  in  keeping  with 
the  general  purpose  and  intent  of  the  Zone  Resolution  that 
the  remainder  of  these  20  acres  be  excavated  and  brought 
down  to  grade  so  that  the  entire  60  acres  will  constitute  one 
continuous  parcel ;  that  section  7-E  provides  that  the  permis¬ 
sion  of  the  Board  may  be  granted  to  conform  with  the  gen¬ 
eral  purpose  and  intent  of  the  Zone  Resolutions;  that  the 
applicant  submits  that  such  purpose  and  intent  will  be  best 
served  by  permitting  the  excavation,  in  order  to  take  down 
the  remainder  of  the  hill  on  these  20  acres  and  bring  same 
to  the  grade  of  the  adjacent  streets;  that  the  operations  of 
the  lessee  will  be  carried  on  in  strict  adherence  to  and  in 
accord  with  the  grades,  blanks,  slopes  a  setbacks  shown  on 
the  survey  of  Mr.  Wm.  L.  Savacool,  C.E.,  already  filed  with 
the  Board  in  this  case,  which  conforms  to  the  survey  and 
directions  of  the  Board  in  Cal.  178-39-BZ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7e  of 
the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application, 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
two  (2)  years  under  conditions  as  set  forth  in  the  resolution 
adopted  by  the  Board  this  day  (June  25,  1946)  under  Cal. 
No.  178-39-BZ,  covering  adjoining  premises  to  be  operated 
in  conjunction  with  these  premises;  that  all  permits  shall  be 
obtained  within  three  months. 
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522-44-BZ 

APPLICANT — Irving  Ditchik,  for  Jack  Ditchek,  owner. 
SUBJECT — Application  reopened  April  2,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7i  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  change  of  occupancy  from 
automobile  accessories  store  to  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 8232  18th  avenue,  west  side,  23 
ft.  north  of  84th  street  (Block  6314,  Lot  76),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  Ditchik  and  Jack  Ditchek. 
For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (522-44-BZ) 

Whereas,  this  application  (decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district  the  use  of  a  store  for  auto 
body  and  fender  repair  shop,  premises  8232  18th  avenue, 
west  side,  23  ft.  north  of  84th  street  (Block  6314,  lot  76), 
Borough  of  Brooklyn,  was  dismissed  for  lack  of  prosecution 
on  July  27,  1945 ;  and 

Whereas,  Irving  Ditchik  for  Jack  Ditchek,  owner,  filed 
May  22,  1946  an  application  under  section  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  change 
of  occupancy  from  automobile  accessories  (store)  to  motor 
vehicle  repair  shop,  affecting  premises  8232  18th  avenue, 
west  side,  23  ft.  north  of  84th  street  (Block  6314,  lot  76), 
Borough  of  Brooklyn ;  and 

Whereas,  on  April  2,  1946  the  Board  reopened  this  ap¬ 
plication  and  restored  it  to  the  calendar,  subject  to  usual 
procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  18th  avenue  is  in  a  business  use,  C  area, 
class  1  height  district ;  84th  street  is  in  residence  and 
business  use,  C  area  and  class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  8,  1946  on  Alt.  Applic.  560-46  reads : 

“1.  Proposed  change  of  use  violates  Sec.  2.1.3. 5 
Bldg.  Code  insofar  as  a  motor  vehicle  repair  shop  is 
unlawful  in  a  business  use  district.  Art.  II,  Sec.  4a, 
subd.  29,  Zoning  Resol.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  23  ft.  6  in.  frontage  by  133  ft.  in.  in  depth, 
on  which  is  located  a  building  23  ft.  6  in.  front  by  133  ft. 
7  in.  in  depth,  1  story,  11  ft.  in  height,  of  class  3  construc¬ 
tion;  that  it  is  proposed  to  use  the  present  store  for  motor 
vehicle  repair  shop  ;  and 

Whereas,  present  certificate  of  occupancy  78227-46  per¬ 
mits  the  sale  of  automobile  accessories ;  and 

Whereas,  the  applicant  contends  that  the  building  is  a 
one  story  brick  structure,  non-fireproof,  built  as  a  store  and 
occupied,  on  and  off  (without  permit)  as  an  auto  repair 
shop  for  the  last  nine  years;  that  a  gasoline  station  adjoins 
on  the  corner  adjoining  to  the  south;  that  the  adjoining 
building  to  the  north  is  occupied  by  a  motor  vehicle  repair 
•  shop  which  occupancy  was  granted  by  the  Board  on  June 
20,  1944  under  Cal.  35-44-BZ ;  that  the  second  next  building 
to  the  north  is  a  legally  operating  garage;  that  no  repair 
work  will  be  done  outside  the  building;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 


Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7 i  thereof,  for  a 
term  of  two  (2)  years,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  such  repairing  shall  be 
done  with  hand  tools  only ;  that  any  acetylene  equipment 
shall  be  subject  to  a  permit  issued  by  the  fire  commissioner; 
that  any  spraying  or  painting  shall  be  similarly  subject  to 
a  permit  issued  by  the  fire  commissioner;  that  all  work 
shall  be  done  within  the  building  or  within  the  open  yard 
at  the  rear  and  not  on  the  public  sidewalk  or  street ;  that 
such  repairing  shall  be  limited  to  motor  vehicles  pf  the 
pleasure  car  type ;  that  no  repair  work  shall  be  done  except 
during  business  hours  on  regular  working  days ;  that  no 
additional  signs  shall  be  erected  on  the  premises  other  than 
those  now  existing  except  that  any  sign  extending  over  the 
building  line  shall  be  removed ;  that  any  new  signs  erected 
may  be  painted  on  the  plate  glass  windows ;  that  such  plate 
glass  windows  shall  have  a  dado  painted  on  the  glass  from 
the  sill  of  the  main  window  to  the  sill  of  the  transom 
and  similarly  on  the  entrance  doors ;  that  the  main  entrance 
doors  shall  be  made  self-closing ;  that  a  curb  cut  permit 
shall  be  obtained  for  entrance  from  18th  avenue ;  that  such 
curb  cut  shall  not  exceed  6  ft.  in  width;  that  the  curb  in 
front  of  the  premises  shall  be  restored;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  this  repair  shop  may  be  operated 
in  conjunction  with  the  adjoining  occupancy  at  8230  18th 
avenue  under  the  same  ownership  and  control  variance  for 
which  was  granted  by  the  Board  under  Cal.  No.  35-44-BZ 
expiring  June  20,  1946 ;  that  no  doors  or  other  openings  in 
the  walls  separating  the  two  buildings  shall  be  constructed 
and  maintained ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and  all 
work  shall  be  completed  within  three  (3)  months  from  the 
date  of  this  resolution. 


799-45-BZ 

APPLICANT — Walter  Eberhart  for  Anna  Rosello,  owner. 
SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  to  permit  under  Section  7i  of  the  zoning 
resolution,  in  a  business  use  district,  the  change  of 
occupancy  from  garage  for  not  more  than  five  motor 
vehicles  and  one  apartment,  to  garage  for  not  more 
than  five  motor  vehicles,  repair  shop  and  one  apart¬ 
ment. 

PREMISES  AFFECTED — 507  East  76th  street,  north  side, 
148  ft.  east  of  York  avenue  (Block  1488,  Lot  7), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Walter  Eberhart. 

For  Opposition:  Stanley  H.  Haufman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  and  Deputy 

Chief  Guinee  .  2 

Negative:  Chairman  Murdock  and  Commissioner 
Blum  .  2 

THE  RESOLUTION  (799-45-BZ) 

Whereas,  Walter  Eberhart,  for  Anna  Rosello,  owner, 
filed  December  20,  1945,  an  application  under  section  7i  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  change  in  occupancy  from  garage  for  not  more  than  five 
motor  vehicles  and  one  apartment,  to  garage  for  not  more 
than  five  motor  vehicles,  repair  shop  and  one  apartment : 
premises:  507  East  76th  street,  north  side,  148  ft.  east  of 
York  avenue  (Block  1488,  Lot  7),  Borough  of  Manhattan; 
and 
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I. 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting, 
June  25,  1946,  after  due  notice  by  publication  in  the  Bulletin; 

and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Hast  76th  street  is  in  residence  and  business 
use,  B  area  and  Class  1J4  height  districts;  York  avenue  is 
in  a  residence  use,  B  area  and  Class  \l/2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  5,  1945,  re  Alt.  Applic.  1898-45,  reads: 

2.  Proposed  change  of  use  from  garage  for  not 
more  than  5  cars  to  a  garage  for  not  more  than  5  cars 
and  a  motor  vehicle  repair  shop  in  a  business  district 
is  contrary  to  Section  4a-29  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  25  ft.  frontage  by  102.2  ft.  in  depth,  on  which  is  located 
a  building  25  ft.  front  by  102.2  ft.  in  depth,  two  stories  (22 
feet)  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  add  a  repair  shop  to  garage  for  not  more  than  5  cars;  and 

Whereas,  the  applicant  contends  that  the  street  on  which 
site  is  located,  while  zoned  for  business,  is  in  a  small  isolated 
area  so  zoned  and  practically  surrounded  to  south  and  west 
by  unrestricted  area;  that  the  unrestricted  area  to  the  south 
extends  to  East  72nd  street  and  to  the  west  to  1st  Avenue, 
with  the  exception  of  a  100'  ft.  strip  east  and  west  of  York 
Avenue,  which  was  rezoned  residential  in  1927;  that  East 
76th  street  is  essentially  a  garage  street  and  there  are 
numerous  existing  nonconforming  uses,  some  of  which  are 
major  nuisances;  that  east  of  the  subject  site  on  the  street 
is  the  banners  Feed  Co.  with  a  frontage  of  105.4  ft.  and 
running  200  ft.  through  to  East  75th  street;  that  this  com¬ 
pany  manufactures  fertilizer  from  malt  and  hops  and  is 
one  of  the  most  objectionable  plants  in  the  city,  emitting 
odors  noticeable  blocks  away ;  that  directly  across  the  street 
is  the  Fink  Bakery,  which  is  in  operation  all  night;  that  in 
the  summer  time,  when  the  windows  are  open,  there  is  a 
great  deal  of  noise  from  this  source;  that  there  are  two 
small  buildings  adjoining  the  bakery  and  owned  by  it,  one 
of  which  is  used  as  a  stable  for  their  horses  and  the  other 
for  horse-shoeing  and  blacksmithing ;  that  behind  the 
Farmers  Feed  Co.,  on  East  75th  street  is  the  large  I.R.T. 
power  plant,  which  uses  powdered  coal,  which  floods  the 
entire  section  with  cinders  and  fly  ash ;  that  whereas  this 
street  is  zoned  for  business,  it  is  substantially  a  non-restricted 
area  according  to  its  predominant  use;  that  the  proposed  use 
for  an  automobile  repair  shop  could  not  possibly  have  an 
adverse  influence  on  the  area  in  view  of  the  objectionable 
adjoining  uses;  that  the  owner  contends  that  with  the  high 
assessment  of  $15,500  for  the  land  and  building,  the  five-car 
garage  does  not  provide  sufficient  revenue  to  meet  the  carry¬ 
ing  charges  and  it  is  economically  necessary  for  him  to  do 
some  automobile  repair  work  in  conjunction  with  the  garage 
use ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  7,  Subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1898-45,  Objection  2,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


20-46-BZ 

APPLICANT — Morris  Whinston  for  668  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  re  (decision  of  the  borough  super¬ 
intendent)  to  permit  under  section  21  of  the  zoning 
resolution,  in  a  retail  use,  B  area  district,  the  ex¬ 
tension  of  an  existing  structure  using  more  than 
the  permitted  area. 

PREMISES  AFFECTED — 668  8th  avenue,  east  side,  80  ft. 
north  of  West  42nd  street  (Block  1014,  Lot  4), 
Manhattan. 


APPEARANCES— 

For  Applicant:  Morris  Whinston. 

For  Opposition:  None. 

For  Administration:  Fred  Daldem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (20-46-BZ) 

Whereas,  Morris  Whinston,  for  668  Realty  Corp., 
owner,  filed  January  9,  1946  an  application  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  retail  1  use,  B  area 
district,  the  extension  of  existing  structure  using  more  than 
permitted  area,  affecting  premises  668  Eighth  avenue,  east 
side,  80  ft.  north  of  West  42nd  street  (Block  1014,  Lot  4), 
Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  8th  avenue  is  in  a  retail  1  use,  B  area 
and  class  2  height  district ;  West  42nd  street  is  in  a  retail  1 
use,  B  area  and  class  2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  14,  1945  on  Alt.  Applic.  2044-45  reads: 

“1-  The  extension  of  the  existing  1  story  class  3 
structure  located  within  a  retail  B  district  is  contrary 
to  Art.  IV,  sec.  12b  Zoning  Resolution.” 

and 

\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  5  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  20  ft.  5  in.  front  by  100  ft.  in  depth, 
1  story,  14  ft.  in  height,  of  class  3  construction;  that  it  is 
proposed  to  building  an  additional  story,  20  ft.  5  in.  front  by 
90  ft.  in  depth,  12  ft.  in  height,  of  class  3  construction,  total 
height  of  new  building  to  be  26  ft. ;  and 

Whereas,  the  applicant  contends  that  the  property  in 
question  is  located  in  a  district  where  the  value  of  the  prop¬ 
erty  is  very  high  and  one  of  the  ways  to  make  the  building 
pay  is  to  add  an  additional  story;  that  it  is  proposed  to 
occupy  90%  of  the  area  above  the  1st  floor,  leaving  a  10  ft. 
yard  which  is  ample  for  giving  light  and  ventilation  to  this 
building  and  also  the  adjoining  shallow  buildings;  that  to 
build  an  additional  story  to  occupy  only  65%  of  the  area 
would  take  the  same  amount  of  time  and  the  owner  would 
have  to  go  through  the  same  amount  of  effort  as  building 
90%  of  the  floor  area;  that  it  is  therefore  a  hardship  to 
carr}'  the  present  property  with  only  one  story  and  it  is 
therefore  requested  that  the  Board  permit  the  owner  to 
erect  the  additional  second  story  to  occupy  90%  of  the 
ground  area  so  that  he  can  carry  on  his  business  on  a 
profitable  basis;  that  the  use  district  was  changed  from 
business  to  retail  on  Nov.  13,  1936  and  from  retail  to  retail  1 
on  Nov.  30,  1940;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  as  to  exten¬ 
sion  of  area  and  was  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved y  that  the.  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  2044-45,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


158-46-BZ 

APPLICANT  Max  Abramovitz,  For  Fairchild  Press, 
Incorporated,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  B  area  district,  the  erection  of 
a  building,  using  more  area  than  permitted. 
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PREMISES  AFFECTED— 3-9  East  12th  street,  north  side, 
150  ft.  east  of  5th  avenue,  and' 6-10  East  13th  street 
(Block  570,  Lot  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  R.  Hayes. 

For  Opposition :  Edward  Steinert,  Alice  D. 

Siering  and  Samuel  Fox. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (158-46-BZ) 

Whereas,  Max  Abramovitz,  for  Fairchild  Press,  Inc., 
owner,  filed  February  27,  1946,  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  retail  use,  B  area 
district,  the  erection  of  a  building  using  more  than  the  per¬ 
mitted  area;  premises:  3-9  East  12th  street,  6-10  East  13th 
street,  north  side,  150  feet  east  of  Fifth  avenue  (Block  570, 
Lot  8),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  12th  street  is  in  residence,  local  retail 
and  retail  use,  B  area  and  Class  l1/  heights  district;  East 
13th  street  is  in  business  and  unrestricted  use,  B  area  and 
Class  1)4  height  districts;  Fifth  avenue  is  in  business  and 
retail  use,  B  area  and  Class  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  5,  1946,  re  N.B.  App.  40-46,  reads: 

“2.  Tn  a  Retail  use  and  B  area  district  building  may 
not  occupy  more  than  65  per  cent  of  lot  area.  (Effect 
of  court  decisions  on  this  requirement  not  considered. 
Sec.  12-B  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  plot,  100  ft.  frontage  by  206  ft.  6  in.  in  depth, 
on  which  it  is  proposed  to  erect  a  building  100  ft.  front  by 
112  ft.  deep  (aver.),  12  stories  (145  ft.  4 )4  in.)  in  height, 
of  Class  1  construction ;  that  it  is  proposed  to  erect  the  12- 
storv  building  to  be  used  in  conjunction  with  existing  6- 
storv  plant  facing  13th  street ;  and 

Whereas,  the  applicant  contends  that  a  study  of  plan  re¬ 
veals  that  with  increased  yard  width  required  under  present 
zoning  of  B  district  (3"  for  each  foot  of  height),  and  re¬ 
duction  in  permitted  height  of  street  wall  to  1J4  times  width 
of  street,  an  absolute  minimum  of  building  area  is  left; 
that  the  district  was  not  changed  from  business  to  retail 
until  July  12,  1945,  long  after  title  was  acquired  to  property; 
that  consequently  to  leave  unbuilt  upon  35%  of  portion  of  lot 
in  retail  district  above  1st  floor  would  place  an  undue  hard¬ 
ship  on  the  owner  in  that  it  would  necessitate  the  purchase 
of  additional  property  in  order  to  obtain  the  floor  area  con¬ 
templated  at  the  time  of  purchase  of  property:  attention  is 
also  called  to  the  shape  of  the  lot  under  consideration  and 
the  fact  that  an  area  891  sq.  ft.  at  the  rear  is  still  within 
the  business  use  district  although  unusable  as  such  due  to  the 
fact  that  the  frontage  of  the  property  is  in  a  retail  district; 
that  if  this  891  sq.  ft.  were  added  to  the  permitted  65% 
coverage  of  plot  in  retail  district,  an  area  of  only  about  1068 
sq.  ft.  would  then  he  in  excess  of  that  allowed;  that  in  view 
of  the  facts  outlined  above,  it  is  requested  the  Board,  under 
section  21  of  the  zoning  resolution,  waive  objection  #2  as 
raised  by  the  Department  of  Housing  and  Buildings;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  as  to  area,  and  is 


therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  exceed  the  area  as  indicated  on  plans 
marked  “Received  May  31,  1946,”  four  sheets;  that  in  all 
other  respects  the  requirements  of  the  zoning  resolution  as 
to  height  and  use  shall  be  complied  with  ;  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  to  this 
building  and  occupancy  shall  be  complied  with  other  than 
as  modified  by  the  Board  under  Cal.  403-46-A ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


164-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Joseph  P.  Clavin, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 
occupanc}'  from  one  family  residence  to  undertaker’s 
establishment  and  one  family  residence. 

PREMISES  AFFECTED — 7722-7736  4th  avenue,  and  375- 
379  78th  street,  northwest  corner  (Block  5960,  Lot 
50),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Joseph  P.  Clavin 
and  Thomas  Clavin. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (164-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Joseph  P.  Clavin, 
owner,  filed  February  28,  1946,  an  application  under  section 
7e  of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  change  of  occupancy  from  one  family  residence 
to  undertaker’s  establishment  and  one  family  residence : 
premises  7722-7736  4th  avenue  and  375-379  78th  street,  north¬ 
west  corner  (Block  5960',  Lot  50),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing-  Jnne  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  4th  avenue  is  in  a  residence  use,  C  area 
and  Class  1)4  height  district;  78th  street  is  in  a  residence 
use.  C  area  and  Class  lRt  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  21,  1946,  re  Alt.  Applic.  421-46,  reads: 
“Const. 

1.  Proposed  undertaker’s  establishment  in  a  residen¬ 
tial  use  district  is  contrary  to  Art.  II,  Sec.  3  of  the 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  54  ft.  4  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  one  family  dwelling,  with  two  car  garage,  28  ft. 
front  by  46  ft.  in  depth,  3  stories,  30  ft.  in  height,  of  Class  4 
construction;  that  it  is  proposed  to  convert  the  use  of  the 
first  floor  to  a  funeral  chapel;  that  the  chapel  will  be  in 
what  is  now  the  living  room  (14  ft.  by  19  ft.)  ;  that  the 
porch  will  be  used  as  a  reception  room;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  3  story  frame  building,  measuring 
approximately  28  ft.  by  46  ft.  in  depth,  occupied  as  a  one 
family  dwelling;  that  no  more  than  one  funeral  can  take 
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place  at  a  time;  that  this  use  has  been  going  on  illegally  as 
a  funeral  home  since  1924;  that  the  premises  are  well  kept 
and  there  are  no  signs  indicating  that  it  is  a  funeral  home ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  applicant  stated  that  it  was  not  proposed 
to  conduct  an  undertaking  establishment  but  to  occupy  the 
premises  as  proposed  for  holding  funeral  services — i.e.  a 
funeral  home ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  ten  (10)  years,  to  permit  the  premises  to  be  occu¬ 
pied  as  a  funeral  home  as  proposed  and  as  indicated  on  plans 
filed^with  this  application  marked  “Received  February  28, 
1946  ,  four  sheets,  on  condition  that  no  signs  shall  be  erected 
other  than  those  now  existing ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  other  than  as  modified  by  the 
Board  under  Cal.  165-46-A;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


168-46-BZ 

APPLICANT — Norman  Lederer,  for  Ruth  Charken,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
maintenance  of  an  existing  extension  to  one  family 
dwelling  without  required  rear  yard. 

PREMISES  AFFECTED — 453  Beach  22nd  street  (rear), 
west  side,  137.97  ft.  south  of  Brookhaven  avenue 
(Block  255,  part  of  Lot  56),  Edgemere,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Norman  Lederer. 

For  Opposition  :  Leo  A.  Novick  and  Sonia  Novick. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob'  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  0 
Negative  .  4 

THE  RESOLUTION  (168-46-BZ) 

Whereas,  Norman  Lederer,  for  Ruth  Charken,  owner, 
filed  April  22,  1946,  an  application  under  section  21  of  the 
zoning  resolution,' to  permit  in  a  residence  use  D  area  district 
the  maintenance  of  an  existing  extension  to  a  one  family 
,  dwelling  without  required  rear  yard,  affecting  premises : 
rear  of  453  Beach  22nd  street,  west  side,  137-97  ft.  south  of 
Brookhaven  avenue  (Block  255,  part  of  Lot  56),  Edgemere, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  25,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Beach  22nd  street  is  in  a  residence  use  D 
area  and  class  1  height  district ;  Brookhaven  avenue  is  in  a 
residence  use,  D  area  and  class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  28,  1946  on  Alt.  Applic.  754-45  reads : 

“1.  Provide  legal  rear  yard  as  req’d  for  bldg,  located 
within  a  residence  D  district,  Art.  4,  Section  14,  sub.  a 
Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  162.77  ft.  frontage  by  162.24  ft.  in  depth,  irregular, 


on  which  is  located  a  building  39  ft.  1  in.  front  by  28  ft.  6  in. 
m  depth,  1  story,  20  It.  in  height,  of  class  3  construction; 
that  it  is  proposed  to  legalize  the  addition  to  existing  building 
at  the  rear  of  the  plot  (kitchen  and  bathroom)  ;  and 

Whereas,  the  applicant  contends  that  the  building  with 
the  new  extension  is  practically  complete  and  ready  for  occu¬ 
pancy  ;  that  the  owner  claims  she  endeavored  to  purchase 
the  land  to  the  rear,  to  establish  a  rear  yard;  that  the  deal 
went  so  far  as  a  meeting  in  an  attorney’s  office  but  the 
demands  were  so  exorbitant  that  the  owner  could  not  pro¬ 
ceed;  that  the  applicant  feels  the  plot  could  be  considered 
as  back  to  back  with  a  corner  plot  and  therefore  no  rear 
yard  would  be  required  as  per  section  17,  subd.  A  of  the 
Zoning  Resolution ;  that  the  denial  of  this  application  would 
prove  a  hardship  on  the  owner  and  the  loss  of  a  complete 
home  for  some  average  size  family ;  that  the  owner’s  husband 
has  written  a  statement  setting  forth  his  version  of  the  entire 
case  which  is  filed  with  this  application;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 
Whereas,  plans  were  approved  showing  the  required  rca: 
yard  but  the  building  was  constructed  without  a  rear  yard 
and  substantially  on  the  rear  lot  line ;  and 

Whereas,  the  provisions  of  section  17,  subdivision  A  have 
no  application  as  to  omission  of  a  rear  yard ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning- 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  February  28,  1946  on  Alt.  Applic.  754-45  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied  (Alt.  Applic.  754-45). 


210-46-BZ 

APPLICANT — Abram  Shlefstein,  for  Ida  Fein,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  F  area  district,  the 
erection  of  a  building  without  the  required  setbacks 
and  side  yards,  and  with  the  area  of  second  floor  in 
excess  of  that  permitted. 

PREMISES  AFFECTED— 1466-1474  East  24th  street,  and 
2333-2339  Olean  street,  southwest  corner  (Block 
7677,  Lots  14  and  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Ahram  Shlefstein. 

For  Opposition :  Albert  B.  Breslon,  Bernard  L. 
Weynberg,  F.  J.  Seres,  Michael  Sddosser  and 
Thomas  N.  McNamara. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Savage . . .  1 

Negative :  Chairman  Murdock.  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

THE  RESOLUTION  (210-46-BZ) 

Whereas,  Abram  Shlefstein  for  Ida  Fein,  owner,  filed 
March  21,  1946,  an  application  under  section  21  of  the  zon¬ 
ing  resolution  to  permit  in  a  residence  use  F  area  district 
the  erection  of  a  building  without  the  required  set  backs 
and  side  yards,  and  with  the  area  of  the  second  floor  in 
excess  of  that  required:  premises  1466-1474  East  24th  street 
and  2333-2339  Olean  street,  southwest  corner  (Block  7677, 
Lots  14  and  15),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  24th  street  is  in  a  residence  use, 
F  area  and  Class  1  height  district ;  Olean  street  is  in  a 
residence  use  F  area  and  Class  1  height  district ;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  26,  1946,  re  N.B.  Applic.  295-46,  reads  : 

“1.  Building  set  back  less  than  15  ft.  from  building 
lines  is  contrary  to  Art.  IV,  Sec.  16,  Para,  ‘a’  of  zone 
resolution. 

2.  Area  of  2nd  floor  excessive  contrary  to  Art.  IV, 
Sect.  16,  par.  ‘d’  of  zone  resolution. 

3.  Width  of  side  yard  less  than  6'  9"  is  contrary  to 
Art.  IV,  Sec.  16,  para,  ‘c’  of  zone  resolution.  Proposed 
building  is  situated  in  a  residential  ‘F’  zone.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  on  East  24th  street,  91  ft.  7%  in.  frontage  by  55  ft. 

in-  in  depth  (irregular),  and  on  Olean  street  72  ft.  9->6 
in.  frontage  by  30  ft.  8  in.  in  depth  (irregular),  on  which 
it  is  proposed  to  erect  a  one  family  dwelling  48  ft.  8  in. 
front  by  30  ft.  8  in.  in  depth,  2  stories,  26  ft.  6  in.  in  height, 
of  Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  the  premises  consist 
of  a  triangular  plot  located  at  the  intersection  of  the  west¬ 
erly  side  of  Mansfield  place,  formerly  East  24th  street,  and 
northeasterly  side  of  Olean  street;  that  the  plot  is  in  an 
“F”  area  which  requires  a  15  ft.  setback  on  each  side  and 
a  5  ft.  minimum  side  yard ;  that  although  the  area  of  this 
lot  consists  of  approximately  2,020  sq.  ft.  the  permissible 
building  area  would  be  only  approximately  414  sq.  ft.  or 
20.05  percent ;  that  this  condition  prohibits  the  erection  of 
any  building  of  any  kind  upon  the  premises  and  as  such 
presents  practical  difficulties  and  unnecessary  hardship,  which 
the  Board  under  the  provisions  of  Section  21  may  remedy; 
that  the  resolution  which  created  the  F  area  in  respect  to 
these  premises,  attempts  that  which  is  tantamount  to  con¬ 
fiscation  and  infringes  upon  the  constitutional  rights  of  the 
owner ;  that  the  resolution  was  not  made  with  reasonable 
consideration  to  the  character  of  the  district;  that  as  a 
result  of  having  been  zoned  in  an  “F”  area  the  premises 
has  remained  vacant  although  the  surrounding  area  has  been 
well  built  and  developed ;  that  the  granting  of  this  variation 
will  not  injure  or  harm  the  adjoining  owners  but  on  the 
contrary  will  improve  their  property  and  eliminate  an  eye¬ 
sore  to  the  entire  neighborhood ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  applicant  presented  revised  plans  showing 
a  reduction  in  the  area  of  the  building  and  slight  increase 
in  front  yard  required  along  24th  street ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution,  as  to  area, 
and  is  therefore  not  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  295-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


265-46-BZ 

APPLICANT — Howard  H.  Snyder,  for  Hotel  Taft  Cor¬ 
poration,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail-1  and  business-1  use,  B  area 
and  Class  2  height  district,  the  extension  of  existing 
building  in  height  by  the  erection  of  an  additional 
pent-house  to  exceed  the  height  permitted  by  sec- 
•  tion  8  subdivision  (g). 

PREMISES  AFFECTED— 761-779  7th  avenue,  east  side, 
from  West  50th  to  West  51st  streets,  and  148  West 
51st  street  (Block  1003,  Lot  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  George  L.  Allin  and  Howard  H. 
Snyder. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION  (265-46-BZ) 

Whereas,  Howard  H.  Snyder  for  Hotel  Taft  Corpora¬ 
tion,  owner,  filed  April  10,  1946,  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  retail  1  and 
business  1  use,  B  area  and  Class  2  height  districts,  the  ex¬ 
tension  in  height  of  an  existing  building  by  the  erection  of 
an  additional  penthouse  to  exceed  the  height  permitted  under 
section  8,  subdivision  (g)  of  the  zoning  resolution;  premises: 
761-779  7th  avenue,  east  side,  from  West  50th  to  West  51st 
street  and  148  West  51st  street  (Block  1003,  Lot  1),  Borough 
of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  25,  1946,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  51st  street  is  in  retail  1  and  business 
1  use,  B  area  and  Class  2  height  districts;  West  50th  street 
is  in  retail  1  and  business  1  use,  B  area  and  Class  2  height 
districts ;  Seventh  avenue  is  in  retail  1  and  business  1,  B 
area  and  Class  2  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  21,  1945,  re  Alt.  App.  2151-45,  reads: 

“1.  This  alteration  application,  in  which  it  is  pro¬ 
posed  to  increase  the  height  of  this  multiple  dwelling, 
is  objected  to  on  the  basis  that  full  advantage  of  the 
privileges  and  exceptions  contained  in  Subdivision  (g) 
of  Section  8,  and  Section  9,  of  Article  3  of  the  Zoning 
Resolution  was  taken  when  this  building  was  originally 
designed  and  erected  in  1925.  Further,  the  provisions  of 
Subdivision  (i)  of  Section  9  of  Article  3  of  the  Zoning 
Resolution,  in  relation  to  additional  stories,  do  not  apply 
inasmuch  as  this  building  was  erected  after  1916. 

In  addition,  Subdivision  (g)  of  Section  8  of  Article 
3  of  the  Zoning  Resolution,  as  amended  on  December  2, 
1944,  reads  as  follows : 

“  ‘(g)  In  a  Class  two  (2)  district  no  building  shall  be 
erected  to  a  height  in  excess  of  one  and  one-half  times 
the  width  of  the  street,  but  for  each  one  foot  that  the 
building  or  a  portion  of  it  sets  back  from  the  street  line 
three  feet  shall  be  added  to  the  height  limit  of  such 
building  or  such  portion  thereof.’  ” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  200  ft.  10  in.  frontage  by  200  ft.  in  depth,  irregular, 
on  which  is  located  a  building  200  ft.  10  in.  front  by  200  ft. 
in  depth,  irregular,  20  stories  (201  ft.  2  in.)  in  height,  of 
Class  1  construction ;  that  it  is  proposed  to  erect  an  addi¬ 
tional  penthouse  93  ft.  8  in.  front  by  43  ft.  1  in.  in  depth 
(irregular)  2  stories,  18  and  20  ft.  in  height,  of  Class  1  con¬ 
struction;  and 

Whereas,  the  applicant  contends  that  half  of  the  proposed 
space  is  to  be  used  for  employees’  lockers  and  restrooms ; 
that  the  present  locker  rooms  are  below  street  level  without 
windows  and  depending  on  artificial  light  and  ventilation ; 
that  these  have  become  inadequate  because  of  the  increase 
in  number  of  employees  from  572  in  1933  to  1046  in  1946, 
presently  employed;  that  a  dining  place  for  help  is  indicated 
under  today’s  social  conditions ;  that  at  present  the  help  eat 
meals  standing  in  passageways ;  that  a  rest  room  for  female 
help  not  now  available  is  also  mandatory ;  that  approxi¬ 
mately  half  of  the  penthouse  is  to  be  used  for  storage ;  that 
the  lack  of  storage  space  is  indicated  by  the  fact  that  in 
1945  two  floors  of  one  warehouse  were  rented  by  the  hotel 
as  well  as  portions  of  five  other  warehouses ;  that  the  total 
cost  for  this  storage  and  resulting  extra  trucking  for  1945 
amounted  to  $7,157;  outside  storage  rental  also  entailed 
extra  trucking  cost  and  increased  the  traffic  congestion  in 
51st  street,  an  extremely  congested  street ;  that  due  to  the 
foregoing,  a  program  for  erection  four  penthouses  was 
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set  up  sonic  years  ago;  plans  were  approved  and  three  pent¬ 
houses  duly  erected ;  that  plans  for  the  fourth  penthouse 
were  drawn  in  1942;  that,  however,  owing  to  war  restric¬ 
tions  on  material  and  labor  they  were  not  permitted  to  pro¬ 
ceed;  that  if  it  had  not  been  for  the  war,  the  penthouse 
would  have  been  erected  as  presently  designed  before  the 
change  in  the  zoning  resolution ;  that  the  need  for  addi¬ 
tional  storage  space  has  been  due  to  the  permitted  sale  of 
liquor,  prohibited  in  1926  when  the  hotel  was  erected ;  that 
50%  of  the  increased  storage  required  is  because  of  the 
shortened  work  week ;  that  with  Saturday  deliveries  elimi¬ 
nated,  food  and  laundry  must  be  delivered  Friday  for  three 
days’  supply;  that  additional  space  is  needed  for  storage  in 
sub-basement  where  it  is  intended  to  install  a  laundry ;  that 
in  a  hotel  of  this  size,  under  present  day  conditions,  it  is 
almost  imperative  to  have  a  laundry;  that  this  will  not  only 
reduce  laundry  costs  but  will  reduce  trucking  to  and  from 
laundry  with  consequent  reduction  of  traffic  congestion;  that 
the  proposed  penthouse  will  not  interfere  in  the  slightest  with 
the  public  health,  safety  and  general  welfare  and  will  round 
out  the  existing  penthouses  now  on  the  building  without  de¬ 
priving  the  neighborhood  of  light,  air  or  access;  that  the 
proposed  unit  is  to  be  a  2-story  penthouse  on  the  southerly 
end  of  the  building,  extending  easterly  over  the  50th  street 
frontage  and  will  be  set  back  6  ft.  4  in.  from  the  existing 
parapet  wall  on  the  7th  Avenue  frontage;  that  the  height 
of  the  proposed  unit  will  be  well  within  the  angle  of  shadow 
resulting  from  the  existing  structure,  thus  no  deprivation  of 
sunlight  will  be  caused ;  that  if  further  setbacks  were  to  be 
required,  there  would  be  no  resulting  benefit  because  of 
greater  light  and  air  diminution  of  shadow;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  height 
on  the  grounds  of  practical  difficulty  and  unnecessarj'  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  height  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that' the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  21  thereof, 
to  permit  the  extension  of  the  penthouse  as  indicated  on 
plans  filed  with  this  application  marked  “Received  April  10, 
1946”,  11  sheets,  on  condition  that  the  use  of  the  penthouse 
shall  be  substantially  as  proposed  and  used  only  in  connec¬ 
tion  with  the  activities  of  the  hotel ;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


307-46-BZ 

APPLICANT  Carl  E.  Troy,  for  General  Linen  Supply 
and  Laundry  Co.,  Inc.,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  local  retail  use,  C  area  dis¬ 
trict,  the  alteration  and  extension  of  present  build¬ 
ings  for  the  storage,  shipping  and  manufacturing  of 
dry  goods  in  conjunction  with  existing  wet  wash 
laundry,  using  more  than  area  permitted. 
PREMISES  AFFEt  1  ED — 857-867  Myrtle  avenue,  north 
side,  225  ft.  east  of  Marcy  avenue  (Block  1747,  Lots 
53-58,  inclusive),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  Ben  Levine  and  M.  Mario. 

For  Opposition :  Anthony  Manuele,  Joseph  La 
Sala,  Frances  Elfenbein  and  Goldie  Groder. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Savage  and  Deputy 

Chief  Guinee  .  2 

Negative  .  Chairman  Murdock  and  Commissioner 
Blum  .  2 

THE  RESOLUTION  (307-46-BZ) 

\\  hekeas,  Carl  E.  T roy,  for  General  Linen  Supply  & 
Laundry  Co.,  Inc.,  owner,  filed  April  29,  1946,  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  local  retail  use,  C  area,  district,  the  alteration  and  ex¬ 
tension  of  present  building  for  the  storage,  shipping  and 
manufacturing  of  dry  goods,  in  conjunction  with  existing 
wet  wash  laundry,  using  more  than  the  permitted  areal 
pi  ernises,  857-867  Myrtle  avenue,  north  side,  225  ft  east  of 
Marcy  avenue  (Block  1747,  Lots  53  and  58  inc.),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  ot  Standards  and  Appeals  at  its  regular  meeting 
June  25,  1946,  after  due  notice  by  publication  in  the  Bulletin  •’ 
and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Myrtle  avenue  is  in  a  local  retail  use,  C 
ai ea  and  Class  1  height  district;  Marcy  avenue  is  in  residence 
and  local  retail  use,  C  area  and  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  15,  1946,  re  Alt.  Applic.  1 19-46,  reads : 

“1.  Storage  &  shipping  and  manufacturing  of  drv 
goods  in  conjunction  with  wet  wash  laundry  in  a  local 
retail  district  is  contrary  to  Art.  II,  sect.  4-C  of  Zone 
Resolution. 

7.  Area  of  extension  excessive  for  *C’  zone  as  per 
Art.  IV,  sect.  13  of  Zone  Resolution.  Denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  120  ft.  frontage  by  100  ft.  in  depth,  on  which  are 
located  six  buildings,  each  20  ft.  front  by  54  ft.  in  depth 
3  stories  in  height,  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  remove  existing  buildings,  leaving  walls  on  east 
and  west  sides  of  plot  and  erect  thereon  a  building  120  ft. 
front  by  100  ft.  in  depth,  two  stories  (28  feet)  in  height, 
of  Class  1  construction;  and 

Whereas,  the  applicant  contends  that  in  1936  the  owners 
made  plans  for  the  acquisition  and  use  of  the  six  lots  covered 
by  this  application  for  shipping,  storage  and  light  manufac¬ 
turing  ,  that  at  that  time  the  lots  were  in  a  business  use 
district  and  the  use  contemplated  in  connection  with  the 
laundry  activities  was  permissible;  that  several  years  after 
the  lots  were  actually  acquired,  Subdivision  51  of  Paragraph 
4a  of  the  zoning  resolution  was  added  to  the  list  of  uses 
prohibited  in  business  districts;  that  subdivision  51  prohibits 
the  use  in  a  business  district  of  a  “steam  or  wet  wash  laun¬ 
dry  other  than  in  hotels  or  in  hospitals”;  that  this  amend¬ 
ment  became  effective  June  28,  1940;  that  the  processing 
plant  adjoining  this  property,  also  owned  by  this  owner  has 
been  growing  since  1898  and  utilizes  close  to  200,000  sq.  ft.; 
that  in  serving  over  40,000  customers  weekly,  the  shipping, 
receiving  and  storage  are  major  problems  connected  with 
public  health  and  sanitation  services  to  hospitals,  food  plants 
and  the  general  public;  that  the  cramped  condition  in  which 
they  find  themselves  in  the  present  plant  makes  it  imperative 
to  provide  a  larger  structure  for  its  proper  functioning  and 
to  preserve  the  large  investment;  that  if  plans  had  not  been 
interrupted  because  of  the  war  and  scarcity  of  materials, 
the  building  would  have  been  constructed  before  the  zoning 
change  was  made;  that  the  present  requested  structure  will 
not  be  used  for  any  actual  laundry  or  wet  wash  processing, 
but  solely  for  storage  and  shipping  and  dry  goods  repair ; 
that  such  use  in  fact  predates  the  zoning  change  and  all 
that  is  requested  is  that  a  new,  modern  structure  be  author¬ 
ized  to  replace  the  old  ones ;  that  under  these  circumstances 
it  is  believed  the  Board  should  exercise  its  discretion  and 
power  to  permit  the  variance  sought,  which  will  not  in  anv 
material  way  interfere  with  the  light  or  air  of  the  surround¬ 
ing  properties  and  be  a  distinct  benefit  to  the  neighborhood ; 
that  it  is  desired  to  cover  the  entire  area  of  the  six  lots 
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involved  for  the  first  floor  and  to  set  back  the  second  floor 
ten  feet  from  the  rear  lot  line ;  that  the  building  to  the  east 
of  these  lots  at  present  covers  more  than  90  feet  of  the  100 
foot  lot  depth  and  is  about  23  feet  high;  that  the  buildings 
to  the  west  all  cover  100%  of  the  area;  that  the  present  3- 
story  structures  are  about  38  feet  high  and  the  proposed 
new  structure  will  be  only  28  feet  high;  that  even  though 
covering  the  entire  area  for  the  first  floor  and  setting  back 
as  indicated  on  the  second  floor  no  light  or  ventilation  will 
be  taken  from  the  houses  in  the  rear  of  subject  premises 
on  Stockton  Street,  because  of  the  reduced  height  and  set¬ 
back  and  moreover  all  those  lots  in  the  rear  have  large 
backyards,  affording  the  houses  ample  light  and  air ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7c  as  to  extension  of  use,  and  that  the  applicant 
failed  to  substantiate  a  basis  to  warrant  exercise  of  discretion 
to  grant  under  Section  21  of  the  zoning  resolution  as  to 
extension  of  area  to  be  covered  and  was  therefore  not  en¬ 
titled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  119-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


402-46-BZ 

APPLICANT — William  Katz,  for  National  Sugar  Refining 
Co.,  owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  and  unrestricted  use  district, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED— 98-104  Wall  street,  and  120-126 
Front  street,  northwest  corner  (Block  38,  Lot  b), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau  and  E.  A.  Rogers. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (402-46-BZ) 

Whereas,  William  Katz  for  National  Sugar  Refining 
Company  owner,  filed  June  3,  1946,  an  application  under  sec¬ 
tion  7h  of  the  zoning  resolution,  to  permit  in  a  business  use 
and  unrestricted  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  for  a  term  of  five  years, 
affecting  premises  98-104  Wall  street,  120-126  Front  street, 
northwest  corner  (Block  38,  Lot  1),  Borough  of  Manhattan;^ 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
June  25,  1946,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Wall  street  is  in  a  business  use  A  area 
and  class  2  height  district;  Front  street  is  in  business  and 
unrestricted  use  A  area  and  class  2  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  11,  1946  on  Alt.  Applic.  1040-46  reads: 

“1.  Parking  and  storage  of  more  than  5  motor 
vehicles  in  a  business  and  unrestricted  district  is  con¬ 
trary  to  Art.  II,  Sec.  4a-15  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 


a  plot,  84  ft.  6  in.  frontage  by  108  ft.  9)4  in.  in  depth,  irregu¬ 
lar,  108  ft.  9)4  in.  fronting  on  Front  street  and  84  ft.  6  in. 
fronting  on  Wall  street ;  that  it  is  proposed  to  use  the  vacant 
plot  for  the  parking  and  storage  of  approximately  46  motor 
vehicles ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
located  in  a  highly  congested  area  where  the  proposed  use 
will  meet  an  urgent  public  requirement ;  that  the  premises 
will  be  graded  and  surfaced  to  prevent  dusting  and  a  suitable 
fence  prevents  the  projection  of  cars  over  the  building  line; 
that  permission  is  sought  for  the  proposed  use  in  order  to 
permit  the  owner  to  carry  the  property  until  such  time  as  it 
becomes  practicable  and  economically  feasible  to  develop  the 
plot  in  conformity  with  the  use  district  regulations ;  that  the 
buildings  have  been  demolished  and  the  owner  is  precluded 
by  existing  regulations  of  the  Civilian  Production  Adminis¬ 
tration ;  that  in  view  of  the  fact  that  the  owner  is  prevented 
through  no  fault  of  his  own  from  proceeding  with  a  con¬ 
forming  development  it  is  felt  that  substantial  justice  will  be 
done  by  granting  the  permission  herein  sought  under 
appropriate  conditions  and  safeguards  as  being  in  harmony 
with  the  general  purpose  and  intent  of  the  zoning  resolu¬ 
tion;  that  cars  now  congesting  the  adjacent  streets  can  be 
accommodated  on  the  premises  and  traffic  would  move  more 
freely  and  thus  prove  less  of  a  hindrance  to  the  Fire  Depart¬ 
ment  apparatus ;  that  the  bounding  streets  are  narrow  and 
are  often  used  by  Fire  and  Police  Department  emergency 
vehicles  in  responding  to  emergencies  along  the  waterfront ; 
that  the  existing  parking  lot  located  at  the  intersection  of 
Pine  and  Water  streets  and  the  gas  station  and  parking  lot  at 
the  intersection  of  Front  street  and  Maiden  Lane  are  already 
overcrowded  with  parked  cars  and  the  site  in  question  is 
ideally  located  to  relieve  the  existing  congestion  and  provide 
off-street  parking ;  it  is  therefore  requested  that  the  Board 
permit  a  variance  for  a  term  of  five  years  to  permit  its  use 
as  a  parking  lot  with  proper  grading,  surfacing  and  fences ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution,  to 
permit  the  premises  to  be  occupied  as  proposed  for  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles,  on  condi¬ 
tion  that  the  plot  shall  be  leveled  substantially  to  the  grade 
of  the  surrounding  streets  and  adequately  surfaced ;  that  a 
suitable  fence  shall  be  erected  on  the  exterior  street  building 
lines  and  against  any  area  or  yard  of  adjoining  buildings 
where  no  wall  exists ;  that  the  curb  cuts  shall  be  restricted 
to  two  to  Front  street,  neither  one  of  which  shall  be  nearer 
than  five  feet  to  the  street  or  side  lot  line;  that  during  the 
term  of  this  variance  the  premises  shall  be  occupied  for  no 
other  purposes  than  the  parking  and  storage  herein  permitted 
and  no  building  shall  be  erected  thereon,  except  there  may  be 
erected  a  building  not  over  one  story  in  height,  to  be  occupied 
solely  as  an  office  and  shelter  for  the  attendant ;  that  this 
structure  may  be  of  frame,  provided  it  does  not  exceed 
75  square  feet  in  area  and  is  erected  adjacent  to  the  Front 
street  entrance ;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct;  that 
any  signs  advertising  the  parking  and  storage  use  shall  be 
restricted  to  one  sign  not  over  15  square  feet  in  area, 
attached  to  the  fence  near  the  entrance  not  extending  beyond 
the  building  line,  advertising  only  the  parking  and  storage 
and  the  rates  charged ;  that  adequate  aisles  shall  be  main¬ 
tained  to  permit  easy  ingress  and  egress ;  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
two  months  from  the  date  of  this  resolution. 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

523-43-A 

APPLICANT — Wheeler  Shipbuilding  Corporation,  lessee, 
for  Mary  E.  Godley,  James  E.  Hopkins,  Minerva 
Homes,  Inc.,  Webell  Realty  Corp.  and  Jacob  Wil¬ 
bert,  owners. 

SUBJECT — Application  for  consideration — reopened  March 
26,  1946 — re  extension  of  permit — re  Appeal  from 
a  decision  of  the  borough  superintendent  under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street 
— 153rd  street)  previously  granted  on  condition  in 
connection  with  Cal.  522-43-BZ. 

PREMISES  AFFECTED— 152-02  to  153-10  10th  avenue, 
10-01  to  11-29  152nd  street,  southeast  corner  and 
10-34  154th  street  (Block  4536,  Lots  17,  32,  33,  44, 
47  and  68;  Block  4538,  Lots  1  and  18  and  Block 
4539,  Lots  1,  18,  19,  30  and  32),  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  W.  Kleinert. 

For  Opposition :  Dudley  Marwick,  S.  Tilden  Holt- 
zendorff  and  John  Edmeier. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  for  extension  of  vari¬ 
ance  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


178-46-A 

APPLICANT — Morris  Whinston,  for  668  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 668 — 8th  avenue,  east  side,  80 
ft.  north  of  West  42nd  street  (Block  1014,  Lot  4), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Morris  Whinston. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  in  view  of  ac¬ 
tion  taken  on  Cal.  20-46-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  O' 


192-46-A 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Charles  G. 
Bond. 

For  Opposition:  Emma  Hansen,  Nettie  Weil  and 
Philip  Weil. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946  at  10 
A.  M.  in  connection  with  Cal.  191-46-BZ. 


165-46-A 

APPLICANT — Lama  and  Proskauer,  for  Joseph  P.  Gavin, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AbFECTED — 7722-7736  4th  avenue  and  375- 
379  78th  street,  northwest  corner  (Block  5960,  Lot 
50),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Joseph  P.  Clavin 
and  Thomas  Clavin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative .  0 

THE  RESOLUTION  (165-46-A) 

Whereas,  Lama  and  Proskauer  for  Joseph  P.  Clavin, 
owner,  filed  February  28,  1946  an  appeal  from  a  decision  ol 
the  borough  superintendent,  affecting  premises  7722-773 6  4th 
avenue  and  375-379  78th  street,  northwest  corner  (Block  5960, 
Lot  50),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  21,  1946  on  Alt.  Applic.  421-46  reads: 

“2.  Proposed  change  in  occupancy  from  1  family 
and  2  car  garage  to  undertakers  establishment,  1  family 
and  2  car  garage  in  a  frame  building  in  the  fire  limits 
is  contrary  to  C  26-247.0  (4.12)  and  C  26-2540  (4.2.1) 
as  per  C  26-185.0  (2. 1.3.5)  of  the  administrative  code. 

3.  Means  of  egress  from  upper  floors  to  comply  with 
C  26-273.0  (  6. 1.2.2. 5)  of  the  administrative  code”. 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories, 
30  ft.  in  height,  28  ft.  by  46  ft.  in  area,  of  class  4  construc¬ 
tion,  erected  in  1897,  located  on  a  lot  50  ft.  4  in.  by  100  ft. 
in  area  in  a  residence  use  C  area  class  \%  height  district  and 
used  and  occupied  since  1924  as  follows :  cellar — boiler  room 
and  recreation  room — 3  persons;  1st  floor — funeral  home 
and  living  quarters — 30  persons  ;  2nd  floor — living  quarters  ; 
3rd  floor — living  quarters  ;  total — dwelling- — 1  family  and 
funeral  home  and  proposed  to  be  used  and  occupied  without 
change;  that  the  building  is  equipped  with  two  interior  wood 
stairs  4  ft.  and  2  ft.  8  in.  in  width,  enclosed  in  partitions  of 
wood  studs,  lath  and  plaster,  equipped  with  wood  doors  which 
are  not  self-closing;  that  stairs  lead  direct  to  street  but  not 
to  roof ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  three  story  frame  building  occu¬ 
pied  as  a  one  family  dwelling ;  that  it  is  proposed  to  convert 
the  use  of  the  1st  floor  to  funeral  chapel  in  what  is  now  the 
living  room  measuring  14  ft.  by  19  ft.  in  area  and  the  porch 
will  be  used  as  a  reception  room  ;  that  not  more  than  one 
funeral  can  take  place  at  a  time ;  that  this  use  has  been 
going  on  illegally  since  1924;  that  there  are  two  means  of 
egress  one  to  the  street  on  4th  avenue  from  the  new  reception 
room  and  another  to  the  side  yard  fronting  on  78th  street ; 
that  the  2nd  and  3rd  floors  are  used  exclusively  by  the 
owner;  that  inasmuch  as  funerals  will  be  conducted  on  the 
1st  floor  and  there  are  sufficient  means  of  exit  to  the  street, 
it  is  requested  that  this  appeal  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  421-46  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Objections  2  and 
3,  on  condition  that  the  place  of  public  assembly,  namely  the 
funeral  home,  as  proposed  and  as  indicated  on  plans  filed 
with  Cal.  No.  164-46-BZ  shall  be  complied  with;  that  no 
public  assembly  shall  be  carried  on  above  the  first  floor  as 
proposed;  that  all  existing  exits  shall  be  maintained  as 
thereon  indicated  and  the  2nd  and  attic  floors  shall  be  occu¬ 
pied  jointly  for  single  family  occupancy  by  the  owner  as 
proposed;  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  no  additional  uses  shall  be  permitted  other  than 
as  herein  specified. 


403-46-A 

APPLICANT — Max  Abramovitz,  for  Fairchild  Press,  Inc., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED — 3-9  East  12th  street,  north  side, 
150  ft.  east  of  5th  avenue  and  6-10  East  13th  street 
(Block  570,  Lot  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  R.  Hayes  and  Philip  A. 
Hyatt. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  v 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

Negative  .  0 

THE  RESOLUTION  (403-46-A) 

Whereas,  Max  Abramovitz,#  for  Fairchild  Press,  Inc., 
owner,  filed  June  3,  1946  an.  appeal  from  decisions  of  the 
borough  superintendent,  affecting  premises  3-9  East  12th 
street,  north  side,  150  ft.  east  of  Fifth  avenue,  and  6-10 
East  13th  street  (Block  570,  lot  8),  Borough  of  Manhattan; 
and  ■  v  ,  .  .  ■  , 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  29,  1946  on  N.  B.  Applic.  40-46  reads: 

“16(a)  Maximum  height  of  veneering  not  to  exceed 
40  ft.  8.4.6.2,  Rule  2.5  Veneering  Rules.’’ 
and  ,  . 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  12,  1946  on  N.  B.  Applic.  40-46  reads  as  follows : 
“9(a)  Number  of  occupants  per  floor  as  per  section 
278  Labor  Law  is  excessive  and 

(b)  On  basis  of  one  person  per  25  sq.  ft.  as  per 
section  6. 1.2. 3  and  regulation  of  Department.” 

(only  b  of  this  objection  is  appealed.) 
and  ,  .  *  ... 

Whereas,  the  applicant  states  that  ’the  proposed  building 
will  be  12  stories,  145  ft.  6  in.  in  height,  100  ft.  by  112  ft. 
average  in  area  at  1st  floor,  100  ft.  by  82  ft.  average  in  area 
at  typical  floor,  of  class  1  construction,  located  on  a  lot 
100  ft.  by  206  ft.  6  in.  in  area,,  in  a  business  and  retg.il  use 
B  area  class  1)4  height  district,  used  and  occupied:  cellap— 
paper  storage — 42  persons;  1st  to  6th  floors  inclusive — 
newspaper  printing  plant ;  7th  to  12th  floor  inclusive — offices, 
with  an  occupancy  of  40  persons  on  the  1st  floor  and  91 
persons  per  floor  above  the  1st;  that  the  building  will  be 
equipped  with  a  two  source  sprinkler  system,  a  standpipe 
system  and  interior  fire  alarm  system  and  fire  drills  will,  not 
be  maintained ;  that  there  will  be  one  3  ft.  8  in.  wide  interior 
fireproof  stairs  from  roof  to  street  and  one  fire  tower;  and 
Whereas,  the  applicant  contends  as  to  objection  16(a) 
issued  by  the  borough  superintendent  that  a  metal  veneer, 
properly  anchored  to  the  required  masonry  or  structural 
backing,  can  be  erected  to  any  height  on  a  building  of  class  1 
construction  as  herein  pi-oposed;  that  the  number  of  build¬ 
ings  in  New  York  City  having  metal  facing  more  than  40 
ft.  above  foundations  are  too  numerous  to  mention ;  that  the 
40  ft.  limitation  in  height  as  quoted  in  Section  8.4.6.2  of  the 
building  code  and  rule  2.5  of  the  Board’s  rules  on  veneering 
was  not  intended  to  apply  to  metal  facing  as  here  proposed ; 
it  is  therefore  requested  that  the  Board  grant  a  variance 
from  the  decision  of  the  borough  superintendent  to  permit 
the  use  of  aluminum  facing  as  indicated  on  plans  filed  with 
this  appeal ;  and 

Whereas,  the  applicant  contends  as  to  objection  9b  issued 
by  the  borough  superintendent  that  the  borough  superin¬ 
tendent  claims  that  the  building  is  not  a  factory  building 
in  its  entirety  as  it  will  be  occupied  for  office  space  from 
the  7th  to  12th  floors,  and  therefore,  the  stair  capacity  should 
be  figured  on  the  basis  of  one  person  for  every  25  sq.  ft.  in 
the  factory  portion  of  the  building  as  per  section  6. 1.2.3  of 
the  building  code  and  in  accordance  with  the  departmental 
regulation  of  1943  and  that  the  stair  capacities  should  be 
computed  on  the  basis  of  one  person  for  every  100  sq.  ft. 
in  the  office  portion  as  per  section  6. 1.2.3  of  the  building 
code ;  and 

Whereas,  the  applicant  contends  that  the  borough  super¬ 
intendent  is  in  error  in  stating  that  a  mixed  occupancy 
occurs  as  the  building  will  be  occupied  in  its  entirety  by 
the  owner;  that  while  no  actual  printing  will  be  done  above 


the  6th  floor,  the  floors  from  7th  to  12th  will  be  occupied 
by  the  clerical  staff  necessary  to  the  publication  of  the  news¬ 
papers  printed  below  the  7th  floor ;  that  therefore  the  build¬ 
ing  is  entirely  a  factory  building;  that  section  6.1.1  of  the 
building  code  states  in  part  that  unless  otherwise  specifically 
stated  the  provisions  of  Art.  7  shall  apply  to  all  structures 
hereafter  erected  except  factories  under  the  provisions  of 
the  Labor  Law,  and  Section  278  of  the  Labor  Law  states  in 
part  that  the  number  of  persons  who  may  be  employed  in 
a  factory  building  or  portion  thereof  above  the  ground  floor 
shall  be  limited  to  such  number  as  can  safely  escape  by  the 
exits ;  that  this  building  differs  in  no  respect  from  any  other 
factory  building,  the  exits  for  which  have  always  been 
figured  in  accordance  with  the  requirements  of  the  Labor 
Law  and  the  applicant  therefore  requests  the  restriction  of 
the  borough  superintendent’s  objection  9b  be  waived;  and 
Whereas,  in  the  opinion  of  the  Board  the  proposed  facing 
of  the  building  with  sheet  aluminum  constructed  and  sup¬ 
ported,  as  shown  on  the  drawings  filed  with  this  appeal,  is 
not  subject  to  the  Veneering  Rules  of  the  Board;  and 
Whereas,  in  the  opinion  of  the  Board  the  building 
throughout  is  a  factory  building  and  the  exits  should  be 
passed  upon  as  required  under  the  labor  law. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  40-46,  Objection  16(a),  dated  May  29, 
1946,  and  Objection  9(b),  dated  June  12,  1946,  be  and  jt 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  objection  16a  on  condition  that  the  metal  fac¬ 
ing  shall  be  attached  to  the  building  as  proposed  and  no 
reliance  shall  be  claimed  for  the  metal  as  a  fire  resisting 
material  as  part  of  the  exterior  wall  construction  as  required 
by  the  Code,  as  to  Objection  9b,  that  the  requirements  of 
the  labor  law  as  to  exits  shall  be  complied  with,  and  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  other 
than  as  modified  by  the  Board  under  Cal.  158-46-BZ. 


423-46-A 

APPLICANT — New  York  City  Transit  System,  for  Board 
of  Transportation,  City  of  New  York,  owner. 
SUBTECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 600  West  59th  street  (barge), 
dock  property  between  West  58th  and  West  59th 
streets  (Blocks  1106  and  1109,  Lots  1),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Wm.  Jerome  Daly,  H.  E.  Stoeltz- 
ing  and  W.  Larson. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative  . .  0 

THE  RESOLUTION  (423-46-A) 

Whereas,  the  Board  of  Transportation  of  the  City  of 
New  York,  owner,  filed  June  12,  1946,  an  appeal  from  a  de¬ 
cision  of  the  fire  commissioner  affecting  a  fuel  oil  storage 
barge  to  be  located  at  Pier  98  North  River,  opposite  West 
58th  street  at  elevated  highway,  to  store  oil  to  be  used  at  the 
Board  of  Transportation  59th  Street  Power  station  located 
on  block  bounded  by  West  58th  street,  11th  avenue,  West 
59th  street  and  12th  avenue  (Block  1106,  Lot  1  and  Block 
1109,  Lot  1)  Power  station  address  600  West  59th  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
June  3,  1946,  reads: 

“Your  application  for  a  permit  to  store  fuel  oil  in  a 
barge  to  be  berthed  at  Pier  98,  North  River,  in  order 
to  supply  said  fuel  oil  to  oil  burning  equipment  installed 
in  the  New  York  City  power  house  at  58th  street  east 
of  12th  avenue,  has  been  considered. 

The  proposed  location  of  the  barge  would  violate  Sec¬ 
tion  C- 1 9.50. 1  of  Chapter  19,  Administrative  Code,  in 
that  the  barge  would  be  outside  of  the  bulkhead  line  and 
more  than  200  feet  from  the  point  of  use. 
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As  provided  by  law  you  may  appeal  this  determina¬ 
tion  to  the  Board  of  Standards  and  Appeals  in  accord¬ 
ance  with  their  requirements.” 

and 

Whereas,  the  applicant  states  that  the  premises  on  which 
the  power  station  is  located  consists  of  a  lot  200  ft.  10  in. 
by  799  ft.  8j/2  in.  in  area,  upon  which  the  existing  4  story 
building,  124  ft.  in  height,  of  Class  1  construction  was  erected 
in  1904;  located  in  an  unrestricted  use  A  area,  Class  2  height 
district  and  used  as  a  power  station  with  an  occupancy  of 
475  persons  throughout  and  that  the  barge  in  question  will 
be  26  ft.  by  175  ft.  in  area  and  have  a  capacity  of  6450  bar¬ 
rels  of  #6  fuel  oil ;  and 

Whereas,  the  applicant  contends  that  its  diminishing  stock 
pile  of  coal  for  power  generation  is  caused  by  the  current 
labor  strikes  in  the  soft  coal  mines  and  the  threatened  rail¬ 
road  strike  requires  prompt  action  to  increase  the  steam 
capacity  of  the  59th  street  power  plant;  that  although  a 
project  for  modernizing  this  plant  is  under  way  by  the  in¬ 
stallation  of  modern  equipment  it  is  not  possible  to  put  this 
equipment  in  service  for  the  coming  winter  season ;  that 
there  are  12  idle  boilers  at  this  plant  which  can  be  recondi¬ 
tioned  for  service  and  it  is  imperative  that  they  be  over¬ 
hauled  and  put  back  into  service  in  order  to  secure  the  extra 
steam  capacity  necessary  to  meet  the  coming  winter  loads; 
that  due  to  the  unsettled  conditions  of  transportation  and 
the  possible  exhaustion  of  the  reserve  coal  supply  it  is  pro¬ 
posed  to  equip  9  of  the  idle  boilers  with  oil  burners  as  the 
quickest  and  most  efficient  means  of  providing  additional 
capacity;  that  it  is  therefore  requested  the  Board  permit  the 
Board  of  Transportation  to  berth  a  fuel  oil  barge  on  the 
south  side  of  Pier  98,  North  River  for  the  supply  of  fuel  oil 
in  the  steam  boilers  of  the  city  owned  power  house  of  the 
I.R.T.  Division  located  at  600  West  59th  street  and  as  indi¬ 
cated  on  drawings  filed  with  this  appeal ;  and 

Whereas,  the  applicant  has  filed  a  copj?  of  permission 
granted  by  the  Department  of  Marine  and  Aviation  for  use 
of  the  bulkhead  area  located  between  Piers  98  and  99,  North 
River,  for  the  purpose  of  mooring  an  oil  barge  on  the  south 
side  of  Pier  98;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board, 

Resolved ,  that  the  decision  of  the  fire  commissioner,  dated 
June  3,  1946,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  and  the  Board  does  hereby  recom¬ 
mend  to  the  Commissioner  of  Marine  and  Aviation  that  the 
application  be  approved  on  condition  that  the  barge  for 
storing  oil  in  bulk  as  proposed  should  be  permitted  ;  that  the 
connections  thereto  to  the  oil  burning  installation  should  be 
maintained  to  the  satisfaction  of  the  Commissioner  of  Marine 
and  Aviation  and  the  Fire  Commissioner ;  that  the  steam 
smothering  installation,  as  a  fire  protection  for  the  barge, 
he  maintained  to  the  satisfaction  of  the  fire  commissioner; 
that  such  additional  portable  fire  fighting  appliances  be  main¬ 
tained  on  the  dock  adjacent  to  the  barges  as  the  Fire  Com¬ 
missioner  shall  direct. 


APPLIANCES  AND  MATERIALS  SUBMITTED  FOR 

APPROVAL 


478-45-SA 


APPLICANT — General  Controls  Co.,  owner. 

SUBJECT— General  Controls  Co.,  Solenoid  (Electric) 
Valve  Series  K-10,  approval  of 
APPEARANCES— 

For  Applicant :  Edgar  P.  Hollister. 

ACTION  OF  BOARD  Appliance  approved  in  accordance 
^  with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  C  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  q 


THE  RESOLUTION  (478-45-SA) 

Whereas,  General  Controls  Company,  owner,  filed  on  luly 
7,  194a,  an  application  with  the  Board  of  Standards  and 


Appeals  for  approval  of  the  appliance  known  as  General 
Controls  Co.,  Solenoid  (Electric)  Valve  Series  K-10;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

May  14,  1946. 

Cal.  478-45-SA. 

Subject:  General  Controls  Co.  Solenoid  (electric) 
Valve,  Series  K-10,  Approval  of. 

The  General  Controls  Co.  of  Glendale,  California, 
filed  .an  application  with  the  Board  of  Standards  and 
Appeals,  for  approval  of  the  General  Controls  Co.  Sole¬ 
noid  (Electric)  Valve,  Series  K-10,  for  automatic  inter¬ 
locking  of  paint  spray  guns  and  ventilating  equipment 
for  clearing  the  atmosphere  of  paint  spray  fumes,  as 
required  by  Rule  3.2  of  the  Rules  governing  the  Use  of 
Equipment  for  Spraying  and  Drying  of  Paints, 
Varnishes,  Lacquers  and  other  Flammable  Surface 
Coatings  and  Storage  of  such  Materials,  adopted  by  the 
Board  under  Cal.  353-30-SR. 

The  method  of  connecting  applicant’s  solenoid  valves 
is  shown  on  Fig.  1.  Applicant  requests  consideration  of 


GENERAL  CONTROLS  CO. 


their  valve  for  installation  outside  of  the  spray  booth 
ten  feet  or  more  from  the  open  end  of  booth  or  space 
where  the  spraying  is  being  performed.  Sample  valve 
has  been  submitted  to  the  Board  for  inspection. 

Description 

The  K-10  magnetic  valve,  Fig.  2,  is  composed  of  three 
principal  assemblies :  the  coil  assembly,  the  plunger  and 


Fig.  2 
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valve  assembly,  and  the  valve  body.  The  coil  assembly 
includes  a  coil  with  steel  washers  at  top  and  bottom 
mounted  on  a  plunger  tube  and  fixed  in  place  by  a  steel 
solenoid  case  with  one  nut  and  screw  and  a  spring  clip 
that  holds  the  coil  permanently  and  rigidly  on  the  plunger 
tube.  The  coil  is  waterproofed  and  insulated.  It  can 
operate  at  temperatures  up  to  240  deg.  F.  It  is  designed 
to  operate  at  10%  plus  or  minus  its  rating.  The  plunger 
tube  is  of  nickel  silver  and  brazed  into  a  brass  hexagon 
nut  that  is  screwed  into  the  valve  body.  The  top  of  this 
plunger  tube  is  provided  with  a  magnetic  shading  coil 
over  which  the  tube  is  brazed. 

The  plunger  and  valve  assembly,  the  moving  members 
of  the  valve,  are  described  herein.  The  plunger  is  of 
magnetic  material  but  with  a  high  chrome  content  to 
counteract  corrosion.  The  top  of  the  plunger  has  re¬ 
cessed  in  it  a  shading  coil  which  is  similar  to  the  shading 
coil  in  the  top  of  the  plunger  tube.  These  shading  coils 
act  as  magnetic  insulators  and  prevent  residual  mag¬ 
netism  from  holding  the  plunger  up  in  the  -plunger  tube 
when  the  coil  is  de-energized.  The  valve  links  and  lever 
arm  are  stainless  steel  Spec.  #18-78.  The  lever  arm 
multiples  the  gravitational  force  of  the  plunger  approxi¬ 
mately  six  times  and  transmits  this  force  to  the  needle 
valve.  The  needle  valve  is  of  a  self-centering  type  and 
is  stainless  steel  Spec.  #18-8.  It  is  spring  loaded  against 
a  Tobin  bronze  seat. 

The  valve  body  is  brass  and  of  sufficient  weight  to 
stand  the  static  pressures  over  and  above  those  encoun¬ 
tered  for  spray  booth  applications.  It  is  equipped  with 
a  union  and  to  facilitate  mounting. 

Operation  of  the  valve  is  as  follows  :  When  the  coil 
is  energized  a  magnetic  force  is  created  that  is  applied 
to  the  plunger  to  bring  it  into  the  plunger  tube.  The 
upward  movement  of  the  plunger  actuates  the  lever  and 
draws  back  the  spring  loaded  needle  from  the  tobin 
bronze  seat  and  opens  the  valve.  This  allows  air  to  flow 
through  the  valve  from  the  inlet  iron  pipe  threaded  con¬ 
nection  to  the  outlet  fitted  with  the  union  connection. 
When  the  coil  is  de-energized,  the  magnetic  flow  ceases 
and  the  plunger  is  no  longer  retained  in  the  plunger 
tube.  The  plunger  drops  due  to  gravity  and  the  lever 
plus  the  spring  at  the  needle  valve  causes  it  to  seat 
against  the  tobin  bronze  seat  and  close  off  the  flow  of 
air.  ... 

The  valves  are  listed  in  various  sizes  from  to  1  V\" 
pipe  size  screwed  connections. 

Inspection  and  Test  . 

A  model  of  this  valve  in  operation  was  inspected  and 
tested  at  208  Mercer  Street  and  at  230  West  17th  Street, 
New  York  City,  in  the  presence  of  Commissioner  C.  M. 
Blum  and  Chief  Engineer  L.  V.  Huber  of  the  Committee 
on  Test,  Geo.  Sklenerick  of  the  Division  of  Combustibles 
of  the  Fire  Department  and  a  representative  of  the 
Manufacturer  on  April  10,  1946.  The  valve  was  found 
to  be  installed  10  feet  or  more  from  the  spray  booth,  to 
function  as  designed,  and  to  shut  off  the  flow  of  com¬ 
pressed  air  to  the  spray  gun  when  the  fused  switch  to 
the  exhaust  fan  was  open,  thus  meeting  the  requirement 
of  Rule  3.2  of  the  Rules  governing  the  use  of  equipment 
for  spraying,  etc. 

Recom  mendation 

On  the  basis  of  the  inspection  and  test,  the  Committee 
recommends  the  approval  of  the  General  Controls  Co. 
Solenoid  (Electric)  Valve,  Series  K-10,  for  control  of 
air,  in  sizes  from  three-eighths  to  one  and  one  quarter 
inches,  for  uses  in  New  York  City,  when  connected  in 
the  manner  shown  on  Fig.  1,  be  approved  for  use  in 
New  York  City,  under  the  Board’s  powers  granted  by 
the  Charter  of  the  City  of  New  York,  Section  661,  Sub¬ 
divisions  1  and  2,  for  use  under  Rule  3.2  of  the  Spray 
Rules  (Calendar  353-30-SR)  provided  that  when  the 
valves  are  to  be  located  within  10  ft.  of  the  spray  booth, 
only  such  valves  as  are  approved  for  use  in  explosive 


atmospheres  be  installed  and  that  explosion  proof  con¬ 
duit  be  provided  on  the  explosion  proof  valve  for  mak¬ 
ing  electric  connections  to  incoming  power  sources. 

The  Committee  on  Tests  further  recommends  that  all 
layouts,  including  the  subject  valves  when  submitted  to 
the  authorities  having  jurisdiction,  shall  comply  with 
Fig.  1  and  that  the  valves  shall  have  a  label  reading : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  478-45-SA.” 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  General  Controls  Co. 
Solenoid  (Electric)  Valve,  Series  K-10  in  accordance  with 
the  above  report. 


148-46-SM 

APPLICANT — Textileather  Corporation,  owner. 
SUBJECT— Tolex  Fire  Resistant  Coated  Fabric,  approval 
of. 

APPEARANCES— 

For  Applicant :  George  D.  Eggers. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  .  0 

THE  RESOLUTION  (148-46-SM) 

Whereas,  Textileather  Corporation,  owner,  filed  on 
February  23,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known  as 
Tolex  Fire  Resistant  Coated  Fabric;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

May  31,  1946. 

Report  of  Committee  on  Tests 
Re:  Cal.  #  148-46-SM— 

Subject:  Tolex  Fire  Resistant  Coated  Fabric, 

Approval  of. 

The  Textileather  Corporation  of  Toledo,  Ohio,  filed  on 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  Tolex — Fire  Resistant  Coated  Fabric, 
under  the  provisions  of  C26-191.0  and  C26-721.0.b  of  the 
Administrative  Building  Code  and  the  Rules  of  the 
Board  of  Standards  and  Appeals  for  Tests  of  Fire  Re¬ 
sistive  Flame-proof  Materials  such  as  Textiles,  Paper, 
Similar  Materials  and  Adhesives  used  for  Decorative 
Purposes  and  Treated  Acoustical  Draperies,  Carpets 
and  Similar  Materials  for  use  in  places  of  Public  As¬ 
sembly  and  Similar  Occupancy  Structures  adopted  un¬ 
der  Cal.  294-40-SR. 

Description 

The  base  fabric  used  in  the  manufacture  of  Tolex 
Fire-Resistant  Coated  Fabric  is  of  all  cotton  construc¬ 
tion  of  a  warp  sateen  weave  and  before  processing 
weighs  12.10  ounces  per  50  in.  wide  yard.  In  neither  the 
base  fabric  nor  the  coating  compound  is  there  any  nitro¬ 
cellulose  or  cellulose  acetate.  Flameproofing  is  done  by 
impregnating  the  cotton  fabric  with  a  water  soluble 
composition.  The  coating  compound  is  applied  to  the 
base  fabric  after  flameproofing  in  the  amount  of  11  oz. 
per  50  in.  yard  by  a  calendar  process  and  is  composed  of 
vinyl  chloride  or  vinyl  chloride  copolymers  plasticized 
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with  triocresyl  phosphate  and  sc  plasticizer  and  colored 
with  inert  pigment  and  fillers.  Surface  embossing  is 
obtained  by  usnal  standard  methods  of  heat  and  pressure. 

Tests 

A  test  of  a  sample  of  this  material  Tolex  Fire  Re¬ 
sistant  Coated  Fabric  was  conducted  at  the  Better 
Fabrics  Testing  Bureau,  Report  #27045,  in  the  presence 
of  Commissioner  Chas.  M.  Blum  and  Chief  Engineer 
L.  V.  Huber  of  the  Committee  on  Tests,  and  George  D. 
Eggers,  representing  the  manufacturers  and  W.  H. 
Masterson,  representing  the  Better  Fabrics  Testing 
Bureau.  The  results  were  as  follows  : 

Number  of  Samples  Tested — One. 

Identification  of  Sample — Tolex  Flameproofed  Mate¬ 
rial — Fabric  Base  Coated — PON  75933. 

Method  of  Test — Tested  as  submitted  in  accordance 
with  methods  of  the  Board  of  Standards  &  Appeals 
for  determination  of  fire  resistance. 

Exception:  The  whip  test  was  excluded  due  to 
the  weight  of  the  material. 

Results  of  Flame  Tests 

Five  samples  were  cut  from  the  material  and  shows 


the  following  results. 

Tolex  Flameproof 

Duration 

Duration 

Fabric 

Flashing 

of  Flame 

of  Glow 

Test  No.  1 

None 

None 

19  seconds 

ft  it  o 

it 

tf 

16 

“  “  3 

ft 

ft 

17 

“  “  4 

ft 

if 

13 

“  “  5 

ft 

ft 

13 

Observation  Made  During  Tests — The  material  showed 
no  flashing  or  flaming  in  tests.  The  coating  becomes 
fused  but  does  not  burn.  The  material  gives  off  fumes 
to  some  degree  during  flame  contact  of  the  material. 
The  results  of  tests  show  that  the  material  does  not  sup¬ 
port  combustion,  and  meets  the  test  requirements  of 
Rule  4.0  of  the  Rules  governing  flameproofed  materials. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Tolex-Fire  Resistant 
Coated  Fabric,  under  the  provisions  of  C26-191.0  for  use 
under  C26-721.0,b  of  the  Administrative  Building  Code 
and  the  Rules  of  the  Board  of  Standards  and  Appeals 
for  Tests  of  Fire-resistive  Flameproof  Materials  such 
as  Textiles,  Paper,  Similar  Materials  and  Adhesives 
used  for  Decorative  Purposes  and  Treated  Acoustical 
Draperies,  Carpets  and  Similar  Materials  and  Adhesives 
used  in  places  of  Public  Assembly  and  Similar  Occu¬ 
pancy  Structures  adopted  under  Cal.  294-40-SR,  pro¬ 
vided  that  gacli  package  or  bale  of  these  materials  is 
marked  or  tagged,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  148-46-SM.”  ' 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Tolex  Fire  Resistant 
Coated  Fabric  in  accordance  with  the  above  report. 


152-46-SM 

APPLICANT — Emanuel  M.  Glick,  for  Perma  Board  Cor¬ 
poration,  owner. 


SUBJECT— Perma  Board  (Kiln  Dried  Balsa  Wood  Struc¬ 
tural  Insulation  Board)  approval  of. 
APPEARANCES— 

For  Applicant:  Emanuel  M.  Glick  and  Joseph  G. 

Stark. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (152-46-SM) 

Whereas,  Emanuel  M.  Glick,  for  Perma  Board  Corp., 
owner,  filed  on  February  28,  1946,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  mate¬ 
rial  known  as  Perma  Board  (Kiln  Dried  Balsa  Wood  Struc¬ 
tural — Insulation  Board)  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

Report  of  Committee  on  Test 
Cal.  152-46-SM 

SUBJECT :  Perma  Board  (Kiln  Dried  Balsa  Wood 
Structural — Insulation  Board). 

The  Perma  Board  Corp.  filed  an  application  with  the 
Board  of  Standards  and  Appeals  of  New  York  City  for 
approval  of  Perma  Board,  a  kiln  dried  Balsa  wood 
structural — insulation  board,  under  the  provisions  of 
C26-178.0.b. 

Description 

Perma  Board  is  made  of  kiln  dried  Balsa  wood, 
which  is  an  extremely  light  wood  ranging  in  weight 
when  oven  dried  from  5.18  to  14.36  lbs.  per  cubic  foot. 
The  wood  is  extremely  porous,  and  when  thoroughly 
kiln  dried,  Balsa  contains  92%  dead  air  in  minute  flexible 
walled  cells. 

This  Balsa  wood  is  cut  by  the  applicant  into  strips, 
which  are  glued  together  with  Urea  or  Phenolic  Resin 
Glue  into  tongue  and  grooved  panels  22"  x  36",  14"  x  36" 
and  14"  x  24",  and  other  smaller  sizes  applicable  to  con¬ 
ditions.  All  the  above  4"  thick. 

Test 

Inspection  and  test  was  made  of  a  partition  with  the 
studs  24"  on  center  constructed  with  this  material,  at 
Columbia  University  Engineering  Materials  Laboratory 
on  April  3,  1946.  Present  at  the  test  were  Commis¬ 
sioner  Chas.  M.  Blum  and  Chief  Engineer  L.  V.  Huber 
of  the  Committee  on  Test,  E.  M.  Glick,  J.  G.  Stark, 
and  R.  Klein  representing  the  applicant.  The  test  was 
conducted  by  Prof.  E.  C.  Ingalls  of  Columbia  University 
and  his  assistants.  The  report  of  the  test  is  as  follows: 

COLUMBIA  UNIVERSITY 
Department  of  Civil  Engineering 
Research  Laboratories 
New  York  City 

Engineering  Materials  Engineering  Building 

Laboratories  Broadway  at  117th  Street, 

W.  J.  Krefeld,  Director.  N.  Y.  C. 

REPORT  OF 

LATERAL  RESISTANCE  TEST 
ON  A 

WOOD  STUD  FRAME  CONSTRUCTION 
USING 

PERMA  BOARD 
FOR 

PERMA  BOARD  CORPORATION 
25  LA  SALLE  STREET 
NEW  YORK  27,  N.  Y. 

Report  No.  2565  April  3,  1946 
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General 

The  purpose  of  the  test  described  herein  was  to  deter¬ 
mine  the  effectiveness  of  Perma  Board  construction  in 
providing  lateral  stiffness  and  strength  to  a  wood  stud 
frame.  All  material  for  the  panel  construction  was  de¬ 
livered  to  these  laboratories  and  the  panel  constructed 
by  Perma  Board  Corporation.  The  construction  of  the 
panel  was  witnessed  by  these  laboratories  and  details  of 
the  assembly  are  described  herein. 

Description  of  Panel 

The  Wood  frame  consisted  of  five  studs,  24  inches 
center  to  center,  a  sill,  and  a  plate  forming  a  panel 
8 '-6"  high  by  8'-3"  wide.  All  studding  was  commercial 
2x4  reported  to  have  been  purchased  from  a  local 
dealer.  One  end  stud  and  three  intermediate  studs  were 
single  2  x  4,  8  ft.  long.  The  other  end  stud  consisted  of 
two  2x4  placed  flatwise  with  a  %"  shim  between  to 
simulate  a  double  corner  stud.  The  sill  consisted  of  a 
single  2x4  and  the  filate  was  two  2x4  placed  flatwise. 
Tongue  strips,  1%"  x  $4"  were  nailed  to  each  edge  of 
each  stud  to  engage  the  grooved  edge  of  the  Perma  Board 
Units.  The  sill  and  each  plate  member  were  face-nailed 
to  the  stud  with  two  20d  wire  nails  per  stud.  The  Perma 
Board  Units,  which  in  general  were  22%  inches  wide 
by  36"  high  by  3;%"  thick,  were  provided  with  grooves 
on  three  sides  and  a  tongue  on  one  of  the  22% "  edges. 
The  units  thus,  when  inserted  between  the  studs,  formed 
a  flush  surface  panel  with  a  T.  &  G.  joint  at  studs  and 
at  adjacent  units.  Full  units  were  trimmed  off  at  the 
plate  to  give  the  8  ft.  height  with  two  and  two  thirds 
units.  The  sequence  of  construction  was  to  assemble 
all  studs  and  Perma  Board  units,  after  which  the  panel 
was  drawn  together  with  two  steel  bands  placed  32" 
from  plate  and  sill.  The  steel  bands  j%"  x  .025"  were 
placed  under  considerable  tension,  using  a  special  draw¬ 
ing  and  splicing  tool.  Each  band  was  stapled  at  each 
stud.  After  the  bands  were  placed,  the  plate  and  sills 
were  nailed  completing  the  panel  construction. 

Method  of  Test 

The  test  panel  was  erected  in  a  suitable  frame,  with 
the  sill  of  the  panel  securely  bolted  to  the  vertical  mem¬ 
ber  of  the  testing  jig.  Horizontal  tie  rods  were  used 
with  rollers  to  prevent  the  rotation  of  the  panel  away 
from  the  sill.  Rods  were  tightened  only  enough  to  bring 
the  rollers  into  contact  with  a  3"  x  |%"  steel  bar  bolted 
to  the  plate  of  the  wood  frame.  This  steel  bar  extended 
above  the  top  of  the  panel  and  loads  were  applied  to 
the  upper  end. 

Racking  loads  were  applied  and  measured  in  a  Bald- 
wfin-Southwark  testing  machine  using  recording  dials 
appropriate  to  the  magnitude  of  the  test  loads.  Loads 
were  applied  in  increments  as  shown  in  the  “Log  of 
Test”,  and  corresponding  relative  displacements  of  the 
lower  end  of  the  plate  with  respect  to  the  sill  were 
measured  by  means  of  a  steel  scale,  wire  and  mirror 
deflectometer.  The  panel  was  constructed  and  tested 
with  all  materials  air-dry. 

Loads  and  corresponding  displacements  were  recorded 
until  large  distortions  were  produced  when  deflections 
were  discontinued.  The  loading  was  continued  until 
maximum  resistance  was  developed. 

Results  of  Test 

The  following  “Log  of  Test”  gives  the  applied  rack¬ 
ing  loads,  and  observations  of  the  test : 

Log  of  Lateral  Resistance  Test 

Laboratory  Test  No. :  73515 
Date  of  Test :  April  3,  1946. 

Material :  Perma  Board  Units  applied  with 

T.&G.  Joints  at  studs.  Panel 
braced  with  two  r%"  x  .025  steel 
bands  placed  at  third  points  of 
panel  height. 


Total  Applied 

Relative  Displa 

Load  Lbs. 

Inches 

0 

0 

200 

.05 

400 

.11 

600 

.35 

800 

.61 

1000 

.93 

1100 

1.35 

1200 

1.73 

1300 

1.95 

1400 

2.17 

1500 

2.55 

1600 

2.85 

1700 

3.20 

1800 

3.50 

1900 

3.77 

2000 

4.08 

2100 

4.40 

2200 

4.70 

2300 

5.02 

2400 

5.18 

2500 

5.47 

2600 

5.77 

2700 

5.95 

2800 

6.10 

2900 

6.45 

4100 

11.001 

Observations 

Pencil  lines  were  ruled  across  each  joint  on  the  panel 
face  before  loading  to  indicate  displacements  along 
joints.  Each  joint  was  numbered  and  displacement  read¬ 
ings  recorded  as  shown  below : 

1000  lbs.- — Third  stud  pulled  out  %"  from  sill,  at  joint 
#13,  displacements  of  %"  and  ;  at  joint 
#8,  34"  and  %";  at  joint  #3,  %"  and  3/16". 
No  appreciable  displacements  at  horizontal 
joints  such  as  #16,  #17,  #18  and  #19. 

1100  lbs. — Top  stud  pulled  out  %"  from  sill. 

1400  lbs. — Top  stud  pulled  out  %"  from  sill. 

1600  lbs. — Third  stud  pulled  out  %"  from  sill.  Perma 
Board  unit  adjacent  to  load  point  skewed 
away  from  plate  34".  At  joint  #13,  displace¬ 
ments  of  54”  and  3/16";  at  joint  .#3,  54” 
and  54";  at  joint  #14,  -54"  and  %";  at  joint 
#8,  j%"  and  -54";  and  at  joint  #4,  54". 

1800  lbs. — Third  stud  pulled  out  %"  from  sill.  Perma 
Board  unit  adjacent  to  load  point  skewed 
away  from  plate 

2200  lbs. — Third  stud  pulled  out  54"  from  sill.  Perma 
Board  Unit  adjacent  to  load  point  skewed 
away  from  plate  1".  Other  Perma  Board 
Units  skewed  in  similar  manner.  At  joint 
#13,  1  %"  and  1%"  displacements;  joints  #3, 
1  %"  and  54";  at  joint  #14,  %"  and  :%";  at 
joint  #8,  1%"  and  %" ;  at  joint  #9,  54"  and 
54",  and  at  joint  #4,  54"  and  54"- 
2300  lbs.— Third  stud  pulled  away  from  sill  1%"  and 
lower  stud  out  %". 

2500  lbs. — Third  stud  pulled  away  from  sill  li%".  Perma 
Board  Unit  at  load  point  skewed  1%".  At 
joint  #3,  displacements  of  154"  and  %" ;  joint 
#8,  154"  and  %"  ;  at  joint  #13,  1!%"  and  ;%" ; 
joint  #4,  1"  and  34",  and  joint  #9,  1"  and 
54".  Other  Perma  Board  Units  skewed  about 
1".  Lower  stud  pulled  away  from  sill  :%". 
2700  lbs. — Lower  stud  pulled  away  from  sill  34". 

2900  lbs. — Third  stud  pulled  away  from  sill  %"•  Plate 
pulled  away  from  lower  stud  1%"  due  to 
skewing  of  Perma  Board  units.  Direct  rela¬ 
tive  displacement  readings  discontinued  at  this 
point  due  to  extreme  warping  of  plate  of 
panel.  Subsequent  deflection  readings  by 
direct  scale  readings  to  bed  of  testing  machine. 
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4100  lbs. — Refusal  load.  Third  stud  pulled  away  from 
sill  ll/2".  Perma  Board  Units  skewed  a  max¬ 
imum  of  2  inches.  Maximum  displacement  of 
Perma  Board  Unit  with  respect  to  stud  at 
horizontal  joints  was  2 54".  Plate  of  panel 
severely  warped  and  pulled  away  from  lower 
stud  1%". 

Witnesses  : 

Chas.  M.  Blum,  Commissioner,  Board  of  Standards 
and  Apjieals  of  New  York  City. 

L.  V.  Huber,  Chief  Engineer,  Board  of  Standards 
and  Ap]>eals  of  New  York  City. 

E.  M.  Glick,  Perma  Board  Corporation. 

J.  G.  Stark,  Perma  Board  Corporation. 

Photographs  included  in  this  report  show  the  panel 
erected  in  the  testing  jig  before  test;  during  test  and  a 
closeup  of  the  ]>anel  after  test.  These  data  are  shown 
graphically  in  the  form  of  a  load  displacement  curve  on 
the  attached  print  (filed  with  this  application). 

Respectfully  submitted, 

Engineering  Materials  Laboratories 
(signed)  E.  C.  Ingalls,  Testing  Engineer. 

A  test  of  the  thermal  conductivity  of  Perma  Board 
was  made  on  December  12th,  1945  by  the  Electrical  Test¬ 
ing  Laboratories,  Report  No.  314889: 

ELECTRICAL  TESTING  LABORATORIES,  INC. 
2  East  End  Ave.  at  79th  Street, 

New  York  21,  N.  Y. 

Report  No.  314889  Order  No.  10865-M 

Date  December  12,  1945. 

Rendered  to 
Perma  Board  Corp. 

Thermal  Conductivity  and  Moisture  Absorption 
of  Balsa  Wood 
****** 

General 

This  report  gives  the  results  of  measurements  made 
to  determine  the  thermal  conductivity  and  moisture  ab¬ 
sorption  of  treated  Balsa  wood  submitted  by  the  client. 
Four  specimens  of  the  material  were  furnished;  each 
specimen  being  approximately  12  inches  square  and  one 
inch  thick. 

The  tests  were  authorized  by  the  personal  application 
of  Mr.  Joseph  Stark,  President. 

Tests  and  Test  Methods 

1.  The  measurements  were  made  using  an  apparatus 
designed  by  the  National  Bureau  of  Standards  for  the 
determination  of  the  thermal  conductivity  of  insulating 
materials.  Two  identical  specimens  of  the  sample  were 
placed  on  opposite  sides  of  an  electrically-heated  plate 
of  brass  with  smooth  faces,  to  which  heat  was  supplied 
at  a  measured  rate.  On  the  other  sides  of  the  two  speci¬ 
mens  were  placed  cold  plates,  through  which  water  was 
circulated  at  a  steady  rate  and  at  a  practically  constant 
temperature.  The  temperatures  at  the  inlet  and  outlet 
were  measured  by  thermometers.  A  thermal  guard  cir¬ 
cuit,  in  the  form  of  a  brass  plate  and  provided  with  its 
own  electric  heater  coil  and  control  circuit,  encircled  the 
hot-plate.  The  purpose  of  the  guard  circuit  was  to  pre¬ 
vent  loss  of  heat  from  the  edges  of  the  specimens.  A 
thermocouple  was  attached  to  the  guard  plate  and  was 
used  to  aid  in  holding  the  guard  at  the  same  temperature 
as  the  hot-plate  by  regulating  the  input  to  the  guard 
heater.  The  temperature  drop  across  each  of  the  speci¬ 
mens  was  measured  by  using  copper-constantan  thermo¬ 
couples  in  conjunction  with  a  potentiometer.  The  elec¬ 
trical  input  in  the  hot-plate  heater  coil  was  obtained  from 
the  indications  of  a  voltmeter  and  ammeter.  The  test 
was  conducted  until  the  temperature  difference  across 
the  specimens  had  become  constant. 


From  the  dimensions  of  the  test  area,  the  measured 
temperature  difference,  the  specimen  thickness  and  the 
electrical  power  supplied  to  the  hot-plate,  the  thermal 
conductivity  was  calculated. 

2.  For  the  moisture-absorption  tests,  the  samples 
were  weighed  and  then  subjected  to  a  humid  atmosphere 
for  5  days.  1  hey  were  then  weighed  again  and  moisture 
absorption  determined. 


Results  of  Tests 


1. 


2. 


Thermal  Conductivity 

Average  Thickness,  inch . 

Input  to  Hot-Plate,  watts . 

Hot-Plate  Temperature,  F . 

Cold-Plate  Temperature,  F . 

Temperature  Difference,  F . 

Mean  Temperature,  F . 

Weight  of  one  specimen,  lbs . 

Thermal  Conductivity,  K* . 

*  Thermal  Conductivity — Btu  per 
gree  fahrenheit  temperature 
square  foot,  per  inch  thick. 
Moisture  Absorption 


.  0.973 

.  5.2 

.  150.2 

.  80.9 

.  69.3 

.  115.6 

.  0.73 

.  0.365 

hour,  per  de¬ 
difference,  per 


Sample  Sample 
#1'  #2 

Weight,  as  received,  at  a  relative 
humidity  of  25  per  cent,  grams  337.5  344.5 

Weight,  after  exposure  for  5  days 
to  a  relative  humidity  of  90  per 


cent,  grams  .  349.6  360.8 

Water  absorbed,  grams .  12.1  16.3 

Water  absorbed,  per  cent .  3.6  4.7 

Report  Approved  by : 

(signed) 

H.  Koenig,  (signed) 

Engineer,  F.dna  Mae  Weiss, 

Electrical  Laboratory.  In  charge  of  Test. 


November  30 — December  3,  1945 
Copied  by :  kd 
Check  by :  F.R. 


Recommendation 

On  the  basis  of  the  foregoing  tests,  the  Committee  on 
Tests  recommends  the  approval  of  Pf.rma  Board  under 
C26-191.0,  as  a  non-structural-insulation  board  for  use 
in  interior  and  exterior  walls  where  no  fire  resisting 
rating  is  required  in  C  lass  3  and  4  construction,  provided 
that  the  bracing  of  the  structural  frame  complies  with 
C26-538.0.a,  and  no  credit  be  given  this  material  as  diag¬ 
onal  sheathing  for  bracing  the  frame,  and  provided  that 
each  package  of  the  material  shall  be  labeled  or  tagged 
“Approved  By  Board  of  Standards  and  Appeals  under 
Cal.  #152-46-SM.” 


BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material  as  a  non-structural  insulation  board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Perma  Board  (Kiln 
Dried  Balsa  Wood  Structural  Insulation  Board)  in  accord¬ 
ance  with  the  above  report. 


274-46-SM 

APPLICANT — Saniflamed  Corporation,  owner. 

SUBJECT — Saniflamed  (flame  resistant  compound),  ap¬ 
proval  of. 


775 


MINUTES 


APPEARANCES— 

For  Applicant:  Philip  S.  Joseph. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  ’APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (274-46-SM) 

Whereas,  Saniflamed  Corporation,  owner,  filed  on  April 
17,  1946,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Saniflamed 
(flame  resistant  compound)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


June  3,  1946. 


Re:  Cal.  274-46-SM. 

Subject:  Saniflamed  (flame  resistant  compound)  Ap¬ 
proval  of. 

The  Saniflamed  Corporation  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
Saniflamed  (flame  resistant  compound)  under  the  pro¬ 
vision  of  Section  C26-191.0  and  C26-721.0.b  of  the  Ad¬ 
ministrative  Building  Code  and  the  Rules  of  the  Board 
of  Standards  and  Appeals  for  Tests  of  Fire  Resistive 
Flameproof  Materials  such  as  Textiles,  Paper,  Similar 
Materials  and  Adhesives  used  for  Decorative  Purposes 
and  Treated  Acoustical  Draperies,  Carpets  and  Similar 
Materials  for  use  in  places  of  Public  Assembly  and 
Similar  Occupancy  Structures  adopted  under  Cal.  294- 
40- SR. 


Description 

Saniflamed  (flame  resistant  compound)  is  a  liquid 
compound  made  pursuant  to  a  formula  which  is  non- 
inflammable,  non-explosive  and  contains  magnesium, 
calcium  and  sodium  salt  with  some  oils  and  solvents 
combined  with  water.  It  is  used  in  the  proportion  of 
eight  parts  of  water  to  three  parts  of  the  liquid.  The 
material  is  dipped  in  the  solution  until  saturated.  The 
excess  liquid  is  wrung  out  and  the  material  dried.  The 
applicant  contends  that  the  Saniflamed  treatment  does 
not  alter  the  outward  inherent  characteristics  or  im¬ 
pair  the  quality  of  the  fibers  or  fabrics  to  which  it  is 
applied. 


Tests 

Tests  were  conducted  at  the  Better  Fabrics  Testing 
Bureau,  Report  #27285,  at  101  West  31st  Street,  Mam 
hattan,  of  materials  treated  with  Saniflamed  compound. 
Present  at  the  tests  were  Commissioner  C.  M.  Blum 
and  Chief  Engineer  L.  V.  Huber  of  the  Committee  on 
Tests;  F.  L.  Hilber  and  P.  S.  Joseph,  representing  the 
manufacturers  and  W.  H.  Masterson  of  the  Better 
Fabrics  Testing  Bureau,  with  results  as  follows: 
Treatment  of  Samples — All  samples  submitted  for  tests 

were  treated  by  the  Saniflamed 
Corporation  previous  to  tests. 


Fabric  Identification: 


Sample  No.  2 

Automobile  Wool 

a  tt  n 

0 

Cotton  Drape  and  Upholstery  Material 

“  “  ^ 

Damask  Cotton  Ticking 

“  “  5 

Printed  Cotton  Cretonne 

n  l<  7 

Cotton  Batting  for  Filling  Mattresses 
and  Upholstered  Furniture. 

“  “  8 

Marquisette 

Methods  of  Test — In  accordance  with  methods  of  the 


Board  of  Standards  and  Appeals  for 
determination  of  fire  resistance  of 
treated  materials. 


Flame  Test  Results 


Flashing 

Flaming 

Glozving 

Sample  2 

Test  A 

None 

None 

None 

Test  B 

tt 

it 

tt 

Test  C 

it 

ti 

it 

Sample  No.  3 

Test  A 

None 

None 

None 

Test  B 

it 

it 

tt 

Test  C 

it 

ft 

tt 

Sample  No.  4 

Test  A 

None 

8  Seconds 

None 

Test  B 

it 

1  Second 

None 

Test  C 

it 

None 

tt 

Sample  No.  5 

Test  A 

None 

None 

None 

Test  B 

it 

None 

ti 

Test  C 

ti 

1  Second 

if 

Sample  A ro.  7 

Test  A 

None 

None 

None 

Test  B 

ti 

it 

tt 

Test  C 

ti 

it 

ti 

Sample  No.  8 

Test  A 

None 

None 

None 

Test  B 

tt 

it 

tt 

Test  C 

it 

ti 

ti 

Evaluation  of 

Test  Results 

The  results  of  flame  tests  show  all  of  the  fabrics  and 
materials  identified  above  meet  the  flame  test  require¬ 
ments  of  Rule  4.0  of  the  Flameproofing  Rules  of  the 
Board  of  Standards  and  Appeals,  City  of  New  York. 

Recom  mendation 

On  the  basis  of  the  foregoing  tests,  the  Committee  on 
Tests  concludes  that  the  Saniflamed  Flame-Resistant 
Compound  possesses  inherent  flameproofing  properties, 
when  used  with  the  materials  listed,  when  applied  by  im¬ 
mersing,  and  accordingly  recommends  the  approval  of 
this  compound  for  use  on  these  materials. 

Tests  for  each  specific  installation  of  originally 
treated  combustible  materials  or  any  retests  thereof  shall 
be  made  by  the  Fire  Commissioner  or  in  a  laboratory 
approved  by  him,  in  accordance  with  the  requirement 
of  the  Rules  for  Tests  of  Fire-Resistive  Flameproof 
Materials,  etc.,  adopted  by  the  Board  of  Standards  and 
Appeals  under  Cal.  #294-40-SR. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  the  flameproofing  Solution  is  marketed 
shall  be  labelled  or  marked,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  No.  274-46-SM.” 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Saniflamed  (flame 
resistant  compound)  in  accordance  with  the  above  report. 

378-46-SA 

APPLICANT — Homease  Products  Division,  Inc.,  owner. 
SUBJECT — Homease  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Applicant:  A.  R.  Berkins. 

ACTION  _OF  BOARD — Appliance  approved  in  accordance 
with  the  report' of  the  committee  of  tests. 
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MINUTES 


THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (378-46-SA) 

Whereas,  Homease  Products  Division,  Inc.,  owner,  filed 
on  May  23,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
Homease  Oil  Burner ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  378-46-SA 
Subject:  Homease  Oil 


June  12,  1946. 
Burner,  Approval  of 


The  Homease  Products  Division,  Inc.  of  the  Bogue 
Electric  Company  of  Paterson,  N.  J.,  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Homease  Oil  Burner  under  the  provisions  of 
C-19-57.0  of  the  Administrative  Code  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 


Description 

This  is  a  mechanical  draft  conversion  oil  burner  for 
installation  in  hot  water  or  steam  boiler  or  warm  air 
furnaces.  The  burner  is  of  the  atomizing  gun  type  for 
use  with  fuel  oil  not  heavier  than  #3  U.  S.  Dept,  of 
Commerce  Standards,  having  a  capacity  of  from  1  to  3p2 
gallons  per  hour.  The  34  h.p.  motor  is  manufactured  by 
tne  Bogue  Electric  Co.  The  fan  is  a  Sirocco  type 
aluminum  fan  located  in  the  blower  housing  made  by 
the  Advance  Aluminum  Company,  a  Harsh  nozzle  and 
a  Teesdale  fuel  unit  is  provided.  The  burner  is  mounted 
on  a  cast  iron  adjustable  base  provided  with  Allen  set 
screw.  The  controls  consist  of  a  Minneapolis  Honeywell 
Protecto  Relay  #117,  Aquastat  Thermostat  and  for 
steam  installations  a  Pressuretrol  and  stack  switch. 


.  Inspection  and  Test 

The  burner  was  inspected  and  tested  at  617  Morris 
Park  Avenue,  The  Bronx,  in  the  presence  of  Commis¬ 
sioner  C.  M.  Blum  and  Chief  Engineer  L.  V.  Huber  of 
the  Committee  on  Tests,  A.  and  P.  Silva  and  A.  R. 
Birkins,  representing  the  manufacturer.  During  the  test 
the  controls  functioned  to  shut  down  the  burner  in  40 
seconds.  There  was  no  backfiring  and  no  undue  carbon 
deposits.  The  stack  temperature  was  320  degrees  F.  and 
the  CO2  content  of  the  flue  gasses  13%.  The  burner  has 
been  approved  by  the  Underwriters’  Laboratories  Report 
Miscellaneous  Petroleum  1487,  Application  #46C323A. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Homease  Oil 
Burner  for  use  in  New  York  City  with  fuel  oil  not 
heavier  than  #3  U.  S.  Department  of  Commerce  Stand¬ 
ards,  when  installed  in  accordance  with  this  report  and 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  provided  the  burner  bears  a  label,  permanently 
affixed,  reading:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  Use  in  New  York  City  under  Cal. 
#378-46-SA.” 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Homease  Oil 
Burner  in  accordance  with  the  above  report. 


Adjourned  :  1 :10  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  25,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

115-46-A 

APPLICANT — Oscar  Goldschlag,  for  Bernard  Lind, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 893  East  167th  street,  north 
side,  23.61  ft.  east  of  Kelly  street  (2nd  floor)  ; 
(Block  2706,  Lot  84),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (115-46-A) 

Whereas,  Oscar  Goldschlag,  for  Bernard  Lind,  owner, 
filed  February  20,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  893  East  167th  street,  north 
side,  23.6  ft.  east  of  Kelly  street  (Block  2706,  Lot  84),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
April  11,  1946,  pn  amendment  to  Alt.  Applic.  38-45,  reads: 
“10.  Conversion  of  the  second  story  of  the  frame 
structure  from  residence  to  a  commercial  use  is  con¬ 
trary  to  Section  2. 1.3.5  and  4.2.1.” 

and 

Whereas,  the  applicant  states  the  building  is  23  ft.  2 
stories  high;  25.97  ft.  by  94.40  ft.  in  area  at  1st  floor;  25.97 
ft.  by  54.5  ft.  in  area  at  2nd  floor,  of  Class  4  construction ; 
erected  1895;  located  in  a  business  use  B  area,  Class  1*4 
height  district  and  used  and  occupied  since  1900:  cellar, 
storage;  1st  floor,  store  and  factory,  2  persons;  2nd  floor, 
vacant ;  proposed  to  be  used  and  occupied :  cellar,  storage ; 
1st  floor,  store  and  factory,  2  persons;  2nd  floor,  displayof 
light  merchandise,  1  person ;  that  the  building  is  equipped 
with  one  steel  stairway  3  ft.  wide  unenclosed,  and  provided 
with  a  ladder  and  scuttle  to  roof ;  and 
Whereas,  the  applicant  contends  that  the  owner  now  has 
great  need  of  a  sample  room  which  he  cannot  spare  from 
his  business  space  on  the  first  floor ;  that  the  vacant  second 
floor  produces  no  revenue  and  the  owner  proposes  to  convert 
it  to  a  sample  room  for  children’s  toys  (watercloset  seats)  ; 
that  a  steel  stairway  connects  the  1st  and  2nd  floors  as  indi¬ 
cated  on  plans  filed  with  this  appeal ;  that  stairway  will  be 
enclosed  with  fire  retarded  materials  if  required  by  the 
Board;  that  the  total  area  of  2nd  floor  is  900  sq.  ft.;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  amendment  to  Alt.  Applic.  38-45,  objection  10  be 
and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 
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225-46-A 

APPLICANT — Joseph  J.  Reubel,  for  New  York  Central 
Railroad,  owner  (Roddis  Plywood  and  Door  Co., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — Port  Morris  Railroad  yard,  400 
ft.  south  of  East  149th  street  and  Bruckner  boule¬ 
vard  (Block  2599,  Lot  100),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  J.  Reubel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (225-46-A) 

Whereas,  Joseph  J.  Reubel,  for  New  York  Central  Rail¬ 
road,  owner  (Roddis  Plywood  and  Door  Company,  lessee) 
tiled  March  29,  1946  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  affecting  premises  Port  Morris  Rail¬ 
road  yard,  400  ft.  south  of  East  149th  street  and  Bruckner 
boulevard  (Block  2599,  Lot  100),  Borough  of  The  Bronx; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  27,  1946  reads : 

“Amendment  disapproved  with  the  following  addi¬ 
tional  objection: 

14.  Building  must  comply  with  Sec.  C26-254.0.” 

and 

Whereas,  an  amendment  dated  March  6,  1946  upon  which 
the  above  decision  was  issued  reads : 

“We  propose  to  omit  the  north  fire  wall  of  building, 
doubling  the  area  of  this  north  end. 

The  entire  building  is  to-  have  an  approved  sprinkler 
system  installed. 

The  areas  of  each  section  as  now  shown  are  less  than 
15,000  sq.  ft.  each  with  the  sprinkler  system  installed. 
The  south  end  will  have  an  area  of  less  than  15,000; 
north  end  will  have  an  area  of  less  than  29,000'  sq.  ft.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story  (16  ft.)  in  height,  266  ft.  by  167  ft.  in 
area,  on  a  lot  approximately  1400  ft.  by  1400  ft.  in  area, 
located  in  an  unrestricted  use  A  area  class  2  height  district 
and  used  as  a  storage  shed  for  receiving  and  distributing; 
and 

Whereas,  the  applicant  contends  that  plans  were  orig¬ 
inally  approved  for  the  building  in  question  divided  into  three 
areas  of  approximately  14,000  sq.  ft.  each,  without  a 
sprinkler  system ;  that  it  is  now  proposed  to  install  an  ap¬ 
proved  sprinkler  system  and  to  omit  the  north  fire  wall  which 
will  enlarge  this  area  to  28,000  sq.  ft.  and  give  the  owner  a 
more  efficient  means  of  operation  and  facilitate  the  handling 
and  storage  of  materials  and  eliminate  the  hardship  of  truck¬ 
ing  through  so  many  main  arteries  in  the  building ;  that  due  to 
the  scarcity  of  brick  when  the  building  was  contemplated 
the  steel  frames  are  enclosed  in  corrugated  transite  making 
it  a  class  5  building  which  is  limited  to  15,000  sq.  ft.  in  area; 
that  due  to  the  location  of  the  building  in  the  railroad  yard 
away  from  other  adjoining  buildings,  the  Board  is  requested 
to  modify  the  objection  of  the  borough  superintendent;  that 
plot  plan  filed  with  this  appeal  shows  the  building  located  in 
the  railroad  yard  about  75  ft.  west  of  149th  street  with  no 
other  building  within  100  ft.  thereof. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


291-46-A 

APPLICANT — Prowler  and  Sushan,  for  Ho  Penn  Garage 
Co.,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 241-243  West  28th  street,  south 
side,  249  ft.  3  in.  cast  of  8th  avenue  (Block  778,  Lot 
18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  M.  Sushan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  Commissioner  Savage  .  1 

THE  RESOLUTION  (291-46-A) 


Whereas,  Prowler  and  Sushan,  for  Ho  Penn  Garage 
Company,  filed  on  April  22,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  241-243  West  28fh 
street,  south  side,  249  ft.  3  in.  east  of  8th  avenue  (Block 
778,  Lot  18)  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
April  16,  1946,  on  Alt.  Applic.  2-1946,  reads : 

“1.  The  extension  of  occupancy  of  a  building  not  now 
complying  with  Section  4.2.1  of  the  building  code  so  as 
to  further  increase  said  occupancy  by  occupying  the 
roof  is  not  permitted.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (50  ft.)  in  height,  49  ft.  9  in.  by  166  ft.  8  in.  in 
area,  of  Class  3  construction ;  erected  prior  to  1884,  located 
on  a  lot  49  ft.  9  in.  by  173  ft.  in  area,  in  an  unrestricted 
use  B  area,  Class  1J4  height  district,  and  used  and  occupied 
since  August  17,  1926  as  a  public  garage  for  more  than 
five  cars  from  1st  to  4th  stories,  inclusive,  and  proposed  to 
be  used  and  occupied  without  change  except  that  the  roof 
will  be  used  as  a  public  garage  and  office  with  an  occupancy 
of  two  persons;  that  the  building  is  equipped  with  one  3  ft. 
wide  wood  stairs,  enclosed  in  partitions  of  wood  studs,  metal 
lath  and  hi.  cement  plaster  both  sides,  equipped  with 
fireproof  self-closing  door  and  leading  from  roof  to  first 
floor  with  fireproof  passage  to  street  and  one  fire  escape  at 
front  leading  to  roof  by  stair  and  to  street  by  ladder;  that 
windows  and  doors  on  the  course  of  the  fire  escape  are  not 
fireproof  self-closing ;  and 

Whereas,  Certificate  of  Occupancy  11346  was  issued 
August  7,  1926,  permitting  the  use  of  the  building  as  a 
garage  for  more  than  five  cars  with  a  120  lb.  live  load 
throughout ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
reinforce  the  present  structural  supports  of  the  roof  and 
apply  2J^"  of  concrete  surfacing,  reinforced  with  wire  mesh 
to  the  roof ;  that  it  is  proposed  to  raise  the  elevator  machine 
room  so  that  the  elevators  may  discharge  at  roof  level  and 
to  erect  a  one  story  office  at  front  of  roof,  8  ft.  8  in.  by  21 
ft.  in  area  and  to  use  the  roof  for  the  parking  (storage)  of 
pleasure  cars ;  and 

Whereas,  the  applicant  contends  that  the  objection  of  the 
borough  superintendent  does  not  apply  as  the  building  now 
complies  with  Section  4.2.4  of  the  Building  Code  and  there¬ 
fore  complies  by  implication  with  Section  4.2.1  ;  that  there 
is  no  section  in  the  building  code  which  prohibits  the  use 
of  the  roof  for  a  permitted  occupancy;  that  Section  12.1.3.1, 
specifically  states  that  any  roof  may  be  used  provided  a 
certificate  of  occupancy  for  such  use  is  obtained ;  that  the 
volume  of  the  building  is  not  being  increased  except  the 
raising  of  existing  elevator  machine  rooms  and  an  office 
pent  house  less  than  12  ft.  in  height ;  that  the  present  stairs 
with  fireproof  passage  to  street  will  be  maintained  and  the 
present  legal  fire  escape  at  front  will  be  extended  by  means 
of  iron  stairs  and  balcony  at  roof  level. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  2-46,  objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  not  be  further  increased  in  height  or 
area ;  that  the  roof  shall  be  reinforced  to  provide  for  the 
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required  liveload  per  square  foot  as  well  as  for  roof  dead 
load  and  snow  load;  that  the  proposed  cyclone  fence  shall 
completely  surround  the  roof  inside  the  parapet  and  shall 
not  be  nearer  than  one  foot  thereto  and  securely  fastened 
to  the  cross  girders  and  made  safe;  that  the  windows  on 
the  course  of  the  fire-escape  shall  be  fireproof,  self-closing; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


370-46-A 


API  LICAN  T  Charles  M.  Spindler,  for  Real  Chemical 
Od  Corp.,  owner. 

SUBJEC  T  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 231  Eagle  street,  north  side, 
1/5  ft.  west  of  Provost  street  (Block  2497,  Lot  20), 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Joseph  C.  Hans. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Building. 

AgnONOF  BOARD — Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


THE  RESOLUTION  (370-46-A) 

Whereas,  Charles  M.  Spindler,  for  Real  Chemical  Oil 
Corp.,  owner,  filed  May  17,  1946,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises 
231  Eagle  street,  north  side,  175  ft.  west  of  Provost  street 
(Block  2497,  Lot  20),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  7,  1946,  on  Misc.  Applic.  3430-46,  reads  : 

1.  Proposed  installation  of  solvent  tanks  in  excess 
of  1500  gal.  capacity  is  contrary  to  Ch.  19.59.0  of  the 
Admin.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
one  story  (20  ft.)  in  height,  31  ft.  by  100  ft.  in  area, 
Class  3  construction,  located  in  an  unrestricted  use,  C  area, 
Class  V/2  height  district,  to  be  used  and  occupied:  Cellar, 
storage;  1st  floor  manufacturing  varnish  and  storage  5 
persons ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  in¬ 
stall  four  5,000  gallon  solvent  tanks  for  the  storage  of 
Zylol,  having  a  flashpoint  of  81°  F.,  Mineral  Spirits,  having 
a  flashpoint  of  105°  F„  Solvasol  #5,  with  a  flashpoint  of 
105°  F.,  and  Tolulol,  with  a  flashpoint  of  46°  F. ;  and 

Whereas,  the  applicant  contends  that  the  solvents  will 
be  piped  to  a  5,000  gallon  thinning  tank  located  in  a  thinning 
room  separated  from  the  balance  of  the  building  by  masonry 
walls,  and  fireproof  doors;  the  solvents  are  mixed  in  the 
thinning  tank  with  resins  and  oils  piped  in  from  a  2,500 
gallon  closed  kettle  or  reactor;  that  from  the  thinning 
tank  the  finished  varnish  or  synthetic  resin,  having  a  flash¬ 
point  of  100°  F.  will  be  piped  to  drums  or  storage  tanks 
and  thence  to  a  tank  truck;  that  the  entire  process  will 
be  carried  on  through  transfer  pumps  and  fixed  piping  and 
at  no  stage  will  the  solvent  or  the  finished  product  be 
handled  manually  or  kept  in  other  than  closed  containers; 
that  the  process  described  will  be  carried  on  in  the  new 
building  now  under  construction  as  proposed  under  N.  B. 
#1084-45.;  and 

Whereas,  the  applicant  contends  that  the  process  requires 
the  use  of  2,500  gallons  of  solvent  per  batch  of  varnish 
or  resin,  so  that  the  use  of  1,500  gallons  storage  tanks 
would  greatly  complicate  the  handling  of  the  solvent ;  that 
since  20,000  gallons  of  solvent  storage  capacity  is  neces¬ 
sary  for  efficient  operation  of  the  plant,  14  tanks  would 
be  necessary  if  they  were  limited  to  1,500  gallons  capacity 
each,  thus  requiring  14  separate  fill  lines,  14  suction  lines 
into  the  thinning  room  and  14  valves  at  the  manifold  ad¬ 
jacent  to  the  pumps;  that  this  complexity  of  piping  and 
multiplicity  of  fittings  would  greatly  increase  the  possibility 


of  leakage ;  that  the  tanks  will  be  located  under  an  open 
yard  and  the  tank  construction  will  comply  with  the  re¬ 
quirements  of  the  Oil  Burner  Rules;  that  the  tanks  will 
be  encased  in  12"  of  concrete  and  a  reinforced  concrete 
slab  constructed  above  the  tanks  as  a  further  protection 
for  the  piping  and  fittings;  that  the  Administrative  Code 
will  be  complied  with  in  all  respects,  except  as  to  the  tank 
capacity. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  3430-46,  objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  no  tank  shall  be  installed  be¬ 
yond  the  permitted  capacity,  except  the  tanks  as  proposed 
and  that  in  all  other  respects  the  installation  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  and 
that  the  fire-fighting  equipment  shall  be  maintained,  in  ac¬ 
cordance  with  the  requirements  of  the  fire  commissioner. 


397-46-A 

APPLICANT — Tension  Envelope  Corp.,  lessee,  for  Rector, 
Churchwardens  and  Vestrymen  of  Trinity  Church 
in  The  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFF.CTED— 341-361  Hudson  street,  west  side, 
100-110  King  street  and  95-103  Charlton  street,  en¬ 
tire  block  (3rd  floor)  ;  (Block  598,  Lots  50,  53-66 
and  68-70),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Bernard  Gartlin  and  J.  E.  Johnson. 
For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (397-46-A) 

Whereas,  Tension  Envelope  Corporation,  lessee  of  3rd 
floor,  for  Rector,  Churchwardens  and  Vestrymen  of  Trinity 
Church  in  the  City  of  New  York,  owner,  filed  May  28,  1946, 
an  appeal  from  a  decision  of  the  fire  commissioner  affecting 
341-361  Hudson  street,  west  side,  between  King  and  Charl¬ 
ton  street,  100-110  King  street,  95-103  Charlton  street  (3rd 
floor)  ;  (Block  598,  Lots  53  to  56,  68  to  70,  and  Lot  50), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
May  7,  1946,  reads: 

“In  reply  to  your  request  to  install  an  approved  type 
panic  bolt  on  the  exit  door  to  the  rear  stairway  of  the 
above  tenant  factory,  you  are  advised  as  follows : 

Section  272  subdivision  3  of  the  State  Labor  Law 
requires  that  no  door  leading  into  or  out  of  any  factory 
shall  be  locked,  bolted  or  fastened  during  working  hours, 
your  request  must  therefore  be  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  17 
stories  (226  ft.)  in  height;  247  ft.  by  200  ft.  in  area,  of 
Class  1  construction;  erected  1931  ;  located  in  an  unrestricted 
use  A  area,  and  Class  l1/  height  district  and  used  as  fol¬ 
lows  with  an  occupancy  of  360  persons  per  floor:  cellar, 
storage;  1st  floor,  stores;  2nd  floor,  bookbinder;  3rd  floor, 
envelope  manufacturing  offices;  4th  floor,  bookbinder;  5th 
floor,  mailing  service;  6th  floor,  printers’  storage  ware¬ 
house  ;  7th  floor,  shoe  warehouse,  offices,  8th  floor,  radio 
tube  manufacturing,  offices,  9tll  floor,  printer,  liquor  ware¬ 
house,  offices;  10th  floor,  shoe  manufacturing;  11th  floor, 
radio  assembly,  drug  warehouse,  offices;  12th  floor,  Western 
Electric  storage  warehouse;  13th  floor,  insurance  supplies 
storage  and  offices;  14th  floor,  zipper  manufacturing;  15th 
floor,  mailing  service;  16th  floor,  offices;  17th  floor,  offices; 
that  the  building  is  equipped  with  two  fireproof  stairs  and 
one  fire  tower  from  roof  to  street  and  is  permitted  to  be 
occupied  as  a  factory  with  360  persons  on  each  floor  by 
C.O.  17335,  issued  February  25,  1931;  and 
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Whereas,  the  applicant  contends  that  it  occupies  the  en¬ 
tire  third  lloor  and  is  engaged  in  the  manufacture  of  printing 
and  storage  of  envelopes  and  allied  products  employing  ap¬ 
proximately  85  persons ;  that  the  door  in  question  is  a 
double  door  opening  to  a  rear  main  stairway  which  is  not 
used  by  the  applicant  or  its  employees;  that  leaving  this 
door  openable  from  the  outside  creates  a  hazard  to  appli¬ 
cant’s  female  employees  who  must  pass  this  door  to  go  to 
toilets  and  rest  rooms ;  that  the  door  is  equipped  with  a 
panic  lock  which  provides  complete  protection  against  fire 
hazards;  that  it  is  therefore  requested  the  Board  give  per¬ 
mission  to  maintain  a  panic  lock  on  the  door  opening  out  to 
the  rear  main  stairway  of  the  3rd  floor  of  these  premises. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
May  7,  1946,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


399-46-A 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Grabia, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 33  Bleecker  street,  northwest 
corner  of  Evergreen  avenue  (1st  floor)  ;  (Block 
3295,  Lot  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . ' .  0 

THE  RESOLUTION  (399-46-A)  • 

Whereas,  Lama  and  Proskauer,  for  Joseph  Grabia, 
owner,  filed  May  28,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  33  Bleecker 
street,  northwest  corner  Evergreen  avenue  (1st  floor)  ; 
(Block  3295,  Lot  19),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  21,  1946,  on  Alt.  Applic.  4719-39,  reads : 

“1.  The  extension  of  a  business  use  for  manufac¬ 
turing  purposes  within  a  frame  building  is  contrary  to 
Administrative  Code — 4.2.1,  4.1.3,  sbd.  5a.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (35  ft.)  in  height;  20  ft.  9)4  in.  by  901  ft.  in  area 
at  1st  floor;  20  ft.  9)4  in.  by  50  ft.  in  area  at  typical 
floor,  of  Class  4  construction ;  erected  1903 ;  located  on  a 
lot  20  ft.  9)4  in.  by  100  ft.  in  area,  in  a  business  use, 
C  area  and  Class  1)4  height  district,  and  used  and  oc¬ 
cupied:  cellar,  ordinary;  1st  floor,  dress  factory  and  dwell¬ 
ing  for  one  family,  20  persons ;  2nd  floor,  dwelling,  one 
family ;  3rd  floor,  dwelling,  one  family ;  that  it  is  pro¬ 
posed  to  be  used  and  occupied  as  follows :  Cellar,  same ; 
1st  floor,  dress  factory,  20  persons ;  2nd  floor,  dwelling, 
one  family ;  3rd  floor,  dwelling,  one  family ;  that  the  build¬ 
ing  is  equipped  with  one  2  ft.  8  in.  wide  wood  stairs,  en¬ 
closed  in  partitions  of  studs  and  plaster,  equipped  with 
wood  doors,  which  are  self-closing  and  leading  directly  to 
t.he  street  and  provided  with  a  ladder  and  scuttle  to  the 
roof,  one  fire  escape  on  the  Evergreen  avenue  front,  lead¬ 
ing  to  the  roof  by  a  ladder  and  to  the  street  by  a  ladder ; 
that  windows  and  doors  on  the  course  of  the  fire  escape 
are  not  fireproof,  self-closing;  and 

Whereas,  Violation  No.  2294-46  was  issued  May  21, 
1946  for  turning  on  gas  in  the  building  without  the  ap¬ 
proval  of  the  department ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to 
discontinue  the  one  family  dwelling  on  the  first  floor  and 
extend  the  factory  use  throughout  the  1st  floor,  removing 
all  partitions  and  erecting  a  new  dressing  room  in  the 
front  of  the  building;  that  the  building  will  be  removed 
from  the  multiple  dwelling  classification;  and 


Whereas,  the  applicant  contends  that  when  the  build¬ 
ing  was  erected,  it  was  erected  as  a  factory  and  dwelling 
and  later  converted  to  a  heretofore  converted  dwelling  and 
factory;  that  the  building  will  comply  with  all  laws,  rules 
and  regulations  pertaining  thereto;  that  inasmuch  as  the 
building  was  originally  erected  as  a  factory,  it  is  requested 
that  this  appeal  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  4719-39,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  the  space  on  the  first  floor  proposed 
to  be  occupied  by  a  factory  within  the  portion  of  frame 
construction  shall  be  protected  by  fire-retarding  the  cellar 
ceiling  throughout ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  a  new  certificate  of  oc¬ 
cupancy  shall  be  obtained ;  that  the  upper  floors  in  the 
building  shall  be  occupied  only  by  one  family  per  floor ; 
that  the  exits  shall  be  maintained,  as  shown  on  plans  filed 
with  this  appeal,  marked  “Received  May  28,  1946”  (2 
sheets). 


404-46-A 

APPLICANT— Saul  Goldsmith,  for  Merwin  F.  Levine, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 385  Livonia  avenue  and  569 
Sackman  street,  northeast  corner  (Block  3796, 
Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative  .  0 

THE  RESOLUTION  (404-46-A) 

Whereas,  Saul  Goldsmith,  for  Merwin  F.  LeVine,  owner, 
filed  June  3,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  385  Livonia  avenue  and  569  Sack- 
man  street,  northeast  corner  (Block  3796,  Lot  1),  Borough 
of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  13,  1946,  on  Alt.  Applic.  1417-46,  reads: 

“3.  Show  stairways  from  2nd  floors  to  comply  with 
Section  270  of  the  labor  law  in  all  respects.. 

4.  Comply  with  Section  7. 3.2.3  of  Building  Code 
as  to  floor  construction  for  120  lb.  live  load.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(24  ft.)  in  height;  100  ft.  by  40  ft.  in  area,  of  Class  3  con¬ 
struction  on  a  lot  100  ft.  by  100  ft.  in  area,  in  a  business 
use  C  area,  Class  1)4  height  district;  erected  1920,  and  used 
and  occupied  since  1945  as  follows :  cellar,  ordinary  storage, 
no  persons;  1st  floor,  stores  and  church,  40  persons;  2nd 
floor,  manufacturing  leather  goods,  24  persons.  No  change 
in  use  or  occupancy  is  proposed ;  that  the  building  is  equipped 
with  two  3  ft.  8  in.  wide  wood  stairs  enclosed  in  partitions 
of  metal  lath,  cement  plaster  both  sides,  equipped  with 
Kalamein  self-closing  doors  and  leading  direct  to  street  but 
not  to  roof ;  that  the  building  at  the  north  is  15  ft.  in  height 
and  the  building  to  the  east  is  4  stories  in  height;  and 
Whereas,  Violation  No.  1488  was  issued  April  16,  1945 
for  occupying  the  building  contrary  to  C.  O.  66819 ;  and 
Whereas,  C.  O.  66819,  issued  February  24,  1932,  on  com¬ 
pletion  of  the  work  under  Permit  1053-32  permits  the  use  and 
occupancy  of  the  building  as  follows:  cellar,  ordinary;  1st 
floor,  store  and  beverage  manufacturing,  40  persons;  120 
lb.  live  load;  2nd  floor  billiard  parlor  and  church,  45  per¬ 
sons,  90  lb.  live  load ;  and 
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Whereas,  a  conviction  was  had  and  fine  levied  in  Munici¬ 
pal  Term,  Magistrates  Court,  May  9,  1946,  on  a  charge  of 
violating  Sec.  C26-643.a,  and  Section  C26-207.0  of  the 
Administrative  Code;  and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  Class  3  at  front  of  lot  and  there  is  also  a  one  story 
brick  building  at  the  rear  facing  on  Sackman  street  under 
the  same  ownership;  that  the  building  was  erected  in  1920, 
under  C.  O.  7564,  to  be  used  and  occupied  as  follows:  1st 
floor,  stores  and  beverage  manufacturing  at  rear  one  story; 
2nd  floor,  offices;  that  in  1932  the  building  was  altered  by 
closing  off  the  rear  one  story  building  and  changing  the  use 
and  occupancy  of  the  two  story  building  under  C.  O.  66819 
as  follows:  1st  floor,  stores  and  beverage  manufacturing 
at  rear  one  story,  40  persons;  2nd  floor,  billiard  parlor  and 
church,  40  persons;  live  load  90  lbs.;  that  the  present  oc¬ 
cupancy  is  as  follows:  1st  floor,  stores  and  church,  40 
persons;  live  load,  120  lbs.,  beverage  manufacturing  at  rear; 
2nd  floor,  manufacturing  leather  goods,  24  persons,  live  load 
90  lbs. ;  that  in  1945  Violation  was  placed  for  factory  use  at 
the  2nd  floor ;  and 

Whereas,  the  applicant  contends  that  the  type  of  manu¬ 
facturing  conducted  is  light  and  non-hazardous  and  the 
human  occupancy  is  only  24  persons;  that  the  live  load  of 
90  lbs.  is  not  exceeded ;  that  there  are  two  means  of  egress 
from  the  2nd  floor,  consisting  of  two  wood  stairs  direct  to 
street;  that  stair  hall  enclosure  consists  of  metal  lath  and 
cement  plaster  with  Kalamein  self-closing  doors;  that  it  is 
requested  that  the  Board  permit  the  factory  use  with  the 
egress  as  indicated  and  accept  the  live  load  of  90  lbs. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1417-46,  objection  3,  and  that  the 

appeal  be  and  it  hereby  is  granted  on  condition  that  the 

stairways  as  indicated  on  plans  filed  with  this  appeal,  marked 
“Received  June  3,  1946”,  shall  be  maintained;  and  modified 

as  to  objection  3  of  the  borough  superintendent’s  decision, 

on  condition  that  the  liveload  per  superficial  foot  shall  not 
be  less  than  00  lbs. ;  that  the  type  of  manufacturing  shall 
be  as  proposed  and  at  no  time  shall  the  floor  loads  exceed 
such  capacity;  that  this  loading  shall  be  posted;  that  an 
additional  double-rung  ladder  to  the  roof  shall  be  maintained 
in  connection  with  the  stairway  on  Sackman  street,  leading 
to  a  scuttle  in  the  roof,  which  shall  be  equipped  with  an 
easy-opening  device ;  that  such  scuttle  shall  be  constructed 
within  the  stair  enclosure;  and  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


447-46-A 

APPLICANT— Carlisle  H.  Johnson,  for  Clara  Ernst 
Barnes,  ..owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 333  East  50th  street,  north  side, 
289  ft.  west  of  1st  avenue  (Block  1344,  Lot  14j4), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Carlisle  H.  Johnson. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (447-46-A) 

Whereas,  Carlisle  H.  Johnson,  for  Clara  Ernst  Barnes, 
owner,  filed  June  17,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises:  333  East 
50th  street,  north  side,  289  ft.  west  of  1st  avenue  (Block 
1344,  Lot  14 J/2),  Borough  of  Manhattan;  and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  14,  1946,  re  Alt.  Applic.  1124-46,  reads: 

“1.  Building  exceeding  3  stories  and  basement  in 
height  should  have  exits  as  per  Sec.  6.1.2.1  Bldg. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  basement  (51  ft.)  in  height,  16  ft.  by  53  ft.  10 
in.  in  area,  on  a  lot  16  ft.  by  100  ft.  5  in.  in  area,  of 
Class  3  construction,  located  in  a  residence  use,  B  area, 
Class  \y2  height  district,  erected  about  1865,  now  vacant; 
proposed  to  be  used  and  occupied:  basement  and  1st  floor 
combined,  dwelling,  one  family,  accessory  doctor’s  office 
and  2nd,  3d  and  4th  floors  combined,  dwelling,  one  family; 
that  the  building  is  equipped  with  one  wood  stairs,  enclosed 
in  stud  and  plaster  partitions,  fire-retarded  on  basement  and 
first  floor,  equipped  with  wood  doors,  which  are  self¬ 
closing  on  basement  floor  only;  that  stairhall  leads  directly 
to  street  and  ladder  and  scuttle  is  provided  to  roof ;  and 

Whereas,  the  applicant  contends  that  Section  6. 1.2.1  is 
part  of  Article  7,  which  apparently  refers  to  structures 
erected  after  January  1,  1938;  that  the  building  was  for¬ 
merly  classified  as  a  Class  B  multiple  dwelling,  used  as  a 
rooming  house;  that  the  building  is  not  being  changed  in 
use  and  its  occupancy  will  be  reduced  from  14  dwelling 
units  to  two  dwelling  units ;  that  there  will  be  no  con¬ 
nection  between  the  two  units ;  that  the  lower  duplex  apart¬ 
ment  will  be  separated  from  the  upper  duplex  by  a  fire- 
retarded  partition;  that  the  stairway  will  be  used  only  by 
the  upper  apartment  and  have  an  enclosed  passageway  from 
the  base  direct  to  the  street ;  that  this  stair  is  protected 
from  top  to  bottom  by  an  approved  sprinkler  system 
(multiple  dwelling  type)  ;  that  to  be  required  to  fire- 
retard  and  install  fireproof  doors  in  the  upper  floors  of 
this  building  or  attach  a  fire-escape  on  its  16  ft.  width 
would  substantially  reduce  its  intrinsic  value  and  completely 
destroy  the  residential  character  of  the  building. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1124-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  ob¬ 
jection  1,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  it  shall  be  remodeled  as 
indicated  on  plans  filed  with  this  appeal,  marked  “Received 
June  17,  1946”  (3  sheets)  for  occupancy  by  two  families 
only,  one  family  with  physician’s  offices  part  thereof  oc¬ 
cupying  the  basement  and  first  floor,  and  one  family  oc¬ 
cupying  the  three  upper  floors ;  that  the  exits  shall  be 
maintained  as  proposed  and  shown  on  such  plans ;  that  the 
existing  sprinkler  system  in  the  hall  installed  when  the 
building  was  a  Class  B  multiple  dwelling  shall  be  main¬ 
tained  and  that  a  new  certificate  of  occupancy  shall  be 
obtained ;  and  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


449-46-A 

APPLICANT — A.  H.  Salkowitz,  for  Post  Homes,  Inc., 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 255-04  to  255-12  85th  avenue, 
south  side  and  255-03  to  255-H  85th  avenue,  north 
side,  120  ft.  east  of  Little  Neck  Parkway  (Block 
8785,  part  of  Lots  6  and  13  and  Block  8784,  part 
of  Lots  41  and  69),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Abraham  H.  Salkowitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 
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THE  RESOLUTION  (449-46-A) 

Whereas,  A.  H.  Salkowitz,  for  Post  Homes,  Incor¬ 
porated,  owner,  filed  June  17,  1946,  an  appeal  from  decisions 
of  the  borough  superintendent,  affecting  255-04  to  255-12 
85th  avenue,  southeast  corner  Little  Neck  parkway  (Block 
8785,  Lots  6,  13  and  part  of  Lot  16)  and  255-03  to  255-11 
85th  avenue,  east  of  Little  Neck  parkway  (Block  8784,  Lot 
41  and  part  of  Lot  69)  Queens  Village,  Borough  of  Queens; 
and 

Whereas,  the  decisions  of  the  borough  superintendent 
dated  May  28,  1946,  on  N.  B.  Applications  3756,  3757,  3758, 
3764,  3765,  3766-46,  reads : 

“1.  The  erection  of  a  frame  building  within  the 
fire  limits  is  contrary  to  Section  4.1.2.  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  two  separate  plots,  one  on  the  south  side  of  85th  avenue 
fronting  130.07  ft.  on  85th  avenue,  with  a  depth  of  91.81  ft., 
irregular  therefrom  and  the  other  fronting  114.27  ft.  on 
the  north  side  of  85th  avenue  with  a  depth  of  100  ft.  there¬ 
from,  which  plots  it  is  proposed  to  subdivide  into  6  separate 
lots  and  to  erect  on  each  lot  a  one  and  a  half  story  frame  one 
family  dwelling,  24  ft.  10  in.  by  38  ft.  4  in.  in  area,  of  Class 
4  construction ;  that  the  premises  are  located  in  a  business 
and  residence  use  D  area,  Class  1  height  district ;  and 

Whereas,  the  applicant  contends  that  these  dwellings  are 
to  be  for  one  family  occupancy  and  to  be  constructed  on 
poured  concrete  foundations,  one  story  frame  walls  cov¬ 
ered  on  the  exterior  with  approved  U.  S.  Gypsum  board  and 
4"  brick  veneer  from  top  of  foundation  to  plate  line  on 
attic  floor  level ;  that  roofs  are  to  be  constructed  of  wood 
rafters  covered  with  210  lb.  approved  type  asphalt  shingles 
over  roof  boarding;  that  all  dwellings  are  of  detached  type 
in  every  case ;  that  these  dwellings  are  part  of  a  group  de¬ 
velopment  being  erected  in  this  same  area  and  adjoining 
these  premises  by  the  same  owner ;  that  the  entire  area  is 
composed  of  dwellings  of  frame  construction. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applications  3756,  3757,  3758,  3764,  3765, 
3766-46,  Objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
buildings  shall  be  constructed  substantially  as  proposed ;  that 
each  building  shall  be  restricted  to  the  use  and  occupancy 
of  one  family ;  that  any  garage  constructed  on  any  lots  shall 
comply  with  the  requirements  of  the  residence  G  district 
therefor,  as  to  distance  from  the  rear  lot  line  and  shall  be 
of  Class  3  construction ;  that  when  lots  are  assigned  indi¬ 
vidual  lot  numbers  by  the  Tax  Department,  a  record  of  such 
numbers  shall  be  filed  with  this  Board  and  with  the  Depart¬ 
ment  of  Housing  and  Buildings;  that  a  copy  of  this  resolu¬ 
tion  shall  be  incorporated  in  the  deed  with  each  house  and 
lot;  that  a  request  shall  be  made  to  the  City  Planning 
Commission  to  rezone  the  frontage  involved  along  Little 
Neck  Parkway  to  residence  D  area;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


718-45-A 

APPLICANT — Robert  Teichman,  for  Frances  A.  Broth, 
et  ah,  owners  (Victory  Bag  and  Hanger  Co.,  Inc., 
lessee) . 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  decision  of  the  fire  commissioner  (previously 
granted  on  condition) . 

PREMISES  AFFECTED — 58-66  Sedgwick  street,  south 
side,  125  ft.  east  of  Van  Brunt  street  (1st  floor)  ; 
(Block  318,  Lot  10),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  Teichman. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


THE  RESOLUTION  (718-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  58-66  Sedgwick  street,  south 
side,  125  ft.  east  of  Van  Brunt  street  (1st  floor)  ;  (Block 
318,  Lot  10),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  January  3,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  3,  1946,  so 
that  as  amended  it  shall  read : 

“*  *  *  granted  an  condition  that  the  fire  wall  ap¬ 
proximately  in  the  middle  of  the  premises  running  from 
the  front  to  rear,  as  indicated  on  revised  plan,  marked 
‘Received  June  12,  1946’  (one  sheet)  shall  be  main¬ 
tained  and  shall  comply  with  the  Building  Code  as  to 
thickness  of  wall,  and  any  openings  therein  shall  be 
filled  either  with  approved  masonry  or  protected  with 
the  required  fire  doors ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  proposed ;  and  that  in 
all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto.” 


179-46-A 

APPLICANT — New  York  City  Housing  Authority,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED — East  132nd  street  to  East  135th 
street,  between  5th  and  Park  avenues  (Block  1757, 
Lots  1  and  20;  Block  1758,  Lots  1  and  20  and  Block 
1759,  Lots  1  and  21),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  L.  S.  Joseph. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (179-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  East  132nd  street  to  East 
135th  street,  between  5th  and  Park  avenues  (Block  1757, 
Lots  1  and  20,  Block  1758,  Lots  1  and  20  and  Block  1759, 
Lots  1  and  21)  Borough  of  Manhattan,  was  granted  on 
May  7,  1946,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  7,  1946,  so  that 
as  amended,  the  last  portion  thereof  shall  read: 

“that  both  tile  and  block  shall  be  of  approved  make  for 
non-load  bearing  masonry  units  and  that  if  cement 
blocks  are  used,  they  shall  be  as  approved  for  this  tvpe 
of  construction  with  shell  thickness  not  less  than 
Y&- inch.” 


380-43-A 

APPLICANT — Victor  Mayper,  for  147  Realty  Corporation, 
owner  (Park  Drug  Company,  lessee). 
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(SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  of  compliance — re  Appeal  from  an 
order  and  a  decision  of  the  fire  commissioner  (pre¬ 
viously  granted  on  condition). 

PREMISES  AFFECTED — 147-151  West  15th  street,  north 
side,  230  ft.  east  of  Seventh  avenue  (Block  791,  Lot 
13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Victor  Mayper  and  L.  Klatzkin. 
ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


184-45-A 

APPLICANT — Lama  and  Proskauer,  for  S.  B.  Mandell, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 147-02  Newport  avenue,  north¬ 
west  corner  of  Beach  147th  street  (Block  34,  Lots 
1634  and  1643),  Neponsit,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


183-46-A 

APPLICANT — Louis  Leiman,  for  Emily  Spiro,  owner 
(Nu-Life  Cleaners,  lessee). 

SUBJECT- — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 7 6T/2  Richmond  avenue,  west 
side,  431  ft.  south  of  Richmond  terrace  (Block  1073, 
Lot  94),  Port  Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the 
Board. 

_ 

280-46-A 

APPLICANT — Abraham  Grossman,  for  20  West  55th 
Street,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 43  West  56th  street,  north  side, 
269  ft.  10J4  in.  east  of  Avenue  of  The  Americas 
(6th  avenue)  ;  (Block  1272,  Lot  12),  Borough  of 
Jj  Manhattan. 

I  APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the  Board. 


352-46-A 

APPLICANT — M.  Martin  Elkind,  for  Adila  Realty  Corp., 
owner  (Scheurlein  and  Nathan,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 


PREMISES  AFFECTED — 45-46  21st  street  and  11-55  46th 
avenue,  southwest  corner  (basement  and  1st  floor)  ; 
(Block  54,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Administration :  Fred  Dahlem,  Dept,  of  LIous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the  Board. 


386-46-A 

APPLICANT — Kitzler  &  Nurick,  for  L.  I.  Soap  Company, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 15-29  Bridgewater  street,  south 
side,  142  ft.  6  in.  west  of  Meeker  avenue,  and  885- 
895  Meeker  avenue  (Block  2664,  Lots  25,  26,  27,  29, 
3b,  45  and  46),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Daniel  Weiss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  2 
P.  M.  at  request  of  applicant’s  representative. 


391-46-A 

APPLICANT — S.  J.  Kessler  and  Sons,  for  Magnani  Statu¬ 
ary  Co.,  oiyner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 236-238  West  40th  street,  south 
side,  254  ft.  4j4  in.  west  of  7th  avenue  (Block  789, 
Lot  60),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Melvin  E.  Kessler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  2 
P.  M.  for  an  inspection  by  a  committee  of  the  Board. 


393-46-A 

APPLICANT — William  R.  Meyer,  for  Colonial  Air  Lines, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin- 
tendent. 

PREMISES  AFFECTED— 39  and  41  East  50th  Street, 
north  side,  111  ft.  west  of  Park  avenue  (Block 
1286,  Lots  31  and  31^4),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  2  P.  M. 
at  telephonic  request  of  applicant. 


434-46-A 

APPLICANT — Norman  Lederer,  and  Leonard  Joseph,  for 
19-29  Rockwell  Corp.,  owner  (Tavisian  Designs, 
Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 19-29  Rockwell  place,  east 
side,  151  ft.  south  of  DeKalb  avenue  (cellar)  ; 
(Block  2095,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Norman  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946  at  2  P.  M. 
for  further  consideration. 


) 
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ZONING  APPLICATIONS 

497-23-BZ 

APPLICANT — Edwin  W.  Kleinert,  for  Bedford  President 
Garage,  Inc.,  lessee;  1590  Bedford  Avenue  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of 
a  garage  for  more  than  five  motor  vehicles  (previ¬ 
ously  denied  by  Board  and  granted  by  the  Court) 
so  as  to  form  an  alcover  gasoline  service  station. 
PREMISES  AFFECTED— 1572-1590  Bedford  avenue  and 
1049-1057  President  street,  northwest  corner  (Block 
1273,  Lot  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Edwin  W.  Kleinert  and  Saul  C. 
La  Vine. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD. — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (497-23-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles,  affecting  premises 
1572-1590  Bedford  avenue  and  1049-1057  President  street, 
northwest  corner  (original  address  1578-1586  Bedford  ave¬ 
nue)  ;  (Block  1273,  Lot  46),  Borough  of  Brooklyn,  was 
denied  by  the  Board  October  3,  1924;  and 
Whereas,  the  action  of  the  Board  was  reversed  by  the 
court  and  the  garage  erected  and  occupied ;  and 

Whereas,  the  resolution  of  the  Board  was  amended  April 
11,  1939,  permitting  the  inclusion  of  an  alcove  gasoline  serv¬ 
ice  station,  time  to  obtain  permits  and  complete  the  work 
extended  April  29,  1941,  May  12,  1942,  May  18,  1943,  May 
31,  1944  and  Tune  12,  1945;  and 
Whereas,  the  resolution  was  further  amended  on  Tanuary 
22,  1946;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work ;  and 
Whereas,  the  applicant  states  the  .temporary  occupancy 
by  Standard  Brands,  Incorporated,  and  Santini  Bros,  has 
terminated. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  3,  1924,  as 
amended  through  June  12,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 

*  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution. 


878-28-BZ 

APPLICANT — Max  Horn,  for  Laura  Roehrig  and  August 
Roehrig,  owners  (C.  &  L.  Service  Station,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  for  parking  and  storage — re 
Application  (decision  of  the  borough  superinten¬ 
dent)  previously  granted  on  condition,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  permitting  partly 
in  business  and  partly  in  residence  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehi¬ 
cles  and  also  the  erection  of  an  additional  motor 
vehicle  repair  shop  and  a  gasoline  service  station. 

PREMISES  AFFECTED— 172-40  to  172-42  Baisley  boule¬ 
vard,  south  side,  360  ft.  east  of  125th  avenue  (Block 
12515  (3209),  Lots  20  and  21),  Hollis,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (878-28-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  district  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop,  affecting 
premises  172-40  Baisley  boulevard,  east  side,  413  ft.  north 
of  125th  avenue,  Jamaica,  Borough  of  Queens,  was  granted 
by  the  Board  on  May  14,  1928,  on  certain  conditions ;  and 
Whereas,  the  present  applicant,  Max  Horn,  for  Laura 
Roehrig  and  August  Roehrig,  owners  (C  &  L  Service  Sta¬ 
tion,  lessee),  requested  reopening  of  the  application  under 
sections  7c  and  7h  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
and  also  the  erection  of  an  additional  motor  vehicle  repair 
shop  upon  a  plot  occupied  as  a  motor  vehicle  repair  shop 
(previously  granted  by  the  Board)  and  also,  a  gasoline 
service  station,  (it  is  also  proposed  to  extend  the  (legal) 
area  of  the  existing  gasoline  service  station),  affecting  prem¬ 
ises  172-40  to  172-42  Baisley  boulevard,  south  side,  360!  ft. 
east  of  125th  avenue  (Block  12515  (3209),  Lots  20  and  21), 
Jamaica,  Borough  of  Queens ;  and 
Whereas,  on  June  6,  1944,  the  application  was  granted 
by  the  Board,  on  certain  conditions,  under  sections  7c  and 
7h  of  the  zoning  resolution ;  and 
Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit  relative  to  the  parking  and  storage  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  6,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution,  as  to  parking  and 
storage  permitted  in  connection  with  the  gasoline  service 
station,  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  on  condition  *  *  *  and  that  other  than  as 
herein  amended,  the  resolution  adopted  on  June  6,  1944, 
shall  be  complied  with  (Alt.  Applic.  61 1-43) 


169-31-BZ 

APPLICANT — Pase  Motors,  Inc.,  for  John  Sykora,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7e  and  7i  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop  and  also, 
the  extension  of  an  existing  gasoline  service  station 
(previously  granted  by  the  Board). 

PREMISES  AFFECTED— 79-20  to  79-26  Queens  boule¬ 
vard  and  80-03  51st  avenue,  southwest  corner 
(Block  2454,  Lots  9,  13  and  15),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES^ 

For  Applicant :  Wesley  Pase. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commssioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 
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THE  RESOLUTION  (169-31-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  79-26  Queens  boulevard,  south  side,  44  ft.  west  of 
51st  avenue,  Elmhurst,  Borough  of  Queens,  was  granted  by 
the  Board  on  October  20,  1931,  on  certain  conditions  and 
the  resolution  amended  February  18,  1941  ;  and 

Whereas,  Abraham  N.  Horwitz,  for  Queenbo  Holding 
Corporation  and  Rip  Realty  Corporation,  owners  (Pase 
Motors,  Inc.,  lessee),  requested  reopening  of  the  application 
under  sections  7c  and  7i  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  conversion  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop,  and  also 
the  extension  of  said  gasoline  service  station,  premises,  79-20 
and  79-26  Queens  boulevard,  and  80-03  51st  avenue,  south¬ 
west  corner  (Block  2454,  Lots  9,  13  and  15),  Elmhurst,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  this  application  was  further  amended  on  No¬ 
vember  18,  1941  and  time  extended  on  March  2,  1943, 
May  16,  1944,  October  17,  1944  and  the  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  20,  1931,  as 
amended  by  resolutions  adopted  through  October  17,  1944, 
only  so  far  as  it  has  reference  to  the  time  within  which 
to  obtain  permits  and  complete  the  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“*  *  *  that  all  permits  required  shall  be  obtained 

and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution  (Alt.  Applic.  1022-41).” 


115-36-BZ 

APPLICANT — Milton  B.  Weissman,  for  George  Beaudry, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  use  of  a 
plot  for  the  parking  of  more  than  five  motor  ve¬ 
hicles  and  also  automobile  wrecking  for  a  term  of 
two  years. 

PREMISES  AFFECTED — 5283-5291  Kings  Highway,  east 
side,  60  ft.  9  in.  north  of  Preston  court  (Block 
7949,  Lot  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Minnie  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO, REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


THE  RESOLUTION  (115-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  use  of 
a  plot  of  ground  for  parking  more  than  five  motor  vehicles, 
and  also  automobile  wrecking,  affecting  premises  5283-5291 
Kings  highway,  east  side,  60  ft.  9  in.  north  of  Preston  court 
(Block  7949,  Lot  20),  Borough  of  Brooklyn,  was  granted 
by  the  Board  October  20,  1936,  on  certain  conditions,  per¬ 
mit  extended  May  20,  1941  and  on  May  26,  1942,  the  resolu¬ 
tion  was  amended  and  permit  further  extended  for  a  term  of 
two  years  under  section  7e  of  the  zoning  resolution;  and 

Whereas,  the  permit  was  further  extended  on  May  23, 
1944  and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  20,  1936, 
as  amended  through  May  23,  1944,  only  so  far  as  it  has 


reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

*  *  that  such  use  may  be  continued  under  Section 
*7e  for  a  temporary  term  of  two  years  from  the  date  of 
this  amended  resolution  .  .  .  and  that  other  than  as 
herein  amended,  the  resolution  adopted  October  20,  1936, 
as  amended  May  26,  1942,  as  to  reduction  of  size  of 
plot,  shall  be  complied  with.” 


802-40-BZ 

APPLICANT — William  and  George  H.  Fogarty,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  for  a  term  of  five  years,  under  section  7i 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  conversion  of  occupancy  of  part 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AhhECTED — 168-26  Liberty  avenue,  south¬ 
east  corner  of  168th  place  (Block  10222,  Lot  9), 
Jamaica,  Borough  of  Queens.  „ 
APPEARANCES— 

For  Applicant :  George  H.  Fogarty. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  o 


THE  RESOLUTION  (802-40-BZ) 

Whereas,  this  application,  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  part  of  an  existing  building  to  a  motor 
vehicle  repair  shop,  for  a  term  of  five  years,  affecting  prem¬ 
ises  168-26  Liberty  avenue,  southeast  corner  of  168th  place 
(Block  10222,  Lot  9),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  on  March  11,  1941,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  11,  1941, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  Section  7i  for  a  term  of  five  (5)  years 
from  the  date  of  this  a)ncndcd  resolution,  to  permit 
the  premises  to  be  occupied  as  a  motor  vehicle  repair- 
shop,  on  condition  *  *  *  and  that  other  than  herein 

amended,  the  resolution  adopted  March  11,  1941  shall 
be  complied  with ;  and  that  a  new  certificate  of  occu¬ 
pancy  shall  be  obtained  (Misc.  Applic.  2563-40).” 


679-41-BZ 

APPLICANT — McLanahan,  Merritt  &  Ingraham,  for  Wes¬ 
leyan  University,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  period 
of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 35-01  to  35-21  Spra3  view  ave¬ 
nue,  southwest  corner  of  Beach  35th  street  (Block- 
307,  Lot  1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Louis  C.  Kaiser. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  .  0 

THE  RESOLUTION  (679-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  tem¬ 
porary  period  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  35-01  to  35-21 
Sprayview  avenue,  southwest  corner  of  Beach  35th  street 
(Block  307,  Lot  1,  Edgemere,  Borough  of  Queens,  was 
granted  by  the  Board  on  August  6,  1941,  on  certain  condi¬ 
tions,  time  extended  on  July  23,  1942  and  permit  extended 
on  July  25,  1944,  and  the  applicant  requested  a  further  ex¬ 
tension  of  permit;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  August  6,  1941  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  vehicles  *  *  *  and 

that  other  than  as  herein  amended  the  resolution 
adopted  August  6,  1941  shall  be  complied  with  (Misc. 
Applic.  5828-41).” 


82-43-BZ 

APPLICANT — Celtic  Circle,  Inc.,  Sheepshead  Bay  Unit 
No.  1,  lessee,  for  Louis  L.  Alders  and  Mary 
Fromer,  owners. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  residence  and  partly  in  busi¬ 
ness  use  district,  the  erection  of  a  grandstand  for 
an  athletic  field,  the  use  of  which  is  primarily  for 
business  purposes. 

PREMISES  AFFECTED — 1232-1254  Avenue  Z  and  2602- 
2644  East  13th  street,  southwest  corner  and  2601- 
2649  Homecrest  avenue  (Block  7457,  Lots  1  and 
15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  F.  J.  Meehan. 

For  Opposition :  Mrs.  Stone,  Mrs.  A.  Russo, 
George  Golels  and  John  Sunden. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Guinee  .  3 

Negative:  Commissioner  Blum  .  1 


THE  RESOLUTION  (82-43-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  erection  of  a  grandstand  for 
an  athletic  field,  the  use  of  which  is  primarily  for  business 
purposes,  affecting  premises  1232-1254  Avenue  Z  and  2602- 
2644  East  13th  Street,  southwest  corner  and  2601-2649  Home- 
crest' avenue  (Block  7457,  Lots  1  and  15),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  October  5,  1943,  on 
certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  4,  1944,  October  31,  1944  and  May  1, 
1945,  and  July  10,  1945  ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  complete  the  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  5,  1943,  as 
amended  through  July  10,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  completion  of  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“*  *  *  that  in  view  of  statement  of  applicant  that 
all  work  has  been  done  except  the  construction  of  toilets, 
that  all  work  shall  be  completed  and  the  premises  va¬ 
cated  prior  to  October  1,  1946.” 


95-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Marie  Atherton, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  granted  on 
condition,  under  sections  7c,  7i  and  21  of  the  zoning 
resolution,  permitting  in  a  business  use  C  area  dis¬ 
trict,  the  alteration  and  extension  of  an  existing 
garage  for  more  than  five  motor  vehicles  and  gaso¬ 
line  service  station,  the  buildings  as  extended  being 
in  excess  of  the  area  permitted  by  the  zoning  reso¬ 
lution. 

PREMISES  AFFECTED— 87-24  to  87-36  Lefferts  boule¬ 
vard,  west  side,  190  ft.  south  of  Jamaica  avenue 
(Block  9328,  Lots  16,  18,  20  and  22),  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (95-45-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use,  C  area 
district,  the  alteration  and  extension  of  an  existing  garage 
for  more  than  five  motor  vehicles  and  a  gasoline  service 
station,  the  building  as  extended,  occupying  in  excess  of 
the  area  permitted  by  the  zoning  resolution,  affecting  prem¬ 
ises  87-24  to  87-38  Lefferts  boulevard,  west  side,  190  ft. 
south  of  Jamaica  avenue  (Block  9328,  Lots  16,  18,  20  and 
22),  Richmond  Hill,  Borough  of  Queens  was  granted  by 
the  Board  on  June  20,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  20,  1945,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“*  *  *  that  all  permits  required  shall  be  obtained 

and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution.” 


618-45-BZ 

APPLICANT — Albert  J.  Appell,  for  Charlotte  H.  Appell, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zon¬ 
ing  resolution,  for  a  term  of  five  years,  permitting 
in  a  residence  use  district,  the  change  of  occupancy 
from  club,  bowling  alleys,  banquet. hall  and  dwelling 
to  retail  stores,  offices  and  dwelling. 

PREMISES  AFFECTED— 448  West  51st  street,  south 
side,  243  ft.  9  in.  east  of  10th  avenue  (Block  1060, 
Lot  154),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Albert  J.  Appell  and  Fausten  F. 
Jehle. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob'  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (618-4S-BZ) 

Whereas,  this  application  under  sections  7c  and  7e  of 
fhe  zoning  resolution,  to  permit  in  a  residence  use  district 
the  change  of  occupancy  from  club,  bowling  alleys,  ban¬ 
quet  hall,  dwelling,  etc.,  to  retail  stores,  offices  and  dwelling 
affecting  premises:  448  W.  51st  street,  southside,  243  ft. 
9  in.  east  of  10th  avenue  (Block  1060,  lot  154),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  March  12, 
1946,  on  certain  conditions ;  and 

_  Whereas,  the  applicant  requested  an  extension  of  the 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  12,  1946,  only 
so  far  as  it  has  reference  to  obtaining  the  permits  and  com¬ 
pletion  of  the  work,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read  : 

“*  *  *  that  in  view  of  the  statement  by  the  appli¬ 
cant  that  all  plans  have  been  approved,  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  q 


1000-40-BZ 

APPLICANT — Booth,  Lipton  and  Lipton,  for  Eckert 
Realty  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar— re  Application  (decision  of 
the  borough  superintendent)  under  sections  7e  and 
21  of  the  zoning  resolution,  to  permit  in  a  residence 
use,  B  area  district,  the  conversion  of  apartment  to 
retail  stores  in  basement,  which  is  the  street  floor 
facing  the  Grand  Concourse  (previously  withdrawn 
without  prejudice). 

PREMISES  AFFECTED — 2337  Grand  Concourse,  164 
Field  place,  southwest  corner  (Block  3164,  Lot  19), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harold  A.  Lipton. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  o 


291-24-BZ 

APPLICANT— J.  Daniel  Dougherty,  for  Eleanor  Gellert, 
owner  (Standard  Brands,  Inc.,  lessee). 

SUBJECT — Application  reopened  May  14,  1946 — re  Ap¬ 
plication  for  change  of  use  (decision  of  the  bor¬ 
ough  superintendent)  to  permit  in  a  business  use 
district,  the  change  of  use  of  a  building  granted 
for  a  public  garage  for  more  than  five  motor  vehi¬ 
cles,  permitted  to  be  used  for  light  manufacturing 
for  a  temporary  term,  to  revert  to  garage  purposes. 

PREMISES  AFFECTED — 923-931  Franklin  avenue  and 
66-74  Crown  street,  southeast  corner  (Block  1294, 
Lot  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  Daniel  Dougherty. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 


490-40-SM 


MATERIAL  FOR  APPROVAL 


APPLICANT — A.  A.  Allen,  for  The  Peelle  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Peelle  Flush  Counter¬ 
balanced  Doors  (previously  approved  by  Board). 
APPEARANCES— 

For  Applicant:  A.  A.  Allen. 

ACT  ION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


Adjourned:  4:00  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  Case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank- 
appeal  or  application  forms. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT  CONTAMINATION 

OF  WATER  SUPPLY 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon  July  23,  1946  at  2  P.  M.,  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  Proposed  Amend¬ 
ments  to  Rules  Relative  to  Submerged  Inlets  and  Protec¬ 
tive  Methods  to  be  Applied  to  Prevent  Contamination  of 
Water  Supply : 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26-1268.0,c,4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating,  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  01- 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0,(1  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 


Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker.' 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty,  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables. 

Steam  tables  used  exclusively  for  the  wanning  of  food 
stuffs  and  provided  with  a  zvater  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  zvater  supply  piping. 

New  matter  is  indicated  in  italics. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Social  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  hoard,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 


Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  July  2, 
1946,  Affecting  Calendar  Numbers  401-31-BZ,  246-44- 
BZ,  787-45-BZ,  789-45-BZ,  135-46-BZ,  322-46-BZ,  329- 
46-BZ,  383-46-BZ,  337-24-BZ,  593-30-BZ,  254-46-BZ, 
296-46-BZ,  366-46-BZ,  506-45-SM  and  1205-39-SA. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July  2, 
1946,  Affecting  Calendar  Numbers  500-44-A,  335-46-A, 
426-46-A,  428-46-A,  467-46-A,  785-41-A,  646-45-A,  740- 

45- A,  54-46-A,  635-41-A,  242-45-A,  505-45-A,  540-45-A, 
683-45-A,  79-46-A,  199-46-A,  215-46-A,  248-46-A,  305- 

46- A,  353-46-A,  390-46-A,  144-19-BZ,  50-41-BZ,  841-41- 
BZ,  1022-41-BZ,  1032-41-BZ,  210-45-BZ,  256-45-BZ, 
766-41-BZ,  378-33-BZ,  160-46-BZ  and  539-45-BZ. 

Proposed  Amendments  to  Rules  Relative  to  Submerged 
Inlets  and  Protective  Methods  to  be  Applied  to  Pre¬ 
vent  Contamination  of  Water  Supply. 


Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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New  Cases  Filed  up  to  July  2,  1946. 


491-46-SA — Bryant  Gas-Fired  Duct  Heater,  Model 

D-85-C,  Appliance. 


Cal.  No.  Dept.  Premises  A  ffected 

474-46-BZ — H.B.B. — 850  St.  Johns  place,  south  side,  41 
ft.  8  in.  east  of  Nostrand  avenue  (Block  1255,  Lot  6),  Bor¬ 
ough  of  Brooklyn,  Alt.  2797-46. 


475-46-BZ — H.B.B. — 429  Wilson  avenue,  northeast  corner 
of  Madison  street  (Block  3370,  Lot  9),  Borough  of  Brook¬ 
lyn,  Alt.  2790-46. 


476-46-BZ — H.B.Q. — 154-51  to  154-61  101st  street  and 
101-02  to  101-16  South  Conduit  avenue,  southeast  corner 
(Block  11585,  Lot  23),  Jamaica,  Borough  of  Queens,  Misc. 
3711-46. 


477-46-SA — Westinghouse  Laundromat,  Appliance. 


478-46-A — F.D. — 1317  Castle  Hill  avenue,  west  side,  100 
ft.  north  of  Westchester  avenue  (cellar)  ;  (Block  3935,  Lot 
1),  Borough  of  The  Bronx,  38280- LF. 


479-46-A — H.B.B. — 88-110  Crown  street,  south  side,  220 
ft.  west  of  Bedford  avenue  (Block  1294,  Lot  22),  Borough 
of  Brooklyn,  Alt.  2286-46. 


480-46-SA — Prosperity  Economatic  Dry  Cleaning  Unit, 
Models  6-A  and  5-A,  Appliance. 


481-46-A — H.B.M. — 206-212  West  34th  street,  south  side, 
100  ft.  west  of  7th  avenue  and  209-211  West  33rd  street 
(Block  783,  Lots  33  and  50),  Borough  of  Manhattan, 
Amendment  to  Alt.  2153-45. 


482-46-SA — Bryant  Conversion  Burner,  No.  94,  Appli¬ 
ance. 


483-46-SA — Bryant  Conversion  Burner,  No.  97,  Appli¬ 
ance. 


484-46-SA — Bryant  Gas-Fired  Boiler,  Model  23,  Appli¬ 
ance. 


485-46-SA — Bryant  Gas-Fired  Boiler,  Model  25,  Appli¬ 
ance. 


486-46-SA — Bryant  Gas-Fired  Water  Boiler,  Model  W-26, 
Appliance. 


492-46-SA — Bryant  Gas-Fired  Winter  Air  Conditioner, 

Models  88  and  88- E,  Appliance. 


493-46-SA — Bryant  VB  Gas-Fired  Vertical  Air  Condi¬ 
tioner,  Appliance. 


494-46-A — H.B.B. — 205-207  State  street,  north  side,  170 
ft.  254  in.  west  of  Boerum  place  (3rd  floor)  ;  (Block  271, 
Lot  8),  Borough  of  Brooklyn,  Alt.  970-46. 


495-46-SM — Darby  and  Brooks  Cement  Blocks,  manu¬ 
factured  by  Norwood  C.  Darby,  Material. 


496-46-BZ — H.B.M. — 450  West  125th  street  and  21-25  La 
Salle  street,  southwest  corner  (Block  1966,  Lot  5),  Borough 
of  Manhattan,  Alt.  1175-46. 


497-46-SA — Coating  Materials  Laboratories,  Inc.,  Com¬ 
bined  Agitating  and  Spraying  Unit  (drum  attachable),  Ap¬ 
pliance. 


498-46-A — H.B.B. — 505-513  Driggs  avenue  and  200-212 
North  9th  street,  southeast  corner  (Block  2313,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  Alt.  1256-46. 


499-46-A — H.B.Q. — 147-73  Springfield  lane,  east  side, 
693.1  ft.  east  of  147th  avenue  (Block  4625,  Lot  20),  Spring- 
field  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 224th  street),  N  B 
232-46. 


500-46-BZ — H.B.R. — 1791  Victory  boulevard,  north  side, 
98.02  ft.  west  of  Manor  road  (Block  371,  part  of  Lot  4), 
West  New  Brighton,  Borough  of  Richmond,  N.B.  141-46. 


501-46-BZ — H.B.M. — 309  East  49th  street,  north  side,  125 
ft.  east  of  2nd  avenue  (Block  1342,  Lot  6),  Borough  of 
Manhattan,  Alt.  1001-46. 


502-46-A — H.B.M. — 309  East  49th  street,  north  side,  125 
ft.  east  of  2nd  avenue  (7th  floor)  ;  (Block  1342,  Lot  6), 
Borough  of  Manhattan,  Alt.  1001-46. 


503-46-A — F.D. — 321  East  15th  street  and  2-3  Livingston 
place,  northeast  corner  (6th  floor)  ;  (Block  922,  Lot  2),  Bor¬ 
ough  of  Manhattan,  44263-LC  and  Decision. 


487-46-SA — Bryant  Gas-Fired  Steam  Boiler  Model  26-S, 
Appliance. 


488-46-SA — Bryant  Gas-Fired  Steam  or  Water  Boiler, 
Model  443,  Appliance. 


489-46-SA — Bryant  Gas-Fired  Steam  or  Water  Boiler, 
Model  630,  Appliance. 


504-46-A — H.B.B. — 798-804  Union  street,  south  side,  75 
ft.  west  of  7th  avenue  (Block  957,  Lot  29),  Borough  of 
Brooklyn,  Alt.  2493-46. 


505-46-SM — Prestigiacomo  Co.,  Inc.,  Cement  Blocks  and 
Cinder  Blocks,  manufactured  by  Prestigiacomo  Co.,  Inc., 
Material. 


506-46-A — H.B.M. — 15  East  91st  street,  north  side,  55  ft. 
west  of  Madison  avenue  (Block  1503,  Lot  14),  Borough  of 
Manhattan,  Amendment  N.B.  278-45. 


490-46-SA — Bryant  Gas-Fired  Unit  Heater,  Models  85 
and  85-A,  Appliance. 
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507-46-A — H.B.Bx. — 230  Canal  street  West  and  220  East 
138th  street,  southeast  corner  (Block  2332,  Lots  81  and  93), 
Borough  of  The  Bronx,  Amendment  to  N.B.  122-45. 


508-46-BZ — H.B.B. — 1290-1300  Fulton  street,  south  side, 
89  ft.  6  in.  east  of  Nostrand  avenue  (Block  1861,  Lot  5), 
Borough  of  Brooklyn,  Alt.  2885-46. 


509- 46-BZ — H.B.M. — 238-240  West  54th  street,  south 
side,  126  ft.  3%  in.  west  of  Broadway  (Block  1025,  Lot  51), 
Borough  of  Manhattan,  Alt.  1343-46. 

510- 46-BZ— H.B.M.— 1081-1089  3rd  avenue  and  200-206 
East  64th  street,  southeast  corner  (Block  1418,  Lot  45), 
Borough  of  Manhattan,  Alt.  746-46. 


511-46-A — F.D. — 538  Broadway,  east  side,  75  ft.  north  of 
Spring  street  (4th  floor)  ;  (Block  497,  Lot  4),  Borough  of 
Manhattan,  45238-LC  and  Decision. 


512- 46-BZ — H.B.M. — 115  Madison  street,  northwest  cor¬ 
ner  of  Market  street  (Block  277,  Lot  20),  Borough  of  Man¬ 
hattan,  Alt.  1361-46. 

_ 

513- 46-BZ — H.B.B. — 166  Clymer  street,  south  side,  200  ft. 

(east  of  Bedford  avenue  (Block  2173,  Lot  17),  Borough  of 
Brooklyn,  Alt.  1205-46. 

514-46-A — H.B.B. — 166  Clymer  street,  south  side,  200  ft. 
east  of  Bedford  avenue  (Block  2173,  Lot  17),  Borough  of 
Brooklyn,  Alt.  1205-46. 


515- 46-BZ — H.B.B. — 193  Bay  street,  east  side,  100  ft. 
south  of  Bath  avenue  (Block  6896,  part  of  Lot  30),  Borough 
of  Brooklyn,  N.B.  90-45. 

516- 46-BZ — H.B.B. — 525-539  4th  avenue,  west  side,  from 
14th  to  15th  streets,  194-202  14th  street  and  149-155  15th 
street  (Block  1041,  Lots  1  and  4),  Borough  of  Brooklyn, 
N.B.  975-46. 

Restored  to  Calendar. 

378-33-BZ — H.B.B. — 227  Pulaski  street  (225  displayed), 
north  side,  178  ft.  east  of  Throop  avenue  (Block  1773,  Lot 
72),  Borough  of  Brooklyn,  Alt.  2884-46. 


160-46-BZ — H.B.R. — 2520  Hylan  boulevard,  south  side, 
125  ft.  west  of  New  Dorp  lane  (Block  3960,  Lot  7),  New 
Dorp,  Borough  of  Richmond,  N.B.  41'-46. 


DESIGNATIONS:  H.IJ. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — -Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — - 
Fire  Department,  and  M.  and  A.— Dept,  of  Marine  and  Aviation. 

— 


Last  Publication  in  Bulletin 


Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . May 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  IShut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . May 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  (Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Apr. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  Dec. 


13,  1937 — Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 

12,  1944 — Vol.  29,  No.  36 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 
4,  1946— Vol.  31,  No.  23 

12,  1945— Vol.  30,  No.  24 

28,  1946— Vol.  31,  No.  22 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  31,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


JULY  9,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  9,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

312-46-BZ — Application,  April  26,  1946,  under  section  7f 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant, 
on  behalf  of  A.  Frederick  Reiners  and  Elsie  E.  Doughty, 
trustees  u/w  G.  Wilbur  Doughty,  deceased,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  premises  2137-2147 
Mott  avenue,  and  1146-1148  Beach  Channel  drive,  south¬ 
east  corner  (Block  216,  Lots  100  and  105),  Far  Rocka- 
way,  Borough  of  Queens. 

177-32-BZ — Application  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Rose  Cramer,  owner,  reopened  March  12,  1946, 
under  section  7f  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office  and  lubritorium,  prem¬ 
ises  156-166  West  End  avenue,  northeast  corner  of  West 
67th  street  (Block  1159,  Lot  1),  Borough  of  Manhattan. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of.  .; . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 


25-46-BZ — Application,  January  8,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Helen  Sciarello,  owner,  to  permit 
in  a  residence  use  district,  the  reconstruction  of  a  gaso¬ 
line  service  station,  to  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
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minor  repairs  to  motor  vehicles;  premises  1702  Cropsey 
avenue,  and  8835-8847  17th  avenue,  southeast  corner  (Block 
6462,  Lots  16  and  18),  Borough  of  Brooklyn. 

208-46-BZ — Application,  March  15,  1946,  under  section 
21  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  J.  F.  Cogan  Co.,  owner,  to --permit 
in  business  use,  C  area  district,  the  erection  of  a  garage 

for  more  than  five  (5)  motor  vehicles,  gas  station,  auto 

laundry,  lubritorium,  repairs  and  servicing,  using  more 
than  permitted  area;  premises  14^24  Avenue  M,  and  1500- 
1546  McDonald  avenue,  southwest  corner  (Block  6563,  Lots 
6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke,  ap¬ 
plicant,  on  behalf  of  George  Campo,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
(bowling  alley)  to  use  more  than  the  permitted  area; 

premises  189-18  Linden  boulevard,  south  side,  50  ft.  west 
of  190th  street  (Block  12599,  Lot  8),  South  Jamaica, 

Borough  of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign ;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

780-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Vito  Santoro,  owner,  to  permit 
in  a  residence  use  district,  the  change  in  occupancy  from 
stable  and  storage  of  wagons  to  wholesale  beer  distributor, 
office  and  storage  of  five  (5)  motor  vehicles;  premises 
1818-1820  Bleecker  street,  east  side,  155  ft.  north  of  Seneca 
avenue  (Block  3435,  Lots  21  and  22),  Ridgewood,  Borough 
of  Queens. 

313-46-BZ — Application,  April  30,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution  of  Siegel  and  Green, 
applicants,  on  behalf  of  130  Willis  Avenue  Realty  Corp., 
owner,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  drug  factory,  to  store  front  manufac¬ 
turing,  first  floor,  and  factory  use  on  other  floors ;  prem¬ 
ises  400  East  134th  street,  and  130-136  Willis  avenue,  south¬ 
east  corner  (Block  2278,  Lot  5),  Borough  of  The  Bronx. 


required  rear  yard,  and  using  more  than  the  area  permitted ; 
premises  136-148  7th  avenue,  and  202-204  West  19th  street, 
southwest  corner  (Block  768,  Lots  35-42,  inclusive),  Borough 
of  Manhattan. 


246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 


329-46-BZ— Application,  April  26,  1946,  under  section  7c 
of  the  zoning  resolution,  of  W.  F.  Lamb,  of  Shreve,  Lamb 
and  Harmon,  applicant,  on  behalf  of  Standard  Brands,  Inc., 
owner,  to  permit  in  a  residence  and  unrestricted  use  district, 
the  erection  of  a  tunnel  and  passageway  connecting  a  pro¬ 
posed  building  in  the  unrestricted  portion,  to  the  existing 
building  in  the  residence  district,  and,  also  the  parking  of 
more  than  five  (5)  motor  vehicles;  premises  810  Grand  Con¬ 
course,  southeast  corner  of  East  158th  street,  and  southeast 
corner  of  Sheridan  avenue  and  East  158th  street  (Block 
2458,  Lot  90),  Borough  of  The  Bronx. 


181-38-BZ — Application  of  Bertram  Smith,  applicant  and 
owner,  reopened  June  18,  1946,  for  consideration  as  to 
extension  of  time  to  complete  work — Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  premising  in  a  business  use  district,  the  alteration  and 
conversion  of  occupancy  of  part  of  an  existing  garage  for 
more  than  five  motor  vehicles  (previously  acted  upon  by  the 
Board)  so  as  to  include  a  gasoline  service  station ;  premises 
410  City  Island  avenue,  northeast  corner  of  Ditmars  street 
(Block  5645,  Lot  1),  Borough  of  The  Bronx. 


64-46-BZ — -Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),.  Jamaica, 
Borough  of  Queens. 


790-45-BZ — Application,  December  14,  1945,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Anna  Krishian,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  auto  and  electrical 
supply  showroom,  lubritorium,  auto  laundry,  brake  test¬ 
ing  and  wheel  aligning,  minor  repairs  (hand  tools  only)  ; 
premises  178-68  to  178-90  South  Conduit  boulevard,  and 
144-76  to  144-82  Farmers  boulevard,  southwest  corner 
(Block  4510,  Lots  1  and  201),  Springfield,  Borough  of 
Queens. 

792-45-BZ — Application,  November  29,  1945,  under  sec¬ 
tions  7f  and  21  of  the  zoning  resolution,  of  H.  Hurwit, 
applicant,  on  behalf  of  Maria  Talamo,  owner  (Rose 
Fromme,  lessee),  to  permit  in  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage  to 
a  garage  for  more  than  five  (5)  motor  vehicles  located 
within  250  feet  of  a  Public  Park;  premises  346  East  114th 
street,  south  side,  175  ft.  west  of  1st  avenue  (Block  1685, 
Lot  36),  Borough  of  Manhattan. 

284-46-BZ — Application,  April  22,  1946,  under  sections 
7a  and  7c  of  the  zoning  resolution,  of  S.  J.  Kessler  and 
Sons,  applicants,  on  behalf  of  Cannon  Construction  Corp. 
and  Seventy  Chelsea  Corp.,  owners,  to  permit  in  a  retail  use, 
B  area  district,  the  erection  and  maintenance  of  a  gasoline 
service  and  oil  selling  station,  and  repair  shop,  without  the 


392-46-BZ— Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  the  area  permitted;  premises  106  West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue)  ;  (Block  997,  Lot  37),  Borough  of 
Manhattan. 

318-18-BZ — Application  of  M.  W.  Del  Gaudio,  applicant, 
on  behalf  of  93-95  Charles  Street,  Inc.,  owner  (M.  Marotta 
and  Sons,  lessee),  reopened  May  28,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  to  permit  in  a  residence  use 
and  a  local  retail  use  district,  the  change  in  occupancy  from 
public  garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  Board),  to  sorting,  baling,  storage 
and  shipping  of  paper  stock;  premises  93-95  Charles  street, 
north  side,  70  ft.  west  of  Bleecker  street  (Block  621,  Lot 
25),  Borough  of  Manhattan. 

372-46-BZ — Application,  May  20,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Herman  F.  Spinken,  appli¬ 
cant,  on  behalf  of  M.  L.  Stillwagon,  owner  (Paul  P. 
Zerner,  prospective  owner),  to  permit  in  a  business  use 
district,  the  change  in  occupancy  from  store  and  garage 
to  dry  cleaning  establishment;  premises  86-39  120th  street, 
east  side,  49.66  ft.  south  of  Jamaica  avenue  (Block  9274, 
Lot  83),  Richmond  Hill,  Borough  of  Queens. 
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332- 46-B Z — Application,  May  7,  1946,  under  section  7f 
and  21  of  the  zoning  resolution,  of  Kenneth  W.  Milnes, 
applicant,  on  behalf  of  Harry  J.  and  Gilbert  S.  Brown, 
owners,  to  permit  in  business  use  district,  the  installation 
of  a  1500  gallon  gasoline  storage  tank  and  discharge  pump ; 
premises  142  Mansion  avenue,  southeast  corner  of  McKee 
avenue  (Block  5202,  Lot  5),  Great  Kills,  Borough  of 
Richmond. 

1063-27-BZ — Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
by  the  Board)  increasing  the  area  of  station;  premises 
133-44  150th  street,  and  149-12  North  Conduit  avenue, 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  56), 
South  Jamaica,  Borough  of  Queens. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

413- 46-BZ — Application,  June  6,  1946,  under  section  7b 
of  the  zoning  resolution,  of  Zareh  Sourian,  applicant,  on 
behalf  of  the  Dikran  G.  Kelekian,  Inc.,  owner,  to  permit  in 
a  residence  and  restricted  retail  use  district,  the  change 
of  occupancy  from  one  family  dwelling,  to  galleries  and 
one  family  residence,  on  top  floor;  premises  24-32  East 
69th  street,  south  side,  84  ft.  east  of  Madison  avenue  (Block 
1383,  Lot  49),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

414- 46-A — 24-32  East  69th  street,  south  side,  84  ft.  east 
of  Madison  avenue  (Block  1383,  Lot  49),  Borough  of 
Manhattan. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 

333- 46-A — 330-336  Himrod  street,  south  side,  187.4  ft. 
west  of  Wyckoff  avenue  (Block  3280,  part  of  Lot  26),  Bor¬ 
ough  of  Brooklyn. 

437-46-A — 126  Norfolk  street,  west  side,  199  ft.  3J4  in. 
south  of  Shore  boulevard  (Block  7517,  Lot  1311),  Borough 
of  Brooklyn. 

457- 46-A — 124  Norfolk  street,  west  side,  174.27  ft.  south 
of  Shore  boulevard  (Block  7517,  Lot  1310),  Borough  of 
Brooklyn. 

458- 46-A — 130  Norfolk  street,  west  side,  224  ft.  south  of 
Shore  boulevard  (Block  7517,  Lot  1312),  Borough  of 
Brooklyn. 

737-45-A — 1835  West  Farms  road,  west  side,  145.78  ft. 
south  of  East  176th  street  and  1830  Boone  avenue  (base¬ 
ment)  ;  (Block  3015,  Lots  76,  78  and  80),  Borough  of  The 
Bronx  (reopened  and  restored  to  calendar  June  11*,  1946; 
previously  dismissed  for  lack  of  prosecution). 

58-46-A — 287-473  Maspeth  avenue,  northeast  corner  of 
Varick  avenue  (Block  2838,  Lot  1),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar  June  11,  1946;  previously 
withdrawn) . 

Appliances  and  Materials  for  Approval. 

681-45-SA — Preferred  Utilities  Manufacturing  Corp.  Pres¬ 
sure  Type  Oil  Burner. 

309-46-SA — Wayne  Oil  Burner,  Model  O. 

749-45-SM— Apex  Ash  Receivers,  Type  Tipover. 


199-39-SM — Celotex  Corporation’s  One-Half  Inch  Fibre 
Board  Sheathing  (reopened  May  7,  1946  re  amendment  of 
resolution). 

323-46-SM— Kwicklean  Trap  (“P”  trap  with  cleanout). 

342-39-SM — Gold  Bond  Metal  Lath  and  Lathing  Acccs- 
ories. 

258-40-SM — Celotex  Acoustical  Products  (reopened  May 
7,  1946). 

283-46-SM — Pomeroy  System  for  Walls  and  Ceilings 
(Mechanical  Fastenings  for  Acoustical  and  Insulation 
Materials). 

506-45-SM — Associates  hour  double-hung  window. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  9,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  9,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

177-46-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

363-46-A — -1st  avenue  to  Marginal  street,  from  East  20th 
to  East  23rd  streets  (Blocks  952,  953,  954,  978,  979,  980 
and  987,  Lots  1),  Peter  Cooper  Village,  Borough  of  Man¬ 
hattan. 

393-46-A — 39  and  41  East  50th  street,  north  side,  111 
ft.  west  of  Park  avenue  (Block  1286,  Lots  31  and  31 ) , 
Borough  of  Manhattan. 

434- 46-A — 19-29  Rockwell  place,  east  side,  151  ft.  south 
of  DeKalb  avenue  (cellar)  ;  (Block  2095,  Lot  10),  Bor¬ 
ough  of  Brooklyn. 

390-46-A — 92-24  to  92-30  Queens  boulevard,  and  89-12  to 
89-22  Eliot  avenue,  southeast  corner  (Block  3075,  part 
of  Lot  6),  Elmhurst,  Borough  of  Queens. 

385-46-A — 548  West  51st  street,  south  side,  175  ft.  east 
of  11th  avenue  (2nd  floor)  ;  (Block  1079,  Lot  57),  Bor¬ 
ough  of  Manhattan. 

435- 46-A — 91-36  Lamont  avenue,  east  side,  between 
Gleane  and  Forley  streets  (Block  1577,  Lots  1,  4,  7  and 
10),  Elmhurst,  Borough  of  Queens  (under  section  35, 
General  City  Law  re  bed  of  mapped  street — Forley 
street). 

478-46-A — 1317  Castle  Hill  avenue,  west  side,  100  ft.  north 
of  Westchester  avenue  (cellar);  (Block  3935,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

481-46-A — 206-212  West  34th  street,  south  side,  100  ft. 
west  of  7th  avenue  and  209-211  West  33rd  street  (Block 
783,  Lots  33  and  50),  Borough  of  Manhattan. 

639-45-A — 3210  3rd  avenue,  east  side,  175.6  ft.  north  of 
East  161st  street  (Block  2620,  Lot  9),  Borough  of  The 
Bronx. 

351-46-A — 45-51  Lispenard  street,  north  side,  245  ft.  8*4 
in.  west  of  Broadway  (Block  210,  Lot  26),  Borough  of 
Manhattan. 

436- 46-A — 79-25  Albion  street,  north  side,  142  ft.  east  of 
Queens  boulevard  (Block  1536,  Lot  101),  Elmhurst,  Borough 
of  Queens. 

455-46-A — 14  East  54th  street,  south  side,  250  ft.  east  of 
5th  avenue  (4th  floor)  ;  (Block  1289,  Lot  63),  Borough  of 
Manhattan. 

466-46- A — 192  7th  avenue,  and  202-206  West  11th  street, 
southwest  corner  (Block  613,  Lot  53),  Borough  of  Man¬ 
hattan. 


793 


CALENDAR 


460-46-A — East  6th  street  to  East  13th  street,  from  Ave¬ 
nue  D  to  East  River  drive  (Block  367,  Lot  1  and  Block  362, 
Lots  1  and  100),  Jacob  Riis  Houses,  Borough  of  Manhattan. 

479-46-A — 88-110  Crown  street,  south  side,  220  ft.  west  of 
Bedford  avenue  (Block  1294,  Lot  22),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  July  16,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area ;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 

612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Olive  O.  Kalmus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline  service 
station ;  premises  65-01  to  65-05  Kissena  boulevard,  south¬ 
east  corner  of  65th  avenue  (Block  6742,  Lot  10),  Flush¬ 
ing,  Borough  of  Queens. 

135-46-BZ — Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station  (vacant) 
and  proposed  parking  for  more  than  five  (5)  motor  vehicles, 
minor  repairs,  brake  testing  and  wheel  alignment;  premises 
3802-3812  Avenue  U  and  2201-2211  East  38th  street,  south¬ 
east  corner  (Block  8555,  Lot  38),  Borough  of  Brooklyn. 

401-31-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium;  premises  624-626  Atlantic  avenue,  and  95th 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

787-45-BZ — Application,  December  18,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Theodore  Hillenbrand, 
owner,  to  permit  in  a  retail  use,  D  area  district,  the  exten¬ 
sion  of  existing  buildings,  using  more  than  the  area  per¬ 
mitted ;  premises  63-17  Woodhaven  boulevard,  north  side, 
135.45  ft.  east  of  63rd  avenue  and  63-16  to  63-20  Fitchett 
street  (Block  3113,  Lot  8),  West  Forest  Hills,  Borough  of 
Queens. 

789-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tion  _7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Daniel  Battapaglia,  owner,  to  permit 


in  a  business  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  and  auto  laundry ;  prem¬ 
ises  56-02  to  56-20  Broadway,  and  34-01  to  34-05  56th  street, 
southeast  corner  (Block  1195,  Lots  44,  46,  50  and  52), 
Woodside,  Borough  of  Queens. 

322-46-BZ — Application,  May  2,  1946,  under  sections  7i 
and  21  of  the  zoning  resolutions,  of  Breitfeller  Motors, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  an  automobile  showroom,  acces¬ 
sories,  motor  vehicle  repair  shop  and  gasoline  service  sta¬ 
tion;  premises  189-20  to  189-24  and  191-02  to  191-20  North¬ 
ern  boulevard,  southwest  corner  of  192nd  street  (Block 
5513,  Lots  27,  55  and  56),  Flushing,  Borough  of  Queens. 
383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

373-46-BZ — Application,  May  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Morris  Rothstein  and  Son,  ap¬ 
plicants,  on  behalf  of  Samaril  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  use,  C  area  district,  the  erection  of  a  busi¬ 
ness  building,  using  more  than  the  permitted  area ;  premises 
160-13  to  160-23  Northern  boulevard,  and  35-90  to  35-98 
161st  street,  northwest  corner  (Block  5280,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens. 

344-46-BZ — Application,  May  10,  1946,  under  sections  7f 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Morris  Tobias,  owner,  to  permit 
in  a  business  use  district,  the  change  in  occupancy  from 
store,  showrooms  and  storage  to  manufacturing;  premises 
166  Smith  street,  and  64-72  Wyckoff  street,  southwest  corner 
(Block  390,  Lot  40),  Borough  of  Brooklyn. 

346-46-BZ — Application,  May  10,  1946,  under  sections  7b, 
7c  and  21  of  the  zoning  resolution,  of  Ervin  Palmer,  ap¬ 
plicant,  on  behalf  of  Harry  Field,  owner,  to  permit  in  a  resi¬ 
dence  and  local  retail  use  district,  the  erection  of  a  building 
to  be  used  as  a  garage  for  more  than  five  (5)  motor  vehicles 
and  a  freight  terminal;  premises  199-201  Avenue  C,  west 
side,  26  ft.  north  of  East  12th  street,  645  East  12th  street 
and  646  East  13th  street  (Block  395,  Lots  29,  36,  37  and  39)’ 
Borough  of  Manhattan. 

364-46-BZ — Application,  May  17,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt,  ap- 
plicant,  on  behalf  of  Charles  and  Marie  Boerner,  owners, 
to  permit  in  a  retail  use,  D  area  district,  the  extension  of 
existing  building,  using  more  than  the  area  permitted,  without 
the  required  rear  yard;  premises  71-19  Austin  street,  north 
side,  55  ft.  west  of  71st  road  (Block  3256,  Lot  27),  Forest 
Hills,  Borough  of  Queens. 

448-46-BZ — Application,  June  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Irving  P.  Marks,  applicant,  on 
behalf  of  Edward  and  Arthur  Senft,  owners  (Railway 
Express  Agency,  lessee) ,  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  public  garage  for  more 
than  five  motor  vehicles  to  garage  for  more  than  five  (5) 
motor  vehicles,  office,  automobile  repair  shop,  and  freight 
terminal;  premises  2354-2372  East  19th  street,  west  side, 
100  ft.  north  of  Avenue  X  (Block  7403,  Lot  29),  Borough 
of  Brooklyn. 

472-46-BZ— Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Esther  Gold,  owner  (Louis  Fried, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry;  premises  327  Hopkinson  avenue,  southeast  corner 
of  St.  Marks  avenue  (Block  1460,  Lot  11),  Borough  of 
Brooklyn. 
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492-27-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Halward  Realty  Corp.,  owner,  re¬ 
opened  January  15,  1946,  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  gasoline  station  (previously 
granted  by  the  Board),  to  gasoline  station,  sales,  office, 
lubritorium,  brake  testing,  wheel  aligning  and  extension  of 
existing  structure;  premises  1134-1144  East  New  York 
avenue,  and  2-12  East  98th  street,  southwest  corner  (Block 
4600,  Lot  7),  Borough  of  Brooklyn. 

452-46-BZ — Application,  June  19,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Estate  of  William  H.  Keating  (Felix 
Muldoon,  Executor),  owner  (Henry  Jacobson,  lessee),  to 
permit  in  a  business  use  district,  a  wet  wash  laundry; 
premises  3981-3989  White  Plains  road,  west  side,  50  ft. 
north  of  East  225th  street  (Block  4827,  Lot  5),  Borough  of 
The  Bronx. 

473-46-BZ— Application,  June  25,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Joseph  Mattes,  owner  (Marvin  Barsky, 
lessee),  to  permit  in  a  local  retail  use  district,  a  wet  wash 
laundry;  premises  381  Bleecker  street,  east  side,  25  ft.  south 
of  Perry  street  (Block  621,  Lot  40),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street 
and  15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block 
156,  Lot  1),  Borough  of  Brooklyn. 

Appliance  and  Materials  for  Approval. 

204-46-SA — Iron  Fireman  Oil  Burner,  Model  V. 

251-46-SM — Pittsburgh  Steeltex  Stucco  Reinforcing  Wire 
Mesh,  Types  38-14,  38-16,  P-216,  C-214,  0216,  AA-1414  and 
AA-1616  and  Nails. 

390-38-SM — Truscon  “O-T”  Open  Truss  Steel  Joists. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  16,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

183-46- A — 7 6t/2  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

199-46-A — 516  3rd  avenue,  west  side,  75  ft.  south  of  East 
35th  street  (2nd  floor)  ;  (Block  890,  Lot  46),  Borough  of 
Manhattan  (reopened  June  4,  1946;  previously  withdrawn). 

248-46-A— 326-328  East  44th  street,  south  side,  225  ft. 
west  of  1st  avenue  (2nd  floor)  ;  (Block  1336,  Lot  36), 
Borough  of  Manhattan. 

353-46-A — 68  East  56th  street,  south  side,  174.28  ft.  west 
of  Park  avenue  (Block  1291,  Lot  44),  Borough  of  Man- 
,  hattan. 

386-46-A — 15-29  Bridgewater  street,  south  side,  142  ft. 
6  in.  west  of  Meeker  avenue  and  885-895  Meeker  avenue 
(Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46),  Borough 
of  Brooklyn. 

391-46-A — 236-238  West  40th  street,  south  side,  254  ft. 
4t/2  in.  west  of  7th  avenue  (Block  789,  Lot  60),  Borough 
of  Manhattan. 


280-46-A  — 13  West  56th  street,  north  side,  269  ft.  10 
in.  east  of  Avenue  of  The  Americas  (6th  avenue)  ;  (Block 
1272,  Lot  12),  Borough  of  Manhattan. 

352-46-A — 45-46  21st  street  and  11-55  46th  avenue,  south¬ 
west  corner  (basement  and  1st  floor);  (Block  54,  Lot  1), 
Long  Island  City,  Borough  of  Queens. 

534-45-A — 205  Hewes  street,  north  side,  187  ft.  6  in.  east 
of  Lee  avenue  (Block  2206,  Lot  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  23,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

450-46-BZ — Application,  June  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Jno-B.  Snook  Sons-Victor  C. 
Farrar,  applicants,  on  behalf  of  Edward  H.  and  Henry  A. 
Gerry,  owners,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  garage  for  eighteen  (18)  cars, 
storage  and  one  family  dwelling  to  offices ;  premises  41  East 
62nd  street,  north  side,  165  ft.  east  of  Madison  avenue  (Block 
1377,  Lot  27),  Borough  of  Manhattan. 

365-46-BZ — Application,  May  17,  1946,  under  sections  7 a 
and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt,  appli¬ 
cant,  on  behalf  of  Cord  Meyer  Development  Co.,  owner,  to 
permit  in  a  retail  use,  D  area  district,  the  extension  of  pres¬ 
ent  buildings,  using  more  than  area  permitted ;  premises 
108-02  to  108-18  Queens  boulevard,  and  107-18  to  107-36  71st 
avenue,  southeast  corner  (Block  3256,  Lots  1  and  5),  Forest 
Hills,  Borough  of  Queens. 

416- 46-BZ — Application,  June  7,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Sunde  Realty 
Corp.,  owner  (A.  S.  Stahl,  lessee),  to  permit  in  a  business 
use  district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  years;  premises  171-173  Sumner 
avenue,  southeast  corner  of  DeKalb  avenue  (Block  1601, 
Lot  2),  Borough  of  Brooklyn. 

417- 46-BZ — Application,  June  7,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Henry  Palmutt, 
owner  (Carmelo  Chiarelli,  lessee),  to  permit  in  a  business 
use  district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  2137  2nd 
avenue,  and  254  East  110th  street,  southwest  corner  (Block 
1659,  Lot  28),  Borough  of  Manhattan. 

222-46-BZ — Application,  March  26,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  Farrell,  applicant, 
on  behalf  of  Harry  C.  Keane,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  residence 
(two-family)  to  funeral  parlor  and  residence;  premises  260 
East  197th  street,  southeast  corner  of  Briggs  avenue  (Block 
3295,  Lot  29),  Borough  of  The  Bronx. 

474- 46-BZ — Application,  June  26,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Gussie  Altshuler,  owner  (Irving  Altshuler, 
lessee),  to  permit  in  a  business  use  district,  the  operation  and 
maintenance  of  a  wet  wash  laundry,  for  a  period  of  five 
(5)  years;  premises  850  St.  Johns  place,  south  side,  41  ft. 
8  in.  east  of  Nostrand  avenue  (Block  1255,  Lot  6),  Borough 
of  Brooklyn. 

475- 46-BZ — Application,  June  26,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Salvatore  Graffeo,  owner  (Bernard 
Ehilich,  lessee),  to  permit  in  a  business  use  district,  the  op¬ 
eration  and  maintenance  of  a  wet  wash  laundry,  for  a  period 
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of  five  (5)  years;  premises  429  Wilson  avenue,  northeast 
corner  of  Madison  avenue  (Block  3370,  Lot  9),  Borough 
of  Brooklyn. 

433-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Park  Utica  Realty  Corp.,  owner,  reopened 
July  17,  1945,  under  sections  7c  and  2b  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use,  B  area  dis¬ 
trict,  the  extension  of  present  structure  for  business  pur¬ 
poses,  without  required  rear  yard;  premises  1135-1137  (1129 
displayed)  Eastern  parkway,  north  side,  80  ft.  east  of  Utica 
avenue  (Block  1391,  Lot  76),  Borough  of  Brooklyn. 

470- 46-BZ — Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Charles  J.  Moesinger,  owner  (Half 
Hour  Laundry,  Inc.,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  2038  2nd  avenue,  and  300  East  105th  street,  south¬ 
east  corner  (Block  1676,  Lot  49),  Borough  of  Manhattan. 

471- 46-BZ — Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  Pentecostal  Faith  Church,  Inc.,  owner 
(Thirty  Minute  Laundry  Co.,  Inc.,  lessee),  to  permit  in  a 
local  retail  district,  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  394  Lenox  avenue,  east  side,  39  ft.  south 
of  West  130th  street  (Block  1727,  part  of  Lot  69),  Borough 
of  Manhattan. 

425-46-BZ — Application,  June  12,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Arthur  Blum, 
owner  (Appliance  Operating  Co.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  operation  and  maintenance  of  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  40- 
04A  Bell  boulevard,  west  side,  154.22  ft.  north  of  Ahles 
road  (Block  6237,  Lot  29),  Bayside,  Borough  of  Queens. 

380-46-BZ — Application,  May  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  George  A.  Krug  Bakery  Co.,  owner,  to  permit 
in  an  unrestricted  use,  D  area  district,  the  extension  of  ex¬ 
isting  building  to  occupy  more  than  the  permitted  area,  and 
without  the  required  rear  yard;  premises  138-34  to  138-56 
94th  avenue,  south  side,  60  ft.  east  of  138th  place,  and  138-39 
to  139-03  95th  avenue  (Block  9991,  Lot  4),  Jamaica,  Borough 
of  Queens. 

407-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Ben  Siegal,  owner,  reopened  April  9, 
1946,  under  section  7e  of  the  zoning  resolution,  to  permit  in 
a  residence  use  district,  the  erection  of  a  building  to  be  used 
as  a  restaurant,  for  a  term  of  years ;  premises  3857-3865  to 
3901-3909  Kings  Highway,  north  side,  100  ft.  east  of  Flat- 
bush  avenue  (Block  7819,  part  of  Lot  20),  Borough  of 
Brooklyn. 

279-46-BZ — Application,  April  18,  1946,  under  section  7g 
of  the  zoning  resolution,  of  Walter  Monroe  Cory,  applicant, 
on  behalf  of  Canada  Dry  Ginger  Ale,  Inc.,  owner,  to  permit 
in  an  unrestricted  use  district,  entrances  to  the  ground  floor 
used  as  a  loading  platform,  and  storage  space  for  twenty- 
two  (22)  motor  vehicles,  within  200  ft.  of  a  park  and  play¬ 
ground  ;  premises  637-641  West  54th  street,  northeast  corner 
of  12th  avenue,  and  638-642  West  55th  street  (Block  1102, 
Lot  14),  Borough  of  Manhattan. 

508-46-BZ — Application,  July  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Benjamin  Gursky,  owner  (Bascom  Laun¬ 
derette  Corp.,  lessee),  to  permit  in  a  business  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  1290-1300  Fulton  street, 
south  side,  89  ft.  6  in.  east  of  Nostrand  avenue  (Block  1861, 
Lot  5),  Borough  of  Brooklyn. 

160-46-BZ — Application  of  Harry  Kleinman,  applicant 
and  owner,  reopened  and  restored  to  calendar  July  2,  19-16, 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 


residence  use  district,  the  erection  of  a  fireproof  building 
to  be  used  as  a  skating  rink ;  premises  2520  Hylan  Boule¬ 
vard,  south  side,  125  ft.  west  of  New  Dorp  lane  (Block 
3960,  Lot  7),  New  Dorp,  Borough  of  Richmond. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

298-46-BZ — Application,  April  25,  1946,  under  sections 
7 f ,  7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  314-338  West  31st  Street  Corp., 
owner,  to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  ;  premises  322- 
326  West  31st  street,  south  side,  231  ft.  3  in.  west  of  8th 
avenue  (Block  754,  Lots  54,  55  and  56),  Borough  of  Man¬ 
hattan. 

500-46-BZ — Application,  June  21,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  James  Whitford,  appli¬ 
cant,  on  behalf  of  Fred  Winrock,  owner,  to  permit  in  a  resi¬ 
dence  and  business  1  use,  D  and  E  1  area  district,  the  erec¬ 
tion  of  a  business  building  (restaurant)  in  excess  of  area 
permitted  and  having  required  unoccupied  space  located  in 
the  residence  use  portion  of  the  plot ;  premises  1791  Victory 
boulevard,  north  side,  98.02  ft.  west  of  Manor  road  (Block 
371,  part  of  Lot  4),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

509-46-BZ — Application,  July  1,  1946,  under  section  7a  of 
the  zoning  resolution,  of  Harold  Herman,  applicant,  on  be¬ 
half  of  Primrose  Management  Corp.,  owner,  to  permit  in  a 
business  1  use,  B  area  district,  the  extension  in  height  of 
existing  garage  and  factory  building  (previously  granted  by 
the  Board)  by  addition  of  four  stories  and  without  required 
rear  yard  ;  premises  238-240  West  54th  street,  south  side,  126 
ft.  3%  in.  west  of  Broadway  (Block  1025,  Lot  51),  Borough 
of  Manhattan. 

518-46-BZ — Application,  July  2,  1946,  under  section  21  of 
the  zoning  resolution,  of  Oscar  1.  Silverstone,  applicant,  on 
behalf  of  Alanfra  Realty  Corp.,  owner,  to  permit  in  a  re¬ 
stricted  retail  use,  B  area  district,  the  erection  of  an  exten¬ 
sion  to  the  front  of  existing  building,  occupying  more  than 
the  area  permitted  ;  premises  13  East  55th  street,  north  side, 
167  ft.  west  of  Madison  avenue  (Block  1291,  Lot  10),  Bor¬ 
ough  of  Manhattan. 

525-46-BZ — Application,  July  8,  194-6,  under  section  7e  of 
the  zoning  resolution,  of  Joseph  Lau,  applicant,  on  behalf  of 
Gaspare  Caleca,  owner,  to  permit  in  a  business  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  years;  premises  2303-2315  1st  avenue,  west  side,  101 
ft.  south  of  East  119th  street,  (Block  1795,  Lot  26),  Bor¬ 
ough  of  Manhattan. 

378-33-BZ — Application  of  George  G.  Goldberg,  applicant, 
on  behalf  of  Samuel  Verwitz,  owner,  reopened  July  2,  1946, 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  dwelling 
to  factory  use  on  the  first  and  second  floors,  offices  3rd  floor 
and  storage  on  the  fourth  floor,  for  a  term  of  fifteen  (15) 
years;  premises  227  Pulaski  street  (225  displayed),  north 
side,  178  ft.  east  of  Throop  avenue  (Block  1773,  Lot  72), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

237-46-A— 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 
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255-46-A — 1791  Victory  boulevard,  north  side,  98.02  ft. 
west  of  Manor  road  (1st  floor)  ;  (Block  371,  part  of  Lot  4), 
West  New  Brighton,  Borough  of  Richmond  (under  section 
35,  General  City  Law  re  proposed  widening — Victory  boule¬ 
vard). 

456-46-A — 26  Cortlandt  street,  25-29  Church  street,  north¬ 
east  corner  and  25  Dey  street  (Block  63,  Lot  6),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing' 
Tuesday  afternoon  July  23,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Rules. 

835-38-SR — -Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JULY  2,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage 

and  Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  June  11,  1946, 
were  approved  as  printed  in  Bulletin  No.  25,  Volume  31. 


ZONING  APPLICATIONS 

401-31-BZ 

APPLICANT — Sidney  L.  Strauss,  for  446  West  44th 
Street  Inc.,  owner. 

SUBJECT — Application  reopened  December  11,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  office  and 
lubritorium. 

PREMISES  AFFECTED— 624-626  Atlantic  avenue,  and 
95th  avenue,  northeast  corner  and  627  Pacific 
street  (Block  119,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  for  applicant  to  file  amended  decision  of  the 
borough  superintendent. 


246-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.  and  Margreen  Realty  Co.,  Inc., 
owners  (Stapleton  Service  Laundry,  Inc.,  lessee). 

SUBJECT— Application  reopened  April  9,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent) 
under  sections  7a,  7e  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  manufacturing 
use  district,  the  erection  of  a  one-story  extension 
to  present  dry  cleaning  building  (previously 
granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department. 

PREMISES  AFFECTED — 42-62  Greenleaf  avenue,  and 
141-157  Marion  street,  northwest  corner  (Block 
236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 


APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel  and  Edward 
McCormack. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
A.  M.  for  further  consideration. 


787-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Theodore  Hil- 
lenbrand,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  D  area  dis¬ 
trict,  the  extension  of  existing  building,  using  more 
than  the  area  permitted. 

PREMISES  AFFECTED — 63-17  Woodhaven  boulevard, 
north  side,  135.45  ft.  east  of  63rd  avenue  and  63-16 
to  63-20  Fitchett  street  (Block  3113,  Lot  8),  West 
Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  T.  Hillen- 
brand. 

For  Opposition :  Sophine  Kossoff,  Gussie  Jedlicka, 
Elizabeth  Meyers  and  Nan  Ellman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


789-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Daniel  Batta- 
paglia,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubri¬ 
torium  and  auto  laundry. 

PREMISES  AFFECTED— 56-02  to  56-20  Broadway,  and 
34-01  to  34-05  56th  street,  southeast  corner  (Block 
1195,  Lots  44,  46,  50  and  52),  Woodside,  Borough 
of  Queens. 
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APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  August  F.  Wille,  Mrs.  E.  Lang, 
Mrs.  M.  Olsen,  Mrs.  J.  Bielli,  Anna  Mintz, 
Mrs.  H.  Erhardt,  Susanne  Almaslino,  Mrs. 
Fred  Engel,  Emma  Eggers,  Mrs.  Mary  Coillias, 
Mrs.  Peter  Weiss,  Robert  Weiss,  Peter  Weiss, 
George  Howard  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
a.  m.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


135-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Frank  M.  Mc¬ 
Curdy,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of 
a  building  on  present  existing  gasoline  service  sta¬ 
tion  (vacant)  and  proposed  parking  for  more  than 
five  (5)  motor  vehicles,  minor  repairs,  brake  testing 
and  wheel  alignment. 

PREMISES  AFFECTED— 3802-3812  Avenue  U  and  2201  - 
2211  East  38th  street,  southeast  corner  (Block  8555, 
Lot  38),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Harold  Ivlorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
a.  m.  for  applicant  to  send  out  additional  notices  to 
affected  property  owners. 


322-46-BZ 

APPLICANT — Breitfeller  Motors,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  building 
to  be  used  as  an  automobile  showroom,  accessories, 
motor  vehicle  repair  shop  and  gasoline  service 
station. 

PREMISES  AFFECTED— 189-20  to  89-24  and  191-02  to 
191-20  Northern  boulevard,  southwest  corner  of 
192nd  street  (Block  5513,  Lots  27,  55  and  56), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leon  Borden  and  Victor  Breitfeller. 
For  Opposition:  Joseph  Graziano,  Mary  Trifaro, 
John  O.  Siefert,  George  Arcaro,  Maria  Roseto, 
James  Arceese  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
a.  m.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


329-46-BZ 

APPLICANT — W.  F.  Lamb,  of  Shreve,  Lamb  and  Har¬ 
mon,  for  Standard  Brands,  Inc.,  owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  unrestricted  use  district, 
the  erection  of  a  tunnel  and  passageway  connecting 
a  proposed  building  in  the  unrestricted  portion,  to 
the  existing  building  in  the  residence  district,  and, 
also  the  parking  of  more  than  five  (5)  motor 
vehicles. 


PREMISES  AFFECTED — 810  Grand  Concourse,  south¬ 
east  corner  of  East  158th  street,  and  southwest 
corner  of  Sheridan  avenue  and  East  158th  street 
(Block  2458,  Lot  90),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  H.  C.  Bonhard,  H.  C.  Bennett  and 
R.  F.  Light. 

For  Opposition :  Pincus  Cohen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1946  at  10 
a.  m.  for  further  consideration,  additional  decision 
to  be  obtained  as  to  parking. 


383-46-BZ 

APPLICANT — Konnoson  and  Konnoson,  for  Frostone  Cor¬ 
poration,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
erection  of  a  structure  for  manufacturing  purposes, 
using  more  than  the  area  permitted  and  omitting 
the  required  rear  yard. 

PREMISES  AFFECTED — 202-208  Tillary  street,  south 
side,  91  ft.  east  of  Prince  street,  and  67-73  Prince 
street,  east  side,  96  ft.  6  in.  south  of  Tillary  street 
(Block  2050,  Lots  100,  103,  110,  112,  113,  115  and 
118),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  E.  Konnoson,  Herbert  Latsch, 
Max;  Frost  and  S.  Spiro. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
a.  m.  for  further  consideration. 


337-24-BZ 

APPLICANT — William  J.  Minogue,  for  Dean  Murray 
Garage  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  May  14,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent) 
under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  the  change  in  occu¬ 
pancy  from  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to  fac¬ 
tory,  offices  and  storage. 

PREMISES  AFFECTED — 620-622  West  153rd  street, 
south  side,  250  ft.  west  of  Broadway  and  619-621 
West  152nd  street  (Block  2099,  Lot  20),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  J.  Minogue  and  D.  L. 
Dean. 

For  Opposition:  J.  M.  Fassett,  Rose  Feller, 
Arthur  A.  Goodman,  Sarah  Shapiro  and  Ben¬ 
jamin  Rocknider. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (337-24-BZ) 

Whereas,  this  application  under  the  zoning  resolution, 
permitting  in  a  residence  use  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles,  affecting  premises  619-621  West  152nd  street  and 
620-622  West  153rd  street,  Borough  of  Manhattan,  was 
granted  by  the  Board  on  May  23,  1924  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  applicant  requested  reopening  of  this 
application  and  an  amendment  of  the  resolution;  and 
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Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  14,  1946,  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  2,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  153rd  street  is  in  residence  and 
business  use,  D  area  and  Class  1)4  height  districts;  West 
152nd  street  is  in  residence  and  business  use,  B  area  and 
Class  1  /z  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  19,  1946,  re  Alt.  Applic.  1048-45,  reads : 

“1.  Since  building  is  in  a  residence  district  proposed 
use  of  1st  and  2nd  floor  for  factory  purposes  is  con¬ 
trary  to  Art.  II,  Section  3,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  50.10  ft.  frontage  by  199.10  ft.  in  depth,  on 
which  is  located  a  building  50.10  ft.  front  by  199.10  ft.  in 
depth,  2  stories,  25  ft.  in  height,  of  Class  1  construction; 
and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
change  this  use  to  factory,  storage  and  offices,  to  be  occu¬ 
pied  on  the  first  floor  by  the  Diesel  Marine  &  Equipment 
Corporation,  which  is  the  agency  for  sales  and  service  for 
the  General  Motors  Corporation,  I  )iesel  Motors  division  in 
this  area  and  the  2nd  floor  by  the  Le  Roi  Equipment  Cor¬ 
poration,  distributors  for  Le  Roi  Company  of  Milwaukee, 
Wisconsin ;  that  both  these  companies  will  use  the  premises 
for  offices,  storage  of  finished  motors,  spare  parts,  and 
minor  repairs  and  adjustments  to  motors;  that  in  view  of 
the  above  it  is  felt  that  the  use  is  comparatively  the  same 
as  the  present  garage  use,  as  both  uses  are  connected  with 
internal  combustion  motors,  the  sale  of  spare  parts  and 
storage  of  motors  in  the  proposed  use  in  lieu  of  motor 
vehicles  in  the  present  use ;  that  the  proposed  condition 
will  decrease  the  traffic  in  and  out  of  the  buildings ;  that 
due  to  floor  loads,  ramps  and  the  light  on  these  floors  they 
are  well  adapted  to  the  use  to  which  they  are  proposed  to 
be  put,  and  will  lessen  the  fire  hazard  and  other  features 
of  a  garage  which  may  be  considered  objectionable;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  Subdivision  e  of  the  zoning  resolu¬ 
tion. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1048-45,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


593-30-BZ 

APPLICANT— Joseph  B.  Lynch,  for  Hauben  Investing 
Corp.,  owner. 

SUBJECT — Application  reopened  January  15,  1946 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  section  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  granted  by  the  Board). 

PREMISES  AFFECTED — 219-02  Horace  Harding  boule¬ 
vard,  and  61-01  219th  street,  southeast  corner 
( Block  7609,  part  of  Lot  1 ) ,  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  John  P.  Mc¬ 
Grath  and  R.  S.  Hardy. 

For  Opposition :  Stephen  Spratt. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (593-30-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  219-02  Horace  Harding  boulevard 
and  61-01  219th  street,  southeast  corner  (Block  7609,  Lot  1), 
Bayside,  Borough  of  Queens,  was  granted  by  the  Board  on 
May  31,  1931,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  from  time  to  time,  the  last  such  extension  hav¬ 
ing  been  granted  on  October  3,  1933,  at  which  time,  the  reso¬ 
lution -was  amended  and  plans  approved;  and 

Whereas,  this  gasoline  service  station  was  never  erected; 
and 

Whereas,  on  July  24,  1945  the  Board  denied  the  appli¬ 
cation  (decision  of  the  borough  superintendent)  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a  business 
district,  the  erection  of  a  gasoline  service  station,  a  gaso¬ 
line  service  station  having  previously  been  granted  by  the 
Board  for  a  portion  of  these  premises,  but  not  erected ;  and 
Whereas,  the  applicant  requested  reopening  of  this 
application  and  an  amendment  of  the  resolution,  as  adopted 
May  31,  1931,  upon  the  same  proposal;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  15,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  2,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Horace  Harding  boulevard  is  in  a 
business  use,  D  area  and  class  1  height  district;  219th  street 
is  in  residence  and  business  use,  D  area  and  class  1  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  22,  1946  on  N.  B.  Applic.  4238-46  reads: 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  and  residence  use  district,  is  contrary  to  Art.  II, 
sec.  4  and  3,  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  plot,  120  ft.  3  in.  frontage  by  101  ft.  9  in. 
in  depth,  on  which  it  is  proposed  to  erect  a  building  59  ft. 
front  by  20  ft.  in  depth,  1  story,  16  ft.  4 l/i  in.  in  height, 
of  class  3  construction ;  that  it  is  proposed  to  limit  the 
appeal  to  the  business  portion  of  the  plot ;  and 

Whereas,  the  applicant  contends  that  time  was  extended 
by  the  Board  to  obtain  permits  and  complete  the  work  on 
October  3,  1933,  the  permit  expiring  April  3,  1934;  that  the 
owner  at  that  time  was  not  in  a  position  to  proceed  and 
neglected  to  come  to  the  Board  and  ask  for  a  further  ex¬ 
tension  of  time ;  that  the  permit  as  originally  granted 
indicated  frontage  on  Horace  Harding  boulevard  of  120  ft. 
with  an  irregular  depth  of  about  96  ft. ;  that  the  Board 
denied  an  application  for  a  new  owner  on  July  24,  1945 
under  section  7f  for  a  plot  of  ground  having  a  frontage  of 
140.25  ft.  on  Horace  Harding  boulevard  with  irregular 
depths  of  95.38  ft.  and  104.27  ft. ;  that  this  application  also 
indicated  a  re-arrangement  of  building  and  yard  facilities 
as  well  as  additional  curb  cuts ;  that  this  parcel  was  known 
as  all  of  lot  1  in  block  7609 ;  that  the  present  owner,  Hauben 
Investing  Corp.  were  the  applicants  in  the  1945  procedure ; 
that  the  present  application  was  reopened  by  the  Board  on 
January  15,  1946,  subject  to  usual  procedure,  to  consider  the 
same  plot  and  proposal  before  the  Board  at  the  time  of  the 
original  grant  on  March  31,  1931  and  under  same  section 
of  the  zoning  resolution ;  that  New  Building  Application 
4238-46  was  filed  with  the  Department  of  Housing  and 
Buildings  and  disapproved  on  May  22,  1946;  that  it  is  the 
intent  of  the  application  to  limit  the  appeal  to  the  business 
portion  of  the  plot  and  eliminate  the  small  gore  projecting 
into  the  residence  use ;  that  this  application  is  on  precisely 
the  same  premises  involved  in  the  1931  grant  and  is  for  an 
amendment  of  the  resolution  forgiving  the  former  owner 
for  failure  to  proceed  within  the  time  allotted  and  to  permit 
the  present  owner  to  proceed  at  this  time  under  such  con- 
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ditions  that  the  Board  may  wish  to  impose ;  that  in  view  of 
the  fact  that  the  physical  conditions  of  the  plot  have  not 
changed,  surrounding  areas  on  the  south  side  of  Horace 
Harding  boulevard  are  about  the  .same;  that  the  Board 
granted  a  variance  on  June  11,  1928  under  Cal.  No.  965- 
28- BZ  for  the  plot  on  the  southwest  corner  of  220th  street 
and  Horace  Harding  boulevard  to  be  used  for  a  gasoline 
station  and  that  this  location  is  about  20  ft.  east  of  the 
proposed  site  and  that  the  Board  has  in  other  instances 
reopened  cases  and  permitted  the  applicant  to  proceed, 
after  public  hearing,  even  though  the  permit  for  completion 
had  lapsed  and  it  is  respectfully  requested  that  this  appli¬ 
cation  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  31,  1931,  as 
amended  through  October  3,  1933,  only  so  far  as  it  has 
reference  to  obtaining  of  permits  and  completion  of  work 
and  requirement  for  plans  as  to  arrangement,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  that  plans  showing  the  proposed  construc¬ 

tion  and  arrangement  shall  be  submitted  to  the  Board 
for  further  consideration,  as  to  imposition  of  condi¬ 
tions,  within  six  (6)  months  from  the  date  of  this 
amended  resolution ;  that  upon  approval  of  such  plans 
all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  thereafter.” 


254-46-BZ 


APPLICANT — David  I.  Shivitz,  for  Woodward  Associates, 
owner  (Douglas  Leigh,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b  and  21  of  the  zoning 
resolution,  to  permit  in  a  retail  and  business  use 
district,  the  erection  of  an  electric  sign  on  the  roof 
of  building. 

PREMISES  AFFECTED — 1724-1728  Broadway,  and  204- 
210  West  55th  street,  southeast  corner  (Block  1026, 
Lots  41  and  37),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant :  David  I.  Shivitz,  Douglas  Leigh  and 

B.  J.  Dodd. 

For  Opposition:  Albert  E.  Baker  and  E.  M.  Colbv. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 


THE  RESOLUTION  (254-46-BZ) 

Whereas,  David  I.  Shivitz,  for  Woodward  Associates, 
(Douglas  Leigh,  Inc,,  lessee)  filed  April  4,  1946,  an  applica¬ 
tion  under  section  21  of  the  zoning  resolution,  to  permit  in 
a  retail  and  business  use  district  the  erection  of  an  electric 
sign  on  the  roof  of  the  building,  affecting  premises  1724-1728 
Broadway,  204-210  W.  55th  street,  southeast  corner  (Block 
1026,  Lots  41  and  37),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July.  2,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Broadway  is  in  retail  and  retail  1  use, 
B  area  and  class  2  height  districts ;  West  55th  street  is  in 
retail  and  business  use  B  area  and  class  2  height  districts- 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  9,  1946  on  S.A.  Applic.  3-46  reads: 

“1.  Proposed  advertising  sign  on  a  building  partly 
in  a  business  and  partly  in  a  retail  district  is  contrary  to 
Art.  II,  Par.  4(a)  49  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  77  ft.  9  in.  frontage  by  180  ft.  11  in.  in  depth,  on 
which  is  located  a  building  77  ft.  9  in.  front  by  180  ft  11  in 


in  depth,  7  and  12  stories,  70  ft.  and  136  ft.  in  height,  of 
class  1  construction ;  that  it  is  proposed  to  erect  on  the  roof 
a  sign  80  ft.  in  length  by  75  ft.  in  height,  single  faced, 
looking  directly  south ;  and 

Whereas,  the  applicant  contends  that  the  building  upon 
which  this  sign  is  to  be  erected  is  located  partly  in  a  business 
district  and  partly  in  a  retail  district  by  virtue  of  the  fact  that 
West  55th  street  east  of  Broadway  is  zoned  for  business,  and 
the  business  use  influence  extends  southerly  to  the  southerly 
lot  line  of  the  premises  affected ;  that  directly  south  of  the 
southerly  lot  line  of  the  premises,  the  use  changes  to  retail 
1  use ;  that  in  view  of  the  unusual  break  in  use  districts  on 
a  single  street  between  two  intersecting  streets,  and  in  view 
of  the  fact  that  the  sign  only  faces  southerly  on  Broadway, 
in  the  heart  of  the  Times  Square  district,  which  is  now  used 
to  a  very  great  extent  for  signs,  the  use  sought  is  in  general 
harmony  with  the  objectives  of  the  zoning  resolution;  and 
Whereas,  the  applicant  withdrew  his  request  for  variance 
based  on  section  seven,  subdivision  b,  as  not  applicable;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  is  there¬ 
fore  not  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship  and  that  the  change  of  zone 
at  the  middle  line  of  the  block  is  the  usual,  and  not  the  un¬ 
usual  condition. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  S.A.  Application  3-46,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


296-46-BZ 

APPLICANT — Wendell  Mischler,  for  Flatbush  Savings 
Bank,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use,  C  area  district,  the  erection  of  a  building  for 
commercial  purposes,  occupying  more  than  the  per¬ 
mitted  area  of  lot  without  providing  a  rear  yard 
above  the  first  floor,  and  having  a  parking  area  in 
rear  of  building  (residence  zone). 

PREMISES  AFFECTED — 1550  Flatbush  avenue,  west 
side,  85  ft.  4p2  in.  north  of  Germania  place,  and 
135-143  Kenilworth  place  (Block  7557,  Lot  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Wendell  Mischler  and  Cranford 
Young. 

For  Opposition:  R.  Ashton,  Jr.,  Jules  Whitehorn 
and  Dr.  F.  Berkeley. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (296-46-BZ) 

Whereas,  Wendell  Mischler,  for  Flatbush  Savings  Bank, 
owner,  filed  April  22,  1946,  an  application  under  sections 
7c,  7h  and  21  of  the  zoning  resolution,  to  permit  in  resi¬ 
dence  and  business  use,  C  area  districts,  the  erection  of  a 
building  for  commercial  purposes,  occupying  more  than  the 
permitted  area  of  lot  without  providing  a  rear  yard  above 
the  first  floor  and  having  a  parking  area  in  rear  of  building 
(residence  zone),  affecting  premises  1550  Flatbush  avenue, 
west  side,  85  ft.  4*4  in.  north  of  Germania  place  and  135- 
143  Kenilworth  place,  (Block  7557,  Lot  6),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  2,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 
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Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Flatbush  avenue  is  in  a  business  use, 
C  area  and  Class  1*4  height  district;  Kenilworth  place  is 
in  residence  and  business  use,  C  area  and  Class  1%  height 
districts ;  and 

W  hereas,  the  decision  of  the  borough  superintendent, 
dated  April  12,  1946,  re  N.B.  Applic.  513-46,  reads: 

“1.  Proposed  use  of  premises  located  partly  in  a 
business  and  partly  in  a  residence  use  district  for  com¬ 
mercial  purposes  within  the  residential  area  (bank 
vault,  boiler  room  and  parking  lot  for  motor  vehicles) 
violates  Art.  II,  Sec.  3,  subd.  9  zoning  resolution. 

2.  Proj)osed  two  story  structure  to  occupy  full  area 
of  lot  between  portion  classified  as  business  C  area 
district,  violates  Art.  IV,  Sec.  13b  of  zoning  resolution. 

3.  Proposed  structure  does  not  provide  a  rear  yard 
above  the  first  floor  and  violates  Sec.  17a  (Note  rear 
yard  is  required  above  the  first  floor  at  2nd  story  sill 
level  where  structure  abuts  residence  use  district.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  60  ft.  frontage  by  200  ft.  in  depth,  irregular,  on  which 
is  located  a  building  40  ft.  by  60  ft.  in  depth,  21  ft.  4  in. 
in  height,  of  Class  3  construction ;  that  it  is  proposed  to 
demolish  the  existing  building  and  erect  a  new  building, 
60  ft.  front  by  100  ft.  in  depth,  2  stories,  40  ft.  in  height, 
of  Class  I  construction,  with  a  parking  lot  for  employees 
and  patrons  in  the  rear;  and 

Whereas,  the  applicant  contends  that  increased  volume 
of  business  warrants  larger  quarters;  that  this  section  has 
fast  become  a  thriving  community  due  to  added  transporta¬ 
tion  facilities;  that  this  section  of  Flatbush  avenue  is  known 
as  the  “Junction”  as  it  is  the  starting  point  of  bus  lines, 
trolley,  I.R.T.  subway,  all  going  to  residential  areas;  that 
the  premises  consist  of  a  plot  60  ft.  front  and  100  ft.  in 
depth  in  the  business  area  and  69  ft.  front  and  100  ft.  in 
depth  in  the  residence  area;  that  the  business  area  can  be 
considered  60  x  100'  equals  6,000  sq.  ft.,  and  the  total  pro¬ 
posed  building  will  be  6,000  sq.  ft.;  that  the  bank  building 
will  be  of  Class  1  construction;  that  it  will  be  used  solely 
for  banking  and  will  feature  dignified  classical  design,  con¬ 
structed  with  the  soundest  material  obtainable;  that  this 
type  of  business  will  be  more  desirable  to  neighbors  in  the 
abutting  residential  area  due  to  the  fact  that  the  business  or 
activities  of  the  bank  are  free  from  noise  or  odor  and  con¬ 
fined  to  the  usual  office  hours;  that  a  second  means  of 
egress  will  be  used  in  the  business  portion  of  the  lot  facing 
Kenilworth  place;  that  the  portion  of  the  lot  to  be  used 
for  parking  will  total  5,400  sq.  ft.  which  will  be  fenced  with 
masonry,  cyclone  or  wood  picket  and  properly  landscaped  in 
keeping  with  the  character  of  the  neighborhood;  that  there 
will  be  no  fee  for  parking  as  it  will  be  used  by  employees 
and  customers  of  the  bank ;  that  this  added  convenience  will 
tend  to  relieve  conjested  conditions  which  now  exist  on  the 
main  thoroughfare,  namely,  Flatbush  avenue  and  Germania 
place;  that  there  will  be  an  attendant  in  the  parking  area 
during  business  hours;  that  the  parking  lot  will  be  closed 
at  night  preventing  any  nuisances  or  annoyance  to  the  neigh¬ 
bors  of  the  abutting  residential  area;  and 

Whereas,  the  applicant  withdrew  his  application  for  park¬ 
ing  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  sections  7c  and  21  of  the 
zoning  resolution  and  was,  therefore,  entitled  to  relief  as  to 
the  extension  of  use  and  as  to  area,  on  the  grounds  of  prac¬ 
tical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7,  subdivision 
c  and  section  21  thereof,  to  permit  the  construction  of  the 
building  as  proposed  on  lot  6,  as  indicated  on  plans  filed  with 
this  application,  marked  “Received  May  1,  1946”,  on  condition 
that  the  building  itself  shall  not  be  extended  beyond  that 


shown  on  such  plans ;  that  there  shall  be  no  parking  space 
on  the  rear  portion  of  the  lot  within  the  residence  use  dis¬ 
trict  ;  that  along  the  interior  lot  lines  within  the  residence 
use  district  and  along  the  street  line  of  Kenilworth  place 
there  shall  be  erected  and  maintained  a  substantial  orna¬ 
mental  iron  fence  approximately  five  feet  in  height  with  no 
openings  therein  except  one  gate  not  over  3  feet  6  in.  in 
width  ;  that  the  entire  premises  within  the  residence  use  dis¬ 
trict  shall  be  maintained  landscaped ;  that  no  windows  shall 
be  erected  on  the  side  lot  lines;  that  the  building  shall  not  be 
increased  in  height  or  area  and  that  the  building  and  occu¬ 
pancy  shall  comply  in  all  other  respects  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  resolution;  that  plans  shall  be  sub¬ 
mitted  to  the  Board  for  approval  before  same  are  filed  with 
the  borough  superintendent. 


366-46-BZ 

APPLICANT — William  R.  Shirley,  of  Shirley  and  DeShaw, 
for  Ida  Agins  and  Louis  C.  Boas,  Executors  of 
Estate  of  Isaac  Boas,  owners  (Laundry  Mart,  Inc., 
lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry. 

PREMISES  AFFECTED — 196  Sutter  avenue,  southeast 
corner  of  Amboy  street  (Block  3540,  Lot  22), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  R.  Shirley  and  Leon  J. 
Shapiro. 

For  Opposition :  Charles  Fier,  Lillian  Weinberg, 
S.  J.  Inserele,  M.  Goell. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (366-46-BZ) 

Whereas,  Wm.  R.  Shirley,  for  Shirley  and  DeShaw, 
(Laundry  Mart,  Inc.,  lessee),  lessee;  Ida  Agins  and  Louis 
C  .  Boas,  Executors  of  Estate  of  Isaac  Boas,  owners,  filed 
May  14,  1946,  an  application  under  sections  7e  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district  a 
wet  wash  laundry;  premises:  196  Sutter  avenue,  southeast 
corner  Amboy  street,  (Block  3540,  Lot  22),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  July  2,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Sutter  avenue  is  in  a  business  use,  B 
area  and  Class  1 54  .height  district;  Amboy  street  is  in  resi- * 
dence  and  business  use,  B  area  and  Class  \]/2  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  17,  1946,  re  B.N.  App.  1167-45,  reads: 

“1.  Proposed  Laundry  located  in  a  Business  Use  Dis¬ 
trict  is  contrary  to  Zone  Resolution.  Article  2,  Section 
4a,  subdiv.  51.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  30  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  30  ft.  front  by  90  ft.  in  depth,  4  stories 
(42  feet)  in  height  of  Class  3  construction ;  that  it  is  pro¬ 
posed  to  permit  the  use  of  coin-operated  (washing)  machines 
(20)  for  a  period  of  five  years ;  that  the  machines  are 
automatic  and  individual  self-service,  under  the  supervision 
of  attendants ;  that  there  is  no  steam  or  power  plant  in  use ; 
and 
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Whereas,  the  applicant  contends  that  the  lessee  entered 
into  a  lease  for  1  year  commencing  Sept.  1,  1945  with  option 
of  renewals  for  a  period  of  five  years ;  that  the  store  was 
rented  for  the  proposed  use  of  washing  machines  and  for 
no  other  purpose;  that  the  lessee  has  no  right  to  assign  the 
lease  or  sublet  the  premises ;  that  the  premises  are  located 
in  a  business  use  district ;  that  at  the  time  of  the  execution 
of  the  lease  it  was  the  practice  of  the  Borough  Superin¬ 
tendents  to  issue  permits  for  stores  of  this  nature  in  business 
districts ;  that  a  subsequent  decision  by  the  Board  of  Stand¬ 
ards  and  Appeals  held  such  uses  were  prohibited  in  business 
districts ;  that  on  the  strength  of  the  practice  prevailing  when 
the  lease  was  executed,  the  lessee  has  paid  rent  at  the  rate 
of  $60  per  month  since  Sept.  1,  1945;  that  it  also  incurred 
considerable  expense  in  connection  with  filing  plans  and  con¬ 
tracted  for  alteration  and  installation  work  amounting  to 
$4,000;  that  the  lessee  is  also  subject  to  various  other  obliga¬ 
tions  under  the  lease ;  the  present  application  is  to  permit 
the  use  of  the  premises  for  the  purpose  of  using  coin- 
operated  automatic  washing  machines  for  a  period  of  five 
years,  in  which  time  the  lessee  hopes  to  at  least  amortize  its 
investment ;  that  the  Board  is  well  acquainted  with  the  char¬ 
acter  of  the  neighborhood ;  that  the  appearance  of  the  store 
in  question  will  be  much  superior  to  that  of  most  stores 
located  therein ;  that  it  will  be  similar  in  appearance  to  the 
Launderette  store  in  Parkchester  development ;  that  the 
manner  of  operation  of  business  will  be  as  follows :  twenty 
individual  automatic  self-service  Bendix  laundry  machines 
(as  approved  under  Cal.  136-46-SA)  will  be  installed;  they 
are  equipped  with  only  h.p.  motors,  the  same  machines 
are  used  in  private  homes  and  apartment  houses  and  are 
small,  being  only  20  inches  in  diameter  and  12  inches  in 
depth  and  will  wash  not  more  than  ten  lbs.  of  dry  clothes 
at  one  time ;  that  these  machines  are  not  noise-making  or 
obnoxious ;  that  no  trucks  or  wagons  will  deposit  or  remove 
bundles  of  clothes ;  that  each  housewife  brings  her  own ; 
that  in  business  districts,  lathes,  milling  machines,  electro¬ 
plating  machines  and  similar  apparatus  may  be  used  so  long 
as  they  do  not  create  odor,  dust,  smoke,  gas  or  noise;  that 
none  of  these  objections  prevail  in  the  use  of  the  automatic 
laundry  machines ;  that  the  character  of  the  neighborhood 
will  not  be  harmed  or  disturbed  by  the  use  of  the  premises 
proposed,  on  the  contrary,  the  store  will  constitute  a  sub¬ 
stantial  benefit  and  convenience  to  the  neighborhood,  as  it  is 
such  where  its  occupants  cannot  afford  to  employ  maids  or 
to  send  their  wash  to  steam,  wet  wash  or  hand  laundries ; 
and 

Whereas,  the  applicant  states  that  the  proposed  laundry 
is  to  be  installed  in  the  corner  store,  as  shown  on  plans  filed 
with  the  application,  approximately  18  feet  in  width  and  45 
feet  in  depth ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  use  as  proposed,  on  condi¬ 
tion  that  the  machines  installed  shall  be  of  the  type  approved 
by  the  Board  under  Cal.  136-46-SA,  and  complying  in  all 
respects  with  the  installation  requirements ;  that  a  plan  shall 
be  filed  with  the  Board  showing  the  arrangement  of  the 
machines,  aisle  space,  and  seating  space  for  approximately 
thirty  (30)  persons;  that  such  plans  shall  be  filed  within 
one  week  from  this  date  for  further  consideration  by  the 
Board  in  executive  session;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  and  all  permits  required  and 
all  work  completed  within  three  months  from  the  date  of 
this  resolution. 


MATERIAL  AND  APPLIANCE  SUBMITTED  FOR 

APPROVAL 

506-45-SM 

APPLICANT — Metal  Door  Associates,  owner. 


SUBJECT — Associates  $4  Hour  Double-Hang  Window, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946  at  10 
A.  M.  at  request  of  Engineer  of  Board. 


1205-39-SA 

APPLICANT — Gudmund  Sivertsen,  owner. 

SUBJECT — Bake-O-Heat  Oil  Burner,  additional  Auto¬ 
matic  Model,  Model  2  B.O.H.A. —  (reopened  April 
30,  1946  re  amendment  of  resolution). 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Resolution  amended  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests. 
THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (1205-39-SA) 

Whereas,  Gudmund  Sivertsen,  owner,  filed  on  October  2, 
1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the  Bake- 
O-Heat  Oil  Burner ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
October  17,  1939,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  April  9,  1946, 
to  include  approval  of  Model  BOH-A ;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  30,  1946  and  restored  to  the  calendar ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  7,  1946. 

Cal.  1205-39-SA. 

Subject:  Bake-O-Heat  Oil  Burner,  additional  Auto¬ 
matic  Model,  Model  2  B.O.H.A. — Approval 
of. 

The  Board  of  Standards  and  Appeals  on  October  17, 
1939,  under  the  above-calendar  number  approved  the 
Bake-O-Heat  Oil  Burner  and  on  April  9,  1946,  approved 
the  model  B.O.H.A.  and  on  April  30,  1946,  reopened 
the  application  for  consideration  of  the  additional  model 
Bake-O-Heat  Oil  Burner,  Automatic. 

Description 

This  model  is  a  fully  automatic  oil  burner  of  the 
mechanical  atomizing  type  intended  for  use  with  fuel 
oil  not  heavier  than  #3  U.  S.  Department  of  Commerce 
Standards.  In  operation  the  fuel  is  delivered  by  gravity 
or  by  a  power  operated  pump  mounted  on  the  burner 
to  a  wet  blower  which  mixes  the  oil  with  air  and  dis¬ 
charges  it  from  two  nozzles  into  the  combustion  cham¬ 
ber  where  it  is  ignited  by  gas  pilots.  The  amount  of 
fuel  oil  in  the  wet  blower  is  regulated  by  metering 
valves  located  in  the  delivery  line  on  the  inlet  side  of 
the  wet  blower.  The  wet  blower  may  have  one  or  two 
sets  of  impellers  for  delivering  the  air  and  oil  mixture 
to  the  one  or  two  nozzle  assemblies.  The  burner  with 
the  dual  wet  blowers  has  a  capacity  of  10  gallons  per 
hour  and  consists  of  a  motor  blower  unit,  nozzle-pilot 
unit,  fuel  unit  and  safety  combustion  control.  The 
fuel  unit  consists  of  a  Tuthill  or  Webster  strainer 
pump  pressure  regulating  valve. 

The  controls  consist  of  Protecto-Relay  R116,  Type 
P404  Pressuretrol,  L  170  Aquastat,  Til  Thermostat 
and  McDonald  Miller  #67  Low  water  cutoff. 

The  model  has  been  approved  by  the  Underwriters 
Laboratories  application  #41C152A  Misc.  Petroleum 
#1350. 
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Inspection  and  Test 

This  model  of  the  burner  was  inspected  and  tested  at 
22  Siegel  Street,  Brooklyn  on  May  3,  1946,  and  found 
to  function  as  designed.  The  controls  operated  to  shut 
down  the  burner  in  80  seconds,  pilot  lights  were  not 
extinguished  by  starting  puffs  or  back  drafts.  The  CO5 
content  of  the  flue  gases  was  10%  stack  temperature 
400°. 

Recommendation 

On  the  basis  of  this  inspection  and  test  the  Committee 
on  Tests  recommends  that  the  amendment  of  the  reso¬ 
lution  adopted  by  the  Board  October  17,  1939,  approv¬ 
ing  the  Bake-O-Heat  Oil  Burner,  Model  B.O.H.A.  for 
use  in  commercial  installations  in  New  York  City  for 
manual  operation  with  fuel  oil  not  heavier  than  #4,  be 
further  amended  to  include  approval  of  automatic  Model 
#2  B.O.H.A.  for  domestic  installation  with  fuel  oil  not 
heavier  than  # 3  U.  S.  Department  of  Commerce  stand¬ 
ard,  when  installed  in  accordance  with  this  report  and 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  provided  that  the  burner  bears  a  label  perma¬ 
nently  affixed,  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  Use  in  New  York  City  under 
Cal.  #1205-39-SA”  and  that  the  operator  of  the  burner 
of  this  type  shall  hold  a  certificate  of  fitness. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  17,  1939,  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests,  dated  June 
7,  1946. 


Adjourned:  2:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  2,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

500-44-A 

APPLICANT — John  C.  Wandell,  for  David  Smith  Steel 
Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  June  4,  1946 — re  Appeal 
from  a  decision  of  the  borough  superintendent ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 220-224  46th  street,  south  side, 
and  219-223  47th  street,  north  side,  150  ft.  east  of 
2nd  avenue  (Block  754,  Lot  14  and  part  of  Lot  68), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  John  C.  Wandell. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


THE  RESOLUTION  (500-44-A) 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  June  4,  1946,  based  on  a  new  decision  of  the  borough 
superintendent,  affecting  premises  220-224  46th  street,  south 
side,  150  ft.  east  of  2nd  avenue,  and  219-223  47th  street, 
north  side,  150  ft.  east  of  2nd  avenue  (Block  754,  Lot  14 
and  part  of  Lot  68),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  26,  1946,  on  amendment  to  N.B.  Application 
45-43,  reads : 

“3.  A  class  5  building  is  required  by  the  Building 
Code,  Section  4.2.1 — f  to  be  located  at  least  4  ft.  from 
all  lot  lines. 

4.  The  height  of  the  proposed  extension  exceeds  the 
height  limit  restriction  of  Sect.  4.2.1  of  the  Building 
Code. 

5.  The  original  building  was  approved  as  to  location 
from  lot  line  and  height  of  Class  5  construction  by  the 
Board  of  Standards  and  Appeals.  Any  extension  to 
the  original  building  must  be  referred  to  the  Board  for 
approval.” 

and 

Whereas,  the  applicant  states  that  it  is  now  proposed  to 
erect  a  one  story  extension  50  ft.  front  on  47th  street  with 
a  depth  of  100  ft.  2  in.  to  protect  from  the  weather  the 
existing  crane,  the  steel  building  materials  stored  on  the 
premises  and  the  loading  space  at  the  47th  street  entrance ; 
that  Building  #2,  located  on  the  west  of  the  proposed  ex¬ 
tension  is  one  story  high  and  will  be  of  the  same  construction 
as  this  proposed  extension  although  separated  from  it  by 
proper  walls  to  comply  with  the  area;  that  it  is  not  projiosed 
to  make  any  changes  in  the  roof  construction  or  the  char¬ 
acter  of  the  enclosure  but  to  continue  the  same  roof  con¬ 
struction,  enclosure  and  supports  from  the  present  roofs 
100  ft.  2  in.  to  the  building  line  on  47th  street  with  steel 
frame  work  covered  outside  with  corrugated  iron,  with 
windows  and  door  as  shown  on  plans  filed  with  this  appeal ; 
that  the  height  of  the  proposed  building  and  extension  will 
be  34  ft.  1  in.  at  center  of  46th  street  facade  and  31  ft.  11  in. 
on  47th  street  facade;  that  all  adjoining  buildings  are  non- 
fireproof  construction  and  extend  through  from  46th  to  47th 
streets;  that  the  owners  of  the  building  are  engaged  exclu¬ 
sively  in  dealing  in  steel  building  materials  ;  and 

Whereas,  the  applicant  states  that  the  proposed  extension 
would  be  protected  by  a  continuation  of  the  fire  wall  as  an 
enclosing  wall  on  the  north  and  that  the  adjoining  building 
on  the  south  has  a  brick  wall  on  the  lot  line. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  12,  1944  by  add¬ 
ing  thereto: 

“That  the  extension  of  building  no.  3  as  indicated  on 
plans  marked  ‘Received  May  23,  1946’,  six  sheets  and 
as  passed  upon  by  the  borough  superintendent  under 
N.  B.  Applic.  45-43,  decision  dated  April  26,  1946,  Ob¬ 
jections  3,  4  and  5,  may  be  permitted  provided  the 
building  does  not  exceed  the  height  or  area  as  indicated 
on  such  plans ;  that  the  existing  fire  wall  between  build¬ 
ings  2  and  3  facing  on  46th  street  shall  be  continued 
through  to  47th  street ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  and  under  the  same 
condition  as  to  continuance  of  the  variance  as  set  forth 
in  the  resolution  of  September  12,  1944,  that  is,  only  so 
long  as  the  building  is  used  for  the  storage  of  steel.” 


335-46-A 

APPLICANT — Max  Horn,  for  Isidor  Goldenberg,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2-11  to  2-17a  Beach  29th  street, 
west  side,  100  ft.  north  of  Seagirt  avenue  (Block 
287,  Lot  16),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  applicant :  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . ' .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (335-46-A) 

Whereas,  Max  Horn  for  Isidor  Goldenberg,  owner,  filed 
May  2,  1946  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent  affecting  premises  2-11  to  2-1 7a  Beach  29th  street, 
west  side,  100  ft.  north  of  Seagirt  avenue  (Block  287,  Lot 
16),  Edgemere,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  29,  1946  on  N.  B.  Applications  1293  to  1296-46 
inclusive  reads : 

“8.  The  erection  of  more  than  one  building,  and  their 
accessories,  on  one  lot  is  contrary  to  Art.  1,  paragraph 
v  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  fronting  80  ft.  on  Beach  29th  street  and  a  deptji 
of  95  ft.,  located  in  a  residence  use  D  area  class  1  height 
district,  on  which  it  is  proposed  to  erect  four  2  family 
dwellings,  each  1  story,  average  16  ft.  in  height,  29  ft.  6  in. 
by  35  ft.  3  in.  in  area,  of  class  3  construction ;  and 
Whereas,  the  applicant  contends  that  the  entire  premises 
will  be  retained  under  single  ownership  for  rental  purposes ; 
that  the  plot  is  7600  sq.  ft.  in  area;  that  the  aggregate  of 
all  buildings  will  be  4159.5  sq.  ft.  covering  54.7%  of  the  area 
of  the  plot ;  that  this  conforms  or  is  better  than  the  require¬ 
ments  for  a  D  area  district  including  proper  rear  yard  and 
side  yards;  that  the  objection  of  the  borough  superintendent 
gives  Art.  1,  paragraph  lv  as  the  basis  for  the  denial ;  that 
this  section  merely  defines  a  lot  and  states  that  it  is  a  parcel 
or  plot  of  ground  which  is  or  may  be  occupied  by  a  building 
and  accessory  buildings  including  the  open  spaces  required 
by  this  amendment ;  that,  however,  Art.  4,  Section  19e  defines 
a  building  as  an  aggregate  of  all  buildings  on  the  lot ;  that 
such  buildings  may  be  independent  or  attached  to  another 
building;  that  this  section  does  not  qualify  or  designate  the 
location  or  position  of  the  attached  buildings ;  that  in  view 
of  the  fact  that  the  proposed  buildings  will  conform  to  the 
requirements  of  the  zoning  resolution,  it  is  requested  that 
the  Board  permit  the  arrangement  shown  ;  and 

Whereas,  the  Board  deemed  that  there  is  no  basis  for  the 
interpretation  of  the  Zoning  Resolution  requested ;  and  that 
the  buildings  as  proposed  do  not  comply  with  the  require¬ 
ments  as  contended. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applications  1293  to  1296-46,  be  and  it  here¬ 
by  is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


426-46-A 

APPLICANT — Bechtold  Machine  Works,  lessee,  for  Zivie 
Bender,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1217  Intervale  avenue,  north 
side,  91.67  ft.  east  of  East  169th  street  (Block  2973, 
Lot  37),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  Bechtold. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (426-46-A) 

Whereas,  Bechtold  Machine  Works,  lessee,  for  Zivie 
Bender,  owner,  filed  June  6,  1946  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  1217  Inter¬ 
vale  avenue,  north  side,  91.67  ft.  east  of  East  169th  street 
(Block  2973,  Lot  37),  Borough  of  The  Bronx;  and 


Whereas,  the  decision  of  the  borough  superintendent 
dated  May  7,  1946  on  amendment  to  Alt.  Applic.  79-46 
reads : 

“16.  Provide  a  clear  passageway  as  second  means  of 
egress  from  rear  stairs  to  the  street  on  the  same  lot  as 
required  by  Section  270  of  the  State  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories,  30  ft.  in  height,  25  ft.  by  178  ft.  in  area,  at  1st 
floor,  25  ft.  by  105  ft.  in  area  at  2nd  floor,  of  class  3  con¬ 
struction,  erected  in  1910,  located  on  a  lot  25  ft.  by  184.84 
ft.  in  area,  in  a  business  use  B  area  class  1^4  height  dis¬ 
trict  and  used  and  occupied  since  March  1,  1946  as  follows: 
1st  floor — assembling  sheet  metal  cabinets — 14  persons;  2nd 
floor — assembling  sheet  metal  cabinets — 14  persons;  no 
change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  one  3  ft.  8  in.  wide  steel  stairs,  enclosed 
in  8"  masonry,  equipped  with  1  hour  self-closing  doors  and 
leading  direct  to  the  street  and  provided  with  a  ladder  and 
scuttle  to  roof,  and  one  counterbalanced  steel  stairs  from  2nd 
story  to  side  court  with  egress  through  passage  to  169th 
street  as  indicated  on  plans  filed  with  this  appeal ;  that 
window  and  door  openings  on  the  course  of  the  fire  escape 
are  fireproof  self-closing;  that  the  fire  escape  will  be  ex¬ 
tended  to  roof  by  ladder;  and 

Whereas,  the  applicant  contends  that  the  Board  is  re¬ 
quested  to  grant  a  variation  to  permit  the  second  means  of 
egress  with  passage  through  the  adjoining  property  to  the 
street  as  indicated  on  plans  filed  with  this  appeal ;  which 
will  lead  from  the  fire  escape  of  the  building  in  question 
through  the  court  and  fireproof  passage  of  building  located 
on  lot  43,  known  as  897  East  169th  street,  and  that  a  letter 
of  consent  from  the  owner  of  which  property  is  filed  with 
this  appeal;  that  since  the  purpose  of  section  270  of  the 
Labor  Law  is  to  insure  safe  dgress  it  is  respectfully  re¬ 
quested  that  the  Board  grant  this  appeal ;  and 

Whereas,  the  applicant  has  filed  with  this  appeal  a  con¬ 
sent  signed  by  the  president  of  Welker  Realty,  Inc.,  stating 
that  it  has  no  objection  to  an  opening  in  the  fence  between 
1217  Intervale  avenue  and  897  East  169th  street  to  be  used 
only  as  a  means  of  egress  in  case  of  emergency  by  fire. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  acting  on  Alt.  Applic.  79-46,  Objection  16,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  clear  passageway  available  at 
all  times  across  Lot  43,  as  indicated  on  plan  filed  with  this 
appeal  marked  “Received  June  6,  1946”,  shall  be  provided 
as  exit  for  first  and  second  stories  indicated  on  such  plan ; 
that  consent  to  use  such  passageway  for  emergency  exit 
purposes  shall  be  filed  with  the  borough  superintendent ; 
that  any  steps  necessary  to  adjust  the  grade  on  such  passage¬ 
way  shall  be  made  in  the  side  yard  of  this  Lot  37;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
the  building  shall  not  be  increased  in  height  or  area,  and 
granted  only  so  long  as  conditions  are  maintained  as 
proposed. 


428-46-A 

APPLICANT — Edgar  J.  Moeller,  for  Rogers  Peet  Co., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 479-485  5th  avenue,  5-7  East 
41st  street,  northeast  corner  and  14-16  East  42nd 
street  (basement  and  1st  floor)  ;  (Block  1276,  Lot 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edgar  J.  Moeller  and  Gustave 
Fischer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative  :  C  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (428-46-A) 

Whereas,  Edgar  J.  Moeller,  for  Rogers  Peet  Company, 
owner,  filed  June  7,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  479-485  5th  ave¬ 
nue,  5-7  East  41st  street,  northeast  corner  and  14-16  East 
42nd  street,  basement  and  1st  floor,  (Block  1276,  Lot  1), 
Borough  of  Manhattan;  and 
V  hf.reas,  the  decision  of  the  borough  superintendent, 
dated  June  3,  1946,  on  Alt.  Applic.  1053-46,  reads: 

“1.  Proposal  to  remove  existing  steel  and  wire  glass 
enclosure  and  doors  at  basement  floor  level  of  two  stairs 
from  basement  store  to  first  floor  store  is  not  permitted 
being  contrary  to  sec.  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  ten 
stories  and  penthouse,  132  feet  in  height,  73.3  feet  by  166 
feet,  irregular,  in  area,  Class  1  construction,  erected  in  1914, 
located  in  a  restricted  retail  use  B  area,  Class  1 J4  height 
district  and  used  and  occupied  since  1914  as  follows:  Sub¬ 
cellar,  engine  and  boilerroom,  14  persons;  basement,  store 
and  salesroom,  25  persons;  1st  floor,  same,  50  persons;  2nd 
floor,  same,  40  persons ;  3d  floor,  offices  and  salesroom,  80 
persons ;  4th  floor,  offices,  salesrooms,  photographic  labora- 
tory,  processing  safety  film,  85  persons,  12  at  manufacturing; 
5th  floor,  offices,  salesrooms,  multigraphing  letter-writing 
service,  50  persons,  8  at  manufacturing;  6th  floor,  offices, 
salesrooms,  optical  supplies  and  lenses,  50  persons,  15  at 
manufacturing;  7th  floor,  offices  and  salesrooms,  50  persons; 
8th  floor,  same,  50  persons;  9th  floor,  same,  155  persons; 
10th  floor,  salesroom  and  manufacturing  of  maps,  globes, 
etc.,  40  persons,  4  at  manufacturing;  penthouse,  busheling 
in  connection  with  the  Rogers  Peet  Co.’s  occupancy  of  lower 
portion  of  building,  75  persons  at  manufacturing;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  re¬ 
move  existing  unsightly  obstructive  basement  stairway  en¬ 
closures  ;  and 

Whereas,  the  applicant  contends  that  the  two  stairways 
in  question  are  accommodation  stairs  connecting  the  base¬ 
ment  and  first  floor  salesrooms  of  the  Rogers  Peet  Com¬ 
pany  ;  these  two  6  ft.  wide  stairs  are  supplementary  to  the 
required  exits  serving  the  building;  that  the  existing  enclo¬ 
sures  are  steel  and  wire  glass  partitions  and  doors ;  that  al¬ 
though  the  building  is  a  factory  building,  the  actual  occu¬ 
pancy  is  90%  non-manufacturing;  that  the  tofal  number  of 
employees  at  factory  work  throughout  the  building  is  only 
about  100  and  the  total  occupancy  of  the  building  is  far 
below  the  legally  permitted  occupancy;  that  the  entire  build¬ 
ing  is  equipped  with  a  100%  sprinkler  system  supplied  by 
two  pressure  tanks  on  the  roof,  each  with  7500  gallon  ca¬ 
pacity  and  with  automatic  fire  alarm  systems ;  that  there  are 
two  approved  standpipes,  cross-connected  in  the  basement 
to  Siamese  street  connection;  that  all  vertical  openings 
throughout  the  entire  building  to  stairs,  elevator  shafts,  pipe 
and  vent  ducts,  etc.,  are  enclosed  in  compliance  with  Section 
280  of  the  Labor  Law ;  that  it  is  therefore  requested  the 
Board  grant  a  modification  to  permit  approval  of  the  altera¬ 
tion  application  and  a  removal  of  the  stair  enclosures  and 
doors  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1053-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  not  more  than  two  unenclosed  stairways 
shall  be  permitted,  between  the  basement  (cellar)  and  first 
floor :  that  there  shall  be  no  unenclosed  openings  between 
the  first,  floor  and  second  floor;  that  no  factory  work  shall 
be  carried,  on  within  the  two  floors  involved  in  this 
appeal  during  the  proposed  occupancy;  that  the  sprinkler 
system  shall  be  maintained  as  proposed;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 


laws,  rules  and  regulations  applicable  thereto,  other  than  as 
modified  by  the  Board  under  Cal.  419-45-BZ,  and  Cal. 


467-46-A 

APPLICANT — Charles  M.  Spindler,  for  Benar  Holding 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  Ah  FECTED — 162-10  to  162-14  Tamaica  ave¬ 
nue,  south  side,  51  ft.  west  of  New  York  boulevard, 
92-14  to  92-20  New  York  boulevard  and  95-15 
Union  Hall  street  (Block  10102,  Lots  4,  6,  13,  15, 
72,  74  and  79),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


THE  RESOLUTION  (467-46-A) 

Whereas,  C  harles  M.  Spindler,  for  Benar  Holding 
Corporation,  owner,  filed  June  14,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  162-10  to 
162-14  Jamaica  avenue  south  side,  51  ft.  west  of  New  York 
boulevard,  92-14  to  92-20  New  York  boulevard  and  95-15 
Union  Hall  street  (Block  10102,  Lots  4,  6,  13,  15,  72,  74 
and  79),  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borought  superintendent 
dated  June  10,  1946,  on  Misc.  Applic.  4499-46,  reads: 

‘‘1.  Each  oil  burning  boiler  shall  be  connected  to  a 
separate  flue  in  a  legal  chimney,  etc.  Rule  12.1,  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  six  stories 
75  ft.  in  height;  108  ft.  by  295  ft.  in  area,  of  Class  3  con¬ 
struction  located  in  a  business  use  B  area,  Class  1 1/2  height 
district,  now  being  extended.  It  is  presently  being  used  and 
occupied  throughout  as  a  department  store  and  proposed  to 
be  used  and  occupied  throughout  as  a  department  store.  The 
building  will  be  equipped  with  a  two  source  sprinkler  sys¬ 
tem,  interior  fire  alarm  system  and  fire  drills  will  be  main¬ 
tained.  There  are  at  present  five  interior  3  ft.  8  in.  wide 
stairs  from  roof  to  street  of  fireproof  construction;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  in¬ 
stall  three  low  pressure  steel  boilers,  two  of  which  will  be 
250  H.F .  heating  boilers  and  one  will  be  50  H.P.  domestic 
hot  water  supply  boiler;  that  these  three  units  will  enter 
the  chimney  through  a  common  breeching  insulated  with 
magnesia  blocks.  Boilers  will  each  be  fired  with  approved 
rotary  type  oil  burners  connected  to  a  10,000  gallon  fuel  oil 
tank.  The  entire  installation  will  comply  with  all  provisions 
of  the  Od  Burner  Rules  except  as  to 'separate  chimneys- 
that  boiler  room  will  be  located  in  a  fireproof  addition  now 
under  construction;  that  the  chimney  as  designed  will  be  of 
sufficient  height  and  area  to  adequately  accommodate  the 
three  boilers.  The  chimney  will  consist  of  steel  stack  sur¬ 
rounded  by  brick  wall  constructed  in  accordance  with  the 
requirements  of  the  Building  Code;  that  an  individual  auto¬ 
matic  damper  will  be  provided  for  each  boiler;  that  a  com¬ 
petent  engineer  will  be  in  charge  of  the  boiler  during  all 
operating  hours ;  that  the  chimney  will  be  of  ample  size  to 
insure  efficient  operation  of  boilers  and  all  precautions  will 
be  taken  in  the  installation  and  operation  of  the  boilers. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  4499-46,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  installation  shall  be  main¬ 
tained  substantially  as  proposed. 
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785-41-A 

APPLICANT — James  E.  McKillop,  for  Giovanna  Scicu- 
tella,  owner. 

SUBJECT — Appeal  reopened  March  23,  1943 — re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  withdrawn). 

PREMISES  AFFECTED — 130-132  Diamond  street,  east 
side,  95  ft.  north  of  Norman  avenue  (Block  2625, 
Lot  40),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 

THE  RESOLUTION  (785-41-A) 

Whereas,  James  E.  McKillop,  for  Giovanni  Scicutella, 
owner  filed  on  September  15,  1941,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises  130- 
132  Diamond  street,  east  side,  95  ft.  north  of  Norman 
avenue  (Block  2625,  Lot  40),  Borough  of  Brooklyn;  and 
W h ereas ,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


646-45-A 

APPLICANT — Lama  and  Proskauer,  for  Jabern  Realty 
Corporation,  owner ;  Creations,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 550  Broadway,  east  side,  99  ft. 
9)4  in.  south  of  Prince  street,  5th  floor,  (Block  497, 
Lot  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (646-45-A) 

Whereas,  Lama  and  Proskauer,  for  Jabern  Realty  Corp., 
owner,  filed  on  October  3,  1945,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  550  Broad¬ 
way,  east  side,  99  ft.  9)4  in.  south  of  Prince  street,  5th  floor, 
(Block  497,  Lot  11),  Borough  of  Manhattan;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


740-45-A 

APPLICANT — S.  Brody,  for  Palco  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner. 

PREMISES  AFFECTED— 35  Great  Jones  street,  south 
side,  150  ft.  east  of  Lafayette  street  (ground  floor)  ; 
(Block  530,  Lot  24),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (740-45-A) 

Whereas,  S.  Brody,  for  Palco  Realty  Corp.,  owner,  filed 

on  November  20,  1945,  an  appeal  from  an  order  of  the  fire 


commissioner,  affecting  premises  35  Great  Jones  street,  south 
side,  150  ft.  east  of  Lafayette  street  (ground  floor)  ;  (Block 
530,  Lot  24),  Borough  of  Manhattan;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


54-46-A 

APPLICANT — Hanscom  Baking  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 35-10  36th  avenue,  southeast 
corner  of  36th  street  (Block  635,  Lot  33),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (54-46-A) 

Whereas,  Hanscom  Baking  Corp.,  owner,  filed  an  Janu¬ 
ary  4,  1946,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  35-10  36th  avenue,  southeast 
corner  of  36th  street  (Block  635,  Lot  33),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 

635-41-A 

APPLICANT — Abe  Nichols,  lessee,  for  Henrietta  Grum, 
owner. 

SLIBJECT — Application  reopened  May  29,  1945 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintend¬ 
ent  (previously  withdrawn  re  appeals  from  an 
order  of  the  fire  commissioner  and  a  decision  of  the 
borough  superintendent). 

PREMISES  AFFECTED— 398-408  Riverdale  avenue, 
southwest  corner  of  Junius  street  (Block  3831,  Lot 
25),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


242-45-A 

APPLICANT — Henry  C.  Brucker,  for  Elsie  T.  Fischer, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 114-06  84th  avenue,  south 
side,  81  ft.  east  of  Babbage- street  (Block  9214,  Lot 
19),  Richmond  Hill,  Borough  of  Queens,  (Under 
section  35,  General  City  Law  re  bed  of  mapped 
street — Babbage  Street). 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


505-45-A 

APPLICANT — Max  Horn,  for  Tillie  B.  Stein,  owner 
(Harry  Wolsky,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 131-31  Merrick  boulevard, 
northwest  corner  of  179th  place  (front  and  rear 
buildings)  ;  (Block  12696,  Lot  26),  Sprinfield,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


540-45-A 

APPLICANT — The  Presbyterian  Hospital  in  the  City  of 
New  York,  for  The  Presbyterian  Hospital  and 
Columbia  University,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 180  Fort  Washington  avenue, 
east  side,  148  ft.  north  of  West  165th  street  and 
620-622  West  168th  street  (Block  2138,  Lots  8  and 
40),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Nicholas  S.  Massass. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


683-45-A 

APPLICANT — Herman  Kron,  for  49-51  Lexington  Avenue, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 49-55  Lextington  avenue,  east 
side,  39.6  ft.  south  of  East  25th  street  (3rd  to  6th 
floors)  ;  -(Block  880,  Lot  66),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


APPEARANCES— 

For  Applicant :  Albert  Rosenberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  o 


199-46-A 

APPLICANT— Irving  P.  Marks,  for  Irving  Siskind,  owner. 
SUBJECT — Application  reopened  June  4,  1946 — re  Appeal 
from  a  decision  of  the  borough  superintendent ;  pre¬ 
viously  withdrawn. 

PREMISES  AFFECTED — 516  3rd  avenue,  west  side,  75 
ft.  south  of  East  35th  street  (2nd  floor)  ;  (Block- 
890,  Lot  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Irving  P.  Marks  and  Irving  Sis¬ 
kind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946,  at  2 
P.  M.  for  inspection  by  Board  and  decision  without 
further  argument. 


215-46-A 

APPLICANT — F.  W.  Voges,  for  The  Voges  Manufactur¬ 
ing  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 103-22  99th  street,  west  side, 
100  ft.  south  of  103rd  avenue  (2nd  floor)  ;  (Block 
9121,  Lots  11,  15  and  16),  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  H.  E.  Pemberton. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


248-46-A 

APPLICANT — Williams  and  Williams  Products  Corp., 
lessee,  for  Williams  and  Williams  Building  Corp., 
‘owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 326-328  East  44th  street,  south 
side,  225  ft.  West  of  1st  avenue  (2nd  floor)  ;  (Block- 
1336,  Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edward  Francis  O’Brien. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946,  at  2 
P.M.  for  inspection  by  Board  and  decision  without 
further  argument. 


79-46-A 

APPLICANT — Isabella  Sellitti,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — Northwest  corner  of  Rockawav 
boulevard  and  143rd  street  (Block  12039,  Lots  51- 
55),  Ozone  Park,  Borough  of  Queens,  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street — 
143rd  street). 


305-46-A 

APPLICANT — Dorfman  Bag  Co.,  lessee,  for  C.  Dorfman, 
owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 260-268  Gold  street,  northwest 
corner  of  Tillary  street  (ground  floor)  ;  (Block  121, 
Lot  44),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Jacob  W.  Sherman. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


353-46-A 

APPLICANT — Harry  Schoen,  for  Eugene  Schoen  and 
Sons,  owner  (Esther  Dorothy,  Inc.,  lessees). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 68  East  56th  street,  south  side, 
174.28  ft.  west  of  Park  avenue  (Block  1291,  Lot 
44),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Schoen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1946,  at  2 
P.M.  for  inspection  by  Board  and  decision  without 
further  argument. 


390-46-A 

APPLICANT — Milton  Barkin,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 92-24  to  92-30  Queens  boule¬ 
vard  and  89-12  to  89-22  Eliot  avenue,  southeast  cor¬ 
ner  (Block  3075,  part  of  Lot  6),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Manuel  Tannen  and  Charles  Green¬ 
berg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1946,  at  2 
P.M.  for  further  consideration  and  to  obtain  a  new 
decision  from  the  Borough  Superintendent. 


ZONING  APPLICATIONS 

144-19-BZ 

APPLICANT — Lama  and  Proskauer,  for  Guiseppi  Cilento, 
owner;  (Deluxe  Venetian  Blind  Corporation,  les¬ 
see). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  grantecf  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  residence  use  and  C  area  district,  the 
erection  of  an  extension  (into  part  of  the  rear  yard 
required  in  a  C  area  district)  to  an  existing  build¬ 
ing,  and  also  the  alteration  and  conversion  of  occu¬ 
pancy  for  a  term  of  2  years  of  a  garage  for  more 
than  five  motor  vehicles  (previously  granted  by 
Board)  to  a  factory  for  manufacturing  Venetian 
blinds. 

PREMISES  AFFECTED— 23-69  to  23-71  38th  street 
(Ninth  avenue)  east  side,  162  ft.  north  of  Triboro 
Bridge  Plaza  (Astoria  boulevard,  north)  (Block 
803,  Lot  13),  Long  Island  Citv,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


THE  RESOLUTION  (144-19-BZ) 

Whereas,  this  application,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  public  garage, 
affecting  premises  690-692  Ninth  avenue,  Astoria,  Borough 
of  Queens,  was  granted  by  the  Board  on  April  1,  1919;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  to  permit  under  section  7e  of  the  zoning  resolu¬ 
tion,  for  a  term  of  two  years,  the  conversion  of  occupancy 
from  a  garage  for  more  than  five  motor  vehicles,  to  a 
factory  for  the  manufacture  of  Venetian  blinds,  affecting 
premises  23-69  to  23-71  38th  street  (Ninth  avenue),  east 
side,  162  ft.  north  of  Triboro  Bridge  Plaza  (Astoria 
boulevard  north)  ;  (Block  803,  Lot  13),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  resolution  was  amended  on  May  9,  1944 
and  the  time  to  obtain  permits  and  complete  the  work  ex¬ 
tended  on  July  25,  1944';  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  9,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“*  *  *  granted  under  section  7e  thereof  for  a  term 
of  five  (5)  years  from  the  date  of  this  amended  resolu¬ 
tion  ;  that  other  than  as  amended  herein,  the  resolution 
adopted  by  the  Board  May  9,  1944,  shall  be  complied 
with  in  all  respects  and  that  a  certificate  of  occupancy 
shall  be  obtained  (Alt.  168-44).” 


50-41-BZ 

APPLICANT — John  C.  Wandell,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  and  Salvatore  Scala, 
lessee  of  Lot  3b) . 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  residence  use  and 
partly  in  business  use  districts,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 310-320  South  street  and  291  - 
295  President  street,  northwest  corner  (Block  435, 
Lot  36  and  part  of  31),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  C.  Wandell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (50-41-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  business  building  (public  market) 
having  entrance  and  show  windows  more  than  twenty-five 
ft.  from  the  business  corner,  affecting  premises  292-293 
President  street,  north  side,  50  ft.  west  of  Smith  (Block 
435,  Lot  38),  Borough  of  Brooklyn,  was  denied  by  the 
Board  on  July  22,  1941 ;  and 

Whereas,  the  applicant  requested  a  reopening  and  resto¬ 
ration  to  the  calendar,  based  on  a  new  proposal,  under 
section  7h  of  the  zoning  resolution,  to  permit  partly  in  a 
residence  use  district  and  partly  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  310-320  Smith 
street  and  291-295  President  street,  northwest  corner  (Block 
435,  Lot  36  and  part  of  Lot  31),  Borough  of  Brooklyn; 
and 
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Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  11,  1944  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  on  May  1,  1945,  the  Board  granted  this  appli¬ 
cation  under  section  7h  of  the  zoning  resolution,  on  certain 
conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  18,  1945,  and  the  applicant  re¬ 
quested  a  further  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  1,  1945,  only  so 
far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“*  *  *  that  in  view  of  statement  by  applicant  that 
all  permits  have  been  obtained,  that  all  work  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution.” 


841-41-BZ 

APPLICANT — Max  Horn,  for  Belle  Goldstein,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  then 
five  motor  vehicles. 

PREMISES  AFFECTED — 33-03  Sprayview  avenue,  south¬ 
west  corner  of  Beach  33rd  street  (Block  305,  Lot 
6),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (841-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  affecting  premises  33-03  Sprayview  avenue, 
southwest  corner  of  Beach  33rd  street  (Block  305,  Lot  6), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  May  26,  1942,  on  certain  conditions,  time  extended  on 
September  9,  1942  and  May  25,  1943  ;  and 
Whereas,  the  permit  was  extended  on  June  13,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolz’ed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  26,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  plot  with  a  frontage  of  100  ft.  on  Spray¬ 
view  avenue  and  a  depth  of  120  ft.  on  Beach  33rd  street 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  *  *  *  and  that 
other  than  as  herein  amended  the  conditions  of  the  reso¬ 
lution  of  May  26,  1942,  shall  be  complied  with,  and  that 
a  certificate  of  occupancy  shall  be  obtained  (Misc. 
Applic.  7035-41).” 


1022-41-BZ 

APPLICANT — Max  Horn,  for  Dorothy  Jacobs  and  Hor- 
tense  Margolis,  owners. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted 
under  section  7h  of  the  zoning  resolution,  permit¬ 
ting  in  a  residence  use  district  for  a  term  of  tw'o 
years,  on  the  same  premises  with  a  multiple  dwelling, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 124-128  Beach  63rd  street,  east 
side,  355  ft.  south  of  Larkin  avenue  (Block  355,  Lot 
24  and  part  of  Lot  19),  Arverne,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition  :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (1022-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  on  the  same  premises  with  a  multiple  dwelling, 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  124-128  Beach  63rd  street,  east  side,  355 
ft.  south  of  Larkin  avenue  (Block  355,  Lot  24  and  part  of 
Lot  19),  Arverne,  Borough  of  Queens,  was  granted  by  the 
Board  on  June  16,  1942,  on  certain  conditions  and  time  to 
obtain  permits  and  complete  the  work,  was  extended  on 
September  9,  1942 ;  and 

Whereas,  the  permit  was  extended  on  July  5,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  16,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  as  proposed,  consisting  of  the 
southerly  portion  of  Lot  24,  with  a  frontage  of  15  feet, 
and  the  northerly  portion  of  Lot  19  adjoining,  with  a 
frontage  of  50  feet,  making  a  total  of  65  feet,  to  be 
used  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  condition  *  *  *  and  that  other  than 
as  herein  amended  the  conditions  of  the  resolution  of 
June  16,  1942,  shall  be  complied  with,  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained  (Misc.  Applic. 
11061-41)”. 


1032-41-BZ 

APPLICANT — Max  Horn,  for  Jacob  Liebowitz,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  and  the  maintenance  of  a  one-car 
(non-accessory)  garage. 

PREMISES  AFFECTED— 175  Beach  72nd  street,  west 
side,  259  ft.  south  of  Rockaway  Beach  boulevard 
(Block  608,  Lot  69),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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MINUTES 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative:  .  0 

THE  RESOLUTION  (1G32-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  and  the  maintenance  of  a  one-car  (non¬ 
accessory)  garage,  affecting  premises  175  Beach  72nd  street, 
west  side,  259  ft.  south  of  Rockaway  Beach  boulevard 
(Block  608,  Lot  69),  Arverne,  Borough  of  Queens,  was 
granted  by  the  Board  on  June  16,  1942,  on  certain  conditions 
and  time  to  obtain  permits  and  complete  the  work,  was 
extended  on  September  14,  1943 ;  and 
Whereas,  the  permit  was  extended  on  July  5,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  16,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution ;  and 
that  other  than  as  amended  herein,  the  resolution  adopted 
by  the  Board  June  16,  1942,  shall  be  complied  with  in 
all  respects ;  and  that  a  certificate  of  occupancy  shall  be 
obtained  (Misc.  Applic.  11063-41).” 


210-45-BZ 

APPLICANT — Joel  D.  Marder,  for  The  Fifth  Avenue 
Bank  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  permitting  in  retail  and  re¬ 
stricted  retail  use,  B  area,  district,  the  erection  of  an 
extension  to  a  bank  building  occupying  more  than 
65%  of  the  lot  area. 

PREMISES  AFFECTED — 1-5  West  44th  street,  north  side, 
100  ft.  west  of  Fifth  avenue  (Block  1260,  Lot  34), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joel  D.  Marder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 


Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (210-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  retail  and  restricted  retail  use,  B 
area  district,  the  erection  of  an  extension  to  a  bank  building 
occupying  more  than  65%  of  the  lot  area ;  affecting  premises  : 
1-5  West  44th  street,  north  side,  100  ft.  west  of  Fifth  avenue, 
(Block  1260,  Lot  34),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  July  10,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  10,  1945,  only  so 
far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“*  *  *  that  all  permits  required  shall  be  obtained 

and  all  work  completed  within  one  year  from  the  date  of 
this  amended  resolution.” 


256-45-BZ 

APPLICANT — Samuel  J.  Resnick,  for  Angelo  Rodolico, 
Vincenzo  Bongiorno,  Sebastiano  Rodolico  and 
Guiseppe  Rodolic,  owners.  (Jack  Wollenberg, 
lessee). 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  time  to  complete  and  amendment  of 
resolution)  re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition 
under  section  7i  of  the  zoning  resolution,  permitting 
in  a  residence  and  local  retail  use  district,  the  inclu¬ 
sion  of  auto  repairs,  auto  painting,  fender  and  body 
repairs  in  an  existing  garage  for  more  than  five 
motor  vehicles,  for  a  temporary  term  of  five  years. 
PREMISES  AFFECTED — 1732-1740  Pacific  street,  south 
side,  75  ft.  west  of  Utica  avenue  (Block  1342,  Lot 
40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Raymond  R.  McGee. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time'  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (256-45-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  and  local  retail 
use  district,  the  inclusion  of  auto  repairs,  auto  painting, 
fender  and  body  repairs  in  an  existing  garage  for  more  than 
five  automobiles;  affecting  premises:  1732-1740  Pacific  street, 
south  side,  75  ft.  west  of  Utica  avenue  (Block  1342,  lot  40), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  No¬ 
vember  13,  1945,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  and  an  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  12,  1945,  by 
adding  thereto : 

“that  in  the  event  the  owner  desires  to  construct  a 
welding  room  and  to  reduce  the  size  of  the  spraying 
room,  as  indicated  on  revised  plans,  marked  ‘Received 
June  20,  1946’  and  as  passed  upon  by  the  borough  super¬ 
intendent  under  Alt.  Applic.  212-45,  objection  of  June 
6,  1946,  such  changes  may  be  made  provided  that  in  all 
other  respects  the  resolution  adopted  by  the  Board  No¬ 
vember  12,  1945,  shall  be  complied  with ;  that  all  permits 
required  and  all  work  involved  shall  be  completed  within 
three  (3)  months  from  the  date  of  this  amended  reso¬ 
lution.” 


766-41-BZ 

APPLICANT — James  E.  McKillop,  for  Giovanna  Scicu- 
tella,  owner. 

SUBJECT — Application  reopened  March  23,  1943 — re  (deci¬ 
sion  of  the  borough  superintendent)  under  section  7c 
of  the  zoning  resolution,  to  permit  partly  in  resi¬ 
dence  and  partly  in  business  use,  C  area,  district  the 
change  of  occupancy  of  existing  public  stable-wagon 
shed,  3  car  garage  and  1  family  dwelling  to  5-car 
garage  for  commercial  cars  and  1  family  dwelling. 

PREMISES  AFFECTED — 130-132  Diamond  street,  east 
side,  95  ft.  north  of  Norman  avenue  (Block  2625, 
Lot  40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 
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MINUTES 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (766-41-BZ) 

Whereas,  James  E.  McKillop,  for  Giovanna  Scicutella, 
owner,  filed  September  4,  1941,  an  application  under  section 
21  of  the  building  zone  resolution,  to  permit  partly  in  a 
business  district  use  and  partly  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  of  the  1st  story 
of  an  existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles  and  gasoline  service  station;  premises  130- 
132  Diamond  street,  east  side,  95  ft.  north  of  Norman 
avenue  (Block  2625,  Lot  40),  Borough  of  Brooklyn;  and 
Whereas,  this  application  was  denied  hy  the  Board  on 
March  24,  1942,  and 

Whereas,  the  applicant  requested  reopening  and  restora¬ 
tion  to  the  calendar  on  a  new  proposal,  under  section  7g  of 
the  zoning  resolution  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  23,  1943  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  application,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


378-33-BZ 

APPLIC  ANT — George  G.  Goldberg,  for  Samuel  Verowilz, 
new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  for  change  of  occupancy  to 
factory — re  Application  (decision  of  the  commis¬ 
sioner  of  buildings)  previously  granted  on  condition 
under  section  21  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  the  alteration  and  change 
of  occupancy  of  an  existing  building  to  a  business 
use  (office  building). 

PREMISES  AFFECTED — 227  Pulaski  street  (225  dis¬ 
played),  north  side,  178  ft.  east  of  Throop  avenue 
(Block  1773,  Lot  72),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  G.  Goldberg  and  Herman 
Reiner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


160-46-BZ 

APPLICANT — Mardus,  Leizer  and  Ott,  for  Harry  Klcin- 
man,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar— re  Application  (decision  of 
the  borough  superintendent)  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  fireproof  building,  to  be  used 
as  a  skating  rink. 

PREMISES  AFFECTED — 2520  Hylan  boulevard,  south 
side,  125  ft.  west  of  New  Dorp  lane  (Block  3960, 
Lot  7),  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 

bor  Applicant:  Frederick  Mardus  and  Joseph  J. 
Ott. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


539-45-BZ 

APPLICANT — De  Forest  and  Elder,  for  the  Presbyterian 
Hospital  in  the  City  of  New  York;  Columbia  Uni¬ 
versity  in  the  City  of  New  York  and  Presbyterian 
Hospital  in  the  City  of  New  York,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  partly  in  residence  and  partly  in  business 
use,  B  area  districts,  the  extension  of  existing  hospi¬ 
tal  buildings. 

PREMISES  AFFECTED— 180  Ft.  Washington  avenue, 
east  side,  148  ft.  north  of  West  165th  street  and  620- 
622  West  168th  street  (Harkness  Pavilion)  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Nicholas  S.  Massass. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


Adjourned:  5:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT  CONTAMINATION 

OF  WATER  SUPPLY 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon  July  23,  1946  at  2  P.  M.,  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  Proposed  Amend¬ 
ments  to  Rules  Relative  to  Submerged  Inlets  and  Protec¬ 
tive  Methods  to  be  Applied  to  Prevent  Contamination  of 
Water  Supply : 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26- 1268.0, c, 4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  _  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breakei*  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0, d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 


Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  .breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables. 

Steam  tables  used  exclusively  for  the  warming  of  food 
stuffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  water  supply  piping. 

New  matter  is  indicated  in  italics. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  July  9, 
1946,  Affecting  Calendar  Numbers  1067-27-BZ,  872-28- 
BZ,  246-44-BZ,  64-46-BZ,  103-46-BZ,  191-46-BZ,  332- 
46-BZ,  392-46-BZ,  780-45-BZ,  284-46-BZ,  318-18-BZ, 
177-32-BZ,  181-38-BZ,  790-45-BZ,  792-45-BZ,  25-46-BZ, 
208-46-BZ,  312-46-BZ,  313-46-BZ,  329-46-BZ,  372-46-BZ, 
413-46-BZ,  737-45-A,  192-46-A,  437-46-A,  457-46-A,  458- 
46-A,  58-46-A,  333-46-A,  414-46-A,  199-39-SM,  342-39- 
SM,  258-40-SM,  506-45-SM,  681-45-SA,  749-45-SM, 
283-46-SM,  309-46-SA  and  323-46-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July  9, 
1946,  Affecting  Calendar  Numbers  55-46-A,  385-46-A, 
434-46-A,  435-46-A,  455-46-A,  460-46-A,  466-46-A,  478- 
46-A,  479-46-A,  481-46-A,  216-34-A,  639-45-A,  363-46-A, 
390-46-A,  382-43-A,  177-46-A,  351-46-A,  393-46-A,  436- 
46-A,  495-32-BZ,  46-33-BZ,  141-33-BZ,  152-37-BZ,  942- 
40-BZ,  834-41-BZ,  987-41-BZ,  1023-41-BZ,  1029-41-BZ, 
597-44-BZ,  284-45-BZ,  40-46-BZ,  392-21-BZ,  206-27-BZ, 
328-32-BZ,  480-38-BZ,  375-40-BZ,  1031-41-BZ,  302-44- 
BZ,  798-38-SM,  716-41-SM  and  717-41-SM. 

Proposed  Amendments  to  Rules  Relative  to  Submerged 
Inlets  and  Protective  Methods  to  be  Applied  to  Pre¬ 
vent  Contamination  of  Water  Supply. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

Nevi'  Cases  Filed  up  to  July  9,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

517-46-A — H.B.M. — 113  East  37th  street,  north  side,  189  ft. 
east  of  Park  avenue  (Block  893,  Lot  11),  Borough  of  Man¬ 
hattan,  Alt.  1413-46. 


518-46-BZ — H.B.M. — 13  East  55th  street,  north  side,  167 
ft.  west  of  Madison  avenue  (Block  1291,  Lot  10),  Borough 
of  Manhattan,  Alt.  75-46. 


519-46-A — H.B.Q. — 120-33  142nd  place,  east  side,  291.79  ft. 
south  of  120th  avenue  (Block  12037,  Lots  1  and  3),  South 
Ozone  Park,  Borough  of  Queens.  (Under  section  35,  Gen¬ 
eral  City  Law,  re  bed  of  mapped  street — 122nd  avenue), 
N.B.  5916-46. 


52Q-46-A — H.B.M. — 122-126  West  30th  street,  south  side, 
238  ft.  west  of  6th  avenue  (5th  floor)  ;  (Block  805,  Lot  75), 
Borough  of  Manhattan,  Amendment  to  Alt.  812-45. 


521-46-A — H.B.Q. — 87-37  Palermo  street  and  191-35  to  19b- 
51  Foothill  (Terrace)  avenue,  plot  partially  bounded  by 
Palermo  street,  Salerno  and  Dunton  avenues,  Clover  Hill 
drive  (Clover  road),  Catania  place  (Clover  street)  and 
Foothill  (Terrace)  avenue  (Block  10509,  Lots  52,  82,  87, 
130,  136,  148,  159  and  168),  Hollis,  Borough  of  Queens,  Alt. 
1829-46. 


522-46-A — H.B.Q. — 115-16  Dunkirk  street,  west  side,  400.32 
ft.  north  of  Newburg  street  and  80  ft.  south  of  Tioga  drive 
(Block  10315,  Lots  141-145,  151  and  156),  St.  Albans,  Bor¬ 
ough  of  Queens,  Misc.  6294-46. 


523-46-BZ — H.B.Bx.— 3155  Westchester  avenue,  west  side, 
265.6  ft.  south  of  Wilkinson  avenue  (Block  4235,  Lot  45), 
Borough  of  The  Bronx,  N.B.  472-46. 


524-46-A — H.B.Bx. — 3155  Westchester  avenue,  west  side, 
265.6  ft.  south  of  Wilkinson  avenue  (Block  4235,  Lot  45), 
Borough  of  The  Bronx,  N.B.  472-46. 


525-46-BZ — H.B.M. — 2303-2315  1st  avenue,  west  side,  101 
ft.  south  of  East  119th  street  (Block  1795,  Lot  26),  Borough 
of  Manhattan,  Alt.  1296-46. 


526-46-SM — Warren  Concrete  Block,  manufactured  by  War¬ 
ren  Contracting  Co.,  Material. 


527-46-BZ — H.B.B. — 169-189  East  98th  street,  east  side,  50 
ft.  north  of  Dumont  avenue  (Block  3549,  Lot  2),  Borough 
of  Brooklyn,  N.B.  887-46. 


528-46-A — H.B.B.- — 64-70  Neptune  avenue,  southwest  cor¬ 
ner  of  Brighton  1 1th  street  (Block  7516,  Lot  2371),  Borough 
of  Brooklyn,  N.B.  506-46. 


529-46-A — H.B.M. — 1317-1329  Broadway,  west  side,  from 
West  34th  to  West  35th  streets,  405-173  West  34th  street, 
441-459  7th  avenue  and  108-166  West  35th  street  (Block 
810,  Lot  1),  Borough  of  Manhattan,  Amendment  to  Alt. 
482-46. 


530-46-A — H.B.B.— 2956-2958  Brighton  5th  street,  west  side, 
120  ft.  and  140  ft.  north  of  Ocean  View  avenue  (Block  7284, 
Lot  472),  Borough  of  Brooklyn,  N.B.  1701-46  and  N.B. 
1702-46. 

Restored  to  Calendar. 

392-21-BZ — H.B.B. — 1210-1216  Myrtle  avenue  and  75-83 
Suydam  street,  southwest  corner  (Block  3205,  Lots  25  and 
26),  Borough  of  Brooklyn,  N.B.  911-46. 


382-43-A — H.B.B. — 150  Ocean  parkway,  west  side,  396  ft. 
south  of  Caton  avenue  (Block  5328,  Lot  30),  Borough  of 
Brooklyn,  Alt.  2523-46. 


S75-40-BZ — H.B.Q. — 144-12  Springfield  boulevard,  north¬ 
west  corner  of  North  Conduit  avenue  and  186-08  144th  street, 
southwest  corner  of  Springfield  boulevard  (Block  3816,  Lot 
76  and  part  of  Lot  63),  Springfield  Gardens,  Borough  of 
Queens,  N.B.  1468-40. 


302-44-BZ — H.B.R.- — 2286  Richmond  road,  south  side,  122 
ft.  east  of  Otis  avenue  (Block  3618,  Lots  7-34),  New  Dorp, 
Borough  of  Richmond,  Alt.  109-43. 


206-27-BZ— H.B.B.— 597-607  New  York  avenue  (601-607 
displayed)  and  397-401  Rutland  road  (397-403  displayed), 
northeast  corner  (Block  4802,  Lot  55),  Borough  of  Brook¬ 
lyn,  N.B.  1208-46. 


480-38-BZ— H.B.B. — 11-43  Snyder  avenue,  north  side,  150 
ft.  west  of  Bedford  avenue  (Block  5103,  Lot  91),  Borough 
of  Brooklyn,  Alt.  2147-46. 


328-32-BZ — H.B.Q. — 28-05  to  28-21  Bayside  lane,  162-07  to 
162-19  29th  avenue,  southeast  corner  and  28-10  to  28-20  163rd 
street  (Block  4890,  Lot  80),  Bayside,  Borough  of  Queens, 
N.B.  3040-46. 


1081-41-BZ — H.B.Q. — 102-43  to  102-55  Queens  boulevard, 
northeast  corner  of  68th  street  (Block  2137,  Lot  1),  Forest 
Hills,  Borough  of  Queens,  N.B.  5654-4L 


716-41-SM — Lapidolith  Liquid  (Concrete  Floor  Hardener), 
manufactured  by  L.  Sonneborn  Sons,  Inc.,  Material. 


717-46-SM — Lignophol  Penetrating  Finish  (Preservative, 
Sealer  and  Finish  for  Wood  Floors  and  Trim),  manufac¬ 
tured  by  L.  Sonneborn  Sons,  Inc.,  Material. 


798-38-SM — Murex  Vertex,  Murex  Genex  and  Murex 
Fillex  Welding  Electrodes,  manufactured  by  Metal  and 
Thermit  Corp.,  Material. 


814 


CALENDAR 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
Il.It.lt. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.II.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  II.B.K. — Department 
of  Housing  and  Buildings,  Richmond;  ll.It.ltx. — Department  of 
Housing  and  Buildings,  Bronx;  II. IJ. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . . . . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . . May 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

F'ire  Drill  Rules . .....June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

F'rame  Garages,  Ruling  for.  ......  .Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . ; . .  .June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . .-•••: . May 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Apr. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . . . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Dec. 


28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 

12,  1944— Vol.  29,  No.  36 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 
4,  1946— Vol.  31,  No.  23 

12,  1945— Vol.  30,  No.  24 

28,  1946— Vol.  31,  No.  22 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  31,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.x26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


JULY  16,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  16,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters; 

Zoning  Applications. 

172-46-BZ — Application,  February  19,  1946,  under  section 
21  of  the  zoning  resolution,  of  Abraham  Davis,  applicant, 
on  behalf  of  Gus  C.  Marino  and  146  Richmond  Avenue 
Corp.  owners  (Fisher  Beer  Co.,  lessee),  to  permit  in 
manufacturing  use,  C  area  district,  the  extension  of  pres¬ 
ent  building  to  cover  more  than  permitted  area;  premises 
16-18  Grove  avenue,  south  side,  100.52  ft.  west  of  Rich¬ 
mond  avenue  and  146-148  Richmond  avenue  (Block  1077, 
Lots  28-37),  Port  Richmond,  Borough  of  Richmond. 


612-45-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  Henry  J.  Pfistner,  owner,  reopened  Febru¬ 
ary  5,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles;  premises 
94-15  to  94-23  Northern  boulevard,  32-45  to  32-61  Junc¬ 
tion  boulevard,  northeast  corner  and  32-44  to  32-60  95th 
street,  northwest  corner  of  Northern  boulevard  (Block 
1424,  Lots  32  and  33),  Corona,  Borough  of  Queens. 

263-46-BZ — Application,  April  8,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Randolph  M.  Smith,  ap¬ 
plicant,  on  behalf  of  Olive  O.  Kalmus,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  erection  of  a  build¬ 
ing  to  be  used  as  a  store,  automobile  repair  shop,  garage 
for  more  than  five  (5)  motor  vehicles,  and  gasoline  service 
station ;  premises  65-01  to  65-05  Kissena  boulevard,  south¬ 
east  corner  of  65th  avenue  (Block  6742,  Lot  10),  Flush¬ 
ing,  Borough  of  Queens. 

135-46-BZ — -Application,  February  26,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Frank  M.  McCurdy,  owner,  to 
permit  in  a  business  use  district,  the  erection  of  a  new 
building  on  present  existing  gasoline  service  station  (vacant) 
and  proposed  parking  for  more  than  five  (5)  motor  vehicles, 
minor  repairs,  brake  testing  and  wheel  alignment;  premises 
3802-3812  Avenue  U  and  2201-2211  East  38th  street,  south¬ 
east  corner  (Block  8555,  Lot  38),  Borough  of  Brooklyn. 

401-31-BZ — Application  of  Sidney  L,  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium ;  premises  624-626  Atlantic  avenue,  and  95th 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

787-45-BZ — Application,  December  18,  1945,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Theodore  Hillenbrarid, 
owner,  to  permit  in  a  retail  use,  D  area  district,  the  exten¬ 
sion  of  existing  buildings,  using  more  than  the  area  per¬ 
mitted;  premises  63-17  Woodhaven  boulevard,  north  side, 
135.45  ft.  east  of  63rd  avenue  and  63-16  to  63-20  Fitchett 
street  (Block  3113,  Lot  8),  West  Forest  Hills,  Borough  of 
Queens. 

789-45-BZ — Application,  December  10,  1945,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Daniel  Battapaglia,  owner,  to  permit 
in  a  business,  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  and  auto  laundry;  prem¬ 
ises  56-02  to  56-20  Broadway,  and  34-01  to  34-05  56th  street, 
southeast  corner  (Block  1195,  Lots  44,  46,  50  and  52), 
Woodside,  Borough  of  Queens. 

322-46-BZ — Application,  May  2,  1946,  under  sections  7i 
and  21  of  the  zoning  resolutions,  of  Breitfeller  Motors, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  an  automobile  showroom,  acces¬ 
sories,  motor  vehicle  repair  shop  and  gasoline  service  sta¬ 
tion ;  premises  189-20  to  189-24  and  191-02  to  191-20  North¬ 
ern  boulevard,  southwest  corner  of  192nd  street  (Block 
5513,  Lots  27,  55  and  56),  Flushing,  Borough  of  Queens. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 
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246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

332-46-BZ — Application,  May  7,  1946,  under  section  7f 
and  21  of  the  zoning  resolution,  of  Kenneth  W.  Milnes, 
applicant,  on  behalf  of  Harry  j.  and  Gilbert  S.  Brown, 
owners,  to  permit  in  business  use  district,  the  installation 
of  a  1500  gallon  gasoline  storage  tank  and  discharge  pump; 
premises  142  Mansion  avenue,  southeast  corner  of  McKee 
avenue  (Block  5202,  Lot  5),  Great  Kills,  Borough  of 
Richmond. 

1063-27-BZ — Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Nepralc  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
by  the  Board)  increasing  the  area  of  station;  premises 
133-44  150th  street,  and  149-12  North  Conduit  avenue, 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  56), 
South  Jamaica,  Borough  of  Queens. 

373-46-BZ — Application,  May  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Morris  Rothstein  and  Son,  ap¬ 
plicants,  on  behalf  of  Samaril  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  use,  C  area  district,  the  erection  of  a  busi¬ 
ness  building,  using  more  than  the  permitted  area;  premises 
160-13  to  160-23  Northern  boulevard,  and  35-90  to  35-98 
161st  street,  northwest  corner  (Block  5280,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens. 

344-46-BZ — Application,  May  10,  1946,  under  sections  7f 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Morris  Tobias,  owner,  to  permit 
in  a  business  use  district,  the  change  in  occupancy  from 
store,  showrooms  and  storage  to  manufacturing ;  premises 
166  Smith  street,  and  64-72  Wyckoff  street,  southwest  corner 
(Block  390,  Lot  40),  Borough  of  Brooklyn. 

346-46-BZ — Application,  May  10,  1946,  under  sections  7b, 
7c  and  21  of  the  zoning  resolution,  of  Ervin  Palmer,  ap¬ 
plicant,  on  behalf  of  Harry  Field,  owner,  to  permit  in  a  resi¬ 
dence  and  local  retail  use  district,  the  erection  of  a  building 
to  be  used  as  a  garage  for  more  than  five  (5)  motor  vehicles 
and  a  freight  terminal ;  premises  199-201  Avenue  C,  west 
side,  26  ft.  north  of  East  12th  street,  645  East  12th  street, 
and  646  East  13th  street  (Block  395,  Lots  29,  36,  37  and  39), 
Borough  of  Manhattan. 

364-46-BZ— Application,  May  17,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt,  ap¬ 
plicant,  on  behalf  of  Charles  and  Marie  Boerner,  owners, 
to  permit  in  a  retail  use,  D  area  district,  the  extension  of 
existing  building,  using  more  than  the  area  permitted,  without 
the  required  rear  yard;  premises  71-19  Austin  street,  north 
side,  55  ft.  west  of  71st  road  (Block  3256,  Lot  27),  Forest 
Hills,  Borough  of  Queens. 

448-46-BZ — Application,  June  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Irving  P.  Marks,  applicant,  on 
behalf  of  Edward  and  Arthur  Senft,  owners  (Railway 
Express  Agency,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  public  garage  for  more 
than  five  motor  vehicles  to  garage  for  more  than  five  (5) 
motor  vehicles,  office,  automobile  repair  shop,  and  freight 
terminal;  premises  2354-2372  East  19th  street,  west  side, 
100  ft.  north  of  Avenue  X  (Block  7403,  Lot  29),  Borough 
of  Brooklyn. 


472- 46-BZ — Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Esther  Gold,  owner  (Louis  Fried, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry ;  premises  327  Hopkinson  avenue,  southeast  corner 
of  St.  Marks  avenue  (Block  1460,  Lot  11),  Borough  of 
Brooklyn. 

492-27-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Halward  Realty  Corp.,  owner,  re¬ 
opened  January  15,  1946,  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  gasoline  station  (previously 
granted  by  the  Board),  to  gasoline  station,  sales,  office, 
lubritorium,  brake  testing,  wheel  aligning  and  extension  of 
existing  structure;  premises  1134-1144  East  New  York 
avenue,  and  2-12  East  98th  street,  southwest  corner  (Block 
4600,  Lot  7),  Borough  of  Brooklyn. 

452-46-BZ — Application,  June  19,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Estate  of  William  H.  Keating  (Felix 
Muldoon,  Executor),  owner  (Henry  Jacobson,  lessee),  to 
permit  in  a  business  use  district,  a  wet  wash  laundry; 
premises  3981-3989  White  Plains  road,  west  side,  50  ft. 
north  of  East  225th  street  (Block  4827,  Lot  5),  Borough  of 
The  Bronx. 

473- 46-BZ — Application,  June  25,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Joseph  Mattes,  owner  (Marvin  Barsky, 
lessee),  to  permit  in  a  local  retail  use  district,  a  wet  wash 
laundry ;  premises  381  Bleecker  street,  east  side,  25  ft.  south 
of  Perry  street  (Block  621,  Lot  40),  Borough  of  Manhattan. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 

437-46-A — 126  Norfolk  street,  west  side,  199  ft.  3%  in. 
south  of  Shore  boulevard  (Block  7517,  Lot  1311),  Borough 
of  Brooklyn. 

457- 46-A — 124  Norfolk  street,  west  side,  174.27  ft.  south 
of  Shore  boulevard  (Block  7517,  Lot  1310),  Borough  of 
Brooklyn. 

458- 46-A — 130  Norfolk  street,  west  side,  224  ft.  south  of 
Shore  boulevard  (Block  7517,  Lot  1312),  Borough  of 
Brooklyn. 

737-45-A — 1835  West  Farms  road,  west  side,  145.78  ft. 
south  of  East  176th  street  and  1830  Boone  avenue  (base¬ 
ment)  ;  (Block  3015,  Lots  76,  78  and  80),  Borough  of  The 
Bronx  (reopened  and  restored  to  calendar  June  lb,  1946; 
previously  dismissed  for  lack  of  prosecution). 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street 
and  15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block 
156,  Lot  1),  Borough  of  Brooklyn. 

804-45-A — 350  5th  avenue,  west  side,  from  West  33rd  to 
West  34th  streets  (1st  floor — Flower  Shop)  ;  (Block  835, 
Lots  19  to  28  and  41  to  54),  Borough  of  Manhattan. 

503-46-A — 321  East  15th  street,  and  2-3  Livingston  place, 
northeast  corner  (6th  floor)  ;  (131ock  922,  Lot  2),  Borough 
of  Manhattan. 

511-46-A — 538  Broadway,  east  side,  75  ft.  north  of  Spring 
street  (4th  floor);  (Block  497,  Lot  4),  Borough  of  Man¬ 
hattan. 
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535-46-A — -136  Norfolk  street,  west  side,  274.27  ft.  south  of 
Shore  boulevard  (Block  7517,  Lot  1314),  Borough  of 
Brooklyn. 

Appliance  and  Materials  for  Approval. 

204-46-SA — I  ron  Fireman  Oil  Burner,  Model  V. 

251-46-SM — Pittsburgh  Steeltex  Stucco  Reinforcing  Wire 
Mesh,  Types  38-14,  38-16,  P-216,  C-214,  C-216,  AA-1414  and 
AA-1616  and  Nails. 

390-38-SM — Truscon  “O-T”  Open  Truss  Steel  Joists. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  16,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  16,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

183-46-A — 76)4  Richmond  avenue,  west  side,  431  ft. 
south  of  Richmond  terrace  (Block  1073,  Lot  94),  Port 
Richmond,  Borough  of  Richmond. 

199-46-A — -516  3rd  avenue,  west  side,  75  ft.  south  of  East 
35th  street  (2nd  floor)  ;  (Block  890,  Lot  46),  Borough  of 
Manhattan  (reopened  June  4,  1946;  previously  withdrawn). 

248-46-A — -326-328  East  44th  street,  south  side,  225  ft. 
west  of  1st  avenue  (2nd  floor)  ;  (Block  1336,  Lot  36), 
Borough  of  Manhattan. 

353-46-A — 68  East  56th  street,  south  side,  174.28  ft.  west 
of  Park  avenue  (Block  1291,  Lot  44),  Borough  of  Man¬ 
hattan. 

386-46-A — 15-29  Bridgewater  street,  south  side,  142  ft. 
6  in.  west  of  Meeker  avenue  and  885-895  Meeker  avenue 
(Block  2664,  Lots  25,  26,  27,  29,  31,  45  and  46),  Borough 
of  Brooklyn. 

391-46-A — 236-238  West  40th  street,  south  side,  254  ft. 
4)4  in.  west  of  7th  avenue  (Block  789,  Lot  60),  Borough 
of  Manhattan. 

280-46-A — 43  West  56th  street,  north  side,  269  ft.  10)4 
in.  east  of  Avenue  of  The  Americas  (6th  avenue)  ;  (Block 
1272,  Lot  12),  Borough  of  Manhattan. 

352-46-A — 45-46  21st  street  and  11-55  46th  avenue,  south¬ 
west  corner  (basement  and  1st  floor)  ;  (Block  54,  Lot  1), 
Long  Island  City,  Borough  of  Queens. 

534-45-A — 205  Hewes  street,  north  side,  187  ft.  6  in.  east 
of  Lee  avenue  (Block. 2206,  Lot  55),  Borough  of  Brooklyn. 

177-46-A — 216  Marion  street,  south  side,  175  ft.  east  of 
Ralph  avenue  (Block  1518,  Lot  15),  Borough  of  Brook¬ 
lyn. 

393-46- A — 39  and  41  East  50th  street,  north  side,  111 
ft.  west  of  Park  avenue  (Block  1286,  Lots  31  and  31)4), 
Borough  of  Manhattan. 

351-46-A — 45-51  Lispenard  street,  north  side,  245  ft.  8)4 
in.  west  of  Broadway  (Block  210,  Lot  26),  Borough  of 
Manhattan. 

436-46-A — 79-25  Albion  street,  north  side,  142  ft.  east  of 
Queens  boulevard  (Block  1536,  Lot  101),  Elmhurst,  Borough 
of  Queens. 

506-46-A — 15  East  91st  street,  north  side,  55  ft.  west  of 
Madison  avenue  (Block  1503,  Lot  14),  Borough  of  Man¬ 
hattan. 


507-46-A — 230  Canal  Street  West,  and  220  East  138th  street, 
southeast  corner  (Block  2332,  Lots  81  and  93),  Borough  of 
The  Bronx. 

529-46-A — 1317-1329  Broadway,  west  side,  to  7th  avenue, 
between  West  34th  and  West  35th  streets,  105-173  West 
34th  street,  441-459  7th  avenue  and  108-166  West  35th  street 
(Block  810,  Lot  1),  Borough  of  Manhattan. 

520-46-A — 122-126  West  30th  street,  south  side,  238  ft.  west 
of  6th  avenue  (Block  805,  Lot  75),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  23,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke,  ap¬ 
plicant,  on  behalf  of  George  Campo,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
(bowling  alley)  to  use  more  than  the  permitted  area; 
premises  189-18  Linden  boulevard,  south  side,  50  ft.  west 
of  190th  street  (Block  12599,  Lot  8),  South  Jamaica, 
Borough  of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign ;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

450-46-BZ — Application,  June  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Jno-B.  Snook  Sons-Victor  C. 
Farrar,  applicants,  on  behalf  of  Edward  H.  and  Henry  A. 
Gerry,  owners,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  garage  for  eighteen  (18)  cars, 
storage  and  one  family  dwelling  to  offices ;  premises  41  East 
62nd  street,  north  side,  165  ft.  east  of  Madison  avenue  (Block 
1377,  Lot  27),  Borough  of  Manhattan. 

365-46-BZ — Application,  May  17,  1946,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt,  appli¬ 
cant,  on  behalf  of  Cord  Meyer  Development  Co.,  owner,  to 
permit  in  a  retail  use,  D  area  district,  the  extension  of  pres¬ 
ent  buildings,  using  more  than  area  permitted;  premises 
108-02  to  108-18  Queens  boulevard,  and  107-18  to  107-36  71st 
avenue,  southeast  corner  (Block  3256,  Lots  1  and  5),  Forest 
Hills,  Borough  of  Queens. 

416- 46-BZ — Application,  June  7,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Sunde  Realty 
Corp.,  owner  (A.  S.  Stahl,  lessee),  to  permit  in  a  business 
use  district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  years;  premises  171-173  Sumner 
avenue,  southeast  corner  of  DeKalb  avenue  (Block  1601, 
Lot  2),  Borough  of  Brooklyn. 

417- 46-BZ — Application,  June  7,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Henry  Palmutt, 
owner  (Carmelo  Chiarelli,  lessee),  to  permit  in  a  business 
use  district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  2137  2nd 
avenue,  and  254  East  110th  street,  southwest  corner  (Block 
1659,  Lot  28),  Borough  of  Manhattan. 

222-46-BZ — Application,  March  26,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  Farrell,  applicant, 
on  behalf  of  Harry  C.  Keane,  owner,  to  permit  in  a  resi- 
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dence  use  district,  the  change  in  occupancy  from  residence 
(two-family)  to  funeral  parlor  and  residence;  premises  260 
East  197th  street,  southeast  corner  of  Briggs  avenue  (Block 
3295,  Lot  29),  Borough  of  The  Bronx. 

474- 46-BZ — Application,  June  26,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Gussie  Altshuler,  owner  (Irving  Altshuler, 
lessee),  to  permit  in  a  business  use  district,  the  operation  and 
maintenance  of  a  wet  wash  laundry,  for  a  period  of  five 
(5)  years;  premises  850  St.  Johns  place,  south  side,  41  ft. 
8  in.  east  of  Nostrand  avenue  (Block  1255,  Lot  6),  Borough 
of  Brooklyn. 

475- 46-BZ — Application,  June  26,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Salvatore  Graffeo,  owner  (Bernard 
Ehilich,  lessee),  to  permit  in  a  business  use  district,  the  op¬ 
eration  and  maintenance  of  a  wet  wash  laundry,  for  a  period 
of  five  (5)  years;  premises  429  Wilson  avenue,  northeast 
corner  of  Madison  avenue  (Block  3370,  Lot  9),  Borough 
of  Brooklyn. 

433-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Park  Utica  Realty  Corp.,  owner,  reopened 
July  17,  1945,  under  sections  7c  and  2b  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use,  B  area  dis¬ 
trict,  the  extension  of  present  structure  for  business  pur¬ 
poses,  without  required  rear  yard;  premises  1135-1137  (1129 
displayed)  Eastern  parkway,  north  side,  80  ft.  east  of  Utica 
avenue  (Block  1391,  Lot  76),  Borough  of  Brooklyn. 

470- 46-BZ — Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Charles  J.  Moesinger,  owner  (Half 
Hour  Laundry,  Inc.,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  2038  2nd  avenue,  and  300  East  105th  street,  south¬ 
east  corner  (Block  1676,  Lot  49),  Borough  of  Manhattan. 

471- 46-BZ — Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  Pentecostal  Faith  Church,  Inc.,  owner 
(Thirty  Minute  Laundry  Co.,  Inc.,  lessee),  to  permit  in  a 
local  retail  district,  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  394  Lenox  avenue,  east  side,  39  ft.  south 
of  West  130th  street  (Block  1727,  part  of  Lot  69),  Borough 
of  Manhattan. 

425-46-BZ — Application,  June  12,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Arthur  Blum, 
owner  (Appliance  Operating  Co.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  operation  and  maintenance  of  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  40- 
04A  Bell  boulevard,  west  side,  154.22  ft.  north  of  Ahles 
road  (Block  6237,  Lot  29),  Bayside,  Borough  of  Queens. 

38C-46-BZ — Application,  May  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  George  A.  Krug  Bakery  Co.,  owner,  to  permit 
in  an  unrestricted  use,  D  area  district,  the  extension  of  ex¬ 
isting  building  to  occupy  more  than  the  permitted  area,  and 
without  the  required  rear  yard;  premises  138-34  to  138-56 
94th  avenue,  south  side,  60  ft.  east  of  138th  place,  and  138-39 
to  139-03  95th  avenue  (Block  9991,  Lot  4),  Jamaica,  Borough 
of  Queens. 

407-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Ben  Siegal,  owner,  reopened  April  9, 
1946,  under  section  7e  of  the  zoning  resolution,  to  permit  in 
a  residence  use  district,  the  erection  of  a  building  to  be  used 
as  a  restaurant,  for  a  term  of  years ;  premises  3857-3865  to 
3901-3909  Kings  Highway,  north  side,  100  ft.  east  of  Flat- 
bush  avenue  (Block  7819,  part  of  Lot  20),  Borough  of 
Brooklyn. 

279-46-BZ — Application,  April  18,  1946,  under  section  7g 
of  the  zoning  resolution,  of  Walter  Monroe  Cory,  applicant, 
on  behalf  of  Canada  Dry  Ginger  Ale,  Inc.,  owner,  to  permit 


in  an  unrestricted  use  district,  entrances  to  the  ground  floor 
used  as  a  loading  platform,  and  storage  space  for  twenty- 
two  (22)  motor  vehicles,  within  200  ft.  of  a  park  and  play¬ 
ground  ;  premises  637-641  West  54th  street,  northeast  corner 
of1  12th  avenue,  and  638-642  West  55th  street  (Block  1102, 
Lot  14),  Borough  of  Manhattan. 

508- 46-BZ — Application,  July  1,  1946,  under  sections  7e 

and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Benjamin  Gursky,  owner  (Bascom  Laun¬ 
derette  Corp.,  lessee),  to  permit  in  a  business  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  1290-1300  Fulton  street, 
south  side,  89  ft.  6  in.  east  of  Nostrand  avenue  (Block  1861, 
Lot  5),  Borough  of  Brooklyn. 

160-46-BZ — Application  of  Harry  Kleinman,  applicant 
and  owner,  reopened  and  restored  to  calendar  July  2,  1946, 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  erection  of  a  fireproof  building 
to  be  used  as  a  skating  rink ;  premises  2520  Hylan  Boule¬ 
vard,  south  side,  125  ft.  west  of  New  Dorp  lane  (Block 
3960,  Lot  7),  New  Dorp,  Borough  of  Richmond. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs  ;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

298-46-BZ — Application,  April  25,  1946,  under  sections 
7 f ,  7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  314-338  West  31st  Street  Corp., 
owner,  to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  322- 
326  West  31st  street,  south  side,  231  ft.  3  in.  west  of  8th 
avenue  (Block  754,  Lots  54,  55  and  56),  Borough  of  Man¬ 
hattan. 

500-46-BZ — Application,  June  21,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  James  Whitford,  appli¬ 
cant,  on  behalf  of  Fred  Winrock,  owner,  to  permit  in  a  resi¬ 
dence  and  business  1  use,  D  and  E  1  area  district,  the  erec¬ 
tion  of  a  business  building  (restaurant)  in  excess  of  area 
permitted  and  having  required  unoccupied  space  located  in 
the  residence  use  i>ortion  of  the  plot ;  premises  1791  Victory 
boulevard,  north  side,  98.02  ft.  west  of  Manor  road  (Block 
371,  part  of  Lot  4),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

509- 46-BZ — Application,  July  1,  1946,  under  section  7a  of 
the  zoning  resolution,  of  Harold  Herman,  applicant,  on  be¬ 
half  of  Primrose  Management  Corp.,  owner,  to  permit  in  a 
business  1  use,  B  area  district,  the  extension  in  height  of 
existing  garage  and  factory  building  (previously  granted  by 
the  Board)  by  addition  of  four  stories  and  without  part  of 
the  required  rear  yard;  premises  238-240  West  54th  street, 
south  side,  126  ft.  3)4  in-  west  of  Broadway  (Block  1025, 
Lot  51),  Borough  of  Manhattan. 

518-46-BZ — Application,  July  2,  1946,  under  section  21  of 
the  zoning  resolution,  of  Oscar  I.  Silverstone,  applicant,  on 
behalf  of  Alanfra  Realty  Corp.,  owner,  to  permit  in  a  re¬ 
stricted  retail  use,  B  area  district,  the  erection  of  an  exten¬ 
sion  to  the  front  of  existing  building,  occupying  more  than 
the  area  permitted  ;  premises  13  East  55th  street,  north  side, 
167  ft.  west  of  Madison  avenue  (Block  1291,  Lot  10),  Bor¬ 
ough  of  Manhattan. 

525-46-BZ — Application,  July  8,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Joseph  Lau,  applicant,  on  behalf  of 
Gaspare  Caleca,  owner,  to  permit  in  a  business  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  years;  premises  2303-2315  1st  avenue,  west  side,  101 
ft.  south  of  East  119th  street,  (Block  1795,  Lot  26),  Bor¬ 
ough  of  Manhattan. 
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378-33-BZ — Application  of  George  G.  Goldberg,  applicant, 
on  behalf  of  Samuel  Verwitz,  owner,  reopened  July  2,  1946, 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  dwelling 
to  factory  use  on  the  first  and  second  floors,  offices  3rd  floor 
and  storage  on  the  fourth  floor,  for  a  term  of  fifteen  (15) 
years;  premises  227  Pulaski  street  (225  displayed),  north 
side,  178  ft.  east  of  Throop  avenue  (Block  1773,  Lot  72), 
Borough  of  Brooklyn. 

777-45-BZ — Application,  December  13,  1945,  under  section 
7e  of  the  zoning  resolution,  of  Albert  Thompson,  applicant, 
on  behalf  of  Elsie  O’Connor,  owner  (John  Callahan,  lessee), 
to  permit  in  a  residence  use  district,  the  maintenance  of  a 
stable  (riding  academy  for  8  horses  for  hire)  ;  premises 
198-73  Foothill  terrace,  east  side,  98  ft.  north  of  Hillside 
avenue  (Block  10532,  Lots  128  and  131),  Queens  Village, 
Borough  of  Queens. 

394-46-BZ — Application,  May  31,  1946,  under  section  7b  of 

(the  zoning  resolution,  of  J.  Stott  Dawson,  applicant,  on 
behalf  of  Barbara  Karinska,  owner,  to  i>ermit  in  a  residence 
and  restricted  retail  use  district,  the  change  in  use  of  an 
existing  building  from  residence  to  residence  and  business 
use  (dress  designing  and  dressmaking)  ;  premises  17  East 
63rd  street,  north  side,  95  ft.  west  of  Madison  avenue 
(Block  1378,  Lot  13),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

411-46-A — 17  East  63rd  street,  north  side,  95  ft.  west  of 
Madison  avenue  (4th  floor)  ;  (Block  1378,  Lot  13),  Borough 
of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19tli  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

255-46-A — 1791  Victory  boulevard,  north  side,  98.02  ft. 
west  of  Manor  road  (1st  floor)  ;  (Block  371,  part  of  Lot  4), 
West  New  Brighton,  Borough  of  Richmond  (under  section 
35,  General  City  Law  re  proposed  widening — Victory  boule¬ 
vard)  . 

456-46-A — 26  Cortlandt  street,  25-29  Church  street,  north¬ 
east  corner  and  25  Dey  street  (Block  63,  Lot  6),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

Materials  and  Appliance  for  Approval. 

258-44-SM — Felt  Cote  (Asbestos  Protected  Metal  for  Roofs 
and  Siding) . 

488-45-SM — Diebold  Inc.,  Hollow  Metal  Doors,  Flush  Type, 
One  and  One-Half  Hour  Fire  Resistive. 

544-45-SM— Truscon  Hour  Test  Steel  Windows. 

545-45-SM — Truscon  %  Hour  Test  Intermediate  Steel  Case¬ 
ment  Windows — Approval  of  The  Truscon  Steel  Company 
of  Youngstown,  Ohio,  Subsidiary  of  Republic  Steel  Corpo¬ 
ration  of  Cleveland,  Ohio. 

11-46-SM — Albi-“R”  (fire  retardant  paint  for  wood,  insula¬ 
tion  board,  acoustical  insulation  board  and  other  combustible 
building  materials). 

203-46-SA — Wilson  type-SP  Chemical  Feeder  for  Water 
Treatment. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  July  23,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Rules. 

835-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply. 

Appeals  from  Administrative  Decisions. 

517-46-A — 113  East  37th  street,  north  side,  189  ft.  east  of 
Park  avenue  (Block  893,  Lot  11),  Borough  of  Manhattan. 

522-46-A — 115-16  Dunkirk  street,  west  side,  400.32  ft.  north 
of  Newburg  street  and  80  ft.  south  of  Tioga  drive  (Block 
10315,  Lots  141-145,  151  and  156),  St.  Albans,  Borough  of 
Queens. 

524-46- A — 3155  Westchester  avenue,  west  side,  265.6  ft. 
south  of  Wilkinson  avenue  (Block  4235,  Lot  45),  Borough 
of  The  Bronx. 

521-46-A — 87-37  Palermo  street  and  191-35  to  191-51  Foot¬ 
hill  avenue  (Terrace  avenue),  plot  partially  bounded  by 
Palermo  street,  Salerno  and  Dunton  avenues,  Clover  Hill 
drive  (Clover  road),  Catania  place  (Clover  street)  and 
Foothill  avenue  (Terrace  avenue)  ;  (Block  10509,  Lots  52, 
82,  87,  130,  136,  148,  159  and  168),  Hollis,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  September  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

392-46-BZ — Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  the  area  permitted ;  premises  106  West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue)  ;  (Block  997,  Lot  37),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  9,  1946 
Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gurnee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  Tuesday  afternoon,  June  18,  1946, 
were  approved  as  printed  in  Bulletin  No.  26,  Vol.  31. 


ZONING  APPLICATIONS 

1063-27-BZ 

APPLICANT — Colonial  Beacon  Oil  Co.,  for  Neprak  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  May  28,  1946,- — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  21a  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  the  demolition  of  old 
building  and  erection  and  maintenance  of  a  new 
gasoline  service  station  (previously  granted  by  the 
Board)  increasing  the  area  of  station. 

PREMISES  AFFECTED — 133-44-  150th  street,  and  149-12 
North  Conduit  avenue,  northwest  corner  (Block 
12116,  Lots  1,  5,  53  and  56),  South  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  H.  Ehrlich,  Joseph  Lynch, 
Alfred  Karpen,  William  Karpen  and  Ford 
Karpen. 

For  Opposition  :  Harold  Klorfein — Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  the  Board, 
and  for  further  consideration. 


872-28-BZ 

APPLICANT — Henry  Nordheim,  for  2311  Grand  Con¬ 
course  Corp.,  owner  (Manox  Theatre  Corp.  and 
Jacob  Rosenblum,  lessees). 

SUBJECT — Application  reopened  February  20,  1945 — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7e  and  21-  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign. 

PREMISES  AFFECTED — 2301-2313  Grand  Concourse  and 
163-169  East  183rd  street,  northwest  corner  (Block 
3164,  Lot  31),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheini. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1946  at  10 
A.  M.  at  request  of  applicant. 


246-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.,  and  Margreen  Realty  Co.,  Inc., 
owners  (Stapleton  Service  Laundry,  Inc.,  lessee). 

SUBJECT— Application  reopened  April  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  and  manufacturing  use  district, 
the  erection  of  a  one  story  extension  to  present  dry 
cleaning  building  (previously  granted  by  the  Board) 
to  be  used  as  dry  cleaning  department  and  finishing 
department. 

PREMISES  AFFECTED — 42-62  Greenleaf  avenue  and  141- 
157  Marion  street,  northwest  corner  (Block  236, 
Lots  66,  69  and  73),  Stapleton,  Borough  of  Rich¬ 
mond. 


APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  the  Board. 


64-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Katharina 
Pretsch,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  erection  of  a  gasoline  service  station,  office, 
lubritorium,  auto  laundry,  minor  repairs,  wheel 
aligning  and  brake  testing. 

PREMISES  AFFECTED— 109-64  to  109-72  Van  Wyck 
boulevard,  west  side,  120  ft.  north  of  111th  avenue 
(Block  11615,  Lot  40),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  A.  Lama,  Hugh  McLoughlin  and 
Otto  Pretsch. 

For  Opposition:  Murray  Hillman  and  Harold 
Klorfein,  Dept,  of  Parks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  24,  1946  at 
10  A.  M.  for  further  consideration. 


103-46-BZ 

APPLICANT — William  J.  Burke,  for  George  Campo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution 
to  permit  in  a  business  use,  D  area  district,  the  erec¬ 
tion  of  a  building  (bowling  alley)  to  use  more  than 
the  permitted  area. 

PREMISES  AFFECTED — 189-18  Linden  boulevard,  south 
side,  50  ft.  west  of  190th  street  (Block  12599,  Lot  8), 
South  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant  :  William  J.  Burke,  Alfred  A.  Lama 
and  John  F.  Fitzsimons. 

For  Opposition:  James  C.  Barry. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1946  at  10 
A.  M.  for  further  consideration. 


191-46-BZ 

APPLICANT— Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  D  area  dis¬ 
trict,  restaurant,  banquet  hall,  meeting  room  and 
two  families,  using  more  than  the  permitted  area. 

PREMISES  AFFECTED — 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  for  applicant  to  be  present. 
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332-46-BZ 

APPLICANT — Kenneth  W.  Milnes,  for  Harry  J.  and  Gil¬ 
bert  S.  Brown,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  in¬ 
stallation  of  a  15,000  gallon  gasoline  storage  tank 
and  discharge  pump. 

PREMISES  AFFECTED— 142  Mansion  avenue,  southeast 
corner  of  McKee  avenue  (Block  5202,  Lot  5),  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Kenneth  W.  Milnes  and  Harry  J. 
Brown. 

For  Opposition  :  A.  V.  Bell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  the  Board. 


392-46-BZ 

APPLICANT — Anastasios  Catsanos,  for  John  H.  Limpert, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution,- 
to  permit  in  a  retail  use,  B  area  district,  the  proposed 
extension  to  existing  building  using  more  than  the 
area  permitted. 

PREMISES  AFFECTED— 106  West  45th  street,  south  side, 
103  ft.  west  of  Avenue  of  The  Americas  (6th  ave¬ 
nue)  ;  (Block  997,  Lot  37),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Anastasios  Catsanos  and  Aristotle 

Souval. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1946 
at  10  A.  M.  pending  decision  by  Court  of  Appeals 
re  zoning  amendment. 


780-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Vito  Santoro, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
lo  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  stable  and  storage  of  wagons  to 
wholesale  beer  distributor,  office  and  storage  of  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 1818-1820  Bleecker  street,  east 
side,  155  ft.  north  of  Seneca  avenue  (Block  3435, 
Lots  21  and  22),  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:-  Alfred  A.  Lama. 

For  Opposition  :  J.  B.  Jermann. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Cfnirman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  .  0 


284-46-BZ 

APPLICANT— S.  J.  Kessler  and  Sons,  for  Cannon  Con¬ 
struction  Corp.,  and  Seventy  Chelsea  Corp.,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  B  area  district, 
the  erection  and  maintenance  of  a  gasoline  service 
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and  oil  selling  station,  and  repair  shop,  without  the 
required  rear  yard,  and  using  more  than  the  area 
permitted. 

PREMISES  Abb  EC  TED — 136-138  7th  avenue  and  202-204 
West  19th  street,  southwest  corner  (Block  7 68,  Lots 
35-42),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  S.  J.  Kessler. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  . . .  q 


318-18-BZ 

APPLICAN  1  — M.  W.  Del  Gaudio,  for  93-95  Charles  Street, 
Inc.,  owner  (M.  Marotta  and  Sons,  lessee). 
SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  and  a  local  retail  use  district, 
the  change  in  occupancy  from  public  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  Board),  to  sorting,  baling,  storage 
and  shipping  of  paper  stock. 

PREMISES  AFFECTED — 93-95  Charles  street,  north  side, 
70  ft.  west  of  Bleecker  street  (Block  621,  Lot  25), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  W.  Del  Gaudio  and  John  M. 
Deserio. 

For  Opposition:  Attelles  Stump,  C.  V.  Muir,  W. 
J.  Olvany,  J.  Hirsch,  Angelo  S.  Scherma,  J.  G. 
L.  Molloy,  Victor  Tarr,  Samuel  Marion,  Airs. 
G.  A.  Goebel,  Anne  E.  DuVal,  A.  F.  Skarboro, 
W.  C.  Hughes  and  H.  B.  Sumner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Alurdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (318-18-BZ) 

Whereas,  this  application  under  the  zoning  resolution, 
permitting  in  a  business  use  district  the  erection  of  a  public 
garage,  affecting  premises  93-95  Charles  street,  north  side, 
70  ft.  west  of  Bleecker  street  (Block  621,  Lot  25),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  April  23,  1918, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  residence  use  and  local  retail 
use  districts  the  change  in  occupancy  from  a  public  garage 
for  more  than  five  motor  vehicles  (previously  granted  by 
the  Board)  to  sorting,  baling,  storage  and  shipping  of  paper 
stock;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  Alay  28,  1946,  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Charles  street  is  in  a  residence,  business 
and  local  retail  use,  C  area  and  class  \V2  height  district: 
Bleecker  street  is  in  a  local  retail  use,  C  area  and  class  V/i 
height  district ;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  18,  1946  on  Alt.  Applic.  704-46  reads: 

“1.  Proposed  to  use  bldg,  for  sorting,  baling,  storage 
and  shipping  of  paper  stock  is  not  permitted  as  per  Sec. 
3  and  4-C  Article  II  Zoning  Resolution.  Bldg,  is  partly 
in  residence  and  local  retail  use  districts.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  38  ft.  8  in.  frontage  by  96  ft.  4  in.  in  depth,  on 
which  is  located  a  building  38  ft.  8  in.  front  by  96  ft.  4  in. 
in  depth,  1  story,  IS  ft.  10  in.  in  height,  of  class  3  construc¬ 
tion  ;  that  it  is  proposed  to  seal  all  gasoline  storage  tanks 
and  store  no  volatile  oils  on  the  premises ;  that  all  loading 
and  unloading  will  be  done  within  the  premises ;  and 

Whereas,  the  applicant  contends  that  M.  Marotta  &  Sons 
purchased  the  premises  in  question  for  their  business  and 
took  title  under  the  name  of  93-95  Charles  Street  Corpora¬ 
tion,  the  stock  of  which  is  entirely  owned  by  M.  Marotta 
and  his  family ;  that  the  property  was  purchased  under  the 
mistaken  impression  that  a  building  used  for  a  public  garage 
could  be  used  for  any  purpose;  that  the  building  heretofore 
had  been  used  as  a  public  garage  for  storage  of  more  than 
five  cars  under  variation  granted  bv  the  Board  for  the  erec¬ 
tion  of  a  garage  under  Cal.  318-18-BZ ;  that  no  alteration 
has  been  made  to  the  premises  and  none  will  be  made  except 
to  seal  up  any  gasoline  tanks  so  that  nc  volatile  oils  can  be 
stored  on  the  premises;  that  the  building  is  now  occupied  by 
M.  Marotta  &  Sons  for  their  business  and  it  is  intended 
that  all  loading  and  unloading  of  trucks  be  done  within  the 
premises ;  that  the  character  of  the  buildings  on  the  street 
between  Bleecker  and  Hudson  streets  is  such  as  to  preclude 
the  development  for  other  than  commercial  purposes  since 
there  are  two  brick  garages  on  the  south  side  of  Charles 
street,  a  brick  garage  immediately  to  the  west  which  ex¬ 
tends  through  to  Perry  street  and  a  gasoline  station  on  the 
corner  of  Hudson  and  Charles  streets;  that  in  1918  the  dis¬ 
trict  maps  showed  that  Charles  street  between  Bleecker  and 
Hudson  sheets  was  in  a  business  district  and  on  July  12, 
1945  the  district  was  changed  so  that  Charles  street  from 
Bleecker  street  to  a  line  100  ft.  west  therefrom  became  a 
local  retail  district;  Charles  Street  from  Hudson  street  to 
100  ft.  easterly  therefrom,  became  a  business  district  while 
Charles  street  from  a  line  100  ft.  east  of  Hudson  street  to 
a  line  100  ft.  west  of  Bleecker  street  became  a  residence  dis¬ 
trict  ;  that  on  Charles  street  within  the  residence  district 
there  exists  a  public  garage  on  the  south  side,  and  on  the 
north  side,  a  portion  of  the  building  in  question  and  a  public 
garage;  that  the  discontinuance  of  the  building  as  a  public 
garage  will  reduce  the  fire  hazard  in  the  building  and  the 
loading  and  unloading  to  be  done  within  the  building  will 
cause  less  traffic  congestion  in  Charles  street  than  if  the 
garage  were  retained ;  that  the  building  will  remain  1  story 
in  height  affording  light  and  ventilation  which  would  not  be 
so  if  a  conforming  building  raised  to  the  legally  permitted 
height  were  to  be  erected ;  that  it  would  be  a  practical  diffi¬ 
culty  and  unnecessary  hardship  for  the  owners  to  give  up 
the  business  in  this  building  since  it  is  a  source  of  livelihood 
for  the  family  and  re-establishing  elsewhere  is  difficult  be¬ 
cause  of  the  change  of  zoning  in  the  neighborhood ;  that  the 
restoration  of  the  building  to  garage  would  be  a  hardship 
since  the  size  of  the  building  precludes  a  garage  therein 
from  being  operated  economically  in  view  of  the  larger  and 
more  modern  garages  adjoining  and  on  the  opposite  side  of 
the  street;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7,  subdivision  c  of  the  zoning  resolution  and 
that  the  applicant  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  of  the  zon¬ 
ing  resolution  and  is  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


177-32-BZ 

APPLICANT-— J.  G.  L.  Molloy,  for  Rose  Cramer,  owner. 
SUBJECT — Application  reopened  March  12,  1946— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  office  and  lubritorium. 
PREMISES  AFFECTED— 156-166  West  End  avenue, 
northeast  corner  of  West  67th  street  (Block  1159, 
Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy  and  H.  F.  Greene. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (177-32-BZ) 

Whereas,  this  application  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  was  de¬ 
nied  by  the  Board  on  June  14,  1932;  and 

Whereas,  on  April  24,  1934  and  March  31,  1936,  the 
Board  denied  requests  to  reopen  the  application ;  and 

Whereas,  on  April  9,  1940  the  Board  reopened  the  appli¬ 
cation  subject  to  usual  procedure  on  a  new  proposal  under 
section  7h  of  the  zoning  resolution  to  permit  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles;  and 

Whereas,  on  December  31,  1940  the  Board  denied  the 
application ;  and 

Whereas,  J.  G.  L.  Molloy  for  Rose  Cramer,  owner,  filed 
February  15,  1946  an  application  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station,  office 
and  lubritorium,  affecting  premises  156-166  West  End  ave¬ 
nue,  northeast  corner  of  West  67th  street  (Block  1159,  lot  1), 
Borough  of  Manhattan;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  12,  1946,  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  under  Cal.  153-36-BZ  covering  block  front  on 
West  End  avenue  between  West  66th  and  West  67th  streets 
(Block  1158,  lots  1,  2,  3,  4,  61,  62,  63  and  64),  Borough  of 
Manhattan,  directly  opposite  property  now  under  considera¬ 
tion,  the  Board  granted  a  variance  for  a  gasoline  station  but 
required  existing  buildings  or  new  buildings  for  conforming 
use  in  no  way  connected  with  gasoline  station  should  occupy 
southeast  corner  or  adjoining  lots  (Block  1158,  lots  61  and 
62)  ;  and 

Whereas,  St.  Matthews  Roman  Catholic  Church,  217 
West  67th  street  (Block  1159,  lot  22)  located  between  same 
two  intersections  as  plot  in  question  does  not  have  a  school, 
but  there  is  public  playground  (Block  1159,  lot  18)  and  does 
not  come  under  section  21 A  as  it  is  only  approximately 
5,000  sq.  ft. ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  End  avenue  is  in  business  and 
unrestricted  use  B  and  A  area  and  class  2  height  districts ; 
West  67th  street  is  in  business  and  unrestricted  use  B  and 
A  area,  class  2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  15,  1946  on  N.  B.  Applic.  31-46  reads: 

“1.  Gasoline  Service  Station  is  not  permitted  in  a 
business  use  district.  Art.  II,  par.  4,  Section  46,  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100.8  ft.  frontage  by  125  ft.  in  depth,  on  which  it 
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is  proposed  to  erect  a  building  25  ft.  front  by  55  ft.  in 
depth,  1  story,  10  ft.  in  height,  of  class  3  construction ;  and 
Whereas,  the  applicant  contends  that  the  owner  purchased 
the  property  on  November  27,  1945  for  $86,350  of  which 
amount  $85,000  represented  tax  arrears ;  that  the  property- 
lias  been  vacant  for  many  years  and  has  not  produced  any 
incomes  for  a  long  period  of  time;  that  the  property  has 
been  on  the  market  for  sale  or  for  rent  to  a  prospective 
tenant  for  a  considerable  period  of  time  but  every  effort  to 
dispose  of  the  premises  for  a  conforming  use  has  been 
unsuccessful ;  that  no  interest  was  shown  other  than  for 
use  as  a  gasoline  service  station  or  allied  automotive  use; 
that  the  long  anticipated  residential  movement  southward 
from  70th  street  has  never  occurred  and  as  a  result  the  like¬ 
lihood  of  the  neighborhood  becoming  a  site  for  new  apart¬ 
ment  houses  is  extremely  problematical ;  consequently,  there 
is  not  sufficient  neighborhood  demand  for  the  retail  uses 
which  would  normally  be  required  to  serve  a  residential 
area;  that  the  area  100  ft.  west  of  West  End  avenue  from 
68th  street  south  and  south  of  66th  street  is  unrestricted; 
that  while  the  erection  of  a  gasoline  service  station  is  a  non- 
conforming  use,  it  is  a  use  in  close  harmony  with  the  general 
character  of  the  businesses  conducted  in  the  immediate 
vicinity;  that  the  erection  of  a  modern  well-lighted  gasoline 
station  will  not  depreciate  the  value  of  the  surrounding 
properties  but  will  actually  enhance  the  value  of  the  adjoin¬ 
ing  areas;  that  a  variation  is  sought  for  ten  years  to  permit 
the  owner  to  amortize  the  investment  necessary  for  the  erec¬ 
tion  of  a  gasoline  service  station,  to  permit  the  owner  to 
pay  back  the  interest,  taxes  and  carrying  charges  which 
have  accumulated  due  to  the  stagnation  of  the  area,  to  per¬ 
mit  the  owner  to  carry  the  property  until  such  time  as  it 
becomes  economically  feasible  to  develop  the  premises  with 
the  conforming  use  and  to  await  new  developments  in  the 
event  that  conditions  in  the  neighborhood  improve ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7f  thereof, 
for  a  term  of  ten  (10)  years  to  permit  the  premises  to  be 
occupied  as  proposed  as  a  gasoline  service  station  on  condi¬ 
tion  that  the  premises  shall  be  leveled  and  graded  to  the 
grade  of  surrounding  streets ;  that  the  accessory  building 
shall  be  located  toward  the  center  of  the  premises  as  indi¬ 
cated  on  revised  plan  marked  “Received  May  7,  1946”;  that 
there  shall  be  but  one  curb  cut  from  West  67th  street  toward 
West  End  avenue  and  two  to  West  End  avenue ;  that  there 
may  be  two  pump  islands  along  the  West  End  avenue  por¬ 
tion  of  the  premises;  that  there  shall  be  erected  a  brick- 
wall  along  West,  67th  street  from  the  easterly  end  to  the 
entrance;  that  such  wall  shall  not  be  less  than  6  ft.  in 
height  except  that  it  mav  be  reduced  in  the  last  10  ft.  to 
not  less  than  3  ft.  in  height  at  the  entrance  either  bv  sloping 
or  by  steps ;  that  the  balance  of  the  premises  shall  be  paved 
with  concrete,  colprovia  or  other  suitable  impervious  sur¬ 
facing  except  for  planting  areas  which  shall  be  maintained 
from  the  westerlv  end  of  the  proposed  accessory  building  to 
the  easterly  lot  line;  that  the  space  northerly  therefrom  and 
to  the  rear  of  the  accessory  building  shall  not  be  occupied 
in  connection  with  the  gasoline  service  station ;  that  the  lot 
line  walls  along  the  northerly  and  easterly  side  shall  be 
faced  with  masonry  for  a  height  of  not  less  than  8  ft.  and  a 
wall  shall  be  constructed  continuing  such  facing  across  the 
rear  yard  of  the  northerly  adjoining  building;  that  such 
facing  and  walls  shall  be  properly  coped ;  that  the  accessory 
building  shall  be  arranged  for  an  accessory  store  and  for 
greasing  and  washing  as  indicated ;  that  no  repairs  shall  be 
carried  on  on  the  premises ;  that  the  gasoline  storage  tanks 
shall  be  limited  to  four,  each  550  gallons  capacity;  that  no 
signs  shall  be  erected  on  the  premises  except  a  permanent 


sign  attached  to  the  accessory  building  and  the  illuminated 
globes  of  the  pumps  but  permitting  the  erection  within  the 
building  line  at  the  intersection  of  a  post  standard  for  sup¬ 
porting  a  sign  which  may  be  illuminated  advertising  only 
the  brand  of  gasoline  on  sale  and  permitting  such  sign  to 
extend  beyond  the  building  line  for  a  distance  of  not  more 
than  4  ft.;  that  the  pumps  shall  be  of  the  parkway  type; 
that  the  accessory  building  shall  comply  with  the  require¬ 
ments  of  the  building  code  therefor  and  shall  have  a  gable 
roof  surfaced  with  slate;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  complete  working  drawings  carrying  out  the 
above  requirements  shall  be  submitted  to  the  Board  for 
approval  before  same  are  filed  with  the  borough  superintend¬ 
ent ;  that  such  plans  shall  be  filed  within  two  (2)  months 
and  after  approval  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  thereafter. 


181-38-BZ 

APPLICANT — Bertram  Smith,  owner. 

SUBJECT — Application  reopened  June  18,  1946,  for  con¬ 
sideration  as  to  extension  of  time  to  complete  work 
Application  (decision  of  the  borough  superin¬ 
tendent),  previously  granted  on  condition,  under 
section  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  alteration  and  conversion 
of  occupancy  of  part  of  an  existing  garage  for  more 
than  five  motor  vehicles  and  the  inclusion  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 410  City  Island  avenue,  north¬ 
east  corner  of  Ditmars  street  (Block  5645,  Lot  1), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  B.  Smith. 

For  Opposition  :  None. 

For  Administration  :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Time  extended. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  () 

THE  RESOLUTION  (181-38-BZ) 

Whereas,  this  application  (re  decision  of  the  acting  bor¬ 
ough  superintendent  of  buildings)  under  sections  7a  and  21 
of  the  zoning  resolution,  permitting  in  a  business  use  district, 
the  alteration  and  conversion  of  occupancy  of  part  of  an 
existing  garage  for  more  than  five  (5)  motor  vehicles 
(previously  acted  upon  by  the  Board  so  as  to  include  a 
gasoline  service  station)  ;  affecting  premises  410  City  Island 
avenue,  north  east  corner  of  Ditmars  street  (Block  5645, 
Lot  1),  Borough  of  the  Bronx,  was  granted  by  the  Board 
on  May  24,  1938,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  an  extension  of  time  to  obtain  permits  and 
complete  the  work,  which  time  had  expired  by  time  limita¬ 
tion  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  18,  1946  and  set  for  hearing  on  July  9,  1946;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  24,  1938  only  in  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 
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790-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Anna  Krishian, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent  )  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  and 
electrical  supply  showroom,  lubritorium,  auto  laun¬ 
dry,  brake  testing,  wheel  aligning,  minor  repairs 
(hand  tools  only). 

PREMISES  AFFECTED— 178-68  to  178-90  South  Conduit 
boulevard,  and  144-76  to  144-82  Farmers  boulevard, 
southwest  corner  (Block  4510,  Lots  1  and  201) 
Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (790-45-BZ) 

Whereas,  Lama  and  Proskauer,  for  Anna  Krishian, 
owner,  by  Arthur  W.  Renander,  attorney  in  fact,  filed  De¬ 
cember  14,  1945,  an  application  under  section  7c  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  auto 
and  electrical  supply  showroom,  lubritorium,  auto  laundry, 
brake  testing,  wheel  aligning,  minor  repairs  (hand  tools 
only)  ;  premises:  178-68  to  178-90  South  Conduit  boulevard, 
144-76  to  144-82  Farmers  boulevard,  southwest  corner, 
(Block  4510,  lots  1  and  201)  Springfield,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  South  Conduit  boulevard  is  in  a  residence 
use,  D  area  and  Class  j/2  height  district ;  Farmers  boulevard 
is  in  a  residence  use,  D  area  and  Class  1  and  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  26,  1945,  re  N.B.  App.  1880-45  reads: 

“1.  Proposed  gasoline  service  station,  auto  &  Elec¬ 
trical  Supply  Show  Room,  accessory  store,  office  & 
waiting  room,  lubritorium,  auto  laundry,  brake  testing, 
wheel  aligning,  minor  repairs,  hand  tools  only,  in  a  resi¬ 
dence  use  is  contrary  to  Art.  2,  sec.  3  of  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  229.83  ft.  frontage  by  80.64  ft.  in  depth,  originally 
used  as  a  gasoline  service  station ;  that  buried  on  the  premi¬ 
ses  are  four  550  gallon  gasoline  storage  tanks ;  that  build¬ 
ings  were  removed  for  widening  of  South  Conduit  boule¬ 
vard;  that  it  is  proposed  to  erect  a  building  154  ft.  front 
by  30  ft.  deep,  one  story  (13  feet)  in  height,  of  Class  3 
construction ;  that  this  building  will  house  a  store  for  the 
sale  of  automobile  supplies,  office,  etc. ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  unimproved  with  exception  of  four  550  gallon 
gasoline  storage  tanks ;  that  the  plot  was  originally  used  as 
a  gasoline  service  station  but  was  temporarily  discontinued 
because  the  reconstruction  of  Sunrise  Highway  prevented 
business  being  conducted;  the  records  of  the  Fire  Depart¬ 
ment  show  that  on  August  23,  1929,  Plan  #2446  was  ap¬ 
proved  f(or  a  gasoline  selling  station  and  permitted  the 
installation  of  four  550  gallon  gasoline  storage  tanks;  that 
the  description  on  these  papers  was  :  ‘‘Beginning  at  a  point 
on  the  west  side  of  Farmers  boulevard,  distant  no  feet, 
southwest  corner  from  the  corner  formed  by  the  intersection 


of  Farmers  boulevard  and  Conduit  boulevard,  running 
thence  west  233.46  ft.,  thence  south  109.68  ft.,  thence  north¬ 
east  211.72  ft.,  thence  north  102.36  ft.,  to  the  point  or  place 
of  beginning,  being  designated  on  the  map  as  Block  #4510, 
Lot  #1.”;  that  the  last  permit  issued  authorizing  the  sale 
of  gasoline  expired  March  25,  1937 ;  that  upon  completion 
of  the  new  Sunrise  Highway,  the  war,  etc.  prevented  this 
property  from  being  used ;  that  there  is  presently  located  a 
gasoline  service  station  in  Block  4517,  Lot  1,  to  be  recon¬ 
structed  under  Cal.  402-40-BZ ;  also  a  gas  station  located 
in  Block  12598,  Lot  3 ;  that  therefore,  in  view  of  the  fact 
the  premises  have  been  continuously  used  as  a  gasoline  serv¬ 
ice  station  and  that  Sunrise  Highway  is  a  main  automobile 
artery,  it  is  requested  the  application  be  granted ;  and 
Whereas,  in  1916  this  property  was  Undetermined  as  to 
Use  and  was  changed  to  its  present  Residence  designation 
on  December  2,  1932,  it  was  zoned  as  a  1-times  height  dis¬ 
trict  and  as  a  “D”  area  district  in  1916  and  these  designa¬ 
tions  were  changed  to  the  present  Class  height  and  “F” 
area  designations  on  November  28,  1938,  and  it  should  also 
be  noted  that  regulations  for  “Height”  and  “Area”  were 
amended  on  Dec.  2,  1944;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof,  for  a 
term  of  ten  (10)  years,  to  permit  the  premises  to  be  occupied 
as  proposed  for  a  gasoline  service  station  on  condition  that 
the  premises  shall  be  arranged  substantially  as  indicated  on 
plans  filed  with  this  application  marked  “Received  December 
14,  1945,”  two  sheets;  that  the  premises  shall  be  leveled 
and  graded  to  the  grade  of  adjoining  streets;  that  the  acces¬ 
sory  building  shall  comply  with  the  requirements  of  the 
building  code  and  shall  be  arranged  as  proposed ;  that  any 
repairing  shall  be  limited  to  brake  testing  and  wheel  align¬ 
ment  and  minor  repairing  with  hand  tools  only ;  that  there 
shall  be  no  openings  in  the  rear  wall  of  the  accessory  build¬ 
ing  ;  that  any  boiler  room  shall  be  separated  from  the  bal¬ 
ance  of  the  building  and  erected  at  grade  and  enterable  only 
from  the  exterior ;  that  gasoline  pumps  shall  be  of  the  Park¬ 
way  type  and  not  nearer  than  12  ft.  to  the  street  line  as  indi¬ 
cated  ;  that  the  gasoline  storage  tanks  shall  be  restricted 
to  six,  each  of  550  gallons  capacity ;  that  planting  shall 
be  maintained  substantially  as  indicated;  that  along  the 
southerly  lot  line  where  the  wall  of  the  accessory  building 
does  not  occur  there  shall  be  erected  a  masonry  wall  not 
less  than  4  ft.  in  height  with  a  fence  thereon  of  wood  or 
steel  pickets  to  a  total  height  of  not  less  than  6  ft. ;  that  a 
similar  wall  shall  be  erected  along  the  westerly  lot  line 
and  returning  along  the  street  building  line  for  a  distance 
of  approximately  20  ft. ;  that  there  shall  be  a  similar  wall 
along  Farmers  boulevard  from  the  southerly  line  for  a  dis¬ 
tance  of  approximately  35  ft. ;  that  curb  cuts  shall  be  re¬ 
stricted  to  three  to  South  Conduit  avenue,  each  not  exceed¬ 
ing  30  ft.  in  width  and  one  to  Farmers  boulevard  of  similar 
width,  located  substantially  as  indicated  on  such  plan ;  that 
there  shall  be  constructed  within  the  intersection  a  block 
of  concrete  for  a  distance  of  not  less  than  10  ft.  of  either 
street  line  from  the  intersection  and  not  less  than  12  in.  in 
height ;  that  signs  shall  be  restricted  to  a  permanent  sign 
attached  to  the  facade  of  the  accessory  building  and  the 
illuminated  globes  of  the  pumps  excluding  all  temporary 
signs  and  all  roof  signs  but  permitting  the  erection  within 
the  building  line  at  the  intersection  of  a  post  standard  for 
supporting  a  sign  which  may  be  illuminated  advertising  only 
the  brand  of  gasoline  on  sale  and  permitting  such  sign  to 
extend  beyond  the  building  line  for  a  distance  of  not  more 
than  4  ft. ;  that  a  similar  sign  mav  be  erected  toward  the 
westerly  end  of  the  premises  within  the  building  line  as 
indicated;  that  the  balance  of  the  premises  where  not  occu¬ 
pied  by  the  accessory  building,  pumps  and  planting  shall  be 
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paved  with  concrete,  tarvia,  or  other  approved  impervious 
material ;  that  adequate  concrete  curbs  shall  be  erected  to 
protect  the  planted  areas ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained. as  the  fire  commissioner  shall 
direct ;  that  the  design  of  the  building  shall  be  substantially 
as  indicated ;  that  complete  working  drawings  shall  be  sub¬ 
mitted  to  the  Board  for  approval  before  same  are  filed  with 
the  borough  superintendent;  that  after  approval,  all  permits 
shall  .be  obtained  and  all  work  completed  within  one  (1) 
year  thereafter. 


792-45-BZ 

APPLICANT — H.  Hurwit,  for  Maria  Talamo,  owner  (Rose 
Fromme,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  of  a  building  used  for  storage 
to  a  garage  for  more  than  five  (5)  motor  vehicles 
located  within  250  ft.  of  a  public  park. 

PREMISES  AFFECTED — 346  East  114th  street,  south  side, 
175  ft.  west  of  1st  avenue  (Block  1685,  Lot  36), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Hurwit. 

For  Opposition  :  R.  Pomerance,  A.  Englander  and 
Louis  Mera'bo. 

For  Administration  :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (792-45-BZ) 

Whereas,  H.  Hurwit,  for  Maria  Talamo,  owner,  Rose 
Fromme,  lessee,  filed  November  29,  1945,  an  application 
under  sections  7f  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  change  in  occupancy  of  a 
building  used  for  storage  to  a  garage  for  more  than  five  (5) 
motor  vehicles,  located  within  250  feet  of  a  public  park ; 
premises:  346  East  114th  street,  south  side,  175  feet  west 
of  1st  avenue  (Block  1685,  Lot  36),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  East  114th  street  is  in  a  business  use,  B 
area  and  Class  \lA  height  district;  1st  avenue  is  in  a  business 
use,  B  area  and  Class  V/i  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  26,  1945,  re  Alt.  App.  984-45,  reads: 

“1.  The  change  of  occupancy  of  a  building  used  for 
storage,  located  within  a  business  use  and  Area  B  dis¬ 
trict  to  a  garage'  for  more  than  five  (5)  motor  vehicles 
•  is  contrary  to  Art.  II  Sec.  4  Zoning  Resolution. 

2.  Building  must  be  located  in  conformity  with  Art. 
V  Sub  Sec.  21-A  Zoning  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  100  ft.  11  in.  in  depth,  on  which 
is  located  a  building  25  ft.  front  by  95  ft.  in  depth,  one  story, 
13  ft.  10  in.  in  height,  of  Class  3  construction;  that  it  is 
proposed  to  add  one  story  to  present  building,  making  the 
2nd  floor  25  ft.  by  45  ft.  11  in.  in  depth,  total  height  of 
building  25  ft.  Class  3  construction;  that  the  new  addition 
will  be  used  as  living  quarters  for  lessee ;  and 

Whereas,  the  applicant  contends  that  the  lessee  is  in  the 
trucking  business,  removing  building  materials  and  debris ; 
that  they  now  occupy  the  first  floor  of  the  building  they 
reside  in  for  storing  their  cars  and  trucks;  that  these  prem¬ 
ises  are  entirely  inadequate  for  storing  nine  cars  and  trucks 
and  they  are  therefore  obliged  to  lease  other  places  for  some 


of  them ;  that  the  buildings  they  now  occupy  are  not  properly 
heated,  are  very  dilapidated  and  in  an  unsatisfactory  con¬ 
dition  and  the  apartment  occupied  is  unsanitary  and  plumb¬ 
ing  conditions  poor;  that  lessee  is  anxious  to  alter  the 
building  for  her  own  use  as  her  residence  and  to  store  ten 
automobiles  for  her  business,  so  that  they  are  all  under  one 
roof ;  that  at  present  she  is  paying  exhorbitant  rentals  for 
the  storage  of  their  cars,  and  loss  of  time  and  money  is 
suffered  in  having  them  in  scattered  places;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7f  thereof, 
for  a  term  of  five  (5)  years,  to  permit  the  existing  premises 
to  be  extended  by  the  addition  of  a  short  second  story  as  in¬ 
dicated  on  plans  filed  with  this  application  marked  “Received 
November  29,  1945”  and  for  occupancy  of  the  first  floor 
as  proposed  for  the  owner’s  trucks,  on  condition  that  the 
proposed  second  story  shall  be  occupied  for  residential  pur¬ 
poses  only;  that  the  building  shall  not  be  increased  further 
in  height  or  area;  that  no  signs  shall  be  erected  on  the 
premises  except  that  there  may  be  a  permanent  sign  attached 
to  the  facade  of  the  building  advertising  the  owner’s  busi¬ 
ness ;  that  such  sign  shall  be  restricted  to  15  sq.  ft.  in  area; 
that  the  existing  sidewalk  in  front  of  the  premises  shall  be 
restored  to  the  satisfaction  of  the  Borough  President  and  a 
curb  cut  may  be  constructed  opposite  the  entrance  not  over 
12  ft.  in  width  ;  that  no  windows  shall  be  installed  in  the  side 
lot  line  walls  or  the  rear  walls  of  the  first  story  other  than 
those  now  existing ;  that  there  shall  be  no  accessory  gasoline 
service  pump  or  tank  installed  on  the  premises ;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


25-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Helen  Sciarello, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  reconstruc¬ 
tion  of  a  gasoline  service  station  to  a  gasoline  serv¬ 
ice  station,  office,  lubritorium,  laundry,  wheel  align¬ 
ment,  brake  testing  and  minor  repairs  to  motor 
vehiclesf 

PREMISES  AFFECTED — 1702  Cropscy  avenue  and  8835- 
8847  17th  avenue,  southeast  corner  (Block  6462,  Lots 
16  and  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

F"or  Opposition :  None. 

For  Administration  :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (25-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Helen  Sciarello, 
owner,  filed  an  application  under  section  7c  of  the  zoning 
resolution  to  permit  in  a  residence  use  district,  the  recon¬ 
struction  of  a  gasoline  service  station  to  a  gasoline  service 
station,  office,  lubritorium,  laundry,  wheel  alignment,  brake 
testing  and  minor  repairs  to  motor  vehicles;  premises  1702 
Cropsey  avenue  and  8835-8847  17th  avenue  southeast  corner 
(Block  6162,  Lots  16  and  18),  Borough  of  Brooklyn;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Cropsey  avenue  is  in  residence  and 
business  use,  A  area  and  Class  \y2  height  districts;  17th 
avenue  is  in  residence  and  business  use,  A  area  and  Class 
lJ/2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  12,  1945,  re  N.B.  Applic.  1208-45,  reads  : 

“1.  Erection  of  a  gasoline  service  station,  office, 
lubritorium,  laundry,  wheel  alignment,  brake  testing  and 
minor  repairs  to  motor  vehicles,  which  uses  are  to  be 
maintained  in  a  residence  use  district  are  not  permitted 
uses  as  per  Sec.  3,  Art.  2  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  28  ft.  frontage  by  115.3J4  ft.,  irregular,  in  depth,  on 
which  is  to  be  erected  a  building  62  ft.  front  by  35  ft.  11iJ4 
in.  in  depth,  one  story,  15  ft.  in  height,  of  Class  3  construc¬ 
tion,  and  an  office  11  ft.  by  23  ft.  in  depth,  13  ft.  8  in.  in 
height ;  of  Class  3  construction ;  that  it  is  proposed  to  demol¬ 
ish  the  existing  buildings  and  to  reconstruct  new  buildings 
and  an  office ;  it  is  also  proposed  to  remove  the  existing  275 
gallon  gasoline  storage  tanks  and  install  two  (2)  new  550 
gallon  gasoline  storage  tanks,  making  a  total  of  four  (4) 
550  gallon  gasoline  storage  tanks ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  one  story  stucco  and  metal  build¬ 
ing  measuring  approximately  18  ft.  6  in.  by  30  ft.  and  a  one 
story  frame  and  metal  building  approximately  5  ft.  11  in. 
by  33  ft.,  two  550  gallon  gasoline  storage  tanks  and  two 
275  gallon  gasoline  storage  tanks  and  3  pumps;  that  this 
service  station  was  constructed  prior  to  the  enactment  of  the 
law  prohibiting  a  gasoline  service  station  in  a  business  zone; 
that  the  premises  was  zoned  as  a  business  district  from  1916 
until  July  29,  1940  at  which  time  it  was  zoned  to  a  residence 
district ;  that  it  is  now  the  intention  of  the  present  owners 
to  demolish  all  the  existing  buildings  on  this  site  and  to  con¬ 
struct  a  masonry  building  approximately  35  ft.  1LJ4  in.  by 
62  ft.  to  house  a  lubritorium,  laundry  and  minor  repairing 
for  wheel  alignment,  and  an  office  approximately  11  ft.  x 
23  ft. ;  that  it  is  also  proposed  to  remove  the  existing  275 
gallon  gasoline  storage  tanks  and  install  two  new  550  gallon 
gasoline  storage  tanks  making  a  total  of  four  550  gallon 
gasoline  storage  tanks ;  that  this  proposal  would  be  a  de¬ 
cided  improvement  to  the  site  and  the  neighborhood;  that 
it  is  therefore  respectfully  requested  that  this  application  be 
granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  on  con¬ 
dition  that  the  gasoline  service  station  shall  be  reduced  to  a 
depth  of  not  over  115  ft.  as  indicated  on  revised  plans  marked 
"Received  June  26,  1946”,  two  sheets,  and  no  claim  shall  be 
made  for  the  balance  of  the  lot,  which  may  have  formerly 
been  approved  for  gasoline  station  use,  for  any  non-conform¬ 
ing  use;  that  all  existing  structures  shall  be  removed  from 
the  premises  and  the  premises  shall  be  leveled  to  the  grade 
of  the  adjoining  streets;  that  there  may  be  erected  toward 
the  westerly  end  a  building  as  indicated  on  such  revised 
plans  to  be  occupied  solely  as  a  lubritorium  and  laundry; 
that  no  repair  work,  wheel  alignment  or  brake  testing  shall 
be  carried  on  on  the  premises ;  that  gasoline  pumps  shall  be 
not  nearer  than  10  ft.  to  the  street  building  line  of  Cropsey 
avenue  and  17th  avenue;  that  the  storage  tanks  shall  be  lim¬ 
ited  to  four,  each  of  550  gallons,  consisting  of  two  present 
tanks  and  two  additional  tanks ;  that  along  the  southerly 
lot  line  against  the  adjoining  property  known  as  lot  21  there 


shall  be  erected  a  masonry  wall  not  less  than  6  ft.  in  height 
and  properly  coped  from  the  proposed  accessory  office  build¬ 
ing  to  the  street  line  of  Cropsey  avenue ;  that  such  wall  may 
be  reduced  either  by  sloping  or  steps  to  a  height  of  not  less 
than  4  ft.  at  the  building  line ;  that  a  similar  wall  shall  be 
constructed  along  17t'n  avenue  from  the  proposed  building 
for  a  distance  of  not  less  than  25  ft.;  that  the  balance  of  the 
premises  where  not  occupied  by  buildings  and  pumps  shall 
be  paved  with  concrete,  tarvia,  or  other  approved  impervi¬ 
ous  material ;  that  curb  cuts  shall  be  restricted  to  one  curb 
cut  to  Cropsey  avenue  not  over  18  ft.  in  width  and  one  to 
17th  avenue  not  over  20  ft.  in  width;  that  no  curb  cut  shall 
be  nearer  than  5  ft.  to  the  street  building  lines  or  side  lot 
lines  as  extended ;  that  a  block  of  concrete  shall  be  con¬ 
structed  at  the  intersection  not  less  than  12  in.  in  height 
which  may  be  segmental  in  shape  and  not  less  than  5  ft. 
in  length  from  the  intersection  along  either  street  building 
line;  that  signs  shall  be  restricted  to  a  permanent  sign  at¬ 
tached  to  the  accessory  building  and  the  illuminated  globes  of 
the  pumps  excluding  all  temporary  signs  and  all  roof  signs 
but  permitting  the  erection  of  a  post  standard  within  'the 
building  line  near  the  intersection  for  supporting  a  sign 
which  may  be  illuminated  advertising  only  the  brand  of 
gasoline  on  sale  and  permitting  such  sign  to  extend  beyond 
the  building  line  for  a  distance  of  not  more  than  4  ft. ;  that 
no  windows  shall  be  erected  in  the  lot  line  walls  except 
that  there  may  be  openings  provided  same  are  filled  with 
glass  block  with  no  opening  therein  as  approved  for  ex¬ 
terior  walls ;  that  there  may  be  one  door  for  exit  purposes 
not  over  3  ft.  6  in.  in  width  to  17th  avenue;  that  existing 
curb  cuts  shall  be  restored  as  well  as  the  existing  curb  and 
provision  made  for  the  new  curb  cuts  herein  permitted;  that 
the  sidewalk  shall  be  laid  new  along  both  street  fronts  for 
the  entire  length  of  the  premises ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  complete  working  drawings  shall 
be  submitted  to  the  Board  for  approval  before  same  are  filed 
with  the  borough  superintendent ;  that  such  plans  shall  be 
filed  within  three  (3)  months  and  after  approval  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year. 


208-46-BZ 

APPLICANT  Lama  and  Proskauer,  for  J.  F.  Cogan  Com¬ 
pany,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  erec¬ 
tion  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  gasoline  service  station,  auto  laundry,  lubri¬ 
torium,  repairs  and  servicing,  using  more  than  per¬ 
mitted  area. 

PREMISES  AFFECTED — 14-24  Avenue  M,  and  1500-1546 
McDonald  avenue,  southwest  corner  (Block  6363 
Lots  6,  19,  21,  23  and  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  L.  R.  Rosenberg 
and  L.  L.  Rosenberg. 

For  Opposition:  G.  A.  Berkowitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (208-46-BZ) 

Whereas,  Lama  and  Proskauer  for  J.  F.  Cogan  Com¬ 
pany,  owners,  filed  March  15,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district,  the  erection  of  a  garage  for  more  than 
five  (5)  motor  vehicles,  gas  station,  auto  laundry,  lubri¬ 
torium,  repairs  and  servicing,  using  more  than  permitted 
area;  premises  14-24  Avenue  M  and  1500-1546  McDonald 
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avenue,  southwest  corner  (Block  6563,  Lots  6,  19,  21,  23, 
and  25)  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Avenue  M  is  in  business  and  unre¬ 
stricted  use,  C  area  and  Class  1  height  districts;  McDonald 
avenue  is  in  business  and  unrestricted  use,  C  area  and  Class 
1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  12,  1946,  re  N.B.  Applic.  124-46,  reads: 

“Const. 

1.  Proposed  gas  station,  auto  laundry,  lubritorium, 
public  garage  for  more  than  five  (5)  cars,  repairs  and 
serving  in  a  business  use  district  is  contrary  to  Art. 
II,  Sec.  4(a)  15,  29  and  46  of  -the  zoning  resolution. 

2.  Occupied  area  in  a  “C”  district  exceeds  that  per¬ 
mitted  by  Art.  IV,  Sec.  13  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  400  ft.  frontage  by  100  ft.  in  depth,  on  which  are 
located  three  one  story  structures,  24  ft.  10  in.  by  84  ft. 
9  in.  (concrete  block)  ;  30  ft.  2  in.  by  81  ft.  (metal  shed), 
and  20  ft.  4  in.  by  45  ft.  6  in.  (roof  shed);  that  it  is  pro¬ 
posed  to  demolish  all  existing  structures  and  construct  a 
one  story  garage  and  gasoline  selling  station,  repair  shop, 
auto  lubritorium,  repairs  and  servicing;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  as  building  contractors  yard  for  storage 
of  equipment,  material  and  parking  and  storage  of  contrac¬ 
tor’s  trucks ;  that  these  premises  have  been  continuously 
used  by  the  present  owner  since  1905 ;  that  it  is  the  intent 
of  the  owners  to  demolish  all  existing  structures  and  con¬ 
struct  thereon  a  modern  one  story  public  garage  and  gas 
service  station,  auto  laundry,  lubritorium,  office  and  minor 
repairing;  that  the  garage  building  is  to  be  100  ft.  by  350 
ft.  and  the  service  station  area  to  be  50  ft.  by  100  ft.;  that 
there  is  a  garage  and  gasoline  service  station  directly  across 
the  street  north  of  the  site  in  question  ;  that  the  northeast 
corner  is  improved  with  a  second-hand  lumber  yard  and 
materials ;  that  Block  6447,  Lot  40  is  improved  with  a  one 
story  gas  service  station  and  garage  and  in  Block  6563, 
Lots  36  and  39,  there  is  a  gasoline  service  station ;  that 
directly  along  the  front  of  the  premises  along  McDonald 
avenue  is  the  elevator  structure  of  the  Culver  Line;  that 
within  the  500  ft.  radius  is  Washington  cemetery;  that  be¬ 
cause  of  the  location  and  surrounding  conditions  this  plot 
cannot  be  improved  with  any  conforming  uses  and  there¬ 
fore  is  suitably  adapted  for  the  use  requested ;  that  there¬ 
fore,  in  view  of  the  foregoing  facts,  it  is  respectfully  re¬ 
quested  that  this  application  be  granted;  and 

Whereas,  the  premises  and  stirrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed,  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  March  12,  1946  on  N.  B.  Applic.  124-46  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


312-46-BZ 

APPLICANT— J.  G.  L.  Molloy,  for  A.  Frederick  Reiners 
and  Elsie  E.  Doughty,  trustees  u/w  G.  Wilbur 
Doughty,  deceased,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2137-2147  Mott  avenue  and 
1146-1148  Beach  Channel  drive,  southeast  corner 
(Block  216,  Lots  100  and  105),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 


APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy. 

For  Opposition  :  B.  J.  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (312-46-BZ) 

Whereas,  J.  G.  L.  Molloy,  for  A.  Frederick  Reiners  and 
Elsie  E.  Doughty,  trustees  u/w  G.  Wilbur  Doughty,  de¬ 
ceased,  owners,  filed  April  26,  1946,  an  application  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises:  2137  to  2147. Mott  avenue  and  1146  to 
1148  Beach  Channel  drive,  southeast  corner,  (Block  216, 
Lots  100  and  105),  Far  Rockaway,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Mott  avenue  is  in  business  and  unrestricted 
use,  D  area  and  Class  1  height  districts;  Beach  Channel 
Drive  is  an  a  business  use,  D  area  and  Class  1  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  4,  1946,  re  N.B.  App.  1732-46,  reads: 

“1.  The  erection  of  a  gasoline  service  station  in  a 
business  use  district  is  contrary  to  Art.  II,  sec.  4.B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  107.05  ft.  frontage  by  65.54  ft.  in  depth,  irregular, 
on  which  is  located  a  dining  car;  that  it  is  proposed  to 
erect  a  building  46  ft.,  4§4  in.  front  by  31  ft.,  3 y&  in.  in 
depth,  one  story  (14  feet)  in  height,  of  Class  3  construction; 
and 

Whereas,  the  applicant  contends  that  in  1934  an  applica¬ 
tion  was  denied  by  the  Board  under  Section  21  of  the  zoning 
resolution  for  the  same  use  now  applied  for  (Cal.  512-31- 
BZ)  ;  that  the  report  of  the  Committee  of  the  Board  at  that 
time  stated  that  the  then  owners  were  unquestionably  suf¬ 
fering  financially  but  that  hardship  and  practical  difficulties 
as  intended  by  section  21  of  the  zoning  resolution  did  not 
exist;  the  decision  of  the  Board  was  reviewed  by  the  Su¬ 
preme  Court  and  the  Board  sustained  by  Mr.  Justice  Cuff, 
whose  opinion  was  as  follows  : 

“it  would  seem  that  a  hardship  upon  the  owner  exists, 
but  the  judicial  branch  of  our  government  has  repeatedly 
cautioned  against  trespassing  upon  the  executive  branch 
and  held  that  judges  have  no  right  to  substitute  their 
judgment  for  the  executive’s  in  the  absence  of  caprici¬ 
ous^  arbitrary,  typrannical  conduct  upon  the  part  of  the 
latter.  The  long  line  of  decisions  command  that  Special 
Term  refrain  from  interfering  where  any  facts  may  be 
found  to  sustain  the  Board’s  ruling.  Such  facts  are 
present.  The  order  must  be  dismissed.”  (New  York 
Law  Journal,  October  23,  1935).” 

and 

Whereas,  the  applicant  contends  further  that  at  the 
time  the  Board  considered  this  case,  the  premises  were  de¬ 
veloped  with  two  2-story  frame  dwellings,  one  in  use  as  a 
club  and  the  other  in  a  state  of  disrepair;  that  the  corner 
building  has  since  been  demolished  and  replaced  by  a  lunch 
wagon,  now  on  the  plot ;  that  the  other  building  was  de¬ 
molished  a  few  years  ago  because  a  residential  building  was 
impractical  and  did  not  support  the  taxes  levied  against 
the  plot;  that  it  would  seem  that  a  gasoline  service  station 
would  be  a  suitable  use  at  this  location  and  while  non-con- 
forming  will  be  in  close  harmony  with  the  general  char¬ 
acter  of  the  businesses  conducted  in  the  neighborhood;  that 
the  erection  of  a  modern  well-lighted  gasoline  service  station 
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will  not  depreciate  the  value  of  the  surrounding  properties 
but  will  actually  enhance  the  value  of  the  adjoining  area;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7f  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  April  4,  1946  on  N.  B.  Applic.  1732-46  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


313-46-BZ 

APPLICANT — Siegel  and  Green,  for  130  Willis  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  drug  factory,  to  store 
front  manufacturing,  first  floor,  and  factory  use  on 
other  floors. 

PREMISES  AFFECTED — 400  East  134th  street,  and  130- 
136  Willis  avenue,  southeast  corner  (Block  2278, 
Lot  5),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  M.  Siegel,  S.  Rubenstein  and  J. 
Rosenfeld. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (313-46-BZ) 

Whereas,  Siegel  and  Green  for  130  Willis  Avenue  Realty 
Corporation,  owner,  filed  April  30,  1946,  an  application  under 
sections  7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  drug 
factory,  to  store  front  manufacturing  factory,  first  floor, 
and  factory  use  on  other  floors;  premises  400  East  134th 
street  and  130-136  Willis  avenue,  southeast  corner  (Block 
2278,  Lot  5),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

W  hereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  134th  street  is  in  a  residence  use,  D 
area  and  Class  1  height  district;  Willis  avenue  is  in  residence 
and  business  use,  C  and  D  area  and  'Class  1  and  2  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  22,  1946,  re  Alt.  Applic.  279-46,  reads : 

“2.  The  existing  use  of  building  permitted  by  Cer¬ 
tificate  of  Occupancy  Alt.  772-20  calls  for  the  following: 
Occupancy  1st  floor — 10  females 
2nd  floor —  4  males 
3rd  floor —  4  males 
4th  floor —  6  males 
5th  floor —  6  males 
6th  floor—  4  males  &  10  females 
Approved  Alt.  Applic.  #58-19  indicates  that  use  was 
to  be  a  drug  factory. 

Any  change  from  above  usage  and  occupancy  is  con¬ 
trary  to  Sec.  3  of  Art.  II  of  the  Building  Zone  Resolu¬ 
tion  and  is  therefore  denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is  lo¬ 
cated  a  building  36  ft.  front  by  100  ft.  in  depth,  5  and  6 
stories,  54  and  74  ft.  in  height,  of  Class  1  and  3  construction; 
that  it  is  proposed  to  change  the  use  of  the  present  building 
used  as  drug  manufacturing  to  manufacturing  of  store  fronts 


1st  floor  and  for  manufacturing  on  the  upper  floors  to  be 
rented ;  and 

Whereas,  the  applicant  contends  that  the  corner  building 
#136  Willis  avenue  and  building  #130-134  Willis  avenue 
are  connected  through  fire  wall  openings  on  the  several  floors 
and  have  one  common  certificate  of  occupancy,  issued  Janu¬ 
ary  19,  1920  for  factory  buildings;  that  the  district  is  now 
zoned  for  residence  but  prior  to  April  5,  1939  it  was  unre¬ 
stricted;  that  the  above  mentioned  C.O.  is  in  full  force  and 
effect  and  permits  the  buildings  to  be  occupied  as  a  factory 
without  any  classification  as  to  the  character  of  the  factory 
use  permitted ;  that  it  is  submitted  that  under  Section  6  of  the 
zoning  resolution  the  permitted  factory  use  of  this  building 
can  be  maintained  as  an  existing  non-conforming  use;  that 
the  owners  purchased  this  property  relying  on  the  C.  of  O. 
in  full  force  and  effect  for  these  premises  and  after  the  usual 
title  search  which  indicated  no  violations  pending  against 
these  premises  for  occupancy  and  paid  a  substantial  amount 
for  these  premises ;  that  the  owning  corporation  are  en¬ 
gaged  in  the  business  of  store  front  manufacturing,  and 
for  reasons  beyond  their  control  are  forced  to  vacate  their 
present  premises  and  purchased  this  property  primarily  for 
being  able  to  continue  their  established  business ;  that  in  ad¬ 
dition  to  their  own  occupancy  of  basement,  1st  and  2nd  floors 
they  intend  to  rent  out  the  upper  floors  to  other  factories  to 
be  able  to  make  a  beneficial  use  of  the  existing  building  and 
cover  the  carrying  charges  involved;  that  certain  alterations 
were  intended  to  be  made  to  the  premises  so  as  to  improve 
their  appearance  and  usability,  as  indicated  on  the  plans  filed 
with  the  borough  superintendent  of  the  Bronx  and  this  ap¬ 
plication  ;  that  the  borough  superintendent,  in  acting  on  the 
alteration  application  filed,  disapproved  this  application  pro¬ 
hibiting  any  change  from  the  character  of  the  last  factory 
use  which  in  this  particular  instance  was  drug  manufacturing 
because  of  the  zoning  change;  that  as  a  result  of  this  ob¬ 
jection  the  owners  are  in  the  predicament  of  having  pur¬ 
chased  a  legally  existing  factory  building  without  knowledge 
of  any  specific  use  restrictions  which  would  prohibit  them 
from  occupying  the  premises  for  general  factory  purposes, 
and  now  is  required  to  only  occupy  the  building  for  the  last 
occupancy;  that  this  situation  if  enforced  would  require  the 
owner  to  lease  the  premises  to  only  a  drug  manufacturing 
concern,  which  is  not  the  purpose  for  which  they  purchased 
this  building  and  would  cause  them  practical  difficulties  and 
unnecessary  hardships  as  their  equity  would  be  seriously 
jeopardized  and  they  would  be  deprived  of  an  opportunity 
of  reestablishing  their  business;  that  the  neighborhood  while 
zoned  for  residence  district  is  not  exclusively  residential  as 
as  there  are  many  industrial  and  non-conforming  uses 
throughout  the  neighborhood ;  that  the  change  in  use  from 
drug  manufacturing  to  that  proposed  would  in  no  way  ad¬ 
versely  affect  the  character  of  this  neighborhood;  that  the 
store  front  manufacturing  and  other  factory  uses  restricted 
to  the  type  permitted  in  a  business  district  certainly  would 
be  less  objectionable  than  continuing  a  drug  factory  as  pre¬ 
viously  in  existence  when  these  premises  were  in  an  unre¬ 
stricted  district;  that  the  modernization  of  the  building  will 
be  a  material  improvement  to  the  neighborhood  over  that 
which  now  exists  ;  that  it  is  therefore  respectfully  requested 
that  this  variance  be  granted;  that  substantial  justice  will  be 
done  by  such  a  grant  which  will  benefit  the  public  health, 
safety  and  general  welfare  and  relieve  the  owners  of  prac¬ 
tical  difficulties  and  unnecessary  hardships ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  ten  (10)  years,  to  permit  the  premises 
to  be  occupied  as  proposed  on  condition  that  the  building 
in  all  other  respects  shall  comply  throughout  with  the  re- 
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quirements  of  llic  Labor  Law  and  all  other  laws,  rules  and 
regulations  applicable  to  the  use  and  occupancy;  that  the 
portion  of  the  building  toward  134th  street,  formerly  an 
old  law  tenement,  shall  not  be  used  for  factory  work  but 
may  be  used  for  offices  and  light  storage  provided  the  exist¬ 
ing  floor  load  of  60  lbs.  is  not  exceeded;  that  the  building 
shall  not  be  increased  in  height  or  area;  that  all  windows 
along  the  court  and  side  lot  lines  to  the  north  and  east  shall 
be  fireproof  and  self-closing;  that  the  rear  court  shall  be 
paved  for  its  entire  length  and  a  proper  gate  or  door  shall 
be  installed  near  the  building  line  opening  outwardly ;  that 
the  court  shall  not  be  used  for  the  moving  in  or  out  of 
merchandise  or  material ;  that  the  existing  wood  stair  in  the 
northerly  portion  of  the  building  shall  be  replaced  with  a 
stair  complying  with  the  requirements  of  the  Labor  Law 
and  building  code;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


329-46-BZ 

APPLICANT — W.  F.  Lamb,  of  Shreve,  Lamb  and  Harmon, 
for  Standard  Brands,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  unrestricted  use  district, 
the  erection  of  a  tunnel  and  passageway  connecting 
a  proposed  building  in  the  unrestricted  portion,  to 
the  existing  building  in  the  residence  district,  and, 
also,  the  parking  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 810  Grand  Concourse,  southeast 
corner  of  East  158th  street,  and  southwest  corner  of 
Sheridan  avenue  and  East  158th  street  (Block  2458, 
Lot  SO),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  H.  C.  Bernhard  and  Wrn.  Lamb. 
For  Opposition  :  S.  Rossiter. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (329-46-BZ) 

Whereas,  W.  F.  Lamb  of  Shreve,  Lamb  and  Harmon, 
for  Standard  Brands,  Inc.,  owner,  filed  April  26,  1946,  an 
application  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  and  unrestricted  use  district  the  erec¬ 
tion  of  a  tunnel  and  passageway  connecting  a  proposed 
building  in  the  unrestricted  portion,  to  the  existing  bulding 
in  the  residence  district,  and  also  the  parking  of  more  than 
five  (5)  motor  vehicles;  premises:  810  Grand  Concourse, 
southwest  corner  of  Sheridan  avenue  and  East  158th  street 
(Block  2458,  Lot  90),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Grand  Concourse  is  in  a  residence 
use,  B  area  and  Class  V/  height  district;  East  158th  street 
is  in  residence  and  unrestricted  use,  B  area  and  (  lass  \1/ 
height  districts;  Sheridan  avenue  is  in  an  unrestricted  use, 
B  area  and  Class  V/2  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  9,  1946.  re  N.B.  App.  201-46,  reads: 

“1.  In  a  residence  district  no  plot  may  be  used  con¬ 
trary  to  Sec.  3  of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  210.70  ft.  frontage  bv  274.39  ft.  in  depth;  that  it 
is  proposed  to  connect  present  building  to  proposed  building 
with  a  tunnel  93  ft.,  4  in.  long  by  7  ft.  wide,  1  storv,  9  to 
13  ft.,  6  in.  in  height,  of  Class  1  construction;  that  it  is  pro¬ 


posed  to  demolish  present  transformer  vault  with  cooling 
tower  on  its  roof;  that  these  will  be  housed  in  new  build¬ 
ing;  that  the  tunnel  will  be  used  to  house  heating,  air- 
conditioning  and  other  piping  from  the  heating  plant  and 
machine  room  in  the  new  building  to  the  present  building; 
that  the  parking  area  will  be  for  use  of  a  limited  number 
of  employees’  cars;  and 

Whereas,  the  applicant  contends  that  the  owner,  one  of 
the  largest  processors  of  foods  in  the  country,  plans  to  con¬ 
struct  a  building  to  house  its  central  research  laboratories 
to  the  east  of  its  present  research  laboratory  at  610  Grand 
Concourse ;  that  the  new  building  will  be  constructed  en¬ 
tirely  within  the  unrestricted  use  area  within  100  feet  of 
Sheridan  avenue,  except  for  a  connecting  passage  and  serv¬ 
ice  pipe  tunnel  below  the  passage,  connecting  the  new  and 
old  buildings;  that  the  passage  and  tunnel  will  be  approxi¬ 
mately  93  ft.  4  in.  long  and  be  constructed  of  reinforced 
concrete  below  grade,  and  brick,  stone  and  concrete  above ; 
that  the  heating  plant  in  the  present  building  will  be 
abandoned  and  used  only  in  case  of  breakdown  of  new 
boilers  in  the  new  building;  that  the  passage  will  afford 
protection  to  laboratory  technicians  and  workers  passing  to 
and  from  the  two  buildings  in  inclement  weather;  that  it  is 
planned  to  demolish  the  present  transformer  vault  with  cool¬ 
ing  tower  on  its  roof  in  the  yard  just  to  the  east  of  present 
building  and  these  facilities  will  be  housed  in  the  new  build¬ 
ing;  that  the  entire  space  between  the  new  and  old  build¬ 
ings  will  be  landscaped  and  made  an  attractive  improve¬ 
ment  to  the  neighborhood ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  xise  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  connecting  link  between  the  present  laboratory 
and  the  proposed  building  substantially  as  indicated  on  plans 
filed  with  this  application  marked  “Received  April  26,  1946”, 
three  sheets,  on  condition  that  the  existing  buildings  thereon 
indicated  to  be  removed  shall  be  removed  and  the  premises 
shall  be  properly  landscaped  and  maintained  in  an  attractive 
condition ;  that  the  parking  area  as  shown  on  plan  marked 
“Received  July  10,  1946”,  shall  be  occupied  for  not  more 
than  sixteen  (16)  motor  vehicles  belonging  to  the  officers 
and  employees  of  the  laboratory  and  for  no  others ;  that  the 
existing  steel  fence  on  the  retaining  wall  to  the  south  shall 
be  maintained;  that  no  curb  cut  shall  be  permitted  from 
the  Grand  Concourse  for  entrance  to  the  parking  area ; 
that  the  existing  entrance  from  East  158th  street  shall  be 
used  for  such  entrance ;  that  the  area  to  be  used  for  parking 
shall  be  paved  with  impervious  paving  and  properly  graded 
for  drainage ;  that  such  parking  shall  be  only  during  the 
reeular  business  hours  of  the  laboratory :  that  in  all  other 
respects,  the  building  and  occunancv  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


372-46-BZ 

APPLICANT— Herman  F.  Spinken,  for  M.  L.  Stillwagon, 
owner  (Paul  P.  Zerner,  prospective  owner). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  store  and  garage  to  dry  cleaning 
establishment. 

PREMISES  AFFECTED — 86-39  120th  street,  east  side,  85.5 
ft.  north  of  Jamaica  avenue  (Block  9274,  Lot  83), 
Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Herman  F.  Spinken,  Wm.  E.  Cook 
and  William  Stillwagon. 

For  Opposition:  Francis  Furey,  Sidney  Dcutsch, 
George  Lang  and  Joseph  Deutsch. 
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For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gurnee .  3 


THE  RESOLUTION  (372-46-BZ) 

Whereas,  Herman  F.  Spinken,  for  M.  L.  Stillwagon, 
owner,  (Paul  P.  Zerner,  prospective  buyer)  filed  May  20, 
1946  an  application  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  change  of  occupancy 
from  store  and  garage  to  dry  cleaning  establishment,  affect¬ 
ing  premises  86-39  120th  street,  east  side,  85.5  ft.  north  of 
Jamaica  avenue  (Block  9274,  Lot  83),  Richmond  Hill,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  district  maps  accompany  the  zoning  reso¬ 
lution  show  that  120th  street  is  in  residence  and  business 
use,  C  area  and  class  V/2  height  districts;  Jamaica  avenue 
is  in  business  and  unrestricted  use  C  area  and  class  1)4 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  25,  1946  on  Alt.  Applic.  903-46  reads : 

“1.  The  change  of  use  of  existing  structure  for  dry 
cleaning  establishment  in  a  business  district  is  contrary 
to  Article  II,  sec.  4,  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  100  ft.  in  depth,  1  story, 
14  ft.  in  height,  of  class  3  construction ;  that  it  is  proposed 
to  use  the  present  building  as  a  dry  cleaning  business ;  and 

Whereas,  the  applicant  contends  that  the  owner  has  a 
propsective  buyer  at  this  time  for  the  property,  only  if  it 
can  be  used  for  a  dry  cleaning  business;  that  since  it  is  only 
possible  to  use  this  property  for  a  business  of  this  sort,  it 
would  be  a  hardship  on  the  owner  if  this  were  not  granted 
and  it  is  therefore  respectfully  requested  that  the  Board 
make  a  variation  and  grant  this  application ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


413-46-BZ 

APPLICANT — Zareh  Sourian,  for  Dikran  G.  Kelekian, 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  residence  and  restricted  retail  use  dis¬ 
tricts,  the  change  of  occupancy  from  one  family 
dwelling,  to  galleries  and  one  family  residence,  on 
top  floor. 

PREMISES  AFFECTED— 24-32  East  69th  street,  south 
side,  84  ft.  east  of  Madison  avenue  (Block  1383, 
Lot  49),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Zareh  Sourian  and  Charles  Kele¬ 
kian. 

For  Opposition:  William  Junkerman,  Allen  Rogow, 
Newman  Bisco,  William  Keenan,  Alden  White- 
head,  Gerard  Cartier,  John  Porter  and  Eugene 
Brennan. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (413-46-BZ) 

Whereas,  Zareh  Sourian,  for  Dikran  G.  Kelekian,  owner, 
filed  June  6,  1946,  an  application  under  section  7b  of  the 
zoning  resolution,  to  permit  in  residence  and  restricted  re¬ 
tail  use  districts  the  change  of  occupancy  from  one-family 
dwelling  to  galleries  and  one-family  residence  on  top  floor; 
premises:  24-32  East  69th  street,  south  side,  84  ft.  east  of 
Madison  avenue  (Block  1383,  Lot  49),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  9,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  69th  street  is  in  residence  and 
restricted  retail  use,  B  area  and  Class  1)4  height  districts, 
Madison  Avenue  is  in  restricted  retail  use,  B  area  and  Class 
1J/2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  27,  1946,  re  Alt.  Applic.  1110-46,  reads: 

“1.  Bldg,  is  partly  in  a  restricted  retail  and  partly 
in  a  residence  use  district.  Proposed  use  of  bldg,  in 
the  residence  use  part  for  galleries  is  contrary  to  Sec. 
3,  Article  II  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  20  ft.  6  in.  frontage  by  100  ft.,  5  in.  in  depth, 
on  which  is  located  a  building  20  ft.  6  in.  front  by  67  ft., 
6  in.  in  depth,  4  stories  and  basement  (55  ft.  6  in.)  in  height, 
of  Class  3  construction;  that  it  is  proposed  to  erect  a  new 
front  and  alter  the  interior  of  the  1st,  2nd  and  3rd  floors, 
relocating  the  stairs  and  changing  the  partitions;  and 

Whereas,  the  applicant  states  that  this  building,  originally 
a  one-family  residence,  4  stories  and  basement,  has  been 
unoccupied  for  over  five  years  because  of  its  uninhabitable 
condition ;  it  is  20  ft.  6  in.  wide  and  located  on  the  south 
side  of  69th  street,  84  ft.  east  of  Madison  avenue,  thus 
having  16  ft.  of  its  westerly  portion  within  the  restricted 
retail  business  district  and  the  remaining  3  ft.  6  in.  (omitting 
wall  thickness)  within  the  residence  district;  that  the  alter¬ 
ation  is  being  performed  because  the  firm  that  owns  the 
premises,  Dikran  G.  Kelekian  Inc.  is  being  forced  to  move 
from  its  present  space;  that  they  bought  the  building,  being 
unable  to  rent  anywhere,  to  continue  the  53-year  old  busi¬ 
ness,  which  is  the  collection  and  sale  of  rare,  antique  art 
objects;  that  the  work  involved  principally  is  the  erection  of 
a  new  front ;  that  this  is  to  be  constructed  of  granite,  giving 
the  building  a  dignity  in  keeping  with  the  character  of  the 
neighborhood ;  that  the  type  of  business  involved  will 
make  the  nature  of  the  whole  establishment  like  that  of  a 
museum  and  for  this  reason  in  harmony  with  its  surround¬ 
ings ;  that  the  proposed  use  of  the  building  is  definitely 
within  the  purview  of  Section  7,  subdiv.  B,  Art.  II  of  the 
Zoning  Resolution,  which  authorizes  the  Board  to  determine 
and  vary  the  application  of  the  district  regulations  in  har¬ 
mony  with  their  general  purpose  and  intent,  subject  to  ap¬ 
propriate  conditions  and  safeguards ;  that  the  alteration  as 
designed  will  provide  appropriate  conditions  and  safeguards, 
and  the  use  proposed  will  be  in  harmony  with  the  general 
purpose  and  intent ;  that  it  is  therefore  requested  that  ob¬ 
jection  1  be  waived  and  that  the  restricted  retail  district  be 
extended  into  the  3  ft.  6  in.  now  in  the  residence  district, 
in  the  cellar  and  on  each  of  the  building’s  four  lower 
floors ;  that  the  zoning  of  this  area  was  changed  from 
business  to  retail  on  September  25,  1936,  and  it  was  changed 
from  retail  to  restricted  retail  on  June  4,  1937;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  b,  of  the  zoning  resolution. 
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Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1110-46,  Objection  1,  be  and  it  hereby 
is  ajjirnicd  and  that  the  application  be  and  it  hereby  is 
denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

737-45-A 

APPLICANT — Dahlia,  Agnes  and  Victor  Scognamiglio,  for 
Boone  Avenue  Realty,  Inc.,  owner  (Dahlia,  and 
Agnes  Scognamiglio,  lessees). 

SUBJECT— Application  reopened  and  restored  to  calendar 
June  11,  1946 — re  Appeal  from  a  decision  re  an 
order  of  the  fire  commissioner  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED — 1835  West  Farms  road,  west 
side,  145.78  ft.  south  of  East  176th  street  and  1830 
Boone  avenue  (basement)  (Block  3015,  Lots  76,  78 
and  80),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’l. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1946  at  10 
A.  M.  at  written  request  of  owner's  attorney. 


192-46-A 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  in  connection  with  Cal.  191-46-BZ. 


437-46-A 

APPLICANT — David  Alperin,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 126  Norfolk  street,  we^t  side, 
199  ft.  3J4  in.  south  of  Shore  boulevard  (Block  7517, 
Lot  1311),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  Alperin. 

For  Administration  :  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1946  at  10 
A.  Mr  for  further  report  from  the  Division  of  Com¬ 
bustibles. 


457-46-A 

APPLICANT — Leo  Fein,  lessee,  for  Aida  Gladstone,  owner. 
SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 124  Norfolk  street,  west  side, 
174.27  ft.  south  of  Shore  boulevard  (Block  7517, 
Lot  1310),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Faye  Fein. 

For  Administration  :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  July  16,  1946  at  10 
A.  M.  for  further  report  from  the  Division  of  Com¬ 
bustibles. 


458-46-A 

APPLICANT — Fae  Kuhne,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 


PREMISES  AFFECTED — 130  Norfolk  street,  west  side, 
224  ft.  south  of  Shore  boulevard  (Block  7517, 
Lot  1312),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Fae  Kuhne. 

For  Administration  :  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at  10 
A.  M.  for  further  report  from  the  Division  of  Com¬ 
bustibles. 


58-46-A 

APPLICANT — R.  L.  Heeren,  for  Brooklyn  Union  Gas  Co., 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
June  11,  1946  re  Appeal  from  an  order  of  the  fire 
commissioner  (previously  withdrawn). 

PREMISES  AFFECTED— 287-473  Maspeth  avenue,  north¬ 
east  corner  of  Varick  avenue  (Block  2838,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  L.  Heeren,  W.  M.  Wepfer  and 
A.  B.  Huyck. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (58-46-A) 

Whereas,  R.  L.  Heeren,  for  Brooklyn  Union  Gas  Com¬ 
pany,  owner,  filed  January  22,  1946  an  appeal  from  an  order 
of  the  fire  commissioner  affecting  premises  287-473  Maspeth 
avenue,  north  side,  between  Varick  avenue  and  Newtown 
Creek;  Varick  avenue,  east  side,  and  Maspeth  avenue  to 
Lombardy  street  and  Lombardy  street,  south  side,  from  Var¬ 
ick  avenue  to  Newtown  Creek  (Block  2838,  lot  1),  Borough 
of  Brooklyn ;  and 

Whereas,  order  1276-LC  issued  by  the  fire  commissioner 
January  7,  1946  reads: 

“With  reference  to  your  application  dated  December 
13,  1945,  for  a  permit  for  the  proposed  storage  of  400,000 
gallons  of  motor  fuel  (Benzol)  in  an  existing  steel 
tank  (50'  diameter  by  27'  6"  high  surrounded  by  con¬ 
crete  enclosure)  at  the  above  location,  this  department 
is  without  power  to  grant  such  a  permit  for  the  reason 
that  C19-50-E  Administrative  Code,  provides  that  at 
storage  plants  no  tank  shall  have  a  capacity  greater  than 
100,000  gallons. 

1.  Your  application  for  above  permit  is  therefore 
denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  1011  ft.  by  1997  ft.  in  area,  located  in  an  unre¬ 
stricted  use  A  area  class  1)4  height  district  and  that  the  tank 
in  question  was  erected  in  1927  and  is  50  ft.  in  diameter, 
27  ft.  6  in.  in  height,  used  for  the  storage  of  water  gas  tar 
and  proposed  to  be  used  for  the  storage  of  motor  fuel;  that 
the  premises  are  equipped  with  an  existing  foamite  system; 
and 

Whereas,  the  applicant  contends  that  in  1940  the  Board 
permitted  the  erection  of  a  gas-conditioning  and  light  oil 
plant  in  order  to  eliminate  gum-forming  compounds  from 
the  gas  by  removing  the  light  oils;  that  it  is  now  found  that 
there  is  not  sufficient  storage  capacity  for  the  light  oils ; 
that  at  the  time  of  the  construction  of  the  light  oil  plant, 
it  was  estimated  that  a  storage  capacity  of  250,000  gallons 
of  motor  fuel  and  100,000  gallons  of  residual  distillate  would 
be  sufficient  but  it  is  now  found  that  due  to  economic  condi¬ 
tions  it  is  difficult  to  sell  these  by-products  and  therefore 
it  is  essential  that  sufficient  storage  space  be  available  in 
order  to  avoid  being  forced  to  sell  at  a  period  of  depressed 
prices ;  that  the  value  of  these  by-products  influences  the 
cost  of  the  gas ;  that  the  tank  in  question  is  now  in  place  and 
is  a  steel  tank  with  a  capacity  of  about  400,000  gallons  for 
the  storage  of  water  gas  tar  and  is  available  for  storing 
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motor  gas  fuel  which  is  the  largest  fraction  obtained  in  the 
process  of  light  oil  removal  from  the  gas;  that  this  tank 
is  50  ft.  in  diameter  and  27  ft.  6  in.  high,  located  above 
ground,  surrounded  by  a  concrete  enclosure  holding  1J4 
times  the  tank  capacity  and  is  connected  to  the  foamite 
protection  service  and  will  be  provided  with  a  flame  arresting 
vent  satisfactory  to  the  fire  commissioner;  that  the  tank  is 
located  111  ft.  from  the  nearest  property  line  which  is  the 
Varick  avenue  building  line  and  about  117  ft.  from  Lom¬ 
bardy  street ;  that  the  owner  is  familiar  with  the  handling 
of  volatile  and  inflammable  materials  and  it  is  therefore 
requested  that  the  Board  grant  a  variation  of  the  require¬ 
ments  of  the  Administrative  Code  to  permit  the  use  of  the 
tank  in  question  for  the  storage  of  motor  fuel ;  and 

Whereas,  this  appeal  was  withdrawn  March  26,  1946  to 
permit  the  applicant  to  file  plans  with  the  Department  of 
Housing  and  Buildings  and  was  restored  to  the  calendar 
June  11,  1946  for  consideration  based  on  the  applicant’s 
statement  that  Application  780,  approved  May  17,  1946  by 
the  Department  of  Housing  and  Buildings  was  for  the  ex¬ 
isting  tank  for  the  storage  of  400,000  gallons  of  motor  fuel, 
a  by-product  of  gas  manufacture;  and 
Whereas,  the  applicant  filed  a  copy  of  N.  B.  780-46  ap¬ 
proved  by  the  borough  superintendent  May  17,  1946  for  the 
tank  in  question  which  was  erected  in  1927  permitting  its 
use  subject  to  variance  by  the  Board  for  the  storage  of 
crude  motor  benzol  and  stating  that  the  concrete  enclosure 
for  the  tank  was  constructed  under  B.N.  831-45. 

Resolved ,  that  the  order  of  the  fire  commissioner  acting  on 
Order  1276-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  to  permit  the  storage  tank 
and  enclosures  as  approved  within  the  distance  approved 
by  the  Department  of  Housing  and  Buildings  under  N.  B. 
Applic.  780-46,  and  B.  N.  831-45,  on  condition  that  the  foam 
system  as  proposed  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner. 


333-46-A 

APPLICANT — Philip  E.  Rosenblum,  for  Long  Island  Rail¬ 
road  Co.,  owner  (John  H.  Free,  Inc.,  lessee). 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 330-336  Himrod  street,  south 
side,  1-87.4  ft.  west  of  Wyckoff  avenue  (Block  3280, 
part  of  Lot  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Emanuel  Virshup. 

For  Administration  :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (333-46-A) 

Whereas,  Philip  E.  Rosenblum,  for  Long  Island  Rail¬ 
road  Company,  owner  (John  H.  Free,  Inc.,  lessee)  filed 
May  3,  1946  an  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  affecting  premises  330-336  Himrod  street, 
south  side,  187.4  ft.  west  of  Wyckoff  avenue  (Block  3280, 
part  of  lot  26),  Borough  of  Brooklyn;  and 

Whereas,  order  1986-LC  issued  by  the  fire  commissioner 
March  12,  1946  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  April  30,  1946  reads: 

“With  reference  to  your  application  for  a  permit  to 
store  matches  at  the  above  premises,  this  department  is 
without  power  to  grant  such  a  permit  for  the  follow¬ 
ing  reason : 

1.  Chapter  19-46-b-3,  Administrative  Code  provides 
that  no  permit  shall  be  issued  for  the  storage  or  sale 
of  matches  within  the  City  in  quantities  aggregating 
more  than  60  Matchman’s  Gross  for  any  premises 
where  petroleum  or  any  liquid  product  thereof  (Insecti¬ 
cide  and  polishes)  are  stored  or  kept  for  sale.” 

and 


Whereas,  the  applicant  states  that  the  building  in  ques¬ 
tion  is  1  story,  9  ft.  in  height,  20  ft.  by  100  ft.  in  area,  on 
lot  43,  40  ft.  by  200  ft.  in  area,  of  class  3  construction, 
erected  in  1942,  located  in  an  unrestricted  use  C  area  class 
1  height  district  for  which  no  C.O.  was  issued  and  which 
is  used  for  the  storage  of  matches,  paper  bags,  twine,  etc.; 
and 

Whereas,  the  applicant  contends  that  the  Fire  Depart¬ 
ment  is  of  the  opinion  that  the  building  where  the  matches 
are  sought  to  be  stored  and  the  building  where  insecticides 
and  polishes  are  stored  are  one  and  the  same ;  that  the  said 
buildings  are  separate ;  that  the  insecticides  and  polishes  are 
not  stored  in  the  same  building  or  premises  where  it  is 
proposed  to  store  matches ;  that  the  lessee  occupies  the  four 
story  brick  building  at  330-336  Himrod  street  on  lots  21  and 
44  and  is  a  wholesale  dealer  in  bags,  twine,  matches  and 
sundry  lines  and  also  purchases  and  sells  insecticides  and 
shoe  polishes ;  that  the  shoe  polishes  and  insecticides  are 
stored  on  the  2nd  floor  of  the  four  story  brick  building  at 
330-336  Himrod  street ;  that  the  entire  four  story  building 
is  used  solely  for  general  offices  and  storage  of  the  mer¬ 
chandise  required  in  its  business;  that  there  is  no  manu¬ 
facturing  in  the  building;  that  it  is  essential  to  purchase 
and  sell  matches  in  the  regular  course  of  the  lessee’s  busi¬ 
ness  and  it  is  necessary  to  buy  matches  in  carload  lots  in 
order  not  to  sell  at  a  loss ;  that  it  is  proposed  to  store 
matches  in  the  one  story  building  erected  on  part  of  lot 
26 ;  that  the  Fire  Department  is  in  error  in  holding  that  the 
one  story  building  on  part  of  lot  26  and  the  four  story 
building  are  one  and  the  same  premises ;  that  there  is  an 
opening  in  the  brick  wall  between  these  buildings  protected 
by  a  metal  covered  fireproof  sliding  door  with  fusible  link 
which  permits  the  door  to  close  automatically  in  case  of 
fire ;  that  these  two  separate  buildings  cannot  be  classified  as 
one  premises  merely  because  of  the  opening  between  them, 
especially  since  this  opening  is  protected  by  a  fireproof 
door;  that  there  is  no  heat  in  the  one  story  building;  that 
the  type  of  matches  proposed  to  be  stored  are  of  a  type 
which  cannot  be  lighted  unless  struck  against  the  sandpaper 
strip  on  the  box  or  against  another  object;  that  these 
matches  are  stored  and  sold  only  in  cartons ;  that  it  would 
be  an  extreme  hardship  on  the  lessee  not  to  be  permitted 
to  store  matches  as  proposed ;  that  the  lessee  is  willing  to 
comply  with  any  requirements  the  Board  may  impose  as  a 
condition  for  granting  permission  to  store  the  matches. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  1986-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
not  more  than  800  matchmen’s  gross  of  matches  shall  be 
stored  within  the  building  as  proposed;  that  such  matches 
shall  be  stored  only  in  the  original  cartons  in  which  they 
are  shipped  from  the  manufacturer;  that  such  cartons  shall 
at  all  times  be  stored  in  a  room  separated  from  the  balance 
of  the  building  with  walls  of  masonry  construction,  includ¬ 
ing  the  lining  of  the  exterior  walls  and  the  ceiling,  of  one 
hour  fire  retarded  construction ;  that  at  least  two  sprinkler 
heads  shall  be  installed  within  such  room  which  may  be 
fed  from  the  domestic  water  service  of  the  building,  pro¬ 
vided  the  domestic  service  line  is  at  least  2  in.  in  diameter ; 
that  the  door  to  such  room  shall  be  fireproof  and  self¬ 
closing. 


414-46-A 

APPLICANT — Zareh  Sourian,  for  Dikran  G.  Kelekian, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 24-32  East  69th  street,  south 
side,  84  ft.  east  of  Madison  avenue  (Block  1383, 
Lot  49),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Zareh  Sourian,  Charles  Kelekian. 
For  Opposition:  William  Junkerman,  Allen  Rogow, 
Newman  Bisco,  William  Keenan,  Alden  White- 
head,  Gerard  Cartier,  John  Porter  and  Eugene 
Brennan. 
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For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (414-46-A) 

Whereas,  Zareh  Sourian,  for  Dikran  G.  Kelekian,  Inc., 
owner,  filed  June  6,  1946  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  24-32  East  69th 
street,  south  side,  84  ft.  east  of  Madison  avenue  (Block  1383, 
Lot  49),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  27,  1946  on  Alt.  Applic.  1110-46  reads: 

“2.  Bldg,  being  four  stories  and  basement  in  height, 
is  recpiired  to  be  of  fireproof  construction  for  proposed 
use,  as  per  Section  4.2.1.  of  Bldg.  Code. 

3.  Stairs  should  be  enclosed  in  3  hr.  partitions  and 
.have  3/4  hr.  f.p.s.c.  doors  in  all  openings  to  same  as 
per  Sec.  6.4.1.8.L  B.C. 

4.  Stairs  should  lead  in  a  continuous  enclosures  from 
street  to  roof  as  per  Sec.  6.4.1.11.  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  basement,  55  ft.  6  in.  in  height,  20  ft.  6  in.  by 
67  ft.  6  in.  in  area,  of  class  3  construction,  erected  in  1880, 
located  in  a  restricted  retail  and  residence  use  B  area  class 
\V2  height  district  and  used  and  occupied  since  1880:  cellar — 
storage  and  heating;  basement — rooms  and  kitchen;  1st 
floor — rooms  and  pantry ;  2nd  floor — rooms  and  bath  ;  3rd 
floor — rooms  and  bath  ;  4th  floor — rooms  and  bath  ;  proposed 
to  be  used  and  occupied  :  cellar — storage ;  basement — gallery 
and  toilet — 8  persons;  1st  floor — gallery,  offices  and  toilet — 
6  persons  ;  2nd  floor — gallery — 4  persons  ;  3rd  floor — gallery 
and  bath — 3  persons;  4th  floor — apartmeht — 3  persons;  that 
the  building  is  provided  with  one  3  ft.  2  in.  wide  wood  stairs 
unenclosed,  equipped  with  ladder  and  scuttle  to  roof ;  and 
Whereas,  the  applicant  contends  that  the  building  origi¬ 
nally  a  one  family  dwelling  is  being  altered  for  use  as 
galleries  and  one  family  dwelling  and  the  alteration  involves 
the  erection  on  a  new  front  and  the  demolition  of  some  ex¬ 
isting  partitions  and  the  construction  of  new  partitions ;  that 
the  basement  and  1st  floors  will  be  occupied  by  the  owner 
for  the  collection  and  sale  of  rare  antique  art  objects;  that 
the  4th  floor  will  be  used  by  the  owner  as  a  residence;  and 
Whereas,  the  applicant  contends  as  to  objection  2,  that 
the  proposed  use  of  the  building  as  galleries  for  the  exhibi¬ 
tion  and  sale  of  rare  antique  art  objects  will  be  restricted 
to  the  basement,  and  first  three  floors ;  that  the  ceilings  over 
these  floors  and  the  cellar  will  be  fire-retarded  with  metal 
lath  and  cement  plaster,  all  partitions  will  be  fire-retarded 
with  metal  lath  and  cement  plaster ;  that  the  proposed  use 
of  the  4th  floor  as  a  one  family  residence  will  create  addi¬ 
tional  badly  needed  living  space;  that  the  building  has  been 
unoccupied  for  over  five  years  because  of  its  inhabitable 
condition;  that  it  is  felt  it  will  be  no  hazard  to  use  the 
basement,  1st,  2nd  and  3rd  floors  for  galleries  and  the  4th 
floor  as  residence,  especially  in  view  of  the  use  and  occu¬ 
pancy  and  the  precautions  being  taken  to  make  the  building 
safe;  as  to  objection  3  that  since  the  ceilings  and  all  par¬ 
titions  in  the  cellar,  basement,  1st,  2nd,  3rd  floors  will  be 
fire-retarded  and  the  danger  from  fire  further  reduced  by 
the  installation  of  sprinklers  over  all  stairs  and  due  to  the 
light  occupancy  of  the  building,  an  average  of  five  persons 
per  floor,  it  is  felt  that  an  open  stair  will  in  no  way  jeop¬ 
ardize  the  safety  of  the  building’s  occupants ;  therefore  for 
the  same  reasons  it  is  requested  that  the  Board  modify  the 
requirements  for  extending  the  main  stairway  to  the  roof 
so  that  the  applicant  may  be  permitted  to  maintain  the 
existing  roof  scuttle. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1110-46.  Objections  2,  3  and  4,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 


denied,  in  view  of  denial  of  application  for  zoning  variance 
(413-46-BZ). 


MATERIALS  AND  APPLIANCES  SUBMITTED  FOR 

APPROVAL. 

199-39-SM 

APPLICANT — The  Celotex  Corp.,  owner. 

SUBJECT — Celotex  Corporation’s  One-Half  Inch  Fibre 
Board  Sheathing  (reopened  May  7,  1946  re  amend¬ 
ment  of  resolution). 

APPEARANCES—  > 

For  Applicant:  A.  P.  Green. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (199-39-SM) 

Whereas,  the  Celotex  Corporation,  owner,  filed  on  Feb¬ 
ruary  21,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Celotex ; 
and 

Whereas,  this  material  was  approved  by  the  Board  on 
September  19,  1939,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  7,  1946  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  199-39-SM  June  19,  1946 

Subject:  Celotex  Corporation’s  One-Half  Inch  Fibre 
Board  Sheathing,  amendment  of  resolution 

The  Celotex  Corporation  filed  an  application  with  the 
Board  for  the  reopening  of  the  application  approving 
the  use  of  their  fibre  board  on  September  19,  1939, 
Bulletin  No.  39,  Volume  24,  for  the  purpose  of  amend¬ 
ing  the  approval  to  include  the  use  of  half-inch  fibre 
board  sheathing. 

The  Board  heretofore  has  approved  the  applicant’s 
sheathing  material  in  a  thickness  of  25/32"  but  because 
of  shortages  in  raw  materials  this  thickness  board  is 
no  longer  manufactured.  The  applicant  now  proposes 
to  manufacture  a  half-inch  sheathing  board  of  materials 
as  described  in  the  aforementioned  approval  except  that 
the  sheathing  board  will  be  one-half  inch  in  thickness 
and  in  widths  of  4  ft.  and  in  lengths  of  8  ft.,  9  ft.,  10 
ft.  and  12  ft.  This  product  is  a  rigid  cane  fibre  insula¬ 
tion  board,  and  is  dipped  in  asphalt  during  manufacture 
so  that  both  faces  and  edges  are  coated  with  asphalt. 

Tests 

Samples  of  Celotex  Half-Inch  Sheating  Board  were 
procured  on  the  open  market  by  the  R.  W.  Hunt  Com¬ 
pany  and  subjected  to  tests  in  accordance  with  Federal 
Specification  for  Fibre  Board  Insulating,  LLL-F-321a, 
Hunt  Report  File  No.  25579-1,  Report  P-545-50A,  with 
results  as  follows : 

Test 


Thermal  Conductivity — B.T.U.  per 
hour  per  sq.  ft.  per  degree  F.  per 

Specification 

Requirements 

Re¬ 

sults 

in.  thickness  . 

Thermal  Conductivity — B.T.U.  per 
hour  per  sq.  ft.  per  degree  F.  irre- 

0.36  Max. 

0.347 

spective  of  thickness  . 

Transverse  Strength  —  pounds  — 

0.72  Max. 

0.713 

lengthwise  . 

Transverse  Strength  —  pounds  — 

14  Min. 

18.8 

crosswise  . 

12  Min. 

13.5 
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Minimum  deflection  at  ultimate  load 

— inches  .  0.25  Alin.  0.60 

Maximum  deflection  at  ultimate 

load — inches  .  0.85  Max.  0.82 

Tensile  Strength — lbs.  per  sq.  in.  ...175  Alin.  240 

Water  Absorption — -percent  .  5  Alax.  4.23 

Linear  Expansion — percent  .  0.50  Alax.  0.15 


The  test  data  shows  the  material  meets  specifica¬ 
tion  requirements. 

A  racking  test  was  made  by  the  R.  W.  Hunt  Com¬ 
pany,  File  No.  28601-1,  Report  P-18936,  to  determine  the 
bracing  effect  of  Celotex  Half-Inch  Sheathing  Board 
with  description  of  material  and  results  as  follows  : 
Sheathing — Yz"  x  4'  x  8'  insulation  board,  determined 
as  being  high,  medium,  and  low  strength  in  rating 
tests  previously  run,  nailed  parallel  to  studs. 

Nailing — \y2"  galvanized  roofing  nails  with  7/16"  di¬ 
ameter  heads,  on  6"  centers  along  intermediate  bear¬ 
ings  and  on  3"  centers  at  edges  and  ends,  Y"  from 
edges  of  board. 

115  123  133 

High  Afedium  Low 

Board  Strength  Strength  Strength 

Total  weight 


of  panels — lbs .  163  165  159 


Deflection 

Set 

Deflection 

Set 

Deflection 

Set 

Load-lbs. 

Inches 

Inches 

Inches 

Inches 

Inches 

Inches 

200 

0.02 

0.00 

0.02 

0.00 

0.01 

0.00 

400 

0.04 

0.01 

0.05 

0.01 

0.03 

0.01 

600 

0.06 

0.01 

0.09 

0.03 

0.06 

0.02 

800 

0.09 

0.02 

0.13 

0.05 

0.09 

0.03 

1,000 

0.12 

0.03 

0.18 

0.07 

0.13 

0.05 

1,200 

0.18 

0.06 

0.24 

0.10 

0.17 

0.08 

1,400 

0.23 

0.09 

0.30 

0.13 

0.22 

0.11 

1,600 

0.31 

0.13 

0.37 

0.17 

0.29 

0.15 

1,800 

0.39 

0.17 

0.47 

0.23 

0.39 

0.20 

2,000 

0.50 

0.22 

0.61 

0.32 

0.51 

0.28 

2,200 

0.59 

0.27 

0.76 

0.43 

0.65 

0.36 

2,400 

0.68 

0.32 

0.95 

0.51 

0.78 

0.45 

2,600 

0.78 

0.37 

1.11 

0.61 

0.90 

0.52 

2,800 

0.87 

0.43 

1.30 

0.70 

1.08 

0.59 

3,000 

0.98 

0.49 

1.50 

0.79 

1.20 

0.65 

3,200 

1.09 

0.56 

1.72 

0.90 

1.40 

0.70 

3,400 

1.21 

0.62 

1.95 

0.99 

1.60 

0.75 

3,600 

1.30 

0.69 

2.23 

1.08 

1.79 

0.80 

3,800 

1 .65 

0.82 

— 

_ 

2.02 

0.95 

4,000 

1.98 

0.96 

— 

— 

_ 

1.23 

3.780 

— 

— 

3.0 

1.4 

_ 

_ 

4,365 

2.77 

1.45 

_ 

_ 

_ 

_ 

Maximum 

loads-lbs. 

4,365 

3,780 

4. 

000 

Nails  bent  and  nail  holes 

elongated, 

permitting  offset 

between 

boards. 

At  maximum  loads,  outer  nails  were  pulling  through  boards. 


Recommendations 

The  Committee  on  Tests  has  reviewed  the  foregoing 
data  and  the  availability  of  this  type  of  material  and 
finds  that  this  shortage  will  continue  for  some  time. 
On  the  basis  of  the  foregoing  it  recommends  the  ap¬ 
plication  be  reopened  and  amended  to  permit  the  use 
of  Celotex  one-half  inch  fibre  board  sheathing,  of  prop¬ 
erties  as  described  herein,  for  use  as  a  substitute  sheath¬ 
ing  for  the  25/32  sheathing  for  a  period  of  one  year, 
provided  that  when  such  one-half  inch  fibre  board 
sheathing  is  used  supplemental  bracing  of  the  frame 
work  of  the  wood'  frame  structures  where  this  material 
is  used  shall  be  provided  by  means  of  let  in  diagonal 
braces  1  in.  by  4  in.  sound  and  free  from  knots  at  all 
external  corners  in  the  outside  face  of  the  studs  at 
approximately  45  deg.  or  supplemental  bracing  may  be 
by  a  series  of  2  in.  by  4  in.  struts  diagonally  cut  and 
placed  between  the  studs  at  an  angle  of  45  deg.  with 
the  horizontal  and  extending  from  sill  to  plate  where- 
ever  possible.  All  braces  shall  be  securely  nailed  to  each 
stud  and  to  sill  and  plate.  Where  openings  occur  near 
the  corners,  1  in.  by  4  in.  let  in  knee  braces  in  the  face 
of  the  studs  installed  above  and  below  the  openings  at 
approximately  45  deg.  extending  across  not  less  than 
3  studs  shall  be  provided.  The  placing  of  studs  where- 
ever  this  material  is  used  shall  be  not  more  than  16 
in.  and  all  vertical  joints  shall  be  staggered;  where- 


ever  possible  sound  and  full  length  and  width  sheath¬ 
ing  boards  shall  be  used.  Short  filler  pieces  when  used 
shall  be  applied  only  in  the  middle  of  the  wall  and 
when  used  over  doorways  and  over  and  under  windows 
or  other  openings,  additional  vertical  and  horizontal 
2  x  4’s  shall  be  provided  so  as  to  afford  supplemental 
nailing  bases  along  all  edges  of  the  board  so  used.  The 
use  of  this  sheathing  board  will  be  limited  to  not  closer 
than  12  in.  above  surrounding  grade. 

It  is  further  recommended  that  in  all  other  respects 
the  manufacturer’s  use  and  identification  of  this  material 
shall  comply  with  the  requirements  of  the  approval 
granted  on  September  19,  1939. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved  that  the  Board, of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  19,  1939, 
in  accordance  with  report  of  Committee  on  Tests,  for  a 
temporary  term  of  one  (1)  year  from  the  date  of  this 
amended  resolution. 


342-39-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SUBJECT — Gold  Bond  Aletal  Lath  and  Lathing  Acces¬ 
sories,  approval  of. 

APPEARANCES— 

For  Applicant :  H.  Z.  Jones. 

ACTION  OF  BOARD — Alaterial  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (342-39-SAI) 

Whereas,  National  Gypsum  Company,  owner,  filed  on 
March  17,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Gold  Bond  Metal  Latk  and  Lathing  Accessories ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  12,  1946. 

Re:  Cal.  342-39-SM 

Subject:  Gold  Bond  Aletal  Lath  and  Lathing  Acces¬ 
sories,  Approval  of. 

The  National  Gypsum  Company  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  Gold  Bond  Metal  Lath  and  Lathing  Accessories, 
under  the  mandatory  requirements  of  C26-178.0.b  for 
use  under  the  requirements  of  C26-459.0  and  C26-460.0 
of  the  Administrative  Building  Code. 

Description 

These  materials  are  manufactured  at  the  applicant’s 
plant  at  Niles,  Ohio,  from  specified  gauge  metal  sheets 
of  blanks  of  widths  and  lengths  as  are  required  on  the 
rotary  and  also  by  the  punched  method.  On  the  rotary 
type  machine,  the  slotted  sheet  of  required  dimensions 
as  it  leaves  the  original  operation.  On  the  punched  type, 
the  sheet  is  first  punched  and  then  mechanically  ex¬ 
panded  to  the  finished  size,  after  which  all  sheets  are 
bundled  with  a  weight  identification  tag  and  then  dip- 
painted,  dried  and  stored,  ready  for  shipping. 

The  lath  and  accessories  of  the  applicant’s  manufac¬ 
ture  are  listed  as  follows : 
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Actual 
Weight  per 


Gold  Bond  Diamond  Mesh 

Sq.  Yard 

Gauge 

Lath 

2.5#  Painted  copper  alloy . 

2.5 

26 

3.4#  Painted  copper  alloy . 

3.4 

24 

3.4#  Galvanized  copper  alloy... 

3.4 

25 

2.75#  Painted  copper  alloy . 

2.75 

29 

Gold  Bond  Lathing  Accessories 

Weight 
per  Foot 

Gauge 

Gold  Bond  Arch  Corner  Beads.... 

.180 

26 

Gold  Bond  Expanded  Corner  Beads 


2i4"  . 230  26 

Gold  Bond  Cold  Rolled  Channels 


34"  painted  . 

.300 

16 

1  )4"  painted  . 

Gold  Bond  Metal  Runners 

.475 

16 

Z  Ceiling  runner  2"  painted . 

.37 

20 

Galvanized  metal  base  2)4" . 

1.3 

18 

Galvanized  metal  base  3" . 

Inspection 

1.25 

18 

Random  samples  of  the  applicant’s  types  of  lath  and 
accessories  were  inspected  by  the  Committee  on  Tests. 
Present  at  inspection  was  Chief  Engineer  L.  V.  Huber. 
This  inspection  was  made  at  the  warehouse  of  the  com¬ 
pany. 

Results  of  the  test  are  as  follows : 


Sample 

Catalogue 

Area 
of  Unit 

Weight 

per 

Average 

Weight 

No. 

Lot 

Tested 

Unit  No. 

per  Unit 

1 

2.5#  Painted 

Copper  Alloy  . 

.  20 

50-25 

2.5 

2 

3.4#  Painted 

Copper  Alloy  . 

.  60 

68 

3.4 

3 

3.4#  Galvanized  . 

,  .  20 

69 

3.45 

4 

2.75  Painted 

Copper  Alloy  . 

, .  20 

56 

2.85 

5 

Arch  Corner  Bead . 

.  100  Linear  22 

.22 

6 

Expanded  Corner  Bead  . 

ft. 

40  Linear  10 

.25 

8 

Cold  Rolled  Channels 
ll/2"  painted  . 

ft. 

.  200  .95 

.475 

9 

Metal  Runners 

Z  ceiling  2"  painted  .  .  .  . 

.  200 

.75 

.375 

10 

Galvanized 

Metal  Base  2*4" . 

, .  100 

130 

1.3 

11 

Galvanized 

Metal  Base  3"  . 

.  100 

125 

1.25 

-  Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  National  Gypsum 
Company’s  Gold  Bond  Metal  Lath  and  Metal  Lath  Ac¬ 
cessories,  as  listed  as  follows :  Lath  weighing  less  than 
three  pounds  per  sq.  yd.  be  approved  for  use  as  a  sub¬ 
stitute  for  combustible  lath  under  C26-458.0.  Such  lath, 
however,  shall  weigh  not  less  than  two-and-one-half 
pounds  per  square  yard.  Lath  weighing  three  pounds 
per  square  yard  or  over  be  approved  for  use  as  metal 
lath  under  C26-459.0  and  C26-460.0,  when  installed  in 
accordance  with  the  requirements  therefor.  All  acces¬ 
sories  listed  are  approved,  when  installed  under  the  re¬ 
quirements  of  the  Administrative  Building  Code  under 
C26-191.0  and  C26-178.0. 

It  is  further  recommended  that  the  use  of  these  ma¬ 
terials  be  limited  to  the  specific  uses  permitted  for  each 
type  of  lath  and  that  it  he  applied  as  provided  for  in 
the  pertinent  provisions  of  the  Administrative  Building 
Code.  In  cases  where  no  specific  requirements  exist, 
the  material  may  be  installed  in  accordance  with  the 
manufacturer’s  specifications. 

It  is  also  recommended  that  the  material  shall  he 
manufactured  and  applied  as  provided  for  herein,  ex¬ 
cept  that  lath  weight  shall  be  permitted  a  tolerance  of 
5  percent.  Each  bundle  or  container  shall  be  labeled  or 
stamped  as  follows,  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
#342-39-SM.”  Where  the  lath  weight  is  less  than 
three  pounds  per  square  yard,  such  lath  shall  bear  addi¬ 


tional  wording,  reading,  as  follows :  “This  metal  lath 
may  only  be  used  where  combustible  lath  is  permitted.” 
It  is  not  intended,  however,  that  the  prohibitions  of 
C26-458.0,  a.b  apply  to  lath  weighing  less  than  three 
pounds  per  square  yard,  as  herein  recommended  for 
approval.  The  installation  of  such  lath,  however,  shall 
comply  with  all  the  requirements  of  the  Code  for  metal 
lath  as  provided  in  C26M59.0. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Gold  Bond  Metal 
Lath  and  Lathing  Accessories  in  accordance  with  the  above 
report. 

258-40-SM 

APPLICANT— The  C'elotex  Corp.,  owner. 

SUBJECT — Celotex  Acoustical  Products  (reopened  May  7, 
1946). 

APPEARANCES— 

For  Applicant :  A.  P.  Green. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (258-40-SM) 

Whereas,  The  Celotex  Corporation,  owner,  filed  on 
March  7,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Celotex 
Acoustical  Products ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
May  7,  1940,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  7,  1946  and  restored  to  the  calendar;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  258-40-SM 

June  14,  1946 

Subject:  Celotex  Acoustical  Products 

The  Celotex  Corporation  of  Chicago,  Illinois,  filed  a 
request  with  the  Board  on  April  19,  1946  for  a  reopen¬ 
ing  of  the  approval  granted  them  on  May  7,  1940  to 
permit  the  use  of  their  fibre  cane  acoustical  products 
known  as  Acousti-Celotex  when  flameproofed  with  a 
flameproofing  compound  known  as  Albi  “R”  for  greater 
areas  in  all  classes  of  construction  in  accordance  with 
the  authority  as  provided  in  Rule  1.6  of  the  Board’s 
Insulating  Fibre  Board  Rules  as  amended  June  8,  1945. 

Tests 

To  provide  a  basis  to  permit  the  Board  amending  its 
approval,  the  applicant  submitted  the  material  known  as 
Acousti-Celotex  to  tests  which  were  performed  by 
Columbia  University  under  the  direction  of  Prof.  E.  C. 
Ingalls,  Report  No.  2569,  dated  May  27,  1946  with  de¬ 
tails  and  results  as  follows : — 

General 

This  report  records  the  results  of  three  twenty- 
minute  fire  tests  made  on  six  panels  covered  with 
“Acousti-Celotex”  including  four  panels  surface-treated 
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with  Albi  “R”  (Cal.  11-46  SM)  as  herein  described. 
The  three  twenty-minute  fire  tests  were  conducted  in 
accordance  with  the  fire  test  requirements  of  Federal 
Specifications  for  “Accustical  Units,  Prefabricated,” 
designated  SS-A-118  and  dated  November  20,  1939,  Sec¬ 
tion  F-2o(2),  which  covers  “slow  burning  and  combus¬ 
tible  material.”  The  three  thirty  minute  tests  were 
special  furnace  tests  as  directed  by  the  Board.  All  tests 
were  intended  to  furnish  comparative  information,  to 
assist  the  Board  in  evaluating  the  effectiveness  of  the 
surface  treatment. 

Surface  Treatment  of  “Acousti-Celotex” 

“Acousti-Celotex”  tiles  for  four  of  the  test  panels 
were  surface-treated  at  Columbia’s  laboratories  by  Mr. 
N.  Altman  of  the  Albi  Chemical  Corporation.  A  com¬ 
mercial  carton  of  40  “Acousti-Celotex”  tiles  was  sup¬ 
plied  by  the  Celotex  Corporation.  Each  tile  was  weighed 
immediately  before  and  after  treatment.  A  sample 
tile  was  oven-dried  to  a  constant  weight  to  determine  the 
moisture  content  “as  received”  which  was  3.9%.  A 
commercial  container  of  Albi  “R”  powder  was  supplied 
by  Albi  Chemical  Corporation  and  the  water  mixture 
which  was  used  in  surface-treating  all  “Acousti-Celotex” 
tiles  was  prepares  by  Mr.  Altman,  Albi  Chemical  Corp., 
at  the  laboratories,  essentially  in  accordance  with  the 
printed  instructions  attached  to  the  dry  powder  con¬ 
tainer,  and  are  summarized  as  follows : 

Two  lbs.  of  hardening  powder  and  17  lbs.  of  bulk 
powder  were  weighed  and  mixed  with  four  quarts 
of  water.  The  mixture  was  stirred  until  smooth  and 
uniform,  after  which  additional  pint  of  water  was 
added  to  the  mixture,  as  specified,  to  adjust  the 
painting  consistency. 

The  Albi  “R”  was  applied  to  the  “Acousti-Celotex” 
tiles  with  a  commercial  paint  spray  gun  before  the 
tiles  were  attached  to  the  panels.  Two  different  types 
of  treatment  were  used.  Approximately  half  the  tiles 
were  sprayed  individually  on  the  finished  surface,  bevels, 
and  four  lateral  edges.  The  second  half  were  sprayed 
on  the  finished  face  and  bevels  only  with  no  application 
on  the  four  lateral  edges.  None  of  the  tiles  were  sprayed 
on  the  back  surface.  All  tiles  were  allowed  to  dry  at 
room  temperature  (70°  to  80°  F),  and  atmospheric 
humidity  for  four  days,  before  they  were  attached 
to  the  test  panels.  A  moisture  determination  was  made 
on  a  sample  tile  representing  each  type  of  treatment 
to  determine  the  moisture  content  of  the  treated  tiles 
at  the  time  of  attachment  to  the  panels.  The  tile  treated 
on  finished  surface,  bevels,  and  four  lateral  edges 
showed  a  moisture  content  of  8.1%,  and  tile  with  the 
lateral  edge  treatment  omitted  showed  a  moisture  con¬ 
tent  of  7.8%.  Each  tile  treated  was  weighed  at  the  time 
of  attachment.  Tables  1  and  11  showed  the  average  “as 
received”  weight  of  tiles  used  on  each  panel,  the  average 
increase  in  weight  due  to  treatment,  and  the  average 
weight  at  the  time  of  attachment  of  tiles  to  test  panels. 

TABLE  I 

Average  Weights  for  “Acousti-Celotex”  Tiles 
Surfaced-Treated  with  Albi  “R” 

Treated  Surfaces :  Finished  face,  bevels,  and  four  lateral 
edges. 

Panel  No.  3A  Panel  No.  6B 

Number  of  tiles  used .  9  8 

As  received :  Weight,  grams  416.9  427.0 

Weight  after  treatment, 

grams  . .  470.5  480.2 

Weight  at  time  of  applica¬ 
tion  to  panel,  grams .  467.9  475.8 

Weight  of  wet  surface. 

treatment,  grams  .  53.6  53.2 

*Moisture  content,  as  re¬ 
ceived,  %  .  3.9 

*Moisture  content,  at  time  of 

application  to  panel,  % . .  8.1 


Note:  All  values  shown  above  except  (*)  represent  the 
average  for  all  tiles  used  on  the  test  panel  indi¬ 
cated. 

*  Based  on  a  sample  tile  only. 

TABLE  II 

Average  Weights  for  “Acousti-Celotex”  Tiles 
Surfaced-Treated  with  Albi  “R” 

Treated  Surfaces :  Finished  face,  and  bevels  only.  No 
treatment  on  lateral  edges. 

Panel  No.  2A  Panel  No.  5B 

Number  of  tiles  used .  9  8 

As  received ;  Weight,  grams  417.6  421-.1 

Weight  after  treatment, 

grams  . .  450.4  462.3 

Weight  at  time  of  applica¬ 
tion  to  panel,  grams .  455.6  465.6 

Weight  of  wet  surface 

treatment,  grams  .  32.8  41.2 

^Moisture  content,  as  re¬ 
ceived,  % .  3.9 

*Moisture  content,  at  time  of 

application  to  panel,  %..  7.8 

Note:  All  values  shown  above  except  (*)  represent  the 
average  for  all  tiles  used  on  the  test  panel  indi¬ 
cated. 

*  Based  on  a  sample  tile  only. 

Description  of  Test  Panels 

Two  types  of  panels  were  constructed.  Type  “A”, 
which  was  designed  for  the  twenty-minute  fire  test, 
consisted  of  a  36"  x  36"  frame  of  commercial  2"  x  4" 
timber  with  two  equally  spaced  commercial  2"  x  3" 
timber  battens.  Each  panel  was  covered  on  one  face 
with  two  sheets  of  nominal  tb"  cement  asbestos  board 
attached  to  the  panel  with  14  wood  screws.  One  panel, 
designated  “1-A”,  was  received  with  a  covering  of 
nine  12"  x  12"  x  24"  “Acousti-Celotax”  untreated  tiles. 
The  tiles  were  nailed  over  the  cement  asbestos  boards 
with  four  special  6d  nails-  per  tile  (nails  were  2"  long, 
.088  in  dia.,  and  head — .15"  dia.).  A  second  panel, 
designed  “2-A”,  was  received  without  tiles.  Nine  of 
the  previously  treated  tiles  (treated  on  surface  and 
bevels  only)  were  applied  to  this  panel  in  the  manner 
described  above  by  a  mechanic  from  The  Celotex  Cor¬ 
poration.  A  third  panel,  designated  “2-A”,  was  similar 
to  the  second  panel  except  that  nine  tiles  which  had 
been  treated  on  surface,  bevels  and  four  lateral  sur¬ 
faces  were  used. 

Type  “B”  panels,  which  were  designed  for  the  thirty- 
minute  special  furnace  tests,  consisted  of  a  24"  x  48" 
frame  of  commercial  2"  x  4"  timber  with  three  equally 
spaced  2"  x  3"  battens  in  the  short  direction  of  the 
panel.  Each  panel  was  covered  with  two  sheets  of  4s" 
cement  asbestos  board  attached  to  the  frame  with  13 
wood  screws.  One  panel,  designated  “4-B”,  was  re¬ 
ceived  with  eight  12"  x  12"  x  24”  “Acousti-Celotex” 
already  attached  to  the  panel.  A  second  panel  of  this 
type,  designated  “5-B”,  was  received  without  tiles. 
Eight  treated  tiles  (treated  ofi  surface  and  bevels  only) 
were  applied  to  this  panel,  using  the  same  4-nail  at¬ 
tachment.  A  third  panel,  designated  “6-B”,  was  pre¬ 
pared  in  a  similar  manner,  using  8  tiles  treated  on 
surface,  bevels  and  4  lateral  edges.  All  panels  were 
tested  in  from  24  to  48  hours  after  attachment  of  tiles. 
Table  III  summarizes  the  test  panels: 

TABLE  III 

Summary  of  Test  Panels 
Covered  With  Treated  and  Untreated 
“Acousti-Celotex”  Tiles 

Panel  No.  Treatment  Type  of  Test 

1- A  None  .  SS-A-118 

2- A  Surface  and  bevels  only  SS-A-118 

with  Albi-R  . 

3- A  Surface,  bevels  and  4  SS-A-118 

lateral  edges  with  Albi-R 
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Panel  No.  Treatment  Type  of  Test 

4- B  None  .  Special  furnace 

5- B  Surface  and  bevels  only  Special  furnace 

with  Albi-R  . 

6- B  Surface,  bevels  and  4  Special  furnace 

lateral  edges  with  Albi-R 
“Acousti-Celotex”  Tiles  .  . .  12"  x  12"  x  44" 

Type  A  Panel  .  36"  x  36" 

Type  B  Panel  .  24"  x  48" 


Thirty-minute  Fire  Tests 

Panels  “5-B”  and  “6-B”  were  subjected  to  the  special 
furnace  test  simultaneously,  and  Panel  “4-B”  was 
tested  as  an  isolated  panel.  For  each  test,  the  two 
panels  were  placed  in  a  vertical  position  in  an  air- 
gas  furnace  wherein  the  panels  formed  the  two  opposite 
sides  of  the  furnace,  the  end  walls  and  top  consisting 
of  cinder  concrete  slabs.  In  the  case  of  the  single 
panel  “4-B”,  the  opposite  side  of  the  furnace  was 
closed  with  a  cinder  concrete  slab.  The  “Acousti- 
Celotex”  face  of  each  panel  was  thus  exposed  to  the 
furnace  temperature  while  the  opposite  face  was  ex¬ 
posed  to  room  temperature.  The  temperature  within 
the  furnace  was  raised  in  accordance  with  the  “Colum¬ 
bia”  time-temperature  curve  which  is  the  Standard 
A.S.T.M.  time-temperature  curve  with  the  time  halved. 
Thus  a  furnace  temperature  of  1700°F  is  reached  in 
30  minutes,  after  which  the  exposure  flame  was  shut 
off  and  the  test  panels  removed  from  the  furnace.  Tem¬ 
perature  readings  were  taken  at  two-minute  intervals 
by  means  of  four  chromel-alumel  thermocouples.  Two 
No.  8  wire  couples  were  placed  at  mid-height  in  the 
furnace  at  the  third-points  of  its  length.  One  of  each 
of  the  other  two  couples  was  placed  in  contact  with  the 
unexposed  cement  asbestos  board  surface  of  the  panels. 
These  exterior  surface  couples,  placed  near  the  center 
of  each  panel,  were  covered  with  6"  x  6"  x^4"  asbestos 
pads,  and  were  held  in  place  by  means  of  a  wire  and 
spring  device.  Exterior  couples  were  of  No.  18  wire. 
Results  of  the  three  thirty-minute  fire  tests  are  shown 
in  the  following  “Logs  of  Test”  ; 


Log  of  Twenty-minute  Fire  Test 
Panels  5-B  and  6-B 


Laboratory  Test  No:  735o6 
Date  of  Test:  May  22,  1946 

Material:  “Acousti-Celotex”  (12"  x  12"  x  44") 
Treatment:  Panel  5-B:  One  spray  coat  of  Albi  “R”  on 

finished  surface  and  bevels 
only. 

Panel  6-B:  One  spray  coat  of  Albi  “R”  on 
finished  surface,  bevels  and  four 
lateral  edges. 


Unexposed 

Face 


Average 

Temp. 

°F 

Time 

Furnace . 

— 

Min. -Sec. 

Temp.  °F 

5-B 

6-B 

0—0 

85 

80 

80 

2—0 

795 

82 

80 

4—0 

1210 

80 

85 

6—0 

1353 

80 

85 

8—0 

1410 

80 

85 

10—0 

1458 

80 

95 

12—0 

1505 

80 

100 

14—0 

1530 

82 

103 

16—0 

1560 

90 

115 

18 — 0 

1586 

90 

125 

20—0 

1606 

100 

140 

22—0 

1625 

105 

150 

24 — 0 

1645 

125 

163 

26—0 

1660 

130 

170 

28—0 

1675 

140 

170 

30—0 

1700 

135 

170 

32—0 


Remarks 
Room  temperature. 


Both  panels  glowing  and  sur¬ 
faced  blistered. 


Joints  between  tiles  opened  up 
to  about  l/i" 


Surface  of  both  panels  crack¬ 
ing  and  charring. 

Slight  bulge  of  tiles  on  6-B. 


Exposure  flame  off.  No  after 
flame  on  6'B. 

Flaming  joints  on  panels  S-B 
out.  Glow  on  both  panels  per¬ 
sisted  for  approximately  10 
minutes  after  test. 


Examination  After  Test: 

Both  panels  gave  off  some  smoke  for  approximately 
15  minutes  after  test. 

Panel  5-B:  All  “Acousti-Celotex”  tiles  were  severely 
charred,  blistered,  and  cracked  over  entire  exposed  sur¬ 
face.  Tiles  had  shrunk  leaving  cement  asbestos  board 
exposed  at  the  tile  joints.  Maximum  joint  opening  was 
approximiately  1  inch  and  the  openings  averaged  about 
44"-  All  material  was  essentially  intact.  The  “Acousti- 
Celotex”  was  friable  and  easily  removed  to  a  depth  of 
W  at  the  center  of  each  tile,  leaving  approximately 
tV'  of  uncharred  material.  The  tiles  were  completely 
charred  through  for  a  distance  of  2  inches  in  from  the 
edge  of  each  tile. 

Panel  6-B:  This  panel  was  in  substantially  the  same 
condition  as  Panel  5-B.  The  major  difference  being 
that  the  shrinkage  at  the  joints  was  smaller.  Maximum 
opening  at  joints  averaged  about  l/>"  with  a  maximum 
of  about  44".  Examination,  of  the  panel  showed  about 
tV'  of  uncharred  material  at  the  center  of  each  tile 
with  complete  charring  through  for  about  2  inches  at 
each  edge  of  each  tile. 

Twenty -minute  Fire  Tests 

As  noted  previously,  the  test  procedure  was  essenti¬ 
ally  in  accordance  with  the  fire  test  requirements  of 
Federal  Specifications  for  “Prefabricated  Acoustical 
Units,”  SS-A-118,  Section  F-2c(2).  The  “A”  type 
specimens  were  each  suspended  over  an  air-gas  burner 
in  a  horizontal  position.  The  burner  was  fitted  with  a 
44  inch  diameter  nozzle,  the  top  of  which  was  2844 
inches  below  the  fire-exposed  face  of  the  panel.  Using 
a  semi-luminous  flame,  the  temperature  at  the  fire- 
exposed  face  was  increased  in  accordance  with  the 
“Standard”  A.S.T.M.  time-temperature  curve.  The 
flame  temperature  was  measured  with  a  chromel-alumel 
thermocouple  made  of  No.  8  (B.  &  S.  gage)  wire 
place  in  a  3-inch  horizontal  coil  one  inch  below  the 
center  of  the  specimen.  The  wire  was  bare  for  a 
distance  of  2  inches  from  the  junction.  The  back  tem¬ 
perature  of  the  unexposed  face  of  cement  asbestos 
board  was  recorded  with  a  chromel-alumel  thermo¬ 
couple  made  of  No.  18  (B.  &  S.  gage)  wire  placed  at 
approximately  the  center  of  each  panel.  The  thermo¬ 
couple  was  covered  with  a  6"  x  6"  x  yf”  asbestos  pad 
and  was  held  in  place  with  a  fire  brick  placed  on  the 
pad. 

The  test  was  limited  to  20  minutes  in  accordance  with 
Section  F-2c(2).  The  additional  back  temperature 
measurement,  not  specified  in  Federal  Specifications 
SS-A-118,  was  included  at  the  request  of  the  Board 
of  Standards  and  Appeals,  City  of  New  York. 

The  following  “Logs  of  Test”  record  the  results  of 
the  above  described  20-minute  fire  tests  on  Panels  1A, 
2A  and  3A : 

Log  of  Twenty-minute  Fire  Test 
Panel  No.  1-A 

Laboratory  Test  No:  73553 
Date  of  Test:  May  22,  1946 
Material:  “Acousti-Celotex”  (12"  x  12"  x  44”) 


Treatment . 

•  None 

Temp,  of 

Time 

Flame 

Unexposed 

Remarks 

Min. .See.  Temp.  F 

Face,  °F 

0—0 

70 

70 

Room  temperature. 

2—0 

400 

75 

— 

4—0 

760 

75 

Tile  flaming  over  4"  circle. 

5—0 

Tiles  flaming  over  entire  sur¬ 
face  of  test  panel  and  charring 
outside  edges  of  tiles. 

6—0 

1130 

80 

Central  tile  (-racking  up  over 
2"  circle. 

o 

1 

— 

— 

Central  tile  glowing  over  10" 
circle. 

o 

1 

00 

1210 

85 

Tiles  glowing  over  14"  circle 
and  completely  charred  through 
at  center  of  panel. 

10—0 

1300 

90 

Central  tile  completely  cracked 
and  charred.  Tiles  charred  over 
18"  circle. 
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Time 
Min. -Sec. 

Flame 
Temp.  F 

Temp,  of 
Unexposed 
Face,  °F 

Remarks 

12—0 

1345 

105 

_ r 

13—0 

- — 

— 

Outside  edges  of  panel  glowing. 

14 — 0 

1385 

130 

— 

16—0 

1410 

160 

Continued  glowing  at  outside 

18—0 

1435 

195 

edges.  Central  3"  circle  com¬ 
pletely  disintegrated  but  still 
essentially  intact. 

Panel  charred  over  22"  circle. 

19—0 

— 

— 

Central  tile  completely  disinte¬ 

20—0 

1460 

265 

grated  and  sagging  slightly. 
Exposure  flame  off. 

20 — 06 

— 

— 

Flaming  of  tiles  completely  out. 

Lxamination  After  Test: 

Central  12"  x  12"  x  34"  “Acousti-Celotex”  completely 
disintegrated  but  no  large  pieces  fallen  away.  Charred 
remnants  of  central  tile  easily  removable  exposing 
cement  asbestos  board.  Panel  was  charred  and  dis¬ 
colored  over  22"  circle.  Tiles  severely  charred  in  band 
about  2"  wide  along  each  of  four  edges  of  panel.  At 
8  minutes  after  test,  test  panel  was  still  glowing  over 
central  tile  and  along  edges.  A  considerable  amount 
of  smoke  was  still  issuing  from  the  panel  at  15  minutes 
after  the  test,  and  the  panel  was  saturated  with  water. 

Log  of  Twenty-minute  Fire  Test 
Panel  No.  2-A 

Laboratory  Test  No:  73554 
Date  of  Test:  May  22,  1946 

Material:  “Acousti-Celotex”  (12"  x  12"  x  yA") 
Treatment:  One  spray  coat  of  Albi  “R”  on  finished 
surface  and  bevels  only. 


Time 
Min. -Sec. 

Flame 
Temp.  F 

Temp,  of 
Unexposed 
Face,  °F 

Remarks 

0—0 

80 

80 

Room  temperature. 

2—0 

390 

82 

— 

2—30 

— 

— 

Surface  blistered  over  2" 

crack. 

3—0 

• — 

— 

Surface  blistered  over  8" 

crack. 

4—0 

790 

85 

Surface  blistered  over  10" 

crack. 

4—30 

— 

— 

Surface  blistered  over  12" 

crack. 

5—0 

— 

— 

Surface  blistered  over  14" 

crack. 

5—15 

— 

— 

Flaming  of  tile  over  4" 

circle 

6—0 

1110 

90 

with  cracking  over  central  tile. 
Flaming  of  tile  over  6"  circle. 

6 — 15 

— 

— 

— 

6—30 

— 

— 

Surface  blistered  over  18" 

circle. 

8—0 

1220 

93 

Surface  blistered  over  20" 

circle. 

8—30 

— 

— 

Flaming  over  10"  circle. 

10—0 

1310 

95 

Surface  blistered  over  23" 

circle. 

12—0 

1350 

105 

Surface  blistered  over  24" 

circle. 

12—30 

- — 

— 

Flaming  over  12"  circle. 

13—0 

— 

— 

Charred  over  6"  circle. 

14 — 0 

1395 

118 

— 

16—0 

1405 

120 

Charred  over  8"  circle. 

16—30 

— 

— 

Surface  blistered  over  25" 

circle. 

18—0 

1440 

120 

— 

20—0 

1460 

125 

Exposure  flame  off.  No 

after 

20—15 

_ 

_ 

flaming  of  panel. 

All  glow  out.  A  small  amount 

Examination  After  Test: 

of  smoke  issuing  from  panel. 

Surface  severly  charred  and  cracked  over  7"  circle. 
Surface  charred,  blistered  and  discolored  over  25"  circle. 
Charred  material  friable  and  easily  removed  over  7" 
diameter  circle.  Uncharred  “Acousti-Celotex”  material 
to  a  depth  of  t3®"  at  center  of  panel  (maximum  depth 
of  char  =  tV')-  The  small  hole  in  the  center  was  cut 
through  uncharred  material  to  show  the  depth  of  un¬ 
charred  material. 


Log  of  Twenty-minute  Fire  Test 
Panel  No.  3-A 

Laboratory  Test  No:  73555 
Date  of  Test:  May  22,  1946 
Material:  “Acousti-Celotex”  (12"  x  12"  x  34") 
Treatment:  One  spray  coat  of  Albi  “R”  on  finished 
surface,  bevels  and  four  lateral  edges. 


Time 
Min. -Sec. 
0—0 
2—0 

2— 30 

3— 0 


Temp,  of 

Flame  Unexposed 

Temp.  °F  Face,  °F  Remarks 

85  80  Room  Temperature. 

400  80  — 

—  —  Surface  blistering  started. 

—  —  Surface  blistered  over  6"  circle. 


Time 

Min.-Sec. 

Flame 
Temp.  F 

Temp,  of 
Unexposed 
Face,  "F 

Remarks 

3—30 

— 

— 

Surface  blistered  over  8"  circle. 

4—0 

800 

80 

Surface  blistered  over  10"  circle. 

5—0 

— 

— 

Surface  blistered  over  12"  circle. 

6—0 

1110 

85 

Surface  blistered  over  14"  circle. 

6—15 

— 

— 

Flaming  over  4"  circle. 

7—0 

— 

— 

Surface  blistered  over  16"  circle. 

8—0 

1220 

90 

Flaming  over  6"  circle. 

8—30 

— 

— 

Surface  blistered  18"  circle. 

9—0 

— 

— 

Flaming  over  8"  circle. 

9—30 

— 

— 

Charred  and  cracked  over  5" 

10—0 

1290 

95 

circle. 

11—0 

— 

— 

Surface  blistered  over  20"  circle. 

12—0 

1350 

105 

Charred  and  cracked  over  8" 

14—0 

1380 

110 

circle. 

Flaming  over  11"  circle. 

16—0 

1410 

125 

Surface  blistered  over  23"  circle. 

18—0 

1440 

130 

Surface  blistered  over  24"  circle. 

19—30 

Charred  and  cracked  over  8" 
circle.  Flaming  over  12"  circle. 
Disintegration  of  tile  over  2" 

20—0 

1470 

145 

circle. 

Exposure  flame  off.  No  after 

20—10 

_ 

—All 

flaming. 

glow  out  with  slight  smoking 

persisting. 

Examination  After  Test: 

Surface  severely  charred  and  cracked  over  8"  circle. 

Surface 

blistered, 

charred 

and  discolored  over  25" 

circle.  Charred  material  friable  and  easily  removed 
over  8"  circle.  Uncharred  “Acousti-Celotex”  material 
to  a  depth  of  *4"  at  center  of  panel  (max  depth  of 
char  =  y2").  Panel  2-A  appeared  substantially  the 
same  before  char  was  removed. 

Log  of  Thirty-minute  Fire  Test 
Panel  No.  4-B 


Laboratory  Test  No:  73557 

Date  of  Test:  May  23,  1946 

Material:  “Acousti-Celotex”  (12"  x  12"  x  34") 


Teratment:  None 

Average 
Time  Furnace 

Min. -Sec.  Temp.,  °F 

Unexposed 
Face  Temp. 
°F 

Remarks 

0—0 

75 

73 

Room  temperature. 

2—0 

900 

75 

— 

4—0 

1228 

78 

— 

6—0 

1346 

78 

— 

8—0 

1408 

90 

Celotex  tiles  cracking  and 

9—0 

_ 

_ 

charring. 

Tiles  shrinking  and  joints 

10—0 

1439 

93 

opening  up. 

Cracking  becoming  more  pro¬ 

12—0 

1500 

110 

nounced. 

14 — 0 

1518 

125 

_ 

16—0 

1560 

143 

_ 

18—0 

1572 

160 

— 

20—0 

1610 

180 

— 

22—0 

1645 

185 

— 

24—0 

1662 

198 

— 

26—0 

1655 

205 

— 

28—0 

1685 

213 

— 

30—0 

1700 

225 

Exposure  flame  off.  General 

31—10 

flaming  over  entire  exposed 
surface  of  panel. 

All  flame  out.  Glow  persists. 

Examination  After  Test: 

Panel  was  glowing  and  smoking  profusely  after  re¬ 
moval  from  furnace.  Upper  34”  facing  of  tiles  ap¬ 
peared  to  be  separated  from  lower  34"  of  Celotex  unit. 
Upper  J4"  appeared  to  be  completely  consumed  with 
glowing  and  smoking  of  lower  34"  persisting  for  at 
least  one  hour  after  test.  All  material  was  essentially 
intact.  Examination  of  this  p^nel  showed  that  the 
“Acousti-Celotex”  was  essentially  entirely  reduced  to 
ash  with  little  or  no  uncharred  material  remaining.  The 
opening  of  the  joints  was  more  pronounced  than  in 
either  of  the  treated  panels  with  a  maximum  of  1J4" 
and  an  average  of  approximately  1". 

Recommendations 

On  the  basis  of  the  foregoing  data  and  in  accordance 
with  the  authority  as  provided  in  Rule  1.6  of  the 
Board’s  Insulating  Fibre  Board  Rules,  the  committee 
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recommends  that  The  Celotex  Corporation’s  product 
made  of  Cane  Fibre  and  known  as  Acousti-Celotex 
when  treated  at  the  factory  or  in  the  field  by  spray¬ 
ing  Acousti-Celotex  on  the  exposed  surfaces  with  a 
mixture  of  Albi  “R”  consisting  of  ingredients  de¬ 
scribed  as  follow's :  Ammonium  Phosphate  24  parts, 
Nitrogenous  resin  ahesive  9  parts,  Carbohydrate  3  parts, 
Inert  pigments  2  parts,  Boric  Acid  1  part  be  used  on 
ceilings  only,  and  in  classes  of  construction  as  follow's : 

Class  of  Construction  Ceiling  Area 

1  5000* 

2  5000* 

3  6000 

4  No  limit 

5  6000 

6  6000 

*  In  school  buildings  where  the  ceiling  is  20  ft.  clear 
above  the  floor  these  areas  may  be  increased  50%. 

If  the  treatment  is  applied  in  the  field,  one  full  coat 
of  a  color  differing  from  the  Acousti-Celotex  tile  shall 
be  used  to  insure  covering  the  entire  surface  to  be 
treated.  In  all  other  respects  the  material  shall  comply 
with  all  the  requirements  of  the  approval  granted  the 
applicant  on  May  7,  1940,  except  that  if  the  treatment 
is  applied  at  the  factory  each  package  shall  carry 
in  addition  to  the  wording  requirements  contained  in 
the  resolution  adopted  May  7,  1940  the  additional  woids 
“Fire  Treated”  so  as  to  distinguish  this  product  from 
the  standard  untreated  product. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
amend  the  resolution  of  May  7,  1940,  in  accordance  with 
the  report  of  the  Committee  on  Tests,  dated  June  14,  1946. 


506-4  5- SM 

APPLICANT — Metal  Door  Associates,  owner. 

SUBJECT — Associates  Y\  Hour  Double-Hung  Window,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  B.  K.  Weingrad. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  6 

THE  RESOLUTION  (506-45-SM) 

Whereas,  Metal  Door  Associates,  owner,  filed  on  August 
23,  1945,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Associates 
Y  Hour  Double  Hung  Window;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

May  18,  1946 

Re :  Cal.  506-45-SM 

Subject:  Associates  Y  hour  double-hung 
Window,  Approval  of. 

The  Metal  Door  Associates  of  Brooklyn,  New  York, 
consisting  of  the  National  Kalamein  Company,  Inc.t  the 
Greenpoint  Metal  Covered  Door  Company,  Royal  Kala¬ 
mein  Door  Company,  City  Steel  Door  Company,  Ajax 
Metal  Door  Corporation,  Universal  Bronze  &  Steel  Door 
Company,  Inc.,  Reliable  Fireproof  Sash  &  Door  Cor¬ 
poration,  international  Fireproof  Sash  &  Door  Company, 
Inc.,  Williamsburg  Fireproof  Products  Corporation, 
Lion  Fireproof  Door  Company,  Acme  Kalamein  Door 


&  Sash  Company,  General  Fireproof  Door  Corporation, 
Chapman  Metal  Products  Company,  Inc.,  Pioneer  Fire¬ 
proof  Door  Corporation  and  the  Hub  Door  Metal 
Products  Corporation,  filed  an  application  with  the 
Board  of  Standard  and  Appeals  under  the  requirements 
of 'Section  C26-178.0b  for  approval  of  the  Associates 
Kalamein  Double-Hung  Window  Assembly  (Fig.  1) 
for  a  fire-resistive  rating  of  Y  hour,  as  required  under 
Sub-Art.  7,  Protection  of  Exterior  Openings  of  Art.  II, 
Fire  Resistive  Construction,  when  subjected  to  fire  and 
hose  stream  tests  as  provided  in  C26-579.0  through  C26- 
586.0  and  C26-610.0  of  the  Administrative  Building 
Code. 

Description 

The  frames  and  sash  are  constructed  of  white  pine. 
The  Head  jambs  and  sash  are  of  AY\  x  74 — Inside  casing 
74  x  4' — Outside  casing  74  x  4Y.  Wood  is  grooved 
and  nailed  together  before  covering,  forming  one  piece. 
Covering  is  of  28  gauge  galvanized  metal  covered  in 
one  unit  on  sash  stiles  head  and  sill  lock  jointed  and  at 
all  corners.  The  sill  is  of  x  6/2  x  3-10  rabbeted  for 
bottom  sash  and  pitched  to  outside.  Pulleys  are  stand¬ 
ard  1E>  face  held  in  place  with  274  #8  Parker  Kalon 
metal  screws.  Flat  head.  Sash  are  hung  on  #35  chain 
with  sectional  weights.  Pocket  covers  in  pulley  stiles 
are  removable  and  held  in  place  with  74  inch  #8  flat 
head  wood  screws.  Parting  strip  grooves  are  covered 
with  a  30  gauge  metal  channel  under  edge  of  metal  cov¬ 
ering,  and  are  of  standard  type  covered  all  over. 

Sash  are  of  2"  x  1  Y"  stiles  and  rails  with  one  side 
of  glass  molding  solid  and  drawn  through  dies  forming 
one  solid  piece  and  covered  with  28  gauge  galvanized 
metal.  The  nails  are  coped  to  stiles  before  assembling 
and  fastened  with  4"  x  #14  wood  screws.  Metal  cover¬ 
ing  of  rails  lap  over  stiles  and  are  nailed  and  lapped 
back  to  cover  nail  heads.  Muntin  bars  are  coped  top 
and  bottom  and  two  24-gauge  1 T4  x  1%  Ls  fastened  to 
rail  and  forced  under  metal  and  nailed  with  barbed  nails. 
Sash  are  arranged  for  lights  not  to  exceed  720  square 
inches  per  light.  Glass  of  l/\"  wire  glass  is  held  in  place 
by  kalamein  moulding  covered  all  around  and  nailed 
with  drive  screws.  Space  of  1/16  in.  is  allowed  between 
glass  and  rails  for  venting.  Venting  is  provided  in  sash 
and  frames  on  the  fire  side  normally  the  exterior  of  the 
building.  The  windows  can  be  of  any  design,  single 
mullions  or  triple  or  swing  type,  to  be  self-closing  when 
required  to  meet  the  provisions  of  the  administrative 
building  code. 

Fire  Test 

The  test  sample  of  a  full-sized  window  assembly  con¬ 
sisting  of  a  kalamein  frame  and  a  pair  of  kalamein 
sash.  The  frame  measured  3  ft.  1  in.  wide  and  5  ft.  10 
in.  high  between  stop  beads.  The  upper  sash  was  hung 
on  metal  chains  with  counterweights  but  the  lower  sash 
was  unsupported.  The  sash  was  1  Ya  hi.  thick  with  two 
lights  of  YY  wire  glass  18  in.  by  34  in.  to  each.  The 
assembly  was  tested  as  delivered  by  the  submittor.  The 
test  was  witnessed  by  Commissioner  C.  M.  Blum  and 
Chief  Engineer  L.  V.  Huber  of  the  Committee  on 
Tests.  The  test  was  for  a  period  of  45  minutes  duration. 

The  temperatures  within  the  furnace  was  raised  in 
accordance  with  the  standard  time-temperature  curve 
prescribed  in  Section  C26-579.0  of  the  Administrative 
Building  Code,  and  readings  were  taken  from  the  seven 
14-gauge  chromel-alumel  couples  within  the  furnace  at 
intervals  of  five  minutes. 

Hose  Stream  Test 

At  the  end  of  the  fire  exposure  the  sample  was  sub¬ 
jected  to  the  standard  hose  stream  test  as  provided  in 
C26-586.0.  The  hose  stream  was  delivered  at  a  dis¬ 
tance  of  20  feet  and  with  a  nozzle  pressure  of  30  pounds 
per  square  inch.  The  stream  was  delivered  through 
three  50-foot  lengths  of  2/2"  hose  connected  to  a  street 
hydrant.  The  water  pressure  was  adjusted  to  47  pounds 
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Fig.  1 


per  square  inch  at  the  hydrant  to  produce  the  required 
pressure  through  a  1%"  smooth  bore  nozzle. 

Observations 

J  lie  yeather  was  cloudy  and  outside  temperature 
72° U.  with  a  southwesterly  wind  blowing  at  from  3.0  to 
3.6  miles  per  hour.  The  wire  glass  started  to  crack  at 
50  seconds  after  the  fire  was  started.  The  state  of  the 
sample  did  not  change  during  the  first  25  minutes,  ex¬ 
cept  for  smoke  and  jets  of  flame  on  the  fire  side  of  the 
sash.  From  30  minutes  to  end  of  test  there  was  no  ma¬ 
terial  change  in  the  sample.  The  hose  stream  was  ap¬ 
plied  for  30  seconds  at  2  min.  30  sec.  after  the  gas  was 
turned  off.  The  hose  stream  displaced  glass  from  both 
sashes  but  the  sashes  themselves  were  not  affected. 

R  ecommen  dation 


On  the  basis  of  the  foregoing  data  and  fire  tests,  meet¬ 
ing  the  requirements  of  C26-579.0  through  C26-586.0  and 
C26-610,  the  Committee  on  Tests  recommends  the  ap¬ 
proval  of  the  Metal  Door  Associates  24  Hour  D.H. 
Fire-Resistant  Window  Assembly,  under  C26-191.0a  for 
uses  wherever  a  fire-resistive  opening  protective  assem¬ 
bly  (window  assembly)  is  required  as  provided  in  Sub. 
Art.  7,  Protection  of  Exterior  Openings,  of  Art.  11, 
Fire-Resistive  Construction,  provided  that  the  assembly 
is  constructed  as  described  herein  and  provided  further 
that  inspection  during  manufacture  and  labelling  and 
other  pertinent  requirements  of  the  Board’s  Rules  for 
the  Inspection  of  Opening  Protective  Assemblies  are 
complied  with. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 


Whereas,  this  report  recommended  the  approval  of  this 
material, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Associates  24  Hour 
Double-Hung  Window  in  accordance  with  the  above  report. 

681-45-SA 

APPLICANT — Henry  M.  Ficken,  for  Preferred  Utilities 
Manufacturing  Corp.,  owner. 

SUBJECT — Preferred  Utilities  Manufacturing  Corp.  Pres¬ 
sure  Type  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Applicant :  H.  M.  Ficken. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  .  0 

THE  RESOLUTION  (681-45-SA) 

Whereas,  Henry  M.  Ficken,  for  Preferred  Utilities  Man¬ 
ufacturing  Corp.,  owner,  filed  on  November  3,  1945,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  Preferred  Utilities 
Manufacturing  Corp.  Pressure  Type  Oil  Burner;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TEST 

Cal :  681-45-SA  May  26,  1946 

Subject:  Preferred  Utilities  Manufacturing  Corp.  Pres¬ 
sure  Type  Oil  Burner,  approval  of. 

The  Preferred  Utilities  Manufacturing  Corp.  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Preferred  Utilities  Manufacturing 
Corp.  Pressure  Type  Oil  Burner  for  use  with  Unit 
Steam  Generator  under  the  provisions  of  C19-57.0  of 
the  Administrative  Code  and  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals. 
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Description 

The  Preferred  Oil  Burner,  Pressure  Type  for  use 
with  a  Unit  Steam  Generator,  is  a  mechanical  draft 
pressure  atomizing  type  oil  burner  for  use  as  a  unit 
with  a  horizontal  tubular  type  boiler  ranging  from  10 
to  150  horsepower  and  steam  pressure  up  to  240  lbs. 
The  burner  ignition  is  electric,  using  a  15,000  volt 
Webster  or  equal  Ignition  Transformer  and  a  Webster 
or  equal  fuel  oil  unit  and  a  nozzle  3  g.p.h.  to  45  g.p.h. 
The  controls  consist  of  a  Mercoid  or  equal  Visa  flame 
and  a  Mercoid  or  equal  K 2  Relay,  a  General  Controls 
or  equal  oil  valve,  a  Mercoid  or  equal  200  lb.  Pressure- 
trol  and  a  Mercoid  or  equal  152  Low  Water  Cut  Off. 

The  pump,  when  50  H.P.  is  required,  is  contained  in 
the  Webster  or  equal  type  fuel  unit,  and  when  more  than 
50  H.P.  is  a  Viking  or  equal  type  pump  connected  to 
motor  shaft  of  motor  that  drives  the  fan.  The  fan  is 
of  the  impeller  type. 

Inspection  and  Test 

A  model  of  the  burner  and  boiler  unit  was  inspected 
and  tested  at  90  North  9th  Street,  Brooklyn.  Present  at 
at  the  Test  were  Commissioner  C.  M.  Blum  and  Chief 
Engineer  L.  V.  Huber  of  the  Committee  on  Test,  Frank 
Glanz,  H.  M.  Ficken  and  E.  Notarbartolo  representing 
the  Preferred  Utilities  Manufacturing  Corp.  With  oil 
supply  cut  off  and  a  cold  combustion  chamber  the  burner 
was  put  in  operation  and  on  successive  tests  the  controls 
functioned  and  shut  down  the  burner  in  90  seconds. 
The  burner  was  put  in  normal  operation  and  controls 
functioned  as  designed.  During  the  period  of  test  there 
were  no  flare  backs  due  to  faulty  ignition  and  no  undue 
carbon  deposits  in  the  combustion  chamber.  A  test  of 
the  CO2  content  of  the  flue  gases  with  a  stack  tempera¬ 
ture  of  500°  F.  was  13%.  The  unit  has  been  approved 
by  the  Underwriters  Laboratories  MP  1426  42C  1086A 
October  25,  1945. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  afore¬ 
mentioned  data  and  details  of  burner,  the  Committee 
recommends  that  the  Preferred  Utilities  Pressure  Type 
Oil  Burner  for  use  on  unit  steam  generator  be  approved 
for  use  in  domestic,  commercial  and  industrial  installa¬ 
tions  in  New  York  City  with  fuel  oil  not  heavier  than 
# 3  U.  S.  Department  of  Commerce  Standards  when 
installed  in  accordance  with  the  report  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals 
provided  the  burner  has  a  label  permanently  affixed 
reading  “Approved  by  the  Bureau  of  Standards  &  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  #681-45-SA”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

■■  Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Preferred  Utilities 
Manufacturing  Corp.  Pressure  Type  Oil  Burner  in  accord¬ 
ance  with  the  above  report. 


749-45-SM 

APPLICANT — Apex  Brass  &  Bronze  Works,  Inc.,  owner. 
SUBJECT — Apex  Ash  Receivers,  Type  Tipover. 
APPEARANCES— 

For  Applicant :  Charles  Greenbaum. 


ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gainee  4 
Negative:  .  0 

THE  RESOLUTION  (749-45-SM) 

Whereas,  Apex  Brass  &  Bronze  Works,  Tnc.,  owner, 
filed  on  December  4,  1945,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Apex  Ash  Receivers,  Type  Tipover;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS. 


February  21,  1946. 

Re:  Cal.  749-45-SM 

Subject:  Apex  Ash  Receivers,  Type  Tipover,  Approval 
of. 


The  Apex  Brass  and  Bronze  Works,  Inc.,  filed  an  ap¬ 
plication  for  approval  of  the  Apex  Ash  Receiver,  Type 
Tipover,  under  the  provisions  of  09-165. 1  of  the  Ad¬ 
ministrative  Code. 


Fig.  1 


Description. 

The  appliance  is  a  metal  box  approximately  3"  x  2l/T' 
x  1"  for  attachment  to  the  back  of  a  theatre  seat  to 
receive  smokers’  refuse.  The  device  shown  in  Fig.  1 
is  constructed  in  two  sections,  attached  to  each  other  by 
rivets  at  each  end  with  hinged  cover  on  top  and  is  at¬ 
tached  to  the  round  portion  of  back  of  a  theatre  seat 
so  as  not  to  project  beyond  the  centre  thereof.  The 
cover  falls  into  place  automatically,  being  binged  to  the 
bracket  part  and  acts  as  a  snuffer.  The  receptacle  part 
can  be  lifted  up  and  tilted  to  be  emptied.  To  prevent 
tampering  with  the  device,  a  lock  and  key  is  provided, 
the  key  being  retained  in  the  possession  of  the  theatre 
operator. 
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Test 

The  device  was  inspected  and  tested  by  the  Committee 
on  Tests  of  the  Board  in  the  presence  of  Commissioners 
Savage  and  Blum  and  Chief  Engineer  L.  V.  Huber  and 
was  found  to  operate  as  designed. 

Recommendation 

On  the  basis  of  this  inspection  and  test,  the  Committee 
on  Tests  recommends  tile  approval  of  the  Apex  Ash 
Receiver,  Type  Tipover,  for  use  in  theatres  when 
mounted  on  seats  with  the  back  of  the  seat  at  an  angle 
of  less  than  90  degrees  with  the  floor,  under  the  pro¬ 
visions  of  Section  09-165. 1,  provided  the  device  is  made 
and  installed  as  provided  in  this  report  and  that  it  bears 
a  label  or  decalcomiania,  permanently  affixed  thereto, 
reading :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  749-45- 
SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM; 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Apex  Ash  Re¬ 
ceivers,  Type  Tipover  in  accordance  with  the  above  report. 


283-46-SM 

APPLICANT — S.  H.  Pomeroy  Co.,  owner. 

SUBJECT — Pomeroy  System  for  Walls  and  Ceilings  (Me¬ 
chanical  Fastenings  for  Acoustical  and  Insulating 
Materials),  approval  of. 

APPEARANCES— 

For  Applicant:  Joseph  F.  Quinn. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (283-46-SM) 

Whereas,  S.  H.  Pomeroy  Co.,  owner,  filed  on  April  19, 
1946,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Pomeroy 
System  for  Walls  and  Ceilings  (Mechanical  Fastenings 
for  Acoustical  and  Insulating  Materials)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  12,  1946. 

Re:  Cal.  283-46-SM 

Subject:  Pomeroy  System  for  Walls  and  Ceilings 
( Mechanical  Fastenings  for  Acoustical  and  Insula¬ 
tion  Materials),  approval  of. 

The  S.  H.  Pomeroy  Company  of  New  York  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  “Pomeroy  System”  under  the  man¬ 
dator}'  provisions  of  C26-l78.0,b  for  use  under  the 
pertinent  provisions  of  the  Administrative  Building 
Code. 

Description 

This  system  is  designed  and  constructed  for  the  fol¬ 
lowing  purposes : 

1.  Metal  mechanical  fastenings  for  acoustical  ma¬ 
terials. 


2.  Metal  studs  and  furring  members  for  non-bearing 
partitions,  and  walls,  for  the  reduction  of  sound 
transmission. 

3.  Metal  furring  and  supports,  for  ceiling  construc¬ 
tion  (hung,  furred,  or  attached). 

4.  Continuous  metal  nailable  concrete  insert. 


The  “Pomeroy  System”  parts,  shown  on  Figure  1 
sheet,  are  manufactured  from  the  following  materials 
and  gauges : 


(On 

Fig.  1) 

Parts 

No. 

Material  < 

Tauge 

Anchor  Bar  Clip 

Hard  drawn  Spring 

(wire) 

(1) 

Wire  Cadmium 

Plated 

.105 

Anchor  Bar  Clip 

Hot  dipped  galvan¬ 

(plate) 

(2) 

ized  steel 

.050 

Anchor  Bar 

(3) 

Hot  dipped  galvan¬ 

ized  steel 

.019 

Edge  Moulding 

(4) 

Hot  dipped  galvan¬ 

ized  steel 

.031 

Coupling 

(5) 

Hot  dipped  galvan¬ 

ized  steel 

.038 

Spline  Bridge 

(6) 

Hot  dipped  galvan¬ 

ized  steel 

.025 

Buttwall  Anchor 

Hot  dipped  galvan¬ 

Bar  Clip 

(7) 

ized  steel 

.050 

Short  Straight 

Hot  dipped  galvan¬ 

Anchor  Bar  Clip 

(8) 

ized  steel 

.050 

Short  Straight 

Hot  dipped  galvan¬ 

Buttwall  Clip 

(9) 

ized  steel 

.050 

Nailing  Disc 

(10) 

Hot  dipped  galvan¬ 

ized  steel 

.063 

Annular  Nails  (Flat 

Sherardized  Steel 

.109 

Hd.  &  Oval  Hd.) 

(11)  (12) 

Sheet  Metal  Screw: 

Steel,  Hardened  Self 

03)  (14) 

Tapping,  binding 

head  Cadmium 

plated  #4 — x/. 

;"&i" 

Butt  Joint  Clip 

(IS) 

Hot  dipped  galvan¬ 

ized  steel 

.016 

Tile  Reinforcement 

Hot  dipped  galvan¬ 

Spline 

(16) 

ized  steel 

.019 

Spanning  Clip 

(17) 

Galvanneal  Steel 

.038 

Bridge  Clip 

08) 

Half  hard  steel, 

tempered  and 

cold  galvanized 

.031 

Tile  Attachment 

Hot  dipped  galvan¬ 

Spline 

(19) 

ized  steel 

.016 

Assembly  of  Pomeroy  System 

The  Pomeroy  System,  constructed  throughout  of  hot 
dipped  galvanized  steel,  is  designed  as  a  means  of  me¬ 
chanically  fastening  various  acoustical  materials  by 
means  of  the  parts  listed  and  detailed  on  Figure  1. 
Acoustical  materials  to  be  supported  are  divided  into 
four  general  classes ;  namely :  Kerfed  Acoustical  Panels, 
Perforated  Acoustical  Panels  (3/16")  ;  Semi-Perforated 
Interlocking  Tile  (1");  and  Plasterboard  as  finish  or 
backup  for  Acoustical  Tile  cemented  in  place.  The 
Pomeroy  Anchor  Bar,  which  is  the  heart  of  this  System, 
is  designed  to  receive  and  hold  annular  nails,  button 
flanges,  screws,  kerfed  tiles,  etc.  This  one  bar  is 
designed  to  perform  all  the  functions  of  a  ceiling 
furring  strip  and  can  also  be  used  in  lieu  of  standard 
1  /i"  carrying  channels  by  the  use  of  the  short,  straight 
anchor  bar  clip  for  connecting  anchor  bars  at  right 
angles  to  one  another  and  by  the  use  of  straight  anchor 
bar  clips  for  direct  attachment  to  ceiling  hangers. 

Assonbly  for  Kerfed  Acoustical  Panels  Fig.  3:  This 
consists  of  Pomeroy  Anchor  Bars  supported  4'0"  O.C. 
from  1 x/"  carrying  channels  also  located  4'0"  o.c.  which 
are  furnished  and  installed  by  others.  This  bar  is  sup¬ 
ported  to  the  carrying  channel  by  means  of  the  anchor 
bar  clip  of  either  the  wire  or  metal  plate  type.  The 
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® 


t/l-  . 


**  28  GA. 

BUTT  JOINT  CLIP 

•  VI  -  LONG 


/pi,  ^  20  GA. 

02)  SPANNING  CLIP 
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— 
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^22  OA. 

EDGE  MOULDING 

I0‘A  If  LCNOTHI 
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*^20  GA. 
COUPLING 
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&  18  GA. 

SHORT  STRAIGHT 
BUTTWALL  CLIP 
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NAILING  DISC. 
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# 20  GA . 

TILE  REINFORCEMENT  SPLINE 

4 • LCNOTHI 


® 


\/%' 

L  T/»-. 


(g)  BRIDGE  CLIP 

Fig.  1 


#  26  GA. 

©TILE  ATTACHMENT  SPLINE 


standard  12"  x  24"  kerfed  tile  is  supported  at  one  side 
by  the  lower  flange  of  the  anchor  bar  and  takes  inter¬ 
mediate  support  by  means  of  “T”  section  members 
known  as  tile  reinforcement  splines.  Cross  support  is 
given  to  these  tiles  by  means  of  the  spline  bridge  also  of 
“T”  formation  which  is  held  securely  in  place  on  the 
flanges  of  the  anchor  bar  by  means  of  a  spring  bridge 
clip.  This  method  of  support  insures  complete  sealing 
of  tiles  on  all  four  sides  which  prevents  breathing  at 
these  points. 

Assembly  for  Perforated  Acoustical  Panels  Fig  A: 
This  consists  of  the  Pomeroy  Anchor  Bar  supported 
from  V/t"  carrying  channels  and  on  12"  centers  to  af¬ 
ford  support  at  the  edge  &  center  of  the  24"  x  24" 
panels.  This  material  is  held  in  place  directly  to  the 
Anchor  bar  by  means  of  sheet  metal  screws  fastened 
through  the  perforations  and  directly  into  the  anchor  bar 
at  one  edge  and  also  screwed  through  the  hole  in  the 
spanning  clip  which  is  fastened  to  the  adjoining  panel 
and  in  turn  directly  to  the  anchor  bar.  This  occurs  only 
at  the  outer  edges  of  the  acoustical  panels.  Adjustment 
is  afforded  in  the  spanning  clip  assembly  by  means  of  a 
slotted  hole  to  compensate  for  the  variance  in  hole 


centers  of  the  different  type  perforated  materials  offered 
by  various  manufacturers. 

Assembly  for  Semi-Perforated  Interlocking  Tile 
(l”)'-  .This  consists  of  the  anchor  bar  supported  from 
lyi"  carrying  channels  and  set  on  24"  centers  to  offer 
support  to  the  outside  edges  of  the  24"  x  24"  panels ; 
intermediate  support  being  accomplished  through  the  in¬ 
terlocking  feature  of  the  tile  used.  Attachment  of  the 
acoustical  material  direct  to  the  anchor  bar  is  accom¬ 
plished  through  the  use  of  annular  nails  or  sheet  metal 
screws  which  are  recessed  into  the  %"  deep  perforations 
occurring  near  the  outside  edge  of  the  panels.  The 
tongue  and  grooved  interlocking  feature  of  the  tile 
which  occurs  on  all  four  edges  provides  an  air-tight  seal 
to  prevent  breathing  at  these  points. 

Assembly  for  Plasterboard  as  Backing  or  Finish  Fig. 
5:  This  also  consists  of  the  Pomeroy  Anchor  Bar  sup¬ 
ported  from  1  Y\"  carrying  channels  and  set  on  16"  cen¬ 
ters  to  offer  support  to  16"  plasterboard.  The  method 
of  attachment  and  support  is  accomplished  by  the  use 
of  butt  joint  clips  in  which  flat  head  annular  nails  are 
inserted ;  which  clips  are  snapped  into  the  anchor  bars 
along  the  butt  joints  of  the  plasterboards  forming  a 
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POMEROY  ANCHOR  BAR  AS  STUDS 
FOR  NON-BEARING  PARTITIONS 


Fig.  2 

channel  support  at  this  point  created  by  the  lower  flange 
of  the  anchor  bar  and  the  flat  surface  of  the  butt  joint 
clip.  Intermediate  support  is  provided  by  the  location 
of  the  anchor  bar  at  the  center  point  of  the  plaster¬ 
board  through  which  flat  head  annular  nails  are  driven 
on  16"  centers.  An  alternate  method  of  supporting  this 
plasterboard  at  tbe  butt  joint  can  be  made  through  the 
use  of  circular  nailing  discs  together  with  the  flat  head 
annular  nails.  If  this  plasterboard  is  to  be  used  as  bank- 
•  up  material  for  other  acoustical  tile  treatment,  such 
tiles  can  be  cemented  directly  to  the  plasterboard  which 
is  already  mechanically  supported. 

Alternate  Method  for  Kerfed  Acoustical  Panels  Fig. 
6:  This  also  consists  of  Pomeroy  Anchor  Bars  sup¬ 
ported  from  1 1/2"  carrying  channels  and  set  on  2'0" 
centers.  Tile  attachment  splines  with  flat  head  annular 
nails  inserted  in  slot  are  then  used  to  engage  the  kerfing 
grooves  at  the  ends  of  the  tile  units.  This  assembly  is 
snapped  into  place  through  the  lower  part  of  the  anchor 
bar.  To  close  up  the  cross  joints,  tile  reinforcement 
splines  are  inserted  along  these  edges  which  closes  up 
all  edges  of  the  tile  against  air  leakage. 


Detail  showing  typical  ceiling  framing  to  receive  24"  i  24"  perforated  acous¬ 
tical  tile  units. 


Detail  showing  typical  framing  to  receive  plasterboard  as  backing  in  combina* 
tion  with  acoustical  tile  cemented  in  place. 
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Detail  showing  typical  ceiling  framing  to  receive  12"  x  24"  acoustical  tile  units.  All 
tile  joints  mechanically  supported  by  metal  splines.  (Also  adaptable  to  other  six*  tile  units) 


Pcropoctive  Pctill  Along  Line  Y-  Y 


Sections  Along  Line  A- A 


Fig.  3 
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Line  o-b 
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tile  jeiatt  laacbaaicaMy  t vppart«4  by  mrtal  tpUaat.  lAUa  tv  *tw»  um  Hlv  aihl 


Fig.  6 


Pomeroy  System  Studs 

The  applicant  has  developed  a  stud  for  use  supple¬ 
mental  to  the  aforementioned  Pomeroy  System  for  use 
in  non-bearing  incombustible  partitions  not  recpiired  to 
have  a  fire  resistive  rating. 
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POMEROY  ANCHOR  BAR 
AS  CONCRETE  INSERTS 

Fig.  7 


The  Pomeroy  System  studs  are  shown  in  Figure  2 
and  are  manufactured  from  the  following  materials  and 
gauges : 

Material  Gauge 


Parts 
Plate  Channel  & 
Sill  Channel 
Studs  Separators 
Anchor  Bar 


Hot  dipped  galvanized  steel  .038 

Hot  dipped  galvanized  steel  .050 

Hot  dipped  galvanized  steel  .019 

The  Pomeroy  System  members  comprising  this  stud 
assembly  consists  of  two  anchor  bars  either  welded 
directly  back  to  back  on  l'O"  centers  or  joined  together 
on  the  same  centering  by  means  of  separator  plates. 
These  assemblies  are  then  placed  between  sill  and  plate 
channels :  their  location  establishes  the  points  at  which 
partitions  are  to  be  assembled.  Plaster-board  or  other 
wall  materials  can  then  be  fastened  directly  to  these 
studs  by  means  of  flat  head  annular  nails.  The  use  of 
Parker-kalon  screws  for  holding  studs  to  proper  center¬ 
ing  prior  to  the  application  of  wall  board,  is  recom¬ 
mended.  By  means  of  separators,  openings  are  provided 
for  electric  wiring  and  other  facilities. 


Pomeroy  System  Anchor  Bar 

The  applicant  has  developed  an  anchor  bar  insert,  Fig. 
7,  for  use  in  walls,  ceilings,  or  beams  for  the  purpose  of 
attaching  collateral  materials. 

When  used  as  an  insert  in  the  soffit  of  concrete  beams 
or  in  floor  slabs,  the  anchor  bar  is  nailed  directly  to  the 
wood  form  by  means  of  broad  headed  roofing  nails  toed 
in  so  that  they  will  securely  hold  the  bar  during  the 
pouring  of  the  concrete.  These  nails  can  be  pulled  out 
or  snipped  off  at  the  face  of  the  concrete  after  forms 
have  been  removed.  Such  insert  can  be  used  in  con¬ 


junction  with  the  short  straight  anchor  bar  clip  previ¬ 
ously  described  for  the  support  of  Pomeroy  anchor  bar 
to  receive  metal  lath  plasterboard  or  other  ceiling  treat¬ 
ments.  Special  lug  clip  has  been  developed  for  the  sup¬ 
port  of  Conduit  or  BX  cable  which  prevents  sagging 
onto  the  hung  ceiling  below. 

Where  this  insert  is  used  as  a  wall  insert  the  same 
method  is  followed  in  attaching  the  insert  to  the  wall 
forms  before  concrete  is  poured. 

T  ests 

Tests  were  made  by  the  New  York  Testing  Labora¬ 
tories,  Inc.  as  follows:  Anchor  Bar  Member  Test — 
Report  #X-213862  dated  February  11th,  1945  and  Fur¬ 
ring  Strip  Test— Report  #X-214956  dated  April  18th, 
1946  with  details  and  results  as  follows: 

Max.  Load  .  92.5  lbs. 

Part  C — Report  of  Physical  Tests 
Anchor  Bar  Member 

Anchor  Bar  Member  assembly  was  submitted  for 

various  tests  as  follows : 

Anchor  Bar  Member  Without  Joint: 

Transverse  strength  of  a  4  foot  span — 

Max.  Load  .  92.5  lbs. 

Deflection  .  1.0  inches. 

Member  twisted  and  collapsed. 

Anchor  Bar  With  Joint  At  Center: 

Transverse  strength  of  a  4  foot  span — 

Load — 60  lbs. — permanent  set  ]/%  inch. 

130  lbs. — Max.  load — 2$r  inch  deflection. 

Member  sagged  and  would  take  no  additional  load. 

Moment  of  Inertia  About  Centroid: 

.0091  in4- — calculated  from  the  cross  sectional 
dimensions. 

.0088  in4 — determined  experimentally. 

Section  Modulus: 

.0238  in3 — calculated. 

.0230  in3 — determined  experimentally. 

Hangar  Leg  : 

Two  tensile  tests  were  made — 

1 —  Test  of  the  hook  to  the  overhead. 

at  70  lbs. — hook  started  to  twist  at  the  top. 

at  102  lbs.- — hook  twisted  away  from  the  over¬ 
head  support. 

2 —  Test  of  the  hook  to  the  anchor  bar — 

at  398  lbs. — hook  pulled  away  from  the  anchor 
bar. 

Holding  Power  of  the  Nails: 

The  nails  were  driven  into  the  open  wedge  and 

removed.  The  average  load  required  to  pull  them 

out  was  119  lbs. 

Safe  Loads — Uniformly  Loaded  4  Ft.  Span: 


35  lbs. — without  a  splice  joint. 

35  lbs. — with  splice  joint. 

Laboratory  Number  .  X-213862 

Dimensions  . 498  x  .021 

Area  Sq.  In . 01045 

Yield  Point  or  Yield  Strength,  Lbs.,  actual. .  376 

Maximum  Load,  Lbs.,  actual  .  685 

Elongation  in  2  inches  . 017 

Yield  Point  or  Yield  Strength  lbs.  per  sq.  in.  36.000 

Tensile  Strength,  lbs.  per  sq.  in .  65.500 

Per  cent  Elongation  in  2  inches .  8  5 

Mod.  of  Elasticity  .  25  x  106 

Furring  Strip 

M  ethod 


Load  deflection  tests  were  made  with  fixed  ends  12 
on  each  end  and  loaded  at  the  center  for  the  fol¬ 
lowing  : 

1 —  Point  of  permanent  Set 

2 —  Point  of  failure 

3 —  Safe  working  load. 

RESULTS :  Spacers  on  \lA"  and  3"  studs  were  on 
1  ft.  centers.  Welded  back  to  back. 
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Deflection  in  l/16th  inches 


Load, 

.  8Ft 

10  Ft. 

12  Ft. 

Lbs. 

Specimens 

Specimens 

Specimens 

10 

18i/  pius 

2 

5 

20 

2/ 

5 

10 

30 

4/ 

8 

14 

40 

5/ 

11 

20  plus 

50 

6 

14/  plus 

24 

60 

8 

17/ 

failed  by 

70 

9/  plus 

Failed  by 

twisting 

80 

11/ 

twisting 

90 

Failed  by 

twisting 

Plus  :  Denotes  point  of  permanent 

set. 

With  1  /" 

(Height)  Spacers 

Deflection 

in  l/16tli  inches. 

Load, 

9  Ft. 

10  Ft. 

12  Ft. 

Lbs. 

Specimens 

Specimens 

Specimens 

10 

3 

6/ 

14 

20 

6/ 

15 

29 

30 

9/ 

21 

45  plus 

40 

14 

29  plus 

70 

50 

18  plus 

39 

failed 

60 

22 

46 

70 

25/ 

58 

80 

30 

failed 

90 

37 

100 

45_ 

110 

failed 

With  3"  (Height)  Spacers 

Load, 

.  8  Ft. 

10  Ft. 

12  Ft. 

Lbs. 

Specimens 

Specimens 

Specimens 

10 

3 

6 

9 

20 

6/ 

13 

24 

30 

10/ 

21 

40  plus 

40 

14/ 

29  plus 

56 

50 

18/  plus 

42 

72 

60 

22/ 

failed 

failed 

70 

27 

80 

31/ 

90 

36 

100 

40/ 

110 

46/ 

120 

failed 

From 

load-deflection  tests  the  results  are 

as  follows : 

Point  of 

Point  Safe  Working 

Permanent 

of  Failure  load  Lbs.  safety 

Specimen  Set  Lbs. 

Lbs.  factor  of  2 

Well  hack  to  back 

8' 

70 

90 

35 

10' 

50 

70 

25 

12' 

40 

60 

20 

With  IVa"  Spacers 

8' 

50 

110 

25 

10' 

40 

80 

20 

12' 

30 

50 

15 

With  3"  Spacers 

8' 

50 

120 

25 

10' 

40 

60 

20 

12' 

30 

60 

15 

Recommendation 

On  the  basis  of  the  foregoing  data  and  tests,  the 
Committee  recommends  the  approval  of  the  Pomeroy 
System  and  accessories  Figure  1.  as  described  herein 
and  for  specific  uses  as  shown  in  figures  2,  3,  4,  5, 
6,  and  7,  pursuant  to  the  Board’s  authority  under  C26- 
191.0a,  which  shall  include  an  alternate  method  of  cross 
furring  Figure  7  to  that  as  prescribed  in  C26-461.0  Par. 
3  and  when  being  as  shown  in  Figures  3,  4,  5,  and  6. 

The  Committee  further  recommends  that  each  pack¬ 
age  or  bundle  of  Pomeroy  System  materials  shall  be 
tagged,  labelled  or  marked  as  follows :  “Approved  by 


the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  #283-46-SM. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Pomeroy  System  for 
Walls  and  Ceilings  (Mechanical  Fastenings  for  Acoustical 
and  Insulating  Materials)  in  accordance  with  the  above 
report. 


309-46-SA 

APPLICANT — Wayne  Home  Equipment  Co.,  Inc.,  owner. 
SUBJECT — Wayne  Oil  Burner,  Model  O,  approval  of. 
APPEARANCES— 

For  Applicant :  John  J.  Thurston. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committed  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (309-46-SA) 

Whereas,  Wayne  Home  Equipment  Co.,  owner,  filed  on 
April  16,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Wayne 
Oil  Burner,  Model  O  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  14,  1946. 

Re:  Cal.  309-46-SA. 

Subject:  Wayne  Oil  Burner, 

Model  O,  Approval  of. 

The  Wayne  Home  Equipment  Co.  of  Fort  Wayne, 
Indiana,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Wayne  Oil  Burner, 
Model  O,  under  the  provisions  of  C19-57.0  Administra¬ 
tive  Code  and  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals. 

Description 

The  Wayne  Oil  Burner  Model  O  is  of  the  pressure 
atomizing  gun-type  for  use  in  domestic  and  com¬ 
mercial  installations  with  fuel  oil  not  heavier  than 
#3  U.  S.  Department  of  Commerce  standards.  The 
Model  “O”  consists  of  a  cast  aluminum  fan  housing  a 
cast  iron  base  and  cast  iron  air  tubes,  with  vanes  cast 
as  an  integral  part  of  the  air  tube.  Positive  air  adjust¬ 
ment  is  provided  and  a  standard  gun  assembly,  using 
concealed  buzz  bars  from  the  electrodes  to  the  con¬ 
cealed  transformer  terminals. 

This  burner  is  equipped  with  the  General  Electric, 
Underwriters  approved,  1/12  HP  single  phase  motor 
with  manual  reset  overload"  protection  flange-mounted 
to  the  fan  housing.  A  standard  10,000  volt  ignition 
transformer  of  General  Electric  manufacture  with  con¬ 
cealed  snap  terminals  is  also  mounted  to  the  fan  hous¬ 
ing.  The  fan  is  a  Torrington  A431. 

The  burner  is  equipped  with  a  Wayne  2-stage  fuel 
unit,  approved  by  the  Underwriters  Laboratories.  The 
oil  burner  has  a  capacity  range  of  8/10  to  2  gallons  per 
hour.  This  burner  is  designed  to  be  used  with  one  of 
three  standard  controls — Minneapolis-Honeywell,  Per- 
fex,  or  Mercoid.  The  controls  consist  of  a  Minneapolis 
or  equal  LUO  aquastat,  117  protector elay,  404  pressure- 
trol. 
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Inspection  and  Test 

The  burner  was  inspected  and  tested  at  2120  West¬ 
chester  Avenue  in  the  presence  of  Commissioner  C.  M. 
Blum  and  Chief  Engineer  L.  V.  Huber  of  the  Com¬ 
mittee  on  Tests  and  J.  J.  Thurston  and  George  Ruckel, 
representing  the  manufacturer.  During  the  test  the 
controls  functioned  to  shut  down  the  burner  in  90 
seconds.  There  was  no  back  fire  and  no  undue  carbon 
deposits.  The  stack  temperature  was  400°  F.  and  the 
CO2  content  of  the  flue  gases  11%.  The  burner  has 
been  approved  by  the  Underwriters  Laboratories,  Guide 
No.  300-10.4,  File  MP  98. 

Recommendation 

On  the  basis  of  the  test  and  the  data  contained  herein, 
the  Committee  on  Tests  recommends  the  approval  of  the 
W  ayne  Oil  Burner,  Model  “O”  for  use  in  New  York 
City  with  fuel  oil  not  heavier  than  #3  U.  S.  Dept,  of 
Commerce  Standards,  when  installed  in  accordance  with 
this  report  and  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  provided  the  burner  bears  a  label 
permanently  affixed,  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  #309-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Wayne  Oil  Burner, 
Model  O  in  accordance  with  the  above  report. 
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323-46-SM 

APPLICANT — Bethlehem  Industrial  Corp.,  owner. 
SUBJECT — Kwicklean  Trap  (“P”  trap  with  cleanout),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Howard  Barry. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (323-46-SM) 

Whereas,  Bethlehem  Industrial  Corp.,  owner,  filed  on 
May  3,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as 
Kwicklean  Trap  (“P”  trap  with  cleanout)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  18,  1946. 

Re:  Cal.  323-46-SM 

Subject:  Kwicklean  Trap  (“P”  trap  with 
cleanout),  Approval  of. 

The  Bethlehem  Industrial  Corporation  filed  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Kwicklean  Trap  (“P”  trap  with  clean¬ 
out),  under  the  provisions  of  C26-178.0  and  C26-1222.0 
of  the  Administrative  Building  Code. 

Description 

The  “Kwicklean”  trap  (Fig.  1)  is  made  of  cast  brass  or 
bronze  precision  machined  with  the  required  water  seal, 
full  size  bore,  smooth  interior  waterways  without  in¬ 


terior  partitions.  It  is  constructed  of  two  parts, 
screwed  together,  as  shown  in  figure  1.  The  cleanout 
bowl  being  easily  removed,  allowing  full  direct  access 
to  internal  openings. 

Inspection  and  Test 

The  trap  was  inspected  and  tested  in  the  presence  of 
Commissioner  C.  M.  Blum  and  Chief  Engineer  L.  V. 
Huber  of  the  Committee  on  Tests  and  was  found  to 
operate  as  designed.  The  water  seal  is  2  inches  and  a 
1)4  inch  ball  passed  easily  through  the  1)4  inch  trap 
inspected  and  is  self-scouring. 

Recommendation 

On  the  basis  of  the  inspection  and  test,  the  Committee 
on  Tests  recommends  the  approval  under  C26-191.0a  of 
the  “Kwicklean”  (“P”  trap  with  cleanout)  for  use  in 
plumbing  systems  in  New  York  City,  when  installed  in 
accordance  with  the  report  and  the  requirements  of 
Art.  15  subart.  5  of  the  Administrative  Building  Code, 
provided  the  trap  bears  a  label,  permanently  affixed, 
reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  under  Cal.  #326-46-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Kwicklean  Trap 
(“P”  trap  with  cleanout)  in  accordance  with  the  above 
report. 


Adjourned:  2:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  9,  1946. 
Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
55-46-A 

APPLICANT — A.  C.  Arthur  Rudin,  for  Queenside  Hills 
Realty  Co.,  owner  (Clover  Hotel,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 312-314  Bowery,  west  side,  40 
ft.  4  in.  south  of  Bleeker  street  (Block  521,  Lot  75), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  C.  Arthur  Rudin. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
proesecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  .  0 

THE  RESOLUTION  (55-46-A) 

Whereas,  A.  C.  Arthur  Rudin,  for  Queenside  Hills 
Realty  Co.,  owner  (Clover  Hotel,  lessee),  filed  on  January 
22,  1946,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  312-314  Bowery,  west  side, 
40  ft.  4  in.  south  of  Bleeker  street  (Block  521,  Lot  75), 
Borough  of  Manhattan;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 

385-46-A 

APPLICANT — William  Shary,  for  Pitzar  Realty  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 548  West  51st  street,  south 
side,  175  ft.  east  of  11th  avenue  (2nd  floor)  ; 
(Block  1079,  Lot  57),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  Shary. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (385-46-A) 

Whereas,  William  Shary,  for  Pitzar  Realty  Co.,  Inc., 
owner,  filed  May  25,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  548  West  51st 
street,  south  side,  175  ft.  east  of  11th  avenue  (2nd  floor)  ; 
(Block  1079,  Lot  57),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  25,  1946,  on  alt.  Applic.  842-46,  reads : 

“1.  Provide  two  enclosed  stairways  leading  to  street 
and  roof  as  required  by  Sec.  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
in  height;  25  ft.  by  115  ft.  in  area;  of  Class  1  construction; 
on  a  lot  25  ft.  by  120  ft.  in  area;  erected  1944;  located  in 
an  unrestricted  use  B  area,  Class  lj/2  height  district  and 
used  as  a  wholesale  meat  market  with  an  occupancy  of  15 
persons ;  proposed  to  be  extended  to  two  stories  (24  ft.)  in 


height  and  used  and  occupied  as  follows :  1st  floor,  curing, 
storing  and  smoking  of  meats:  15  persons;  2nd  floor,  meat 
storage  and  office,  15  persons ;  that  the  building  will  be 
equipped  with  one  3  ft.  8  in.  steel  stairs  enclosed  in  4  in. 
cinder  blocks  equipped  with  fireproof  self-closing  doors  and 
leading  from  the  roof  bulkhead,  directly  to  the  street,  one 
fire  escape  at  the  front  of  the  building,  extending  to  the 
street  by  a  ladder ;  and 

Whereas,  the  applicant  contends  it  is  proposed  to  raise 
the  building  an  additional  story  of  fireproof  construction, 
the  second  story  to  be  used  for  meat  storage  and  offices  and 
to  be  25  ft.  by  105  ft.  in  area ;  that  a  3  ft.  8  in.  wide  in¬ 
terior  steel  stairway  in  fireproof  enclosure  will  be  provided 
from  the  roof  to  the  street;  that  due  to  the  small  area  of 
proposed  second  story  and  as  the  building  will  be  fireproof, 
permission  is  requested  to  substitute  a  fire  escape  at  the 
front  of  the  building  for  the  additional  required  enclosed 
stairway ;  and 

Whereas,  Certificate  of  Occupancy  30909,  issued  May  1, 
1945,  upon  completion  of  Alteration  Applic.  1209-44,  per¬ 
mits  the  present  use  and  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  842-46,  objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  proposed 
second  floor  shall  not  be  used  for  factory  purposes ;  that 
the  second  means  of  exit  from  the  second  floor  shall  be 
provided  as  indicated,  in  the  form  of  an  exterior  fire  escape 
at  the  front,  with  a  drop  ladder  to  the  street  and  a  goose¬ 
neck  ladder  to  the  roof ;  that  an  additional  door  shall  be 
installed  in  the  front  office  on  the  second  floor,  so  as  to 
provide  a  more  direct  access  to  the  proposed  fire  escape  in 
the  location  as  shown ;  that  the  building  shall  not  be  further 
increased  in  height  or  area  and  shall  be  maintained  sub¬ 
stantially  as  proposed  and  shown  on  plans  marked  ‘‘Received 
May  25,  1946” ;  and  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


434-46-A 

APPLICANT — Norman  Lederer  and  Leonard  Joseph,  for 
19-29  Rockwell  Corp.,  owner  (Tavisian  Designs, 
Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 19-29  Rockwell  place,  east  side, 
151  ft.  south  of  DeKalb  avenue  (cellar)  ;  (Block 
2095,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Norman  Lederer  and  Leonard 
Joseph. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (434-46-A) 

Whereas,  Norman  Lederer  and  Leonard  Joseph,  for 
19-29  Rockwell  Corporation,  owner  (Tavisian  Designs,  Inc., 
lessee),  filed  June  14,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises:  19-29  Rockwell 
place,  east  side,  151  ft.  south  of  DeKalb  avenue  (cellar)  ; 
(Block  2095,  Lot  10),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  13,  1946,  re  Alt.  Applic.  2550-46,  reads: 

“1.  Provide  two  means  of  egress  from  each  floor 
including  cellar  complying  with  the  requirements  of 
Sec.  270  of  the  Labor  Law. 

Note:  Bldg,  was  erected  under  N.  B.  4572-25.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (38  ft.)  in  height,  97  ft.  3  in.  by  100  ft.  6  in.  in  area, 


848 


MINUTES 


[Class  3  construction ;  erected  in  1925,  located  in  an  un¬ 
restricted  use,  B  area,  Class  2  height  district ;  used  and 
occupied’ as  follows:  Cellar,  garage;  1st  floor,  garage,  3 
persons ;  2nd,  3rd  floors,  unoccupied ;  proposed  to  be  used 
and  occupied:  Cellar,  garage;  1st  floor,  garage,  3  persons; 
2nd  and  3rd  floors,  factory,  60  persons  per  floor;  that  the 
building  is  equipped  with  one  3  ft.  8  in.  wide  steel  and 
concrete  stairs,  enclosed  in  masonry  construction,  equipped 
with  kalamein,  self-closing  doors,  leading  directly  to  the 
street  and  roof,  and  one  fire  escape  on  the  south  side,  ex¬ 
tending  to  the  roof  by  a  ladder  and  to  stairs  with  egress 
through  an  easement  to  street,  equipped  with  a  one  source 
sprinkler  system ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  erected  for  use  throughout  as  a  garage  and  its 
occupancy  changed  in  1942,  so  that  the  cellar  and  1st  floor 

!  remained  as  a  garage  and  the  2nd  and  3rd  floors  were  used 
to  store  department  store  merchandise ;  that  at  present,  the 
2nd  and  3rd  floors  are  vacant;  that  it  is  now  proposed  to 
rent  the  2nd  and  3rd  floors  for  manufacturing  purposes, 
with  approximately  sixty  persons  on  each  floor ;  that  as  a 
second  means  of  egress  from  2nd  and  3rd  floors,  it  is  pro¬ 
posed  to  use  the  existing  outside  stairs,  which  have  open 
steel  slat  treads  9%  in.  wide  and  open  risers  8  in.  high 
and  land  on  the  adjoining  property;  that  easements  have 
been  granted,  a  certified  copy  of  same  being  on  file  with 
the  borough  superintendent ;  that  it  is  proposed  to  enclose 
these  existing  stairs  with  Trainsite  with  kalamein  windows 
for  ventilation ;  and 

Whereas,  the  applicant  has  filed,  with  the  Board,  a  copy 
of  easement  providing  that  the  rear  yard  of  adjoining  theatre 
building  and  4  ft.  passage  to  street  be  used  for  egress  from 
the  building  in  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  "as  cited  in  a  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  2550-46,  objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area;  that  the  means  of  exit 
shall  be  maintained  as  proposed  and  indicated  on  plans  filed 
with  this  appeal,  marked  “Received  June  20,  1946;’’  that 
the  exterior  iron  staircase  with  passage  through  to  Rock¬ 
well  place  may  be  maintained  as  shown  or  enclosed  as  pro¬ 
posed;  that  the  number  of  persons  at  factory  work  on  each 
floor  shall  not  exceed  the  number  permitted  by  the  primary 
means  of  exit ;  that  there  shall  be  no  connection  between  the 
first  floor  to  be  continued  as  a  garage  and  the  upper  floors 
to  be  occupied  as  a  factory;  and  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


435-46-A 

APPLICANT — Lamont  Gardens,  Inc.,  owner. 

SUBJECT — Appeal  from  a  deciison  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 91-36  Lamont  avenue,  east  side, 
between  Gleane  and  Forley  streets  (Block  1577, 
Lots  1,  4,  7  and  10),  Elmhurst,  Borough  of  Queens, 
(Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Forley  street). 

APPEARANCES— 

For  Applicant :  Benne  Katz. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (435-46-A) 

Whereas,  Lamont  Gardens,  Inc.,  owner,  filed  June  14, 
1946,  an  application  pursuant  to  Section  35  of  the  General 
City  Law  for  permission  to  maintain  a  building  partly  in 
the  bed  of  the  proposed  widening  of  Forley  street,  affecting 


premises  91-36  Lamont  avenue,  east  side,  between  Gleane 
and  Forley  streets  (Block  1577,  Lots  1,  4,  7  and  10),  Elm¬ 
hurst,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  12,  1946,  on  Alt.  Applic.  1517-46,  reads: 

“1.  Secure  approval  of  Board  of  ,  Standards  and 
Appeals  for  building  erected  in  bed  of  mapped  street 
as  per  Art.  3,  Section  35  of  General  City  Law.’’ 

and 

Whereas,  the  applicant  states  the  building  is  6  stories, 
(63  ft.)  in  height;  200  ft.  by  90  ft.  in  area,  of  Class  3 
construction;  erected  1939;  located  on  a  lot  200  ft.  by  100 
ft.  in  area,  in  a  residence  use  8  area,  Class  1^  height  dis¬ 
trict,  and  used  and  occupied  since  erection  as  a  Class  A 
multiple  dwelling  for  which  Certificate  of  Occupancy  Q 
11310  was  issued  upon  completion  of  work  under  N.  B. 
Applic.  6759-1939;  and 

Whereas,  the  applicant  contends  that  it  is  impossible  to 
obtain  any  mortgage  renewal  until  a  title  policy  has  been 
issued  and  the  Title  Company  has  refused  to  issue  a  policy 
due  to  the  projection  within  the  bed  of  a  mappe<J  street; 
that  this  condition  results  in  a  hardship  to  the  owners  and  it 
is  therefore  requested  that  the  Board  grant  permission  pur¬ 
suant  to  the  powers  vested  in  it  by  Section  35  of  the  Gen¬ 
eral  City  Law,  and  grant  relief  to  permit  the  maintenance 
of  the  building  in  question  within  the  bed  of  Forley  street 
under  the  following  conditions ;  that  the  owner  agree  that 
in  the  event  of  condemnation  of  the  5  ft.  strip  required  for 
the  widening  of  Forley  street,  that  no  claim  shall  be  made 
for  damages  to  the  building  beyond  the  reasonable  cost  of 
the  ejection  of  the  portion  of  the  building  within  the  bed 
of  the  widening  of  Forley  street,  less  3%  of  such  cost  per 
annum,  commencing  from  the  date  of  the  Board’s  action; 
that  it  is  felt  that  the  proposal  herein  contained  provides 
adequate  safeguard  for  the  City’s  interest  in  the  event  of 
condemnation  and  will  provide  a  sound  basis  upon  which 
to  obtain  renewal  of  the  mortgage  or  issuance  of  a  new 
mortgage  as  soon  as  the  Board  acts  on  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  1517-46,  objection  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  under 
the  powers  vested  in  the  Board  under  section  35  of  the  Gen¬ 
eral  City  Law,  to  permit  the  continuation  of  the  portion  of 
the  building  erected  within  the  bed  of  the  proposed  widen¬ 
ing  of  Forley  street,  on  condition  that  in  the  event  the  prop¬ 
erty  is  taken  for  such  street  widening,  the  owner  will  make 
no"  claim  for  damage  beyond  the  reasonable  cost  of  the 
erection  of  the  portion  of  the  building  within  the  bed  of 
Forley  street,  less  3%  of  such  cost  per  annum,  commencing 
from  the  date  of  this  resolution,  but  not  including  the  reas¬ 
onable  cost  of  the  new  enclosing  wall  and  the  necessary 
rearrangement  of  space  immediately  adjacent  thereto. 


455-46-A 

APPLICANT — Lathcop  Douglass,  for  The  Elizabeth  Arden 
Sales  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 14  East  54th  Street,  south  side, 
250  ft.  east  of  5th  avenue  (4th  floor)  ;  (Block  1289, 
Lot  63),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant;  Harry  S.  Agne. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (455-46-A) 

Whereas,  Lathrop  Douglass,  for  The  Elizabeth  Arden 
Sales  Corp.,  owner,  filed  June  21,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
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14  East  54th  street  south  side,  250  ft.  east  of  Fifth  avenue 
(4th  lioor)  ;  (Block  1289,  Lot  63),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  23,  1946,  on  Alt.  Applic.  178-46,  reads: 

“3.  Bldg,  being  basement  and  four  stories  in  height, 
the  use  of  4th  floor  is  not  permited  as  Bldg,  would 
have  to  be  fireproof.  Sec.  4.2.1  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  basement  (56  ft.  2)4  in.)  in  height,  24  ft.  9)4  in. 
by  90  ft.  in  area,  Class  3  construction ;  erected  in  1850,  lo¬ 
cated  on  a  lot  24  ft.  9)4  in.  by  100  ft.  5  in.  in  area,  in  a 
restricted  retail  use,  B  area,  Class  1)4  height  district,  used 
and  occupied  as  a  private  residence,  proposed  to  be  used  and 
occupied  as  follows :  cellar,  N.  Y.  Steam  and  storage  rooms, 
1  person;  basement,  store  and  dining  room,  52  persons;  1st 
floor,  reception  room  and  cafeteria,  24  persons ;  2nd  floor, 
office,  workroom  and  designer’s  room,  20  persons ;  3rd  floor, 
office  and  work  room,  15  persons;  4th  floor,  dressing  and 
rest  rooms,  First  aid  room  and  Lounge,  12  persons ;  that 
the  building  will  be  equipped  with  a  one-source  sprinkler 
system  throughout  and  an  interior  fire  alarm  system  and 
fire  drills  will  be  maintained  ;  that  the  building  is  equipped 
with  one  3  ft.  wide  wood  stairs,  having  one  steel  run  and 
the  remainder  of  wood,  to  be  enclosed  in  3  in.  gypsum  block 
in  cellar,  and  above  the  cellar,  in  partitions  of  4  in.  studs 
and  1  in.  cement  plaster  and  wire  lath  on  both  sides  equipped 
with  one-hour  test,  self-closing  doors  above  the  cellar  and 
leading  from  the  roof  bulkhead,  directly  to  the  street  and 
one  fire  escape  in  the  rear,  extending  to  the  roof  by  stair 
with  egress  to  its  lowest  termination  at  the  cellar  level 
through  a  passage  in  the  cellar  to  stairs  leading  to  the 
street ;  that  windows  and  doors  on  the  course  of  the  fire 
escape  are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  the  building  will  be  used 
by  the  Elizabeth  Arden  Sales  Corporation  throughout  for 
the  manufacture  and  sale  of  dresses  on  the  premises;  all 
floors  have  been  reinforced  to  support  75  lbs.  liveload ;  that 
stairhalls  above  the  cellar  are  being  enclosed  in  4  in.  stud 
partitions  with  1  in.  cement  plaster  on  wire  lath  on  both 
sides  and  stairhall  ceilings  are  being  covered  with  one-inch 
cement  plaster  on  wire  lath  ;  that  openings  into  enclosures 
will  be  one-hour  test,  self-closing  doors;  that  a  22  in.  wide 
Labor  Law  fire  escape  is  being  installed  as  a  second  means 
of  egress ;  that  the  stairhall  and  passage  in  cellar  is  being 
enclosed  in  3  in.  gypsum  block  partitions  with  one-inch 
cement  plaster  on  both  sides  and  all  spaces  on  all  floors,  in¬ 
cluding  the  4th,  are  being  equipped  with  an  approved  sprink¬ 
ler  system ;  that  the  workrooms  on  the  2nd  and  3rd  floors 
will  be  used  as  sewing  rooms ;  that  the  finished  products 
will  be  sold  in  the  retail  store  in  the  basement ;  that  the 
cafeteria  and  diningroom  will  be  for  persons  employed  in 
the  building  and  those  employed  by  the  owner  in  the  neigh¬ 
boring  buildings ;  that  an  application  is  made  for  permission 
to  use  the  4th  floor  for  strictly  non-commercial  purposes  on 
the  ground  it  represents  less  than  15%  of  the  floor  area  of 
the  building,  is  only  6  ft.  2)4  in.  above  the  height  limit  per¬ 
mitted  and  because  this  floor  will  have  exactly  the  same 
protection  as  the  floors  below,  consisting  of  fire-retarded 
stair  enclosure,  two  means  of  egress  and  a  sprinkler  sys¬ 
tem  ;  and 

Whereas,  the  applicant  states  that  the  application  has 
been  approved  in  all  details  by  the  borough  superintendent, 
under  Alt.  Applic.  178-46,  except  that  as  to  the  proposed  use 
of  the  4th  floor  only  and  that  this  appeal  involves  only  the 
matter  of  the  use  and  occupancy  of  such  floor. 

Rcsoh'ed,  that  the  decision  of  the  borough  superintendent, 
as  to  Alt.  Applic.  178-46,  objection  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  the  4th  floor  shall  be  used  only  for 
the  occupancy  proposed  and  as  shown  on  plans  marked, 
“Received  June  21,  1946”,  (4  sheets)  ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 


missioner  shall  direct ;  that  the  building  otherwise  shall  be 
occupied  as  proposed  and  in  accordance  with  the  approval 
obtained  and  that  the  one-source  sprinkler  system  'proposed 
shall  be  maintained  throughout  the  building. 


460-46-A 

APPLICANT — New  York  City  Housing  Authority,  owner. 
SUB JECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — East  6th  street  to  East  13th 
street,  from  Avenue  D  to  East  River  drive  (Block 
367,  Lot  1  and  Block  362,  Lots  1  and  100),  Jacob 
Riis  Houses,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  THE  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (460-46-A) 

Whereas,  the  New  York  City  Housing  Authority,  owner, 
filed  June  12,  1946,  an  appeal  from  decision  of  the  borough 
superintendent,  affecting  premises  superblocks  bounded  by 
East  6th  street,  East  13th  street,  Avenue  D  and  East  River 
drive  (Block  367,  Lot  1  and  Block  362,  Lots  1  and  100), 
Jacob  Riis  Houses,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  16,  1945,  on  amendment  to  N.B.  Applic.  222  to 
240-45,  reads  : 

“65.  Repeat.  Back-up  tile  for  exterior  walls  should 
be  structural  tile  complying  with  secs.  C26-308  par.  a 
and  C26-309  par.  a  and  c  of  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  buildings  will  be  six, 
thirteen  and  fourteen  stories  in  height,  Class  1  construction, 
located  in  a  residence,  retail,  business  and  unrestricted  use, 
A,  B  and  D  area,  Class  1  and  Class  1)4  districts,  occupied 
as  Class  A  multiple  dwellings,  consisting  of  seven,  six  story; 
eight  13-story  and  four  14-story  buildings ;  and 

Whereas,  the  applicant  contends  that  the  exterior  walls 
will  be  panel  walls,  supported  at  each  floor  with  a  maxi¬ 
mum  height  not  to  exceed  7  ft.  4  inches  ;  the  backup  tile  will 
be  step  type  two  cell  terra  cotta  block  6  inches  thick,  pro¬ 
tected  with  a  4-inch  brick  facing  on  the  outside ;  that  this 
tile  will  comply  with  the  requirements  of  A.  S.  T.  M.  46- 
39;  that  the  Code  under  Section  7.1. 1.3  (C26-308.0)  defines 
load  bearing  structural  tile  for  bearing  walls  or  for  walls 
wholly  or  in  part  exposed  to  the  weather;  that  the  walls 
of  these  buildings  are  not  “bearing  walls”  or  wholly  or  in 
part  exposed,  and  therefore,  this  section  of  the  code  is  not 
applicable  to  the  construction  proposed ;  that  all  outside 
walls  will  be  furred  with  free  standing  metal  furring;  that 
spandrel  beams  will  be  protected  with  spandrel  flashing  ex¬ 
cept  at  first  tier;  that  structural  functions  of  enclosure 
walls  are  two-fold;  to  safely  carry  all  vertical  loads  im¬ 
posed  upon  them  and  to  resist  laterally  forces  such  as  wind, 
traffic  vibrations  and  so  forth  ;  that  the  structural  functions 
of  this  height  wall,  construction  with  non-load  bearing  tile 
are  far  superior  to  walls  constructed  of  load  bearing  tile  to 
the  maximum  height  of  13  ft. ;  that  with  reference  to  Sec¬ 
tion  C26-309,  paragraphs  a  and  c,  permission  is  also  re¬ 
quested  to  use  in  lieu  of  tile,  the  6  inch  cinder  block  header 
units  for  backup  in  exterior  masonry  wall  construction  as 
permitted  in  Section  C26-446.0 ;  that  such  cinder  block  will 
comply  with  the  requirements  of  A.  S.  T.  M.  C129-39;  that 
the  granting  of  this  appeal  will  create  a  great  saving  in 
construction  without  any  disadvantage  to  the  structures. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  N.  B.  Applications  222  to  240-45, 
Objection  65,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
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proposed  6  inch  tile  shall  comply  with  the  requirements  of 
ASTM  C46-39  and  that  the  over-all  dimensions  of  the 
exterior  thickness  of  the  shell  of  the  block  shall  be  not  less 
than  $4  inch ;  that  both  tile  and  block  shall  be  approved 
make  for  non-load  bearing  masonry  units  and  that  if  cement 
blocks  are  used,  they  shall  be  as  aprpoved  for  this  type  of 
construction  with  shell  thickness  not  less  than  %  inch. 


466-46-A 

APPLICANT — Norman  Lederer  and  Leonard  Joseph,  for 
Greenwich  Wine  and  Liquor  Cor]).,  owner. 

SUBJEC  T — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AEFECTED— 192  7th  avenue  and  202-206 
West  11th  street,  southwest  corner  (Block  613,  Lot 
53),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Norman  Lederer  and  Leonard 
Joseph. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (466-46-A) 

Whereas,  Norman  Lederer  and  Leonard  Joseph,  for 
Greenwich  Wine  and  Liquor  Corp.,  owner,  filed  June  14, 
1946,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent,  affecting  premises  192  7th  avenue  and  202-206  West 
11th  street,  southwest  corner,  (Block  613,  Lot  53),  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  11,  1946,  re  Alt.  Applic.  741-46,  reads: 

“14.  Proposed  extension  of  the  building  located 
‘within  a  Retail  Use  and  Area  C  district  is  contrary  to 
Art.  IV,  Sec.  13,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  (11  ft.)  in  height,  87  ft.  11)4  in.  by  51  ft.  7)4  in. 
in  area,  Class  5  construction,  erected  in  1920,  located  in  a 
retail  use,  C  area  and  Class  1)4  height  district;  used  and 
occupied  since  1933,  as  follows:  Cellar,  storage;  1st  floor, 
3  stores,  proposed  to  be  used  and  occupied :  Cellar,  storage 
and  boilerroom ;  1st  floor,  store;  and 

Whereas,  the  applicant  states  the  building  was  erected 
in  1920,  lias  been  occupied  in  part  by  the  Greenwich  Wine 
and  Liquor  Corp.  as  a  package  liquor  store  since  1933 ; 
that  the  building  is  constructed  of  metal  walls,  trussed  roof 
and  metal  roofing ;  that  several  years  ago  a  portion  of  the 
exterior  walls  were  covered  with  tile  which  has  fallen  off 
in  a  number  of'spots;  that  the  building  is  delapidated  and 
an  eyesore  to  the  neighborhood  and  it  is  proposed  to  re¬ 
place  all  metal  enclosing  walls  with  masonry,  building  a 
new  and  attractive  .facade ;  and 
Whereas,  the  applicant  states  that  the  State  Liquor 
Authority  has  approved  the  alteration  of  the  premises  and 
the  Board  of  Transportation  has  approved  the  proposed 
alterations  and  upon  completion,  the  structure  will  occupy 
the  same  area  as  it  now  occupies  and  will  in  every  way 
he  an  improvement  to  the  neighborhood;  it  is  therefore  re¬ 
quested  the  Board  permit  the  area  now  occupied  to  be  con¬ 
tinued. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  741-46,  Objection  14,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  above  grade  shall  not  be  in¬ 
creased  in  area  beyond  the  envelope  of  that  now  existing; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


478-46-A 

APPLICANT— Emanuel  M.  Glick,  for  Methill  Realty 
Corp.,  owner  (Fisher-Beer  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1317  Castle  Hill  avenue,  west 
side,  100  ft.  north  of  Westchester  avenue  (cellar)  ; 
(Block  3935,  Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Emanuel  M.  Glick. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (478-46-A) 

Whereas,  Emanuel  M.  Glick,  for  Methill  Realty  Corp., 
owner,  (Fisher-Beer  Co.,  Inc.,  lessee),  filed  June  20,  1946, 
an  appeal  from  an  order  of  the  fire  commissioner  affecting 
premises  1317  Castle  Hill  avenue,  west  side,  100  ft.  north 
of  Westchester  avenue  (cellar)  ;  (Block  3935,  Lot  1),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  Order  38280-LF,  issued  by  the  fire  commis¬ 
sioner  May  28,  1946,  reads  : 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  in  cellar  having  at  least  one  source  of  water  sup¬ 
ply.  Ch.  19-161.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (22  ft.)  in  height;  74  ft.  6  in.  by  104  ft.  in  area,  of 
Class  3  construction;  erected  1940;  located  in  a  residence 
and  business  use  C  area  district,  Class  1)4  height  district 
and  used  as  follows :  cellar  boiler  room ;  basement,  storage ; 
1st  floor,  sales;  that  the  building  is  equipped  with  three  3 
ft.  8  in.  wide  wood  stairs,  enclosed  in  partitions  of  hollow 
tile,  equipped  with  one  hour  test  self-closing  doors;  and 

Whereas,  the  applicant  contends  that  the  order  of  the  fire 
commissioner  is  placed  apparently  due  to  lack  of  access  to 
the  cellar;  that  access  is  provided  to  the  cellar  by  means  of 
a  4  in.  terra  cotta  enclosed  3  ft.  8  in.  wide  wood  stairs  lead¬ 
ing  from  the  1st  floor  immediately  inside  the  show  windows; 
that  additional  access  can  be  had  by  means  of  an  engineer’s 
ladder  to  the  boiler  room  and  thence  to  the  cellar;  that  the 
entire  cellar  ceiling  is  covered  with  metal  lath  and  ->4  in. 
cement  plaster;  that  no  selling  is  done  in  the  cellar;  that  the 
only  points  of  hazard  in  the  cellar  are  the  kitchen  which  is 
enclosed  in  4  in.  terra  cotta  partitions,  equipped  with  one 
hour  self-closing  fireproof  door  and  the  waste  paper  baling, 
which  takes  place  against  the  northerly  wall  to  the  rear  of 
the  boiler  room ;  that  in  addition,  there  are  two  stairs  to  the 
cellar  from  the  interior  of  the  store,  each  enclosed  in  4  in. 
terra  cotta  partitions  at  the  cellar  level,  which  enclosures 
are  adequate  to  prevent  the  spread  of  fire  from  the  cellar  to 
the  1st  floor;  that  the  owner  proposes  to  install  a  dry  pipe 
sprinkler  system  with  Fire  Department  connection,  to  permit 
tlie  Fire  Department  to  get  water  to  any  portion  of  the 
cellar  in  the  event  of  fire  without  the  necessity  of  actually 
sending  firemen  into  the  cellar ;  that  in  addition  thereto,  it  is 
proposed  to  install  wet  sprinkler  heads  in  the  kitchen  and 
over  the  area  used  for  waste  paper  baling,  sucb  wet  heads  to 
be  supplied  by  direct  connection  to  the  domestic  water 
supply  'within  the  building;  that  the  use  of  the  building  is 
similar  to  the  average  five  and  ten  cent  store  which  has  been 
the  subject  of  appeal  to  the  Board  and  nitro-cellulose 
products  stored  in  the  cellar  are  minute  in  quantity  and  not 
sufficient  to  present  a  major  hazard;  that  housekeeping  con¬ 
ditions  are  good  and  adequate  aisle  spaces  are  maintained 
and  such  portable  fire  fighting  extinguishers  as  the  Board 
directs  will  be  installed  throughout  the  building;  that  to  be 
required  to  comply  with  the  requirements  of  the  order  of 
the  fire  commissioner  would  result  in  practical  difficulties 
and  unnecessary  hardship  on  the  owner. 

Resolved,  that  order  38280-LF  of  the  fire  commissioner,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  as  to  Item  1,  on  condition  that  a  sprinkler  system 
shall  be  installed  throughout  the  cellar,  complying  with  all 
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the  requirements,  except  that  the  water  may  be  taken  from 
the  existing  house  supply  line,  provided  such  line  is  not  less 
than  3  inches  in  diameter  with  2)4  in.  tap  at  the  street  main  ; 
that  in  all  other  respects,  the  sprinkler  system  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


479-46-A 

APPLICANT — John  J.  Beatty,  Administrator,  for  Estate 
of  Mary  T.  Beatty,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 88-110  Crown  Street,  south  side, 
220  ft.  west  of  Bedford  avenue  (Block  1294,  Lot 
22),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

For  Administration:  Fred  Dahlen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (479-46-A) 

Whereas,  John  J.  Beattjq  as  administrator  for  the  Estate 
of  Mary  T.  Beatty,  owner,  filed  June  21,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  88-110  Crown  street,  south  side,  220  ft.  west  of 
Bedford  avenue  (Block  1294,  Lot  22),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  3,  1946,  on  Alt.  Applic.  2286-46,  reads: 

“1.  Building  should  be  fireproof  Sect.  4.2.1  B.C.  as 
area  exceeds  1500  sq.  ft.  for  one  story  building  with  an 
approved  sprinkler  system  unless  area  is  subdivided  by- 
fire  walls  meeting  the  4  hr.  test  as  per  Sect.  10.4.1.1  and 
4.2.1  of  B.C.  Openings  in  fire  walls  to  be  provided  with 
doors  in  compliance  with  Sect.  10.8.1.  B.C. 

2.  Show  swinging  doors  from  1st  floor  in  line  of 
egress  to  street  to  swing  out  but  not  over  18"  from 
building  line,  Sect.  6.2.2  B.C.  Show  width  of  doors. 

3.  Show  two  exits  from  each  portion  of  cellar  3'  8" 
wide  with  enclosure  leading  directly  to  street,  Sec. 
C26-292.0  of  Administrative  Code. 

4.  Indicate  whether  driveway  from  Montgomery 
street  is  part  of  lot.  If  so  new  affidavit  covering  this 
area  should  be  filed. 

5.  Show  ladder  to  scuttle  to  roof.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.)  in  height,  240  ft.  by  131  ft.  in  area,  of  Class  3 
construction;  erected  1927;  located  in  a  business  use  B  area, 
class  1)4  height  district  and  used  as  storage  in  the  basement 
and  as  a  garage  for  more  than  five  motor  vehicles  on  the 
first  story,  as  permitted  by  the  Board  under  Cal.  275-25-BZ, 
and  proposed  to  be  used  and  occupied — basement,  storage ; 
1st  floor,  factory  of  the  type  not  prohibited  by  Section  4A 
or  4B  of  the  zoning  resolution;  that  the  building  is  equirped 
with  a  one  source  sprinkler  system  throughout,  a  standpipe 
system  and  interior  fire  alarm  system;  that  there  are  two 
concrete  ramps  and  two  fire  exits  at  the  front  of  the  build¬ 
ing  of  the  fire  escape  type,  leading  from  the  cellar  to  the 
street ;  and 

Whereas,  the  applicant  contends  that  the  basements  are 
fireproof ;  that  the  entire  building  is  sprinklered,  equipped 
with  standpipe  and  fire  alarm  system  ;  that  the  first  floor  is 
divided  into  three  sections  by  two  terra  cotta  block  6  in. 
thick  fireproof  partitions,  equipped  with  two  fireproof  self¬ 
closing  doors  in  each  partition ;  that  the  proposed  occupancy 
for  factory  does  not  warrant  any  additional  alterations  or 
changes  and  it  is  requested  that  the  existing  conditions  be 
accepted  in  lieu  of  compliance  with  the  Labor  Law  and  the 
Building  Code,  as  set  forth  in  the  decision  of  the  borough 
superintendent. 


Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2286-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  1,  on  condition  that  the  existing  6  inch  terra  cotta 
partitions  separating  the  first  floor  into  three  sections  as 
indicated  on  similar  plan  filed  with  this  appeal  marked 
“Received  June  26,  1946,”  as  corrected  by  applicant  July  9, 
1946,  and  with  fireproof  self-closing  doors  with  openings 
therein,  as  indicated,  shall  be  maintained ;  that  the  one 
source  sprinkler  system  shall  be  maintained  throughout  the 
building  in  accordance  with  the  requirements  therefor,  as 
well  as  the  standpipe  system  and  interior  fire  alarm  system; 
that  the  ramps  from  cellar  to  1st  floor  shall  have  fireproof 
self-closing  doors  or  fire  shutters  at  the  foot  thereof  as  a 
cut-off  from  cellar  to  first  floor;  that  the  building  shall  not 
be  increased  in  height  or  occupancy  and  shall  be  maintained 
substantially  as  proposed  and  as  indicated  on  such  plan ; 
that  in  all  other  respects  shall  comply  with  all  laws,  rules 
and  regulations  applicable  to  the  building  and  occupancy; 
that  the  garage  use  as  permitted  by  the  Board  under  Cal. 
275-25-BZ  shall  not  be  restored ;  and  denied  as  to  Item  2 ; 
as  to  Item  3,  that  the  exits  from  each  portion  of  the  cellar 
shall  be  maintained  as  indicated  on  such  plan  and  such 
spaces  in  the  cellar  shall  be  used  only  for. storage  and  not 
for  manufacturing;  as  to  Objection  4,  that  the  existing 
driveway  through  to  Montgomery  street  shall  be  discon¬ 
tinued;  as  to  Objection  5,  that  a  ladder  and  scuttle  to  roof 
shall  be  maintained  at  two  points  as  indicated  on  plans ; 
that  the  scuttle  shall  be  equipped  with  an  easy  opening- 
device;  that  the  building  throughout  shall  be  occupied  by 
one  tenant  only. 


481-46-A 

APPLICANT — Sidney  L.  Strauss,  for  North  River  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREAIISES  AFFECTED — 206-212  West  23th  street,  south 
side,  100  ft.  west  of  7th  avenue  and  209-211  West 
33rd  street  (Block  783,  Lots  33  and  50),  Borough 
of  Alanhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  . . .  0 

THE  RESOLUTION  (481-46-A) 

Whereas,  Sidney  L.  Strauss,  for  North  River  Savings 
Bank,  owner,  filed  June  26,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  206-212 
West  34th  street,  south  side,  100  ft.  west  of  7th  avenue,  and 
209-211  West  33rd  street  (Block  783,  Lots  33  and  50), 
Borough  of  Alanhattan ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  21,  1946,  on  amendment  to  Alt.  Applic.  2153-45, 
reads : 

“2.  At  least  one  stair  should  be  a  fire  tower  as 
height  of  building  exceeds  75  ft.  Sec.  6.I.2.2.3.  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7  stories 
(100  ft.)  in  height;  67  ft.  7)4  in.  and  40  ft.  front  by  197  ft. 
6  in.  in  depth,  of  Class  1  construction;  erected  1920;  located 
in  a  retail  use  B  area,  Class  2  height  district,  and  used  and 
occupied  since  1920  as  a  bank,  and  proposed  to  be  used  and 
occupied  upon  completion  of  alteration  as  follows:  Cellar, 
boiler  room  and  storage;  1st  floor,  bank  50  persons;  mezza¬ 
nine,  2nd,  3rd,  4th  and  5th  stories,  20  persons  on  the  6th 
story  and  15  persons  on  the  7th  story;  that  the  building 
will  be  equipped  with  two  4  ft.  wide  fireproof  stairs  and  a 
standpipe  system  will  be  provided;  and 
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Whereas,  the  applicant  contends  that  the  two  exits  re¬ 
quired  for  the  new  addition  are  to  be  constructed  as  remote 
as  possible  from  each  other;  that  the  northerly  exit  con¬ 
tinues  from  the  roof  to  the  cellar,  thence  through  the  exist¬ 
ing  bank  building  cellar  to  a  stairway  at  the  northerly  end 
of  the  existing  building  adjacent  to  the  main  entrance  of  the 
building;  that  the  Code  requires  that  at  least  one  stair 
should  be  a  fire  tower;  that  the  introduction  of  the  fire 
tower  in  this  case  would  be  impractical ;  that  in  view  of 
the  fact  that  access  to  the  addition  proposed  to  be  erected 
is  available  for  Fire  Dept,  purposes  from  the  roof  of  the 
present  one  story  and  mezzanine  building  and  that  the  pro¬ 
posed  addition  is  to  be  entirely  used  by  the  owner  with  a 
low  occupancy,  it  is  requested  the  modification  be  granted 
to  permit  the  two  fireproof  enclosed  interior  stairways,  as 
indicated  on  plans  filed  with  this  appeal,  in  lieu  of  strict 
compliance  with  the  requirements  of  the  Administrative 
Building  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2153-45,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  two  required  stairways  in  the  proposed 
extension  to  33rd  street  shall  be  constructed  and  maintained 
substantially  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  June  26,  1946,’’  five  sheets;  that  in  lieu 
of  requirement  that  one  should  be  a  fire  tower,  that  the 
number  of  occupants  on  each  of  the  upper  floors  above  the 
second  shall  not  exceed  the  number  permitted  for  one  stair¬ 
way  ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  by  the  Board  under  Cal. 


40-46- BZ. 


216-34-A 

APPLICANT — Haeuser  Shellac  Co.,  Tnc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Appeal  from  an  order  of  the 
fire  commissioner  (granted  on  condition  for  term 
of  one  year). 

PREMISES  AFFECTED — 52-64  Warren  street,  south  side, 
214  ft.  west  of  Columbia  street  (Block  303,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  Hafner. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (216-34-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  52-64  Warren  street,  south  side 
214  ft.  west  of  Columbia  street  (Block  303,  Lot  1),  Borough 
of  Brooklyn,  wasf  granted  by  the  Board  June  18,  1935,  on 
certain  conditions;  the  term  of  the  permit  extended  from 
time  to  time;  resolution  amended  November  12,  1941,  permit 
last  extended  July  17,  1945  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  18,  1935,  as 
amended  through  July  17,  1945,  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  for  a  term  of  one  (1)  year  from  the  date 
of  this  amended  resolution,  to  permit  *  *  *  and  that 
other  than  as  herein  amended,  the  conditions  of  the 
resolution  of  June  18,  1935,  shall  be  complied  with. 


639-45-A 

APPLICANT — Herman  Kron,  Command  Properties,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 321 0 — 3rd  avenue,  east  side, 
175.6  ft.  north  of  East  161st  street  (Block  2620,  Lot 
9),  Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  LIous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  complv. 
THE  \TOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


363-46-A 

APPLICANT — Irwin  Clavan,  for  Metropolitan  Life  In¬ 
surance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1st  avenue  to  Marginal  street, 
from  East  20th  to  East  23rd  streets  (Blocks  952, 
953,  954,  978,  979,  980  and  987,  Lots  1),  Peter 
Cooper  Village,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  at  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


390-46-A 

APPLICANT — Milton  Barkin,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 92-24  to  92-30  Queens  boule¬ 
vard  and  89-12  to  89-22  Eliot  avenue,  southeast 
corner  (Block  3075,  part  of  Lot  6),  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Tannen. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  PIous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


382-43-A 

APPLICANT — Frank  A.  Barrera,  for  Edmund  L.  Pal- 
mieri,  Executor  of  Estate  of  John  Palmieri,  owner. 
SUBJECT— Application  for  consideration — reopening  and 
restoration  to  calendar  re  Appeal  from  a  decision 
of  the  borough  superintendent  of  buildings  (previ¬ 
ously  granted  on  condition ;  reopened  and  with¬ 
drawn)  ;  to  consider  new  proposal. 

PREMISES  AFFECTED — 150  Ocean  parkway,  west  side, 
395  ft.  south  of  Caton  avenue  (Block  5328,  Lot  30), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  A.  Barrera  and  Alfred  A. 
Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 
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177-46-A 

APPLICANT — Emil  Warmold,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 216  Marion  street,  south  side, 
175  ft.  east  of  Ralph  avenue  (Block  1518,  Lot  15), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  D.  H.  M.  Weynberg. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1946  at 
2  P.M.  at  request  of  applicant’s  representative. 


351-46-A 

APPLICANT — Henry  George  Greene,  for  Polly  Realty 
Corp.,  owner. 

SUBJECT — Appeal  Horn  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 45-51  Lispenard  street,  north 
side,  245  ft.  8)4  in-  west  of  Broadway  (Block  210, 
Lot  26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at 
2  P.M.,  for  an  inspection  by  a  committee  of  the 
Board. 


393-46-A 

APPLICANT — William  R.  Meyer,  for  Colonial  Air  Lines, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 39-41  East  50th  street,  north 
side,  111  ft.  west  of  Park  avennue  (Block  1286, 
Lots  31  and  31)4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ferdinand  Klebold. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1946  at 
2  P.M.  for  further  consideration. 


436-46-A 

APPLICANT — S.  Joseph  Silbert,  for  General  Institute  of 
Child  Hygiene  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 79-25  Albion  street,  north  side, 
142  ft.  east  of  Queens  boulevard  (Block  1536, 
Lot  101),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  S.  Joseph  Silbert. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1946  at 
2  P.M.,  for  an  inspection  by  a  committee  of  the 
Board. 


ZONING  APPLICATIONS 

495-32-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  and  amendment  of 
resolution — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings)  previously  granted  on  condi¬ 
tion,  under  section  21  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  and  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 122-13  to  122-21  Rockaway 
boulevard,  northwest  corner  of  123rd  street  (Block 
2512,  part  of  Lot  7),  South  Ozone  Park,  Borough 
of  Queens. 


APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 

THE  RESOLUTION  (495-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  ejection  and  maintenance  of  a 
gasoline  service  station,  affecting  premises  122-13  to  122-21 
Rockaway  boulevard,  northwest  corner  of  123rd  street 
(Block  2512,  part  of  Lot  7),  South  Ozone  Park,  Borough 
of  Queens,  was  granted  by  the  Board  on  January  23,  1934, 
on  certain  conditions,  resolution  amended  on  May  8,  1934, 
June  15,  1943  and  October  5,  1943  and  the  applicant  re¬ 
quested  a  further  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  23,  1934  as  amended 
through  October  5,  1943  only  in  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“that  in  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  all  work  completed 
except  for  completion  and  restoration  of  the  walls,  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  amended  resolu¬ 
tion  ;  that  the  masonry  walls  on  the  structure  as  to  the 
two  street  fronts  and  the  walls  on  the  street  line  and 
interior  lot  line  as  required  by  the  resolution  may  be 
finished  with  Insul-Mastic  as  approved  by  the  Board 
for  such  use  under  Cal.  395-40-SM  and  provided  the 
walls  on  the  lot  line  and  street  line  are  stuccoed  on 
the  inside  and  outside.” 


46-33-BZ 

APPLICANT — Seymour  M.  Litman,  for  Alex  Litman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  use  and 
maintenance  of  a  plot  for  parking  space  for  more 
than  five  motor  vehicles  for  a  temporary  term. 
PREMISES  AFFECTED — South  side  of  Edgemere  avenue 
from  Beach  52nd  to  53rd  streets  (Block  343, 
Lot  45),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Seymour  M.  Litman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 

THE  RESOLUTION  (46-33-BZ) 

Whereas,  this  application,  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  for  a 
temporary  term,  the  use  and  maintenance  of  a  plot  for 
parking  space  for  more  than  five  motor  vehicles,  affecting 
premises  'south  side  of  Edgemere  avenue,  from  Beach  52nd 
to  Beach  53rd  streets  (Block  343,  Lot  45)  Edgemere, 
Borough  of  Queens,  was  granted  by  the  Board  on  May 
23,  1933,  on  certain  conditions,  resolution  amended  under 
section  7h  on  May  12,  1936  and  permit  extended  on  May 
28,  1940,  June  9,  1942  and  July  18,  1944;  and 
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Whereas,  the  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  23,  1933,  as  amended 
through  Juljr  18,  1944,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
that  a  certificate  of  occupancy  shall  be  obtained  from 
the  borough  superintendent  (Misc.  Applic.  2548-44).” 

141-33-BZ 

APPLICANT — Sidney  L.  Strauss,  for  James  H.  Hassall 
and  Elsie  J.  Hassall,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  21  of  the  zoning  resolution,  for 
a  term  of  ten  years  (matter  having  been  referred 
back  to  Board  by  Court),  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Farmers 
boulevard  and  143rd  road  (Block  3238,  Lot  109), 
Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (141-33-BZ) 

Whereas,  this  application,  under  section  7f  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station,  premises  northwest  corner  of  Farmers  boulevard 
and  143rd  road  (Block  No.  3238,  Lot  No.  109),  Springfield, 
Borough  of  Queens,  was  denied  by  the  Board  December  27, 
1933 ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  June  2,  1936,  in  accordance  with  order  of  the  court, 
and  granted  by  the  Board  under  section  21  of  the  building 
zone  resolution,  on  June  23,  1936,  on  certain  conditions, 
one  of  which  required  the  submission  of  plans  for  approval 
by  the  Board ;  and 

Whereas,  the  resolution  of  the  Board  was  amended  June 
25,  1940,  also  approving  plans  marked  “Received  June  17, 
1940” ;  and 

Whereas,  on  April  1,  1941;  the  Board  affirmed  the  reso¬ 
lution  adopted  on  June  23,  1936,  as  amended  on  June  25, 
1940,  to  carry  out  the  requirements  of  the  resolution  adopted 
by  the  Board  on  June  23,  1936;  and 

V/hereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resok'cd,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  23,  1936  as  amended 
through  January  3,  1946  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read  : 

“Granted  under  section  7f  in  view  of  the  matter  having 
been  referred  back  by  the  court  for  taking  of  additional 
testimony  and  in  view  of  the  additional  testimony  taken, 
for  a  period  of  ten  (10)  years  from  the  dkte  of  this 
amended  resolution  *  *  *  and  that  other  than  as  herein 
amended,  the  provisions  of  the  resolution  of  June  23,  1936 
as  amended  June  25,  1940  and  January  3,  1946  shall  be 
complied  with  (N.  B.  applic.  490-33).” 


152-37-BZ 

APPLICANT — Abraham  H.  Brodsky,  for  Michael  Falza- 
rano,  lessee;  I.  Rosenwasser,  N.  Glantz  and  Bessie 
Greenwald,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 9508-9530  Church  avenue, 
southeast  corner  of  East  96th  street  (Block  4716, 
Lots  42  to  50,  inclusive),  Borough  of  Brooklyn). 
APPEARANCES— 

For  Applicant :  Abraham  H.  Brodsky. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC4  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (152-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  9508-9530  Church  avenue, 
southeast  corner  of  East  96th  street  (Block  4716,  Lots  42  to 
50  inclusive),  Borough  of  Brooklyn,  was  granted  by  the 
Board  May  24,  1938,  on  certain  conditions,  permit  extended 
May  28,  1940,  May  19,  1942  and  June  20,  1944  and  the 
applicant  requested  a  further  extension  of  the  permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  on  May  24,  1938,  as 
amended  through  June  20,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  plot  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on  condi¬ 
tion  *  * *  and  that  a  new  certificate  of  occupancy  shall 
be  obtained 


942-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Alfred  Pirozzi, 
new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  business  use  and  partly  in 
unrestricted  use  districts,  the  reconstruction  and 
structural  alterations  of  a  building  and  premises 
used  as  a  public  garage,  motor  vehicle  repair  shop, 
auto  laundry,  grease  pits  and  gasoline  service  station. 

PREMISES  AFFECTED — 1927-1943  Atlantic  avenue  and 
17-31  Bancroft  place,  northeast  corner  (Block  1558, 
Lots  1  and  32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 
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THE  RESOLUTION  (942-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  district,  the  reconstruction  and  structural 
alterations  of  a  building  and  premises  used  as  a  public 
garage,  motor  vehicle  repair  shop,  laundry,  grease  pits  and 
gasoline  service  station,  affecting  premises  1927-1943  Atlantic 
avenue  and  17-31  Bancroft  place,  northeast  corner  (Block 
1558,  Lots  1  and  32),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  February  11,  1941,  on  certain  conditions 
and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  11,  1941, 
by  adding  thereto : 

“*  *  -+-  that  the  small  office  roof  structure  may  be 
extended  to  add  an  area  12  ft.  by  14  ft.  as  indicated  on 
plans  filed  with  this  application  marked  ‘Received  June 
20,  1946,’  and  as  passed  upon  by  the  borough  superin¬ 
tendent  under  Alt.  Applic.  846-46,  on  condition  that  the 
ceiling  below  the  entire  roof  structure  shall  be  fire 
retarded  and  that  other  than  as  herein  amended,  the 
conditions  of  the  resolution  adopted  February  11,  1941 
shall  be  complied.” 


834-41-BZ 

APPLICANT — Max  Horn,  for  101  Beach  61st  street,  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 101  Beach  61st  street,  west  side, 
566  ft.  south  of  Larkin  avenue  (Block  354,  Lot  75), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (834-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  101  Beach  61st  street,  west 
side,  566  ft.  south  of  Larkin  avenue  (Block  354,  Lot  75), 
Arverne,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  28,  1942,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  July  25,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  28,  1942,  as 
amended  through  July  25,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  as  amended  this  portion 
of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  *  *  that  other  than  as  amended,  herein,  the  con¬ 
ditions  of  the  resolution  of  April  28,  1942,  shall  be  com¬ 
plied  with  and  that  a  certificate  of  occupancy  shall  be 
obtained  (Misc.  7630-41).” 


987-41-BZ 

APPLICANT — The  Texas  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  thereof  per¬ 
mitting  in  a  business  use  district,  the  reconstruction 
and  erection  of  a  new  accessory  building  upon  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 736-746  Linden  boulevard  and 
796-804  Utica  avenue  southwest  corner  (Block  4675, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 


Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (987-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  and  erection  of  a  new  accessory  building  upon  an 
existing  gasoline  service  station,  affecting  premises  736-746 
Linden  boulevard  and  796-804  Utica  avenue,  southwest  cor¬ 
ner  (Block  4675,  Lot  6),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  June  8,  1943,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  27,  1944  and  July  26,  1946;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  8,  1943,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  as  amended,  this  portion  of  the  resolution 
shall  read : 

“That  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution  and  that  other  than  as  amended  herein,  the 
conditions  of  the  resolution  of  June  8,  1943,  shall  be 
complied  with  and  that  a  certificate  of  occupancy  shall 
be  obtained.” 


1023-41-BZ 

APPLICANT — Max  Horn,  for  St.  Georges  Church,  owner; 
Harry  Zeitlin,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 162  Beach  110th  street,  north¬ 
east  corner  of  Ocean  promenade  (Block  654,  Lot 
42),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 


Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 


THE  RESOLUTION  (1023-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  3'ears,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  162  Beach  110th  street, 
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northeast  corner  of  Ocean  promenade  (Block  654,  Lot  42), 
Rockaway  Beach,  Borough  of  Queens,  was  granted  by  the 
Board  on  July  28,  1942,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  July  5,  1944,  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  28,  1942,  as  amended 
July  5,  1944  only  in  so  far  as  it  has  reference  to  the  term 
of  the  variance  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
vears  from  the  date  of  this  amended  resolution  (Miscl. 

9941-41).” 

1029-41-BZ 

APPLICANT— Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  permitting  in  a  business  use 
district,  the  extension  and  reconstruction  of  an  ex¬ 
isting  gasoline  service  station. 

PREMISES  AFFECTED — 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  487,  Lot  42),  Tomp- 
kinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 

THE  RESOLUTION  (1029-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  ex¬ 
tension  and  reconstruction  of  an  existing  gasoline  service 
station,  affecting  premises  263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  487,  Lot  42),  Tompkinsville, 
Borough  of  Richmond,  was  granted  by  the  Board  on  July 
14,  1942,  on  certain  conditions ;  and 

Whereas,  time  to  complete  the  work  was  extended  on 
June  20,  1944  and  June  26,  1945,  and  the  applicant  requested 
a  further  extension  of  time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  14,  1942  as  amended 
through  June  26,  1945  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  work  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“that  in  view  of  the  statement  by  the  applicant  that  all 
plans  have  been  approved,  all  permits  shall  be  obtained 
and  all  work,  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution.” 


597-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Abraham,  Morris 
and  Samuel  Sorkin,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  sections  7c  and  21  of  the  zoning 
resolution,  permitting  partly  in  an  unrestricted  and 
partly  in  a  residence  use,  C  area,  district,  the  demoli¬ 
tion  of  a  gasoline  service  station,  motor  vehicle 
repair  shop  and  poultry  slaughterhouse  and  recon¬ 
struction  as  a  gasoline  service  station  and  motor 
vehicle  repair  shop,  omitting  rear  yard  required 
under  the  provisions  of  Section  17  of  Zoning 
Resolution. 

PREMISES  AFFECTED— 2987-2997  Atlantic  avenue  and 
205-221  Elton  street,  northeast  corner  (Block  3955, 
Lot  48),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 


Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (597-44-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  partly  in  an  unrestricted 
and  parti)'  in  a  residence  use,  C  area  district,  the  demoli¬ 
tion  of  a  gasoline  service  station,  motor  vehicle  repair  shop 
and  poultry  slaughterhouse  and  reconstruction  as  a  gasoline 
service  station  and  motor  vehicle  repair  shop,  omitting  rear 
yard,  required  under  the  provisions  of  Section  17  Zoning 
Resolution,  affecting  premises  2987-2997  Atlantic  avenue  and 
205-221  Elton  street,  northeast  corner  (Block  3955,  Lot  48), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  March 
6,  194b,  on  certain  conditions;  and 

Vv  hereas,  the  resolution  was  amended  and  plans  approved 
on  July  27,  1945;  and 

Whereas,  the  applicant  requested  an  extension  of  the  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  6,  1945  as  amended 
July  27,  1945  as  to  approval  of  plans  only  in  so  far  as  it 
lias  reference  to  obtain  permits  and  completion  of  the  work 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  'amended 
resolution.” 


284-45-BZ 

APPLICANT — William  M.  Ellard,  Director,  Bureau  of 
Real  Estate,  Board  of  Estimate,  for  the  City  of 
New  York  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7b  of  the  zoning 
resolution,  permitting  the  extension  of  a  business 
use  on  a  lot,  located  partly  in  a  restricted  retail  dis¬ 
trict  and  partly  in  a  residence  use  district,  into  the 
more  restricted  (residence)  use  district. 

PREMISES  AFFECTED — 102  East  40th  street,  south  side, 
80  ft.  east  of  Park  avenue  (Block  895,  Lot  1)  ; 
(old  Lot  89),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Andrew  Olivieri. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 


Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


THE  RESOLUTION  (284-45-BZ) 

Whereas,  this  application  under  section  7b  of  the  zoning 
resolution,  permitting  the  extension  of  a  business  use  on  a 
lot  located  partly  in  a  restricted  retail  district  and  partly  in 
a  residence  use  district,  into  the  more  restricted  (residence) 
use  district;  affecting  premises:  102  East  40th  street,  south 
side,  80  ft.  east  of  Park  avenue  (Block  895,  Lot  1)  ;  (old  Lot 
89),  Borough  of  Manhattan  was  granted  by  the  Board  on 
May  29,  1945,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  29,  1945  only  in  so  far 
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as  it  has  reference  to  the  term  for  obtaining  permits  and 
completion  of  the  work  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


40-46-BZ 

APPLICANT- — Sidney  L.  Strauss,  for  North  River  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent),  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in .  a  retail  use,  B  area  district, 
the  erection  of  an  addition  to  an  existing  building 
covering  more  than  65%  of  the  lot  area. 
PREMISES  AFFECTED— 206-212  West  34th  street,  south 
side,  100  ft.  west  of  7th  avenue  and  209-211  West 
33rd  street  (Block  783,  Lots  33  and  50),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (40-46-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  retail  use,  B  area  district  the  erec¬ 
tion  of  an  addition  to  an  existing  building  covering  more  than 
the  65%  of  the  lot  area;  premises:  206-212  West  34th  street, 
south  side,  100  ft.  west  of  7th  avenue  and  209-211  West  33rd 
street,  (Block  783,  Lots  33  and  50),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  February  13,  1946,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  13,  1946, 
by  adding  thereto : 

“*  *  *  that  irrespective  of  the  applicant’s  statement 
that  the  height  of  the  building  on  the  33rd  street  side 
will  not  exceed  90  ft.,  the  height  may  be  100  ft.,  pro¬ 
vided  the  requirement  of  the  zoning  resolution  as  to 
height  is  complied  with  and  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto,  other  than  as 
modified  thereto  under  Cal.  No.  481-46-BZ.” 


392-21-BZ 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Gold,  new 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  reconstruction  and  extension  of 
existing  gasoline  service  station — re  Application 
(decision  of  the  borough  superintendent)  pre¬ 
viously  granted  on  condition,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 1210-1216  Myrtle  avenue  and 
75-83  Suydam  street,  southwest  corner  (Block  3205, 
Lots  25  and  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 


THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


206-27-BZ 

APPLICANT — Kitzler  and  Nurick,  for  S.  S.  Lerow,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  additional  uses — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 597-607  (601-607  displayed) 
New  York  avenue  and  397-401  (397-403  displayed) 
Rutland  road,  northeast  corner  (Block  4802,  Lot 
55),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  H.  Kitzler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


328-32-BZ 

APPLICANT — Lama  and  Proskauer,  for  Hanover  Sacks 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
resolution  to  calendar — previously  withdrawn- — re 
Application  (decision  of  the  borough  superin¬ 
tendent),  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  auto  laundry,  sales  room  and 
office. 

PREMISES  AFFECTED — 28-05  to  28-21  Bayside  Lane, 
28-10  to  28-20  163rd  street  and  162-07  to  162-19 
29th  avenue  (Block  4890,  Lot  80),  Bayside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


480-38-BZ 

APPLICANT— Paul  Friedman,  for  William  C.,  Carl  H. 
and  Margarethe  Schoof,  owners  (Margaret  Scott, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
consideration  as  to  additional  uses — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  in  a 
business  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 41-43  Snyder  avenue,  north 
side,  150  ft.  west  of  Bedford  avenue  (Block  5103, 
Lot  91),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Paul  Friedman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

_ 

375-40-BZ 

APPLICANT — Lauritz  Lauritzen,  for  Walter  A.  Beaudel, 
owner  (Beaudel  Brothers,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  alteration 
and  reconstruction  of  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED — 144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit  avenue  and 
186-08  144th  street,  southwest  corner  of  Springfield 
boulevard  (Block  3816,  Lot  76  and  part  of  Lot  63), 
Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

,  _ 

1081-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Francis  H.  Luce, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  local  retail  use  district,  the  con¬ 
version  of  occupancy  of  the  cellar  story  of  a  build¬ 
ing  to  a  bowling  alley,  said  bowling  alley  to  have  an 
entrance  located  more  than  twenty-five  feet  from 
the  business  street. 

PREMISES  AFFECTED— 102-43  to  102-55  Queens  boule¬ 
vard,  northeast  corner  of  68th  street  (Block  2137, 
Lot  1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  September  17, 
1946  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


302-44-BZ 

APPLICANT— Italo  Nicolia,  for  Xavier  Kirchoffer,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
consideration  as  to  additional  extension — re  Appli¬ 
cation  (decision  of  the  borough  superintendent) 
previously  granted  on  condition,  under  section  21 
of  the  zoning  resolution,  permitting  in  a  residence 
use,  E  area  district,  the  erection  of  an  extension  to 
a  greenhouse  potting  room,  without  providing  the 
rear  yard  required  by  the  zoning  resolution. 


PREMISES  AFFECTED — 2286  Richmond  road,  south  side, 
122  ft.  east  of  Otis  avenue  (Block  3618,  Lots  7 
and  16),  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Italo  Nicolia  and  George  Kirch¬ 
offer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . ' .  Q 


MATERIALS  SUBMITTED  FOR  APPROVAL 

798-38-SM 

APPLICANT — Metal  and  Thermit  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  additional  types  of  rods — re  Ap¬ 
proval  of  Murex  Vertex  and  Mtirex  Genex  and 
Murex  Fillex  Welding  Electrodes  (previously  ap¬ 
proved  on  condition). 

APPEARANCES— 

For  Applicant :  Charles  W.  Cooper. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


716-41-SM 

APPLICANT — L.  Sonneborn  Sons,  Inc  .,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  previously  withdrawn— re 
Approval  of  Lapidolith  Liquid. 

APPEARANCES— 

For  Applicant :  Leo  Libertson. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


717-41-SM 

APPLICANT — L.  Sonneborn  Sons,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  previously  withdrawn — re 
Approval  of  Lignophol  (preservative,  sealer  and  fin¬ 
isher  for  wood  floors  and  trim). 

APPEARANCES— 

For  Applicant :  Leo  Libertson. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


Adjourned:  5:00  P.  M. 


Joseph  J.  Doyi.e,  Chief  Clerk. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT  CONTAMINATION 

OF  WATER  SUPPLY 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon  July  23,  1946  at  2  P.  M.,  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  Proposed  Amend¬ 
ments  to  Rules  Relative  to  Submerged  Inlets  and  Protec¬ 
tive  Methods  to  be  Applied  to  Prevent  Contamination  of 
Water  Supply : 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  iCharter  pertaining  to  Sections  C-26-1268.0,c,4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker:  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  _  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0,d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 

Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 


approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty,  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables.  .  . 

Steam  tables  used  exclusively  for  the  warming  of  food 
stuffs  and  provided  zvith  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  water  supply  piping.  . 

Where  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflow  outlet,  or  zvhen  the  area 
of  the  overflow  outlet  is  less  than  four  times  that  of  zoater 
supply  piping,  the  zvater  supply  piping  shall  be  equipped 
zvith  an  approved  vacuum  breaker  located  at  least  jour 
inches  above  the  maximum  overflozv  level  of  the  fixture. 

New  matter  is  indicated  in  italics. 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  July  16, 1946. 

Cal.  No.  Dept.  Premises  Affected. 

531- 46-SM — Williamsburg  N.Y.C.  3  Hour  Test,  Class  A 
Hollow  Steel  Door,  manufactured  by  Williamsburg  bire¬ 
proof  Products  Corp.,  Material. 

532- 46-BZ— H.B.M.— 1300-1306  (920-926)  Avenue  of  The 
Americas  (6th  avenue),  61-67  West  52nd  street,  northeast 
corner  and  56-64  West  53rd  street,  south  side,  103.67  ft.  east 
of  Avenue  of  The  Americas  (6th  avenue)  ;  (Block  1268,  Lot 
1),  Borough  of  Manhattan,  Alt.  1059-46. 

533- 46-A — H.B.Q. — 4-34  49th  avenue,  southwest  corner  of 
5th  street  (Block  17,  Lot  7),  Long  Island  City,  Borough  of 
Queens,  Misc.  6493-46. 

534- 46-BZ — H.B.Q. — 47-05  Astoria  boulevard  and  22-71 
47th  street,  northeast  corner  (Block  759,  part  of  Lot  1), 
Astoria,  Borough  of  Queens,  N.B.  2100-46. 

535- 46-A — F.D. — 136  Norfolk  street,  west  side,  274.27  ft. 
south  of  Shore  boulevard  (Block  7517,  Lot  1314),  Borough 
of  Brooklyn,  Decision  re  1411-LC. 

536- 46-BZ — H.B.Bx. — 430  East  138th  street,  south  side, 
300.7  ft.  east  of  Willis  avenue  (Block  2282,  Lot  18),  Borough 
of  The  Bronx,  Alt.  559-46. 

537- 46-A — F.D.— Re:  Packaging  of  combustible  mixture 
known  as  “Zeen  Dry  Cleaner”  in  one  quart  cans  (use  of 
rubber  stamp  on  labels  not  in  conformity  with  Administra¬ 
tive  Code  requirements),  Decision. 

538- 46-A— H.B.Bx.— 640  West  249th  street,  south  side, 
167.25  ft.  west  of  Arlington  avenue  (2nd  floor)  ;  (Block  3419, 
part  of  Lot  290),  Borough  of  The  Bronx,  Amendment  to 
Alt.  763-45. 


544- 46-SA — Despatch  Oven  Co.,  Industrial  Ovens,  Ap¬ 
pliance. 

545- 46-BZ — H.B.B. — 685-691  New  Lots  avenue,  north 
side,  63  ft.  3  in.  west  of  Jerome  street  (Block  4091,  Lots  18 
and  19),  Borough  of  Brooklyn,  N.B.  296-46. 


546-46-A — H.B.Q. — 107-07  180th  street,  north  side,  1007.21 
ft.  west  of  Brinkerhoff  avenue  (Block  10343,  part  of  Lot 
205),  Jamaica,  Borough  of  Queens,  N.B.  7221-46. 


547-46-A— H.B.Q.— 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39, 
41  and  45  Utica  street,  east  side,  40  ft.  80  ft.  and  120  ft.  north 
of  and  40  ft.  120  ft.,  200  ft.,  280  ft.,  300  ft.,  360  ft.,  400  ft., 
480  ft.,  and  560  ft.  south  of  West  End  avenue  (Block  900, 
Lot  1),  Rockaway  Point,  Borough  of  Queens  (Under  section 
36,  General  City  law  re  buildings  not  constructed  on  legally 
graded  or  mapped  street),  N.B.  6214-46  to  N.B.  6227-46, 
inclusive. 


548-46-BZ — H.B.B.— 24  Chester  street,  west  side,  150  ft. 
Uy2  in.  south  of  East  New  York  avenue  (Block  3498,  Lot 
39),  Borough  of  Brooklyn,  Alt.  1792-46. 

Restored  to  Calendar. 

422-46-A — H.B.M. — 19  East  57th  street,  north  side,  72 
ft.  west  of  Madison  avenue  (Block  1293,  Lot  14),  Borough 
of  Manhattan,  Alt.  930-46. 

827-40-BZ — H.B.M. — 206-212  Mulberry  street  and  38-46 
Spring  street,  southeast  corner  (Block  480,  Lots  14,  15,  16, 
17  and  19),  Borough  of  Manhattan,  Alt.  1329-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  II. D. — Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A.— Dept,  of  Marine  and  Aviation. 


539-46-BZ— H.B.Q.— 64-15  to  64-19  Rockaway  Beach 
boulevard,  south  side,  80.86  ft.  east  of  Beach  65th  street 
(Block  396,  Lots  5  and  9),  Arverne,  Borough  of  Queens, 
Alt.  376-46. 


540-46-BZ — H.B.B. — 750-780  Utica  avenue,  west  side,  120 
ft.  north  of  Linden  boulevard  (Block  4655,  Lots  9,  16,  201  and 
22),  Borough  of  Brooklyn,  N.B.  735-46. 


541-46-BZ— H.B.M.— 646-654  East  12th  street,  south  side, 
67  ft.  west  of  Avenue  C  and  189-199  Avenue  C  (Block  394, 
Lots  22  and  39),  Borough  of  Manhattan,  Amendment  to  N.B. 
246-45. 


542- 46-BZ — H.B.B. — 2046-2048  Ocean  avenue,  west  side, 
300  ft.  north  of  Avenue  P  (Block  6766,  Lot  38),  Borough  of 
Brooklyn,  Alt.  1630-46. 

543- 46-SA — Mathieson  Jumbo  Dry  Ice  Liquefier,  Appli¬ 
ance. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . . . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . May 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . . ?ec' 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  .......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 


28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  32 A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 

12,  1944— Vol.  29,  No.  36 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
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Last  l'liblioation  in  Iiulletin 


Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Hoard  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . May 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Apr. 
Smoking  in  Factories,  Rules  for.... Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  Dec. 


7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 
4,  1946— Vol.  31,  No.  23 

12,  1945— Vol.  30,  No.  24 

28,  1946— Vol.  31,  No.  22 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  31,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


JULY  23,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  23,  1946,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 


existing  building,  using  more  than  the  area  permitted,  without 
the  required  rear  yard;  premises  71-19  Austin  street,  north 
side,  55  ft.  west  of  71st  road  (Block  3256,  Lot  27),  Forest 
Hills,  Borough  of  Queens. 

448-46-BZ— Application,  June  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Irving  P.  Marks,  applicant,  on 
behalf  of  Edward  and  Arthur  Senft,  owners  (Railway 
Express  Agency,  lessee),  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  in  occupancy  from  public  garage  for  more 
than  five  motor  vehicles  to  garage  for  more  than  five  (5) 
motor  vehicles,  office,  automobile  repair  shop,  and  freight 
terminal;  premises  2354-2372  East  19th  street,  west  side, 
100  ft.  north  of  Avenue  X  (Block  7403,  Lot  29),  Borough 
of  Brooklyn. 

492-27-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Halward  Realty  Corp.,  owner,  re¬ 
opened  January  15,  1946,  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  gasoline  station  (previously 
granted  by  the  Board),  to  gasoline  station,  sales,  office, 
lubritorium,  brake  testing,  wheel  aligning  and  extension  of 
existing  structure;  premises  1134-1144  East  New  York 
avenue,  and  2-12  East  98th  street,  southwest  corner  (Block 
4600,  Lot  7),  Borough  of  Brooklyn. 

450-46-BZ — Application,  June  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Jno-B.  Snook  Sons-Victor  C. 
Farrar,  applicants,  on  behalf  of  Edward  H.  and  Henry  A. 
Gerry,  owners,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  garage  for  eighteen  (18)  cars, 
storage  and  one  family  dwelling  to  offices;  premises  41  East 
62nd  street,  north  side,  165  ft.  east  of  Madison  avenue  (Block 
1377,  Lot  27),  Borough  of  Manhattan. 


Zoning  Applications. 

103-46-BZ — Application,  February  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  J.  Burke,  ap¬ 
plicant,  on  behalf  of  George  Campo,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
(bowling  alley)  to  use  more  than  the  permitted  area; 
premises  189-18  Linden  boulevard,  south  side,  50  ft.  west 
of  190th  street  (Block  12599,  Lot  8),  South  Jamaica, 
Borough  of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

322-46-BZ — Application,  May  2,  1946,  under  sections  7i 
and  21  of  the  zoning  resolutions,  of  Breitfeller  Motors, 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and 
business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  '  as  an  automobile  showroom,  acces¬ 
sories,  motor  vehicle  repair  shop  and  gasoline  service  sta¬ 
tion;  premises  189-20  to  189-24  and  191-02  to  191-20  North¬ 
ern  boulevard,  southwest  corner  of  192nd  street  (Block 
5513,  Lots  27,  55  and  56),  Flushing,  Borough  of  Queens. 

373-46-BZ — Application,  May  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Morris  Rothstein  and  Son,  ap¬ 
plicants,  on  behalf  of  Samaril  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  use,  C  area  district,  the  erection  of  a  busi¬ 
ness  building,  using  more  than  the  permitted  area ;  premises 
160-13  to  160-23  Northern  boulevard,  and  35-90  to  35-98 
161st  street,  northwest  corner  (Block  5280,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens. 

364-46-BZ — Application,  May  17,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt,  ap¬ 
plicant,  on  behalf  of  Charles  and  Marie  Boerner,  owners, 
to  permit  in  a  retail  use,  D  area  district,  the  extension  of 


365-46-BZ — Application,  May  17,  1946,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  T.  H.  Engelhardt,  appli¬ 
cant,  on  behalf  of  Cord  Meyer  Development  Co.,  owner,  to 
permit  in  a  retail  use,  D  area  district,  the  extension  of  pres¬ 
ent  buildings,  using  more  than  area  i>ermitted;  premises 
108-02  to  108-18  Queens  boulevard,  and  107-18  to  107-36  71st 
avenue,  southeast  corner  (Block  3256,  Lots  1  and  5),  Forest 
Hills,  Borough  of  Queens. 

416- 46-BZ — Application,  June  7,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Sunde  Realty 
Corp.,  owner  (A.  S.  Stahl,  lessee),  to  permit  in  a  business 
use  district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  years;  premises  171-173  Sumner 
avenue,  southeast  corner  of  DeKalb  avenue  (Block  1601, 
Lot  2),  Borough  of  Brooklyn. 

417- 46-BZ — Application,  June  7,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Henry  Palmutt, 
owner  (Carmelo  Chiarelli,  lessee),  to  permit  in  a  business 
use  district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  2137  2nd 
avenue,  and  254  East  110th  street,  southwest  corner  (Block 
1659,  Lot  28),  Borough  of  Manhattan. 

222-46-BZ — Application,  March  26,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  Farrell,  applicant, 
on  behalf  of  Harry  C.  Keane,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  residence 
(two-family)  to  funeral  parlor  and  residence;  premises  260 
East  197th  street,  southeast  corner  of  Briggs  avenue  (Block 
3295,  Lot  29),  Borough  of  The  Bronx. 

474-46-BZ — Application,  June  26,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Gussie  Altshuler,  owner  (Irving  Altshuler, 
lessee),  to  permit  in  a  business  use  district,  the  operation  and 
maintenance  of  a  wet  wash  laundry,  for  a  period  of  five 
(5)  years;  premises  850  St.  Johns  place,  south  side,  41  ft. 
8  in.  east  of  Nostrand  avenue  (Block  1255,  Lot  6),  Borough 
of  Brooklyn. 
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475-46-BZ— Application,  June  26,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Salvatore  Graffeo,  owner  (Bernard 
Hhilich,  lessee),  to  permit  in  a  business  use  district,  the  op¬ 
eration  and  maintenance  of  a  wet  wash  laundry,  for  a  period 
of  five  (5)  years;  premises  429  Wilson  avenue,  northeast 
corner  of  Madison  avenue  (Block  3370,  Lot  9),  Borough 
of  Brooklyn. 

433-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Park  Utica  Realty  Corp.,  owner,  reopened 
Inly  17,  1945,  under  sections  7c  and  2b  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use,  B  area  dis¬ 
trict,  the  extension  of  present  structure  for  business  pur¬ 
poses,  without  required  rear  yard;  premises  1135-1137  (1129 
displayed)  Eastern  parkway,  north  side,  80  ft.  east  of  Utica 
avenue  (Block  1391,  Lot  76),  Borough  of  Brooklyn. 

470- 46-BZ— Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Charles  J.  Moesinger,  owner  (Half 
Hour  Laundry,  Inc.,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  2038  2nd  avenue,  and  300  East  105th  street,  south¬ 
east  corner  (Block  1676,  Lot  49),  Borough  of  Manhattan. 

471- 46-BZ— Application,  June  24,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  Pentecostal  Faith  Church,  Inc.,  owner 
(Thirty  Minute  Laundry  Co.,  Inc.,  lessee),  to  permit  in  a 
local  retail  district,  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  394  Lenox  avenue,  east  side,  39  ft.  south 
of  West  130th  street  (Block  1727,  part  of  Lot  69),  Borough 
of  Manhattan. 

425-46-BZ— Application,  June  12,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Arthur  Blum, 
owner  (Appliance  Operating  Co.,  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  the  operation  and  maintenance  of  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  40- 
04A  Bell  boulevard,  west  side,  154.22  ft.  north  of  Ahles 
road  (Block  6237,  Lot  29),  Bayside,  Borough  of  Queens. 

380-46-BZ — Application,  May  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  George  A.  Krug  Bakery  Co.,  owner,  to' permit 
in  an  unrestricted  use,  D  area  district,  the  extension  of  ex¬ 
isting  building  to  occupy  more  than  the  permitted  area,  and 
without  the  required  rear  yard;  premises  138-34  to  138-56 
94th  avenue,  south  side,  60  ft.  east  of  138th  place,  and  138-39 
to  139-03  95th  avenue  (Block  9991,  Lot  4),  Jamaica,  Borough 
of  Queens. 

407-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Ben  Siegal,  owner,  reopened  April  9, 
1946,  under  section  7e  of  the  zoning  resolution,  to  permit  in 
a  residence  use  district,  the  erection  of  a  building  to  be  used 
as  a  restaurant,  for  a  term  of  years ;  premises  3857-3865  to 
3901-3909  Kings  Highway,  north  side,  100  ft.  east  of  Flat- 
bush  avenue  (Block  7819,  part  of  Lot  20),  Borough  of 
Brooklyn. 

279-46-BZ — Application,  April  18,  1946,  under  section  7g 
of  the  zoning  resolution,  of  Walter  Monroe  Cory,  applicant, 
on  behalf  of  Canada  Dry  Ginger  Ale,  Inc.,  owner,  to  permit 
in  an  unrestricted  use  district,  entrances  to  the  ground  floor 
used  as  a  loading  platform,  and  storage  space  for  twenty- 
two  (22)  motor  vehicles,  within  200  ft.  of  a  park  and  play¬ 
ground  ;  premises  637-641  West  54th  street,  northeast  corner 
of  12th  avenue,  and  638-642  West  55th  street  (Block  1102, 
Lot  14),  Borough  of  Manhattan. 

508-46-BZ — Application,  July  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum,  appli¬ 
cant,  on  behalf  of  Benjamin  Gursky,  owner  (Bascom  Laun¬ 
derette  Corp.,  lessee),  to  permit  in  a  business  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for 


a  term  of  five  (5)  years;  premises  1290-1300  Fulton  street, 
south  side,  89  ft.  6  in.  east  of  Nostrand  avenue  (Block  1861, 
Lot  5),  Borough  of  Brooklyn. 

160-46-BZ — Application  of  Harry  Kleinman,  applicant 
and  owner,  reopened  and  restored  to  calendar  July  2,  1946, 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  erection  of  a  fireproof  building 
to  be  used  as  a  skating  rink ;  premises  2520  LIylan  Boule¬ 
vard,  south  side,  125  ft.  west  of  New  Dorp  lane  (Block 
3960,  Lot  7),  New  Dorp,  Borough  of  Richmond. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

298-46-BZ— Application,  April  25,  1946,  under  sections 
7 f ,  7h  and  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  314-338  West  31st  Street.  Corp., 
owner,  to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles;  premises  o22- 
326  West  31st  street,  south  side,  231  ft.  3  in.  west  of  8th 
avenue  (Block  754,  Lots  54,  55  and  56),  Borough  of  Man¬ 
hattan. 

500-46-BZ — Application,  June  21,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Janies  Whitford,  appli¬ 
cant,  on  behalf  of  Fred  Winrock,  owner,  to  permit  in  a  resi¬ 
dence  and  business  1  use,  D  and  E  1  area,  district,  the  erec¬ 
tion  of  a  business  building  (restaurant)  in  excess  of  area 
permitted  and  having  required  unoccupied  space_  located  in 
the  residence  use  portion  of  the  plot;  premises  1791  Victory 
boulevard,  north  side,  98.02  ft.  west  of  Manor  road  (Block 
371,  part  of  Lot  4),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

509-46-BZ — Application,  July  1,  1946,  under  section  7a  of 
the  zoning  resolution,  of  Harold  Herman,  applicant,  on  be¬ 
half  of  Primrose  Management  Corp.,  owner,  to  permit  in  a 
business  1  use,  B  area  district,  the  extension  in  height  of 
existing  garage  and  factory  building  (previously  granted  by 
the  Board)  by  addition  of  four  stories  and  without  part  of 
the  required  rear  yard;  premises  238-240  West  54th  street, 
south  side,  126  ft.  2>Y\  in.  west  of  Broadway  (Block  1025, 
Lot  5h),  Borough  of  Manhattan. 

518-46-BZ — Application,  July  2,  1946,  under  section  21  of 
the  zoning  resolution,  of  Oscar  I.  Silverstone,  applicant,  on 
behalf  of  Alanfra  Realty  Corp.,  owner,  to  permit  in  a  re¬ 
stricted  retail  use,  B  area  district,  the  erection  of  an  exten¬ 
sion  to  the  front  of  existing  building,  occupying  more  than 
the  area  permitted;  premises  13  East  55th  street,  north  side, 
167  ft.  west  of  Madison  avenue  (Block  1291,  Lot  10),  Bor¬ 
ough  of  Manhattan. 

525-46-BZ — Application,  July  8,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Joseph  Lau,  applicant,.  on  behalf  of 
Gaspare  Caleca,  owner,  to  permit  in  a  business  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  years;  premises  2303-2315  1st  avenue,  west  side,  101 
ft.  south  of  East  119th  street,  (Block  1795,  Lot  26),  Bor¬ 
ough  of  Manhattan. 

378-33-BZ — Application  of  George  G.  Goldberg,  applicant, 
on  behalf  of  Samuel  Verwitz,  owner,  reopened  July  2,  1.946, 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  in  occupancy  from  dwelling 
to  factory  use  on  the  first  and  second  floors,  offices  3rd  floor 
and  storage  on  the  fourth  floor,  for  a  term  of  fifteen  (15) 
years;  premises  227  Pulaski  street  (225  displayed),  north 
side,  178  ft.  east  of  Throop  avenue  (Block  1773,  Lot  72), 
Borough  of  Brooklyn. 

777-45-BZ — Application,  December  13,  1945,  under  section 
7e  of  the  zoning  resolution,  of  Albert  Thompson,  applicant, 
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on  behalf  of  Elsie  O’Connor,  owner  (John  Callahan,  lessee), 
to  permit  in  a  residence  use  district,  the  maintenance  of  a 
stable  (riding  academy  for  8  horses  for  hire)  ;  premises 
198-73  Foothill  terrace,  east  side,  98  ft.  north  of  Hillside 
avenue  (Block  10532,  Lots  128  and  131),  Queens  Village, 
Borough  of  Queens. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

394-46-BZ— Application,  May  31,  1946,  under  section  7b  of 
the  zoning  resolution,  of  J.  Stott  Dawson,  applicant,  on 
behalf  of  Barbara  Karinska,  owner,  to  permit  in  a  residence 
and  restricted  retail  use  district,  the  change  in  use  of  an 
existing  building  from  residence  to  residence  and  business 
use  (dress  designing  and  dressmaking)  ;  premises  17  East 
63rd  street,  north  side,  95  ft.  west  of  Madison  avenue 
(Block  1378,  Lot  13),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

411-46-A — 17  East  63rd  street,  north  side,  95  ft.  west  of 
Madison  avenue  (4th  floor)  ;  (Block  1378,  Lot  13),  Borough 
of  Manhattan. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 

511-46-A — 538  Broadway,  east  side,  75  ft.  north  of  Spring 
street  (4th  floor)  ;  (Block  497,  Lot  4),  Borough  of  Man¬ 
hattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

255-46-A — 1791  Victory  boulevard,  north  side,  98.02  ft. 
west  of  Manor  road  (1st  floor)  ;  (Block  371,  part  of  Lot  4), 
West  New  Brighton,  Borough  of  Richmond  (under  section 
35,  General  City  Law  re  proposed  widening — Victory  boule¬ 
vard)  . 

456-46-A — 26  Cortlandt  street,  25-29  Church  street,  north¬ 
east  corner  and  25  Dey  street  (Block  63,  Lot  6),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

295-46- A — 688  Woodward  avenue,  west  side,  25  ft.  north 
of  Palmetto  street  (Block  3468,  Lot  49),  Ridgewood,  Bor¬ 
ough  of  Queens. 

823-45-A — 135  Wooster  street,  west  side,  94  ft.  north  of 
Prince  street  (Block  515,  Lot  36),  Borough  of  Manhattan. 

146-46-A — 50  Church  street,  west  side,  from  Fulton  to 
Cortlandt  streets  (Fulton  street  ramp)  ;  (Block  8h,  Lot  1), 
Borough  of  Manhattan. 

369-46-A — 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block 
227,  Lot  63),  Borough  of  Manhattan. 

549-46-A — 21-35  Thomas  street  and  551-557  Stewart  ave¬ 
nue,  northwest  corner  (Block  2800,  Lot  26),  Borough  of 
Brooklyn. 

677-44-A — 34-44  Hubert  street  and  398-408  Washington 
street,  northwest  corner  (6th  floor);  (Block  217,  Lot  1), 


Borough  of  Manhattan  (reopened  and  restored  to  calendar 
April  23,  1946;  previously  withdrawn). 

555-46-A — 175-177  Grand  avenue,  east  side,  100  ft.  south  of 
Willoughby  avenue  (2nd  and  3rd  floors)  ;  (Block  1921, 
Lot  19),  Borough  of  Brooklyn. 

550-46-A — 620-634  12th  avenue,  east  side,  from  West  47th 
to  West  48th  streets,  625-637  West  47th  street  and  610-638 
West  48th  street  (3rd  floor)  ;  (Block  1095,  Lots  11  to  17, 
40  to  48  and  50  to  54),  Borough  of  Manhattan. 

537-46-A — Re  packaging  of  combustible  mixture  known  as 
“Zeen  Dry  Cleaner”  in  one  quart  cans  (use  of  rubber  stamps 
on  labels  not  in  conformity  with  Administrative  Code  re¬ 
quirements). 

Materials  and  Appliance  for  Approval. 

258-44-SM — Felt  Cote  (Asbestos  Protected  Metal  for 
Roofs  and  Siding). 

488-45-SM — Diebold  Inc.,  Hollow  Metal  Doors,  Flush 
Type,  One  and  One-Half  Hour  Fire  Resistive. 

544- 45-SM — Truscon  Hour  Test  Steel  Windows. 

545- 45-SM — Truscon  Hour  Test  Intermediate  Steel 

Casement  W  indows — Approval  of  The  Truscon  Steel  Com¬ 
pany  of  Youngstown,  Ohio,  Subsidiary  of  Republic  Steel 
Corporation  of  Cleveland,  Ohio. 

11-46-SM — Albi-“R”  (fire  retardant  paint  for  wood,  in¬ 
sulation  board,  acoustical  insulation  board  and  other  com¬ 
bustible  building  materials). 

203-46-SA — Wilson  type-SP  Chemical  Feeder  for  Water 
Treatment. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  23,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  July  23,  1946,  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Rules. 

835-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply. 

Zoning  Application. 

670-44-BZ — Application  for  consideration  to  consider  plans 
showing  type  of  construction— Application  of  Albert  E. 
Wheeler,  applicant,  on  behalf  of  Vimnont  Land  Corporation, 
owner,  previously  granted  on  condition,  under  section  21-C 
of  the  zoning  resolution,  permitting  in  a  C  and  F  area  dis¬ 
trict,  a  one-family  residential  development  not  conforming 
to  the  area  district  requirements;  premises  East  side  of 
Mosholu  avenue,  from  West  254th  to  West  255th  streets 
(Block  3421 C,  Lot  1311  and  Block  3421D,  Lot  1417), 
Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

393-46-A — 39  and  41  East  50th  street,  north  side,  111 
ft.  west  of  Park  avenue  (Block  1286,  Lots  31  and  31^4), 
Borough  of  Manhattan. 

422-46-A — 19  East  57th  street,  north  side,  72  ft.  west  of 
Madison  avenue  (Block  1293,  Lot  14),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar,  July  16,  1946; 
previously  withdrawn). 
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351-46-A — 45-51  Lispenard  street,  north  side,  245  ft.  8)4 
in.  west  of  Broadway  (Block  210,  Lot  26),  Borough  of 
Manhattan. 

534-45-A — 205  Hewes  street,  north  side,  187  ft.  6  in.  east 
of  Lee  avenue  (Block  2206,  Lot  55),  Borough  of  Brooklyn. 

517-46-A — 113  East  37th  street,  north  side,  189  ft.  east  of 
Park  avenue  (Block  893,  Lot  11),  Borough  of  Manhattan. 

522-46-A — 115-16  Dunkirk  street,  west  side,  400.32  ft.  north 
of  Newburg  street  and  80  ft.  south  of  Tioga  drive  (Block 
10315,  Lots  141-145,  151  and  156),  St.  Albans,  Borough  of 
Queens. 

524-46-A — 3155  Westchester  avenue,  west  side,  265.6  ft. 
south  of  Wilkinson  avenue  (Block  4235,  Lot  45),  Borough 
of  The  Bronx. 

521-46-A — 87-37  Palermo  street  and  191-35  to  191-51  Foot¬ 
hill  avenue  (Terrace  avenue)-,  plot  partially  bounded  by 
Palermo  street,  Salerno  and  Dunton  avenues,  Clover  Hill 
drive  (Clover  road),  Catania  place  ( Clover  ^street)  and 
F'oothill  avenue  (Terrace  avenue)  ;  (Block  10509,  Lots  52, 
82,  87,  130,  136,  148,  159  and  168),  Hollis,  Borough  of 
Queens. 

406-46-A — 603-613  Dean  street,  north  side,  246  ft.  6  in. 
east  of  Carlton  avenue  (Block  1129,  Lot  76),  Borough  of 
Brooklyn. 

498-46-A — 505-513  Driggs  avenue,  and  200-212  North  9th 
street,  southeast  corner  (Block  2313,  Lot  1),  Borough  of 
Brooklyn. 

217-46-A — 457  Madison  avenue,  and  22  East  51st  street, 
southeast  corner  (5th  and  6th  floors)  ;  (Block  1282,  Lots  50- 
52),  Borough  of  Manhattan. 

494-46-A — 205-207  State  street,  north  side,  170  ft.  2^4  in. 
west  of  Boerum  place  (3rd  floor);  (Block  271,  Lot  8), 
Borough  of  Brooklyn. 

504-46-A — 798-804  Union  street,  south  side,  75  ft.  west  of 
7th  avenue  (Block  957,  Lot  29),  Borough  of  Brooklyn. 

235- 46-A — 108-122  West  street  and  51-57  Kent  street, 
northeast  corner  (also  known  as  37-69  Greenpoint  avenue)  ; 
(1st  floor,  Building  13)  ;  (Block  2549,  Lots  1-3-33),  Borough 
of  Brooklyn. 

236- 46-A — 59  Kent  street,  north  side,  101  ft.  east  of  West 
street  (also  known  as  37-69  Greenpoint  avenue)  (4th  floor, 
Building  19)  ;  (Block  2549,  Lots  1-3-33 ) ,  Borough  of  Brook¬ 
lyn. 

419-46-A — 135-01  89th  avenue,  north  side,  150  ft.  west  of 
Van  Wyck  boulevard  (Block  9342,  Lot  59),  Jamaica,  Bor¬ 
ough  of  Queens. 

546-46-A — 107-07  180th  street,  north  side,  1007.21  ft.  west 
of  Brinkerhoff  avenue  (Block  10343,  part  of  Lot  205), 
Jamaica,  Borough  of  Queens. 

530-46-A — 2956  and  2958  Brighton  5th  street,  west  side, 
120  ft.  and  140  ft.  north  of  Ocean  View  avenue  (Block  7284, 
Lot  472),  Borough  of  Brooklyn. 

533-46-A — 4-34  49th  avenue,  southwest  corner  of  5th 
street  (Block  17,  Lot  7),  Long  Island  City,  Borough  of 
Queens. 

538-46-A — 640  West  249th  street,  south  side,  167.25  ft. 
west  of  Arlington  avenue  (2nd  floor)  ;  (Block  3419,  part  of 
Lot  290),  Borough  of  The  Bronx. 

382-43-A — 150  Ocean  parkway,  west  side,  395  ft.  south  of 
Caton  avenue  (Block  5328,  Lot  30),  Borough  of  Brooklyn 
(reopened  and  restored  to  calendar  July  9,  1946;  previously 
withdrawn) . 

552-46- A — 3864  Flatlands  avenue,  southwest  corner  of  Lotts 
avenue  (Block  7859,  Lot  42),  Borough  of  Brooklyn. 


553- 46-A — 73rd  avenue,  871  ft.  west  of  88th  street  and 
south  side  of  Pequot  road,  690  ft.  west  of  88th  street  (Block 
3810,  Lot  375)  (275),  Glendale,  Borough  of  Queens. 

554- 46-A — 234-22  Merrick  boulevard,  southwest  corner  of 
235th  street  (Laurelton  parkway)  ;  (Block  13198  (3637), 
Lot  38),  Laurelton,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  September  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Zoning  Applications. 

392-46-BZ — Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  the  area  permitted ;  premises  106  West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue)  ;  (Block  997,  Lot  37),  Borough  of 
Manhattan. 

401-31-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium ;  premises  624-626  Atlantic  avenue,  and  95th 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

1081-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Francis  H.  Luce,  owner  reopened  July 
9,  1946  for  consideration  as  to  extension  of  term  of  variance 
— Application,  previously  granted  on  condition,  under  section 
7e  of  the  zoning  resolution,  for  a  term  of  two  years,  per¬ 
mitting  in  a  local  retail  use  district,  the  conversion  of  occu¬ 
pancy  of  the  cellar  story  of  the  building  to  a  bowling  alley; 
the  said  bowding  alley  having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from  the  business  street; 
premises  102-43  to  102-55  Queens  boulevard,  northeast  corner 
of  68th  street  (Block  2137,  Lot  1),  Forest  Hills,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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SEPTEMBER  17,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  17,  1946,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

499-46-A — 147-73  Springfield  lane,  east  side,  693.1  ft. 
south  of  147th  avenue  (Block  4625,  Lot  20),  Springfield 
Gardens,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 224th  street). 

519-46-A — 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  W  est  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  W'est  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

64-46-BZ — -Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 


plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

1063-27-BZ — Application  of  Colonial  B  eacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
by  the  Board)  increasing  the  area  of  station ;  premises 
133-44  150th  street,  and  149-12  North  Conduit  avenue, 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  56), 
South  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 

SEPTEMBER  24,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  24,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter: 

Appeal  from  Administrative  Decision. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JULY  16,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  June  25,  1946,  and 
Tuesday  morning  and  afternoon  July  2,  1946,  were  approved 
as  printed  in  Bulletins  Nos.  27  and  28,  Volume  31. 


ZONING  APPLICATIONS 

492-27-BZ 

APPLICANT — Lama  and  Proskauer,  for  Halward  Realty 
Corp.,  owner. 

SUBJECT — Application  reopened  January  15,  1 946- — Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution, 
to  i>ermit  in  a  business  use  district,  the  charge  in 
occupancy  from  gasoline  station  (previously  granted 
by  the  Board),  to  gasoline  station,  sales,  office,  lubri¬ 
torium,  brake  testing,  wheel  aligning  and  extension 
of  existing  structure. 

PREMISES  AFFECTED— 1134-1144  East  New  York  ave¬ 
nue,  and  2-12  East  98th  street,  southwest  corner 
(Block  4600,  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 


For  Opposition:  Mrs.  K.  Matose,  Mrs.  K.  Buda, 
Celia  Kandel,  Mary  Tatz,  Terresa  Gallen,  Sarah 
Sapperson,  Anna  James,  Mrs.  Lillian  Willager. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  Gustav  Goldman,  Board  of 
Education,  Harold  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Laid  over  to  July  23,  1946  at  10 
A.  M.  for  decision  by  the  Board. 


1063-27-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  for  Neprak 
Corporation,  owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  21a  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  demolition  of 
old  building  and  erection  and  maintenance  of  a  new 
gasoline  service  station  (previously  granted  by  the 
Board)  increasing  the  area  of  station. 

PREMISES  AFFECTED— 133-44  150th  street,  and  149-12 
North  Conduit  avenue,  northwest  corner  (Block 
12116,  Lots  1,  5,  53  and  56),  South  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  H.  Ehrlich,  F.  O.  Kar;>en,  Joseph 
Lynch  and  W.  Karpen. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD— Laid  over  to  September  24,  1946  at 
10  A.  M.  for  applicant  to  file  revised  plans. 


401-31-BZ 

APPLICANT— Sidney  L.  Strauss,  for  446  West  44th  Street 
Inc.,  owner. 

SUBJECT — Application  reopened  December  11,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7 f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  office  and  lubri- 
torium. 

PREMISES  AFFECTED— 624-626  Atlantic  avenue  and 

9  5th  avenue,  northeast  corner  and  627  Pacific  street 
(Block  119,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  17,  1946  at 

10  A.  M.  for  further  consideration  after  revised 
plans  are  submitted. 


246-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.,  and  Margreen  Realty  Co.,  Inc.,  owners 
(Stapleton  Service  Laundry,  Inc.,  lessee). 

SUBJECT — Application  reopened  April  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under 
sections  7a,  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  and  manufacturing  use  district, 
the  erection  of  a  one  story  extension  to  present  dry 
cleaning  building  (previously  granted  by  the  Board) 
to  be  used  as  dry  cleaning  department  and  finishing 
department. 

PREMISES  AFFECTED — 42-62  Greenleaf  avenue  and  141  - 
157  Marion  street,  northwest  corner  (Block  236, 
Lot  66,  69  and  73),  Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1946  at 
10  A.  M.  for  applicant  to  file  revised  plans. 


191-46-BZ 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  D  area  dis¬ 
trict,  restaurant,  banquet  hall,  meeting  room  and 
two  families,  using  more  than  the  permitted  area. 

PREMISES  AFFECTED— 8821-8829  26th  avenue,,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1946  at  10 
A.  M.  at  request  of  applicant. 


322-46-BZ 

APPLICANT — Breitfeller  Motors,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7i  and  2h  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use 


district,  the  erection  and  maintenance  of  a  building 
to  be  used  as  an  automobile  showroom,  accessories, 
motor  vehicle  repair  shop  and  gasoline  service 
station. 

PREMISES  AFFECTED— 189-20  to  189-24  and  191-02  to 
191-20  Northern  boulevard,  southwest^  corner_  of 
192nd  street  (Block  5513,  Lots  27,  55  and  56), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leon  Borden. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1946  at  10 
A.  M.  for  applicant  to  file  revised  plans. 


364-46-BZ 

APPLICANT — T.  H.  Engelhardt,  for  Charles  and  Marie 
Boerner,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  D  area  dis¬ 
trict,  the  extension  of  existing  building,  using  more 
than  the  area  permitted,  without  the  required  rear 
yard. 

PREMISES  AFFECTED — 71-19  Austin  street,  north  side, 
55  ft.  west  of  71st  road  (Block  3256,  Lot  27), 
Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  T.  H.  Engelhardt  and  H.  C. 
Boerner. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1946  at  10 
A.  M.  for  inspection  by  Committee  of  Board  and 
decision  without  further  argument. 


373-46-BZ 

APPLICANT — Morris  Rothstein  and  Son,  for  Samaril 
Realty  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
erection  of  a  business  building,  using  more  than  the 
permitted  area. 

PREMISES  AFFECTED— 160-13  to  160-23  Northern 
boulevard,  and  35-90  to  35-98  161st  street,  northwest 
corner  (Block  5280,  Lot  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  S.  J.  Koff  and  Arnold  Rothstein. 
For  Opposition:  F.  A.  Williams  and  J.  F.  O’Brien. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1946  at  10 
A.  M.  at  request  of  representative  for  objectors. 


383-46-BZ 

APPLICANT— Konnoson  and  Konnoson,  for  Frostone  Cor¬ 
poration,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
erection  of  a  structure  for  manufacturing  purposes, 
using  more  than  the  area  permitted  and  omitting  the 
required  rear  yard. 

PREMISES  AFFECTED— 202-208  Tillary  street,  south 
side,  91  ft.  east  of  Prince  street,  and  67-73  Prince 
street,  east  side,  96  ft.  6  in.  south  of  Tillary  street 
(Block  2050,  Lots  100-103,  110,  112,  113  and  115- 
118),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  H.  E.  Konnoson. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’l  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  17,  19-16  at 
10  A.  M.  at  request  of  applicant. 


448-46-B  Z 

APPLICANT — Irving  P.  Marks,  for  Edward  and  Arthur 
Senft,  owners  (Railway  Express  Agency,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  public  garage  for  more  than  five 
motor  vehicles  to  garage  for  more  than  five  (5) 
motor  vehicles,  office,  automobile  repair  shop,  and 
freight  terminal. 

PREMISES  AFFECTED— 2354-2372  East  19th  street,  west 
side,  100  ft.  north  of  Avenue  X  (Block  7403,,  Lot 
29),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  P.  Marks,  Herbert  Wiegand, 
W  alter  Hoffman,  William  Demfield  and  Eugene 
Burke. 

For  Opposition:  Murray  Feirs,  Esther  Goldstein, 
Gertrude  Stormwind,  Bessie  Levine,  Anna 
Shaler,  Lottie  Rampl,  Mildred  Friel,  Dora 
Troy,  Celia  Goldman,  Louis  Solomon,  Joseph 
Bart,  M.  Podell,  Tobey  Goldstein,  Mary  K. 
Nagler  and  William  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1946  at  10 
A.  M.  for  decision  by  the  Board. 


344-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Morris  Tobias, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  from  store,  showrooms  and 
storage  to  manufacturing. 

PREMISES  AFFECTED — 166  Smith  street,  and  64-72 
Wyckoff  street,  southwest  corner  (Block  390,  Lot 
40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Mrs.  Mary  Cronin,  Mrs.  Mary 
Sagrestano,  Mrs.  Mary  Librine,  Mrs.  Lena 
Coleman,  Adam  Wupperman,  Milton  Rolles, 
Rose  Rabinowitz,  John  Dugan  and  Regina  A. 
Kelly. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  after  hear¬ 
ing  and  inspection  by  Committee  of  the  Board. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


346-46-BZ 

APPLICANT — Ervin  Palmer,  for  Harry  Field,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b,  7c  and  2b  of  the  zoning 
resolution,  to  permit  in  a  residence  and  local  retail 
use  district,  the  erection  of  a  building  to  be  used  as 
a  garage  for  more  than  five  (5)  motor  vehicles  and 
a  frieght  terminal. 


PREMISES  AFFECTED— 199-201  Avenue  C,  west  side, 
26  ft.  north  of  East  12th  street,  645  East  12th  street, 
and  646  East  13th  street  (Block  395,  Lots  29,  36,  37 
and  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Ervin  Palmer  and  Harry  Field. 
For  Opposition:  Roslyn  Eckstein  and  Morris 
Gendelman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  withdrawn,  without 


prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  :  . .  0 


612-45-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Henry  J.  Pfistner, 
owner. 

SUBJECT — Application  reopened  February  5,  1946 — Appli¬ 
cation  (decision  of  the  borough  siq)erintendent ) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  and 
parking  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 94-15  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61  Junction  boulevard,  northeast 
corner  and  32-44  to  32-60  95th  street,  northwest 
corner  of  Northern  boulevard  (Block  1424,  Lots 
32  and  33),  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


THE  RESOLUTION  (612-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
the  erection  of  a  gasoline  service  station  and  parking  for 
more  than  five  (5)  motor  vehicles:  affecting  premises:  94-15 
to  94-23  Northern  boulevard,  32-45  to  32-61  Junction  boule¬ 
vard  northeast  corner  and  32-44  to  32-60  95th  street,  north¬ 
west  corner  of  Northern  boulevard  (Block  1424,  lots  32  and 
33),  Corona,  Borough  of  Queens,  was  denied  by  the  Board 
on  December  18,  1945 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7f  of  the  zoning 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
February  5,  1946  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Northern  boulevard  is  in  a  business 
use,  C  area  and  Class  1)4  and  1/4  height  district;  Junction 
boulevard  and  95th  street  are  in  residence  and  business  use, 
C  area  and  Class  1)4  and  1)4  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  29,  1946,  re  N.  B.  Applic.  352-45,  reads : 

“1.  The  erection  of  a  gasoline  service  station  and 
parking  for  more  than  five  cars  in  a  business  and  resi¬ 
dence  use  district,  is  contrary  to  Art.  II,  Sec.  3,  and 
Sec.  4,  B.Z.R.” 
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and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  97.75  ft.  frontage  by  145  ft.  in  depth;  that  it  is  pro¬ 
posed  to  erect  a  building  36  ft.  front  by  60  ft.  in  depth, 
irregular,  one  story,  20  ft.  in  height,  of  Class  3  construction, 
to  be  used  as  a  gasoline  service  station,  to  be  restricted  to 
the  Northern  boulevard  frontage;  and 

Whereas,  the  applicant  contends  that  this  application  is 
for  the  purpose  of  obtaining  a  temporary  permit  for  10  years 
for  the  use  of  the  premises  as  a  gasoline  service  station  with 
no  repairing  or  parking  to  be  conducted  on  the  premises,  i.  e., 
to  be  used  for  gasoline  servicing,  greasing  and  car  washing; 
that  the  proposed  use  is  to  be  limited  to  that  portion  of  the 
plot  which  is  located  within  the  business  district  and  to  in¬ 
sure  this  restriction  it  is  proposed  to  erect  a  wall  as  may  be 
prescribed  by  the  Board  to  separate  the  two  areas  ;  that  all 
other  facts  as  indicated  at  the  original  hearing  are  the  same 
and  the  non-conforming  uses  indicated  at  the  first  hearing  are 
still  in  existence;  that  it  is  therefore  respectfully  requested 
that  the  application  be  granted  on  this  basis  with  such  further 
restrictions  as  the  Board  may  feel  are  required ;  and 

Whereas,  the  applicant  changed  his  application  to  omit 
parking  and  storage  and  to  include  an  indoor  salesroom ; 
and 

Whereas,  the  premises  and  area  were  inspected  by  a 
Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  sections  7e 
and  7f  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  sections  7e  and  7f, 
for  a  term  of  ten  (10)  years,  to  permit  the  premises  to  be 
occupied  as  a  salesroom  for  Desoto  and  Plymouth  motor 
vehicles  and  for  accessory  use  as  gasoline  selling,  substan¬ 
tially  as  indicated  on  revised  plans  filed  with  this  application 
marked  “Received  July  1,  1946,”  2  sheets,  on  condition  that 
the  premises  so  occupied  shall  be  solely  within  the  business 
use  area ;  that  the  plot  shall  be  levelled  substantially  to  the 
grade  of  surrounding  streets ;  that  the  showroom  display  and 
accessory  building  shall  be  located  toward  the  center  of  the 
plot,  substantially  as  indicated ;  that  the  accessory  use  within 
the  building  shall  be  limited  to  lubrication  and  washing  of 
motor  vehicles,  excluding  all  repairing  and  brake  testing; 
that  there  shall  be  erected  on  the  northerly  and  easterly  lot 
lines  with  a  return  to  the  nearest  curb  cut  along  the  south¬ 
erly  and  westerly  lot  lines  a  masonry  wall  not  less  than  6  ft. 
in  height ;  that  along  such  walls  and  also  along  the  street 
building  lines  of  Northern  boulevard  and  Junction  boule¬ 
vard  '  between  the  entrances  there  shall  be  maintained  a 
planted  area  with  a  width  of  not  less  than  4  ft. ;  that  the 
balance  of  the  premises  where  not  occupied  by  accessory 
building  and  gasoline  pumps  and  planting  shall  be  paved  with 
cement  or  other  approved  impervious  paving;  that  the  num¬ 
ber  of  gasoline  tanks  installed  on  the  premises  shall  not 
exceed  four  550  gallon  tanks ;  that  curb  cuts  shall  be  re¬ 
stricted  to  two  to" Northern  boulevard  and  two  to  Junction 
boulevard,  each  18  ft.  in  width  as  indicated  on  such  plans; 
that  the  accessory  building  shall  be  substantially  of  the  de¬ 
sign  as  indicated;  that  no  signs  shall  be  erected  thereon, 
except  a  permanent  sign  attached  to  the  building  advertising 
the  sale  of  motor  vehicles  and  the  washing  and  greasing ; 
that  pumps  shall  be  of  the  parkway  type  and  shall  be  located 
as  indicated  not  nearer  than  16  ft.  to  the  street  building  line; 
that  no  advertising  signs  other  than  as  hereinbefore  per¬ 
mitted  shall  be  erected,  except  the  illuminated  globes  of  the 
pumps,  excluding  all  roof  signs  and  all  temporary  signs  but 
permitting  the  erection  within  the  building  line  at  the  inter¬ 
section  of  Junction  boulevard  and  Northern  boulevard  of  a 
post  standard  for  supporting  a  sign  which  may  be  illumi¬ 
nated,  advertising  only  the  brand  of  gasoline  on  sale,  per¬ 
mitting  such  sign  to  extend  beyond  the  building  line  for  a 
distance  of  4  ft. ;  that  any  boiler  room  installed  shall  be  at 
grade,  separated  from  the  balance  of  the  building  by  fire¬ 


proof  construction  and  enterable  only  from  the  exterior; 
that  in  all  other  respects  the  accessory  building  shall  comply 
with  the  requirements  of  the  Building  Code  therefor  and 
shall  not  exceed  one  story  in  height ;  that  there  shall  he  no 
parking  or  storage  on  the  premises  other  than  cars  being 
Serviced;  that  there  shall  he  erected  at  the  intersections  ol 
Northern  boulevard  and  Junction  boulevard  and  Northern 
boulevard  and  95th  street,  a  block  of  concrete  curbing  of 
the  size  indicated,  not  less  than  1  ft.  in  height,  with  the 
central  jxmtion  containing  planting;  that  no  portion  of  any 
curb  cuts  shall  be  nearer  than  10  ft.  from  the  side  build¬ 
ing  lines  as  extended ;  that  complete  working  drawing  shall 
be  submitted  for  approval  by  the  Board  in  Executive  Session 
before  same  is  filed  with  the  borough  superintendent;  that 
such  plan  shall  be  filed  in  two  (2)  months  and  upon  approval 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


787-45  BZ 

APPLICANT — Lama  and  Proskauer,  for  Theodore  Hillen- 
brand,  owner. 

SUBJECT — Application  (decision^  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  D  area  district, 
the  extension  of  existing  building,  using  more  than 
the  area  permitted. 

PREMISES  AFFECTED— 63-17  Woodhaven  boulevard, 
north  side,  135.45  ft.  east  of  63rd  avenue  and  63-16 
to  63-20  Fitchett  street  (Block  3113,  Lot  8),  West 
Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Theodore 
Hillenbrand. 

For  Opposition:  Benjamin  Ellman,  Elizabeth  Myers 
and  Gussie  Jedlicka. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (787-45-BZ) 

Whereas,  Lama  and  Proskauer,  for  Theodore  Hillen¬ 
brand,  owner,  filed  December  18,  1945,  an  application  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
retail  use,  D  area  district,  the  extension  of  an  existing  build¬ 
ing  using  more  than  the  area  permitted:  permises  63-17 
Woodhaven  boulevard,  north  side,  135.45  ft.  east  of  63rd 
avenue  and  63-16  to  63-20  Fitchett  street  (Block  3113,  Lot 
8),  Forest  Hills,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Woodhaven  houlevand  is  in  business 
and  retail  use,  D  area  and  Class  1  height  districts;  Fitchett 
street  is  in  residence  and  retail  use,  D  area  and  Class  1 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  26,  1945,  re  Alt.  Applic.  569-44,  reads: 

“1.  Enlarging  the  area,  of  an  existing  building  lo¬ 
cated  on  an  interior  lot  in  a  “D”  district,  to  more  than 
55%  of  the  area  of  the  lot,  is  contrary  to  Sec.  14c, 
B.Z.R.” 

and 

Whereas,  'the  applicant  states  that  the  premises  consist 
of  a  plot,  64.75  ft.  frontage  by  103.96  ft.  in  depth,  on  which 
is  located  a  building  26  ft.  front  by  33  ft.  in  depth  (irregu¬ 
lar)  one  story,  10  ft.  6  in.  in  height,  with  an  extension  26  ft. 
front  by  50  ft.  in  depth,  two  stories,  24  ft.  in  height,  both 
Class  3  construction ;  occupied  as  office,  chapel,  garage  with 


870 


MINUTES 


1  family  dwelling  on  second  floor ;  that  it  is  proposed  to 
erect  an  addition  28  ft.  17  in.  front  by  83  ft.  in  depth 
(irregular),  one  story,  10  ft.  6  in.  in  height,  of  Class  3 
construction ;  and 

Whereas,  the  applicant  contends  that  in  June,  1944,  Alt. 
569-44  was  approved  by  the  Department  of  Housing  and 
Buildings  and  a  permit  issued  against  such,  to  permit  an 
alteration  calling  for  the  erection  of  a  one  story  addition 
measuring  28  ft.  2  in.  by  approximately  70  ft.  4  in.  creating 
two  new  chapels  on  the  1st  floor  and  casket  storage  in  the 
cellar;  that  on  December  2,  1944,  the  owner  received  notice 
from  the  Department  of  Housing  and  Buildings  notifying 
him  that  Alt.  569-44  had  been  revoked  as  it  did  not  comply 
with  the  requirements  of  the  amendment  to  the  zoning  reso¬ 
lution  which  became  effective  December  2,  1944;  that  owing 
to  the  war,  it  was  quite  difficult  to  obtain  a  priority  for 
construction  of  this  addition  and  therefore  it  could  not  be 
constructed;  that  on  July  23,  1945,  request  was  made  by  the 
owner  to  the  Department  of  Housing  and  Buildings  asking 
for  the  restoration  of  the  permit,  which  request  was  denied ; 
that  therefore,  inasmuch  as  the  owners  purchased  this  prop¬ 
erty  with  the  sole  purpose  of  establishing  an  undertaking 
establishment  on  these  premises,  it  is  a  hardship,  and  it  is 
respectfully  requested  the  application  be  granted;  and 

Whereas,  the  Department  records  indicate  that  plans  were 
approved  as  stated,  but  that  no  permit  was  issued  prior  to 
change  in  zoning  requirements  as  to  area;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution  as  to  extension 
of  area  and  was  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  to  permit  the 
extension  of  the  building  as  proposed  and  as  indicated  on 
plans  filed  with  this  application  marked  “Received  December 
18,  1945,”  two  sheets  on  condition  that  the  building  shall  not 
be  further  increased  in  height  or  area;  that  the  building 
shall  be  so  arranged  that  there  shall  be  no  exit  in  addition 
to  those  now  existing  in  the  present  building  to  Fitchett 
street,  and  such  exits  shall  be  provided  as  shall  be  required 
to  comply  with  the  requirements  of  the  Administrative  Build¬ 
ing  Code;  that  the  design  of  the  building  shall  be  substan¬ 
tially  as  indicated  on  such  plans;  that  this  variance  shall 
continue  only  so  long  as  the  building  is  maintained  under 
the  existing  ownership  and  management  and  that  no  cars  in 
connection  with  funeral  services  held  on  the  premises  shall 
be  allowed  to  be  parked  along  Fitchett  street ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


789-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Daniel  Batta- 
paglia,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubri- 
toriuin  and  auto  laundry. 

PREMISES  AFFECTED — 56-02  to  56-20  Broadway,  and 
34-01  to  34-05  56th  street,  southeast  corner  (Block 
1195,  Lots  44,  46,  50  and  52),  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum  and 


Deputy  Chief  Guinee  .  3 

Negative :  Chairman  Murdock  .  1 


THE  RESOLUTION  (789-45-BZ) 

Whereas,  Lama  and  Proskauer,  for  Daniel  Battapaglia, 
owner,  filed  December  10,  1945,  an  application  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium  and  auto  laundry:  56-02  to  56-20  Broadway 
and  34-01  to  34-05  56th  street,  southeast  corner  (Block  1195, 
Lots  44,  46,  50  and  52),  Woodside,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Broadway  is  in  a  business  use,  A  area  and 
Class  \/2  height  district;  56th  street  is  in  business  and  un¬ 
restricted  use,  A  area  and  Class  \]/2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  29,  1946,  re  N.  B.  Applic.  1882-45,  reads: 

“1.  The  erection  of  a  structure  for  the  use  of  a  gaso¬ 
line  service  station,  lubritorium  and  auto  laundry  in  a 
business  district  is  contrary  to  Article  II,  Sec.  4  of  the 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  202  ft.  frontage  by  48  ft.  in  depth,  on  which  it  is 
proposed  to  erect  a  building  54  ft.  front  (irregular)  by  28 
ft.  in  depth,  one  story,  13  ft.  in  height,  of  Class  3  construc¬ 
tion;  that  it  is  proposed^to  house  an  office,  auto  laundry  and 
lubritorium,  and  four  550  gallon  storage  tanks  and  pumps; 
and 

Whereas,  the  applicant  contends  that  due  to  the  irregular 
shape  of  the  plot  the  site  lends  itself  only  to  a  gasoline 
service  station,  which  will  be  suitably  landscaped  and  will 
assure  permanent  light  and  ventilation  to  adjoining  prop¬ 
erties;  that  this  property  was  zoned  as  unrestricted  up  until 
December  18,  1925,  when  it  was  changed  to  its  present  busi¬ 
ness  designation ;  that  it  is  also  in  an  A  area  district  which 
permits  construction  on  the  entire  plot ;  that  it  is  proposed 
to  plant  for  a  distance  of  approximately  30  ft.  from  the 
intersection  of  57th  street,  along  the  southerly  lot  line  and 
to  erect  an  architectural  picket  fence  and  the  building  will 
be  of  a  modern  design;  that  in  view  of  the  fact  that  the 
plot  is  irregular  in  shape,  and  that  the  proposed  use  will  in 
no  way  effect  or  retard  the  general  surroundings,  as  there 
is  presently  located  a  gasoline  service  station  in  Block  1179, 
Lot  21  and  another  in  Block  1178,  Lot  92,  it  is  respectfully 
requested  the  application  be  granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  for  a  term  of 
ten  (10)  years  to  permit  the  premises  to  be  occupied  for  a 
gasoline  service  station,  substantially  as  indicated  on  plans 
filed  with  this  application  marked  “Received  December  10, 
1945,”  two  sheets,  on  condition  that  complete  working  draw¬ 
ings  shall  be  submitted  for  further  consideration  by  the 
Board  before  same  are  filed  with  the  borough  superin¬ 
tendent;  that  such  plans  shall  be  filed  within  six  (6)  months 
from  the  date  of  this  resolution. 


135-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Frank  M. 
McCurdy,  owner. 


MINUTES 


SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of  a 
building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five 
(5)  motor  vehicles,  minor  repairs,  brake  testing  and 
wheel  alignment. 

PREMISES  AFFECTED— 3802-3824  Avenue  U  and  2201- 
2211  East  38  street,  southeast  corner  (Block  8555, 
Lot  37),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Frank  Mc¬ 
Curdy. 

For  Opposition:  Mrs.  Horn,  Elizabeth  Picirillo, 
Mrs.  E.  Trovant,  Harold  Klorfein,  Park  Dep’t., 
Mrs.  J.  Perito,  Mrs.  J.  Moeller  and  Airs.  Lasky. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (135-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Frank  M.  McCurdy, 
owner,  filed  February  26,  1946,  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  of  a  new  building  on  present  existing 
gasoline  service  station  (vacant)  and  proposed  parking  for 
more  than  five  (5)  motor  vehicles,  minor  repairs,  brake 
testing  and  wheel  alignment  premises  3802-3824  Avenue  U 
and  2201-2211  East  38th  street,  southeast  corner  (Block 
8555,  Lot  37),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Avenue  U  is  in  a  business  use,  D  area 
and  Class  1  height  district,  East  38th  street  is  in  residence 
and  business  use,  D  area  and  Class  1  height  districts ;  Ryder 
street  is  in  residence  and  business  use,  D  area  and  Class  1 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  20,  1946,  as  amended  on  July  1,  1946,  re 
N.B.  Applic.  1459-45,  reads : 

“Construction. 

1.  Proposed  new  building  for  existing  gasoline  ser¬ 
vice  station  located  in  a  business  zone  is  contrary  to 
Art.  II,  Section  4a (46)  of  the  zoning  resolution. 

2.  Proposed  parking  of  more  than  five  motor  vehi¬ 
cles  and  proposed  minor  repairs,  brake  testing  and  wheel 
alignment  on  premises  located  in  a  business  zone  is 
contrary  to  Article  II,  Section  4  (15  and  29)  of  the 
zoning  resolution.” 

and 

Whereas,  the  Fire  Department  records  show  under  date 
of-  Alarch  27,  1944  the  premises  were  vacated;  and 

Whereas,  report  dated  December  9,  1944,  shows  gas. 
storage  has  been  discontinued,  pumps  removed  and  open¬ 
ings  to  storage  tanks  sealed,  and  buildings  torn  down  and 
premises  vacant ;  and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  200  ft.  frontage  by  100  ft.  in  depth ;  that  it  is 
proposed  to  erect  a  new  building  62  ft.  front  by  30  ft.  in 
depth,  one  story,  13  ft.  in  height,  of  Class  3  construction ; 
and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  occupied  as  a  gasoline  service  station  and  parking 
lot,  constructed  under  Permit  #11280-1936  and  for  which 
certificate  of  Occupancy  #86745  was  issued  on  March  1, 
1938 ;  that  this  use  was  permitted  as  the  property  at  that 
time  was  zoned  as  undetermined,  and  was  changed  to  its 
present  business  designation  on  July  29,  1940;  that  on  April 


24,  1944  an  Unsafe  Violation  #277-44  was  placed  on  the 
building,  which  was  vacant  at  the  time  and  owing  to  the 
fact  that  the  war  prohibited  construction  of  gas  stations, 
nothing  was  done  but  to  remove  the  old  structure  from  the 
premises  in  order  to  make  the  site  safe;  that  it  is  now  the 
desire  of  the  owners  to  construct  thereon  a  new  building, 
30  ft.  x  62  ft.,  for  an  office,  auto  laundry,  and  lubritorium, 
and  to  permit  parking  and  storage  of  more  than  five  motor 
vehicles,  which  is  also  presently  permitted  under  the  above 
mentioned  certificate ;  that  there  are  presently  three  existing 
550  gallon  gasoline  storage  tanks  and  it  is  proposed  to  in¬ 
stall  five  additional  550  gallon  ‘gasoline  storage  tanks ;  that 
therefore,  in  view  of  the  fact  that  the  gasoline  station  is  an 
existing  one,  and  this  improvement  will  in  no  way  affect  the 
surrounding  property  owners,  but  will  however,  improve 
the  site,  it  is  respectfully  requested  that  this  application  be 
granted. 

Whereas  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7c 
of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  to  permit  the 
block  front  as  indicated  on  revised  plans  marked  “Received 
June  19,  1946,”  two  sheets  for  a  term  of  ten  (10)  years 
to  be  altered  and  reconstructed  as  indicated  thereon  for  a 
gasoline  service  station  and  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condition  that  the 
plot  shall  be  levelled  substantially  to  the  grade  of  Avenue  U ; 
that  the  accessory  building  shall  be  towards  the  center  and 
not  over  one  story  in  height  and  arranged  for  office  and 
sales  lubritorium  and  washing ;  that  there  shall  be  no  re¬ 
pairing  done  on  the  premises ;  that  the  building  shall  be 
substantially  of  the  design  with  mansard  roof  as  thereon 
indicated,  and  shall  be  constructed  of  face  brick ;  that  along 
the  rear  lot  line  from  the  accessory  building  to  East  38th 
street  and  to  Ryder  street  there  shall  be  constructed  a 
masonry  wall  not  less  than  4  ft.  in  height  with  a  wood  or 
steel  fence  thereon  to  a  total  height  of  not  less  than  6  ft. ; 
that  such  wall  and  fence  shall  be  continued  along  Ryder 
street  and  East  38th  street  for  a  distance  of  not  less  than 
60  ft.;  that  planting  shall  be  maintained  against  such  wall 
and  fence  as  indicated  for  a  width  of  not  less  than  5  ft. 
and  such  planting  areas  shall  be  properly  protected  by  con¬ 
crete  curbing ;  that  a  similar  planting  area  shall  be  main¬ 
tained  at  the  intersections  within  the  building  lines  for  a 
distance  of  10  ft.  along  either  building  line;  that  the  pumps 
shall  be  not  nearer  than  15  ft.  to  the  street  building  line  and 
shall  be  of  the  parkway  type;  that  gasoline  storage  tanks 
shall  be  limited  to  eight  (8)  550  gallon  tanks;  that  signs 
shall  be  restricted  to  a  permanent  sign  attached  to  the  facade 
of  the  accessory  building  and  to  the  illuminated  globes  of 
the  pumps,  excluding  all  roof  signs  and  all  temporary  signs 
but  permitting  the  erection  within  the  building  lines  at  the 
street  intersections  of  post  standards  for  supporting  a  sign 
which  may  be  illuminated,  displaying  only  the  brand  of 
gasoline  on  sale  and  permitting  such  signs  to  extend  beyond 
the  building  line  for  a  distance  of  not  more  than  4  ft. ; 
that  curb  cuts  shall  be  restricted  to  one  to  Ryder  street  not 
over  25  ft.  in  width  and  one  to  38th  street  of  similar  width 
and  3  to  Avenue  U  of  similar  width ;  that  all  sidewalks  and 
curbs  shall  be  restored  or  renewed  to  the  satisfaction  of  the 
Borough  President;  that  where  not  occupied  by  accessory 
building,  planting  and  pumps,  the  premises  shall  be  paved 
with  concrete  or  other  approved  impervious  paving ;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  that  the  accessory  build¬ 
ing  shall  comply  with  the  requirements  of  the  Building  Code; 
that  the  boiler  room  shall  be  separated  from  the  balance 
of  the  building  by  fireproof  construction  and  enterable  only 
from  the  exterior;  that  no  windows  or  other  openings  shall 
be  erected  in  the  rear  lot  line  wall ;  that  complete  working 
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drawings  shall  be  submitted  for  approval  by  the  Board  in 
Executive  Session  before  same  are  filed  with  the  Borough 
Superintendent;  that  such  plans  shall  be  filed  within  two  (2) 
months  and  upon  approval  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  thereafter. 


172-46-BZ 

APPLICANT — Abraham  Davis,  for  Gus  C.  Marino  and  146 
Richmond  Avenue  Corp.,  owners  (Fisher  Beer  Co., 
lessee) . 

SUBJET — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  manufacturing  use,  C  area  district, 
the  extension  of  present  building  to  cover  more  than 
permitted  area. 

PREMISES  AFFECTED — 16-18  Grove  avenue,  south  side, 
100.52  ft.  west  of  Richmond  avenue  and  146-148 
Richmond  avenue  (Block  1077,  Lots  28-37),  Port 
Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Joseph  Otis. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (172-46-BZ) 

Whereas,  Abraham  Davis,  for  Gus  C.  Marino  and  146 
Richmond  Avenue  Corporation,  owners,  Fisher  Beer  Com¬ 
pany,  lessee,  filed  February  19,  1946,  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  manufacturing 
use,  C  area  district,  the  extension  of  the  present  building 
to  cover  more  than  the  permitted  area,  premises:  16-18 
Grove  avenue,  south  side,  100.52  ft.  west  of  Richmond 
avenue  and  146-148  Richmond  avenue,  (Block  1077,  Lots 
28-37),  Port  Richmond,  Borough  of  Richmond;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  July  16,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Grove  avenue  is  in  business  1  and 
manufacturing  use,  C  area  and  Class  \y2  height  districts; 
Richmond  avenue  is  in  a  business  1  use,  C  area  and  Class 
1/4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  51,  1946,  re  Alt.  Applic.  45-46,  reads: 

"1.  The  extension  to  this  one  story  non-fireproof 
building  is  not  permitted  as  the  present  area  of  build¬ 
ing  together  with  the  extension  will  exceed  the  area 
permitted  ia  this  C  area  district.” 

and 

Whereas-,  the  applicant  states  that  the  existing  building  is 
50.70  ft.  front  by  166.64  ft.  in  depth,  irregular,  one  story, 
23  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  erect  a  new  extension  fronting  on  Grove  avenue,  81.01  ft. 
front  by  58.12  ft.  in  depth;  this  extension  to  be  connected  to 
the  existing  building;  and 

Whereas,  the  applicant  contends  that  the  one  story  con¬ 
crete  garage  facing  Grove  avenue  will  be  demolished  ;  that 
there  is  a  vacant  lot  facing  Grove  avenue  that  forms  a  dirt 
hole  which  is  an  eye  sore  to  the  neighborhood  ;  that  after 
the  garage  is  demolished  a  new  one  story  and  cellar  addition 
will  be  erected  on  the  entire  plot  facing  Grove  avenue ;  that 
at  present  there  is  a  one  story  and  cellar  storage  with  a 
frontage  of  50.07  ft.  on  Richmond  avenue  and  a  depth  of 
166.64  ft.  and  a  one  story  concrete  garage  49.05  ft.  on  Grove 
avenue  with  a  depth  of  49.92  ft. ;  that  there  is  a  vacant  area 
with  a  frontage  of  32.96  ft.  on  Grove  avenue  and  a  depth 
of  approximately  58.05  ft. ;  that  the  new  addition  will  be 


connected  to  the  existing  one  story  and  cellar  brick  building 
known  as  146-148  Richmond  avenue;  that  a  portion  of  the 
side  wall  on  1st  floor  of  existing  store  will  be  removed;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercis'e  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution  as  to  area  and 
was  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21,  as  to 
extension  of  area,  on  condition  that  all  buildings  now  on 
the  plot  shall  be  removed  and  the  building  shall  not  exceed 
the  area  and  height  as  indicated  on  plans  filed  with  this 
application  marked  “Received  February  19,  1946,”  3  sheets; 
that  an  unloading  space  shall  be  constructed  within  the  build¬ 
ing,  in  compliance  with  the  zoning  resolution,  on  the  Grove 
avenue  side;  that  the  entire  building  shall  be  protected  with 
a  sprinkler  system  throughout ;  that  the  existing  ventilators 
in  the  rear  of  the  present  building  shall  be  removed  and 
other  means  of  ventilation  supplied  through  the  roof ;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rides  and  regulations  applicable  thereto;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


263-46-BZ 

APPLICANT — Randolph  M.  Smith,  for  Olive  O.  Ivalmus, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
of  a  building  to  be  used  as  a  store,  automobile- 
repair  shop,  garage  for  more  than  five  (5)  motor 
vehicles,  and  gasoline  service  station. 

PREMISES  AFFECTED — 65-01  to  65-05  Kissena  boule¬ 
vard,  southeast  corner  of  65th  avenue  (Block  6742, 
Lot  10),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Randolph  M.  Smith  and  Olive  O. 
Kalmus. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  4 

THE  RESOLUTION  (263-46-BZ) 

Whereas,  Randolph  M.  Smith  for  Olive  O.  Kalmus, 
owner,  filed  April  8,  1946,  an  application  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  a  building  to  be  used  as  store,  automo¬ 
bile  repair  shop,  garage  for  more  than  five  motor  vehicles 
and  gasoline  service  station ;  premises :  65-01  to  65-05  Kissena 
boulevard,  southeast  corner  of  65th  avenue  (Block  6742, 
Lot  10),  Flushing,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Kissena  boulevard  is  in  a  residence  use, 
D  area  and  Class  1  height  district ;  65th  avenue  is  in  a  resi¬ 
dence  use,  D  area  and  Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  5,  1946,  re  NB  App.  1097-46,  reads: 

“1.  The  erection  of  a  building  to  be  used  as  a  store, 
automobile  repair  shop,  garage  and  gas  station  on  a 
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plot  located  in  a  residence  zone  is  contrary  to  article  2, 
section  3  of  the  Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  80.87  ft.  frontage  by  111.74  ft.  in  depth,  irregular, 
on  which  are  located  three  one-story  frame  and  metal  build¬ 
ings,  used  as  a  store,  *  gasoline  service  station  and  motor 
vehicle  repair  shop  and  garage  for  more  than  five  (5)  motor 
vehicles,  which  are  now  one  story,  17  ft.  in  height  of  Class 
3  construction  ;  and 

Whereas,  the  applicant  contends  that  when  the  buildings 
were  erected  in  1924  and  1926  the  area  was  zoned  for  busi¬ 
ness  and  erection  and  alterations  were  permissible ;  that 
the  zoning  was  changed  some  years  ago  to  a  more  restricted 
use;  that  a  fire  occurred  in  February  1946,  destroying  the 
building  used  as  a  repair  shop  (Cert.  #760)  ;  that  the  owner 
has  to  construct  a  new  building;  that  the  other  buildings 
are  in  poor  condition  and  are  considerably  deteriorated ; 
that  the  owner  does  not  wish  to  restore  and  reconstruct  the 
burned  building  to  the  condition  existing  before  the  fire,  but 
proposes  to  demolish  all  existing  buildings  on  the  premises 
and  construct  an  enlarged  modern  concrete  block  and  stucco 
one  (1-story)  building  to  house  an  office,  store  lubritorium, 
motor  vehicle  repair  shop,  garage  and  auto  laundry;  that 
the  garage  use  will  be  incidental  to  the  repair  of  cars ;  that 
the  auto  laundry  use  will  be  intermittent  and  not  the  main 
business ;  that  the  proposed  building  will  be  a  vast  improve¬ 
ment  over  existing  conditions  and  be  very  modern,  sanitary 
and  will  beautify  the  neighborhood,  removing  all  repairs 
from  sight;  that  the  site  is  located  on  Kissena  boulevard, 
the  only  through  thoroughfare  between  Flushing  and  Jamaica 
and  a  natural  traffic  arterj^;  that  this  street  will  be  more 
heavily  travelled  with  the  increasing  use  of  cars ;  that  in¬ 
creased  facilities  to  service  these  cars  will  be  necessary;  that 
the  surrounding  area  will  also  build  up  rapidly  and  need 
the  increased  facilities  the  new  service  station  will  render ; 
that  the  nearest  entrance  to  Queens  College  is  located  293 
ft.  from  the  south  lot  line  (nearest)  of  this  property;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Section  7c,  to  per¬ 
mit  the  reconstruction  and  rearrangement  of  the  lawfully 
existing  gasoline  service  station  substantially  as  indicated 
on  revised  plans  marked  “Received  July  12,  1946,”  3  sheets, 
on  condition  that  the  architectural  design  of  the  building 
shall  be  substantially  as  indicated  on  such  plans;  that  the 
building  shall  be  set  forward  from  the  rear  lot  line  for  a 
distance  of  not  less  than  5  ft.  and  a  suitable  fence  shall  be 
erected  on  the  rear  lot  line,  and  the  rear  yard  shall  he  cement 
paved ;  that  gasoline  pumps  shall  be  set  back  not  less  than 
15  ft.  from  the  street  building  line;  that  the  door  to  65th 
avenue  at  the  east  shall  be  eliminated ;  that  the  boiler  room 
shall  be  at  grade  separated  from  the  balance  of  the  building 
by  fireproof  construction  and  enterable  only  from  the  ex¬ 
terior  ;  that  repairing  shall  be  restricted  to  brake  testing, 
wheel  alignment  and  minor  repairs  done  by  hand  tools,  ex¬ 
cluding  all  heavy  repairing;  that  along  the  southerly  lot 
line  and  the  intersection  of  the  two  streets,  planting  shall  be 
maintained  with  curb  protection;  that  curb  cuts  shall  be 
restricted  to  two  from  Kissena  boulevard  and  two  from  65th 
avenue;- that  no  part  of  any  curb  cut  shall  be  nearer  than 
5  ft.  from  the  side  lot  line  as  extended  ;  that  such  curb  cuts 
shall  not  exceed  15  ft.  in  width;  that  gasoline  storage  tanks 
shall  be  restricted  to  the  existing  4  tanks  each  550  gallons  ; 
that  the  plot  where  not  occupied  by  accessory  building  and 
planting  shall  be  paved  with  cement  or  other  approved  im¬ 
pervious  paving;  that  sidewalks  and  curbs  adjoining  the 
premises  shall  be  restored  or  renewed  to  the  satisfaction  of 
the  Borough  President ;  that  complete  working  drawings  shall 


be  submitted  for  approval  of  the  Board  in  Executive  Session 
before  same  are  filed  with  the  Borough  Superintendent ;  that 
such  plans  shall  be  filed  in  two  months  and  upon  approval, 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  year  thereafter. 


332-46-BZ 

APPLICANT — Kenneth  W.  Milnes,  for  Harry  J.  and  Gil¬ 
bert  S.  Brown,  owners. 

SUBJECT — Application  (decision  of  the  Commissioner  of 
Marine  anti  Aviation)  under  sections  7f  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  installation  of  a  1500  gallon  gasoline 
storage  tank  and  discharge  pump. 

PREMISES  AFFECTED — 142  Mansion  avenue,  southeast 
corner  of  McKee  avenue  (Block  5202,  Lot  5),  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Kenneth  W.  Milnes  and  H.  J. 
Brown. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (332-46-BZ) 

Whereas,  Kenneth  W.  Milnes,  for  Harry  J.  and  Gilbert 
S.  Brown,  owners,  filed  May  7,  1946,  an  application  under 
sections  7f  and  21  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  installation  of  a  1500  gallon  gaso¬ 
line  storage  tank  and  dispensing  pump,  affecting  premises 
142  Mansion  avenue,  southeast  corner  McKee  avenue  (Block 
5202,  Lot  5),  Great  Kills,  Borough  of  Richmond;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Mansion  avenue  is  in  residence,  business 
and  unrestricted  use,  D  area  and  Class  1  height  districts, 
McKee  avenue  is  in  a  residence  use,  D  area  and  Class  1 
height  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  Marine 
and  Aviation  dated  May  7,  1946,  re  Applic.  18990-46,  reads: 
“Your  application  of  January  17,  1946,  for  a  permit 
which  authorizes  the  installation  of  one  1500  gallon 
gasoline  tank  and  dispensing  pump  at  the  foot  of  McKee 
Avenue,  Great  Kills,  Borough  of  Richmond,  is  hereby 
denied. 

The  location  of  the  tanks  is  in  a  business  district  and 
the  installation  would  violate  Article  2,  Paragraph  4, 
Subdivision  46  of  the  zoning  resolution  of  the  City  of 
New  York.  However,  an  appeal  may  be  made  to  the 
Board  of  Standards  and  Appeals  for  a  variance  from 
this  Department’s  decision.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  (to  be)  100-  ft.  frontage  by  516  ft.  in  depth,  on  which 
is  located  a  pier  8  ft.  front  by  640  ft.  deep;  that  it  is  proposed 
to  install  one  1500  gallon  gasoline  tank  at  the  foot  of  McKee 
avenue  and  run  a  pipe  line  to  the  end  of  the  pier  (8  ft. 
wide,  640  ft.  in  depth)  to  a  gas  dispensing  pump;  and 
Whereas,  the  applicant  contends  that  the  owners  had 
been  granted  a  permit  by  the  Department  of  Marine  and 
Aviation  to  build  said  pier  which  is  now  in  the  process  of 
construction ;  that  this  gas  station  would  be  used  for  the  sale 
of  gasoline  and  affiliated  merchandise  for  boats  only ;  that 
the  gasoline  pumps  will  be  located  approximately  640  ft.  out 
on  the  pier  over  water  from  the  street  line;  that  no  pump 
will  be  installed  at  the  shore  end  of  the  property  and  it  is 
considered  highly  unlikely  that  any  one  would  walk  the 
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length  of  the  pier  to  purchase  and  carry  gasoline  to  the 
street  for  other  than  marine  use;  that  consideration  is  also 
asked  on  the  basis  that  while  boats  can  come  to  the  pier  and 
buy  ice,  water,  bait  and  other  such  items,  they  would  not 
be  able  to  buy  their  gasoline,  oil  and  affiliated  items  at  the 
same  time,  but  must  pull  away  to  the  gas  boat  anchored  on 
the  far  side  of  the  harbor;  that  the  gas  boat  sells  only  gaso¬ 
line  and  oil ;  that  a  real  need  for  the  boat  owning  public  in 
(his  area  would  be  met  by  granting  of  this  application,  and 
relief  to  the  owners,  in  that  a  greater  chance  of  their 
realizing  a  fair  return  on  a  large  investment  will  be  assured ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  for  a  term  of 
five  (5)  years  to  permit  the  installation  of  a  1500  gallon 
gasoline  storage  tank  to  be  located  on  the  upland,  substan¬ 
tially  as  indicated  on  plans  filed  with  this  application,  marked 
“Received  May  7,  1040”,  with  one  gasoline  pump  at  the  end 
of  the  dock  as  indicated  thereon ;  that  all  piping  shall  be 
protected  and  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner  ;  that  the  tank  shall  comply  with  the  requirements 
of  the  Administrative  Code  thereof,  except  that  the  thickness 
of  the  metal  shall  be  as  required  by  the  Oil  Burner  Rules  of 
the  Board ;  that  the  tank  shall  be  installed  in  reinforced  con¬ 
crete  to  prevent  corroding  and  to  the  satisfaction  of  the 
Commissioner  of  Marine  and  Aviation;  that  the  sale  of 
gasoline  shall  be  solely  for  boats  and  not  for  automobiles; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


452-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Estate  of  William 
H.  Keating  (Felix  Muldoon,  Executor),  owner 
(Henry  Jacobson,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry. 

PREMISES  AFFECTED— 3981-3989  White  Plains  road, 
west  side,  50  ft.  north  of  East  225th  street  (Block 
4827,  Lot  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
ing^and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  ' Chairman  Murdock  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (452-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Estate  of  Wm.  H.  Keat¬ 
ing,  Felix  Muldoon,  Executor,  owner  (Henry  Jacobson, 
lessee),  filed  June  19,  1946  an  application  under  sections  7e 
and  21  of  the  zoning  resolution,  to  permit  in  a  business  use 
district  a  wet  wash  laundry,  affecting  premises:  3981-3989 
White  Plains  road,  west  side,  50  ft.  north  of  East  225th  street 
(Block  4827,  lot  5),  Borough  of  The  Bronx  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
July  16,  1946,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  White  Plains  road  is  in  a  business  use, 


B  area  and  class  1  height  district,  East  225th  street  is  in 
residence  and  business  use,  B  area  and  class  1(4  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
June  19,  1946  on  Alt.  Applic.  517-46  reads: 

“1.  The  use  of  premises  in  a  business  district  for  a 
steam  or  wet  wash  laundry  is  contrary  to  Article  II, 
Section  4(a),  Subdivision  51  of  the  Building  Zone 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100  ft.  frontage  by  80.01  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  60  ft.  in  depth,  1  story 
15  ft.  in  height,  of  class  4  construction;  that  it  is  proposed  to 
install  20  approved  washing  machines  in  store  (#3985)  for 
self-service  by  customers;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  Bendix  Automatic  Washing  Machines,  its  operation 
to  be  in  the  nature  of  a  retail  rental  laundry  where  the  tenants 
insert  their  garments  in  the  automatic  machine  and  there  is  a 
self  service  installation  with  the  customers  doing  their  own 
washing;  that  there  will  be  no  odors,  noise,  volatile  inflam¬ 
mable  liquids,  and  the  proposed  use  will  be  in  line  with  the 
general  run  of  retail  establishments  on  the  block  and  in  the 
neighborhood ;  that  White  Plains  road  is  a  complete  business 
district  with  tailors,  restaurants,  photographers,  meat  mar¬ 
kets,  hardware  stores,  electrical  supplies,  etc.  and  also 
occupied  by  the  IRT,  the  elevated  portion  of  the  subway; 
that  the  proposed  installation  will  be  of  benefit  to  the  neigh¬ 
borhood  because  of  the  lack  of  facilities  for  laundry  service; 
that  this  is  in  line  with  similar  installations  throughout  the 
city  and  due  to  rulings  it  is  now  considered  a  wet  wash 
laundry  although  from  the  nature  of  the  operation,  it  is  not 
in  the  same  category;  that  the  occupant  is  paying  rent  and  is 
desirous  of  conducting  this  launderette  and  requests  a  varia¬ 
tion  for  a  term  of  five  years ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  (5)  years  from  the  date  of  this  resolution,  to 
permit  the  premises  to  be  occupied  as  proposed,  as  indicated 
on  plans,  filed  with  this  application,  marked  “Received  June 
19,  1946”,  on  condition  that  the  Bendix  machines  shall  meet 
tbe  requirements  of  the  Board’s  approval  under  Cal.  No 
136-46-SA  ;  that  ample  seats  shall  be  installed  and  main¬ 
tained  within  the  waiting  space ;  that  in  all  other  respects  the 
installation  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  and  that  all  permits  required  shall  be 
obtained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


472-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Esther  Gold,  owner. 
(Louis  Fried,  lessee). 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry. 

PREMISES  AFFECTED — 327  Hopkinson  avenue,  south¬ 
east  corner  of  St.  Marks  avenue  (Block  1460,  Lot 
11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (472-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Esther  Gold,  owner, 
Louis  Fried,  lessee,  filed  June  24,  1946,  an  application  under 
sections  7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  affecting  premises 
327  Hopkinson  avenue,  southeast  corner  of  St.  Marks  avenue 
(Block  1460,  Lot  11),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Hopkinson  avenue  is  in  a  business  use,  C 
area  and  Class  1  height  district;  St.  Marks  avenue  is  in 
residence  and  business  use,  B  area  and  Class  1)4  height 
district;  and, 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  20,  1946,  re  Alt.  Applic.  2723-46,  reads: 

“1.  The  use  of  premises  as  a  steam  or  wet  wash 
laundry  in  a  business  district  is  contrary  to  Article  2, 
Section  4(a)  Subdiv.  51.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  50  ft.  front  by  100  ft.  in  depth  on  the 
street  level,  four  stories,  44  ft.  6  in.  in  height,  of  Class  3 
construction ;  that  it  is  proposed  to  install  20  approved  home 
type  washing  machines  to  be  operated  by  the  customers ; 
and 

Whereas,  the  applicant  contends  that  the  operation  to  be 
conducted  here  is  similar  to  other  stores,  where  the  customers 
will  insert  their  garments  in  the  automatic  machine,  which 
furnishes  a  self-service  operation ;  that  there  are  no  odors, 
no  noise,  no  volatile  inflammable  liquids,  and  the  premises 
will  be  similar  to  a  general  run  of  retail  establishments; 
that  heretofore  the  installation  of  this  type  of  laundry 
was  approved  by  the  Department  of  Housing  and  Build¬ 
ings,  but  due  to  subsequent  rulings  classifying  the  premises 
as  contrary  to  Section  (4a)  (51)  application  is  made  for  a 
variation  of  the  zoning  requirements,  inasmuch  as  this  type 
of  operation  should  not  be  considered  in  the  same  classifica¬ 
tion  as  a  full  fledged  wet  wash  laundry ;  that  both  Hopkinson 
avenue  and  St.  Marks  avenue  are  business  thoroughfares 
and  are  in  a  commercial  neighborhood ;  that  at  the  same 
time  the  proposed  operation  will  be  of  great  benefit  to  the 
residents  of  the  tenements  in  this  section  who  have  no 
facilities  for  laundry  work  and  will  relieve  the  housekeeper 
of  arduous  tasks;  that  it  is  therefore  respectfully  requested 
that  permission  be  granted  to  install  this  launderette  at  the 
above  location  for  a  period  of  five  years ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  use  district  regulations  of 
the  zoning  resolution  and  that  the  application  be  and  it 
hereby  is  granted  under  section  7e  for  a  term  of  five  years, 
to  permit  the  premises  to  be  occupied  as  proposed  and  indi¬ 
cated  on  plans  filed  with  this  application,  marked  “Received 
June  24,  1946”,  one  drawing,  on  condition  that  the  washing 
machines  shall  be  as  proposed  and  shall  comply  with  the 
requirements  of  the  Board’s  approval  of  machines  under  Cal. 
No.  136-46-SA;  that  in  all  other  respects  the  installation 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto  ;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  months  from  the  date  of  this 
resolution. 


473-46-BZ 

APPLICANT — -Samuel  Rosenblum,  for  Joseph  Mattes, 
owner  (Marvin  Barsky,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  local  retail  use  district,  a  wet 
wash  laundry. 

PREMISES  AFFECTED— 381  Bleecker  street,  east  side, 
25  ft.  south  of  Perry  street  (Block  621,  Lot  40), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  M.  Barsky. 
For  Opposition:  Frank  McCabe,  Jr.,  Louise  G.  Gus- 
tavson  and  Muriel  C.  Read. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioner  Savage  . .  2 

Negative:  Commissioner  Blum  and  Deputy  Chief 
Guinee  .  2 

THE  RESOLUTION  (473-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Joseph  Mattes,  owner, 
Marion  Barsky,  lessee,  filed  June  25,  1946,  an  application 
under  sections  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  local  retail  use  district  a  wet  wash  laundry;  premises 
381  Bleecker  street,  east  side,  25  feet  south  of  Perry  street 
(Block  621,  Lot  40),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
July  16,  1946,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bleecker  street  is  in  local  retail  use,  C 
area  and  Class  1)4  height  districts;  Perry  street  is  in  resi¬ 
dence  and  local  retail  use,  C  area  and  Class  1)4  height  dis¬ 
tricts  ;  and  , 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  June  25,  1946,  re  Alt.  Applic.  1374-46,  reads: 

“1.  Proposed  laundry  is  in  violation  of  Article  2, 
par.  4,  Section  4,  subdivision  51  of  the  Zoning  Reso¬ 
lution  and  is  therefore  not  acceptable.” 

and  . 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  23  ft.  frontage  by  61  ft.,  74 4  in.  in  depth,  on  which 
is  located  a  building  23  ft.  front  by  50  ft.  in  depth,  5  stories, 
55  ft.,  in  height,  of  Class  3  construction ;  that  it  is  proposed 
to  install  twenty-four  approved  automatic  home-type  wash¬ 
ing  machines ;  to  be  operated  by  the  customers ;  and 

Whereas,  the  applicant  contends  that  while  this  type  of 
operation  was  not  heretofore  considered  as  coming  within 
the  classification  of  a  wet  wash  laundry,  an  application  for 
a  variation  to  permit  same  is  due  to  the  rulings  of  the  De¬ 
partment  of  Housing  and  Buildings ;  that  these  machines 
(Bendix)  are  of  the  self-service  type  and  their  operation  is 
then  mechanically  conducted  within  the  apparatus ;  that  there 
is  no  noise,  odors,  volatile  inflammable  liquids ;  that  facilities 
are  provided  for  the  customer  to  wait  until  the  opeiation  is 
completed;  that  this  launderette  store  will  afford  an  oppor¬ 
tunity  for  the  many  residents  in  the  section  who  have  no 
laundry  facilities  and  wish  to  be  relieved  of  the  burdensome 
household  duties  involved  in  washing  their  own  clothes ;  that 
this  retail  rental  laundry  is  similar  to  many  being  installed 
throughout  the  city;  that  Bleecker  street  is  a  business 
thoroughfare  and  many  business  establishments  are  located 
therein;  that  in  view  of  the  nature  of  the  operation  con¬ 
ducted, ’this  is  not  in  the  same  category  as  a  wet  wash 
laundry  and  it  is  respectfully  requested  that  a  variation  ot 
the  zoning  resolution  be  granted  to  permit  this  operation  for 
a  period  of  five  years;  that  the  district  was  changed  from 
Business  to  Local  Retail  use  on  July  12,  1945  ;  and 

Whereas,  the  Chairman  offered  for  vote  the  following 
resolution : 
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“The  motion  is  to  grant  under  section  7e  for  a  term 
of  two  years,  to  permit  the  premises  to  be  occupied  as 
proposed  and  indicated  on  plans  filed  with  this  applica¬ 
tion,  marked  ‘Received  June  25,  1946’  (one  sheet),  on 
condition  that  the  washing  machines  shall  comply  with 
the  requirements  of  the  approval  of  the  Board  under 
Cal.  136-46-SA,  and  that  in  all  other  respects  the  use 
and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto';  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  months,” ; 
and 

.  Whereas,  the  vote  being  2-2  the  motion  was  denied. 

Resolved,  that  the-  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1374-46,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

192-46-A 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1946  at  10 
A.  M.  at  request  of  applicant. 


511-46-A 

APPLICANT — The  Zell  Co.,  lessee,  for  Schack  and  Schack, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 538  Broadway,  east  side,  75  ft. 
north  of  Spring  street  (4th  floor)  ;  (Block  497, 
Lot  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sol  I.  Young. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  July  23,  19-16  at  10 
A.  M.  for  further  consideration. 


737-45-A 

APPLICANT — Dalilia,  Agnes  and  Victor  Scognamiglio, 
for  Boone  Avenue  Realty,  Inc.,  owner  (Dalilia  and 
Agnes  Scognamiglio,  lessees). 

SUBJECT — Application  reopened  and  restored  to  calendar 
June  11,  1946 — re  appeal  from  a  decision  of  an  order 
of  the  fire  commissioner  (previously  dismissed  for 
lack  of  prosecution.) 

PREMISES  AFFECTED — 1835  West  Farms  road,  west 
side,  145.78  ft.  south  of  East  176th  street  and  1830 
Boone  avenue  (basement)  ;  (Block  3015,  Lots  76, 
78  and  80),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  W.  J.  Goldsmith. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (737-45-A) 

_  Whereas,  this  appeal  from  an  order  of.  the  fire  commis¬ 
sioner,  affecting  premises  1835  West  Farms  road,  west  side, 
145.78  ft.  south  of  East  176th  street,  and  1830  Boone  avenue 


(Block  3015,  Lots  76,  78  and  80),  Borough  of  The  Bronx, 
was  dismissed  for  lack  of  prosecution,  on  March  19,  1946, 
no  appearance  having  been  made  on  bebalf  of  the  applicant, 
although  he  had  been  duly  notified  of  the  hearing;  and 

Whereas,  the  applicant  requested  reopening  of  this  appeal ; 
and 

Whereas,  this  case  was  reopened  by  note  of  the  Board 
on  June  11,  1946,  and  restored  to  the  calendar;  and 

Whereas,  the  applicant  now  states  that  these  premises  are 
among  those  which  are  to  be  razed  for  the  new  Cross  County 
Parkway  in  the  Borough  of  The  Bronx  ;  that  the  storage 
tanks  for  the  storage  of  gasoline  are  located  entirely  outside 
of  the  building  line;  and 

V  hereas,  Order  42449-C  issued  by  the  fire  commissioner 
August  23,  1945  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  November  27,  1945  reads: 

‘‘Surrender  to  bearer  Fire  Department  Permit  No. 
252317  dated  to  expire  March  29th,  1946  which  is  hereby 
revoked. 

Reason:  Part  of  building  now  used  for  manufacture 
of  dry  goods,  etc.  in  violation  of  Sec.  C19-65.0-3. 

YOU  ARE  THEREFORE,  HEREBY  ORDERED  TO  : 

1'.  Discontinue  the  maintenance  of  a  storage  garage 
without  a  permit  from  this  department.” 

and, 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
and  basement,  30  ft.  in  height,  155  ft.  9 l/z  in.  by  71  ft.  5  in. 
irregular  in  area,  of  class  3  construction,  erected  in  1928, 
located  in  an  unrestricted  use  B  area,  class  V%  height  district 
and  used  and  occupied  since  1928  as  follows :  cellar — boiler 
room  ;  basement — garage  and  gasoline  service  station — 1 
persons;  1st  floor— manufacturing  quilting — 110  persons;  2nd 
floor — manufacturing  shoes — 50  persons;  that  no  change  in 
use  or  occupancy  is  proposed;  that  the  building  is  equipped 
with  a  standpipe  system,  two  3  ft.  8  in.  fireproof  stairs  from 
roof  bulkhead  direct  to  street  and  one  fire  escape  at  north  end 
of  building  on  the  West  Farms  road  front  leading  to  roof 
by  ladder  and  to  street  by  sliding  drop  ladder;  that  windows 
and  doors  on  the  course  of  the  fire  escape  are  fireproof  self¬ 
closing  ;  and  * 

Whereas,  C.  O.  802  issued  May  28,  1929  upon  completion 
of  N.  B.  Applic.  2164-28  permits  the  use  of  the  building  as  a 
public  garage  and  describes  the  building  as  three  stories  in 
height ;  and 

Whereas,  the  applicants  contend  that  they  were  in  posses¬ 
sion  of  the  entire  building  from  1938  to  1943  at  which  time 
the  landlord  took  possession  of  the  two  upper  floors  and  gave 
the  lease  for  the  two  upper  floors  for  quilting  manufacturing 
and  shoe  manufacturing;  that  it  is  requested  that  the  Board 
grant  a  variation  of  the  requirements  of  Section  C19-65.0-3 
of  the  Administrative  Code  to  permit  the  use  of  the  ground 
floor  as  a  storage  garage  including  the  sale  of  gasoline,  etc. ; 
that  since  the  applicants  have  continuously  operated  the 
storage  garage  since  1938  to  date  they  should  not  be  penalized 
because  of  the  actions  of  the  landlord  in  renting  the  two  upper 
floors  for  manufacturing  purposes  subsequent  to  the  appli¬ 
cant’s  use  of  a  portion  of  the  building  as  a  storage  garage. 

Resolved,  that  Order  42449-C,  Item  b,  issued  by  the  fire 
commissioner,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  no  gasoline  shall 
be  stored  within  the  portion  of  the  building  used  as  a  garage 
for  more  than  five  (5)  motor  vehicles  other  than  in  the  tanks 
reported  to  be  buried  below  the  cellar  floor  within  the  gasoline 
alcove  portion  of  the  building  facing  on  West  Farms  road 
and  except  in  the  tanks  of  the  motor  vehicles ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


804-45-A 

APPLICANT — Empire  State  Flower  Shop,  Inc.  (lessee), 
for  Empire  State,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


MINUTES 


PREMISES  AFFECTED— 350  5th  avenue,  west  side,  from 
West  33rd  to  West  34th  streets  (1st  floor  —  Flower 
Shop);  (Block  835,  Lots  19  to  28  and  41-54), 


Borough  of  Manhattan. 

APPEARANCES—  ,  ^  „  ti 

For  Applicant :  Howard  Heller  and  D.  V .  Rosamen. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  &  Buildings  and  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  ^  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


THE  RESOLUTION  (804-45-A) 

Whereas,  Empire  State  Flower  Shop,  Inc.,  lessee,  for 
Empire  State  Inc.,  owner,  filed  December  17,  1945,  an  appeal 
from  an  order  and  decision  of  the  fire  commissioner,  affecting 
premises  350  Fifth  avenue,  west  side,  from  West  33rd  to 
West  34th  streets,  1st  floor,  flower  shop,  (Block  835,  Lots 
19-28  and  41-54),  Borough  of  Manhattan;  and 
Whereas,  Order  No.  43117  LC,  issued  by  the  Fire  Com¬ 
missioner  October  23,  1945,  and  referred  to  in  his  decision 
dated  November  20,  1945,  reads: 

“Before  a  permit  may  be  issued  for  your  refrigera¬ 
ting  system,  the  following  must  be  done : 

1.  Provide  adequate  window  area  or  mechanical 
means  for  ventilating  the  refrigerating  machinery  room 
in  accordance  with  the  requirements  of  the  Adminis¬ 
trative  Code.” 

Whereas,  the  applicant  states  that  the  building  is  102 
stories,  1250  ft.  in  height,  197  ft.  6  in.  by  425  ft.  in  area, 
erected  in  1931,  located  in  a  retail  use,  B  area,  Class  2  height 
district ;  used  and  occupied  since  as  an  office  building  with 
restaurant  and  showroom  in  the  basement  story,  600  per¬ 
sons;  1st  floor,  stores  and  restaurant,  500  persons;  2nd 
floor,  offices  and  banks,  500  persons;  offices  above;  that  the 
building  is  equipped  with  a  sprinkler  system  in  sub-basement 
only,  a  standpipe  and  interior  fire  alarm  system  ;  fire  drills 
are'  not  maintained;  that  there  are  six  interior  fireproof 
stairs  from  roof  to  street ;  that  Certificate  of  Occupancy 
17502  issued  April  29,  1931,  on  completion  of  N.B.  31-29 
permits  the  use  of  the  building  as  occupied  ;  and 

Whereas,  the  applicant  contends  that  the  premises  occu¬ 
pied  by  the  applicant  consists  of.  a  small  store  on  the  north 
side  of  Fifth  avenue  lobby,  which  has  no  direct  access  to 
the  street  and  no  access  to  outside  air;  that  the  refriger¬ 
ating  unit  contains  14  lbs.  of  F-12  refrigerant,  located  in 
a  closet  at  the  rear  of  the  store  constructed  as  follows: 
north  and  west  walls  are  6  in.  hollow  tile,  plastered  on  both 
sides;  south  and  east  walls  are  part  of  refrigerating  unit 
with  a  mirror  front  on  store  side  and  self-closing  door; 
the  floor  is  cement ;  ceiling  is  metal  lath  and  plaster  and  is 
10  feet  high;  directly  above  the  refrigerating  unit  on  the 
north  wall  is  a  12  x  14  metal  grdle  which  connects  with  a 
duct  leading  to  the  building  exhaust  system ;  that  at  the  time 
of  the  original  installation  plans  and  specifications  were 
filed  under  P.D.  340-1930  and  P.D.  590-1931  and  approved; 
permit  was  issued  and  since  then  permits  have  been  issued 
each  year;  that  had  the  applicant  been  required  at  the  time 
of  installation  to  provide  independent  means  of  ventilation, 
such  means  could  have  been  effected  ;  that  since  commence¬ 
ment  of  its  occupancy  the  area  surrounding  these  premises 
have  been  leased  to  other  tenants,  thus  effectively  preventing 
the  installation  of  any  independent  ventilating  system  ;  that 
compliance  with  the  order  would  work  an  extreme  hardship 
upon  the  applicant  as  it  is  not  physically  possible. 

Resolved,  that  Order  43117-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Item  1,  on  condition  that 
the  ventilating  system  shall  be  maintained  substantially  as 
proposed ;  that  not  more  than  14  lbs.  of  F-12  refrigerant 
shall  be  used;  that  a  separate  ventilating  duct  with  no  other 
openings  or  outlets  shall  be  maintained  continuously  from 


the  refrigerating  system  directly  to  the  exhaust  fan  located 
on  the  roof  above  the  5th  floor  exhausting  above  the  6th 
floor  setback ;  that  such  exhaust  system  shall  be  in  continu¬ 
ous  operation  at  all  times  while  the  building  is  being  occu¬ 
pied;  that  in  all  other  respects,  the  installation  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  and 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner. 


437-46-A 

APPLICANT — David  Alperin,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 126  Norfolk  street,  west  side, 
199  ft.  2>Yt  in.  south  of  Shore  boulevard  (Block 
7517,  Lot  1311),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  David  Alperin. 

For  Administration :  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . .  •  . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (437-46-A) 

Whereas,  David  Alperin,  owner,  filed  June  7,  1946,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  126  Norfolk  street,  west  side,  199.3  ft.  south  of 
Shore  boulevard  (Block  7517,  Lot  1311),  Borough  of  Brook¬ 
lyn  ;  and  .  . 

Whereas,  Order  1409-LC  issued  by  the  fire  commissioner 
February  4,  1946  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  May  14,  1946  reads : 

“With  reference  to  your  application  dated  November 
23,  1946  for  a  permit  to  store  and  use  kerosene  oil  at 
the  above  premises,  this  department  is  without  power  to 
grant  such  a  permit  for  the  reason  that  such  storage 
and  use  is  dangerous  to  public  safety. 

You  are  therefore  hereby  ordered  to: 

1.  Reduce  the  quantity  of  kerosene  oil  stored  to  not 
more  than  10  gallons  in  approved  type  metal  safety  con¬ 
tainers.  Sec.  488-3,  New  York  City  Charter. 

2.  Provide  that  oil  burning  device  shall  be  of  ap¬ 
proved  type  and  so  labeled,  and  installed  according  to 
Board  of  Standards  and  Appeals  specifications  a  copy 
of  which  according  to  Rule  15.1,  Oil  Burner  Rules,  shall 
be  available  at  the  premises.  Sec.  488-3,  New  York  City 
Charter. 

3.  Remove  all  kerosene  drums  from  the  premises, 
including  empty  drums.  Sec.  488-3,  New  York  City 
Charter.” 

and  ... 

Whereas,  the  applicant  states  that  the  building  is  1  story, 
10  ft.  in  height,  19  ft.  by  36  ft.  in  area,  of  class  3  con¬ 
struction,  located  in  a  residence  use  El  area,  class  1  height 
district,  erected  in  1919,  located  on  a  plot  25  ft.  by  132  ft. 
in  area,  and  used  and  occupied  since  erection  as  a  one  family 
dwelling  for  which  C.O.  4545  was  issued  June  20,  1919, 
and 

Whereas,  the  applicant  contends  that  the  dwelling  is  con¬ 
structed  of  poured  concrete  and  occupied  by  the  owner  and 
his  family;  that  for  the  past  six  years  kerosene  has  been 
used  for  heat  during  the  winter  season  ;  that  since  there  is  no 
cellar  or  basement,  the  only  type  of  heat  that  is  practical  is 
gas  heat ;  that  an  order  has  been  filed  with  the  gas  company 
for  the  installation  of  a  gas  furnace  but  such  installation 
cannot  be  made  now  due  to  the  difficulties  in  their  manu lac- 
lure  ;  that  it  is  therefore  requested  that  the  Board  stay  items 
1,  2 ’and  3  of  order  1409-LC  until  such  time  as  conditions 
improve  sufficiently  to  enable  the  gas  company  to  furnish  the 
heating  unit  as  ordered  ;  and 

Whereas,  the  applicant  has  filed  a  letter  dated  May  2, 
1946  stating  that  the  gas  heating  equipment  is  not  available 
for  delivery  at  present. 


878 


MINUTES 


Resolved,  that  Order  1409-LC  issued  by  t lie  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 

457-46-A 

APPLICAN  I — Leo  Fein,  lessee,  for  Aida  Gladstone,  owner. 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 124  Norfolk  street,  west  side, 
174.27  ft.  south  of  Shore  boulevard  (Block  7517, 
Lot  1310),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Faye  Fein  and  David  Naiman. 

For  Administration :  E.  A.  Meyer,  Fire  Dept. 

A(  TION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (457-46-A) 

Whereas,  Leo  Fein,  lessee,  for  Aida  Gladstone, ’  owner, 
filed  June  11,  1946  an  appeal  from  an  order  of  the  fire  com¬ 
missioner  affecting  premises  124  Norfolk  street,  west  side, 
174.27  ft.  south  of  Shore  boulevard  (Block  7517,  Lot  1310), 
Borough  of  Brooklyn;  and 

Whereas,  Order  1408-LC  issued  by  the  fire  commissioner 
February  4,  1946  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  May  14,  1946  reads: 

“With  reference  to  your  application  dated  Nov.  23, 
1945  for  a  permit  to  store  and  use  kerosene  oil  at  the 
above  premises,  this  department  is  without  power  to 
grant  such  a  permit  for  the  reason  that  such  storage 
is  dangerous  to  public  safety. 

You  are  therefore  hereby  ordered  to: 

1.  Reduce  the  quantity  of  kerosene  oil  stored  to  not 
more  than  10  gallons  in  approved  type  metal  containers. 
Sec.  488-3,  New  York  City  Charter. 

2.  Provide  that  oil  burning  device  shall  be  of  ap¬ 
proved  type  and  so  labeled,  and  installed  according  to 
Board  of  Standards  and  Appeals  specifications,  a  copy 
of  which,  according,  to  Rule  15.1,  Oil  Burner  Rules, 
shall  be  available  at  the  premises.  Sec.  488-3  New  York 
City  Charter. 

3.  Remove  all  kerosene  drums  from  the  premises, 
including  empty  drums.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story, 
10  ft.  in  height,  19  ft.  by  36  ft.  in  area,  of  class  3  construc¬ 
tion,  erected  in  1919,  located  on  a  lot  25.03  ft.  by  135.65  ft. 
in  area,  in  a  residence  use  E  area  class  1  height  district, 
and  used  and  occupied  as  a  one  family  dwelling  since  1944, 
for  which  C.O.  4545  was  issued  June  20,  1919;  and 
Whereas,  the  applicant  contends  that  during  the  occu¬ 
pancy  of  this  dwelling,  kerosene  oil  has  been  used  for  heat 
as  has  been  for  most  of  the  other  houses  in  the  block ; 
that  the  dwelling  is  not  habitable  without  heat  and  since 
there  is  no  other  type  of  heating  available  at  the  present 
time,  the  Board  is  requested  to  stay  the  order  of  the  fire 
commissioner  until  such  time  as  an  approved  heating  system 
can  be  installed. 

Resolved,  that  Order  1408-LC  issued  by  tbe  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


458-46-A 

[  APPLICANT — Fae  Kuhne,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 130  Norfolk  street,  west  side, 
224  ft.  south  of  Shore  boulevard  (Block  7517,  Lot 
1312),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 


AC  1  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (458-46-A) 

Whereas,  Fae  Kuhne,  owner,  filed  June  13,  1946  an  appeal 
lrum  an  order  of  the  fire  commissioner,  affecting  premises 
130  Norfolk  street,  west  side,  224  ft.  south  of  Shore  boule¬ 
vard  (Block  7517,  Lot  1312),  Borough  of  Brooklyn;  and 

Whereas,  Order  1410-LC  issued  by  tbe  fire  commissioner 
February  4,  1946  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  May  14,  1946  reads: 

“With  reference  to  your  application  dated  Nov.  23, 
1945  for  a  permit  to  store  and  use  kerosene  oil  at  the 
above  premises,  this  department  is  without  power  to 
grant  such  a  permit  for  the  reason  that  such  storage 
and  use  is  dangerous  to  public  safety. 

You  are  therefore  ordered  to : 

1.  Reduce  the  quantity  of  kerosene  oil  stored  to  not 
more  than  10  gallons  in  approved  type  metal  safety  con¬ 
tainers.  Sec.  488-3,  New  York  City  Charter. 

2.  Provide  that  oil  burning  device  shall  be  of  ap¬ 
proved  type,  so  labeled  and  installed  according  to  Board 
ot  Standards  and  Appeals  specifications,  a  copy  of  which 
according  to  Rule  15.1,  Oil  Burner  Rules,  shall  be 
available  at  the  premises.  Sec.  488.3,  New  York  City 
Charter. 

3.  Remove  all  kerosene  drums  from  the  premises  in¬ 
cluding  empty  drums,  Sec.  488-3,  New  York  Citv 
Charter.” 

and 

V  hereas,  the  applicant  states  that  the  building  is  1  story 
10  ft.  in  height,  19  ft.  by  36  ft.  in  area,  of  class  3  construc¬ 
tion,  located  on  a  lot  25  ft.  by  131  ft.  in  area,  in  a  residence 
use  El  area  class  1  height  district,  erected  in  1919,  and  used 
and  occupied  since  1937  as  a  one  family  dwelling  for  which 
C.O.  4545  was  issued  June  20,  1919;  and 

V  hereas,  the  applicant  contends  that  the  dwelling  is  con¬ 
structed  of  poured  concrete  and  occupied  by  the  owner  and 
bis  family;  that  for  the  past  six  years  kerosene  has  been 
used  for  heat  during  the  winter  season;  that  since  there  is 
no  cellar  or  basement,  the  only  type  of  heat  that  can  be  used 
is  gas  heat  ,  that  an  order  has  been  filed  with  the  gas  com¬ 
pany  lor  the  installation  of  a  gas  furnace,  but  such  installa¬ 
tion  cannot  be  made  now  due  to  the  difficulties  in  their 
manufacture;  that  it  is  therefore  requested  that  the  Board 
stay  items  1,  2  and  3  of  order  1410-LC  until  such  time  as 
conditions  improve  sufficiently  to  enable  the  gas  company  to 
furnish  the  heating  unit  as  ordered. 

A esi>lved,  that  Order  1410-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  'that  the  appeal  be 
and  it  hereby  is  denied. 


503-46-A 

APPLICANT — York  Distributors,  Inc.,  for  New  York  In¬ 
firmary  for  Women  and  Children,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

1  REMISES  AFFECTED — 321  East  15th  street  and  2-3 
Livingston  place,  northeast  corner  (6th  floor)  ; 
(Block  922,  Lot  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  H.  Wisten. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 

THE  RESOLUTION  (503-46-A) 

Whereas,  York  Distributors,  Incorporated,  for  New  York 
Infirmary  for  Women  and  Children,  owner,  filed  June  26, 
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MINUTES 


1946,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  321  East  15th  street  and  2-3  Livings¬ 
ton  place,  northeast  corner  (6th  floor)  ;  (Block  922,  Lot  2), 
Borough  of  Manhattan ;  and  ,  ,  . 

Whereas,  Order  No.  44263-LC,  issued  by  the  fire  com¬ 
missioner  January  30,  1946,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  May  21,  1946,  reads: 

“Discontinue  use  of  and  remove  from  premises  re¬ 
frigeration  unit  containing  more  than  10  lbs.  of  F12 
or/confine  this  unit  in  a  fireproof  machinery  room,  used 
for  no  other  purpose — C19-96.0.05.  Note:  Refers  to  re¬ 
frigeration  unit  located  on  6th  floor.” 

Whereas,  the  applicant  states  that  the  building  is  7 
stories,  98  ft.  6  in.  in  height;  52  ft.  by  72  ft.  in  area,  of 
Class  1  construction ;  erected  1908 ;  located  in  a  residence 
use  B  area,  Class  1J4  height  district  and  used  and  occupied 
since  1912  as  follows:  cellar,  engine  room,  4  persons;  base¬ 
ment,  general  use,  15  persons;  1st  floor,  administration,  10 
persons;  2nd  floor,  patients  and  nurses,  15  persons;  3rd  floor, 
internes  and  residents,  14  persons ;  4th  floor,  patients,  28 
persons;  5th  floor,  dining  room  and  kitchen,  25_  persons; 
6th  floor,  patients,  28  persons ;  that  no  change  in  use  or 
occupancy  is  proposed ;  that  the  building  is  equipped  with 
two  interior  fireproof  stairs  and  one  fire  tower  and  an 
approved  standpipe  system  has  been  installed  and  interior 
fire  alarm  system  and  fire  drills  are  maintained ,  and 

Whereas,  the  applicant  contends  that  the  condensing  unit 
is  located  outside  of  the  building  on  a  porch  and  normally 
contains  5.5  lbs.  of  the  total  charge  of  the  12  lbs.  of  F-12  in 
the  system;  that  the  system  is  thereby  protected  from  rupture 
from  high  pressure  due  to  fire  or  otherwise  by  means  of  a 
safety  fusible  plug  which  will  release  the  charge  into  the 
atmosphere  at  212  deg.  F„  6  floors  above  the  street ;  that 
this  is  safer  than  a  unit  enclosed  in  a  room  within  the  build¬ 
ing  even  though  such  room  is  used  for  no  other  purpose; 
that  the  evaporator  is  located  inside  of  a  refrigerator  with 
latches  on  its  doors;  that  these  doors  open  in  to  the  kitchen 
which  is  closed  from  other  parts  of  the  building  by  a  door 
and  all  flames  in  the  kitchen  are  vented  directly  to  the 
atmosphere;  that  the  evaporator  contains  4  lbs.  of  Freon, 
that  the  remaining  charge  of  Freon  is_  in  the  lines ,  t  a 
should  a  leak  develop  within  the  refrigerator,  the  doors 
would  hold  the  charge  except  for  such  openings  as  might 
occur  when  food  would  be  needed  and  the  leak  would  be 
discovered  by  lack  of  refrigeration ;  that  it  therefore  does  not 
appear  practical  that  the  entire  charge  can  leak  into  the 
kitchen  at  any  one  time  and  such  portions  of  the  charge 
that  might  leak  into  the  kitchen  would  be  sucked  out  by  the 

eXSw“Sthat  Order  44263-LC,  Item  1,  issued  by  the  fire 
commissioner  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition -that  not  more 
than  12  lbs  of  F12  shall  be  employed;  that  conditions  shall  be 
maintained  substantially  as  proposed  and  as  indicted  on 
plans  filed  with  this  appeal  marked  Received  June  26,  1946, 
(wo  sheets,  and  to  the  satisfaction  of  the  hre  commissioner ; 
that  the  door  to  the  evaporating  chamber  sh: ah  be  close 

fitting;  that  the  ventilation  as  proposed  shall  be  mamtaine  . 

535-46-A 

APPLICANT— Helene  Naiman,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  me 
fire  commissioner. 

PREMISES  AFFECTED— 136  Norfolk  street,  west  side, 
274.27  ft.  south  of  Shore  boulevard  (Block  7517, 
Lot  1314),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None.  .  , 

For  Administration:  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
°  Savage  and  Blum  and  Deputy  Chief  Guinee  4 


THE'RESOLUTION  (535-46-A) 

Whereas,  Helene  Naiman,  owner,  filed  July  5,  1946,  an 
appeal  from  a  decision  and  order  of  the  fire  commissioner, 
affecting  premises  136  Norfolk  street,  west  side,  274.27  feet 
south  of  Shore  boulevard  (Block  7517,  Lot  1314),  Borough 
of  Brooklyn;  and  . 

Whereas,  Order  1411-LC  issued  by  the  Fire  Commis¬ 
sioner  February  4,  1946  and  repeated  in  his  decision  of  June 
4,  1946,  reads:  . 

“With  reference  to  your  application  dated  Nov.  23, 
1945,  for  a  permit  to  store  and  use  kerosene  oil  at  the 
above  premises,  this  department  is  without  power  to 
grant  such  a  permit  for  the  reason  that  such  storage  and 
use  is  dangerous  to  public  safety. 

You  are  therefore  hereby  ordered  to : 

1.  Reduce  the  quantity  of  kerosene  oil  stored  to  not 
more  than  10  gallons  in  approved  type  metal  safety 
containers.  Sec.  488-3,  New  York  City  Charter. 

2.  Provide  that  oil  burning  device  shall  be  of  ap¬ 
proved  type,  and  so  labeled  and  installed  according  to 
Board  of  Standards  and  Appeals  specifications,  a  copy 
of  which,  according  to  Rule  15.1,  Oil  Burner  Rules, 
shall  be  available  at  the  premises.  Sec.  488-3,  New 
York  City  Charter. 

3.  Remove  all  kerosene  drums  from  the  premises, 
including  empty  drums.  Sec.  488-3,  New  York  City 
Charter.” 

and  , 

Whereas,  the  applicant  states  the  building  is  one  story  in 

height  of  poured  concrete  construction,  occupied  as  a  one- 
family  dwelling,  erected  in  1919,  located  in  a  residence  use, 
E-l  area,  Class  1  height  district;  and 

Whereas,  the  applicant  contends  that  the  dwelling  is  fully 
detached  and  is  occupied  as  a  permanent  dwelling  by  the 
owner;  that  for  the  past  year  and  a  half  kerosene  oil  has 
been  used  for  heating  during  the  winter  season;  this 
condition  exists  in  at  least  twenty  similar  houses  in  the  neigh¬ 
borhood ;  that  compliance  with  the  order  of  the  hire  Com¬ 
missioner  would  necessitate  closing  the  houses  as  they  are 
uninhabitable  without  heat;  that  since  the  budding  has  no 
cellar  or  basement,  the  only  type  of  heat  practical  is  gas  heat , 
that  application  has  been  filed  with  the  Gas  Company  for  a 
gas  heating  unit,  but  cannot  be  promised  until  the  next  heat¬ 
ing  season  due  to  the  shortage  of  equipment ;  that  it  is  there¬ 
fore  requested  the  Board  stay  the  order  of  the  hire 
Commissioner  until  such  time  as  the  Gas  Company  can 
supply  the  premises  with  the  required  house  heating  equip 

merit  • 

Resolved,  that  Order  1411-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


MATERIALS  AND  APPLIANCE  SUBMITTED 
FOR  APPROVAL. 

390-38-SM 

APPLICANT— Truscon  Steel  Company,  owner. 

SUBJECT— Truscon  “O-T”  Open  Truss  Steel  Joists,  ap¬ 
proval  of. 

APPEARANCES—  _  .  tt  ,  t  u  m 

For  Applicant:  William  H.  Gilhgan  and  John  i. 

Angoth.  , 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  u 

THE  RESOLUTION  (390-38-SM) 

Whereas,  Truscon  Steel  Company,  owner,  filed  on  May 

20,  1938,  an  application  with  the  Board  of  Standards  and 

Appeals  for  approval  of  the  material  known  as  1  ruscon 

“O-T”  Open  Truss  Steel  Joists  ;  and 
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Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  26,  19-16. 

Re :  Cal.  390-38-SM. 

Subject:  Truscon  “O-T”  Open  Truss  Steel  Joists,  Ap¬ 
proval  of. 

The  Truscon  Steel  Company  of  Youngstown,  Ohio, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals,  under  the  requirements  of  C26-1 78.0b,  for  the 
approval  of  their  Open  Web,  Welded  Steel  Joists  (Fig. 
1),  for  use  under  C26-519.0  in  classes  of  construction  as 
provided  under  C26-240.0,  C26-241.0,  C26-244.0  and  C26- 
620.0,  paragraph  c,  item  b  (b)  for  loads  as  specified 
under  C26-5 19.0b,  such  joists  to  meet  the  loading  and 
bridging  tests  as  provided  in  C26-519.0e,  Administrative 
Building  Code. 


Fig.  1. 


Description  and  Manufacture 

Truscon  “O-T”  Open  Truss  Steel  Joists,  as  used  in  a 
floor  or  roof  system  (Figure  1)  are  single  welded  units 
in  the  form  of  a  Warren  truss  having  top  and  bottom 
chords  of  wide  t5e-shaped  members  and  a  plain  round 
continuous  web  member.  The  bottom  chord  is  con¬ 
tinuous  from  end  to  end  of  joist  and  bent  up  at  the  ends 
to  form  the  bearings  (Figure  2). 

The  joists  are  manufactured  from  hot  rolled  steel 
shapes  conforming  to  A  STM  Standard  Specifications  for 
Steel  for  Bridges  and  Buildings  Designation  A-7  of 
latest  adoption.  The  component  parts  are  first  sheared 
to  their  required  lengths.  The  straight  top  chord  mem¬ 
bers  are  then  transported  to  the  automatic  electric  weld¬ 
ing  machines  for  assembly.  The  bottom  chord  and  web 
members  are  bent  to  their  required  shapes  by  means  of 
automatic  bending  machines  from  which  points  they  are 
transported  by  conveyors  to  the  automatic  electric  weld¬ 
ing  machines  for  assembly  with  the  top  chords.  These 


Fig.  2. 


Fig.  3. 


component  parts  arc  then  assembled  (except  for  their 
ends)  by  means  of  electric  machine  welding  under  pres¬ 
sure.  A  metal  marking  tag  is  attached  to  each  joist  for 
identification  in  erection. 

The  partially  completed  joists  are  then  transported  by 
conveyors  to  the  automatic  electric  and  welding  ma¬ 
chine  where  fillers  are  inserted  between  the  top'  and 
bottom  chords  at  the  ends  and  electrically  welded  into 
place  under  pressure.  The  joists  are  completely  as¬ 
sembled  by  automatic  electric  welding  under  pressure, 
producing  uniform  connections  and  homogeneous  joints 
of  required  strength  (Figure  3). 

The  joists  are  completely  fabricated  and  subjected  to 
a  thorough  inspection.  To  insure  uniform  connections, 
sample  welded  joints  are  made  and  tested  for  every 
set-up.  These  sample  welded  joints  are  subjected  to  and 
must  safely  resist  a  stress  of  three  times  the  design 
load  in  order  to  assure  a  factor  of  safety  of  three  (3) 
for  all  connections.  After  inspection,  the  joists  are  then 
transported  by  conveyors  through  an  automatic  spray¬ 
painting  machine,  where  each  receives  a  shop  coat  of 
paint  by  means  of  a  continuous  and  thorough  spraying 
from  ail  directions,  providing  a  uniform  and  heavy  pro¬ 
tective  coat  of  Gilsonite  Asphalt  and  Od  paint  with  a 
high  percentage  of  carbon  black. 

The  properties  and  dimensions  of  these  joists  are 
shown  in  Table  1. 


Fig.  4. 


T  ests 

Samples  of  the  Applicant’s  joists  were  subjected  to 
tests  at  the  Youngstown  Plant  of  the  Truscon  Steel 
Company  on  June  14,  1946,  as  prescribed  in  C26-519.0e, 
as  follows : 

The  test  panel  consisted  of  three  joists  designated  as 
“A”,  “B”  and  “C”— “B”  being  the  middle  joist.  Each 
joist  had  20  panel  points,  #7  and  #14  being  at  the  third 
points  of  the  span  and  the  center  of  the  joists  being 
midway  between  panel  points  #10  and  #11.  The  joists 
were  type  SJ-81,  8"  in  depth,  mounted  on  a  structural 
frame  consisting  of  18"  W.  F.  supporting  beams,  16' 
0"  apart  in  the  clear,  and  8"  W.  F.  side  beams.  The 
length  of  the  bearing  of  the  joists  on  the  18”  beams  was 
4".  Joists  were  connected  to  the  supports  by  welds  1" 
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PROPERTIES  AND  DIMENSIONS  OF  TRUSCON  “O-T”  OPEN  TRUSS  STEEL  JOISTS 


Joist 

Type 

Nominal 
Depth  * 

Top 

Chord 

Section 

Boffom 

Chord 

Section 

Neb 

Plain 

Round 

Section 

Interior 

Panel 

Dimension 

"X" 

Maximum 

Exterior 

Pone! 

Dimension 

'Y' 

Moment 
of  Inertia 

I 

About  Hor. 
Axis 

S.J.I.  Standard 
Properties 

Resisting 
Momen  t 

End 

Reaction 

Inches 

Number 

Number 

Dia.  In. 

Inches 

Ft.  In. 

In 4 

In.  Lbs. 

Lbs 

81 

8 

421 

421 

*6 

9 

1-51 

11.36 

29.500 

1600 

82 

8 

422 

421 

* is 

9 

1-51 

12.99 

52.500 

1900 

!02 

10 

422 

421 

Vs 

II  % 

l-9'6 

19.88 

63.  000 

1900 

103 

10 

423 

422 

he 

II1 8 

l-9<3 

24.65 

82.000 

1950 

104 

10 

424 

423 

* 

Ilk 

! -9k 

30.02 

100 . 000 

2200 

123 

12 

423 

422 

13*8 

2-/18 

34.69 

92.000 

2200 

124 

12 

424 

423 

H 

13*6 

2-  I  % 

43.14 

115 .  000 

2300 

125 

12 

425 

424 

% 

13*6 

2-0*8 

50.58 

142.  000 

2500 

126 

12 

426 

425 

% 

13*6 

2-0*8 

63.30 

175 ,  000 

2700 

145 

14 

425 

424 

% 

1544 

2-4*4 

70.56 

156.  000 

2900 

146 

14 

426 

425 

15*4 

2-4*8 

87.  77 

205,  000 

3100 

147 

14 

427 

426 

*6 

15k 

2-2*« 

100.  85 

246 . 000 

3400 

166 

16 

426 

425 

s 

17% 

2-6*6 

112.  12 

232.000 

3200 

167 

16 

427 

426 

*8 

17*6 

2-6*8 

137.  42 

281.000 

3600 

Actual  depths  vary  slightly  from  nominal  depths  by  plus  or  minus. 


K 


3: 


Sections  42!  to  427  Inclusive. 


Section 

IJV 

, 

T 

H 

P 

Area 

About  Horizontal 
Axis 

I 

r 

No. 

Inches 

Inches 

Inches 

Inches 

Sq.  In. 

In A 

In. 

42! 

1*6 

.125 

*6 

.175 

.39/ 

.0078 

.141 

422 

2k 

.129 

*6 

.157 

.478 

.0089 

.137 

'423 

2k 

.143 

n 

.203 

.572 

.0184 

.179 

424 

2k 

.203 

.218 

.707 

.0243 

.186 

425 

2ht 

.248 

.226 

.870 

.0305 

.187 

426 

2 1 

.258 

*8 

.303 

1.020 

.0738 

.269 

427 

■  ■ 

2*4 

- 

.3)25 

H 

.308 

1.234 

.0694 

.269 

Table  1 
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Joist  Type:  I66-I2E 


Calculation  of  Allowable  Stress  in  Top  Chord  : 
Unsupported  length  =  17  7/q  -  length  of  weld  ( T)  =  16  7/s" 

18000 

Allowable  stress  *  fs -  j+  J2  =  14771  **/a» 

13000  r  2 

Calculation  of  Allowable  Stress  in  Web: 

Web  =  "round ;  Unsupported  length  -  16  '//6" 

_ 18000 _ 

Allowable  stress  -  fs  -  ^  16.062 5  2  =  II 340  *7°" 

18000  x.!56 2 


To  Determine  Maximum  End  Reaction : 


Calculation  of  Resisting  Moments  of  Chord  Members  ■ 

Top  Chord  =426  Section;  Bottom  Chord- 425 Section  ; 
Effective  depth  -  distance  between  centers  of  gravity  of 
top  and  bottom  chords  =  15.3747 "-.303"-. 226"=  15.4457" 
R.M. of  Top  Chord* 1020 °"x  14771  x  15.4457  "*23271 I  inch  lbs. 
R.M. of  Bottom  Chord*. 870  °"x  18000 x 15.4457 "=241.873 inch  lbs. 
R.M.  required  by  Steel  Joist  Institute  =  232,000  inch  lbs. 
The  resisting  moment  of  the  top  chord  governs  because 
it  is  less  than  the  R.M  of  the  bottom  chord. 
Calculation  of  Safe  Loads  ■ 


W  J> 


w* 


SM 

Lx  12 


8  x  232.7 II 

Lx  12 


This  value  of  W  must  not  exceed  twice  the  Maximum 
End  Reaction  as  calculated  below. 


■ — yvi — - 

- - W2  - - 

- - Wt  — -) 

1 

-A 

/\/V"'  \T“ \/\/\ 

_ 

n .  _ 

-m  P  t— 

*  J.  S 

r  Jk  2  1 

- /  - 

Beginning  at  the  center  of  the  joist  and  considering  the  load  sustained  by  each  compression  web  member,  we 
find  that  the  2nd  diagonal  from  each  end  sustains  all  load  from  its  base  to  the  center  of  the  joist  and  the 
remaining  portion  of  the  floor  load  is  sustained  by  the  end  portion  of  the  joist. 

Therefore  load  W2  equals  twice  the  shear  value  of  the  2nd  diagonal. 

This  load  Wz  divided  by  the  distance  J 2  gives  the  carrying  capacity  of  the  joist  per  lineal  foot  and, when  multiplied 
by  the  dear  span  L ,  gives  the  total  carrying  capacity  of  the  joist  which  is  twice  the  end  reaction. 

Calculation  of  2nd.  Diagonal  Shear  \7a!ue :  Calculation  of  Maximum  End  Reaction: 


V -  fs  x  area  x  cos  30°=  1 1340 x.  3068  x.  866  *  3013  ** 
Preparation  of  Safe  Load  Tables: 

From  "Calculation  of  Safe  Load"  we  obtain  the  value 

W  -  ~  fouf  noj-  f0  exceed  8090  * 

L  x  12 

^22^^12^  =  7^5^?  **  safe  load  by  resisting  moment. 


Assuming  a  clear  span  of  22-0" and  a  joist  type  166 
the  complete  nomenclature  of  the  required  joist 
would  be  166-12  E  ( 22-9l/r4" overall ).  The  distance 
J 2  would  be  II  x  l'-57/<s  or 

-  8090* or  Max.  End  Reaction  of 4045** 

/6-4ws 

Steel  Joist  Institute  required  end  reaction  * 3200  * 
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long,  on  each  side  of  the  joist  flange.  The  two  8”  side 
beams  were  held  in  position  by  welding  2 /i"  x  2/2"  x 
V/4"  angle  struts  to  the  top  and  bottom  flanges  near 
the  third  points.  These  struts  were  shimmed  out  1" 
to  clear  the  joists. 

The  load  consisted  of  a  steel  box  containing  steel 
scrap  and  hung  on  the  joist  by  a  fA"  wide  machined 
yoke. 

Test  # 1  proving  the  capacity  of  a  joist  to  sustain  a 
load  of  800  lbs.  at  any  panel  point. 

In  the  performance  of  this  test,  the  load  was  applied 
only  to  Joist  “B”.  There  was  no  bridging  installed 
between  joist  “B”  and  the  adjacent  joists  “A”  and  “C” 
although  the  top  and  bottom  chords  of  the  three  joists 
were  stayed  laterally  at  the  third  points  by  means  of 
horizontally  installed  spacers  and  the  outer  joists  “A” 
and  “C”  were  also  stayed  laterally  at  the  third  points 
to  the  side  beams  of  the  supporting  frame.  All  lateral 
stays  were  made  from  the  same  §4"  channel  material 
used  in  the  manufacture  of  Truscon  standard  $4"  chan¬ 
nel  strut  bridging.  This  simulated  bridging  was  used 
to  brace  the  loaded  middle  joist  “B”  against  yielding 
laterally,  while  the  absence  of  diagonal  strut  bridging 
prevented  any  part  of  the  load  being  transmitted  from 
the  middle  joist  to  the  side  joists.  The  load  was  applied 
to  panel  points  2  to  20  inclusive,  panel  point  1  being 
too  close  to  the  support  to  permit  the  application  of 
the  load  here.  Deflection  readings  were  taken  by  means 
of  Ames  dials  set  at  the  third  points  (panel  points  #7 
and  #14),  and  at  centers  of  joists  between  panel  points 
#10  and  #11  of  all  three  joists.  The  test  proved  that 
no  part  of  the  load  was  transmitted  to  the  side  joists 
“A”  and  “C”  by  showing  no  deflection  at  any  point 
for  these  joists,  and  the  table  below  shows  deflections 
for  the  middle  joist  “B”  only. 


Deflections  for  Test  #1  in  Inches 


Middle  Ioist 

“B” 

Loaded 

Panel  Point 

Point  #7 

Center 

Point  #14 

#1 

No  Load — See  Above 

2 

.130 

.129 

.100 

3 

.180 

.180 

.138 

4 

.224 

.228 

.175 

5 

.262 

.262 

.210 

6 

.297 

.307 

.240 

7— F3  Point 

.322 

.340 

.268 

8 

.332 

.367 

.292 

9 

.337 

.385 

.312 

10 

.334 

.396  Max. 

.328 

—  Center 

11 

.327 

.392 

.339 

12 

.313 

.379 

.341 

13 

.312 

.379 

.342 

14 — point 

.295 

.360 

.339 

15 

.270 

.335 

.331 

16 

.245 

.305 

.308 

17 

.213 

.266 

.272 

18 

.181 

.208 

.236 

19 

.145 

.184 

.192 

20 

.108 

.138 

.144 

Under  the  test  load  the  joist  showed  no  sign  of  distress 
remained  in  true  alignment.  The  top  flange  showed  no 
tendency  to  deflect  laterally  and  it  was  obvious  that  the 
test  load  was  considerably  less  than  that  which  would 
produce  failure.  Test  #2  proved  this  point  conclusively. 

Test  #2  proving  the  capacity  of  one  line  of  bridging 
to  transmit  directly  at  least  500  lbs.  from  a  loaded  joist 
to  the  adjacent  joists. 

For  this  test  a  load  of  1585  lbs.  was  applied  to  the 
middle  joist  “B”  at  panel  point  #11,  one  of  the  two 
panel  points  nearest  the  center  of  joist.  Only  one  line 
of  bridging  was  placed  near  this  panel  point  toward 
the  center.  The  bridging  was  Truscon  standard 
channel  strut  bridging  placed  diagonally  between  the 


middle  joist  “B”  and  the  side  joists  “A”  and  “C’\  Sim¬ 
ulated  bridging  (as  for  Test  #1)  was  placed  horizon¬ 
tally  between  the  side  joists  “A”  and  “C”  and  the  side 
beams  at  both  top  and  bottom  chords.  The  simulated 
bridging  transmitted  the  horizontal  components  of  the 
stress  in  the  diagonals  of  the  interior  strut  bridging 
to  the  side  beams,  but  no  vertical  load  was  transmitted 
as  proved  by  Test  #1.  The  load  transmitted  to  each 
side  joist  by  the  diagonal  bridging  is  equal  to  the  ratio 
of  the  deflection  of  each  side  joist  to  the  sum  of  the 
deflections  of  all  three  joists  multiplied  by  the  load 
(1585  lbs.)  applied  to  the  middle  joist.  The  bridging 
therefore  transmitted  to  joists  “A”  and  “C” : 

.158 +  .178 

- X  1585  =  631  lbs.  (297  lbs.  on  Joist  “A” 

.846  and  334  lbs.  on  Joist  “B”) 

Readings  were  taken  at  the  center  of  all  joists.  The 


results  were : 

Deflection 

Load 

Toist  “A”  . 

. 158" 

297  lbs. 

Joist  “B” — middle  . . 

. 510" 

954  lbs. 

Joist  “C”  . 

. 178" 

334  lbs. 

Total  . 

. 846" 

1585  lbs. 

Also  in  this  test,  it  was 

evident  that  the  load 

was  less 

that  that  which  would  produce  failure,  as  neither  joist 
nor  bridging  showed  any  signs  of  distress,  but  remained 
in  true  alignment  throughout,  and  showed  full  recovery 
from  deflection  when  the  load  was  removed. 

Discussion  of  Results  of  Tests 
1.  Stresses  in  Middle  Joist  “B” 

The  concentrated  load  supported  by  the  center  joist  in 
Test  #2  was  1585  lbs.  minus  631  lbs.  which  was  trans¬ 
mitted  to  the  adjacent  joists  leaving  954  lbs.,  which  is 
the  equivalent  of  a  uniformly  distributed  load  of  1908 
lbs.  The  catalogue  rated  uniform  load  per  joist  is 
1230  lbs. 

Distance  between  centers  of  gravity  of  top  and  bottom 
chords  of  Type  84  joist  as  tested  is  7.62"  and  each 
chord  area  is  .391  square  inches.  The  table  below  shows 
bending  moment  and  unit  stress  in  chords  for  the  differ¬ 
ent  conditions. 


B.M.  (Ft.  Lbs.) 

Unit  Stress 

Test  #1 

3200 

12,900  lbs.  per  sq.  in. 

Test  #2 

3816 

15,400  lbs.  per  sq.  in. 

Catalogue  Rated 

Uniform  Load 

1230  lbs. 

2460 

9,900  lbs.  per  sq.  in. 

2.  Deflection  of  Middle  Joist  “B” 

Maximum  deflection  at  center  for  Test  #1 :  .396"  or 
1  /485th  of  span.  Maximum  deflection  at  center  for 
Test  . #2:  .510"  or  1  /376th  of  span.  Theoretical  deflec¬ 
tion  at  center  for  a  Catalogue  rated  uniform  load  of 
1230  lbs.  for  T3'pe  81  joist  as  tested  is  .344"  or  1  /557th 
of  the  span. 

3.  Stress  in  Bridging  Under  Test  #2 

Truscon  J4”  standard  channel  strut  bridging  (Figure 
4)  is  made  from  11/16"  x  9/16"  x  18  gauge  channel 
section  with  area  .086  square  inches  and  r  =  .18".  The 
clear  distance  between  joists  in  test  panel  was  24" — 
1 54"  =  22 Y%' .  The  tangent  of  the  angle  between  the 

8 

diagonal  and  a  horizontal  line  was  -  r=:  0.357 ; 

22.375 

cosecant  of  angle  =  2.97. 

The  vertical  shear  between  joists  “B”  and  “C”  was 
equal  to  the  load  carried  by  joist  “C”  or  334  lbs. 

The  stress  in  each  diagonal  bridging  member 
334  x  2.97 

- =  5800  lbs.  per  square  inch. 

2  x  .086 

The  unsupported  length  of  each  diagonal  bridging 

1 

member  =  8  x  2.97  -  -  23.76".  The  —  =  132. 

r 
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Allowable  unit  stress  in  compression  based  on 
18,000 

- =  9080  lbs.  per  square  inch. 

I2 

^  H - 

18,000r2 

The  Applicant  has  filed  test  data  of  other  load  tests 
with  details  and  results  as  follows : 

A  load  test  was  made  by  the  Pittsburgh  Testing 
Laboratory  of  Pittsburgh,  Pennsylvania  at  Truscon  Steel 
Company’s  plant,  Youngstown,  Ohio  on  August  10,  1934. 
Nine  12"  joists  Type  124  spaced  24"  on  centers  on  a 
clear  span  of  20'  0"  were  bridged  with  2  rows  of  bridg¬ 
ing  6'  8"  from  each  end  of  the  joists.  A  wood  platform 
made  of  3"  x  12"  planks  was  laid  over  the  joists.  Deflec¬ 
tions  were  measured  by  means  of  Ames  Dials  at  the 
center  of  the  span  when  joists  were  loaded  to  their  calcu¬ 
lated  safe  carrying  capacity  of  96  pounds  per  square  foot, 
readings  being  taken  on  the  first,  third,  fifth,  seventh  and 
ninth  joists  in  the  panel.  The  average  deflection  was 
.642"  whereupon  the  Ames  dials  were  removed  and  joists 
loaded  to  destruction.  Maximum  total  load  per  square 
foot  at  failure  was  220  lbs.  Catalogue  rated  load  per 
square  foot  is  96  lbs. 

A  load  test  for  the  Department  of  Public  Safety, 
Bureau  of  Building  Inspection,  City  of  Philadelphia, 
Pennsylvania  was  made  by  Prof.  H.  C.  Berry  of  Penn¬ 
sylvania  University  on  February  17  to  21,  1930.  Four 
10"  joists  Type  104  spaced  1 7^2 "  on  centers  on  a  clear 
span  of  19'  0"  were  bridged  with  two  rows  of  bridging 
at  the  third  points.  A  concrete  slab  2 ]/2"  thick  was  laid 
over  the  joists  and  was  loaded  through  a  hydraulic  jack 
acting  against  an  encased  heavy  steel  ceiling  beam  and 
on  a  double  series  of  pyramided  beams  arranged  to  dis¬ 
tribute  the  load  uniformly.  A  uniform  load  of  200  lbs. 
per  square  foot  was  maintained  for  24  hours  and  then 
increased  to  310  lbs.  per  square  foot  without  causing 
failure  of  the  joists.  The  catalogue  rated  load  per  joist 
is  3510  lbs.  The  test  load  applied  per  joist  was  8530  lbs. 
or  2.42  times  the  catalogue  load. 

General 

The  use  of  steel  joist  construction,  a  form  of  fire 
resistive  construction  which  is  permitted  in  Class  II 
construction,  when  protected  by  a  top  slab  of  concrete 
and  a  ceiling  of  metal  lath  and  plaster  as  provided  in 
C26-620.0,  Paragraph  c,  Item  (b).  In  order  that  in¬ 
stallations  be  properly  made,  the  following  require-, 
ments  must  be  observed : 

Each  joist  shall  receive  paint  protection  complying 
with  C-26-519.0h,  and  after  placing  in  position,  ail 
abrasions  and  welds  shall  be  similarly  protected. 

Design  spacing,  span  and  loading  of  steel  joists  shall 
comply  with  C26-519.0a,  c  and  d. . 

Permissive  uses  of  steel  joists  shall  be  as  contained 
herein,  and  'within  load  limits  as  prescribed  in  C26- 
519.0b. 

Bridging  shall  be  of  the  strut  type,  meeting  the  re¬ 
quirements  of  C26-519.0c,  and  tightly  secured  to  the 
joist  flanges  by  clipping,  bolting  or  welding,  before 
attaching  the  joists  to  the  bearings.  Beam  bridging 
may  be  used  as  an  alternate  to  strut  bridging,  when 
such  bridging  consists  of  properly  proportioned  hot 
rolled  channels,  is  attached  to  the  under  side  of  the  top 
flange,  and  is  positioned  rigidly  by  means  of  U-bolts 
or  equivalent  welding.  Where  the  last  joist  parallels 
a  structural  steel  beam,  equivalent  bridging  to  such 
beam  shall  be  provided.  The  spacing  of  such  bridging 
shall  conform  to  the  requirements  of  C26-519.0e, 
wherein  it  is  provided  that  bridging  be  spaced  not  more 
than  6  ft.  apart  and  not  more  than  6  ft.  from  the 
supports. 

Bearing  and  anchoring  of  steel  joists  on  steel  sup¬ 
ports  shall  meet  the  requirements  of  C26-519.0e.  Be¬ 
fore  securing  the  joists  to  the  supports  they  shall  be 


positioned  as  required  in  the  design.  The  joists  shall 
then  be  secured  by  means  of  adequate  clips,  bolts  or 
electric  arc  welds.  When  welding  is  used,  the  welds 
shall  be  not  less  than  one  inch  in  length,  on  both  sides 
of  the  flange,  such  welding  to  be  in  accordance  with 
the  requirements  of  the  Board’s  rules. 

When  used  on  masonry  bearing  walls  each  third 
joist  shall  be  provided  with  at  least  a  Y&'  diameter  rod 
anchor  attached  to  the  bearing  end  of  the  joist,  so  as 
to  secure  the  joist  to  the  masonry.  Bearing  area  shall 
be  so  proportioned  that  allowable  compressive  strengths 
of  masonry  under  Sec.  C26-356.0  and  C26-362.0  are  not 
exceeded. 

All  steel  joists  shall  be  fastened  and  permanently 
bridged  before  subjecting  the  panel  to  construction  of 
other  loads.  Caution  shall  be  exercised  to  prevent  undue 
load  concentrations. 

Floor  openings  not  exceeding  4  ft.  in  a  direction  at 
right  angles  to  joist  may  be  framed  by  means  of  ade¬ 
quately  proportioned  header  angles  secured  to  framing 
joists  by  adequate  bolts  or  welds,  and  provided  the 
joists  are  designed  accordingly. 

Ceilings  and  plaster  may  be  of  the  suspended  type, 
complying  with  the  requirements  of  C26-461.0,  or  of 
the  contact  type.  Metal  lath  shall  be  of  rib  lath  weigh¬ 
ing  not  less  than  3#  per  square  yard,  or  other  types  of 
lath  which  have  been  approved  for  use  w7ith  1  )/2  hour 
fire  resistive  ceiling  construction. 

As  the  construction  proceeds,  no  cutting  away  of  the 
flanges  or  web  sections  shall  be  permitted. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Truscon 
“O-T”  Open  Truss  Steel  Joists  in  sizes  as  listed  herein, 
under  C26-191.0a  as  having  met  the  requirements  of 
,C26-519.0e  for  use  in  classes  of  construction  as  pro¬ 
vided  under  C26-240.0,  C26-241.0,  C26-244.0  and  C26- 
620.0,  paragraph  c,  item  1  (b)  when  made  and  installed 
as  described  herein  and  as  required  under  C26-519.0, 
with  such  welding  as  is  required  performed  in  accord¬ 
ance  with  the  rules  of  the  Board,  and  provided  further 
that  each  bundle  of  joists  shall  be  identified  as  to 
dimensions  and  shall  bear  additional  wording,  reading 
as  follows:  “Approved  for  use  in  New  York  City  by 
the  Board  of  Standards  and  Appeals  under  Cal.  390- 
38-SM”.  It  is  also  recommended  that  each  design  sub¬ 
mitted  to  the  Department  of  Housing  and  Buildings 
shall  bear  wording  reading  as  follows :  “joists  used  in 
this  design  are  made,  designed  and  used  in  accordance 
with  the  provisions  of  the  approval  granted  under  Cal. 
390-38- SM.” 

( Sgd. )  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Truscon  “O-T”  Open 
Truss  Steel  Joists  in  accordance  with  the  above  report. 


204-46-SA 

APPLICANT — Iron  Fireman  Manufacturing  Co.,  owner. 
SUBJECT — Iron  Fireman  Oil  Burner,  Model  V,  approval 
of. 

APPEARANCES— 

For  Applicant :  George  E.  Widmayer. 
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ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  the  Board. 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (204-46-A) 

Whereas,  Iron  Fireman  Manufacturing  Co.,  owner,  filed 
on  March  19,  1946,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
Iron  Fireman  Oil  Burner,  Model  V ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Re:  Cal.  204-46-SA. 

Subject:  Iron  Fireman  Oil  Burner, 

Model  V,  Approval  of.  June  25,  1946. 

The  Iron  Fireman  Manufacturing  Company  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Iron  Fireman  Oil  Burner,  Model  V, 
under  the  provisions  of  Cl 9-57.0  Administrative  Code 
and  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals. 

Description. 

This  is  a  mechanical  draft,  gun-type  conversion  oil 
burner  with  vertical  nozzle  suitable  for  installation  in 
hot  water  or  steam  boilers  or  warm  air  furnaces.  The 
burner  consists  basically  of  an  electric  motor,  fan,  an 
adjustable  fuel  unit  with  strainer,  draft  tube,  firing 
head  and  nozzle  for  discharging  fuel.  The  ignition 
system  within  the  unit  includes  a  transformer,  bus  bars 
and  electrodes.  The  unit  is  mounted  on  an  adjustable 
pedastal-type  base.  The  portion  of  the  unit  which  is 
not  encased  in  the  furnace  or  boiler  is  covered  by  a 
soundproof  enclosure. 

A  1/6  HP  G.E.  1725  r.p.m.,  120  volt,  60  cycle  single¬ 
phase  motor  of  enclosed  type  is  bolted  to  the  right- 
hand  side  of  the  frame  and  is  coupled  directly  to  the 
fan  and  to  the  fuel  unit  by  a  flexible  drive  coupling. 

A  Webster  fuel  unit  is  mounted  on  the  left-hand  side 
of  the  frame  opposite  the  motor.  The  fuel  unit  may  be 
used  for  either  one  or  two-line  installations.  The  oil 
is  pumped  through  strainers  to  the  burner  nozzle  at  a 
pressure  which  may  be  regulated  by  an  adjustment 
screw  on  the  fuel  unit. 

The  oil,  not  heavier  than  #3  U.S.  Dept,  of  Commerce 
standard  is  discharged  from  the  nozzle  into  the  com¬ 
bustion  chamber  in  the  form  of  a  fine  spray.  Nozzles 
are  available  in  different  sizes,  depending  upon  the 
gallons  per  hour  of  oil  to  be  burned.  The  nozzle  in¬ 
corporates  a  fine  mesh  filtering-screen. 

A  multivane-type  fan  forces  the  air  through  the  draft 
tube  at  a  constant  pressure.  The  volume  of  air  is  regu¬ 
lated  by  the  adjustable  friction-type  air-regulator 
shutters.  The  air  is  directed  from  the  fan  to  the  firing 
head  through  the  draft  tube,  which  also  serves  as  a 
housing  for  the  ignition  bars.  Draft  tubes  are  avail¬ 
able  in  different  lengths  to  accommodate  any  installa¬ 
tion  requirements.  The  firing  head  is  a  specially  de¬ 
signed  chamber  which  directs  the  air  from  the  draft 
tube  to  the  point  of  combustion  in  such  a  way  as  to 
create  a  whirling  vortex  of  air,  which  mixes  with  the 
oil  spray  to  form  a  flat,  bowl-shaped  luminous  flame. 

A  10,000  volt  G.E.  transformer  is  mounted  on  the 
unit  below  the  motor.  Current  is  transferred  to  the 
electrodes  by  the  ignition  and  bus  bars.  The  electrodes 
provide  instantaneous  ignition  when  the  burner  starts  to 
operate.  The  ignition  controls  may  be  set  for  either 
constant  or  intermittent  operation.  The  entire  unit  can 
be  raise*!  or  lowered  to  align  the  burner  with  furnace 
or  boiler  by  rotating  the  base  on  the  adjusting  port. 

That  portion  of  the  burner  unit  extending  from  the 
furnace  or  boiler  is  fully  covered  and  protected  by  the 


enclosure  assembly.  After  the  burner  has  been  installed, 
this  enclosure  may  be  adjusted  so  that  it  is  level,  despite 
irregularities  of  the  floor.  The  burner  capacity  is  from 
1  to  2.5  gallons  per  hour.  Controls  consist  of  Iron 
Fireman  Pressuretrol,  Iron  Fireman  Thermostat,  Min¬ 
neapolis  Honeywell,  Acquastat  and  Protecto-relay. 

The  burner  has  been  approved  by  the  Underwriters 
Laboratories  Guide  #300-104  File  MP  725. 

Inspection  and  Test. 

The  burner  was  inspected  and  tested  at  1401  West  6th 
Street,  Brooklyn,  in  the  presence  of  Commissioner  C. 
M.  Blum  and  Chief  Engineer  L.  V.  Huber  of  the  Cojn- 
mittee  on  Tests,  C.  P.  Ritter,  G.  Witmayer  and  Mr. 
Stanley  representing  the  manufacturers.  With  the  oil 
supply  cut  off  and  a  cold  combustion  chamber  the  burner 
was  put  into  operation  and  the  controls  functioned  and 
shut  the  burner  down  in  90  seconds.  Tbe  burner  was 
then  put  into  normal  operation  and  during  the  period 
of  test  the  controls  functioned  as  designed.  There  were 
no  flarebacks  and  the  flame  was  clean  and  free  from 
smoke  and  soot.  The  combustion  chamber  showed  no 
undue  carbon  deposits.  An  analysis  of  the  flue  gases 
showed  9.4%  CO2. 

Recommendation. 

On  the  basis  of  this  inspection  and  test  and  the  data 
filed  with  this  application,  the  Committee  on  Tests 
recommends  the  approval  of  the  Iron  Fireman  Oil 
Burner,  Model  V,  for  domestic  and  commercial  instal¬ 
lation  with  fuel  oil  not  heavier  than  #3  U.S.  Department 
of  Commerce  standard,  when  installed  in  accordance 
with  this  report  and  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals,  provided  the  burner  bears  a 
label,  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  under  Cal.  #204-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM; 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Iron  Fireman  Oil 
Burner,  Model  V  in  accordance  with  the  above  report. 


251-46-SM 

APPLICANT — Charles  A.  Lutz,  for  Pittsburgh  Steel  Co., 
owner. 

SUBJECT — Pittsburgh  Steeltex  Stucco  Reinforcing  Wire 
Mesh,  Types  38-14,  38-16,  P-216,  C-214,  C-216, 
AA-1414  and  AA-1616  and  Nails,  approval  of. 
APPEARANCES— 

For  Applicant :  Charles  A.  Lutz. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (251-46-SM) 

Whereas,  Charles  A.  Lutz,  for  Pittsburgh  Steel  Co., 
owner,  filed  on  April  10,  1946,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material  known 
as  Pittsburgh  Steeltex  Stucco  Reinforcing  Wire  Mesh,  Types 
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38-14,  38-16,  P-216,  C-214,  C-216,  AA-1414  and  AA-1616 
and  Nails;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  251-46-SM  June  28,  1946 

SUBJECT :  Pittsburgh  Steeltex  Stucco  Reinforcing 
Wire  Mesh,  Types  38-14,  38-16,  P-216, 
C-214,  C-216,  AA-1414  and  AA-1616  and 
Nails,  Approval  of. 

The  Pittsburgh  Steel  Company  of  Pittsburgh,  Penn¬ 
sylvania,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  their  stucco  base  material 
and  accessories  as  herein  described  under  the  require¬ 
ments  of  C26-178.0b,  Administrative  Building  Code. 

The  Committee  on  Tests  has  examined  samples  of 
the  materials  and  also  inspected  several  houses  where 
thej^  were  being  applied  as  bases  for  stucco.  The  mate¬ 
rials  are  described  as  follows: 


Stucco  Reinforcing 

There  are  seven  different  types  of  Pittsburgh  Rein¬ 
forcing  for  exterior  walls.  Although  the  basic  design  of 
each  is  the  same,  slight  variations  of  their  final  form 
are  made  necessary  by  the  differing  requirements  of  the 
many  types  of  exterior  construction  over  which  lath  for 
stucco  is  applied.  The  three  types  of  Steeltex;  for 
stucco  (waterproof  backing  attached)  are:  Steeltex 
38-14,  Steeltex  38-16,  and  Self-furring  Steeltex  P-216. 
The  other  four  types  are  (no  backing  attached)  and 
Self-furring  C-2l4  and  C-216,  Welded  Wire  Reinforce¬ 
ments  AA-1414  and  AA-1616. 

The  choice  of  specific  types  of  Reinforcing  Lath  for 
Stucco  is  dependent  upon  the  type  of  construction  in¬ 
volved,  and  the  methods  of  application  contemplated. 
The  following  table  describes  the  various  types  of  Re¬ 
inforcement  Lath  and  indicates  the  type  of  construction 
to  which  they  are  applicable. 


Description 


SELECTION  CHART 
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Steeltex  Type  38-14  is  composed  of  a  2"  x  2"  mesh, 
14  gauge,  electrically  welded,  galvanized,  copper-bearing 
steel  wire  fabric  to  which  is  secured  a  waterproofed 
membrane  backing  consisting  of  a  double  layer  of  ma¬ 
terial,  with  the  layers  cemented  to  each  other  and 
further  waterproofed  by  a  layer  of  mastic  compound 
between.  The  backing  is  fastened  to  the  reinforcing 
wires  by  crimped  stitch  wires  which  permit  it  to  fall 
away  from  the  steel  reinforcement  ,  thus  insuring  the 
complete  embedment  of  the  steel  wires  in  the  stucco 
slab.  The  backing,  in  addition  to  providing  a  suitable 
base  to  receive  and  hold  the  wet  mortar  until  it  has  set, 
aids  in  the  'curing  of  the  stucco  and  furnishes  a  seal 
against  infiltration  of  air,  dirt  and  moisture.  Steeltex 
38-14  is  supplied  in  rolls  49"  wide  and  110)4'  long,  con¬ 
taining  50  square  yards  and  weighing  141  pounds  per 
roll,  gross  weight.  Also  applied  in  sheets  49"  x  52", 
shipped  in  bundles  of  80  square  yards  (41  sheets)  weigh¬ 
ing  240  pounds  gross  weight.  In  new  construction  it  is 
nailed  direct  to  studs  or  over  wood  sheathing,  with 
Steeltex  Furring  nails.  When  applied  direct  to  studs, 
it  offers  two  advantages.  Tt  is  suited  for  remodeling 
and  modernizing  where  drop  siding,  clapboard,  or 
shingles  form  the  exterior  side  walls.  Tt  can  be  nailed 
directly  over  the  old  siding,  eliminating  the  incon¬ 
venience  and  expense  of  removing  the  former  siding 
material. 

Steeltex  Style  38-16 

Steeltex  38-16  is  the  same  as  Steeltex  38-14  except  the 
fabric  is  made  of  16  gauge  instead  of  14  gauge  wire.  _  It 
is  supplied  in  rolls  49"  wide  and  110 )4'  long,  containing 


04 
M— ( 

o 


3 

oo 

o 

O 

o 

^  to 
OG 

rC*'-'  «  U 

<14 

T3  44  8 
o  V-  l-  « 

o 

^  O  u  b 

c 

•2  to 
.-  G 

Old  wood 
e 

~-r*  U 

o  £^7  i_ 

(p  U 

r-*  V  C-. 

-Gr°  rttg 

O  4J-"  G 

U 

C 
o 
w 
TO 
h— ( 

CJ 

04 

t- 

5 

o 

OJ  TO 
'U.V 

5  C/5 

tUJ° 

<14  ~tl  -*-1 

>  bp 

O.S^tn 

E  2 

O  .G 

Uc/5 

u  E 

in  C  ~  ° 

u 

04 

> 

O 

Yes 

Yes 

No 

No 

Yes 

No 

No 

Yes 

Yes 

No 

No 

Yes 

No 

No 

No 

Yes 

No 

Yes 

Yes 

No 

No 

No 

No 

Yes 

Yes 

No 

Yes 

Yes 

No 

No 

Yes 

Yes 

No 

Yes 

Yes 

No 

No 

Yes 

No 

No 

Yes 

No 

No 

No 

Yes 

No 

No 

Yes 

No 

50  square  yards  and  weighing  104  pounds  per  roll,  gross 
weight. 

Steeltex  P-216  (Self  Furring) 

Steeltex  P-216  is  composed  of  16  gauge  galvanized 
.  copper  bearing  steel  wires,  electrically  welded  into  a 
2"  square  mesh.  This  fabric  is  attached  to  a  two-layer 
waterproofed  membrane  backing  by  means  of  stitch  wires 
which  run  across  the  width  of  the  material  between  the 
layers  of  backing.  The  reinforcing  wires  are  crimped 
and  provide  integral  furring,  eliminating  the  use  of  fur¬ 
ring  nail.  It  is  supplied  in  rolls  49"  wide  and  110)4'  long, 
containing  50  square  yards  and  weighing  107  pounds 
per  roll,  gross  weight,  and  may  be  applied  over  any  type 
of  exterior  sheathing  for  new  construction,  or  directly 
over  old  siding  for  modernizing  or  remodeling.  Due  to 
its  self-furring  action,  Steeltex  Galvanized  Nails  can  be 
used  instead  of  furring  nail. 

C-214  and  C-216  (Self-Furring  Reinforcing  Laths) 

C-214  is  composed  of  14  gauge,  galvanized,  copper¬ 
bearing  steel  wires  welded  into  a  2"  square  mesh,  crimped 
to  assure  embedment  in  the  stucco,  C-216  is  similar 
io  C-214  except  that  the  wire  is  16  gauge  instead  of  14 
gauge.  No  backing  is  attached  to  these  reinforcements. 

Both  styles  are  furnished  in  rolls  48"  wide  by  112)4' 
long,  containing  50  square  yards.  The  gross  weights  for 
C-214  and  C-216  are  94  pounds  and  57  pounds  per  roll 
respectively.  These  types  of  reinforcing  laths  are  used 
for  stucco  wherever  Steeltex  backing  is  not  required. 
They  may  be  over  wood  or  composition  sheathing  in  new 
construction  or  over  any  type  of  old  exterior  walls  in 
remodelling  work.  If  the  application  is  over  wood 
sheathing  or  old  wood  frame  exteriors,  a  water-proofed 
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building  paper  or  felt  should  be  applied  before  the  rein¬ 
forcement.  Since  both  types  of  reinforcing  laths  are 
self-furring,  there  is  no  need  for  furring  nails. 

AA-1414  and  AA-1616  Reinforcing  Laths 
AA-1414  and  AA-1616  are  the  same  as  Self-Furring 
Reinforcements  Style  C-216  respectively,  except  that  they 
do  not  have  the  self-furring  crimp  features  and  there¬ 
fore  require  the  use  of  Steeltex  Furring  Nails.  ,  Both 
styles  are  furnished  in  rolls  48"  wide  by  112^4  long 
and  contain  50  square  yards.  Gross  weights  for  AA-1414 
and  AA-1616  are  92  pounds  and  55  pounds  per  rolls, 
respectively,  and  used  for  stucco  wherever  the  advan¬ 
tages  of  the  backing  are  not  required,  and  furring  nails 
are  specified.  They  may  be  applied  over  wood  sheathing 
in  new  construction  or  over  old  wood  frame  exterior 
walls  in  remodeling  work.  In  both  cases,  however, 
waterproofed  building  paper  or  felt  should  be  applied 
before  the  reinforcement.  Since  these  types  of  rein¬ 
forcing  laths  are  not  self-furring,  Steeltex  Furring  Nails 
should  be  used. 

Steeltex  Furring  Nails 

Steeltex  Furring  Nails  are  manufactured  from  No.  12 
gauge,  cold  drawn,  galvanized,  copper-bearing  steel  wire 
and  are  1^4"  long  (also  available  on  special  order  12- 
gauge  by  2"  long).  They  have  a  round,  flat,  scored 
head  which  is  7/16"  in  diameter.  The  furring  device  is 
formed  by  coiling  a  No.  16  gauge  galvanized  wire 
around  the  shank  just  above  the  point.  This  device  is 
44"  high.  The  end  of  the  wire  at  the  top  of  the  coil 
extends  outward  from  the  nail  in  a  manner  that  permits 
it  to  securely  engage  a  reinforcing  wire  of  the  lath  when 
the  nail  is  placed  in  position  for  driving.  After  the 
nail  has  been  driven  home,  the  reinforcing  wire  engaged 
by  the  nail  is  locked  between  the  head  of  the  nail  and 
the  furring  device  and  are  used  with  Steeltex  38-14, 
Steeltex  38-16,  and  Welded  Wire  Reinforcements, 
AA-1414  and  AA-1616,  all  of  which  are  not  self-furring. 

Steeltex  Galvanized  Nails 

Steeltex  Galvanized  Nails  are  manufactured  from  No. 
12  gauge,  cold-drawn,  copper-bearing  steel  wire  and  are 
1-7/16"  long  overall.  The  U-shaped  head  completely 
imprisons  a  wire  of  the  lath  after  the  nail  is  driven. 
An  integral  collar  on  the  head  of  the  nail  prevents  it 
from  being  driven  to  a  greater  penetration  than  1-1/16". 
They  are  needle-pointed  to  facilitate  driving  and  the 
shanks  are  barbed  to  provide  maximum  holding  power, 
and  are  available  12-gauge  by  2-3/16"  for  use  over  com¬ 
position  sheathing.  These  nails  are  designed  for  use  with 
self-furring  Steeltex  P-216,  and  self-furring  reinforce¬ 
ments  C-214  and  C-216.  They  are  driven  into  studs, 
wood  sheathing,  or  siding  at  4,  6,  or  8  inch  intervals, 
according  to  the  type  of  application. 

The  Mellon  Institute  of  Industrial  Research  reports 
under  date  of  November  26,  1938,  on  the  comparison  of 
strength  of  C-216  and  3.4#  Metal*  Lath.  as  follows: 
“Slabs  of  mortar  were  prepared  on  each  of  the  basis 
by  laying  them  on  a  flat  paraffined  surface  and  plaster¬ 
ing  to  ground  with  3  to  1  Portland  Cement  Mor¬ 
tar.  These  slabs  were  16"  by  20"  with  precase  holes 
through  the  slab  for  fastening  the  clamps  for  pulling. 
Thus  the  area  under  tension  was  12"  x  16"  with  the 
pull  across  the  16"  dimension.  Tests  were  made  in 
both  longitudinal  and  transverse  directions  after  curing 
for  30  days. 

The  results  were  as  follows : 


Longitudinal 

Tension 

Transverse 

Tension 

C-216 

3.4  Lath 

C-216 

3.4  Lath 

3450 

3150 

2400 

2875 

3200 

3300 

2900 

1700 

Ave.  3325 

3250 

2650 

2287 

From  these  data  the  conclusion  can  be  drawn  that  the 
slab  produced  with  C-216  self-furring  mesh  has  greater 


strength  than  an  equivalent  slab  produced  with  3.4# 
metal  lath.” 

Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  under  C26-191.0a  of  the 
Pittsburgh  Steel  Corporation’s  Stucco  Base  Lath  and 
Accessories  known  as  Pittsburgh  Steeltex  Stucco  Rein¬ 
forcing  W  ire  Mesh,  Types  38-14,  38-16,  P-216,  C-214, 
C-216,  AA-1414  and  AA-1616  and  Nails  for  use  as  a 
stucco  base  when  made  and  applied  as  described  herein 
and  when  nailed  to  vertical  studs  6"  o.c.  and  4"  o.c. 
around  all  openings.  Approval  is  also  recommended  that 
types  38-16  and  38-14  be  approved  for  use  as  a  reinforce¬ 
ment  for  the  backing  of  masonry  veneer  when  secured 
horizontally  to  studs  by  Steeltex  furring  nails  across  the 
building  and  6"  o.c.  vertically  on  the  studs  and  4'  o.c. 
around  all  openings,  provided  all  paper  backing  used 
shall  be  flameproofed. 

WTen  used  over  other  than  wood  siding,  all  stucco 
bases  shall  be  secured  by  nailing  to  the  studs.  Prior  to 
stuccoing  an  old  building,  the  exterior  walls  shall  be 
opened  and  the  structural  members  examined  for  sound¬ 
ness. 

It  is  further  recommended  that  the  packages  contain¬ 
ing  these  materials  be  marked,  labelled  or  stamped  read¬ 
ing  as  follows:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
251-46-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM; 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 
report. 


Adjourned:  1:30'  P.M. 

Joseph  P.  Doyle,  Chief  Clerk 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  16,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

255-41-A 

APPLICANT— Stillwell  Nursing  Home,  lessee  for  Warren- 
Chambers  Corp.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  and 
extension  of  permit  —  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED— 1935  Bedford  avenue,  east  side 
100  ft.  north  of  Hawthorne  street  (Block  5043,  Lot 
5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  May  B.  McKenna. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (255-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1935  Bedford  avenue, 
cast  side,  100  ft.  north  of  Hawthorne  street  (Block  5043, 
Lot  5),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  22,  1941,  on  certain  conditions,  for  a  term  of  two 
years ;  and 

Whereas,  the  permit  was  extended  on  July  25,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
here  amend  the  resolution  adopted  April  22,  1941,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“.  .  .  that  this  variance  shall  continue  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion  and  only  so  long  as  the  premises  meet  the  require¬ 
ments  of  the  Department  of  Hospitals  and  a  one-source 
sprinkler  system  is  installed  throughout  the  building.” 


475-44-A 

APPLICANT — Leo  H.  Schoen,  for  Reliable  Remover  and 
Lacquer  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  and 
extension  of  time  —  re  Appeal  from  an  order  of  the 
fire  commissioner  re  Packaging  of  Inflammable 
Mixtures,  known  as  “Reliable  Paint,  Varnish  and 
Lacquer  Remover”  in  8  oz.,  16  oz.,  32  oz.  and  128 
oz.  glass  containers  (previously  granted  on  condi¬ 
tion  for  a  temporary  term  of  six  months). 

PREMISES  AFFECTED— 42-56  Crescent  street,  west  side, 
84  ft.  north  of  43rd  avenue  (1st  floor,  rear  build- 
ing)  !  (Block  429,  Lot  31),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

bor  Applicant:  Leo  H.  Schoen  and  Julius  Kaplan. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  Commissioner  Savage  .  1 


THE  RESOLUTION  (475-44-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  42-56  Crescent  street,  west  side, 
84  ft.  north  of  43rd  avenue  (1st  floor,  rear  building)  ;  (Block 
429,  Lot  31),  Long  Island  City,  Borough  of  Queens,  was 
withdrawn  on  February  14,  1945 ;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal  and  restoration  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  20,  1945  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  on  June  20,  1945,  this  appeal  was  granted  on 
certain  conditions,  for  a  term  of  six  months;  and 

Whereas,  the  permit  was  extended  on  December  11,  1945; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  20,  1945,  only  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  shall  read : 

“*  *  *  Granted  for  a  term  of  six  (6)  months  from 
the  date  of  this  amended  resolution,  only  so  far  as  it  has 
reference  to  packaging  in  bottles  of  the  following  sizes  : 
one-half  pint,  one  pint  and  one  quart;  that  other  than 


as  amended  herein  the  resolution  adopted  by  the  Board 
June  20,  1945,  shall  be  complied  with  in  all  respects.” 


108-46- A 

APPLICANT— Ernest  Ross,  for  A.  Schrader’s  Son  (Divi¬ 
sion  of  Scovill  Manufacturing  Co.,  Inc.),  owner. 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

1  REMISES  AFFECTED — 486-494  Vanderbilt  avenue,  west 
side,  168  ft.  2  in.  north  of  Atlantic  avenue  (Pent¬ 
house,  Building  4)  ;  (Block  2009,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

AC  1  ION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (108-46-A) 

Whereas,  Ernest  Ross,  for  A.  Schrader’s  Son  (Division 
of  Scovill  Manufacturing  Co.,  Inc.),  owner,  filed  on  Febru¬ 
ary  7,  1946,  an  appeal  from  a  decision  re  an  order  of  the  fire 
commissioner,  affecting  premises  486-494  Vanderbilt  ave¬ 
nue,  west  side,  168  ft.  2  in.  north  of  Atlantic  avenue  (Pent¬ 
house,  Building  4)  ;  (Block  2009,  Lot  1),  Borough  of 
Brooklyn;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


177-46-A 

APPLICANT — Emil  Warmold,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 216  Marion  street,  south  side, 
175  ft.  east  of  Ralph  avenue  (Block  1518,  Lot 
15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  D.  H.  M.  Weynberg  and  George 
Alexander,  Jr. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (177-46-A) 

Whereas,  Emil  Warmold,  owner,  filed  March  4,  1946,  an 
appeal  from  an  order  of  the  fire  commissioner  affecting  216 
Marion  street,  south  side,  175  ft.  east  of  Ralph  avenue 
(Block  1518,  Lot  15),  Borough  of  Brooklyn;  and 
Whereas,  Order  16515-LF,  issued  by  the  fire  commis¬ 
sioner  February  5,  1946,  reads  : 

“You  are  hereby  ordered  and  required  within  30  days 
from  the  date  of  the  service  of  this  order  to : 

1.  Provide  throughout  building  a  fixed  fire  extin¬ 
guishing  system  or  other  means  for  the  extinguishment 
of  fire  satisfactory  to  the  fire  commissioner.  Section 
C 1 9-161 .0  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories,  40 
ft.  in  height;  25  ft.  by  100  ft.  in  area;  erected  1880;  located 
in  a  business  use  district,  and  used  and  occupied  since  1928: 
basement  boiler  room;  1st  floor,  upholstery  work  room,  2 
persons ;  2nd  floor,  cabinet  workroom,  2  persons ;  3rd  floor, 
storage;  that  the  building  is  equipped  with  one  3  ft.  wide 
wood  stairs  with  concrete  enclosure,  equipped  with  metal 
self-closing  doors  and  leading  direct  to  street,  provided  with 
ladder  and  scuttle  to  roof,  and  one  fire  escape  at  rear  exten¬ 
sion  leading  to  roof  by  ladder  and  to  street  level  by  stairs 
with  egress  to  street  through  alleyway  ;  and 
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Whereas,  the  applicant  has  filed  copy  of  C.O.  49270,  is¬ 
sued  February  8,  1928,  permitting  the  use  of  the  building 
throughout  for  manufacturing;  and 

Whereas,  the  applicant  contends  that  no  upholstery  ma¬ 
terials  are  stored  in  the  building  except  on  the  1st  floor  and 
such  materials  are  kept  in  an  approved  metal  lined  bin  with 
a  properly  secured  cover ;  that  no  materials  are  stored  in  the 
cellar  or  any  other  parts  of  the  building  except  on  the  first 
floor  as  stated ;  that  at  the  present  time  there  are  more  than 
50  water  buckets  filled  at  all  times  and  6  New  Way  fire 
extinguishers  on  the  premises; 

Whereas,  the  Committee  of  the  Board  inspected  these 
premises  prior  to  the  hearing;  and 

Whereas,  a  letter  dated  July  16,  1946,  addressed  to  the 
Board  of  Standards  and  Appeals,  and  signed  by  George 
Alexander,  Jr.,  reads  as  follows  : 

“I  respectfully  submit  for  your  consideration  my 
report  on  the  physical  conditions  at  214-216  Marion 
street,  Brooklyn,  New  York,  and  recommendations  for 
an  adequate  solution  of  the  difficulty. 

Report: 

I  find  that  this  plot  25  ft.  x  100  ft.  is  completely 
covered  with  a  three  story  and  cellar  structure.  The 
forward  part  40  ft.  deep  being  semi-fireproof  Class  3 
Construction  with  open  beams  except  for  the  first  floor 
which  has  a  metal  ceiling. 

The  rear  60  ft.  of  the  lot  is  frame  construction  with 
o)ien  beams,  wood  floor  and  wood  roof.  The  means  of 
exit  from  rear  portion  consist  of  Kalamein  Self-Closing 
door  first  floor  to  front  building  and  Kalamein  Self- 
Closing  door  to  adjoining  building  to  the  west.  Three 
windows  in  west  wall  and  one  window  in  south  wall  to 
adjoining  open  yards  with  sills  approximately  3'0"  off 
grade. 

The  second  floor  has  two  exits  in  similar  position  plus 
fire-retarded  enclosed  stairway  to  floors  above  and  below. 

The  third  floor  exits  consist  of  two  steel  sliding  doors 
to  front  building  and  windows  to  roof  of  adjoining 
building  on  the  west.  Also  retarded  enclosed  stairs  to 
second  floors. 

These  fire-retarded  enclosures  for  the  two  stairways 
have  Self-Closing  Fireproof  doors  at  the  bottom  and 
were  installed  on  order  from  either  the  Department  of 
Housing  and  Buildings  or  the  Fire  Prevention  Bureau 
in  1928,  which  would  indicate  that  this  installation  would 
satisfy  the  authorities  having  jurisdiction.  A  Certificate 
of  Occupancy  was  secured  on  the  strength  of  this  work. 
(C.  of  O.  No.  49270  issued  Feb.  8,  1928.) 

Recommendation: 

The  rear  building  to  contain  any  combustible  ma¬ 
terials  that  may  be  stored  on  the  entire  premises  and  be 
completely  protected  by  the  installation  of  a  sprinkler 
system  on  all  floors  including  cellar.  The  system  will 
be  according  to  plans  filed  herewith,  subject  to  any 
change  or  modification  by  the  Department  of  Housing 
and  Buildings,  and  according  to  Section  15  and  Sprinkler 
Rules  of  Board  of  Standards  and  Appeals. 

The  front  building  to  be  occupied  on  the  first  floor 
by  offices  and  the  balance  of  the  building  for  storage  of 
furniture  awaiting  repair  or  completed  ready  for  ship¬ 
ment. 

No  combustible  materials  stored  in  any  part  of  this 
front  building.” 

Resolved,  that  Order  16515-LF  issued  bv  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  as  to  Item  1  on  condition  that  there 
shall  be  installed  throughout  the  rear  frame  portion  of  the 
building  a  one  source  sprinkler  system  complying  with  all 
the  requirements  therefor ;  that  the  balance  of  the  premises 
shall  be  maintained  as  proposed  in  the  letter  dated  July  16, 
1946  and  as  shown  on  plans  filed  at  this  hearing  marked 
“Received  July  16,  1946”;  that  this  variance  shall  continue 
only  so  long  as  the  building  is  occupied  as  proposed  and 
not  otherwise. 


183-46-A 

APPLICANT — Louis  Leiman,  for  Emily  Spiro,  owner 
(Nu-Life  Cleaners,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED- — 76p2  Richmond  avenue,  west 
side,  431  ft.  south  of  Richmond  terrace  (Block 
1073,  Lot  94),  Port  Richmond,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Louis  Leiman  and  Italo  Nicolai. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (183-46-A) 

Whereas,  Louis  Leiman,  for  Emily  Spiro,  owner;  Nu- 
Life  Cleaners,  lessee,  filed  March  13,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
76)4  Richmond  avenue,  west  side,  431  ft.  south  of  Richmond 
Terrace  (Block  1073,  Lot  94),  Port  Richmond,  Borough  of 
Richmond ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  5,  1946,  re  B.N.  Application  14-46,  reads : 

“1.  A  dry  cleaning  establishment  is  not  permitted  in 
a  frame  building  (C19-77.0.) .” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  12  ft.  in  height,  40  ft.  by  150  feet  in  area  on  a  lot  45 
ft.  by  266  ft.  in  area;  of  Class  4  construction;  located  in 
an  unrestricted  use,  A  area,  Class  Y\  height  district ;  erected 
in  1915;  used  and  occupied  since  January  1946,  as  follows: 
tailor  shop,  pressing,  dry-cleaning  and  fur  storage,  3  persons ; 
proposed  to  be  used  and  occupied  :  pressing,  dry  cleaning  and 
fur  storage,  3  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1915  and  since  then  a  portion  has  been  occupied 
as  a  dry-cleaner  except  for  the  last  two  years ;  that  a  small 
dry-cleaning  unit  was  operated ;  that  when  the  present  oper¬ 
ators  leased  the  premises  it  was  felt  since  this  type  of  busi¬ 
ness  existed,  it  was  a  logical  place  to  open  a  dry-cleaning 
establishment ;  that  the  operators  are  veterans  and  lessees 
of  the  premises  and  are  not  able  to  make  all  the  necessary 
alterations,  but,  however,  are  willing  to  undertake  the  ex¬ 
pense  of  fire-retarding  the  walls  where  necessary ;  that  the 
portion  of  the  building  occupied  is  80%  non-fireproof, 
masonry  wall  and  that  of  the  remaining  20%  over  half  is 
fire-retarded  with  cinder  concrete  and  plaster  and  it  is  pro¬ 
posed  to  fire-retard  the  balance ;  it  is  proposed  to  install  a 
Hoffman  dry  cleaning  unit ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.N.  Applic.  14-46  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Objection  1, 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  portion  of  the  building  occupied  by  the 
dry  cleaning  establishment  shall  be  protected  by  a  one  source 
sprinkler  system  complying  with  all  the  requirements  there¬ 
for  ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto.  _ 

199-46-A 

APPLICANT — Irving  P.  Marks,  for  Irving  Siskind,  owner. 
SUBJECT — Application  reopened  June  4,  1946 — re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  withdrawn). 

PREMISES  AFFECTED — 516  3rd  avenue,  west  side,  75 
ft.  south  of  East  35th  street  (2nd  floor)  ;  (Block 
890,  Lot  46),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  Commissioner  Savage  .  1 

THE  RESOLUTION  (199-46-A) 


Whereas,  Irving  P.  Marks,  for  Irving  Siskind,  owner, 
filed  on  March  19,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  516  3rd  avenue, 
west  side,  75  ft.  south  of  East  35th  street  (2nd  floor)  ; 
(Block  890,  Lot  46),  Borough  of  Manhattan;  and 

Whereas,  this  appeal  was  withdrawn  on  April  23,  1946; 
and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal  ;  and 

Whereas,  on  June  4,  1946,  this  case  was  reopened  by 
vote  of  the  Board  and  restored  to  the  calendar;  and 

Whereas,  when  this  case  was  called  for  public  hearing, 
there  was  no  appearance  for  the  applicant,  although  he  was 
duly  notified. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


248-46-A 

APPLICANT — Williams  and  Williams  Products  Corp., 
lessee,  for  Williams  and  Williams  Building  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 326-328  East  44th  street,  south 
side,  225  ft.  west  of  1st  avenue  (2nd  floor),  (Block 
1336,  Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  Leo  F.  O’Brien,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  :  . .  . .  0 

THE  RESOLUTION  (248-46-A) 

Whereas,  William  and  Williams  Products  Corp.,  lessee, 
for  Williams  and  Williams  Building  Corporation,  owner, 
filed  April  9,  1946  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  326-328  East  44th  street, 
south  side,  225  ft.  west  of  First  avenue  (Block  1336,  lot 
36),  Borough  of-  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  9,  1946  on  amendment  to  Alt.  Applic.  1294-45 
reads ; 

“2.  Repeat.  Two  stairs  enclosed  in  one  hour  par¬ 
titions,  3'  8"  wide,  with  F.P.S.C.  doors,  leading  directly 
to  street  should  be  provided  from  second  floor.  Secs. 
6.1.2.  2. 3. 6.4.1. 8.1  and  6.4.1. 1.  B.C. 

4.  Repeat.  If  opening  is  provided  into  stair  enclo¬ 
sure  from  first  floor,  stair  should  be  continued  to  roof. 
Sec.  6.4.1.11  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories,  25  ft.  in  height,  50  ft.  by  100  ft.  in  area,  of  class  3 
construction,  erected  in  1886,  located  on  a  lot  50  ft.  by  100 
ft.  in  area  in  an  unrestricted  use  B  area  class  lyh  height 
district  and  used  and  occupied  since  August  1,  1945  as 
follows:  1st  floor — shop  and  warehouse — 7  persons;  2nd 
floor — office  and  warehouse — 7  persons ;  that  no  change  in 
use  or  occupancy  is  proposed ;  that  the  building  is  equipped 
with  one  3  ft.  8  in.  wide  wood  stairs  enclosed  in  wood  par¬ 


titions,  equipped  with  steel  self-closing  fireproof  doors  and 
leading  direct  to  street ;  that  a  ladder  and  scuttle  to  roof  is 
provided ;  and 

Whereas,  Violation  946  was  issued  February  20,  1946 
for  failing  to  provide  two  means  of  egress  from  the  1st 
and  2nd  floor  and  that  the  east  stair  has  not  been  extended 
to  roof  and  is  not  enclosed  in  one  hour  partitions,  equipped 
with  self-closing  fireproof  doors  as  required  by  law;  and 

Whereas,  the  applicant  contends  that  in  order  to  comply 
with  the  requirements  of  the  borough  superintendent,  the 
owner  would  be  put  to  great  hardship  and  expense;  that  the 
stairs  on  the  east  wall  were  indicated  on  plans  submitted  to 
the  Department  of  Housing  and  Buildings  and  approved  as 
constructed;  that  two  means  of  egress  already  exist  from 
2nd  to  1st  floor  and  from  1st  floor  to  street;  that  on  the 
2nd  floor  1400  sq.  ft.  are  used  as  offices  and  occupied  by 
7  persons ;  that  on  the  ground  floor  there  are  7  persons 
working;  that  there  is  an  open  stairway  from  1st  floor  to 
stairhall  on  2nd  floor  on  the  east  side  of  building  with  stud 
partitions  covered  with  /2"  sheet  rock;  that  the  sheet  rock 
is  also  carried  on  the  soffit  of  the  stair  for  its  entire  length; 
that  on  the  west  side  of  the  building  there  is  a  70  degree 
open  iron  stair  from  1st  to  2nd  floor  and  doorway  from 
2nd  floor  to  the  rear  }-ard  of  the  apartment  house  at  the  rear 
of  the  building;  that  the  remainder  of  the  floor  space  on 
the  2nd  floor  not  used  for  offices  is  used  for  storage  pur¬ 
poses  and  the  only  time  there  are  occupants  of  this  i>ortion 
is  when  it  is  necessary  to  remove  stock ;  that  there  is  a  70 
degree  iron  stairs  from  2nd  floor  to  roof  scuttle;  .that  the 
open  east  stairway  from  1st  to  2nd  floor  and  the  70  degree 
iron  stair  from  2nd  floor  to  roof  are  indicated  on  plans 
submitted  to  the  Department  and  approved  as  constructed; 
that  the  ceiling  of  the  1st  floor  is  plastered  and  covered  with 
sheet  iron ;  that  at  the  time  of  submission  of  prints  for 
approval  a  stair  on  the  west  side  of  the  building  from  1st 
to  2nd  floor  was  requested  and  amendment  was  submitted 
asking  approval  of  one  stair  due  to  the  small  number  of 
occupants  on  the  2nd  floor;  that  no  action  was  taken  on  this 
amendment  until  January  1946  at  which  time  the  applicant 
was  notified  to  provide  the  additional  stairway  on  the  west 
wall  and  means  of  egress  as  required  by  the  violation  later 
placed  on  the  building;  that  to  be  required  to  provide  a 
stairway  on  the  west  side  would  be  a  hardship;  that  there  is 
a  steel  rolling  door  22  ft.  wide  and  11  ft.  high  in  the  west 
section  of  the  building  to  street  and  this  door  would  have 
to  be  scrapped  and  a  new  door  made  to  the  required  dimen¬ 
sions  ;  that  the  rolling  steel  door  has  a  pilot  door  providing 
egress  from  the  west  side  of  the  building  to  the  sidewalk; 
that  the  east  side  of  the  building  is  used  in  part  as  a  shop 
employing  7  persons  and  has  egress  through  a  self-closing 
fire  door  into  the  stairway  at  the  front  entrance  door;  that 
the  one  stairway  in  the  east  wall  is  adequate  for  the  7  per¬ 
sons  employed  on  the  2nd  floor;  that  the  70  degree  iron 
stair  to  roof  and  the  70  degree  iron  stair  at  the  west  wall 
from  1st  to  2nd  floor  provide  an  emergency  means  of 
egress ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  1294-45,  Objections  2  and  4, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  exits  as  shown  on 
plans  filed  with  this  appeal  marked  “Received  April  9, 
1946,”  three  sheets,  shall  be  maintained  including  the  steel 
ladder  attached  to  the  building  at  the  rear  within  the  lot 
line  as  a  means  of  access  to  the  rear  yard  of  the  adjoining 
premises  from  the  rear  exit  door  as  shown;  that  the  ladder 
stair  to  the  west  leading  from  the  2nd  to  the  first  floor 
shall  be  enclosed  on  the  2nd  floor  level  with  fire-retarding 
material ;  that  the  trap  door  within  the  floor  shall  be  made 
a  metal  covered  door  not  less  than  1^2”  in  thickness  and 
held  in  place  by  fusible  links ;  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  such  portable  fire-figbting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  the  ladder  and  stair  to  roof  shall  be  maintained 
as  indicated ;  that  in  all  other  respects,  the  building  and 
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occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  this  variance  shall  continue  only 
so  long  as  the  premises  are  occupied  hy  the  present  tenant 
for  the  occupancy  as  stated. 


280-46-A 

APPLICANT— Abraham  Grossman,  for  20  West  55th 
street,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 43  West  56th  street,  north  side, 
269  ft.  1014  in.  east  of  Avenue  of  The  Americas 
(6th  avenue)  ;  (Block  1272,  Lot  12),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (280-46-A) 

Whereas,  Abraham  Grossman  for  20  West  55th  Street, 
Inc.,  owner,  filed  April  16,  1946  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  43  West  56th 
street,  north  side,  269  ft.  1014  in.  east  of  Avenue  of  the 
Americas  (Block  1272,  Lot  12),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  April  10,  1946  on  amendment  to  Alt.  Applic.  470-46 
reads : 

“1.  Repeated.  Proposed  change  in  use  of  building 
from  residence  occupancy  on  upper  three  floors  to  com¬ 
mercial  occupancy  is  in  violation  of  sec.  4.2.1  B.C. 
which  requires  a  fireproof  structure  if  same  exceeds  50' 
or  4  stories  in  height.  Note  that  building  is  5  stories 
and  59  ft.  in  height.  Sec.  2. 1.7. 5  B.C. 

2.  Repeated  as  follows:  Floor  construction  (3rd 
floor)  is  good  for  60#  L.L.  whereas  75#  L.L.  is 
required  for  showroom. 

3.  Means  of  egress  inadequate.  2  hour  fire  test  stair 
enclosure  required  from  street  to  roof  with  ?/\  hour 
approved  fire  test  doors  opening  into  stair  enclosure 
without  obstructing  egress  at  all  door  openings.  Sec. 
6.9.5,  6.1.7,  6.4.1. 7.1,  3.2.2  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories,  59  ft.  in  height,  25  ft.  by  100  ft.  5  in.  in  area  at  1st 
floor,  25  ft.  by  71  ft.  in  area  at  typical  floor,  of  class  3 
construction,  erected  approximately  in  1870,  located  on  a 
lot  25  ft.  by  100  ft.  5  in.  in  area,  in  a  retail  use  B  area 
class  1J4  height  district  and  used  and  occupied  since  March- 
1946  as  follows:  cellar — storage— no  persons;  1st  floor — 
store  and  office — 6  persons ;  2nd  floor — showroom,  office  and 
incidental  manufacturing— 6  persons  ;  3rd  floor — showroom 
and  office — 6  persons ;  4th  floor — offices — 6  persons  ;  5th 
floor — offices — 6  persons;  that  no  change  in  use  or  occu¬ 
pancy  is  proposed ;  and 

Whereas,  the  present  legal  use  and  occupancy  permitted 
by  C.O.  14763  issued  December  22,  1928  on  completion  of 
work  under  Alt.  Applic.  2246-28  is  as  follows :  cellar — 
storage  and  boiler  room;  1st  floor — store  and  kitchen — 20 
persons,  120  lb.  liveload ;  2nd  floor — restaurant  and  cabaret — - 
40  persons,  100  lb.  liveload;  3rd  floor — non-housekeeping 
apartment— 40  lbs.  liveload  ;  4th  floor — non-housekeeping 
apartment — 40  lbs.  liveload ;  5th  floor — one  housekeeping 
apartment — 40  lb.  liveload.  The  building  is  equipped  with 
two  interior  stairs,  one  3  ft.  8  in.  wide,  of  wood  construction, 
equipped  with  wood  self-closing  doors  and  extending  from 
top  story  to  street  at  front  of  building,  enclosed  in  fire- 
retarded  partitions  at  1st  floor  and  above  the  1st  floor  in 


partitions  of  wood  studs,  wood  lath  and  plaster,  equipped 
with  wood  doors  which  will  be  made  self-closing  and  a 
2  ft.  8  in.  wide  fireproof  stairs,  equipped  with  fireproof 
self-closing  doors  extending  from  street  to  roof;  and 
Whereas,  Violation  1076  was  issued  February  28,  194o 
for  conducting  plumbing  work  without  having  a  plan  filed 
with  the  Department  and  Violation  1322-46  was  issued  March 
21,  1946  for  altering  the  building,  cutting  opening  in  elevator 
shaft,  1st  floor,  changing  partitions  and  removing  doors  on 
3rd  and  5th  floors,  without  a  permit ;  and 

Whereas,  the  applicant  contends  as  to  objection  1  that  it 
would  be  a  hardship  to  be  compelled  to  reduce  the  building- 
in  height,  especially  in  view  of  the  fact  that  the  proposed 
occupancy  will  not  exceed  6  persons  per  floor  and  the  use 
will  be  non-hazardous ;  as  to  objection  2,  that  floor  loads  are 
adequate  for  the  proposed  use  and  conform  with  the  code 
in  all  respects  except  for  a  portion  of  the  3rd  floor  which 
wall  be  used  for  showrooms  which  is  designed  for  60  lbs. 
liveload  per  superficial  foot ;  that  the  showroom  occupancy 
will  be  of  a  type  which  will  not  overload  the  floor ;  that  the 
showroom  will  be  used  for  retail  dress  sales  and  it  would  be 
a  hardship  to  be  required  to  increase  the  liveload  from  60  to 
75  lbs.  for  such  occupancy;  that  it  is  therefore  requested 
that  the  Board  permit  the  occupancy  with  the  present  60  lb. 
liveload  on  the  3rd  floor  on  condition  that  the  floor  is  posted 
and  the  load  is  not  exceeded  at  any  time;  as  to  objection  3, 
that  the  buildings  to  the  east  and  west  are  the  same  height 
and  thus  provide  additional  means  of  egress  as  they  are 
provided  with  stairs  bulkheaded  to  the  roof ;  that  it  is  there¬ 
fore  requested  that  the  Board  permit  the  proposed  occupancy 
on  condition  that  the  number  of  occupants  at  no  time  exceed 
the  capacity  of  the  2  ft.  8  in.  fireproof  stairs ;  that  Alt. 
Applic.  3578  was  approved  January  6,  1939  providing  for 
the  use  of  the  1st  floor  as  store  with  an  occupancy  of  15 
persons,  100  lb.  liveload  and  2nd  floor  as  office  with  15 
persons,  100  lb.  liveload  and  the  space  above  the  2nd  floor 
to  be  closed  and  not  to  be  used ;  that  the  work  under  this 
alteration  was  signed  off  March  7,  1939  but  no  C.O.  was 
issued;  that  the  cellar  ceiling  has  been  protected  with  }4" 
plaster  board  with  joints  pointed  over  existing  plaster  ceil¬ 
ing  ;  that  the  existing  interior  fireproof  stairs  is  extended 
to  cellar  with  4"  t.c.  enclosure,  equipped  with  fireproof  self¬ 
closing  door ;  that  the  incidental  manufacturing  proposed  for 
the  2nd  floor  will  not  exceed  25%  of  such  floor  and  the 
number  of  persons  engaged  in  factory  work  will  not  exceed 
five;  that  the  manufacturing  will  be  of  type  permitted  in  a 
retail  use  district;  and 

Whereas,  the  premises  were  inspected  by  a  commiftee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  470-46  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  as 
to  objection  1,  on  condition  that  the  building  shall  be  altered 
and  arranged  substantially  as  proposed  and  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  April  16,  1946”, 
three  sheets;  as  to  objection  2,  that  the  floor  loads  as  stated 
shall  be  maiutained  and  shall  be  so  posted ;  that  the  occu¬ 
pancy  of  the  floors  shall  not  exceed  the  posted  load ;  as  to 
objection  3,  that  the  means  of  egress  as  shown  on  such  plans 
shall  be  maintained  and  the  stair  enclosure  around  each 
stairway  shall  be  maintained  wdthout  openings  except  for 
entrance  and  exit  doors  throughout  the  entire  height;  that 
an  additional  door  shall  be  installed  on  the  3rd,  4th  and  5th 
floors  within  the  hallway  between  the  rear  stair  and  the 
elevator  so  as  to  separate  the  two  means  of  exit ;  that  the 
occupancy  shall  be  limited  to  the  number  permitted  for  the 
primary  means  of  exit ;  that  the  shaft  between  the  4lh  and 
5th  floors  shall  be  removed ;  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  the  factory  use  shall  be  as 
proposed  incidental  to  the  retail  use  on  the  premises  and 
shall  not  exceed  in  area  that  permitted  under  the  zoning 
resolution  for  a  retail  use  area ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws  and 
rules  applicable  thereto. 
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352-46-A 

APPLICANT — M.  Martin  Elkind,  for  Adila  Realty  Corp., 
owner  (Scheurlein  and  Nathan,  lessees). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 45-46  21st  street  and  11-55  46th 
avenue,  southwest  corner  (basement  and  1st  floor)  : 
(Block  54,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (352-46-A) 

Whereas,  M.  Martin  Elkind,  for  Adila  Realty  Corpora¬ 
tion,  owner,  Scheurlein  and  Nathan,  lessees,  filed  May  14, 
1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  45-46  21st  street  and  11-55  46th  avenue, 
southwest  corner  (Block  54,  Lot  1),  Long  Island  City, 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
April  30,  1946,  on  Alt.  Applic.  498-46,  reads: 

“Rei>eat  obj.  #2.  Live  load  for  factory  to  be  120  lb. 
per  sq.  ft.  Sec.  7.3.2. 3. 

#3.  Change  of  frame  church  to  factory  use  is  con¬ 
trary  to  Sec.  4.2.1.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story, 
and  basement,  16  ft.  in  height;  40  ft.  2  in.  by  71  ft.  in  area, 
of  Class  4  construction,  erected  prior  to  1900;  located  on  a 
lot  50  ft.  by  89  ft.  7  in.  in  area,  in  a  business  use  B  area, 
Class  1(4  height  district,  and  used  and  occupied  since  Feb¬ 
ruary  19,  1946,  as  follows :  basement,  manufacturing  drapes 
and  curtains,  2  persons;  1st  floor,  manufacturing  drapes  and 
curtains,  6  persons ;  that  no  change  in  use  or  occupancy  is 
proposed ;  that  the  building  is  equipped  with  two  interior 
wood  stairs  enclosed  in  partitions  of  wood  and  plaster, 
equipped  with  wood  doors  which  are  not  self-closing  but 
which  lead  direct  to  street,  stairs  are  2  ft.  8  in.  and  2  ft. 
4  in.  in  width,  respectively;  and 
Whereas,  Violation  654-46,  was  issued  February  25,  1946, 
for  changing  occupancy  from  church  to  factory  without  the 
approval  of  the  borough  superintendent ;  and 

Whereas,  the  applicant  contends  that  the  building  is  con¬ 
structed  of  frame  exterior  walls  except  for  the  basement 
which  is  masonry;  exterior  walls  are  covered  with  wood 
siding,  interior  with  wood  lath  and  plaster ;  that  the  building 
is  used  for  the  manufacture  of  drapes  and  curtains  employ¬ 
ing  8  persons,  six  on  the  1st  floor  and  two  on  the  basement 
story ;  that  the  equipment  consists  on  the  first  floor  of  several 
cutting  tables  and  six  sewing  machines;  that  in  the  basement, 
the  only  equipment  consists  of  cutting  tables ;  that  it  is  re¬ 
quested  the  existing  construction  be  accepted  because  of  the 
light  nature  of  the  imposed  loads  and  the  fact  that  no  .heavy 
or  vibrating  equipment  is  used ;  that  floor  cards  will  be  posted 
limiting  the  allowable  live  load  on  the  first  floor  to  60  lbs. 
and  no  volatile  or  hazardous  material  will  be  used ;  that  the 
largest  part  of  the  work  done  in  the  building  consists  of 
hand  cutting  and  sewing;  that  the  basement  and  1st  floors 
have  more  than  one  means  of  egress  direct  to  street ;  that  the 
building  had  been  vacant  for  many  years  prior  to  its  present 
use  and  it  is  extremely  unlikely  that  it  will  ever  be  used 
again  for  religious  purposes;  that  the  present  occupancy  is 
the  most  practical  use  which  can  be  made  of  the  building 
which  would  otherwise  stand  vacant  and  become  an  eye  sore 
in  the  community;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board  and  conditions  were  found  to  be  substantially  as 


stated  except  that  the  basement  is  occupied  for  upholstering 
furniture  and  not  as  stated  by  the  applicant. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  498-46  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


353-46-A 

APPLICANT — Harry  Schoen,  for  Eugene  Schoen  and  Sons, 
owner  (Esther  Dorothy,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 68  East  56th  street,  south  side, 
174.28  ft.  west  of  Park  avenue  (Block  1291,  Lot  44), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Schoen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . . .  0 

THE  RESOLUTION  (353-46-A) 

Whereas,  Harry  Schoen,  for  Eugene  Schoen  &  Sons, 
owner  (Esther  Dorothy,  Inc.,  lessee)  filed  May  14,  1946  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  68  East  56th  street,  south  side,  174.28  ft.  west 
of  Park  avenue  (Block  1291,  Lot  44),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
May  3,  1946  on  Alt.  Applic.  609-46  reads : 

“3.  The  building  should  be  fireproof  as  per  section 
4.2.1'  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  and  basement  53  ft.  2  in.  in  height,  20  ft.  by  82  ft.  2  in. 
in  area,  of  class  3  construction,  erected  in  1878,  located  in  a 
retail  use  B  area  and  Class  1(4  height  district,  used  and 
occupied  since  1910  as  follows  :  cellar — storage  and  boiler 
room;  basement — store  and  kitchen;  1st  to  4th  floors  in¬ 
clusive — two  apartments  each  floor,  .heretofore  converted 
class  A  multiple  dwelling,  for  which  C.O.  19565  was  issued 
February  15,  1940,  and  proposed  to  be  used  and  occupied  as 
follows  :  cellar — storage  and  machine  room  ;  basement — 
store  and  stock  room — 10  persons  ;  1st  floor — sales,  fitting 
rooms,  office  and  storage — 10  persons  ;  2nd  floor — sales,  fit¬ 
ting  rooms  and  incidental  manufacturing — 10  persons;  3rd 
floor — incidental  manufacturing  and  storage — 10  persons  ;  4th 
floor — offices  and  rest  rooms — 10  persons  ;  total  number  of 
employees  not  to  exceed  25  ;  that  the  balance  of  the  occupancy 
consists  of  customers;  that  the  building  is  equipped  with  a 
one  source  sprinkler  system  in  the  stairhalls  installed  pur¬ 
suant  to  Sprinkler  Application  204-33  ;  that  there  is  one  in¬ 
terior  wood  stairs  38"  wide  from  1st  to  basement  story, 
4 3(4"  wide  from  1st  to  2nd  floor,  30"  wide  from  2nd  floor 
to  roof,  enclosed  in  fire-retarded  partitions,  equipped  with 
wood  doors  which  are  self-closing;  that  stair, hall  leads  direct 
to  street  and  to  roof  bulkhead ;  and 

Whereas,  the  applicant  contends  that  the  premises  will 
be  used  for  the  sale  of  furs  and  women’s  accessories  by  the 
owner;  that  manufacturing  incidental  to  the  conduct  of  the 
business  will  be  confined  to  160  sq.  ft.  at  the  rear  of  the 
2nd  floor  and  690  sq.  ft.  on  the  3rd  floor;  that  the  total 
floor  area  on  the  basement,  1st,  2nd  and  3rd  floors  com¬ 
bined  is  5040  sq.  ft. ;  that  the  percentage  of  area  to  be  de¬ 
voted  to  incidental  manufacturing  necessary  to  the  conduct 
of  the  business  is  17% ;  that  the  4th  floor  has  an  area  of  1150 
sq.  ft.  and  it  is  proposed  to  use  this  floor  for  offices  and  rest 
rooms  bv  the  owner;  that  variation  of  the  requirements  of 
section  C26-254.0  of  the  Administrative  Code  is  requested  to 
permit  the  commercial  use  of  this  building  of  class  3  con¬ 
struction  in  excess  of  50  ft.  in  height  as  the  building  ex- 
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ceeds  this  height  by  only  3  ft.  2  in. ;  that  in  addition  to  the 
interior  stair  a  new  fire  escape  complying  with  section  273  of 
the  Labor  Law  will  be  installed  at  the  rear  giving  egress  to 
the  street  through  a  fireproof  horizontal  exit  of  three  hour 
construction ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  609-46,  Objection  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  building  shall  not  be  increased  in  height  or  area  ; 
that  the  occupancy  of  the  building  shall  be  as  proposed  and 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  May  14,  1946”,  three  sheets;  that  the  amount  of 
manufacturing  incidental  to  the  retail  use  of  the  premises 
shall  be  restricted  as  proposed;  that  the  total  number  of 
employees  throughout  the  building  shall  not  exceed  twenty- 
five  (25)  ;  that  the  occupancy  shall  be  by  one  tenant;  that 
the  means  of  exit  as  proposed  shall  be  installed  and  main¬ 
tained;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


391-46-A 

APPLICANT—  S.  J.  Kessler  and  Sons,  for  Magnani  Stat¬ 
uary  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent . 

PREMISES  AFFECTED— 236-238  West  40th  street,  south 
side,  254  ft.  4(4  in.  west  of  7th  avenue  (Block  789, 
Lot  60),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  Commissioner  Savage  .  1 

THE  RESOLUTION  (391-46-A) 

Whereas,  S.  J.  Kessler  and  Sons,  for  Magnani  Statuary 
Co.,  owner,  filed  on  March  29,  1946,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises  236- 
238  West  40th  street,  south  side,  254  ft.  4p2  in.  west  of  7th 
avenue  (Block  789,  Lot  60),  Borough  of  Manhattan;  and 
Whereas,  when  this  case  was  called  for  public  hearing,  no 
appearance  was  made  on  behalf  of  the  applicant,  although  he 
was  duly  notified  of  the  hearing. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


436-46-A 

APPLICANT — S.  Joseph  Silbert,  for  General  Institute  of 
Child  Hygiene  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 79-25  Albion  street,  north  side, 
142  ft.  east  of  Queens  boulevard  (Block  1536,  Lot 
101),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Julius  Helfand  and  S.  Joseph 
Silbert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 


THE  RESOLUTION  (436-46-A) 

Whereas,  S.  Joseph  Silbert,  for  General  Institute  of  Child 
Hygiene  Realty  Corporation,  owner,  filed  June  13,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  79-25  Albion  street,  north  side,  142  ft.  east  of  Queens 
boulevard  (Block  1536,  Lot  101)  Elmhurst,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  Alt.  Applic.  1460-46,  dated  June  3,  1946,  reconsidera¬ 
tion  denied  June  12,  1946,  reads: 

“6.  Garage  building  is  excessive  in  area  as  per  Sec. 
4.2.1.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one  story, 
40  ft.  in  height;  180  ft.  7  in.  by  %  ft.  7  in.  in  area,  of  Class  3 
construction;  erected  1922;  located  on  a  lot  337  ft.  plus  120 
ft.,  irregular  in  frontage  by  106  ft.,  irregular  in  depth,  located 
in  an  unrestricted  use  C  area,  Class  1  height  district,  and  used 
and  occupied  as  a  factory  now  vacant,  proi>osed  to  he  used 
and  occupied  as  a  garage  for  more  than  five  cars  and  offices ; 
that  the  building  will  be  equipped  with  a  fire  alarm  system 
and  fire  drills  will  be  maintained  ;  that  there  are  3  fire  hose 
lines  connected  to  separate  2J4  in.  water  main  in  the  build¬ 
ing;  and 

Whereas,  the  applicant  states  further  that  it  is  proposed 
to  alter  the  present  factory  building  into  garage  and  offices 
and  to  install  toilet  rooms  as  indicated  on  plans  filed  with  this 
appeal ;  that  the  existing  mezzanine  consisting  of  wood  con¬ 
struction  and  all  non-fireproof  partitions  are  to  he  completely 
demolished ;  and 

Whereas,  the  applicant  contends  that  the  building  is  con¬ 
structed  of  steel  columns,  steel  trusses,  masonry  walls,  steel 
sash,  sheet  steel  roof  on  steel  beams  and  purlins  and  concrete 
floor ;  that  with  the  removal  of  the  existing  mezzanine  and 
non-fireproof  partitions  there  will  be  nothing  of  a  structural 
nature  left  that  will  be  combustible;  that  Section  10.2.8  pro¬ 
vides  that  in  one  story  structures  the  protective  covering  may 
be  omitted  from  members  of  trusses  including  beams  and 
purlins;  that  it  is  not  possible  to  provide  a  concrete  roof  to 
replace  the  steel  roof  as  the  trusses  are  not  designed  for  the 
additional  load  ;  that  the  steel  roof  in  the  center  section  is 
about  39  ft.  5  in.  above  the  floor  and  in  the  side  sections 
about  26  ft.  above  the  floor  at  the  high  points  and  that  these 
distances  would  provide  ample  fire  protection ;  that  for  all 
practical  purposes  the  building  can  be  considered  as  fire¬ 
proof  and  the  decision  of  the  borough  superintendent  waived  ; 
that  the  building  could  be  considered  as  fronting  on  two 
streets,  Albion  street  and  Queens  boulevard  which  would 
permit  dividing  the  space  into  12,000  sq.  ft.  areas  by  means 
of  fire  walls  meeting  the  3  hour  test  requirements;  that  the 
area  of  the  garage  is  13,339  sq.  ft.  which  is  1 ,339  sq.  ft. 
above  the  12,000  ft.  figure;  that  the  garage  area  can  he 
reduced  to  12,000  sq.  ft.  if  necessary  but  would  affect  the 
operating  efficiency  of  the  delivery  service  to  the  plant ;  that 
it  is  requested  that  the  Board  accept  the  3-hour  enclosure 
around  the  office  as  a  cut  off  in  lieu  of  fire  wall  extending 
to  the  roof;  that  the  building  is  built  on  fill  8  to  10  ft.  deep; 
that  in  order  to  build  a  fire  wall  it  would  require  a  major 
excavating  job,  large  spread  footings  and  a  difficult  bracing 
problem  ;  that  it  is  requested  the  Board  waive  the  require¬ 
ment  for  a  sprinkler  system  ;  that  the  owner  expects  to  build 
additional  structures  at  some  future  date  at  which  time  he 
will  install  sprinkler  mains  and  system  to  take  care  of  present 
and  new  buildings  and  until  such  time  no  buildings  will  be 
erected  between  the  present  building  and  Queens  boulevard. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  June  3,  1946  on  Alt.  Applic.  1460-46,  Objection  6,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  in  lieu  of  the  requirement  for  a 
fire  wall  to  reduce  the  area,  there  shall  be  a  sprinkler  system 
of  the  deluge  type  actuated  by  a  rate  of  rise  system ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 
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506-46-A 

APPLICANT — Walter  D.  Binger,  for  15  East  91st  Street 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 15  East  91st  street,  north  side, 
55  ft.  west  of  Madison  avenue  (Block  1503,  Lot 
14),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Fraher  and  Walter  D. 
Binger. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (506-46-A) 

Whereas,  Walter  D.  Binger,  for  15  East  91st  Street 
Corporation,  owner,  filed  July  1,  1946  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
15  East  91st  street,  north  side,  55  ft.  west  of  Madison 
avenue  (Block  1503,  Lot  14),  Borough  of  Manhattan;  and 

W  hereas,  the  decision  of  the  borough  superintendent 
dated  June  17,  1946  on  amendment  to  N.  B.  Applic.  278-45 
reads : 

“A  14.  Proposed  method  contrary  to  Section  C26- 
667.0  Code. 

15.  Insulation  board  should  be  covered  by  1 1/2"  port- 
land  cement  concrete,  Sec.  10.3.1  B.C.  and  should  be 
applied  over  a  screeded  concrete  floor,  cemented  to  the 
arch  with  hot  asphalt  or  tar  pitch,  Rule  2.4.1  of  Fibre 
Board  Rules  of  Board  of  Standards  and  Appeals.  Note 
that  floor  construction  has  not  been  designed  to  carry 
such  increased  dead  load.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
15  stories  and  penthouse,  155  ft.  ys"  in  height,  111  ft.  9 1/3" 
by  77  ft.  in  area,  of  class  1  construction,  on  a  lot  111  ft.  9 1/2" 
by  100  ft.  8 y2  in.  in  area,  in  a  retail  use  B  area  class  \y2 
height  district  and  used  as  a  class  A  multiple  dwelling, 
equipped  with  an  approved  standpipe  system,  two  interior 
stairs  of  concrete  construction,  enclosed  in  hollow  tile  and 
gypsum  block  partitions,  equipped  with  V/2  hour  self-closing- 
fireproof  doors,  leading  from  roof  bulkhead  direct  to  street ; 
and 

Whereas,  the  applicant  states  that  it  is  proposed  to  place 
sheets  of  Celotex  laid  in  mastic  (under  and  over) 

between  the  finished  floor  and  the  concrete  arch  ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  will  be  a  luxury  type  apartment  building  and  it  is 
intended  to  incorporate  the  most  modern  facilities  to  insure 
the  comfort  of  the  tenants;  that  one  of  the  serious  prob¬ 
lems  arising  front  rigid  fireproof  construction  is  the  high 
degree  of  noise  transmission  when  the  finished  floor  is  laid 
directly  on  the  concrete  arch;  that  the  permission  herein 
sought  can  be  granted  by  the  Board  with  adequate  protec¬ 
tion  for  the  public  and  the  tenants  from  fire  hazard  ;  that 
if  there  should  be  a  fire  in  one  of  the  apartments  it  would 
be  localized  as  the  walls,  ceilings  and  arches  are  of  fireproof 
construction;  that  other  than  the  furnishings  the  wood 
floors  and  the  Celotex  would  be  the  only  material  that  could 
burn  in  the  apartment,  and  it  is  doubtful  if  these  could 
generate  sufficient  heat  to  heat  thru  the  fireproof  walls  or 
arches;  that  to  be  required  to  cover  the  Celotex  with  1  y2" 
of  concrete  would  render  it  useless  as  a  soundproofing 
agent. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  N.  B.  Applic.  278-45,  Objections  A14  and 
A 15,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  Celotex  shall 
be  laid  in  mastic  on  the  concrete  arch  and  the  wood  floor 
laid  upon  the  Celotex  in  mastic,  all  as  indicated  on  drawing 


filed  with  this  appeal  marked  received  July  1,  1946,  as 
revised ;  that  the  Celotex  shall  make  a  close  fit  against  all 
walls  and  shall  be  continuous;  that  such  Celotex  shall  be 
flameproofed  as  approved  by  the  Board  under  Cal.  No. 
258-40-SM  ;  that  such  mastic  as  is  used  shall  have  a  high 
melting  point  so  as  not  to  be  affected  by  the  proposed 
under-floor  heating  system. 


507-46- A 

APPLICANT — Charles  M.  Spindler,  for  138th  Street  Canal 
Corp.,  owner. 

SUBJEC  1— Appeal  from  a  decision  of  the  borough  superin 
tendent. 

PREMISES  AFFECTED — 230  Canal  Street  West  and  220 
East  138th  street,  southeast  corner  (Block  2332,  Lots 
81  and  93),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Ilium  and  Deputy  Chief  Guinee.  .  4 
Negative  .  0 

THE  RESOLUTION  (507-46-A) 

Whereas,  Charles  M.  Spindler,  for  138th  Street  Canal 
Corporation,  owner,  filed  July  1,  1946,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  230  Canal  street 
West  and  220  blast  138th  street,  southeast  corner  (Block 
2332,  Lots  81  and  93),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  amendment  to  N.B.  Applic.  122-45,  reads: 

“1.  Projiosed  use  of  celotex  in  a  building  requiring 
a  combustible  permit  is  contrary  to  Rule  3.2  of  the 
Board  of  Standards  and  Appeals  Fibre  Board  Rules.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  Class  3  one  story,  21  ft.  average  in  height;  260  ft.  by 
107  ft.  9  in.  in  area  on  a  plot  351.89  ft.  by  107.9  ft.  located 
in  an  unrestricted  use  A  area,  Class  \y2  height  district,  and 
used  and  occupied  as  a  garage  for  more  than  five  (5)  motor 
vehicles,  repair  shop,  storage  of  plumbing  and  heating  ma¬ 
terial,  and  office  on  the  first  floor  with  an  occupancy  of  40 
persons,  and  on  the  mezzanine  tor  storage,  toilets  and  locker 
rooms  ;  that  the  building  will  be  equipped  with  a  two  source 
sprinkler  system  throughout ;  and 

W hereas,  the  applicant  states  that  it  is  proposed  to  insulate 
the  main  building  having  a  steel  truss  roof  with  steel  purlins 
and  corrugated  metal  roofing  with  two  J4"  thick  layers  of 
Celotex  roof  insulation;  that  to  protect  this  insulation  from 
fire  it  is  proposed  to  fire  retard  the  entire  roof  with  3/16" 
Stonewall  fireproof  asbestos  cement  building  board  placed 
under  the  Celotex  insulation ;  and 
Whereas,  the  applicant  contends  that  the  building  which 
was  erected  under  N.  B.  122-45  has  a  total  area  of  29,570 
sq.  ft.  subdivided  into  two  areas  by  a  fire  wall;  that  the 
southerly  portion  has  an  area  of  21,600  sq.  ft.  and  will  be 
used  as  a  garage  and  repair  shop;  that  the  northerly  portion 
is  60  ft.  by  107  tt.  9  in.  used  for  tbe  storage  of  plumbing  and 
heating  supplies;  that  there  is  a  1570  sq.  ft.  extension  with  a 
concrete  plank  roof  used  as  a  boiler  room  and  heating  supply 
showroom  ;  that  the  main  building  has  a  steel  truss  roof  with 
steel  purlins  and  corrugated  metal  roofing;  that  with  a 
corrugated  metal  roof  insulation  is  essential  and  with  present 
material  shortages  it  is  im]>ossible  to  obtain  any  incom¬ 
bustible  roof  insulation  and  since  the  foundations  are  com¬ 
pleted  and  the  steel  is  now  being  fabricated  the  insulation 
must  be  on  hand  within  two  or  three  months ;  that  the 
insulation  and  fire-retarding  will  be  non-bearing  since  the 
corrugated  metal  will  carry  the  roof  load  between  purlins ; 
that  the  insulation  will  be  located  on  top  of  the  purlins  from 
la  to  28  ft.  above  the  floor;  that  the  entire  building  will  be 
sprinklered  throughout;  that  all  partitions  and  mezzanine 
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floor  and  walls  will  be  built  of  incombustible  materials;  that 
it  is  therefore  requested  that  the  Board  permit  the  installa¬ 
tion  of  roof  insulation  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  N.B.  Applic.  122-45,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
to  permit  the  roof  to  be  constructed  as  proposed  or  in  lieu 
of  the  two  J4  inch  thickness  of  Celotex  and  the  fireproof 
asbestos  board  as  pro]>osed  that  Semesto  Board  may  be  used 
as  approved  by  the  Board  for  Class  5  building  roofing,  with 
a  thickness  of  not  less  than  in.,  provided  that  in  either 
case  the  corrugated  metal  roofing  shall  be  installed  for  such 
installation  ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws  relative  to  the  building  and 
occupancy  and  in  lieu  of  the  requirement  for  additional  sub¬ 
dividing  fire  walls,  the  building  shall  be  sprinklered  through¬ 
out  with  a  sprinkler  system  complying  with  the  requirements 
therefor  ;  that  such  sprinkler  system  shall  he  of  the  deluge 
type  with  a  rate  of  rise  system. 


520-46-A 

APPLICANT — Henry  George  Greene,  for  Afghan  House, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 122-126  West  30th  street,  south 
side,  238  ft.  west  of  6th  avenue  (Block  805,  Lot  75), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (520-46-A) 

Whereas,  Henry  George  Greene,  for  Afghan  House,  Inc., 
owner,  filed  July  3,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  122-126  West  30th 
street,  south  side,  238  ft.  west  of  6th  avenue,  5th  floor, 
(Block  805,  Lot  75),  Borough  of  Manhattan;  and 
Whereas,  the  decision  t>f  the  borough  superintendent, 
dated  June  25,  1946,  re  amendment  to  Alt.  Applic.  812-45, 
reads : 

“1.  Addition  of  Penthouse  creates  a  5th  story  in  a 
non-fireproof  factory  building  erected  after  1913.  Struc¬ 
ture  required  to  be  fireproof.  Section  270-1,  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories, 
58  ft.,  in  height,  99  ft.  by  118  and  142  ft.,  in  area  at  street 
floor,  99  ft.  by  108  ft.  in  area  at  typical  floor,  Class  3 
construction,  erected  in  1887,  located  in  an  unrestricted  use, 
B  area,  Class  1)4  height  district,  now  vacant,  proposed  to  be 
occupied.  Cellar,  boilerroom,  1st  floor,  stores,  30  persons; 
2nd,  3d  and  4th  floors,  offices  and  factory,  20  persons  per 
floor;  that  the  building  will  be  equipped  with  two  3  ft.  8  in. 
wide  interior  fireproof  stairs  from  roof  to  street;  that  a  one 
source  sprinkler  system  will  be  installed  and  an  interior  fire 
alarm  system ;  that  fire  drills  will  not  be  maintained ;  and 
Whereas,  the  applicant  contends  that  the  building  for¬ 
merly  a  school  as  being  altered  to  a  store  and  factory ;  that 
the  school  had  a  large  decorative  tower  above  and  beyond 
the  front  facade ;  that  the  entire  central  portion  is  covered 
by  a  truss  roof,  the  top  point  of  which  is  higher  than  the 
proposed  penthouse ;  that  the  penthouse  will  be  used  as  a 
diningroom  for  employees  of  the  4th  floor;  that  the  area  of 
the  penthouse  will  be  small  compared  with  roof  area ;  that 
the  Labor  Law  will  be  complied  with  in  all  respects  so 
that  the  use  of  the  penthouse  as  dining  room  will  not  inter¬ 
fere  with  exit  facilities. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  812-45,  objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  penthouse  shall 
not  exceed  the  area  indicated  on  plans  filed  with  this  appeal, 
marked  “Received  July  8,  1946”  (2  sheets)  ;  that  the  building 
shall  not  be  further  increased  in  height  or  area ;  that  the 
proposed  penthouse  shall  be  used  only  for  the  purpose  set 
forth  ;  that  the  exit  therein  shown  shall  be  maintained,  in¬ 
cluding  the  door  to  the  open  roof,  provided  a  passageway 
or  catwalk  is  provided  and  maintained  across  the  westerly- 
side  for  access  to  the  rear  stairway  from  such  roof  ;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
the  one-source  sprinkler  system  and  interior  fire  alarm  sys¬ 
tem  shall  be  maintained  as  proposed ;  that  this  variance  shall 
continue  only'  so  long  as  the  building  is  occupied  throughout 
as  proposed. 


529-46-A 

APPLICANT — Robert  D.  Kohn  and  John  J.  Knight,  for 
R.  H.  Macy  &  Co.,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1317-1329  Broadway,  west  side, 
from  West  34th  to  West  35th  streets,  105-173  West 
34th  street,  108-166  West  35th  street  and  441-459  7th 
avenue  (Block  810,  Lot  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  John  J.  Knight. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (529-46-A) 

Whereas,  Robert  D.  Kohn  and  John  J.  Knight,  for  R.  H. 
Macy  &  Co.,  Inc.,  owner,  filed  July  3,  1946  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
1317-1329  Broadway,  105-173  West  34th  street,  441-459  7th 
avenue  and  108-166  West  35th  street  (Block  810,  Lot  1), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
amendment  to  Alt.  Applic.  482-46,  reads : 

“1.  Repeat.  Not  more  than  2  adjoining  stories  in 
any'  structure  may  be  connected  by  an  open  well,  un¬ 
enclosed  stairway  or  escalator.  6.4.1. 9.2  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  19 
stories  (286  ft.  9  in.)  in  height,  595  ft.  by  197  ft.  irregular 
in  area,  of  class  1  construction,  erected  in  1898,  1921,  1928, 
and  1930,  located  in  a  business  use,  B  area  and  Class  2  height 
district  and  used  throughout  as  a  department  store,  provided 
with  a  two  source  sprinkler  system  and  standpipe  system, 
interior  fire  alarm  system  and  fire  drills  are  maintained;  that 
there  are  nine  interior  stairs  and  one  fire  tower  of  fireproof 
construction  from  the  roof  to  the  street ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  re¬ 
move  the  old  shunt  type  escalators  in  the  Broadway  building 
and  their  existing  enclosures  from  the  2nd  to  6th  floors  at 
columns  77,  87,  and  97  and  to  replace  same  with  modern 
escalators ;  that  it  is  also  proposed  to  install  new  escalators 
in  the  7th  avenue  building  from  the  basement  to  the  6th 
floor  at  columns  43,  44  and  45,  and  columns  32,  33  and  34, 
and  columns  25,  26  and  19;  that  it  is  also  proposed  to  remove 
the  existing  enclosure  for  the  existing  escalator  from  the 
6th  to  7th  floor  at  columns  77,  87  and  97  in  the  Broadway 
building  and  to  replace  same  with  similar  enclosures  as  pro¬ 
posed  for  the  new  escalator  installations;  and 

Whereas,  the  applicant  states  that  the  proposed  construc- 
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non  for  the  new  escalator  enclosures  in  the  Broadway  and 
7th  avenue  buildings  will  provide  steel  framed  balustrades 
finished  with  plaster  on  two  sides ;  that  the  well  openings 
will  be  protected  with  a  rolling  shutter  in  a  horizontal  posi¬ 
tion  at  top  of  balustrading ;  that  this  shutter  will  be  manu¬ 
ally  operated;  that  the  well  openings  below  will  be  protected 
by  a  steel  or  cement  flame  baflle  24  in.  below  the  general 
ceiling  level  and  will  be  additionally  protected  by  means  of 
a  sprinkler  curtain  with  heads  4  ft.  on  centers  around  the 
perimeter  of  the  well  opening;  that  an  automatic  electrically 
operated  device  will  be  installed  to  stop  the  operation  of  the 
escalators  upon  the  closing  action  of  the  shutter ;  and 

Whereas,  the  applicant  contends  that  in  a  sprinklered 
building,  the  protection  afforded  by  the  proposed  installation 
or  alteration  is  at  least  equal  to  or  superior  to  that  required 
by  the  code ;  and 

Whereas,  Certificate  of  Occupancy  19040  issued  July 
19,  1933,  permits  the  use  of  the  building  as  a  department 
store. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  Alt.  Applic.  482-46,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  alteration  shall  be  completed  substantially 
as  indicated  on  plans  filed  with  this  appeal,  marked  “Re¬ 
ceived  July  3,  1946”  (6  sheets)  ;  'that  the  requirements  of 
the  resolution  adopted  by  the  Board  for  similar  installations 
within  this  building  under  Cals.  227-38-A,  1048-40-A  and 
657-45-A  shall  be  complied  with ;  that  the  two-source  sprin¬ 
kler  system,  stand-pipe  system,  interior  fire  alarm  system  and 
fire  drills  shall  be  maintained  in  accordance  with  the  require¬ 
ments  therefor ;  and  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


774-45-A 

APPLICANT— Alex  Eisner,  for  Eisner  Realty  Corp.,  owner 
(Atlas  Shelving  and  Partition  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 96  Prince  street,  south  side, 
70.41  ft.  west  of  Mercer  street  (basement)  ;  (Block 
499,  Lot  18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Isidore  Meyer. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


386-46-A 

APPLICANT— Kitzler  &  Nurick,  for  L.  I.  Soap  Company, 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 15-29  Bridgewater  street,  south 
side,  142  ft.  6  in.  west  of  Meeker  avenue  and  885-895 
Meeker  avenue  (Block  2664,  Lots  25,  26,  27,  29,  31, 
45  and  46),  Borough  of  Brooklyn 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  owner’s  attorney. 

THE  VOTE  TO  WITHDRAW— 

jAffirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


422-46-A 

APPLICANT — David  Weinberg,  for  French  Bootery,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar— re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 19  East  57th  street,  north  side, 
72  ft.  west  of  Madison  avenue  (Block  1293,  Lot  14), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  Weinberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


534-45-A 

APPLICANT — Henry  Nordheim,  for  Feivel  Weilcr,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 205  Hewes  street,  north  side, 
187  ft.  6  in.  east  of  Lee  avenue  (Block  2206,  Lot  55), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1946  at 
2  P.  M.,  for  an  inspection  of  the  Committee  of  the 
Board. 


189-46-A 

APPLICANT — Edward  E.  Ashley,  for  Abrast  Realty  Co., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 422-438  Fulton  street,  south 
side,  93  ft.  west  of  Hoyt  street,  177  Livingston 
street,  14-30  Hoyt  street  and  15  Gallatin  place,  1st, 
2nd  and  3rd  basements,  (Block  156,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  Hulton. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1946 
at  2  P.  M.,  for  further  consideration. 


351-46-A 

APPLICANT — Henry  George  Greene,  for  Polly  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 45-51  Lispenard  street,  north 
side,  245  ft.  8%  in.  west  of  Broadway  (Block  210, 
Lot  26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration :  Fred  Dahlen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1946  at 
2  P.  M.,  for  further  consideration,  applicant  to  file 
corrected  plans. 


393-46-A 

APPLICANT — William  R.  Meyer,  for  Colonial  Air  Lines, 
Inc.,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 39-41  East  50th  street,  north 
side,  111  ft.  west  of  Park  avenue  (Block  1286, 
Lots  31  and  31 J4),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  R.  Meyer  and  F.  Klebold. 
For  Administration  :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1946  at 
2  P.  M.,  applicant  to  carry  out  the  instructions  of 
the  Board. 


ZONING  APPLICATIONS 

271-37-BZ 

APPLICANT — John  R.  Davies,  for  The  Real  Estate  Trust 
Co.  of  Philadelphia,  trustee,  u/w  of  George  H. 
Earle,  Jr.,  owner  (Union  Packing  Corp.,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  retail  use  district  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 123-127  West  47th  street,  north 
side,  220  ft.  west  of  Sixth  avenue  (Block  1000, 
Lots  22,  221/  and  23),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  Callender. 

For  Administration  :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  ^ 

THE  RESOLUTION  (271-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  123-127  West  47th  street,  north- 
side,  220  ft.  west  of  Sixth  avenue  (Block  1000,  Lots  22,22y2 
and  23),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  November  23,  1937,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  such  extension  having  been  granted  on  December 
23,  1941  and  the  resolution  amended  on  July  28,  1942;  and 
Whereas,  the  permit  was  further  extended  on  July  25, 
1944;  and. 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  23,  1937, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7h,  for  a  term  of  two 

(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  and  to  permit 
the  building  to  be  occupied  in  conjunction  with  the 
adjoining  plot,  a  zoning  variance  for  which  was  granted 
by  the  Board  under  Cal.  No.  314-42-BZ;  that  other 
than  as  herein  amended,  the  conditions  of  the  resolution 
of  November  23,  1937,  shall  be  complied  with  and  that 
a  certificate  of  occupancy  shall  be  obtained.” 


421-40-BZ 

APPLICANT — J.  Jacques  Stone,  for  W.  Goadby  Loew  and 
U.  S.  Trust  Company  of  New  York  as  trustee  of 
Estate  of  Charles  F.  Rowe,  owner  (120  East  32nd 
Street  Parking  Corporation,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 122-126  East  32nd  street,  south 
side,  100  ft.  west  of  Lexington  avenue  (Block  887, 
Lots  84,  85  and  86),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  Jacques  Stone. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (421-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  a  business  use  district  for  a 
temporary  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  122-126 
East  32nd  street,  south  side,  100  ft.  west  of  Lexington 
avenue  (Block  887,  Lots  84,  85  and  86),  Borough  of  Man¬ 
hattan,  was  granted  by  the  Board  on  July  16,  1940,  on 
certain  conditions,  resolution  amended  on  October  29,  1940, 
time  extended  on  January  28,  1941  and  permit  extended  on 
July  23,  1942  and  July  18,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  16,  1940,  as 
amended  on  October  29,  1940,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 

years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  con-dition  *  *  *  that  other  than  as 

amended  herein,  the  resolution  adopted  by  the  Board 
July  16,  1940,  as  amended  on  October  29,  1940,  shall  be 
complied  with  in  all  respects  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


1101-41-BZ 

APPLICANT — L.  A.  Kiesewetter,  for  The  Texas  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  business  and  partly 
in  an  unrestricted  use  district,  the  reconstruction  of 
an  existing  gasoline  service  station. 

PREMISES  AFFECTED — 451-457  Flushing  avenue  and 
713-721  Bedford  avenue,  northeast  corner  (Block 
2263,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  an<f  time  ex¬ 
tended. 
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1 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (1101-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
an  unrestricted  use  district,  the  reconstruction  of  an  existing 
gasoline  service  station,  affecting  premises  451-457  Flushing 
avenue  and  713-721  Bedford  avenue;  northeast  corner 
(Block  2263,  Lot  1),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  July  21,  1942,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  27,  1944  and  June  26,  1945  and  the 
applicant  requested  a  further  extension  of  time  for  such 
similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  21,  1942,  as 
amended  by  resolution  adopted  through  June  26,  1945,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  obtain 
.  permits  and  complete  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

“*  *  *  that  in  view  of  statement  in  applicant’s  report 
that  plans  have  been  filed  with  and  approved  by  the 
borough  superintendent,  all  permits  required  shall  be 
obtained  and  all  work  completed  within  one  year  from 
the  date  of  this  amended  resolution.” 


1314-42-BZ 

APPLICANT — John  R.  Davies,  for  Dry  Dock  Savings 
Institution,  owner  (Union  Parking  Corporation, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  retail- 1  use  district,  for  a  term  of 
two  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 122-126  West  48th  street,  south 
side,  245  ft.  west  of  Sixth  avenue  (Block  1000,  Lot 
43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  P.  Callender. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (314-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail-1  use  district  for  a  term 
:  of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  122-126  West  48th  street, 

;  south  side,  245  ft.  west  of  Sixth  avenue  (Block  1000,  Lot 
43),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
July  28,  1942,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  July  25,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  28,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h,  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  and  to  permit 
the  building  to  be  occupied  in  conjunction  with  the 


adjoining  plot,  a  zoning  variance  for  which  was  granted 
by  the  Board  under  Cal.  No.  271-37- BZ ;  that  other  than 
as  herein  amended ,  the  conditions  of  the  resolution  of 
July  28,  1942,  shall  be  complied  with  and  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


74-44-BZ 

APPLICANT  William  Shary,  for  Rose  Lubin,  owner. 

Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 i  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  mainte¬ 
nance  of  a  motor  vehicle  repair  shop 
PREMISES  AFFECTED — 375  South  First  street,  north 
side,  63  ft.  4  in.  east  of  Grand  street  extension  and 
206  Grand  street  extension  (Block  2399,  Lot  23), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Shary. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  o 

THE  RESOLUTION  (74-44-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop ;  affecting  premises 
375  South  First  street,  north  side  63  ft.  4  in.  east  of  Grand 
street  extension,  and  206  Grand  street  extension  (Block 
2399,  Lot  23),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  May  9,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  9,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7i  thereof,  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  maintenance  of  a  motor  vehicle  repair  shop, 
on  condition  *  *  * ;  that  other  than  as  amended  herein, 
the  resolution  adopted  by  the  Board  May  9,  1944,  shall 
be  complied  with  in  all  respects  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


827-40-BZ 

APPLICANT — Frank  G.  Ackerman,  for  G.  Montanino  and 
Omnibus  Realty  Corp.,  owners  (R.  Piro  and  S. 
Grannello,  lessees). 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  larger  plot,  previously  denied  for 
smaller  plot  under  section  7h  of  the  zoning  resolu¬ 
tion — re  Application  (decision  of  the  borough  super¬ 
intendent)  to  permit  in  a  business  use,  B  area  dis¬ 
trict,  the  parking  and  storage  of  more  than  five 
motor  vehicles  on  a  vacant  lot. 

PREMISES  AFFECTED— 206-212  Mulberry  street  and 
38-46  Spring  street,  southeast  corner  (Block  480, 
Lots  14,  15,  16,  17  and  19),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frank  G.  Ackerman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 
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THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


429-46-BZ 

APPLICANT — N.  J.  Sapienza,  for  Lewis  and  Leonard 
Associates,  for  Seven  Santini  Brothers,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  14D  of  the  zoning  resolution, 
to  permit  in  retail  use,  D  area  district  the  erection 
of  a  warehouse  without  providing  legal  yard  re¬ 
quired  at  grade  level. 

PREMISES  AFFECTED— 114-25  Queens  boulevard,  east 
side,  201  ft.  north  of  77th  avenue  (Block  2266,  Lots 
81  and  82),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  C.  Cory  Mills. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  owner’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL. 


347-39-SM 

APPLICANT— Lone  Star  Cement  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — Lone  Star  Portland 
Cements,  Types  I,  II  and  III  (Nazareth  Mill) 
previously  approved;  for  consideration  of  approval 
of  Tvpes  I  and  II  (Hudson  Mill). 
APPEARANCES— 

For  Applicant :  L.  B.  McConnell. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 


TION—  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee 
Negative:  . 


4 

0 


THE  RESOLUTION  (347-39-SM) 

Whereas,  Lone  Star  Cement  Corporation,  owner,  filed  on 
March  18,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Lone 
Star  Portland  Cement  and  “Incor”  High  Early  Strength 

Portland  Cement ;  and  . 

Whereas,  this  material  was  approved  by  the  Board  on 
Tuly  11,  1939,  on  certain  conditions,  and  the  resolution 
amended  on  April  30,  1946 ;  and 


Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  tests  indicated  that  Lone  Star  Portland  Cement 
as  manufactured  at  the  applicant’s  mills  at  Nazareth,  Pa. 
and  at  Hudson,  N.  Y.,  met  the  requirement  for  both  Type  I 
and  Type  II  Portland  Cement. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  30,  1946,  as  to 
the  recommendations  contained  in  the  Committee’s  report,  so 
that  as  amended,  the  recommendations  shall  read: 

“*  *  *  on  the  basis  of  the  foregoing  data,  it  is 

recommended  that  Lone  Star  Type  I  Portland  cement  as 
manufactured  by  the  applicant’s  mills  at  Nazareth,  Pa. 
and  Hudson,  N.  Y.  be  approved  for  use  as  Type  I  port- 
land  cement ;  and  that  Lone  Star  Type  II  Portland  ce¬ 
ment  as  manufactured  at  the  applicant’s  mills,  at 
Nazareth,  Pa.  and  Hudson,  N.  Y.  be  approved  for  use 
as  Types  I,  and  II  Portland  cement,  *  *  *” 


271-45-SM 

APPLICANT — Lone  Star  Cement  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Lone  Star  Masonry 
Cement  (previously  approved  on  condition). 
APPEARANCES— 

For  Applicant :  L.  B.  McConnell. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 

THE  RESOLUTION  (271-45-SM) 

Whereas,  Lone  Star  Cement  Corporation,  owner,  filed  on 
May  5,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Lone 
Star  Masonry  Cement ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
April  30,  1946,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  30,  1946,  by 
adding  thereto : 

“*  *  *  that  this  material  may  be  marketed  by  the  1  enn- 
Dixie  Cement  Corporation  under  the  name  Penn-Dixie 
Mortar  Cement,  on  condition  that  the  requirements.  of 
the  resolution  including  the  requirements  for  labeling 
shall  be  complied  with.” 


Adjourned  :  5  :00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  _ 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  ot 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 

^TJiird  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the^posting  of  the  calendars  on  the  bulletin  board  in  (he 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to' file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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be  printed  in  the  Bulletin  of  August  6,  1946.) 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
noi  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  July  23,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

549- 46-A—H.B.B— 21-35  Thomas  street  and  551-557 
Stewart  avenue,  northwest  corner  (Block  2800,  Lot  26), 
Borough  of  Brooklyn,  Misc.  5495-46. 

550- 46-A— H.B.M.— 620-634  12th  avenue,  east  side,  from 
West  47th  to  West  48th  streets,  625-637  West  47th  street 
and  610-638  West  48th  street  (3rd  floor)  ;  (Block  1095, 
Lots  11  to  17,  Lots  40  to  48  and  Lots  50  to  54),  Borough 
of  Manhattan,  Misc.  F.P.  1428-46. 

551- 46-BZ—H.B.Bx.— 498-500  East  134th  street  and  127 
Brook  avenue,  southwest  corner  (Block  2261,  Lot  5),  Bor¬ 
ough  of  The  Bronx,  Alt.  524-46. 

552- 46- A _ F.D. — 3864  Flatlands  avenue,  southwest  corner 

of  Lott  avenue  (Block  7859,  Lot  42),  Borough  of  Brooklyn, 
17285-LF  and  Decision. 

553- 46-A _ F.D. — 73rd  avenue,  871  ft.  west  of  88th  street 

and  south  side  of  Pequot  690  ft.  west  of  88th  street  (Block 
3810,  Lot  375);  (old  275),  Glendale,  Borough  of  Queens, 
Decision. 

554- 46-A _ H.B.Q. — 234-22  Merrick  boulevard,  southwest 

corner  of  235th  street  (Laurelton  parkway)  ;  (Block  13198, 
Lot  38),  Laurelton,  Borough  of  Queens,  Misc.  6846-46. 

555- 46-A— F.D.— 175-177  Grand  avenue,  east  side,  100  ft. 
south  of  Willoughby  avenue  (basement,  2nd  and  3rd 
floors)  ;  (Block  1921,  Lot  19),  Borough  of  Brooklyn,  2536- 
LC  and  Decision. 

556- 46-A _ H.B.Bx. — North  side  of  Rikers  Island,  opposite 

Tiffany  street  (Block  2760,  part  of  Lot  4),  East  River, 
Borough  of  The  Bronx,  Amendment  to  Alt.  312-45. 

557- 46-BZ — H.B.Q. — 912  Cypress  avenue,  south  side,  be¬ 
tween  Hancock  and  Weirfield  streets,  1662  Hancock  street 
and  1663  Weirfield  street  (Block  3549,  Lot  44),  Ridgewood, 
Borough  of  Queens,  Alt.  1734-45. 

Restored  to  Calendar. 

199-46-A — H.B.M. — 516  3rd  avenue,  west  side,  75  ft.  south 
of  East  35th  street  (2nd  floor)  ;  (Block  890,  Lot  46),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  92-46. 

391-46-A— H.B.M.— 236-238  West  40th  street,  south  side, 
254  ft.  4J4  in.  west  of  7th  avenue  (Block  789,  Lot  60), 
Borough  of  Manhattan,  Amendment  to  Alt.  646-46. 

61-32-BZ — H.B.B. — 64-70  Neptune  avenue  and  2-10  Brigh¬ 
ton  11th  street,  southwest  corner  (Block  7516,  Lot  2371), 
Borough  of  Brooklyn,  N.B.  506-46. 

175-45-BZ— H.B.M. — 403  East  Houston  street  and  126- 
128  Sheriff  street,  southeast  corner  (Block  335,  Lots  10  and 
11),  Borough  of  Manhattan,  Alt.  754-44. 


1460-23-BZ— H.B.B.— 1239-1249  Coney  Island  avenue, 

southeast  corner  of  Avenue  I  (Block  6695,  part  of  Lot  48), 
Borough  of  Brooklyn,  N.B.  601-46. 


57-46-BZ— H.B.Q— 168-01  to  168-09  Hillside  avenue  and 
87-45  to  87-57  168th  street,  northeast  corner  (Block  9840, 
Lot  1),  Jamaica,  Borough  of  Queens,  N.B.  2337-45. 


104-41-BZ — H.B.Q. — 150-22  Tahoe  street,  west  side, 
170.14  ft.  south  of  Albert  road  and  150-25  Centreville 
street  (Block  11556,  Lots  23  and  57),  Ozone  Park,  Borough 
of  Queens,  N.B.  8347-40. 


366-32-BZ — H.B.Bx. — 1385-1395  Webster  avenue,  west 
side,  772.49  ft.  north  of  East  169th  street  (Block  2887,  Lots 
151-155,  inclusive),  Borough  of  The  Bronx,  Decision  re 
Certificate  of  Occupancy. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department;  F.D.— 
Fire  Department,  and  M,  stud  A. — Dept,  of  Marine  and  Aviation. 


RULES 

I.ast 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec- 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Pe,c‘ 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . •  •••Dec. 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex- 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . , . May 

Factory  Exit  Rules . . bept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules .  ...June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  .......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . APr- 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules. . ....June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules . ; - , - May 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Apr. 
Smoking  in  Factories,  Rules  for . . . .  Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Dec. 


Publication  in  Bulletin 

28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 

12,  1944— Vol.  29,  No.  36 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

25,  1945 — Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 
4,  1946— Vol.  31,  No.  23 

12,  1945— Vol.  30,  No.  24 

28,  1946— Vol.  31,  No.  22 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945 — Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 
9,  1946— Vol.  31,  No.  15 

22,  1946— Vol.  31,  No.  4 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


902 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 

IN  O.  1 0/\, 


SEPTEMBER  10,  1946,  10  A.M. 

NOIICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  nwrmng,  September  10,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  ° 

Zoning  Applications 

229-29-BZ— Application  of  Julius  S.  Rapson,  applicant,  on 
behaU  of  Harry  J.  Hoechle,  owner  (Frank  Carin,  lessee) 
reopened  May  21,  1946,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  ot  a  new  building  for  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  to  be 
Moline  sales  service  station  and  office;  premises 
24o-19  South  Conduit  boulevard,  south  side,  109  ft  east  of 
Francis  Lewis  boulevard  (Block  13615,  Lot  5)  Rosedale 
Borough  of  Queens. 

583-45-BZ— Application  of  Jules  Lewis,  applicant,  on  be- 
nait  ot  Lord  trading  Corp.  owner,  reopened  June  4  1946 
under  sections  7b  and  21  of  the  zoning  resolution  to  per¬ 
mit  in  a  residence  and  business  use  district,  the  proposed 
area  to  be  used  for  manufacturing  in  excess  of  twenty-five 
g85)  Peirce,nt  (Previously  granted  by  the  Board)  ;  premises 
388  4CL  Hudson  street,  264-270  West  Houston  street  north- 
east  corner  and  22-28  Clarkson  street  (Block  581,  Lots  45-53 
and  83),  Borough  of  Manhattan. 

433-46.BZ— Apphcation,  June  14,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Lillian  Gilbert 
owner  (Metered  Laundries,  Inc.,  lessee),  to  permit  in  a 
business  use  district,  the  operation  and  maintenance  of  a 

^  hUndry’  f°r  a ,peri°d  of  five  (5)  Years;  premises 

7r?6i47& cav“ue.  sotiA  Mdc,  38  ft.  east  of  47th  street 
(Block  2285,  Lot  25),  Woodside,  Borough  of  Queens. 

512-46-BZ— Application,  July  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Joseph  Manteiga  and 
hred  Sanchez  applicants,  on  behalf  of  American  and 
Foreign  Liquidation,  Inc.,  owner,  to  permit  in  a  retail  use 
district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  115  Madi- 
son  street  northwest  corner  of  Market  street  (Block  277 
Lot  20),  Borough  of  Manhattan. 

532-46-BZ— Application,  July  10,  1946,  under  section  7h 
of  the  zoning  resolution,  of  The  Good  Neighbor  Building 
inc.,  applicant  anct  owner,  to  permit  in  a  residence  and  retail 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1300-1306  (920-926)  Avenue  of 
I  he  Americas  (6th  avenue),  61-67  West  52nd  street,  north¬ 
east  corner  and  56-64  West  53rd  street,  south  side,  103  67  ft 

hatta^f  6tH  aVCnUe  (BI°Ck  1268’  Lot  Boroush  of  Man- 

Appeals  from  Administrative  Decisions. 

237-46-A  56  Pine  street,  north  side,  125  ft.  west  of  Wil- 

T^io?rec  andu26rSda,r  street  (basement);  (Block  41, 
Fot  19),  Borough  of  Manhattan. 

367-46-A — 1 19-121  5th  avenue  and  1-3  East  19th  street 
ofMShat“™Cr  (ce"ar);  (Block  848,  Lot  1),  Borough 

459-46-A— -1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th  18th  19th  and  20th  floors)  ;  (Block  888,  Lot  1) 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  10,  1946,  2  P.  M. 

NOTICE.  IS  HEREBY  GIVEN  of  a  public  hearing 
lucsiay  afternoon,  September  10,  1946,  at  2  o’clock  in  Room 
ters  •  Mumcipal  Bu,lding>  Manhattan,  on  the  following  mat- 

Rules. 

835-38-SR— Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and_  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply.  ^ 

Appeals  from  Administrative  Decisions. 

235-46-A— 108-122  West  street  and  51-57  Kent  street 
nor  beast  corner  (also  known  as  37-69  Greenpoint  avenue)  ;’ 
(1st  floor  Building  13)  ;  (Block  2549,  Lots  1-3-33),  Borough 
ot  brooklyn.  ° 

556-46- A— North  side  of  Rikers  Island,  opposite  Tiffanv 
TheCtBronxCk  276°’  °f  LOt  4)’  EaSt  River’  Borough  of 
HARRIS  H.  MURDOCK,  Chairman. 
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SEPTEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  September  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  6 

Zoning  Applications. 

392-46-BZ— Apphcation,  May  29,  1946,  under  section  21 
ot  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  b  area  district,  the  proposed  extension  to  existing  build- 
ing  usmg  more  than  the  area  permitted;  premises  106  West 
45th  street  south  side,.  103  ft.  west  of  Avenue  of  The 

Manhattan (6th  aVenue)  :  (Block  997 -  Lot  37>-  Borough  of 

401-31-BZ— Apphcation  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium ;  premises  624-626  Atlantic  avenue,  and  95th 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,_  D  area  district,  the  erection  of  a  structure 
tor  mjmuffictunng  purposes,  using  more  than  the  area  per- 
nntted  and  omitting  the  required  rear  yard;  premises  202-208 
Bldary  street,  south  side,  91  ft.  east  of  Prince  street,  and 

k  4  ?p,nC?  S^et-Teast  side>  96  ft  6  in.  south  of  Tillary 
ft?  (BI°ck  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

Application  of  Irving  M.  Fenichel,  applicant, 
™  nehpIf  1(of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun- 
dry,  Inc  lessee)  reopened  Apri!  9,  1946,  under  sections 
/a,  /c  and  21  of  the  zpning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 

Rkhmond36’  L°tS  66’  69  ^  ?3)’  Stap,eton-  Borough  of 

1081-41-BZ— Application  of  Lama  and  Proskauer  annli 
cams  „„  behalf  of  Francis  H.  Lnce.  owner  reopentd  Ply 
9,  1946  for  consideration  as  to  extension  of  term  of  variance 
Application,  previously  granted  on  condition,  under  section 
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7e  of  the  zoning  resolution,  for  a  term  of  two  years,  per¬ 
mitting  in  a  local  retail  use  district,  the  conversion  of  occu¬ 
pancy  of  the  cellar  story  of  the  building  to  a  bowling  alley  , 
the  said  bowling  alley  having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from  the  business  stieet, 
premises  102-43  to  102-55  Queens  boulevard,  northeast  corner 
of  68th  street  (Block  2137,  Lot  1),  Forest  Hills,  Borougn 
of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign ;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

856-42-BZ— Application  of  Lama  and  Proskauer  appli¬ 
cants  on  behalf  of  Louis  Fatato,  owner,  reopened  Septem¬ 
ber  18  1945,  under  section  7f  of  the  zoning  resolution,  to 
permit’  in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than  five  (3) 
motor  vehicles,  storage  of  beer  and  repair  shop  tor  owner  s 
use  (previously  granted  by  the  Board)  ;  premises  298-318 
2nd  street,  and  303-311  4th  avenue,  southeast  corner  (Block 
974,  Lots  6,  12,  15  and  17),  Borough  of  Brooklyn. 

250-46-BZ — Application,  April  10,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  John  Joseph  Carroll, 
applicant,  on  behalf  of  Margaret  Fennell,  owner,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
business  garage  for  five  trucks,  express  storage  and  office  to 
public  garage  for  more  than  five  (5)  motor  vehicles;  premi¬ 
ses  95-105  Vanderbilt  avenue,  east  side,  290  ft.  7 §4  m-  south 
of  Park  avenue  (Block  1887,  Lot  24),  Borough  of  Brooklyn. 

275-46-BZ — Application,  April  17,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauei,  appli¬ 
cants,  on  behalf  of  Home  Refunding  Corp.,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of  exist¬ 
ing  building  using  more  than  the  area  permitted ;  premises 
6409-6411  8th  avenue,  east  side,  60  ft.  south  of  64th  street 
(Block  5742,  Lot  6),  Borough  of  Brooklyn. 

389-46-BZ— Application,  May  22,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  5045  Realty  Corp,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  for  a  term  of  two  (2)  yeais;  premises  107- 
111  East  30th  street,  north  side,  90  ft.  east  of  4th  avenue 
(Block  886,  Lots  8,  9  and  10),  Borough  of  Manhattan. 

355-45-BZ— Application,  June  5,  1945,  under  sections  7c 
and  7i  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Ben  H.  Sanders  and  Henry  A. 
Doten,  owners,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  of  a  portion  of  the  building  from  auto 
laundry  to  motor  vehicle  repair  shop ;  premises  50-24  Queens 
boulevard,  south  side,  193.20  ft.  east  of  50th  street  (Block 
2283,  Lot  43),  Woodside,  Borough  of  Queens. 

191- 46-BZ— Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

Appeals  prom  Administrative  Decisions. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 


392-45-A — 50-24  Queens  boulevard,  south  side,  193.20  ft. 
east  of  50th  street  (1st  floor);  (Block  2283  Lot  43) 
Woodside,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  proposed  mapped  street — 51st  street;. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  September  17,  1946,  at  2  o  dock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

Appeals  from  Administrative  Decisions. 

499-46-A — 147-73  Springfield  lane,  east  side,  693.1  ft. 
south  of  147th  avenue  (Block  4625,  Lot  20) ,  •  Springfield 
Gardens,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street  224 ih  street). 

519-46-A— 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  Lity 
Law  re  bed  of  mapped  street  122nd  avenue). 

547.46.A_7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft  north  oi  West  Em 
avenue  and  40,  120,  200,  280,  360  400,  440,  480  and  560  it. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1946,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama,  and  Proskauer,  ap- 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  ot  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side  120  It. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

1063-27-BZ— Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation  owner  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  lie 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
bv  the  Board)  increasing  the  area  of  station;  premises 
133-44  150th  street,  and  149-12  North  Conduit  aveil^> 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  ), 
South  Jamaica,  Borough  of  Queens. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs ;  premises  13/ -3- 
Ccnterville  street,  northwest  corner  ot  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

175-45-BZ— Application  of  Joseph  M.  Lonergan  apphcant 
on  behalf  of  William  Stroll,  owner,  reopened  July  23,  1940 
for  consideration  as  to  extension  of  time  to  complete 
work — Application  previously  granted  on  condition. 
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der  section  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  extension  of  a  business  use  now 
existing  on  the  1st  story,  to  the  2nd  story;  premises  403 
East  Houston  street  and  126-128  Sheriff  street,  southeast 
corner  (Block  335,  Lots  10  and  11),  Borough  of 
Manhattan. 

366-32-BZ  Application  of  Morris  Kraushaar,  applicant 
and  owner,  reopened  July  23,  1946,  for  consideration  as  to 
extension  of  term  of  variance — Application  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop,  for  a  term  of 
five  years;  premises  1385-1395  Webster  avenue,  west  side, 
772.49  ft.  north  of  East  169th  street  (Block  2887,  Lots  151 
to  155,  inclusive),  Borough  of  The  Bronx. 

104-41-BZ— Application  of  Potters  Brothers,  Inc.,  appli¬ 
cant  and  owner,  reopened  July  23,  1946,  for  consideration 
as  to  extension  of  permit — Application  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  factory  building  18  ft.  above  the  curb 
level  in  excess  of  the  limitations  set  by  the  building  zone 
resolution,  for  a  term  of  five  years;  premises  150-22  Tahoe 
street,  west  side,  170.14  ft.  south  of  Albert  road  and  150-25 
Centreville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of  Queens. 


Appeals  from  Administrative  Decisions. 

295-46-A — 688  Woodward  avenue,  west  side,  25  ft.  north 
oi  Palmetto  street  (Block  3468,  Lot  49),  Ridgewood,  Bor- 
ough  of  Queens. 

369-46- A— 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block 
2 27,  Lot  63),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  afternoon,  September  24,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
o)  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

560-46-A — 754-756  7th  avenue,  west  side,  41  ft.  6  in.  south 
of  50th  street  (5th  and  6th  floors)  ;  (Block  1021,  Lot  34) 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  July  23,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  July  9,  1946,  were  approved 
as  printed  in  Bulletin  No.  29,  Volume  31. 


872-28-BZ 


Zoning  Applications. 


APPLICANT — Henry  Nordheim,  for  2311  Grand  Concours 
Corp.,  owner  (Manox  Theatre  Corp.  and  Jacoi 
Rosenblum,  lessees). 

SUBJECT— Application  reopened  February  20,  1945— Appli 
cation  (decision  of  the  borough  superintendent 
under  sections  7e  and  21  of  the  zoning  resolutior 
to  permit  in  a  residence  and  business  use  district,  ai 
existing  sign  and  the  erection  of  proposed  sign 
PREMISES  AFFECTED — 2301-2313  Grand  Concourse  anc 
163-169  East  183rd  street,  northwest  corner  (Blocl 
3164,  Lot  31),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  G.  Klein. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1946  a 
10  A.  M.  for  new  decisions  by  Borough  Superin¬ 
tendent,  as  to  other  stores  in  the  building  having 
signs  as  shown  on  plans  filed. 


407-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Ben  Siegal,  owner. 


SUBJECT— Application  reopened  April  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  7e  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  of  a  building  to  be 
used  as  a  restaurant,  for  a  term  of  years. 
PREMISES  AFFECTED— 3857-3865  to  3901-3909  Kings 
Highway,  north  side,  100  ft.  east  of  Flatbush  ave¬ 
nue  (Block  7819,  part  of  Lot  20),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  at  request  of  applicant. 
New  date  of  hearing  to  be  set  and  owners  notified 
of  same  by  registered  mail ;  new  plans  and  new  de¬ 
cision  to  be  filed  by  applicant. 


191-46-BZ 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use,  D  area  district, 
restaurant,  banquet  hall,  meeting  room  and  two 
families,  using  more  than  the  permitted  area. 

PREMISES  AFFECTED — 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Nettie  Weil  and  Emma  Hansen. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Laid  over  to  September  17,  1946  at 
10  A.  M.  at  request  of  applicant’s  representative. 
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418-46-BZ 

APPLICANT—!.  G.  L.  Molloy,  for  Salvatore  Franzone, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  construction 
of  a  building  to  be  used  as  a  gasoline  service  station, 
lubritorium,  salesroom  and  repair  shop,  for  minor 
automobile  repairs. 

PREMISES  AFFECTED— 137-32  Centerville  street,  north¬ 
west  corner  of  149th  avenue  (Block  11534,  Lot  36), 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  24,  1946  at 
10  A.  M.  for  consideration  after  submission  of  re¬ 
vised  plans  by  applicant. 


492-27-BZ 

APPLICANT — Lama  and  Proskauer,  for  Halward  Realty 
Corporation,  owner. 

SUBJECT — Application  reopened  January  15,  1946— Appli¬ 
cation  (decision  of  the  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  gasoline  station  (previously  granted 
by  the  Board),  to  gasoline  station,  sales,  office,  lubri¬ 
torium,  brake  testing,  wheel  aligning  and  extension 
of  existing  structure. 

PREMISES  AFFECTED— 1134-1144  East  New  York  ave¬ 
nue  and  2-12  East  98th  street,  southwest  corner 
(Block  4600,  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration  :  G.  Goldman,  Board  of  Educa¬ 
tion,  Fred.  Dahlem,  Dep’t  of  Housing  and 
Buildings  and  H.  Klorfein,  Dep’t  of  Parks. 
ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (492-27-BZ) 

Whereas,  this  application,  affecting  premises  1134-1144 
East  New  York  avenue,  southwest  corner  of  Ea^t  98th 
street  (Block  No.  4600,  Lot  No.  7),  Borough  of  Brooklyn, 
was  granted  by  the  Board  at  its  meeting  February  28,  1933, 
on  certain  conditions,  resolution  amended  May  31,  1933, 
September  15,  1936,  November  8,  1939  and  November  26, 
1940,  and  applicant  requested  a  further  amendment;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  15,  1946  and  restored  to  the  calendar,  subject 
to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  98th  street  is  in  buisiness  use, 
C  area  and  Class  1  height  districts;  East  New  York  ave¬ 
nue  is  in  residence  and  business  use,  C  area  and  Class  1 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  16,  1945,  re  Alt.  Applic.  3441-45,  reads: 

“1.  Existing  gasoline  station  was  conditionally  ap¬ 
proved  by  the  Board  of  Stds.  and  Appeals  under  Cal. 
492-27-BZ.  Any  proposed  changes  should  therefore  be 
submitted  for  its  consideration.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  111  ft.,  10?4  inch  frontage  by  102  ft.,  3J4  inches  in 
depth,  irregular,  on  which  is  located  a  building  110  ft.  front 
by  30  ft.  in  depth,  one  story  (13  ft.,  4  in.)  in  height;  that 
there  is  a  storeroom  in  back  of  building  at  southwest  cor¬ 
ner,  10  ft.  by  20  ft. ;  that  it  is  proposed  to  extend  the  build¬ 
ing  along  the  west  lot  line  36  ft.  by  22  ft.  (irregular),  one 
story,  approximately  19  ft.  in  height,  to  be  used  as  an  office; 
and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  one-story  building  30  by  110  feet 
on  which  is  an  automobile  laundry,  lubritorium,  office  and 
brake  testing;  that  on  the  open  area  are  eight  550  gallon 
gasoline  storage  tanks  and  pumps ;  that  the  owners  intend 
to  alter  the  building  so  as  to  remove  the^brake  testing 
equipment  and  reset  same  in  portion  marked  “auto  laundry 
and  to  construct  a  new  office  along  the  westerly  lot  line,  ap¬ 
proximately  22  by  26  feet  to  be  used  in  conjunction  with 
the  sale  of  accessories ;  also  to  brick  up  present  door  leading 
to  present  automobile  laundry  from  East  98th  street,  all 
as  shown  on  filed  plans;  that  in  view  of  the  fact  the  pro¬ 
posed  alteration  will  in  no  way  alter  or  affect  the  existing 
gasoline  service  station,  the  granting  of  this  application  is 
respectfully  requested. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  February  28,  1933,  as 
amended  by  resolutions  adopted  through  November  26,  1940 
to  permit  the  accessory  building  to  be  enlarged  and(  the  front 
remodeled,  as  indicated  on  plans  filed  marked  “Received 
December  11,  1945  ’  (3  sheets),  on  condition  that  the  door 
from  the  accessory  building  to  East  98th  street  shall  be 
closed  up  as  proposed ;  that  the  curb  cuts  shall  be  constructed 
as  previously  required,  except  that  they  shall  not.  exceed 
25  feet  in  width;  that  a  block  of  concrete  shall  be  installed 
at  the  intersection  of  East  New  York  avenue  and  East  98th 
street  for  a  distance  of  not  less  than  5  feet  along  each  build¬ 
ing  line ;  that  such  concrete  shall  be  not  less  than  12  inches 
'in  height  and  may  be  segmental  in  shape;  that  a  similar 
block  shall  be  installed  against  the  adjoining  premises  on 
the  westerly  lot  line;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  and  to  the  requirements  of  the 
resolutions  previously  adopted ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution ;  that  within  3  months 
the  applicant  shall  file  plans  showing  pumps  relocated  for 
consideration  by  the  Board. 


378-33-BZ 

APPLICANT— George  G.  Goldberg,  for  Samuel  Verwitz, 
owner. 

SUB  TECT— Application  reopened  July  2,  1946— Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  7e  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from 
dwelling  to  factory  use  on  the  first  and  second  floors, 
offices  3rd  floor  and  storage  on  the  fourth  floor,  for 
a  term  of  fifteen  (15)  years. 

PREMISES  AFFECTED— 227  (225  displayed)  Pulaski 
street,  north  side,  178  ft.  east  of  Throop  avenue 
(Block  1773,  Lot  72),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  G.  Goldberg,  George  Rappa- 
port,  Samuel  Verwitz,  Fred  Stein  and  Herman 
Reiner. 

For  Opposition:  L.  Polter,  S.  Krieger,  V.  Demso, 
S.  Leunsoon,  B.  Gellman,  R.  Wellner,  Mae 
Nesin,  E.  Lipscher,  Mrs.  Raboff,  Dr.  Kotin, 
Mrs.  Goldstein,  J.  Green,  Frances  Fuchs  and 
Antonio  Pisano. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (378-33-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  district  the  alteration 
and  change  of  occupancy  of  an  existing  building  to  a 
business  use  (office  building)  affecting  premises  225  Pulaski 
s  ce.t  (Block  1/73,  lot  72),  Borough  of  Brooklyn  was 

conditions^  and  B°ar^  °n  December  4,  1934,  on  certain 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  section  7e  of  the  zoning 
lesolution  to  permit  in  a  residence  use  district  the  change 
in  occupancy  from  dwelling  to  factory  on  the  first  and 
second  floors,  offices  on  the  3rd  floor  and  storage  on  the 
;tb  for  a  ‘erm  of  15  years,  affecting  premises  227 

(2_o  displayed)  Pulaski  street,  north  side,  178  ft.  east  of 
Tliroop  avenue  (Block  1773,  lot  72),  Borough  of  Brooklyn; 

\V  hereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  2,  1946  and  restored  to  the  calendar  subject  to  usual 
procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

ing,  July  -3  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

\\  hereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Pulaski  street  is  in  residence  and  busi¬ 
ness  use,  C  area  and  class  1  height  districts;  Throop  avenue 
is  in  a  business  use  C  area  and  class  1  height  district ;  and 

Whereas  the  decision  of  the  borough  superintendent 
dated  June  27,  1946  on  Alt.  Applic.  2884-46  reads  : 

1 ,r?P°sed  change  of  occupancy  of  present  four 
story  building  of  class  3  construction  from  dwelling 
use  to  use  as  a  factory  on  the  first  and  2nd  floors,  office 
on  the  third  floor  and  storage  on  the  fourth  floor  is 
contrary  to  Art  II,  Par.  3  of  the  Zoning  Resolution 
as  premises  are  located  in  a  residence  use  district  ” 

and 

Whereas  the  applicant  states  that  the  premises  consist 
of  a  plot,  26  ft.  6  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  26  ft.  6  in.  front  by  65  ft.  4  in  in  depth 
four  stories,  49  ft.  in  height,  of  class  3  construction ;  that 
n  is  proposed  to  use  the  building  now  vacant  and  formerly 
used  as  office  building  for  a  factory  for  a  term  of  15 
years  for  sheet  metal  stamping;  and 

W  hereas,  the  applicant  contends  that  attempts  have  been 
made  to  obtain  a  place  of  business  but  it  has  been  impossible 
due  to  the  small  and  limited  means;  that  the  necessary 
equipment  and  material  is  in  storage  causing  a  drain  on 
tie  applicants  finances;  that  the  building  in  question  has 
been  used  as  an  offiee  building  since  1934  with  the  permission 
ot  the  Board  of  Standards  and  Appeals;  that  alterations 
have  been  made  in  this  .building  to  the  amount  of  $35,000 
removing  all  resemblances  of  having  been  used  as  a  dwell- 
mg;  that  in  the  basement  is  a  steel  and  concrete  vault  17  ft. 
byi  [  .  ,  ’  .  tbe  fl°ors  have  been  reinforced  by  beams 
anc  brick  piers ,  that  all  rafters  in  the  building  have  been 
replaced ;  that  the  physical  condition  of  the  budding  inside 
is  suitable  and  capable  of  sustaining  weight  as  a  factory- 
that  violations  now  existing  on  the  building  are  due  to  the 
tact  that  the  Department  of  Housing  and  Buildings  does 
not  have  a  record  of  the  resolutions  as  given  by  the  Board 
m  their  decision  of  February  17,  1934;  that  any  inspection 
that  may  have  been  made  at  these  premises  has  been  made 
only  on  the  exterior  of  these  premises  and  therefore  as  far 
as  their  records  show  the  building  is  still  listed  as  a  “C2” 
eight  family  dwelling;  that  it  is  intended  to  remove  all 
violations  of  section  270  of  the  Labor  Law  and  meet  all 
requirements  of  the  Department  of  Housing  and  Buildings 
hire  Department  and  all  other  statutes  pertaining  to  the 
premises  to  be  used  as  a  factory  building;  that  the  applicant 
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is  ready  to  proceed  immediately  with  the  necessary  altera¬ 
tions  as  recommended  by  the  Board  as  well  as  the  Depart- 
ment  of  Housing  and  Buildings  and  the  Fire  Department- 

1  M  il  v  l>rCHnt  r°i  ltl0n,  °f  ,the  building  is  a  detriment  and 
ito  (the.Clt/  and  neighborhood  and  is  also  a  fire 
a/a  id  due  to  the  fact  that  hoodlums  have  broken  into  this 
building  although  it  has  been  boarded  up;  that  evidence 

mSVi  -hC  bUll?‘ng  shows  Vhat  il  has  been  and  is  at  present 
su  lor  immoral  purposes;  by  permitting  the  building  to  be 

used  as  proposed  will  remove  these  conditions;  that  a  per¬ 
mit  for  la  years  will  enable  the  applicant  to  amortize  the 

1  t?,  11.nl)Tve  .and  remove  conditions  now 

cxistin0 ,  that  should  the  decision  be  favorable  it  is  intended 
T  “P  the  option  now  held  to  purchase  the  building; 
that  the  Boaid  is  appealed  to,  to  assist  two  men  who  have 
served  in  the  Armed  forces,  one  who  has  served  5  years 
in  the  Navy  and  the  other  3  years,  one  of  whom  is  partially 
disabled  and  cannot  obtain  employment  due  to  recurrent 
attacks  of  tropical  diseases ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
jected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justification 
1 01  exercise  of  discretion  to  grant  under  section  7e  of  the 
zoning  resolution  and  is  therefore  not  entitled  to  relief. 

ni.  '  Z(J<  Z'a  ’  tihal  of,the  borough  superintendent, 

n  o/h1’  Apr1C'  ,288y46-  be  and  it  hereby  is  affirmed  and 
lliat  the  application  be  and  it  hereby  is  denied. 


433-41-BZ 

APPLICANT— Lama  and  Proskauer,  for  Park  Utica  Realty 
Corp.,  owner. 

SUBJECT— Application  reopened  July  17,  1945— Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use,  B  area  district,  the 
extension  of  present  structure  for  business  purposes 
without  required  rear  yard. 

PREMISES  AFFECTED — 1 135-1 137  (1129  displayed) 

Eastern  parkway,  north  side,  80  ft.  east  of  Utica 

APPEARANCES— Ck  1391,  Lot  ^  Borough  of  Brooklyn. 
For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Ralph  R.  Moscowitz  Mrs  L 
Grossman  B.  King,  Mrs.  Pearlberg,  C.  Zolat 
Mrs.  M.  Goldstein,  R.  Adelman,  Dr.  I.  Katz  R. 
Meyerwitz,  N.  Breitstein,  A.  Larcher  and  J  ’  R 
Lippman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE  VOTE  TO  GRAN^'iCa,i°n  denied 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (433-41-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
building  zone  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  occupancy  of  part  of  an  existing  building  to  a 
business  use ;  and  the  proposal  to  erect  and  maintain  show 
windows  and  also  exits  and  entrances  to  the  proposed 
stores  at  locations  more  than  twenty-five  (25)  feet  from  the 
business  corner,  affecting  premises  1129  Eastern  parkway 
north  side  80  ft.  east  of  Utica  avenue  (Block  No.  1391,  Lot 
No.  76)  Borough  of  Brooklyn,  was  withdrawn  on  Septem- 
t>i •  wltbout  Prejudice  to  reopening  (after  action  by 
City,  t  lanning  Commission  and  the  Board  of  Estimate  on 
amendment  to  Section  19-h)  ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation,  under  sections  7c  and  21  of  the  zoning  resolution  to 
permit  the  extension  of  the  present  structure  for  business 
purposes  without  required  rear  yard,  affecting  premises  1135- 
1137  Eastern  parkway  (1129  displayed)  north  side  80  feet 
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east  of  Utica  avenue  (Block  1391,  Lot  76),  Borough  of 

Brooklyn ;  and  ,  .  „  , 

Whereas,  this  case  was  reopened  by  vote  of  the  board 
on  July  17,  1945,  and  restored  to  the  calendar,  subject  to 

usual  procedure;  and  v  .• 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 

Bulletin;  and  .  . 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Eastern  parkway  is  in  residence  and  busi¬ 
ness  use,  B  and  C  area  and  Class  1 JA  height  districts ;  Utica 
avenue  is  in  a  business  use,  B  and  C  area  and  Class  1 A 

height  district;  and  .  ,  ,  , 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  June  13,  1946,  re  Alt.  App.  2498-46,  reads : 

'“1  Proposed  extension  for  business  purposes  on  a 
lot  partly  in  a  business  use  district  and  partly  in  a  Resi¬ 
dential  use  district  is  contrary  to  Art.  11,  bee.  3  ot 
the  Zoning  Resolution. 

2  Provide  rear  yard  complying  with  the  require 
ments  of  Sec.  17  of  the  Zoning  Resolution.” 

anWHEREAS,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  ft.  frontage  by  120  ft.,  7  in.  m  depth,  on  which 
is  located  a  building  28  ft.  front  by  98  ft.,  4  m.  m  depth 
irregular,  two  stories  and  attic,  of  Class  3  construction,  that 
it  is  proposed  to  demolish  existing  building  and  erect  one  40 
ft.  front  by  90  ft.,  7  in.  in  depth,  one  story,  13  ft.,  m-  height, 

of  Class  3  construction;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
partly  in  a  business  zone  and  partly  in  a  residential  zone; 
it  is  intended  to  demolish  the  existing  2-story  extension 
which  measures  approximately  19  ft.  7  in.  by  31  ft.  m 
depth,  and  construct  a  new  extension  measuring  41  it.  by 
31  ft  in  depth,  creating  a  new  kitchen  and  _  pastry  kitchen 
for  the  adjoining  restaurant;  the  front  portion  of  building 
measures  approximately  28  ft.  by  59  ft.,  4  in.  and  is  o 
remain  as  a  doctor’s  office;  that  it  is  proposed  to  eliminate 
rear  yard  required  in  residence  portion  of  the  plot  and 
inasmuch  as  the  adjoining  building  to  west  occupies  ap¬ 
proximately  95%  of  the  area  of  the  lot  and  the  building 
is  presently  used  for  offices,  the  demolition  and  construction 
of  a  new  2-story  building  will  in  no  way  affect  adjoining 
property  owners ;  and 

Whereas,  the  premises  and  surrounding  area  weie  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7,  subdivision  c  of  the  zoning  resolution  and 
that  the  applicant  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  ot  the  zon¬ 
ing  resolution  and  is  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship 
Resolved  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


777-45-BZ 

APPLICANT — Albert  Thompson,  for  Elsie  O’Connor, 
owner  (John  Callahan,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  maintenance 
of  a  stable  (riding  academy  for  8  horses  for  hire). 

PREMISES  AFFECTED — 198-73  Foothill  terrace  east 
side  98  ft.  north  of  Hillside  avenue  (Block  1U53Z, 
Lots  128  and  131),  Queens  Village,  Borough  of 


Queens. 

APPEARANCES— 

For  Applicant :  Albert  Thompson. 

For  Opposition:  None.  , 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 
Negative:  . 


THE  RESOLUTION  (777-45-BZ) 

Whereas,  Albert  Thompson,  for  Elsie  O  Connor,  owner, 
John  Callahan,  lessee,  filed  December  13,  1945,  an  applica¬ 
tion  under  section  7e  of  the  zoning  resolution,  to  permit  in 
a  residence  use  district,  the  maintenance  of  a  stable  (riding 
academy  for  8  horses  for  hire),  affecting  premises  198-73 
Foothill  terrace,  east  side,  98  ft.  north  of  Hillside  avenue 
(Block  10532,  Lots  128  and  131),  Queens  Village,  Borough 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 

Bulletin ;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Foothill  terrace  is  in  residence  and 
business  use,  E  area  and  Class  1  height  districts;  Hillside 
avenue  is  in  a  business  use,  D  area  and  Class  1  height  dis- 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  13,  1945,  re  Alt.  Applic.  1641-43,  reads . 

“1.  Stable  for  horses  for  hire  in  a  residence  use  dis¬ 
trict  is  not  permitted,  See  Art.  2,  Sec.  3  of  zoning  reso- 

1 1 1  f  i 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  75  ft.  frontage  by  190.28  ft.  in  depth  irregular  in 
area,  on  which  is  located  a  building  19  ft.  front  by  48.8  it. 
in  depth,  one  story,  8  ft.  2  in.  in  height,  of  Class  4  con- 
struction;  that  it  is  proposed  to  continue  the  occupancy  as 
a  riding  academy  for  8  horses;  and  . 

Whereas,  the  applicant  contends  that  this  is  an  applica¬ 
tion  for  a  continued  certificate  of  occupancy ;  that  consents 
have  been  filed  from  all  but  two  owners  in  the  neighbor¬ 
hood  ;  that  during  the  time  Mr.  Edward  Burwell  was  Super¬ 
intendent  of  Buildings,  the.  owner  secured  a  certificate  of 
occupancy  on  which  she  paid  a  fee,  which  was  returned  as 
she  was  not  aware  that  a  fee  was  not  necessary ;  that,  how¬ 
ever,  she  lost  the  certificate  and  the  plans  in  the  Department 
of  Buildings  were  lost  in  the  flood;  that  there  is  also  on 
file  with  Alt.  Applic.  No.  1641-43,  about  10  affidavits  testify¬ 
ing  to  a  stable  for  rent  on  these  premises  for  a  time  previ¬ 
ous  to  1916;  that  there  is  no  reason  why  a  certificate  of 
occupancy  should  not  be  issued  on  the  basis  that  the  stable 
has  been  there  for  many  years,  and  that  there  is  absolutely 
no  objection  by  the  adjoining  residents;  and 

Whereas,  the  Board  has  been  advised  by  the  Acting  Bor¬ 
ough  President  of  Queens  that  Foothill  terrace  is  not  as 
yet  mapped  to  cross  the  premises  but  that  a  map  is  now 
being  prepared;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  wake  cl  va^iatiofi  in  the  application  of  the  use  dis 
trict  regulation  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  (5)  years  from  the  date  of  this  resolu¬ 
tion,  to  permit  the  continuance  of  this  stable  for  eight  riding 
horses,  as  proposed,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  and  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


103-46-BZ 

APPLICANT— William  J.  Burke,  for  George  Campo,  owner. 
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SUBJEC  I — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the  erec¬ 
tion  of  a  building  (bowling  alley)  to  use  more  than 
the  permitted  area. 

PREMISES  AFFECTED — 189-18  Linden  boulevard,  south 
side,  50  ft.  west  of  190th  street  (Block  12599,  Lot  8), 
South  Jamaica,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  William  J.  Burke,  J.  F.  Fitzsimons 
and  A.  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage .  1 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 


THE  RESOLUTION  (103-46-BZ) 

Whereas,  William  J.  Burke,  for  George  Campo,  owner, 
filed  February  11,  1946,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  business  use,  D  area 
district,  the  erection  of  a  building  (bowling  alley)  to  use 
more  than  the  permitted  area;  premises:  189-18  Linden 
boulevard,  south  side,  50  feet  west  of  190th  street  (Block 
12599,  lot  8),  South  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Linden  boulevard  is  in  a  business  use, 
D  area  and  Class  1  height  district;  190th  street  is  in  resi¬ 
dence  and  business  use,  D  area  and  Class  1  height  districts ; 
and 

W  hereas,  the  decision  of  the  borough  superintendent, 
dated  January  22,  1946,  re  N.B.  App.  58-46  reads: 

“1.  The  percentage  of  area  of  the  plot  to  be  occu¬ 
pied  by  the  building  is  excessive  (Sec.  14-c-Zoning 
Law).” 

and 

\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  150  ft.  frontage  by  85.25  ft.  in  depth,  on  which  it  is 
proposed  to  erect  a  building  125  ft.  front  by  80  ft.  in  depth, 
one  story  15  ft.  in  height,  of  Class  3  construction;  that 
it  is  proposed  to  demolish  1  story  frame  dwelling  and  office 
and  a  1-slory  frame  garage  and  shed;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
construct  a  one-story  masonry  building,  125  ft.  on  Linden 
boulevard  by  80.57  ft.  in  depth;  that  the  site  is  presently- 
improved  with  a  1-story  frame  building  used  as  an  office 
for  a  moving  and  storage  company;  that  the  question  in¬ 
volved  is  excessive  area;  that  the  present  owner  started 
negotiations  to  purchase  this  plot  in  June,  1944,  for  the  sole 
purpose  of  constructing  a  building  for  a  bowling  alley, 
which  is  his  means  of  livelihood;  that  the  deal  was  finally 
completed  and  deed  recorded  on  August  2,  1944;  that  the 
present  owner  relied  entirely  on  the  fact  he  would  be  able 
to  build  on  100%  of  the  area;  that  according  to  the  law 
he  can  occupy  55%  of  the  area  of  the  lot  or  approximately 
7032  square  feet ;  that  the  proposal  is  for  a  building  approxi¬ 
mately  10,000  square  feet,  which  is  the  minimum  require¬ 
ment  for  a  building  of  this  nature;  that  proof  is  submitted 
showing  -that  the  present  owner  purchased  the  property 
prior  to  the  zoning  law  amendment,  which  was  adopted  on 
December  2,  1944;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution  as  to  extension 
of  area  and  is  therefore  not  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 


Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


160-46-BZ 

APPLICANT — Harry  Kleinman,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar 
July  2,  1946 — Application  (decision  of  the  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  erec¬ 
tion  of  a  fireproof  building  to  be  used  as  a  skating 
rink  (previously  withdrawn). 

PREMISES  AFFEC1ED — 2520  Hylan  boulevard,  south 
side,  125  ft.  west  of  New  Dorp  lane  (Block  3960,  Lot 
7),  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Harry  Kleinman,  Frederick  Mardus, 
C.  Behan,  Max  Bache  and  Dorothy  Ehrman. 
For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  G.  L.  Santore,  Office  of 
Borough  President. 

ACTION  Oh  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  q 


THE  RESOLUTION  (160-46-BZ) 

Whereas,  Harry  Kleinman,  owner,  filed  March  4,  1946,  an 
application  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  erection  of  a  fireproof 
budding  to  be  used  as  a  skating  rink ;  premises :  2520  Hylan 
boulevard,  south  side,  125  ft.  west  of  New  Dorp  lane  (Block 
3960,  Lot  7),  New  Dorp,  Borough  of  Richmond;  and 

V  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
jng>  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Hylan  boulevard  is  in  residence  and 
business  use,  D  area  and  Class  $4  height  districts;  New 
Dorp  avenue  is  in  business,  business  1  and  retail  use,  D 
area  and  Class  ^  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  27,  1946,  re  N.B.  Applic.  41-46,  reads: 

1.  This  proposed  fireproof  one  story  building  to 
be  used  as  a  skating  rink  is  not  permitted,  as  it  will  be 
located  in  a  residential  use  district  on  a  lot  partly  in  a 
residential  and  partly  in  a  business  use  district.  (Zone 
Resolution  Art.  II,  Sec.  3).” 

and 

V  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  395  ft.  frontage  by  300  ft.  in  depth,  on  which  is  to 
be  erected  a  building  175  ft.  front  by  265  ft.  in  depth,  one 
story,  47  ft.,  in  height,  of  Class  1  construction,  to  be  used 
as  a  skating  rink ;  and 

Whereas,  the  applicant  contends  that  the  proposed  rink 
will  occupy  2%  acres  of  land  on  Hylan  boulevard  and  varia¬ 
tion  is  necessitated  because  of  the  fact  that  while  the  north¬ 
east  corner  of  the  property  is  zoned  for  business  the  re¬ 
mainder  of  the  plot  is  zoned  for  residence  use;  that  until 
March  1937  the  entire  parcel  had  been  zoned  for  business; 
then  it  was  restricted  for  business  only  along  the  Hylan 
Boulevard  front  for  a  depth  of  100  ft.,  the  other  portion  of 
the  plot  being  placed  in  the  residential  zone;  that  during 
the  war  in  1942  an  additional  unrequested  change  by  the 
zoning  authorities  further  confined  the  business  use  to  the 
northeast  corner;  that  the  owner  feels  the  existing  zoning 
restrictions  are  detrimental  to  the  proper  development  of 
his  unimproved  acreage  and  they  conflict  with  the  exist¬ 
ing  use  of  adjoining  properties  and  the  general  nature  of 
the  surrounding  section;  that  in  this  connection  a  recent 
statement  was  made  by  Borough  President  Hall,  in  which 
he  said  that  when  this  borough  was  rezoned  in  1942  there 
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were  large  areas  where  development  was  problematical ; 
that  the  inconsistency  of  zoning  this  property  for  residential 
purposes  is  best  noted  by  observing  the  long-established 
business  use  of  adjoining  real  estate;  that  on  Hylan  boule¬ 
vard  immediately  to  the  west  is  the  Tavern  on  the  Green, 
a  restaurant  with  bar;  that  directly  opposite  is  a  municipally- 
owned  pumping  station ;  that  to  the  east  is  a  refreshment 
stand  and  on  the  opposite  corner  of  New  Dorp  Lane  a 
miniature  golf  course;  that  the  other  two  corners  of  New 
Dorp  Lane  are  occupied  by  the  automobile  trade,  one  being 
a  gas  station  variance  f-or  which  was  granted  under  Cal. 
11-33-BZ;  that  a  government-owned  flying  field  is  within 
500  ft.  of  subject  property;  that  all  these  conditions,  to¬ 
gether  with  the  fact  that  Hylan  Boulevard  is  one  of  the 
main  highways  for  through  traffic  should  indicate  that  the 
prospective  homeseeker  in  the  undeveloped  sections  of 
Staten  Island  could  find  a  more  suitable  spot  for  residence; 
that  the  owner  of  subject  site  sought  relief  through  the  City 
Planning  Commission  and  was  referred  by  them  to  this 
Board ;  that  the  construction  of  the  skating  rink  is  ready 
to  begin ;  that  the  owner,  the  community  and  the  Borough 
authorities  consider  it  a  proper  improvement  of  the  existing 
land,  which  will  yield  the  city  needed  revenue  through  in¬ 
creased  valuation  of  improved  property ;  that  this  parcel  was 
part  of  a  large  tract  used  as  a  golf  course  which  was 
abandoned  and  the  property  fell  into  tax  arrears ;  that  the 
present  owner  having  paid  the  back  taxes  wants  to  gain¬ 
fully  use  the  land  and  build  what  should  prove  a  desirable 
recreational  improvement  for  the  community;  that  Staten 
Island  has  no  other  skating  rink;  that  it  will  fill  a  need 
in  keeping  the  younger  generation  engaged  in  athletic  ex¬ 
ercise  in  suitable  surroundings  and  keep  them  off  the 
streets;  that  it  has  received  the  endorsement  of  the  com¬ 
munity,  all  the  neighbors  welcome  it,  and  the  Borough 
authorities  are  in  favor  of  it;  and 

Whereas,  the  streets  crossing  the  premises  have  now  been 
removed  from  the  City  Map  and  the  bed  of  the  former 
mapped  streets  is  understood  to  be  in  the  ownership  of  the 
owner-applicant;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  per¬ 
mit  the  occupancy  as  proposed  as  a  skating  rink  substan¬ 
tially  as  indicated  on  plans  filed  with  this  application,  on 
condition  that  in  all  other  respects,  the  regulations  of  the 
zoning  resolution  as  to  area,  use  and  height  shall  be  com¬ 
plied  "with  as  well  as  all  laws,  rules  and  regulations  ap¬ 
plicable  to  the  building  and  occupancy ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


222-46-BZ 

APPLICANT— William  Farrell,  for  Harry  C.  Keane, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  change  in  oc¬ 
cupancy  from  residence  (two  family)  to  funeral 
parlor  and  residence. 

PREMISES  AFFECTED— 260  East  197th  street,  southeast 
corner  of  Briggs  avenue  (Block  3295,  Lot  29),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  Farrell. 

For  Opposition :  Charlotte  M.  Magee,  Kathryn 
Heide,  Josephine  Bur feindt.JLeo  R.  Sorennson, 
Saul  Miller,  May  Zewain  and  Eugene  J.  Reilly. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  •  . 0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (222-46-BZ) 

Whereas,  William  Farrell,  for  Harry  C.  Keane,  owTner, 
filed  March  26,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district  the 
change  of  occupancy  from  residence  two-family  to  funeral 
parlor  and  residence;  premises:  260  East  197th  street,  south¬ 
east  corner  of  Briggs  avenue  (Block  3395,  Lot  29),  Borough 
of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  197th  street  is  in  a  residence  use, 
B  area  and  Class  1)4-  height  district;  Briggs  avenue  is  in 
a  residence  use,  B  area  and  Class  lRj  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  13,  1946,  re  Alt.  Applic.  208-46,  reads: 

“1.  Proposed  use  of  premises  for  funeral  parlor  is 
contrary  to  Art.  II,  Sect.  3  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  27  ft.  frontage  by  133  ft.  in  depth,  irregular,  on 
which  is  located  a  building  24  ft.  front  by  58  ft.  in  depth, 
two  stories  and  basement,  35  ft.  in  height,  of  Class  3  con¬ 
struction;  that  it  is  proposed  to  use  the  basement  and 
first  floor  as  the  funeral  parlors  and  the  second  floor  as 
the  dwelling;  that  the  basement  will  have  one  partition  re¬ 
moved  and  the  partition  between  boilerroom  and  mortuary 
room  reinforced;  that  1st  floor  partition  will  be  removed, 
enlarging  front  and  rear  rooms;  no  changes  on  2nd  floor; 
and 

Whereas,  the  applicant  contends  that  this  building  is  on 
a  corner  and  is  two-stories  and  basement  in  height ;  that  a 
funeral  home  containing  just  two  parlors  and  the  balance  of 
the  home  occupied  by  the  owner  and  funeral  director  as  a 
residence  would  assure  the  quietness  of  the  premises,  thus 
creating  no  hardship  on  the  adjoining  property  owners ;  that 
this  funeral  director  has  been  living  in  the  neighborhood  for 
years  and  is  connected  with  the  nearby  church ;  that  a 
funeral  home  is  far  more  desired  today  in  a  quiet  dignified 
location  than  adjacent  to  a  laundry,  delicatessen  or  bar 
and  grill ;  that  application  is  therefore  made  under  section 
7e  of  the  zoning  resolution  for  variation  to  permit  this  build¬ 
ing  to  be  used  as  proposed ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


279-46-BZ 

APPLICANT — Walter  Monroe  Cory,  for  Canada  Dry  Gin¬ 
ger  Ale,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7g  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use  district,  entrances 
to  the  ground  floor  used  as  a  loading  platform,  and 
storage  space  for  twenty-two  (22)  motor  vehicles, 
within  200  ft.  of  a  park  and  playground. 

PREMISES  AFFECTED — 637-641  West  54th  street,  north¬ 
east  corner  of  12th  avenue,  and  638-642  West  55th 
street  (Block  1102,  Lot  14),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Rene  L.  Bertin  and  M.  W.  McCaf¬ 
frey. 

For  Opposition :  None. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE^  VOTE^  BOARD— Application  granted  on  condition. 

Alin  mative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative :  .  q 

THE  RESOLUTION  (279-46-BZ) 

Whereas,  Walter  Monroe  Cory  for  Canada  Dry  Ginger 
Ale,  Incorporated,  owner,  filed  April  18,  1946,  an  applica¬ 
tion  under  section  7g  of  the  zoning  resolution,  to  permit  in 
an  unrestricted  use  district,  entrances  to  the  ground  floor  used 
as  a  loading  platform  and  storage  space  for  twenty-two  (22) 
motor  vehicles  within  200  ft.  of  a  park  and  playground; 
premises  637-641  West  54th  street,  northeast  corner  of  12th 
avenue  and  638-642  West  55th  street  (Block  1102  Lot  14) 
Borough  of  Manhattan  ;  and 

+i  W^EKI^AS>  a  Public  hearing  was  held  on  this  application  by 
T'c.  °ard  of  Standards  and  Appeals,  at  its  regular  meeting, 
July  23,  1946,  after  due  notice  by  publication  in  the  Bulletin- 
and  ’ 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  West  54th  street  is  in  a  residence  and 
unrestricted  use,  A  area  and  Class  2  height  district ;  West 
55th  street  is  in  an  unrestricted  use,  A  area  and  Class  2 
height  district ;  and 

,  decision  of  the  borough  superintendent, 

dated  March  29,  1946,  re  N.B.  Applic.  216-45,  reads: 

“Amendment  disapproved 

The  proposed  entrances  are  contrary  to  Art.  V  Sec¬ 
tion  21 -A  zoning  resolution.” 
and 

W  hereas,  the  applicant  states  that  the  premises  consist 
of  a  pjot,  75  ft.  frontage  by  200  ft.  10  in.  in  depth,  on 
which  is  to  be  erected  a  building  75  ft.  front  by  200  ft  10 
in.  in  depth,  2  stories,  45  ft.  in  height  of  Class  1  construc¬ 
tion  ;  that  it  is  proposed  to  utilize  the  building  as  a  center 
for  the  distribution  of  the  company’s  products  by  auto 
trucks ,  that  the  ground  floor  is  to  be  used  for  loading  and 
storage  of  the  trucks ;  and 

Whereas,  the  applicant  contends  that  this  building  is  to 
be  utilized  as  a  center  for  the  distribution  of  Canada  Dry 
products  by  auto  trucks;  that  the  ground  floor  extends  from 
54th  to  55th  street  and  is  to  be  used  for  the  loading  of  the 
trucks  and  their  storage ;  that  the  cycles  of  operation  are  as 
iollovvs:  the  loaded  trucks  leave  the  plant  in  the  morning 
after  having'  been  loaded  the  night  before ;  they  return  late 
m  the  day  to  be  reloaded  and  are  ready  to  start  the  next 
morning ,  that  the  trucks  enter  the  three  loading  lanes 
through  the  proposed  54th  street  entrances,  the  trucks  are 
loaded  sidewise  from  loading  docks  and  proceed  through 
the  5oth  street  exits  tp  their  destinations,  returning  empty 
on  54th  street  and  into  the  building;  that  approximately  22 
trucks  are  stored  along  the  loading  lanes  from  the  time 
they  return  empty  in  late  afternoon  until  they  leave  next 
morning  through  the  55th  street  exits;  that  this  traffic  is 
not  to  be  compared  with  a  garage  from  which  cars  egress 
continuously ;  that  without  the  use  of  entrance  doors  on  54th 
street  the  handling  of  trucks  through  doors  on  12th  avenue 
and  55th  street  is  complicated  and  would  necessitate  a  great 

cii1  °f  .trclrC,k  parking  alonS  the  curbs  of  12th  avenue  and 
-4th  and  55th  streets  and  the  crossing  of  the  street  crossings 
at  54th  street  and  12th  avenue,  which  can  be  obviated  if  the 
trucks  coming  west  on  54th  street,  can  turn  into  the  build¬ 
ing  before  reaching  the  crossing  through  the  proposed 
doors;  .that  this  arrangement  is  in  fact  comparable  to  a 
back  up  space  now  required  by  law  and  not  to  a  garage; 
that  the  travel  of  cars  is  such  that  normally  they  only  enter 
the  building  from  54th  street;  that  the  building  is  on  the 
opposite  side  from  the  park;  that  the  park  is  enclosed  by  a 


raised  fence  so  that  children  cannot  exit  from  it  except  at 
the  corner  of  54th  street  and  12th  avenue;  that  there  is  noth¬ 
ing  m  the  zoning  ordinance  that  would  prevent  the  installa¬ 
tion  of  the  requested  doors  if  the  space  were  used  merely 
lor  loading  and  the  trucks  not  stored  therein ;  that  therefore 
the  only  apparent  hazard  introduced  by  garaging  the  trucks 
in  this  building  with  driveway  doors  opening  onto  54th  street 
is  not  one  of  car  travel  but  merely  one  of  fire  hazard  due 
to  garaging ;  that  this  is  fully  taken  care  of  since  the  build¬ 
ing  is  of  fireproof  (Class  I)  construction  with  a  sprinkler 
system  and  fronts  on  three  streets  as  giving  the  fullest  ac¬ 
cess  in  the  event  of  fire;  that  it  is  therefore  requested  that 
a  variation  of  Article  5,  Paragraph  21 A  of  the  zoning  reso¬ 
lution  be  granted  permitting  the  use  of  the  ground  floor  of 
this  building  as  a  loading  and  storing  space  for  22  auto 
trucks ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  g,  of  the  zoning  resolution;  and 

Whereas,  the  applicant  has  filed  consents  affecting  59.3% 
of  the  frontage  deemed  by  the  Board  to  be  immediately 
affected. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7g  there¬ 
of,  to  permit  the  entrances  to  the  buildings  as  proposed  to 
West  54th  street  and  as  indicated  on  plans  filed  with  this 
application  marked  “Received  April  IS,  1946,”  four  sheets, 
an  condition  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


298-46-BZ 

APPLICANT — Henry  Nordheim,  for  314-338  West  31st 
Street  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f,  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 322-326  West  31st  street,  south 
side,  231  ft.  3  in.  west  of  8th  avenue  (Block  754,  Lots 
54,  55  and  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Domenic  Dal 
Cortivo  and  O.  Dal  Cortivo. 

For  Opposition :  None. 

.  For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative :  .  0 

Absent :  Deputy  Chief  Guinee .  1 


THE  RESOLUTION  (298-46-BZ) 

Whereas,  Henry  Nordheim  for  314-338  West  31st  street 
Corporation,  owner,  for  Domenic  Dal  Cortivo,  lessee,  filed 
April  25,  1946,  an  application  under  sections  7f,  7h  and  21 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles:  premises  322  to  326  West  31st  street,  south  side, 
231  ft.  3  in.  west  of  8th  avenue  (Block  754,  Lots  54,  55  and 
56),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 
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Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  31st  street  is  in  business  and 
unrestricted  use,  B  area  and  Class  1/4  height  districts;  8th 
avenue  is  in  a  retail  use,  B  area  and  Class  1)4  height  dis¬ 
trict  ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  24,  1946,  re  Alt.  Applic.  157-46,  reads : 

“1.  Parking  lot  for  more  than  five  motor  vehicles 
is  not  permitted  in  a  business  use  district  as  per  Sec. 

4,  Article  II,  Zoning  Resolution.” 
and  . 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  56  ft.  3  in.  frontage  by  98  ft.  9  inches  in  depth; 
that  it  is  proposed  to  use  the  vacant  plot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles,  and  to  re¬ 
place  solid  board  fence  with  a  7  ft.  high  chain  link  fence; 
and 

Whereas,  the  applicant  contends  that  this  application  is 
submitted  for  the  purpose  of  obtaining  a  variation  of  the 
requirements  of  the  zoning  resolution  relating  to  this  site 
so  as  to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles ;  that  this  site  is  on  the  same  block  with  an¬ 
other  parking  lot  as  granted  under  Cal.  307-44- BZ,  just  37 
ft.  6  in.  east  of  the  present  legally  established  lot  and  the 
same  lessee  operating  that  one  proposes  to  operate  the  lot 
herein  concerned ;  that  the  owner  desires  to  have  a  permit 
for  this  site  as  the  volume  of  parking  business  on  his  other 
lot  is  so  great  that  cars  must  be  shunted  and  shifted  con¬ 
tinuously  to  allow  cars  placed  at  rear  to  move  out;  that  it 
is  useless  to  mention  anything  about  traffic  rules  or  condi¬ 
tions  in  this  street  as  no  street  parking  is  permitted  which 
makes  the  demand  for  parking  space  urgent;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7h  for  a 
term  of  two  (2)  years  to  permit  the  premises  to  be  occu¬ 
pied  for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  the  existing  fence  shall  be  re¬ 
moved  and  the  lot  shall  be  levelled  substantially  to  the 
grade  of  West  30th  street ;  that  the  property  shall  be  sur¬ 
faced  with  clean  gravel  or  steam  cinders  properly  rolled  and 
treated  with  a  binder  and  to  provide  surface  drainage ;  that 
along  the  interior  lot  lines  where  walls  of  adjoining  build¬ 
ings  do  not  occur  there  shall  be  erected  a  substantial  woven 
wire  fence ;  that  a  similar  fence  shall  be  erected  along  the 
street  building  line  of  West  31st  street,  except  for  one 
opening  not  over  20  ft.  in  width ;  that  such  fence  shall  be 
of  the  chain  link  type  and  not  less  than  7  ft.  in  height;  that 
during  the  term  of  this  variance  the  premises  shall  be  occu¬ 
pied  for  no  other  use  and  no  building  shall  be  erected 
thereon,  except  there  may  be  erected  a  building  which  ma^ 
be  of  frame  as  a  shelter  for  the  attendant,  provided  such 
building  does  not  exceed  one  story  in  height  nor  over  100 
sq.  ft.  in  area;  that  no  sign  shall  be  erected  on  the  premi¬ 
ses,  except  there  may  be  a  sign  attached  to  the  fence  adver¬ 
tising  the  parking  and  storage  use  and  the  rates  charged, 
provided  such  sign  does  not  exceed  15  sq.  ft.  and  does 
not  extend  beyond  the  building  line;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


322-46-BZ 

APPLICANT — Breitfeller  Motors,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7i  and  21  of  the  zoning  reso¬ 


lution,  to  permit  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  building 
to  be  used  as  an  automobile  showroom,  accessories, 
motor  vehicle  repair  shop  and  gasoline  service  station. 
PREMISES  AFFECTED— 189-20  to  189-24  and  191-02  to 
191-20  Northern  boulevard,  southwest  corner  of 
192nd  street  (Block  5513,  Lots  27,  55  and  56),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leon  Borden. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  ^ 

THE  RESOLUTION  (322-46-BZ) 

Whereas,  Breitfeller  Motors,  Inc.,  owner,  filed  May  2, 
1946,  an  application  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  residence  and  business  use  districts 
the  erection  and  maintenance  of  a  building  to  be  used  as 
an  automobile  showroom,  accessories,  motor  vehicle  repair 
shop  and  gasoline  service  station ;  premises  :  189-20  to  189-24 
and  191-02  to  191-20  Northern  boulevard,  southwest  corner 
of  192nd  street  (Block  5513,  Lots  27,  55  and  56),  Flushing, 
Borough  of  Queens;  and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  23,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Northern  boulevard  is  in  a  business 
use,  C  area  and  Class  1  height  district ;  192nd  street  is  in 
a  business  use,  C  area  and  Class  1  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  24,  1946,  re  N.B.  App.  2261-46,  reads : 

“1.  Proposed  Auto  Show  room,  accessory  Sales  and 
motor  vehicle  repair  shop  and  gasoline  station  located 
partly  in  a  residence  use  and  partly  in  a  business  use 
district  is  contrary  to  Art.  2,  Sec.  3  and  4  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  262.38  ft.  frontage  by  111.02  ft.  in  depth,  irregular, 
on  which  it  is  proposed  to  erect  a  building  180  ft.,  3  in.  front 
by  100  ft.  in  depth,  irregular,  one  story  (20  feet)  in  height, 
of  Class  1  construction ;  that  it  is  proposed  to  use  the  build¬ 
ing  as  a  showroom,  service  station  for  new  automobiles, 
office,  closing  room  and  tire  and  accessory  salesroom;  and 
Whereas,  the  applicant  contends  that  the  owner  has  the 
new  car  Pontiac  agency  for  the  Flushing  area;  that  the 
sale  of  new  cars  is  an  ordinary  type  of  merchandising  busi¬ 
ness  not  accompanied  by  any  offensive  noises  or  odors  and 
the  building  planned  is  a  substantial  improvement  on  the 
present  undeveloped  condition  of  a  substantial  part  of  North¬ 
ern  Boulevard;  that  there  is  no  existing  available  building 
anywhere  in  the  community  which  can  be  used  for  the  pur¬ 
poses  required  herein ;  that  because  the  sale  of  new  auto¬ 
mobiles  is  so  closely  connected  with  the  service  of  the  auto¬ 
mobile,  it  is  impossible  to  continue  such  business  without 
providing  the  service  of  such  cars  to  the  public ;  that  it 
must  also  be  located  where  it  is  accessible  to  the  public  in  the 
community;  that  it  is  impracticable  to  provide  service  facili¬ 
ties  at  a  point  separated  from  the  new  car  sales  room;  that 
the  land  involved  herein  is  assessed  for  $33,500  and  is  not 
presently  fitted  for  residential  construction,  being  entirely 
too  costly  for  that  purpose  nor  is  it  presently  fitted  for  ex¬ 
clusively'  business  purposes;  that  the  general  community 
is  sparsely  inhabited  and  there  are  now  more  than,  sufficient 
retail  stores  to  supply  the  need  of  the  locality  and  it  may  be 
many  years,  if  at  all,  when  this  property  can  be  used  profit¬ 
ably  for  exclusive  commercial  purposes;  that  the  type  of 
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architecture  intended  to  be  used  will  be  an  unusually  beauti- 
iul  type  and  will  substantially  enhance  the  development  of 
this  retail  business  section;  that  the  service  station  use  will 
be  to  the  rear  and  completely  hidden  from  view  of  the  high¬ 
way;  that  there  is  but  one  building  directly  opposite  the 
premises  on  Northern  boulevard;  that  the  adjoining  60  ft 
on  192nd  street  are  vacant ;  that  to  the  west  the  frontage 
on  Northern  Boulevard  for  almost  the  entire  block  is  vacant 
and  no  substantial  injury,  either  from  odors,  noises  or  objec- 
corw  aPPf.arances  will  be  caused  to  any  property  within  a 
.iOO  it.  radius  nor  will  there  be  any  interference  of  light  or 
air  thereto;  that  the  vacant  portion  of  subject  premises  will 
be  seeded  for  lawns  and  landscaped  with  shrubbery;  and 
V\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  i  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7i  thereof 
for  a  term  of  ten  (10)  years,  to  permit  the  building  pro¬ 
posed  as  a  showroom  and  accessory  sales  of  motor  vehicles 
also  to  be  used  for  the  servicing  of  cars,  on  condition  that 
there  shall  be  no  repair  work  done  on  the  premises;  that 
only  such  adjustments  shall  be  made  as  can  be  done  with 
hand  tools ;  that  the  building  shall  be  erected  substantially 
^■ncl'cated  on  revised  plans,  marked  “Received  July  9, 
^  (3  sheets),  except  that  there  shall  be  no  entrance 

trom  192nd  street;  that  the  entire  area  along  192nd  street 
and  Northern  boulevard,  as  well  as  the  area  to  the  west 
shall  be  landscaped  where  not  occupied  by  the  building  or 
by  entrances ;  that  there  shall  be  no  entrance  to  the  portion 
of  the  plot  toward  the  west;  that  the  permitted  area  of  the 
building  may  be  calculated  as  occupying  a  portion  of  the 
corner  under  section  13b;  that  a  rear  yard  for  a  width  of 
10  feet,  as  shown  shall  be  provided  and  shall  be  concrete- 
paved  ;  that  along  the  rear  lot  line  there  shall  be  erected 
a  masonry  wall  for  the  full  width  of  the  plot  and  not  less 
than  6  feet  in  height ;  that  such  wall  may  be  erected  4  ft. 
in  height  with  a  2  ft.  ornamental  steel  fence  above;  that 
proper  curbing  shall  be  maintained  around  all  planting ; 
that  entrances  shall  be  restricted  to  two  from  Northern 
boulevard  to  the  building  each  having  a  width  not  over  25 
reet  ;  that  there  may  be  one  gasoline  pump  installed  inside 
the  premises  and  two  550  gallon  tanks  installed  outside 
the  building  in  the  location  shown  for  servicing  cars  dealt 
in  within  the  building  only;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  complete  working 
plans  showing  construction,  design,  arrangement  and  plant- 
mg  sha  1  be  filed  for  approval  by  the  Board  before  same 
are  filed  with  the  borough  superintendent ;  and  that’  all  per- 
mits  required  and  all  work  shall  be  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


364-46-BZ 

APPLICANT— T.  H.  Engelhardt,  for  Charles  and  Marie 
Boerner,  owners. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  retail  use,  D  area  district,  the 
extension  of  existing  building,  using  more  than  the 
area  permitted,  without  the  required  rear  yard. 
PREMISES  AFFECTED — 71-19  Austin  street,  north  side 
55  ft.  west  of  71st  road  (Block  3256,  Lot  27),  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  T.  H.  Engelhardt  and  H.  Boerner. 
For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Alin  inative.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  IJeputy  Chief  Guinee  4 
Negative:  .  *  n 


THE  RESOLUTION  (364-46-BZ) 

V  hereas,  T.  H.  Engelhardt,  for  Charles  and  Marie 
Boerner  owners,  filed  May  7,  1946  an  application  under 
sections  7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
ictail  use  D  area  district  the  extension  of  existing  building 
using  more  than  the  area  permitted,  without  the  required 
rear  yard,  affecting  premises  71-19  Austin  street,  north  side 
aa  feet  west  of  71st  road  (Block  3256,  lot  27),  Forest  Hills’ 
Borough  of  Queens;  and 

Whereas  a  public  hearing  was  held  on  this  application 
•’-V  jj0ar^  °|.,^tan^ar<:*s  and  Apeals,  at  its  regular  meet¬ 
ly8/.  -1.  y  19^J,  after  due  notice  by  publication  in  the 
Bulletin;  and 

W  hereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Austin  street  is  in  a  retail  use,  D  area 
and  class  1  height  district;  71st  road  is  in  residence  and 
retail  use,  D  area  and  class  1  height  districts;  and 

Whereas  the  decision  of  the  borough  superintendent 
dated  May  2,  1946  on  Alt.  Applic.  1116-46  reads: 

1.  Proposed  extension  to  existing  building  contrary 
to  section  14c  and  17b  of  Building  Zone  Resolution” 
and 


\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  16.67  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  16.67  ft.  front  by  75  ft.  in  depth,  two 
stories,  23  ft.  in  height,  of  class  3  construction;  that  the 
.st  story  is  occupied  as  a  store,  the  2nd  as  a  dwelling;  that 
!* ls  Proposed  to  add  an  extension  to  the  present  building 
-a  ft.  in  depth,  1  story  in  height,  of  class  3  construction- 

n  r  I  y 


Whereas  the  applicant  contends  that  the  present  build¬ 
ing  covers  75%  of  the  plot  area,  the  1st  floor  occupied  as  a 
store  and  the  2nd  story  as  a  dwelling;  that  Austin  street 
was  changed  from  a  business  use  C  area  district  to  a  retail 
use  D  area  district  on  February  5,  1940;  that  prior  to  the 
enactment  of  the  amended  zoning  resolution  of  1944  there 
was  issued  to  the  owner  a  permit  to  cover  95%  of  the  plot 
area  but  due  to  war  restrictions  the  proposed  extension 
could  not  be  undertaken;  that  the  entire  area  is  urgently 
needed  to  carry  on  the  applicant’s  business;  that  the  prop"- 
erty  has  been  under  the  same  ownership  since  1925  prior 
to  the  enactment  of  the  1944  amendment  and  is  one  of  the 
few  remaining  plots  within  the  block  that  has  not  been  fully 
developed;  that  the  present  structure  is  two  stories  in  height 
and  is  far  less  in  height  than  is  permissible  under  the  pres¬ 
ent  zoning  resolution;  that  the  adjoining  building  to  the 
cast  extends  to  the  full  depth  of  its  plot  with  the  exception 
of  a  side  court  on  its  westerly  property  line;  that  the  pro- 
posed  extension  will,  be  1  story  high  and  will  in  no  way 
affect  block  ventilation  of  the  adjoining  buildings  as  all 
living  quarters  start  at  second  floor  levef;  that  the  rear  lot 
line  grade  is  approximately  2  ft.  6  in.  higher  than  the  Austin 
street  grade  thereby  making  the  height  of  the  proposed  ex¬ 
tension  2  ft.  6  in.  lower  at  the  rear  property  line  grade  than 
at  the  Austin  street  curb  level ;  that  directly  to  the  rear  is  a 
fireproof  air-conditioned  theatre  requiring  no  light  or  ven- 
tilation  although  by  private  restrictions  a  free  air  space  be¬ 
tween  the  rear  line  of  said  parcel  and  the  adjoining  building 
to  the  north  has  been  fixed  at  10  ft.;  that  the  block  has  been 
almost  fully  developed  and  its  character  with  regard  to 
block  ventilation  has  been  already  determined;  that  the 
present  area  restrictions  which  permit  existing  buildings  on 
neighboring  plots  in  the  same  block  to  cover  substantially 
the  entire  area  of  such  plots  while  preventing  the  proposed 
extension  in  this  case  will  result  in  unjust  and  arbitrary 
inequality  and  interfere  with  fair  competition;  that  the 
strict  enforcement  of  the  requirements  governing  coverage 
would  cause  partial  difficulties  and  unnecessary  hardship; 
that  the  variance  of  such  restrictions  in  accordance  with 
drawings  filed  would  be  in  harmony  with  the  general  pur- 
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pose  and  intent  of  the  zonijjg  resolution  and  would  work 
no  injury  to  block  development,  public  health,  safety  or 
o'eneral  welfare  and  would  be  a  definite  benefit  to  the  orderly 
development  of  the  neighborhood  and  should  be  granted  in 
the  interest  of  substantial  justice;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  -  , 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area, 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard- 

Sl "Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
remilations  of  zoning  resolution  and  that  the  application  be 
and  it  hereby  is  granted  under  section  21  thereof,  to  permit 
the  one-story  extension  as  proposed,  on  condition  that  there 
shall  be  a  rear  yard  left  not  less  than  10  feet  in  width ;  that 
such  rear  yard  shall  be  cement  paved;  that  proper  steel 
fences  shall  be  maintained  along  the  side  and.  rear  lines  ot 
the  rear  yard;  that  in  all  other  respects  the  building  and_ oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permit  required  shall  be  ob¬ 
tained  and  all  work  completed  within  one  year  from  the  date 
of  this  resolution. 


365-46-BZ 

APPLICANT — T.  H.  Engelhardt,  for  Cord  Meyer  Develop¬ 
ment  Co.,  owner.  ,  , 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning  reso- 
lution,  to  permit  in  a  retail  use,  D  area  district,  the 
extension  of  present  buildings,  using  more  than  area 

PREMISES1  AFFECTED— 108-02  to  108-18  Queens  boule¬ 
vard,  and  107-18  to  107-36  71st  avenue,  southeast 
corner  (Block  3256,  Lots  1  and  5),  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES—  ,  ,  ,  _  _  .  _ 

For  Applicant :  T.  H.  Engelhardt  and  G.  C.  Meyer, 

Jr. 

For  Opposition :  None.  , 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  „  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commissionei s 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  ^ 


THE  RESOLUTION  (365-46-BZ) 

Whereas  T  H.  Engelhardt,  for  Cord  Meyer  Develop¬ 
ment  Company,  owner,  filed  May  17,  1946,  an  application 
under  section  7a  and  21  of  the  zoning  resolution,  to  permit 
in  a  retail  use,  D  area  district,  the  extension  of  present 
building,  using  more  than  area  permitted:  premises  108-02 
to  108-18  Queens  boulevard,  and  107-18  to  107-36  71st  avenue, 
southeast  corner  (Block  3256,  Lots  1  and  5),  Forest  Hills, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  Tuly  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Queens  boulevard  is  in  a  retail  use,  D 
area  and  Class  1  height  district;  71st  avenue  is  in  a  retail 
use.  D  area  and  Class  1  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  2,  1946,  re  Alt.  Applic.  1567-44,  reads: 

“1.  The  proposed  extension  to  existing  building  is 
contrary  to  14C  of  the  Building  zone  resolution.” 

and  t  .  , 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot,  170  ft.  6)4  in.  frontage  on  Queens  boulevard  by 
209  ft.  934  in.,  on  71st  avenue,  in  depth  (irregular),  on 


which  is  located  a  two  story  store  and  office  building,  and 
adjacent  to  the  east  a  one  story  office  building,  one  ami 
two  story  store  buildings  lie  to  the  south,  all  of  Class  3 
construction ;  that  it  is  proposed  to  demolish  the  present  one 
story  office  building  on  the  Queens  boulevard  plot  and  to 
extend  the  present  2-story  store  and  office  building  to  the 
property  line  on  the  southerly  end  of  the  plot  (71st  avenue)  ; 
that  it  is  also  proposed  to  add  a  front,  side  and  rear  exten¬ 
sion  to  the  present  store  structure  and  to  increase  its  height 
to  approximately  22  ft. ;  and 

Whereas,  the  applicant  contends  that  the  premises  was 
originally  zoned  for  business  use  and  on  February  5,  1940 
was  changed  to  a  retail  use  district,  D  area;  that  the 
property  has  been  under  the  same  ownership  since  1904, 
prior  to  the  enactment  of  the  zoning  resolution  and  its 
amendments  of  1940  and  1944,  and  is  among  the  few  re¬ 
maining  plots  within  the  block  that  have  not  been  fully 
developed ;  that  prior  to  the  amended  zoning  resolution  of 
1944,  the  northerly  wall  of  the  store  building  on  the  south¬ 
erly  end  of  the  parcel  on  71st  avenue  was  constructed  and 
prepared  to  receive  the  structural  supports  for  the  proposed 
new  extensions ;  that  there  is  a  great  demand  for  store 
space  requiring  depths  in  excess  of  those  permitted  under 
the  present  amended  zoning  resolution,  the  purpose  and  in¬ 
tent  of  which  is  to  provide  light  and  ventilation  for  adjacent 
properties ;  that  in  this  case  the  area  restrictions  would  serve 
no  useful  purpose  since  the  adjacent  buildings  are  air  con¬ 
ditioned  theatre  buildings,  are  on  the  lot  line,  are  not  de¬ 
pendent  upon  or  deprived  of  any  necessary  light  or  ventila¬ 
tion  caused  by  either  of  the  proposed  extensions ;  that  there 
will  be  maintained  along  the  easterly  property  line  from  a 
distance  of  97  ft.  2)4  in.  south  of  Queens  boulevard  build¬ 
ing  line,  a  10  ft.  passageway  for  store  exit  facilities  to 
71st  road;  that  by  private  restriction  the  free  air  space 
between  the  theatre  building  to  the  east  and  the  easterly 
wall  of  the  store  buildings  on  71st  avenue  from  a  distance 
of  97  ft.  2)4  in.  south  of  Queens  boulevard  building  line 
has  been  fixed  at  20  ft. ;  that  the  block  has  been  almost 
fully  developed  and  its  character  with  regard  to  block  ven¬ 
tilation  has  already  been  determined ;  that  the  present  area 
restrictions  which  permit  existing  buildings  on  neighboring 
plots  in  the  same  block  to  cover  substantially  the  entire  area 
of  such  plots  while  preventing  the  proposed  extension  in 
this  case  will  result  in  unjust  and  arbitrary  inequality  and 
interfere  with  fair  competition;  that  the  strict  enforcement 
of  the  requirements  governing  coverage  would  cause  prac¬ 
tical  difficulties  and  unnecessary  hardship ;  that  the  variance 
of  such  restrictions  in  accordance  with  the  drawings  filed 
would  be  in  harmony  with  the  general  purpose  and  intent 
of  the  zoning  resolution  and  would  work  no  injury  to  block 
development,  public  health,  safety  or  general  welfare  and 
would  be  a  definite  benefit  to  the  orderly  development  of 
the  neighborhood  and  should  be  granted  in  the  interest  of 
substantial  justice;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  tbe  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantially  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  tbe  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21  thereof, 
to  permit  the  proposed  extension  of  one  story  on  the  exist¬ 
ing  building  at  107-16  to  22  71st  avenue  and  to  permit  the 
extension  of  the  proposed  building  facing  Queens  boulevard, 
substantially  as  indicated  on  plans  filed  with  this  applica¬ 
tion,  marked  “Received  May  17,  1946”,  on  condition  that 
there  shall  be  a  rear  yard  of  not  less  than  ten  feet  at  the 
rear  of  the  1st  story,  parallel  to  the  theatre  easement  and 
running  easterly  and  westerly ;  that  there  shall  be  a  passage 
through  to  Queens  boulevard  for  exit  purposes  and  for 
ventilation,  not  less  than  six  feet  in  width ;  that  such  pass¬ 
ageway  and  rear  yard  shall  be  cement  paved  and  a  proper 
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exit  gate  shall  be  maintained  on  the  Queens  boulevard  build¬ 
ing  line;  that  the  second  story  of  the  building  shall  be 
reduced  in  depth  so  as  to  comply  with  the  requirements  of 
the  zoning  resolution  as  to  coverage;  that  the  building  shall 
not  be  further  increased  in  height  or  area;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  iequned  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


373-46-BZ 

APPLICANT— Morris  Rothstein  and  Son,  for  Samaril 
Kealty  Corp.,  owner. 

SUBJECT —Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  erec¬ 
tion  of  a  business  building,  using  more  than  the  per¬ 
mitted  area. 

PREMISES  AFFECTED — 160-13  to  160-23  Northern 
boulevard,  and  35-90  to  35-98  161st  street,  northwest 
corner  (Block  5280,  Lot  1),  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Arnold  Rothstein  and  S.  J.  Koff. 

For  Opposition :  J.  F.  Fitzsimons,  Ann  C.  Kehoe 
S.  P.  Greaves,  F.  Brin,  J.  Mannix,  Wm.  Russell! 
A.  Mengl,  D.  Thompson  and  E.  Daocest 
bor  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . . .  q 

Negative:  Chairman  Murdock,  Commissioners 
„TTT,  Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (373-46-BZ) 

W  hereas,  Morris  Rothstein  &  Son  for  Samaril  Realty 
Corporation  owner,  filed  May  20,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district,  the  erection  of  a  business  building  using 
more  than  the  permitted  area;  premises  160-13  to  160-23 
Northern  boulevard,  35-90  to  35-98  161st  street,  northwest 
andner  ot  U,  Fishing,  Borough  of  Queens; 

\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

'ug.  July  23  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Northern  boulevard  is  in  a  business  use 
C  area  and  class  1  height  district;  161st  street  is  in  residence 
and  business  use,  C  •  area  and  class  1  height  districts ; 
and 

l  deciij0J?  the  t>or°ugh  superintendent 

dated  May  9,  1946v  on  N.B.  Applic.  1468-46  reads: 

1-  Area  occupied  must  comply  with  requirements 
of  oec..  13-b  of  Zoning  Resolution.  Note  premises  is 
located  in  a  business  C  district.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
an  mregular  plot,  105.11  ft.  frontage  by  93.59  ft.  in  depth,  on 
which  it  is  proposed  to  erect  a  building  105.11  ft  front 
by  93.59  ft  m  depth  (irregular),  1  story,  13  ft.  5  in.  in 
of  class  3  construction;  that  it  is  proposed  to  use 
the  building  for  stores;  that  the  lot  is  presently  used  for 

It  oior.0/  used  cars  only>  C0-  2435-35,  curb  cut  permit 
No.  212594;  and 

Whereas,  the  applicant  contends  that  as  the  grade  of 
the  adjoining  property  to  the  north  of  the  plot  in  question 
is  )  ft.  6  in.  above  the  curb  level  on  Northern  boulevard 
and  the  roof  of  the  proposed  building  will  extend  only  4  ft’, 
above  this  level,  the  light  and  ventilation  of  same  will  not 
be  diminished;  that  there  are  practical  difficulties  in  the  way 
of  carrying  out  the  strict  letter  of  the  law  and  considerable 
hardship  and  expense  would  be  involved;  that  by  reason  of 


the  grade  on  161st  street  and  the  natural  grade  of  the  prop¬ 
erty  to  the  north  adjoining  the  premises  in  question,  it  will 
be  necessary,  in  order  to  comply  with  the  provisions  of  Sec. 
C-o-ood.l)  of  tlie  Administrative  Code,  to  construct  a  retain¬ 
ing  wall  at  the  north  lot  line,  at  a  considerable  expense;  that 
t  ie  granting  of  this  application  will  result  in  the  elimination 
ot  an  unsightly  recessed  rear  yard  located  below  the  grade 
ot  the  adjoining  property;  that  the  granting  of  this  applica¬ 
tion  will  not  tend  to  depreciate  the  adjoining  property  as 
the  roof  of  the  proposed  building  will  be  below  the  building 
on  the  adjacent  property  and  permission  is  therefore  re- 
quested  to  erect  a  1  story  business  building  covering  the  cn- 
tire  area  of  the  plot;  that  the  proposed  building  area  is  9060 
sq.  ft.  and  that  permitted  by  the  zoning  resolution  is  6168 
sq.  ft ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  as  to  exten¬ 
sion  of  area  and  is  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


380-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  George  A.  Krug 
Bakery  Co.,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  D  area  district,  the 
extension  of  existing  building  to  occupy  more  than 
the  permitted  area,  and  without  the  required  rear 
yard. 

PREMISES  AFFECTED — 138-34  to  138-56  94th  avenue 
south  side,  60  ft.  east  of  138th  place,  and  138-39  to 
139-03  95th  avenue  (Block  9991,  Lot  4),  Jamaica 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

1  Hr.  VO  I E — 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  q 

THE  RESOLUTION  (380-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  George  A  Krug 
Bakery  Company,  owner,  filed  May  23,  1946,  an  applica¬ 
tion  under  section  21  of  the  zoning  resolution,  to  permit  in 
an  unrestricted  use,  D  area  district,  the  extension  of  exist¬ 
ing  building  to  occupy  more  than  the  permitted  area,  and 
without  the  required  rear  yard:  premises  138-34  to  138-56 

;4t  ne,nor’,S0Uth  side-  60  ft-  east  of  138th  place  and  138-39 
to  139-03  95th  avenue  (Block  9991,  Lot  4),  Jamaica,  Borough 
of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  94th  avenue  is  in  an  unrestricted  use 
D  area  and  Class  1^  height  district;  95th  avenue  is  in  a 
business  and  unrestricted  use,  D  area  and  Class  VA  height 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  14,  1946,  re  Alt.  Applic.  1230-46,  reads: 

1.  In  a  D  area  district  no  building  is  to  occupy 
more  than  55%  of  the  area  of  the  plot,  Sec.  14c  of 
zoning  resolution. 
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2.  Provide  rear  yard  as  per  Sec.  17  of  zoning  resolu¬ 
tion.” 

and  ,  .  .  ,  x 

Whereas,  the  applicant  states  the  premises  consist  oi  a 

plot,  250  ft.  frontage  by  200.21  ft.  in  depth  (irregular)  on 
which  is  located  a  building  250  ft.  frontage  by  203—1  ft.  in 
depth,  3  stories,  41  ft.  3  in.  in  height;  that  it  is  proposed  to 
remove  the  metal  extension  on  95th  avenue  and  construct 
a  new  extension  of  fireproof  construction  49  ft.  4 in.  by 
100  ft.  7Y&  in.,  three  stories  in  height;  that  it  is  also  pro¬ 
posed  to  build  the  open  court  above  the  1st  floor  on  94th 
avenue,  (49  ft.  6  in.  by  109  ft.  Vs  in.  in  depth)  ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  one  story  brick  and  metal  build- 
ing  and  three  story  masonry  building,  irregular  m  size, 
measuring  200.21  ft.  on  the  westerly  lot  line,  250  ft  on  94th 
avenue  and  89  ft.  10  in.  on  95th  avenue;  that _  the  entire 
building  is  occupied  by  the  Krug  bakery ;  that  it  is  proposed 
to  remove  the  one  story  brick  and  metal  extension  on  95th 
avenue  and  construct  a  new  extension  of  fireproof  construc¬ 
tion  49  ft.  43/6  in.  by  100  ft.  7Vs  in.  three  stories  in  height; 
that  it  is  also  proposed  to  build  the  open  court  aboye  the 
1st  floor  on  94th  avenue,  which  measures  49  ft.  6  in.  on 
94th  avenue  by  approximately  109  ft.  %  in.  in  depth ;  that 
the  present  structure  occupies  100%  of  the  area  on  1st  floor 
and  approximately  80%  of  the  area  on  the  upper  stories, 
that  these  new  extensions  are  urgently  required  due  to  ex¬ 
pansion  of  business;  that  therefore  in  view  of  the  fact  that 
the  building  now  occupies  100%  of  the  area  on  the  1st  floor 
and  that  the  additional  extension  of  area  on  the  upper 
stories  will  in  no  way  affect  the  general  surrounding,  it  is 
respectfully  requested  that  the  application  be  granted;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  , 

Whereas,  the  Board  deemed  that  the  applicant  had  sub- 
stantiated  a ’basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area, 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard- 

bhlResolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
requirements  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  21  of  the 
zoning  resolution,  to  permit  the  proposed  extension  of  the 
existing  building  as  indicated  on  plans  filed  with  this  ap¬ 
plication  marked  “Received  May  23,  1946,”  five  sheets,  on 
condition  that  in  all  other  respects,  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  and  as  would  be  permitted  in  an  unre¬ 
stricted,  B  area  district;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


394-46-BZ  . 

APPLICANT — J.  Stott  Dawson,  for  Barbara  Karmska, 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  restricted  retail  use  dis¬ 
trict,  the  change  in  use  of  an  existing  building  from 
residence  to  residence  and  business  use  (dress  de¬ 
signing  and  dressmaking). 

PREMISES  AFFECTED— 17  East  63rd  street,  north  side, 
95  ft.  west  of  Madison  avenue  (Block  1378,  Lot  13), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  L.  Oliver.  _ 

For  Opposition :  Sol  Ansell,  S.  White,  Wm.  R. 
Sloan,  S.  W.  Asiel,  N.  Asiel,  L.  Hellenti,  O. 
Welton  and  L.  Haggerty. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  :  . . . u 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (394-46-BZ) 

Whereas,  J.  Stott  Dawson,  for  Mme.  Barbara  Karinska, 
owner,  filed  May  31,  1946,  an  application  under  section 
7b  of  the  zoning  resolution,  to  permit  in  residence  and  re¬ 
stricted  retail  use  districts,  the  change  in  use  of  an  existing 
building  from  residence  to  residence  and  business  use  (dress 
designing  and  dressmaking)  ;  premises:  17  East  63d  street, 
north  side,  95  feet  west  of  Madison  avenue  (Block  1378, 
Lot  13),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  63d  street  is  in  residence  and 
restricted  retail  use,  B  area  and  Class  1)4  height  districts; 
Madison  avenue  is  in  restricted  retail  use,  B  area  and  Class 
1  y2  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  19,  1946,  re  Alt.  Applic.  237-46,  reads : 

“A.2  Building  being  partly  in  a  restricted  retail  and 
in  a  residence  use  district,  proposal  to  convert  building 
from  residence  to  business  use  is  contrary  to  Sec.  3, 
Art.  II,  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  29  ft.,  6  in.  frontage  by  100  ft.,  5  in.  in  depth,  on 
which  is  located  a  building  of  same  dimensions,  5  stories, 
71  ft.,  10  in.  in  height,  of  Class  3  construction;  that  it 
is  proposed  to  use  the  lower  three  floors  for  dress  designing 
and  dressmaking  and  the  upper  two  floors  as  a  residence ; 
that  the  owner  will  conduct  the  business  and  also  live  on 
the  premises ;  and 

Whereas,  the  applicant  contends  that  this  building  has 
a  frontage  of  29  ft.  6  in.  on  East  63d  street  and  has  5  ft. 
by  100  ft.  5  in.  on  easterly  side  of  the  property  in  a  restricted 
retail  district;  that  the  owner  and  proprietor  of  the  pro¬ 
posed  business,  being  one  and  the  same  proposes  to  use 
the  lower  three  floors  for  dress  designing  and  dressmaking; 
that  the  5  ft.  by  100  ft.  5  in.  easterly  section  of  the  property 
was  in  a  business  zone  from  1916  to  Sept.  25,  1936,  when  it 
was  changed  to  a  retail  district  and  on  June  4,  1937,  it  was 
again  changed  to  a  restricted  retail  district ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  was  no  justification  for 
the  exercise  of  discretion  to  grant  a  zoning  variance  under 
section  7,  subdivision  b,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  237-46,  Objection  A-2,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


416-46-BZ 

APPLICANT— William  R.  Shirley,  of  Shirley  and  deShaw, 
for  Sunde  Realty  Corp.,  owner  (A.  S.  Stahl,  lessee). 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  opera¬ 
tion  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  five  years. 

PREMISES  AFFECTED— 171-173  Sumner  avenue,  south¬ 
east  corner  of  DeKalb  avenue  (Block  1601,  Lot  2), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William' R.  Shirley  and  O.  W.  Mel- 
roy.  . 

For  Opposition:  Benjamin  Wexler,  R.  Morris,  M. 
Koppelman  and  Arthur  Hausner. 
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For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (416-46-BZ) 

Whereas,  William  R.  Shirley  of  Shirley  and  DeShaw, 
for  Sunde  Realty  Corp.,  owner;  A.  S.  Stahl,  lessee,  filed 
June  7,  1946,  an  application  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
operation  and  maintenance  of  a  wet  wash  laundry  for  a 
term  of  five  years;  premises:  171-173  Sumner  avenue,  south¬ 
east  corner  of  DeKalb  avenue  (Block  1601,  Lot  2),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  held  on  July  23,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Sumner  avenue  is  in  business  and  un¬ 
restricted  use,  C  area  and  Class  1  height  districts ;  De  Kalb 
avenue  is  in  a  business  use,  C  area  and  Class  1  height  dis¬ 
trict  ;  and 

\A  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  7,  1946,  re  Alt.  Applic.  2073-46,  reads : 

“1.  The  use  of  premises  as  a  steam  or  wet  wash 
laundry  in  a  business  district  is  contrary  to  Art.  2, 
Sec.  4a,  subdivision  51.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  90  ft.  in  depth,  4  stories 
(42  feet)  in  height  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  install  twenty  (20)  standard  approved  washing 
machines  in  the  south  store,  known  as  $473  Sumner  avenue; 
that  the  machines  are  self-operated  with  a  capacity  of  10 
lbs.  of  clothes  each  and  are  operated  by  a  h.p.  motor 
each ;  and 

Whereas,  the  applicant  contends  that  the  Retail  Rental 
Laundry  is  self-service,  having  two  employees  and  will  be 
a  distinct  contribution  to  the  neighborhood’and  will  lighten 
the  burden  of  the  housewife;  that  the  Board  is  not  asked 
to  differentiate  between  nor  define  a  wet  wash  laundry  but 
requests  consideration  for  the  granting  of  this  variance  to 
permit  the  lessee  to  operate  this  establishment  for  a  period 
of  five  years  to  enable  him  to  amortize  his  investment  and 
the  owner  to  realize  sufficient  income  to  pay  the  taxes  and 
repairs  of  building;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof 
for  a  term  of  five  (5)  years,  to  permit  the  wet  wash 
us  pioposed  to  be  maintained,  provided  it  is  arranged 
substantially  as  indicated  on  plans  filed  with  this  application, 
marked  Received  July  18,  1946,  showing  a  total  of  twenty 
(20)  washing  machines;  that  no  other  laundrv  work  shall 
be  done  on  the  premises  other  than  in  these  machines,  which 
shall  be  as  of  the  Bendix  make  as  approved  by  the  Board 
under  Cal.  136-46-SA ;  that  proper  aisles  and  adequate  seats 
for  the  public  shall  be  maintained  at  all  times,  substantially 
as  shown ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  compl}'  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  the  windows  in  the  rear  shall  be 
blocked  up  with  approved  masonry  or  with  glass  block 
approved  for  exterior  walls  with  no  openings  therein;  and 


that  all  permits  required  shall  be  obtained  and  all  work- 

completed  within  three  months  from  the  date  of  this  resolu¬ 
tion. 


417-46-BZ 

APPLICANT— William  R.  Shirley,  of  Shirley  and  deShaw, 
lor  Henry  Palmutt,  owner  (Carmelo  Chiarelli 
lessee) . 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  opera¬ 
tion  and  maintenance  of  a  wet  wash  laundry  for  a 
term  of  five  (5)  years. 

PREMISES  AFFECTED— 2137  2nd  avenue,  and  254  East 
110th  street,  southwest  corner  (Block  1659,  Lot  28) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  R.  Shirley  and  Arthur  Mel- 
roy. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Gustav  Goldman,  Board 
of  Education. 

BOARD— Application  granted- on  condition. 

1  ri b  VU1  b — 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  . .  q 

THE  RESOLUTION  (417-46-BZ) 

Whereas  William  R.  Shirley,  for  Henry  Palmutt,  owner, 
Carmelo  Chiarelli,  lessee,  filed  June  7,  1946,  an  application 
indcr  sections  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  operation  and  maintenance  of 
a  wet  wash  laundry  for  a  term  of  five  years;  premises:  2137 

rm°nf  iX?nUT  an<L^5bEast  110th  street>  southwest  corner 
(Block  16o9,  Lot  28),  Borough  of  Manhattan;  and 

WHEREAS  a  public  hearing  was  held  on  this  application  by 
ie  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

mg  July  ~3  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
lution  show  that  Second  avenue  is  in  a  business  use,  B  area 
and  Class  1  ]/2  height  district;  East  110th  street  is  ih  a  busi- 
licss  use,  b  area  and  Class  l]/?  height  district;  and 

\  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  5,  1946,  re  Alt.  Applic.  1156-46,  reads: 

1.  Proposed  occupancy  of  store  for  wet  wash 
laundry  use  in  business  district  is  contrary  to  the  zoning 
resolutions.  Art.  II  Sec.  4a  Sub.  51.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plo!  0  ft.  frontage  by  73  ft.  in  depth,  on  which  is  lo- 
cated  a  budding  20  ft.  front  by  73  ft.  in  depth;  typical 
floor  20  ft.  by  51  ft.  in  depth,  four  stories  (42  feet)  in 
height,  of  Class  3  construction;  that  it  is  proposed  to  in¬ 
stall  twenty  (20)  approved  standard  washing  machines  in 
t  ie  corner  store  facing  2nd  avenue ;  that  each  machine  has 

a  capacity  of  10  pounds  of  dry  clothes  and  is  self-operated  ■ 
and  ’ 

Whereas,  the  applicant  contends  that  each  machine  will 
be  operated  by  a  h.p.  motor;  that  the  Retail  Rental 
-aunciry  thus  formed  will  have  only  two  employees  *  that 
no  steam  is  manufactured  on  the  premises  and  no  volatile 
fluids  used ;  there  will  be  no  noxious  odors  or  excessive 
noise  from  the  operation  of  the  proposed  establishment* 
that  there  are  few  and  inadequate  sanitary  facilities  in  the 
neighborhood  and  this  installation  will  prove  a  definite  con¬ 
tribution  to  public  health  and  lighten  the  burden  of  the 
housewife;  that  a  variance  is  requested  to  permit  this  estab¬ 
lishment  to  be  operated  for  a  period  of  five  years  to  enable 
him  to  amortize  his  investment  and  for  the  owner  to  realize 
sufficient  income  to  pay  the  taxes  and  repairs  of  buildings ; 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  ’exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  (5)  years,  to  permit  the  wet  wash  laundry  as 
proposed  to  be  maintained,  provided  it  is  arranged  sub¬ 
stantially  as  indicated  on  plans  filed  with  this  application, 
marked  “Received  June  21,  1946,”  showing  a  total  of  twenty 
(20)  washing  machines;  that  no  other  laundry  work  shall 
be  done  on  the  premises  other  than  in  these  machines 
which  shall  be  of  the  Bendix  make  as  approved  by  the  Board 
under  Cal.  136-46-SA ;  that  proper  aisles  and  adequate  seats 
shall  be  maintained  at  all  times  substantially  as  shown ;  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  three  months  from  the  date  of  this  reso¬ 
lution. 


425-46-BZ 

APPLICANT— William  R.  Shirley,  of  Shirley  and  deShaw, 
for  Arthur  Blum,  owner  (Appliance  Operating  Co., 
lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  opera¬ 
tion  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years. 

PREMISES  AFFECTED — 40-04 A  Bell  boulevard  west 
side,  154.22  ft.  north  of  Ahles  road  (Block  6237,  Lot 
29),’  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley. 

For  Opposition:  R.  Harold  Paltrow  and  Bernhaid 

J  adetzley. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  u 

Negative:  Chairman  Murdock,  Commissionei s 
Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 


THE  RESOLUTION  (425-46-BZ) 

Whereas,  William  R.  Shirley,  for  Arthur  Blum  owner, 
(Appliance  Operating  Co.,  lessee)  filed  June  12,  1946,  an 
application  under  sections  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  operation  and  mainte¬ 
nance  of  a  wet  wash  laundry  for  a  period  of  five  years  af¬ 
fecting  premises  40-04  A  Bell  boulevard,  west  side,  154. 

A  north  of  Ahles  road  (Block  6237,  lot  29),  Bayside, 


Borough  of  Queens;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 

Bulletin ;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bell  boulevard  is  in  a  business  use,  D 
area  and  class  1  height  district ;  Ahles  road  is  in  a  business 
use,  D  area  and  class  1  height  district ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  11,  1946,  on  Alt.  Applic.  1565-46  reads : 

“1.  The  conversion  of  any  part  of  a  building  located 
in  a  business  zone  from  the  use  of  store  to  the  use  of 
wet  wash  laundry,  is  contrary  to  Article  2,  sec.  4a, 
subsec.  51  of  the  Zoning  Law. 


Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  18  ft.  6  in.  frontage  by  83.215  ft.  in  depth  on  which  is 
located  a  building  18  ft.  6  in.  front  by  70  ft.  in  depth, 


2  stories,  25  ft.  in  height,  of  class  3  construction ;  that  it  is 
proposed  to  install  30  approved  standard  washing  machines 
(house  type)  with  an  individual  capacity  of  10  pounds  of 

dry  clothes ;  and  .  .  , 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
operate  a  wet  wash  laundry  in  the  store  on  the  1st  floor  of 
the  premises  in  question,  the  2nd  floor  being  used  for  two 
apartments ;  and  to  install  30  Standard  Bendix  washing  ma¬ 
chines,  as  approved  by  the  Board  under  Cal.  136-46-oA, 
each  machine  operated  by  a  %  H.P.  motor  ;  that  it  will 
have  only  two  employees  as  it  is  a  self-service  installation 
and  no  steam  is  manufactured  on  the  premises  or  volatile 
fluids  used ;  that  ordinary  household  soap  and  hot  water  will 
be  used  and  there  will  be  no  noxious  odors  or  excessive  noise 
from  the  operation ;  that  there  are  few  and  inadequate  sani¬ 
tary  facilities  in  the  neighborhood  and  this  will  prove  a 
contribution  to  public  health  and  lighten  the  burden  of  the 
housewife  and  permission  is  requested  for  a  term  of  five 
vears  to  operate  the  establishment  in  order  to  enable  the 
lessee  to  amortize  his  investment  and  for  the  owner  to 
realize  sufficient  income  to  pay  the  taxes  and  repans  o 
the  building;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  . 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7,  subdivision  e  of  the  zoning  resolution  and 
that  the  applicant  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  of  the  zoning 
resolution  and  is  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship 

Resolved,  that  the  decision,  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied,  without  prejudice  as  to  a  similar  proposal 
at  a  different  location  not  in  the  immediate  area. 


148-46-BZ 

APPLICANT— Irving  P.  Marks,  for  Edward  and  Arthur 
Senft,  owners  (Railway  Express  Agency,  lessee). 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  public  garage  for  more  than  five 
motor  vehicles  to  garage  for  more  than  five  (3) 
motor  vehicles,  offices,  automobile  repair  shop,  and 
freight  terminal. 

PREMISES  AFFECTED— 2354-2372  East  19th istreec  west 
side,  100  ft.  north  of  Avenue  X  (Block  7403,  Lot  29), 
Borough  of  Brooklyn. 

appearances—  .  „  .  ,  „  ,  .  n 

For  Applicant:  Irving  Marks  and  Herbeit  U. 
Weigand. 

For  Opposition  :  Murray  Weiss. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . ;•••••• - : ' '.  ‘ '  ‘  '  ' 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. . 

THE  RESOLUTION  (448-46-BZ) 

Whereas,  Irving  P.  Marks,  for  Edward  and  Arthur 
Senft  owners;  Railway  Express  Agency  lessee,  filed  June 
18  1946,  an  application  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district  the  change  m 
occupancy  from  public  garage  for  more  than  five  motor 
vehicles  to  garage  for  more  than  five  motor  vehicles  office 
automobile  repair  shop  and  freight  terminal;  premises.  23a4 
to  2372  East  19th  street,  west  side,  100  feet  north  of  Avenue 
X,  (Block  7403,  Lot  29),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
CtQnrla rrU  and  Anneals,  at  its  regular  meet- 
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j?g-  Jpty  23,  1946,  after  due  notice  by  publication  in  the 
.bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  19th  street  is  in  residence  anu 
unrestricted  use,  D  area  and  Class  1  height  districts;  Ave- 
nue  A  is  in  residence  and  unrestricted  use,  D  area  and 
Class  1  height  districts ;  and 

\Vhereas,  the  decision  of  the  borough  superintendent, 
dated  June  11,  1946,  re  Alt.  Applic.  2477-46,  reads: 

1.  I  roposed  change  in  occupancy  from  public  gar¬ 
age  to  public  garage,  storage  garage  for  more  than  5 
cars,  office,  automobile  repair  shop  and  express  sorting 
station  in  a  residential  use  district  is  contrary  to  Art. 
11,  bee.  3  of  the  Zoning  Resolution” 
and 

die  aPP!icant  states  that  the  premises  consist 
of  a  plot  166  ft.,  3 5/s  in  frontage  by  100  ft.  in  depth,  irregu- 

nn  ?.n  Whuh  u  located,  a  building  166  ft.,  3-%  in.  front  by 
100  ft.  in  depth  irregular,  one  story  and  basement,  25  ft 
in  height,  of  Class  3  construction;  that  it  is  proposed  to 
alter  the  interior  of  the  basement  floor  to  be  used  as  storage 
°i  garage  tor  more  than  five  motor  vehicles,  automobile 
repair  shop,  office  and  express  sorting  station  (43  persons)  • 

and  H°°r’  Pub  1C  garage  for  more  than  five  motor  vehicles ; 

Whereas,  the  applicant  contends  that  an  amendment  ap¬ 
proved  July  29,  1939  changed  the  use  of  this  district  from 
unrestHcted  to  residential  use;  that  the  present  building 
occupied  by  the  Railway  Express  Agency  at  2767  E.  14th 
btreet,  Brooklyn  has  been  sold  and  the  owner  has  notified 
this  lessee  to  vacate  at  the  expiration  of  its  lease  on  Sen 
tember  30  1946;  that  the  purpose  of  this  garage is  to 
provide  inside  space  for  parking  and  loading  all  company 
vehicles;  that  they  have  made  every  effort  to  find  a  loca^ 

ne°si  nrZfT  ^rntory  °f  ProPer  size  and  suitable¬ 
ness  for  this  type  of  business,  but  this  building  is  the  onlv 

nrenScUHab  e  ancJ]1  available ;  that  the  establishment  of  the 
proposed  use  will  not  endanger  the  health  or  impair  the 
safety  of  residents  in  the  vicinity;  that  no  additional  curbs 
are  to  be  cut;  that  the  plot  is  situated  so  that  it  faces 
an  unrestricted  district  across  the  street  on  which  are  lo¬ 
cated  a  1 -story  factory,  a  parking  lot  and  auto  repair  shoo 
an<  a  1-story  garage  and  repair  shop;  that  no  exits  from 
this  building  face  the  residential  district;  that  the  granting 
of  this  application  will  not  be  an  intrusion  of  a  non  com 
forming  use  into  a  restricted  district,  but  will  bring  about 
the  partial  discontinuance  of  one  existing  nonconforming 

a7eSi£;r2£la*i0n  °f  ,he 

spectra  committee^of  ““  — 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7  subdivision  e  of  the  zoning  resolution 
Resolved  that  the  decision  of  the  borough  superintendent 

it” hereby  U  ^  ““  <he  and 


470-46-BZ 

APPLICANT— Charles  M.  Spindler,  for  Charles  J.  Moesin- 

SUBIFCT1"’  AWnfr  tHalf/?°—  Laundry-  Inc->  ^ssee). 
bU EJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  CD  vpirs 

REMISES  AFFECTED— 2038  2nd  avenue,  and  300  East 
105th  street,  southeast  corner  (Block  1676,  Lot  49) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus,  Mrs.  Moesinger 
and  Alex  Hartgreen. 

For  Opposition ;  Isidore  Engler  and  Catherine  La 
Barbera. 
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For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  ^  mg  and  Buildings. 

hlOARD  Application  granted  on  condition. 
1HE  VOTE — 

Affirmative.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. . 
Negative :  . 

THE  RESOLUTION  (470-46-BZ) 

Whereas  Charles  M.  Spindler,  for  Charles  J.  Moesinger 
owner  (Half  Hour  Laundry,  Inc.,  lessee)  filed  June  24 
J  746  an  application  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  operation 
and  maintenance  of  a  wet  wash  laundry  for  a  term  of  five 
years,  affecting  premises,  2038  2nd  avenue  and  300  East  105th 
street,  southeast  corner  (Block  1676,  Lot  49),  Borough  of 
Manhattan;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

!ng>  July  23,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  2nd  avenue  and  East  105th  street  are  in 
a  business  use,  B  area  and  class  V/2  height  district;  and 

/hin JeC1S‘°?i  o£  the  borough  superintendent 
dated  June  14,  1946,  on  Alt.  Applic.  1299-46  reads : 

1.  1  1  oposed  alteration  of  1st  sty.  store  to  a  steam 

laundry  is  contrary  to  Sec.  4  of  the  Zoning  Resolution.” 
-Note:  Bldg,  located  in  a  business  district” 

and 

Whereas  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft  11  in  frontage  by  75  ft.  in  depth,  on  which 
is  located  a  building  25  ft.  11  in.  front  by  75  ft.  deep  (typical 
floor  60  feet  deep)  4  stories,  45  ft.  in  height,  of  class  3 
consti  uction ,  that  it  is  proposed  to  install  22  approved  type 
electric  home  washing  machines,  each  having  a  capacity  of 
10  pounds,  self-service  operated;  and 

;nSE!fAS’  th,C  appIica!*  contends  that  it  is  proposed  to 
install  the  washing  machines  in  an  existing  store  on  the 
irst  floor  of  a  4  story  brick  old  law  tenement  and  to  use 
tlie  store  as  a  retail  self-service  wet  wash  laundry;  that  this 
neighborhood  containing  few  and  inadequate  sanitary  facili- 
Ees  consists  predominately  of  unheated  old  law  tenements 
occupied  by  people  with  very  limited  income  and  this  service 
constitutes  a  distinct  contribution  to  the  public  health  and 
welfare  and  a  boon  to  the  overworked  housewife;  that  the 
installation  will  consist  of  22  Westinghouse  Electric  wash¬ 
ing  machines  having  a  capacity  of  10  lbs.  each  and  operated 
by  a  fractional  H.p.  motor;  that  the  machines  will  be  in- 
s  ailed  in  accordance  with  all  rules  and  regulations  of  all 
dePartments ;  that  only  two  persons  will  be  em- 
P  oyed,  that  ordinary  household  soap  powder  and  hot  water 
aie  the  only  cleansing  agents  used  and  no  steam  will  be 
used  in  the  operation;  that  there  will  be  no  noxious  odors 

vnKrfi  -SS'iue  ni°1Se;  thcat  n°  structural  alterations  are  in¬ 
volved  in  the  change  of  occupancy  and  this  installation  will 
m  no  way  affect  the  neighborhood  nor  property  values  but 
will  benefit  the  occupants  of  the  surrounding  buildings ;  that 
the  lessees  and  operators  of  the  proposed  laundry  are  two 
war  ve  erans  attempting  to  establish  a  business  in  a  veTy 

in  Th^sfie  ar^dHaVe  a  ready  invested  several  months  rert 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

\y  hereas,  the  machines  proposed  to  be  used  are  now 
subject  to  test  and  approval  under  Calendar  477-46-SA  •  and 
.  W™AS-  Board  deemed  that  this  was  a  proper’ease 
in  winch  to  exercise  disreetion  to  grant  undei-P  section  7 
subdivision  e,  of  the  zoning  resolution  ’ 

Re -solved  that  the  Board  of  Standards  and  Appeals  does 

tnVtby*Ww^  °  varciat,l0n  m  the  application  of  the  use  dis- 
r  regulations,  of  the  zoning  resolution,  and  that  the  ap- 

fir  a  term  nfV  15  granted  under  section  7e  thereof, 

toi  a  term  of  five  (5)  years,  to  permit  the  premises  to  be 

occupied  as  proposed  for  a  wet  wash  laundry  as  indicated 
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on  plan  marked  “Received  June  24,  1946”  employing  wash¬ 
ing  machines  as  may  be  approved  by  the  Board,  on  condition 
that  not  more  than  twenty-two  (22)  such  machines  shall 
be  installed;  that  no  other  laundry  work  shall  be  done  on 
the  premises;  that  proper  aisles  and  seatings  shall  be  pro¬ 
vided-  that  any  windows  on  the  rear  to  a  court  or  adjoin¬ 
ing  premises  shall  be  blocked  up  with  approved  masonry 
or  glass  block  as  approved  for  exterior  walls;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws  rules  and  regulations  applicable  thereto ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


471-46-BZ 

APPLICANT— Charles  M.  Spindler,  for  Pentecostal  Faith 
Church,  owner  (Thirty  Minute  Laundry  Co.,  lessee). 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  local  retail  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 394  Lenox,  avenue,  east  side  39 
ft.  south  of  West  130th  street  (Block  1727,  part  of 
Lot  69),  Borough  of  Manhattan. 

APPEARANCES—  ,  ^  tt  , 

For  Applicant:  Joseph  C.  Haus  and  Alex  Lreer. 

For  Opposition :  None. 

For  Administration:  Fred  Dalilem,  Uep  t  ot  rious 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  _  .  . 

Affirmative:  Chairman  Murdock,  Commissioners- 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 


Negative 


0 


the  proposed  installation  is  similar  to  a  number  of  others 
recently  granted  by  the  Board;  that  the  machines  will  be  of 
the  Westinghouse  make  and  will  be  installed  in  accordance 
with  all  rules  and  regulations  of  the  municipal  departments; 
and  that  reconsideration  has  been  granted  by  the  Chief 
Examiner  of  Department  of  Housing  and  Buildings  re¬ 
garding  Objection  2,  which  does  not  now  apply;  and 
Whereas,  the  machines  proposed  to  be  used  are  now  sub¬ 
ject  to  test  and  approval  under  Calendar  477-46-SA;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed  for  a  wet  wash  laundry  as  indicated  on  plan 
marked  “Received  June  24,  1946”  employing  washing  ma¬ 
chines  as  may  be  approved  by  the  Board,  on  condition 
that  not  more  than  thirty  (30)  such  machines  shall  be  in¬ 
stalled  ;  that  no  other  laundry  work  shall  be  done  on  the 
premises ;  that  proper  aisles  and  seatings  shall  be  provided , 
that  any  windows  on  the  rear  to  a  court  or  adjoining 
premises  shall  be  blocked  up  with  approved  masonry  or 
glass  block  as  approved  for  exterior  walls;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  three 
(3)  months  from  the  date  of  this  resolution. 


THE  RESOLUTION  (471-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Pentecostal  Faith 
Church  Inc.,  owner,  Thirty  Minute  Laundry  Co.,  inc., 
lessee  filed  June  24,  1946,  an  application  under  section  7e 
and  21  of  the  zoning  resolution,  to  permit  in  a  local  retail 
district  the  operation  and  maintenance  of  a  wet  wash 
laundry  for  a  term  of  five  (5)  years,  premises:  394  Lenox 
avenue  east  side,  39  feet  south  of  West  130th  street  (Block 
1727  part  of  Lot  69),  Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 

Bulletin;  and  . 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Lenox  avenue  is  in  fficai  retail  aiid 
business  use,  B  area,  Class  U/2  height  districts;  West  130th 
street  ,is  in  residence  and  local  retail  use,  B  area  and  Glass 

U/2  height  districts ;  and  .  .  ,  , 

Whereas  the  decision  of  the  borough  superintendent, 
dated  June  14,  1946,  re  Alt.  Applic.  1298-46,  reads: 

“1  Proposed  change  in  use  from  store  to  steam 
laundry  in  a  Local  Retail  District  contrary  to  sec.  4c 
of  Zoning  Resolution.” 

^Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  99  feet,  11  inches  frontage  by  85  feet  in  depth,  on 
which  is  located  a  building  99  feet,  11  inches  front  by  82 
and  85  feet  in  depth,  two  stories  (24  feet)  in  height  of  Class 
2  construction.  It  is  proposed  to  install  thirty  (30)  standard 
(approved)  household  self-service  washing  machines,  each 
having  a  capacity  of  10  pounds  and  operated  by  a  frac¬ 
tional  h.p  motor;  and  ,  ,  , 

Whereas  the  applicant  contends  that  the  proposed  use 

will  be  a  retail  self-service  wet  wash  laundry;  that  the  use 
zone  in  which  premises  are  located  was  changed  from  Busi¬ 
ness  to  Local  Retail  on  January  7,  1946;  that  this  neigh¬ 
borhood,  containing  few  sanitary  facilities,  consists  mainly  ot 
unheated  old-law  tenements  occupied  by  people  with  limited 
incomes;  that  such  a  self-service  laundry  would  be  a  dis¬ 
tinct  contribution  to  their  public  health  and  welfare ,  that 


474-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Gussie  Altshuler, 
owner  (Irving  Altshuler,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  opera- 
tion  and  maintenance  of  a  wet  wash  laundry,  for  a 
period  of  five  (5)  years.  . 

PREMISES  AFFECTED— 850  St.  Johns  place,  south  side, 
41  ft.  8  in.  east  of  Nostrand  avenue  (Block  12o5, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES—  ,, 

For  Applicant:  Samuel  Rosenblum,  A.  W.  Melroy 
and  Irving  Altshuler. 

For  Opposition:  Sadie  Cassidy,  H.  Ulsted,  t. 
Streitman,  L.  Prowler,  J.  McNally,  M.  Roche 
and  E.  Aronson.  , 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 

THE  RESOLUTION  (474-46-BZ) 

Whereas,  Samuel  Rosenblum,  for  Gussie  Altshuler, 
owner  (Irving  Altshuler,  lessee),  filed  June  26,  1946,  an 
application  under  sections  7e  and  21  of  the  zoning  reso  u- 
tion,  to  permit  in  a  business  use  district,  the  operation  and 
maintenance  of  a  wet  wash  laundry  for  a  peiiocl  o  ve 
(5)  years,  premises  850  St.  Johns  place,  south  side,  41  it. 
8  in.  east  of  Nostrand  avenue  (Block  1255,  Lot  6),  Borough 

of  Brooklyn;  and  . 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  Inly  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  St.  John’s  place  is  in  a  residence  and 
business  use,  C  area  and  Class  1J4  height  district ;  Nostrand 
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avenue  is  in  a  business  use,  B  and  C  area,  and  Class  1  and 
1J4  height  district;  and 

W  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  25,  1946,  re  Alt.  Applic.  2797-46,  reads : 

“1.  Proposed  occupancy  of  1st  floor  of  present  build- 
ing  of  Class  3  construction  located  in  a  business  use 
district,  as  a  wet  wash  laundry,  the  washing  to  he 
done  by  twenty  individual  washing  machines,  is  con- 
trary  to  Art.  II,  Sect.  4(a)  Subd.  51  of  the  zoning 
resolution. 

and 

\\  hereas, the  applicant  states  that  the  premises  consist 
,  a  plot  20  ft.  front  by  97.92  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  97.92  ft.  deep  (typical 
floor  20  ft.  by  60  ft.)  2  stories,  30  ft.  in  height,  of  Class  3 
construction;  that  it  is  proposed  to  install  twenty  approved 
individual  washing  machines  of  the  self-service  type;  and 
\\  hereas*,  the  applicant  contends  that  with  reference  to 
the  objection  of  the  Department  of  Housing  and  Buildings 
as  to  the  proposed  installation  of  a  retail  rental  laundry  in 
the  store,  is  contrary  to  Section  4a,  (51)  classifying  premi¬ 
ses  as  a  wet  wash  laundry ;  that  this  is  a  two  story  struc¬ 
ture,  the  store  of  which  has  heretofore  been  occupied  as  a 
paint  shop  and  it  is  proposed  to  install  20  Bendix  Auto¬ 
matic  Washing  Machines  and  conduct  a  retail  rental  laun¬ 
dry  ;  that  the  operation  will  be  similar  to  that  in  other 
retail  rental  laundries;  that  the  customers  insert  their  gar¬ 
ments  in  the  automatic  machines  which  through  a  self- 
service  operation  cleans  and  leaves  them  damp  dry ;  that 
there  are  no  odors,  no  noise,  no  volatile  inflammable' liquids 
used,  and  the  premises  are  conducted  in  the  nature  of  a  gen¬ 
eral  retail  establishment;  that  the  entire  process  is  more 
in  the  nature  of  a  self-service  laundry,  similar  to  that  con¬ 
ducted  at  home;  that  the  facilities  provided  will  be  of  o-reat 
benefit  to  the  neighborhood ;  that  it  is  therefore  respectfully 
requested  a  variation  of  the  zoning  requirements,  to  permit 
the  installation  of  the  Bendix  Automatic  Washing  Ma¬ 
chines  and  the  operation  of  this  launderette,  be  granted  for 
a  term  of  five  years;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance,  under 
section  7e  of  the  zoning  resolution; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof 
lor  a  term  of  five  years,  to  permit  the  premises  to  be 
occupied  as  proposed  as  a  wet  wash  laundry  employing  not 

rated  ™fniy  Bendix  machines,  as  proposed  and  indi¬ 
cated  on  pFns  filed  with  this  application,  marked  “Received 
June  26,  1946,”  such  machines  shall  be  as  approved  by  Ihe 
Board  under  Cal.  136-46-SA;  that  no  laundry  work  shall 
be  done  on  the  premises  except  as  proposed  in  the  Bendix 
machines;  that  in  all  other  respects  the  building  and  occu- 

Tn'r7  mia  i  comply.  Wlt!l  a11  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  required  shall  be  obtained 

of«to  reSl«rPlC,Cd  Wi,hin  ,hrec  ™"ths  f"»  “ 


475-46-BZ 

APPLICANT— Samuel  Rosenblum  for  Salvatore  Graffeo 
CTrDTir^mner  (Bernard  Ehrlich,  lessee), 
b UBJ LC 1  —Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  opera¬ 
tion  and  maintenance  of  a  wet  wash  laundry,  for  a 
r,  Period  of  five  (5)  years. 

PREMISES  A FFECTED — 429  Wilson  avenue,  northeast 
corner  of  Madison  avenue  (Block  3370,  Lot  9)  Bor- 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  .  Samuel  Rosenblum,  Arthur  Mel  - 
roy,  B.  Ehrlich  and  H.  Ehrlich. 


For  Opposition:  J.  F.  Cambasi,  B.  W.  Contasa  and 
J.  Mitchell. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings,  and  Gustav  Goldman,  Board 
of  Education. 

THEIVOTe'  — ‘Application  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative  i  .  q 

THE  RESOLUTION  (475-46-BZ) 

Whereas  Samuel  Rosenblum  for  Salvatore  Graffeo,  own¬ 
er  (Bernard  Ehrlich  lessee)  filed  June  26,  1946,  an  appli¬ 
cation  under  section  7e  and  21  of  the  zoning  resolution  to 
permit  in  a  business  use  district,  the  operation  and  mainte¬ 
nance  of  a  wet  wash  laundry  for  a  period  of  five  (5)  years- 
premises  429  Wilson  avenue,  northeast  corner  of  Madison 
avenue  (Block  3370,  Lot  9),  Borough  of  Brooklyn;  and 
i  hlkeas  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
r  after  due  notice  by  publication  in  the 

Bulletm  of  the  Board  of  Standards  and  Appeals;  and 
whereas  the  district  maps  accompanying  the  zoning 
itesolution  show  that  Wilson  avenue  is  in  a  business  use 
C  area  and  class  1  height  district;  Madison  avenue  is  in 
residence  and  business  use,  C  area  and  class  1  height  dis¬ 
tricts  ;  and 

i  }Thereas, .  the :  decision  of  the  borough  superintendent 
dated  June  25,  1946,  oh  Alt.  Applic.  2790-46  reads: 

“F  The  use  of  premises  as  a  steam  or  wet  wash 
laundry  in  a  business  district  is  contrary  to  Art.  2  Sec 
4(a)  Subdivision  51  of  the  Zoning  Resolution” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  front  by  100  ft.  in  depth  on  which  is 
located  a  building  25  ft.  front  by  60  ft.  in  depth,  3  stories, 

T  Jt.  height,  of  class  3  construction ;  that  it  is  proposed 
to  install  20  approved  individual  washing  machines  of  the 
self-service  type;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  20  Bendix  Automatic  Washing  Machines  in  the  store 
at  the  above  premises  which  has  heretofore  been  used  as 
a  beauty  parlor;  that  the  building  is  3  stories  in  height 
with  a  store  on  the  ground  floor;  that  this  will  be  similar 
to  other  stores  wherein  the  customer  places  a  bundle  of 
material  not  exceeding  10  lbs.  in  the  washing  machine  and 
cit  the  end  of  a  half  an  hour  the  clothes  are  damp  dry;  that 
on  the  side  streets  there  are  two  family  houses  which’ have 
no  facilities  for  laundry  equipment;  that  there  will  be  no 
odors,  noise,  volative  inflammable  liquids,  and  the  appear¬ 
ance  will  be  that  of  an  ordinary  retail  store;  that  the  ar¬ 
rangement  is  maintained  in  a  neat,  clean  and  orderly  man¬ 
ner  so  that  it  will  be  an  asset  to  the  neighborhood  and  will 
furnish  a  long  felt  and  needed  want  in  this  section ;  and 
Y\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years  to  permit  the  premises  to  be  occupied 
for  a  wet  wash  laundry  employing  Bendix  washing  ma- 
chines  as  approved  by  the  Board  under  Cal.  136-46-SA 
on  condition  that  not  more  than  twenty  (20)  such  machines 
shall  be  installed;  that  proper  aisles  and  seating  shall  be 
maintained  at  all  times;  that  no  other  laundry  work  shall 
be  done  on  the  premises ;  that  in  all  other  respects,  the  ' 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 
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500-46-BZ 

APPLICANT — James  Whitford,  for  Fred  Winrock,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  and  business  1  use, 

D  and  E  1  area  district,  the  erection  of  a  business 
building  (restaurant)  in  excess  of  area  permitted 
and  having  required  unoccupied  space  located  in  the 
residence  portion  of  the  plot. 

PREMISES  AFFECTED — 1791  Victory  boulevard  north 
side  98  02  ft.  west  of  Manor  road  (Block  871,  part 
of  Lot  4),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

For  Applicant:  James  Whitford,  Jr.,  Fred  Winrock 
and  William  E.  Rohrig. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings,  and  R.  L.  Santoro,  Otfice  ot 
Borough  President. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 
Negative:  . 

THE  RESOLUTION  (500-46-BZ) 

Whereas,  James  Whitford  for  Fred  Winrock,  owner,  hied 
Tune  21,  1946,  an  application  under  sections  7c  and  21  ot  tne 
zoning  resolution,  to  permit  in  a  residence  and  business  1  use, 

D  and  El  area  district,  the  erection  of  a  business  building 
(restaurant)  in  excess  of  area  permitted  and  having  required 
unoccupied  space  located  in  the  residence  use  Portion  of  the 
plot,  premises'  1791  Victory  boulevard,  north  side,  9  •  • 

west  of  Manor  road  (Block  371,  Part  of  Lot  4),  West  New 

Brighton,  Borough  of  Richmond;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
July  23,  1946,  after  due  notice  by  publication  m  the  Bulletin ; 

^Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Victory  boulevard  is  in  a  business  1,  1  « 
El  area  and  Class  1  and  Class  3^  height  district ;  that  Manor 
road  is  in  a  business  1  use,  D  and  El  area,  Class  1  and  Class 

Va  height  district;  and  „  ,  .  ,  , 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  July  2,  1946,  re  N.B.  Applic.  141-46,  reads: 

“2.  (a)  The  building  as  proposed  will,  cover  a  greater 
area  than  permitted  by  the  zone  resolution.  If  the  area 
within  the  bed  of  the  mapped  street  is  eliminated  and 
the  area  back  of  the  proposed  street  widening  only  is 
considered,  the  remaining  portion  of  the  proposed  build¬ 
ing  will  not  cover  a  greater  area  than  permitted  for  the 
remaining  portion  of  the  lot  under  the  zoning  resolution 
(see  letter  of  Planning  Commission).  .  . 

(b)  The  unbuilt  upon  area  required  in  connection  with 
the  proposed  business  use  should  be  provided  entirely 
within  the  present  business- use  portion  of  the  lot.” 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  60  ft.  frontage  by  128  ft.  in  depth,  on  which  it  is 
proposed  to  erect  a  building  60  ft.  front  by  83  ft.  6  in.  m 
depth  (irregular)  one  story,  18  ft.  in  height,  ot  Class  3 
construction ;  that  it  is  proposed  to  construct  a  restaurant  and 
bar  and  remove  present  1/4  story  frame  lunch  wagon  (bai 
and  restaurant)  and  to  also  remove  the  present  1)4  story 
frame  building;  and 

Whereas,  the  applicant  states  that  the  premises,  a  portion 
of  Lot  4,  has  a  frontage  on  Victory  boulevard  of  60  ft.  and 
a  depth  of  128  ft.  from  the  present  physical  street  line,  or  a 
depth  of  100  ft.  from  the  legal  street  widening  line  as 
adopted  on  December  13,  1935;  that  it  is  proposed  to  con- 
struct  on  this  portion  of  Lot  4  a  restaurant  and  bar,  the 
overall  size  of  which  is  60  ft.  front  and  83  ft.  6  in.  deep, 
irregular ;  that  in  order  to  maintain  not  more  than  5a  /o 


coverage  of  the  area  taken  from  the  adopted  street  widening 
line  to  future  zone  bound  line  100  ft.  in  depth,  it  is  necessary 
to  use  28  ft.  of  the  rear  portion  of  the  property  now  located 
in  residence  zone ;  that  it  is  necessary  in  this  project  to  make 
provision  for  the  physical  widening  to  the  adopted  line  and 
this  is  the  basis  of  the  appeal;  that  55%  coverage  of  the  re¬ 
mainder  of  the  portion  of  the  lot  requires  a  change  of  zone 
from  residence  to  business  1  of  an  area  28  ft.  in  depth  so 
that  when  the  widening  actually  takes  the  28  it.  along  the 
Victory  boulevard  frontage,  the  required  rear  yard  will  be 
included  in  the  new  zone  bound  lines;  that  under  the  existing 
zone  lines,  the  building  would  have  to  be  cut  down  to  an 
area  that  would  not  be  suitable  to  the  owner  s  requirements ; 
that  inasmuch  as  the  owner  owns  the  full  depth  oi  this.por- 
tion  of  Lot  4  and  the  entire  Lot  4  of  Block  371,  the  restricted 
present  use  of  the  residence  portion  in  question  imposes  an 
undue  hardship  on  the  owner  at  the  present  time  for  this 
project,  as  well  as  a  future  hardship  in  leaving  a  lot  in  B-i 
residence  zone  facing  on  Curlew  avenue  of  only  68  it.  in 
depth  after  the  zone  bound  line  will  have  been  extended  bac 
28  ft.  following  the  physical  28-ft.  widening  along  Vic tory 
boulevard;  that  the  owner  has  already  received  a  LB  A  ap¬ 
proval  for  this  project,  and  has  ordered  fabrication  ot  a  diner 
to  be  incorporated  in  the  project;  that  he  thereloie  is  sub¬ 
jected  to  the  additional  hardship  of  a  large. investment  and 
other  commitments-  based  on  the  interpretation  by  the  City 
Planning  Commission  of  zone  bound  lines,  which  would  have 
avoided  the  necessity  of  filing  this  building  zone  case ,  and 

Whereas,  the  premises  and  surrounding  area  were  inspec¬ 
tion  by  a  Committee  of  the  Board  ;  and  .  , 

Whereas,  the  Board  does  not  concur  with  what  is  under¬ 
stood  to  be  the  interpretation  of  the  City  Planning  Commis¬ 
sion,  that  the  present  zoning  starts  at  the  street  line  as 
widened  instead  of  the  existing  street  line ;  and 

Whereas,  the  Board  deemed  that  this  was  a  piopei  case 
in  which  to  exercise  discretion  to  grant  under  section  7c  of 
the  zoning  resolution  as  to  extension  of  use,  and  that  the 
applicant  had  substantiated  a  basis  of  appeal  under  section 
21  of  the  zoning  resolution  as  to  area,  and  was  thereloie 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and  area 
district  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  to  permit  the  building 
to  be  erected  as  proposed,  within  the  business,  use  area  and 
to  include  within  the  lot  assigned  to  the. building  a  space  at 
the  rear  now  in  the  residential  area  which  will  presumably 
become  zoned  for  business  upon  the  widening  of  Victory 
boulevard  as  mapped,  on  condition  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws  rules 
and  regulations  applicable  thereto,  other  than  as  modified  by 
the  Board  under  Cal.  255-46-A. 


509-46-BZ 

APPLICANT— Harold  Herman,  for  Primrose  Management 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7 a  of  the  zoning  resolution, 
to  permit  in  a  business  1  use,  B  aiea  district,  tie 
extension  in  height  of  existing  garage  and  factory 
building  (previously  granted  by  the  Board)  by  addi¬ 
tion  of  four  stories  and  without  part  of  the  required 
rear  yard. 

PREMISES  AFFECTED— 238-240  West  54th  street,  south 
side,  126  ft.  3)4  in.  west  of  Broadway  (Block  1025, 
Lot  51),  Borough  of  Manhattan. 

APPEARANCES—  ,  v 

For  Applicant :  Harold  Herman  and  Herman  Kron. 
For  Opposition :  Melville  Southard  and  Jerome 

Heller.  ,  u 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  Commissioner  Savage .  1 

THE  RESOLUTION  (509-46-BZ) 

Whereas,  Harold  Herman,  for  Primrose  Management 
Corporation  owner,  filed  July  1,  1946,  an  application  under 
f 1  u  of  th5  zomng  resolution,  to  permit  in  a  business 
l  use,  b  area  district,  the  extension  in  height  of  existing 
garage  and  factory  building  (previously  granted  by  the 
boanl)  by  addition  of  four  stories  and  without  required 

1?/  Zari;/  PremiSeS  23f?40  AVest  54th  street,  south  side, 
tL  3 A  jn.  west  of  Broadway  (Block  1025,  Lot  51), 
Borough  of  Manhattan;  and 

hvXn!iEREAS’iafPc!)licJhcfring,was  held  on  this  application 
?  .  oaJd  ^Standards  and  Appeals,  at  its  regular  meet- 

Bifl’letin^and  ^  a^ter  due  notice  publication  in  the 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  54th  street  is  in  retail  1  and  busi¬ 
ness  1  use,  B  area  and  Class  2  height  districts ;  Broadway  is 
m  retail  and  retail  1  use,  B  area  and  Class  2  height  districts ; 

\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  21,  1946,  re  Alt.  Applic.  1343-46,  reads : 

Change  of  use  from  garage  to  a  garage,  factory  and 
storage  in  a  building  located  within  a  business  1  area 
B  use,  district  is  contrary  to  Art.  II,  Sec.  4(a)  (15)’ 
zoning  resolution.” 

and 

\\  hereas  the  applicant  states  that  the  premises  consist  of 
a  plot  50  ft.  frontage  by  100.5  ft.  in  depth,  on  which  is 
located  a  building  50  ft.  front  by  95.5  ft.  in  depth,  4  stories, 
4b  ft.  in  height  of  Class  1  construction;  that  it  is  proposed 
to  add  four  additional  stories,  50  ft.  front  by  80  ft.  5  in.  in 
depth,  42  ft.  in  height  of  Class  1  construction;  that  it  is 
also  proposed  to  place  the  new  stairway  in  the  rear  yard 
behind  the  proposed  new  floors;  and 
Whereas  the  applicant  contends  that  the  building  was 
erected  in  1896,  of  fireproof,  Class  1  construction,  located 
in  a  business  1  district;  that  in  1916,  under  Cal.  283-16-BZ 
approval  for  garage  use  for  more  than  five  cars  for  the 
entire  existing  building  (four  floors  and  full  cellar)  was 
granted;  that  upon  application,  reopening  of  Cal.  283-16-BZ, 
grant  was  given  permitting  the  change  in  use  oif  simply  the 
“..  floor  to  factory  storage,  a  conforming  use,  and  the 
Building  Department  on  June  7,  1946,  approved  the  plans 
under  Alt.  Applic.  168-46;  that  because  of  the  urgent  de¬ 
mand  tor  iactory  space  in  this  area,  it  is  proposed  to  add 
tour  new  floors  as  a  superstructure  on  the  top  of  the  exist¬ 
ing  building  for  manufacturing  purposes  (25%  of  the  area 
o!  each  floor  to  be  used  for  manufacturing)  and  to  change 
the  use  of  the  present  3rd  floor  to  manufacturing  purposes 
as  well ;  that  at  present  the  building  is  being  used  for  the 
approved  uses;  that  it  would  be  an  unnecessary  hardship  to 
place  the  new  stairway  within  the  new  upper  building  ad- 
ditioii  and  diminish  such  limited  area  in  view  of  the  fact 
t lat  a  requir ed  20  ft.  rear  yard  is  to  be  provided;  that  it 
is  proposed  that  such  new  rear  stairs  be  permitted  in  the  rear 
yard  behind  the  proposed  4  story  superstructure ;  that  in  all 
other  respects  the  completed  building  is  to  comply  with  the 
pertinent  provisions  of  the  Building  Code,  Labor  Law  and 
Zoning  Resolution ;  that  it  is  therefore  requested  that  the 
Board  modify  the  resolution  of  February  19,  1946,  so  as 
to  permit  the  extension  of  four  new  floors  for  factory/ 
storage  use  above  the  present  building  and  to  permit  the 
change  of  use  of  the  existing  3rd  floor  to  factory/storage 
purposes ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  a,  of  the  zoning  resolution. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  mdke  a  variation  in  the  application  of  the  use  district 
Kgulations  of  the  zoning  resolution  and  that  the  application 
be  mid  it  hereby  is  granted  under  section  7a  thereof,  to  per¬ 
mit  the  building  as  proposed  to  be  reconstructed  and  altered 
an  condition  that  the  storage  garage  occupancy  may  be  con¬ 
tinued  on  the  street  floor  and  cellar  only;  that  there  shall  be 
no  openings  between  such  floors  and  the  floors  above  pro¬ 
posed  to  be  occupied  as  factory  space  complying  with  the 
requirements  of  the  zoning  resolution  therefor;  that  all  re- 
quired  stairways  shall  be  within  the  proposed  extension  in 
height  and  shall  comply  with  all  requirements  of  the  Labor 
Law  and  other  laws  applicable  thereto;  that  this  resolution 
supersedes  the  prior  resolution  adopted  February  19  1946  - 
lat  the  building  shall  comply  in  all  other  respects  with  all 
laws,  rules  mKi  reguktion8  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  resolution. 


518-46-BZ 

APPLICANT— Oscar  I.  Silverstone,  for  Alanfra  Realty 
Gorp.,  owner. 

SUBJEC 1—  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution 
to  permit  in  a  restricted  retail  use,  B  area  district’ 
the  erection  of  an  extension  to  the  front  of  existing 
occupying  more  than  the  area  permitted. 
PREMISES  AFFECTED — 13  East  55th  street,  north  side, 

ia\  west  Madison  avenue  (Block  1291  Lot 
.  10 A  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Oscar  I.  Silverstone. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE^  VOTff  BOARD—APplication  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  q 


THE  RESOLUTION  (518-46-BZ) 

Whereas,  Oscar  I.  Silverstone,  for  Alanfra  Realty  Cor¬ 
poration  owner,  filed  July  2,  1946,  an  application' under 
section  21  of  the  zoning  resolution,  to  permit  in  a  restricted 
ictail  use,  B  area  district,  the  erection  of  an  extension  to 
the  tront  of  an  existing  building  occupying  more  than  the 
ar^a,permittt'd;  preimses  13  East  55th  street,  north  side, 
167  ft.  west  of  Madison  avenue  (Block  1291,  Lot  10)  Bor¬ 
ough  of  Manhattan ;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

ngii  ,•  1946,  after  due  notlce  by  publication  in  the 

bulletin;  and 

Whereas  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  55th  street  is  in  a  restricted  retail 
use,  B  area  and  Class  V/2  height  district;  Madison  avenue 
is  in  a  restricted  retail  use,  B  area  and  Class  IV2  height 
district;  and  s 

rFnVlHfKEAS?itli1m^CClsiAV  °Af  the  borough  superintendent, 
dated  J,uAn.e  2\  1946<  re  Alt.  Applic.  75-46,  reads: 

A4.  Repeat.  Proposed  erection  of  extension  at 
front  will  occupy  more  than  65%  of  the  unoccupied 
area,  contrary  to  Sec.  12  of  the  zoning  resolution, 
ivote:  Examination  will  be  continued  when  above  ob¬ 
jection  is  removed.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
.of  a  plot,  22  It  frontage  by  100  ft.  5  in.  depth,  on  which 
is  located  a  building  22  ft.  front  by  88  ft.  in  depth  4  stories 
and  mezzanine,  60  ft.  in  height,  of  Class  3  construction; 
that  it  is  proposed  to  extend  the  building  in  the  front  5 
tt.  4  in.  (on  1st  floor  and  mezzanine)  relocate  the  front 
stairs  and  extend  the  waiting  room ;  and 
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Whereas,  the  applicant  contends  that  the  area  of  the 
building  on  the  1st  floor,  as  well  as  the 'area  of  the  mez¬ 
zanine  &floor  is  1936  sq.  ft.;  that  the  area  of  each  typical 
floor  is  1305  sq.  ft.;  that  section  12b  allows  /o%  oi  the 
lot  to  be  occupied  on  the  1st  floor  if  the  lot  area  does  no 
exceed  5000  sq.  ft.;  that  the  area  of  the  lot  in  question 
is  2209  sq.  ft.;  that  75%  ground  coverage  would  be  165b./ 
sq  ft  ;  that  the  area  of  the  building  on  the  1st  floor  is 
1936  sq.  ft.,  an  excess  of  280  sq.  ft. ;  that  if  the  proposed 
5  ft.  3  in.  front  extension  were  permitted  there  would  be  an 
increase  of  1 15 sq.  ft.  or  an  increase  of  less  than  %  o 
the  present  ground  coverage ;  that  on  the  mezzanine  oor 
65%  of  the  lot  may  be  occupied  or  1435.8  sq  ft. ;  that  the 
present  building  occupies  at  the  mezzanine  level  1936  sq. 
ft.  or  exceeds  the  allowable  area  by  501  sq.  ft. ;  that  the 
proposed  extension  would  only  add  115%  sq.  ft.  to  this 
coverage;  that  65%  of  the  lot  would  allow  a  ground  cover¬ 
age  of  1435.8  sq.  ft.;  that  the  three  typical  floors  consist 
of  only  1305  sq.  ft.  on  each  floor;  that  the  indentation  of 
applicant’s  building  is  rather  abrupt  and  since  the  frontage 
is  only  22  ft.  would  be  rather  difficult,  to  treat,  since  an 
apartment  entrance  and  hoistway  occur  in  this  space ;  that 
if  this  extension  were  permitted  the  front  could  be  brought 
out  to  the  same  building  line  as  the  line  of  the  neighbors 
and  suitable  architectural  treatment  given;  that  the  owner 
has  only  recently  acquired  this  building  having  been  the  lessee 
for  many  years ;  that  the  present  size  of  the  waiting  room  is 
not  inadequate  and  the  proposed  additional  space  could  be 

used  to  great  advantage;  and 

Whereas,  the  premises  and  surrounding  area  were  in 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  as  to  aiea,  anc 
was  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap- 
plication  be  and  it  hereby  is  granted  under  Section  21,  to 
permit  the  extension  in  area  of  the  1st  floor  and  mezzanine 
as  proposed  to  the  building  line,  on  condition  that  the  build- 
ing  shall  not  be  increased  in  height  or  area  in  any  other 
respect,  and  that  in  all  other  respects  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 

525-46-BZ 

APPLICANT— Joseph  Lau,  for  Gaspare  Caleca,  owner.  . 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  operation  and 
maintenance  of  a  wet  wash  laundry,  for  a  term  of 

years.  .  , 

PREMISES  AFFECTED— 2303-2315  1st  avenue,  west  side, 
101  ft.  south  of  East  119th  street  (Block  1795,  Lot 
26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Lau. 

For  Opposition:  None.  , 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  J  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee. .  4 
Negative:  .  ^ 

THE  RESOLUTION  (525-46-BZ) 

Whereas,  Joseph  Lau  for  Gaspare  Caleca,  owner,  filed 
July  8,  1946,  an  application  under  section.  7e  of  the  zoning 
resolution  to  permit  in  a  business  use  district,  the  opera¬ 
tion  and  maintenance  of  a  wet  wash  laundry  for  a  term  of 


years;  affecting  premises  2303-2315  First  avenue,  west  side, 

101  ft.  south  of  East  119th  street  (Block  179o,  Lot  26), 

Borough  of  Manhattan  ;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  July  23,  1946,  after  due  notice  by  publication  in  the 

Bulletin;  and  .  . 

Whereas,  the  district  maps  accompanying  .  the  zoning 

resolution  show  that  First  avenue  is  in  a  business  use,  B 
area  and  Class  l/2  height  district;  East  ll9th  street  is  in  a 
business  use,  B  area  and  Class  1^4  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  3,  1946,  re  Alt.  Applic.  1296-46,  reads : 

“A1 — Proposed  laundry  is  in  violation  ot  Aiticie  - 
Section  4a,  subdivision  51  of  the  zoning  resolution  and 
is  therefore  not  acceptable.  Note:  This  building  is  in 
a  business  district.” 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  50  ft.  6  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  50  ft.  6  in.  front  by  88  ft.  in  dept  1, 

6  stories,  65  ft.  2  in.  in  height,  of  Class  3  construction ;  that 
it  is  proposed  to  install  twenty  (20)  approved  Bendix  au  o- 
matic  washing  machines,  as  approved  by  the  Board  under 
Cal.  136-46-SA,  each  with  a  capacity  of  10  pounds  each, 

^Whereas,  the  applicant  contends  that  the  purpose  of  this 
application  is  to  obtain  the  Board’s  approval  for  the  in¬ 
stallation  of  20  new  automatic  Bendix  washing  machines, 
which  will  be  installed  according  to  the  requirements  of  the 
Plumbing  Division  and  all  requirements,  will  be  satisfied , 
that  the  proposed  use  of  these  premises  for  the  operation  of 
Bendix  Automatic  home  laundry  machines  each  having 
a  capacity  not  in  excess  of  10  lbs.  of  laundry  will  be  in 
harmony  with  the  general  purpose  and  intent  of  the  zoning 
resolution  and  will  provide  an  attractive  clean  place  for 
community  washing  which  will  be  operated  during  regular 
hours;  that  the  proposed  use  will  enhance  the  value  of  the 
neighborhood  residential  property  as  the  rentability  ot 
apartments  will  be  increased  due  to  their  proximity  to  this 
laundry ;  that  the  use  proposed  is  in  fact  only  a  technical 
violation  of  the  provisions  of  the  zoning  resolution  pro¬ 
hibiting  wet  wash  laundries  in  this  use  district ;  that  many 
similar  uses  have  been  installed  with  permission  of  the 
borough  superintendents  prior  to  a  recent  interpretation  that 
these  uses  constituted  “wet  wash  laundries  ;  that  even  in 
the  instances  where  these  “illegal”  _  installations  have  been 
made  there  have  been  no  complaints  recorded  with  the 
Borough  Superintendent  that  the  premises  so  occupied  con¬ 
stituted  a  nuisance,  depreciated  adjoining  property  values  or 
in  any  manner  interfered  with  the  use  of  adjoining  premises 
or  health,  safety  and  general  welfare  of  the  inhabitants  of 
the  neighborhood;  that  it  is  therefore  requested  the  Board 
grant  a  variation  of  the  use  district  regulations  and  permit 
the  proposed  use  of  the  premises  for  a  term  of  years,  subject 
to  appropriate  conditions  and  safeguards  as  the  Board  may 

deem  necessary ;  and  . 

Whereas,  the  premises  and  surrounding  area  were  in- 

soected  by  a  committee  of  the  Board ;  and 

Whereas,  the  board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  /, 
subdivision  e,  of  the  zoning  resolution 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e  for 
a  term  of  five  (5)  years,  to  permit  the  premises,  as  indicated 
on  plans  filed  with  this  application  marked  Received  July 
11  1946”  three  sheets,  to  be  occupied  as  a  wet  wash 

laundry  with  20  Bendix  Automatic  Washing  Machines,  as 
proposed,  on  condition  that  such  machmes  shall  be  as  ap¬ 
proved  by  the  Board  under  Cal.  No.  136-46-SA,  that 
sufficient  aisle  space  and  seating  shall  be  maintained  at  all 
times;  that  no  additional  laundry  work  shall  be  dope  on  the 
premises  other  than  by  means  of  the  Bendix  machines ,  that 
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all  permits  shall  he  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


Appeals  from  Administrative  Decisions. 

823-45-A 

A1  I  LICAN1  Spector  W  ool  Stock  Corp.,  for  Strobly 
Holding  Corp.,  owner.  , 

.Appeffi  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 135  Wooster  street,  west  side 
94  ft.  north'  of  Prince  street  (Block  515,  Lot  36),’ 
Borough  of  Manhattan. 

APPEARANCES— 

bor  Applicant:  J.  Berkelhammer  and  F.  Stern. 

For  Administration :  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice.  Applicant  to  consult  with  Fire  Dept,  in  view 
of  installation  and  approval  of  sprinkler  system  since 
order  was  issued. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


146-46-A 

APPLICANT— Acadia.  Nature  Foods,  for  Hudson  Manhat- 
Railroad  Co.,  owner  (Henry  Sherman,  lessee). 
*rom  an  order  of  the  fire  commissioner. 
PREMISES  AbbECTED— 50  Church  street,  west  side, 
from  Fulton  to  Cortlandt  street  (Fulton  street 

APPEARANC’ESB1°Ck  81’  Lot  Borough  of  Manhattan. 

For  Applicant :  Henry  Sherman. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


192-46-A 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo 
owner. 

SLBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED- — 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Nettie  Weil  and  Emma  Hansen. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1946  at 
10  A.  M.  at  request  of  applicant’s  representative. 


23 7-46- A 

APPLICANT — Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 56  Pine  street,  north  side,  125 
ft.  west  of  William  street  and  26  Cedar  street  (base- 

APPEARALXESBl0Ck  4*’  ^  19)’  B°r0Ugh  of  Manhattan- 
For  Applicant :  None. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  September  10,  1946  at 
10  A.  M.  at  written  request  of  applicant. 


295-46-A 

APPLICANT— Baier  and  Ackerman,  Inc.,  lessee,  for  Ba- 
realty  Inc.,  owner. 

SUBJEC I  Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner  and  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 688  Woodward  avenue,  west 
side,  25  ft.  north  of  Palmetto  street  (Block  3468,  Lot 
A  49),  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

bor  Applicant:  John  Baier  and  George  H.  Sieman 
A^T^^°^T^^inistration:  E-  A-  Meyer,  Fire  Dep’t. 
ACTION  Ob  BOARD — Laid  over  to  September  24,  1946  at 
10  A.  M.  for  Inspection  by  Committee  of  Board. 


367-46-A 

APPLICANT— Siegel  and  Green  for  119th  Fifth  Avenue, 
Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  fire 
commissioner. 

PREMISES  AFFEC I  ED — 119-121 — 5th  avenue  and  1-3 
East  19th  street,  northeast  corner  (cellar)  ;  (Block 
848,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  September  10,  1946 
at  10  A.  M.  on  written  request  of  applicant. 


369-46-A 

APPLICANT— Sim  Tool  and  Die  Co.,  lessee,  for  The 
Rector,  Church  Wardens  and  Vestrymen  of  Trinity 
Church  in  the  City  of  New  York,  owners. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

I  REMISES  AFFECTED — 417-421  Canal  street,  northwest 
corner  of  The  Avenue  of  The  Americas  (6th  ave¬ 
nue)  ;  (4th  floor);  (Block  227,  Lot  63),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  O.  Catenaccio. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1946 
at  10  A.  M.  for  an  inspection  by  a  Committee  of 
the  Board. 


456-46-A 

APPLICANT — Joseph  Lau,  for  East  River  Savings  Bank, 
owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 26  Cortlandt  street,  25-29 
Church  street,  northeast  corner  and  25  Dey  street 
(Block  63,  Lot  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  q 


459-46-A 

APPLICANT— Commercial  Investment  Trust,  Inc.,  for  One 
Park  Avenue,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1  Park  avenue,  northeast  corner 
of  East  32nd  street  (17th,  18th,  19th  and  20th 
floors)  ;  (Block  888,  Lot  1),  Borough  of  Manhattan. 
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MINUTES 


APPEARANCES— 

For  Applicant :  Mr.  Kaplan.  , 

For  Administration :  E.  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Laid  over  to  September  10,  194b 
at  10  A.  M.  for  further  consideration. 


677-44-A 

APPLICANT— Sidney  Daub,  for  Herbert  A.  Wolff,  Trustee 
for  Bond  &  Mortgage  Co.,  owner  (Dumont  Electric 
Co.  lessee). 

SUBJECT— Application  reopened  and  restored  to  calendar 
April  23,  1946  re— Appeal  from  an  order  and  a 
decision  of  the  fire  commissioner  and  a  decision  of 
the  borough  superintendent ;  previously  withdrawn. 
PREMISES  AFFECTED— 34-44  Hubert  street  and  398-408 
Washington  street,  northwest  corner  (6th  floor)  ; 
(Block  217,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  Daub.  , 

For  Administration :  E.  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  1 .  ^ 


THE  RESOLUTION  (677-44-A) 

Whereas,  Sidney  Daub,  for  Herbert  A.  Wolff,  trustee 
owner,  Dumont  Electric  Company,  lessee,  filed  November 
24,  1944,  an  appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent,  affecting  34- 
44  Hubert  street  and  398-408  Washington  street,  northwest 
corner  (6th  floor)  ;  (Block  217,  Lot  1),  Borough  of  Man¬ 
hattan;  and  '  c 

Whereas,  this  appeal  was  withdrawn  July  27,  1946,  to 
permit  the  applicant  to  submit  new  corrected  plans ,  and 
Whereas,  such  corrected  plans  have  now  been  filed  and 
the  appeal  was  restored  to  the  calendar  April  23,  1946 ;  and 
Whereas,  Order  39228-LC,  issued  by  the  fire  commis¬ 
sioner  September  12,  1944,  and  referred  to  in  a  decision 
of  the  fire  commissioner  dated  October  25,  1944,  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  stor¬ 
age  and  use  of  varnish,  kindred  substances,  the  follow¬ 
ing  must  be  done : 

1.  Discontinue  the  storage  of  more  than  25  gallons 
of  spraying,  dipping  or  immersing  material.  Rule  6.2. 
Note:  Rule  6.2.1.  states  “as  per  Sec.  C19-113.0  sub-div. 
H  of  the  Adm.  Code.  (Celluloid  occupancy  7th  floor) 

5.  Equip  the  vessel (s)  or  basin (s)  that  is  (or  are) 
used  as  a  dip  tank(s)  with  hinged  metal  cover (s) 
held  open  by  a  fusible  link,  such  cover  (s)  to  be  equipped 
with  an  opening  to  permit  automatic  flooding  of  the 
vessel (s)  or  basin(s)  that  is  (or  are)  used  as  dip 
tank(s)  with  a  fire  extinguishing  media  of  an  approved 
type  and  so  located  as  to  carry  out  the  purpose  of  this 
rule.  Rule  4.1.1.” 

and, 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  28,  1945,  on  Misc.  F.P.  Applic.  815-45,  reads : 

“2.  Show  that  all  partitions  enclosing  work  room 
wherein  dipping  occurs  are  constructed  of  incombustible 
material.  See  Rule  4.1.1.” 


Whereas,  the  applicant  states  that  the  building  is  11 
stories,  115  ft.  in  height;  229  ft.  by  115  ft.  in  area;  of  Class 
1  construction;  erected  1903;  located  in  an  unrestricted  use 
A  area,  Class  2  height  district  and  used  and  occupied  since 
1941  as  follows:  cellar,  boiler  room,  5  persons;  1st  floor, 
manufacturing  paper  containers  and  canning  of  fruits,  100 
persons;  2nd  floor,  vacant;  3rd  floor,  manufacturing  paint 
brushes,  80  persons ;  4th  floor,  manufacturing  paper  boxes, 
50  persons ;  5th  floor,  printing,  50  persons ;  6th  floor,  manu¬ 
facturing  electrical  condensers,  250  persons ;  7th  floor,  manu¬ 
facturing  leather  belting,  50  persons;  8th  floor,  manufac- 


- — - —  i 

taring  electrical  transformers,  200  persons ;  9th  floor  metal 
plating,  50  persons;  and  printing,  50  persons;  10th  floor, 
manufacturing  stationery,  60  persons;  11th  floor,  manufac¬ 
turing  electrical  equipment,  200  persons ;  that  no  change  m 
use  or  occupancy  is  proposed  except  for  the  2nd .  floor 
which  is  now  vacant  and  proposed  to  be  used  for  printing 
with  an  occupancy  of  100  persons ;  that  the  building  _  is 
equipped  with  a  one  source  sprinkler  system,  a  standpipe 
system,  interior  fire  alarm  system  and  fire  drills  are  main¬ 
tained;  that  there  are  three  4  ft.  wide  fireproof  stairs  from 
roof  bulkhead  direct  to  street;  and 

Whereas,  the  applicant  contends  as  to  Item  1  of  the  fire 
commissioner’s  order  that  in  order  to  carry  on  his  business 
the  tenant  of  the  6th  floor  requires  two  50  gallon  drums 
of  denatured  alcohol  and  two  50  gallon  drums  of  varnish; 
that  it  is.  prepared  to  store  this  alcohol  and  varnish  in  an 
approved  metal  cabinet  or  fireproof  enclosed  storage  room ; 
that  the  celluloid  occupancy  at  the  7th  floor  referred  to 
in  the  order  consists  of  100  lbs.  of  sheet  celluloid  stored 
in  approved  metal  pabinets  and  used  by  the  tenant  of  the 
7th  story  to  mend  leather  belting;  that  there  is  only  a 
small  amount  of  this  celluloid  in  use  at  any  time;  and 
contends  as  to  Item  5  of  the  fire  commissioner’s  order 
that  a  small  amount  of  dipping  solution  is  in  use  which 
consists  of  two  2)4  gallon  vessels  placed  in  metal  enclosure 
with  hinged  cover,  which  cover  is  held  open  by  a  fusible 
link;  that  the  occupant  is  prepared  to  provide  two  2  quart 
approved  extinguishers  in  an  opening  at  the  top  of  the 
metal  cabinet  to  permit  the  flooding  of  the  vessels ;  and 

Whereas,  the  applicant  contends  as  to  Item  2  of  the 
decision  of  the  borough  superintendent  on  Fire  Prevention 
Applic.  815-45  that  the  Board  is  requested  to  grant  a 
modification  of  the  requirements  for  a  dipping  room  en¬ 
closure  due  to  the  small  amount  of  dipping  which  is  carried 
on  consisting  of  two  2)4  gallon  vessels  in  approved  metal 
cabinets ;  and 

Whereas,  the  applicant  further  contends  that  the  tenant 
has  occupied  these  premises  for  3  years  performing  work 
in  connection  with  the  war  effort  and  requests  that  the  pro¬ 
posed  amount  of  alcohol  and  varnish  be  permitted  due  to  the 
uncertainty  of  deliveries;  that  the  building  is  fireproof, 
sprinklered  and  good  housekeeping  conditions  are  main¬ 
tained  ;  that  all  other  items  of  the  fire  commissioner’s  order 
will  be  complied  with. 

Resolved, ,  that  Order  39228-LC,  Items  1  and  5,  issued  by 
the  fire  commissioner  and  the  decision  of  the  borough 
superintendent  on  Misc.  F.  P.  Applic.  815-45,  Objection  2, 
be  and  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  partitions  shall 
be  of  terra  cotta  as  indicated  on  revised  plans  marked 
“Received  April  1,  1946”  with  fireproof  self-closing  doors 
thereto;  that  the  spraying,  dipping  and  immersing  material 
as  proposed  shall  not  exceed  the  amounts  proposed,  namely, 
one  50  gallon  drum  of  varnish  and  one  50  gallon  drum  of 
alcohol,  and  may  be  stored  on  the  floor  at  the  point  indicated 
on  such  plan  provided  the  other  requirements  of  this  resolu¬ 
tion  are  complied  with  as  to  separation  of  gas  fired  ovens ; 
that  the  automatic  sprinkler  system  and  fire  extinguishers 
shall  be  maintained  in  accordance  with  the  requirements 
therefor  to  the  satisfaction  of  the  fire  commissioner ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


255-46-A 

APPLICANT — James  Whitford,  for  Fred  Winrock,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1791  Victory  boulevard,  north 
side,  98.02  ft.  west  of  Manor  road  (1st  floor)  ; 
(Block  371,  part  of  Lot  4),  West  New  Brighton, 
Borough  of  Richmond.  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — proposed  widen¬ 
ing  of  Victory  boulevard.) 
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APPEARANCES— 

For  Applicant :  James  Whitford,  Jr.,  Fred  Winrock 
and  William  E.  Rohrig. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ings  and  Buildings  and  R.  L.  Santoro,  office  of 
Borough  President. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (255-46-A) 

\Yhereas,  James  Whitford  for  Fred  Winrock,  owner, 
hied  April  11  1946,  an  application  pursuant  to  section  3a 
ot  the  General  City  Law  for  permission  to  erect  a  building 
projecting  into  the  proposed  widening  of  Victory  boulevard 
a  1  tec  ting  premises  1791  Victory  boulevard,  north  side  98  02 
?•  Manor  Road,  1st  floor  (Block  371,  part  of 

Lot  4),  West  New  Brighton,  Borough  of  Richmond;  and 

i  ,  j  ALAS’t  f£ec's*on  °f  the  borough  superintendent, 
dated  March  27,  1946,  re  N.  B.  Applic.  141-46,  reads: 

1.  Building  is  located  in  the  bed  of  a  mapped  street. 
Approval  of  B’d.  of  Standards  &  Appeals  must  be 
obtained.  Sect.  35,  Art.  3,  Gen’l  City  Law  ” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story,  18  ft.  in  height,  60  ft.  by  83  ft.  6  in.  in 
area,  on  a  lot  60  ft.  by  128  ft.  in  area,  Class  3  construction, 
located  in  a  business  1  use  district  on  a  plot  extending  into 
the  residence  use  district;  that  the  building  is  to  be  used 

a|  onAmer’  din,^r°onb  kitchen  and  bar  with  an  occupancy 
ot  200  persons;  and 

Whereas,  the  applicant  contends  that  the  proposed  street 
widening  was  mapped  December  13,  1935  and  will  take  28 
tt.  on  the  north  side  of  Victory  boulevard  from  the 
premises  m  question ;  that  it  is  intended  by  the  owner  to 
use  this  48  tt.  widening  strip  with  the  understanding  that 
when  the  street  widening  is  actually  under  way,  he  will 
make  no  claim  against  the  city  for  the  portion  of  the 
building  within  the  widened  area;  that  this  application  is 
made  at  this  time  so  that  the  proposed  building  will  not 
be  required  to  set  back  further  than  the  existing  buildings 

f  °LSHt  1!9o  ^r°nti.’  t  iat  ^  tlie  owner  were  forced  to  set 
back  the  28  ft,  he  would  be  pocketed  by  existing  buildings 

on  this  portion  of  the  lot ;  that  it  is  therefore  requested  that 
permission  be  granted  to  build  in  the  bed  of  the  mapped 
street  with  the  understanding  that  no  claim  wilf^be 

"StpSd;  and  C"y  ^  Wideni"g  wh“  I>h-Vsicall>' 

snSfbTk  csrofatsuBrrdnfing  area  were  in- 

,  !he  decislon  Of  the  borough  superintendent 

dated  March  27  1946  acting  on  N.  B.  Applic.  141-46,  objec- 
tion  1  be  and  it  hereby  is  modified  and  that  the  appeal  be 

Boar!  „!Xeby  1 1-  grTCd(  Tler-  the  powers  vested  in  the 
Board  under  section  3a  of  the  General  City  Law,  to  permit 

the  erection  of  a  portion  of  the  building  within  the  bed 

ffians  file!lPed-tH  fv’  Vlc,t-°ry.  boulevard-  as  indicated  on 
io5I>>d  w'th.thls  application  marked  “Received  April 
a?d  >n  accordance  with  the  zoning  variance 
granted  by  the  Board  under  Cal.  50O-46-BZ. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (411-46-A) 

hereas,  J.  Stott  Dawson,  for  Barbara  Karinsky,  owner 
filed  June  3,  1946,  an  appeal  from  a  decision  of  the  borough’ 
superintendent,  affecting  premises  17  East  63rd  street,  north 
side,  J5  it.  west  of  Madison  avenue,  4th  floor  (Block  1378 
Lot  13),  Borough  of  Manhattan;  and 

V  hereas,  the  decision  of  the  borough  superintendent, 
dated  February  19,  1946,  re  Alt.  Applic.  237-46,  reads: 

,  ■  Not  more  than  4  stories  of  bldg,  may  be  used  as 
ffidg;,  would  then  have  to  be  fireproof  as  per  Sec.  4.2.1. 

and 

Whereas,  this  reconsideration  was  denied  by  the  borough 
superintendent  May  31,  1946;  and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories,  /I  ft.  10  in.  in  height,  29  ft.  by  100  ft.  5  in.  in  area, 

011  ,niot,  ot  sa,m.e  dimens>ons,  Class  3  construction,  erected 
in  1 102  located  in  Restricted  Retail  and  Residential  use,  B 
Class  \y2  height  districts;  and  used  and  occupied  since 
1  KL  as  follows:  Cellar,  boilerroom  and  storage;  basement, 
1st  2nd,  3d  and  4th  floors,  residential ;  proposed  to  be  used 
and  occupied  :  Cellar,  boiler  room,  storage  and  work  room 
6  persons;  basement,  business,  6  persons;  1st  floor,  business’ 

5  persons ;  2nd  floor,  business,  5  persons ;  3d  and  4th  floors! 
residence,  owner  s  family ;  that  the  building  is  equipped 
with  two  interior  stairs,  one  of  which  is  3  ft.  8  in.  wide  and 
the  other  two  ft.  3  in.  wide ;  that  the  enclosed  stairs  goes 
from  roof  to  street;  that  one  stairs  is  metal  construction 
and  one  wood  construction,  one  enclosed  in  8  in.  brick  and 
one  is  open;  that  the  enclosed  stair  is  equipped  with  self¬ 
closing,  fireproof  doors;  and 

Whereas,  the  applicant  contends  that  in  view  of  the  fire¬ 
proof  construction  of  the  floor  separating  the  cellar  from 
the  basement,  and  the  existence  of  a  fireproof  secondary 
stair  enclosed  in  8  in.  brick  walls  from  cellar  to  roof  and 
extending  to  street  through  cellar  passage,  enclosed  in  brick 
walls,  and  that  the  3d  and  4th  floors  will  be  occupied  by  one 
family,  that  of  the  owner  of  the  building,  request  is  made 
lor  permission  to  use  the  4th  and  top  floor  for  living  purposes. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  237-46,  Objection  3,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied 
in  view  of  decision  at  this  meeting  of  calendar  394-46  BZ. 


411-46-A 

APPLICANT— J.  Stott  Dawson,  for  Barbara  Karinska 
owner.  ’ 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  A FFECTED— 1 7  East  63rd  street,  north  side, 
mot'rWeSt  °f  Madison  avenue  (4th  floor)  ;  (Block 

appearances-^  Borough  of  Manhattan- 

For  Applicant :  M.  L.  Oliver. 


511-46-A 

APPLICANT — The  Zell  Co.,  lessee,  for  Schack  and  Schack, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 538  Broadway,  east  side,  75  ft. 
north  of  Spring  street  (4th  floor)  ;  (Block  497,  Lot 
4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sol  Young. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . . . . . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (511-46-A) 

Whereas,  The  Zell  Company,  lessee,  for  Schack  and 

Schack,  owner,  filed  June  28,  1946,  an  appeal  from  an  order 

and  a  decision  of  the  fire  commissioner,  affecting  538  Broad- 
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way,  east  side,  75  ft.  north  of  Spring  street  (Block  497, 
Lot  4),  Borough  of  Manhattan;  and 

Whereas,  Order  No.  45238-LC  dated  March  29,  1946  and 
referred  to  in  a  decision  of  the  fire  commissioner  dated 
June  11,  1946,  reads: 

“Before  a  permit  may  be  issued  to  you  for  spraying, 
the  following  must  be  done: 

3.  Replace  present  thin  wall  tubing  within  10  ft.  of 
spray  booths  with  standard  weight  rigid  iron  conduit. 
Rule  4.52.5  Board  of  Standards  and  Appeals.’’ 

^Whereas,  the  applicant  states  that  the  building  is  11 
stories,  150  ft.  in  height;  50  ft.  by  125  ft.  by  118  ft.  by  25  ft., 
irregular  in  area,  of  Class  1  construction ,  erected  1  Jl)l  , 
located  in  an  unrestricted  use  B  area,  Class  2  height  district 
and  used  and  occupied  as  follows:  Cellar,  none ,  ^basement, 
storage  of  textiles,  no  persons;  1st  floor,  textiles,  2d  persons, 
2nd  tioor,  office,  15  persons ;  3rd  floor,  stamping  metal  parts, 
30  persons;  4th  floor,  polishing  and  spraying  metal  parts, 
35  persons;  5th  floor,  storage  of  textiles,  4  persons;  6th  floor, 
manufacturing  slippers,  40  persons;  7th  floor,  manufacturing 
ties,  15  persons;  8th  floor,  manufacturing  underwear,  <-3 
persons;  9th  floor,  manufacturing  dry  goods,  40  persons; 
10th  floor,  assembly  of  metal  goods,  50  persons;  11th  floor, 
storage  of  metal  goods,  2  persons ;  that  no  change  in  use  or 
occupancy  is  proposed;  that  the  building  is  equipped  with 
a  two  source  sprinkler  system  throughout  and  approved 
standpipe  system  and  an  interior  fire  alarm  system  and  fire 
drills  are  maintained ;  that  there  are  two  6  ft  wide  iron 
stairs  enclosed  in  iron  partitions,  equipped  with  kalamem 
self-closing  doors  and  leading  from  roof  bulkhead  direct  to 
street  and  one  fire  escape  in  rear  court  yard  extending  to 
roof  by  stair  and  to  yard  by  stair  with  egress  to  street 
through  main  hallway  of  adjoining  building;  that  doors  on 
the  course  of  the  fire  escape  are  fireproof  self-closing;  that 
windows  on  the  course  of  the  fire  escape  are  not  fireproof 

self-closing;  and  ,  .  .  ,  , 

Whereas,  the  applicant  states  that  this  appeal  is  based 
upon  the  following  facts :  Work  on  the  installation  of  the 
conduit  system  began  July  28,  1944,  at  a  time  when  material 
was  scarce ;  that  the  contractor  not  only  used  the  best 
metals  available  at  that  time,  but  also  used  material  that 
conformed  with  the  City  Code  as  it  was  then  written ,  that 
this  is  evidenced  by  the  fact  that  a  Certificate  of  Inspection 
for  the  job  was  issued  by  the  Department  of  Water,  Gas 
and  Electricity  (No.  20723)  ;  that  a  similar  certificate  w^s 
not  issued  by  the  Department  of  Combustibles  because  their 
code  was  changed  on  August  21,  1944,  just  prior  to  the  time 
of  inspection  ;  that  as  a  result  of  the  above  retroactive  changes 
in  the  City  Code,  The  Zell  Company  is  now  forced  to  replace 
a  relatively  new  installation;  that  since  it  is  felt  that  some 
equity  is  justified,  it  is  requested  a  two  year  time  extension 
in  which  to  partly  amortize  the  wiring  installation  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  45238-LC,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


THE  RESOLUTION  (537-46-A) 

Whereas,  D.  H.  Goldman  d/b/a/,  for, Zeen  Chemical 
Company,  owner,  filed  July  5,  1946,  an  appeal  from  a  de¬ 
cision  of  the  fire  commissioner,  relating  to  the  labeling  of 
quart  cans  of  “Zeen  Dry  Cleaner  for  use  in  New  York 

City;  and  .  .  ,  ,  , 

Whereas,  the  decision  of  the  fire  commissioner  dated 

June  13,  1946  reads  :  . 

“Folder  No.  122-460.  We  regret  to  inform  you  that 
we  cannot  approve  the  use  of  rubber  stamps  on  labels 
as  stated  in  our  letter  of  May  29,  1946. 

The  use  of  same  size  letters  now  used  on  half  gallon 
cans,  or  quart  can  will  be  satisfactory. 

Whereas,  the  applicant  contends  that  certificate  of  ap¬ 
proval  1283  was  issued  by  the  fire  commissioner  for  packag¬ 
ing  Zeen  Dry  cleaner  in  gallon  and  gallon  sizes  but 
when  the  quart  size  label  was  submitted  the  precautionary 
letters  were  not  in  accordance  with  the  code;  that  this  was 
the  fault  of  the  can  company  in  reducing  the  lettering  of  the 
quart  size  and  it  is  now  proposed  to  use  a  rubber  stamp 
temporarily  with  the  size  of  the  letters  much  larger  than 
originally  shown  covering  the  precautionary  requirements 
of  the  Administrative  Code  until  a  full  car  of  quart  cans 
is  used  and  it  is  then  proposed  to  make  all  necessary  changes 
covering  all  future  quart  cans  thereafter. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  13,  1946,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


537-46-A 

APPLICANT— D.  H.  Goldman,  d/b/a  Zeen  Chemical  Co., 

owner.  .  . 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner 
re  Packaging  of  combustible  mixture  known  as 
“Zeen  Dry  Cleaner”  in  one  quart  cans  (use  of  rub¬ 
ber  stamps  on  labels  not  in  conformity  with  Admin¬ 
istrative  Code  requirements). 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 


-  549-46-A 

APPLICANT— Cafiero  and  Lacerenza,  for  M.  and  A. 
Fisher,  owner. 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  _  .  j  rri 

PREMISES  AFFECTED — 21-35  Thomas  street  and  551- 
557  Stewart  avenue,  northwest  corner  (Block  281XJ, 
Lot  26),  Borough  of  Brooklyn. 

APPEARANCES—  r  .  ,  .......  T 

For  Applicant:  William  Weintraub,  William  Lace¬ 
renza  and  Simon  Forrest.  , 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings  and  E.  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  w  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  u 

THE  RESOLUTION  (549-46-A) 

Whereas,  Cafiero  and  Lacerenza,  for  M.  and  A.  Fisher, 
owner,  filed  July  17,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  21-35  f  nomas 
street  and  551-557  Stewart  avenue,  northwest  corner  (Block 
2800,  Lot  26),  Borough  of  Brooklyn;  and  , 

Whereas  the  decision  of  the  borough  superintendent, 
dated  July  9,  1946,  on  Misc.  Applic.  5495-46,  reads : 

“1.  The  installation  of  volatile  oils  in  excess  ot  05U 
gallons  and  the  reclamation  of  same  is  contrary  to 
Ch.  19-49.0  Sec.  09-51.0,  Admin.  Code.” 

^Whereas,  the  applicant  states  that  the  proposed  plant  will 
consist  of  buildings  of  Class  1  construction  ;  1,  1  story-and- 
basement  and  2-stories,  23  feet,  in  height,  139  ft.  1  in.  ->y 
109  ft.  11  in.  in  area  on  a  lot  140  ft.  by  223  ft.,  irregular  in 
area  located  in  an  unrestricted  use,  A  area.  Class  l/i 
height  districts;  used  as  a  fat  rendering  establishment  with 
a  single  tenancy  throughout  with  an  occupancy  of  17  per¬ 
sons;  and  .  .  ,  .  .  , 

Whereas,  the  applicant  states  it  is  proposed  to  install  one 

12  000  gallon  and  two  1500  gallon  naphtha  tanks  to  be 
used  in  the  operation  of  the  plant  to  extract  the  tallow  from 
fat,  meat  and  bones ;  and 
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Whereas,  the  applicant  contends  that  under  N.  B.  Applic. 
123-45,  a  Class  1  constructed  building  has  been  erected, 
consisting  of  five  units,  subdivided  by  brick  walls  and  used 
conjunctively  by  one  tenant  as  a  fat  rendering  plant  em¬ 
ploying  17  persons;  that  the  proposed  operation  of  the  plant 
was  to  extract  tallow  from  ground-fat,  meat  and  bones  in 
such  a  manner  that  the  remaining  solids  should  not  contain 
more  than  a  negligible  amount  of  fatty  substance;  that  the 
process  consisting  of  sorting  raw  fat  and  bones,  grinding 
it  and  blowing  the  ground  material  into  extraction  tanks 
where  it  is  reduced  to  grease  and  crackings  by  solvent 
extraction  system  ;  that  this  extraction  process  requires  4500 
gallons  of  fresh  naptha  per  8-hour  day  per  extractor  or  a 
total  of  13,500  gallons  if  all  3  extractors  are  used  simul¬ 
taneously;  that  the  naptha  used  will  have  a  flashpoint  of  25 
degrees,  open  cup  test ;  that  the  proposed  storage  system 
provides  for  one  12,000  gallon  storage  tank  and  two  1,500 
gallon  service  tanks  which  is  just  sufficient  to  cover  the 
maximum  daily  requirement;  that  if  this  quantity  of  naptha 
was  to  be  supplied  from  five  550  gallon  tanks  there  would 
be  twenty-two  separate  tanks,  pumps,  supply  lines  and 
other  apparatus;  that  such  installation  would  be  impractical 
and  the  hazard  attendant  on  the  installation,  operation  and 
maintenance  of  these  tanks  would  be  twenty  times  as  great 
as  the  installation  herein  proposed;  that  the  contemplated 
system  will  be  entirely  enclosed  and  naptha  will  not  be 
exposed  in  any  manner;  that  all  electrical  installation,  in¬ 
cluding  the  motors,  will  be  of  the  explosion-proof  type  and 
all  electrical  apparatus  will  be  grounded ;  that  the  entire 
process  will  be  under  the  supervision  of  trained  operators  and 
such  fire-fighting  appliances  as  may  be  required  will  be 
provided;  the  entire  tank  installation  will  be  enclosed  in 
12-inch  concrete  walls  to  grade  level  and  filled  with  sand 
to  a  minimum  of  2  feet  and  covered  over  with  a  12  in. 
reinforced  concrete  slab.  Necessary  manholes  will  be  pro¬ 
vided  and  all  other  requirements  of  the  Administrative  Code 
will  be  complied  with ;  that  the  venting  of  all  the  miscella 
tanks,  condensers  and  water  separating  tanks  prevents 
siphoning  and  activated  carbon  absorption  system  will  be 
installed  to  dispose  of  the  solvent  vapors  before  they  become 
dangerous  ;  that  stuffing  boxes  of  pumps  will  be  provided  with 
pressure  lubrication  using  lubricants  resisting  action  of  the 
solvent ;  that  should  a  leak  of  solvent  occur  a  combustible 
gas  alarm  system  will  detect  the  vapors  before  they  reach  the 
lower  explosive  concentration ;  that  this  installation  will  have 
sampling  stations  at  a  number  of  points  in  the  cooking  room 
and  the  analyzing  element  will  analyze  the  samples  con¬ 
tinuously  in  rotation  at  brief  intervals  giving  an  alarm  when 
the  concentration  reaches  the  predetermined  point  and  indi¬ 
cating  the  station  at  which  this  occurs;  and  that  a  continuous 
line  rate-of-rise  type  fire  alarm  system  will  be  installed  to 
signal  fires  not  discovered  immediately  by  the  operating  per¬ 
sonnel  ;  that  fire  extinguishing  equipment  installed  will  in¬ 
clude  a  steam  extinguishing  system  as  shown  on  plans.  These 
pipes  will  be  perforated  and  the  steam  will  be  supplied  from 
the  boiler  used  for  operating  the  plant ;  that  in  case  of  fire 
the  line  used  for  operating  purposes  will  be  shut  off  by  one 
valve  outside  the  cooking  room  in  the  boiler  room  and 
adjoining  valve  controlling  the  fire  extinguishing  line  open ; 
that  in  addition  wheeled  type  portable  C02  extinguishers  will 
be  set  up  at  various  points ;  that  regular  inspection,  main¬ 
tenance  and  fire  drill  schedules  will  insure  the  prompt  func¬ 
tioning  of  all  these  devices. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  5495-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  proposed  storage  tanks  shall  be  in¬ 
stalled  to  the  satisfaction  of  the  borough  superintendent  and 
the  fire  commissioner;  that  the  method  of  reclaiming  shall 
be  maintained  substantially  as  proposed  and  to  the  satis¬ 
faction  of  the  fire  commissioner;  that  such  fire-fighting 
systems  and  appliances  as  proposed  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner. 


550-46-A 

APPLICANT — Ralph  E.  Stork,  for  the  Dairymen’s  League 
Co-Op  Association  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AF FECTED — 620-634  12th  avenue,  east  side, 
from  West  47th  to  West  48th  streets,  625-637  West 
47th  street  and  610-638  West  48th  street  (3rd  floor)  ; 
(Block  1095,  Lots  11  to  17,  40  to  48  and  50  to  54), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ralph  E.  Stork,  M.  Scott  and 
Gustav  M.  Blom. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (550-46-A) 

Whereas,  Ralph  E.  Stork,  for  Dairymen’s  League  Co-op 
Ass’n.,  Inc.,  owner,  filed  July  17,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises : 
620-634  12th  avenue,  east  side  from  West  47th  to  West  48th 
streets,  625-637  West  47th  street  and  610-638  West  48th 
street,  3rd  floor  (Block  1095,  Lots  11-17,  40-48  and  50-54), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  18,  1946,  on  Misc.  F.  P.  Applic.  .1428-46,  reads  : 

“1.  Use  of  system,  as  shown  in  a  factory — contrary 
to  Sec.  C19-98.0  subd.  d  of  the  Adm.  Code.” 

and 

Whereas,  reconsideration  of  this  objection  was  denied  by 
the  borough  superintendent  July  1,  1946;  and 

V  hereas,  the  applicant  states  that  the  proposed  building 
will  be  4  stories,  62  ft.  9  in.  in  height,  200  ft.  11  in.  by  110  ft. 
in  area,  Class  1  construction,  on  a  lot  200  ft.  11  in.  by  375  ft. 
and  175  ft.  area,  located  in  an  unrestricted  use,  A  area,  Class  2 
height  district  and  proposed  to  be  used  and  occupied  :  Cellar, 
boiler  and  engine  room,  storage,  10  persons;  1st  floor,  milk 
factory,  40  persons;  2nd  floor,  milk  factory  and  office, 
90  persons  ;  3rd  floor,  milk  factory,  25  persons  ;  4th  floor,  milk- 
factory  and  storage,  5  persons.  Building  will  be  equipped 
with  a  2-source  sprinkler  system  throughout,  an  approved 
standpipe  system  and  three  3  ft.  8  in.  fireproof  stairs,  two  of 
which  will  extend  to  roof  and  to  street;  and 

W  hereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  direct  refrigeration  system  extending  above  the  first 
floor  to  the  3d  floor  (or  2nd  floor  above  the  two-story  high 
first  floor)  ;  that  the  building  and  equipment  proposed  is  the 
best  and  most  effective  that  modern  engineering  talent  can 
devise  to  provide  a  basic  need  of  this  city;  that  the  pre¬ 
cautions  are  more  than  adequate  for  prevention  of  fire  and 
fire  hazards,  including  the  danger  of  escaping  ammonia  and 
ammonia  fumes;  that  in  view  of  the  fact  the  only  objection 
to  the  proposed  construction  is  a  section  of  the  fire  pre¬ 
vention  code  which  applies  generally  but  not  specifically  to 
this  case  and  that  more  than  adequate  protection  has  been 
taken  for  the  prevention  of  fire  and  fire  hazards  and  in  view 
of  the  importance  of  maintaining  an  efficient  operation  for  a 
low  cost  product  basic  to  the  needs  of  the  city,  the  Board 
should  approve  the  proposed  installation ;  that  the  proposed 
refrigeration  system  having  a  capacity  of  300  tons,  contains 
15,000  lbs.  of  ammonia  refrigerant;  the  refrigeration  is  used 
to  cool  raw  milk  when  received  and  during  the  storage  period 
and  pasteurizing  process ;  it  is  also  used  to  make  ice  to  keep 
the  milk  cool  en  route  in  delivery.  As  part  of  the  processing 
only  ice  water  can  be  used  due  to  the  nature  of  the  type  of 
equipment  available  for  such  a  process.  It  is  essential  that 
the  initial  temperature  of  the  ice  water  be  as  near  freezing 
as  possible  and  to  accomplish  this  an  ice  water  tank  must  be 
located  as  near  to  the  operation  as  possible ;  for  the  sake  of 
efficiency  the  cooling  and  storage  tanks  for  raw  milk  are 
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placed  on  the  3rd  floor  and  the  milk  flows  by  gravity  to  the 
bottling  machines  on  the  1st  floor  level.  It  is  proposed  to 
bring  added  efficiency  by  changing  the  refrigerating  system 
from  that  of  circulating  salt  water  or  brine  as  now  existing 
in  the  applicant’s  present  plant,  which  is  being  demolished 
to  make  way  for  the  construction  of  Stuyvesant  Town,  to 
sweet  water  in  the  tank  cooled  by  the  ammonia  pipe  lines, 
thus  avoiding  the  loss  of  several  degrees  of  refrigeration 
which  is  suffered  by  the  use  of  the  brine  system;  that  all 
floors  of  the  building  above  the  basement  will  have  about 
50%  window  space ;  that  the  few  inside  rooms  such  as  storage 
space  or  the  basement  will  be  provided  with  ventilation  ducts 
leading  to  the  roof,  equipped  with  motor  driver  fans;  that 
the  direct  system  proposed  will  make  it  extremely  unlikely 
that  firemen  or  others  will  be  injured  by  the  inhalation  of 
escaping  noxious  gases;  that  the  ammonia  pipes  will  lead 
from  the  machinery  rooms  in  the  basement  and  the  tank  on 
the  second  floor  will  have  welded  joints  and  the  lines  pro¬ 
tected  from  mechanical  injury  by  10-gauge  steel  sleeves ;  that 
only  pipe  coils  will  be  used  to  make  ice  and  ice  water  in  the 
tank  making  it  in  effect  a  continuous  pipe  line  system.  The 
refrigerating  tank  will  be  located  in  a  separate  room  on  the 
3rd  floor  and  no  persons  employed  in  this  tank  room ;  the 
tank  room  will  have  adequate  mechanical  ventilation  by 
means  of  steel  ducts  enclosed  in  tile  through  the  4th  floor 
and  roof  direct  to  outside  atmosphere  above  the  building.  The 
coils  will  always  be  submerged  in  clear  water;  that  i f  the 
entire  charge  of  ammonia  in  the  coils  was  discharged  into 
the  water  in  the  tank,  a  solution  containing  1.67%  by  weight 
would  result.  This  solution  would  have  a  boiling  point  of 
190°  F.  There  will  also  be  a  safety  valve  installed  in  the 
tank  room  around  the  shut-off  valves  of  the  coils  to  the  low 
side  of  the  refrigerating  system.  The  Fire  Department  con¬ 
nection  for  pumping  water  to  weaken  the  ammonia  solution 
will  be  installed  at  street  level  with  outlet  to  the  sewer ; 
that  the  Fire  Prevention  Code  as  to  refrigerants  provisions 
were  not  drafted  with  special  reference  or  application  to  the 
business  of  milk  distribution,  particularly  in  the  hygienic 
manner  in  which  that  business  is  conducted  at  the  present 
day ;  special  consideration  should  be  given  to  the  approval 
of  the  proposed  plans  in  view  of  the  needs  of  the  city  and 
the  increased  efficiency  to  be  had  ;  that  the  major  part  of 
the  operation  of  the  proposed  building  will  be  of  a  refrigera¬ 
tion  nature  and  the  proposed  construction  is  in  substantial 
compliance  with  sub-para,  d  of  Sect.  C19-98.0. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  F.  P.  Applic.  1428-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  system  shall  be  maintained  substantially 
as  proposed  and  to  the  satisfaction  of  the  fire  commissioner ; 
that  such  fire-fighting  equipment  shall  be  installed  as  the  fire 
commissioner  shall  require ;  that  all  gas  and  liquid  lines  shall 
be  enclosed  in  steel  pipe  with  welded  joints  and  vented  above 
the  roof. 


555-46-A 

APPLICANT— Pratt  Institute,  School  of  Engineering, 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 175-177  Grand  avenue,  east  side, 
100  ft.  south  of  Willoughby  avenue  (basement,  2nd 
and  3rd  floors)  ;  (Block  1921,  Lot  19),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  G.  Hildebrand. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  . 0 

THE  RESOLUTION  (555-46-A)  ' 

Whereas,  Pratt  Institute  School  of  Engineering,  owner, 
filed  July  19,  1946  an  appeal  from  an  order  of  the  fire  com¬ 


missioner  affecting  premises  175-177  Grand  avenue,  east  side, 
100  ft.  south  of  Willoughby  avenue,  2nd  and  3rd  floors 
(Block  1921,  Lot  19),  Borough  of  Brooklyn;  and 
Whereas,  order  2536LC  issued  by  the  fire  commissioner 
April  22,  1946  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  July  10,  1946  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  Chemicals  shows  that  the 
following  must  be  done  before  the  permit  requested  by 
you  can  be  issued : 

Forthwith 

1.  Discontinue  the  further  storage  and  use  of  hydro¬ 
gen  as  such  use  creates  a  fire  hazard  and  is  against  the 
interest  of  public  safety.  09-11,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories, 
50  ft.  in  height,  127  ft.  by  50  ft.  in  area,  of  class  3  construc¬ 
tion,  erected  in  1905,  located  in  an  unrestricted  use  B  area 
class  iy2  height  district  and  used  and  occupied  since  1905; 
basement — chemical  engineering  laboratory — 50  persons;  1st 
floor — classrooms,  offices — 100  persons;  2nd  floor — class¬ 
rooms,  laboratories  and  offices — 100  persons;  3rd  floor — 
chemical  laboratories — 150  persons;  and 

Whereas,  the  applicant  contends  that  hydrogen  has  been 
used  in  the  engineering  school  in  the  chemical  department 
at  least  since  1932  in  connection  with  the  experimental  and  in¬ 
struction  work;  that  there  have  been  regular  inspections  by 
the  Fire  Department  and  approval  for  use  of  hydrogen  in 
tanks  has  been  given  every  year  until  the  present  year ;  that 
due  precaution  is  taken  in  the  use  of  hydrogen  and  the  maxi¬ 
mum  quantity  on  hand  at  any  one  time  is  two  cylinders ;  that 
it  is  absolutely  necessary  in  teaching  the  basic  knowledge  of 
chemistry  and  engineering  to  use  hydrogen,  especially .  in 
teaching  the  use  of  hydrogen  electrodes  and  in  determining 
pH ;  that  without  the  use  of  hydrogen  the  course  would  be 
materially  weakened;  that  there  are  two  190  cu.  ft.  cylinder 
in  use  as  indicated  on  plan  apd  there  is  one  1  lb.  cylinder 
in  use  in  the  3rd  floor  laboratory. 

Resolved,  that  order  #2536  LC  of  the  fire  commissioner, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  the 
supply  of  hydrogen  stated  as  two  190  cu.  ft.  cylinders  and 
one  1  lb.  cylinder  in  use  in  the  3rd  floor  laboratory  shall  not 
be  exceeded ;  that  this  hydrogen  shall  be  used  only  as  pro¬ 
posed  in  connection  with  instruction  and  research  and  shall 
at  all  times  be  under  the  control  of  graduate  chemists  familiar 
with  its  use ;  that  such  portable  fire-fighting  appliances  or 
other  precautionary  appliances  shall  be  installed  and  main¬ 
tained  as  the  fire  commissioner  shall  direct. 


MATERIALS  AND  APPLIANCE  FOR  APPROVAL. 
258-44-SM 

APPLICANT—  G.  C.  Kellogg,  for  American  Steel  Band 
Co.,  owner. 

SUBJECT— Felt  Cote  (Asbestos  Protected  Metal,  for  Roofs 
and  Siding),  approval  of. 

APPEARANCES— 

For  Applicant:  G.  C.  Kellogg. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (258-44-SM) 

Whereas,  G.  C.  Kellogg,  for  American  Steel  Band  Co., 
owner,  filed  on  April  29,  1944,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  material  known 
as  Felt  Cote  (Asbestos  Protected  Metal,  for  Roofs  and 
Siding)  ;  and 

Whereas,  the  report  of  the  Committee  on  tests  reads: 
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REPORT  OF  COMMITTEE  ON  TESTS 


„  „  ,  „  March  27,  1946. 

Re:  Cal.  258-44- SM. 

Subject:  Felt  Cote  (Asbestos  Protected  Metal 
for  Roofs  and  Siding),  Approval  of 
The  American  Steel  Band  Company  of  Pittsburgh, 
Penn,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  under  the  provisions  of  C26- 178.0b  for  loads 
as  prescribed  in  C26-347.0  under  tests  as  described  in 
C26-626.0  of  the  Administrative  Building  Code  for  ap¬ 
proval  of  Felt  Cote  (Asbestos  Protected  Metal  for 
Roofs  and  Siding). 

Description 


The  material  is  a  mill-fabricated  product  consisting  of 
a  base  or  core  of  sheet  steel  with  surfaces  and  edges 
protected  from  deterioration.  The  base  or  core  is  of 
annealed  sheet  steel,  of  such  thickness  as  to  support  the 
required  load,  supporting  purlins  being  properly  spaced, 
except  that  when  Asbestos  Protected  Metal  is  to  be 
installed  over  solid  wood  backing,  the  thickness  is  .025 
inches.  The  surface  of  the  sheet  steel  is  thoroughly 
cleaned  so  as  to  remove  all  grease,  moisture,  oxides  or 
other  impurities  that  might  interfere  with  the  bonding 
of  the  protective  covering  to  the  sheet  steel.  Resquared 
steel  only  is  used  to  insure  accuracy  to  size.  A  coating 
which  is  of  uniform  thickness,  gas  and  moisture-proof, 
is  applied  on  sheets  by  immersing  in  an  asphaltic  com¬ 
pound  having  high  adhesion  and  low  susceptibility  fac¬ 
tors.  Both  the  sheets  and  the  asphaltic  compound  are 
uniformly  heated  and  maintained  at  the  proper  tempera¬ 
ture.  While  sheets  are  still  hot,  protective  asphalt- 
impregnated  asbestos  felt  is  applied  under  pressure  and 
heat,  in  such  manner  as  to  bond  the  felt  thoroughly  to 
the  coated  steel  sheet.  During  this  process,  the  felt  is 
turned  around  the  edges  of  the  steel  sheet  and  sealed 
with  hot  asphaltic  compound,  and  the  ends  of  the  felt 
over-running  the  ends  of  steel  core  are  sealed  to  each 
other  by  hot  asphaltic  compound.  The  sheets  while  hot 
are  “cured”  by  running  through  pressure  rolls  before 
application  of  the  final  coating. 

The  surfaces,  edges  and  ends  of  the  asbestos  felt  on 
both  sides  of  the  sheet  are  uniformly  covered  with  a 
coating  of  special  bituminous  compound  applied  at  the 
factory  by  means  of  hot  rolls,  at  a  temperature  of  not 
less  than  four  hundred  (400)  degrees  F.  The  coating 
weighs  not  less  than  fourteen  (14)  pounds  per  hundred 
sq.  ft.  of  asbestos-protected  metal  surface.  This  coating 
is  water-repellent  and  corrosion-proof. 

The  asphalt  used  in  this  coating  is  processed  to  reduce 
inflammability.  It  meets  the  requirements  of  the  Na¬ 
tional  Board  of  Fire  Underwriters  and  of  the  Associated 
Factory  Mutual  Laboratories,  with  respect  to  fire- 
resistance.  The  completed  covering  is  not  adversely 
affected  by  natural  changes  of  outdoor  temperature.  It 
does  not  chip  or  crack  in  extremely  cold  weather  nor 
become  soft  and  run  in  extremely  hot  weather. 

Trough-shaped  (“V”)  corrugations— Sheets  are 
formed  with  trough-shaped  corrugations  having  rela¬ 
tively  flat  surfaces  and  dimensions '  standard  with  the 
manufacturer  furnishing  the  material,  with  the  provision 
that  minimum  depth  of  corrugation  shall  be  V/2". 

2y2"  corrugated  roofing— Roofing  sheets  33"  wide 
after  corrugating  with  2 y2"  corrugations,  nominal  depth 
of  corrugations  9/16",  laps  furnished  one  up  and  one 
down,  at  opposite  edges. 

2y2"  corrugated  siding — Siding  not  less  than  33"  wide 
after  corrugating,  with  2 y2"  corrugations,  both  laps 
down  at  opposite  edges. 

Finished  sheets  are  carefully  inspected  for  complete 
protection  and  any  unprotected  edges  are  properly  sealed 
with  tape  and  fibrated  asphaltic  compound  before  ship¬ 
ment  from  the  factory. 

Sheets  are  prevented  from  sticking  together  in  transit 
by  application  of  an  insoluble  anti-stick  of  character 


suitable  to  receive  specially  prepared  paint,  of  the  types 
especially  adapted  for  use  over  bituminous  surfaces. 
Sheets  are  passed  through  a  drying  oven  after  applica¬ 
tion  of  anti-stick.  Sheets  are  crated,  if  handling  or 
transportation  conditions  make  it  advisable. 

Fasteners  are  of  the  following  types,  one  or  another 
of  these  types  being  used  at  each  point  as  required  by 
construction.  Asphaltic-and-membrane-protected  metal 
straps,  y4"  by  No.  18  U.  S.  gauge. 

Steel  bar  clips,  y4"  by  . 

Steel  rivet  clips,  y4"  by  1"  (seldom  used). 

All  fasteners  are  complete  with  necessary  %'  special 
cup  head  sherardized  or  cadmium-plated  steel  bolts, 
sherardized  or  cadmium-plated  steel  nuts,  sherardized 
or  cadmium-plated  steel  washers  and  asbestos  felt 
washers.  Steel  rivet  clips,  bar  clips  or  protected-metal 
straps  to  be  finished  to  correspond  with  color  of  sheets. 
Fasteners  of  special  design  are  furnished  for  special 
construction  conditions. 

The  Manufacturer  furnishes  a  sufficient  number  of 
fasteners  to  provide  a  minimum  of  two  fasteners  per 
sheet  where  end  laps  occur  on  purlins,  one  (1)  fastener 
per  sheet  for  intermediate  purlins,  one  bolt  for  not  over 
every  17"  of  spacing  along  side,  laps  of  sheets. 

Flashings,  cap  flashings,  ridge  and  other  trim  re¬ 
quired  to  make  Asbestos-Protected  Metal  watertight  are 
of  the  same  materials  as  hereinbefore  specified,  and  are 
formed,  cut  and  shaped  as  required  for  a  complete  and 
watertight  installation.  Where  any  corrugated  surface 
adjoins  a  flat  plane,  the  openings  at  the  corrugations  are 
closed  across  the  corrugated  sheet  with  either  a  composi¬ 
tion  closure  or  a  closure  of  Asbestos-Protected  Metal. 

Where  it  is  necessary  to  cut  finished  sheets  at  the 
time  of  erection,  the  exposed  edges  are  immediately 
sealed  and  protected  by  a  sealing  compound  supplied  by 
the  applicant.  Any  portions  of  sheets  damaged  by 
handling  and  erection  are  also  to  be  repaired  by  coating 
with  a  semi-liquid  fibrated  asphaltic  compound' 

Roofing  sheets  are  laid  with  corrugations  in  the  direc¬ 
tion  of  the  pitch. 

End  lap  of  roofing  sheets  is  6".  If  pitch  exceeds  3" 
in  12",  no  lap  cement  is  required. 

Side  lap  of  roofing  is  as  follows : 

Trough-Shaped  Corrugations— Standard  side  lap  of 
approximately  2 y. 

2y."  Corrugated  Roofing— Standard  side  lap  of  \y2 
corrugations. 

Mansard  Type  Corrugations— Standard  side  lap  of 
one  corrugation. 

Siding  is  applied  with  corrugations  vertical,  end  lap 
of  4",  and  one  corrugation  side  lap. 

On  roofing,  where  pitch  is  3"  or  less  in  12",  all  laps, 
both  sides  and  ends  are  given  a  coat  of  fibrated  asphaltic 
joint  cement  before  the  sheets  are  secured  in  place. 

Purlin  and  Girt  Spacings  with  Felt-Cote 


Gage 

2y2"  Corrugated 
Roofing 

Pitch  Over  Pitch  not  Less 

4"  in  12"  Than  2"  in  12" 

Siding 

Long-Span 

Roofing 

24 

5'0" 

4 '9” 

5 '3" 

7'0" 

22 

5' 9" 

S'  3" 

6'0" 

7,9" 

20 

6' 6" 

5' 9" 

7'0" 

8 '6" 

18 

7 '6" 

6  ’9" 

Tests 

8'0" 

10 '0" 

Inspection  and  test  of  this  material  was  made  at  the 
plant  of  the  Company  by  the  Pittsburgh  Testing 
Laboratory  in  the  presence  of  Mr.  R.  E.  Davis  of  the 
Laboratory,  Commissioner  C.  M.  Blum  and  Chief 
Engineer  L.  V.  Huber  of  the  Committee  on  Tests,  and 
Mr.  W.  H.  Barron  of  the  American  Steel  Band 
Company. 

Tests  were  conducted  on  various  gages  of  material 
as  indicated  in  the  following  test  data  sheets.  The 
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method  for  the  test  consisted  of  10-inch  I  beams  as 
supports  set  approximately  24"  from  the  floor  to  facili¬ 
tate  measurement  of  the  deflection  of  the  sheet.  Purlins 
consisting  of  8"  channels  (2)4"  flange)  were  bolted 
to  the  I  beams.  The  purlins  were  adjustable  to  ac¬ 
commodate  the  different  lengths  of  sheeting. 

The  deflection  of  the  first  test  was  measured  with 
five  dial  gauges  to  a  thousandth  of  an  inch.  However, 
Since  the  dial  gauges  had  only  1"  travel  and  the  deflec¬ 
tion  of  the  sheets  was  much  over  1",  the  use  of  the 
dial  gauges  was  discontinued  and  the  deflection  meas¬ 
ured  by  means  of  an  ordinary  scale  from  a  stationary 
point  beneath  the  sheet.  This  procedure  was  in  ac¬ 
cordance  with  the  instructions  of  Commissioner  Blum 
and  Chief  Engineer  Huber  in  order  to  complete  the 
testing. 

The  roofing  sheets  were  not  carried  to  complete  de¬ 
struction  because  of  the  design  of  the  test  set-up. 

The  load  was  applied  by  means  of  two  steel  sheets, 
y8"  x  30"  x  72"  and  Y%  x  30"  x  48"  respectively,  and 
weighing  160  lbs.  and  240  lbs.  respectively,  and  by 
lead  pigs.  Ten  of  the  pigs  were  weighed  and  found 
to  average  104  lbs.  each.  The  weight  of  the  load  ap¬ 
plication  blocks  was  20  lbs.  .  . 

A  photograph  was  made  showing  the  weight  applied 
to  the  18  gage,  2 )4"  corrugated  sheeting.  After  all  the 
tests  had  been  completed,  the  coatings  of  each  of  the 
sheets  were  scraped  at  a  spot  to  measure  the  thickness 
of  the  sheet.  The  thickness  for  each  sheet  is  given  with 
its  test  data. 

Test  No.  1A 


2 lA"  Corrugated  Sheet 

Nominal  Size  24  Gage  Sheet  .025'  x  33  x  66 
Side  Lap  3)4"  (both  sides) 

End  Lap  6" 

Span — Center  to  Center  5' 

Loading  10"  Each  Side  of  Center 
Load  Applied  Through — 2"  x  4"  x  32)4"  Wood  on  2 
Side 

2)4"  Bearing  Surface  Each  End  Support 


Deflection  Inches 


Load  Lbs. 

A 

B 

C 

D 

E 

250 

.320 

.300 

.256 

.235 

.266 

410 

.530 

.510 

.521 

.445 

.474 

514 

.759 

.779 

.816 

.654 

.743 

623 

.867 

.898 

* 

.832 

.905 

Reset  623** 
831 

1.227 

1.220 

* 

1.172 

1.123 

2168 — Load  on  6  minutes,  sheet  bowed  at  center. 
Bolt  holes  elongated  slightly.  Permanent 
set  approximately  3". 


*  No  reading 
**  Reset  dial  gages 
***  Gages  removed 

Test  No.  IB 


2)4"  Corrugated  Sheet 

Nominal  Size  24  gage  Sheet  .025"  x  33"  x  66" 

Side  Lap  3)4"  Both  Sides 
End  Lap  6" 

Span — 5'  Center  to  Center 
Loading  10"  Each  Side  of  Center 
Load  Applied  Through  2"  x  4"  x  32)4"  Wood  on  2" 
Side 

2)4"  Bearing  Surface  Each  End 

Deflection  Inches 

Load  Lbs.  Scale  Reading  Inches  at  Center  of  Span 


0  sy&  0 

1135  6)4  23/8 

1648  5)4  3)4 

1960  4)4  4 

2472  3)4  4/ 


Permanent  set  after  load  was  removed  3".  Bolt  holes 
slightly  elongated. 

Test  No.  2 A 
2)4"  Corrugated  Sheet 

Nominal  Size  22  Gage  Sheet  .028"  x  33"  x  75" 

Side  Lap  3/"  Both  Sides 
End  Lap  6" 

Span— 69"  Center  to  Center 
Loading  11)4"  Each  Side  of  Center 
Load  Applied  Through  2"  x  4"  x  32) 4"  Wood  on  2" 
Side 

2)4"  Bearing  Surface  Each  End 


Load  Lbs. 

Scale  Reading  Inches 

Deflection  Inches 
at  Center  of  Span 

0 

8 

0 

1044 

6)4 

1)4 

1564 

5)4 

254 

2084 

5 

3 

2604 

4 

4 

3020 

3)4 

4)4 

3228 

2)4 

5)4 

3436 

2)4 

5)4 

3640 

m 

6)4 

3848 

1/ 

6)4 

Permanent 

set  after  removal  of  load  6".  Bolt  holes 

elongated  slightly.  Elapsed  time  from  start  to  removal 


of  loading  23  minutes. 

Test  No.  3 A 


2)4"  Corrugated  sheet 

Nominal  size  20  gage  sheet  .034"  x  32)4"  x  84" 

Side  Lap  3)4"  both  sides 
End  lap  6" 

Span  78"  center  to  center 

Loading  points  13"  each  side  of  center 

Load  applied  through  2"  x  4"  x  32)4 "wood  on  2"  side. 

2)4"  bearing  surface  each  end 

Deflection  Inches 

Load  Lbs.  Scale  Reading  Inches  at  Center  of  Span 


0 

8 

0 

1044 

6)4 

i)4 

1564 

6 

2 

2084 

5)4 

2/ 

2604- 

4)4 

3)4 

3020 

3)4 

4)4 

3540 

2/2 

5)4 

4060 

1 

7 

4060* 

)4 

7) 4 

*  Five  minutes  after  previous  reading.  Bolt  holes  elon¬ 
gated  slightly. 

Permanent  set  after 

removal  of  load  5)4 

in.  Elapsed 

time  from  start  o 

f  loading  to  removal 

of  load  29 

minutes. 


Test  No.  4 A 


2)4"  corrugated  sheet 

Nominal  size  18  gage  sheet  .052"  x  33"  x  96" 

Side  lap  3/"  both  sides 
End  lap  6" 

Span  90"  center  to  center 

Loading  points  15"  each  side  of  center 

Load  applied  through  2"  x  4"  x  32)4"  on  2"  side 

2)4"  bearing  surface  each  end 

Deflection  Inches 


Load  Lbs. 

Scale  Reading  Inches 

at  Center  of 

0 

8 

0 

1050 

7 

1 

1570 

6)4 

1)4 

2090 

5)4 

2)4 

2610 

5)4 

2)4 

3130 

4)4 

3)4 

3650 

3)4 

4)4 
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Load  Lbs. 
4170 
4586 
4586* 


Scale  Reading  Inches 

234 

2 

m 


Deflection  Inches 
at  Center  of  Span 

554 

6 

6V& 


*  22  minutes  of  start  to  removal  of  loading. 

Permanent  set  354  inches  at  center  of  span.  Bolt  holes 
elongated  slightly. 


Test  No.  5 A 

5.3  inch  long  span  sheet 

Nominal  size  24  gage  sheet  .023"  x  3054"  x  90" 

Side  lap  3"  both  sides 
End  lap  6" 

Span  84"  center  to  center 

Loading  points  14"  each  side  center 

Load  applied  through  2"  x  4"  x  30"  wood  on  2"  side 

254"  bearing  surface  each  end 


Load  Lbs. 

Scale  Reading  Inches 

Deflection  Inches 
at  Center  of  Span 

0 

8 

0 

1050 

754 

Vi 

1570 

634 

154 

2090 

5/2 

254 

2610 

5 

3 

3130 

454 

354 

3650 

3 

5 

4170 

2 

6 

4274 

134 

654 

4274* 

154 

654 

*  Elapsed  time  between  reading  7  minutes. 

Permanent  set  554  and  6  inches  at  load  points.  Bolt 
holes  elongated  slightly.  20  minutes  loading  time. 
Corrugations  flattened  at  loading  points. 

Test  No.  6 A 

5.3  inch  Long  Span  sheet 

Nominal  size  22  gage  sheet  .028"  x  30"  x  99" 

Side  lap  3"  both  sides 
End  lap  6" 

Span  93  inches  center  to  center 
Loading  points  1554"  each  side  of  center 


Load  applied  through  2"  x  4"  x  30"  wood  on  2"  side 
254"  bearing  surface  each  end. 


Load  Lbs. 

Scale  Reading  Inches 

Deflection  Inches 
at  Center  of  Span 

0 

8 

0 

1050 

754 

54 

1570 

634 

154 

2090 

6 

2 

2610 

5 

3 

2610* 

434 

354 

3130 

454 

334 

3650 

354 

434 

4170 

2/2 

554 

4690 

1 

7 

5210 

Beyond  8 

No  reading 

2  minutes  between  readings.  Elapsed  time  from  start 

to  removal  of  load  17  minutes. 

Permanent  set  1034 

and  11  inches  at  load  points.  Bolt  holes  began  to  pull 

through. 

Corrugations  collapsed  at  load  points. 

Test  No.  7 A 

5.3  Long  Span  sheet 

Nominal  size  20  gage  sheet  .034"  x  30"  x  108" 

Side  lap  3"  each  side 
End  lap  6" 

Span  102"  center  to  center 

Loading  points  17"  each  side  of  center 

Load  applied  through  2"  x  4"  x  30"  wood  on  2"  side 

254"  bearing  surfaces  each  side 


ad  Lbs. 

Scale  Reading  Inches 

Deflection  Inches 
at  Center  of  Span 

0 

10 

0 

1050 

954 

54 

1570 

954 

34 

2090 

854 

iy2 

2610 

734 

254 

3130 

754 

234 

3650 

654 

354 

4170 

6 

4 

4690 

554 

434 

5210 

454 

534 

5730 

3 

7 

5730* 

1 

9 

5730** 

0 

10 

5730*** 

No  reading 

No  reading 

*  Elapsed  time  from  previous  reading  l->4  minutes 
**  Elapsed  time  from  previous  reading  254  minutes. 
Permanent  set  after  removal  of  load  12  inches  at 
both  loading  points.  No  shear  on  bolts  or  holes. 
Elapsed  time  from  start  to  removal  of  load  27 
minutes. 

***  Sheet  continued  to  bow  after  last  scale  reading. 


Test  No.  8A 

5.3  inch  Long  Span  sheet 

Nominal  size  18  gauge  .052"  x  30"  x  126" 

Side  lap  3"  both  sides 

Z" 


Span  120"  center  to  center 

Loading  points  20"  each  side  of  center 

Load  applied  through  2"  x  4"  x  30" 

wood  on  2"  side 

254"  bearing 

surface  each  end 

Deflection  Indies 

Load  Lbs. 

Scale  Reading  Inches 

at  Center  of  Span 

0 

14 

0 

1050 

1354 

5 4 

1570 

13 

1 

2090 

1254 

154 

2610 

1254 

134 

3130 

1134 

254 

3650 

1154 

2-34 

4170 

1034 

354 

4690 

1054 

334 

5210 

934 

454 

5730 

954 

434 

6250 

9 

5 

6458 

854 

554 

6458* 

854 

554 

*  Elapsed  time  between  readings  154  minutes. 
Permanent  set  at  center  after  removal  of  load  3  inches. 
No  shear  on  bolts  or  holes.  Elapsed  time  from  start 


to 

removal  of  load  17  minutes. 

Summary  of  Test  Results 

Area  Bet.  Total  Load  Equivalent 

Allow¬ 

able 

Test 

Supports 

Span 

Applied 

Load  lbs. 

Uniform 

Load 

No. 

sq.  ft. 

ft. 

Lgs. 

sq.ft. 

lbs.  p.s.f. 

p.s.  ft. 

1A 

1375 

5 

2168 

157 

208 

40 

IB 

13.75 

5 

2472 

179 

236 

40 

2A 

15.8 

5.75 

3848 

243 

324 

40 

3A 

17.6 

6.5 

4060 

230 

308 

40 

4A 

20.6 

7.5 

4586 

222 

296 

40 

5A 

17.6 

7 

4274 

243 

324 

40 

6A 

19.375 

7.75 

5210 

269 

356 

40 

7A 

21.25 

8.5 

5730 

270 

360 

40 

8A 

25 

10 

6458 

258 

344 

40 

Recommended 

On  basis  of  these  tests,  the  Committee  on  Tests 
recommends  the  approval  of.  Felt  Cote  (Asbestos-Pro¬ 
tected  Metal)  for  use  in  New  York  City  under  C26- 
191.0a  for  loads  as  provided  in  tests  in  C26-626.0  and 
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under  C26-347.0  for  use  as  roof  decking  for  loads  in 
accordance  with  the  requirements  of  this  section.  When 
so  used  each  Felt  Cote  sheet  shall  be  bolted  to  sup¬ 
ports  as  simple  spans  as  herein  described. 

The  Committee  further  recommends  that  the  material 
be  approved  for  use  as  siding  for  Class  5  Buildings  when 
similarly  bolted  to  the  girts  of  the  steel  frame.  All 
decking  and  siding  for  use  in  New  York  City  shall  be 
labeled  or  marked,  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  under  Cal.  No.  248-44-SM.” 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 
report. 

488-45-SM 

APPLICANT— Diebold,  Inc.,  owner. 

SUBJECT — Diebold  Inc.,  Hollow  Metal  Doors,  Flush  Type, 
One  and  One-Half  Flour  Fire  Resistive,  approval 
of. 

APPEARANCES— 

For  Applicant :  Karl  H.  Miller. 

Note : 

Publication  of  the  report  of  the  Committee  on  Tests  and 
the  approval  of  the  Diebold  Hollow  Metal  Doors,  lp2  Hour 
Fire  Resistive,  Flush  Type,  will  be  held  in  abeyance,  subject 
to  the  receipt  of  proper  tracings  to  reproduce  Figures  1  and  2. 

544-45-SM 

APPLICANT — Truscon  Steel  Co.,  subsidiary  of  Republic 
Steel  Corp.,  owner. 

SUBJECT — Truscon  Y\  Hour  Test  Steel  Windows,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Albert  B.  Meyer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (544-45-SM) 

Whereas,  Truscon  Steel  Co.,  subsidiary  of  Republic 
Steel  Corp.,  owner,  filed  on  August  31,  1945,  an  application 
with  the  Board  of  Standards  and  Appeals  for  aproval  of 
the  material  known  as  Truscon  Hour  Test  Steel  Win¬ 
dows  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  544-45-SM 

Subject:  Truscon  Ya  Hour  Test  Steel  Windows,  Pivoted 
Commercial  Projected  and  Architectural  Pro¬ 
jected  approval  of 

The  Truscon  Steel  Company  of  Youngstown,  Ohio, 
subsidiary  of  the  Republic  Steel  Corporation  of  Cleve¬ 
land,  Ohio,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Truscon  Y 
hour  test  steel  windows.  Pivoted  Commercial  Projected 
and  Architectural  Projected  under  the  provisions  of 
C26-178.0.6  for  uses  under  sub-article  7  Protection  of 
Exterior  Openings  and  sub-article  8  Protection  of  Wall 


and  Partition  openings,  of  Group  18,  Fire  resistive  con¬ 
struction  wherein  opening  protective  assemblies  are  re,- 
quired  to  be  approved  for  a  fire  resistive  rating  of  Ya  of 
an  hour  and  for  other  uses  in  types  of  construction  as 
specified  in  C26-239.0  through  C26-245.0  Administration 
Building  code  where  no  fire  resistive  rating  is  required. 
Consequently,  the  automatic  self-closing  devices  are  not 
to  be  provided.  Approval  is  also  requested  for  uses  un¬ 
der  the  Labor  Law  and  the  Multiple  Dwelling  Law  as 
opening  protective  assemblies  required  to  have  a  fire  re¬ 
sistive  rating  and  for  other  uses  not  required  to  have 
such  rating. 


VENT  AT  SILL 


Fig.  1 


TYPICAL  ELEVATIONS 


WIN  PPG  DIM  2*  MIN.  WIN  OP'O.  DIM. 

T  3  A*  MAX  T 

MULLION 


SHOWINO  VENTS  AT  JAMB 


OPEN  OUT  VENT  OPEN  IN  VENT 


SIDE  P>AILS  OF  INTERIOR  VENTS 


COMMERCIAL  ARCHITECTURAL 
OUTSIDE  FRAME  MEMBERS 
HEAD,  JAMB  £  SILL 


Description 

The  device  is  a  solid  section  window  of  the  fixed, 
pivoted,  and  projected  sash  type,  Fig.  1  and  Fig.  2. 

The  window  is  made  up  of  two  units  connected  by 
means  of  a  double  T  mullion,  one  unit  being  for  a 
wall  opening  approximately  6  ft.  wide  by  12  ft.  high 
and  the  other  unit  for  an  opening  4  ft.  wide  by  12  ft. 
high. 

When  used  with  the  mullion,  any  required  number 
of  units  may  be  installed  side  by  side  in  wall  openings 
up  to  12  ft.  in  height  where  the  exposure  to  fire  is  not 
severe. 

The  window  units  consist  of  an  assembly  of  frame, 
sash,  and  hardware  especially  designed  for  the  particu¬ 
lar  device. 

Single  units  are  designed  for  openings  not  exceeding 
84  sq.  ft.  in  area  an  12  ft.  in  either  dimension. 

Multiple  units  for  installation  with  unprotected  verti¬ 
cal  steel  mullions  shall  not  exceed  7  ft.  in  width  nor 
12  ft.  in  height. 

Window  units  may  be  constructed  with  or  without 
ventilators. 

Each  ventilator  not  to  exceed  3,000  sq.  in.  in  area  and 
60  in.  in  either  dimension. 

Each  window  and  part  is  thoroughly  and  uniformly 
painted  or  galvanized. 
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All  window  members  are  made  from  new  billet  slecl 

bars  t  rolled5  °f  ,frames  ^.ventilators,  and  muntin 
ot.  roIIed  section,  a  minimum  of  1-7/16  in  in 
f  1  and  average  of  %  in.  metal  thickness.  All  an- 

mum  No  I'fusoTt'eT5  h°'  0r  C°'d  roIled  o£  mini- 

mortLe°aml  °,L“ai5  fra,,,ie'.  ventilator,  and  muntin  ends 
mortise  and  tenoned  and  air  hammer  riveted  Muntin 

intersections  dove-tailed  and  rigidly  interlocked  or 

tacPhedabv  snntdCCVr AH  applied  wea,herinS  sections  at¬ 
tached  by  spotwelding  with  spots  not  more  than  2  in 

from  ends  and  more  than  10  in.  center  to  center 

Ventilators  to  have  double  flat  contact  weatherimr 
around  entire  perimeter.  weamering 

with1' arC  Pr°vided  for  gazing  from  inside 
with  glass  ledge  a  minimum  of  1 1/32  in.  high  and 

continuous  Ao  16  USG  steel  glazing  angles  with  flange 
against  glass  5/  in.  high.  For  other  heights,  dependin'- 
on  glass  aiea  see  section  detail  description.  Glazing 
angles  attached  with  not  less  than  No.  10  steel  screw? 
spaced  not  more  than  3  in.  from  ends  and  not  more 
than  14  m.  center  to  center. 


PIVOT 

2’  ABOVE  <t  VENT 


TYPICAL  ELEVATION 


win  OPO  DIM,  |  2-MIN  —  |  WIN.  OPB  nt» 

MULLION 


"7t 

m 


HORIZONTAL  SECTION 

3HOWINO  1NT  CRIOft  VENT 


VENT  AT  SILL  VERTICAL-  SECTION  VENT  AT 


Fig.  2 


-MMB  muntin 


Inspection  and  Test 

tn,InSPPiCtiPn  rf  ?heS^  windows  was  made  at  the  Youngs- 
nf  th  a  f  the  .C?mPany  by  the  Committee  on  Tests 
ot  the  Board,  consisting  of  Commissioner  B.  A  Savage 
Commissioner  C  M.  Blum  and  Chief  Engineer  L.  V.’ 

uber  and  methods  of  design  and  construction  noted 
A  34  hour  fire  test  was  conducted  at  the  Underwriters 
Laboratories  on  a  sample  window  installed  in  the  wall 
ot  the  furnace.  The  test  was  as  follows: 

Method 

After  the  completion  of  installation  and  operating 
tests,  the  panel  was  drawn  into  position  and  the  fire 


started  in  the  furnace,  thereby  exposing  one  side  of 

the  window  to  gas  flames  of  controlled  extent  and 

u"eT  y'f  hNaCCOrdanCC  vv*t£l  standard  fur, »ce  temped 

min  wl,  ,  ,h»Xri0SUr,'  to  fire.  ms  continued  f,„-  45 
min.  when  the  sample  was  withdrawn  and  subjected 

taken  etefv's  m956  Strea™. test-,  Temperature  readings 
taken  every  5  min.  are  indicated  by  the  following  Time 

leZToZS'T  Dcl,mhn  rradin«s-  'akenga, 

centei  of  the  mullion,  were  noted  at  5  min.  intervals. 

Results 

■  Marne  and  Heat  Resistance  of  Exposed  Face—  Dur 
mg  the  entire  duration  of  the  test,  the  fire  was  noted 
to  be  cons  antly  luminous  and  evenly  distributed 

abo«g2°min  ea„rnac\  T'K  T*  <°  burn  a,' 

ft  f  ^as  burning  freely  at  5  min.  when 

was  noted  that  the  sash  members  had  bowed  con- 
siderably  toward  the  fire.  At  10  min.  it  was  noted 
that  the  bowing  had  increased  somewhat.  The  color  of 
the  frame  and  sash  members  had  turned  to  a  grey  at  15 

Kdr^,PlT  WaS  apparentIy  burned  completely 
min.  of  the  test  Cha"ge  t0O<  plaCC  during  the  last  30 

Flame  and  Heat  Resistance  on  Unexposed  Face — 
e  glass  bagan  to  crack  and  spall  at  the  r/2  min  in¬ 
terval  and  continued  to  crack  for  about  10  min 

30  min  '  AgJl  ,SpaKllin?  occarr.ed  frequently  for  about 
A  Shght,  bowing  of  the  sash  members  toward 
the  fire  was  noted  at  3  min.  At  33/  min.  the  fusible 

The  n  the  Cha'u  °f  the  center  P' voted  ventilator  melted 
The  Potty  on  the  unexposed  side  began  to  smoke  at  4 

min.  and  that  at  the  rail  of  the  center  pivoted  ventilator 
egan  to  burn  and  flame  at  8  min.  At  the  end  of  10 
mm.  bulging  toward  the  fire  was  noticeably  greater  and 

in  from  °?}<S  w?rej  tnga8cd-  The  first  burlap  cloth  32 
in.  trom  the  window  began  to  smoke  at  12  min.  and 

burned  at  14  min  The  second  burlap  cloth  64  in 

™dm^he  window  began  to  smoke  and  burned  at  20 
d  23  min  respectively.  The  ventilators  were  held' 
securely  by  the  locks  at  25  min.  after  which  no  changes 
occurred  until  43  min.  when  there  was  a  slight  pass£e 
of  flame  at  the  top  rail  of  the  center  pivoted  ventilator 

Deflections 

The  following  table  gives  the  deflection  of  the  center 
of  the  mullion  at  the  end  of  each  5  min.  interval. 

Time  Deflection  Table 


Time 

Deflection 

Min. 

In. 

0 

5 

10 

■f  r* 

6  y2 

15 

20 

8  y* 

9 

25 

9 

30 

m 

35 

m 

40 

IDA 

Hose  Stream  Test. 

The  sample  previously  described  and  submitted  to  the 
fire  test  was  used  for  the  following  hose  stream  test. 

Method 

The  sample  was  removed  from  the  furnace  im¬ 
mediately  after  completion  of  the  fire  test  and  was 
subjected  to  a  hose  stream  from  a  V/8  in.  nozzle  di¬ 
rected  from  a  perpendicular  distance  of  20  ft.  from  the 
exposed  face  of  the  sample.  The  pressure  at  the  base 
ot  the  nozzle  was. held  constant  at  30  psi  throughout  the 
3  min.  of  application ;  the  stream  being  over  the  surface 
approximately  1  min.  for  every  40  sq.  ft.  of  area  of  the 
sample. 
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Results 

Several  of  the  glass  lights  were  broken  from  their 
fastenings  in  the  glazing  grooves  due  to  the  impact  ot 
the  hose  stream.  No  rupture  of  the  structural  membeis 
due  to  sudden  contraction  under  the  application  of 
water  or  due  to  impact  was  noted. 

Recommendation 

On  the  basis  of  foregoing  data  and  fire  tests,  the 
Committee  on  Tests  recommends  the  approval  of  the 
Truscon  Steel  Company  windows  under  C26-191.U.a 

US|ohd  Section  Fire  Windows— In  view  of  having  met 
the  fire  tests  of  opening  protective  assemblies  provide 
in  C26-610.0  for  use  as  an  approved  of  an  hour  open¬ 
ing  protective  assembly  under  Sub.  Article  7,  Protection 
of  Exterior  Openings,  Sub  Article  8,  Protection  of  Wall 
and  Partition  Openings  of  Group  18,  fire  test  of  open¬ 
ing  protective  assemblies  of  Article  11  fire  resistive  con¬ 
struction,  C26-566.0  wall  openings  and  similar  approval 
is  recommended  for  use  as  an  opening  protective  assem¬ 
bly  having  a  fire  resistive  rating  of  iH  of  an  hour  to 
use  under  Sections  262,  264  and  Section  270  of  the  Labor 
Law  when  constructed  and  installed  as  requiied  theie- 
in,  and  Section  4,  Paragraph  10  of  the  Multiple  Dwell¬ 
ing  Law,  when  constructed  as  described  herein,  in  single 
units  for  openings  not  exceeding  84  sq.  ft.  m  area  and 
12  ft  in  either  dimension  or  multiple  units  with  un¬ 
protected  vertical  steel  mullions  not  exceeding  7  ft.  m 
width  nor  12  ft.  in  height  with  glass  lights  not  exceed¬ 
ing  350  sq.  in.  per  light  and  not  more  than  54  inches 
in  height  nor  48"  in  width.  (See  Underwriters  file  F 
468  Pages  26,  27  and  28).  All  ventilators  shall  be 
equipped  with  approved  automatic  fire  closing  devic^ 
and  fusible  link.  All  windows  shall  be  provided  with 
glazing  angles.  All  opening  protective  assemblies  re¬ 
quired  to  have  a  fire  resistive  rating  shall  be  inspected 
in  accordance  with  the  Board’s  Rules  on  the  Inspection 
of  Opening  Protective  Assemblies.  . 

Approval  is  also  recommended  of  Solid  Section  hire 

Standard  Pivoted  Commercial  Projected  and  Archi¬ 
tectural  Projected  for  uses  under  C26-239.0  through 
C26-245.0  where  no  fire  resistive  rating  is  required  anc 
the  automatic  self-closing  devices  may  be  optional  and 
test  limitations  as  to  glass,  area,  widths  and  heights  and 
mullion  design  need  not  be  adhered  to. 

It  is  further  recommended  that  the  opening  protective 
assemblies  required  to  have  a  fire  resistive  rating  shall 
be  labeled  in  accordance  with  the  requirements  of  the 
Board’s  Rules  for  the  Inspection  of  Opening  Protec¬ 
tive  Assemblies  and  that  all  other  opening  protective 
assemblies  not  required  to  have  a  fire  resistive  lating 
shall  be  tagged  or  labeled  reading  as  follows:  Ap¬ 
proved  for  use  in  New  York  City  by  the  Board  of 
Standards  and  Appeals  under  Cal.  #544-45  SM  ’,  or  in 
lieu  thereof,  each  bill  of  lading,  bill  of  material,  pio- 
posal  and  invoice  shall  be  similarly  stamped. 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 

mdResolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 
report. 


545-45-SM  .  .  ,  0  ... 

APPLICANT — Truscon  Steel  Co.,  subsidiary  of  Repub  ic 

Steel  Corp.,  owner.  ..  c  . 

SUBJECT — Truscon  Y\  Hour  Test  Intermediate  Steel  Case¬ 
ment  Windows,  approval  of. 

APPEARANCES— 

For  Applicant :  Albert  B.  Meyer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  . 

THE  RESOLUTION  (545-45-SM) 

Whereas,  Truscon  Steel  Co.,  subsidiary  of  Republic  Steel 
Corp.  owner,  filed  on  August  31,  1945,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  Truscon  %  Hour  Test  Intermediate  Steel 

Casement  Windows;  and  .  ,  . 

Whereas,  the  report  of  the  Committee  on  tests  reads. 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  545-45-SM  ^  c.  . 

Subject:  Truscon  Y\  Hour  Test  Inteimediate  Steel 
Casement  Windows — Approval  of 
The  Truscon  Steel  Company  of  Youngstown,  Ohio 
subsidiary  of  Republic  Steel  Corporation  of  Cleveland 
Ohio  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Truscon  Y\  Hour  lest 
Intermediate  Steel  Casement  Windows  under  the  provi¬ 
sions  of  C26-178.0.6  for  uses  under  sub-article  7  Protec¬ 
tion  of  Exterior  Openings  and  sub-article  8  Protection  of 
Wall  and  partition  openings,  of  Group  18,  Fire  resistive 
construction  wherein  opening  protective  assemblies  are 
required  to  be  approved  for  a  fire  resistive  rating  ot  Y4 
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of  an  hour  and  for  other  uses  in  types  of  construction 
as  specified  in  C26-239.0  thru  C-26-245.0  Administration 
building  code  where  no  fire  resistive  rating  is  required. 
Consequently,  the  automatic  self-closing  devices  are  not 
to  be  pi  ovided.  Approval  is  also  requested  for  uses 
under  the  Labor  Law  and  the  Multiple  Dwelling  Law 
as  opening  protective  assemblies  required  to  have  a  fire 
resistive  rating  and  for  other  uses  not  required  to  have 
such  rating. 

'Description 

1  his  is  an  intermediate  casement  window  assembly, 
provided  with  horizontal  and  vertical  mullions,  construc¬ 
ted  of  steel  sections;  equipped  with  bronze  locks  and 
steel  hinges. 

Inside  angle  and  bead  glazing  was  employed  in  part 
of  the  assembly  and  inside  wire  clip  and  putty  glazing 
was  used  in  the  remainder. 

1  lie  window  assembly  was  designed  for  mounting 
in  exterior  walls  subject  to  moderate  or  light  fire  ex¬ 
posure.  The  window  assembly  was  designed  for 
mounting  in  a  brick  wall  opening  about  10  ft.  wide  and 
1 1  ft.  in  height. 

1  he  assembly  was  divided  into  four  sections  by  verti¬ 
cal  and  horizontal  mullions.  The  horizontal  mullion 
was  continuous  from  jamb  to  jamb  and  two  types  of 
vertical  mullions  were  employed. 

The  four  sections  of  the  assembly  were  secured  to 
tbe  mullions  on  the  interior  edges  and  to  special  frame 
members  along  the  jambs.  1  he  top  edges  were  secured 
*  to  the  steel  lintel  by  special  clips  and  to  the  sill  by 
anchors. 

1  lie  locking  mechanism  was  constructed  of  bronze 
and  installed  as  shown  in  Fig.  1. 

One  of  the  large  top  ventilators  was  inside  angle 
glazed  and  the  other  outside  wire  clip  and  putty  glazed. 

The  lower  swing  sections  had  outside  wire  clip  and 
putty  glazing  on  one  half  of  each  section  and  the  other 
sections  were  inside  bead  glazed  on  the  side  hinged  and 
angle  glazed  on  the  active  door  of  the  pair. 

lhe  inside  angle  and  bead  glazing  was  secured  in 
position  by  bronze  screws  in  the  case  of  the  beads  and 
by  steel  screws  for  the  angle.  The  screws  were  spaced 
2J4  in.  from  each  corner  and  at  not  exceeding  8-in. 
centers. 

The  male  and  female  bolts,  indicated  on  Fig.  1,  em¬ 
ployed  for  attaching  the  window  and  door  sections  to 
the  mullions  were  replaced  by  steel  bolts  because  of 
the  apparent  weakness  of  these  screws  when  subjected 
to  ordinary  rough  use  during  the  assembly  of  the  sash 
before  installation. 

The  swing  door  assembly  was  provided  with  a  bronze 

sill. 

Inspection  and  Test 

Inspection  of  these  windows  was  made  at  the  Youngs¬ 
town  Plant  of  the  Company  by  the  Committee  on  Tests 
of  the  Board,  consisting  of  Commissioner  B.  A.  Savage, 
Commissioner  C.  M.  Blum  and  Chief  Engineer  L.  V. 
Huber,  and  methods  of  design  and  construction  noted. 

A  hour  fire  test  was  conducted  at  the  Underwriters 
Laboratories  on  a  sample  window  installed  in  the  wall 
of  the  furnace.  The  test  was  as  follows : 

Method 

The  window  assembly  was  mounted  in  a  lZ-in.  brick 
wall  opening  and  was  permitted  to  season  before  test. 

The  equipment  regularly  used  by  Underwriters’ 
Laboratories,  Inc.  for  tests  of  fire  window  described  in 
Appendix  I,  wras  used,  with  additions  to  the  apparatus 
for  indicating  temperatures  on  the  unexposed  surface 
of  the  window. 

After  the  panel  in  which  the  assembly  was  mounted 
was  drawn  into  position,  the  fire  was  started  in  the 


furnace,  exposing  one  face  of  the  assembly  to  gas 
names  controlled  in  accordance  with  the  Standard  Time 
emperature  Curve.  1  his  exposure  to  fire  was  con¬ 
tinued  for  4o  mm.  after  which  the  panel  was  withdrawn 
from  the  furnace  and  the  exposed  face  of  the  window 
immediately  subjected  to  the  impact  and  cooling  ac¬ 
tion  oi  a  30-lb.  water  stream  applied  for  66  sec.  in  ac- 
cor  dance  with  the  Standard  hire  Test  Specifications. 

lhe  furnace  chamber  temperatures  were  indicated  by 
twelve  calibrated  thermocouples  symmetrically  placed. 

temperatures  on  the  unexposed  surface  of  the  win¬ 
dow  were  indicated  by  a  bare  thermocouple  placed  on 
one  of  the  central  glass  lights  and  at  32,  64  and  96  in. 
away  from  the  unexposed  face. 

Deflections  of  the  window  were  determined  by 
measurements  at  about  center  point  on  a  horizontal  line 
across  the  center  of  the  window,  and  at  center  of  upper 
and  lower  sash.  The  reference  bases  were  fine  steel 
wires  mounted  on  the  wall  frame,  with  one  end  secured 
to  one  of  the  meeting  edges  and  the  other  free  to  slide 
I  hroughout  tbe  Fire  and  Fire  Hose  Stream  Tests 
observations  were  made  to  note  the  character  of  the 
fire  and  its  control ;  1  lie  condition  of  the  exposed  face 
as  observed  through  mica  windows  provided  in  the 
end  walls  of  the  furnace,  all  developments  pertinent 
to  the  performance  of  the  window  as  a  fire  retardant 
with  special  passage;  and  the  general  condition  of  the 
window  resulting  from  application  of  the  fire  hose 
stream. 

Character  of  the  Fire— The  fire  was  luminous  and  well 
distributed  during  the  45  min.  fire  exposure  as  shown 
in  the  accompanying  Time  Temperature  chart. 

Observations  during  Fire  and  Fire  Hose  Stream  Tests 
—lhe  glass  lights  were  cracking  very  generally  during 
the  first  minute  of  the  test;  cracking  sounds  continuing 
until  almost  4  min.  after  which  no  further  marked 
cracking  was  heard.  The  glass  lights  remained  in  posi¬ 
tion  during  the  45  min.  fire  exposure.  The  application 
of  the  hose  stream  for  66  seconds  dislodged  the  entire 
lights  and  section  of  the  glass. 

In  general  hose  stream  dislodged  only  sections  of 
the  glass  in  the  central  area  of  each  light  which  was 
secured  in  position  by  inside  angle  of  bead  glazing. 

The  hose  stream  dislodged  eight  complete  fights  out 
of  twenty-one  and  about  90  percent  of  two  other  lights 
which  were  secured  in  position  by  outside  wire  clip  and 
putty  glazing. 

The  burlap  strip  at  32  in.  from  the  sample  was 
smoking  at  8  min.  and  fell  from  position  at  15  min. 
Similar  strips  at  64  and  96  in.  from  the  sample  were 
charred  at  25  min.  but  did  not  ignite  during  the  fire 
exposure  test  although  marked  charring  was  apparent 
during  the  latter  part  of  test. 

The  putty  began  to  fall  from  position  in  the  wire 
clip  and  putty  glazed  lights  during  the  first  5  min.  of 
test  and  ignited  on  the  exposed  face  at  about  Al/2  min. 
This  ignition  of  the  putty  on  the  exposed  face  progressed 
rapidly  with  considerable  flame  until  about  15  min.  then 
decreased  rapidly.  The  flame  then  decreased  rapidly. 
There  was  no  marked  flame  from  the  inside  angle 
glazed  lights. 

There  was  considerable  smoke  on  the  unexposed  face 
of  the  sample  during  the  first  10  min.  of  the  test.  This 
smoke  gradually  disappeared  as  the  test  progressed. 

The  horizontal  and  vertical  mullions  began  to  bulge 
toward  the  fire  during  the  first  5  min.  of  test  and  con¬ 
tinued  as  the  test  progressed  assuming  a  maximum  of 
in.  at  40  min.  This  deflection  toward  the  fire  of 
tbe  mullions  carried  the  entire  assembly  out  of  line 
and  threw  a  considerable  strain  on  the  wire  clip  and 
putty  glazed  lights  which  were  dislodged  during  the 
application  of  the  hose  stream.  This  distortion  of  the 
assembly  also  sheared  about  one-third  of  the  bronze 
male  and  female  screws  securing  the  glazing  beads  in 
position. 
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The  deflections  were  taken  at  the  following  locations 
at  indicated  time.  The  deflection  was  toward  the  fire. 
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The  general  bulge  toward  fire  and  the  irregular  bulge 
in  the  individual  mullions  after  the  fire  and  hose  stream 
test  is  shown  by  photos  filed  with  this  application. 


Temperatures  in  Furnace  and  on  Unexposed 
Side  of  Window 
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Conclusions 

This  product  when  conforming  in  design,  construc¬ 
tion,  method  of  installation,  and  glazing  to  the  window 
frame  used  in  the  tests  herein  reported  incorporating 
the  suggested  changes  and  improvements,  may  be  con¬ 
sidered  suitable  for  use  in  exterior  wall  openings  sub¬ 
ject  to  moderate  or  light  fire  exposure  not  exceeding 
50  sq.  ft.  in  area,  nor  10  ft.  in  width  or  height  when 
mounted  as  a  unit. 

When  installed  with  unprotected  vertical  or  horizontal 
mullions  units  not  to  exceed  5  ft.  in  width  nor  7j4  ft. 
in  height.  Horizontal  and  vertical  mullions  not  con¬ 
sidered  acceptable  in  one  opening. 

This  conclusion  is  confined  to  the  designs  as  em¬ 
ployed  in  these  tests. 

No  passage  of  flame,  through  the  window  or  of  hot 
gases  in  significant  amount  occurred  during  the  45  min. 
of  fire  exposure.  Flames  in  volume  from  the  putty 
along  the  edges  of  the  glass  were  observed  on  exposed 
face  at  10  min.  which  was  more  than  that  generally  ob¬ 
served  on  other  types  of  windows  now  listed  and  labeled. 
This  volume  of  flame  was  mostly  from  the  wire  clip 
and '  putty  glazed  lights. 

The  heat  transmission  from  the  fire  to  the  protected 
area  was  liberal  in  amount  and  intensity  during  the  fire 
test  as  may  be  expected  of  a  glass  flame  barrier.  The 
combustible  strips  32  in.  away  from  the  unexposed  face 
of  the  window  were  smoking  at  8  min.  and  fell  from 
position  at  15  min.  The  temperature  32  in.  away  from 
the  sample  at  40  min.  was  441  F. 

Warping  of  the  assembly  toward  the  fire  was  observed 
early  in  the  fire  exposure,  and  continued  to  the  extent  of 
V/i  in.  at  40  min.  It  was  noted  after  the  fire  hose 
stream  test  that  the  general  bulge  toward  the  fire  was 
not  reduced; 

Under  moderate  fire  exposure  conditions  and  when 
properly  installed  and  glazed  with  in.  wire  glass, 


windows  of  the  type  covered  in  this  report  are  capable  of 
resisting  the  cooling  action  and  impact  of  the  nie  hose 
stream ;  but  under  severe  conditions  of  exposure  a  solid 
stream  of  water  will  sometimes  dislodge  complete  lights 
and  drive  fragments  of  glass  away  from  the  mesh  and 
rupture  some  of  the  wire. 

The  condition  of  the  test  assembly  after  the  fire  and 
hose  stream  test  indicates  that  the  inside  angle  and  bead 
glazing  has  a  higher  factor  of  safety  than  similar  lights 
secured  in  position  by  outside  wire  clip  and  putty  glazing. 

Because  of  the  marked  bulging  of  the  horizontal  mul- 
lion,  it  is  judged  advisable  that  casement  windows  of 
the  design  described  in  this  report  be  provided  with 
either  a  horizontal  or  vertical  mullion  but  not  a  combi¬ 
nation  of  horizontal  and  vertical  in  one  opening. 

It  was  observed  during  the  glazing  of  the  units  with 
outside  wire  clip  and  putty  glazing  that  the  glazing  con- 
tractors  do  not  consider  this  type  of  glazing  as  a  fire 
window  and  do  not  provide  the  proper  number  of  wire 
clips.  In  order  to  overcome  this  condition,  each  labeled 
casement  window  should  be  provided  with  a  tag  indi¬ 
cating  the  necessity  for  the  installation  of  the  proper 
number  of  clips  in  order  that  the  windows  perform  satis¬ 
factorily  when  exposed  to  severe  fire  conditions. 

Recommendation 

On  the  basis  of  foregoing  data  and  fire  tests,  the  Com¬ 
mittee  on  Tests  recommends  the  approval  of  the  Truscon 
Steel  Company  windows  under  C26-191.0.a  for  uses  as 
follows :  * 

Solid  Section  Fire  Windows— In  view  of  having  met 
the  fire  tests  of  opening  protective  assemblies  provided 
in  C26-610.0  for  use  as  an  approved  of  an  hour  open¬ 
ing  protective  assembly  under  Sub  Article  7,  Protection 
of  Exterior  Openings,  Sub  Article  8,  Protection  of  Wall 
and  Partition  Openings  of  Group  18,  fire  test  of  opening 
protective  assemblies  of  Article  IT,  fire  resistive  con¬ 
struction,  C26-566.0  wall  openings  and  similar  approval 
is  recommended  for  use  as  an  opening  protective  as¬ 
sembly  having  a  fire  resistive  rating  of  i of  an  hour  for 
use  under  Sections  262,  264  and  Section  270  of  the  Labor 
Law,  when  constructed  and  installed  as  required  therein, 
and  Section  4,  Paragraph  10  of  the  Multiple  Dwelling 
Law,  when  constructed  as  described  herein,  in  single 
units  for  openings  not  exceeding  50  sq.  ft.  in  area  nor 
10  ft.  either  dimension  or  multiple  units  with  unpro¬ 
tected  vertical  or  horizontal  mullions  units  not  exceeding 
5  ft.  in  width  nor  7j4  ft.  in  height  with  glass  lights  not 
exceeding  350  sq.  in.  per  light  and  not  more  than  54 
inches  in  height  nor  48  inches  in  width.  All  ventilators 
equipped  with  approved  locking  devices  (See  Under¬ 
writers  File  2348,  Figure  #1).  All  windows  shall  be 
provided  with  glazing  angles.  All  opening  protective 
assemblies  require  to  have  fire  resistive  rating  shall  be 
inspected  in  accordance  with  Board’s  Rules  on  Inspection 
of  Opening  Protective  Assemblies. 

Approval  is  also  recommended  of  Solid  Section  Fire 
Windows — Intermediate  Casement  Windows  for  uses 
under  C26-239.0  through  C26-245.0  where  no  fire,  resis¬ 
tive  rating  is  required  and  the  automatic  self-closing 
devices  may  be  optional  and  test  limitations  as  to  glass, 
area,  widths  and  heights  and  mullion  design  need  not  be 
adhered  to. 

It  is  further  recommended  that  the  opening  protective 
assemblies  required  to  have  a  fire  resistive  rating  shall 
be  labeled  in  accordance  with  the  requirements  of  the 
Board’s  Rules  for  the  Inspection  of  Opening  Protective 
Assemblies  and  that  all  other  opening  protective  as¬ 
semblies  not  required  to  have  a  fire  resistive  rating  shall 
be  tagged  or  labeled  reading  as  follows :  “Approved  for 
use  in  New  York  City  by  the  Board  of  Standards  and 
Appeals  under  Cal.  #545-45  SM”,  or  in  lieu  thereof, 
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each  bill  of  lading,  bill  of  material,  proposal  and  invoice 
shall  be  similarly  stamped. 

BERNARD  A.  SAVAGE, 

^  Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

V  here  as,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 
report. 


11-46-SM 

APPLICANT — Albi  Chemical  Corp.,  owner. 

SUBJECT— Albi-R  (fire  retardant  for  wood,  insulation 
board,  acoustical  insulation  board  and  other  com- 

APP F A R ANCES— din§  materials)’  aPProval  of. 

For  Applicant:  Bernard  J.  Tyler. 

ACTION  OF  BOARD — Material  approved  in  accordance 

TtTr  ..  report  tbe  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 

THE  RESOLUTION  (11-46-SM) 

Whereas  the  Albi  Chemical  Corporation,  owner,  filed  on 
January  9  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Albi-“R” 
(hre  retardant  for  wood,  insulation  board,  acoustical  insula- 
tmn  boiird  and  other  combustible  building  materials)  ;  and 
WHEREAS,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  11-46-SM 

Subject:  ALBI-“R”  (fire  retardant  paint  for  wood,  in¬ 
sulation  board,  acoustical  insulation  board  and 
mu  ~r,  combustible  building  materials) 

1  he  Albi  Chemical  Corporation  filed  an  application 
4TmSwi:0  Standards  and  Appeals  for  approval 

f  TGaV-70  Au(fire/e^ardant  paint>  under  the  provision 
and  C19-161.1  of  the  Administrative 

Building  Code. 

Description 

The  coating  material  as  supplied  consists  of  two  sepa¬ 
rate  powders  which  are  mixed  with  specified  quantity  of 
water  and  when  mixed  can  be  applied  by  spray  or  brush 
as  per  instructions  furnished  on  the  container,  to  provide 
the  quantity  of  coating  required  to  produce  the  desired 
reduction  in  the  fire  hazard  of  the  above-mentioned 
species  of  wood  surfaces.  These  powders  contain  ammo¬ 
nium  phosphate  nitrogenous  resin  carbohydrate  inert 
pigments  and  boric  acid. 

ALBI-“R”  is  intended  to  be  used  as  a  surface  coating 
on  wood  surfaces  on  the  interior  of  buildings  where 
complete  coverage  can  be  maintained 
Application  of  ALBI-“R”  can  be  made  by  spray  or 
rush  to  the  interior  of  new  or  existing  structures  at 
moderate  cost.  Adjustment  of  the  water  added  to  ALBI- 
R  makes  it  possible  to  apply  the  material  at  any 
desired  thickness  with  a  minimum  cost  of  application 
For  example,  one  of  the  SO  sq.  ft.  per  gallon  decks  in 
the  accompanying  report  has  been  prepared  with  one 
single  spray  coat. 
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powders  are  mixed  with  water  in  proportions 
specified  to  produce  a  coating  material  of  viscosity 
which  is  suitable  to^  be  applied  by  brushing  or  spraying. 
Ifie  proportions  of  water  arid  powder  mixed  control 
the  viscosity  of  the  coating  material. 

Tests 

Inspection  and  test  was  made  of  this  material  by  the 
Committee  on  Tests  at  23  Warren  Street,  New  York 
City.  Present  at  the  test  were  Commissioner  C  M 
Blum  and  Chief  Engineer  L.  V.  Huber  of  the  Committee 
on  Tests  of  the  Board  of  Standards  and  Appeals,  Mr. 

r  £aibnS>  Mf-  ?•  Baublitz  and  Mr.  Fred  Bisantz 
ot  the  tI  HA,  and  Mr.  O.  F.  Erlich  of  the  manufac¬ 
turer. 

The  results  were  as  follows  : 

Test  No.  1.  Horizontal  Panel  Test. 

A  panel  of  corrugated  cardboard,  8"  x  8",  was  placed 
111  a  1 horizontal  position  on  a  stand  so  that  the  underside 
could  be  subjected  to  the  flame  of  a  standard  Tirrill 
burner  the  orifice  of  which  was  8)4  inches  below  the 
iace  ot  the  test  panel.  _  Burner  was  adjusted  to  give  a 
ame  9/2-10  inches  high  (1-1)4  inch  flame  impinge¬ 
ment)  and  verging  on  the  blue  in  character. 

Panel  No.  1-A.  Untreated  corrugated  board, 
a  secs.  Exposed  surface  completely  in  flames 
20  secs. — Browning  of  upper  surface. 

25  secs. — Flaming  on  upper  surface. 

Panel  No.  1-B.  Corrugated  board  treated  with  one 

•m  i~) i  ,  s,l\r.ay  coat  of  ALBI-“R”— one  side. 
31)  secs.  Black  blister  formed — no  flaming  on  ex¬ 
posed  surface. 

50  secs.— Blister  dropped  off. 

1  min.  15  secs. — Upper  side  browned 

(It  was  explained  that  this  panel  had  been  painted 
within  48  hours  and  was  not  adequately  cured,  due 
to  the  damp  weather.  Panel  No.  1-C  was  tested  in 
its  place.) 

Panel  No.  1-C.  Corrugated  board  treated  with  one 
heavy  brush  coat  of  ALBI-“R”  on 
exposed  side.  Treatment  more  than 
1  month  old. 

2  min.— No  flaming— large  black  blister  formed. 

Spread  of  discoloration  on  exposed  side  4 
inches. 

4  min.— No  flaming.  Spread  of  discoloration  on 
exposed  side  5)4  inches. 

Id  min.  Test  stopped.  No  flaming  throughout  test. 

Incandescence  of  large  blister  disappeared 
instantaneously  on  removal  of  burner.  No 
discoloration  of  upper  surface.  Spread  of 
discoloration  on  exposed  side  6)4  inches 
Blister  did  not  retain  heat  and  could  be 
_  touched  with  the  bare  hand, 
examination  of  the  blister,  which  developed  during 
exposure  to  a  depth  of  1)4",  showed  it  to  be  a  soft 
spongy  cellular  structure.  Removal  of  the  blister 
showed  the  cardboard  surface  underneath  charred 
in  the  area  of  flame  impingement  only,  and  not 
severely  damaged. 

Test  No.  2.  Parallel  Panel  Test. 

One  untreated  Celotex  panel  and  one  treated  Celotex 
panel  of  identical  material  and  size  were  clamped  to 
face  each  other  in  a  vertical  position  2  inches  apart  A 
standard  Bunsen  burner  with  wing  tip  was  placed  be¬ 
tween  the  panels  so  that  the  flame  was  impinged  evenly 
on  both  panels,  at  a  point  approximately  1  inch  above 
their  lower  edges.  The  burner  was  adjusted  to  give  a 
yellow  luminous  flame. 

.  T*st  No  2-A.  Panels  Nos.  2-A-l  and  2-A-2  were  ?4 
inch  Celotex  Ceiling  Tiles,  8"  x  16".  No.  2-A-l  was 
untreated,  exposing  the  factory  finish  to  the  flame.  No. 
2S-A-Z  was  treated  with  one  spray  coat  of  ALBI-“R”. 


MINUTES 


4  min. 


30  secs. 

45  secs. 

55  secs. 
40  secs. 


No.  2-A-l. 
Untreated  Celotex. 
Flames  34  the 
height  of  panel. 
Flames  hitting  top. 
of  panel. 

Flames  over  top. 
Flames  covering 
entire  exposed  sur¬ 
face. 


6  min.  10  secs. 


6  min.  31  secs. 
6  min.  40  secs. 


Browning  on  back 
side  of  panel,  edges 
flaming. 

Flames  on  back 
surface. 

Test  stopped. 
Panel  completely 
in  flames,  extin¬ 
guished  with 
water. 


No.  2-A-2. 
Treated  Celotex. 
Typical  blisters 
forming. 


Throughout  test,  no 
appreciable  spread 
of  flame  over  that 
of  burner  itself  on 
this  side. 


End  of  Test.  No 
flaming  or  glowing 
on  removal  of 
burner,  no  smould¬ 
ering.  Back  side 
of  panel  barely 
warm.  Spread  of 
blistering  nearly  all 
over  face  of  panel, 
but  damage  was 
confined  to  area  in 
direct  contact  with 
flame.  Height  of 
char :  10  inches 
(discolored  1  inch 
beyond).  Width  of 
char :  3  inches. 
Depth  of  char : 

3/16  inch. 

Test  No.  2-B.  Same  set-up  as  Test  No.  2-A.^  Panels 
of  Pl"  3-ply  interior  grade  plywood,  6J4"  x  18'  ;  panel 
No  2-B-l  untreated,  No.  2-B-2  treated  with  one  spray 
coat  of  ALBI-“R”. 


No.  2-B-l. 
Untreated  Plyivood. 
15  secs.  Caught  on  fire. 

30  secs. 


35  secs. 

1  min.  22  secs. 

1  min.  50  secs. 
3  min.  25  secs. 

6  min.  22  secs. 

6  min.  30  secs. 

6  min.  50  secs. 

7  min.  10  secs. 
10  min. 

10  min.  16  secs. 


Flames  halfway  up 
panel. 

Flames  44  UP 
panel. 

First  ply  broken 
through. 

Slight  discolora¬ 
tion  on  back  face 
of  panel. 

Severe  browning 
on  back  face  of 
panel. 

Secondary  com¬ 
bustion  on  upper 
part  of  panel, 
flames  increasing. 
Flames  hit  top  of 
panel. 

Steady  flaming 
above  top  of  panel. 
Flames  receded, 
test  stopped. 
Flames  stopped ; 
glowing  and  smok¬ 
ing  continued  for 
about  one  minute. 
Height  of  char : 
Top. 

Width  of  char : 

5  inches. 


No.  2-B-2. 
Treated  Plywood. 

Blisters  forming  in 
flame  area. 


No  appreciable 
spread  of  flame 
throughout  test. 


End  of  test.  Small 
flicker  of  flame 
lingered  10  secs, 
after  removal  of 
burner.  No  glow¬ 
ing  or  smouldering. 
First  ply  charred 
through  only  in 


No.  2-B-l  No.  2-B -2 

Untreated  Plywood.  Treated  Plywood. 

Depth  of  char:  area  directly  hit  by 

Through  flame  of  burner. 

Height  of  char: 

•  4  inches. 

Width  of  char: 

2  inches. 

Depth  of  char : 

3/32  inches. 

Procedure  followed  that  of  the  standard  modified 
Schlyter  test  (mild)  developed  by  the  Forest  Products 
Laboratory,  Madison,  Wis.  Purpose  of  test t  is  to  show 
spread  of  flame,  by  creating  a  “chimney  effect  with  two 
parallel  panels,  12"  x  31",  held  in  a  verttca  position  2 
inches  apart.  Standard  Bunsen  burner  with  wing-tip 
and  yellow  luminous  flame  is  placed  between  panels  and 
maintained  for  3  minutes. 

Test  No.  3- A.  Untreated  y2"  Celotex  insulation  fibre 
board  panels. 

25  secs.— Flames  halfway  up  panels,  blame 
spread  rapid. 

40  secs.— Flames  to  top  of  panels. 

1  min  —Flames  over  1  ft.  above  top,  spread 

over  faces  of  both  panels.  Fire  veiy 
vigorous. 

1  min.  15  secs.— Burner  removed,  rigorous  burning 
continued.  Test  stopped,  flames  ex- 
tinguished  with  water. 

Test  No.  3-B.  Vz"  Celotex  insulation  fibreboard  pan- 
els  treated  with  one  very  light  brush 
coat  of  ALBI-“R”  (approx,  coverage 
250  sq.  ft./ gal.) 

10  secs. — Characteristic  blisters  in  flame  aiea. 

25  secs. — No  appreciable  flame  spread. 

1  min.  10  secs.— Blistering  slightly  above  height  ot 
flame.  f 

3  mjn_  — Burner  removed,  small  flickers  ot 

blue  flame  on  both  panels,  out  with¬ 
in  7  seconds.  No  glowing  or  smoul¬ 
dering.  Layer  of  blisters  relatively 
small  due  to  thinness  of  coating. 

Maximum)  Height  of  char :  9  inches 
of  both  r  Width  of  char  i  2  inches 
panels  J  Depth  of  char:  3/32  inch. 

A  twenty-minute  fire  test  was  made  by  Columbia 
University  Research  Laboratories — Report  No.  236- 
December  4,  1945. 

General:  t  ■  , 

This  report  records  the  results  of  a  twenty-minute 
fire  test  made  on  one  ceiling  panel  as  supplied  by  Albi 
Chemical  Corporation.  The  panel  consisted  of  com¬ 
mercial  “Acousti- Celotex”  surface  treated  with  ALBi- 
“R”  as  herein  described.  lhe  panel  was  constructed 
and  treated  by  Albi  Chemical  Corporation  and  submitted 
to  these  laboratories  for  test.  The  test  procedure  was 
in  accordance  with  fire  test  requirements  of  hederal 
Specifications  for  “Acoustical  Units  I  refabricate  , 
designated  SS-A-118  and  dated  November  20,  1939,  Sec¬ 
tion  F-2c  (2),  which  covers  “slow  burning  and  com¬ 
bustible  material.” 

Description  of  Test  Panel  „  „  , 

The  test  panel  was  nominally  36  x  36  x  lb/16  ,  ana 
consisted  of  nine  12"  x  12"  perforated  cane  tiles  of 
“Acousti-Celotex,”  Type  C-9,  34"  thick  attached  by 
nailing  to  an  incombustible  backing  of  3/16  cement 
asbestos  board.  The  treatment  description  supplied  by 
Albi  Chemical  Corporation  is  as  follows : 

“The  surface  of  these  nine  tiles  was  treated  with 
a  one  coat  brush  application  of  ALBI-“R”  pre¬ 
pared  in  accordance  with  our  standard  directions. 
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Method  of  Test 

As  noted  previously,  the  test  procedure  was  in  accord¬ 
ance  with  the  fire  test  requirements  of  Federal  Specifi¬ 
cations  for  “Prefabricated  Acoustical  Units.”  The  test 
specimen,  attached  to  an  incombustible  backing  (3/16" 
cement  asbestos  board)  was  suspended  over  an  air-gas 
burner  in  a  horizontal  position.  The  burner  was  fitted 
with  a  inch  diameter  nozzle,  the  top  of  which  was 
28i34  inches  below  the  fire  exposed  face  of  the  panel. 
Using  a  semi-luminous  flame,  the  temperature  at  the  fire 
exposed  face  of  the  panel  was  increased  in  accordance 
with  the  Standard  A.S.T.M.  time-temperature  curve. 
The  temperature  was  measured  with  a  chromel-alumel 
thermocouple  made  of  No.  8  (B.  &  S.  gage)  wire 
placed  in  a  3  inch  horizontal  coil  one  inch  below  the 
center  of  the  specimen.  The  wire  was  bare  for  a  dis¬ 
tance  of  two  inches  from  the  junction. 

1  he  test  duration  was  limited  to  20  minutes  in  accord¬ 
ance  with  Section  F-2c(2). 

Results  of  Test 

The  results  of  the  above  described  twenty-minute  fire 
test  is  shown  in  the  following  “Log  of  Test.” 

LOG  OF  TWENTY  MINUTE  FIRE  TEST 

Laboratory  Test  No.:  73358 

Date  of  Test:  November  29,  1945 

Material:  Acousti-Celotex,  Type  C-9,  j34"  thick 

Surface  Treatment:  ALBI-“R”  (one  coat) 

Standard  Flame 
Time  Temp.,  Temp., 

Min.  Sec.  °  F.  °  F.  Remarks 


0 

0 

— 

70 

Room  temperature. 

2 

0 

400 

390 

4 

0 

800 

800 

Blisters  in  treatment  over  8"  dia. 
area.  Discoloration  of  11"  dia. 
area. 

6 

0 

1100 

1100 

8 

0 

1215 

1220 

8 

30 

Steady  yellow  flaming  of  Celo¬ 
tex  over  central  area  8"  in  dia. 
Discoloration  over  area  14"  in 
dia. 

10 

0 

1200 

1300 

Yellow  flaming  of  Celotex  over 
area  9"  in  dia.  No  smoking  from 
panel. 

11 

0 

— 

Discoloration  and  blisters  over 
area  20"  in  dia. 

12 

0 

1350 

1350 

Panel  sagging  against  thermo¬ 
couple. 

14 

0 

1384 

1390 

15 

0 

- 

Steady  yellow  flaming  of  Celo¬ 
tex  over  area  9"  in  dia.  Yellow 
flames  spreading  out  over  sur¬ 
face  area  14"  in  dia. 

16 

0 

1411 

1410 

Discoloration  and  surface  blis¬ 
tering  over  area  25"  in  dia. 

18 

0 

1435 

1430 

19 

0 

Yellow  flaming  reduced  to  area 
6"  in  dia.  Central  area  severely 
charred  and  cracked  over  circle 
9"  in  dia. 

20 

0 

1458 

1460 

Exposure  flame  off. 

20 

03 

— 

— 

Yellow  flaming  of  Celotex  out. 

20 

25 

— 

— 

Glowing  of  Celotex  in  central 

area  out.  Slight  smoking  from 
the  central  area. 

Observations  and  Examination  After  Test 
The  yellow  flaming  described  above  appeared  to  rep¬ 
resent  combustion  of  the  Celotex,  which  was  largely 
limited  to  the  8  inch  diameter  fire-exposed  area.  The 
flame  spread  described  above  represented,  in  general  the 
intermittent  emission  of  these  flames  from  ‘the  central 


area  and  their  extension  along  the  surface  of  the  panel, 
r  laming  during  and  after  test  was  limited  to  central 
area  9  in  diameter.  A  slight  smoking  from  central 
area  persisted  after  flame  and  glow  ceased.  At  no  time 
during  the  test  did  the  yellow  flaming  described  above 
spread  to  the  30  inch  diameter  circle.  Total  time  of 
flaming  after  removal  of  exposure  flame  was  3  seconds 
and  time  of  glow  was  22  seconds. 

After  test  panel  was  removed  from  the  furnace, 
sevei  al  large  and  small  cracks  in  the  surface  were  ap¬ 
parent  but  all  charred  material  was  essentially  intact 
Severely  charred  and  cracked  area  was  about  9"  in 
diameter.  Blistered  and  discolored  area  was  about  26" 
in  diameter.  Joints  between  tiles  had  opened  up  due 
to  sagging  of  panel  during  test.  The  YA"  Acousti-Celo¬ 
tex  was  charred  to  a  maximum  depth  of  Y"  (he.  %" 
of  uncharred  material  in  place).  1  he  surface  treatment 
was  friable  over  the  central  fire  exposed  area  and  de- 
creasingly  so  towards  the  edge  of  the  panel. 

1  ests  were  also  conducted  by  the  Underwriters’ 
Laboratories,  Chicago,  June  12,  1945 — Retardant  No. 
2810 — Application  No.  43C1057A. 

Fire  Tests: 

1  hese  tests  were  conducted  to  develop  information 
bearing  on  the  respective  tendencies  of  the  three  species 
of  wood  coated  with  varied  concentrations  and  layers 
of  ALBI-“R”  to  contribute  fuel  to  an  attacking 'fire 
and  to  encourage  its  spread,  also  to  record  the  density 
and  kind  of  smoke  developed. 

The  coated  surface  of  the  sample  (25  ft.  long  by 
20  in.  wide)  was  exposed  to  the  standardized  fire  test 
conditions  and  observations  were  made  throughout  t.he 
test  covering  the  distribution  and  general  character  of 
the  fire,  area  covered  in  progress  of  the  flame,  the 
temperatures  in  the  test  chamber,  and  the  density  of 
the  smoke  released.  Also,  samples  of  fumes  developed 
during  the  fire  exposure  were  taken. 

Results 

s  Spread  of  Fire — The  spreading  of  flame  on  the 
uncoated  wood  surface  commenced  with  little,  if  any, 
delay  after  application  of  the  gas  flame,  gradually  and 
progressively  extending  along  the  entire  length  of  the 
sample  and  filling  the  test  chamber  with  luminous  fire. 

The  samples  coated  with  ALBI-“R”  retarded  the 
spread  of  fire.  The  effectiveness  of  this  retarding  action 
varied  with  the  quantity  of  coating  applied.  Imme¬ 
diately  after  the  application  of  the  gas  flame  to  the 
coated  surface,  small  blisters  formed  on  the  surface 
in  the  area  directly  exposed  to  flame,  and  as  the  tem¬ 
peratures  increased  the  blistering  gradually  spread 
along  the  test  surface.  The  blister  formation  gradu¬ 
ally  developed  into  a  cellular  mat.  The  thickness  of  the 
mat  formation  increased  in  proportion  to  the  intensity  of 
heat  and  thickness  of  the  original  applied  coating.  It 
was  also  noted  that  as  the  test  progressed,  cracks  de¬ 
veloped  in  the  matted  surface,  first  in  the  area  of  the 
exposing  fire  and  then  gradually  extending  as  the  test 
progressed.  These  cracks  decreased  in  proportion  to 
the  distance  away  from  the  exposing  fire.  During  the 
exposure  the  cracks  first  developed  along  the  line  of  t.he 
joints  between  the  boards,  and  it  appeared  that  these 
cracks  were  due  to  the  delay  of  formation  of  the  mat 
rather  than  cracks  developing  after  the  mat  has  formed. 
This  was  evident  in  the  examination  of  the  samples  after 
test,  because  the  original  coating  material  appeared  to 
be  in  position  and  has  only  reached  the  blistering  state. 
The  wood  surface  beneath  the  coating  was  charred  in 
the  area  of  the  exposing  fire,  and  for  distance  beyond. 

After  the  gas  fire  was  extinguished,  the  sample  of 
uncoated  lumber  continued  to  flame.  On  the  coated 
sample  no  flames  were  visible  except  for  small  flames 
in  the  area  of  the  exposing  fire  and  did  not  continue 
in  excess  of  1%  min. 
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Miscellaneous  Observations 

Hygroscopic  Characteristics — During  the  progress  of 
the  investigation,  a  number  of  samples  coated  with 
ALBI-“R”  were  observed  for  the  effect  of  usual  at¬ 
mospheric  moisture  on  the  surface  and  no  indications 
of  collection  of  moisture  were  noted  although  it  is  an¬ 
ticipated  that  prolonged  exposures  to  high  humidity  will 
result  in  softening  of  the  coating  which  will  reharden 
on  return  to  normal  humidity  conditions. 

C orrosion — Sample  wood  boards  with  ordinary^  nails 
and  screws  inserted  were  coated  with  ALBI-“R’  and 
placed  in  locations  of  varied  conditions  for  observations. 
The  period  of  exposure  was  relatively  short;  no  evidence 
of  corrosion  was  noted. 

Permanence  of  Coating — The  coating  appears  to  have 
the  properties  of  cold  water  paint.  Sample  boards 
coated  with  ALBI-“R”  were  subjected  to  daily  wash¬ 
ings  and  to  various  temperatures  for  determination  and 
observation  of  the  permanence  of  the  coating.  It  was 
observed  that  the  coating  was  susceptible  to  softening 
and  gradual  reduction  in  the  original  thickness  after 
several  washings :  The  coating  also  shows  a  tendency 
of  flaking  when  subjected  to  temperatures  above  130  F. 
Blistering  and  flaking  as  developed  on  pitchy  surfaces  of 
lumbers  under  ordinary  temperature  conditions  can  be 
overcome  as  discussed  in  Application  Tests. 

C on  elusi  ons 

Combustibility — ALBI-“R”  coating  on  white  pine, 
yellow  pine,  and  Douglas  fir  lumber  will  reduce  the 
flame  spread  and  fuel  contributed,  in  comparison  with 
performance  of  uncoated  lumber  evaluated  as.  100  and 
asbestos  cement  board  as  0,  and  this  reduction  is  in  pro¬ 
portion  to  the  thickness  of  the  coating  applied. 

Coverage  Per  Gallon  SO  Sq.  Ft.  70  Sq.  Ft. 

Flame  spread  .  30-40  40-50 

Fuel  contributed  .  10  IS 

Smoke  developed  .  Approximately  same  as 

uncoated  wood. 

Stipulations  to  the  above  opinion  are  that  the  wood 
surfaces  must  be  completely  covered  and  the  thickness 
maintained,  as  well  as  in  areas  where  the  coating  has 
been  injured  by  flaking  or  movement  in  the  lumber. 
The  coating  material  can  be  cleaned  by  washing  lightly 
with  cool  water,  but  if  this  reduces  the  thickness,  addi¬ 
tional  ALBI-“R”  shall  be  applied  to  form  the  required 
thickness,  in  order  to  maintain  the  desired  classification. 

Toxicity  and  Corrosion — The  coating  material  will  not 
add  to  toxicity  of  such  gases  as  are  released  by 
untreated  wood  when  exposed  to  fire  and  will  not  hasten 
the  corrosion  of  metal. 

The  analysis  of  the  gases  developed  during  the  ex¬ 
posure  of  the  coated  surface  does  not  indicate  addition 
of  toxicitv  to  the  gas  produced  by  the  burning  of  un¬ 
coated  lumber.  The  chemical  composition  of  ALBI- 
“R”  does  not  indicate  any  cause  for  development  of 
deteriorating  effect  on  metals,  and.  observations  made 
during  the  investigation  appear  to  justify  such  conclu¬ 
sions. 

Permanence — -The  ALBI-“R”  coating  can  be  con¬ 
sidered  as  permanent  as  ordinary  painted  surfaces 
where  not  subjected  to  abnormally  high  temperature 
or  moisture. 

ALBT-“R”  is  soluble  in  water  and  will  soften  if  most 
conditions  are  maintained  for  long  periods.  The  soften¬ 
ing  reaction  is  produced  with  greater  rapidity  with  warm 
water  and  warm  moist  condition.  ALBI-“R”  will  re¬ 
harden  on  return  to  normal  humidity  and  temperature 
conditions. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  ALBI-“R”  as  made  by  the  Albi 
Chemical  Corporation  of  New  York  be  approved  under 
C26-191.0,a  for  voluntary  use  as  a  flame-retarding  coat¬ 
ing  for  use  under  Sub.  Art.  7  of  Art.  9,  C26-243.0 


Class  5,  C26-241.0— Class  3,  C26-244.0— Class  6,  Ad¬ 
ministrative  Building  Code.  Approval  is  also  recom¬ 
mended  for  use  as  a  flameproofing  coating  when  used 
over  partitions  permitted  in  Class  1  and  Class  2  build¬ 
ings  under  C26-667.0,  Par.  5,  Article  II,  Sub-Article  9, 
under  C26-239.0— Class  1„  C26-250.0—  Class  2,  and  when 
used  over  wood  as  provided  under  09-161. 1  of  the  Ad¬ 
ministrative  Building  Code.  When  use  of  this  material 
is  proposed  with  fibre  insulation  board  under  rule  1.6, 
each  manufacturer  shall  specifically  apply. 

The  Committee  further  recommends  that  the  ma¬ 
terial  be  mixed  according  to  manufacturer’s  directions 
and  applied  by  either  brush  or  spray  and  that  precautions 
shall  be  taken  to  obtain  full  coverage  of  exposed  sur¬ 
faces.  In  order  to  provide  full  two  coat  protections,  inert 
color  matter  shall  be  added  to  the  base  coat.  It  is  also 
recommended  that  each  container  bear  a  label  or  tag  in¬ 
corporating  these  precautions  in  addition  to  wording 
reading  as  follows:  “Approved  for  use  in  New  York 
City  by  the  Board  of  Standards  and  Appeals  under  Cal. 
11-46-SM.  CAUTION  :  Do  not  use  in  work  not  pro¬ 
tected  from  the  elements.” 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 
report. 


203-46-SA 

APPLICANT— Wilson  'Chemical  Feeders,  Inc.,  owner 
(Feedwater,  Inc.,  Agent). 

SUBJECT— Wilson  Type  SP  Chemical  Feeder  for  Water 
Treatment,  approval  of. 

APPEARANCES— 

For  Applicant :  Florence  J.  Brown. 

ACTION  OF  BOARD— Appliance  approved  in  accordance. 

with  the  report  of  the  Committee  on  1  ests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (203-46-SA) 

Whereas,  Wilson  Chemical  Feeders,  Inc.,  owner,  filed  on 
March  22,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  Wilson 
Type  SP  Chemical  Feeder  for  Water  Treatment;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

July  8,  1946 

Cal  #203-46-SA 

Subject:  Wilson  Type-SP  Chemical  Feeder  for  Water 
Treatment — approval  of. 

The  Wilson  Chemical  Feeders,  Inc.  of  Buffalo,  N.  Y. 
filed  an  application  with  the  Board  of  Standards  and 
•  Appeals  for  approval  of  Wilson  Type-SP  Chemical 
Feeder  for  Water  Treatment  under  the  provisions  of 
C26-178.0  Administration  Building  Code  and  Section  170 
of  the  Sanitary  Code. 

Description 

The  Wilson  Chemical  Feeder,  Type-SP,  is  adapted 
to  feeding  alkaline  solutions  for  pH  control. 


MINUTES 


The  system  consists  of  a  double  compartment  tank 
in  various  sizes,  the  compartments  being  separated  by 
a  diaphragm.  1  his.  diaphragm  is  flexible  and  when  the 
system  is  in  operation  it  is  completely  balanced  by  two 
ljuids,  the  re-agent  chemical  is  on  the  upper  side,  and 
the  displacement  fluid  (water  from  the  main)  is  on  the 
lower  side.  Since  both  fluids  are  controlled  by,  and 
are  equivalent  to,  the  pressure  in  the  main,  there  is  no 
strain  on  the  diaphragm. 

The  feed  is  induced  by  pressure  differential  created 
by  a  Venturi  or  orifice  placed  in  the  water  main,  and 
this  pressure  differential  varies  with  changes  in  the'  rate 
of  flow.  The  Venturi  is  furnished  as  part  of  the  feeder. 

The  feed  rate  is  controlled  by  a  dialed  valve,  having 
an  adjustable  orifice  which  meters  the  displacement 
water  as  it  enters  the  tank,  thus  directly  controlling  the 
quantity  of  re-agent  that  is  fed  out  of  the  tank  and  into 
the  main  at  the  Venturi  orifice. 

There  is  a  sight  feeder  for  observation  of  the  feed 
rate  and  a  liquid  level  gauge  to  determine  when  recharg¬ 
ing  is  necessary. 

I  o  avoid  tampering,  provision  is  made  for  a  seal  on 
the  fill  cover,  and  the  dialed  wheel  on  the  metering 
valve  is  removable  and  may  be  kept  by  the  operator; 
thus  the  valve  setting  may  not  be  changed  except  by 
the  person  responsible  for  same. 

This  feeder  is  equipped  with  fittings  suitable  for  in¬ 
stallation  as  required  in  the  Sanitary  Code,  and  the 
connections  to  the  Venturi  and  from  the  Venturi  to  the 
ieeder  are  made  with  rigid  piping  in  accordance  with 
provisions  of  such  Code. 

The  device  is  for  voluntary  installation  where  it  is 
desired  to  control  pipe  corrosion  by  the  use  of  chemicals 
which  arc  mixed  with  the  water  supply.  The  chemicals 
used  are  limited  to  those  permitted  for  water  treatment 
under  the  provisions  of  Section  170  of  the  Sanitary 
Code. 

.1  ests  of  the  appliance  used  to  mix  the  chemicals 
with  the  water  were  designed  to  show  the  amount  of 
solids  present  and  the  pH  value  in  the  water  as  treated 
and  in  the  untreated  water  and  also  to  show  other 
materials  present. 

Inspection  and  Test 

The  device  was  inspected  and  tested  at  the  Meter 
lesting  Station  of  the  Department  of  Water  Supply, 
Gas  and  Electricity  at  438  East  24th  Street,  Manhat-. 
tan,  on  April  16th,  1946.  The  tests  were  witnessed  by 
Messrs.  Joseph  G.  Stock,  J.  J.  Negley  and  L.  M.  Potts, 
representing  Feedwaters,  Inc. ;  Messrs.  O.  J.  Burke,  A. 

J.  Niedrich,  J.  R.  Smith  and  T.  M.  Burns  representing 
the  Department  of  Water  Supply,  Gas  and  Electricity; 
Commissioner  Charles  M.  Blum  representing  the  Board 
of  Standards  and  Appeals;  and  Mr.  J.  Beiderman 
representing  the  Department  of  Health. 

Test  bench  conditions  were  designed  to  represent 
water  supply  piping  to  a  medium  sized  apartment  house 
or  commercial  structure  involving  the  use  of  a  2-inch 
service  pipe  and  the  applicant  was  required  to  connect 
his  apparatus  to  this  piping  in  the  manner  in  which  it 
would  be  connected  under  actual  service  conditions. 

The  discharge  from  this  piping  arrangement  was 
through  an  elevated  goose  neck,  full  size,  into  an  open 
tank  on  scales.  This  piping  was  equipped  with  a  gate 
valve  to  regulate  the  flow  on  the  discharge  side  of  the 
location  where  the  chemical  treatment  apparatus  was 
connected.  It  was  also  equipped  with  a  quick  closing 
valve  installed  at  this  point  to  permit  simulation  of 
water  hammer  as  may  be  developed  in  a  building  by  any 
type  of  quick  closing  valve. 

The  rate  of  flow  under  which  the  apparatus  was  re¬ 
quired  to  function  for  test  purposes  was  from  10 
g.p.m.  to  100  g.p.m.  and  water  hammer  was  developed 
under  50  g.p.m.  and  100  g.p.m.  rates. 


The  applicant  was  permitted  to  adjust  his  unit,  as 
would  be  the  case  in  a  service  installation  before  test, 
but  was  not  permitted  to  make  any  adjustment  during 
the  course  of  the  tests.  Seven  samples  were  obtained 
for  analyses  during  the  course  of  these  tests,  as 
enumerated  below,  one  being  for  untreated  water,  one 
at  10  g.p.m.  rate,  two  at  50  g.p.m.  rates  (one  after 
water  hammer),  and  two  at  100  g.p.m.  rates  (one 
after  water  hammer).  The  seventh  sample  was 
obtained  the  following  day  at  9  A.M.,  simulating  an 
overnight  stationary  condition  to  determine  the 
chemical  diffusion  during  the  night,  as  may  occur  under 
actual  service  conditions. 

The  analyses  of  the  samples  above  noted  are  tabulated 
herewith : 

Analytical  results  in  the  tabulation  below  are  ex¬ 
pressed  as  follows : 

1  urb  =  I  urbidity  as  ppm  Si02;  Colors  ppm  platinum- 
cobalt  standard  scale;  Odor  =  cold  odor,  O  =none, 
1v  =  very  faint  vegetable  odor;  Cl  =  Chlorides  in  ppm ; 
Hard  _  Hardness,  expressed  in  ppm  Calcium  Carbonate 
equivalent;  Aik  =  Alkalinity,  expressed  in  ppm  Calcium 
Carbonate  equivalent ;  pH  determined  with  the  glass 
electrode ;  Si02=  Silica  in  ppm,  determined  gravimet- 
ncally;  P20B  =  Phosphates  expressed  in  ppm.  The 
symbol  WH  in  the  column  “Test  &  Conditions”  means 
test  was  conducted  to  include  water  hammer  effects. 
Dates  of  tests  and  other  information  are  included  in  the 
following  table  : 
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3829  Raw  untreated  water  2/  8/0 

3830  100  gpm  treated .  2/  8/0 

3831  100  gmp  treated  WH  2/11/0 

3832  SO  gpm  treated .  2/  8/0 

3833  50  gpm  treated  WH  2/  8/0 

3834  10  gpm  treated .  2/10/0 

3893  Overnight  diff .  2/  7/0 
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The  treatment  solution  has  composition  of  20%  NaOH 
(sodium  hydroxide)  and  3%  Na2Si03  (sodium  silicate). 
Inciease  in  alkalinity  did  not  exceed  11  ppm.  Increase 
in  Si02  (silica  less  than  1  ppm).  At  the  rates  of  flow, 
the  ratio  of  Si02  in  treating  the  solution  was  too  slight 
to  show  up  in  tests. 

It  will  b^  noted  from  the  test  table  above  that  the 
analyses  of  the  samples  taken  show  that  the  treatment 
as  developed  by  this  apparatus  is  well  within  the  limita¬ 
tions  of  the  specifications  as  provided  in  Section  170 
of  the  Sanitary  Code. 

It  is  the  opinion  of  the  Interdepartmental  Committee, 
comprised  of  Messrs.  O.  J.  Burke,  B.  C.  Nesin,  C.  J. 
Wigley,  and  A.  N.  Aeryns  that  the  tests  of  the  chemical 
feeder  manufactured  by  the  Wilson  Company  and  to  be 
used  by  Feedwaters,  Inc.  of  New  York  City  (S.  &  A. 
Cal.  #203-46-SA)  show  that  this  apparatus  conforms 
to  Section  170  of  the  Sanitary  Code,  and  therefore  war¬ 
rants  consideration  for  approval  under  the  provisions  of 
that  Code. 


Recommendation 

As  a  result  of  these  inspections  and  tests  and  the 
opinion  of  the  Interdepartmental  Committee  herein 
mentioned,  the  Committee  on  Tests  of  the  Board  recom¬ 
mends  that  the  Wilson  Type-SP  Chemical  Feeder  for 
Water  Treatment  be  approved  for  use  in  New  York 
City  when  installed  and  operated  in  accordance  with 
this  report,  provided  the  device  has  a  label  reading: 
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“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  ^203-46-SA. 

BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  in  accordance  with  the  above 
report. 


Adjourned : 


4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JULY  23,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


RULES 

835-38-SR 

SUBJECT— Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be 
Applied  to  Prevent  Contamination  of  Water  Supply. 
APPEARANCES— 

Ormande  J.  Burke,  Martin  A.  McCue,  Modesto 
Callejo,  Gustave-  Keenan  and  John  Killian. 
ACTION  OF  BOARJD— Laid  over  to  September  10,  1946  at 
2  P.  M.  for  adoption. 


290-40-A 

APPLICANT— Theresa  E.  Di  Crocco,  for  Clara  H.  Brooks, 
lessee  (Mrs.  F.  McWilliams,  owner). 

SUBJECT— Application  reopened— April  17,  1945— re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 36  Haven  Esplanade,  northwest 
corner  of  Silver  Lake  road  (Block  126,  Lot  1), 
Silver  Lake,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (290-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  of  buildings,  premises  36  Haven  Esplanade, 
northwest  corner  of  Silver  Lake  road  (Block  No.  126,  Lot 
No.  1),  Silver  Lake,  Borough  of  Richmond,  was  granted  by 
the  Board  March  26,  1940,  on  certain  conditions,  and  the 
resolution  amended  on  October  8,  1940 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  17,  1945 ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 


Resolved,  that  the  appeal  be  and  it  hereby  is  dis>nissed 
for  lack  of  prosecution. 


382-43-A 

APPLICANT— Frank  A.  Barrera,  for  Edmund  L.  Palmieri 
(Executor  of  Estate  of  John  Palmieri),  owner. 
SUBJECT— Application  reopened  and  restored  to  calendar 
July  9,  1946— re  Appeal  from  a  decision  of  the 
borough  superintendent. 

PREMISES  AFFECTED— 150  Ocean  parkway,  west  side, 
395  ft.  south  of  Caton  avenue  (Block  5328,  Lot  30), 
Borough  of  Brooklyn. 

APPEARANCES—  jir  . 

For  Applicant:  Frank  A.  Barrera  and  Alfred  A. 

Lama.  ( 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Nellie  E.  Walsh,  Health 
Dept. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (382-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  150  Ocean  parkway,  west 
side  395  ft.  south  of  Caton  avenue  (Block  5328,  Lot  30), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  October 
19,  1943,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  January  Zb,  1944 
and  the  applicant  requested  a  further  amendment  of  the 
resolution ;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  on  July  9,  1946,  subject  to  usual  procedure;  and 
Whereas,  the  applicant  has  now  filed  a  decision  of  the 
borough  superintendent,  dated  June  14,  1946,  on  Alt.  Apphc. 
2523-46,  which  decision  reads  : 

“1.  The  change  in  occupancy  of  the  frame  building 
from  private  garage  and  caretakers  apartment  to  nurses 
quarters  and  office  is  contrary  to  the  Building  Code, 
Sec.  4.1.2  per  Section  2.1. 3. 5. 

2.  The  connection  of  two  frame  buildings  by  a 
metal  covered  passageway  is  contrary  to  the  Bldg. 
Code  Sec.  4.1.5.” 

Whereas,  the  applicant  has  filed  plans  marked  “Received 
June  27,  1946,”  three  sheets,  indicating  existing  conditions 
and  proposed  arrangement. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  19,  1943,  as 
amended  January  25,  1944,  so  that  as  amended,  the  resolution 
shall  rCcici  * 

“Resolved,  that  the  decision  of  the  borough  superin- 
tendent,  acting  on  Alt.  Applic.  2307-43,  objection  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area;  that  the  alterations  and 
protection  to  the  building  shall  be  provided  substantially 
as  proposed  and  as  indicated  on  revised  plans  filed  with 
the  Board  marked  ‘Received  October  13,  1943’ ;  that  the 
building  shall  be  occupied  only  as  proposed  and  to  the 
satisfaction  of  and  under  permit  issued  by  the  Depart¬ 
ment  of  Hospitals  and  as  indicated  on  plans,  with  no 
patients  located  above  the  second  floor ;  that  the  accessory 
building  at  the  rear,  a  former  stable,  shall  be  occupied 
only  as  permitted  under  the  Zoning  Resolution  as  acces¬ 
sory  to  the  residential  building;  that  this  variance  shall 
continue  for  a  term  of  fire  (5)  years  from  the  date  of 
this  resolution. 

Resolved  further,  that  the  decision  of  the  borough 
superintendent,  acting  on  Alt.  Applic.  2307-43,  Objections 
1  and  2,  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  *  *  *. 
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Resolved  further,  that  in  the  event  the  owner  desires  to 
remove  the  kitchen  from  the  main  building  and  place 
same  in  the  rear  building,  formerly  a  stable,  and  con¬ 
struct  an  enclosed  passage  between  such  buildings  as 
indicated  on  revised  plans  marked  ‘Received  June  27, 
1946,’  3  sheets,  and  also  to  remove  the  existing  main 
wood  staircase  within  .  the  building  and  substitute  a 
steel  stair,  and  also  to  use  the  three  rooms  on  the  third 
story  for  ambulatory  patients,  such  changes  may  be 
permitted  provided  all  other  requirements  of  the  resolu¬ 
tion  as  adopted  October  9,  1943  as  amended  January 
25,  1944  are  complied  with  and  the  exterior  iron  stair 
is  installed  as  shown  thereon,  and  an  additional  fire 
escape  on  the  southerly  side ;  that  the  main  stair  shall 
be  cut  off  the  stair  hall  by  enclosure  walls  with  fire¬ 
proof  self-closing  door  therein;  that  the  entire  building, 
including  the  passageway  and  rear  building,  shall  be 
protected  by  a  2-source  sprinkler  system ;  that  such 
sprinkler  system  shall  comply  with  the  requirements 
therefor,  and  in  addition  there  shall  be  a  sprinkler 
head  placed  within  2  ft.  of  the  center  of  each  window 
on  the  southerly  and  northerly  walls ;  that  both  build¬ 
ings  throughout  shall  be  resurfaced  on  the  exterior 
with  fireproof  surfacing  either  of  incombustible  shingles 
or  incombustible  siding  or  cement  stucco ;  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area;  that  all  the 
requirements  of  the  Department  of  Hospitals  shall  be 
immediately  complied  with;  that  a  certificate  of  oc¬ 
cupancy  shall  be  obtained;  that  such  portable  fire  fight¬ 
ing  appliance  shall  be  maintained  as  the  fire 
commissioner  shall  direct.” 


534-45-A 

APPLICANT — Henry  Nordheim,  for  Faivel  Weiler,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AP'FECTED — 205  Hewes  street,  north  side, 
187  ft.  6  in.  east  of  Lee  avenue  (Block  2206,  Lot 
55),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (534-45-A) 

Whereas,  Henry  Nordheim,  for  Feivel  Weiler,  owner, 
filed  September  6,  1945,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  205  Hewes  street,  north 
side,  187  ft.  6  in.  east  of  Lee  avenue  (Block  2206,  Lot  55), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  27,  1945,  on  Alt.  Application  2820-44,  reads: 
“1.  Changing  occupancy  from  residential  to  public 
use  in  a  3-story  and  basement,  Class  #3  structure  is 
contrary  to  Sections  2.1.3. 5  and  4.2.1  of  Building  Code. 
2.  Exits  to  comply  fully  with  Art.  #6.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories,  and  basement;  40  ft.  in  height;  19  ft.  6  in.  by  42  ft. 
in  area,  of  Class  3  construction;  erected  prior  to  1900; 
located  in  a  residence  use  B  area,  Class  lp2  height  district, 
and  used  and  occupied  as  a  one  family  dwelling ;  proposed 
to  be  used  and  occupied :  cellar,  storage  and  boiler  room ; 
basement,  dwelling,  one  family;  1st  floor,  divinity  school  for 
adults,  20  persons ;  2nd  floor,  reading  and  bookbinding 
rooms,  3  persons ;  3rd  floor,  chambers  for  instructor’s  family 
and  servants,  4  persons ;  that  the  building  is  equipped  with 
one  2  ft.  8  in.  wide  wood  stairs,  enclosed  in  partitions  of 
wood  studs,  lath  and  plaster,  equipped  with  wood  doors, 


which  are  not  self-closing  and  leading  direct  to  street,  and 
provided  with  a  ladder  and  scuttle  to  roof  and  proposed  to 
be  equipped  with  a  fire  escape  at  the  rear  extending  to  roof 
by  ladder  and  to  yard  by  ladder  with  egress  to  street  through 
basement  of  building  in  question  or  through  doors  in  ad¬ 
joining  fence;  and 

Whereas,  that  the  building  is  brick  and  is  as  safe  for 
the  proposed  purpose  as  it  would  be  as  a  private  residence ; 
that  with  the  proposed  exit  facilities  it  is  even  safer  than 
occupants  would  have  as  a  private  residence  in  which  as 
many  people  could  reside  spending  many  more  hours  therein 
than  would  scholars  in  the  school ;  that  the  classroom  on  the 
first  story,  7  ft.  above  street  level,  is  an  advantage;  that 
this  room  is  entirely  enclosed  by  plastered  partitions  with 
a  5  ft.  door  to  hall ;  that  there  are  two  large  windows  at 
the  front  and  two  at  the  rear  of  this  room ;  that  a  new  fire 
escape  is  proposed  for  all  floors  to  afford  a  second  means 
of  egress  for  those  in  the  reading  rooms  on  the  2nd  floor 
and  for  the  family  on  the  third  floor;  that  there  is  a  door 
in  a  fence  leading  to  adjoining  yard;  that  the  instructor  will 
occupy  the  apartment  comprised  of  the  two  basement  rooms 
and  the  four  chambers  on  the  third  floor  with  such  servants 
as  he  requires ;  and 

Whereas,  the  applicant  has  filed  copy  of  violation  No. 
4270/44  issued  for  converting  the  building  for  synagogue 
use  without  obtaining  a  certificate  of  occupancy ;  and 
Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2820-44  objections  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area;  that  it  shall  be  occupied  only  as  herein 
proposed;  that  a  sprinkler  system  shall  be  installed  and 
maintained  throughout  the  building;  that  the  rear  frame  ex¬ 
tension  on  the  building  shall  be  entirely  removed  and  the 
proposed  fire  escape  with  drop  ladder  to  yard  shall  be  main¬ 
tained  ;  that  in  addition  there  shall  be  maintained  a  door  in 
the  yard  fence  providing  an  exit  to  the  adjoining  premises; 
that  this  variance  shall  continue  only  so  long  as  the  build¬ 
ing  is  occupied  as  proposed  and  its  occupancy  is  not  ex¬ 
ceeded;  that  the  occupancy  of  the  building  shall  be  for 
adults  only,  as  proposed  and  shall  comply  in  all  other  respects 
with  all  laws  and  rules  applicable  to  the  building  and  oc¬ 
cupancy. 

217-46-A 

APPLICANT— James  E.  Casale,  for  Random  House, 
owner. 

SLTBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 457  Madison  avenue,  and  22 
East  51st  street,  southeast  corner  (5th  and  6th 
floors);  (Block  1282,  Lots  50-52),  Borough  of 
Manhattan. 

\ PPEAR AN CES — 

For  Applicant:  James  E.  Casale. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  TON  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (217-46-A) 

Whereas,  Tames  E.  Casale,  for  Random  House,  owner, 
filed  March  27,  1946  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  affecting  premises  457  Madison  avenue 
and  22  East  51st  street,  southeast  corner,  5th  and  6th  floors 
(Block  1282,  lots  50-52),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  February  25,  1946  on  Alt.  Applic.  357-46  reads: 

“1.  Roof  to  be  of  fireproof  construction.  4.2.1. 3.2.1.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  6 
stories,  70  ft.  in  height,  46  ft.  by  76  ft.  in  area,  of  class 
3  construction,  erected  in  1903,  located  in  a  restricted  retail 
use  B  area  class  1)4  height  district  and  used  and  occupied 
since  1942  as  offices  for  French  relief,  20  persons  on  the 
1st,  20  persons  on  the  2nd,  10  on  the  3rd,  10  on  the  4th, 
5  on  the  5th  and  5  persons  on  the  6th  floor,  proposed  to  be 
used  and  occupied  as  Random  House  offices  with  20  per¬ 
sons  on  the  1st,  20  on  the  2nd,  10  on  the  3rd,  and  5  each 
on  the  4th,  5th  and  6th  floors ;  that  the  building  is  equipped 
with  three  3  ft.  8  in.  wide  iron  stairs  enclosed  in  t.c.  blocks, 
equipped  with  kalamein  doors  which  are  self-closing  and 
leading  direct  to  street  and  not  to  roof ;  and 
Whereas,  C.O.  9510  issued  April  29,  1925  permits  the 
use  of  the  building  as  a  private  dwelling;  and 

Weiereas,  the  applicant  contends  that  permission  is  re¬ 
quested  for  the  use  of  the  5th  floor  as  executive  offices 
and  the  6th  floor  for  superintendent’s  apartment;  that  the 
building  was  converted  in  1922  from  a  non-fireproof  build¬ 
ing  with  steel  beams  and  reinforced  concrete  floors  and  t.c. 
block  partitions  with  the  exclusion  of  the  trussed  roof  which 
is  classed  as  a  slow  burning  construction;  that  the  roof 
trusses  have  been  covered  with  plaster  and  cement,  mortar ; 
that  the  borough  superintendent  classifies  the  building  as 
non-fireproof  due  to  the  fact  that  the  roof  is  not  of  fire¬ 
proof  material  and  will  not  permit  the  upper  two  floors  of 
the  building  to  be  used  as  offices ;  that  the  building  now 
contains  two  stairs  but  due  to  the  fact  that  they  are  not 
remote  from  one  another  an  additional  fireproof  stairway 
will  be  installed  remote  from  the  existing  stairway;  that 
it  is  requested  that  the  Board  grant  permission  to  leave  the 
existing  roof  construction  and  permit  the  use  of  the  upper 
two  floors  as  proposed  in  view  of  the  fact  that  the  wood 
trusses  are  all  slow  burning  and  have  been  fire  retarded 
with  wire  lath  and  cement  mortar. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  357-46,  Objection  1,  be  and.  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  the  existing  roof  construction  shall  be  pro¬ 
tected  as  proposed ;  that  the  attic  space  under  the  roof  shall 
not  be  occupied ;  that  the  existing  stairway  shall  have  en¬ 
closures  on  each  floor  through  which  the  stair  runs,  namely, 
third  to  fifth  floors,  inclusive;  that  this  variance  shall  be 
granted  only  so  long  as  the  building  is  occupied  for  office 
occupancy  for  a  single  tenant  as  proposed;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


236-46-A 

APPLICANT — Eberhard  Faber  Pencil  Co.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 59  Kent  street,  north  side,  101 
ft.  east  of  West  street  (also  known  as  37-69  Green- 
point  avenue),  (4th  floor,  Building  19)  ;  (Block 
2549,  Lots  1-3-33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  E.  R.  Bayles  and  William  Graf. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (236-46-A) 

Whereas,  Eberhard  Faber  Pencil  Company,  owner,  filed 
March  20,  1946,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  59  Kent  street,  north  side,  101  ft.  of 
West  street  (Block  2549,  Lots  1,  3  and  33),  4th  floor 
(Building  No.  19),  Borough  of  Brooklyn;  and  ._ 

Whereas,  the  decision  of  the  fire  commissioner  dated 
March  8,  1946,  reads : 


“In  response  to  your  letter  of  March  6th  you  will 
please  be  advised  that  the  Fire  Commissioner  is  with¬ 
out  authority  to  grant  permission  for  your  employees 
to  smoke  in  any  section  or  space  of  your  factory  build¬ 
ing.  Therefore,  your  application  for  a  permit  must  be 
denied. 

The  law  is  mandatory  in  this  respect  and  may  be 
modified  only  by  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  |s  five 
stories,  60  ft.  in  height ;  75  ft.  by  90  ft.  in  area,  of  Class  3 
construction;  erected  1909;  located  in  an  unrestricted  use 
A  area,  Class  2  height  district,  and  used  for  the  manufac¬ 
ture  of  pencils  on  the  1st,  2nd  and  3rd  floors,  with  an  oc¬ 
cupancy  of  12  persons  on  the  1st,  20  on  the  2nd  and  30  on 
the  3rd;  4th  floor,  storage,  8  persons;  5th  floor,  office,  40 
persons;  that  the  building  is  equipped  with  a  two  source 
sprinkler  system  throughout,  approved  standpipe  system  and 
an  A.D.T.  Alarm  on  the  sprinkler  system ;  that  the  building 
is  equipped  with  one  interior  stairs  and  one  fire  tower  of 
steel  construction,  brick  enclosed,  equipped  with  fireproof 
doors,  which  are  not  self-closing  and  leading  to  roof  and 
to  street;  that  two  fire  escapes  leading  to  roof  by  stair,  to 
street  by  ladder  and  to  yard  by  stairs;  that  egress  from 
yard  through  adjoining  building  to  street;  that  windows  and 
doors  on  the  course  of  the  fire  escape  are  not  fireproof  self¬ 
closing  ;  that  egress  can  also  be  had  by  means  of  two 
bridges  to  adjoining  building  at  4th  floor;  and 

Whereas,  the  applicant  contends  that  it  is  desirous  of 
building  approved  smoking  rooms  for  employees  so  that 
the  employees  will  have  an  opportunity  to  smoke  after  their 
noon-day  meal;  that  the  present  conditions  are  not  satis¬ 
factory  as  the  employees  are  to  stand  on  the  sidewalk  or  in 
the  stairways  to  smoke ;  that  in  order  to  eliminate  this  con¬ 
dition  permission  is  requested  to  build  a  room  as  are  in¬ 
dicated  on  drawings  filed  with  this  appeal  and  to  permit 
smoking  therein. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
March  8,  1946,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  smoking 
shall  not  be  carried  on  in  any  portion  of  the  building  other 
than  on  the  4th  floor  of  Bldg.  19,  as  indicated  on  plans 
filed  with  this  appeal,  marked  “Received  March  29,  1946” 
(2  sheets)  ;  that  the  room  in  which  said  smoking  is  per¬ 
mitted  shall  be  constructed  as  shown  on  such  plans ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained 
therein  as  the  fire  commissioner  shall  direct ;  that  such 
receptacles  for  smokers’  refuse  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  and  that  such  signs  shall  be 
posted  as  to  permitted  smoking  as  he  shall  direct ;  that  the 
standpipe  system  and  fire  alarm  system  in  connection  with 
the  two-source  sprinkler  system  shall  be  maintained  in 
accordance  with  the  requirements  therefor ;  and  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


351-46-A 

APPLICANT— Henry  George  Greene,  for  Polly  Realty 
Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 45-51  Lispenard  street,  north 
side,  245  ft.  8)4  in-  west  of  Broadway  (Block  210, 
Lot  26),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 
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THE  RESOLUTION  (351-46-A) 

Whereas,  Henry  George  Greene,  for  Polly  Realty  Cor¬ 
poration,  owner,  filed  May  13,  1946  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  45-51 
Lispenard  street,  north  side,  245  ft.  west  of  Broadway 

(Block  210,  lot  26),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 

dated  April  15,  1946  on  Alt.  Applic.  589-46  reads: 

“1.  The  arrangement  of  exits  are  not  acceptable  as 
they  do  not  comply  with  Sec.  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  9 

stories,  100  ft.  in  height,  91  ft.  by  49  ft.  in  area,  of  class  1 

construction,  erected  in  1895,  located  in  an  unrestricted  use 
B  area  class  2  height  district  and  used  throughout  as  a 
factory  with  a  maximum  occupancy  of  40  persons  per  floor 
above  the  first  store  floor  and  proposed  to  be  used  and  occu¬ 
pied  throughout  as  a  factory  above  the  first  floor  with  60 
persons  per  floor.  The  building  is  proposed  to  be  equipped 
with  two  interior  steel  stairs  from  roof  bulkhead  direct  to 
street,  enclosed  in  partitions  of  t.c.  blocks,  equipped  with  fire¬ 
proof  self-closing  doors  and  one  fire  escape  on  Lispenard 
street  front  extending  to  street  by  counterbalanced  stairs; 
that  windows  and  doors  on  the  course  of  the  fire  escape  are 
fireproof  self-closing;  and 

Whereas,  C.O.  19827  issued  August  24,  1934  upon  com¬ 
pletion  of  Alt.  157-34  permits  the  use  of  the  first  floor  for 
stores,  2nd  to  9th  floors  for  factory,  with  58  persons  on  the 
2nd,  45  on  the  3rd,  41  on  the  4th,  53  on  the  5th  and  45  persons 
each  on  the  6th  to  9th  floors  inclusive ;  and 

Whereas,  the  applicant  states  further  that  the  existing 
building  is  provided  with  one  fireproof  enclosed  stairway 
and  a  fire  escape;  that  it  is  proposed  to  construct  a  four 
story  addition,  to  install  an  additional  3  ft.  8  in.  stairway  in 
full  compliance  with  the  Labor  Law  and  to  construct  an 
opening  between  the  old  and  new  building  at  each  floor, 
such  opening  to  be  3  ft.  8  in.  wide  connecting  the  ©Id  and 
new  stairhalls;  that  the  new  extension  will  be  erected  of 
fireproof  material  throughout;  that  the  tenants  of  the  new 
portion  will  have  access  to  the  new  stairway  and  to  the 
existing  stairway  in  the  present  building;  that  the  tenants 
of  the  existing  building  will  have  access  to  three  means  of 
egress  when  this  additional  wing  has  been  completed;  and 
Whereas,  the  applicant  contends  that  the  proposed  oc¬ 
cupancy  of  the  upper  floors  in  the  new  wing  will  be  light; 
that  the  combined  occupancy  of  the  entire  building  as  com¬ 
pleted  will  not  tax  the  capacity  of  the  combined  exits;  that 
the  total  area  to  be  added  to  the  present  building  is  less 
than  4,000  sq.  ft.  per  floor ;  and 
W  hereas,  under  Cal.  327- 24- S  the  Board  granted  a  varia¬ 
tion  of  the  requirements  of  the  Labor  Law  and  accepted 
the  then  existing  egress  from  the  termination  of  the  fire  es¬ 
cape  of  the  building  in  question  through  312  Canal  Street, 
in  which  building  an  enclosed  passageway  was  provided  to 
the  street ;  and 

Whereas,  such  action  by  the  Board  was  predicated  on 
prior  acceptance  by  the  Labor  Department ;  and 
Whereas,  under  Alt.  157-34  the  exit  conditions  were 
changed  to  those  now  existing  by  the  removal  of  the  out¬ 
side  rear  stairs  and  the  instalation  of  a  new  front  fire  escape 
to  comply  with  the  Labor  Law  with  fireproof  windows  on 
the  course  thereof ;  and 

Whereas,  these  premises  were  inspected  by  a  committee 

of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  of  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  589-46,  objection  1,  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  existing  stair  in 
the  building  facing  on  Lispenard  street  and  the  proposed 
stair  in  the  proposed  building  facing  Canal  street,  as  shown 
on  revised  plan  marked  “Received  July  9,  1946”,  may  be 
accepted,  provided  such  stairways  are  separated  from  each 
other  and  are  enclosed  on  all  floors  above  grade  with  par¬ 
titions  meeting  the  requirements  and  having  fireproof,  self¬ 


closing  doors;  that  exits  from  such  stairway  shall  be  main¬ 
tained  as  proposed  both  from  Lispenard  and  Canal  streets 
with  a  supplementary  corridor  on  the  upper  floors  provided 
in  the  Canal  street  portion  in  the  event  the  space  is  rented 
to  more  than  one  tenant,  so  as  to  comply  with  the  require¬ 
ments  of  the  Labor  Law  for  two  exits  from  each  such 
space ;  that  the  existing  fire  escape  on  the  Lispenard  street 
side  shall  be  maintained  with  connection  to  roof ;  and  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


391-46-A 

APPLICANT — Melvin  E.  Kessler,  for  Magnani  Statuary 
Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED — 236-238  West  40th  street,  south 
side,  254  ft.  4pS  in.  west  of  7th  avenue  (Block  789, 
Lot  60),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Melvin  E.  Kessler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob'  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN,  RESTORE  TO  CALENDAR 
AND  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  o 

THE  RESOLUTION  (391-46-A) 

Whereas,  S.  J.  Kessler  and  Sons,  for  Magnani  Statuary 
Company,  owner,  filed  May  29,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
236-238  West  40th  street,  south  side,  254  ft.  4 in.  west 
of  7th  avenue  (Block  789,  Lot  60),  Borough  of  Manhattan; 
and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  on  July  9.  1946;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  29,  1946,  on  amendment  to  Alt.  Applic.  646-46, 
reads : 

“1.  Repeat.  Bldg,  should  comply  with  sec.  270  of 
Labor  Law  as  three  story  rear  extension  added  under 
Alt.  1625-1916  deemed  to  constitute  a  bldg,  erected  after 

Oct.  1,  1913.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(38  ft.)  in  height,  40  ft.  by  93  ft.  in  area,  Class  3  con¬ 
struction,  erected  prior  to  1900  and  located  on  a  lot  40  by 
98  ft.  9  in.  in  area,  located  in  an  unrestricted,  B  area.  Class 
2  height  district;  and  used  and  occupied  since  1916:  Cellar, 
storage;  1st  fl.,  storage;  2nd  floor,  warehouse;  3rd  floor, 
warehouse ;  proposed  to  be  used  and  occupied :  Cellar,  boiler- 
room  and  storage;  1st  floor,  show  room,  shipping  and  fac- 
tory,  8  persons;  2nd  floor,  offices,  incidental  manufacturing, 

9  persons;  3rd  floor,  offices  and  incidental  manufacturing, 

9  persons;  that  the  building  is  to  be  used  for  the  manufac¬ 
turing  of  mannequins;  that  the  building  is  equipped  with 
two  3  ft.  4  in.  wide  wood  stairs,  enclosed  in  partitions  of 
wood  studs  surfaced  with  metal  lath  and  cement  plaster, 
.equipped  with  ;?4  hour  test,  self-closing  doors  and  leading 
directly  to  street;  that  one  stairs  lead  to  roof  and  one  is 
provided  with  a  ladder  and  scuttle;  and 
‘  Whereas,  the  applicant  contends  that  the  premises  will  be 
occupied  by  the  owners,  manufacturing  mannequins  and  at 
no  time  will  there  be  more  than  fourteen  persons  engaged 
in  manufacturing  in  any  part  of  the  premises;  that  the 
number  of  occupants  in  the  building  will  not  be  increased 
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and  eighteen  persons  may  be  employed  above  the  ground 
floor  and  the  two  existing  stairways  are  ample  to  safeguard 
the  maximum  number  of  employees. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Aplic.  646-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  existing  means  of  exit  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  May  29,  1946,” 
5  sheets,  and  both  leading  directly  to  street,  shall  be  main¬ 
tained;  that  one  such  stair  shall  lead  to  roof  as  shown  and 
in  the  other  stairhall  there  shall  be  a  double  rung  steel 
ladder  leading  to  a  scuttle  to  the  roof ;  that  the  scuttle  shall 
be  equipped  with  an  easy  opening  device;  that  the  number 
of  occupants  in  the  building  shall  not  exceed  the  number 
proposed;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


393-46-A 

APPLICANT— William  R.  Meyer,  for  Colonial  Air  Lines, 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 39-41  East  50th  street,  north 
side,  111  ft.  west  of  Park  avenue  (Block  1286,  Lots 
31  and  31^4),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Ferdinand  Klebold. 

For  Administration  :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (393-46-A) 

Whereas,  William  T.  Meyer,  for  Colonial  Air  Lines, 
Incorporated,  filed  May  29,  1946,  an  appeal  from  a,  decision 
of  the  borough  superintendent  affecting  39-41  East  50th 
street,  north  side,  111  ft.  west  of  Park  avenue  (Block 
1286,  Lots  31  and  31^4)  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
June  10,  1946,  on  Alt.  Applic.  473-46,  reads: 

“2.  Proposed  change  of  use  would  require  buildmg 
to  be  a  fireproof  building  throughout  in  conformity  with 
C26-254  (Subd.  a)  of  the  Adm.  Code.” 

and  . 

Whereas,  the  applicant  states  the  building  is  6  stones, 
74  ft.  in  height;  44  ft.  by  100  ft.  5  in.  in  area,  of  Class  3 
construction ;  erected  1909 ;  located  in  a  retail  use  B  area, 
Class  2  height  district  and  used  and  occupied  since  1943  as 
a  club  house. with  a  total  occupancy  of  400  persons  through¬ 
out  and  proposed  to  be  used  and  occupied  as  follows :  cellar, 
storage  and  kitchen,  10  persons;  1st  floor,  restaurant  and 
lobby  300  persons;  2nd,  3rd,  4th  and  5th  floors,  offices,  60 
persons  each ;  6th  floor,  one  4  room  apartment ;  that  the 
building  will  be  equipped  with  a  sprinkler  system  through¬ 
out  and  a  standpipe  system;  that  the  building  is  equipped 
with  an  interior  fire  alarm  system  and  regular  monthly  fire 
drills  are  maintained;  that  the  building  is  provided  with 
one  3  ft.  8  in.  steel  and  cement  stairs  equipped  with  6  in. 
cinder  block  enclosure  with  one  hour  self-closing  fireproof 
doors  and  leading  from  roof  bulkhead  direct  to  street  and 
one  fire  escape  at  rear  leading  to  roof  by  ladder  and  to  yard 
by  ladder  with  egress  to  street  through  fireproof  passage 
from  cellar ;  that  windows  and  doors  on  the  course  of  the  fire 
escape  are  not  fireproof  self-closing;  and 

Whereas,  C.  O.  30695,  issued  January,  1945,  for  41  East 
50th  street,  permits  the  following  use  and  occupancy:  Celler, 
storage;  1st  floor  and  mezzanine,  store,  retail  business,  140 
persons;  2nd  floor,  retail  business,  70  persons,  110  lb.  live 
load;  3rd,  4th,  5th  floors  and  pent  house  to  remain  vacant; 
and 


Whereas,  the  applicant  contends  that  this  is  an  existing 
building  occupied  as  a  club  house  which  is  a  public  use; 
that  it  is  proposed  to  remove  the  existing  wood  partitions 
forming  the  walls  of  various  rooms,  to  install  new  fireproof 
stairs  with  fireproof  doors  throughout,  to  clean  out  all  wood 
base  and  trim  and  replace  same  with  fireproof  materials  and 
replace  the  entire  first  floor  with  Class  A  construction ;  that 
the  building  will  be  equipped  with  a  100%  sprinkler  system 
and  regular  monthly  fire  drills  will  be  maintained ;  that  a 
standpipe  system  will  be  installed ;  that  it  is  believed  that 
the  changing  of  the  use  of  the  building  from  a  club  house 
building  to  office  use  will  be  an  improvement;  that  it  is 
therefore  requested  the  owner  be  relieved  of  the  hardship  of 
complying  with  the  requirements  of  the  borough  superin¬ 
tendent;  arid 

Whereas,  the  applicants  answer  to  Item  D  of  the  appeal 
form  wherein  it  is  stated  “present  use  of  club  house  started 
in  1943”  is  at  variance  with  the  issuance  of  the  CO  on 
January  11,  1945,  permitting  the  use  of  the  building  for 
store  and  retail  business. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  473-46,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  two  buildings  now  located  at  39-41 
East  50th  street,  as  proposed  to  be  consolidated  shall  not  be 
increased  in  height  or  area ;  that  a  sprinkler  system  and 
standpipe  system  complying  with  the  requirements  therefor 
shall  be  installed  and  maintained  throughout  the  building 
and  that  an  interior  fire  alarm  system  and  monthly  fire  drills 
shall  be  maintained;  that  windows  along  the  course  of  the 
fire-escape  shall  be  fireproof,  self  closing;  and  that  m  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


406-46-A 

APPLJ  CANT— Lama  and  Proskauer,  for  Metropolitan 
Eastern  Pipe  and  Nipple  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 603-613  Dean  street,  north  side, 
246  ft.  6  in.  east  of  Carlton  avenue  (Block  1129, 
Lot  76),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . . 0 

THE  RESOLUTION  (406-46-A) 

Whereas,  Lama  and  Proskauer,  for  Metropolitan  East¬ 
ern  Pipe  and  Nipple  Corp.,  owner,  filed  June  4,  1946  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  603-613  Dean  street,  north  side,  246  ft.  6  in. 
east  of  Carlton  avenue  (Block  1129,  Lot  76),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  22,  1946  on  Alt.  Applic.  3599-45  reads: 

“1.  Provide  two  means  of  egress  from  each  floor 
complying  with  the  requirements  of  Sec.  270  of  the 
Labor  Law.  Note :  Building  was  materially  and  con¬ 
siderably  altered  under  Alt.  10078-28.” 
and  . 

Whereas,  the  applicant  states  that  the  building  is  2 
stories,  24  ft.  in  height,  100  ft.  by  110  ft.  in  area,  of  class 
3  construction,  erected  in  1902,  altered  in  1911  and  1928, 
located  in  an  unrestricted  use  C  area  class  1J4  height  dis¬ 
trict  and  used  and  occupied  since  1944  as  follows:  basement 
— pipe  threading — 14  persons;  1st  floor — office,  factory  and 
storage — 10  persons;  that  the  building  is  equipped  with  a 
standpipe  system,  one  interior  4  ft.  wide  iron  stairs,  enclosed 
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in  t.c.  block  partitions,  equipped  with  fireproof  self-closing 
doors  and  leading  direct  to  street,  provided  with  a  ladder 
and  scuttle  to  roof;  and 

Whereas,  the  applicant  contends  that  the  building  is  used 
for  a  public  garage  under  permit  10078-28  and  CO.  56996; 
that  prior  to  the  alteration  of  this  building  there  was  on  the 
same  site  a  factory  erected  in  1902,  3  stories  in  height,  100 
ft.  by  50  ft.  in  area,  at  the  rear  of  the  lot;  that  during  the 
war  the  garage  was  converted  to  its  present  use  without 
obtaining  a  C.O. ;  that  it  is  requested  that  the  Board  modify 
section  270  of  the  Labor  Law  to  permit  the  existing  ramp 
to  be  used  as  a  secondary  means  of  exit  from  the  1st  floor 
to  the  street;  that  the  ramp  has  10  deg.  pitch;  that  the 
1st  floor  will  be  occupied  by  not  more  than  8  men  as  it  is 
intended  to  use  this  area  mostly  for  storage  of  materials ; 
that  in  addition  to  the  ramp  there  is  a  4  ft.  wide  fireproof 
enclosed  iron  stairs  leading  direct  to  street  and  stationary 
iron  ladder  and  scuttle  to  roof ;  that  the  adjoining  buildings 
are  approximately  the  same  height  as  the  building  in  ques¬ 
tion  ;  and 

Whereas,  C.O.  56996  issued  July  20,  1929  permits  (he 
use  of  the  building  as  a  public  garage  for  more  than  five 
cars. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  3599-45,  objection  1,  be  and  it  hereby 
is  modified  and  a  variation  of  the  Labor  Law  is  hereby 
granted  on  condition  that  the  primary  means  of  exit  shall 
be  maintained  as  proposed  and  in  addition  there  shall  be 
within  the  enclosure  at  the  second  floor  platform  a  double¬ 
rung  steel  ladder  leading  to  scuttle  in  the  roof ;  that  such 
scuttle  shall  be  equipped  with  an  easy-opening  device ;  that 
the  existing  scuttle  to  ladder  to  roof  shown  at  the  north¬ 
east  corner  shall  be  maintained ;  that  the  ramp  shall  not 
be  considered  a  lawful  means  of  exit;  that  there  shall  be 
installed  on  the  front  of  the  building  a  balcony  with  a 
counterbalanced  ladder  to  the  street,  serving  as  a  second 
means  of  exit ;  that  the  building  shall  not  be  increased  in 
height  or  area;  and  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


419-46-A 

APPLICANT — Fairchild  Camera  and  Instrument  Corp., 
for  Estelle  Van  Wagner,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 135-01  89th  avenue,  north  side, 
150  ft.  west  of  Van  Wyck  boulevard  (Block  9342, 
Lot  59),  lamaica,  Borough  of  Queens, 
i  APPEARANCES— 

For  Applicant :  William  N.  Keenan  and  Leroy  S. 
Smithers. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied, 
i  THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

THE  RESOLUTION  (419-46-A) 

Whereas,  Fairchild  Camera  and  Instrument  Corporation, 
owner,  filed  May  28,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  135-01  89th  avenue,  north 
side,  150  ft.  west  of  Van  Wyck  boulevard  (Block  9342,  Lot 
59),  Jamaica,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
i  dated  May  17,  1946,  on  Alt.  Applic.  980-46,  reads: 

“1.  The  conversion  of  a  frame  residence  building  to 
.  office  use,  is  contrary  to  Sec.  4.2.1  of  the  Building  Code 
— not  further  examined. 

2.  A  stairway,  3  ft.  wide,  enclosed  by  partitions  of 
one  hour  rating,  njust  lead  from  the  2nd  story  direct  to 
the  extension  (Sec.  6.1.2.2.3-2  and  Sec.  6.4.1.2.-1 — Build¬ 
ing  Code.” 


and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
36  ft.  in  height ;  21  ft.  by  40  ft.  in  area,  of  Class  4  construe-’ 
tion;  erected  1918;  located  in  an  unrestricted  use,  C  area, 
Class  \y2  height  district  and  used  as  a  dwelling  for  one 
family  and  proposed  to  be  used  and  occupied:  cellar,  storage 
and  boiler  room;  1st  floor,  office  and  laboratory  space,  9  per¬ 
sons;  2nd  floor,  office  and  laboratory  space,  6  persons;  3rd 
floor,  storage;  that  the  building  is  provided  with  one  3  ft. 
4  in.  wide  wood  stairs,  enclosed  in  frame  partitions,  equipped 
with  doors  which  are  not  self-closing;  and 
,  Whereas,  the  applicant  contends  that  it  is  the  owner  of 
the  adjacent  factory  building;  that  there  is  an  immediate  need 
for  additional  space  near  the  plant  to  provide  office  space  for 
handling  engineering  phases  of  increased  government  and 
civilian  production;  that  the  work  to  be  performed  in  the 
building  in  question  will  consist  mainly  of  drafting,  designing 
plans,  specifications  and  models  of  instruments  to  be  manu¬ 
factured  in  the  main  plant ;  that  no  actual  manufacturing  will 
be  conducted  on  the  premises,  except  that  it  may  be  necessary 
occasionally  to  use  a  drill  press  and  a  lathe;  that  the  attic 
and  cellar  will  be  reserved  for  storage  space  only;  that  in 
the  work  that  will  be  performed  in  the  building  there  will  be 
no  necessity  for  using  combustible  materials. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  980-46,  objections  1  and  2,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


422-46-A 

APPLICANT — David  Weinberg,  for  French  Bootery,  Inc., 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
July  16,  1946 — Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent ;  previously  withdrawn. 
PREMISES  AFFECTED — 19  East  57th  street,  north  side, 
72  ft.  west  of  Madison  avenue  (Block  1293,  Lot  14), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  David  Weinberg. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  q 

THE  RESOLUTION  (422-46-A) 

Whereas,  David  Weinberg,  for  French  Bootery,  Inc., 
owner,  filed  June  11,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises:  19  East  57th 
street,  north  side,  72  ft.  west  of  Madison  avenue  (Block 
1293,  Lot  14),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  May  29,  1946,  on  Alt.  Applic.  930-46,  reads: 

“4.  Building  to  be  fireproof  4.2.1. 

5.  Provide  two  stairs  as  occupancy  of  beauty  parlor 
is  assumed  at  over  one  in  fifty  square  feet.  (6  1223 
Par.  2).” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  anfl  mezzanine,  61  ft.  10  in.  in  height,  23  ft.  by  90  ft. 

6  in.  in  area,  of  Class  3  construction,  on  a  lot  23  ft.  by 
100  ft.  6  in.  in  area,  erected  in  1873,  located  in  a  restricted 
retail  use,  B  area,  Class  \]/2  height  district,  equipped  with  a 
M.  D.  type  sprinkler  system  in  stairhall ;  and  used  and 
occupied  as  follows:  Cellar,  storage  and  boilerroom,  two 
persons;  1st  floor,  store,  10  persons;  mezzanine,  store,  10 
persons;  3rd  floor,  changed  to  2nd  fl.  apartments;  4th  (1., 
changed  to  3rd  floor  apartments ;  5th  floor,  changed  to  4th 
floor  apartments;  6th  floor,  changed  to  5th  fl.  apartments; 
proposed  to  be  used  and  occupied  upon  completion  of  altera¬ 
tion :  Cellar,  storage,  2  persons;  1st  fl.,  store,  10  persons; 
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mezzanine,  office  and  stock,  6  persons ;  2nd  floor,  beauty 
parlor,  45  persons;  3rd,  4th  and  5th  floors,  offices,  20  per¬ 
sons  each ;  that  the  building  is  equipped  with  one  3  ft.  wide 
steel  stairs,  fire-'retarded  enclosure,  equipped  with  one-hour 
self-closing  fireproof  doors,  leading  directly  to  street  and  to 
roof ;  and 

Whereas,  the  applicant  contends  it  is  proposed  to  use  the 
major  part  of  the  2nd  floor  and  create  a  mezzanine  approxi¬ 
mately  23  ft.  by  28  ft.  in  area,  resulting  in  a  technical  re¬ 
duction  in  the  number  of  stories  from  6  to  five  and  mez¬ 
zanine;  the  first  floor  will  be  used  by  the  owners  of  the 
shoe  store  and  the  mezzanine  used  in  conjunction  with  this 
store  for  office  and  stock ;  the  2nd  floor  will  be  used  as  a 
beauty  parlor  and  the  3d,  4th  and  5th  floors  as  offices;  that 
the  building,  not  exceeding  2500  square  ft.  in  area  nor  75  it. 
in  height,  requires  only  one  stairway  when  the  occupancy 
of  any  floor  above  grade  is  one  person  for  each  50  sq.  ft. 
or  more  of  floor  area;  that  the  objection  of  the  borough 
superintendent  is  based  on  the  assumption  that  the  occupancy 
will  be  more  than  one  in  50  sq.  ft. ;  that  the  proposed  beauty 
parlor  use  could  be  allowed  in  an  office  building  where  the 
occupancy  is  assumed  as  one  person  in  100  sq.  ft.  and  there¬ 
fore  one  stairway  is  permitted;  and 

Whereas,  the  applicant  contends  as  to  Objection  4  that 
the  building  was  erected  in  1873  as  a  private  dwelling  and 
altered  in  1910  to  stores  and  apartments  and  again  in  1926 
by  converting  the  2nd  floor  to  business  use;  that  in  view  of 
the  fact  the  building  was  a  converted  dwelling,  the  sprinkler 
system  was  installed  throughout  the  public  halls  in  1933 ;  that 
the  present  sprinkler  system  will  be  altered  and  maintained 
in  the  public  halls  and  each  side  of  hall  partitions  and  hall 
ceilings  will  be  fire-retarded  and  partitions  fire-stopped ;  that 
the  present  wood  stairs  will  be  replaced  with  3  ft.  wide  steel 
stairs  extending  to  roof ;  all  doors  from  business  spaces,  to 
public  halls  will  be  equipped  with  one  hour  test  opening- 
protective  assemblies ;  that  the  ceilings  of  each  floor  through¬ 
out  the  building  will  be  fire-retarded  with  rock  lath  and 
cement  plaster,  thus  creating  a  one-hour  fire  resistive  rating ; 
with  the  additional  precaution  of  the  sprinkler  system  in 
the  public  halls;  and  contends  as  to  objection  5,  that  the 
occupancy  will  not  be  of  a  hazardous  nature  and  since  the 
small  area  of  the  building  limits  the  human  occupancy  to  a 
minimum  and  the  proposed  occupancy  will  be  within  the 
stair  capacity  computed  under  the  Building  Code,  the  pro¬ 
posed  occupancy  under  the  conditions  proposed  will  present 
a  much  safer  condition  than  the  previously  permitted 
occupancy. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  930-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  4,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  shall  be  arranged  and  occupied  sub¬ 
stantially  as  proposed  and  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  June  1,  1946”,  as  to  Objection 
5,  that  the  exits  as  thereon  shown  protected  by  sprinkler 
system  shall  be  maintained ;  that  there  shall  be  no  factory 
work  carried  on  within  the  building ;  that  in  addition  to  the 
exits  shown,  there  shall  be  installed  a  fire  escape  on  the 
rear  of  the  building  connecting  with  the  fire-proof  passage¬ 
way  through  to  the  street;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  including  the  requirements  of 
the  zoning  resolution  as  to  area  of  the  proposed  ^extension. 


494-46-A 

APPLICANT— Emil  Koeppel,  for  R.  and  R.  Garage  Corp., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 205-207  State  street,  north  side, 
170  ft.  2y%  in.  west  of  Boerum  place  (3rd  floor)  ; 
(Block  271,  Lot  8),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Bruno  Koeppel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (494-46-A) 

Whereas,  Emil  Koeppel,  for  R.  and  R.  Garage  Corp., 
owner,  filed  July  1,  1946  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  205-207  State 
street,  north  side,  170  ft.  2 5/s  in.  west  of  Boerum  place,  3rd 
floor  (Block  271,  Lot  8),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
June  28,  1946  on  Alt.  Applic.  970-46  reads: 

“1.  As  building  was  materially  and  substantially 
altered  under  Alt.  8759-19  provide  two  means  of  egress 
from  each  floor  complying  with  Sect.  270  of  the  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories, 
33  ft.  in  height,  50  ft.  6  in.  by  132  ft.  11  in.  in  area  at  1st 
floor,  50  ft.  6  in.  by  127  ft.  in  area,  at  typical  floor,  of  class  3 
construction,  erected  in  1905,  located  in  a  business  and  unre¬ 
stricted  use  B  area  and  class  1 height  district,  used  and 
occupied  since  1925  as  a  garage  for  more  than  5  motor 
vehicles,  for  which  C.O.  6831  was  issued  January  23,  1926 
and  proposed  to  be  used  and  occupied :  cellar— ordinary ; 
1st  floor — garage  for  more  than  5  motor  vehicles;  2nd  floor 
• — garage  for  more  than  5  motor  vehicles ;  3rd  floor- 
manufacturing  of  shoes — 20  persons ;  that  the  building  is 
equipped  with  a  two  source  sprinkler  system  throughout,  a 
standpipe  system,  and  an  interior  fire  alarm  system,  fire  drills 
are  not  maintained ;  that  there  is  one  3  ft.  10  in.  wide  fireproof 
stairs  from  roof  to  street,  equipped  with  fireproof  self¬ 
closing  doors  and  one  fire  escape  at  rear  extending  to  roof  by 
stairs  and  to  yard  by  stairs  with  egress  to  street  through 
adjoining  vacant  lot;  that  windows  and  doors  on  the  course 
of  the  fire  escape  are  fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  present  exits  consist 
of  a  3  ft.  10  in.  wide  fireproof  stairs  at  front,  equipped  with 
a  sprinkler  system  and  extending  from  street  to  roof  ;  that 
at  the  rear  there  is  a  3  ft.  wide  exterior  iron  stairs  from 
grade  level  to  roof ;  that  at  the  lower  termination  of  these 
stairs  there  is  an  open  vacant  lot  extending  to  Schermerhorn 
street,  the  use  of  which  has  been  granted  as  an  exit  by  the 
present  owner ;  that  the  first  and  second  floors  are  fireproof 
construction  and  the  1st,  2nd  and  3rd  floors  are  equipped  with 
a  sprinkler  system ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  of  the  Brooklyn  Children’s  Aid  Society  granting  per¬ 
mission  for  the  use  of  the  rear  parking  lot  for  exit  purposes 
from  the  building  in  question,  reserving  to  the  owner  of  such 
lot  the  right  to  block  this  exit  for  any  reason  whatsoever  in 
the  future. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent,  as 
to  Alt.  Applic.  970-46,  objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  the  building  shall  be 
fireproof  throughout,  except  for  the  roof  construction;  that 
there  shall  be  no  unenclosed  openings  between  the  proposed 
garage  occupancy  on  the  1st  and  2nd  floors  and  the  factory 
occupancy  proposed  on  the  3rd  floor ;  that  the  existing 
primary  means  of  exit,  as  indicated  on  plans  filed  with  this 
appeal,  marked  “Received  July  1,  1946”  shall  be  maintained; 
that  in  addition  the  existing  steel  stair  at  the  rear  of  the 
building,  as  indicated,  shall  be  maintained,  with  a  door  open¬ 
ing  thereto  from  the  3rd  floor ;  that  the  exit  to  such  stairway 
throughout  the  adjoining  lot  to  Schermerhorn  street  shall  be 
maintained  and  a  letter  of  permission  signed  by  the  owner 
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thereof  shall  be  filed  with  the  borough  superintendent;  that 
this  variation  shall  be  permitted  only  so  long  as  such  exit 
is  maintained ;  that  there  shall  be  a  fireproof  vestibule  built 
in  front  of  the  elevator  doors  on  the  3rd  floor  with  a  fire¬ 
proof,  self-closing  door  to  same;  that  such  vestibule  shall 
be  not  less  than  the  full  width  of  the  elevator  shaft  and  four 
feet  in  depth;  that  the  sprinkler  system  throughout  the  build¬ 
ing,  interior  fire  alarm  system  and  standpipe  system  shall  be 
maintained  in  accordance  with  the  requirements  therefor  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


498-46-A 

APPLICANT — Jack  Z.  Cohen,  for  Jamaco  Realty  Co.,  Inc., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 505-513  Driggs  avenue  and  200- 
212  North  9th  street,  southeast  corner  (Block  2313, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Jack  Z.  Cohen  and  Arthur  A.  Gal¬ 
lagher. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

\C1  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

’  Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (498-46-A) 

Whereas,  Jack  Z.  Cohen,  for  Jamaco  Realty  Co.,  Inc., 
owner,  filed  June  28,  1946  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  505-513 
Driggs  avenue  and  200-212  North  9th  street,  southeast  cor¬ 
ner  (Block  2313,  lot  1),  Borough  of  Brooklyn;  and 
V  hereas,  the  decision  of  the  borough  superintendent 
dated  June  26,  1946  on  Alt.  Applic.  1256-46  reads: 

“7.  Exits  from  the  second  floor  should  be  provided 
as  required  by  Sect.  270  of  the  Labor  Law. 

8.  120#/sq.  ft.  liveload  is  required  for  factory  use 
by  the  Bldg.  Code.  The  second  floor  of  northerly  por¬ 
tion  (Unit  A)  is  weak  for  this  loading.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
23  ft.  and  27  ft.  in  height,  87  ft.  front  on  a  lot  116  ft.  front! 
irregular  in  area,  of  class  3  construction,  located  in  an  un¬ 
restricted  use  B  area  class  1  height  district.  Unit  A  was 
completed  October  1914  and  Unit  B  Tune  1915;  that  the 
building  has  been  used  since  1945  as  follows:  1st  floor- 
factory  and  boiler  room— 18  persons;  2nd  floor — factory, 
offices  and  store  room — 14  persons ;  that  no  change  in  use 
or  occupancy  is  proposed;  that  the  building  is  equipped  with 
a  one  source  sprinkler  throughout,  three  interior  frame 
stairs,  frame  enclosed,  equipped  with  wood  doors  which  are 
not  self-closing;  that  the  stairs  are  2  ft.  6  in.,  3  ft.  4  in. 
and  3  ft.  10  in.  in  width  between  stringers;  that  the  3  ft. 
10  in.  stairs  extends  to  street,  the  2  ft.  6  in.  extends  to 
3rard  and  there  is  a  ladder  and  scuttle  provided  to  the  roof 
from  the  factory  store  room ;  that  Unit  A  first  floor  is  on 
solid  ground  and  is  used  as  a  shipping  room;  that  the  2nd 
floor  has  a  liveload  of  75  lbs.  and  is  used  for  offices;  Unit 
B  is  used  for  the  storage  of  paint  cans  on  the  1st  and  2nd 
floors  and  has  a  liveload  of  120  lbs.  and  is  occupied  by  one 
tenant  ,  that  it  is  proposed  to  change  the  use  and  occupancv 
as  follows:  1st  floor — factory  and  boiler  room — 18  persons; 
2nd  floor— factory,  offices  and  store  room— 14  persons,  to  be 
used  by  a  single  tenant  with  a  total  occupancv  of  32  per¬ 
sons  throughout  the  building ;  that  the  boiler  'room  is  iso- 
lated  by  a  brick  wall ;  that  the  building  is  only  two  stories 
in  height  and  is  served  by  three  frame  stairs;  that  the 
entire  building  is  sprinklered  and  is  in  good  working  order 
with  a  total  area  of  5400  sq.  ft.;  that  the  stairs  in  Unit  A 


lead  direct  to  street,  enclosed  in  frame  partitions;  that  the 
stair  in  Unit  B  alongside  the  boiler  room  wall  leads  into 
the  building  and  thence  by  door  to  street;  that  the  type  of 
manufacturing  conducted  is  as  follows:  cutting  of  novelty 
display  backgrounds  for  advertising  purposes,  such  as  win¬ 
dow  backgrounds  and  displays;  that  no  painting  or  spray¬ 
ing  is  done  on  the  premises;  that  cardboard  is  cut  in  dif¬ 
ferent  patterns  and  a  facing  is  pasted  on  the  front;  that 
the  only  portion  of  the  building  classed  as  Unit  A  which 
is  designed  for  /5  lbs.  p.s.f.  will  be  used  for  light  factory 
purposes;  that  the  entire  property  including  all  buildings 
shown  on  plot  plan  was  originally  occupied  by  a  paint  and 
shellac  manufacturing  plant;  that  no  machinery  will  be  used 
on  the  2nd  floor  of  Unit  A  and  its  liveload  of  75  lbs.  will 
not  be  exceeded. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1256-46,  objections  7  and  8,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


504-46-A 

APPLICAN  1 — Robert  Gottlieb,  for  Bookben  Realty  Corp., 
owner  (800  Union  Street  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECIED — 798-804  Union  street,  south 
side,  75  ft.  west  of  7th  avenue  (Block  957,  Lot  29), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb  and  Ralph  Miller. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  Ob  BOARD - Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 


THE  RESOLUTION  (504-46-A) 

Whereas,  Robert  Gottlieb,  for  Bookben  Realty  Corpora¬ 
tion,  owner  (800  Union  St.  Corp.,  lessee)  filed  June  27,  1946 
an  appeal  from  a  decision  of  (he  borough  superintendent, 
affecting  premises  798-804.  Union  street,  south  side,  75  ft.’ 
west  of  7th  avenue  (Block  957,  Lot  29),  Borough  of  Brook- 
lyn ;  and 

V  hereas,  the  decision  of  the  borough  superintendent 
dated  June  19,  1946  on  Alt.  Applic.  2493-46  reads: 

“2.  A  leans  of  egress  do  not  comply  with  the  Labor 
Law  in  the  following  respects : 

a.  Every  door  leading  to  an  opening  on  a  stairway 
shall  have  an  unobstructed  width  of  3 '-8"  Sec.  270-5. 

b.  Stairways  to  extend  to  roof.  Sec.  270-4. 

c.  Termination  of  stair  at  grade  to  comply  with  Sec 
270-4. 

d.  Doors  opening  on  stairways  or  other  exits  obstruct 
passageway.  Sec.  272-3. 

e.  Skylights  over  stairways  and  elevators  to  be  H  area 
of  shafts.  Sec.  270-6.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories, 
77  ft.  in  height,  92  ft.  4  in.  by  95  ft.  in  area,  of  class  1 
construction,  erected  in  1928,  located  in  an  unrestricted  and 
business  use  B  area  class  1 1/2  height  district  and  used  and 
occupied  since  erection  for  garage  for  more  than  5  motor 
vehicles  pursuant  to  variance  granted  by  the  Board  under 
Cal.  271-29-BZ  for  which  use  no  C.O.  has  been  issued,  and 
proposed  to  be  used  and  occupied  as  a  factory,  dressing 
rooms,  office,  stock,  for  paper  converting  and  ribbon  manu¬ 
facturing  with  an  occupancy  of  50  persons  on  each  floor; 
that  there  are  two  3  ft.  8  in.  wide  fireproof  interior  stairs, 
equipped  with  fireproof  self-closing  doors,  one  of  which  leads 
from  roof  to  street ;  and 

Whereas,  the  applicant  contends  that  the  present  3  ft.  wide 
fireproof  doors  are  in  perfect  condition;  that  the  stairs  are 
3  ft.  8  in.  wide;  that  the  number  of  occupants  on  each  floor 
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will  be  less  than  the  legal  amount  allowed  for  each  stairhall ; 
that  the  front  stairway  extends  to  roof  ;  that  it  is  proposed 
to  install  a  90  deg.  iron  ladder  and  an  unlocked  counter¬ 
balanced  scuttle  2  ft.  by  3  ft.  in  the  rear  stairhall;  that  the 
front  stairway  opens  directly  to  the  street;  that  the  rear 
stairway  is  connected  at  1st  floor  platform  by  a  fire  door 
to  the  fireproof  public  stairhall  in  the  building  to  the  east ; 
that  a  legal  easement  for  the  use  of  this  exit  has  been 
recorded ;  that  the  skylights  over  the  elevators  plus  the  area 
of  the  windows  in  the  penthouse  equal  75%  of  shaft  area; 
that  the  skylights  over  the  front  and  rear  stairs  plus  the 
area  of  the  window  on  top  of  the  platform  equal  about 
50%  of  the  area  of  the  hall,  thus  providing  sufficient  ven¬ 
tilation  and  light. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2493-46,  objections  2a,  b,  c,  d  and  e, 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


522-46-A 

APPLICANT— Charles  M.  Spindler,  for  W.  L.  S.  Realty 


Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 115-16  Dunkirk  street,  west 
side,  400.32  ft.  north  of  Newburg  street  and  80  ft. 
south  of  Tioga  drive  (Block  10315,  Lots  141-145, 
151  and  156),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.' 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee .  . 
Negative :  . 
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THE  RESOLUTION  (522-46-A) 

Whereas,  Charles  M.  Spindler,  for  W.  L.  S.  Realty 
Corp.,  owner,  filed  Tuly  3,  1946  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  115-16 
Dunkirk  street,  west  side,  400.32  ft.  north  of  Newburg 
street  and  80  ft.  south  of  Tioga  drive  (Block  10315,  lots 
141-145,  151  and  156),  St.  Albans,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  2,  1946  on  Misc.  Applic.  6294-46  reads : 

“1.  Sprinkler  requirements  under  Art.  4.2.1  shall  con¬ 
sist  of  a  system  having  two  (2)  approved  automatic 
sources,  as  required  by  Art.  15.36  Building  Code.” 

Whereas,  the  applicant  states  that  the  building  will  be 
24  ft.  and  16  ft.  in  height,  100  ft.  by  133  ft.  4  in.  in  area, 
of  class  3  construction,  located  on  a  lot  240  ft.  by  148.06 
ft.  in  area,  in  an  unrestricted  use  D  area  class  1  height 
district  and  used  and  occupied  as  follows  :  cellar — boiler 
room ;  1st  floor— cabinet  making  factory^)  persons ;  mez¬ 
zanine-cabinet  making  factory— 5  persons;  that  the  build¬ 
ing  will  be  provided  with  two  3  ft.  8  in.  steel  stairs,  en¬ 
closed  in  8"  cinder  block  partitions,  equipped  with  fireproof 
self-closing  doors  and  leading  direct  to  street  and  provided 
with  a  ladder  and  scuttle  to  roof ;  and 

Whereas,  the  applicant  contends  that  variation  is  sought 
to  permit  the  installation  of  a  one  source  sprinkler  system 
in  this  new  one  story  brick  factory  building  now  being 
constructed  under  N.  B.  1704-45  for  the  manufacture  of 
kitchen  cabinets  and  allied  products;  that  the  total  area  of 
the  building  will  be  13,100  sq.  ft.  which  exceeds  by  3100 
sq.  ft.  the  permissible  area  without  the  sprinkler  system ; 
that  the  building  will  be  only  1  story  with  mezzanine  of 
approximately  4,000  sq.  ft.  in  area  at  the  front ;  that  two 
fireproof  enclosed  Labor  Law  stairways  leading  directly  to 
the  street  provide  excellent  exit  from  the  mezzanine  area; 
that  the  fireproof  boiler  room  will  constitute  the  only  ex¬ 


cavation  under  the  building  and  will  be  served  by  the  in¬ 
terior  stairway  and  exterior  engineer’s  ladder ;  that  the 
proposed  sprinkler  system  will  be  fed  by  a  4"  tap  imme¬ 
diately  increased  to  a  6"  sprinkler  main  into  the  building 
with  a  6"  meter  and  6"  control  valves;  that  the  sprinkler 
system  will  be  in  accordance  with  Article  15  of  the  Admin¬ 
istrative  Code  in  all  respects ;  that  at  the  present  time  there 
is  no  water  main  on  Dunkirk  street  at  this  location  but 
the  Jamaica  Water  Supply  Company  is  installing  a  new 
8"  water  main  to  supply  the  premises ;  that  this  new  main 
will  be  fed  from  the  existing  6"  mains  in  Tioga  drive  and 
Sullivan  road  which  mains  connect  with  the  existing  main 
in  Newburg  street  as  indicated  on  diagram  filed  with  this 
appeal ;  that  there  are  valves  at  the  points  where  both  exist¬ 
ing  mains  connect  to  the  new  main  on  Dunkirk  street,  thus 
assuring  a  continuous  supply  in  the  event  of  a  disruption 
of  service  in  either  of  the  existing  mains ;  that  the  mini¬ 
mum  water  pressure  in  the  new  main  will  be  50  lbs.  and 
the  average  pressure  will  be  approximately  60  lbs.  p.s.i. ; 
that  allowing  for  loss  of  pressure  in  rising  to  the  highest 
head  the  minimum  pressure  at  the  highest  head  will  be 
approximately  38  lbs. ;  that  under  these  conditions  the 
sprinkler  system  proposed  will  be  adequate  and  sufficient 
and  will  have  an  inexhaustible  supply  of  water  at  all  times ; 
that  since  the  building  fronts  on  only  one  street  it  is  im¬ 
possible  to  provide  a  second  street  connection  and  the  in¬ 
stallation  of  the  roof  tank  will  be  an  extreme  hardship 
especially  since  the  building  is  almost  completed  and  new 
foundations  and  supports  would  have  to  be  provided ;  that 
the  single  source  proposed  is  superior  to  any  tank  equip¬ 
ment  that  can  be  installed;  that  a  street  hydrant  will  be 
installed  in  front  of  the  premises;  that  there  is  adequate 
access  to  the  building  for  fire-fighting  purposes. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  6294-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  shall  be  maintained  substantially  as  proposed; 
that  the  one  source  sprinkler  equipment  shall  comply  with 
the  requirements  therefor  and  the  water  supply  maintained 
as  proposed  at  all  times ;  and  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


530-46-A 

APPLICANT — Samuel  Rice,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2956  and  2958  Brighton  5th 
street,  west  side,  120  ft.  and  140  ft.  north  of  Ocean 
View  avenue  (Block  7284,  Lot  472),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rice. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
N  egative :  .  0 

THE  RESOLUTION  (530-46-A) 

Whereas,  Samuel  Rice,  owner,  filed  July  3,  1946  an 
appeal  from  decisions  of  the  borough  superintendent,  affect¬ 
ing  premises  2956-2958  Brighton  5th  street,  west  side,  120 
ft.  north  of  Ocean  View  avenue  (Block  7284,  lot  472), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decisions  of  the  borough  superintendent 
dated  June  25,  1946  on  N.B.  Applications  1701  and  1702-46 

•read :  . 

“1.  The  construction  and  materials  of  the  exterior 
walls  and  interior  construction  do  not  comply  with  the 
Bldg.  Code,  Sect.  3.2.3  and  Sect.  2.2.3.” 
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and 

Whereas,  the  applicant  states  that  the  proposed  buildings 
will  be  2  stories,  22  ft.  10  in.  in  height,  16  ft.  by  27  ft. 
in  area  each,  on  a  lot  20  ft.  by  45  ft.  in  area,  located  in  a 
residence  use  C  area  class  1  height  district  and  proposed 
to  be  used  and  occupied  as  follows:  cellar — 1  car  garage  and 
boiler  room;  1st  to  2nd  floors  combined— 1  family;  and 

Whereas,  the  applicant  states  that  the  proposed  two 
semi-attached  two  story  one  family  dwellings  will  be  con¬ 
structed  of  4"  steel  studs  as  primary  and  secondary  members, 
the  framework  meeting  the  general  requirements  as  to 
quality  and  workmanship  for  structural  steel  and  designed 
of  steel  columns  24"  on  centers  not  more  than  1/r  than  120 
and  not  more  than  35  ft.  in  height ;  that  the  interior  frame 
will  be  covered  on  the  outside  with  1  y2"  vermiculite  planks 
reinforced  with  style  44—10/10  gauge  welded  wire  fabric, 
the  planks  to  be  coated  with  Battleship  Liquid  Asbestos 
Roof  Coating  as  approved  by  the  Board  under  Cal.  356-43- 
SM  and  finished  with  4"  brick  veneer  and  the  steel  frames 
to  be  covered  with  Y%  rib  lath  and  three  coats  of  vermiculite 
plaster  in  the  following-  proportions :  scratch  coat — 2 J4  cu. 
ft.  vermiculite  plaster,  aggregate,  100  lbs.  fibered  gypsum 
plaster ;  brown  coat — 3^4  cu.  ft.  vermiculite  plaster  aggre¬ 
gate,  100  lbs.  fibered  gypsum  plaster;  finish  coat — gypsum 
lime  putty  trowel  finish,  mixed  with  6  parts  of  lime  putty 
to  1  part  oi  gaging  plaster  by  volume;  that  the  party  wall 
will  be  8"  hollow  cinder  blocks  and  covered  with  2  coats 
(brown  and  white)  of  vermiculite  plaster;  that  the  inside 
non-bearing  walls  will  be  solid  vermiculite  and  finished  with 
two  coats  of  vermiculite  plaster;  that  the  floors  will  be 
constructed  of  Jones  &  Laughlin’s  8"  junior  beams  6.5  lbs. 
per  ft.  with  plain  steel  reinforcing  6"  x  12"  mesh,  #3  gauge 
welded  wire  fabric  fastened  to  the  junior  beam  flanges  by 
Jones  &  Laughlin’s  wire  clips  for  reinforcing  bars  and 
poured  structural  concrete  of  2"  thickness  of  1  part  port- 
land  cement  and  6  parts  of  Haydite,  to  give  2500  p.s.i.  com¬ 
pressive  strength  concrete;  that  the  firestopping  around  the 
building  will  be  of  the  same  concrete ;  and 

Whereas,  the  applicant  contends  that  the  use  of  this  type 
of  construction  provides  against  the  ravages  of  fire  and 
acts  as  an  effective  barrier  to  the  spread  of  flames;  that 
the  proposed  construction  will  confine  fire  to  the  room  in 
which  it  starts;  that  3J4"  brick  will  have  a  3  and  4  hour 
rating  for  steel  protection  as  stated  in  section  10.1.4  of  the 
Administrative  Code  and  1  y2"  vermiculite  planks  as  pro¬ 
posed  will  be  good  for  3  hour  rating  and  the  inside  surface 
of  metal  lath  and  vermiculite  plaster  will  be  good  fire 
retarding  material. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applications  1701  and  1702-46,  Objection  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  construction  shall  be 
substantially  as  proposed  and  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  July  3,  1946”,  four  sheets; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  any  material  herein  proposed  to  be  used  that 
has  not  been  approved  by  the  Board  shall  not  be  deemed 
as  approved,  except  for  this  use  in  the  buildings  included 
in  this  appeal. 


533-46-A 

APPLICANT — Charles  M.  Spindler,  for  F.  O.  Pierce  Co., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 4-34  49th  avenue,  southwest 
corner  of  5th  street  (Block  17,  Lot  7),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACnON  OF  BOARD — Appeal  granted  on  condition. 

1  Hii  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  q 

THE  RESOLUTION  (533-46-A) 

\\  hereas,  Charles  M.  Spindler,  for  F.  O.  Pierce  Com¬ 
pany,  owner,  filed  July  11.  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  4  to  34  49th  ave¬ 
nue,  southwest  corner  of  5th  street  (Block  17,  Lot  7),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  9,  1946,  on  Misc.  Applic.  6493-46,  reads: 

“1.  Tanks  exceeding  1500  gal.  capacity  are  contrary 
to  §  C-19-59.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  lot  100  ft.  by  50  ft.  in  area,  on  which  there  is  located 
a  one  story  building  15  ft.  in  height;  58  ft.  by  50  ft.  in  area, 
ot  Class  3  construction ;  erected  1927 ;  located  in  an  un- 
restricted  use  B  area.  Class  height  district,  and  used 
for  the  manufacturing  of  plastics  with  an  occupancy  of 
5  persons ;  and 

Whereas,  the  applicant  states  it  is  proposed  to  install 
two  5000  gallon  solvent  tanks  for  the  storage  of  Vinyl 
Acetate  having  a  flashpoint  of  30  deg.  F. ;  and 

W  hereas,  the  applicant  contends  that  the  Vinyl  Acetate 
will  be  used  in  manufacturing  of  plastics;  that  the  mate¬ 
rial  will  come  from  the  storage  tanks  to  the  autoclave, 
thence  by  gravity  to  a  low  500  gallon  receiving  tank,  thence 
pumped  to  a  second  500  gallon  receiving  tank;  thence  by 
gravity  to  a  centifruge;  thence  by  gravity  to  the  rotary 
drier  at  which  time  the  process  is  completed ;  that  the 
entire  process  is  continuous  and  is  carried  on  through  trans¬ 
fer  pumps  and  fixed  piping  so  that  at  no  point  is  the  solvent 
or  the  product  handled  manually;'  that  since  10  000  gallon 
storage  capacity  is  necessary  for  efficient  operation  of  the 
plant,  it  will  be  necessary  to  install  seven  1500  gallon  tanks 
which  would  require  a  multiplicity  of  piping,  valves,  fittings, 
etc.,  and  greatly  increase  the  possibility  of  leakage ;  that  the 
installation  of  two  tanks  would  greatly  simplify  the  piping 
and  reduce  the  hazard  and  lead  to  efficient  operation  of 
the  plant;  that  it  is  proposed  to  locate  the  tanks  in  an 
open  yard  for  maximum  safety;  that  the  tank  construction 
will  comply  with  the  Oil  Burner  Rules  and  the  tanks  will 
be  encased  in  12  in.  of  concrete  and  reinforced  concrete 
slab  will  be  installed  above  the  tanks  as  a  further  protection 
for  the  piping  and  fittings  ;  that  Chapter  19  of  the  Adminis¬ 
trative  Code  will  be  complied  with  in  all  respects  except  as 
to  capacity  of  the  tanks. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  6493-46,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  installation  of  two  5,000  gallon  storage 
tanks  as  proposed  and  as  indicated  on  plans  filed  with  this 
appeal,  marked  Received  July  11,  1946,”  two  sheets,  on 
condition  that  the  contents  of  the  tanks  shall  be  protected  bv 
a  foam  system  or  CO2  system  as  may  be  required  by  the 
fire  commissioner;  that  the  thickness  of  steel  of  the  tanks 
shall  comply  with  the  requirements  of  the  Oil  Burner  Rules 
of  the  Board  for  tanks  of  such  capacity;  that  in  all  other 
respects  the  installation  shall  comply  with  the  requirements 
of  the  Administrative  Code  and  all  other  laws,  rules  and 
regulations  applicable  thereto. 


538-46-A 

APPLICANT — Albert  E.  Wheeler,  for  Monitor  Equipment 
Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREA1ISES  AFFECTED — 640  West  249th  street,  south 
side,  167.25  ft.  west  of  Arlington  avenue  (2nd 
floor)  ;  (Block  3419,  part  of  Lot  290),  Borough  of 
The  Bronx. 
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APPEARANCES— 

For  Applicant :  Albert  E.  Wheeler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . . .  0 

THE  RESOLUTION  (538-46-A) 

Whereas,  Albert  E.  Wheeler,  for  Monitor  Equipment 
Corporation,  owner,  filed  July  9,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  640  West 
249th  street,  south  side,  167.25  ft.  west  of  Arlington  avenue 
(Block  3419,  Part  pf  Lot  290),  Borough  of  The  Bronx; 
and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
June  26,  1946,  on  amendment  to  Alt.  Applic.  763-45,  reads: 

“6.  Provide  two  enclosed  stairways  from  second 
floor,  leading  directly  to  the  street,  as  per  Sections 
6.1. 2.2.3,  6.4.1. 7.1,  6.4.1.8.1  and  6.4.1.11  of  the  Building 
Code. 

7.  New  building  693-1929  indicates  that  entire  second 
floor  and  most  of  first  was  designed  to  sustain  a  live 
load  of  40  lbs.  per  sq.  ft.  This  is  contrary  to  the 
requirements  of  Section  7.3.2.  for  the  uses  specified.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  cellar,  33  ft.  in  height;  120  ft.  2  in.  by  96  ft.  5' in.  in 
area,  of  Class  1  construction,  on  a  lot  320  ft.  by  525  ft., 
irregular  in  area,  erected  1929 ;  located  in  a  residence  use  F 
area,  Class  1  height  district,  and  used  and  occupied  since 
June,  1946,  as  follows :  cellar,  laundry  and  boiler  room ; 
1st  floor,  display  of  home  sets,  motion  pictures,  offices, 
household  appliances  ;  2nd  floor, _  superintendent’s  apartment 
and  household  appliances,  maximum  occupancy  of  entire 
building,  40  persons;  that  the  building  is  equipped  with  one 
4  ft.  wide  and  one  3  ft.  1  in.  wide  fireproof  stairs,  equipped 
with  fire  resisting  doors  which  are  not  self-closing;  that 
stairs  do  not  lead  to  roof  or  street ;  and 

Whereas,  the  applicant  contends  as  to  Objection  6,  issued 
by  the  borough  superintendent,  that  this  objection  is  technical 
and  does  not  apply’ to  the  building  as  used  or  proposed  to  be 
used ;  that  the  building  is  virtually  a  fireproof  building  con¬ 
sisting  of  steel  frame  with  masonry  walls  and  concrete  sub¬ 
floor ;  that  the  building  is  only  2  stories  high  above  ground 
level  and  is  accessible  to  the  surrounding  ground,  all  of 
which  is  vacant;  that  the  building  has  two  interior  fire¬ 
proof  stairs  and  although  they  do  not  lead  directly  to  the 
street  or  to  the  ground  surrounding  the  building  they  pro¬ 
vide  an  easy  exit  from  the  main  entrance  and  from  the 
kitchen  entrance;  that  in  1943  this  building  was  converted 
under  Alteration  28-1943,  from  a  private  residence  to  a 
Class  B  multiple  dwelling  and  occupied  by  40  women 
students;  that  in  connection  with  this  conversion  alterations 
were  made  including  the  erection  of  3  fire  escapes,  one  from 
the  deck  at  the  southeast  corner  with  iron  steps  over 
parapet  wall  and  a  drop  ladder  about  9  ft.  high;  another 
from  a  platform  around  the  northeast  corner  of  building 
with  a  drop  ladder  7  ft.  high  and  a  third,  a  stationary 
ladder  from  deck  at  the  southwest  corner  leading  to  concrete 
terrace  at  ground  level;  that  these  fire  escapes  provide 
adequate  substitutes  for  direct  egress  to  street  as  required 
by  Section  6.1.2.2.3;  that  material  of  existing  interior  stairs 
comply  with  6.4.1. 7.1;  that  the  requirements  of  Section 
6.4.1. 8.1  do  not  apply. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  Alt.  Applic.  763-45,  objection  6,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  in  addition  to  the  existing  fireproof  stairs  and 
stairways  within  the  building,  as  shown  on  plans  marked 
“Received  July  9,  1946”,  one  sheet,  that  the  exterior  fire 
escapes  with  ladders  to  grade,  as  required  by  the  Depart¬ 
ment  of  Housing  and  Buildings  under  Alt.  Applic.  28-43, 


when  the  building  was  approved  for  use  as  a  Class  B 
multiple  dwelling,  shall  be  maintained;  as  to  objection  7, 
that  the  floor  loading  as  approved  for  former  residential 
occupancy  may  be  accepted,  provided  the  use  of  the  building 
shall  be  as  proposed  and  as  permitted  by  the  Board  under 
Cal.  766-45-BZ ;  that  such  loading  shall  not  be  exceeded 
and  such  loads  shall  be  posted. 


546-46-A 

APPLICANT — Karl  Bloch,  for  Robert  L.  Goetz,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 107-07  180th  street,  north  side, 
1007.21  ft.  west  of  Brinkerhoff  avenue  (Block  10343, 
part  of  Lot  205),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Karl  Bloch  and  Robert  L.  Goetz. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . *• . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (546-46-A) 

Whereas,  Karl  Bloch,  for  Robert  L.  Goetz,  owner,  filed 
July  15,  1946  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  107-07  180th  street,  north 
side,  1007  ft.  west  of  Brinkerhoff  avenue  (Block  10343,  part 
of  lot  205),  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  8,  1946  on  N.B.  Applic.  7221-46  reads: 

“1.  The  erection  of  a  frame  commercial  building 
within  the  fire  limits  is  contrary  to  sect.  4.1.2  and 
4.2.1  of  N.  Y.  C.  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  1  story,  26  ft.  9  in.  in  height,  110  ft.  by  71  ft.  in 
area,  of  class  4  construction,  on  a  lot  309  ft.  by  100  ft.  in 
area,  in  an  unrestricted  use  D  area  class  1  height'  district ; 
proposed  to  be  used  for  the  manufacture  of  concrete  blocks 
with  an  occupancy  of  15  persons;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  is  of  a  temporary  nature  to  be  demolished  after  five 
years ;  that  the  structure  will  consist  of  two  parts,  the  lower 
east  part  of  2400  sq,  ft.  area  to  serve  as  curing  rooms  for 
the  cinder  blocks,  of  class  3  construction,  having  8"  cinder 
block  walls  throughout ;  that  the  upper  part  or  west  portion 
will  be  3400  sq.  ft.  in  area  and  will  be  used  for  manufactur¬ 
ing,  storage  and  office  room,  and  will  be  of  class  4  con¬ 
struction,  reinforced  by  a  steel  frame  in  the  center  of  the 
structure  and  further  reinforced  by  an  all  steel  aggregate 
bin  occupying  almost  a  quarter  of  the  whole  area ;  that  the 
proposed  structure  will  be  well  removed  from  all  existing 
and  proposed  building  lines  and  lot  lines  as  indicated  on 
plans  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  N.B.  Applic.  7221-46,  objection  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


552-46-A 

APPLICANT — Samuel  Dominus,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 3864  Flatlands  avenue,  south¬ 
west  corner  of  Lotts  avenue  (Block  7859,  Lot  42), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Dominus. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (552-46-A) 

Whereas,  Samuel  Dominus,  owner,  filed  July  18,  1946, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  3864  I- la t lands  avenue,  southwest  corner  of  Lotts 
avenue  (Block  7859,  lot  42),  Borough  of  Brooklyn;  and 
.  Whereas,  Order  17285-LE  issued  by  the  fire  commis¬ 
sioner  May  9,  1946  and  referred  to  in  a  decision  of  the  fire 
commissioner  dated  June  26,  1946  reads: 

1.  Arrange  iron  bars  and  wire  screens  on  all 
windows  on  the  1st  story  so  as  to  be  readily  movable 
or  removable  from  both  sides  in  such  a  manner  as  to 
afford  the  tree  and  unobstructed  use  of  such  windows 
for  the  purposes  of  egress  as  per  Section  272  of  the 
Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  1  story, 
13  ft.  in  height,  65  ft.  6  in.  front  by  68  ft.  in  depth,  irregular 
in  area,  of  class  3  construction,  erected  in  1926,  located  in  a 
business  use  D  area  district,  used  for  the  manufacture  of 
stair  cushions  with  an  occupancy  of  8  persons ;  and 
Whereas,  the  applicant  contends  that  the  building  is 
served  by  5  exits,  four  of  which  consist  of  double  doors  on 
three  sides  of  the  building;  that  the  premises  adjoin  a  vacant 
lot  and  there  is  a  constant  risk  of  broken  windows  caused 
by  children  playing  on  the  vacant  lot;  that  if  alteration  was 
now  permitted  the  openings  could  be  closed  up  but  since  this 
is  not  possible  due  to  government  regulations  and  since  the 
exits  are  adequate,  it  is  requested  that  permission  be  granted 
to  allow  the  barred  or  screened  windows  to  remain ;  that 
for  such  windows  as  are  screened  the  screens  are  fastened  to 
the  exterior  of  the  framework;  that  the  barred  windows 
are  not  embedded  in  the  brick  of  the  wall  but  are  fastened  to 
the  frame  of  the  window  sash  and  can  be  removed  forcibly 
from  the  exterior;  that  these  bars  consist  of  */2  x  3/16"  flat 
bar  and  serve  to  support  additional  wire  screening  to  protect 
the  glass;  that  there  are  8  windows  on  the  side  and  rear  of 
the  1st  story  of  the  building  affected  by  the  order. 

Resolved,  that  Order  #17285-LF  of  the  Fire  Commis¬ 
sioner,  objection  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
only  such  windows  shall  have  screens  or  bars  as  are  in¬ 
dicated  on  plans  filed  with  this  appeal,  marked  “Received 
July  18,  1946”  and  that  all  the  exits  indicated  on  such  plans 
shall  be  available  at  all  times  while  operations  in  the  build¬ 
ing  are  being  carried  on;  that  the  building  shall  not  be 
increased  in  height  or  area;  and  that  the  building  and 
occupancy  shall  comply  in  all  other  respects  with  all  laws, 
rules  and  regulations  applicable  thereto. 


553-46-A 

APPLICANT— Etra  and  Etra,  for  Pedine  Realty  Corp., 
owner  (Pequot  Manufacturing  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 73rd  avenue,  871  ft.  west  of 
88th  street  and  south  side  of  Pequot  road,  690  ft. 
west  of  88th  street  (Block  3810,  Lot  375  (275)), 
Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Etra. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (553-46-A) 

Whereas,  Etra  and  Etra  for  Pedine  Realty  Corp.,  owner 
(Pequot  Manufacturing  Corp.,  lessee)  filed  July  16,  1946 
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an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises:  south  side  of  Pequot  road,  69  ft.  west  of  88th 

Wh Sf.f  “W'  375  ZV  fetegh  of  Quecni/S 
June  21,  1946  readst ' commissioner  dated 

We  are  in  receipt  of  your  second  request  wherein  you 
apply  for  a  permit  for  persons  to  smoke  in  your  factory 
building,  fnasmuch  as  the  provisions  of  the  Labor  Law 
and  the  Rules  of  the  Board  of  Standards  and  Appeals, 
prohibit  smoking  in  factories  in  the  city  of  New  York 
your  application  is  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
15  ft.  in  height  22a  ft.  by  360  ft.  in  area,  Class  III  con¬ 
struction,  erected  in  1926,  located  in  an  unrestricted  use  A 
area  class  1  height  district,  and  used  as  an  office  and  factory 
tor  the  manufacture  of  corrugated  cartons  with  a  total 
occupancy  ot  39  persons,  35  of  manufacturing;  and  the 
building  is  equipped  with  a  one  source  sprinkler  system 
interior  fire  alarm  system  and  fire  drills  are  not  maintained  ' 
and  ’ 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
smoke  in  the  office  of  the  building,  the  office  consisting  of 
jooZ  sq.  It. ;  that  this  smoking  area  is  separated  from  the 
iactory  by  a  corridor  and  is  set  apart  from  any  portion  of 
the  working  area  of  the  factory;  that  the  building  is 
sprinklered  throughout,  equipped  with  an  approved  fire 
alarm  system  and  there  are  only  four  occupants  in  the 
office  ;  that  there  is  no  material  in  the  office  that  could  burn 
and  there  is  no  hazard  as  a  result  of  smoking;  it  is  there¬ 
to1'6  requested  that  permission  be  granted  for  smoking  in 
the  office  area  as  indicated  on  plans  filed  with  this  apneal  • 
and  ’ 


Whereas,  C.O.  Q12446  was  issued  July  3,  1940  per¬ 
mitting  the  use  of  the  building  as  a  warehouse  and  factory 
with  an  occupancy  of  35  persons  and  describing  the  building 
as  located  at  Pequot  rd.  and  88th  st.  on  Dixon  Right  of 
Way.  b 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
June  21,  1946,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  smoking  be  carried  on  through¬ 
out  the  building  except  in  the  office  marked  “proposed  smok¬ 
ing  area”  on  plans  filed  with  this  appeal,  marked  “Received 
July  16,  1946”;  that  such  office  shall  be  separated  from  the 
balance  of  the  building  by  partitions  of  incombustible  mate- 
rial  with  a  fireproof,  self-closing-  door ;  that  such  receptacles 
for  smokers’  refuse  shall  be  installed  as  the  fire  commis¬ 
sioner  shall  direct ;  that  such  sign,  indicating  the  space 
wherein  smoking  is  permitted,  shall  be  posted  as  the  fire 
commissioner  shall  direct;  that  such  fire-fighting  appliances 
shall  be  maintained  in  such  smoking  space  as  the  fire  com¬ 
missioner  shall  direct;  that  the  sprinkler,  standpipe  and  fire 
alarm  systems  shall  be  maintained  throughout  as  proposed  ; 
and  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


554-46-A 

APPLICANT — Louis  A.  Kiesewetter,  for  Ralph  and  Ed¬ 
ward  Herman,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 234-22  Merrick  boulevard, 
southwest  corner  of  235th  street  (Laurelton  park¬ 
way)  ;  (Block  13198  (3637),  Lot  38),  Laurelton, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 


MINUTES 


THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  y 

THE  RESOLUTION  (554-46-A) 

Whereas,  Louis  A.  Kiesewetter,  for  Ralph  and  Edward 
Herman,  owners,  (T.  win-Ponds  Service  Station,  lessee)  filed 
July  17,  1946  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  234-22  Merrick  boulevard 
southwest  corner  of  Laurelton  parkway  (23ath  stieet) 
(Block  13198,  Lot  38),  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  15,  1946  on  Misc.  Applic.  6846-46  reads: 

“1.  Secure  approval  of  Board  of  Appeals  for  the 
installation  of  additional  tanks  for  gas  station  approved 
under  Cal.  319-33-BZ. 

2.  Gasoline  tanks  in  excess  of  550  gallon  capacity  is 
contrary  to  C19-69.0  Admin.  Code. 

and  ,  .  .  . 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  91  ft.  by  203  ft.  irregular  in  area,  located  in  a  business 
use  C  area  class  V/2  height  district,  on  which  is  located  a 
1  story  building  24  ft.  in  height,  65  ft.  by  40  ft.  in  area, 
erected  under  N.B.  2109-33,  used  as  a  gasoline  service  sta¬ 
tion;  and  ,  ,  , 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  two  1,000  gallon  underground  gasoline  storage  tanks 
at  this  gasoline  service  station  which  was  permitted  by 
variance  granted  by  the  Board  under  Cal.  319-33-BZ;  that 
the  station  has  been  in  continuous  operation  since  1933  and 
is  substantially  in  accordance  with  the  original  resolution 
of  the  Board;  that  at  the  present  time  there  are  four  550 
gallon  underground  gasoline  storage  tanks  connected  to  four 
dispensing  pumps  to  handle  two  grades  of  gasoline  ,  that  it 
is  proposed  to  increase  the  storage  system  but  no  additional 
pumps  will  be  installed;  that  the  present  tankage  will  be 
manifolded  to  the  two  new  tanks;  that  with  the  exception  ot 
the  capacity  of  the  tanks  the  work  will  conform  to  Chapter 
19  of  the  Administrative  Code  in  all  respects;  that  the  tanks 
will  be  embedded  in  12"  of  concrete  and  have  an  8"  rein¬ 
forced  concrete  slab  over  same ;  that  the  tanks  will  be  con¬ 
structed  according  to  the  Oil  Burner  Rules  of  the  Board; 
that  during  the  month  of  June,  1946  it  was  necessaiy  1o 
make  63  deliveries  to  this  station,  sometimes  as  many  as 
four  trips  in  one  day;  therefore  permission  is  requested  to 
increase  the  storage  system  from  2200  gallons  to  "1200 
gallons ;  and 

Whereas,  C.O.  59464  was  issued  July  11,  1938  upon  com¬ 
pletion  of  N.B.  2109-33  and  based  on  Correspondence  722-38. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  6846-46,  Objections  1  and  2,  be  and 
it  hereby  is  vi edified  3.nd  thcit  the  sppecil  be  cind  it  hereby 
is  granted  to  permit  the  installation  of  two  additional  tanks, 
each  one  thousand  gallon  (1,000)  capacity,  on  condition  t hat 
the  installation  shall  meet  the  requirements  of  the  Adminis¬ 
trative  Code  for  gasoline  storage  tanks  and  the  thickness 
of  metal  shall  be  as  required  for  equivalent  size  tanks  under 
the  Oil  Burner  Rules  of  the  Board;  that  all  connections  be¬ 
tween  such  tank  and  the  existing  tanks  shall  be  arianged 
to  the  satisfaction  of  the  fire  commissioner ;  that  in .  all 
other  respects  the  installation  shall  comply  with  all  require¬ 
ments  therefor,  and  the  requirements  of  the  resolution  under 
which  a  variance  was  granted  for  the  construction  of  the 
gasoline  service  station  under  Cal.  319-33-BZ. 


561-46-A 

APPLICANT— David  I.  Shivitz,  for  Carnegie  Hall,  Inc., 
owner  (Federal  Films,  Inc.,  lessee). 

SUB  IECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 881-937  7th  avenue,  east  side, 
between  West  56th  and  West  57th  streets,  154-160 


West  57th  street  and  161  West  56th  street  (Block 
1009,  Lot  1),  Borough  of  Manhattan. 


APPEARANCES—  _  _ 

For  Applicant :  David  I.  Shivitz,  and  John  J.  1  otten. 
a  fTTAKT  DF  THR  ROARD — Anneal  granted  on  condition. 


THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. . 
Negative:  . 
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THE  RESOLUTION  (561-46-A) 

Whereas,  David  I.  Shivitz,  for  Carnegie  Hall,  Incorpo¬ 
rated,  owner  (Federal  Films,  Inc.,  lessee),  filed  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
154-60  West  57th  street,  881-937  7th  avenue,  and  161  West 
56th  street,  east  side  of  7th  avenue  between  West  56th  and 
West  57th  streets  (Block  1009,  Lot  1),  Carnegie  Hall,  Man¬ 
hattan;  and  ,  , 

Whereas,  Order  46721-LC,  issued  by  the  fire  commis¬ 
sioner  July  23,  1946,  reads: 

“With  reference  to  your  application  dated  July  1/, 
1946,  for  a  permit  to  maintain  6r  conduct  a  motion  pic¬ 
ture' studio,  I  regret  to  inform  you  that  this  department 
is  without  power  to  grant  such  a  permit  for  the  reason : 

1.  The  building  is  situated  within  50  ft.  of  the  near¬ 
est  wall  of  a  building  occupied  as  a  theatre  or  other 
public  amusement  or  assembly — Sec.  C19-117-a-l. 

2.  Building  is  not  equipped  with  an  approved  system 
of  automatic  sprinklers.  Sec.  C19-117-a-5. 

3.  The  building  is  not  equipped  with  one  or  more 
vaults  or  cabinets  constructed  as  described  in  Article  20 
to  be  used  exclusively  for  the  storage  of  such  film. 

and 

Whereas,  the  applicant  states  that  the  building  is  16 
stories,  190  ft.  in  height ;  200  ft.  by  150  ft.  and  125  ft.  in  area, 
of  Class  1  construction;  located  in  a  restricted  retail,  retail 
and  business  use  B  area,  Class  lp2  and  2  height  districts  and 
used  and  occupied  throughout  for  theatre  and  offices,  equipped 
with  a  standpipe  system,  and  partially  equipped  with  a  sprin¬ 
kler  system  below  stage ;  and  .  . 

Whereas,  application  was  made  to  the  fire  commissioner 
under  date  of  July  17,  1946,  for  permission  to  make  a  moving 
picture  in  and  about  Carnegie  Hall  for  a  period  of  approxi¬ 
mately  38  days  using  35  mm  motion  picture  camera  and  3a 
mm  sound  recording  unit,  both  using  nitrate  film  to  be  loaded 
in  the  magazines  outside  the  building,  placed  on  the  camera 
and  sound  recorder  inside  of  the  building  and  after  ex¬ 
posure  removed  from  the  building  for  delivery  to  the  labora¬ 
tories  ;  that  it  was  proposed  not  to  have  more  than  5,000 
ft.  each  of  35  mm  negative  and  35  mm  sound  recording 
film  in  the  building  at  one  time;  that  it  was  also  stated  that 
the  motion  picture  film  would  never  be  exposed  or  opened 
in  the  building  and  will  pass  from  one  magazine  through 
the  camera  or  recorder  to  the  take  up  magazine ;  and  . 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  film  a  motion  picture  on  the  premises  during  the 
period  of  August  5,  1946  to  September  17,  1946;  that  the 
motion  picture  by  its  very  nature  (the  history,  background 
and  other  features  of  Carnegie  Hall)  cannot  be  filmed  any¬ 
where  other  than  on  the  premises;  that  if  permission  is 
granted  every  conceivable  precaution  will  be  taken  to  guard 
against  the  possibility  of  fire  or  other  hazard ;  that  what¬ 
ever  conditions  the  Board  may  impose  will  be  complied  with 
to  insure  the  complete  safety  of  the  entire  operation. 

Resolved,  that  the  decision  of  the  fire  commissioner,  act¬ 
ing  on  Order  46721-LC,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  to  permit  the 
temporary  use  of  the  Carnegie  Hall  Auditorium  as  proposed 
for  the  temporary  term  commencing  August  5,  1946  through 
September  17,  1946,  for  the  purpose  of  making  a  motion 
picture  film  as  proposed,  on  condition  that  during  such  term 
the  place  of  public  assembly  shall  be  closed  to  the  public 
and  only  those  permitted  within  such  space  as  are  required 
for  the  maintenance  of  the  building  and  for  the  making  of  the 
picture ;  that  during  such  time  there  shall  be  at  least  3  mem- 
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bers  of  the  uniformed  force  of  the  Fire  Department  on 
duty  at  all  times;  that  in  addition  there  shall  be  a  qualified 
fireman,  whose  duty  it  shall  be  to  examine  all  conditions 
throughout  the  premises  and  be  capable  of  combatting  any  in¬ 
cipient  fire;  that  he  shall  be  familiar  with  all  exits  so  as  to 
direct  all  persons  to  exit  in  case  of  fire;  that  prior  to  the 
commencing  of  the  proposed  work  all  electrical  equipment 
shall  be  examined  by  the  Department  of  Water  Supply  Gas 
and  Electricity  and  certified  to  by  them  as  being  in  proper 
and  safe  working  order;  that  such  portable  fire  fighting  ap- 
pliances  shall  be  maintained  throughout  the  premises  as  the 
fire  commissioner  shall  direct ;  that  all  properties  and  scenery 
where  made  of  wood  shall  be  constructed  of  fireproof  wood 
and  otherwise  shall  be  flameproofed  in  accordance  with  the 
fiameproofing  rules  of  the  Board,  and  all  other  materials 
used  in  the  production  of  the  picture  shall  be  flameproofed 
in  accordance  with  such  rules ;  that  in  addition  to  the  above 
any  other  precautions  that  may  be  required  by  the  fire  com¬ 
missioner  shall  be  complied  with;  that  this  variance  shall  not 
be  deemed  to  be  a  basis  for  operation  of  this  building  as  a 
motion  picture  studio  at  any  other  time  and  is  solely  for  the 
temporary  use  as  herein  permitted. 


185-46-A 


APPLICANT  Baker  Smith  and  Co.,  Inc.,  for  National 
City  Bank,  owner. 

SUBJECI  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 20-24  Exchange  place  and  22 
William  street,  southwest  corner  (15th  to  19th 
floors,  inclusive)  ;  (Block  27,  Lots  27,  31,  33  and 
36),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ALd  ION  OF  BOARD— Appeal  granted  on  condition, 
i  HE  V  OTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . '  g 


THE  RESOLUTION  (185-46-A) 

Whereas,  Baker  Smith  and  Company,  Inc.  for  The  Na¬ 
tional  City  Bank,  owner,  filed  January  8,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  20-24  Exchange  place  and  22  William  street  south¬ 
west  corner  (15th  to  19th  floors  inclusive)  ;  (Block  27,  Lots 
27,  31,  33  and  36),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  February  15,  1946  on  Fire  Prevention  Application 
353-46,  reads : 

“1;  Work  must  be  performed  by  a  licensed  Regis¬ 
tered  plumber,  under  Section  C26-1314.0  of  the  Admin¬ 
istrative  Cody  and  Section  C26-1206.0  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  56 
stones  (741  ft.)  in  height,  210  ft.  by  223  ft.  irregular  in 
area,  of  Class  1  construction,  erected  in  1931,  located  in  a 
business  and  unrestricted  use,  B  area  and  Class  2 height 
district  and  used  and  occupied  as  follows:  basements  A, 
^ — bank — 185  persons,  170  persons,  100  persons 
and  100  persons  respectively;  ground  floor— bank— 200  per¬ 
sons;  1st  floor  — bank — 200  persons;  mezzanine — bank _ 10 

persons ,  2nd  floor  to  14th  floor — bank — 225  persons  each  ■ 
15th  floor— bank  and  offices— 225  persons;  16th  and  17th 
floors— offices— i 70  persons  each,  floor;  18th  floor— offices— 
124  persons ;  19th  to  54th  floors— offices— 80  persons  on  each 
floor;  penthouse— machine  and  tank  rooms;  and 
Whereas,  Violation  5933  was  issued  October  31  1945  for 
violating  Section  C26- 161.0  of  the  Administrative  Code  in 
that  ‘indirect  waste  piping  is  being  installed  for  drip  pans 
of  air-conditioning  machines  on  16th,  17th  and  18th  floors 
i\o  repair  application  filed  by  a  licensed  plumber”  and 


V  hereas,  the  applicant  contends  that  the  decision  of  the 
borough  superintendent  is  not  well  taken,  as  the  installation 
ol  condensate  drip  piping  in  connection  with  air-condition- 
mg  systems  is  not  work  which  must  be  performed  by  a 
licensed  registered  plumber  under  Section  C26-1314-0  or 
Section  C26-1206-0  of  the  Administrative  Code;  that  the 
condensate  drip  piping  here  under  discussion  is  in  fact  a  drip 
line  running  to  main  drains  which  have  been  installed  by 
nTi  CrS  accordance  with  the  requirements  of  the  revised 
Building  Code  and  standard  practice  in  the  industry;  that 

o/i onlf TreftaV°n  Jw  tbe  borough  superintendents  of  Section 
26-1206-0  of  the  Administrative  Code,  upon  which  interpre¬ 
tation  the  objections  appealed  from  are  founded,  is  arbitrarv 
and  unconstitutional  under  Article  I,  Section  6,  of  the  Con¬ 
stitution  of  the  State  of  New  York,  in  that  it  is  not  a 
proper  exercise  of  the  police  powers  and  no  question  of 
public  health  or  welfare  is  involved;  that  the  ruling  above 
referred  to  reverses  the  practice  both  of  the  Department 
of  Housing  and  Buildings  and  of  the  industry  over  a  period 
of  many  years ;  constitutes  an  intervention  by  the  Depart¬ 
ment  in  a  long  standing  union  agreement  on  the  subject  be¬ 
tween  the  plumbing  and  steamfitters’  unions ;  is  a  usurpation 
of  power  by  the  Department  and  by  the  borough  superin- 
endents ,  and  is  inconsistent  with  the  purposes  of  the  re¬ 
vised  Building  Code,  which  was  designed  to  clarify  and  be 
in  general  accord  with  the  long  standing  agreement  between 
the  plumbers  and  steamfitters  and  the  long  continued  prac¬ 
tice  of  the  department  and  the  industry;  and 
W  hereas  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  dated  December  10,  1945,  and  received  from  the  bor¬ 
ough  superintendent,  which  reads  as  follows- 


This  refers  to  your  letter  of  November  28,  1945. 
f  violation  is  based  on  the  provisions  of  Section  C26- 
iJ14.U  of  the  Administrative  Code,  which  in  part  reads: 
Overflow  and  drain  pipes  from  expansion  tanks, 
t?rs:  ,,nP  Pans,  cooling  jackets,  sprinkler  systems 
and  similar  equipment  *  *  *  shall  discharge  upon 
theroof,  pr  shall  be  trapped  into  an  open  fixture  or 
shall  discharge  as  for  refrigerator  wastes.’  Note: 
Wastes  from  refrigerators  are  required  to  be  dis¬ 
charged  into  a  trapped  and  vented  plumbing  recep¬ 
tacle  such  as  a  sink.’ 

It  is  this  Department’s  position  that  piping  conveying 

^inoen  ■  rom  drip  pans  is  drain  Piping-  Section  C26- 
ny«.0  in  our  opinion  makes  such  piping  a  drainage 
system.  s 

The  ruling  by  the  Borough  Superintendent  of  Man- 
hattan  in  1938  was  based  largely  on  a  specfic  condition 
which  was  brought  into  discussion  at  that  time.  It  is 
my  opinion  that  this  ruling  was  open  to  criticism  as 
contrary  to  the  intent  of  applicable  Administrative  Code 
provisions. 

In  1939  other  cases  were  brought  into  discussion  and 
after  conference  with  a  group  which  represented  your 
industry,  and  others  representing  the  plumbing  industry 
the  borough  superintendent  of  Manhattan  gave  consid¬ 
erable  thought  to  the  questions  involved ;  the  entire  sub¬ 
ject  was  then  reviewed  and  discussed  with  all  of  the 
boroi,gh  superintendents  and  the  ruling  of  June  2 
in;  was  agreed  upon  as  the  interpretation  of  all  five 
borough  superintendents. 

The  basis  of  the  June  2,  1939  interpretation  was  that 
that  portion  of  a  waste  or  drip  within  fifteen  ft.  of  the 
apparatus  drained  or  dripped  might  reasonably  be  inter¬ 
preted  as  part  of  the  apparatus  provided  it  was  within 
the  same  room  or  enclosure.  If,  however,  the  waste  or 
drip  exceeded  fifteen  feet  in  length  on  its  run  to  a  drip 
receptacle  connecting  with  the  general  drainage  system 
of  the  building  the  drain  or  drip  would  be  construed 
as  plumbing  work  to  be  installed  by  a  licensed  plumber 
ihis  department  is  not  officially  interested  in  whether 
or  not  such  work  has  been  generally  considered  as  the 
work  of  the  steam  fitter,  nor  do  we  pass  on  the  merits 
of  such  practice  as  may  have  existed.  You  will  under¬ 
stand  that  we  are  bound  solely  and  only  by  the  pro- 
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visions  of  the  Building  Code,  as  interpreted  by  this 
Department  or  as  may  be  interpreted  by  the  Board  ot 
Standards  and  Appeals  or  the  courts  of  law. 

I  have  gone  to  considerable  length  to  explain  the 
Department’s  position  in  this  matter  in  order  that  you 
may  fully  understand  our  reasoning. 

In  view  of  the  foregoing,  your  request  that  the  sub¬ 
ject  violation  be  dismissed  is  hereby  denied.” 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  F.P.  Applic.  353-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  installation  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


521-46-A 

APPLICANT— Charles  B.  Meyers,  for  Terrace  Heights 
Hospital,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  P 

PREMISES  AFFECTED— 87-37  Palermo  street  and  191-35 
to  191-51  Foothill  avenue  (Terrace  avenue),  plot 
partially  bounded  by  Palermo  street,  Salerno  and 
Dunton  avenues,  Clover  Hill  drive  (Clover  road), 
Catania  place  (Clover  street)  and  Foothill  avenue 
(Terrace  avenue)  ;  (Block  10509,  Lots  52,  82,  87, 
130,  136,  148,  159  and  168),  Hollis,  Borough  of 
Queens. 

APPEARANCES—  T  „ 

For  Applicant:  Joseph  M,  Lonergan,  Charles  B. 

Meyers  and  Oscar  Newwirth. 

For  Opposition:  Walter  C.  Wagner,  I.  Robert 
Bassin,  Samuel  Rabin,  Webster  F.  Williams  and 
Max  Pollock.  f 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  ,  ,  _  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  ® 


THE  RESOLUTION  (521-46-A) 

Whereas,  Charles  B.  Meyers,  for  Terrace  Heights  Hos¬ 
pital,  owners,  filed  July  3,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent  affecting  premises  87-37  Palermo 
street  191-35  to  191-51  Terrace  avenue  (Foothill  avenue)  ; 
'(Block  10509,  Lots  52,  82,  87,  130,  136,  148,  159  and  168), 
Hollis,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  lune  27,  1946,  on  Alt.  Applic.  1829-46,  reads : 

“L  The  conversion  from  a  residential  use  to  a  use  as 
a  hospital,  of  a  non-fireproof  building  exceeding  20  ft. 
in  height,  is  contrary  Sec.  4.2.1  of  the  Building  Code. 

and  .  , 

Whereas,  the  applicant  states  the  building  is  one  story  and 
basement  (24  ft.  7*4  in.)  in  height,  80  ft.  *4  in.  by  55  ft.  in 
area,  of  Class  3  construction ;  located  on  a  plot  in  a  residence 
use,  E  and  F  area  and  Class  1  height  district;  erected  m 
1908;  as  a  one  family  dwelling,  proposed  to  be  used  and 
occupied  as  follows :  basement,  hospital  utilities,  22  persons , 
1st  floor,  hospital  wards,  etc.  37  persons;  attic,  unoccupied; 
that  the  building  will  be  equipped  with  an  interior  fire  alarm 
system  if  required  by  the  fire  commissioner  and  fire  drills 
will  be  maintained ;  that  the  building  is  provided  with  one  3 
ft.  9  in.  wide  wood  stairs,  enclosed  in  8  in.  brick  equipped 
with  one  and  one-half  hour  test  self-closing,  fireproof  doors ; 

Whereas,  the  applicant  contends  that  the  tract  in  question 
has  been  purchased  for  the  ultimate  erection  of  a  300  bed 
hospital,  that  the  present  dwelling  will  be  used  in  the  interim 
as  proposed;  that  the  building  was  erected  in  1908  to  a 
height  of  19  ft.;  that  it  appears  that  excavations  were  pos¬ 
sibly  made  around  the  building  and  the  ground  level  lowered 
so  that  now  the  height  of  the  building  is  24  ft.  7}4  in.  and 
the  former  cellar  is  now  a  basement ;  that  it  will  not  be  prac¬ 


tical  and  that  from  an  aesthetic  point  of  view,  it  is  unde¬ 
sirable  to  reduce  the  height  of  the  building  to  20  ft.  by 
removing  the  hipped  roof  construction  and  substituting  a  flat 
roof  ;  that  if  the  ground  level  had  not  been  lowered,  the  build¬ 
ing  would  be  a  one  story  building  as  originally  erected  and 
could  be  used  as  herein  proposed ;  that  the  attic  space  will 
remain  unoccupied  ;  that  in  view  of  the  urgency  for  hospital 
accommodations,  it  is  requested  the  Board  grant  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1829-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height  or 
area;  that  the  existing  plot  shall  not  be  increased  beyond  the 
size  required  under  the  present  zoning  regulations  for  a 
building  covering  the  existing  area  of  the  building ;  that  the 
attic  story  shall  be  unoccupied  as  proposed ;  that  the  building 
shall  be  equipped  with  an  interior  fire  alarm  system  and  fire 
drills  shall  be  maintained  as  proposed ;  that  in  addition,  a 
one-source  sprinkler  system  shall  be  installed  and  maintained 
throughout  the  building,  including  the  attic  space  and  all 
closets,  rooms  and  other  spaces ;  that  the  cellar  ceiling  shall 
be  fire-retarded  throughout;  that  the  heater  room  shall  be 
separated  from  the  balance  of  the  building  by  fire-retarded 
partitions  and  shall  be  entered  only  from  the  exterior  of  the 
building;  that  all  existing  exits  shall  be  nnaintained  and  in 
addition,  the  existing  porch  or  balcony  with  steps  to  grade 
shall  be  extended  across  the  entire  southerly  side  of  the 
building,  as  a  means  of  escape  from  the  southerly  rooms  and 
with  a  door  from  each  such  room  to  such  porch  or  balcony ; 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  a  non-coin  tele¬ 
phone  shall  be  maintained  on  each  floor  with  a  sign  over 
same,  giving  the  telephone  number  of  fire  headquarters , 
that  the  number  of  beds  for  patients  in  this  building  shall 
not  exceed  thirty-seven  (37)  ;  that  in  addition  to  these  re¬ 
quirements,  the  requirements  of  the  Department  of  Hospitals 
shall  be  complied  with  in  all  respects ;  that  the  building  shall 
not  be  occupied  until  the.  requirements  of  this  resolution  are 
complied  with  and  a  certificate  of  occupany  and  license  from 
the  Department  of  Hospitals  obtained ;  that  this  variance 
shall  continue  only  so  long  as  the  building  is  used  as  pro¬ 
posed  and  as  permitted  under  this  resolution,  but  for  not  over 
five  years;  that  in  all  other  respects  the  building  and  oc¬ 
cupany  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date  of  this 
resolution. 


348-43-A 


APPLICANT — Socony-Vacuum  Oil  Co.,  Inc.  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time — re  Appeal  from  an  order,  of  the 
fire  commissioner  re  Packaging  and.  storing  of 
combustible  mixtures  known  as  “Mobilgloss,  Mo¬ 
bil  Pre-Wax  Cleaner,  Mobil  Penetrating  Oil,  Mobil 
Dry  Cleaner,  Tavern  Dry  Cleaner,  Sanilac  Liquid 
Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super 
Sealer  and  Sanilac  Floor  Dressing,  in  1-gallon  glass 
jugs,  Tavern  Liquid  Wax  in  1  gallon  and  *4  gallon 
glass  jugs,  Sanilac  Paste  Wax,  Tavern  Floor  Wax 
&  Mobilwax  (Hard)  in  three  lg.  glass  jars  (capa¬ 
city  of  glass  jugs  and  jars  not  in  conformity  with 
Administrative  Code  Specifications  (previously 
granted  on  condition  for  temporary  term). 


APPEARANCES— 

For  Applicant:  Herbert  C.  Smyth,  Jr. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex- 


THE 


tended. 

VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  9 
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THE  RESOLUTION  (348-43-A) 

Whereas,  Socony-Vacuum  Oil  Company,  Inc.,  owner, 
filed  on  July  8,  1943,  an  appeal  from  a  decision  of  the  fire 
commissioner,  relating  to  the  packaging  in  glass  containers 
ol  the  following  combustible  mixtures;  Mobilgloss,  Mobil 
1  re-Wax  Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry  Clean- 
55)  ^  avTrn  Liquid  Wax,  lavern  Dry  Cleaner,  Sanilac  Liquid 
Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super  Sealer, 
SamlacFioor  Dressing,  Tavern  Floor  Wax  (paste),  Sanilac 
1  aste^  Wax,  Mobil  wax  (hard),  which  are  the  subject  of 
Permit  No.  B-35a-29S  issued  by  the  Division  of  Com- 
bustibles,  Fire  Department,  Brooklyn;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  July 
27,  1943,  on  certain  conditions ;  and 
Whereas,  the  time  was  extended  on  May  9,  1944  Tulv 
17,  1945  and  February  5,  1946;  and 

Whereas,  the  applicant  requested  a  further  extension  of 

the  time. 


that  the  occupancy  of  the  second  floor  may  be  for  busi¬ 
ness,  provided  it  is  restricted  to  doctors’  offices  and 
other  professional  occupancy,  prohibiting*  all  other 
business  use  and  factory  use;  that  the  third  floor  shall 
be  continued  as  proposed,  as  residence  occupancy;  that 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto  and  all  of  the  objections  raised  by  the  borough 
superintendent  under  date  of  October  4,  1945  under  Alt. 
Applic.  594-44  shall  be  complied  with. 

Resolved,  further,  that  the  present  occupancy  on  the 
second  floor  east,  consisting  of  a  dress  goods  store  may 
be  continued  for  a  term  of  one  (1)  year,  provided  there 
is  no  manufacturing  carried  on ;  that  such  portable  fire 
fighting  appliances  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct.” 


Resolved,  that  the  Board  of  Sandards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  27  1943  as 
amended  through  February  5,  1946,  only  so  far  ’as  it  ’has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“*  *  *  to  permit  for  a  term  of  six  (6)  months  from 
the  date  of  this  amended  resolution,  the  packaging  of 
the  following  products :  .Mobilgloss,  Mobil  Pre-Wax 
Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner, 
Tavern  Liquid  Wax,  Tavern  Dry  Cleaner,  Sanilac 
Liquid  Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super 
Sealer  and  Sanilac  Floor  Dressing,  and  that  other  than 
as  herein  amended,  the  conditions  of  the  resolution  of 
February  5,  1946,  shall  be  complied  with.” 


226-45-A 

APPLICANT— Joseph  A.  Kinsley,  for  My-R  Construc- 
-tion  Corp.,  owner  (872  Gerard  Avenue  Corp., 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 872  Gerard  avenue  and  81-95 
East  161st  street,  northeast  corner  (2nd  floor)  ; 
(Block  2476,  Lot  56),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  A.  Kinsley  and  Samuel  R. 

*  Buxbaum. 

For  Administration:  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Afhrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

l  THE  RESOLUTION  (226-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  872  Gerard  avenue  and 
81-95  East  161st_  street,  northeast  corner  (2nd  floor)  : 
j  (Block  2476,  Lot  56),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  October  16,  1945  on  certain  conditions ; 
and 

Whereas,  the  applicant  requested  an  amendment  of  the 
;  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  16,  1945,  so 
that  as  amended  the  resolution  shall  read : 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  594-44,  Objection  1,  dated 
October  4,  1945  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area; 


467-45-A 

APPLICANT— M.  Milton  Glass,  Mayer  &  Whittlesey,  for 
Television,  Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  decision  of 
the  borough  superintendent  (previously  granted  on 
condition). 

I  REMISES  AFFECTED — 105-111  East  106th  street,  north 
side,  55  ft.  east  of  Park  avenue  and  104  East  107th 
street  (Block  1634,  Lots  3  and  69),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Erwin  S.  Wolfson  and  Julian 
Whittlesey. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

DEVOTE  to  reopen  and  amend  resolu- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . .  q 

THE  RESOLUTION  (467-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  105-111  East  106th  street 
north  side,  55  ft.  east  of  Park  avenue  and  104  East  107th 
street  (Block  1634,  Lots  3  and  69),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  July  27,  1945,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  relating  to  the  construction  of  a  proposed  ex¬ 
tension  to  the  building ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  27,  1946,  on  Misc.  F.  P.  Applic.  2248-46  reads- 
“1.  Contrary  to  C19-117.0  Subd.  la  of  the  Adm.  Code 
— to  extend  a  building  for  use  as  a  motion  picture  film 
studios  ^and  laboratory,  when  the  building  is  situated 
within  50  ft.  of  the  nearest  wall  of  a  structure  occupied 
as  a  place  of  public  assembly.” 
and 

Whereas, _  the  applicant  states  that  it  is  now  proposed  to 
alter  the  building  by  erecting  a  4  story  fireproof  extension 
fronting  230  ft.  along  107  street ;  that  plans  and  applications 
for  this  proposed  extension  were  filed  under  Fireproof  Ap¬ 
plication  2248-46  and  the  objection  herein  appealed  issued ; 
and 

Whereas,  the  applicant  contends  that  the  extension  will 
be  fireproof,  equipped  with  approved  standpipe  system,  a 
two  source  automatic  wet  sprinkler  system  and  will  comply 
in  all  respects  with  the  provisions  of  the  Building  Code 
and  the  Fire  Prevention  Code;  that  there  will  be  no  open¬ 
ings  in  the  walls  of  the  proposed  building  within  50  ft.  of 
the  place  of  public  assembly ;  that  all  vaults  for  the  storage 
of  motion  picture  film  will  be  constructed  of  8  in.  brick 
with  concrete  floors  and  ceilings;  that  the  bulk  of  the  film 
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stored  in  the  building  will  be  in  vaults  located  on  the  wes  - 
erly  end  of  the  third  floor  of  the  extension,  approximately 
100  ft.  from  the  place  of  public  assembly ;  that  there  wou 
be  several  vaults  on  the  1st  and  2nd  floors  for  the  storage 
of  film  in  process,  all  but  two  of  these  will  be  over  50  ft. 
from  the  place  of  public  assembly  and  no  vault  vents  w  1 
face  in  the  direction  of  the  place  of  public  assembly ,  that  the 
construction  of  the  proposed  extension  will  present  no  hazard 
to  the  occupants  of  the  place  of  public  assembly  .that  t  le  p 
posed  extension  is  essentially  for  the  conduct  of  the  owner  s 
business;  that  hardship  will  be  caused  to  the  owner  if  the 
erection  of  this  extension  would  not  be  permitted 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  2/,  lv4P,  Dy 

adding  thereto :  ,  .  ,  ,  . 

“xx  that  in  the  event  the  owner  desires  to  construct 
a  fireproof  addition  facing  East  107th  street,  as  passed 
upon  by  the  borough  superintendent,  on  Misc  Applic. 
F  P  222-46,  and  such  building  is  within  50  it.  ol  a 
place  of  public  assembly  adjoining  on  106th  street  as 
passed  upon  by  the  Board  in  connection  with  the  exist¬ 
ing  building  at  No.  105-111  East  116th  street,  such 
building  may  be  occupied  for  storage  of  films  as  pro 
posed,  on  condition  that  there  shall  be  no  openings  in 
the  walls  of  this  building  within  50  ft.  of  the  place  of 
public  assembly  and  the  vaults  and  storage  of  him  in 
all  respects  comply  with  all  laws,  rules  and  regulations 
applicable  thereto.” 


381-46-A  _ 

APPLICANT— Lama  and  Proskauer,  for  Atlas  Clothing 
Company,  owner.  .  , 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED  657-675  4th  avenue  east  side 
between  20th  and  21st  streets  and  174-180  20th  street 
(1st  floor)  ;  (Block  640,  Lot  3),  Borough  of  Brook- 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama.  f 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
o  mended 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION —  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gurnee.  4 
Negative:  . 

THE  RESOLUTION  (381-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 

superintendent,  affecting  premises  657“<P?  **  a^P%eajJ 
side  between  20th  and  21st  streets  and  174-180  20th  street 
(1st  floor)  ;  (Block  640,  Lot  3),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  June  18,  1946,  on  certain  conditions; 

^Whereas,  the  applicant  requested  an  amendment  of  the 

that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  18,  1946,  so  that 
as  amended,  the  resolution  shall  read .  . 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent  on  Alt.  Applic.  845-46,  Objection  1,  and  that 
the  application  be  and  it  hereby  is  granted  on  condition 
that  the  exits  from  the  first  floor  as  shown  on  revised 
plans  marked  ‘‘Received  July  17,  1946  (1  sheet),  shall 
be  maintained;  that  every  room  occupied  for  factory 
work  shall  in  every  case  have  two  means  of  exit  there¬ 
from  to  public  hall  or  to  the  exterior ;  that  in  all  other 


479-46-A 

APPLICANT— John  J.  Beatty,  Administrator  Estate  of 
Mary  T.  Beatty,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 88-110  Crown  street  south  side 
220  ft.  west  of  Bedford  avenue  (Block  1294,  Lot 
22),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  ^ 

THE  RESOLUTION  (479-.46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  88-110  Crown  street, 

south  side,  220  ft.  west  of  Bedford  avenue  (Block  1294 
Lot  22),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  July  9,  1946,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

rCJ Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  9,  1946,  so  that  as 
amended,  the  resolution  shall  read : 

Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  acting  on  Alt.  Applic.  2286-46,  be  and  it 

hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  as  to  Objection  1,  on  condition  that  the  exist¬ 
ing  6  inch  terra  cotta  partitions  separating  the  first  iloor 
into  three  sections  as  indicated  on  similar  plan  filed 
with  this  appeal  marked  “Received  June  26  1946,  as 
corrected  by  applicant  July  9,  1946,  and  with  fireproof 
self-closing  doors  with  openings  therein,  as  indicated, 
shall  be  maintained ;  that  the  one  source  sprinkler  sys¬ 
tem  shall  be  maintained  throughout  the  building  in  ac¬ 
cordance  with  the  requirements  therefor,  as  well  as  the 
standpipe  system  and  interior  fire  alarm  system ;  that 
the  ramps  from  cellar  to  1st  floor  shall  have  fireproof 
self-closing  doors  or  fire  shutters  at  the  foot  thereof 
as  a  cut-off  from  cellar  to  first  floor ;  that  the  building 
shall  not  be  increased  in  height  or  occupancy  and  shall 
be  maintained  substantially  as  proposed  and  as  indicated 
on  such  plan;  that  in  all  other  respects  shall  comply 
with  all  laws,  rules  and  regulations  applicable  to  the 
building  and  occupancy;  that  the  garage  use  as  per¬ 
mitted  by  the  Board  under  Cal.  275-25-BZ  shall  not  be 
restored;  and  denied  as  to  Item  2;  as  to  Item  3,  tha 
the  exits  from  each  portion  of  the  cellar  shall  be 
maintained  as  indicated  on  such  plan  and  such  spaces 
in  the  cellar  shall  be  used  only  for  storage  and  not  tor 
manufacturing;  as  to  Objection  4,  that  the  existing 
driveway  through  to  Montgomery  street  shall  be  dis¬ 
continued;  as  to  Objection  5,  that  a  ladder  and  scuttle  to 
roof  shall  be  maintained  at  two  points  as  indicated 
on  plans;  that  the  scuttle  shall  be  equipped  with  an 

easy  opening,  device.  ,  .  „„ 

Resolved  further,  that  in  the  event  the  owner  desires 
to  occupy  the  cellar  spaces  as  shown  on  such  plans  tor 
factory  occupancy,  such  occupancy  may  be  permitted, 
provided  the  exits  from  such  space  comply  with  the 
requirements  of  the  labor  law  in  all  respects  and  lead 
directly  from  such  space  to  street;  that  the  existing 
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ramps  to  be  closed  off  as  hereinbefore  required  shall 
not  be  deemed  exits.” 


199-46-A 

APPL1C  ANT — Irving  P.  Marks,  for  Irving  Siskind,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dismissed 
for  lack  of  prosecution}. 

PREMISES  AFFECTED — 516  3rd  avenue,  west  side,  75 
ft.  south  of  East  35th  street,  2nd  floor,  (Block  890, 
Lot  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Isadora  Humbles. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


235-46-A 

APPLICANT — Eberhard  Faber  Pencil  Co.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 108-122  West  street  and  51-57 
Kent  street,  northeast  corner  (also  known  as  37- 
69  Greenpoint  avenue),  (1st  floor,  Building  13)  ; 
(Block  2549,  Lots  1,  3-33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  E.  R.  Baylis  and  William  Graf. 
For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  September  10,  1946 
at  2  P.  M.  for  further  consideration. 


517-46-A 

APPLICANT— Henry  C.  Hahn,  for  Y.W.C.A.  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 113  East  37th  street,  north  side, 
189  ft.  east  of  Park  avenue  (Block  893,  Lot  11), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  C.  Hahn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  reserve  calendar,  await¬ 
ing  filing  of  an  application  for  a  zoning  variance. 


524-46-A 

APPLICANT — Robert  Williamson,  for  Flostrand  Realties, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3155  Westchester  avenue,  west 
side,  265.6  ft.  south  of  Wilkinson  avenue  (Block 
4235,  Lot  45),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar,  to  be 
heard  in  conjunction  with  Cal.  523-46-BZ. 


560-46-A 

APPLICANT — Lynmoore  Apartments  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 754-756  7th  avenue,  west  side, 
41  ft.  6  in.  south  of  West  50th  street  (5th  and 
6th  floors)  ;  (Block  1021,  Lot  34),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  H.  O.  Catenacico  and  F.  Saglio. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1946 
at  2  p.  m.  for  an  inspection  by  a  committee  of  the 
Board. 


ZONING  APPLICATIONS 

624-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lobe  Realty 
Corp.,  owner. 

SUBJECT— Application  reopened  February  13,  1946 —  (de¬ 
cision  of  the  borough  superintendent)  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  of  a  gasoline 
service  station,  lubritorium  and  car  washing. 

PREMISES  AFFECTED — 178-02  to  178-08  Union  turn¬ 
pike,  south  side,  400  ft.  east  of  Utopia  parkway 
(Block  7227,  part  of  Lot  24),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 


THE  RESOLUTION  (624-39-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  177-12  to  177-22  Union  turnpike,  south  side,  345.17 
ft.  east  of  Utopia  parkway  (Block  7227,  part  of  Lot  24), 
Flushing,  Borough  of  Queens,  was  denied  by  the  Board 
on  December. 5,  1939;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
plication  and  consideration  of  a  new  proposal,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  the  change  of 
use  from  stable  to  gasoline  service  station,  lubritorium 
and  car  washing,  for  a  term  of  years,  affecting  premises 
178-02  to  178-08  Union  turnpike,  south  side,  400  ft.  east  of 
Utopia  parkway  (Block  7227,  part  of  Lot  24),  Flushing, 
Borough  of  Queens  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  13,  1946,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  23,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Union  turnpike  is  in  a  business  use, 
D  area  and  Class  1  height  district;  Utopia  parkway  is  in 
a  business  and  residence  use,  D  and  F  area  and  Class  1 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  28,  1945  re  N.B.  Applic.  2219-45,  reads: 

“1.  The  erection  of  a  gasoline  service  station  in¬ 
cluding  a  lubritorium  and  car  washing  in  a  business 
district  is  contrary  to  Section  4(46)  of  the  zone  law.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  140  ft.  frontage  by  100  ft.  in  depth,  irregular  in  area, 
on  which  is  to  be  erected  a  building  60  ft.  1  in.  front  by 
30  ft.  in  depth,  on  story  (13  ft.)  in  height,  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  remove  the  present  struc¬ 
ture,  erect  a  new  building,  to  house  office,  laundry  and 
lubritorium,  install  eight  550  gallon  storage  tanks,  each  with 
two  pumps  set  back  at  least  10  ft.  from  the  building  line 
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and  to  construct  along  the  lot  line ;  a  6  ft.  high  brick  wall, 
suitably  coped  to  landscape  the  entire  plot;  and 
Whereas,  the  applicant  contends  that  the  community  has 
no  service  station  within  a  radius  of  one  mile ;  that  at 
the  previous  hearing,  the  Cunningham  Civic  Association  s 
representative  favored  the  granting  of  the  application;  that 
the  nearest  service  station  is  on  Union  turnpike  and  164lh 
street;  that  this  application  provides  a  100  ft.  buffer  be¬ 
tween  the  proposed  service  station  and  the  property  owned 
by  Mrs.  Anna  Arnold,  Block  7227,  Lot  12,  which  is  directly 
west ;  that  inasmuch  as  a  nuisance  and  an  unsightly  build¬ 
ing  is  being  demolished  and  a  modern  up-to-date  service 
station  designed  to  serve  the  community  is  being  asked 
for,  it  is  respectfully  requested  that  the  Board  grant  this 
application ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  f  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7f  for 
a  term  of  ten  (10)  years  from  the  date  of  this  action,  to 
permit  the  plot  to  be  occupied  as  proposed,  as  a  gasoline 
service  station,  on  condition  that  all  existing  buildings  and 
uses  shall  be  removed  from  the  premises  and  the  plot 
graded  substantially  to  the  grade  of  Union  turnpike;  that 
the  station  shall  be  arranged  substantially  as  indicated  on 
plans  marked  “Received  January  23,  1946”  (2  sheets)  ;  that 
the  accessory  building  shall  be  substantially  of  the  size  and 
design  as  thereon  indicated,  located  toward  the  center  of 
the  premises ;  that  gasoline  pumps  shall  be  erected  not 
nearer  than  15  feet  to  the  budding  line  of  Union  turn¬ 
pike  and  shall  consist  of  not  more  than  two  twin  pumps 
of  the  parkway  design  with  face  brick  pedestals  of  the 
same  type  as  used  for  the  accessory  building;  that  the 
gasoline  storage  tanks  shall  be  restricted  to  eight  550  gallon 
tanks;  that  there  shall  be  erected  on  the  interior  and  rear 
lot  lines,  a  masonry  wall  not  less  than  6  feet  in  height ; 
that  such  wall  may  be  reduced  by  ramping  or  stepping  down 
along  the  westerly  lot  line  within  10  feet  of  the  building 
line;  that  such  wall  shall  be  properly  coped  and  con¬ 
structed  of  face  brick  on  both  sides  of  the  same  type  as 
used  on  the  accessory  building;  that  the  accessory  building 
shall  be  arranged  as  proposed  for  office,  lubrication  and 
car  washing;  that  the  accessory  building  shall  comply  with 
the  requirements  of  the  building  code  therefor  and  shall  be 
roofed  with  natural  slate;  that  the  boilerroom  shall  be 
separated  from  the  balance  of  the  building  by  fireproof 
construction  and  enterable  only  from  the  exterior ;  that  no 
repairing  of  motor  vehicles  shall  be  permitted  on  the  premi¬ 
ses  and  no  parking  of  cars  other  than  those  being  serviced ; 
that  the  entire  rear  of  the  premises,  both  to  the  east  and 
west  of  the  accessory  building  and  to  the  rear  wall,  shall 
be  landscaped  with  proper  curbing  for  protection;  that 
planting  areas  shall  also  be  maintained  against  the  easterly 
and  westerly  walls  for  a  width  of  not  less  than  5  feet ;  that 
curb  cuts  to  the  premises  shall  be  restricted  to  two,  each 
not  over  30  feet  in  width  ;  that  no  curb  cut  shall  be  nearer 
than  five  feet  to  either  side  lot  line  as  extended;  that  the 
premises  where  not  occupied  by  accessory  building,  pumps, 
walls  and  planting  shall  be  paved  with  concrete,  asphalt  or 
other  approved  impervious  paving ;  that  no  sign  shall  be 
erected  on  the  premises,  except  there  may  be  one  permanent 
sign  attached  to  the  face  of  the  accessory  building  and 
the  illuminated  globes  of  the  pumps,  excluding  all  tem¬ 
porary  and  roof  signs,  but  permitting  the  erection  within 
the  lot  line  of  one  post  standard  for  supporting  a  sign  which 
may  be  illuminated,  advertising  only  the  brand  of  gasoline 
on  sale  and  permitting  such  sign  to  extend  beyond  the  build¬ 
ing  line  for  a  distance  of  not  more  than  four  feet;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  that  complete  working 


drawings  shall  be  submitted  for  the  approval  of  the  Board 
before  same  are  filed  with  the  borough  superintendent ;  that 
such  plans  shall  be  filed  within  six  months  from  the  date  of 
this  resolution  and  after  approval,  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months 
thereafter. 


702-45-BZ 

APPLICANT— Sidney  L.  Strauss,  for  Albert  H.  Dachuck, 
and  James  Ferrarea,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  of  occupancy  from  riding  academy  (15 
horses)  to  gasoline  service  station  and  repair  shop. 
PREMISES  AFFECTED— 182-70  Union  turnpike,  and  80- 
02  Chevy  Chase  street,  southwest  corner  (Block 
7248,  Lot  39),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  •  .  0 

Negative:  Chairman  Murdock,  Commissioners 
"Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (702-45-BZ) 

Whereas,  Sidney  L.  Strauss,  for  Albert  H.  Dachuck 
and  James  Ferrara,  owners,  filed  November  14,  1945,  an 
application  under  section  7f  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  and  business  use  district,  the  change  of 
occupancy  from  riding  academy  (15  horses)  to  gasoline 
service  station  and  repair  shop;  affecting  premises:  183-70 
Union  turnpike,  80-02  Chevy  Chase  street,  southwest  cor¬ 
ner  (Block  7248,  Lot  39),  Jamaica,  Borough  of  Queens; 

and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Union  turnpike  is  in  business  use,  D 
area  and  Class  1  height  district;  Chevy  Chase  street  is  in 
residence  and  business  use,  D  area  and  Class  1  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  22,  1945,  re  N.B.  App.  1303-45,  reads: 

“1.  The  erection  of  a  gasoline  service  station  and 
repair  shop  within  a  business  and  residence  district  is 
contrary  to  article  2,  section  3  and  4  of  B.Z.R. 

2.  Curb  cuts  contrary  to  section  7 A  of  B.Z.R.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  110  feet  frontage  by  102.90  feet  in  depth,  on  which  it  is 
proposed  to  erect  a  building  54  feet  front  by  32  feet  in 
depth,  one  story  (10  feet  6  in.)  in  height,  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  remove  the  stable  and 
barns  and  to  erect  a  new  building  within  the  business  por¬ 
tion  of  the  lot ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  three  stables,  each  of  which  is  occupied  by 
five  horses ;  that  Certificate  of  Occupancy  5139  provides 
for  a  barn  for  not  fnore  than  five  horses  on  the  west  side 
of  Chevy  Chase  road,  85  ft.  south  of  Union  turnpike;  that 
the  barn  was  erected  under  N.B.  Application  2469-34;  that 
C.  of  O.  51338  provides  for  a  stable  for  not  more  than  five 
horses,  located  at  the  southwest  corner  of  Chevy  Chase 
road  and  Union  turnpike ;  that  this  stable  was  erected  under 
N.B.  Applic.  59247-34;  that  C.  of  O.  Q4625  provides  for  a 
stable  for  five  horses  located  on  the  west  side  of  Chevy 
Chase  road,  43  feet  south  of  Union  turnpike,  which  was 
erected  under  N.B.  App.  5947-38 ;  that  these  certificates  of 
occupancy  total  fifteen  horses  and  it  is  now  proposed  to 
remove  these  stables  and  barns  entirely  and  to  improve  the 
site  with  a  modern  complete  gasoline  service  station  to 
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provide  for  the  needs  of  the  area;  that  it  is  intended  to 
restrict  the  proposed  development  to  that  portion  of  the  lot 
lying  entirely  within  the  business  portion,  i.e.,  100  feet  south 
from  Union  turnpike ;  that  the  south  side  of  Union  turnpike 
has  not  been  dveloped,  notwithstanding  the  fact  that  in 
1930  there  was  considerable  building  activity  in  this  part  of 
Queens;  that  inasmuch  as  it  is  proposed  to  restrict  the 
gasoline  service  station  to  the  business  portion  of  the  lot, 
this  application  is  made  under  section  7f  for  a  period  of 
ten  years;  that  the  improvement  proposed  will  be  a  decided 
asset  to  the  surrounding  areas  and  the  opportunity  is  now 
available  to  remove  the  existing  stables ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  tor  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7,  subdivision  f  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


41-46-BZ 

APPLICANT— S.  Joseph  Silbert,  for  126  West  42nd 
Street,  Inc.,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  B  area  district,  the  change 
in  occupancy  and  increase  in  area  of  proposed  build- 
inS  to  occupy  more  than  the  permitted  area. 

PREMISES  AFFECTED — 126-128  West  42nd  street,  south 
side,  240  ft.  west  of  6th  avenue  (Avenue  of  the 
Americas)  and  129-131  West  41st  street  (Block  994, 
Lots  21,  43  and  44),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


THE  RESOLUTION  (41-46-BZ) 

Whereas,  S.  Joseph  Silbert,  for  126  West  42nd  Street, 
Inc.,  owner,  filed  January  11,  1946,  an  application  under  Sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  retail  1  use, 
B  area  district,  the  change  in  occupancy  and  increase  in 
area  of  proposed  building  to  occupy  more  than  the  permitted 
area;  affecting  premises  126-128  West  42nd  street,  south 
side,  240  ft.  west  of  6th  avenue  (Avenue  of  the  Americas) 
and  129-131  West  41st  street  (Block  994,  Lots  21,  43,  and 
44)  Borough  of  Manhattan ;  and 

Whereas,  the  applicant  requested  withdrawal  of  this  ap¬ 
plication  in  view  of  the  recent  action  by  the  Court  of  Appeals 
annulling  the  amendment  to  the  Zoning  Resolution  as  to  re¬ 
tail  use,  B  area,  districts. 

Resolved,  that  the  application  be  and  it  hereby  is  with¬ 
drawn. 


242-46-BZ 

APPLICANT — Paul  Friedman,  for  Joseph  G.  Urgo  and 
Robert  J.  Rivellese,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning  reso- 
tion,  to  permit  in  a  business  use  district,  a  gasoline 
service  station,  office,  lubritorium,  automobile  show¬ 
room  and  repairs  to  motor  vehicles  for  a  term  of 
ten  (10)  years. 

PREMISES  AFFECTED — 184-08  to  184-14  Union  turn¬ 
pike,  south  side,  110  ft.  west  of  Chevy  Chase  street 
(Block  7248,  part  of  Lot  35),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (242-46-BZ) 

Whereas,  Paul  Friedman,  for  Joseph  G.  Urgo  and  Robert 
J.  Rivellese,  owners  filed  April  3,  1946,  an  application  under 
section  7f  and  7i  of  the  zoning  resolution,  to  permit  in  busi¬ 
ness  use  district  a  gasoline  service  station,  office,  lubritorium, 
automobile  showroom,  laundry,  and  repairs  to  motor  vehicles 
for  a  term  of  ten  (10)  years;  premises:  184-08  to  184-14 
Union  Turnpike,  south  side,  110  feet  west  of  Chevy  Chase 
street  (Block  7248,  part  of  Lot  35),  Jamaica,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Union  turnpike  is  in  a  business  use,  D 
and  b  area  and  Class  1  height  district ;  Chevy  Chase  street 
is  in  residence  and  business  use,  D  and  F  area  and  Class 
1  height  districts ;  and 

V  hereas,  the  decision  of  the  borough  superintendent, 
dated  March  22,  1946,  re  N.  B.  App.  2170-45,  reads: 

“1.  Proposed  gasoline  service  station  and  repairs  of 
motor  vehicles  within  a  business  use  district  is  contrary 
to  Art.  2,  Sect.  4a,  Subdivision  29  and  46  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  80  ft.  frontage  by  100  ft.  in  depth,  on  which  it  is 
proposed  to  erect  a  building  80  ft.  front  by  55  ft.  in  depth, 
one  story  (17  ft.,  6  in.)  in  height,  of  Class  3  construction; 
and 

Whereas,  the  applicant  contends  that  the  portion  of  the 
plot  included  in  this  appeal  is  located  in  a  business  use,  Class 
1  height  and  D  area  district;  the  portion  of  the  plot  ex¬ 
cluded  therefrom  is  located  in  a  residence  use,  Class  1  height 
and  F  area  district;  that  the  use  area  and  height  district 
designations  of  the  portion  of  the  plot  included  herein 
have  not  been  changed  since  1916  that  the  portion  of  the 
plot  excluded  herefrom  has  not  been  changed  since  1916, 
except  the  area  district  designation  thereof  was  changed 
from  E  to  F  on  April  12,  1935 ;  that  no  zoning  amendment 
relating  to  this  property  is  pending  at  present;  that  the 
instant  plot  located  within  a  business  use  district  is  hemmed 
in  by  non-conforming  use;  adjoining  to  the  east,  Lot  39, 
are  stables  for  15  horses;  adjoining  to  the  west,  Lot  33,  is 
a  lumber  yard  and  beyond  that  a  stone  and  gravel  yard.  Lot 
31;  that  the  nearest  gasoline  station,  etc.  east  of'  the 
premises  is  more  than  four  miles  away ;  and  the  nearest 
one  to  the  west  is  more  than  one  mile  away;  that  the  ap¬ 
plicant  contends  further  that  the  application  should  be 
granted  because  there  is  a  need  for  the  proposed  use  in 
the  neighborhood  as  the  nearest  similar  facility  is  more 
than  four  miles  east  and  more  than  1  mile  west;  that  there 
is  no  need  for  stores  on  this  block  as  there  is  a  substantially 
developed  shopping  center  starting  one  block  away;  that 
the  premises  cannot  be  developed  for  business  so  as  to 
yield  a  fair  return;  that  the  attempt  to  use  the  instant 
premises,  for  store  use  would  merely  siphon  the  business 
from  existing  businesses  and  therefore  deteriorate  the  value 
of  existing  property  developed  for  business;  that  the  prem¬ 
ises  cannot  be  developed  for  residence  use  because  it  is 
hemmed  in  by  nonconforming  uses,  such  as  stables  for  15 
horses  on  the  east  and  the  lumber  yard  on  the  west ;  that 
the  proposed  use  will  not  deteriorate  the  neighborhood  as 
the  building  will  be  of  attractive  design  and  construction 
and  the  use  subject  to  the  regulatory  powers  of  the  Board  ; 
that  the  properties  at  the  rear  are  partly  separated  from  the 
site  by  their  own  garages  and  will  be  benefitted  by  having 
20  ft.  of  Lot  35  (not  included  in  this  application)  vacant  and 
unused,  except  as  said  neighboring  owners  may  wish  to  use 
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the  property  contiguous  to  their  rear  lot  lines  and  to  a 
depth  of  20  ft.  as  a  garden  plot;  that  it  should  also  be 
noted  that  the  rear  wall  of  the  proposed  building  will  be 
approximately  23  ft.  from  the  rear  lot  line  of  the  abutting 
owners  on  80th  road,  thus  assuring  them  of  more  light 
and  air  than  if  a  taxpayer  were  erected;  that  the  property 
opposite  the  site  on  Union  turnpike  consists  of  two  resi¬ 
dences  with  accessory  garages,  the  fronts  of  which  houses 
are  on  184th  and  185th  streets,  respectively,  while  the  acces¬ 
sory  garages  front  on  Union  turnpike,  which  is  100  ft.  wide 
opposite  the  site. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  sections  7f  and  7 i  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


450-46-BZ 

APPLICANT— Jno-B.  Snook  Sons— Victor  C.  Farrar,  for 
Edward  H.  and  Henry  A.  Gerry,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  garage  for  eighteen  (18)  cars, 
storage  and  one  family  dwelling  to  offices. 

PREMISES  AFFECTED — 41  East  62nd  street,  north  side, 
165  ft.  east  of  Madison  avenue  (Block  1377,  Lot  27), 


Borough  of  Manhattan. 

APPEARANCES—  ^  0  ,  T 

For  Applicant:  Thomas  E.  Snook,  Jr.,  t.  W. 

Monckmeyer  and  Russell  V.  Cruikshank. 

For  Opposition :  Wm.  R.  Sloane. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  .  . 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  ,  ,  ^ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


THE  RESOLUTION  (450-46-BZ) 

Whereas,  Jno  B.  Snook  Sons,  Victor  C.  Farrar,  for 
Edward  H.  &  Henry  A.  Gerry,  owners,  filed  June  18,  1946, 
an  application  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  change  in  occupancy 
from  garage  for  eighteen  (18)  cars,  storage  and  one  family 
dwelling  to  office ;  premises :  41  East  62nd  street,  north  side, 
165'  east  of  Madison  avenue  (Block  1377,  Lot  27),  Borough 
of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  62nd  street  is  in  residence  and  re¬ 
stricted  retail  use,  B  area  and  Class  lj4  height  districts; 
Madison  avenue  is  in  a  restricted  retail  use,  B  area  and  Class 
W2  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  5,  1946,  re  Alt.  Applic.  1177-46,  reads: 

“1.  Proposed  change  in  use  of  building  from  garage 
and  work  shop  and  residence  to  offices  in  a  residence  use 
district  is  contrary  to  Sec.  3  of  zoning  resolution.” 

and  .  .  r 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  35  ft.  frontage  by  100.5  ft.  in  depth,  on  which  is 
located  a  building  35  ft.  front  by  100  ft.  5  in.  depth,  on  1st 
and  2nd  floor,  49  ft.  1  in.  deep,  and  3rd  floor,  two  and  three 
stories,  25  ft.  3  in.  and  44  ft.  in  height,  of  Class  1  construc¬ 
tion  ;  that  it  is  proposed  to  remodel  the  building,  removing 
and  replacing  front  and  rear  walls  and  erecting  a  new  facade ; 


that  the  building  will  be  35  ft.  front  by  65  ft.  in  depth  on  1st 
floor,  49.1  inch  in  depth  on  2nd  and  3rd  floors,  13  ft.  3  m. 
and  44  ft.  in  height ;  that  it  is  proposed  to  alter  the  interior 
for  offices  and  to  install  a  passenger  elevator;  and  . 

Whereas,  the  applicant  contends  that  it  is  the  intent  ot 
The  Gerry  Estates  to  use  these  premises  for  their  private 
family  business ;  that  in  making  the  alteration  there  is  no 
intention  of  increasing  the  size  of  the  present  building,  but 
on  the  contrary,  they  expect  to  remove  the  rear  of  the  present 
2nd  floor  in  conformity  with  the  present  law,  thus  giving 
more  light  and  air  to  the  adjacent  parcels  of  property;  that 
it  is  also  intended  to  erect  a  new  facade  in  conformity  with 
the  attached  plans,  thus  tying  in  the  appearance  of  the  front 
with  the  Colony  Club  and  other  buildings  on  the  block ;  that 
it  is  realized  that  the  Board  has  denied,  most,  if  not  all,  ot 
the  former  appeals  for  change  of  use  in  this  district,  but  no 
prior  case  that  has  been  examined  is  in  any  way  on  all  fours 
with  this  one;  that,  the  former  denials  have  all  been  made 
when  the  appellant  wished  to  change  from  a  present  residence 
to  a  business  building ;  that  here  the  change  is  from  a  gara§e 
to  a  private  office  building,  which  applicant  considers  an  im¬ 
provement  and  believes  the  Board  will,  also ,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section- 7e  thereof  for  a 
term  of  ten  (10)  years,  to  permit  the  building  to  be  occupied 
as  proposed  as  a  private  estate  office  for  the  Gerry  Estate 
and  for  no  other  purpose,  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  the  front  of  the  build¬ 
ing  shall  be  reconstructed  as  proposed  and  constructed  ot 
face  brick,  stone  trimmings  and  ornamental  iron,  as.  indicated 
on  plans  filed  with  this  application,  marked  “Received  June 
18,  1946”  (4  sheets)  and  the  interior  may  be  altered  and  re¬ 
arranged  as  indicated  on  such  plans ;  that  upon  the  termina¬ 
tion  of  this  variance  the  building  shall  be  used  for  a  use  con- 
forming  in  a  residence  district  and  the  former  use  as  a  stable 
or  garage  shall  not  be  restored;  that  in. all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  any  sign  erected  on  the 
building  shall  be  restricted  to  a  small  bronze  name  plate  at 
the  entrance  doorway,  complying  as  to  size  with  the  require¬ 
ments  for  signs  permitted  in  a  residence  district;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


508-46-BZ 

APPLICANT— Samuel  Rosenblum,  for  Benjamin  Gursky, 
owner  (Bascom  Launderette  Corp.,  lessee). 

SUB TECT—  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 1290-1300  Fulton  street,  south 
side,  89  ft.  6  in.  east  of  Nostrand  avenue  (Block 
1861,  Lot  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  Joseph  C.  Quinn,  Theodore  Gut¬ 
man,  H.  Dunbar,  Albert  Rosenthal,  and  E. 
Christopher. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  ^ 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
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THE  RESOLUTION  (508-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Benjamin  Gursky, 
owner  (Bascom  Launderette  Corp.,  lessee)  filed  July  1, 
1946  an  application  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  operation 
and  maintenance  of  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years,  affecting  premises  1290-1300  Fulton  street,  south 
side,  89  ft.  6  in.  east  of  Nostrand  avenue  (Block  1861,  Lot 
5),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  23,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  bulton  street  is  in  a  business  use,  C 
area  and  Class  1)4  height  district;  Nostrand  avenue  is  in  a 
business  use,  C  area  and  Class  1%  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  27,  1946  on  Alt.  Applic.  2885-46  reads: 

“1.  Proposed  occupancy  of  store  at  1292  Fulton 
Street  as  a  wet  wash  laundry,  the  washing  to  be  done 
by  individual  washing  machines;  is  contrary  to  Art.  II, 
Par.  4(a)  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  121  ft.  6  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  40  ft.  front  by  90  ft.  in  depth,  2 
stories,  25  ft.  in  height,  of  class  3  construction ;  that  it  is 
proposed  to  use  the  store  known  as  1292  Fulton  street,  and 
install  30  approved  self-service  washing  machines,  each  cap¬ 
able  of  washing  10  lbs.  of  clothes  at  one  time;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  most  westerly  store  of  the  two  story  building  to 
install  30  Bendix  Automatic  Washing  Machines  as  approved 
by  the  Board  under  Cal.  136-46-SA,  and  fit  the  premises 
up  for  a  launderette;  that  the  material  is  delivered  to  the 
customer  damp  dry ;  that  the  proposed  installation  will  be  of 
benefit  to  the  neighborhood  and  will  fill  a  long  felt  need 
inasmuch  as  there  are  no  modern  facilities  in  this  neighbor¬ 
hood  and  the  housewife  will  be  enabled  to  lighten  her  duties; 
that  there  will  be  no  door,  noise,  volatile  inflammable  fluids 
and  the  appearance  of  the  place  will  add  to  the  appearance 
of  the  neighborhood ;  that  both  Fulton  street  and  Nostrand 
avenue  are  business  and  commercial  thoroughfares;  that 
inasmuch  as  the  premises  will  be  conducted  as  a  retail  rental 
laundry  of  neat  appearance  it  is  requested  that  permission 
be  granted  for  this  installation  for  5  years;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  tor  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7,  subdivision  e  of  the  zoning  resolution  and 
that  the  applicant  failed  to  substantiate  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  section  21  of  the  zoning 
resolution  and  is  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


562-24-BZ 

^■f^CICANT  Samuel  Rosenblum,  for  Jacob  Oberwager, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent — )  previously 
granted  on  condition,  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  in  residence  and 
business  use  district,  the  proposed  additional  use 
tor  the  display,  sales  and  servicing  of  automobiles 
and  altering  the  front  elevation  to  present  one  story 
public  garage  (for  more  than  five  motor  vehicles)  ; 
previously  granted  by  the  Board. 


PREMISES  AFFECTED — 2470-2480  Bedford 
west  side,  60  ft.  north  of  Clarendon  road 
5167,  Lot  40),  Borough  of  Brooklyn. 
APPEARANCES— 


avenue, 
( Block 


For  Applicant:  Samuel  Rosenblum. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  o 


THE  RESOLUTION  (562-24-BZ) 

Whereas,  this  application  (re  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles,  affecting  premises  2470-2480  Bedford  avenue,  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  June  17, 
1924  on  certain  conditions ;  and 

Whereas,  on  July  22,  1924,  the  Board  approved  archi¬ 
tect’s  return  as  in  substantial  compliance  with  provisions  of 
resolution ;  and 

Whereas,  the  Appellate  Division  unanimously  affirmed 
the  opinion  of  Special  Term  which  sustained  the  Board’s 
action ;  and 

Whereas,  the  resolution  was  amended  on  April  23,  1946  • 
and 

Whereas,  the  applicant  requested  an  extension  of  the 
time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  on  June  17,  1924, 
as  amended  through  April  23,  1946,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  in  view  of  statement  by  applicant  that  the 
plans  for  the  proposed  alteration  have  been  approved, 
that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


6-27-BZ 

APPLICANT — Putney,  Twombly,  Hally  &  Skidmore,  for 
Bishop,  McCormick  &  Bishop. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the  in¬ 
clusion  of  a  motor  vehicle  repair  shop  in  an  existing 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  Board). 

PREMISES  AFFECTED — 211-225  West  61st  street,  north 
side,  400  ft.  east  of  West  End  avenue  (Block  1153, 
Lots  17  to  24,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Frank  Paine  Riley,  Benjamin 
Horowitz  and  F.  W.  Pauli. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


THE  RESOLUTION  (6-27-BZ) 

Whereas,  this  application  affecting  premises  211-225  West 
61st  street,  north  side,  400  ft.  east  of  West  End  avenue 
(Block  No.  1153,  Lot  Nos.  17  to  24,  inclusive),  Borough 
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of  Manhattan,  was  granted  by  the  Board  June  28,  1927  on 
certain  conditions,  resolution  amended  June  1,  1938,  June  7, 
1939  and  May  13,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  27,  1927,  as 
amended  through  May  13,  1941,  so  that  as  amended  the  reso¬ 
lution  shall  read: 

“Granted  on  condition  that  the  building  shall  not 
exceed  a  height  of  six  stories  above  sidewalk  grade; 
that  the  building  shall  be  constructed  fireproof  through¬ 
out  and  shall  be  equipped  with  sprinkler  and  standpipe 
systems  throughout ;  that  the  requirements  of  the  zon¬ 
ing  resolution  as  they  applied  at  the  time  the  building 
was  constructed  as  to  area,  rear  yards,  etc.,  shall  be  com- 
plied  with  in  all  other  respects ;  that  the  facade  shall 
be  finished  substantially  in  accordance  with  the  photo¬ 
stats  filed ;  that  the  building  in  all  respects  shall  comply 
with  the  requirements  of  the  Building  Code  and  the 
Labor  Law  and  all  other  laws,  rules  and  regulations 
applicable  thereto;  that  any  floor  or  floors  of  the  build¬ 
ing  may  be  occupied  as  a  storage  garage  and  for  repair¬ 
ing  and  conditioning  of  motor  vehicles,  on  condition  that 
any  repairing  work  shall  be  done  mainly  with  hand  tools 
and  provided  that  any  acetylene  burning  or  paint  spray¬ 
ing  is  done  in  accordance  with  all  rules  applicable  thereto 
and'  subject  to  legal  permits;  that  any  floor  may  be  oc¬ 
cupied  for  display  and  sale  of  motor  vehicles,  for  factory 
purposes  or  warehousing  provided  no  floor  shall  be  oc¬ 
cupied  except  for  one  of  the  use  -herein  permitted ;  that 
if  it  is  desired  to  uses  the  roof  for  the  storage  of  motor 
vehicles  such  storage  may  be  permitted  provided  all 
motor  vehicles  so  stored  are  emptied  of  gasoline ;  that 
any  floor  occupied  for  any  use  herein  permitted  shall 
comply  with  all  requirement  for  such  occupancy  for 
any  such  floor.” 


319-33-BZ 

APPLICANT — Louis  A.  Kiesewetter,  for  Ralph  and  Ed¬ 
ward  Herman,  owners. 

SUBJECT— Application  for  consideration— reopening  _  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  permitting  in  a  business  use  district, 
under  section  21  of  the  zoning  resolution,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 234-22  Merrick  boulevard, 
southwest  corner  of  235th  street  (Laurelton  park¬ 
way)  ;  (Block  13198  (3637),  Lot  38),  Laurelton, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chied  Guinee  .  3 

Negative:  9 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (319-33-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  partly  in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  234-22  Merrick  boulevard,  south¬ 
west  corner  of  235th  street  (Laurelton  parkway)  ;  (Block 
13198  (3637),  Lot  38),  Laurelton,  Borough  of  Queens,  was 
granted  by  the  Board  on  December  27,  1933  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  27,  1933, 
by  adding  thereto: 

“*  *  *  that  additional  gasoline  storage  tanks  may  be 
installed  as  permitted  under  Cal.  No.  554-46-A  by  resolu¬ 
tion  adopted  July  23,  1946.” 


67-42-BZ 

APPLICANT — Lauer  Realty  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  for  a 
term  of  two  years,  the  maintenance  of  a  building 
use  for  the  storage,  sale  and  engraving  of  stone 
monuments. 

PREMISES  AFFECTED— 2020  Jerome  avenue,  east  side, 
100  ft.  north  of  East  179th  street  (Block  2854,  Lot 
34),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Isidor  Lauer. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (67-42-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  maintenance  of  a  building  used  for  the 
storage,  sale  and  engraving  of  stone  monuments,  affecting 
premises  2020  Jerome  avenue,  east  side,  100  ft.  north  of 
East  170th  street  (Block  2854,  Lot  34),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  June  9,  1942,  on 
certain  conditions,  and  the  permit  extended  on  June  13, 
1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  9,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  continuation  of  the  occupancy  as  proposed 
*  *  *  and  that  other  than  as  herein  amended  the  con¬ 
ditions  of  the  resolution  of  June  9,  1942,  shall  be  com¬ 
plied  with;  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained.” 


31-43-BZ 

APPLICANT— Socony-Vacuum  Oil  Company,  owner. 

SUB  TECT— Application  for  cqnsideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  extension  of  an  existing  gasoline 
service  station,  office,  lubrication  and  auto  laundry. 

PREMISES  AFFECTED— 76-88  Grand  street  extension 
and  277-283  South  3rd  street  southeast  corner 
(Block  2422,  Lots  34  and  35),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  H.  Gotthoffer. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (31-43-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  altera- 
tion  and  extension  of  an  existing  gasoline  service  station, 
office,  lubritorium  and  auto  laundry,  affecting  premises 
76-88  Grand  street  extension  and  277-283  South  3rd  street 
southeast  corner  (Block  2422,  Lots  34  and  35),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  July  20,  1943,  on 
certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  18,  1944  and  July  17,  1945,  and  the 
applicant  requested  a  further  extension  of  time  for  such 
similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1943  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  work,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


obtained,  that  all  work  shall  be  completed  within  six 
(0)  months  from  the  date  of  this  amended  resolution.” 


254-45-BZ 

APPLICANT — David  J.  Jacofsky,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  of  a  building  to  be  occupied  as  a  showroom 
and  for  motor  vehicle  repairs  with  business  entrance 
more  than  2a  ft.  from  the  intersection  of  the  busi¬ 
ness  and  residential  streets. 

PREMISES  AFFECTED — 186-35  to  186-49  Merrick  boule¬ 
vard  and  186-01  to  186-15  Ridgedale  avenue,  north¬ 
west  corner  (Block  12718,  Lot  1),  Springfield 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (254-45-BZ) 

Whereas,  this  application  under  sections  7i  and  7a  of  the 
zoning  resolution,  permitting  in  a  business  use  district,  the 
erection  of  a  building  to  be  occupied  as  a  showroom  and  for 
motor  vehicle  repairs,  with  business  entrance  more  than 
25  ft.  from  the  intersection  of  the  business  and  residential 
streets,  affecting  premises  186-35  to  186-49  Merrick  boule¬ 
vard  and  186-01  to  186-15  Ridgedale  avenue,  northwest  cor¬ 
ner  (Block  12718,  Lot  1),  Springfield,  Borough  of  Queens, 
was  granted  by  the  Board  on  July  17,  1945,  on  certain 


670-44-BZ 

APPLICANT  Albert  E.  Wheeler,  for  Vinmont  Land  Cor¬ 
poration,  owner. 

SUBJECT  Application  for  consideration  to  consider  plans 
showing  type  of  construction— Application  (decision 
ot  the  borough  superintendent),  previously  granted 
on  condition,  under  section  21 -C  of  the  zoning 
resolution,  permitting  in  a  C  and  F  area  district, 
a  one- family  residential  development  not  conform- 
tlie  area  district  requirements. 

PREMISES  AFFECTED-x-East  side  of  Mosholu  avenue 
West  254th  to  West  255th  streets  (Block 
3421C,  Lot  1311,  and  Block  3421D,  Lot  1417) 
Borough  of  The  Bronx. 

APEARANCES— 

For  Applicant :  Henry  Van  Loon  and  Joseph  J 
McConnell.  J 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended  and  plans  ap¬ 
proved. 

THppm7FJC4MEND  RESOLUTION  AND  AP- 
PROVE  PLANS — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  q 

THE  RESOLUTION  (670-44-BZ) 

Whereas,  this  application  under  Section  21-C  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use,  partly  F  and 
partly  C  area  districts,  the  erection  of  groups  of  two,  three, 
tour  and  six  one-family  houses,  not  in  conformity  with  F 
area  requirements,  upon  a  tract  of  land  comprising  approxi¬ 
mately  three  acres,  located  at  the  East  side  of  Mosholu  ave- 
nue,  from  West  254th  to  West  255th  Streets  (Block  3421 C 
Lot  1311,  and  Block  3421D,  Lot  1417),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  February  13  1946  on 
certain  conditions;  and 

Whereas  the  applicant  submitted  plans  for  the  Board’s 
approval,  and  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  13,  1946  by  adding 
thereto :  J  s 

1n“J,at  ,the  fevised.  Plot  PIan  marked  “Received  June  29, 
1M6  showing  minor  changes  is  hereby  approved  in 
place  of  the  plan  previously  approved  marked  “Received 
September  14,  1945”  and  the  architectural  design  of 
proposed  buildings  as  indicated  on  plans  marked  “Re¬ 
ceived  June  20,  1946”,  five  sheets,  are  hereby  approved 
subject  to^  modifications  granted  by  the  Board  under 
Cal.  694-45- A  and  as  the  resolution  may  be  amended  to 
apply  to  other  dwellings.” 


conditions ;  and 
Whereas,  the 
1945 ;  and 
Whereas,  the 


resolution  was  amended  on  October  9, 


- - ,  — -  applicant  requested  an  extension  of  the 

time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  17,  1945,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read  : 

“In  view  of  statement  by  applicant  that  the  work  has 
been  substantially  completed,  and  all  permits  have  been 


400-45-BZ 

APPLICANT— Colonial  Beacon  Oil  Co.,  for  Herbert  K. 
Cornelius,  owner. 

SUBJECT  Application  for  consideration — approval  of 
plans  re  Application  (decision  of  the  borough  su¬ 
perintendent)  granted  on  condition  under  section 
7c  of  the  zoning  resolution,  permitting  in  a  resi¬ 
dence  use  district  the  alteration  and  conversion  of 
an  existing  garage  for  more  than  five  motor  ve¬ 
hicles  to  a  garage  for  more  than  five  motor  ve¬ 
hicles  and  a  gasoline  service  station. 

PREMISES  AFFECTED— 122-17  to  122-19  Plillside  ave¬ 
nue,  northwest  corner  of  123rd  street  (Block  9268, 
Lot  27),  Richmond  Hill,  Borough  of  Queens. 

APP  EARANCES — 

For  Applicant:  Joseph  B.  Lynch. 


967 


MINUTES 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee.. 
Negative:  . 


4 

0 


THE  RESOLUTION  (400-45-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  an  existing  garage  for  more 
than  five  motor  vehicles  to  a  garage  for  more  than  five 
motor  vehicles  and  gasoline  service  station ;  affecting  prem¬ 
ises :  122-17  to  122-19  Hillside  avenue,  northwest  corner 

123rd  street  (Block  9268,  Lot  27),  Richmond  Hill,  Borough 
of  Queens,  was  granted  by  the  Board  on  September  25, 
1945,  on  certain  conditions  ;  and 
Whereas,  the  applicant  submitted  plans  for  the  Board’s 
approval. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  plans  submitted,  as  being  in  compliance 
with  the  requirements  of  the  resolution  adopted  on  Septem¬ 
ber  25,  1945. 


1460-23-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Rudies  Garage,  Inc. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution  re  erection  of  new  building. 

PREMISES  AFFECTED— 1239-1249  Coney  Island  ave¬ 
nue  (Block  6695,  Lots  48,  54  and  55),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 


61-32-BZ  ' 

APPLICANT — Lama  and  Proskauer,  for  William  J. 
Murphy,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Application  (decision  of 
the  borough  superintendent)  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  business  use, 
C  area,  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  office,  laundry  and  lubri- 
torium  (previously  granted  on  condition  for  gaso¬ 
line  service  station,  never  erected,  time  has  expired 
bv  limitation) . 

PREMISES  AFFECTED— 64-70  Neptune  avenue  and  2-10 
Brighton  11th  street,  southwest  corner  (Block 
7516,  Lot  2371),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

366-32-BZ 

APPLICANT — Morris  Kraushaar,  new  owner. 

SUBJECT — -Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision,  of 
the  superintendent  of  buildings)  previously  granted 


on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop  for  a  tem¬ 
porary  term  of  five  years;  expired  by  limitation 
October  3,  1944. 

PREMISES  AFFECTED— 1385-1395  Webster  avenue, 
west  side,  772.49  ft.  north  of  East  169th  street 
(Block  2887,  Lots  151  to  155,  inclusive),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Morris  Kraushaar. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  September  24, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


104-41-BZ 

APPLICANT— Potters  Brothers,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  factory  building ;  also  the 
area  of  proposed  factory  above  18  ft.  above  curb 
level  in  excess  of  the  zoning  limitations. 

PREMISES  AFFECTED— 150-22  Tahoe  street,  west  side, 
170.14  ft.  south  of  Albert  road  and  150-25  Centre- 
ville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Rudolph  H.  Potters  and  John  H. 
Foley. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  September  24, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  :  . .  0 


175-45-BZ 

APPLICANT — Bogart  and  Lonergan,  for  William  Stroll, 
owner. 

SLTBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
extension  of  a  business  use  now  existing  on  the  1st 
story  to  the  2nd  story. 

PREMISES  AFFECTED — 403  East  Houston  street  and 
126-128  Sheriff  street,  southeast  corner  (Block  335, 
Lots  10  and  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  September  24, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.'.  4 
Negative:  .  0 

(Remaining  minutes  of  the  meeting  of  July  23,  1946  will 
be  printed  in  the  Bulletin  of  August  6,  1946.) 


968 


■7j».  e 
Ife  to 

1  7 


BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1000  to  1018,  Municipal  Building, 

New  York  City. 


Vol.  XXXI 


Subscription 
$2.50  a  year 


August  6,  1916 


Single  Copies,  5  cents  Nos.  32,  33, 
By  Mail,  8  cents  34  &  35 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


Any  communication  purporting  to  lie  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  rebel  until  it  is  filed  on  the  form  required  by  the  rules 
of  the  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application.  1  1 

At  the  time  of  filing  an  appeal  or  application,  the  appellant 
,'P^pP  'cant  shall  forward  a  signed  notice  of  appeal  addressed 
to  trie  administrative  official  either  borough  superintendent 
of  buildings  or  fire  commissioner  and  file  with  this  board  a 

AMP  1  a  inimduplcate  0  said  notice- 
HUU  14  <y4b  Appellants  and  applicants  are  advised  that  their  plans 

Municipal  Building,  Rooms  1000  to  1018.  1.VUS^  lnf  mate  the  points  of  the  compass  so  as  to  establish 

the  true  location  and  position  of  the  property,  the  subject 
UMl  V  tnoi  I  1  ut  ILi_..°Wi£a,ipeal  °r  appKcation. 

^Mieals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  If.  MURDOCK,  Chairman. 


HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 
Charles  M.  Blum 
Deputy  Chief  Timothy  P. 

Joseph  J.  Doyle,  Chief  Clerk 


Offici 

Telephone — WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 


Address  all  communications  to  the  Chairman 
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Materials. 
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Proposed  Amendments  to  Rules  Relative  to  Submerged 
Inlets  and  Protective  Methods  to  be  Applied  to  Pre¬ 
vent  Contamination  of  Water  Supply. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 


FOR  CERTIORARI  ORDERS 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS 

0n  July  hv'vhnS  C°ry  of  ,Petition  and  order  of  certiorari  was  served 
lL/wJv  G?anfffia,  attorney,  on  behalf  of  Original  Studio 
Iron  W  orks,  Inc.,  in  re  decision  of  Board  on  May  14  1946 
denying  appeal  from  order  of  fire  commissioner  as  to’sprayj 
H)7?auv7s^r a f,ghFng  equipment;  Cal.  No.  306-46-A;  premises 
Iyn  1078  Atlantic  Avenue,  (basement),  Borough  of  Brook- 

*  *  *  * 

On  July  19,  1946,  copy  of  petition  and  order  of  certiorari  was  served 
?,n  l,le  hoard  by  Smith  &  Reiher,  attorneys  for  the  Constel 
oc  io  .zi’'’  ?wner>  !n  re  decision  of  the  Board  on  Tune 
ly46>  denying  application,  under  sections  7c,  7i  and  21 
o  the  zoning  resolution,  to  permit  in  a  business  district 
erection  and  maintenance  of  a  building  to  be  used  as  a 
motor  vehicle  repair  shop,  using  more  than  permitted  area; 
Cal  No.  280-41 -BZ;  premises  65-71  Furman  Avenue,  Bor- 
ough  of  Brooklyn. 

*  *  *  * 

On  July  23,  1046,  copy  of  petition  and  order  of  certiorari  was  served 
on  the  Board  by  Abram  Schlefstein,  attorney  for  Ida  Fein 
owner,  in  re  decision  of  the  Board  on  June  25,  1946,  denw 
ing  application,  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  m  a  residence  use,  F  area  district,  erection 
ot  a  building  without  required  setbacks  and  side  yards  and 
r  i  xt  ?InL°fT)7eCOn(1  Joor  in  excess  of  that  permitted; 
^  5  ^°fo2A?  6'BcZ.;  dremlse®  1466-1474  East  24th  St.  and 
2333-233 9  Olean  St., -Borough  of  Brooklyn 
*  *  *  *  * 

On  July  29,  1946,  copy  of  petition  and  order  of  certiorari  was  filed  by 
Hornstein  &  Bernstein,  attorneys  for  Ruth  Charkin,  owner 
in-  re  decision  of  the  Board  on  June  25,  1946,  denying 

application,  under  section  21  of  the  building  zone  resolution 
the  maintenance  in  a  residence  use,  D  area  district,  of  an 
existing  extension  to  one-familv  dwelling  without  retiuired 
rear  yard;  Cal.  No.  168-46-BZ;  premises  453  Beach  22nd 
St.  (rear),  Borough  of  Brooklyn. 

*  .  *  *  * 

On  July  31,  1946.  copy  of  petition  and  order  of  certiorari  was  served 
on  the  Board  by  Milton  M.  Eisenberg,  attorney,  in  behalf 

of  the  General  Linen  Supply  &  Laundry  Co..  Inc.,  owner 

in  re  decision  of  the  Board  on  Tune  25,  1946  denying 

application  to  permit,  under  sections  7c  and  21  of  the 
building  zone  resolution,  in  local  retail  use.  C  area  district 
the  alteration  and  extension  of  present  buildings’  for  the 
storage,  shipping,  and  manufacturing  of  dry  goods  in  con¬ 
junction  with  existing  wet  wash  laundry,  using  more  than 
area  permitted;  Cal.  No.  307-46-BZ;  premises  857-867  Myrtle 
Avenue  north  side,  225  ft.  east  of  Marcy  Avenue.  Borough 
of  Brooklyn. 


« 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  July  30, 19J6. 

Cal.  No.  Dept.  «  Premises  Affected. 

558- 46-A — H.B.M. — 1120  Broadway,  northeast  corner  of 
West  174th  street  (cellar)  ;  (Block  2143,  Lot  26),  Borough 
of  Manhattan,  Alt.  1559-45. 

559- 46-SM— Sinter-Lite  Joist  (lightweight  concrete  joist), 
manufactured  by  Sinter-Lite  Corp.,  Material. 

560- 46-A— H.B.M.— 754-756  7th  avenue,  west  side,  41  ft. 
6  in.  south  of  West  50th  street  (5th  and  6th  floors)  ;  (Block 
1021,  Lot  34),  Borough  of  Manhattan,  Decision  re  Certificate 
of  Occupancy  31810. 


561-46-A— F.D.— 881-937  7th  avenue,  east  side,  from  West 
56th  to  West  57th  streets,  16k  West  56th  street  and  1^4-160 
West  57th  street  (Block  1009,  Lot  1),  Borough  of  Manhat¬ 
tan,  46721-LC. 


573-46-A — H.B.B. — 349-355  Suydam  street,  north  side,  225 
ft.  east  of  Irving  avenue  (4th  floor)  ;  (Block  3210,  Lot  51), 
Borough  of  Brooklyn,  Alt.  1575-46. 


574-46-BZ — H.B.R. — 1456-1458  South  Railroad  avenue  (6th 
street),  south  side,  53.96  ft.  west  of  Rose  avenue  (Block  4212, 
part  of  Lots  40  and  43),  New  Dorp,  Borough  of  Richmond, 
Alt.  225-46. 


575-46- A — F.D. — Foot  of  Columbia  street,  west  side,  2140 
ft.  north  of  Halleck  street  (Block  613,  Lot  1),  Pier  1,  Erie 
Basin,  Borough  of  Brooklyn,  17629-LF. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 

H.B.B _ Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  ll.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department;  F.D.— 
Fire  Department,  and  M.  smd  A, — Dept,  of  Marine  and  Aviation. 


562-46-SM — B.R.B.  Cement  Blocks,  manufactured  by  Salva¬ 
tore  Riggio,  Material. 


563- 46-A — F.D. — 55-57  Montrose  avenue,  north  side,  75  ft. 
east  of  Lorimer  street  (Block  3050,  Lots  37  and  38),  Bor¬ 
ough  of  Brooklyn,  Decision  re  99074-LC. 

564- 46-A — H.B.B. — 873-881  4th  avenue,  northeast  corner  of 
33rd  street  (Block  681,  part  of  Lot  1),  Borough  of  Brooklyn, 
Alt.  2155-46. 


565- 46-A — F.D. — 86-06  47th  avenue,  south  side,  433  ft.  west 
of  82nd  street  (1st  floor)  ;  (Block  1536,  Lots  53,  55  and  58), 
Elmhurst,  Borough  of  Queens,  Decision. 

566- 46-BZ— H.B.M. — 12  East  86th  street,  1 150-1 1-86  Madison 
avenue,  southwest  corner  and  11-35  East  85th  street,  north¬ 
west  corner  of  Madison  avenue  (Block  1497,  Lot  9),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  1063-44. 

567- 46-SM — De  Noyelles  Concrete  Face  Brick,  manufac¬ 
tured  by  The  De  Noyelles  Brick  Co.,  Material. 

568- 46-SM — Eronel  Antoxol  (flameproofing  compound), 
manufactured  by  Eronel  Services,  Inc.,  Material. 

569- 46-BZ — H.B.Q. — 49-10  47th  avenue,  south  side,  30  ft. 
east  of  49th  avenue  (Block  2287,  Lot  28),  YYoodside,  Bor¬ 
ough  of  Queens,  Alt.  2056-46. 


570-46-SA — Lydon  Brothers  Industrial  (gas-fired)  Oven, 
Model  3100-V,  Appliap-ce. 


571-46-BZ — H.B.M.—  404-410  East  56th  street,  south  side, 
94  ft.  east  of  1st  avenue  (Block  1367,  part  of  Lot  6),  Bor¬ 
ough  of  Manhattan,  Alt.  1488-46. 


RULES 


East  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec- 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . .......Dec. 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . . . . May 

Factory  Exit  Rules . . bept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules .  ...June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec- 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  .Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . APC- 


Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . ......Aug. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . Aug. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . .  Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . •  •  •  •  •  Sept. 

Refrigerating  Systems,  Extract  A.C.  .Aug. 

Smoking  in  Factories,  Rules  for - Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . .Tune 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ..  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 

12,  1944— Vol.  29,  No.  36 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31.  No.  26 

25,  1946— Vol.  31,  No.  26 

25,  1945— Vol.  30,  No.  52 

13,  1937— Vol.  22,  No.  15 
21,  1919 — Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 

6,  1946— Vol.  31,  No.  32 

12,  1945— Vol.  30,  No.  24 

6,  1946— Vol.  31,  No.  32 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 

6,  1946— Vol.  31,  No.  32 
22,  1946— Vol.  31,  No.  4 
29,  1937 — Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


572-46-BZ — H.B.B. — 349-355  Suydam  street,  north  side,  225 
ft.  east  of  Irving»avenue  (Block  3210,  Lot  51),  Borough  of 
Brooklyn.  Alt.  1575-46. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 
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SEPTEMBER  10,  1946,  10  A.M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  u esday  morning,  September  10,  1946.  at  10  o’clock  in  Room 
10 13.  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

229-29-BZ  Application  of  Julius  S.  Rapson,  applicant,  on 
behalf  of  Harry  J.  Hoechle,  owner  (Frank  Carin,  lessee), 
reopened  May  21,  1946,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  new  building  for  an  existing  gasoline 
service  station  (previously  granted  by  the  Board),  to  be 
used  lor  gasoline  sales,  service  station  and  office;  premises 
245-19  South  Conduit  boulevard,  south  side,  109  ft.  east  of 
Francis  Lewis  boulevard  (Block  13615,  Lot  5)  Rosedale 
Borough  of  Queens. 

583-45-BZ — Application  of  Jules  Lewis,  applicant,  on  be¬ 
half  of  Cord  Trading  Corp.  owner,  reopened  June  4,  1946, 
under  sections  7b  and  21  of  the  zoning  resolution,  to  per¬ 
mit  m  a  residence  and  business  use  district,  the  proposed 
area  to  be  used  for  manufacturing  in  excess  of  twenty-five 
(2a)  per  cent  (previously  granted  by  the  Board)  ;  premises 
388-402  Hudson  street,  264-270  West  Houston  street,  north¬ 
east  corner  and  22-28  Clarkson  street  (Block  581,  Lots  45-53 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 

433-46-BZ — Application,  June  14,  1946,  under  sections  7e 
and  83),  Borough  of  Manhattan. 

Shirley  and  DeShaw,  applicant,  on  behalf  of  Lillian  Gilbert, 
owner  (Metered  Laundries,  Inc.,  lessee),  to  permit  in  a 
business  use  district,  the  operation  and  maintenance  of  a 
wet  Wash  laundry,  for  a  period  of  five  (5)  years;  premises 
47-06  47th  avenue,  south  side,  38  ft.  east  of  47th  street 
(Block  2285,  Lot  25),  Woodside,  Borough  of  Queens. 

512-46-BZ — Application,  July  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Joseph  Manteiga  and 
bred  Sanchez,  applicants,  on  behalf  of  American  and 
Foreign  Liquidation,  Inc.,  owner,  to  permit  in  a  retail  use 
district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  115  Madi¬ 
son  street,  northwest  corner  of  Market  street  (Block  277, 
Lot  20),  Borough  of  Manhattan. 

532-46-BZ  Application,  July  10,  1946,  under  section  7h 
of  the  zoning  resolution,  of  The  Good  Neighbor  Building 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and  retail 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1300-1306  (920-926)  Avenue  of 
The  Americas  (6th  avenue),  61-67  West  52nd  street,  north¬ 
east  corner  and  56-64  West  53rd  street,  south  side,  103.67  ft 
east  of  6th  avenue  (Block  1268,  Lot  1),  Borough  of  Man¬ 
hattan. 

Appeals-from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  10,  1946,  2  P.  M. 

NOT  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  10.  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


Rules. 

835-38-SR— Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply. 

Appeals  from  Administrative  Decisions. 

235-46-A — 108-122  West  street  and  51-57  Kent  street, 
northeast  corner  (also  known  as  37-69  Greenpoint  avenue)  • 
(1st  floor,  Building  13)  ;  (Block  2549,  Lots  1-3-33),  Borough 
of  Brooklyn. 

556-46-A— North  side  of  Rikers  Island,  opposite  Tiffany 
street  (Block  2760,  part  of  Lot  4),  East  River,  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

mornin9,  September  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

392-46-BZ— Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  the  area  permitted ;  premises  106  West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue);  (Block  997,  Lot  37),  Borough  of 
Manhattan. 

Zoning  Applications. 

401-31-BZ  -Application  of  Sidney  L.  Strauss,  applicant, 
oil  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso- 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium ;  premises  624-626  Atlantic  avenue,  and  95th 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
Jdffiry  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
f/eet  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

246-44-BZ— Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun- 
dfy»  Jhc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ- 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
/rii  aiVCo^5’  Ml-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

1081-41-BZ— Application  of  Lama  and  Proskauer,  appli- 
™  behalf  of  Francis  H.  Luce,  owner  reopened  July 
y,  1946  tor  consideration  as  to  extension  of  term  of  variance 
—Application,  previously  granted  on  condition,  under  section 
/e  of  the  zoning  resolution,  for  a  term  of  two  years,  per¬ 
mitting  in  a  local  retail  use  district,  the  conversion  of  occu¬ 
pancy  of  the  cellar  story  of  the  building  to  a  bowling  alley  • 
the  said  bowling  alley  having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from  the  business  street* 
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premises  102-43  to  102-55  Queens  boulevard,  noitheast  coiner 
of  68th  street  (Block  2137,  Lot  1),  Forest  Hills,  Borough 
of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign ;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  ot  The 
Bronx. 

856-42-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Louis  Fatato,  owner,  reopened  Septem¬ 
ber  18,  1945,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  storage  of  beer  and  repair  shop  for  owner  s 
use  (previously  granted  by  the  Board)  ;  premises  298-318 
2nd  street,  and  303-311  4th  avenue,  southeast  corner  (Block 
974,  Lots  6,  12,  15  and  17),  Borough  of  Brooklyn. 

250-46-BZ— Application,  April  10,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  John  Joseph  Carroll, 
applicant,  on  behalf  of  Margaret  Fennell,  owner,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
business  garage  for  five  trucks,  express  storage  and  office  to 
public  garage  for  more  than  five  (5)  motor  vehicles  ;  premi¬ 
ses  95-105  Vanderbilt  avenue,  east  side,  290  ft.  in.  south 
of  Park  avenue  (Block  1887,  Lot  24),  Borough  of  Brooklyn. 

275-46-BZ — Application,  April  17,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Home  Refunding  Corp.,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of  exist¬ 
ing  building  using  more  than  the  area  permitted;  premises 
6409-6411  8th  avenue,  east  side,  60  ft.  south  of  64th  street 
(Block  5742,  Lot  6),  Borough  of  Brooklyn. 

389-46-BZ — Application,  May  22,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  5045  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  for  a  term  of  two  (2)  years;  premises  107- 
111  East  30th  street,  north  side,  90  ft.  east  of  4th  avenue 
(Block  886,  Lots  8,  9  and  10),  Borough  of  Manhattan. 

355-45-BZ — Application,  June  5,  1945,  under  sections  7c 
and  7i  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Ben  H.  Sanders  and  Henry  A. 
Doten,  owners,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  of  a  portion  of  the  building  from  auto 
laundry  to  motor  vehicle  repair  shop ;  premises  50-24  Queens 
boulevard,  south  side,  193.20  ft.  east  of  50lh  street  (Block 
2283,  Lot  43),  Woodside,  Borough  of  Queens. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 

392-45-A — 50-24  Queens  boulevard,  south  side,  193.20  ft. 
east  of  50th  street  (1st  floor);  (Block  2283,  Lot  43), 
Woodside,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  proposed  mapped  street — 51st  street). 

HARRIS  H.  MURDOCK,  Chairman 


SEPTEMBER  17,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  September  17,  1946,  at  2  o  clock  in  Boom 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

499-46-A — 147-73  Springfield  lane,  east  side,  693.1  ft. 
south  of  147th  avenue  (Block  4625,  Lot  20),  Springfield 
Gardens,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 224th  street). 

519-46-A — 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street) . 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

64-46-BZ — -Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

1063-27-BZ — Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
by  the  Board)  increasing  the  area  of  station;  premises 
133-44  150th  street,  and  149-12  North  Conduit  avenue, 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  56), 
South  Jamaica,  Borough  of  Queens. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

175-45-BZ— Application  of  Joseph  M.  Lonergan,  applicant 
on  behalf  of  William  Stroh,  owner,  reopened  July  23,  1946, 
for  consideration  as  to  extension  of  time  to  complete 
work — Application  previously  granted  on  condition,  un¬ 
der  section  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  extension  of  a  business  use  now 
existing  on  the  1st  story,  to  the  2nd  story;  premises  403 
East  Houston  street  and  126-128  Sheriff  street,  southeast 
corner  (Block  335,  Lots  10  and  11),  Borough  of 
Manhattan. 

366-32-BZ — Application  of  Morris  Kraushaar,  applicant 
and  owner,  reopened  July  23,  1946,  for  consideration  as  to 
extension  of  term  of  variance — Application  previously 
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granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop,  for  a  term  of 
live  years;  premises  1385-1395  Webster  avenue,  west  side, 
7/2  49  ft.  north  of  East  169th  street  (Block  2887,  Lots  151 
to  155,  inclusive),  Borough  of  The  Bronx. 

104-41-BZ— Application  of  Potters  Brothers,  Inc.,  appli¬ 
cant  and  owner,  reopened  July  23,  1946,  for  consideration 
as  to  extension  of  permit— Application  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  factory  building  18  ft.  above  the  curb 
level  in  excess  of  the  limitations  set  by  the  building  zone 
resolution,  for  a  term  of  five  years;  premises  150-22  Tahoe 
street,  west  side,  170.14  ft.  south  of  Albert  road  and  150-25 
Centreville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

295-46- A — 688  Woodward  avenue,  west  side,  25  ft.  north 
of  Palmetto  street  (Block  3468,  Lot  49),  Ridgewood,  Bor¬ 
ough  of  Queens. 


369-46- A— 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block 
227,  Lot  63),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  uesday  afternoon,  September  24,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 

of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement);  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

560-46-A — 754-756  7th  avenue,  west  side,  41  ft.  6  in.  south 
of  50th  street  (5th  and  6th  floors)  ;  (Block  1021,  Lot  34), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


(C  ontinuation  of  the  minutes  of  the  meeting  of  July  23, 

1946.) 

57-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Kalbreit  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal;  re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  sec¬ 
tion  of  the  zoning  resolution,  to  permit  in  a 

residence  and  business  use,  C  area  and  F  area  dis¬ 
tricts,  the  erection  of  a  commercial  building,  occupy¬ 
ing  an  area  in  excess  of  that  permitted  (previously 
denied)  for  similar  use  with  different  details. 

PREMISES  AFFECTED— 168-01  to  168-09  Hillside  ave¬ 
nue  and  87-45  to  87-57  168th  street,  northeast  cor¬ 
ner  (Block  9840,  Lot  1),  J  amaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO- REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

102-33-SA 

APPLICANT — M.  H.  Braden  for  Mt.  Hawley  Manufactur¬ 
ing  Company  (present  owner). 

SUBJECT — Application  reopened  April  23,  1946 — re  amend¬ 
ment  of  resolution  for  additional  name — Everedy  Oil 
Burner  (previously  approved  on  condition). 

APPEARANCES— 

For  Applicant :  Joseph  Kohart,  Jr. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


THE  RESOLUTION  (102-33-SA) 

Whereas,  M.  J.  Sage,  for  Everedy  Oil  Burner  Corp., 
owner,  filed,  March  15,  1933,  a  petition  with  the  Board  of 
Standards  and  Appeals  for  approval  of  their  device  known 
as  the  Everedy  Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  due  to  a  change  in  the  law  the 
bureau  of  fire  prevention  has  been  transferred  to  the  de¬ 
partment  of  building,  and  a  report  of  the  engineer  of  the 
Board,  dated  July  14,  1933,  supplementing  a  report  of  the 
chief  of  the  divisions  of  fire  prevention,  recommends  the 
approval  of  this  device ;  and 

Whereas,  the  device  was  approved  by  the  Board  July  14, 
1933,  and  present  owner,  the  Oil  Burner  Builders,  Inc., 
through  their  agent  William  V.  McDevit  requested  permis¬ 
sion  to  market  this  burner  under  the  additional  name  of 
“M.  W.  Emancipator”  ;  and 

Whereas,  on  March  12,  1935,  the  resolution  was  amended, 
permitting  the  additional  marketing  of  this  device  under  the 
name  of  the  “M.  W.  Emancipator”  Oil  Burner  (by  the 
Motor  Wheel  Corp.)  ;  and 

_  Whereas,  M.  H.  Braden,  for  Mr.  Hawley  Manufacturing 
Co.,  new  owners  (succeeding  Oil  Burner  Builders,  Inc.  and 
former  owner,  Everedy  Oil  Burner  Corp.),  requested  per¬ 
mission  to  market  this  oil  burner  by  Sears  Roebuck  &  Co., 
under  the  name  “Homart.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  14,  1933,  as 
amended  on  March  12,  1935,  so  that  as  further  amended, 
the  resolution  shall  read  : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  Everedy 
Oil  Burner,  for  use  in  domestic  and  commercial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel 
oil  rules  of  the  Board  of  Standards  and  Appeals  and 
the  report  of  the  engineer  of  the  board. 

Resolved,  further,  that  this  burner  may  also  be  mar¬ 
keted  under  the  name  of  the  “M.  W.  Emancipator”  oil 
burner,  on  condition  that  there  shall  be  permanently  at¬ 
tached  to  each  oil  burner  a  label  reading  as  follows : 

NOTICE 

APPROVED  BY  THE  BOARD  OF  STANDARDS 
AND  APPEALS 

FOR  USE  IN  NEW  YORK  CITY 
UNDER  CAL.  NO.  102-33-SA.” 
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Resolved,  further,  that  the  Everedy  Oil  Burned  may  be 
permitted  to  be  marketed  by  Sears,  Roebuck  and  Company, 
under  the  name  of  “Homart  Oil  Burner”,  Model  No. 
858.181,  on  condition  that  in  all  other  respects,  the  conditions 
of  this  resolution  shall  be  complied  with.” 


1133-39-SA 

APPLICANT — Lennox  Furnace  Company,  owner. 
SUBJECT — Application  for  consideration — Reopening  and 
amendment  as  to  additional  name — re  Bettendorf  Oil 
Burner,  Models  Gl,  G2,  D3,  HD2,  MV1  and  MV2 
(previously  approved). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (1133-39-SA) 

Whereas,  Lloyd  S.  Knight,  agent  for  Micro- Westco,  In¬ 
corporated,  owner,  filed  September  15,  1939,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Bettendorf  Oil  Burner,  Models 
Gl,  G2,  D3,  HD2,  MV1  and  MV2;  and 
Whereas,  this  appliance  was  approved  by  the  Board  on 
April  23,  1940  ;  and 

Whereas,  the  resolution  was  amended  on  January  26, 
1943,  at  the  request  of  the  Lennox  Furnace  Company,  present 
owner ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  26,  1943,  by 
adding  thereto : 

“*  *  *  that  the  burner,  Type  G2  may  be  marketed 
by  Sears,  Roebuck  and  Company,  under  the  name  of 
Homart,  Model  No.  872.4633,  on  condition  that  the 
requirements  of  this  resolution  shall  be  complied  with 
in  all  respects.” 


937-40-SA 

APPLICANT — The  Miller  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  name) — re  Model 
OG-80,  now  known  as  V890A  and  V890B,  to  be 
marketed  by  Sears  Roebuck  &  Co.  as  Homart  Oil 
Burner,  Models  854.33  and  854.41,  previously  ap¬ 
proved  on  condition. 

APPEARANCES— 

For  Applicant :  Harry  O.  Sisson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


THE  RESOLUTION  (937-40-SA) 

Whereas,  R.  W.  DeLancey,  for  The  Miller  Company, 
owner,  filed  September  25,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  Miller  Oil  Burner,  Type  OG-80;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
October  22,  1940,  on  certain  conditions ;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  22,  1940  by 
adding  thereto: 

“*  *  *  that  this  burner,  Type  OG-80,  may  be 

marketed  by  Sears,  Roebuck  and  Company  under  the 
name  of  Homart,  Model  854.41,  and  Model  854.33 ; 
also  for  test  and  approval  of  Models  known  as  V890A 
and  V890B,  stated  to  be  the  same  as  the  model  approved 
on  October  22,  1945,  known  as  type  OG-80,  except  for 
slight  variations  in  length.” 


Recessed  5:00  P.  M. ;  reconvened  Wednesday  afternoon, 
July  24,  1946  at  2  P.  M. ;  recessed  at  5  :30  P.  M. ;  reconvened 
Friday  morning,  July  26,  1946  at  10  A.  M. ;  adjourned  11 :50 
A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  September  9,  1942,  as  they  appeared  in 
Bulletin  No.  36,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 

830-41-BZ 

APPLICANT — Max  Horn,  for  Edgemere-Britain  Company, 
owner  (Samuel  Benerofe,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  granted  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  (2)  years,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 138  Beach  30th  street,  east  side, 
65  ft.  south  of  Lewmay  road  (Block  No.  304,  part 
of  Lot  No.  22),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (830-41-BZ) 

Whereas,  Max  Horn,  for  Edgemere-Britain  Co.,  Inc. 
(Samuel  Benerofe,  lessee)  filed  September  26,  1941  an  appli¬ 
cation  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district  for  a  term  of  two  (2)  years,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles; 
premises  138  Beach  30th  street,  east  side,  65  ft.  south  of 
Lewmay  road  (Block  No.  301,  part  of  Lot  No.  22),  Edge- 
mere,  Borough  of  Queens ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  ,1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  26,  1942,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  he  obtained  and  all  zvork 
completed  within  tivo  (2)  months  from  the  date  of  this 
amended  resolution  and  that  such  fire-fighting  appliances 
shall  be  maintained  as  the  fre  commissioner  may  direct.” 


*  Correction — The  phrase  “except  for  an  entrance  from 
S  prayviczu  avenue  not  over  15  feet  in  width”  deleted  from 
the  resolution. 
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♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  September  9,  1942,  as  they  appeared  in 
Bulletin  No.  36,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 

831-41-BZ 

APPLICANT — Max  Horn,  for  Ocean-Gold  Realty  Corpo¬ 
ration,  owner  (Ocean  Edge  Baths,  lessee). 

SUBJECT — Application  for  consideration — reo]>ening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  granted  under 
section  7h  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  for  a  term  of  two  (2)  years, 
the  parking  of  more  than  five  (5)  motor  vehicles’. 
PREMISES  AFFECTED — 34-01  Sprayview  avenue,  south¬ 
west  corner,  of  Beach  34th  street  (Block  No.  306, 
Lot  No.  7),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

bor  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 

At  1  ION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative :  .  0 

THE  RESOLUTION  (831-41-BZ) 

Whereas,  Max  Horn,  for  Ocean-Gold  Realty  Corpora¬ 
tion,  owner  (Ocean  Baths-Hannah  Peck,  lessee),  filed  on 
September  26,  1941-,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  parking  of  more  than  five  (5) 
motor  vehicles ;  premises  34-01  Sprayview  avenue,  southwest 
corner  of  Beach  34th  street  (Block  No.  306,  Lot  No.  7), 
Edgemere,  Borough  of  Queens  ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
June  30,  1942,  on  certain  conditions  and  applicant  requested 
an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  its  resolution  adopted  June  30,  1942,  so  that 
as  amended  this  portion  of  the  resolution  shall  read:' 

“that  all  permits  required  shall  be  obtained  and  all  zvork 
completed  within  two  (2)  months  from  the  date  of  this 
unu  tided  resolution  and  that  such  fire-fighting  ap pliances 
shall  be  maintained  as  the  fire  commissioner  may  direct 
*  *  *  except  for  an  entrance  ffom  Sprayview  avenue 
not  over  15  feet  in  width.” 


*  Correction  1  he  phrase  “except  for  an  entrance  from 
Sprayview  avenue  not  over  15  feet  in  width”  added  to  the 

resolution. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  June  25,  1946,  as  they  appeared  in 
Bulletin  No.  27,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

168-46-BZ 

AI  I  L1C  AN!  Norman  Lederer,  for  Ruth  Charken,  owner. 
SUB J EC  I  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
maintenance  of  an  existing  extension  to  one  family 
dwelling  without  required  rear  yard. 

PREMISES  AFFECT  ED — 453  Beach  22nd  street  (rear), 
west  side,  137.97  ft.  south  of  Brookhaven  avenue 


(Block  255,  part  of  Lot  56),  Edgemere,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Norman  Lederer. 

Tor  Opposition  :  Leo  A.  Novick  and  Sonia  Novick. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 


THE  RESOLUTION  (168-46-BZ) 

Whereas,  Norman  Lederer,  for  Ruth  Charken,  owner, 
filed  April  22,  1946,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  D  area  district 
the  maintenance  of  an  existing  extension  to  a  one  family 
dvvelhng  without  required  rear  yard,  affecting  premises  • 
rear  of  453  Beach  22nd  street,  west  side,  137.97  ft.  south  of 
Brookhaven  avenue  (Block  255,  part  of  Lot  56),  Edgemere 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

June  25,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
lution  show  that  Beach  22nd  street  is  in  a  residence  use  D 
qiea  and  class  h  height  district;  Brookhaven  avenue  is  in  a 
residence  use,  D  area  and  class  1  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  February  28,  1946  on  Alt.  Applic.  754-45  reads: 

“1.  Provide  legal  rear  yards  as  req’d  for  bldg,  located 
within  a  residence  D  district,  Art.  4,  Section  14,  sub  a 
Zone  Resolution.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  162.77  ft.  frontage  by  162.24  ft.  in  depth,  irregular 
on  which  is  located  a  building  39  ft.  1  in.  front  by  28  ft.  6  in! 
m  depth,  1  story,  20  ft.  in  height,  of  class  3  construction ; 
that  it  is  proposed  to  legalize  the  addition  to  existing  building 
at  the  rear  of  the  plot  (kitchen  and  bathroom)  ;  and 

W  hereas,  the  applicant  contends  that  the  building  with 
the  new  extension  is  practically  complete  and  ready  for  occu¬ 
pancy ;  that  the  owner  claims  she  endeavored  to  purchase 
the  land  to  the  rear,  to  establish  a  rear  yard;  that  the  deal 
went  so  far  as  a  meeting  in  an  attorneys’  office  but  the 
demands  were  so  exorbitant  that  the  owner  could  not  pro¬ 
ceed  ;  that  the  applicant  feels  the  plot  could  be  considered 
as  back  to  back  with  a  corner  plot  and  therefore  no  rear 
yard  would  be  required  as  per  section  17,  subd.  A  of  the 
Zoning  Resolution;  that  the  denial  of  this  application  would 
prove  a  hardship  on  the  owner  and  the  loss  of  a  complete 
home  tor  some  average  size  family;  that  the  owner’s  husband 
has  written  a  statement  setting  forth  his  version  of  the  entire 
case  which  is  filed  with  this  application;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committe  of  the  Board  ;  and 
Whereas,  plans  were  approved  showing  the  required  rear 
yard  but  the  building  was  constructed  without  a  rear  yard 
and  substantially  on  the  rear  lot  line ;  and 
Whereas,  the  provisions  of  section  17,  subdivision  A  have 
no  application  as  to  omission  of  a  rear  yard  ;  and 
W’hereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  February  28,  1946  on  Alt.  Applic.  754-45  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  herebv 
is  denied  (Alt.  Applic.  754-45). 


*  Correction— The  listing  of  the  vote  corrected  to  read  as 
printed  above. 
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RULES 

OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 

15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919 ; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 

1929;  March  20,  1931;  May  12,  1931;  November  24, 

1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority :  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS  :  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories,  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180°  (degrees)  apart  as  follows: 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  04")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2.11  FILL  PIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  ( )  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  ()4)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (%)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  04)  inch 
thick. 

2.12.4  Note— All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE :  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT :  Shall  mean  permit  for  storage  of  oil. 

2.21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2 parts  sand  and 
five  (5)  parts  of  course  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LTNE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2.27  SHOP  FABRICATED:  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHU  f-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2.32  SUPPLY  LINE:  That  portion  of  thq  line  be¬ 
tween  the  storage  tank  and  the  pump  oil  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2.35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 

Rule  3.  Oil  Permitted. 

3 . 1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS 12-38  U.  S. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(A'™n  Society  for  Testing  Materials  Method 
U-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 
No.  2  “ 

No.  3  “ 

No.  4  “ 

No.  5  “ 

No.  6  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tools 
and  without  injury  to  the  plates.  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less : 

Tanks  36  in.  in  diameter  and  less — x/\  in. 
shell,  %  in.  heads. 

Tanks  37  to  72  in.  in  diameter — ;)4  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  of 
54  in.  steel  and  to  be  stiffened  by  angle 
rings  of  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rect¬ 
angular  tanks. 

5.1'. 5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  $4  in.  thick,  54  in-  in  diameter 

rivets  2/4  in.  pitch. 

In  shell  5/16  in.  thick,  $4  in.  in  diameter 
rivets  254  in.  pitch. 

In  shell  */&  in.  thick,  $4  in.  in  diameter 
rivets  2*4  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  54  of  an  inch  in 
diameter  and  spaced  not  more  than  234 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center,  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  054")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes  ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight ;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 

♦  times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 

Capacity  Located  Outside  of  Building  Above 

Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  54  inch  and  the  minimum 
thickness  of  roof  plates  )4  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

TxE 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

o.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
Jap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas'  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  sqventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build- 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank ;  and  for  each  additional  10  feet  or 
traction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  1  he  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  x/\"  in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  X/A"  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  ac  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  J4"  in  thickness. 
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6  4  Outside  of  Buildings,  Above  Ground. 


6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1)4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule : 


If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon 

If  distant  30  feet . 

If  distant  40  feet . 

If  distant  50  feet . 

If  distant  60  feet . 

If  distant  75  feet . 

If  distant  85  feet,  or  more 


16,000  gallons 
24,000  “ 

36,000  “ 

48,000  “ 

60,000  “ 
96,000  “ 

100,000  “ 


6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1)4)  times  the  capacity  of  the 
tank  so  surrQunded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  04)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (1)4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 


6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 


6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 


Rule  7.  Piping. 

7 . 1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  04") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1)4)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief.  . 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  drainage  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (l')4")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  )4  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 
If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
he  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  he  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall'  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

5  Heating  Coils  in  Storage  Tanks. 

7.5.h  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or  elec¬ 
tric  heaters  approved  for  oil  storage  tanks. 

6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


8.  Valves  and  Control  of  Oil  Flow. 

Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.-  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furol 
at  «ie  hundred  and  twenty-two  degrees  Fahrenheit 
(122  F.)  is  used,  the  anti-syphon  device  shall  not 

be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor- 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons  capacity  or  more  may  be  delivered  to 
burners  installed  above ‘the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions  : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  he 
larger  than  two  inches  (2”)  iron  pipe  size. 

8.3.4  Ihe  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  i>ounds 
per  square  inch.  With  each  automatic 
burner  _  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions  : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10. 1 .2  Application  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 

10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
C02  content  of  the  flue  gas  by  actual  test 
of  the  completed"  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  ■  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1'  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  IR2  times  the 
working  pressure. 

10  4  Fee  for  Permit  and  Test  of  Storage  Tanks  and 

Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1',  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 

six  (6)  gallons’  storage  capacity  except  where 

such  installations  are  made  in  dwellings  shall  be 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes.  , 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection. 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following : 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  Lt  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5')  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


14.5  1  he  floor  beneath  boiler  or  furnace  and  within  five 
(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 

14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  ^4"  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 

Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons’ 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addiiton  to  the  instruction  card  herein  provided 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941,  under  the  provisions  of  C-26- 
213.0  of  the  Administrative  Building  Code,  or  a 
person  with  such  license  issued  prior  to  May  1, 
1941  carrying  an  endorsement  reading  “Oil  Burn¬ 
ers”  shall  not  be  required  to  obtain  such  certificate. 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  INFLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  Nezv  York,  to  effectuate  the 
provisions  of  C19-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  of  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  ■  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before,  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  or  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 


the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures,  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 
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2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  09-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12.0  and  09-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  i>er  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 


system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 
opening  to  permit  automatic  flooding,  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (44)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be>  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 


3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 

Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  adminis¬ 
trative  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  clip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  unsanded  gypsum 
plaster  or  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  draining 


4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self- 
closing. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
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gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute ; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 


tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of 
solvent  is  left  for  evapo¬ 
ration.  A  space  between 
such  ventilating  section 
and  the  drying  section 
shall  be  maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall  be 
separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4.3.2. 1 .7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 
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4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty- four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (Ji") 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiva¬ 
lent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
w'here  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of.  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact,  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4. -4. 9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  fluor¬ 
escent  light  or  other  electrical  equipment  shall 


be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  tyj>e  approved  for  use 
in  explosive  atmosphere  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  tyjve,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4.3.2.1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4.5.2. 1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with 
explosion-proof  interlocking  switch 
precluding  the  removal  of  the  plug 
when  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en- 
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gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches,  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip,  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 


5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinets  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  doors  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides, _  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 

.  determined  by  the  adminstrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capac¬ 
ity,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand- 
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ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
C19-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

* 

Rule  7.  General  Requirements. 

Notice— Attention  is  called  to  the  provisions  of  the  Ad- 
v  ministrative  Code  as  to  violations  reading  as  follozvs: 

Section  C  19-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  wilfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  lazv  or  ordinance  shall, 
upon  conznction,  be  punished  by  a  fine  of  not  more  than 
$.->00  or  by  imprisonment  not  exceeding  6  .months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE:— The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 


and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 


These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray 
Rooms,  Dip  and  Immersing  Rooms,  New 
Drying  Equipment,  and  Material  Storage 
Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electrical  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 


Rule  9,  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Sucb  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


Rule  8.  Existing  Spray  Booths  and  Installa¬ 
tions. 

8.1 


.  Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

.  If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK, 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions 


§C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 


to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 

cooled  by  the  refrigerant  is  circulated  to  the  substance  or 
space  refrigerated.  .  ' 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 

burn  or,  explode  when  mixed  with  certain  proportions  of 
air.  '  .  .  , 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3RD,  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 


refrigerant.  . 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 

erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission.  .  . 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 

operation.  , 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 


§C26-235.0.  Definitions. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 
civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 


for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 


Bonds  and  Fees. 


C19-24.0.  Fees  and  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems  .  $20.00 

Class  B  systems  .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant  .  TOO 


Refrigerating  Systems 


C19-  96.0.  Permits. 

C26-214.0.  Supervision. 

C19-  97.0.  Classificaffon. 

C19-  98.0.  Permissible  locations. 

C19-  99.0.  Refrigerating  machinery  rooms  and  ventilation. 
Cl 9- 100.0.  Open  flames  and  electrical  equipment. 

09-101.0.  Testing. 

09-102. 0.  Piping. 

09-103.0.  Safety  devices. 

09-104.0.  Size  of  safety  devices. 

C19-105.0-.  Location  and  discharge  of  safety  devices. 
09-106.0.  Operating  precautions. 

09-107.0.  Equipment  diagrams. 

SC19-96.0.  Permits. 


(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  iipon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Commissioner  issued  under  date  of 
May  20,  1946,  the  following  instructions  to  inspectors : 

L  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CCL2Fa, 
dichlorotetrafluoroethane  (“F-114”)  C2CL2F4,  monofluorotri- 
chloromethane  (“F-ll”)  CFCL3,  dichloromonofluoromethane 
known  as  (F-21)  CHCL2F,  monochlorodifluoromethane 
known  as  (F-22)  CHCLF2  and  trichlorotrifluoroethane 
known  as  (F-113)  C2CL3F3  are  non-flammable  and  non¬ 
irritant,  unless  otherwise  hereinafter  provided,  and  shall  be 
regulated  in  accordance  with  .the  provisions  of  Article  18 


/ 
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of  Chapter  19  of  the  Administrative  Code  of  the  Citv  of 
New  York  ;  EXCEPT  : 

(a)  When  used  in  a  room  or  rooms  in  which  there 
is  an  oi>en  flame  or  apparatus  to  produce  an  oj)en  flame, 
then  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

(b)  That  systems  containing  more  than  six  (6)  lbs. 
of  F-21  or  K- 113  be  confined  to  separate  machinery 
rooms  in  accordance  with  Section  C19-99a,  Adminis¬ 
trative  code. 

2.  That  refrigerating  systems  employing  F-ll;  F- 12 ;  F- 
21;  F-22;  F-113  or  F-114  are  restricted  to  parts  of  a  build¬ 
ing  so  si>ecified  in  Section  C19-98.0  (b)  for  refrigerants 
other  than  non-irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  used  for  air  conditioning  are  re¬ 
stricted  to  the  indirect  method  except  that  the  direct  method 
may  be  used  in  parts  of  a  building  so  specified  in  Section 
09-98.0  (b)  for  refrigerants  other  than  non-irritant  and 
non-flammable. 

4.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  or  on  the  stairways,  halls,  lobbies,  entrances,  exits 
or  auditoriums  of  any  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  hospital,  unless  the  entire  system  is  confined  in  a 
fireproof  machinery  room,  used  for  no  other  purpose,  and  in 
vvhich  no  open  flame  shall  be  employed,  except  that  the 
t  lass  “C”  system  containing  not  more  than  10  pounds  of 
F-ll;  F-12;  F-22;  F-114;  or  not  more  than  six  (6)  pounds 
of  F-21  or  F-113  may  be  used  in  a  diet  kitchen  which  shall 
be  cut  off  from  the  rest  of  the  building  by  a  tight  fitting 
self-closing  door  or  doors  and  provided  with  a  window  or 
windows  to  the  outside  air.  All  open  flames,  and/or  ap¬ 
paratus  for  producing  an  open  flame,  in  diet  kitchens  where 
these  refrigerants  are  used  shall  be  vented  to  the  outside 
air  as  hereinafter  required  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21  ;  F-22;  F-113  or  F-114  may  be  installed  or  maintained  in 
a  hospital  private  room,  having  tight  partitions  and  tight 
fitting  self-closing  door  or  doors  and  where  not  more  than 
two  persons  are  helpless  and/or  given  medical  treatment, 
provided  there  is  no  open  flame  and/or  apparatus  for  pro¬ 
ducing  an  open  flame  in  such  room  and  when  the  system 
contains  not  more  than  10  pounds  of  F-ll;  F-12;  F-22;  F- 
114;  or  not  more  than  six  (6)  pounds  of  F-21  or  F-113. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12;  F- 
21;;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  theatre  and/or  motion  picture  theatre  unless  the 
entire  system  is  confined  in  a  fireproof  machinery  room,  used 
for  no  other  purpose,  and  in  which  no  open  flame  and/or  ap¬ 
paratus  to  produce  such  open  flame  shall  be  employed,  ex¬ 
cept  that  Class  “C”  systems  containing  not  more  than  ten 
pounds  of  F-ll;  F-12;  F-22;  F-114;  or  not  more  than  six 
(6)  pounds  of  F-21  or  F-113  may  be  installed  in  a  rest 
room,  smoking  room  or  lounging  room  provided  in  such 
rooms  no  open  flame  or  apparatus  to  produce  such  open 
flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll;  F-12;  F- 
21  ;F-22;  F-113  or  F-M4,  when  used  in  a  room  or  rooms  in 
which  there  is  an  open  flame  or  apparatus  to  produce  such 
open  flame,  such  open  flame  and/or  apparatus  shall  be  pro¬ 
vided  with  a  hood  and  independent  mechanical  ventilation  so 
arranged  as  to  convey  all  the  products  of  combustion  to 
the  outside  of  the  building.  This  provision  shall  apply  only 
to  diet  kitchens  of  hospitals  and  to  Class  “C”  systems  in 
schools,  churches,  dance  halls,  court  rooms,  police  stations, 
jails,  asylums,  subways,  passenger  depots,  rooms  opening 
into  passenger  depots  and/or  subways  and  such  other  places 
as  are  deemed  by  the  Fire  Commissioner  necessary  in  the 
interest  of  public  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114  is 


used,  shall  be  maintained  vapor-tight  and  provided  with 
tight  fitting,  self-closing  doors,  in  accordance  with  Section 
C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
I'-lb;  F-12;  F-21;  F-22;  F-113  or  F-114  is  used,  shall  be 
adequately  ventilated  directly  to  the  outside  air  in  accordance 
with  Section  C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114, 
shall  be  included  in  Section  C19- 101 .0  as  follows: 


Refrigerant 

Column  No.  1 

F-ll 

25 

F-12 

180 

F-21 

50 

F-22 

300 

F-113 

12 

F-114 

60 

12.  That  the 

size  of  pressur 

in  which  F-ll; 

F-12;  F-21;  F 

ployed,  shall  be  as  follows: 


Capacity  of  System 
Lip  to  30  tons 
30  to  60  “ 

60  to  100  “ 

100  to  175  “ 

175  to  250  “ 

250  to  450  “ 

450  to  900  “ 


No.  2  Column  No.  3 


15 

15 

120 

135 

20 

35 

170 

230 

12 

12 

30 

30 

:  relief  valves  for  systems 
22;  F-113  or  F-114  is  em- 

Number  Required 
One  l/z  inch 
One  44  “ 

One  F  “ 

One  H4  inches 
On  el/  “ 

One  2 

Two  2  “ 


13.  That  the  storage  of  F-ll:  F-12;  F-21;  F-22;  F-113 
or  F-114  shall  conform  with  Section  09-106.0  (c)-5  for 
other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Refrigerating  Code  not  so  mentioned,  shall  be  complied  with. 

15.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 


§C26-214.0.  Refrigeration  System  Opera¬ 
tors;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  either 
a  duly  licensed  engineer  or  a  person  who  has  obtained  a 
certificate  of  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there- 
for.  shall  pay  an  annual  license  fee  as  follows :  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  any 
time  by  the  superintendent. 

§C!9-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  sys¬ 
tem  operating  through  one  or  more  evaporators,  shall  ' be 
considered  the  capacity  of  the  system  and  determine  its 
class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1.000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 
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(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 

§09-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two*  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  .shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice  making 
or  refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigeration  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exists  or  audi¬ 
toriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instruction  or  research  purposes; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion.  The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing,  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 


the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§C1 9-99.0.  Refrigeration  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an  irritant 
refrigerant  is  used  shall  be  maintained  vapor-tight  except 
that  all  doors  which  open  to  other  parts  of  the  building 
shall  only  be  required  to  be  self-closing  and  close  fitting, 
and  shall  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor- 
tight  and  kept  closed.  No  opening  from  elevator  shafts 
shall  be  permitted  in  the  refrigerating  machinery  room. 
This  provision,  however,  shall  not  apply  to  dumbwaiter 
shafts  the  door  openings  of  which  are  protected  with  self¬ 
closing  fire  doors  or  to  a  system  containing  less  than  six 
(6)  pounds  of  refrigerant.  Closets  solely  contained  within 
and  opening  only  into  the  refrigerating  machinery  room 
shall  be  considered  as  part  of  the  room  in  which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery  room 
of  any  system  shall  be  independently  provided  with  means 
for  adequate  ventilation  to  the  outer  air.  The  ventilation 
shall  consist  of  a  window  or  windows  opening  directly  to 
the  open  air,  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
accessible  and  located  outside  of  the  refrigerating  machinery 
room. 


4. 


Pounds  of 

Mechan¬ 
ical  Cu. 

Window  Area 
Meehan-  in  Sq.  Ft. 

Window  Area 

Refriger- 

Ft.  per 

ical  Sq. 

for  each 

in  Sq.  Ft.  for 

ant  in 

Minute 

Ft.  Duct 

Opposite 

One  side 

System 

Discharge 

Area 

Side 

Only 

A 

B 

C 

D 

E 

Up  to  ...  20 

150 

Ya 

1 

6 

50 

250 

Vi 

iy2 

12 

100 

400 

V 2 

2 

16 

150 

550 

254 

19 

200 

680 

2A 

3 

25 

250 

800 

1 

3J/2 

29 
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300 

900 

1 

4 

32 

400 

1,100 

1)4 

4)4 

38 

500 

1,275 

1)4 

5 

42 

600 

1,450 

1)4 

6 

45 

700 

1,630 

1)4 

6)4 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7)4 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2)4 

9 

68 

1,500 

2,800 

2)4 

11 

78 

1,750 

3,150 

3 

12)4 

87 

2,000 

3,500 

3)4 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4)4 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7)4 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10)4 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56  ‘ 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-inflammable  refrigerant 
is  employe'd,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system  or  a 
Class  B  system  using  ammonia  is  installed,  a  water  deluge 
may  be  provided  which  shall  consist  of  a  sprinkler  system 
having  open  heads  of  not  less  than  one-quarter  inch  (%") 
orifice  spaced  not  more  than  eight  feet  apart  in  any  direc¬ 
tion,  and  such  system  shall  be  located  above  all  the  refriger¬ 
ating  apparatus  and  piping  in  the  refrigerating  machinery 
room.  Not  more  than  one  head  shall  be  installed  on  a 
44-inch  pipe;  five  heads  on  a  1-inch  pipe;  six  heads  on  a 
1  ^4-inch  pipe.  The  deluge  system  shall  be  permanently  con¬ 
nected  with  the  main  house  supply  or  other  assured  source 
from  which  a  constant  water  pressure  of  not  less  than 
twenty  pounds  per  square  inch  can  be  maintained  on  the 
inlet  side  of  the  main  control  valve  or  valves  at  all  times. 
The  control  valve  or  valves  for  such  water  deluge  system 
shall  be  manually  operated  and  easily  accessible,  and  shall 
be  labeled  and  located  outside  of  the  refrigerating  machin¬ 
ery  room. 

§C19-100.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  it  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electricial  control,  such  control  in  a  pressure 


limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 

§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures:  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of.  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant 

Col.  1 

High 

Pressure 

Side 

Col.  2  Col.  3 

Low  Pressure  Side 
/ - ; - A - \ 

With  Without 

Safety  Safety 

Valves  Valves 

Carbon  dioxide  . 

. .  1,500 

750 

1,000 

Ethane  . 

. .  1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  . 

155 

80 

120 

Sulphur  dioxide  . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  . 

12 

12 

12 

§09-102.0.  Piping. 


a.  Piping. 

1.  All  piping,  liqqid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connection  located  on  its  low  pres¬ 
sure. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s  eye 
type,  shall  have  automatic  closing  shut-off  valves  and  such 
glasses  shall  be  adequately  protected  against  injury  by 
slotted  metal  casings. 

§09-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  is  set  to  function  shall  be  indicated  thereon.  (See 
section  09-101. 0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for  re¬ 
pair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  system 
shall  be  provided  with  a  hand-operated  valve  for  discharg¬ 
ing  the  ammonia  into  water  through  a  mixer  to  the  sewer 
in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
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shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(SO)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members 
of  the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall 
be  labeled  “Ammonia.”  A  sign  shall  be  posted  within  the 
box  reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand  (27,000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
water  and  ammonia  mixer  for  each  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  09-107.0 
of  the  code. 

§09-104. Q.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  fol¬ 
lows  :  _ _ _ . 

CO2  and  Other 


Capacity  Ethane,  No.  Refrigerants 

of  System _ Req.,  Size  No.  Req.,  Size 


Up 

to 

30 

tons  . 

.  1—54" 

1- 

-54" 

30 

to 

60 

tons  . 

.  1—54" 

1- 

-?A" 

60 

to 

100 

tons  . 

.  1— 54" 

1- 

-l" 

100 

to 

175 

tons  . 

.  1—54" 

1- 

-154" 

175 

to 

250 

tons  . 

1—34" 

1- 

-154" 

250 

to 

450 

tons  . 

.  1—1" 

1- 

-2" 

450 

to 

900 

tons  . 

2- 

-2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of 

Safety  Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the  high 
pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 


b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
system  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  Co*  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing  fifty 
(50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such  as 
that  generated  in  a  fire,  they  may  burst  due  to  the  expan¬ 
sion  of  the  refrigerant,  shall  be  protected  by  a  pressure 
relief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  C19-107.0  of  the 

code. 

c.  Discharge  of  pressure  relief  valve.' 

1.  Where  ammonia  is  used  in  Class  A  systems,  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 
atmosphere  or  into  that  part  of  the  low  pressure  side  pro¬ 
tected  by  the  mixer  as  specified  in  subdivision  C,  of  section 
09-103.0  of  the  code.  If  it  is  discharged  to  the  outside 
atmosphere  it  must  be  piped  above  the  roof  or  not  less  than 
12  feet  above  the  grade.  The  discharge  pipe  shall  be  not 
less  than  the  size  of  the  relief  valve  outlet.  The  discharge 
from  more  than  one  relief  valve  may  be  run  into  a  common 
header,  the  area  of  which  shall  be  equal  to  the  area  of  the 
pipes  connected  thereto.  The  outlet  orifice  shall  be  turned 
downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  (54)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (54)  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  refriger¬ 
ant  other  than  ammonia  is  used,  the  discharge  from  relief 
valves  shall  be  to  the  atmosphere  as  specified  for.  Class  A 
ammonia  systems.  Carbon  dioxide  may  be  discharged  into 
the  room  if  the  same  contains  at  least  10  cubic  feet  of 
capacity  per  pound  of  refrigerant  used.  . 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
09-107. 0  of  the  code. 

§C19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 


1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 

°X  2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  let¬ 
ters  not  less  than  one  and  one-half  inches  (1J4")  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  eyery  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8Y2"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 
on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class  A 
and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  of 
emergency. 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  fop  no  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system  it 
shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only  dur¬ 
ing  period  of  charging  or  withdrawing  the  refrigerant. 

§C19-107.0.  Equipment  Diagrams, 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

Penalties. 

§C19-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 


tO  OvT*0»  ATf»OJ  ^ 


fr 

-ftj  CONoer»a**  I 


XT 


I  MCtlvU  1 

rife- 


CvAPOWATO^ 
|  rv»t> 


TO  ovT s i » a 


AM 

MONIA  MIXE-* 

oa 

Rrtrer  Vaivv a 

*  ^ 

<  z 

ss« 

li 

In  inches 

*  * 

ii 

|s|s|I 

*2  f  S  S3 

Iliill 

A 

B 

C 

D 

fr 

P 

<s 

3otb  bo 

*S 

t'4 

A 

15 

2 

*45 

13o 

V 

60-  100 

1 

U 

5 

15 

2 

5  o 

260 

I 

100  •  175 

I'n 

'4 

6 

20 

2 

♦fcO 

IV 

175  -  tSO 

■V 

'4 

G 

23 

2 

73 

625 

If 

230-450 

2 

1/4 

IO 

30 

& 

90 

000 

Z“ 

450- 900 

3 

2 

12 

40 

3 

120 

zzoc 

2-2" 

-oo- 


r  a - 


! 


/to 


-iR- 


JUL 


•d 

iti 


ItAD- 

PLUfe- 


*  rice  DEPT.  BOX 

rme  DEPT.  CortMcriOK 


IT  i 

a  p  F* 
i  I  i 

i-t  I 


^  •  OUTliT  FROM  MrCTY 


bft  •  $A*ETt  VttJWCS 


iF 


— L 


rk 


£*g™«I-c=>-l  J 


z 


WAtC?  Mb  AMMONIA  Nim 


ARRANGEMENT  or  PRESSURE  RELIEF  DEVICES 
FOR 

CLASS  TV  EQUIPMENT 

SECTION  C19-107.0 


SAFCTy  VAI.VC 


ft*  COHDCNSER. 
(OMlLCTYPt ) 


$— -:i 


i — 

|  yeceivrg  | 


EVAPORATOR 

(Sajcli.  tvm; 


& 


q*  TO  OUTSIDE  ATMOSPHERE 

I 

- 

i 

I 

- ] 


> - J 


UlSCHAEGe To  EITHER 


3S 


-a- 


n 


irt 


V - 1  Pump  I- 

- 1 _ A8SORW:* 


ARRANGEMENT  OF  PRESSURE  RELIEF 

FOR. 

CLASS ‘B’  EQUIPMENT 

SECTION  09-107.0 


DEVICES 


i 


995 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT  CONTAMINATION 

OF  WATER  SUPPLY 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon  September  10,  194b  at  2  P.  A 1 in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  Proposed 
Amendments  to  Rules  Relative  to  Submerged  Inlets  and 
Protective  Methods  to  be  Applied  to  Prevent  Contamination 
of  Water  Supply : 

Authority:  . 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26-1268.0,c,4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  bieakei  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixtuie,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  Check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or ’indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0,d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers.  . 

Direct  water  supply  connections  to  all  sterilizers  ar^ 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  diiectly  with  an\ 
drainage  system. 

Rule  6.  Aspirators— Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 


approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 

system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker,  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  Refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such,  installations  where  the  water  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty _  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
•  least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables.  _  j 

Steam  tables  used  exclusively  for  the  warming  of  food 
stuffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  zvater  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  water  supply  piping. 

1 1 'here  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflow  outlet,  or  when  the  area 
of  the  overflow  outlet  is  less  than  four  times  that  of  water 
supply  piping,  the  water  supply  piping  shall  be  equipped 
with  an  approved  vacuum  breaker  located  at  least  four 
inches  above  the  maximum  overflow  level  of  the  fixture. 

New  matter  is  indicated  in  italics. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Concrete  Masonry  Units,  Rules  for  Manufacture,  Testing 
and  Use  of. 

Fire  Retarding  Rules  for  Garages,  etc. 

Proposed  Amendments  to  Rules  Relative  to  Submerged 
Inlets  and  Protective  Methods  to  be  Applied  to  Pre¬ 
vent  Contamination  of  Water  Supply, 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  August  27,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

576- 46-BZ — H.B.M.— 183-185  Mulberry  street,  west  side,  35 
ft.  south  of  Kenmare  street  (Block  481,  part  of  Lot  33), 
Borough  of  Manhattan,  Alt.  1492-46. 

577- 46-SM — Sedgwick  Underwriters’  Labelled  Fire-Resistive 
Dumbwaiter  Doors,  manufactured  by  Sedgwick  Machine 
Works,  Inc.,  Material. 

578- 46-BZ — H.B.B. — 2917  Mermaid  avenue,  north  side,  65  ft. 
east  of  West  30th  street  (Block  7010,  part  of  Lot  50), 
Borough  of  Brooklyn,  Alt.  2864-46. 

579- 46-SM— Salerno  and  Bezmen  Cinder  Block,  manufac¬ 
tured  by  Salerno  and  Bezmen,  Material. 

580- 46-A — F.D. — 109  Beach  30th  street,  west  side,  206.27  ft. 
south  of  Lewmay  road  (Block  302,  Lot  48),  Edgemere, 
Borough  of  Queens,  17736-F. 


581-46-BZ — H.B.Bx. — 802  East  180th  street,  south  side,  20.2 
ft.  east  of  Mapes  avenue  (Block  3108,  Lot  16),  Borough  of 
The  Bronx,  Alt.  657-46. 


582-46-BZ — FLB.Bx. — 1925-1949  McGraw  avenue  and  1368- 
1386  Metropolitan  avenue,  northeast  corner  (Buildings  S-7 
and  S-8)  ;  (Block  3938,  Lot  2— formerly  Lot  1),  Borough 
of  The  Bronx,  Amendment  to  Alt.  404-46. 


583-46-A — H.B.B.-— 13-23  Germania  place  and  149  Kenil¬ 
worth  place,  northeast  corner  (ground  floor)  ;  (Block  7557, 
Lot  1),  Borough  of  Brooklyn,  Alt.  2734-46. 


584-46-A — F.D. — Re  Transportation  of  Fuel  Oil  in  Tank 
Truck  in  New  York  City  (capacity  of  tank  not  in  con¬ 
formity  with  Administrative  Code  requirements  covering 
Tank  Trucks),  46660-LC. 


585-46-A — F.D. — Re  Transportation  of  Fuel  Oil  in  Tank 
Truck  in  New  York  City  (capacity  of  tank  not  in  con¬ 
formity  with  Administrative  Code  requirements  covering 
Tank  Trucks),  46659-LC. 


586-46-A — F.D. — Re  Transportation  of  Fuel  Oil  in  Tank 
Truck  in  New  York  City  (capacity  of  tank  not  in  con¬ 
formity  with  Administrative  Code  requirements  covering 
Tank  Trucks),  46658-LC. 


587-46-BZ — H.B.Q. — 118-23  to  118-33  Metropolitan  avenue, 
north  side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot 
80),  Kew  Gardens,  Borough  of  Queens,  N.  B.  3745-46. 


588-46-A — H.B.Q. — 118-23  to  118-33  Metropolitan  avenue, 
north  side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot 
80),  Kew  Gardens,  Borough  of  Queens,  N.  B.  3745-46. 


589-46-A — H.B.R. — 3665  Richmond  Terrace,  south  side,  238 
ft.  west  of  Western  avenue  (Block  1400,  Lot  1),  Port  Ivory, 
Borough  of  Richmond,  Misc.  F.  O.  627-46. 


590- 46-SA — Steam-Pak  Boiler  Burner  Unit,  Appliance. 

591- 46-SM — Builders  Block  Company,  Sand  and  Cement 
Building  Block,  manufactured  by  Builders  Block  Company, 
Material. 

♦ 

592- 46-BZ — H.B.Q. — 40-34  Crescent  street,  west  side,  100 
ft.  north  of  41st  avenue  (Block  407,  Lot  37),  Long  Island 
City,  Borough  of  Queens,  N.  B.  7289-4G 


593-46-SA — Red  Dot  Fire  Extinguisher,  Appliance. 


594-46-A^-H.B.Q— 29-58  214th  street,  west  side,  535.85  ft. 
north  of  33rd  avenue  (Block  6054,  Lot  65),  Bayside, 
Borough  of  Queens,  Alt.  2100-46. 


595- 46-A — F.D. — 230  Smith  street,  west  side,  80  ft.  south 
of  Butler  street  (cellar)  ;  (Block  408,  Lot  39),  Borough  of 
Brooklyn,  2259-LC. 

596- 46-BZ — H.B.Bx. — Northwest  corner  of  White  Plains 
road  and  Guerlain  street  (Block  3927,  Lot  17),  Borough  of 
The  Bronx,  Decision. 

597- 46-BZ — H.B.B. — 515  Greene  avenue,  north  side,  200 
ft.  east  of  Nostrand  avenue  (Block  1794,  Lot  81),  Borough 
of  Brooklyn,  Alt.  2338-46. 


598-46- SM — Safety  Cigarette  and  Ash  Receptacle,  manu¬ 
factured  by  W.  A.  Albert,  Material. 


599- 46-A — H.B.M. — 87  Nassau  street  and  130  Fulton  street, 
southwest  corner  (2nd  floor)  ;  (Block  79,  Lot  1),  Borough 
of  Manhattan,  Amendment  to  P.  A.  426-44. 

600- 46-A — H.B.B. — 84-86  North  6th  street  and  163-169 
Wythe  avenue,  southeast  corner  (3rd  floor)  ;  (Block  2334, 
Lot  5),  Borough  of  Brooklyn,  Alt.  1888-46. 


601-46-A — F.D. — West  side  of  Columbia  street,  2140  ft. 
south  of  Halleck  street,  Pier  A,  Beard’s  Erie  Basin  (Block 
613,  Lot  1),  Borough  of  Brooklyn,  17789-LF. 


602-46-SM — Protecto  Fire  Retarding  Paint,  manufactured 
by  Protecto  Products  Co.,  Material. 


603-46-SM — Celboard,  Celtile  and  Acoustile,  manufactured 
by  Concrete  Engineering  Ltd.,  Material. 


604-46-BZ — H.B.Q. — 56-36  Myrtle  avenue,  south  side,  175 
ft.  east  of  Cornelia  street  (Block  3560,  Lot  27),  Ridgewood, 
Borough  of  Queens,  Alt.  1662-46. 
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605-46-BZ — H.B.B. — 2630-2638  Coney  Island  avenue  and 
755-765  Crawford  avenue,  northwest  corner  (Block  7184, 
Lots  91  and  92),  Borough  of  Brooklyn,  N.  B.  1123-46. 


CALENDAR 


606-46-BZ  H.B.B. — 42-10  14th  avenue,  west  side,  60  ft. 
2ys  in.  south  of  42nd  street  (Block  5599,  Lot  40),  Borough 
of  Brooklyn,  Alt.  3467-46. 


607-46-A — F.D. — 12  Silver  Lake  road,  southwest  qprner  of 
Duer  lane  (Block  122,  Lot  31),  Silver  Lake,  Borough  of 
Richmond,  Decision  re  38462-LF. 


608-46-BZ  H.B.B. — 227-231  Miller  avenue,  east  side,  100 
ft.  north  of  Liberty  avenue  (Block  3961,  Lot  1),  Borough 
of  Brooklyn,  Alt.  19-46. 


609-46-BZ — H.B.Bx. — 1076-1078  Stebbins  avenue,  east  side, 
125  ft.  south  of  East  167th  street  (Block  2691,  Lots  70  and 
71),  Borough  of  The  Bronx,  Alt.  614-46. 


610-46-A  H.B.Bx. — 577-585  East  Fordham  road,  north 
side,  50  ft.  east  of  Hoffman  street  (Block  3273,  Lot  265), 
Borough  of  The  Bronx,  Alt.  619-46. 


611-46-BZ — H.B.B. — 1147-1155  Lorraine  avenue,  northwest 
corner  of  Pine  street  (Block  4484,  Lots  27,  28,  30  and  32), 
Borough  of  Brooklyn,  Alt.  3385-46. 


612-46-BZ  H.B.M. — 1376-1378  York  avenue,  south  side,  77 
ft.  2  in.  east  of  East  73rd  street  (Block  1485,  Lots  4  and 
52),  Borough  of  Manhattan,  Alt.  1356-46. 


613-46-BZ  H.B.Q. — 91-14  Corona  avenue,  south  side,  36.16 
ft.  east  of  91st  place  (Block  1848,  Lot  3),  Elmhurst,  Borough 
of  Queens,  Alt.  2101-46. 


614-46-BZ  H.B.M. — 105  Amsterdam  avenue,  east  side,  50 
ft.  5  in.  north  of  West  64th  street  (Block  1136,  Lot  3), 
Borough  of  Manhattan,  Alt.  1715-46. 


615-46-BZ  H.B.B. — 834  New  Lots  avenue,  southeast  corner 
of  Essex  street  (Block  4316,  Lot  1),  Borough  of  Brooklyn 
Alt.  3478-46. 


M^RSnGNnT,?NS  I,1*® — Department  of  Housing  and  Buildings; 
M . It. It.  Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.B. _ De¬ 
partment  of  Housing  and  Buildings,  Queens;  Department 

of  Housing  and  Buildings,  Richmond;  H.B.Bx — Department  of 
Housing  and  Buildings.  Bronx;  H.D — Health  Department;  F.D.- 
I' ire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec 

Concrete  Flat  Slabs,  Rules! .  .  .  .  .  .  .  July 
Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . .Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Llevator  Rules  .  Mar 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . May 

Factory  Exit  Rules . .Sept 

Fire  Alarm  Rules  (Interior) . !  !  Tune 

Fire  Drill  Rules . june 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 


Publication  in  Bulletin 

28,  1043— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52 A 
15,  1937— Vol.  22,  No.  24 

14,  1946— Vol.  31,  No.  20 
12,  1944— Vol.  29,  No.  36 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 


25,  1946— Vol.  31,  No.  26 


Last 

Fire  Retarding  Rules  for  Garages, 

etc-  , . Sept. 

F  i reproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

„  Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . |une 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . Aug 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Aug. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Aug. 

Smoking  in  Factories,  Rules  for _ Jan. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  . .  Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  .  Dec. 


Publication  in  Bulletin 


3,  1946- 
13,  1937- 
21,  1919- 

23,  1946- 
7,  1925- 

5,  1928- 
18,  1946- 

9,  1946- 

6,  1946- 


-Vol.  31,  No.  36 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  25 

-Vol.  31,  No.  15 
-Vol.  31,  No.  32 


12,  1945— Vol.  30,  No.  24 


6,  1946- 
24,  1936- 
3,  1937- 


13,  1945- 

7,  1937- 

6,  1946- 
22,  1946- 
29,  1937- 

8,  1937- 

7,  1932- 
24,  1936- 
24,  1936- 
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-Vol.  21,  No.  47 
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-Vol.  30, 
-Vol.  22, 
-Vol.  31, 
-Vol.  31, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  1 1 
No.  36 
No.  32 
No.  4 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945  Vol  30 
No.  15A. 


SEPTEMBER  10,  1946,  10  A.M. 

NOl  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
iuciday  morning,  September  10,  1946.  at  10  o’clock  in  Room 
1 01 3,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

229-29-BZ — Application  of  Julius  S.  Rapson,  applicant,  on 

behalf  of  Harry  J.  Hoechle,  owner  (Frank  Carin,  lessee), 
i  eopened  May  21,  1946,  under  section  7g  of  the  zoning  reso- 
lution,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  new  building  for  an  existing  gasoline 
service  station  (previously  granted  by  the  Board),  to  be 
used  for  gasoline  sales,  service  station  and  office ;  premises 
245-19  South  Conduit  boulevard,  south  side,  109  ft.  east  of 
brands  Lewis  boulevard  (Block  13615,  Lot  5)  Rosedale 
Borough  of  Queens. 

583-45-BZ — Application  of  Jules  Lewis,  applicant,  on  be¬ 
half  of  Cord  trading  Corp.  owner,  reopened  June  4,  1946, 
under  sections  7b  and  21  of  the  zoning  resolution,  to  per¬ 
mit  m  a  residence  and  business  use  district,  the  proposed 
ai  ea  lo  be  used  for  manufacturing  in  excess  of  twenty-five 
(2a)  per  cent  (previously  granted  by  the  Board)  ;  premises 
388-402  Hudson  street,  264-270  West  Houston  street,  north¬ 
east  corner  and  22-28  Clarkson  street  (Block  581,  Lots  45-53 
and  83),  Borough  of  Manhattan. 

433-46-BZ  Application,  June  14,  1946,  under  sections  7e 
and.21  cf  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Lillian  Gilbert, 
owner  (Metered  Laundries,  Inc.,  lessee),  to  permit  in  a 
business  use  district,  the  operation  and  maintenance  of  a 
wet  wash  laundry,  for  a  period  of  five  (5)  years;  premises 
47-06  47th  avenue,  south  side,  38  ft.  east 'of  47th  street 
(Block  2285,  Lot  25),  Woodside,  Borough  of  Queens. 

512-46-BZ — Application,  July  1,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Joseph  Manteiga  and 
r red  Sanchez,  applicants,  on  behalf  of  American  and 
Foreign  Liquidation,  Inc.,  owner,  to  permit  in  a  retail  use 
district,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  115  Madi¬ 
son  street,  northwest  corner  of  Market  street  (Block  277 
Lot  20),  Borough  of  Manhattan. 

532-46-BZ— Application,  July  10,  1946,  under  section  7h 
of  the  zoning  resolution,  of  The  Good  Neighbor  Building 
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Inc.,  applicant  and  owner,  to  permit  in  a  residence  and  retail 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1300-1306  (920-926)  Avenue  of 
The  Americas  (6th  avenue),  61-67  West  52nd  street,  north¬ 
east  corner  and  56-64  West  53rd  street,  south  side,  103.67  ft. 
east  of  6th  avenue  (Block  1268,  Lot  1),  Borough  of  Man¬ 
hattan. 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

446-46- A — 52-56  Garden  street,  south  side,  114  ft.  5  in. 
west  of  Bushwick  avenue  (1st  floor)  ;  (Block  3137,  Lot  86), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  10,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  10.  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Rides. 

835-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply. 

Appeals  from  Administrative  Decisions. 

235-46-A — 108-122  West  street  and  51-57  Kent  street, 
northeast  corner  (also  known  as  37-69  Greenpoint  avenue)  ; 
(1st  floor,  Building  13)  ;  (Block  2549,  Lots  1-3-33),  Borough 
of  Brooklyn. 

556-46-A — North  side  of  Rikers  Island,  opposite  Tiffany 
street  (Block  2760,  part  of  Lot  4),  East  River,  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  September  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

392-46-BZ — Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  the  area  permitted;  premises  106 -West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue)  ;  (Block  997,  Lot  37),  Borough  of 
Manhattan. 

401-31-BZ — Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium;  premises  624-626  Atlantic  avenue,  and  95th 
avemje,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 


for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar-, 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

1081-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Francis  H.  Luce,  owner  reopened  July 
9,  1946  for  consideration  as  to  extension  of  term  of  variance 
— Application,  previously  granted  on  condition,  under  section 
7e  of  the  zoning  resolution,  for  a  term  of  two  years,  per¬ 
mitting  in  a  local  retail  use  district,  the  conversion  of  occu¬ 
pancy  of  the  cellar  storj-  of  the  building  to  a  bowling  alley; 
the  said  bowling  alley  having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from  the  business  street; 
premises  102-43  to  102-55  Queens  boulevard,  northeast  corner 
of  68th  street  (Block  2137,  Lot  1),  Forest  Hills,  Borough 
of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  -of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign ;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

856-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Louis  Fatato,  owner,  reopened  Septem¬ 
ber  18,  1945,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  storage  of  beer  and  repair  shop  for  owner’s 
use  (previously  granted  by  the  Board)  ;  premises  298-318 
2nd  street,  and  303-311  4th  avenue,  southeast  corner  (Block 
974,  Lots  6,  12,  15  and  17),  Borough  of  Brooklyn. 

250-46-BZ — Application,  April  10,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  John  Joseph  Carroll, 
applicant,  on  behalf  of  Margaret  Fennell,  owner,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
business  garage  for  five  trucks,  express  storage  and  office  to 
public  garage  for  more  than  five  (5)  motor  vehicles;  premi¬ 
ses  95-105  Vanderbilt  avenue,  east  side,  290  ft.  754  in.  south 
of  Park  avenue  (Block  1887,  Lot  24),  Borough  of  Brooklyn. 

275-46-BZ — Application,  April  17,  1946,  under  section  21 

of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Home  Refunding  Corp.,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of  exist¬ 
ing  building  using  more  than  the  area  permitted ;  premises 
6409-6411  8th  avenue,  east  side,  60  ft.  south  of  64th  street 
(Block  5742,  Lot  6),  Borough  of  Brooklyn. 

389-46-BZ — Application,  May  22,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  5045  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  for  a  term  of  two  (2)  years;  premises  107- 
111  East  30th  street,  north  side,  90  ft.  east  of  4th  avenue 
(Block  886,  Lots  8,  9  and  10),  Borough  of  Manhattan. 

569-46-BZ — Application  July  24,  1946,  under  section  7e  of 
the  zoning  resolution  of  The  Grabler  Manufacturing  Co., 
applicant  and  lessee,  on  behalf  of  Harriet  Weiner  and  Harry 
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\\  einer,  owners,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  public  garage  to  storage  warehouse 
and  othce;  premises  49-10  47th  avenue,  south  side,  30  ft  east 
of  49th  street  (Block  2287,  Lot  28),  Woodside,  Borough  of 
Queens. 


355-45-BZ  Application,  June  5,  1945,  under  sections  7c 
and  7i  of  the  zoning  resolution,  of  Charles  M.  Spindler 
applicant,  on  behalf  of  Ben  H.  Sanders  and  Henry  A. 
Doten,  owners,  to  permit  in  a  business  use  district,  the 
change  in  occupancy#of  a  portion  of  the  building  from  auto 
laundry  to  motor  vehicle  repair  shop;  premises  50-24  Queens 
boulevard  south  side,  193.20  ft.  east  of  50th  street  ("Block 
2-83,  Lot  43),  Woodside,  Borough  of  Queens. 


191-46, -BZ  Application,  March  8,  1946,  under  sections 
/c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
m  a  residence  use,  U  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  Permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft  east  of  Harway  avenue  (Block  6897,  Lot  18) 
Borough  of  Brooklyn. 


Appeals  prom  Administrative  Decisions. 


192-46-A — 8821-8829  26th  avenue,  south  side,  210  ft 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 


392-45-A— 50-24  Queens  boulevard,  south  side,  193  20  ft 
east  of  50th  street  (1st  floor);  (Block  2283,  Lot  43), 
Woodside,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  proposed  mapped  street — 51st  street). 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  2  P.  M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
inn  u  afie>n°on,  September  17,  1946,  at  2  o’clock  in  Room 
1015,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  :  • 

Appeals  from  Administrative  Decisions. 


499-46-A— 147-73  Springfield  lane,  east  side,  693.1  ft 
south  of  147th  avenue  (Block  4625,  Lot  20),  Springfield 
Gardens,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 224th  street). 

S19:t6',A—120‘33  142nd  Place>  east  side,  291.79  ft.  south 
ot  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
1  ark,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 


547-46-A-7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560 'ft 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
uesday  morning,  September  24,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Zoning  Applications. 

64-46-BZ  Application,  January  23,  1946,  under  section 
/t  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side  120  ft 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica^ 
Borough  of  Queens. 


1063-27-BZ— Application  of  Colonial  Beacon  Oil  Co. 
applicant,  on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
t]]e  Board)  increasing  the  area  of  station;  premises 
133  44  150th  street,  and  149-12  North  Conduit  avenue 
northwest  corner  (Block  12116,  Lots  1,  5,  '53  and  56)’ 
boutli  Jamaica,  Borough  of  Queens. 


418-46-BZ  Application,  June  7,  1946,  under  section  7c 
ot  the  zoning  resolution,  of  J.  G.  L.  Alolloy,  applicant,  on 
•  behalf  ot  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  he  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
iepaii  shop,  ior  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
llo34,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

175-45-BZ  Application  of  Joseph  M.  Lonergan,  applicant 
on  behalf  of  William  Stroh,  owner,  reopened  July  23,  1946, 
lor  consideration  as  to  extension  of  time  to  complete 
work— Application  previously  granted  on  condition,  un- 
dci  section  7c  of  the  zoning  resolution,  permitting  in  a 
lesidence  use  district,  the  extension  of  a  business  use  now 
existing  on  the  1st  story,  to  the  2nd  story;  premises  403 
East  Houston  street  and  126-128  Sheriff  street,  southeast 
coi  nei  (Llock  335,  Lots  10  and  11),  Borough  of 
Manhattan. 


366-32-BZ  Application  of  Morris  Kraushaar,  applicant 
and  owner,  reopened  July  23,  1946,  for  consideration  as  to 
extension  of  term  of  variance — Application  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop,  for  a  term  of 
five  years,  premises  1385-1395  Webster  avenue,  west  side 
/7249  ft.  north  of  East  169th  street  (Block  2887,  Lots  151 
to  155,  inclusive),  Borough  of  The  Bronx. 

104-41-BZ— Application  of  Potters  Brothers,  Inc.,  appli¬ 
cant  and  owner,  reopened  July  23,  1946,  for  consideration 
as  to  extension  of  permit — Application  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  factory  building  18  ft.  above  the  curb 
level  in  excess  of  the  limitations  set  by  the  building  zone 
resolution,  for  a  term  of  five  years;  premises  150-22  Tahoe 
street,  west  side,  170.14  ft.  south  of  Albert  road  and  150-25 
Centreville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

295-46-A— 688  Woodward  avenue,  west  side,  25  ft.  north 
ol  1  almetto  street  (Block  3468,  Lot  49),  Ridgewood,  Bor¬ 
ough  of  Queens. 

369-46- A— 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block- 
227,  Lot  63),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  pob’ic  hearing 
/  uesday  afternoon,  September  24,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Dec’ A- ns. 

189-46-A — 422-43J3  Fulton  street,  south  side,  93  ft.  west 
o^  Hoyt  street,  1/7  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement);  (Block  156 
Lot  1),  Borough  of  Brooklyn. 

560-46-A — 754-756  7th  avenue,  west  side,  41  f'c.  6  in  south 
of  50th  street  (5th  and  6th  floors)  ;  (Block  1021,  Lot  34), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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RULES  FOR  THE  MANUFACTURE,  TESTING  AND  USE  OF  CONCRETE  MASONRY  UNITS 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  AUGUST  2,  1940.  EFFEC¬ 
TIVE  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 
CITY  CHARTER,  AUGUST  26,  1940  AND  AMENDED  JANUARY  22,  1941,  EFFECTIVE 

FEBRUARY  17,  1941. 


(639-40-SR) 

SCOPE: 

These  rules  shall  apply  only  to  concrete  hollow  or  solid  _ 
masonry  blocks  or  tiles  irrespective  of  use,  size,  shape  and 
aggregates  used  in  their  manufacture,  so  as  to  obtain  the 
quality  of  material  intended  within  tbe  scope  of  C26-309.0 
(7.1. 1.4),  C26-412.0  (8.4.1),  as  further  supplemented  by  these 
rules. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Chapter  of 
the  City  of  New  York,  and  C26-189.0,  paragraph  a,  (2.2.1. 1) 
a,  and  C26-305.0  (7.1.1),  and  C26-412.0  (8.4.1). 

Note — References  given  herein  preceded  by  C26-  refer  to 
specific  sections  of  the  Administrative  Building  Code. 

1.0  DEFINITIONS. 

1.1  Aggregate — The  term  “aggregate”  shall  mean 
inert  material  which  is  mixed  with  cement  and  water 
to  produce  concrete,  consisting,  in  general  of  sand, 
pebbles,  gravel,  cinders,  crushed  stones,  blast  furnace 
slag,  burnt  shale  or  clay,  or  similar  materials.  Sec¬ 
tion  C26-10.0a  (1.2).  Dense  aggregates,  such  as  sand, 
pebbles,  crushed  stones  and  crushed  slag,  shall  be 
sound  and  durable  and  free  from  excessive  amounts  of 
dust,  soft  or  flaky  particles,  or  shale  or  other  deleterious 
material.  Concrete  (block)  Product  aggregates  shall 
consist  of  natural  sands  and  gravels,  crushed  rock  or 
blast  furnace  slag,  burnt  shale,  or  clay,  cinders  or  other 
inert  materials  having  clean  uncoated  grains  of  strong 
and  durable  minerals.  It  shall  be  unlawful  to  use  aggre¬ 
gates  containing  soft,  friable,  thin,  flaky,  elongated  or 
laminated  particles  in  excess  of  three  percent,  or  con¬ 
taining  unburnt  shale  in  excess  of  one  and  one-half  per¬ 
cent,  or  silt  and  crusher  dust  finer  than  the  No.  100 
standard  sieve  in  excess  of  five  percent.  When  all.  three 
groups  of  such  deleterious  materials  are  present  in  the 
aggregates,  the  combined  amounts  shall  be  less  than  five 
percent  of  the  combined  aggregate.  These  percentages 
shall  be  based  on  the  weight  of  the  combined  aggregate 
as  used  in  the  concrete.  For  lightweight  aggregates 
such  as  cinders,  burnt  clay  or  shale,  or  expanded  slag, 
the  amount  of  fine  or  soft  material  described  above  shall 
be  limited  so  as  not  to  affect  the  properties  of  the 
finished  product  as  hereinafter  specified,  and  shall  not 
exceed  fifteen  percent  of  the  total  aggregates.  I  he 
maximum  size  of  the  aggregate  is  the  clear  space  be¬ 
tween  the  sides  of  the  smallest  square  opening  through 
which  eighty-five  percent  by  weight  of  the  coarse  ag¬ 
gregate  can  be  passed.  See  C26-31.0  (7. 1.2.1).  All 

aggregates  shall  be  free  from  frost  or  lumps  of  frozen 
material.  Where  stationary  aggregate  bins  are  pro¬ 
vided,  a  coil  of  steam  pipe  shall  be  arranged  around  the 
outlet  of  the  bins  so  that  the  aggregate  can  be  heated 
to  remove  frost  and  frozen  lumps,  or  other  heating 
methods  approved  by  the  Board  in  a  specific  case. 

1.1.1  Fine  Aggregate— All  fine  aggregate  except 
sand  as  defined  in  1.18  shall  be  considered  as 
material  passing  a  screen  with  four  meshes  per 
linear  inch  and  shall  have  at  least  15.  percent 
retained  on  a  number  8  screen  and  consisting .  of 
particles  one  quarter  of  an  inch  or  less  in  size. 
See  C26-10.0b  (1.2). 


1.1.2  Coarse  Aggregate — shall  be  considered  as 
material  retained  on  a  screen  having  four  meshes 
per  linear  inch,  the  maximum  size  shall  not  exceed 
the  thickness  of  the  thinnest  web  of  any  con¬ 
crete  masonry  unit  when  load  bearing  and  the 
thickness  when  non-load  bearing. 

1.2  Blast  Furnace  Slag— The  term  “blast  furnace 
slag”  shall  mean  the  non-metallic  product,  consisting 
essentially  of  silicates  and  alumino-silicates.  of  linie, 
which  is  developed  simultaneously  with  iron  in  a  blast 
furnace.  C26-24.0  (1.15). 

1.3  Cement — Cement  for  use  under  these  rules  shall 
include  only  those  Portland  Cements,  or  High  Early 
Strength  Portland  Cements  as  are  approved  by  the 
Board.  See  C26-312.0,  c  (7.1.1.7.1). 

1.4  Cinders — Cinders  may  contain  a  maximum  of 
thirty-five  percent  by  weight  of  unconsumed  carbon  and 
a  maximum  of  one  and  one-half  percent  by  weight  of 
sulphur.  Section  C26-309.0  (7.1.1.4).  Such  cinders  shall 
be  of  uniform  quality,  free  from  dirt,  excessive  dust,  or 
other  injurious  or  extraneous  matter,  but  may  include 
sulphur  up  to  1^4  percent. 

1.5  Concrete  Brick — Concrete  brick  shall  consist  of 
a  structural  unit,  usually  solid,  of  a  size  approximately 
8  in.  x  3J4  in.  x  2x/a  in.,  except  as  provided  in  Rule  6.1.4 
with  ne(  cross-sectional  area  at  least  75  percent  of  the 
gross  area.  It  shall  consist  of  a  mixture  of  Portland 
Cement  and  other  aggregates  to  produce,  a.  material  to 
meet  the  strength  requirements  of  Subdivision  a  ot 
Section  C26-307  or  C26-359.0.  See  C26-26.0  (1.1.7). 

1.6  Concrete  Block  Products — The  term  “concrete 
block  products”  shall  mean  bricks,  blocks  or  other  units 
made  of  cement,  aggregates,  and  water.  C26-39.0  (1.30). 

1.7  Crushed  Stone — The  term  “crushed  stone”  shall 
mean  bedded  rock  or  boulders,  broken  by  mechanical 
means  into  fragments  of  varying  shapes  and  sizes. 
C26-44.0  (1.35). 

1.8  Faced  Wall— The  term  “faced  wall”  shall  mean 
a  wall  faced  with  masonry  in  which  the  facing  and 
backing  are  so  bonded,  or  so  bonded  and  anchored, 
with  masonry  as  to  exert  common  action  under  load. 
C26-62.0  (1.5.4). 


1.9  Filler  Blocks— Filler  blocks  of  concrete  masonry 
units  when  permanently  set  in  a  ribbed  floor  system, 
may  have  structural  properties  in  accordance  with  the 
limitations  as  provided  in  C26-476.0  (8.5.8)  and  Rule 
9.3.2. 


1.10  Gravel— The  term  “gravel”  shall  mean  rounded 
particles,  larger  than  sand  grains,  resulting  from  the 
natural  disintegration  of  rocks.  C26-79.0  (1.71). 

1.11  Hollow  Unit— The  term  “hollow  unit”  shall 
mean  any  masonry  unit  whose  net  cross-sectional  area 
is  less  than  seventy-five  percent  of.  its  gross  cross- 
sectional  area  in  any  plane,  measured  in  the  same  plane. 
C26-83.0  (1.75)  (as  laid  in  the  wall). 


1.12  Hollow  Masonry — The  term  “hollow  masonry 
shall  mean  masonry  consisting  wholly  or  in  part  of 
hollow  units  meeting  the  strength  requirements  of  sec¬ 
tions  C26-308.0,  C26-309.0,  and  C26-3 10.0,  and  in  which 
the  units  are  laid  contiguously  with  the  joints  filled  witn 
mortar.  C26-84.0  (1.76). 
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1.13  Hollow  Wall — The  term  “hollow  wall”  shall 
mean  a  wall  built  of  solid  masonry  units  so  arranged 
as  to  provide  an  air  space  within  the  wall.  C26-85.0 
(1.77). 

1.14  Masonry — The  term  “masonry”  shall  mean 
stone,  brick,  concrete,  hollow  tile,  concrete  block  or  tile, 
or  other  similar  building  units,  or  materials  or  a  combi¬ 
nation  of  them,  bonded  together  with  mortar.  C26-93.0 
(1.85). 

1.15  Non-Bearing  Wall — The  term  “non-bearing 
wall”  shall  mean  any  wall  which  carries  no  load  other 
than  its  own  weight.  C26-98.0  (1.90). 

1.16  Partition — The  term  “partition”  shall  mean  a 
non-bearing  interior  wall  one  story  or  less  in  height. 
C26- 108.0  (1.101). 

1.17  Plaster — The  term  “plaster”  shall  mean  gypsum 
or  Portland  cement  plaster.  Unless  otherwise  provided, 
plaster  shall  be  in.  of  Portland  cement  plaster  con¬ 
sisting  of  one  part  Portland  cement,  three  parts  sand 
and  10%  lime  putty  or  in.  of  gypsum  plaster  con¬ 
sisting  of  a  scratch  and  brown  coat  of  plaster  or  gypsum 
plaster,  mixed  in  proportion  of  one  part  gypsum  plaster 
to  three  parts  sand  by  weight  and  finished  with  %  in. 
white  coat  of  lime  putty  or  other  approved  finishing 
material. 

1.18  Sand — The  term  “sand”  shall  mean  small  grains 
one-quarter  of  an  inch  or  less  in  size  resulting  from 
the  natural  disintegration  of  rocks.  C26-131.0  (1.126). 
Sand  shall  be  clean,  sharp,  coarse  and  siliceous,  free 
from  salt,  lime,  clay  or  other  foreign  materials.  C26- 
312.0  (7.1. 1.7.5). 

1.19  Solid  Masonry — The  term  “solid  masonry” 
shall  mean  masonry  consisting  of  stone,  brick,  sand- 
lime  or  concrete  brick,  or  other  solid  masonry  units, 
or  a  combination,  of  these  materials,  laid  contiguously 
with  the  spaces  between  the  units  filled  with  mortar, 
or  monolithic  concrete.  Section  C26-136.0  (1.131). 

1.20  Solid  Structural  Unit — The  term  “solid  struc¬ 
tural  unit”  shall  mean  a  building  unit  having  a  gross 
volume  at  least  fifty  percent  greater  than  a  brick,  with 
a  net  cross-sectional  area  in  any  plane  at  least  seventy- 
five  percent  of  the  gross  cross-sectional  area  measured 
in  the  same  plane.  C26-137.0  (1.132)  (as  laid  in  the 
wall).  Wherever  the  term  solid  cement  block,  solid 
cinder  block,  or  solid  concrete  unit  is  used,  it  shall  be 
interpreted  to  mean  a  solid  structural  unit. 

1.21  Veneered  Wall — The  term  “veneered  wall” 
shall  mean  a  wall  with  a  masonry  facing  which  is 
attached  to,  but  not  bonded  so  as  to  form  an  integral  part 
of  the  wall  for  purposes  of  load  bearing  and  stability. 
C26-157.0  (1.148).  Also  see  Rule  9.I.5.2. 

1.22  Water — Water  shall  be  clean,  free  from  all  or¬ 
ganic  materials,  strong  acids  or  alkalis,  or  shall  be  the 
water  used  in  the  city  for  drinking  purposes.  C26-312.0 
(7.1. 1.7.6). 

1.23  Water-Cement  Ratio — The  term  “water-cement 
ratio”  shall  mean  the  total  quantity  of  water  entering 
the  mixture,  including  the  surface  water  carried  by  the 
aggregate,  expressed  in  terms  of  the  quantity  of  cement. 
The  water-cement  ratio  shall  be  expressed  in  United 
States  gallons  per  ninety-four  pound  sack  of  cement. 
C26-160.0  (1.152). 

2.0  CONCRETE  (BLOCK)  PRODUCT  MATERIALS 
AND  WORKMANSHIP. 

2.1  Materials — The  materials  used  in  the  manufac¬ 
ture  of  concrete  block  products  shall  consist  of  approved 
Portland  Cement  or  high  early  strength  Portland  Ce¬ 
ment,  mixed  with  such  aggregates  as  sand,  crushed  stone, 
gravel,  clean  cinders,  processed  blast  furnace  slag  and 


burned  clay  or  shale.  These  materials  shall  be  mixed  in 
such  proportions  with  the  proper  water-cement  ratio  and 
so  cured  that  the  finished  product  shall  be  suitable  to 
the  requirements  of  the  specific  uses  for  which  approval 
is  sought. 

2.2  Fixing  of  Batches— Batching  of  all  materials 
shall  be  by  either  volume  or  by  weight. 

2.3  Water-Cement  Ratio — The  water-cement  ratio 
when  once  determined  for  any  type  of  concrete  masonry 
unit  shall  be  maintained  throughout  the  manufacture  of 
that  particular  unit.  Corrections  shall  be  made  for  the 
water  content  of  the  aggregate  and  a  continuous  record 
of  the  amount  of  water  added  per  batch  with  an  esti¬ 
mated  allowance  for  the  surface  water  within  the  aggre¬ 
gate,  shall  be  kept  and  made  available  for  inspection 
during  working  hours. 

2.4  Proportions — The  aggregate  and  the  cement 
shall  be  proportioned  in  such  a  manner  that  the  finished 
product  will  meet  the  quality  and  strength  specifications 
contained  in  these  rules.  The  maximum  proportions  of 
coarse  aggregate,  however,  shall  not  exceed  seventy 
percent  of  the  total  aggregate  as  defined  herein. 

2.5  Quality  of  Cement  (Block)  Products — The  fin¬ 
ished  product  shall  be  within  the  sizes  as  listed  herein, 
free  from  cracks  and  other  defects  affecting  the  use  and 
strength  of  the  units  and  shall  be  sound  in  every  respect. 

2.5.1  The  finished  product  shall  have  surface 
texture,  color  and  size  suitable  to  the  requirements 
of  its  proposed  usage. 

3.0  SIZES  OF  CONCRETE  (BLOCK)  PRODUCTS 

3.1  Height — The  height  of  hollow  or  solid  concrete 
(block)  products  for  load  bearing  walls  shall  not  be 
more  than  8  inches,  except  for  header  units  which  may 
be  three  times  the  course  height  of  the  facing  brick. 
The  height  of  hollow  or  solid  concrete  block  products 
for  non-load  bearing  walls  shall  not  be  more  than  12 
inches. 

3.2  Thickness — The  thickness  or  width  of  hollow  or 
solid  concrete  (block)  products  for  non-load  bearing 
walls  and  partitions  shall  not  be  less  than  4  inches. 
For  non-load  walls  and  bearing  partitions,  such  thick¬ 
ness  shall  be  not  less  than  3  inches.  Units  used  in 
furring  shall  not  be  less  than  2  inches  split,  or  2  inches 
hollow  or  solid. 

3.3  Length — The  length  of  hollow  or  solid  concrete 
(block)  products  shall  be  not  more  than  18  inches, 
except  in  non-load  bearing  partitions  such  units  may 
be  not  more  than  24  inches  in  length,  except  as  other¬ 
wise  approved  by  the  Board  in  a  specific  case. 

3.4  Tolerance — A  tolerance  of  plus  or  minus  R*  inch 
shall  be  permitted  on  all  concrete  (block)  products, 
except  in  the  thickness  of  the  web  and  shells  where  the 
thickness  shall  not  be  less  than  1/16  inch  from  that 
specified. 

3.5  Header  Units — Header  units  for  use  with  brick 
or  stone  masonry  making  a  composite  or  faced  wall, 
shall  not  exceed  three  times  the  course  height  of  the  fac¬ 
ing  unit,  with  a  maximum  length  of  18  inches  with 
cutouts,  arranged  to  allow  4  inches  of  masonry  bonding 
of  the  facing  unit. 

3.6  Fire  Resistive  Ratings — -Concrete  (block)  prod¬ 
ucts  shall  consist  of  area  and  thickness  of  webs  and 
shells  for  specific  uses,  as  follow : 

3.6.1  Fire  Walls  and  Other  Walls — Concrete 
(block)  products  used  as  fire  walls  and  other 
walls  requiring  a  fire  resistive  rating  of  four 
hours,  shall  meet  the  following  requirements : 

1.  Solid  structural  units  8  inches  thick. 

2.  Solid  cinder  concrete  blocks  8  inches  thick. 

3.  Solid  cinder  concrete  blocks  6  inches  thick 
plastered  on  both  sides. 
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4.  Hollow  concrete  blocks  (one  piece)  12 
inches  thick  with  webs  and  shells  at  least 
1)4  inches  thick  and  at  least  2  cells  in  wall 
thickness. 

5.  Hollow  concrete  blocks  (one  piece)  8  inches 
thick  plastered  on  both  sides,  shells  of 
which  are  at  least  1)4  inches  thick. 

6.  Hollow  concrete  block  4  inches  in  thick¬ 
ness  having  webs  %  inch  and  shells 
1  inch  when  used  as  a  backup  with  brick 
at  least  344  inches  in  width,  or  equivalent 
ashlar  facing,  with  )4  inch  of  plaster  on 
the  concrete  block  side. 

7.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-631.0  (10.4.1.1). 

3.6.2  Fire  Partitions — Concrete  block  products 
for  use  in  fire  partitions  and  shaft  enclosures  re¬ 
quiring  a  fire  resistive  rating  of  three  hours  shall 
meet  the  following  requirements  : 

1.  Solid  brick,  solid  structural  units  8  inches 
thick. 

2.  Solid  cinder  blocks,  6  inches  thick. 

3.  Hollow  concrete  block,  8  inches  thick, 
provided  calcareous,  burnt  clay  or  cinder 
aggregates  are  used  and  the  shells  are  at 
least  1)4  inches  thick,  if  unplastered  and 
at  least  1)4  inches  thick  if  plastered. 

4.  Hollow  cinder  block  6  inches  thick  with 
webs  1  inch  and  shells  at  least  1)4  inches 
thick,  plastered  on  one  side. 

5.  Hollow  cinder  block  4  inches  thick  hav¬ 
ing  webs  %  inch  and  shells  one  and  5/16 
inches  plastered  on  both  sides,  with  at  least 
y2  inch  plaster. 

6.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-633.0  (10.4.2.1). 

3.6.3  Stairway  Enclosures  and  Other  Places 
Requiring  Fire  Resistive  Rating  of  Two  Hours — 

Concrete  block  products  for  these  uses  shall  meet 
the  following  specifications : 

1.  Solid  brick  or  solid  structural  units  8" 
thick. 

2.  Solid  cinder  block  4"  thick. 

3.  Solid  cinder  block  3"  thick  plastered  on 
both  sides. 

4.  Hollow  concrete  block  8"  thick. 

5.  Hollow  concrete  block  4"  thick  with  % 
shell  plastered  on  both  sides  with  at  least 
)4"  of  plaster. 

6.  Any  other  type  of  concrete  block  prod¬ 
uct  shall  meet  the  requirements  for  fire 
resistive  rating.  See  C26-635.0  (10.4.2.3). 

3.6.4  Fireproof  Partitions — Concrete  block  for 
use  in  fireproof  partitions  requiring  a  one-hour 
fire  resistive  rating,  shall  meet  the  following 
specifications : 

1.  Solid  or  hollow  brick  or  solid  concrete 
block  4"  thick. 

2.  Solid  cinder  block  3"  thick. 

3.  Hollow  concrete  block  3"  thick  having 
web  and  shell  plastered  on  both  sides 
with  y2"  plaster. 

4.  Any  other  type  of  concrete  block  product 
shall  meet  the  requirements  for  fire  re¬ 
sistive  rating. 


3.6.5  Protection  of  Structural  Steel — Concrete 

brick,  block  or  tile,  except  cinder  concrete  units, 
may  be  used  in  thickness  and  for  ratings  as  fol¬ 
lows  : 


2)4" 

1  Hour 

2)4" 

2  Hour 

344" 

3  Hour 

344" 

4  Hour 

Hollow  or  solid  cinder  concrete  block  and  tile 
having  a  compressive  strength  of  at  least  700 
p.s.i.  of  gross  area  may  be  used  in  thickness  and 
ratings  as  follows : 

\y2"  1  Hour 

2  "  2  Hour 

2  "  3  Hour 

•  2)4"  4  Hour 

1  See  C26-309.0.2d.  (7.1. 1.4)  and  Rule  5.1.d.  C26- 
575.0  (10.1.4). 

Wherever  the  fire  resistive  rating  is  3  Hours  or 
more,  voids  between  steel  and  concrete  masonry 
units  shall  be  filled  with  mortar. 

3.6.6  Fire  Resistive  Rating  of  Other  Materials — 

Concrete  (block)  products  of  materials  other  than 
sand,  crushed  stone,  gravel  or  cinders,  shall  be 
required  to  furnish  test  data,  in  accordance  with 
the  requirements  of  C26-571.0  (10.1.1)  for  the  fire 
resistive  rating  sought. 

4  0  MANUFACTURE  OF  CONCRETE  BLOCK 
PRODUCTS. 

4.1  Proportioning  of  Aggregates. 

4.1.1  Proportioning  of  aggregate  shall  be  by 
weight  or  volume.  When  the  correct  mixture  is 
ascertained,  the  equipment  shall  be  set  in  such  a 
manner  as  to  insure  the  batching  of  the  materials 
in  the  correct  proportions. 

4.1.2  Batching  of  Cement — Cement  shall  be 
batched  in  bags  weighing  94  lbs.  When  cement 
in  bulk  is  used,  because  of  its  tendency  to  fluff, 
it  shall  be  weighed  and  the  batch  fixed  to  corre¬ 
spond  with  the  required  amount  of  fluffed  bulk 
cement. 

4.1.3  Consistency — Concrete  block  units  made 
from  dense  aggregates  on  tamp  or  pressure  ma¬ 
chines  shall  be  mixed  as  wet  as  practicable  and 
still  preventing  sagging  or  distortion.  Concrete 
made  on  vibrating  or  jolting  machines  shall  be 
mixed  as  dry  as  practicable  so  as  to  completely 
fill  the  molds  and  produce  a  pronounced  water 
web  on  the  surface  without  slumping  or  sagging. 
Where  the  wet  cast  method  of  manufacture  is 
used,  the  water  content  should  be  reduced  to  a 
minimum  and  the  mixture  vibrated  or  tamped 
and  spaded  so  as  to  eliminate  aggregate  pockets 
and  to  insure  filling  of  the  molds. 

4. 1.3.1  Storage  of  Materials — Cement  and 

aggregates  shall  be  stored  in  such  manner  as 
to  prevent  deterioration  or  intrusion  of  for¬ 
eign  matter.  Any  material  which  has  deteri¬ 
orated  or  damaged  shall  not  be  used  in  the 
manufacture  of  concrete  (block)  products. 

4. 1.3.2  Freezing  Weather  —  No  concrete 

(block)  products  shall  be  manufactured  dur¬ 
ing  freezing  weather  unless  artificial  heat  is 
provided  so  as  to  permit  the  manufacture, 
curing  and  drying  of  concrete  (block)  prod¬ 
ucts  of  properties  as  provided  in  these  Rules. 

4.2  Mixing  Machinery. 

4.2.1  The  dry  mixing  of  dense  aggregates  and 
cement  shall  be  for  at  least  one  minute  before 
the  addition  of  water.  After  the  water  is  added 
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the  mixture  shall  be  mixed  for  at  least  four  min¬ 
utes. 

4.2.2  After  all  materials  are  placed  in  the  mixer, 
they  shall  be  mixed  continuously  from  4  to  8 
minutes. 

4.2.3  The  mixing  machine  shall  be  of  such  type 
and  capacity  so  as  to  insure  thorough  mixing. 
Each  mixing  machine  shall  be  provided  with  a 
device  for  measuring  and  controlling  the  added 
water.  A  clock  for  timing  the  mix,  with  a  dial 
not  less  than  8  inches  in  diameter  with  a  large 
sweep  second  hand,  shall  be  placed  in  such  a 
position  as  to  be  readily  readable  by  the  operator 
of  the  mixer. 

Where  practicable  the  timing  of  the  mixing  shall 
be  integrated  with  the  capacity  of  the  molding 
machine,  in  which  event  the  manufacturer  shall 
certify  that  the  mixer  used  is  of  a  size  that  will 
produce  properly  mixed  materials  in  accordance 
with  the  mixing  time  as  provided  in  Rule  4.2.0. 

4.2.3. 1  A  continuous  mixing  machine  may 
be  used  provided  the  capacity  of  such  mixing 
machine  shall  be  at  least  50%  greater  than  a 
corresponding  batch  mixer.  The  rate  of  water 
fed  and  the  time  of  mixing  for  a  specific  num¬ 
ber  of  revolutions  of  driving  shaft  and  paddle 
arrangement  in  the  mixer,  when  once  deter¬ 
mined  for  any  type  of  concrete  masonry  unit, 
shall  be  maintained  throughout  the  manufacture 
of  that  particular  unit. 

4.2.4  The  block  molding  machinery  shall  con¬ 
sist  of  hand  or  power  operated  molding  machines 
with  compacting  by  pressure  or  tamping  by  hand 
or  power,  or  by  power  vibration  so  as  to  produce 
concrete  block  products  of  such  densities  as  re¬ 
quired  to  produce  strength  and  absorption  values 
consistent  with  the  rules  and  proposed  use  of  the 
finished  product.  Precautions  shall  be  taken  to 
ascertain  how  much  tamping  or  vibrating  shall 
be  provided  so  as  to  maintain  the  same  density 
in  all  concrete  (block)  products,  using  the  same 
ratio  of  fine  and  coarse  aggregates,  so  as  to 
maintain  uniformity. 

4.3  Curing  of  Concrete  (Block)  Products. 

4.3.1  Method  of  Curing — All  concrete  (block) 
products  shall  be  properly  cured  by  either  steam 
curing  or  by  storing  in  an  enclosed  space  and 
subjecting  to  artificial  heat  and  moisture  as  fol¬ 
lows  : 

4.3.1. 1  Steam  curing  of  freshly  moulded 
units  shall  be  accomplished  by  placing  the 
units  to  be  cured  in  a  steel  cylinder,  room 
or  funnel  made  tight  and  so  designed  as  to 
provide  moisture  above  the  saturation  point 
at  any  temperature  used.  For  low  pressure 
steam  and  temperatures  up  to  140°  F.,  the 
curing  time  shall  not  be  less  than  12  hours. 
For  high  pressure  steam  ranging  from  120 
to  125  p.s.i.  and  temperatures  between  300- 
400°  F.  such  period  shall  not  be  less  than  6 
hours.  All  units  shall  be  properly  dried  prior 
to  usage. 

4.3. 1.2  Wet  curing  of  freshly  moulded  units 
shall  be  accomplished  by  placing  such  units 
in  reasonably  tight  rooms  or  enclosures 
heated  to  prevent  freezing  and  equipped  with 
fog  nozzles  to  provide  moisture.  When  the 
outside  temperature  drops  below  50°  F.,  heat 
in  addition  to  moisture  must  be  supplied  to 
maintain  a  temperature  of  at  least  50°  F.  for 
not  less  than  72  hours.  After  curing,  such 
units  shall  be  stored  under  cover  and  allowed 
to  dry  for  at  least  25  days  prior  to  usage. 


5.0  PROPERTIES  OF  CONCRETE  (BLOCK) 
PRODUCTS. 

5.1  C  oncrete  (block)  products  shall  have  properties 
as  follows : 

a.  .Hollow  concrete  block  or  tile  when  delivered 
for  use  shall  have  a  minimum  ultimate  compressive 
strength  of  seven  hundred  pounds  per  square  inch  of 
gross  area  tested  as  laid  in  the  wall. 

b.  Solid  concrete  building  block  when  delivered 
for  use  shall  have  a  minimum  ultimate  compressive 
strength  of  fifteen  hundred  pounds  per  square  inch 
tested  as  laid  in  the  wall. 

c. _  Such  block  or  tile  shall  comply  with  the  fol¬ 
lowing.  requirements  for  general  properties  under 
visual  inspection : 

1.  1  hey  shall  be  sound,  of  compact  structure, 
reasonably  uniform  in  shape  and  free  from  cracks, 
warpage  or  foreign  substances  which  would  affect 
their  serviceability  or  strength. 

2.  If  cinders  form  part  or  all  of  the  aggregate, 
the  cinders  may  contain  a  maximum  of  thirty-five 
percent  by  weight  of  unconsumed  carbon  and  a 
maximum  of  one  and  one-half  percent  by  weight  of 
sulphur. 

d.  When  used  in  partitions,  fireproofing  and  fur¬ 
ring  which  are  unexposed  to  the  weather,  solid  or 
hollow  concrete  building  block  or  tile  having  a  mini¬ 
mum  ultimate  compressive  strength  of  three  hundred 
pounds  per  square  inch  of  gross  area  tested  as  laid 
in  the  wall  may  be  used.  See  C26-309  (7.1. 1.4)  as 
amended  by  local  law  120,  approved  August  1,  1939 
and  local  law  Int.  No.  220,  passed  April  25,  1940. 

5.2  Test  of  Concrete  (Block)  Products. 

5.2.1  Concrete  block  products  shall  be  tested  in 
accordance  with  A.  S.  T.  M.  specification  C140-39, 
after  proper  curing  and  drying  except  as  follows: 

5.2.1. 1  High  and  Low  Pressure  Steam  cured 
and  properly  dried  blocks  immediately  after 
drying. 

5.2.1.2  Units  cured  by  artificial  heat  and 
sprinklered  water  when  dried  under  cover 
may  be  tested  and  used  in  not  less  than  28 
days.  And  when  high  early  strength  Portland 
Cement  is  used,  such  time  shall  not  be  less 
than  15  days. 

5. 2. 1.3  Individual  minimum  compressive 
strengths  of  test  specimens  shall  not  be  less 
than  : 

Hollow  units  600  p.s.i.  gross  cross-sectional  area. 

Solid  units.  1300  p.s.i.  gross  cross-sectional  area. 

5.2.1. 3.1  The  speed  of  the  moving  head 
of  the  testing  machine  shall  not  exceed 
0.05  inches  per  minute. 

5.3  Absorption  of  concrete  (block)  products  shall 
not  exceed  15  pounds  of  water  per  cubic  foot  of  con¬ 
crete  nor  shall  the  moisture  content  when  delivered 
exceed  40  percent  of  the  total  absorption  based  on 
an  average  of  five  units  as  tested. 

5.3.1  Concrete  (block)  products  not  exposed  to 
the  elements  or  soil  or  protected  by  brick  veneer 
or  three  coat  Portland  cement  stucco  at  least  1 
in.  thick  or  other  approved  protective  coatings 
need  not  be  required  to  meet  the  absorption  tests 
required  under  5.3. 

6.0  CONCRETE  BRICK. 

6.1  Concrete  Brick  For  Use  in  Masonry  Walls. 

6.1.1  Concrete  brick  shall  consist  of  a  mixture 
of  Portland  Cement,  sand,  gravel,  crushed  stone 
or  other  approved  aggregates. 

6.1.2  Concrete  brick  shall  be  manufactured  and 
cured  as  provided  in  Rule  4.0. 
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6.1.3  The  fire  resisting  rating  of  concrete  brick 
shall  be  the  same  as  for  ordinary  clay  brick  of 
similar  thickness. 

6.1.4  The  size  of  concrete  brick  shall  be  as 
follows : 

Depth  2 Yi"  —  1/16"  Tolerance 

Width  3Va"  —  Vs" 

Length  8"  —  Va" 

6. 1.4.1  Concrete  bricks  of  sizes  different 
from  the  above  may  be  used  when  approved 
by  the  Board. 

6.2  Physical  Requirements  for  Concrete  Brick. 

6.2.1  Strength  of  Concrete  Brick  —  Concrete 
bricks  shall  have  an  average  compressive,  strength, 
when  tested  flatwise,  of  2500  p.s.i.  for  an  average 
of  5  specimens,  with  no  individual  minimum  less 
than  10%.  The  modulus  of  rupture,  flatwise,  for 
an  average  of  5  specimens  tested  shall  be  not  less 
than  450  p.s.i.  with  no  individual  minimum  less 
than  10%. 

6.2.2  Absorption  of  Concrete  Brick — Absorption 
requirements  shall  be  the  same  as  those  provided 
for  concrete  (block)  products  in  Rule  5.3. 

7  0  FILLER  BLOCK  FOR  RIBBED  FLOOR  CON¬ 
STRUCTION. 

7.1  Ribbed  floor  construction  shall  include  floor 
system  with  slabs  and  ribs  placed  monolithically  be¬ 
tween  permanent  or  removable  fillers,  in  which  the 
ribs  are  spaced  thirty  inches  or  less  from  face  to  face. 

The  ribs  shall  be  straight,  at  least  four  inches  in 
width,  and  of  maximum  clear  depth  not  to  exceed 
three  times  the  average  width.  See  C26-476.0  a 
(8.5.8). 

7.2  When  concrete  or  scored  burnt  clay  tile  are 
used,  the  thickness  of  the  slab  shall  be  at  least  one- 
twelfth  of  the  clear  distance  between  the  ribs  with  a 
minimum  of  one  and  one-half  inches.  Where  such  tile 
are  of  strength  at  least  equal  to  that  of  concrete  and 
the  joints  are  staggered,  the  _  shells  in  contact  with 
the  concrete  may  be  included  in  the  resisting  sections. 

In  a  two-way  construction,  provided  the  tile  filler  is 
completely  surrounded  by  concrete  ribs  as  specified, 
the  exterior  shells  of  the  tile  in  contact  with  the  con¬ 
crete  may  be  used  for  strength  calculations  for  shear 
and  bending  and  where  the  top  slab  is  not  required  for 
strength  such  top  slab  may  be  omitted  provided  the 
construction  is  protected  by  at  least  two  inches  of  in¬ 
combustible  material.  See  C26-476.Q  (8.5.8)  b. 

7.3  Concrete  filler  block  or  tile  for  use  in  ribbed 
floor  construction  shall  consist  of  a  mixture  of  Port¬ 
land  cement  or  high  early  strength  Portland  cement, 
sand,  gravel,  crushed  stone  or  other  approved  aggre¬ 
gates,  manufactured,  cured  and  stored  as  provided  m 
Rule  4.0. 

7.4  For  use  in  ribbed  floor  construction,  such  filler 
tile  or  block  shall  have  webs  and  shells  not  less  than 
1"  in  thickness  and  shall  have  properties  as  follows : 

7.4.1  The  surfaces  of  the  filler  block  in  contact 
with  the  concrete  rib  and  top  slab  shall  provide 
a  good  bond. 

7.4.2  The  average  compressive  strength  over  the 
net  area  of  five  such  filler  units,  when  manufac¬ 
tured  cured  and  stored  as  required  in  Rule  4.0, 
shall  ’be  at  least  equal  to  that  of  the  concrete  in 
the  ribs  of- a  specific  job  on  which  it  is  to  be 
used. 

7.4.3  The  modulus  of  elasticity  of  the  mix  used 
shall  be  determined  preferably  from  a  test  of  an 
average  of  six  filler  blocks  or  in  lieu  thereof  five 
tamped  and  rodded  cylinders  approximating  a 
density  (checked  by  weighing)  equivalent  to  that 
of  the  filler  block,  6  inches  in  diameter  and  12 
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inches  high,  when  manufactured,  cured  and  stored 
under  the  same  conditions  as  the  filler  units  and 
as  required  in  Rule  4.0.  From  the  value  of  mod¬ 
ulus  of  elasticity  as  obtained  in  this  test  and  that 
of  the  concrete  in  the  rib,  a  composite  modulus 
shall  be  derived,  in  accordance  with  the  theory  of 
flexure  as  defined  in  Hooke’s  Law.  The  percent¬ 
age  obtained  from  the  ratio  of  the  modulus  of 
elasticity  of  the  composite  section  to  the  modulus 
of  elasticity  of  the  concrete  in  the  rib  will  pro¬ 
vide  a  new  “n”  value  indicative  of  the  resistance 
of  the  composite  construction  of  the  particular 
filler  block  and  type  of  concrete  used  in  the  rib. 

7.4.4  The  materials  and  method  of  mixing  as 
used  to  determine  the  physical  properties  of  filler 
block  in  Rules  7.4.1  and  7.4.3,  once  fixed,  shall 
be  maintained  for  that  job  order  to  assure  the 
delivery  of  homogeneous  units  of  a  type  as  tested. 

8.0  MARKING  OF  ALL  CONCRETE  (BLOCK) 
PRODUCTS. 

8.1  Concrete  block  products  used  as  fillers  and  in 
partitions,  furring  or  fireproofing  purposes  when  not 
exposed  to  the  weather  and  when  tested  to  a  compressive 
strength  of  300  p.s.i.  over  the  gross  area,  shall  have  a 
clearly  discernible  mark  distinguishing  them  from  load- 
bearing  units. 

8.2  Units  used  for  load  bearing  walls  and  tested  to 
a  compressive  strength  of  over  the  gross  area  of  700 
p  s  i  for  hollow  units  and  1500  p.s.i.  for  solid  units, 
suitably  identified  in  the  case  of  load-bearing  hollow 
units,  either  by  having  the  letters,  “L.B.H.,”  or  by 
having  a  raised  vertical  mark  on  the  end  web  at  least 
one  inch  wide  and  extending  one-half  the  height  of 
the  unit  and  in  the  case  of  load-bearing  solid  units 
either  by  having  the  letters  “L.B.S.  or  a  raised 
vertical  mark  at  least  one-half  inch  wide  on  the  web 
for  the  full  height  of  the  unit,  and  which  also  shall 
have  the  manufacturer’s  distinguishing  mark  as  pro¬ 
vided  in  Rule  8.4.  On  each  shipment  to  a  job,  the 
delivery  slip  shall  qualify  the  markings  on  the  con¬ 
crete  masonry  units. 

8.3  Units  used  for  filler  blocks  in  ribbed  floor  ^ con¬ 
struction  shall  be  identified  as  filler  block,  .  F.B.,  and 
shall  also  carry  the  manufacturer’s  distinguishing  mark 
as  provided  in  Rule  8.4. 

8.4  The  manufacturer’s  distinguishing  mark  shall 

consist  of  an  impression,  embossing  or  painting  on  the 
unit.  Nine  copies  of  such  distinguishing  mark  shall  be 
filed  with  the  Board.  All  delivery  slips  shall  be  stamped, 
reading  as  follows : — Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No . 

8.5  Contracts  for  all  concrete  (block)  products  shall 
include  a  proviso  from  the  manufacturer  or  his  repre¬ 
sentative  stating  the  material,  type,  rise,  compressive 
strength,  water  absorption,  and,  in  addition,  in  the  case 
of  filler  block,  the  modulus  of  elasticity. 

9.0  USES  OF  CONCRETE  (BLOCK)  PRODUCTS. 

9.1  Hollow  Units. 

9.1.1  Load  Bearing  Hollow  Units. 

9.1. 1.1  Hollow  concrete  block  or  tile,  when 
delivered  for  use,  shall  have  a  minimum,  ulti¬ 
mate  compressive  strength  of  700  p.s.i.  of  gross 
area  tested  as  laid  in  the  wall.  C26-309.0 
(7.1.1.4)a. 

9.1. 1.2  The  allowable  working  stresses  for 
concrete  block  or  tile  masonry,  due  to  com¬ 
bined  live  and  dead  loads,  shall  be  one-tenth 
of  the  ultimate  compressive  strength  where 
cement  mortar  is  used,  _  and  one-twelfth 
where  cement  lime  mortar  is  used.  Concrete 
block  or  tile  building  units  for  load  bearing 
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walls  or  piers  shall  be  laid  in  cement  or 
cement  lime  mortar.  C26-3S8.0  (7.4.2.4). 

9.1.2  Masonry  foundation  walls  shall  have  a 
thickness  at  least  equal  to  that  of  the  wall  next 
above,  and  at  least  equal  to  the  thickness  given 
in  inches  in  the  table  below: 


✓ 

Hollow 
walls  of 
brick 

Solid  Hollow  (con- 
masonry  masonry  Crete) 

Private  dwellings  at 
most  twenty  feet 

high  and  one-story 
structures  at  most 
twenty  feet  high . 

8 

12 

12 

Private  dwelling  over 
twenty  feet  high  or 
other  structures  of 
more  than  one-story 
and  over  twenty  feet 
high  . 

12 

16 

16 

Foundation  walls  of  hollow  blocks  may  be 
used  above  grade  when  the  upper  walls  are  of 
wood  frame  or  df  hollow  building  block  con¬ 
struction.  All  other  foundation  walls  shall  be  of 
solid  masonry,  except  when  the  structure  is  with¬ 
out  basement  or  cellar.  C26-397.0  (8.3.1.6). 

9.1.3  Thickness. 

In  structures  over  two  stories  high,  except  private 
residences,  foundation  walls  shall  be  at  least  four 
inches  thicker  than  the  wall  section  next  above,  ex¬ 
cept  that  when  the  walls  are  of  hollow  units  or  are 
hollow  walls  of  brick,  the  foundation  walls  may  be 
of  the  same  thickness  as  the  walls  next  above,  pro¬ 
vided  such  foundation  walls  are  built  of  solid  ma¬ 
sonry  or  concrete  and  that  a  maximum  of  two 
stories  above  the  foundation  are  of  the  same  thick¬ 
ness  C26-397.0  (8.3. 1. 6)  c. 

9.1.4  Walls  of  Hollow  Block  or  Tile. 

9.1.4.1  Walls  of  hollow  block  or  tile  or  solid 
structural  units  shall  have  the  spaces  between 
the  units  filled  with  mortar.  The  requirements 
of  sections  C26-416.0  through  C26-421.0  and  of 
section  C26-426.0  shall  apply  to  such  walls. 

9.1.4.2  In  all  walls  of  hollow  block  or  tile 
or  solid  structural  units,  built  only  one  unit 
in  thickness,  each  unit  shall  break  joints  with 
those  next  above.  When  more  than  one  unit 
is  required  to  produce  a  given  wall  thickness, 
the  units  shall  break  joints  with  the  units 
next  above  and  shall  be  laid  with  a  masonry 
bond  equivalent  to  one  course  of  bonding  units 
to  each  three  courses  of  stretcher*  units,  but 
in  no  event  shall  the  interval  between  bonding 
courses  be  greater  than  twenty-six  inches. 
C26-431.0  b,  1,  as  amended  by  Local  Law  No. 
94.  In  the  case  of  non-bearing  interior  par¬ 
titions  one  story  or  less  in  height,  constructed 
of  units  to  be  left  exposed  on  one  or  both  sides 
for  architectural  effect,  these  bonding  require¬ 
ments  may  be  waived. 

*  The  bonding  specified  applies  only  to  com¬ 
bination  walls  of  hollow  block,  tile  or  solid 
structural  units  and  does  not  apply  to  faced 
walls  covered  by  C26-440.0  (8.4.7)' 

9.1.4.3  Where  walls  of  hollow  masonry  are 
decreased  in  thickness,  the  units  in  the  top 
course  of  the  thicker  wall  shall  be  filled  solidly 
with  concrete  or  shall  be  covered  with  slabs  of 


solid  masonry  at  least  one  inch  in  thickness, 
or  solid  units  shall  be  used  for  the  top  course. 

9. 1.4.4  Where  anchors  are  used  in  walls  of 
hollow  masonry,  such  anchors  shall  be  galvan¬ 
ized,  or  shall  be  of  non-corroding  metal  of  ade¬ 
quate  size  and  substantial  construction. 

9.1. 4.5  Where  hollow  units  are  set  with 
cells  horizontal,  such  units  shall  be  set  in  a 
full  bed  of  mortar  one-half  of  an  inch  or  less' 
in  thickness,  with  vertical  joints  buttered  full 
on  shells  and  webs ;  where  such  units  are  set 
with  cells  vertical,  the  bearing  members  shall 
be  buttered  and  vertical  joints  slushed  full  of 
mortar. 

9. 1.4.6  Wherever  girders,  beams,  joists,  or 
other  structural  members  frame  into  masonry 
of  hollow  block  or  tile  or  solid  building  block, 
such  members  shall  rest  upon  such  solid  incom¬ 
bustible  material  as  will  properly  distribute  the 
load. 

9. 1.4.7  The  minimum  thickness  in  inches  of 
bearing  walls  of  hollow  masonry,  except  in 
private  dwellings  thirty-five  feet  or  less  in 
height,  and  mixed  occupancies  as  provided  in 
subdivision  a  of  setcion  C26-443.0,  shall  be: 


40  .  10 

30  .  10  10 

20  .  12  10  10 

10  .  12  12  10  10 


Height  of  wall  in  ft.-  40  30  20  10 

9.1.4. 8  The  maximum  height  for  walls  or 
portions  of  wralls  of  hollow  masonry  in  any 
class  of  structure  shall  be  forty  feet  above  the 
support  of  such  walls  or  portions  of  walls. 

9.1.4.9  Walls  of  hollow  masonry  may  be 
constructed  to  the  maximum  permissible  height 
on  top  of  a  solid  masonry  wall  whose  maximum 
height  is  thirty  feet  above  the  first  tier  of 
beams.  The  minimum  thickness  of  such  walls 
shall  be  based  upon  the  requirements  of  section 
C26-427.0,  and  if  such  walls  are  bearing  walls, 
such  thicknesses,  shall  be  based  on  the  require¬ 
ments  of  subdivision  g  of  this  section,  and  the 
solid  masonry  wall  below  shall  be  at  least  of 
the  same  thickness  as  that  of  the  hollow  ma¬ 
sonry  wall. 

See  C26-431.0  a  through  i  (8.4.3.2). 

9.1.5  Veneered  Walls. 

9.1. 5.1  Anchorage  for  veneered  masonry 
walls  shall  comply  with  C26-437.0-1-2-3  (8.4.6. 1 
through  8.4.6.3). 

9.1. 5.2  Thickness  and  height  of  veneered 
walls  shall  not  be  included  in  calculating  the 
bearing  wall  thickness  and  the  required  thick¬ 
ness  of  the  wall.  The  maximum  height  of  ven¬ 
eering  on  walls,  other  than  panel  or  enclosure 
walls,  shall  be  forty  feet  above  the  foundations 
See  C26-438.0  (  8.4.6.2). 

9.1.6  Faced  Walls. 

9. 1.6.1  Faced  walls  shall  be  of  at  least  the 
thickness  required  for  masonry  walls  of  the 
material  forming  the  backing.  Facings  of  brick 
or  solid  structural  units  shall  be  bonded  into 
the  backing  with  headers,  or  stretchers  at  least 
four  inches  thicker  than  the  facing,  the  equiv¬ 
alent  of  one-sixth  of  the  area  of  wall.  Dressed 
stone  facings  shall  be  bonded  to  the  backing 
with  the  equivalent  of  approximately  one-fifth 
of  the  superficial  area  in  bond  stone  at  least 
four  inches  thicker  than  the  facing,  in  addition 
to  which,  every  stone  other  than  bond  stone 
shall  be  anchored  to  the  backing  with  at  least 
one  non-corroding  metal  anchor,  at  least  three- 
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sixteenths  of  an  inch  by  one  inch,  or  the  equiv¬ 
alent,  in  cross-sectional  area.  In  the  case  of 
plain  coursed  ashlar  the  bond  stone  shall  occur 
at  least  as  every  alternate  stone  in  every  third 
course. 

In  the  case  of  random  ashlar,  range  work  or 
other  jointing  schemes  where  the  more  fre¬ 
quently  spaced  smaller  units  are  used  for  bond 
stone,  the  metal  anchors  may  be  omitted,  pro¬ 
vided  the  superficial  area  of  the  bond  stone  is 
at  least  equal  to  that  required  for  brick  facing, 
one-sixth  the  area  of  the  wall. 

When  faced  walls  are  built  of  different  mate¬ 
rials,  the  minimum  thickness  shall  be  that  re¬ 
quired  for  masonry  walls  built  entirely  of  the 
material  having  the  lower  compressive  strength. 

The  height  of  a  single  course  in  faced  walls 
shall,  in  all  cases,  except  for  pilaster  and  span¬ 
drel  facing  stone,  be  at  most  ten  times  the 
thickness  of  the  facing  material. 

When  facing  is  used,  such  facing  shall  not 
be  figured  in  the  strength  of  the  wall  unless 
such  facing  is  at  least  four  inches  in  thickness 
or  at  least  the  normal  thickness  of  an  average 
brick. 

See  C26-440.0  a  through  e  (8.4.7). 

9.1.6.2  The  total  thickness  of  the  wall, 
except  as  noted  above,  shall  be  used  in  com¬ 
puting  the  load  carrying  capacity  of  the  wall, 
and  the  average  allowable  stress  shall  be  based 
•  on  the  ultimate  compressive  strength  of  the 
weaker  material. 

9.1.7  Party  and  Fire  Walls. 

9.1.7. 1  Party  walls  may  be  of  any  type  of 
masonry  provided  for  herein  and  shall  comply 
with  all  requirements  for  bearing  walls.  Party 
walls  which  function  also  as  fire  walls  shall,  in 
addition,  conform  to  the  requirements  of  section 
C26-631.0  and  of  section  C26-632.0. 

It  shall  be  unlawful  to  load  any  party  wall 
on  either  side  to  more  than  fifty  percent  of  its 
allowable  loading.  See  C26-441.0  (8.4.8.1). 

9.1.7.2  Fire  walls  of  masonry  shall  meet  the 

material  thickness  and  construction  require¬ 
ments  of  section  C26-631.0  and  of  section  C26- 
632.0.  See  C26-442.0  (8.4.8.2)  and  Rule  3.6.1. 

9.1.8  Special  Forms  of  Walls. 

9.1. 8.1  Bearing  Walls  for  Private  Dwell¬ 
ings — Bearing  walls  for  private  dwellings 

shall  have  a  minimum  thickness  for  dwellings 
thirty-five  feet  or  less  in  height  as  follows : 


Hollow  Masonry 
and  Hollow 
Walls  of  Solid 

Solid  Masonry  Structural  Units 


3  . 

...  8  .. 

8 

2  . 

...  8  8 

8 

8 

8  .. 

1  . 

...  8  8 

8 

10 

8  8 

Stories  .  3  2 

See  C26-443.0  (8.4.9.1). 

1 

3 

2  1 

9. 1.8. 1.1  In  such  cases,  faced  walls  of  4 

inches  of  brick  and  4  inches  of  hollow  block 
may  be  used  with  header  courses  every  7th 
course.  This  shall  apply  to  residence  build¬ 
ings  only,  which  are  not  in  excess  of  two 
stories  or  20  feet  in  height. 

9.1.8.1.2  In  three-story  structures  hav¬ 
ing  a  maximum  width  pf  twenty-five  feet, 
where  the  first  story  is  used  for  commer- 
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cial  purposes  and  the  upper  stories  for 
residence  purposes,  the  minimum  thickness 
of  bearing  walls  shall  be  eight  inches.  See 
C26-443.0  (8.4.9.1.1). 

9.1.9  Parapet  Walls. 

Parapet  walls  may  be  constructed  of  hollow 
masonry,  in  accordance  with  C26-444.0  (8.4.9.2). 

9.1.10  Non-Bearing  Masonry  Walls. 

The  minimum  thickness  of  non-bearing  masonry 
walls,  except  as  provided  in  sections  C26-428.0  and 
C26-446.0,  may  be  four  inches  less  than  the  thick¬ 
ness  required  for  bearing  walls,  except  that  any  such 
wall  shall  be  at  least  eight  inches  thick.  See  C26- 
445.0  (8.4.9.3). 

9.1.11  Panel  Apron  and  Spandrel  Walls. 

Panel,  apron  and  spandrel  walls  of  masonry  in 
skeleton  frame  structures  shall  be  at  least  eight 
inches  thick  if  such  walls  are  constructed  of  solid 
masonry,  or  at  least  twelve  inches  thick  if  such 
walls  are  constructed  of  hollow  masonry  or  at  least 
ten  inches  thick,  if  such  walls  are  constructed  of 
combinations  of  hollow  and  solid  masonry,  except 
that  spandrel  and  apron  walls  may  be  eight  inches 
thick  or  may  be  of  materials,  or  of  assemblies  or 
materials,  other  than  masonry,  meeting  the  require¬ 
ments  of  article  eleven  of  the  Building  Code.  Com¬ 
binations  of  hollow  and  solid  masonry  shall  be  con¬ 
structed  with  at  least  four  inches  of  solid  masonry 
on  the  exterior  face.  The  maximum  height  between 
supports  of  such  walls  when  constructed  of  these 
minimum  thicknesses  shall  be  thirteen  feet.  When 
such  walls  exceed  thirteen  feet  in  height,  they  shall 
be  increased  two  inches  in  thickness  for  each  six 
and  one-half  feet  or  fraction  thereof  that  the  height 
is  increased. 

Panel  walls  shall  be  bonded  or  otherwise  so  se¬ 
cured  to  the  structures  as  to  furnish  adequate  lateral 
support  to  the  wall.  See  C26-446.0  (  8.4.9. 4). 

9.1.12  Enclosure  Walls. 

Enclosure  walls  shall  meet  all  the  requirements 
of  height,  thickness  and  type  of  construction  pre¬ 
scribed  for  bearing  walls.  See  C26-447.0  (8.4.9.5). 

9.1.13  Masonry  Curtain  Walls. 

Curtain  walls  of  solid  masonry  shall  be  at  least 
eight  inches  thick  for  the  uppermost  thirteen  feet 
and  at  least  twelve  inches  thick  for  the  next  fifty- 
two  feet  or  fraction  thereof  below  and  shall  be 
increased  four  inches  in  thickness  for  each  suc¬ 
ceeding  sixty  feet  or  fraction  thereof  below. 

When  masonry  curtain  walls  are  built  of  masonry 
other  than  solid  masonry,  such  walls  shall  be  at 
least  ten  inches  thick  for  the  first  thirteen  feet, 
twelve  inches  thick  for  the  next  lower  thirty-nine 
feet  and  shall  be  increased  in  thickness  four  inches 
for  each  thirty-nine  feet  or  fraction  thereof  next 
below,  provided  that  the  maximum  horizontal  dis¬ 
tance  between  lateral  supports  shall  be  twenty  feet. 
When  the  distance  between  the  lateral  supports  ex¬ 
ceeds  twenty  feet,  the  thicknesses  of  all  walls  speci¬ 
fied  in  this  section  shall  be  increased  four  inches  for 
each  additional  ten  feet  or  fraction  thereof  between 
lateral  supports.  Curtain  walls  of  hollow  masonry 
twelve  inches  or  more  in  thickness  shall  be  made 
of  at  least  two  bonded  units.  See  C26-448.0 
(8.4.9.6). 

9.2  Uses  of  Concrete  Block  Products  including 
Concrete  Brick. 

9.2.1  Solid  building  block  when  delivered  for  use 
shall  have  a  minimum  ultimate  compressive  strength 
of  1500  p.s.i.  tested  as  laid  in  the  wall.  C26-309.0  b 
(7. 1.1.4). 
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9.2.2  I  lie  allowable  working  stresses  for  solid 
units  of  concrete  (block)  products  shall  be  in  ac¬ 
cordance  with  the  requirements  of  C26-358.0 
(7. 4.2.4)  and  for  concrete  brick  the  allowable  work¬ 
ing  stresses  shall  be  as  provided  for  in  C26-356.0  a, 


9.2.3  Solid  units  may  be  used  wherever  hollow 
units  are  permitted  under  Rule  9.1  when  used  under 
the  same  conditions.  In  addition  to  such  uses  solid 
units  shall  be  used  as  follows : 

9.2.3. 1  Solid  Units  in  Masonry  Foundation 
Wall. 

Solid  concrete  (block)  products  for  use  in 
masonry  foundation  walls  shall  be  in  accord¬ 
ance  with  the  requirements  of  Rule  9.2. 1-2. 

9-2-3. 2  Masonry  piers  shall  be  built  of  solid 
])?^|onr3'  and,  except  as  provided  in  section 
C26-314.0,  shall  be  laid  in  cement  mortar  or 
cement-lime  mortar,  and  the  maximum  un¬ 
supported  height  shall  be  ten  times  the  least 
dimension:  Sections  of  panel  walls  in  skeleton 
construction  shall  not  be  considered  as  piers. 

It  shall  be  unlawful  to  have  openings  or 
chases  within  the  required  area,  of  any  pier. 
Masonry  piers  shall  be  bonded  in  accordance 
with  the  requirements  of  C26-424.0  except  that 
when  concrete  (block)  products  are  used,  they 
shall  be  laid  with  a  masonry  bond  equivalent 
to  one  course  of  headers  to  each  three  courses 
of  stretchers.  See  C26-431  b2.  See  also 
C26-415.0a. 


9.2.3.3.  Solid  Masonry  Walls. 

9.2:3. 3.1  Bonding  of  Wall  Intersections. 

When  two  bearing  walls  meet  or  inter¬ 
sect  and  the  courses  are  carried  up  together, 
the  intersection  shall  be  bonded  by  laying 
in  a  true  bond  at  least  fifty  percent  of  the 
units  at  the  intersection. 

When  the  courses  of  meeting  or  inter-r 
secting  bearing  walls  are  carried  up  sep¬ 
arately,  the  perpendicular  joint  shall  be 
regularly  toothed  or  blocked  with  eight- 
inch  maximum  offsets,  and  the  joints  shall 
be.  provided  with  metal  anchors  having  a 
minimum  section  of  one-quarter  of  an  inch 
by  one  and  one-half  inches,  with  ends  bent 
up  at  least  two  inches,  or  with  cross  pins 
to  form  anchorage.  Such  anchors  shall  be 
at  least  two  feet  long  and  the  maximum 
spacing  shall  be  four  feet. 


Meeting  or  intersecting  non-bearing  walls 
shall  be  bonded  or  anchored  to  each  other 
in  an  approved  manner.  See  C26-426.0 
(8.4.2:4). 


9. 2. 3. 3. 2  Thickness  of  Solid  Bearing 
Walls. 

The  thickness  in  inches  of  solid  masonry 
bearing  walls  for  the  respective  story 
heights,  with  the  exception  of  private  dwell¬ 
ings  thirty-five  feet  or  less  in  height  and 
mixed  occupancies  provided  for  in  section 
C26-443.0,  shall  be  at  least : 
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.  12 
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.  12 

12 
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.  12 

12 

12 

5  . 

.  12 

12 

12 

12 
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.  20 
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16 
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.  8 

7 

6 

5 

4 

3 

For  the  purpose  of  calculating  wall  thick¬ 
nesses,  thirteen  feet  shall  be  assumed  to  be 
the  maximum  height  of  a  story. 

Regardless  of  the  requirements  of  this 
section,  it  shall  be  unnecessary  for  the 
thickness  of  solid  masonry  bearing  walls 
for  structures  of  at  most  seventy-five  feet 
in  height  to  exceed  twelve  inches  for  the 
uppermost  fifty-five  feet*  of  height  and 
sixteen  inches  for  wall  below  the  required 
twelve-inch  wall.  Where,  under  the  fore¬ 
going  provision,  a  change  in  required  thick¬ 
ness  of  wall  occurs  between  two  floors, 
thickness  required  at  that  tier  of  beams 
nearest  the  elevation  of  the  required  change 
shall  govern. 

*Note: — The  Board  under  Calendar  308- 
38-A  interpreted  the  Building  Code  require¬ 
ment  as  follows : 

“Whereas,  it  has  been  brought  to  the  board’s  attention 
mat  there  is  a  conflict  of  opinion  as  to  the  intent  of  section 
C26-427.0  of  the  administrative  code  (8.4.2.5). 

*baf  section  C26-427.0  of  the  administrative  code 
(8.4.2.5)  shall  be  taken  to  mean  as  follows,  as  to  figuring 
•  the  uppermost  55  feet  of  bearing  wall  and  the  point  where  a 
change  of  thickness  is  required  :  height  of  wall  and  height  of 
story  are  defined  in  C26-82.0  (1.74).  Subject  to  this  defini¬ 
tion  as  to  parapet,  the  top  of  the  wall  shall  be  taken  as  the 
top  surface  of  the  highest  point  of  the  beams  directly  sup¬ 
porting  the  roof  boarding.  When  the  base  of  the  55  foot  wall 
occurs  between  floors,  this  shall  be  taken  to  mean  within  the 
story  as  defined  in  C26-145.0  (1.138).  If  the  base  of  such 
wall  occurs  at  a  point  below  the  middle  point  in  the  height 
of  a  story,  the  change  of  wall  thickness  may  be  made  at  the 
next  lower  tier  of  beams.  If  the  base  of  such  wall  occurs 
above  the  middle  point  in  the  height  of  a  story,  the  thicker 
wall  shall  be  carried  up  to  the  next  higher  tier  of  beams.  For 
calculation  of  wall  thickness,  the  code  provides  that  13  feet 
shall  be  assumed  as  the  maximum  height  of  a  story.” 

When  the  clear  span  between  bearing 
walls  or  between  a  bearing  wall  and  an 
intermediate  support  is  more  than  twenty- 
six  feet,  the  thickness  of  such  walls  shall 
be  increased  four  inches  in  thickness  for 
each  twelve  and  one-half  feet  or  fraction 
thereof  that  such  span  is  in  excess  of 
twenty-six  feet,  except  where  such  bearing 
walls  are  adequately  reinforced  by  but¬ 
tresses.  See  C26-427.0  (8.4.2.5). 

9. 2. 3. 3. 3  Thickness  of  Interior  Walls  in 
Residence  Structures. 

The  thickness  in  inches  of  interior  bear¬ 
ing  walls  with  bearings  on  both  sides  in 
residence  structures  for  the  respective  story 
height  shall  be  at  least : 

'6 .  8 

5 .  8  8 

4 .  8  8  8 

3 .  8  8  8  8 

2 .  12  8  8  8  8 

1  .  12  12  8  8  8  8 

Stories  .  6  5  4  3  2  1 

Where  interior  walls  in  residence  struc¬ 
tures  haye  bearing  on  one  side  only  or  are 
non-bearing,  the  required  thickness  in  inches 
shall  be  eight  inches  for  the  uppermost 
fifty-five  feet  of  wall  height  and  twelve 
inches  below  the  fifty-five  foot  distance 
from  top  of  such  walls. 

Where  wood  floor  and  roof  beams  bear 
on  both  sides,  such  beams  shall  be  staggered 
on  the  bearing  wall  and  there  shall  be  at 
least  four  inches  of  masonry  between  any 
two  such  wood  beams. 
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The  maximum  length  of  such  bearing 
and  non-bearing  walls  between  cross-walls, 
cross-bracing,  piers  or  buttresses  shall  be 
thirty  feet.  See  C26-428.0  (  8.4.2.6). 

9.2. 3. 3.4  Solid  Masonry  Walls  Above 
Roof  Levels. 

Solid  masonry  walls  above  roof  levels, 
twelve  feet  or  less  in  height,  enclosing  stair¬ 
ways,  elevator  shafts,  penthouses,  or  bulk¬ 
heads  shall  be  at  least  eight  inches  thick  and 
may  be  considered  as  neither  increasing  the 
height  nor  requiring  any  increase  in  the 
thickness  of  the  wall  below,  provided  the 
allowable  working  stress  requirements  are 
met.  See  C26-429.0  (8.4.27). 

9.2.4  Special  Forms  of  Masonry. 

9.2.4. 1  Increasing  Height  of  Walls — If  it  is 

desired  to  increase  the  height  of  any  wall, 
erected  before  January  first,  nineteen  hundred 
thirty-eight,  which  is  thinner  than  required  by 
the  Code,  such  wall  shall  be  reinforced  by  a 
lining  of  solid  masonry  so  that  the  combined 
thickness  shall  be  at  least  four  inches  more  than 
is  required  for  a  new  wall  corresponding  with 
the  total  height  of  the  wall  when  increased  in 
height;  provided  that  it  shall  be  unlawful 
to  use  such  lining  to  a  greater  height  than  forty 
feet  or  to  increase  the  height  of  such  wall  to 
exceed  seventy-five  feet.  Such  lining  shall  be 
supported  on  proper  foundations  and  shall  be 
at  least  eight  inches  in  thickness  and  so  anchored 
to  the  old  wall  as  to  make  the  reconstructed 
wall  act  as  a  unit.  Where  any  lining  is  to  be 
built  against  an  old  wall,  such  wall  shall  be 
first  cleaned  of  plaster  or  other  coatings.  Walls 
to  be  lined  shall  be  in  good  condition  and  the 
approval  of  the  superintendent  shall  be  neces¬ 
sary  before  the  work  begins.  See  C26-454.0 
(8.4.9.12). 

9.2.4.2  Height  of  Unsupported  Walls. — The 

maximum  unsupported  height  of  any  masonry 
wall  during  the  period  of  construction  shall  be 
two  stories  or  twenty-six  feet,  unless  satisfac¬ 
tory  support  is  provided  and  specific  approval 
of  the  superintendent  obtained,  except  when 
walls  are  carried  separately  by  structural  mem¬ 
bers  on  each  story.  See  C26-445.0  (8.4.9.13). 

9.2.4. 3  Stairway,  Elevator  and  Similar  En¬ 
closures. 

Enclosing  walls  of  interior  sliafts,  if  non¬ 
bearing,  shall  meet  the  requirements  for  non¬ 
bearing  walls,  and  if  such  walls  are  bearing, 
they  shall  meet  the  requirements  for  bearing 
walls,  except  as  provided  in  section  C26-428.0, 
and  where  such  enclosing  walls  are  supported 
at  each  story  on  structural  members. 

Where  the  enclosures  are  supported  by  struc¬ 
tural  members  at  each  story,  such  enclosures 
shall  meet  the  requirements  of  sections  C26- 
638.0  through  C26-647.0  and  of  sections  C26- 
660.0  through  C26-665.0.  See  section  C26-456.0 
(8.4.9.14). 

9.3  Filler  Block  for  Ribbed  Floor  Construction. 

9.3.1  Filler  blocks  of  concrete  (block)  products 
used  merely  as  fillers  in  ribbed  floor  construction, 
shall  consist  of  any  approved  concrete  (filler  block) 
product  with  no  structural  properties  of  resisting 
shear  and  bending  attributed  to  it  in  the  computa¬ 
tions. 

9.3.2  Filler  blocks  of  concrete  (block)  products 
used  in  resisting  shear  and  moment,  as  provided  in 
C26-476.0  (8.5.8)  and  having  properties  as  provided 


in  Rule  7.0,  may  be  used  in  one  and  two-way  ribbed 
floor  construction.  When  so  used,  the  analysis  and 
application  of  the  equivalent  resisting  section  shall 
be  as  follows : 

9.3.2. 1  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  positive  moment  shall  be 
the  beam  formed  by  the  concrete  rib  and  the 
slab  plus  the  shell  and  top  flange  of  the  concrete 
(block)  product. 

9.3. 2.2  Equivalent  resisting  reinforced  com¬ 
posite  section  to  resist  negative  moment  shall 
be  the  beam  formed  by  the  concrete  rib  and  the 
vertical  shell  of  the  block  plus  50  per  cent  of 
the  bottom  flange  in  one-way  construction  and 
all  of  such  flange  in  two-way  construction. 

9. 3.2. 3  The  equivalent  resisting  reinforced 
composite  section  to  resist  shear,  with  or  with¬ 
out  the  top  slab,  shall  be  the  rectangular  beam 
formed  by  the  concrete  rib  and  vertical  shell 
of  the  filler  block. 

9.3.2.4  The  equivalent  resisting  reinforced 
composite  section  to  resist  either  positive  or 
negative  moment,  where  the  top  slab  is  omitted, 
shall  be  the  rectangular  beam  formed  by  the 
concrete  rib  and  the  vertical  shell  plus  50  per 
cent  of  the  horizontal  flanges  of  the  filler  block 
in  one-way  construction  and  all  of  such  flanges 
in  two-way  construction,  provided  that  the  filler 
block  is  entirely  surrounded  by  concrete  ribs 
and  the  joints  between  the  blocks  are  staggered. 

9.3.3  In  the  construction  of  all  ribbed  floor  sys¬ 
tems  precautions  shall  be  taken  so  that  the  edges 
of  filler  blocks  shall  be  placed  straight  and  in  plane 
so  as  to  provide  tight,  uniform  joints  where  they 
contact.  All  burrs  shall  be  removed. 

9.3.3. 1  Filler  blocks  for  special  types  for 
ribbed  floor  systems  may  be  manufactured  as 
provided  herein  and  tested  under  the  require¬ 
ment  of  C26-626.0  (10.3.8)  for  such  values  as 
may  be  justified  from  the  test  results  in  accord¬ 
ance  with  the  aforesaid  section. 


Rule  505  of  the  Industrial  Code;  Amendment 
Adopted  April  3,  1923. 

Fire-resisting  partitions  shall  be  continued  through  wood 
floors  or  shall  extend  from  the  upper  side  of  the  wood  floor 
in  any  story  to  the  underside  of  the  wood  floor  and  timbers 
in  the  story  above  to  which  they  shall  be  safely  secured,  and 
shall  form,  with  the  fire-resisting  doors,  floors  and  ceilings, 
an  unbroken,  fire-resisting  protection,  separating  the  stair¬ 
way  and  exit  passageways  from  the  non-resisting  portions 
of  the  building.  In  unfilled  wood  stud  partitions,  the  space 
between  the  beams  shall  be  fire-stopped  by  approved  fire- 
resisting  materials. 

In  general,  fire-resisting  partitions  shall  be  self-support¬ 
ing  or  safely  supported  on  fireproofed  steel  or  reinforced 
concrete  beams,  girders  and  columns,  or  upon  wood  beams, 
girders  and  columns  made  fire-resisting  by  approved  fire- 
resisting  materials. 

In  special  cases,  in  existing  buildings,  where  the  fire- 
resisting  partitions  are  not  in  a  vertical  line,  they  may  rest 
upon  wood  beams  and  girders,  provided  that  all  the  header 
and  trimmer  beams  supporting  said  partitions  are  made  fire- 
resisting  by  approved  fire-resisting  materials  on  that  portion 
where  the  extreme  fibre  stress  exceeds  three-quarters  of  the 
safe  allowable  working  stress. 

Wire  glass  not  less  than  inch  thick  will  be  permitted 
in  fire-resisting  partitions  and  doors  when  set  in  stationary 
fireproof  sash  and  frames,  not  exceeding,  however,  360 
square  inches  for  any  single  pane  of  glass  and  not  exceeding 
720  square  inches  on  any  story. 

Except  in  cases  where  the  borough  superintendent 
deems  a  solid  fire  door  necessary. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 

30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  Section  C26-254.0,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  temperature  rise  to  four  hundred  (-100)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  a  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

W  hen  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredths  (1/200) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motoi  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven  eights  (J's)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  ( iy2 ) 
inches  of  1  :2 j/2  :5  concrete  or  better,  reinforced  with 
not  less  than  one- fourth  (%)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2)4)  inches  of  1  :2:4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

fonns  of  construction  shall  be  accepted  as  fire-retarding  for 
the  co\  ci  ing  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations: 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 
eighths  (■>£)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbes¬ 
tos  board  laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(H)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  veiu- 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 
beams  shall  be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 

or  conduits  winch  pass  through  floors  shall  be  fitted  vvitn 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 

m  non-flreprooi  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in- 
jury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  aceptable  in  fire¬ 
proof  construction ;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
veitical  shafts  in  non-fireproof  business  buildings  hereafter, 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
oi  oil  sell.ng  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireproof  floor  construc¬ 
tion,  and  when  unfilled  wood  stud  partitions  are  used  the 
space  between  the  floor  beams  shall  be  -fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  acepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
ot  five  (5)  feel  on  the  garage  side  with  No.  4  U.  S.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(H)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (g£)  inch  wood  sheathing,  one-half 
(/4)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eights  (%)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  (y4)  inch  asbestos  boards 
laid  with  tight  staggered  joinjs  and  jacketed  with  No. 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire- 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal ; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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PUBLIC  HEARING _ 

PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 
PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT  CONTAMINATION 

OF  WATER  SUPPLY 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon  September  10,  1946  at  2  P.  M.,  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  Proposed 
Amendments  to  Rules  Relative  to  Submerged  Inlets  and 
Protective  Methods  to  be  Applied  to  Prevent  Contamination 
of  Water. Supply : 

Authority :  . 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26- 1268.0, c, 4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets ,  cind  shall  be  independently  protected 
zvith  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 

for  in  these  rules.  . 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  Kne  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures.  . 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  B allcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptving  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  G26 
1273.0,d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers.  .  „  ... 

Direct  water  supply  connections  to.  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 

Rule  6.  Aspirators— Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
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approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check- 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply,  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty,  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 

Building  Code.  .  .  _  . 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables.  . 

Steam  tables  used  exclusively  for  the  warming  of  food 
stuffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  szving  check 

valve  in  the  water  supply  piping.  .  .  .... 

Where  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflozv  outlet,  or  when  the  area 
of  the  overflozv  outlet  is  less  than  four  times  that  of  water 
supply  piping,  the  water  supply  piping  shall  be  equipped 
zvith  an  approved  vacuum  breaker  located  at  least  jour 
inches  above  the  .maximum  overflozv  level  of  the  fixture. 

New  matter  is  indicated  in  italics. 
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Rules  on  Exterior  Veneering  Materials. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  September  3,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

616-46-BZ — H.B.B. — 382  Waverly  avenue,  west  side,  70 
ft.  south  of  Greene  avenue  (Block  1961,  Lot  40)  and  128-130 
Greene  avenue,  south  side,  20  ft.  west  of  Waverly  avenue 
(Block  1961,  Lots  37  and  38),  Borough  of  Brooklyn,  Alt. 
3190-46  and  Alt.  3191-46. 


617-46-A— H.B.M.— 3  East  65th  street  (13  East  65th 
street),  north  side,  253  ft.  10  in.  east  of  5th  avenue  (Block 
1380,  Lot  11),  Borough  of  Manhattan,  Amendment  to  Alt. 
1672-46. 


618-46-BZ — H.B.Bx. — 3/178  Bainbridge  avenue,  southeast 
corner  of  East  207th  street  (Block  3342,  Lot  8),  Borough  of 
The  Bronx,  Alt.  803-46. 


619-46-BZ— H.B.B. — 319  Kosciusko  street,  north  side,  100 
ft.  east  of  Throop  avenue  (Block  1782,  Lot  68),  Borough 
of  Brooklyn,  Alt.  3321-46. 


620-46-A — H.B.Q. — 1420  Augustina  avenue,  northeast 
corner  of  Bayport  place  (Block  24,  Lot  100),  Far  Eockaway, 
Borough  of  Queens,  Alt.  96-46. 


62 1-46- A — H.B.M. — 32  West  86th  street,  south  side,  325 
ft.  east  of  Columbus  avenue  (Block  1199,  Lot  51),  Borough 
of  Manhattan,  Amendment  to  Alt.  1506-46. 


622-46-BZ — H.B.B. — 950-954  Bergen  street  (954  dis¬ 
played),  south  side,  80  ft.  east  of  Franklin  avenue  (Block 
1217,  Lot  14),  Borough  of  Brooklyn,  Alt.  3442-46. 


623-45-SA — Columbia  Gas  Drying  Oven,  Appliance. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . .. . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for ........  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . J une 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Apr. 

Oil  Burner  Rules . ....Aug. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Aug. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Aug. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 


Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3>  1937 — Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 

6,  1946— Vol.  31,  No.  32 

12,  1945— Vol.  30,  No.  24 

6,  1946— Vol.  31,  No.  32 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


13,  1945— Vol.  30,  No.  11 

7,  1937— Vol.  22,  No.  36 

6,  1946— Vol.  31,  No.  32 
10,  1946— Vol.  31,  No.  37 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


624-46-BZ — H.B.M. — 112  Suffolk  street,  east  side,  150  ft. 
south  of  Rivingston  street  (Block  348,  Lot  8),  Borough  of 
Manhattan,  Alt.  1849-46. 


625-46-BZ — H.B.B. — 361  New  Lots  avenue,  north  side, 
102  ft.  4^2  in.  west  of  Pennsylvania  avenue  (Block  3839, 
Lot  51),  Borough  of  Brooklyn,  Alt.  3477-46. 


626-46-BZ — H.B.Q. — 68-37  Fresh  Pond  road,  east  side, 
125.23  ft.  north  of  Catalpa  avenue  (Block  3625,  Lot  14), 
Ridgewood,  Borough  of  Queens,  Alt.  2103-46. 


627-46-BZ — H.B.Q. — 45-11  to  45-17  47th  avenue  and  45-60 
46th  street,  northwest  corner  (Block  165,  Lot  19(1)),  Wood- 
side,  Borough  of  Queens,  Alt.  2221-46. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


SEPTEMBER  10,  1946,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ruesday  morning,  September  10,  1946.  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

229-29-BZ— Application  of  Julius  S.  Rapson,  applicant,  on 
behalf  of  Harry  J.  Hoechle,  owner  (Frank  Carin,.  lessee), 
reopened  May  21,  1946,  under  section  7g  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  new  building  for  an  existing  gasoline 
service  station  (previously  granted  by  the  Board),  to  be 
used  for  gasoline  sales,  service  station  and  office;  premises 
245-19  South  Conduit  boulevard,  south  side,  109  ft.  east  of 
Francis  Lewis  boulevard  (Block  13615,  Lot  5)  Rosedale, 
Borough  of  Queens. 

583-45-BZ— Application  of  Jules  Lewis,  applicant,  on  be¬ 
half  of  Cord  Trading  Corp.  owner,  reopened  June  4,  1946, 
under  sections  7b  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  and  business  use  district,  the  proposed 
area  to  be  used  for  manufacturing  in  excess  of  twenty-five 
(25)  per  cent  (previously  granted  by  the  Board)  ;  premises 
388-402  Hudson  street,  264-270  West  Houston  street,  north¬ 
east  corner  and  22-28  Clarkson  street  (Block  581,  Lots  45-53 
and  83),  Borough  of  Manhattan. 
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433-46-B Z  Application,  June  14,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley,  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Lillian  Gilbert, 
owner  (Metered  Laundries,  Inc.,  lessee),  to  permit  in  a 
business  use  district,  the  operation  and  maintenance  of  a 
laundry>  f°r  a  period  of  five  (5)  years;  premises 
,  ™av£nue»  south  side,  38  ft.  east  of  47th  street 
(Block  — Sa,  Lpt  2a),  Woodside,  Borough  of  Queens. 

* 

512-46-BZ  Application,  July  1,  1946,  under  sections  7e 
a,  21  of  the  zoning  resolution,  of  Joseph  Manteiga  and 
1  red  Sanchez,  applicants,  on  behalf  of  American  and 
foreign  Liquidation,  Inc.,  owner,  to  permit  in  a  retail  use 
oistrict,  the  operation  and  maintenance  of  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  115  Madi¬ 
son  street,  northwest  corner  of  Market  street  (Block  277 
Lot  20),  Borough  of  Manhattan. 

532-46-BZ  Application,  July  10,  1946,  under  section  7h 
ot  the  zoning  resolution,  of  The  Good  Neighbor  Building 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and  retail 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1300-1306  (920-926)  Avenue  of 
1  he  Americas  (6th  avenue),  61-67  West  52nd  street,  north¬ 
east  corner  and  56-64  West  53rd  street,  south  side,  103.67  ft. 
east  of  6th  avenue  (Block  1268,  Lot  1),  Borough  of  Man¬ 
hattan. 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough’ 
of  Manhattan. 

•  459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

446-46-A — 52-56  Garden  street,  south  side,  114  ft.  5  in. 
west  of  Bushwick  avenue  (1st  floor)  ;  (Block  3137,  Lot  86)' 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  10,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  uesday  afternoon,  September  10.  1946,  at  2  o’clock  in  Room 
101  j,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Rides. 

835-38-SR — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  Applied 
to  Prevent  Contamination  of  Water  Supply. 

Appeals  from  Administrative  Decisions.  . 

235-46-A— 108-122  West  street  and  51-57  Kent  street, 
northeast  corner  (also  known  as  37-69  Greenpoint  avenue)  • 
(1st  floor,  Building  13)  ;  (Block  2549,  Lots  1-3-33),  Borough 
ot  Brooklyn. 

556-46-A  North  side  of  Rikers  Island,  opposite  Tiffany 
street  (Block  2760,  part  of  Lot  4),  East  River,  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  10  A.  M. 

NOIICE  IS  HEREBY  GIVEN  of  a  public  hearing 

I  uesday  morning,  September  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Zoning  Applications. 

392-46-BZ-  Application,  May  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalt  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  the  area  permitted;  premises  106  West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue);  (Block  997,  Lot  37),  Borough  of 
Manhattan. 


401-31-BZ  Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium ;  premises  624-626  Atlantic  avenue,  and  95lh 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

383-45-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  lcsidence  use,  D  area  district,  the  erection  of  a  structure 
tor  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
f/eet  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 


246-44-BZ— Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Lann- 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ- 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
avenae>  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 


1081-41-BZ  Application  of  Lama  and  Proskauer,  appli- 
™ts-  °"  behalf  of  Francis  H.  Luce,  owner  reopened  July 
1946  for  consideration  as  to  extension  of  term  of  variance 
—Application,  previously  granted  on  condition,  under  section 
7e  of  the  zoning  resolution,  for  a  term  of  two  years,  per¬ 
mitting  in  a  local  retail  use  district,  the  conversion  of  occu¬ 
pancy  of  the  cellar  story  of  the  building  to  a  bowling  alley; 
the  said  bowling  alley  haying  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from  the  business  street- 
IljT'Tllsies  102-43  to  102-55  Queens  boulevard,  northeast  corner 
of  68th  street  (Block  2137,  Lot  1),  Forest  Hills,  Borough 
of  Queens. 

872-28-BZ— Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
I  heat  re  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
the  erection  of  proposed  sign;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

856-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Louis  Fatato,  owner,  reopened  Septem¬ 
ber  18,  1945,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  storage  of  beer  and  repair  shop  for  owner’s 
use  (previously  granted  by  the  Board)  ;  premises  298-318 
2nd  street,  and  303-311  4th  avenue,  southeast  corner  (Block- 
974,  Lots  6,  12,  15  and  17),  Borough  of  Brooklyn. 


250-46-BZ— Application,  April  10,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  John  Joseph  Carroll, 
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applicant,  on  behalf  of  Margaret  Fennell,  owner,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
business  garage  for  five  trucks,  express  storage  and  office  to 
public  garage  for  more  than  five  (5)  motor  vehicles  ;  premi¬ 
ses  95-105  Vanderbilt  avenue,  cast  side,  290  ft.  7ys  in.  south 
of  Park  avenue  (Block  1887,  Lot  24),  Borough  of  Brooklyn. 

275-46-BZ— Application,  April  17,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauei,  appli¬ 
cants,  on  behalf  of  Home  Refunding  Corp.,  owner,  to  peimit 
in  an  unrestricted  use,  C  area  district,  the  extension  of  exist- 
ing  building  using  more  than  the  area  permitted  ;  premises 
6409-6411  8th  avenue,  east  side,  60  ft.  south  of  64th  street 
(Block  5742,  Lot  6),  Borough  of  Brooklyn. 

389-46-BZ— Application,  May  22,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  5045  Realty  Corp,,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  for  a  term  of  two  (2)  years ;  premises  107- 
111  East  30th  street,  north  side,  90  ft.  east  of  4th  avenue 
(Block  886,  Lots  8,  9  and  10),  Borough  of  Manhattan. 

569-46-BZ— Application  July  24,  1946,  under  section  7e  of 
the  zoning  resolution  of  The  Grabler  Manufacturing  Co., 
applicant  and  lessee,  on  behalf  of  Harriet  Weiner  and  Harry 
Weiner,  owners,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  public  garage  to  storage  warehouse 
and  office;  premises  49-10  47th  avenue,  south  side,  30  ft.  east 
of  49th  street  (Block  2287,  Lot  28),  Woodside,  Borough  of 
Queens. 

355-45-BZ— Application,  June  5,  1945,  under  sections  7c 
and  7i  of  the  zoning  resolution,  of  Charles  M.  Spindlcr, 
applicant,  on  behalf  of  Ben  H.  Sanders  and  Henry  A. 
Doten,  owners,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  of  a  portion  of  the  building  from  auto 
laundry  to  motor  vehicle  repair  shop ;  premises  50-24  Queens 
boulevard,  south  side,  193.20  ft.  east  of  50th  street  (Block 
2283,  Lot  43),  Woodside,  Borough  of  Queens. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall,  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

192- 46-A — 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 

392-45-A — 50-24  Queens  boulevard,  south  side,  193.20  ft. 
east  of  50th  street  (1st  floor);  (Block  2283,  Lot  43), 
Woodside,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  proposed  mapped  street — 51st  street). 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  2  P.  M. 

NOTICE  IS  FIEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  17,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

499-46-A — 147-73  Springfield  lane,  east  side,  693.1  ft. 
south  of  147th  avenue  (Block  4625,  Lot  20),  Springfield 
Gardens,  Borough  of  Queens  .  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 224th  street). 

519-46-A— 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 


547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  Vest  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rock  away 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapi>cd 
street) . 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1946,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Z  on  in  g  A  p  plications. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 


1063-27-BZ — Application  of  Colonial  Beacon  Oil  Co., 
applicant,  >on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  disli  ict, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station ‘(previously  granted 
by  the  Board)  increasing  the  area  of  station;  premises 
133-44  150th  street,  and  149-12  North  Conduit  avenue, 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  a6), 
South  Jamaica,  Borough  of  Queens. 

418-46-BZ— Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  lie  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  "shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

175-45-BZ— Application  of  Joseph  M.  Lonergan,  applicant 
on  behalf  of  William  Stroh,  owner,  reopened  July  23,  1946, 
for  consideration  as  to  extension  of  time  to  complete 
work— Application  previously  granted  on  condition,  un¬ 
der  section  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  extension  of  a  business  use  now 
existing  on  the  1st  story,  to  the  2nd  story;  premises  403 
East  Houston  street  and  126-128  Sheriff  street,  southeast 
corner  (Block  335,  Lots  10  and  11),  Borough  of 
Manhattan. 

366-32-BZ— Application  of  Morris  Kraushaar,  applicant 
and  owner,  reopened  July  23,  1946,  for  consideration  as  to 
extension  of  term  of  variance — Application  pi  eviously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop,  for  a  term  of 
five  years;  premises  1385-1395  Webster  avenue,  west  side. 
772.49  ft.  north  of  East  169th  street  (Block  2887,  Lots  151 
to  155,  inclusive),  Borough  of  The  Bronx. 

104-41-BZ— Application  of  Potters  Brothers,  Inc.,  appli¬ 
cant  and  owner,  reopened  July  23,  1946,  for  consideration 
as  to  extension  of  permit — Application  previously  granted 
on  condition,  under  section  7c  of’  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  factory  building  18  ft.  above  the  curl) 
level  in  excess  of  the  limitations  set  by  the  building  zone 
resolution,  for  a  term  of  five  years;  premises  150-22  Tahoe 
street,  west  side,  170.14  ft.  south  of  Albert  road  and  150-25 
Centreville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of.  Queens. 
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480-38-BZ — Application  of  Paul  Friedman,  applicant,  on 
bcliall  of  William  Carl  H.  and  Margarethe  Schoof, 
owners  (Margaret  Scott,  lessee),  reopened  July  9,  1946, 
under  sections  7f  and  7h  of  the  zoning  resolution,  to  per- 
mit  in  a  business  use  district  bail  bond  office,  shelter,  and 
office  for  attendant,  parking  and  storage  of  more  than  five 
motor  vehicles  (previously  granted  by  the  Board),  and  out¬ 
door  display  and  sale  of  not  more  than  five  (5)  motor 
vehicles;  premises  41-43  Snyder  avenue,  north  side,  ISO  ft 
west  of  Bedford  avenue  (Block  5103,  Lot  91),  Borough 
of  Brooklyn. 

578-46-BZ— Application,  July  31,  1946,  under  section  7c 
the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Bessy  Schwartz,  owner  (Michel!  Friedman, 
lessee),  to  permit  in  a  business  use  district,  the  operation 
and  maintenance  of  a  wet  wash  laundry,  for  a  term 
of  years;  premises  2917  Mermaid  avenue,  north  side,  65  ft. 
cast  of  West  30th  street  (Block  7010,  part  of  Lot  50), 
Borough  of  Brooklyn. 

536-46-BZ— Application,  July  2,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  ap¬ 
plicant,  on  behalf  of  430  Fast  138th  Street  Corp.,  owner 
(Peter  J.  Kelly,  lessee),  to  permit  in  a  retail  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for 
a  term  of  five  years;  premises  430  East  138th  street,  south 
side,  300.07  ft.  east  of  Willis  avenue  (Block  2282,  part  of 
Lot  18),  Borough  of  The  Bronx. 

581-46-BZ — Application,  August  5,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  ap¬ 
plicant,  on  behalf  of  Esther  Stein,  owner"  (William  M. 
Hastings,  lessee),  to  permit  in  a  business  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  802  East  180th  street, 
south  side,  20.2  ft.  east  of  Mapes  avenue  (Block  3108,  Lot 
16),  Borough  of  The  Bronx. 

469-4G-BZ — Application,  June  24,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Michael  A.  Cardo, 
applicant,  on  behalf  of  Louis  Forte,  owner,  to  permit  in 
a  residence  and  business  use  district,  the  erection  of  a  build¬ 
ing  proposed  for  stores  and  non-fireproof  class  “A”  mul¬ 
tiple  dwelling  for  a  term  of  years;  premises  2450-2456 
Eastchester  road,  and  1500-1506  Mace  avenue,  southeast 
corner  (Block  4478,  Lot  32),  Borough  of  The  Bronx? 

574-46-BZ  Application,  July  17,  1946,  under  sections 
7b,  7c  and  21  of  the  zoning  resolution,  of  James  F.  Con¬ 
nell,  applicant,  on  behalf  of  Mary  E.  Marraccini,  owner, 
to  permit  in  a  residence  and  business-1  use  district,  the 
alteration  to  an  abandoned  building  to  be  used  for  manu¬ 
facturing;  premises  1456-1458  South  Railroad  avenue  (for¬ 
merly  6th  street),  south  side,  53.96  ft.  west  of  Rose  avenue 
(Block  4212,  Lot  40  and  part  of  Lot  43),  New  Dorp, 
Borough  of  Riclunond. 


454-46-BZ — Application,  June  20,  1946,  under  sections 
7b,  /f  and  21  of  the  zoning  resolution,  of  Kitzler  and 
Nurick,  applicant  on  belialt  of  (  astle  Brothers,  Inc.,  owners, 
to  permit  in  a  business  and  unrestricted  use  district,  the  dis¬ 
play,  sales  and  storage  of  more  than  five  (5)  motor  vehicles, 
ior  a  term  of  years;  premises  54-64  Woods  place,  west  side, 
33  ft.  9  in.  north  of  Snyder  avenue  (Block  5107,  Lot  24) | 
Borough  of  Brooklyn. 

496-46-Bz,  Application,  June  28,  1946,  under  sections 
7c  and  7e  of  the  zoning  resolution,  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  21  La  Salle  Street  Corp.,  owner,  to 
permit  in  a  business  use  district,  more  than  the  area  per¬ 
mitted  for  manufacturing,  for  a  term  of  years;  premises 
450  West  125th  street,  and  21-25  La  Salle  street,  southwest 
corner  (Block  1966,  Lot  5),  Borough  of  Manhattan. 

435-41-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalt  of  Dolorita  Wallace,  owner,  reopened  May  14, 
1946,  under  sections  7 f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station;  premises  737  East  149th 
street,  and  549  Concord  avenue,  northwest  corner  (Block 
2641,  Lots  18,  19  and  20),  Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

295-46-A — 688  Woodward  avenue,  west  side,  25  ft.  north 
of  Palmetto  street  (Block  3468,  Lot  49),  Ridgewood,  Bor¬ 
ough  of  Queens. 

369-46-A — 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block 
227,  Lot  63),  Borough  of  Manhattan. 

628-46-A — 128-03  172nd  street,  southeast  corner  of  128th 
avenue  (Block  12520,  Lot  9),  Jamaica,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of  mapped 
street — 128th  avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  2  P.  M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  pub’ic  hearing 
Tuesday  afternoon,  September  24,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement)  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

560-46-A — 754-756  7th  avenue,  west  side,  41  ft.  6  in.  south 
of  50th  street  (5th  and  6th  floors)  ;  (Block  1021,  Lot  34), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
^ovvners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Thud,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  pubbeation  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  I  hat  all  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  necessary  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  RELATIVE  TO  SUBMERGED  INLETS  AND 

PROTECTIVE  METHODS  TO  BE  APPLIED  TO  PREVENT  CONTAMINATION 

OF  WATER  SUPPLY 


(835-38-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday  afternoon  September  10,  1946  at  2  P.  M.,  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  Proposed 
Amendments  to  Rules  Relative  to  Submerged  Inlets  and 
Protective  Methods  to  be  Applied  to  Prevent  Contamination 
of  Water  Supply : 

Authority :  . 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26-1268.0,c,4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating,  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  aboye  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures.  . 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank.  • 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located,  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  .  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0, d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers.  . 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 

Rule  6.  Aspirators— Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 


approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 

system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig- 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply,  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty,  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe- 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  aboye  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 

Building  Code.  .  .  _  . 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables.  .  , 

Steam  tables  used  exclusively  for  the  warming  of  fooa 
stuffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which  • 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 

valve  in  the  water  supply  piping.  .  . 

Where  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflow  outlet,  or  when  the  area 
of  the  overflozv  outlet  is  less  than  four  times  that  of  water 
supply  piping,  the  water  supply  piping  shall  be  equipped 
with  an  approved  vacuum  breaker  located  at  least  Jour 
inches  above  the  maximum  overflozv  level  of  the  fixture. 

New  matter  is  indicated  in  italics. 
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RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283 
of  the  Labor  Law  (Old  Section  83c). 

[Cal.  1262-18-SR] 


Labor  Law 

Section  283.  Smoking. 

b  .  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2. .  1  he  board  in  its  rules  may  permit  smoking  in  protected 
<  portions  of  a  factory,  or  in  such  classes  of  occupanies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
\  ork  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
|  portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
tlie  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries  ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops  ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  proi>crty  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


RULES 


RULES  ON  EXTERIOR  VENEERING  MATERIALS 

ADOPTFD  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  12,  1945,  EFFECTIVE 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  \ORK  CITY 
CHARTEIT  JULY  7,  1945  AND  AMENDED  MAY  7,  1946,  EFFECTIVE  JUNE  3,  1946. 

(465-44-SR) 


Authority  : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  of  the  Administrative 
Building  Code,  these  rules  are  to  supplement  the  existing 
requirements  of  the  Administrative  Building  Code,  Sections 
C26-437  0  C26-438.0,  C26-439.0,  C26-544.0  through  C26-550.0, 
C26-544.0  and  C26-550.1  j.  , 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  pertaining  to  exterior  veneering  materials  not 
exceeding  2"  in  thickness,  so  as  to  provide  for  the  sufficiency 
of  attaching  and  anchoring  mediums  on  such  exterior  veneeis 
in  accordance  with  the  intent  of  the  Administrative  Building 
Code  as  outlined  in  Section  C26-3.0.  They  shall  apply  to 
veneering  materials  of  metal,  cement-asbestos,  precast  or 
natural  stone,  marble,  ceramic,  tile,  concrete  masonry  units, 
glass  sheets,  glass  block,  plastic  materials  and  other  veneer¬ 
ing  materials,  as  may  be  approved  by  the  Board.  Note: 
These  rules  shall  not  apply  to  interior  veneering  materials. 

Extracts  from  the  Administrative  Building  Code  contained 
herein  in  small  type  have  been  assigned  decimal  rule  num¬ 
bers  for  convenient  reference  only  and  are  not  to  be  con¬ 
strued  as  rules. 

Rule  1.0  General. 

1.1  These  rules  shall  apply  to  all  materials  used  as 
exterior  veneers  of  a  thickness  not  exceeding 
two  inches,  bonded  or  unbonded,  and  with  or 
without  air  spaces  between  the  veneer  and  the 
supporting  surface. 

1.2  Veneer  materials  shall  not  be  credited  with 
contributing  to  the  total  wall  thickness,  the 
stress  resisting  sections,  or  to  the  fire  resistive 
value  of  the  composite  construction  unless 
specifically  approved  by  the  Board  for  any 
given  combination  of  materials. 

1.3  Veneer  materials  shall  not  be  used  to  support 
vertical  loads  other  than  the  veneering  mate¬ 
rial  above  unless  permitted  otherwise  as  pro¬ 
vided  for  in  Rule  1.3.  Where  openings  occur 
the  veneer  shall  be  supported  by  substantial 
lintels  of  incombustible  materials. 

1.4  All  joints  between  masonry  veneer  materials 
shall  be  filled  flush  with  mortar  or  approved 
mastic  cement.  Around  wall  openings  the 
joints  between  the  veneer  and  backing  material 
shall  be  filled  flush  with  similar  materials. 
Gypsum  shall  not  be  used  in  veneer  exposed  to 
the  weather  except  for  temporary  tacking  and 
supplementary  to  the  anchorage  and  cement 
mortar  requirements  set  forth  in  these  rules. 

1.5  All  rosettes,  toggle  or  expansion  bolts,  metal 
reinforcements,  bolts,  clips,  tie  wires  and  sup¬ 
ports  shall  be  of  non-corroding  metal  and  of 
a  type  and  for  uses  as  may  be  approved  by 
the  Board. 

1.6  Veneering  material  shall  not  be  placed  over 
existing  veneering  material. 

1.7  Veneering  when  placed  on  a  structure  shall 
not  encroach  beyond  the  building  line. 

1.8  Before  attaching  veneering  materials  to  any 
surface,  the  soundness  of  structural  members 
shall  be  examined  by  exposing  the  structural 
members  and  when  found  necessary,  reinforce¬ 
ment  or  replacement  of  structural  members 
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shall  be  made  to  the  satisfaction  of  the  bor¬ 
ough  superintendent. 

1.9  Signs  shall  be  so  hung  that  their  weight  shall 
not  bear  on  the  veneering  material  and  shall 
be  supported  by  grounds  set  in  the  supporting 
wall. 

1.10  Veneering  materials  used  above  the  first  floor 
shall  be  installed  in  a  manner  permitting  fire 
department  access  to  each  floor  by  means,  of 
existing  or  new  windows  or  readily  accessible 
access  panels  installed  as  provided  in  C26- 
550. Id. 

1.11  Where  openings  occur  in  a  wall,  the  veneer 
shall  be  supported  by  a  structural  member  of 
incombustible  material. 

1 . 12  All  masonry  walls  shall  be  cleaned  of  dust  and 
dampened  before  stone,  marble,  precast  con¬ 
crete  units,  tile  or  terra  cotta  is  applied. 

Rule  2.0  Metal  Veneers. 

2. 1  Metal  veneers  shall  be  of  non-ferrous  materials 
or  of  steel  sheets  protected  on  all  sides  by  por¬ 
celain  enamel  or  other  approved  corrosion  re¬ 
sistant  surfacing. 

2.2  Metal  veneers  shall  be  securely  attached  to  the 
supporting  construction  with  approved  non¬ 
corroding  metal  hangers,  clips,  ties,  screws,  or 
bolts,  secured  to  the  metal  veneer  in  a  manner 
approved  by  the  Board  for  each  specific  veneer¬ 
ing  material,  and  spaced  not  more  than  16"  o.c. 
vertically  and  24"  o.c.  horizontally.  Veneer 
units  exceeding  4  sq.  ft.  in  area  shall  be  at¬ 
tached  to  the  construction  at  not  less  than  four 
points,  so  distributed  as  to  render  adequate 
attachment  to  the  supporting  construction. 

2.3  Where  allowed  to  be  used  all  corrosive  sup¬ 
ports  for  metal  veneers  shall  be  adequately 
protected  from  the  effects  of  the  elements  by 
painting  with  approved  paint,  galvanizing  or 
other  equivalent  means.  Where  the  use  of 
wood  is  permissible  all  wood  used  with  metal 
veneers  shall  be  impregnated  with  creosote  or 
other  approved  preservative  material. 

2.4  The  joints  and  edges  of  all  metal  veneers  shall 
be  caulked  or  painted  with  approved  water¬ 
proofing  materials  or  other  approved  equiva- 

,  lent  methods  of  providing  resistance  against 
moisture  penetration. 

2.5  The  height  of  walls  veneered  with  metal  units 
on  walls  other  than  panel  or  enclosure  walls 
shall  be  not  more  than  40  ft.  above  the  founda¬ 
tions. 

Rule  3.0  Precast  or  Natural  Stone,  Marble,  Structural  Clay, 

Ceramic  and  Porcelain  Tile,  Terra  Cotta  and  Pre¬ 
cast  Concrete  Units. 

3.1  C26-1S7.0  Veneered  Wall. — The  term  “veneered  wall” 
shall  mean  a  wall  with  a  masonry  facing  which  is  at¬ 
tached  to,  but  not  bonded  so  as  to  form  an  Integra 
part  of,  the  wall  for  purposes  of  load  bearing  and 
stability. 

3.2  C26-437.0  Anchorage  for  veneered  masonry  walls. — 
When  masonry  walls  are  veneered  with  brick,  architec¬ 
tural  terra  cotta,  stone  or  other  masonry,  the  material 
shall  be  securely  tied  into  the  backing  with  the  equiva¬ 
lent  of  the  following  minimum  anchorage  requirements: 

1 .  For  anchorage  of  brick  veneering  on  masonry,  one 
substantial  non-corroding  metal  wall  tie  for  each 
three  hundred  square  inches  of  wall  surface. 

2.  For  anchorage  of  architectural  terra  cotta  and  other 
moulded  units  on  masonry,  one  non-corroding  metal 
anchor  at  least  equal  to  five-sixteenths  of  an  inch 
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round  or  one-eiglith  of  an  inch  by  three-quarters  of 
an  inch  flat  in  sectional  area  to  each  piece  and  two 
or  more  such  anchors  to  all  pieces  over  18  inches 
in  length  or  more  than  three  hundred  square  inches 
in  superficial  area,  except  where  such  architectural 
terra  cotta  facing  is  bonded  and  completely  filled 
with  the  brick  backing. 

3 .  For  anchorage  of  stone  veneering  on  masonry,  one 
non-corroding  anchor  at  least  three-sixteenths  of  an 
inch  by  one  inch  flat,  or  its  equivalent  in  cross 
sectional  area,  to  each  piece  over  one-half  of  a 
square  foot  in  face  area  and  at  least  two  anchors 
to  all  pieces  over  24  inches  in  length  or  more  than 
four  hundred  square  inches  in  superficial  area. 

3.3  For  slabs  of  natural  stone  or  marble  which  arc 
tough  and  hard  and  over  2  square  feet  and  up 
to  4  square  feet  in  area  there  shall  be  at  least 
three  anchors,  from  4  square  feet  to  12  square 
feet,  at  least  four  anchors,  from  12  square  feet 
to  20  square  feet  at  least  six  anchors  and  on 
slabs  exceeding  20  square  feet,  anchors  shall 
be  provided  at  the  rate  of  one  anchor  for  each 
three  square  feet  of  area.  All  anchors  shall 
be  seated  in  cement  mortar  in  a  suitable  hole 
sunk  in  masonry  backing.  Such  anchors  shall 
be  of  non-corrosive  metal  not  less  than  %"  in 
diameter. 

3.4  When  veneering  is  used  in  a  continuous  wall 
more  than  25  feet  in  length  without  ownings, 
•suitable  vertical  expansion  joints  shall  be  pro¬ 
vided  at  approximately  25  foot  intervals 
through  the  entire  height  of  the  veneer. 

3.5  C26-438.0  Thickness  and  height  of  veneered  walls. — 
In  all  cases  the  veneering  shall  be  excluded  in  calculat¬ 
ing  the  bearing  wall  thickness  and  the  required  thick¬ 
ness  of  the  wall.  The  maximum  height  of  veneering 
on  walls,  other  than  panel  or  enclosure  walls,  shall  be 
forty  feet  above  the  foundations. 

3 . 6  C26-439.0  Veneered  wood  frame  structures, — a.  Wood 
frame  structures  may  be  veneered  with  masonry  laid 
up  in  cement  or  cement-lime  mortar.  Such  veneer 
shall  be  anchored  to  the  frame  by  non-corroding  metal 
ties  equivalent  to  the  following  minimum  requirements: 

1 .  For  anchorage  of  brick  veneer  on  frame  structures, 
one  wall  tie  to  every  160  square  inches  of  wall  area. 

2.  For  anchorage  of  stone,  architectural  terra  cotta  and 
other  moulded  units  on  frame  structures,  one  spike 
anchor  or  two  wall  ties  to  every  two  hundred  sixty 
square  inches  of  wall  area. 

b.  It  shall  be  unlawful  to  use  such  veneer  on  frame 
structures  above  a  maximum  height  of  35  ft.  above 
the  foundation;  it  shall  be  unlawful  also,  to  use  such 
veneer  on  structures  having  more  than  two  stories 
and  a  gable.  The  veneer  shall  be  directly  supported 
on  the  foundation. 

c.  Frame  structures  ,veneered  with  masonry  shall  be 
considered  to  be  in  a  different  class  from  masonry 
structures.  It  shall  be  unlawful  to  attribute  any 
structural  strength  to  the  veneer. 

3.7  Veneer  units  in  this  group  shall  be  of  approved 
type  and  not  be  greater  than  2  in.  in  thickness. 
The  surface  bond  of  veneer  units  with  the 
scored  purging  shall  be  adequately  scored  or 
provided  with  equivalent  keys  to  obtain  ade¬ 
quate  anchorage.  In  addition  to  the  attach¬ 
ment  herein  required,  the  anchorage  require¬ 
ments  of  C26-437.0  shall  be  complied  with. 
Equivalent  substitute  methods  of  anchorage 
consisting  of  non-corroding  pin  and  rosette  or 
a  continuous  angle  or  anchor ’bolts  secured  to 
the  reinforcement  within  the  veneer  may  be 
used  when  approved  by  the  Board  for  any 
specific  veneering  material. 

3.8  The  purging  material  in  which  veneer  units 
are  embedded  shall  consist  of  a  portland  ce¬ 
ment  mortar  of  1 :  2  mix,  1  part  of  approved 
Portland  cement  to  two  parts  of  screened  sand 
passing  through  a  20  mesh  screen  not  less  than 
yi  in.  thick  and  reinforced  with  4  in.  mesh 
(13  gauge)  galvanized  wire  reinforcement  or 
equivalent  reinforcing.  Such  reinforcement  to 
be  secured  to  the  masonry  or  concrete  wall 
with  appproved  non-corroding  anchors  at  the 
rate  prescribed  in  C26-437.0.  When  the  sup¬ 


porting  wall  is  of  wood  framework,  approved 
paper  backed  wire  lath  or  other  approved 
material  may  be  used  when  attached  to  the 
wood  framework  as  provided  in  C-26-459.0h, 
provided  the  weight  of  the  veneering  materials 
is  carried  on  an  incombustible  base.  The 
parged  surface  shall  be  trawled  to  a  plane 
surface  and  then  scratched  to  receive  the  set¬ 
ting  bed.  The  setting  bed  of  not  less  than  Y" 
thick  shall  not  be  applied  until  the  scratched 
parged  surface  is  set.  Prior  to  purging  ma¬ 
sonry  on  concrete  surfaces,  such  walls  shall  be 
thoroughly  wetted  prior  to  the  application  of 
the  parging  mortar. 

3.9  Waterproofing  material  if  used  in  mortar  shall 
•  be  of  approved  type. 

3.10  The  base  for  supporting  veneers  shall  be  of 
suitable  incombustible  materials. 

3.11  All  veneer  units  used  in  Class  1,  2  and  3 
•  buildings  exceeding  20  ft.  in  height,  regardless 

of  thickness,  shall  be  attached  to  the  scored 
parged  surface  by  mechanical  anchorage  as 
provided  in  C26-437.0,  pars.  1,  2,  3  and  shall 
have  lugs,  keys  or  equivalent  scoring  of  the 
backside  of  the  veneer  unit  or  supported  on  re¬ 
lieving  shelf  angles  at  each  story  level. 

Rule  4.0  Glass  Veneer  on  the  exterior  of  structures  may  be 

used  only  in  accordance  with  the  provisions  of 

this  title  and  the  rule  of  the  Board. 

4.1  C26-545.0  Minimum  thickness. — The  minimum  thick¬ 
ness  of  glass  veneer  shall  be  eleven-thirty-seconds  of 
an  inch,  except  where  glass  veneer  extends  within  4 
in.  or  less  of  the  sidewalk  level,  the  minimum  thickness 
of  that  portion  of  the  veneer  below  a  level  of  four 
inches  above  the  sidewalk  at  its  point  of  intersection 
with  the  veneer  shall  be  seven-sixteenths  of  an  inch. 

4.2  C26-546.0  Maximum  area  and  dimensions. — a.  The 
maximum  area  of  a  single  section  of  glass  veneer  shall, 
not  exceed  10  sq.  ft.  in  area  when  15  ft.  or  less  above 
the  level  of  the  sidewalk  directly  below  shall  not 
exceed  6  sq.  ft.  in  area  when  more  than  15  ft.  above 
the  level  of  the  sidewalk  directly  below. 

b.  The  maximum  length  of  any  section  of  glass  veneer 
shall  be  60  in. 

4.3  C26-547.0  Edges.- — All  edges  of  each  plate  of  glass 
veneer  shall  be  ground  square.  It  shall  be  unlawful  to 
use  mitred  joints. 

4.4  C-26-548.0  Backing  for  glass  veneer. — Glass  veneer  may 
be  placed  only  against  substantial,  rigid,  incombustible 
surfaces  of  true  plane,  plumb  and  straight.  The  back¬ 
ing  shall  in  any  case  provide  rigidity  and  stability 
equal  to  or  greater  than  that  provided  by  one-inch 
thick  cement  mortar  on  wire  lath  secured  to  studs 
spaced  12  in.  or  less  on  centers.  It  shall  be  unlawful 
to  use  wood  backing  surfaces,  regardless  of  whether 
they  are  fireproofed. 

4.5  C26-549.0  Setting  of  glass  veneer. — a.  Glass  veneer 
shall  be  set  only  when  the  backing  is  thoroughly  dry 
and  after  the  application  of  a  thorough  and  uniform 
bond  coat  of  material  approved  by  the  Board.  The  bond 
coat  shall  be  such  as  to  effectively  seal  the  portions  of 
the  veneer  backing  and  to  insure  against  the  absorption 
of  the  vital  properties  of  the  mastic  cement. 

b.  Mastic  cement  approved  by  the  Board  shall  be  ap¬ 
plied  to  the  back  surface  of  each  plate  of  the  glass 
veneer,  which  veneer  shall  be  applied  to  the  back¬ 
ing  with  a  substantial  and  uniform  pressure  over 
its  entire  area  sufficient  to  flatten  out  the  gobs  of 
mastic  cement  to  a  thickness  of  between  one-quarter 
of  an  inch  and  five-eighths  of  an  inch.  Sufficient 
mastic,  cement  shall  be  applied  to  insure  that  at 
least  60%  of  the  total  area  of  the  section  is  bonded 
to  the  backing. 

c.  The  bond  coat  and  the  mastic  cement  shall  be  of 
one  manufacture  and  shall  be  certified  to  be  of  such 
composition  as  to  insure  close  affinity  between  the 
two  materials. 

d.  Abutting  edges  of  glass  veneer  shall  be  ground 
square  and  uniformly  butted  with  an  approved 
pointing  compound. 

e.  Where  glass  veneer  extends  to  the  sidewalk  surface 
each  such  section  shall  rest  on  two  cushions  of 
approved  resilient  material,  one  near  the  end  of 
each  such  section  or  plate.  Cushions  shall  be  one- 
quarter  of  an  inch  or  more  in  thickness.  The 
joint  between  the  bottom  edge  of  the  glass  section 
and  the  top  of  the  sidewalk  shall  be  caulked  with 
a  waterproof  compound. 
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f .  Where  the  glass  veneer  is  permitted  to  extend  below 
the  level  of  the  sidewalk  surface,  an  expansion 
joint  of  one-quarter  of  an  inch  or  more  shall  be 
provided  between  the  outer  face  of  the  glass  veneer 
and  the  edge  of  the  sidewalk.  Such  expansion  joint 
space  shall  be  filled  with  a  resilient  caulking  com¬ 
pound  from  the  level  of  the  sidewalk  surface  to  a 
depth  at  least  34  of  an  inch  below  such  level. 

g.  Where  glass  veneer  is  applied  at  an  elevation  more 
than  eight  .feet  above  the  sidewalk  surface,  the 
mastic  cement  binding  shall  be  supplemented  by  the 
use  of  metal  clip  angles  of  a  design  approved  by 
the  Board.  Clips  shall  be  located  in  each  vertical 
or  horizontal  edge  of  each  section  of  veneer  and 
shall  be  secured  through  the  backing  directly  into 
the  wall  behind  by  means  of  expansion  bolts  and 
in  a  manner  satisfactory  to  the  superintendent. 
Angle  clips  shall  be  two  inches  or  more  in  length 
and  shall  be  of  at  least  No.  16  U.  S.  gauge,  and 
shall  be  so  designed  as  to  furnish  at  least  two-inch 
bearing  support  on  each  clip  and  shall  hold  the 
glass  in  a  vertical  plane  independently  of  the  mastic 
cement. 

h.  All  horizontal  joints  shall  be  cushioned  with  pads 
of  adhesive  asphaltic  tape  which  shall  extend  from 
the  rear  surface  of  the  glass  to  one-eighth  of  an 
inch  or  less  from  the  front  surface,  horizontal 
joints  shall  be  buttered  with  joint  cement  over  the 
full  depth  of  the  joint,  including  the  surface  of  the 
cushion  tape. 

i.  Shelf  angles  of  approved  design  shall  be  set  at  ver¬ 
tical  intervals  of  3  ft.  or  less,  in  all  horizontal 
joints  located  8  ft.  or  less  above  the  sidewalk,  ex¬ 
cept  that,  where  there  are  show  windows  it  shall  be 
unnecessary  to  have  shelf  angles  below  the  level  of 
the  tops  of  the  show  window  bulkheads.  Shelf 
angles  shall  be  of  a  type  approved  by  the  Board  and 
shall  be  secured  to  the  backing  in  a  manner  satis¬ 
factory  to  the  superintendent. 

j .  Where  glass  veneer  is  confined  between  non-resilient 
materials  at  ends,  expansion  _  shall  be  provided  for 
by  means  of  an  expansion  joint  at  each  end  of  one- 
quarter  of  an  inch  or  more  throughout  the  entire 
height  of  the  veneer. 

4.5.1  Clips  required  under  C26-549.0,  sub-section  g 
shall  be  non-corroding  and  located  in  each 
vertical  plane  in  horizontal  edge  of  each  sec¬ 
tion  of  veneer  and  shall  be  thoroughly  secured 
through  the  backing  by  means  of  non-corrod¬ 
ing  toggle  bolts  or  into  the  wall  directly  behind 
the  glass  veneer  by  means  of  non-corrodible 
expansion  bolts  at  least  1 J4”  long. 

4.5.2  Shelf  angles  required  under  C26-549.0,  sub¬ 
section  i  shall  be  of  non-corroding  metal  of  a 


type  approved  by  the  Board  and  shall  be  thor¬ 
oughly  secured  through  the  backing  by  means 
of  non-corroding  toggle  bolts  or  into  the  wall 
directly  behind  the  glass  veneer  by  means  of 
non-corroding  expansion  bolts  at  least  1354” 
long. 

4.5.3  Glass  veneer  units  shall  be  separated  from  each 
other  and  adjoining  material  by  an  expansion 
joint  at  least  1/32"  wide.  Between  the  bolts 
and  the  veneer  units  there  shall  be  a  clearance 
of  1/64".  All  expansion  joints  shall  be  filled 
with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.4  Glass  veneer  material  shall  not  be  used  any 
higher  than  2  stories  and  not  exceeding  35  ft. 
in  height  above  the  foundation  of  the  struc¬ 
ture. 

4.5.5  Exposed  edges  of  glass  veneer  shall  be  flashed 
with  non-corrodible  sheet  metal  and  caulked 
with  an  approved  waterproofing  mastic  com¬ 
pound. 

4.5.6  All  awning  brackets  shall  be  set  so  as  to  be 
free  of  contact  with  the  glass  veneer.  Glass 
veneer  above  awning  boxes  shall  be  carried  by 
a  continuous  steel  angle  attached  to  the  wall 
by  anchors. 

4.5.7  Signs  shall  be  hung  clear  of  the  glass  veneer¬ 
ing  material. 

4.6  Glass  Blocks. 

4.6.1  C26-S50. 1 

j .  Veneer  or  ashlar :  Glass  blocks  may  be  used  as 
exterior  wall  veneer  under  the  rules  of  the  Board. 

Note:  Investigation  has  shown  that  glass  block  is 
not  used  as  a  veneer  material  in  building  con¬ 
struction  and  when  uses  of  glass  block  are 
developed  as  veneer,  the  Board  will  then  con¬ 
sider  including  in  these  rules  the  safe  provi¬ 
sions  for  use. 

5.0  Veneering  units  of  a  type  unprovided  for  in  these  rules, 
may  be  used,  provided  they  are  approved  by  the  Board 
and  are  used  in  accordance  with  the  limitations  of  the 
approval. 
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FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
FEBRUARY  23,  1927  (CODIFYING  AND  SUPERSEDING  GENERAL  RESOLUTION  AND 
RULES  ADOPTED  UNDER  CAL.  NOS.  331-17-S  ‘STAIRS  TO  ROOF’,  1218-18-S  ‘FIRE  ES¬ 
CAPES’,  17Q8-18-S  ‘PARTY  WALL  FIRE  ESCAPES’  AND  410-24-SR  ‘ENCLOSURE  OF  STAIR 

WAYS’)  AMENDED  JANUARY  15,  1932. 


(64-27-SR) 

STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  consist 
of  an  outside  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law,  and  in 
addition  thereto : 


( 1 )  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  treads  constructed  of  bars  at  least  one- 
half  (}4)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1/4)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 
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(b)  Any  such  fire  escape  erected  prior  to  October  l, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2,  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  section  271  of  the  Labor  Law  may  consist  of  an 
outside  iron  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit  of  an 
opening  6  feet  in  height,  a  casement  door  not  less  than 
4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self- 
closmg  An  easily  operated  door  lock  with  knobs  on  both 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
steps  at  least  two  feet  wide,  with  risers  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 

,  4  (a,)-  Any  such  fire  escape  erected  subsequent 

io  October  1,  1913,  and  prior  to  these  rules  taking  effect 
unless  previously  accepted  as  one  of  the  required  means 
oi  exit  or  escape  by  the  administrative  official  having  juris¬ 
diction,  shall  conform  in  every  respect  to  the  provisions  of 
these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
section  271-1  of  the  Labor  Law,  in  any  building  erected 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  factory,  exceeding  nine  stories  in  height,  or  more  than 
99  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  obstruc¬ 
tions. 

Section  2  Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 
buildings  five  stones  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty-five 
persons  employed  above  the  second  story,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit,  and  the  landings 
plattorms  and  passageways  connected  therewith,  shall  be 
enclosed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair- 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

% 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

1  he  term  contents  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or  in 
the  process  of  manufacture. 

fhe  term  combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

1  lie  term  sprinkler  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
good  working  order  on  each  floor. 

•Vr6  tei,'m  "slory”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;— the  first  story  is  that  part  of  a  building  which  is 
more  than  50  per  cent  above  the  floor  level  and  the  floor 
next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of 
the  roof  boarding.  That  portion  of  the  under  side  of  the 
root  beams  within  the  stair  enclosure  shall  be  covered  with 
fire-resisting  material,  except  in  buildings  with  roofs  of 
non-combustible  material,  in  which  case  the  partitions  may- 
stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead.  The 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvers  or  ventilators,  or  exterior  windows  with  ventilating- 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  m  the  exterior  wall  of  the  building 
The  bottom  of  the  enclosure  shall  be  of  fireproof  mate- 
nal  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule  when 
)°t  i  sides  ol  the  fire  wall  or  walls  are  occupied  on  any 
lactory  floor  by  the  same  occupant. 

Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  Of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairvvay  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire-resisting  material  from  floor 
Sjde  °f  door  ab°ve>  including  any  exposed  stair 
solfits,  landings  and  passageways;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  iiounds 
Volatile  inflammable  oils,  1  gallon. 

Yolatile  inflammable  mixtures,  5  gallons. 

(ynnbustible  mixtures,  10  gallons." 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages).  h 

J  he  Board  shall  rule  upon  new  occupants  as  they  arise 
and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated  as 
fhe  entire  stairway  shall  be  enclosed  in  fire-resisting 

5  em^d  at 

in^wo-Sto^Fac^tm-y^Bufld^ngs .^"nC^°SUreS  °f 

L  Required  Exits^— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  191 3,  in  which  more  than 
five  Persons  are  employed  at  manufacturing,  there  shall  be 
provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
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open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit/ or  to  an  exterior  screened  stairway,  or  to  a 
fire  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
of  these  rules.  Except  that  exit  door  shall  be  a  fire  door 
with  substantial  steps  to  the  sills  properly  secured  when  sill 
is  more  than  8  inches  above  the  floor  level;  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
shall  be  provided  from  top  balcony  to  the  roof,  except  on 
the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape  or 
exterior  screened  stairway  shall  be  as  required  by  section 
273,  Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
the  street  No  point  on  any  floor  of  such  building  shall  be 
more  than  one  hundred  and  fifty  (150)  feet  distant  from 
such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified  in 
Rule  7  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy,  all  interior  stairways 
serving  as  required  means  of  exit  shall  be  enclosed  from 
the  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
floor  by  partitions  of  fire-resisting  material,  unless  the 
building  is  provided  with  a  wet  sprinkler  system,  in  winch 
ca.se  such  enclosure  of  stairways  sha.ll  not  be  required. 
Such  enclosures  shall  lead  directly  'to  a  door  opening  out¬ 
wardly  to  a  street  or  road,  or  an  open  area  affording  unob¬ 
structed  passage  to  a  street  or  road.  All  openings  in  such 
enclosure  shall  be  provided  with  fire  doors  equipped  witn 

self-closing  devices.  r  _  .  „  .  , 

All  reference  herein  to  "Enclosure  of  Stairways  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
of  a  stand  to  be  built  of  incombustible  material  and  wire 
glass  or  J4~inch-thick  plate  glass  for  the  retail  sale  of  cigai  s, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  ’the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2k2-gallon  chemical  fire  extinguisher. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend  to  the, 
roof  where  there  is  no  safe  egress  from  the  roof,  under 
Sections  270,  271  and  272,  Labor  Law. 

(a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
fire  escape,  party  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
roof  or  parapet  wall  of  the  building  in  question. 


(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 
roof  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  is 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  1  he  scuttle  cover  shall  be  hingec 
and  of  light  weight  construction,  or  be  counter-balanced. 
An  easily  operated  hook  may  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10  feet 
from  the  open  edge  of  the  roof,  an  iron  railing  properly 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  be 
provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS 

Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 
any  factory  or  factory  building,  there  exist  other  means  oi 
egress  which  are  not  entirely  in  accordance  with  the  re 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Loard 
of  Standards  and  Appeals,  such  means  of  egress  may  be 
retained  under  the  following  conditions : 

(a)  Fire  escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  maintained,  structurally  safe,  prop¬ 
erly  painted,  and  with  the  openings  leading  thereto,  kept  in 

good  repair.  .  ,  , 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in.  a 
court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the  author¬ 
ities  having  jurisdiction.  .  , 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob- 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways— All  interior  stairways 

not  conforming  to  the  requirements  of  the  Labor  Law  oi 
rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  unob¬ 
structed,  halls  are  properly  lighted,  and  all  landings,  pas¬ 
sageways,  etc.,  are  maintained  free  and  unobstructed.  An 
easily  operated  panic  bolt  or  other  similar  device  may  be 
installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways.  —  Exterior 

screened  stairways  not  serving  as  a  required  means  of  egress 
shall  be  maintained  structurally  safe  and  properly  painted, 
exits  thereto  and  all  platforms  and  passageways  thereof 
shall  be  maintained  unobstructed  and  egress  from  termina¬ 
tion  shall  be  provided  as  required  for  substandard  fire 
escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges.— Horizontal  bridges  and 

party  wall  balconies  between  buildings  shall  be  maintained 
structurally  safe  and  properly  painted,  and  access  thereto 
and  all  passageways  thereof  shall  be  maintained  unob¬ 
structed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  at 

openings  leading  to  these  substandard  exits. 
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PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or'  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 


HARRIS  H.  MURDOCK,  Chairman. 
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COURT  DECISION. 

In  the  Matter  of  Meyer  vs.  Murdock: — Under  Cal.  No.  227- 
45-BZ,  the  Board  denied  on  July  17,  1945,  an  application 
under  section  21  for  a  zoning  variance,  to  permit  extension 
of  a  building  to  occupy  more  than  60%  of  the  area  ot  the 
lot  contrary  to  section  13  of  the  Zoning  Resolution;  premises 
146-06  to  146-10  Hillside  Ave.,  Jamaica,  Borough  of  Queens. 

The  applicant  claimed  hardship  partly  because  of  the  tact 
that  he  had  obtained  approval  of  his  plans  prior  to  the  amend¬ 
ment  of  the  Zoning  Resolution,  effective  December  2,  1944. 
No  permit  was,  however,  obtained,  and  no  work  was  done. 
Upon  court  review,  Mr.  Justice  Nova  upheld  the  Board  s 
denial,  stating,  in  part:  “*  *  *  From  the  papers  submitted 
herein  it  appears  that  the  Board  of  Standards  and  Appeals 
denied  petitioner’s  application  for  the  reason  that  petitioner  s 
difficulties  are  not  beyond  adjustment  in  that  he  can  readily 
redesign  his  factory  building  in  a  manner  conforming  to  the 
area  restriction  and  at  the  same  time  meet  the  contemplated 
expansion  of  his  business.  The  board  also  held  that  a  vari¬ 
ance  in  favor  of  the  petitioner  would  result  in  imposing  an 
unnecessary  hardship  upon  the  other  property  owners  in  the 
C  area  district,  whose  properties  are  similarly  restricted  by 
the  60%  area  limitation;  that  thus  a  favor  would  be  con¬ 
ferred  upon  one  owner  to  the  unjustifiable  detriment  of 
all  the  other  owners  in  this  C  area  district.  Further,  the  light 
and  ventilation  to  which  they  are  entitled  under  the  restric- 
five  provision  would  be  substantially  diminished  while  they 
in  turn  would  be  required  to  restrict  the  area  use  of  their 
properties  for  the  benefit  of  the  property  of  the  petitioner, 
and  that  such  a  result  would  not  only  bring  about  disharmony 
in  the  development  of  the  area  but  would  deny  substantial 
justice.  It  would  seem  to  me  that  petitioner  has  not  presented 
any  compelling  reason  why  this  court  should  substitute  its 
judgment  for  that  of  the  board  of  standards  and  appeals  and 
the  facts  indicate  that  there  has  been  no  abuse  of  discretion 
upon  its  part.  Moreover,  I  am  also  of  the  opinion  that  peti¬ 
tioner  has  acquired  no  vested  rights  to  proceed  with  the 
proposed  construction  in  accordance  with  the  plans  originally 
approved.  Petitioner  had  not  secured  a  building  permit  to 
proceed  with  the  alteration  of  the  existing  building  and  no 
construction  had  been  commenced  prior  to  the  amendment 
of  the  Building  Zone  Resolution.  In  the  absence  of  such 
building  permit  and  the  commencement  of  actual  construction, 
no  vested  rights  were  acquired  by  the  petitioner  even  though 
he  may  have  made  some  expenditures  and  incurred  some 
obligations  in  reliance  upon  the  approved  plans”.  (N.  Y. 
L.  J.,  Aug.  26,  1946,  page  333.) 


DOCKET 

New  Cases  Filed  up  to  September  10,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

628-46-A— H.B.Q.— 128-03  172nd  street,  southeast  corner 
of  128th  avenue  (Block  12520,  Lot  9),  Jamaica,  Borough 
of  Queens  (Under  section  35,  General  City  Law  re  bed 
of  mapped  street — 128th  avenue),  Alt.  2234-46. 


629-46-SM— J.R.  Cement  Blocks,  manufactured  by 

Joseph  Rupolo,  Material. 


630-46-BZ — H.B.M. — 113  East  37th  street,  north  side, 
189  ft.  east  of  Park  avenue  (Block  893,  Lot  11),  Borough  of 
Manhattan,  Alt.  1413-46. 


631-46-BZ — H.B.M. — 328  West  8th  street,  south  side, 
220.3  ft.  west  of  Avenue  C  (Block  390,  Lot  22),  Borough  of 
Manhattan,  Alt.  1849-46. 


632-46-BZ— H.B.B.— -2054-2076  Pitkin  avenue,  238-240 
Pennsylvania  avenue,  southwest  corner  and  225-235  Sheffield 
avenue  (Block  3737,  Lots  14,  16  and  21).  Borough  of 
Brooklyn,  N.B.  1307-46. 


633-46-BZ — H.B.B. — 3502  Church  avenue  and  179  East 
35th  street,  southeast  corner  (Block  4889,  Lot  1),  Borough 
of  Brooklyn,  Alt.  3518-46. 


634-46-BZ — H.B.B. — 578  Grand  street,  south  side,  20  ft. 
east  of  Lorimer  street  (Block  2786,  Lot  7),  Borough  of 
Brooklyn,  Alt.  2751-46. 


635-46-A— H.B.Q.— 120-56  to  120-48  234th  street,  north¬ 
west  corner  of  121st  avenue  and  west  side,  40  ft.  and  80  ft. 
north  of  121st  avenue  (Block  12818,  part  of  Lot  1)  ;  120-47 
to  120-55  233rd  street,  northeast  corner  of  121st  avenue  and 
east  side,  40  ft.  and  80  ft.  north  of  121st  avenue  (Block 
12818,  part  of  Lot  1)  ;  120-48  to  120-56  233rd  street,  north¬ 
west  corner  of  121st  avenue  and  west  side,  40  ft.  and  80  ft. 
north  of  121st  avenue  (Block  12817,  part  of  Lot  1)  ;  120-47 
to  120-55  232nd  street,  northeast  corner'  of  121st  avenue  and 
east  side,  40  ft.  and  80  ft.  north  of  121st  avenue  (Block 
12817,  part  of  Lot  1)  and  120-48  to  120-56  232nd  street, 
northwest  corner  of  121st  avenue  and  west  side,  40  ft.  and 
80  ft.  north  of  121st  avenue  (Block  12816,  part  of  Lot  1), 
St. Albans,  Borough  of  Queens,  N.B. 5394-46,  5393-46,  5392- 
46,  5418-46,  5417-46,  5416-46,  5410-46,  5409-46,  5408-46, 
7562-46,  7561-46,  7560-46,  7570-46,  7569-46  and  7568-46. 


636-46-A — H.B.B. — 254  Navy  street,  west  side,  175  ft. 
south  of  Lafayette  avenue  (2nd  floor)  ;  (Block  2086,  Lots 
31-32).  Borough  of  Brooklyn,  Apr.  6656-46. 


637- 46-BZ — H.B.B. — 13-19  North  Oxford  street,  east  side, 
108  ft.  5  in.  south  of  Flushing  avenue  (Block  2029,  Lots 
15-17),  Borough  of  Brooklyn,  Alt.  1755-46. 

638- 46-SM — Arrow  Concrete  Blocks,  manufactured  by 
Joseph  Robin,  Joseph  Rossi  and  Salvatore  D’Auria,  d/b/a 
Arrow  Cement  Finishing  and  Block  Manufacturing  Co.,  Ma¬ 
terial. 


639-45-H.B  Bx. — 575  East  242nd  street,  north  side,  95.19 
ft.  west  of  Carpenter  avenue  (Block  5104,  Lots  14,  20  and 
22),  Borough  of  The  Bronx,  Amendment  to  Alt.  376-45. 


610-46-BZ — H.B.Q. — 68-01  to  68-31  Fresh  Meadow  lane, 
175-02  to  175-18  68th  avenue,  southeast  corner  and  176-01 
to  176-09  69th  avenue,  northeast  corner  Fresh  Meadow  lane 
(Block  6930,  Lots  1,  11  and  15),  Flushing,  Borough  of 
Queens,  Alt.  1906-45. 

641-46-A — H.B.Q. — 68-01  to  68-31  Fresh  Meadow  lane, 
175-02  to  175-18  68th  avenue,  southeast  corner  and  176-01 
to  176-09  69th  avenue,  northeast  corner  of  Fresh  Meadow 
lane  (Block  6930,  Lots  1,  11  and  15),  Flushing,  Borough  of 
Queens,  Alt.  1906-45. 

G42-46-BZ — H.B.M. — 2075  8th  avenue,  west  side,  50  ft. 
7  in.  north  of  West  112th  street  (Block  1847,  Lot  21),  Bor¬ 
ough  of  Manhattan,  Alt.  1890-46. 


643-46-A— H.B.M— 137  West  14th  street,  north  side,  300 
ft.  east  of  7th  avenue  (Block  790,  Lot  15),  Borough  of 
Manhattan,  Alt.  1801-46. 


644-46-A— H.B.M.— 253-255  West  29th  street,  north  side, 
125  ft.  east  of  8th  avenue  (Blpck  779,  Lots  8  and  9),  Bor¬ 
ough  of  Manhattan,  Amendment  to  N.B.81-46. 
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Restored  to  Calendar. 

55-46-A  H.B.M. — 312-314  Bowery,  west  side,  40  ft.  4  in 
80111,1  of  Bleecker  street  (Block  521,  Lot  75),  Borough  of 
Manhattan,  Misc.  F.P.  2349-45 


257-46-A  F.  D.  74  Broad  street  and  2  Marketfield 
street,  southwest  corner  (Block  11,  Lot  17),  Borough  of 
Manhattan,  15796-LF  and  Decision. 


1207-40-SM  Johns-Manville  Insulating  Board,  manu 
factured  by  Johns-Manville  Sales  Corp.,  Material. 


235-36-BZ — H.B.Q. — 72-27  Cypress  Hills  street,  north¬ 
east  side,  199.41  ft.  south  of  Myrtle  avenue  (Block  3600, 
Lot  125),  Glendale,  Borough  of  Queens,  Applic.  1127-40. 


748-27-BZ  H.B.B. — 2965  86th  street  and  2526  McDonald 
avenue,  northwest  corner  (Block  7170,  Lot  37),  Borough  of 
Brooklyn,  Alt.  2687-46. 


1131-23-BZ  H.B.M. — 503-509  West  166th  street,  north 
side,  100  ft.  west  of  Amsterdam  avenue  (Block  2123,  Lot 
70),  Borough  of  Manhattan,  Amendment  to  Alt.  688-46. 


289-40-BZ — H.B.Bx. — 103  Bruckner  boulevard,  north 
side,  195  ft.  west  of  Brown  place  (formerly  447-457  East 
133rd  street,  north  side,  200  ft.  west  of  Brown  place)  ; 
(Block  2278,  Lots  64  and  69),  Borough  of  The  Bronx, 
Amendment  to  Alt.  960-39. 


Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

•••••••■•«  •••••••••««#, .Sept 

Concrete  Rules  (Hydrated  Lime)...  Aug 

Llevator  Rules  . Alar 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . . 

Factory  Exit  Rules . ..."..Sept. 

Fire  Alarm  Rules  (Interior)  .  June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

Fireproof  Wood,  Testing  of Apr.' 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Buies  . Apr 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . "  I  une 

Insulating  Fibre  Board  Rules.  .....  June 
Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Aug 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Sept. 

Procedure,  Rules  of .  Sept 

Refrigerating  Systems,  Extract  A.CLAug.’ 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . Tune 

Standpipe  Fireline  Rules . .  .  ’ .  June 

Structural  Alterations,  Reporting.  ..  fune 

Tank  Trucks,  Fuel  Oil,  etc . Nov 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Sept. 


t  Publication  in  Bulletin 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 

3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 


10,  1946- 
10,  1946- 
18,  1946- 
25,  1946- 


-Vol.  31,  No.  37 
-Vol.  31,  No.  37 
-Vol.  31,  No.  25 
-Vol.  31,  No.  26 


25,  1946— Vol.  31,  No.  26 


3,  1946- 
13,  1937- 
21,  1919- 

23,  1946- 
7,  1925- 
5,  1928- 
18,  1946- 

9,  1946- 
17,  1946- 


-Vol.  31,  No.  36 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  25 

-Vol.  31,  No.  15 
-Vol.  30,  No.  38 


17,  1946— Vol.  30,  No.  38 


6,  1946- 
24,  1936- 
3,  1937- 


17,  1946- 

7,  1937- 

6,  1946- 
17,  1946- 
29,  1937- 

8,  1937- 

7,  1932- 
24,  1936- 
24,  1936- 


-Vol.  31,  No.  32 
-Vol.  21,  No.  47 
-Vol.  22,  No.  31 


-Vol.  30, 
-Vol.  22, 
-Vol.  31, 
-Vol.  30, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  38 
No.  36 
No.  32 
No.  38 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


3,  1946— Vol.  31,  No.  36 


779-38-SA  M.  &  S.  Computing  Gasoline  Pump,  Appli-  Approved  appliances  and  materials  are  printed  in  the 
ance.  Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 


1326-39-SA — Tokheim  Motor  Fuel  Dispensing  Pump, 
Appliance. 


572-38-SA — Gilbarco  Gasoline  Dispensing  Pump,  Appli¬ 
ance. 


954-38-SA — National  Gasoline  Pumps,  Appliance. 


746-38-SA — Bennett  Pumps  for  Motor  Fuels,  Appliance. 


130-40-SA — isfeptune  Red  Seal  Computer  and  Non- 
Computer  Pump,  Model  855,  Appliance. 


452-40-SA — Erie  Gasoline  Dispensing  Pump,  Appliance. 


B^.Sl.GJf^TIONS!  H-B — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  ’  H.B.Q. _ De¬ 

partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A — Dept,  of  Marine  and  Aviation. 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 


RULES 

Last  Publication  In  Bulletin 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


SEPTEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

luesday  morning,  September  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

392-46-BZ— Application,  Alay  29,  1946,  under  section  21 
of  the  zoning  resolution,  of  Anastasios  Catsanos,  applicant, 
on  behalf  of  John  H.  Limpert,  owner,  to  permit  in  a  retail 
use,  B  area  district,  the  proposed  extension  to  existing  build¬ 
ing  using  more  than  Jhe  area  permitted;  premises  106  West 
45th  street,  south  side,  103  ft.  west  of  Avenue  of  The 
Americas  (6th  avenue);  (Block  997,  Lot  37),  Borough  of 
Alanhattan. 

401-31-BZ  Application  of  Sidney  L.  Strauss,  applicant, 
on  behalf  of  446  West  44th  Street,  Inc.,  owner,  reopened 
December  11,  1945,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  oflice  and 
lubritorium ;  premises  624-626  Atlantic  avenue,  and  95th 
avenue,  northeast  corner  and  627  Pacific  street  (Block 
1119,  Lot  1),  Borough  of  Brooklyn. 

383-46-BZ— Application,  Alay  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
rOtary  street,  south  side,  91  ft.  east  of  Prince  street  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 


1027 


CALENDAR 


246-44-BZ — Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
trreen  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a  ’  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  ot  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry -cleaning 
department  and  finishing  department;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

1081-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Francis  H.  Luce,  owner  reopened  July 
9,  1946  for  consideration  as  to  extension  of  term  ol  variance 
—Application,  previously  granted  on  condition,  under  section 
7e  of  the  zoning  resolution,  for  a  term  of  two  years,  per¬ 
mitting  in  a  local  retail  use  district,  the  conversion  of  occu¬ 
pancy  of  the  cellar  story  of  the  building  to  a  bowling  alley; 
the  said  bowling  alley  having  a  proposed  entrance  located 
more  than  twenty-five  (25)  feet  from  the  business  street; 
premises  102-43  to  102-55  Queens  boulevard,  northeast  corner 
of  68th  street  (Block  2137,  Lot  1),  Forest  Hills,  Borough 
of  Queens. 

872-28-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  2311  Grand  Concourse  Corp.,  owner,  (Manox 
Theatre  Corp.  and  Jacob  Rosenblum,  lessees),  reopened 
February  20,  1945,  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign ;  premises 
2301-2313  Grand  Concourse,  and  163-169  East  183rd  street, 
northwest  corner  (Block  3164,  Lot  31),  Borough  of  The 
Bronx. 

583-45-BZ— Application  of  Jules  Lewis,  applicant,  on  be¬ 
half  of  Cord  Trading  Corp.  owner,  reopened  June  4,  1946, 
under  sections  7b  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  and  business  use  district,  the  proposed 
area  to  be  used  for  manufacturing  in  excess  of  twenty-five 
(25)  per  cent  (previously  granted  by  the  Board)  ;  premises 
3^8-402  Hudson  street,  264-270  West  Houston  street,  north¬ 
east  corner  and  22-28  Clarkson  street  (Block  581,  Lots  45-53 
and  83),  Borough  of  Manhattan. 

532-46-BZ — Application,  July  10,  1946,  under  section  7 h 
of  the  zoning  resolution,  of  The  Good  Neighbor  Building 
Inc.,  applicant  and  owner,  to  permit  in  a  residence  and  retail 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1300-1306  (920-926)  Avenue  ot 
The  Americas  (6th  avenue),  61-67  West  52nd  street  north¬ 
east  corner  and  56-64  West  53rd  street,  south  side,  103.67  ft. 
east  of  6th  avenue  (Block  1268,  Lot  1),  Borough  of  Man¬ 
hattan. 

856-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Louis  Fatato,  owner,  reopened  Septem¬ 
ber  18  1945,  under  section  7f  of  the  zoning  resolution,  to 
permit’  in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  storage  of  beer  and  repair  shop  for  owner  s 
use  (previously  granted  by  the  Board)  ;  premises  298  318 
2nd  street  and  303-311  4th  avenue,  southeast  corner  (Block 
974,  Lots  6,  12,  15  and  17),  Borough  of  Brooklyn. 

250-46-BZ— Application,  April  10,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  John  Joseph  Carroll, 
applicant,  on  behalf  of  Margaret  Fennell,  owner,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
business  garage  for  five  trucks,  express  storage  and  office  to 
public  garage  for  more  than  five  (5)  motor  vehicles;  premi¬ 
ses  95-105  Vanderbilt  avenue,  east  side,  290  ft.  7;H$  in.  south 
of  Park  avenue  (Block  1887,  Lot  24),  Borough  of  Brooklyn. 

275-46-BZ— Application,  April  17,  1946,  under  section  21 

of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Home  Refunding  Corp.,  owner,  to  permit 
in  an  unrestricted  use,  C  area  district,  the  extension  of  exist¬ 


ing  building  using  more  than  the  area  permitted ;  premises 
6409-6411  8th  avenue,  east  side,  60  ft.  south  of  64th  street 
(Block  5742,  Lot  6),  Borough  of  Brooklyn. 

389-46-BZ — Application,  May  22,  1946,  under  section  7h 

of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  5045  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  for  a  term  of  two  (2)  years;  premises  1U/- 
111  East  30th  street,  north  side,  90  ft.  east  of  4th  avenue 
(Block  886,  Lots  8,  9  and  10),  Borough  of  Manhattan. 

569-46-BZ— Application  July  24,  1946,  under  section  7e  of 
the  zoning  resolution  of  The  Grabler  Manufacturing  Co., 
applicant  and  lessee,  on  behalf  of  Harriet  Weiner  and  Harry 
Weiner,  owners,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  public  garage  to  storage  warehouse 
and  office;  premises  49-10  47th  avenue,  south  side,  30  ft.  east 
of  49th  street  (Block  2287,  Lot  28),  Woodside,  Borough  of 
Queens. 

355-45-BZ— Application,  June  5,  1945,  under  sections  7c 
and  7i  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Ben  H.  Sanders  and  Henry  A. 
Doten,  owners,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  of  a  portion  of  the  building  from  auto 
laundry  to  motor  vehicle  repair  shop ;  premises  50-24  Queens 
boulevard,  south  side,  193.20  ft.  east  of  50th  street  (Block 
2283,  Lot  43),  Woodside,  Borough  of  Queens. 

191- 46-BZ — Application,  March  8,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Charles  G.  Bond, 
applicant,  on  behalf  of  Carmine  Vivolo,  owner,  to  permit 
in  a  residence  use,  D  area  district,  restaurant,  banquet 
hall  meeting  room  and  two  families,  using  more  than 
the  permitted  area;  premises  8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897,  Lot  18), 
Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

192- 46-A— 8821-8829  26th  avenue,  south  side,  210  ft. 
east  of  Harway  avenue  (Block  6897,  Lot  18),  Borough  of 
Brooklyn. 

392-45-A — 50-24  Queens  boulevard,  south  side,  193.20  ft. 
east  of  50th  street  (1st  floor);  (Block  2283  Lot  43), 
Woodside,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  proposed  mapped  street  51st  street). 

446-46- A — 52-56  Garden  street,  south  side,  114  ft.  5  in. 
west  of  Bushwick  avenue  (1st  floor)  ;  (Block  3137,  Lot  86), 
Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  17,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  September  17,  1946,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

499-46-A — 147-73  Springfield  lane,  east  side,  693.1  ft. 
south  of  147th  avenue  (Block  4625,  Lot  20),  Springfield 
Gardens,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 224th  street). 

519-46-A— 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 
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199-46-A — 516  3rd  avenue,  west  side,  75  ft.  south  of  East 
35th  street  (2nd  floor)  ;  (Block  890,  Lot  46),  Borough  of 
Manhattan  (reopened  and  restored  to  calendar  July  23,  1946; 
previously  dismissed  for  lack  of  prosecution). 

621-46- A — 32  West  86th  street,  south  side,  325  ft.  east  of 
Columbus  avenue  (Block  1199,  Lot  51),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 

!  minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

1063-27-BZ — Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation,  owner,  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
by  the  Board)  increasing  the  area  of  station ;  premises 
133-44  150th  street,  and  149-12  North  Conduit  avenue, 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  56), 
South  Jamaica,  Borough  of  Queens. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 

(behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

175-45-BZ — Application  of  Joseph  M.  Lonergan,  applicant 
on  behalf  of  William  Stroh,  owner,  reopened  July  23,  1946, 
for  consideration  as  to  extension  of  time  to  complete 
work — Application  previously  granted  on  condition,  un¬ 
der  section  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  extension  of  a  business  use  now 
existing  on  the  1st  story,  to  the  2nd  story;  premises  403 
East  Houston  street  and  126-128  Sheriff  street,  southeast 
corner  (Block  335,  Lots  10  and  11),  Borough  of 
Manhattan. 

366-32-BZ — Application  of  Morris  Kraushaar,  applicant 
and  owner,  reopened  July  23,  1946,  for  consideration  as  to 
extension  of  term  of  variance — Application  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop,  for  a  term  of 
five  years;  premises  1385-1395  Webster  avenue,  west  side, 
772.49  ft.  north  of  East  169th  street  (Block  2887,  Lots  151 
to  155,  inclusive),  Borough  of  The  Bronx. 

104-41-BZ — Application  of  Potters  Brothers,  Inc.,  appli¬ 
cant  and  owner,  reopened  July  23,  1946,  for  consideration 
as  to  extension  of  permit — Application  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  factory  building  18  ft.  above  the  curb 
level  in  excess  of  the  limitations  set  by  the  building  zone 
resolution,  for  a  term  of  five  years;  premises  150-22  Tahoe 
street,  west  side,  170.14  ft.  south  of  Albert  road  and  150-25 
Centreville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of  Queens. 


285-36-BZ  Application  of  Henry  C.  Brucker,  applicant, 
on  behaii  oi  Otto  Gebhardt,  owner  (Revonah  Laundry,  Inc., 
tssee),  reopened  September  10,  1946,  for  consideration  as 
to  extension  of  variance — Application  previously  granted 
on  condition,  under  sections  7f  and  7i  of  the  zoning  reso¬ 
lution,  tor  a  term  of  five  years,  permitting  in  a  business 
use  distiict,  the  storage  of  more  than  five  (5)  motor  vehicles 
(previously  granted  on  condition — re  change  of  occupancy  of 
an  existing  building  to  a  garage  for  more  than  five '(5) 
motor  vehicles,  motor  vehicle  repair  shop  and,  also,  gasoline 
service  station;  premises  72-27  Cypress  Hills  street,  north¬ 
east  side,  199.41  ft.  south  of  Myrtle  avenue  (Block  3600, 
Lot  125),  Glendale,  Borough  of  Queens. 

289-40-BZ— -Application  of  William  H.  Fuhrer,  applicant, 
on  behalf  of  Lerad  Realty  Corp.,  owner,  reopened  September 
10,  1946,  for  consideration  as  to  extension  of  time  to  com¬ 
plete  work  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  extension  in 
height  of  an  existing  milk  bottling  and  distributing  station  ; 
premises  447-457  East  133rd  street,  north  side,  195  ft.  west 
of  Brown  place  (Block  2278,  Lots  64  and  69),  B  orough  of 
1  he  Bronx. 

480-38-BZ — Application  of  Paul  Friedman,  applicant,  on 
behalf  of  William  C.,  Carl  H.  and  Margarethe  Schoof, 
owners  (Margaret  Scott,  lessee),  reopened  July  9,  1946, 
under  sections  7f  and  7h  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district  bail  bond  office,  shelter,  and 
office  for  attendant,  parking  and  storage  of  more  than  five 
motor  vehicles  (previously  granted  by  the  Board),  and  out¬ 
door  display  and  sale  of  not  more  than  five  (5)  motor 
vehicles;  premises  41-43  Snyder  avenue,  north  side,  150  ft. 
west  of  Bedford  avenue  (Block  5103,  Lot  91),  Borough 
of  Brooklyn. 

578-46-BZ— Application,  July  31,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Bessy  Schwartz,  owner  (Michell  Friedman, 
lessee),  to  permit  in  a  business  use  district,  the  operation 
and  maintenance  of  a  wet  wash  laundry,  .  for  a  term 
of  years;  premises  2917  Mermaid  avenue,  north  side,  65  ft. 
east  of  West  30th  street  (Block  7010,  part  of  Lot  50), 
Borough  of  Brooklyn. 

536-46-BZ — Application,  July  2,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  ap¬ 
plicant,  on  behalf  of  430  East  138th  Street  Corp.,  owner 
(Peter  J.  Kelly,  lessee),  to  permit  in  a  retail  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for 
a  term  of  five  years;  premises  430  East  138th  street,  south 
side,  300.07  ft.  east  of  Willis  avenue  (Block  2282,  part  of 
Lot  18),  Borough  of  The  Bronx. 

581-46-BZ — Application,  August  5,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  ap¬ 
plicant,  on  behalf  of  Esther  Stein,  owner  (William  M. 
Hastings,  lessee),  to  permit  in  a  business  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  802  East  180th  street, 
south  side,  20.2  ft.  east  of  Mapes  avenue  (Block  3108,  Lot 
16),  Borough  of  The  Bronx. 

469-46-BZ — Application,  June  24,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Michael  A.  Cardo, 
applicant,  on  behalf  of  Louis  Forte,  owner,  to  permit  in 
a  residence  and  business  use  district,  the  erection  of  a  build¬ 
ing  proposed  for  stores  and  non-fireproof  class  “A”  mul¬ 
tiple  dwelling  for  a  term  of  years;  premises  2450-2456 
Eastchester  road,  and  1500-1506  Mace  avenue,  southeast 
corner  (Block  4478,  Lot  32),  Borough  of  The  Bronx. 

574-46-BZ — Application,  July  17,  1946,  under  sections 
7b,  7c  and  21  of  the  zoning  resolution,  of  James  F.  Con¬ 
nell,  applicant,  on  behalf  of  Mary  E.  Marraccini,  owner, 
to  permit  in  a  residence  and  business-1  use  district,  the 
alteration  to  an  abandoned  building  to  be  used  for  manu¬ 
facturing;  premises  1456-1464  South  Railroad  avenue  (for¬ 
merly  6th  street),  south  side,  53.96  ft.  west  of  Rose  avenue 
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(Block  4212,  Lots  37,  40  and  part  of  Lot  43),  New  Dorp, 
Borough  of  Richmond. 

454-46-BZ — Application,  June  20,  1946,  under  sections 
7b,  7f  and  21  of  the  zoning  resolution,  of  Kitzler  and 
Nurick,  applicant  on  behalf  of  Castle  Brothers,  Inc.,  owners, 
to  permit  in  a  business  and  unrestricted  use  district,  the  dis¬ 
play,  sales  and  storage  of  more  than  five  (5)  motor  vehicles, 
for  a  term  of  years ;  premises  54-64  Woods  place,  west  side, 
33  ft.  9  in.  north  of  Snyder  avenue  (Block  5107,  Lot  24), 
Borough  of  Brooklyn. 

496-46-BZ— Application,  June  28,  1946,  under  sections 
7c  and  7e  of  the  zoning  resolution,  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  21  La  Salle  Street  Corp.,  owner,  to 
permit  in  a  business  use  district,  more  than  the  area  per¬ 
mitted  for  manufacturing,  for  a  term  of  years;  premises 
450  West  125th  street,  and  21-25  La  Salle  street,  southwest 
corner  (Block  1966,  Lot  5),  Borough  of  Manhattan. 

435-41-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Dolorita  Wallace,  owner,  reopened  May  14, 
1946,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station;  premises  737  East  149th 
street,  and  549  Concord  avenue,  northwest  corner  (Block 
2641,  Lots  18,  19  and  20),  Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

295-46-A — 688  Woodward  avenue,  west  side,  25  ft.  north 
of  Palmetto  street  (Block  3468,  Lot  49),  Ridgewood,  Bor¬ 
ough  of  Queens. 

369-46-A — 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block 
227,  Lot  63),  Borough  of  Manhattan. 

628-46-A — 128-03  172nd  street,  southeast  corner  of  128th 
avenue  (Block  12520,  Lot  9),  Jamaica,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of  mapped 
street— 128th  avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  pubfic  hearing 
Tuesday  afternoon,  September  24,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters: 

Appeals  from  Administrative  Decisions. 

189-46-A — 422-438  Fulton  street,  south  side,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Floyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

560-46-A — 754-756  7th  avenue,  west  side,  41  ft.  6  in.  south 
of  50th  street  (5th  and  6th  floors)  ;  (Block  1021,  Lot  34), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  1,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  1,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

206-27-BZ — Application  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 
9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 


261-46-BZ — Application,  April  12,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Glencoe  Realty  Corp.,  owner,  to  permit  in  a 
retail  use,  D  area  district,  the  erection  of  a  building,  using 
more  than  the  area  permitted ;  premises  94-05  63rd  drive, 
west  side,  50  ft.  north  of  Booth  street  (Block  3081,  Lots  127, 
128  and  129),  Forest  Hills,  Borough  of  Queens. 

576-46-BZ — Application,  July  31,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on  be¬ 
half  of  Duberry  Realty  Corp.,  owner  (Steve  Leppielo, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  183-185 
Mulberry  street,  west  side,  35  ft.  south  of  Kenmare  street 
(Block  481,  part  of  Lot  33),  Borough  of  Manhattan. 

592-46-BZ — Application,  August  15,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Norman  Lederer  and 
Leonard  Joseph,  applicants,  on  behalf  of  Woodcrest  Con¬ 
struction  Co.,  owner,  to  permit  in  a  business  use  district,  the 
erection  of  a  public  garage  for  the  storage  of  more  than  five 
(5)  trucks  and  automobiles;  premises  40-34  Crescent  street, 
west  side,  100  ft.  north  of  41st  avenue  (Block  407,  Lot  37), 
Long  Island  City,  Borough  of  Queens. 

614-46-BZ— Application,  August  27,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Dasol  Realty  Corp.,  owner,  to  permit 
in  a  local  retail  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  105  Amsterdam  avenue,  east  side. 
50  ft.  5  in.  north  of  West  64th  street  (Block  1436,  Lot  3), 
Borough  of  Manhattan. 

631-46-BZ — Application,  September  4,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Ludwig  P  Bono, 
applicant,  on  behalf  of  Silva  Realty  Corp.,  owner  (Bert  S. 
Good,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  328  East 
8th  street,  south  side,  220.3  ft.  west  of  Avenue  C  (Block 
390,  Lot  22),  Borough  of  Manhattan. 

624-46-BZ — Application,  September  3,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono, 
applicant,  on  behalf  of  Silva  Realty  Corp.,  owner  (Bert  S. 
Good,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  112 
Suffolk  street,  east  side,  150  ft.  south  of  Rivington  street 
(Block  348,  Lot  8),  Borough  of  Manhattan. 

110-43-BZ — Application  of  Milton  B.  Weissman,  appli¬ 
cant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
4,  1946,  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  by  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  bowling  alleys  on 
second  floor;  premises  6214-6224  4th  avenue,  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

677-46-BZ — Application  of  Leonard  Schultze  and  Asso¬ 
ciates,  applicants  on  behalf  of  Savings  Bank  Trust  Company, 
owner,  filed  September  17,  1946,  under  Section  21-C  for 
variation  of  the  area  requirements  of  the  zoning  resolution 
as  to  size  of  yards  and  lot  coverage;  premises  in  D,  E  and 
F  area  and  residence  and  business  use  districts :  Blocks 
bounded  by  Grand  Central  parkway,  Main  street,  LTnion 
turnpike,  and  Parsons  boulevard  (Block  6673,  Lots  3.  50, 
and  100,  Block  6674,  Lot  3,  Block  6692,  Lot  3,  Block  6693, 
Lot  3.  Block  6694,  Lot  101,  Block  6819,  Lot  2  and  Block 
6820,  Lot  3),  Flushing,  Borough  of  Queens. 

630-46-BZ — Application,  August  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  C.  Hahn,  appli¬ 
cant,  on  behalf  of  the  Y.  W.  C.  A.  of  the  City  of  New  York, 
owner,  to  permit  in  a  residence  use  district,  the  nroposed 
use  of  a  building  for  offices  for  a  Y.  W.  C.  A.  club ;  prem¬ 
ises  113  East  37th  street,  north  side,  189  ft.  east  of  Park  ave¬ 
nue  (Block  893,  Lot  11),  Borough  of  Manhattan. 
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Appeal  from  Administrative  Decision. 

517-46-A — 113  East  37th  street,  north  side,  189  ft.  east  of 
Park  avenue  (Block  893,  Lot  11),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  doors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


'1 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  10,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  July  16,  1946  and  Tuesday 
morning  and  afternoon,  July  23,  1946,  were  approved  as 
printed  in  Bulletin  Nos.  30,  31  and  32,  Volume  3b. 


ZONING  APPLICATIONS 

229-29-BZ 

APPLICANT — Julius  S.  Rapson,  for  Harry  J.  Hoechle, 
owner  (Frank  Carin,  Lessee). 

SUBJECT — Application  reopened  May  21,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7g  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  new  building  for  an  existing  gasoline  service 
station  (previously  granted  by  the  Board),  to  be 
used  for  gasoline  sales,  service  station  and  office. 
PREMISES  AFFECTED— 245-19  South  Conduit  boule¬ 
vard,  south  side,  109  ft.  east  of  Francis  Lewis  boule¬ 
vard  (Block  13615,  Lot  5),  Rosedale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Julius  S.  Rapson  and  Frank  Carin. 
For  Opposition:  None. 

For  Administration :  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  ■and  Buildings. 

ACTION  OF  BOARD — Application  taken  off  calendar  and 
referred  to  the  engineer  of  the  Board. 


583-45-BZ 

APPLICANT— Tules  Lewis, 


for  Cord  Trading  Corp., 


; 


owner. 

SUBJECT — Application  reopened  Tune  4,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7b  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  and  business  use  district,  the  pro¬ 
posed  area  to  be  used  for  manufacturing  in  excess 
of  twenty-five  (25)  per  cent  (previously  granted 
bv  the  Board). 

PREMISES  AFFECTED— 388-402  Hudson  street,  264-270 
West  Houston  street,  northeast  corner  and  22-28 
Clarkson  street  (Block  581,  Lots  45-53  and  83), 
Boroueh  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jules  Lewis. 

For  Opposition :  None. 


For  Administration :  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1946 
at  10  A.  M.  for  further  consideration  after  receipt 
of  additional  information  from  applicant. 


532-46-BZ 

APPLICANT — The  Good  Neighbor  Building  Inc.  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  and  retail  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1300-1306  (920-926)  Avenue  of 
The  Americas  (6th  avenue),  61-67  West  52nd  street, 
northeast  corner  and  56-64  West  53rd  street,  south 
side,  103.67  ft.  east  of  6th  avenue  (Block  1268,  Lot 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Walter  J.  O’Neil,  J.  Rapoport  and 
M.  Henlein. 

For  Opposition:  Lotty  C.  De  Vellier,  J.  Munro, 
Ruth  Ranson,  C.  Rich,  Thomas  Bress,  Julius 
Weiss  and  William  De  Vellier. 

For  Administration :  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1946 
at  10  A.  M.  for  decision  by  board  after  inspection 
and  correction  of  application,  new  decision. 


433-46-BZ 

APPLICANT — William  R.  Shirley,  of  Shirley  and  De- 
Shaw,  for  Lillian  Gilbert,  owner  (Metered  Laun¬ 
dries,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry, 
for  a  period  of  five  (5)  years. 

PREMISES  AFFECTED — 47-06  47th  avenue,  south  side, 
38  ft.  east  of  47th  street  (Block  2285,  Lot  25), 
Woodside.  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  R.  Shirley. 

For  Opposition :  George  Green  and  M.  H.  Oster- 
man. 

For  Administration :  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. 
Negative:  . 


4 

0 


THE  RESOLUTION  (433-46-BZ) 

Whereas,  William  R.  Shirley  for  Lillian  Gilbert,  owner 
(Metered  Laundries,  Inc.,  lessee),  filed  June  14,  1946,  an 
application  under  section  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  operation  and  main¬ 
tenance  of  a  wet  wash  laundry  for  a  period  of  five  (5)  years; 
affecting  premises:  47-06  47th  avenue,  south  side,  38  ft.  east 
of  47th  street  (Block  2285,  Lot  25),  Woodside,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  September  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  47th  avenue  is  in  business  use,  B  area  and 
Class  iy2  height  districts;  47th  street  is  in  residence  and 
business  use,  B  area  and  Class  lj/2  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  11,  1946,  re  Alt.  Applic.  1564-46,  reads: 

“1.  The  conversion  of  any  part  of  a  building  located 
in  a  business  zone  from  the  use  of  ‘store  and  apt.’  to  the 
use  of  ‘wet  wash  laundry,’  is  contrary  to  article  2,  sec. 
4a,  subsec.  51  of  the  Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  19  ft.  frontage  by  100.05  ft.  in  depth,  on  which  is  lo¬ 
cated  a  building  19  ft.  front  by  70  ft.  in  depth,  two  stories 
(24  ft.)  in  height,  of  Class  3  construction  and  that  it  is 
proposed  to  install  approved  Bendix  standard  washing  ma¬ 
chines  with  a  capacity  of  10  lbs.  each  of  dry  laundry ;  and 
Whereas,  the  applicant  contends  that  the  first  floor  of 
subject  premises  is  occupied  by  one  store  and  apartment,  the 
second  floor  for  one  apartment ;  that  it  is  proposed  to  install 
22  standard  home-type  electric  washing  machines,  each  opera¬ 
ted  by  yi  h.p.  motor  and  with  individual  capacity  for  10 
lbs.  of  dry  clothes;  that  the  laundry  will  have  only  two  em¬ 
ployees,  as  it  is  a  self-service  arrangement;  that  no  steam 
is  manufactured  on  premises  and  no  volatile  fluids  will  be 
used ;  that  there  will  be  no  noxious  odors  or  excessive  noise 
from  the  operation  of  the  proposed  establishment ;  that  there 
are  few  and  inadequate  sanitary  facilities  in  the  neighbor¬ 
hood  and  this  installation  will  prove  a  definite  contribution 
'  to  the  public  health  and  will  lighten  the  burden  of  the 
housewife;  that  the  Board  is  not  requested  to  differentiate 
between  nor  define  a  wet  wash  laundry,  but  to  grant  a  vari¬ 
ance  to  permit  the  lessee  to  operate  the  establishment  for  a 
period  of  five  years,  in  which  to  amortize  his  investment  and 
that  of  the  owner,  to  realize  sufficient  income  to  pay  taxes 
and  repairs ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied 
as  proposed  and  shown  on  plans  filed  with  this  application, 
marked  “Received  June  14,  1946  and  August  9,  1946”  (4 
sheets),  as  a  wet  wash  laundry  with  twenty-two  Bendix 
washing  machines,  as  approved  bv  the  Board  under  Cal. 
136-46-SA.  cm  condition  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comnlv  with  all  laws,  rules  and 
regulations  applicable  thereto  and  the  installation  and  main¬ 
tenance  of  such  machines  shall  be  in  accordance  with  the 
approval  of  the  Board  under  the  above  calendar  number : 
that  no  laundry  work  shall  be  done  on  the  premises  other 
than  in  the  machines  themselves  and  no  other  business 
carried  on:  and  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  months  from  the  date  of 
this  resolution. 


512-46-BZ 

APPLICANT — Joseph  Manteiga  and  Fred  Sanchez,  lessees, 
for  American  and  Foreign  Liquidation,  Inc.,  owner. 
SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 115  Madison  street,  northwest 
corner  of  Market  street  (Block  277,  Lot  20), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Manteiga. 

For  Opposition:  None. 

For  Administration:  F.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (512-46-BZ) 

Whereas,  Joseph  Monteiga  and  Fred  Sanchez,  applicant 
and  lessees,  for  American  and  Foreign  Liquidation  Inc., 
owner,  filed  July  1,  1946,  an  application  under  sections  7e  and 
21  of  the  zoning  resolution,  to  permit  in  a  retail  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry  for 
a  term  of  five  (5)  years;  affecting  premises:  115  Madison 
street,  northwest  corner  of  Market  street  (Block  277,  Lot 
20),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  September  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Madison  street  is  in  residence  and 
retail  use,  D  area  and  Class  1  height  districts ;  Market 
street  is  in  retail  use,  D  area  and  Class  1  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  27,  1946,  re  Alt.  Applic.  1361-46,  reads : 

“1.  Proposed  laundry  is  in  violation  of  Article  2 
Section  4a  subdivision  51  of  the  zoning  resolution  and 
is  therefore  not  acceptable. 

Note  this  building  is  located  in  a  retail  district  as 
indicated  on  specification  sheet  filed  with  this  applica¬ 
tion.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  25  ft.  frontage  by  88  ft.  in  depth,  on  which  is  located 
a  building  25  ft.  front  by  48  ft.  in  depth,  4  .and  5  stories 
(56  ft.)  in  height,  of  Class  3  construction  and  that  it  is 
proposed  to  install  twenty  (20)  approved,  standard  Bendix 
household  washing  machines  as  approved  by  the  Board  and 
of  self-service  type;  and 

Whereas,  the  applicant  contends  that  the  lessee  has  been 
trying  to  establish  himself  in  the  laundry  business  for  the 
past  eight  months  and  has  met  with  endless  difficulties  and 
setbacks ;  that  he  now  has  a  rent  option  on  a  store  which 
terminates  September  30,  1946,  which  is  the  end  of  the 
time  given  him  to  seek  a  zoning  variance ;  that  he  is  a 
veteran  with  just  enough  funds  to  start  a  small  business 
and  has  invested  $450.  and  cannot  turn  back  now ;  that  it 
is  proposed  to  install  twenty  standard  household  electric 
washing  machines  of  an  approved  type  in  the  store,  including 
a  dryer  known  as  a  centrifugal  extractor ;  that  said  machines 
will  be  operated  by  %  h.p.  and  of  10  lbs.  capacity  of  dry 
clothes;  that  two  employees  will  be  in  attendance;  that 
there  will  be  no  excessive  noise,  noxious  odors  or  volatile 
fluids  from  said  operation ;  that  no  structural  changes  will 
be  made  in  the  store  and  the  applicant  asks  for  a  variance 
to  permit  the  proposed  use  of  this  store  for  a  period  of 
five  years,  during  which  time  he  can  amortize  his  invest¬ 
ment  and  establish  himself  in  business,  and 
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\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  years,  to  permit  the  premises  to  be  oc¬ 
cupied  as  proposed  and  shown  on  plans  filed  with  this  ap¬ 
plication,  marked  “Received  July  1,  1946  and  July  IS,  1946” 
(4  sheets),  as  a  wet  wash  laundry  with  twenty  Bendix 
washing  machines,  as  approved  by  the  Board  under  Cal. 
1 36-46- S A,  on  condition  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  the  installation  and 
maintenance  ol  such  machines  shall  be  in  accordance  with 
the  approval  of  the  Board  under  the  above  calendar  num¬ 
ber  ;  that  no  laundry  work  shall  be  done  on  the  premises  other 
than  in  the  machines  themselves  and  no  other  business  car¬ 
ried  on ;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  months  from  the  date  of  this 
resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

237-46-A 

APPLICANT — Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner, 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 56  Pine  street,  north  side,  125 
ft.  west  of  William  street  and  26  Cedar  street 
(basement)  ;  (Block  41,  Lot  19),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  November  19,  1946  at 
10  A.  M.  for  further  consideration. 


367-46-A 

APPLICANT— Siegel  and  Green  for  119th  Fifth  Avenue, 
Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  fire 
commissioner. 

PREMISES  AFFECTED— 119-121— 5th  avenue  and  1-3 
East  19th  street,  northeast  corner  (Cellar)  ;  (Block 
848,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel  and  Arthur  Klofen. 
For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  November  19,  1946  at 
10  A.  M.  for  further  consideration. 


446-46-A 

APPLICANT — Brooklyn  Steel  Bed  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 52-56  Garden  street,  south  side, 
114  ft.  5  in.  west  of  Bushwick  avenue  (1st  floor)  ; 
(Block  3137,  Lot  86),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Hary  Apfel  and  Peter  Novick. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  September  17,  1946 
at  10  A.  M.  for  inspection  by  Committee  of  the 
Board. 


459-46-A 

APPLICANT — Commercial  Investment  Trust,  Inc.,  for 
One  Park  Avenue,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1  Park  avenue,  northeast  cor¬ 
ner  of  East  32nd  street  (17th,  18th,  19th  and  20th 
floors)  ;  (Block  888,  Lot  1),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Saul  Kaplan. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
AC1  ION  OF  BOARD — Laid  over  to  November  19,  1946 
at  10  A.  M.  for  further  consideration. 


Adjourned  11:40  A.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  10,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

235-46-A 

APPLICANT — Eberhard  Faber  Pencil  Co.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFEC1  ED — 108-122  West  street  and  51-57 
Kent  street,  northeast  corner  (also  known  as  37-69 
Greenpoint  avenue),  (1st  floor,  Building  13); 
(Block  2549,  Lots  1,  3-33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  o 

THE  RESOLUTION  (235-46-A) 

Whereas,  Eberhard  Faber  Pencil  Co.,  owner,  filed  on 
March  29,  1946,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  108-122  West  street  and  51-57 
Kent  street,  northeast  corner  (1st  floor,  Building  13)  ;  (Block 
2549,  Lots  1,  3-33),  Borough  of  Brooklyn;  and 
Whereas,  on  July  23,  1946,  this  case  was  laid  over  to 
September  10,  1946,  at  2  P.  M. ;  and 
Whereas,  at  the  meeting  of  September  10,  1946,  no  ap¬ 
pearance  was  made  on  behalf  of  this  appeal. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


556-46-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — North  side  of  Rikers  Island, 
opposite  Tiffany  street  (Penitentiary  Hospital)  : 
(Block  2760,  part  of  Lot  4),  East  River,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  S.  H.  Greenhill  and  A.  H.  Johnson. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . .  0 

Negative :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (556-46-A) 

Whereas,  the  Department  of  Public  Works  for  the  City 
of  New  York,  owner,  filed  July  19,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  north  side 
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of  Rikers  Island,  opposite  Tiffany  street  (Penitentiary 
Hospital),  (Block  2760,  part  of  Lot  4),  Borough  of  ihe 

Bronx;  and  ,  •  ,  •  , 

Whereas,  the  decision  of  the  borough  superintendent 

dated  July  3,  1946,  on  amendment  to  Alt.  Applic.  312-45, 

ieadS’“2.  The  means  of  egress  may  not  be  reduced.  Re¬ 
consideration  denied.” 

Whereas,  this  decision  by  the  borough  superintendent 
was  predicated  on  amendment  filed  June  1/,  1946,  to  Ait. 
Applic.  312-45,  which  amendment  reads  as  follows : 

“2.  Reconsideration  requested  on  the  grounds  that 
functional  requirements  demand  that  the  emergency 
elevator  be  located  as  shown  on  drawings,  and  that  ade¬ 
quate  means  of  egress  will  exist  after  installation  o 
emergency  elevator.” 

^Whereas,  the  applicant  states  the  building  is  7  stones 
(75  ft  )  in  height;  246  ft.  8  in.  by  42  ft.  m  area  of  Class 
l  construction;  erected  in  1934;  located  in  a  residence  use, 

D  area  Class  1  height  district  and  used  as  follows :  basement, 
boiler  ’room  and  storage;  1st  floor,  hospital  clinic  and 
laboratory;  2nd  floor  to  6th  floor,  inclusive,  hospital  wards 
and  mess'  hall;  7th  floor,  surgery  rooms,  number  of  occu¬ 
pants  not  stated;  that  the  building  is  equipped  with  a  two 
source  sprinkler  system,  a  standpipe  system  and  an  approved 
interior  fire  alarm  system  and  regular  monthly  fire  drills 
are  maintained;  that  the  building  is  equipped  with  two  in- 
terior  stairs,  enclosed  in  6  in.  terra  cotta  blocks,  equipped 
with  hollow  metal  self-closing  doors,  one  of  which  stairs 

leads  to  the  roof  bulkhead ;  and  .  .  .. 

Whereas  the  applicant  states  that  it  is  proposed  to  install 
a  new  elevator  and  shaft  to  replace  the  stairway  which  ex¬ 
tends  from  the  1st  to  6th  floors  only;  and  _ 

Whereas,  the  applicant  contends  that  the  stairway  which 
it  is  proposed  to  remove,  was  designed  as  an  interior  service 
stair  and  was  not  a  required  means  of  egress  at  the  time  of 
the  erection  of  the  building ;  that  it  does  not  provide  direct 
egress  to  the  roof,  but  does  give  access  to  the  street;  that  one 
required  stairway  is  provided,  which  extends  from  1st  floor 
to  7th  floor,  with  egress  to  the  roof  and  to  the  stieet,  that 
this  stairway  will  not  be  disturbed ;  that  although  the  new 
elevator  is  to  provide  more  efficient  medical  and  surgical 
service  it  is  believed  that  during  an  emergency,  an  additional 
elevator  will  better  serve  the  non-ambulatory  patients  than 
the  present  stairway ;  that  the  building  is  part  of  the  penal 
institution  on  Rikers  Island  and  exits^  to  stairs  are  locked 
and  guarded  and  therefore  do  not  offer  a  free  means  of 
egress ;  that  under  these  circumstances,  the  removal  of  one 
stair  and  its  replacement  with  an  elevator  does  not  constitute 
a  hazard  and  that  locations  other  than  the  one  proposed  for 
.the  new  elevator  have  been  studied,  but  would  result  in  re¬ 
duced  hospital  facilities;  it  is  therefore  requested  that  the 
Board  permit  the  installation  of  the.  new  elevator  and  shaft 
in  the  space  now  occupied  by  the  stairs,  as  indicated  on  plans 
filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  312-4r>,  objection  2,  dated  July 
3,  1946,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


ACTION  OF  BOARD— Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . . 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (185-37-A) 

Whereas,  this  appeal  from  a  decision  of  the  commissioner 
of  buildings,  affecting  premises  81-64  Dongan  avenue,  sout 
side,  31.38  ft.  west  of  Poyer  street  (Block  1540,  Lot  38), 
Elmhurst,  Borough  of  Queens,  was  granted  by  the  Board 
on  July  13,  1937,  on  certain  conditions,  permit  extended  on 
June  11,  1940  and  June  15,  1943  and  the  applicant  requested 
a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  13,  1937  only  m  so  far 
as  it  has  reference  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“ Granted  for  a  term  of  three  (3)  years  from  the  date 
of  this  amended  resolution,  for  the  premises  under  appeal 
to  be  occupied  as  a  nursing  home  for  elderly  people  under 
the  conditions  as  set  forth  in  the  resolution  of  the 
Board  adopted  July  13,  1937  on  the  further  condition 
that  at  least  two  (2)  sprinklers  which  may  be  fed  from 
the  domestic  water  supply  shall  be  installed  in  the 
kitchen  ceiling.” 


185-37-A 

APPLICANT— Ellwyn  F.  Hayslip,  for  Marie  A.  Dury, 
owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — Appeal  from  a  decision  of  the 
commissioner  of  buildings. 

PREMISES  AFFECTED— 81-64  Dongan  avenue,  south 
side,  31.38  ft.  west  of  Poyer  street  (Block  1540, 
Lot  38),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ellwyn  F.  Hayslip. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


1078-40-A 

APPLICANT — Brown  and  Matthews,  Inc.,  for  Long  Island 
Railroad  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent,  under  Section  35, 
General  City  Law,  re  Bed  of  Mapped  Street  (pre¬ 
viously  granted  on  condition). 

PREMISES  AFFECTED— 52-15  Grand  avenue  north  side, 
465.30  ft.  east  of  49th  (Owens)  street  (Block  2594, 
Lots  1  and  34;  Block  2593,  Lots  1  and  34;  Block 
2605,  Lot  1  and  Block  2606,  Lot  1),  Maspeth, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Conrad  Fozelle. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and’  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  ,  ^  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative: .  ® 

THE  RESOLUTION  (1078-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  under  section  35  of  the  General  City  Law, 
affecting  premises  52-15  Grand  avenue,  north  side,  465.30 
ft  east  of  49th  (Owens)  street  (Block  2594,  Lots  1  and  34; 
Biock  2593,  Lots  1  and  34;  Block  2605,  Lot  1  and  Block 
2606,  Lot  1),  Maspeth,  Borough  of  Queens,  was  granted  by 
the  Board  on  December  17,  1940,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  February  19, 
1946  and  April  9,  1946  and  the  applicant  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  17,  1940  as  amended 
through  April  9,  1946,  by  adding  thereto : 

“that  in  the  event  a  12  inch  water  main  connecting  to 
the  city  water  supply  on  Grand  avenue  is  installed  on 
Page  place  for  the  full  length  of  the  building  and  at 
least  five  city  hydrants  connected  therewith  installed  at 
the  curb,  the  installation  of  such  main  and  hydrants  may 
be  accepted  in  lieu  of  the  line  hereinbefore  required.” 
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257-45-A 

APPLICANT — A.  Blank,  Inc.,  for  American  Bank  Note 
Co.,  owner. 

SUBJEC 1  -Application  for  consideration — reopening  and 
consideration  of  new  proposal  re  Appeal  from  an 
order  and  decision  of  the  fire  commissioner  (previ¬ 
ously  denied). 

PREMISES  Al-FECTED — 74  Broad  street  and  2  Market- 
field  street,  southwest  corner  (Block  11,  Lot  17), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  Blank. 

AC  I  ION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative: .  q 


55-46-A 

APPLICANT — A.  C.  Arthur  Rudin,  for  Queenside  Hills 
Realty  Co.,  owner  (Clover  Hotel,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AbFECTED — 312-314  Bowery,  west  side,  40 
ft.  4  in.  south  of  Bleecker  street  (Block  521',  Lot 
75),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  C.  Arthur  Rudin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 


479-46-A 

APPLICANT — John  J.  Beatty,  Administrator,  for  Estate 
of  Mary  T.  Beatty,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 88-110  Crown  street,  south  side, 
220  ft.  west  of  Bedford  aventte  (Block  1294,  Lot 
22),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  John  J.  Beatty. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


ZONING  APPLICATIONS 

177-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  John  F.  McKenna, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  the  business  use  portion  of  the  premises, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 


PREMISES  AFFEC1ED — 582-610  86th  street,  southeast 
corner  of  Gatling  place  (Block  6054,  Lots  19,  20,  22 
and  27),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  n 


THE  RESOLUTION  (177-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
affecting  premises  582-610  86th  street,  southeast  corner  of 
Gatling  place  (Block  6054,  Lots  19,  20,  22  and  27),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  July  21, 
1942,  on  certain  conditions,  for  a  term  of  two  years;  and 

Whereas,  on  December  17,  1943,  the  resolution  was 
amended,  to  permit  under  section  7c  of  the  zoning  resolu¬ 
tion,  the  erection  and  maintenance  of  a  business  building  to 
be  used  as  stores,  bowling  alley  and  skating  rink;  and 

Whereas,  on  July  25,  1944,  the  permit  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  within  the 
business  use  district  was  extended  for  a  term  of  two  years ; 
and 


Whereas,  the  applicant  requested  a  further  extension  of 
such  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  21,  1942  only  in  so  far 
as  it  has  reference  to  permitting  the  use  and  the  term  of 
the  variance,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  within  the  business  use  district,  to  be  occupied 
for  the  parking  of  more  than  five  motor  vehicles,  on 
condition  *  *  *  and  that  other  than  as  herein 

amended,  the  requirements  of  the  resolution  of  July  21, 
1942  shall  be  complied  with.” 


619-43-BZ 

APPLICANT— Lama  and  Proskauer,  for  Aaron  Gottlieb, 
owner  (Corbin  &  Morrison,  Inc.,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term  of 
two  years,  the  use  of  part  of  second  story  of  an 
existing  multiple  dwelling,  as  a  private  telephone 
exchange. 

PREMISES  AFFECTED — 533-545  Clinton  avenue,  east 
side,  130  ft.  10  in.  north  of  Atlantic  avenue  (Block 
2011,  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (619-43-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  use  of  part  of  the  second  story  of  an 
existing  multiple  dwelling,  as  a  private  telephone  exchange; 
affecting  premises  533-545  Clinton  avenue,  east  side,  130  ft. 
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10  in.  north  of  Atlantic  avenue  (Block  2011,  Lot  7),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  June  27,  1944,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  27,  1944,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  continuance  of  the  private  telephone  exchange 
as  described,  only  so  long  as  the  arrangements  as  set 
forth  are  continued ;  and  on  condition  that  no  signs 
advertising  the  use  are  to  be  displayed  on  the  exterior 
of  the  building;  that  a  floor  load  sign  shall  be  posted, 
stating  that  the  floor  load  shall  not  exceed  40  pounds 
per  superficial  foot ;  and  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto.” 


244-45-BZ 

APPLICANT— Joseph  Otis,  for  133-135  Roosevelt  Avenue 
Corporation,  Kapp  Trading  Corp.  and  Jacob  Burg- 
heimer,  owners  (Fisher  Beer  Co.,  lessee). 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  a  C  area  district,  the  ex¬ 
tension  in  area  of  a  building  to  occupy  100%  of  the 
area  on  the  1st  story. 

PREMISES  AFFECTED— 39-12  to  39-16  Main  street,  west 
side,  53.48  ft.  north  of  Roosevelt  avenue  and  135-33 
to  135-37  Roosevelt  avenue  (Block  4976,  Lots  3,  6, 

7  and  53),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Toseph  Otis. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (244-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  C  area  district,  the  extension  in 
area  of  a  building  to  occupy  100%  of  the  lot  area  in  the  1st 
story,  affecting  premises  39-12  to  39-16  Main  street,  west 
side’  53.48  ft.  north  of  Roosevelt  avenue  and  135-33  to  135-37 
Roosevelt  avenue  (Block  4976,  Lots  3,  6,  7  and  53),  Flush¬ 
ing,  Borough  of  Queens,  was  granted  by  the  Board  on  July 
17,  1945,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  January  22, 
1946  and  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  17,  1945,  only  in  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work  and  to  restoring  the  building  throughout  to  the 
satisfaction  of  the  borough  superintendent,  in  view  of  the 
recent  fire  in  August  1946,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  and  the  building  restored  since  the  recent  fire 
within  one  (1)  year  from  the  date  of  this  amended 
resolution;  that  the  requirements  of  the  resolution 
adopted  under  Cal.  637-44-A  requiring  a  sprinkler  sys¬ 
tem  throughout  shall  be  complied  with  (Alt.  Apphc. 
1347-44).”" 


1131-23-BZ 


APPLICANT— Robert  Teichman,  for  John  A.  McCarthy, 
owner  (Richard  Green  &  Co.,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
'  on  condition,  permitting  in  a  residence  B  area  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles; 
also  the  omission  of  a  rear  yard  as  required. 

PREMISES  AFFECTED— 503-509  West  166th  street, 
north  side,  100  ft.  west  of  Amsterdam  avenue 
(Block  2123,  Lot  70),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Robert  Teichman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative:  .  0 


748-27-BZ 

APPLICANT— John  J.  Tricarico,  for  Matteo  Guarino, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Application  (decision  of 
the  borough  superintendent)  previously  granted,  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the .  erection  - 
and  maintenance  of  a  gasoline  service  station. 

PREMISES.  AFFECTED— 2965  86th  street  and  2526  Mc¬ 
Donald  avenue,  northwest  corner  (Block  7170,  Lot 
371,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  ^ 


285-36-BZ 

APPLICANT— Henry  C.  Brucker,  for  Otto  Gebhardt, 
owner  (Revonah  Laundry,  Inc.,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  and  7i  of  the  zoning  resolu¬ 
tion  for  a  term  of  five  years,  permitting  in  a  business 
use  district  the  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 72-27  Cypress  Hills  street, 
northeast  side,  199.41  ft.  south  of  Myrtle  avenue 
(Block  3600,  Lot  125),  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  Jay  Yalpp. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  September  24, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative: .  0 


289-40-BZ 

APPLICANT— William  H.  Fuhrer,  for  The  Lerad  Realty 
Corporation,  owner  (Sam  Adler,  lessee). 
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SUBJECl — Application  for  consideration — reopening  and 
extension  of  time  to  complete  re  Application  (deci¬ 
sion  of  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  C  area  district,  the  extension 
of  an  existing  building  without  conforming  to  the 
area  and  yard  requirements  of  the  zoning  resolution, 
the  Board  having  granted  a  variation,  but  the  work 
was  not  started  until  the  area  and  yard  requirements 
were  changed. 

PREMISES  AhhECTED — 103  Bruckner  boulevard,  north 
side,  195  ft.  west  of  Brown  place  (formerly  447-457 
East  133d  street,  north  side,  200  ft.  west  of  Brown 
place)  ;  (Block  2278,  Lots  64  and  69),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  September  24 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative : .  0 


RULES 

835-38-SR 

SUBJECT — Proposed  Amendments  to  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be 
applied  to  Prevent  Contamination  of  Water  Supply 
APPEARANCES— Edgar  S.  Stoddard. 

For  Administration :  Ormond  J.  Burke,  Dep’t  of 
Water,  Gas  and  Electricity. 

ACTION  OF  BOARD — Rules  reopened  and  proposed 
amendments  adopted  (see  page  1039  of  this  Bulletin). 
THE  VOTE  TO  REOPEN  AND  ADOPT  PROPOSED 
AMENDMENTS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee . .  4 
Negative: .  0 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

572-38-SA 

APPLICANT— Gilbert  &  Barker  Manufacturing  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Gilbarco  Calcometer 
M96,  Gasoline  Dispensing  Pump  (previously  ap¬ 
proved). 

APPEARANCES— 

For  Applicant :  Albert  H.  Howes. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative : .  0 


746-38-SA 

APPLICANT— Service  Station  Equipment  Company,  owner. 

SUBJECl — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Bennett  Pumps  for 
Motor  Fuels,  Models  646  PY  and  BY,  T646  PY 
and  BY,  647  PY  and  BY,  T647  PY  and  BY,  644 
PY  and  BY,  645  PY  and  BY,  T647,  PY  and  BY, 
644  PY  and  BY,  645  PY  and  BY,  665  PY  and  BY, 
667  PY  and  BY,  648  PY  and  649  PY  and  156  and 
375  (previously  approved). 

APPEARANCES— 

For  Applicant :  Herbert  J.  Johnson. 


ACTION  Oh  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative : .  q 


779-38-SA 

APPLICANT — Martin  and  Schwartz,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  M  and  S.  Computing 
Gasoline  Pump,  Models  70RA  (previously  ap¬ 
proved). 

APPEARANCES— 

For  Applicant:  Jack  H.  Prause. 

ACTION  Oh  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative : . . .  n 


954-38-SA 


i — in anonai 


x  umpa  YUl  clliUIJ, 


SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution  re  National  Pumps  Cor¬ 
poration’s  Gasoline  Pumps,  Models  A-38,  B-38,  C-38 
and  CC-38  (previously  approved) 
APPEARANCES— 


For  Applicant :  C.  E.  Weaver. 

ACTION  Oh  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative : .  "  q 


1326-39-SA 

APPLICANT  —  Tokheim  Oil  Tanfc  and  Pump  Co.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Tokheim  Meter  Fuel 
Dispensing  Pump,  Models  800-S,  800-S-TP,  802-S 
and  802-5-1  P  and  Models  39-HR  Computer  Pump 
with  Hose  Reel  and  Model  39-DP-HR  Clock  Dial 
Pump  with  Hose  Reel  (previously  approved). 
APPEARANCES— 

For  Applicant:  A.  P.  Lapsansky. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  q 


130-40-SA 

APPLICANT— Neptune  Meter  Company,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution — re  Neptune  Red  Seal 
Computer  and  Non-Computer  Gasoline  Dispensing 
Pump,  Model  855  with  or  without  hose  reel  (previ¬ 
ously  approved). 

APPEARANCES— 

For  Applicant :  Henry  F.  Soper. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  q 


452-40-SA 

APPLICANT — Erie  Meter  Systems,  Inc.,  owner. 
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MINUTES 


SUBJECT— Application  for  consideration— reopening  and 
amendment  of  -  resolution  re  Erie  Non-Computing 
Pump,  Models  7  and  99  (previously  approved). 

APPEARANCES— 

For  Applicant :  Frank  E.  Carney. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


1207-40-SM 

APPLICANT— Johns-Manville  Sales  Corporation,  owner. 


SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Johns  Manville  Insulat¬ 
ing  Board  (previously  approved). 

APPEARANCES— 

For  Applicant :  A.  E.  Shultis. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


Adjourned:  3:30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918  under  the 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283 

of  the  Labor  Law  (Old  Section  83c).  i_,0C151 

[Cal.  1262-18-SRJ 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupanies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in,  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Tron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc- 
tion ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 
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RULES 


RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3  1939  EFFECTIVE  IN 

ACCORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK  CITY  CHARTER  FEBRUARY  27 
1939,  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE  DECEMBER  28,  1942,  AS  AMENDED  SEPTEMBER  10 

1946,  EFFECTIVE  OCTOBER  7,  1946. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 

York  City  Charter  pertaining  to  Sections  C-26-1268.0,c,4. 

and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  and  hose  connections 
on  fire  fighting  equipment  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

W'ater  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0,d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 

Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 


Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments.* 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables. 

Steam  tables  used  exclusively  for  the  warming  of  food 
stuffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  water  supply  piping. 

Where  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflow  outlet,  or  when  the  area 
of  the  overflow  outlet  is  less  than  four  times  that  of  water 
supply  piping,  the  water  supply  piping  shall  be  equipped 
with  an  approved  vacuum  breaker  located  at  least  four 
inches  above  the  maximum  overflow  level  of  the  fixture. 
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RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTIVE  ASSEMBLIES 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939,  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 
CITY*  CHARTER,  NOVEMBER  13,  1939  AND  AMENDED  ON  JUNE  8,  1945,  EFFECTIVE 

JULY  2,  1945. 


(1139-39-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  Administrative  Build¬ 
ing  Code  and  C26-610.0  Administrative  Building  Code  and 
C26-660.0,  661.0  and  662.0  Administrative  Building  Code. 

Rule  1 — Scope. 

1.1  Before  any  Opening  Protective  Assembly  is 

used  under  the  provisions  of  the  Administrative  Build¬ 
ing  Code,  it  shall  be  tested  as  required  in  Section 
C26-610.0  (10.1.18)  and  its  Fire- Resistive  Rating  shall 
be  designated  as  “34-Hour ”,  “1-Hour”,  “l)4-Hour  ,  or 
“3-Hour”,  in  accordance  with  the  approval. 

1.2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  Opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  for 
the  manufacture  of  the  Opening  Protective  Assemblies. 

1.3  Before  applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name, 
type,  specifications  and  details  of  the  approved  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  requirements 
of  the  Administrative  Building  Code. 

1.4  All  Opening  Protective  Assemblies  made  under 

any  approval  issued  by  the  Board  of  Standards  and 
Appeals  for  the  manufacture  of  approved  Opening  Pro¬ 
tective  Assemblies  of  “34‘Hour” ,  “1-Hour”,  “1  H-Hour” 
or  “3-Hour”  rating  shall  be  rejected  on  evidence  that 
such  Opening  Protective  Assemblies  are  not  manufac¬ 
tured  or  labelled  in  accordance  with  the  approved  specifi¬ 
cations  of  the  Board. 

Rule  2 — Inspections. 

2.1  No  Opening  Protective  Assemblies  shall  be  in¬ 
stalled  in  any  build.ng  until  such  Opening  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 
the  Borough  Superintendent,  or  by  a  recognized  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 

2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assembly,  the  authorized 
inspection  agency  shall  first  notify  the  Borough  Super¬ 
intendent  that  inspection  will  be  made  by  him  of  the 
materials  and  construction  entering  into  the  assembly 
of  the  Opening  Protective  Assemblies,  stating  the  loca¬ 
tion  of  the  premises  where  the  Opening  Protective 
Assemblies  will  be  used,  the  Building  Permit  number, 
the  name  of  the  approved  Opening  Protective  Assembly 
and  the  manufacturer  and  the  number  of  such  units  to 
be  manufactured. 

Note:  Where  an  Opening  Protective  Assembly  is  of 

fire-proofed  wood,  such  wood  shall  be  submitted  to 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin¬ 
istrative  Building  Code,  Section  C26-331.9. 

2.3  ■  After  the  materials  have  been  cut  and  inspected, 

the  authorized  inspection  agency  shall  inspect  the  as¬ 
sembly  and  fabrication  of  the  parts  and  shall  issue  an 


approved  label  only  if  the  completed  Opening  Protective 
Assemblies  comply  in  all  respects  with  the  approved 
specifications  on  file  in  the  Board  of  Standards  and 
Appeals. 

Rule  3 — Labeling  Requirements. 

3.1  Every  approved  Opening  Protective  Assembly 

before  installation  in  a  building  under  the  provisions  of 
the  Administrative  Building  Code,  shall  have  securely 
attached  to  it,  a  metal  label  of  a  design  approved  by 
the  Board,  giving  the  name  of  the  Opening  Protective 
Assembly,  the  calendar  number  of  the  approval  of  the 
device,  the  fire-resistive  rating,  the  serial  number  of  the 
specific  type  of  door  and  buck,  or  window,  the  year  of 
manufacture  and  the  name  of  the  inspection  agency. 
When  opening  protective  assemblies  are  manufactured 
for  stock,  the  inspection  agency  shall  furnish  a  report 
to  the  manufacturer  of  his  inspection  of  each  assembly 
including  all  data  as  is  herein  required. 

3.2  After  attachment  of  the  Serial  Label  to  the 

Opening  Protective  Assembly,  the  inspection  agency 
shall  advise  the  Borough  Superintendent  the  serial  num¬ 
bers,  the  address  of  the  premises  and  the  Building  Per¬ 
mit  numbers  of  the  approved  Opening  Protective 
Assembly.  When  opening  protective  assemblies  are  in¬ 
stalled  in  a  building  as  building  maintenance,  the  manu¬ 
facturer  shall  furnish  similar  data  on  forms  obtained] 
from  the  Borough  Superintendent. 

3.3  The  manufacturer  may  also  attach  to  the  Open¬ 
ing  Protective  Assembly,  a  metal  label  giving  the  name 
and  location  of  the  manufacturer.  He  shall  also  keep 
an  office  record  showing  the  location  of  each  Opening 
Protective  Assembly  manufactured  by  him,  its  serial 
label  number  and  the  Building  Permit  number ;  and  this 
record  shall  be  open  for  inspection  by  any  authorized 
representative  of  the  Board  of  Standards  and  Appeals 
and  the  Department  of  Housing  and  Buildings. 

3.4  Every  labelled  Opening  Protective  Assembly 

shall  be  constructed  and  installed  in  all  essentials  as, 
tested  and  approved  and  arranged  to  receive  hardware 
of  an  equal  type,  quality  and  material  and  requiring  no 
greater  cutting  away  of  the  wood  or  metal  than  on  the 
approved  Opening  Protective  Assembly,  as  tested. 

3.5  Where  opening  protective  assemblies  are  manu¬ 
factured  upon  io  23%  in  excess  of  the  sample  as  tested 
and  as  permissively  allowed  under  C26-610.0a,  the  per¬ 
mitted  increase  in  area  shall  not  exceed  width  and  height 
dimensions  greater  than  15  percent  of  the  sample  as 
tested.  In  all  cases  the  permissively  allowed  increase 
in  area  of  25%  shall  apply  only  to  the  sample  when 
constructed  identically  in  all  respects  with  the  tested 
sample. 

3.6  When  opening  protective  assemblies  are  manu¬ 
factured  for  stock,  such  assemblies  shall  be  inspected  as 
provided  herein.  As  the  doors  are  shipped,  the  Borough 
Superintendent  shall  be  furnished  with  the  data  as 
specified  in  Rules  3.1  and  3.2.  When  such  opening  pro¬ 
tective  assemblies  are  shipped  to  jobbers  for  stock,  the 
manufacturer  shall  obtain  the  data  from  the  jobbers,  as 
required  under  rules  3.1  and  3.2  and  immediately  submit 
such  data  to  the  Borough  Superintendent. 

3.7  Openings  for  vision  purposes  and  signal  bells 
may  be  installed  in  an  opening  protective,  assembly  when 
they  are  of  approved  type  and  when  installed  in  ac¬ 
cordance  with  the  conditions  of  approval. 
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OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 
15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11 
1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority:  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

»  1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  O  bese  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 


Rule  2.  Definitions. 


2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  sus¬ 
pension  or  revocation  for  non-compliance  with 
these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic  - 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS  :  Such  electrical  or  mechanical  de¬ 
vices  as  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  of  two 
families,  including  convents,  rectories,  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
forage  tanks  shall  be  grounded  at  two  (2)  points 
180  (degrees)  apart  as  follows  : 

2.10.1  The  conductor  from  tank  to  ground  con¬ 
nection  shall  lie  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  (J4")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

RIPE:  That  portion  of  the  line  between  the 
fill  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  (J4)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  04)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gciuge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (%)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (J4)  inch 
thick. 

2.12.4  Note— All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 

installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com- 

.  bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE:  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERFLOW  PIPE:  A  pipe  which  convevs,  by 
gravity,  the  oil  from  the  maximum  level  of’  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION:  Wherever 
phrase,  “without  permanent  deformation,  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2  21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2*4)  parts  sand  and 
five  (5)  parts  of  course  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2.23  RELIEF  VALVE:  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2  27  SHOP  FABRICATED :  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  oi 

pipe. 

2  29  STORAGE  CONTAINER :  Any  container  for 
oil  connected  to  a  burner  .  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (2/j)  Qai 
Ions  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2  31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 
tainer  for  oil  having  a  capacity  of  not  over  60 
gallons  and  used  as  an  intermediary  tank  tor 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump. 

2  3?  SUPPLY  LINE:  That  portion  of  the  line  be- 
'  tween  the  storage  tank  and  the  pump  oil.  inlet 
connection  or  hand  valve.  Where  a  pump  1S 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

?  33  TFST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2  34  TRANSFER  PUMP:  An  oil  pump.  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2  35  VENT  PIPE:  That  portion  of  the  line  between 
'  vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank.  , 

Rule  3.  Oil  Permitted. 

3.1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  °r  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS12-38  U-  is- 
Department  of  Commerce  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 

No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  “ 

No.  6  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 


Standards  For  Approval  of  Oil 
Burners  by  the  Board. 


Rule  4. 


4.1  Approved  burners,  including  oil-burning.  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  tor 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  ot 
oil. 

4  1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4  1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4  2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval  of 
storage  containers  and  limitations  ot  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (o; 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of'  the  tank. 

4.3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5.1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5  1  1  All  tanks  for  the  storage  of  fuel  oil  shall 
be  built  of  steel  plates  made  by  the  open 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  from 
physical  imperfections,  such  as  laminations, 
cracks,  mill  scale,,  etc.  All  steel  must  be 
new  in  good  condition  and  free  from  rust. 
The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  and 
caulked,  or  riveted  and  welded.  Flanges  or 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  witb  round  nose  tools 
and  without  injury  to  the  plates  Filler  of 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less: 

Tanks  36  in.  in  diameter  and  less — XA  in. 
shell,  %  in.  heads. 

lanks  37  to  72  in.  in  diameter — XA  in. 
shell,  5/16  in.  heads. 

Ignks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  in.  heads. 

lanks  over  120  in.  in  diameter  to  be  of 
’Jo  steel  and  to  be  stiffened  by  angle 

rings  of  equivalent  members  so  as  to  retain 
their  cylindrical  form. 


5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rect¬ 
angular  tanks. 


5.b. 5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows: 

In  shell  A  in.  thick,  y  in.  in  diameter 
rivets  2\/A  in.  pitch. 

In  shell  5/16  in.  thick,  y  in.  in  diameter 
rivets  2y$  in.  pitch. 

•  shell  y  in.  thick,  44  in.  in  diameter 
rivets  2y2  in.  pitch. 


5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  %  of  an  inch  in 
diameter  and  spaced  not  more  than  2XA 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 

to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 

such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 

case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 

are  tied  together  with  braces  in  order  to 

reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(.9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center,  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini- 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  tjiat  storage  tanks  of  275- 
gahons  may  be  provided  with  a  three-quarter 
inch  (£4")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  (he  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
otner  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni- 
versal  at  100°  F.  (No.  5  or  No.  6  Commer- 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 


5 


4  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above 


5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  %  inch  and  the  minimum 
thickness  of  roof  plates  %  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula: 

P  x  r  x  F 

t  equals - — _ 


Tx  E 


r  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches 
F  equals  factor  of  safety  (taken  as  5). 

1  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch).  1 


E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No 
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14  of  the  New  York  State  Industrial  Com¬ 
mission)  . 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 


Rule  6.  Location  of  Tanks. 

6 . 1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for.  m 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (2/5)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2''  mesh, 
and  extending  at  least  four  inches  (4  )  be¬ 
yond  the  horizontal  outline  of  tank  m  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 

apart.  _  ,  ,  . 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry,  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  jnside 
dimension  of  the  enclosure  exceeds  35  feet 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above 
the  tank  enclosure  shall  be  either  fireproof  or 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo¬ 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  )4"  in  thickness. 

6.1.4  All  storage  containers  used  in  connection 
with  burners  or  oil-burning  heaters  shall  be 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base¬ 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall 
not  be  less  than  r/\"  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

% 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

'6.3.4  All  buried  storage  tanks  shall  be  constructed 
of  metal  not  less  than  J4"  in  thickness. 
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6  4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  ( 1 %)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
-or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule : 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon 

If  distant  30  feet . 

If  distant  40  feet . 

If  distant  50  feet . 

If  distant  60  feet . 

If  distant  75  feet . 

If  distant  85  feet,  or  more 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (ljd>)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4')  high  but  in  no  case  higher 
than  one-fourth  (*4)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core ;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (1  l/2)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 

6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 

Rule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  (]4") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  type  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1}4)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  drainage  to  the  tank,  shall  be  provided 
for  each  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of.  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  1  he  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1^")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  y2  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 
If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7/4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2 ' )  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  %  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1‘  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or  elec¬ 
tric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furc' 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50')  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burners  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 

.  per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions : 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Weils. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 

9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip¬ 
ing. 

10.1  Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 
gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner. 

10.1.2  Application  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 


10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
C02  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  __  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 

Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows : 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  _  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty-five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  I  he  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  \l/2  times  the 
working  pressure. 

10  4  Fee  for  Permit  and  Test  of  Storage  Tanks  and 
Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.h,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  be 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 


Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  m  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12  3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 


Rule  13.  Automatic  Pumps. 


13  1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 


Rule  14.  Fire  Protection. 

Note:  In  order  that  the  intent  of  Local  Law  No.  14o  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following : 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baftle  consisting  of  not  less  than  No.  2y  gauge 
sheet  metal  backed  by  Ya  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baftle  is 
securely  fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire  retarding 
material  as  defined  in  these  rules. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five 

(5)  feet  in  all  directions  shall  be  of  fireproof  con¬ 
struction. 

14.6  Oil  burning  devices  designed  for  installation  with 
storage  of  not  more  than  six  (6)  gallons  shall  be 
firmly  anchored  to  the  floor,  set  level,  and  the  floor 
beneath  the  stoves  or  any  such  heating  devices 
protected  by  a  shield  of  Y*"  asbestos  or  equiva¬ 
lent  extending  at  least  twelve  inches  (12")  beyond 
the  projected  area  of  such  device  where  required 
within  the  specific  approval  of  each  burner.  Ap¬ 
proved  safety  cans  only  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers.  The  fuel  oil  used 
for  these  burners  shall  be  range  oil  or  No.  1  or 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  in¬ 
stallation  notify  the  Fire  Department  _  in  writing 
of  the  name  of  the  person  to  whom  this  burner  is 
sold  and  the  address  of  the  premises  where  in¬ 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burning 
unit  there  shall  be  kept  ready  for  use  fire  extin¬ 
guishing  equipment  of  not  less  than  two  quart 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  have 
rounded  bottom. 


Rule  15.  Instruction  Cards  and  Certifi¬ 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  care 
and  operation  of  the  system  shall  be  permanently 
fixed  near  the  apparatus  in  readable  condition. 
Where  burners  or  oil-burning  heaters  designed  for 
use  with  storage  of  not  more  than  six  (6)  gallons 
capacity  are  installed,  there  shall  also  be  posted  a 
copy  of  the  specifications  under  which  it  was  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
in  addiiton  to  the  instruction  card  herein  provided 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheated 
or  systems  not  fully  automatic  when  operating, 
shall  be  under  the  direct  supervision  of  a  person 
holding  a  certificate  of  fitness  issued  by  the  Fire 
Commissioner  and  who  shall  be  in  the  building  at 
all  times  while  the  burners  are  in  operation,  except, 
that  a  person  holding  a  certificate  of  fitness  as  a 
licensed  engineer  or  as  a  licensed  fireman  issued 
after  May  1,  1941,  under  the  provisions  of  C-26- 
213.0  of  the  Administrative  Building  Code  or  a 
person  with  such  license  issued  prior  to  May  1, 
1941  carrying  an  endorsement  reading  Oil  Burn- 
ers”  shall  not  be  required  to  obtain  such  certificate. 


14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24  ).  Where  16.1 
such  parts  are  insulated  by  two  inches  (2  )  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 

not  less  than  twelve  inches  (12  ),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or  Ru}e 

maintained  within  five  feet  (5  )  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  tire  171 

retarding  material. 

14.4  Burners  and  all  accessories  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 

at  all  times. 


Rule  16.  Modification. 

When,  for  any  reason,  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules  the  ad¬ 
ministrative  official  having  jurisdiction  shall  have 
power  to  accept  substitute  methods  provided  the 
spirit  and  substance  of  these  rules  shall  be  com¬ 
plied  with. 


17.  Existing  Installations. 

Oil  burner  systems  heretofore  installed  and  duly 
approved  as  complying  with  all  laws  and  rules  then 
applicable  thereto  shall  be  deemed  acceptable,  pro¬ 
vided  there  have  been  no  subsequent  alterations  to 
the  apparatus,  except  as  to  Rule  15.2. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
pi  ogress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 


Correction  Affecting  Calendar  Number  121-39-A. 

Hi  A 


HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  September  -17,  1946 

Cal.  No.  Dept.  Premises  Affected. 

645- 46— 253-257  4th  avenue  and  556-564  Car- 
roll  street,  southeast  corner  (Block  961,  Lot  3),  Borough  oi 
Brooklyn,  Alt.  2907-46. 

646- 46-BZ— H.B.B.— 1586-1588  Pitkin  avenue,  south  side, 
65  ft.  west  of  Amboy  street  (Block  3517,  Lot  35),  Borough 
of  Brooklyn,  B.N.  1259-45. 

647- 46-A — F.D. — West  side  of  1st  avenue,  193.17  ft. 
north  of  51st  street,  Bush  building  58,  foot  of  50th  street 
(Block  725,  part  of  Lot  1),  Borough  of  Brooklyn,  Decision 
re  3514-LC. 

648- 46-BZ— H.B.M.— 342-344  West  44th  street,  south 
side,  250  ft.  east  of  9th  avenue  (Block  1034,  Lot  53), 
Borough  of  Manhattan,  Amendment  to  Alt.  919-46. 

649- 46- A — H.B.M. — 408-414  West  52nd  street,  south  side, 
100  ft.  west  of  9th  avenue  (Block  1061,  Lot  37),  Borough  of 
Manhattan,  N.B. 168-46. 

650- 46-BZ— H.B.Q.— 101(1)  Beach  34th  street,  northwest 
corner  of  Sprayview  avenue  (Block  311,  Lot  102),  Ldge- 
mere,  Borough  of  Queens,  Alt.  1322-46. 

651- 46-A— H.B.Q.— 101(1)  Beach  34th  street,  northwest 
corner  of  Sprayview  avenue  (Block  311,  Lot  102),  Edge- 
mere,  Borough  of  Queens,  Alt.  1322-46. 

652- 46- A _ F.D. — 139-151  Banker  street,  east  side,  95  ft. 

south  side  of  Norman  avenue  (1st  floor)  ;  (Block  2 642, 
Lots  53-56  inclusive),  Borough  of  Brooklyn,  3468-C. 

653- 46- A — F.D. — 130  Beach  84th  street,  northeast  corner 
of  New  Beach  drive  (Block  619,  Lot  12),  Rockawav  Beach. 
Borough  of  Queens,  17866-F. 

654- 46-SM — Almika  Contracting  Co.,  Concrete  and  Cin¬ 
der  Blocks,  manufactured  by  Almika  Contracting  Co.,  Ma¬ 
terial. 


655-46-A — H.B.B. — Blocks  bounded  by  Hoyt  street, 
Bond  street,  Wyckoff  street  and  Douglass  street  (Block  392, 
Lots  1-70;  Block  398,  Lots  1-62;  Block  404,  Lots  1-67  and 
Block  410,  Lots  1-67),  •  Borough  of  Brooklyn  (Gowanus 
Houses),  N.B.669-46  to  N.B.683-46  inclusive. 


656-46-BZ— H.B.M.— 124-126  East  124th  street,  south 
side,  90  ft.  west  of  Lexington  avenue  (Block  1772,  Lot  60), 
Borough  of  Manhattan,  Alt.  1780-46. 


657-46-SA — Hotpoint  Electric  Dishwasher,  Appliance. 


658-46-A — H.B.M. — 198  Broadway,  east  side,  111  ft. 
south  of  Fulton  street  (cellar)  ;  (Block  79,  Lot  18),  Borough 
of  Manhattan,  Amendment  to  Misc.  Spr.  Applic.  2305-45. 


659- 46-BZ — H.B.B. — 3397  Fulton  street  and  239-245 
Autumn  avenue,  northeast  corner  (Block  4133,  Lot  1), 
Borough  of  Brooklyn,  Alt.  2090-46. 

660- 46-SM — Fireye  Flame  Failure  Safeguard,  Type 
F18T,  manufactured  by  Combustion  Control  Corporation, 
Material. 

661- 46-A — H.B.M. — 414  Avenue  of  The  Americas  (6th 
avenue),  east  side,  43  ft.  6  in.  south  of  West  9th  street  (2nd 
floor);  (Block  572,  Lot  6),  Borough  of  Manhattan,  B.N. 
1252-46. 


662- 46-BZ— H.B.M.— 145  Attorney  street  and  184  Stan¬ 
ton  street,  northwest  corner  (Block  350,  Lot  75),  Borough 
of  Manhattan,  Alt.  1707-46. 

663- 46-BZ— H.B.B— 111-125  Concord  street,  and  205- 
213  Tay  street,  northeast  corner  (Block  107,  Lots  1,  101,  2,. 
4,  5  and  part  of  Lot  50),  Borough  of  Brooklyn,  Alt.  3623- 
46. 


C64-46-BZ—H.B.Q.— 120-05  to  120-53  Atlantic  avenue, 
northwest  corner  of  121st  street  (Block  9352,  Lots  28  and 
30),  Richmond  Hill,  Borough  of  Queens,  Alt.  1676-46. 

665- 46-A— H.B.M—  28  East  78th  street,  and  1080  Madi¬ 
son  avenue,  southwest  corner  (Block  1392,  Lot  59),  Borough 
of  Manhattan,  Amendment  to  Alt.  1233-46. 

666- 46-BZ— H.B.Q.— 114-28  to  114-32  Rockaway  boule¬ 
vard  and  115-01  to  115-09  114th  place,  southeast  corner 
(Block  11707,  Lots  32,  33  and  34),  Richmond  Hill, 
Borough  of  Queens,  N.B. 6784-46. 

667- 46-A — H.B.Q. — 44-16  Queens  boulevard,  southwest 
corner  of  45th  street  (Block  166,  Lot  20),  Long  Island 
City,  Borough  of  Queens,  Alt.  2260-46. 

668- 46-BZ — H.B.Q. — 94-19  to  94-29  82nd  street,  82-01  to 
82-1-5  Rockaway  boulevard,  northeast  corner,  82-13  to  82-19 
95th  avenue  and  94-20  to  94-40  83rd  street  (Block  9011,  Lot 
14),  Woodhaven,  Borough  of  Queens,  Alt.  1960-46. 


669-46-BZ— H.B.M.— 2479  8th  avenue,  west  side,  25  ft. 
south  of  West  133rd  street  (Block  1958,  Lot  32),  Borough 
of  Manhattan,  Amendment  to  Alt.  988-38. 


670-46-A— H.B.M.— 161  East  63rd  street,  north  side, 
160  ft.  west  of  3rd  avenue  (Block  1398,  Lot  29/2),  Borough 
of  Manhattan,  Alt.  1842-46. 


671-46-BZ— H.B.R.— 1153  Castleton  avenue,  north  side, 
71.09  ft.  east  of  Barker  street  (Block  197,  Lot  131),  West 
New  Brighton,  Borough  of  Richmond,  Alt.  362-46. 


672-46-A— H.B.B.— 90  and  92  Amity  street,  south  side, 
202  ft.  and  177  ft.  west  of  Henry  street  (Block  295,  Lots  1-5 
and  16),  Borough  of  Brooklyn,  Alt.  3147-46  and  Alt.  3146- 

46. 
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673-46-BZ— H.B.Q.— 143-17  to  143-19  Hillside  avenue 
and  87-;>6  to  87-64  144th  street,  northwest  corner  (Block 
9701,  Lot  31),  Jamaica,  Borough  of  Queens,  N.B.4887-46. 


74-46-BZ  1J.B.Q.  50-24  to  50-30  Jacobus  street,  west 
side,  220  ft.  south  of  Queens  boulevard  (Block  2450,  Lot  17), 
Elmhurst,  Borough  of  Queens,  N.B.6924-46. 


675-46-BZ  H.B.Q.  25-40  to  25-46  27th  street  and  25-35 
Astoria  boulevard  (Block  861,  Lot  1),  Long  Island  City, 
Borough  of  Queens,  Alt.  1037-46. 


676-46-BZ  H.B.Q.  210-01  to  210-13  Horace  Harding 
boulevard  and  58-43  to  58-59  210th  street,  northeast  corner 
(Block  7461',  Lot  94),  Flushing,  Borough  of  Queens  NB 
6779-46.  ’  ' 


677-46-B Z  H.B.Q. — Blocks  bounded  by  Grand  Central 
parkway,  Main  street,  Union  Turnpike  and  Parsons  boule¬ 
vard  (Block  6673,  Lots  3,  50  and  100;  Block  6674,  Lot  3; 
Block  6692,  Lot  3;  Block  6819,  Lot  2;  Block  6820,  Lot  3; 
Block  6693,  Lot  3  and  Block  6694,  Lot  101);  Flushing! 
Borough  of  Queens,  N.B.8568-46  to  N.B. 8566-46  inclusive.' 


678-46-BZ  H.B.B. — 3213  Tilden  avenue,  north  side, 
65  ft.  west  of  New  York  avenue  (Block  4903,  part  of  Lot 
39),  Borough  of  Brooklyp,  Alt.  4017-46. 


679-46-SM  Quonset  24  Building,  manufactured  by  Great 
Lakes  Steel  Corporation,  Stran-Steel  Division,  Material. 


680-46- A  H.B.Q.  132-54  58th  road,  south  side,  500  ft. 
east  of  Lawrence  street  (Block  6366,  Lot  88),  Flushing, 
Borough  of  Queens,  Alt.  2169-46. 


681-46- A  H.B.Q.  90-75  179th  street,  east  side,  108  ft. 
north  of  Jamaica  avenue  (Block  9895,  Lot  12),  Jamaica, 
Borough  of  Queens,  Misc.  6654-46. 

Restored,  to  Calendar. 

208-37-BZ  22-65  31st  street,  east  side,  182.6  ft.  north  of 
23rd  avenue  (Block  833,  Lot  12),  Astoria,  Borough  of 
Queens,  Decision  re  Certificate  of  Occupancy. 


780-41-SM— Certain-teed  Gypsteel  Senior  and  Junior 
Plank,  manufactured  by  Certain-teed  Products  Corp.  Ma¬ 
terial. 


71 1-45-SA— Lancaster  Horizontal  Rotary  Oil  Burner 
Types  WP,  LP,  LPH  and  WPH,  Appliance. 


H*B  R^nZ1^8  ♦  V'u’~ PePar,?lent  of  Housing  and  Buildings; 

Dena'rtmJ^  Y  Hen  ?f  HouS'nS  apd  Buildings,  Brooklyn;  H.B.M _ 

f  u  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.- Department  of 
5“us,ng  and  Buildings,  Bronx;  H.D.-Health  Department  F  D - 
Ure  Department,  and  M.  and  A.-Dept.  of  Marine  and  Aviadon. 
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■pi  i  j  /-*  n  ,  _  __  l  ast  I*u I>  1  it*ji i ion  In  Iliillclin 

Blended  Cements,  Rules  for  Testing 

gr^D^Li^V. '  Rules !  *. ! !  Dec!  28,  1943-Vol:  28,’  No  52A 
Certificate  of  Occupancy,  approved 

Con m "slabs',"  Rules! 1 1 !  1 1 !  1  g  g  Z  2^ 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

Concrete  Rules  (Hydrated  Lime)  ! ' !  Ang!  \\  1937— VoL  22[  No!  31 

i£3S,  Alwitim; '  Riikir', ' ' Ex'. "  3'  *'•  N°'  » 

cavation  for  and  Demolition  of 

Exit  Rules  ( Revolving  Doors)  .' .' .' .' .'  ,'jmie  lfi  1937—' Vo!.'  22,’  No.’  24A 
Exterior  Veneering  Materials,  Rules 

t'  a011  Sept.  10,  1946— Vol.  31,  No  37 

I  actory  Exit  Rules . Sept.  10,  1946— Vol.  31,  No  37 

Tire  ^arm  Rules  (Interior) . June  18,  1946— Vol.  31,  No.  25 

l  ire  Drill  Rules .  June  25,  1946 — Vol.  31,  No.  26 

I  ire  resistive,  flameproof  Materials, 

Pb.'feSS 25'  m6-Vo'- *'• N° 26 

Fireproof  Wood,  Testing  of . ...Apr.  1L  1937— VoL  22’,  No'  IS 

FS  ^Welding  Cn.VtagJ“-  *  1919^Vo1'  4'  N°'  3 

Gas  Qh.lfnff'  p  . ^pr-  23>  1946— Vol.  31,  No.  17 

S  jhut-°f  ^uIe.s . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . Tune  5  1928 _ Vnl  1 3  Nn  93 

MetUhv|lnrhlFi-bire  r!!Trdfliuln'  ‘ '  •  •  •  June  18.’  1946— Vol.'  31,’  No!  25 
lUethyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr.  9,  1946— Vol.  31,  No.  15 

Oil  Burner  Rules . Sent  17  1946 _ Vnl  Nn 

Opening  Protective  Assemblies,  1  9  Vol.  30,  No.  38 

pa?nf  Vs  f?ri  lnsPe^tion  of  -  •  • . Sept-  17,  1946— Vol.  30,  No.  38 

1  amt,  Varnish  and  Lacquer  Spray- 

PlatfnVm1^™  li  ••  Y  ••  -V  ••:•••  V  ■ '  -Aug.  6,  1946— Vol.  31,  No.  32 
Hat  form  Trucks,  Specifications  for..  Nov.  24,1936 — Vol.  21  No  47 

P  mnbing  Rules  . Aug.  3  1937— Vnl  7?  Nn  31 

Plumbing  Rules  (Submerged  Iniets;  ’ 

Protective  Methods  to  Prevent 

p  Contamination  of  Water  Supply).Sept.  17,  1946— Vol.  30,  No.  38 
Smoking  m  factories,  Rules  for - Sept.  17,  1946 — Vol.  3o’ No  38 

standpipe  r„,«; :J~  2?:  If. Z ff 

T'm|CtTal  ,AItYat!0r(.’  Reporting... June  7,  1932— Vol.  17,’  No.  23 
Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wile  GiassSRujes°  (Amendment*  *»>*-**  2t,  N„.  47 

Rule  505  of  Industrial  Code).. Sept.  3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol  30 

Nn  KA  ’  *  y 


SEPTEMBER  24,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
lucsdayinormncj,  September  24,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  6 


Zoning  Applications. 

64-46-BZ— AppHcatio^  January  23,  1946,  under  section 
/t  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Ivatharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry 

109  64  ^^ino  79Vvel  a!\?ni?guan?  bra!<e  testing:  P^mises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side  120  ft 

north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

1063-27-BZ— Application  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  Neprak  Corporation,  owner  re¬ 
opened  May  28,  1946,  under  sections  7c  and  21a  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district, 
the  demolition  of  old  building  and  erection  and  mainte¬ 
nance  of  a  new  gasoline  service  station  (previously  granted 
V1/  A?°a,rd)  increasing  the  area  of  station;  premises 
133  44  loOth  street,  and  149-12  North  Conduit  avenue 
northwest  corner  (Block  12116,  Lots  1,  5,  53  and  56)! 
bouth  Jamaica,  Borough  of  Queens. 
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418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  he  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  ot  149th  avenue  (Clock 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

856-42-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Louis  Fatato,  owner,  reopened  Septem¬ 
ber  18,  1945,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  storage  of  beer  and  repair  shop  for  owners 
use  (previously  granted  by  the  Board)  ;  premises  298-318 
2nd  street,  and  303-311  4th  avenue,  southeast  corner  (Block- 
974,  Lots  6,  12,  15  and  17),  Borough  of  Brooklyn. 

175-45-BZ— Application  of  Joseph  M.  Lonergan,  applicant 
on  behalf  of  William  Stroll,  owner,  reopened  July  23,  1946, 
for  consideration  as  to  extension  of  time  to  complete 
work — Application  previously  granted  on  condition,  un¬ 
der  section  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  extension  of  a  business  use  now 
existing  on  the  1st  story,  'to  the  2nd  story;  premises  403 
East  Houston  street  and  126-128  Sheriff  street,  southeast 
corner  (Block  335,  Lots  10  and  11),  Borough  of 
Manhattan. 

366-32-BZ— Application  of  Morris  Kraushaar,  applicant 
and  owner,  reopened  July  23,  1946,  for  consideration  as  to 
extension  of  term  of  variance — Application  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop,  for  a  term  of 
five  years;  premises  1385-1395  Webster  avenue,  west  side, 
772.49  ft.  north  of  East  169th  street  (Block  2887,  Lots  151 
to  155,  inclusive),  Borough  of  The  Bronx. 

104-41-BZ — Application  of  Potters  Brothers,  Inc.,  appli¬ 
cant  and  owner,  reopened  July  23,  1946,  for.  consideration 
as  to  extension  of  permit — Application  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  factory  building  18  ft.  above  the  curb 
level  in  excess  of  the  limitations  set  by  the  building  zone 
resolution,  for  a  term  of  five  years;  premises  150-22  Tahoe 
street,  west  side,  170.14  ft.  south  of  Albert  road  and  150-25 
Centreville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of  Queens. 

285-36-BZ— Application  of  Henry  C.  Brucker,  applicant, 
on  behalf  of  Otto  Gebhardt,  owner  (Revonah  Laundry,  Inc., 
lessee),  reopened  September  10,  1946,  for  consideration  as 
to  extension  of  variance — Application  previously  granted 
on  condition,  under  sections  7f  and  7i  of  the  zoning  reso¬ 
lution,  for  a  term  of  five  years,  permitting  in  a  business 
use  district,  the  storage  of  more  than  five  (5)  motor  vehicles 
(previously  granted  on  condition — re  change  of  occupancy  of 
an  existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles,  motor  vehicle  repair  shop  and,  also,  gasoline 
service  station;  premises  72-27  Cypress  Hills  street,  north¬ 
east  side,  199.41  ft.  south  of  Myrtle  avenue  (Block  3600, 
Lot  125),  Glendale,  Borough  of  Queens. 

289-40-BZ— Application  of  William  H.  Fuhrer,  applicant, 
on  behalf  of  Lerad  Realty  Corp.,  owner,  reopened  September 
10,  1946,  for  consideration  as  to  extension  of  time  to. com¬ 
plete  work  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  extension  in 
height  of  an  existing  milk  bottling  and  distributing  station; 
premises  447-457  East  133rd  street,  north  side,  195  ft.  west 
of  Brown  place  (Block  2278,  Lots  64  and  69),  Borough  of 
The  Bronx. 

480-38-BZ — Application  of  Paul  Friedman,  applicant,  on 
behalf  of  William  C.,  Carl  H.  and  Margarethe  Schoof, 


owners  (Margaret  Scott,  lessee),  reopened  July  9,  1946, 
under  sections  7f  and  7h  of  the  zoning  resolution,  to  per- 
mit  in  a  business  use  district  bail  bond  office,  shelter,  and 
office  for  attendant,  parking  and  storage  of  more  than  five 
motor  vehicles  (previously  granted  by  the  Board),  and  out¬ 
door  display  and  sale  of  not  more  than  five  (5)  motor 
vehicles;  premises  41-43  Snyder  avenue,  north  side,  150  ft. 
west  of  Bedford  avenue  (Block  5103,  Lot  91),  Borough 
of  Brooklyn. 

578-46-BZ— Application,  July  31,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Bessy  Schwartz,  bwner  (Michell  briedman, 
lessee),  to  permit  in  a  business  use  district,  the  operation 
and  maintenance  of  a  wet  wash  laundry,  for.  a  term 
of  years;  premises  2917  Mermaid  avenue,  north  side,  65  ft. 
east  of  West  30th  street  (Block  7010,  part  of  Lot  50), 
Borough  of  Brooklyn. 

536-46-BZ— Application,  July  2,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  ap¬ 
plicant,  on  behalf  of  430  East  138th  Street  Corp.,  owner 
(Peter  J.  Kelly,  lessee),  to  permit  in  a  retail  use  district, 
the  operation  and  maintenance  of  a  wet  wash  laundry,  for 
a  term  of  five  years;  premises  430  East  138th  street,  south 
side,  300.07  ft.  east  of  Willis  avenue  (Block  2282,  part  of 
Lot  18),  Borough  of  The  Bronx. 

581-46-BZ— -Application,  August  5,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  ap¬ 
plicant,  on  behalf  of  Esther  Stein,  owner  (William  M. 
blastings,  lessee),  to  permit  in  a  business  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  802  East  180th  street, 
south  side,  20.2  ft.  east  of  Mapes  avenue  (Block  3108,  Lot 
16),  Borough  of  The  Bronx. 

469-46-BZ— Application,  June  24,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Michael  A.  Cardo, 
applicant,  on  behalf  of  Louis  Forte,  owner,  to  permit  in 
a  residence  and  business  use  district,  the  erection  ot  a  pudd¬ 
ing  proposed  for  stores  and  non-fireproof  class  “A”  mul¬ 
tiple  dwelling  for  a  term  of  years;  premises  2450-2456 
Eastcliester  road,  and  1500-1506  Mace  avenue,  southeast 
corner  (Block  4478,  Lot  32),  Borough  of  The  Bronx. 

574-46-BZ— Application,  July  17,  1946,  under  sections 
7b,  7c  and  21  of  the  zoning  resolution,  of  James  F.  Con- 
neil,  applicant,  on  behalf  of  Mary.  E.  Marraccini,  owner, 
to  permit  in  a  residence  and  business-1  use  district,  the 
alteration  to  an  abandoned  building  to  be  used  for  manu¬ 
facturing;  premises  1456-1464  South  Railroad  avenue  (for¬ 
merly  6th  street),  south  side,  53.96  ft.  west  of  Rose  avenue 
(Block  4212,  Lots  37,  40  and  part  of  Lot  43),  New  Dorp, 
Borough  of  Richmond. 

454-46-BZ— Application,  June  20,  1946,  under  sections 
7b,  7f  and  21  of  the  zoning  resolution,  of  Kitzler  and 
Nurick,  applicant  on  behalf  of  Castle  Brothers,  Inc.,  owners, 
to  permit  in  a  business  and  unrestricted  use  district,  the  dis¬ 
play,  sales  and  storage  of  more  than  five  (5)  motor  vehicles, 
for  a  term  of  years;  premises  54-64  Woods  place,  west  side, 
33  ft.  9  in.  north  of  Snyder  avenue  (Block  5107,  Lot  24), 
Borough  of  Brooklyn. 

496-46-BZ— Application,  June  28,  1946,  under  sections 
7c  and  7e  of  the  zoning  resolution,  of  Paul  Friedman,  ap¬ 
plicant,  on  behalf  of  21  La  Salle  Street  Corp.,  owner,  to 
permit  in  a  business  use  district,  more  than  the  area  per¬ 
mitted  for  manufacturing,  for  a  term  of  years;  premises 
450  West  125th  street,  and  21-25  La  Salle  street,  southwest 
corner  (Block  1966,  Lot  5),  Borough  of  Manhattan. 

435-41-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Dolorita  Wallace,  owner,  reopened  May  14, 
1946,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station;  premises  737  East  149th 
street,  and  549  Concord  avenue,  northwest  corner  (Block- 
2641,  Lots  18,  19  and  20),  Borough  of  The  Bronx. 
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295-46- A — 688  Woodward  avenue,  west  side,  25  ft.  north 
of  Palmetto  street  (Block  3468,  Lot  49),  Ridgewood,  Bor¬ 
ough  of  Queens. 

369-46-A — 117-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block 
227,  Lot  63),  Borough  of  Manhattan. 

628-46- A — 128-03  172nd  street,  southeast  corner  of  128th 
avenue  (Block  12520,  Lot  9),  Jamaica,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of  mapped 
street — 128th  avenue). 

584- 46-A— Re  Transportation  of  fuel  oil  in  tank  truck 
in  New  York  City  (capacity  of  tank  not  in  conformity  with 
Administrative  Code  requirements  covering  Tank  Trucks), 
Truck  #6. 

585- 46-A — Re  Transportation  of  fuel  oil  in  tank  truck 
in  New  York  City  (capacity  of  tank  not  in  conformity  with 
Administrative  Code  requirements  covering  Tank  Trucks), 

Truck  #9. 

586- 46-A — Re  Transportation  of  fuel  oil  in  tank  truck 

in  New  York  City  (capacity  of  tank  not  in  conformity  with 
Administrative  Code  requirements  covering  Tank  Trucks), 
Truck  #10.  ' 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  24,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  pub’ic  hearing 
Tuesday  afternoon,  September  24,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

565-46-A — 80-06  47th  avenue,  south  side,  433  ft.  west  of 
82nd  street  (1st  floor)  ;  (Block  1536,  Lots  53,  55  and  58), 
Elmhurst,  Borough  of  Queens. 

580-46-A — 109  Beach  30th  street,  west  side,  206.27  ft. 
south  of  Lewmay  road  (Block  302,  Lot  48),  Edgemere, 
Borough  of  Queens. 

ft 

189-46-A — 422-438  Fulton  street,  south  sidf,  93  ft.  west 
of  Hoyt  street,  177  Livingston  street,  14-30  Hoyt  street  and 
15  Gallatin  place  (1st,  2nd  and  3rd  basement)  ;  (Block  156, 
Lot  1),  Borough  of  Brooklyn. 

560-46-A — 754-756  7th  avenue,  west  side,  41  ft.  6  in.  south 
of  50th  street  (5th  and  6th  floors)  ;  (Block  1021,  Lot  34), 
Borough  of  Manhattan. 

583-46-A — 13-23  Germania  place,  and  149  Kenilworth 
place,  northeast  corner  (ground  floor)  ;  (Block  7557,  Lot  1), 
Borough  of  Brooklyn. 

589-46- A — 3665  Richmond  Terrace,  south  side,  238  ft. 
west  of  Western  avenue  (Block  1400,  Lot  1),  Port  Ivory, 
Borough  of  Richmond. 

377-46-A — 25-35  Van  Sinderen  avenue,  southeast  corner 
of^Herkimer  street,  and  1520-1528  Herkimer  street  (Block 
1576,  Lot  9),  Borough  of  Brooklyn. 

617-46-A— 3  (13)  East  65th  street,  north  side,  253  ft. 
10  in.  east  of  5th  avenue  (Block  1380,  Lot  11),  Borough  of 
Manhattan. 

643- 46-A— 137  West  14th  street,  north  side,  300  ft.  east 
of  7th  avenue  (Block  790,  Lot  15),  Borough  of  Manhattan. 

644- 46-A — 253-255  West  29th  street,  north  side,  125  ft. 
east  of  8th  avenue  (Block  779,  Lots  8  and  9),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOT  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  1,  1946,  at  10  o’clock  in  Room 
HJU  Municipal  Building,  .Manhattan,  on  the  following 
matters  : 

Zoning  Applications 

206-27-BZ— Application  of  Kitzler  and  Nurick,  appli- 
^nts.on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 
r>  umter  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802 
Lot  55),  Borough  of  Brooklyn. 

261-46-BZ— Application,  April  12,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Glencoe  Realty  Corp.,  owner,  to  permit  in  a 
retail  use,  D  area  district,  the  erection  of  a  building,  using 
more  than  the  area  permitted ;  premises  94-05  63rd  drive 
west  side,  50  ft.  north  of  Booth  street  (Block  3081,  Lots  127! 
128  and  129),  Forest  Hills,  Borough  of  Q  ueens. 

576-46-BZ  Application,  July  31,  1946.  under  section  7e 
of  the  zoning  resolution,  of  Arthur  lovis,  applicant,  on  be¬ 
half  of  Duberry  Realty  Corp.,  owner  (Steve  Leppielo, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash' 
laundry,  for  a  term  of  five  (5)  years;  premises  183-185 
Mulberry  street,  west  side,  35  ft.  south  of  Kenmare  street 
(Block  481,  part  of  Lot  33),  Borough  of  Manhattan. 

592-46-BZ  Application,  August  15,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Norman  Lederer  and 
Leonard  Joseph,  applicants,  on  behalf  of  Woodcrest  Con- 
struction  Co.,  owner,  to  permit  in  a  business  use  district,  the 
erection  of  a  public  garage  for  the  storage  of  more  than  five 
(.">)  trucks  and  automobiles;  premises  40-34  Crescent  street 
west  side,  100  ft.  north  of  41st  avenue  (Block  407,  Lot  37)! 
Long  Island  City,  Borough  of  Queens. 

614-46-BZ — Application,  August  27,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Dasol  Realty  Corp.,  owner,  to  permit 
in  a  local  retail  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  105  Amsterdam  avenue,  east  side, 
50  ft.  5  in.  north  of  West  64th  street  (Block  1436,  Lot  3),' 
Borough  of  Manhattan. 

631-46-BZ — Application,  September  4,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono, 
applicant,  on  behalf  of  Silva  Realty  Corp.,  owner  (Bert  s! 
Good,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  328  East 
8th  street,  south  side.  220.3  ft.  west  of  Avenue  C  (Block 
390,  Lot  22),  Borough  of  Manhattan. 

624-46-BZ — Application,  September  3,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono, 
applicant,  on  behalf  of  Silva  Realty  Corp.,  owner  (Bert  S. 
Good,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  112 
Suffolk  street,  east  side,  150  ft.  south  of  Rivington  street 
(Block  348,  Lot  8),  Borough  of  Manhattan. 

110-43-BZ — Application  of  Milton  B.  Weissman,  appli¬ 
cant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
4,  1946.  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  bv  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  bowling  alleys  on 
second  floor;  premises  6214-6224  4th  avenue,  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

246-44-BZ  Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Tnc.,  and  Mar- 
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green  Realty  Co.,  Inc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Inc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present 'dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,’  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

677-46-BZ — Application  of  Leonard  Schultze  and  Asso¬ 
ciates,  applicants  on  behalf  of  Savings  Bank  Trust  Company, 
owner,  filed  September  17,  1946,  under  Section  21-C  for 
variation  of  the  area  requirements  of  the  zoning  resolution 
as  to  size  of  yards  and  lot  coverage;  premises  in  D,  E  and 
F  area  and  "residence  and  business  use  districts:  Blocks 
bounded  by  Grand  Central  parkway,  Main  street,  Union 
turnpike,  and  Parsons  boulevard  (Block  6673,  Lots  3,  50, 
and  100,  Block  6674,  Lot  3,  Block  6692,  Lot  3,  Block  6693, 
Lot  3,  Block  6694,  Lot  101,  Block  6819,  Lot  2  and  Block 
6820,  Lot  3),  Flushing,  Borough  of  Queens. 

630-46-BZ— Application,  August  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  C.  Hahn,  appli¬ 
cant,  on  behalf  of  the  Y.  W.  C.  A.  of  the  City  of  New  York 
owner,  to  permit  in  a  residence  use  district,  the  proposed 
use  of  a.  building  for  offices  for  a  Y.  W.  C.  A.  club,  prem¬ 
ises  113  East  37th  street,  north  side,  189  ft.  east  of  Park  ave- 
nue  (Block  893,  Lot  11),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 

517-46-A — 113  East  37th  street,  north  side,  189  ft.  east  of 
Park  avenue  (Block  893,  Lot  11),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  1,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  1,  1946,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

499-46-A— 147-73  Springfield  lane,  east  side,  693.1  ft. 
south  of  147th  avenue  (Block  4625,  Lot  20),  Springfield 
Gardens,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 224th  street). 

519-46-A — 120-33  142nd  place,  east  side,- 291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 

607-46-A — 12  Silver  Lake  road,  southwest  corner  of  Duer 
lane  (Block  122,  Lot  31),  Silver  Lake,  Borough  of  Rich¬ 
mond. 

600-46-A— 84-86  North  6th  street,  and  163-169  Wythe  ave¬ 
nue,  southeast  corner  (3rd  floor)  ;  (Block  2334,  Lot  5), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  8,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  8,  1946,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

540-46-BZ— Application,  July  5,  1946,  under  section  21  of 
the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants,  on 
behalf  of  756  Utica  Avenue  Corp.  and  Estate  of  Julia  Ryan 
owners,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building,  to  be  used  as  a  garage  for  more 


than  five  (5)  motor  vehicles;  premises  750-780  Utica  ave¬ 
nue,  west  side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 

354-23-BZ— Application  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  103  Empire  Boulevard  Corp.,  owner, 
reopened  May  14,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  change  of  use 
from  public  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board)  to  include  showroom, 
servicing  and  repair  of  motor  vehicles;  premises  103-111  Em¬ 
pire  boulevard,  north  side,  238  ft.  2^2  in.  east  of  Bedford 
avenue  (Block  1306,  Lot  37),  Borough  of  Brooklyn. 

325-46-BZ— Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

633-46-BZ — Application,  September  5,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosen- 
blum,  applicant,  on  behalf  of  Meyer  Fortgang,  owner 
(Henry  Jacobson,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  3502  Church  avenue,  and  179  East  35th  street, 
southeast  corner  (Block  4889,  Lot  1),  Borough  of  Brooklyn. 

382-46-BZ— Application,  May  24,  1946,  under  section  7e 
of  the  zoning  resolution,  of  William  J.  Burke,  applicant,  on 
behalf  of  Adam  and  Charles  Klein,  owners,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  an 
automobile  repair  shop;  premises  74-02  to  74-16  Queens 
boulevard,  south  side,  179.31  ft.  west  of  Kneeland  place 
and  South  Railroad  avenue  (Block  2448,  Lot  213),  Elmhurst, 
Borough  of  Queens. 

606-46-BZ— Application,  August  26,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  DeShaw,  applicant,  on  behalf  of  Michael 
Maniere,  owner  (V.  Vitulli  and  Alex  Silawsky,  lessees),  to 
permit  in  a  business  use  district,  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  42-10  14th  avenue,  west 
s;de,  60  ft.  2]A  in.  south  of  42nd  street  (Block  5599,  Lot  40), 
Borough  of  Brooklyn. 

613-46-BZ— Application,  August  26,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  DeShaw,  applicant,  on  behalf  of  Christine 
M.  Drewes,  owner  (Julius  Flegenheimer,  lessee),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  91-14  Corona  avenue,  south  side, 
36.16  ft.  east  of  91st  place  (Block  1848,  Lot  3),  Elmhurst, 
Borough  of  Queens. 

208-37-BZ— Application  of  William  A.  Wessner,  ap¬ 
plicant,  on  behalf  of  the  Edbro  Realty  Co.,  Inc.,  owner,  re¬ 
opened  September  17,  1946,  for  consideration  as  to  extension 
of  variance  (expired  by  limitation)— Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  for  a  temporary  term  of  years,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  22-65  31st  street,  east  side,  182.6  ft. 
north  of  23rd  avenue  (Block  833,  Lot  12),  Astoria,  Borough 
of  Queens. 

523-46-BZ— Application,  June  18,  1946,  under  sections 
7g  and  21  of  the  zoning  resolution,  of  Robert  Williamson, 
applicant,  on  behalf  of  Flostrand  Realties,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  C  and  D  area  dis¬ 
tricts,  the  erection  and  maintenance  of  a  building  to  be  used 
as  a  storage  garage  for  more  than  five  (5)  motor  vehicles, 
using  more  than  the  area  permitted;  premises.  3155  West¬ 
chester  avenue,  west  side,  265.6  ft.  south  of  Wilkmson  ave¬ 
nue  (Block  4235,  Lot  45),  Borough  of  The  Bronx. 
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524-46-A — 3155  Westchester  avenue,  west  side,  265.6  ft. 
south  of  Wilkinson  avenue  (Block  4235,  Lot  45),  Borough 
of  The  Bronx. 


street  (Block  2050,  Lots  100  to  103,  110  112 
118),  Borough  of  Brooklyn. 


1 13  and  1 15  to 


HARRIS  H.  MURDOCK,  Chairman. 


HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  8,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  October  8,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

601-46-A — West  side  of  Columbia  street,  2140  ft.  south 
of  Hal  leek  street,  Pier  A,  Ft.  of  Richards  street  (Block 
613,  Lot  1),  Beard’s  Erie  Basin,  Borough  of  Brooklyn. 

594-46-A — 29-58  214th  street,  west  side,  535.85  ft.  north 
of  33rd  avenue  (Block  6054,  Lot  65),  Bayside,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 32nd  avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  22,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use.  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 


OCTOBER  22,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  22,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 


Appeal  from  Administrative  Decision. 

547-46-A -7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Jomt,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  af  ternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  i 


Appeals  from  Administrative  Decisicms. 

237-46-A— 56  Pine  street,  north  side,  125  ft.  west  of  Wil- 
ham  street  and  26  Cedar  street  (basement);  (Block  41 
Lot  19),  Borough  of  Manhattan. 

367-46-A— 119-121  5th  avenue  and  1-3  East  19th  street 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
ot  Manhattan. 

459-46-A— 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1) 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  17,  1946. 

Present:  Chairman  Murdock,  Commissioners  Blum  and 
Savage  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  September  10,  1946, 
were  approved  as  printed  in  Bulletin  No.  38,  Volume  31. 


ZONING  APPLICATIONS. 

856-42-BZ 

APPLIC.ANT — Lama  and  Proskauer,  for  Louis  Fatato, 
owner. 

SUBJECT — Application  reopened  September  18,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  storage  of  beer  and  repair 
shop  for  owner’s  use  (previously  granted  by  the 
Board). 

PREMISES  AFFECTED — 298-318  2nd  street,  and  303-311 
4th  avenue,  southeast  corner  (Block  974,  Lots  6, 
12,  15  and  17),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Thomas 
Fatato. 

For  Opposition:  Isidore  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  24,  1946 
at  10  A.  M.  for  decision  without  further  argument. 
Applicant  to  file  revised  plans. 


246-44-BZ 

APPLICANT  Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.,  and  Margreen  Realty  Co.,  Inc., 
cTiDTT'/^Rers  (Stapleton  Service  Laundry,  Inc.,  lessee).’ 
bUBJECl — Application  reopened  April  9,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7a,  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  and  manufacturing  use  dis¬ 
trict,  the  erection  of  a  one  story  extension  to  present 
dry  cleaning  building  (previously  granted  by  the 
Board)  to  be  used  as  dry  cleaning  department  and 
finishing  department. 

PREMISES  AFFECTED— 42-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block 
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236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Irving  Fenichel. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1946  at 
10  A.  M.  at  request  of  applicant. 


383-46-BZ 

APPLICANT— Konnoson  and  Konnoson,  for  Frostone 
Corporation,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  D  area  district,  the 
erection  of  a  structure  for  manufacturing  purposes, 
using  more  than  the  area  permitted  and  omitting 
the  required  rear  yard. 

PREMISES  AFFECTED — 202-208  Tillary  street,  south 
side,  91  ft.  east  of  Prince  street,  and  67-73  Prince 
street  east  side,  96  ft.  6  in.  south  of  Tillary  street 
(Block  2050,  Lots  100,  103,  110,  112,  113,  115  and 
118),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  Konnoson. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1946 
at  10  A.  M.  at  request  of  applicant. 


392-46-BZ 

APPLICANT— Anastasios  Catsanos,  for  John  H.  Limpert, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  B  area  district,  the  pro¬ 
posed  extension  to  existing  building  using  more  than 
the  area  permitted. 

PREMISES  AFFECTED— 106  West-  45th  street,  south 
side,  103  ft.  west  of  Avenue  of  The  Americas  (6th 
avenue);  (Block  997,  Lot  37),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  in  view  of 
decision  of  Court  of  Appeals. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ^ 


872-28-BZ 

APPLICANT— Henry  Nordeim,  for  2311  Grand  Concourse 
Corp.,  owner  (Manox  Theatre  Corp.,  and  Jacob 
Rosenblum,  lessees). 

SUBJECT— Application  reopened  February  20,  1945— Ap¬ 
plication  ( decision  of  the  borough  superintendent) 
under  sections  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
an  existing  sign  and  the  erection  of  proposed  sign. 
PREMISES  AFFECTED— 2301-2313  Grand  Concourse  and 
163-169  East  183rd  street,  northwest  corner  (Block- 
3164,  Lot  31),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  F.  Klein. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
'  ing  and  Buildings. 

ACTION  OF'  BOARD— Resolution  amended. 


THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . - .  0 

THE  RESOLUTION  (872-28-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  business  building  (stores),  affecting 
premises  2311  Grand  Concourse,  northwest  corner  of  East 
183rd  street  (Block  3164,  Lot  31),  Borough  of  The  Bronx, 
was  granted  by  the  Board  on  April  2,  1929,  on  certain  con¬ 
ditions,  time  extended  on  January  28,  1930,  resolution 
amended  on  May  7,  1935  and  July  13,  1943;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  February  20,  1945  and  restored  to  the  calendar, 
subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  17,  1946,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Grand  Concourse  is  in  a  residence  and 
business  use  B  area  and  class  1)4  height  district;  East  183rd 
street  is  in  residence  and  business  use  B  area  and  class  1)4 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  26,  1945  re  Electric  Sign  Applic.  13-45  reads: 

“1.  The  erection  of  proposed  sign  in  a  residence  use 
district  is  contrary  to  Section  3  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  147  ft.  frontage  by  104  ft.  in  depth,  on  which  is 
located  a  building  147  ft.  front  by  104  ft.  in  depth,  1  story, 
18  ft.  in  height,  of  class  3  construction;  that  it  is  proposed 
to  legalize  the  present  sign  and  permit  the  erection  of  a 
new  sign ;  and 

Whereas,  the  applicant  contends  that  on  the  Grand  Con¬ 
course  frontage  of  this  building  are  two  signs,  one  on  the 
front  of  the  Ascot  Theatre  which  extends  from  over  the 
lobby  entrance  to  about  4  ft.  above  the  roof  parapet  wall 
and  as  wide  as  the  theatre  entrance;  that  it  is  flat  against 
the  wall,  projecting  only  9  inches  from  the  building  and 
against  this  sign  the  Department  of  Housing  and  Buildings 
have  a  violation  on  their  records  and  it  is  for  this  sign  that 
the  request  for  variation  is  made ;  that  over  this  theatre 
entrance  and  well  above  the  parapet  wall  of  the  building 
is  a  triangular  shaped  sign  that  was  permitted  to  be  erected 
by  resolution  of  the  Board  on  May  7,  1935  and  a  subsequent 
amendment  increasing  its  size  was  also  approved  by  the 
Board  on  July  13,  1943  under  Cal.  No.  872-28-BZ;  that  this 
sign  for  which  there  is  a  sign  permit  is  an  integral  part 
of  the  flat  wall  sign  in  violation;  that  this  entire  sign  outfit 
was  erected  on  the  building  in  1935  and  no  objection  raised 
by  the  Department  of  Housing  and  Buildings  until  May  14, 
1943 ;  that  without  this  front  wall  sign  the  presence  of  a 
theatre  would  hardly  be  known  and  it  is  a  rather  artistic  and 
neat  arrangement  having  space  at  its  low’er  section  for  re¬ 
movable  letters  announcing  current  shows ;  that  this  feature 
of  the  sign  arrangement  is  important  as  they  do  not  have 
the  advantage  enjoyed  by  most  other  theatres  where  there 
is  a  marquee  to  afford  the  necessary  advertising;  that  the 
other  sign  herein  concerned  is  that  of  Rosenblum’s  Dress 
Suit  Shop  located  over  store  No.  2311  which  is  only  10  ft. 
south  of  the  theatre  sign;  that  this  sign  is  only  3  ft.  high  by 
12  ft.  6  in.  in  length  and  has  an  illuminated  figure  of  a  man 
over  it  five  feet  high  and  2  ft.  in  width;  that  Mr.  Rosenblum 
makes  the  same  contention  as  the  theatre  outfit  that  with 
business  under  war  conditions,  what  there  is  of  it,  without 
the  sign,  he  claims,  he  may  as  well  close  the  place;  that  in 
this  building  are  other  stores  that  maintain  signs  on  the  Grand 
Concourse  frontage  although  not  of  the  illuminated  type, 
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they  do  not  conform  to  the  original  grant  permitting  the 
erection  of  the  building  although  they  are  in  keeping  with  the 
neighborhood  conditions;  that  there  are  stores  in  the  block 
south  of  183rd  street  and  the  block  from  183rd  street  to 
I  icld  place  on  the  east  side  of  the  Grand  Concourse  is  a 
frontage  of  nothing  but  stores  and  signs;  that  it  is  the 
applicant’s  opinion  that  the  Board  will  not  err  should  it  allow 
the  entire  Concourse  from  Fordham  Road  south  to  be  con¬ 
verted  to  a  business  use  inasmuch  as  it  has  failed  to  remain 
wlirft  it  was  originally  intended  for — a  residential  avenue. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  2,  1929  as  amended 
through  July  13,  1943  by  adding  thereto: 

that  signs  on  the  theater  and  stores  as  passed  upon  by 
the  borough  superintendent  under  Elec.  Sign  Applic 
314-46  and  Applications  2,  3,  4,  5,  6,  7,  8/ 9,  10  and 
11-46  under  date  of  September  6,  1946  may  be  permitted 
as.  indicated  on  plans  filed  with  this  Board  marked  ‘Re¬ 
ceived  July  16,  1946’  on  condition  that  signs  shall  not 
be  erected  above  the  band  course  on  the  front  of  the 
building  directly  above  the  show  window  transoms ;  that 
all  signs  overhanging  the  building  line  and  all  signs  ad¬ 
vertising  features  except  as  to  the  theater  above  such 
band  course  shall  be  removed  ;  that  no  signs  shall  be  elec¬ 
trically  illuminated  except  the  theater  sign;  that  as  to 
the  signs  on  the  theater,  such  signs  may  be  as  indicated 
on  the  plan  above  referred  to  and  may  be  illuminated  ex¬ 
cept  that  they  shall  be  non-flashing  signs,  and  may  also 
include  the  frame  announcement  signs  on  the  jambs  on 
either  side;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  other  laws,  rules  and 
regulations  applicable  thereto,  except  as  herein  varied.” 


401-31-BZ 

APPLICANT — Sidney  L.  Strauss,  for  446  West  44th 
Street,  Inc.,  owner. 

SUBJECT — Application  reopened,  December  11,  1945— Ap¬ 
plication  (decision  of  the  borough  superintendent 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  office  and 
lubritorium. 

PREMISES  AFbECT  ED — 624-626  Atlantic  avenue  and 
9  5th  avenue,  northeast  corner  and  627  Pacific  street 
(Block  1119,  Lot  1),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  Sidney  Strauss. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  . . .  0 

THE  RESOLUTION  (401-31-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  624-626  Atlantic 
avenue,  9  Fifth  avenue,  northeast  corner,  and  627  Pacific 
street  (Block  1119,  Lots  1  and  64),  Borough  of  Brooklyn, 
was  granted  by  the  Board  April  2,  1940,  on  certain  condi¬ 
tions,  time  to  obtain  permits  and  complete  work  extended 
February  4,  1941,  April  14,  1942  and  June  22,  1943;  and 

Whereas,  on  April  4,  1944  the  permit  was  extended,  and 
time  to  obtain  permits  and  complete  the  work  was  further 
extended ;  and 

Whereas,  the  applicant  requested  reopening  of  this 
application  and  amendment  of  the  resolution,  under  section  7f 
of  the  zoning  resolution,  to  permit  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  office  and  lubritorium; 
and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  11,  1945,  and  restored  to  the  calendar,  subject 


to  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  business  and  un¬ 
restricted  use,  B  aiea  and  class  2  height  districts;  5th  avenue 
is  in  a  business  use,  B  area  and  class  2  height  district ;  Pacific 
street  is  in  business  and  unrestricted  use  B  area  and  class  2 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  25,  1946  on  N.  B.  Applic.  258-46  reads: 

1.  Gasoline  service  station,  office  and  lubritorium 
m  a  business  district  is  contrary  to  Sec.  4a,  sub.  46,  of  the 
Zoning  Resolution. 

2.  Show  that  location  does  not  violate  Sec.  21 A  of 
Zoning  Resolution.” 

and 

V  hekeas,  the  applicant  states  that  the  premises  consist 
ot  a  plot  (irregular).  200  ft.  frontage  by  80  ft.  in  depth,  on 
which  it  is  proposed  to  erect  a  building  40  ft.  front  by  26  ft. 
in  depth,  1  story,  13  ft.  in  height,  of  class  3  construction;  that 
^  J.s  proposed  to  use  the  building  as  a  gasoline  service  station, 
office  and  lubritorium ;  and 

Whereas,  the  applicant  contends  that  the  original  appli¬ 
cation  lor  the  improvement  of  this  plot  provided  for  the  in¬ 
stallation  and  erection  of  a  gasoline  service  station,  all  of 
which  was  completed  and  subsequently  discontinued  due  to 
financial  involvement  of  the  premises;  that  the  plot  directly 
abuts  storage  yards  of  the  Long  Island  railroad  and  it  is  the 
only  plot  in  Block  1119  other  than  that  occupied  by  the  rail¬ 
road;  that  all  streets  which  converge  to  the  subject  property 
are  heavily  trafficked  to  the  point  where  the  plot  in  question 
is  practically  isolated  and  a  hazard  is  created  for  pedestrian 
tiaffic  to  reach  this  plot;  that  the  area  is  normally  what  is 
found  in  a  railroad  terminal  and  in  general  is  surrounded  by 
industrial  buildings,  meat  packing  plants,  warehouses,  etc.; 
that  this  plot  cannot  readily  be  developed  with  a  conforming 
use  due  to  its  location  and  practical  isolation;  that  per¬ 
mission  is  requested  for  the  erection  of  a  service  station  as 
proposed  with  any  limitations  that  the  Board  may  feel  are 
necessary ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
\\  hereas,  the  Board  deemed  in  view  of  non-compliance 
with  previous  requirements  for  the  parking  and  storage  use 
that  the  owner  should  comply  prior  to  requesting  further 
variance  to  permit  a  gasoline  service  station  and  that  at  this 
time  the  variance  to  permit  parking  and  storage  only  should 
he  permitted  under  the  conditions  imposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  2,  1940  as  amended 
through  April  4,  1944  only  in  so  far  as  it  has  reference  to  the 
term  of  the  variance  to  permit  the  parking  and  storage  of 
more  than  five  motor  vehicles,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
*  *  *  and  that  other  than  as  herein  amended  the  pro¬ 
visions  of  the  resolution  of  April  4,  1944  shall  be  com¬ 
plied  with,  and  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained.” 


1081-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Francis  H.  Luce, 
owner. 

SUBJECT — Application  reopened  7/9/46 — re  extension  of 
permit— expired  by  limitation  4/11/46— re  Applica¬ 
tion  (decision  of  the  borough  superintendent) 
previously  granted  on  condition,  under  section  7e 
of  the  zoning  resolution,  permitting  in  a  local  retail 
use  district,  the  conversion  of  occupancy  of  the  cel¬ 
lar  story  of  a  building  to  a  bowling  alley,  said 
bowling  alley  to  have  an  entrance  located  more  than 
twenty-five  feet  from  the  business  street. 
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PREMISES  AFFECTED— 102-43  to  102-55  Queens  boule¬ 
vard,  northeast  corner  of  68th  street  (Block  2137, 
Lot  1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
N  egative :  .  0 

THE  RESOLUTION  (1081-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  local  retail  use  district,  the  con¬ 
version  of  occupancy  of  the  cellar  story  of  a  building  to  a 
bowling  alley,  the  said  bowling  alley  having  a  proposed  en¬ 
trance  located  more  than  25  feet  from  the  business  street, 
affecting  premises  102-43  to  102-55  Queens  boulevard,  north¬ 
east  corner  of  68th  road  (Block  2137,  Lot  1),  Forest  Hills, 
Borough  of  Queens,  was  granted  by  the  Board  March  31, 
1942,  on  certain  conditions  and  resolution  amended  on  June 
16,  1942;  and 

Whereas,  the  permit  was  extended  on  April  lb,  1944  and 
the  applicant  requested  a  further  extension  of  the  permit, 
which  had  expired  by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  9,  1946  and  set  for  hearing  on  September  17,  1946;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  31,  1942  as  amended 
through  April  11,  1944  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance  so  that  as  amended  this  portion  of 
the  resolution  shall  read:  • 

“Granted  under  section  7e  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution  _  *  *  * 
and  that  other  than  as  herein  amended  the  provisions  of 
the  resolution  of  March  31,  1942  as  amended  through 
April  lb,  1944  shall  be  complied  with;  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


355-45-BZ  _  , 

APPLICANT— Charles  M.  Spindler,  for  Ben  H.  Sanders 
and  Henry  A.  Doten,  owners. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  in  occupancy  of  a  portion  of  the  building 
from  auto  laundry  to  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 50-24  Queens  boulevard,  south 
side,  193.20  ft.  east  of  50th  street  (Block  2283, 
Lot  43),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (355-45-BZ) 

Whereas,  Charles  M.  Spindler  for  Ben  H.  Sanders  and 
Henry  A.  Doten,  owners,  filed  June  5,  1945,  an  application 
under  sections  7c  and  7i  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  change  of  occupancy  of  a  portion 
of  the  building  from  auto  laundry  to  motor  vehicle  repair 


shop :  premises  50-24  Queens  boulevard,  south  side,  193.20  ft. 
east  of  50th  street  (Block  2283,  Lot  43),  Woodside,  Borough 

of  Queens;  and  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  17,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  re¬ 
solution  show  that  Queens  boulevard  is  in  residence  and 
business  use,  B  and  C  area  and  Class  1)4  height  districts ; 
50th  street  is  in  residence  and  business  use,  B  area  and  Class 
1)4  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  24,  1945,  re  Alt.  Applic.  321-45,  reads: 

“5.  The  change  of  occupancy  of  portion  of  building 
in  a  business  use  district,  from  auto  laundry  to  motor 
vehicle  repair  shop  is  contrary  to  Art.  II,  Sec.  4,  B.Z.R.’ 

and  .  .  . 

Whereas,  the  applicant  states  that  the  premises  consist  oi 
a  plot  121.35  ft.  frontage  by  1001  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  by  25  ft.  8  in.  in  depth,  one  story 
14  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  convert  a  portion  of  the  building  from  auto  laundry  to  a 
motor  vehicle  repair  shop ;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  gasoline  service  station  established  prior  to  1916  on 
which  premises  there  is  located  a  one  story  brick  building 
erected  under  N.B.  #14474-27 ;  that  this  building  was  erected 
as  an  accessory  building  to  the  gasoline  service  station,  and 
has  been  so  used  continuously  to  date,  that  it  is  now  pro¬ 
posed  to  convert  a  portion  of  this  building  from  auto  laundry 
use  to  a  motor  vehicle  repair  shop ;  that  the  property  is 
bounded  on  the  east  by  Calvary  Cemetery,  on  the  south  by  a 
garage  for  more  than  5  cars,  and  on  the  west  by  a  plot  used 
by  an  animal  importer  as  an  animal  farm ;  that  the  character 
of  the  surrounding  property  is  such  that  this  change  in  use 
cannot  have  any  detrimental  effect  on  adjacent  property;  that 
the  nearest  property  used  for  residential  purposes  is  located 
on  the  westerly  side  of  50th  street  around  a  corner  and  out 
of  sight  of  the  premises;  that  the  change  in  use  is  from  one 
non-conforming  use  to  another,  and  all  repairing  will  be  con¬ 
fined  to  the  interior  of  the  building ;  that  the  type  of  repairing 
done  will  not  be  objectionable  by  reason  of  noise,  since  no 
collision  work  is  handled ;  that  the  work  is  principally  bench 
work  and  engine  adjustments  using  hand  tools  and  any  power 
driven  tools  will  be  operated  by  fractional  horse  power 
motors,  that  it  is  therefore  requested  that  a  variation  of  the 
zoning  resolution  be  made  to  permit  this  change  in  occupancy 
which  will  have  no  detrimental  effect  on  the  area,  and  will 
thereby  substantially  conform  to  the  intent  of  the  zoning 
resolution ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7 i  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  portion  of  the  accessory 
building  to  be  occupied  for  motor  vehicle  repairing  on  con¬ 
dition  that  the  building  shall  not  be  increased  in  height  or 
area;  that  no  signs  advertising  the  motor  vehicle  repair  use 
shall  be  displayed ;  that  all  repairing  shall  be  done  by  means 
of  hand  tools  with  no  machine  driven  tools  requiring  a  motor 
of  more  than  %  h.p.  each;  that  there  shall  be  no  anvil  or 
forge  or  any  acetylene  welding  or  paint  spraying  other  than 
occasional  hand  spraying  which  may  be  necessary  to  repair 
damaged  parts;  that  there  shall  be  no  heavy  collision  work 
done ;  that  all  repairing  shall  be  done  within  the  building  as 
proposed;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  appli¬ 
cable  thereto  other  than  as  modified  by  the  Board  under  Cal. 
392-46-A ;  that  all  permits  shall  be  obtained  within  three  (3) 
months  from  the  date  of  this  resolution. 
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583-45-BZ 

APPLICANT — Jules  Lewis,  for  Cord  Trading  Corpora¬ 
tion,  owner. 

SUBJECT — Application  reopened  June  4,  1946 — application 
(decision^  of  the  borough  superintendent)  under 
sections  7b  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  and  business  use  district,  the 
proposed  area  to  be  used  for  manufacturing  in  ex¬ 
cess  of  twenty-five  (25)  per  cent  (previously 
granted  by  the  Board). 

PREMISES  AFbECTED — 388-402  Hudson  street,  264-270 
West  Houston  street,  northeast  corner  and  22-28 
Clarkson  street  (Block  581,  Lots  45-53  and  83), 
Borough  of  Manhattan. 

APPEARANCES— 

For  applicant:  Jules  Lewis  and  Henry  Byres. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  blous¬ 
ing  and  Buildings  and  G.  Goldman,  Board  of 
Education. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (583-45-BZ) 

W hereas,  this  application  under  section  7b  of  the  zoning 
resolution,  permitting  the  extension  into  the  residence  use 
district  of  a  building  for  showrooms  and  manufacturing 
(limited  to  25%  of  the  area)  permitted  in  a  business  use 
district,  and  also  an  excess  of  height  permitted  under  the 
zoning  premises ;  premises :  388-402  Hudson  street  and  264- 
270  West  Houston  street,  northeast  corner  and  22-28  Clark¬ 
son  street  (Block  581',  lots  45  to  53  and  83),  Borough  of 
Manhattan  was  granted  by  the  Board,  on  December  lb,  1945, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  amendment  of  the  resolution ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  4,  1946  and  restored  to  the  calendar  subject  to  usual 
procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals; 

and 

Whereas,  on  December  23,  1930,  under  Cal.  560-30-BZ, 
the  Board  granted  on  condition  an  application  (decision  of 
superintendent  of  buildings)  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  district  extending  from 
an  unrestricted  use  district,  the  erection  and  maintenance 
of  a  business  building ;  premises :  22  Clarkson  street,  264 
West  Houston  street  and  388-402  Hudson  street,  southeast 
corner,  Borough  of  Manhattan ;  and 
Whereas,  when  above  variation  was  granted  Clarkson 
street  was  in  residence. and  unrestricted  use  districts;  Hud¬ 
son  street,  West  Houston  and  Varick  streets  were  in  an  un¬ 
restricted  use  district ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Hudson  street  is  in  business  and  un¬ 
restricted  use,  A  and  B  area  and  Class  1%  and  2  height 
districts ;  West  Houston  street  is  in  residence,  business  and 
unrestricted  use,  B  area  and  Class  1(4  and  2  height  districts; 
Clarkson  street  is  in  residence  and  business  use,  B  area  and 
Class  1(4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  28,  1946,  re  N.B.  Applic.  199-45,  reads : 

“New  specification  sheet  filed  herewith  changing  oc¬ 
cupancy  to  store,  showrooms  and  60  percent  manufac¬ 
turing. 

Amendment  disapproved  with  following  objection: 

5.  Proposed  area  to  be  used  for  manufacturing  is 
contrary  to  the  conditions  set  down  by  the  resolution 
of  Cal.  583-45-BZ.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  200  ft.  frontage  by  125  ft.  in  depth  on  which  it  is 
proposed  to  erect  a  building  200  ft.  front  by  125  ft  in  depth 
(typical  floor  200  by  115  ft.  in  area),  12  stories,  144  ft.  in 
height,  of  Class  1  construction ;  that  it  is  proposed  to  use  the 
building  for  store,  showrooms  and  60%  manufacturing;  and 
Whereas,  the  applicant  contends  that  since  the  previous 
grant  by  the  Board  the  owner,  a  real  estate  man  of  long 
experience,  has  thoroughly  explored  the  rentability  of  the 
proposed  building ;  anxious  to  proceed  with  improving  the 
lot  which  he  held  through  years  of  depression  and  war  he 
has  first  secured  estimates  of  cost  and  set  up  a  rent  schedule 
commensurate  therewith ;  that  the  costs  are  practically  double 
pre-war  costs;  that  he  then  canvassed  the  tenant  situation; 
that  the  plot  is  located  in  a  district  in  which  the  business  is 
practically  all  of  the  industrial  type;  this  site  cannot  at¬ 
tract  office  tenants;  neither  is  it  suitable  for  just  sales  and 
showroom  space,  which  locate  mainly  in  centers  adjacent  to 
railroad  terminals  and  hotels  for  convenience  of  buyers ; 
that  warehouse  space  is  financially  out  of  the  question; 
very  few  business  firms  with  only  incidental  manufacturing 
locate  in  this  district;  it  is,  however,  due  to  good  available 
labor  market  and  its  proximity  to  the  Holland  Tunnel,  at¬ 
tractive  to  firms  who  combine  their  manufacturing  with 
their  offices  and  salesrooms ;  these  occupy  an  average  of 
60%  of  the  space  for  manufacturing  and  balance  for  office 
and  sales  space ;  that  satisfactory  leases  could  immediately 
be  drawn  from  the  plans  to  assure  success  of  the  project 
if  the  owner  were  permitted  this  percentage  of  manufac¬ 
turing  ;  that  in  addition,  none  of  the  prospective  tenants  fall 
within  the  prohibited  trades  or  industries  listed  in  section  4, 
paragraph  a,  of  the  zoning  resolution,  thus  essentially  com¬ 
plying  with  the  limitations  of  a  business  district;  that  should 
the  Board  look  favorably  upon  this  appeal  the  owner  will 
readily  agree  to  and  maintain  this  stipulation;  that  adjacent 
tenants  are  a  9-story  factory  building  on  the  whole  west 
block  front  of  Hudson  street  between  W.  Houston  and 
Clarkson  streets,  ocemupied  by  the  Western  Electric  Co., 
an  8-story  factory  occupying  block  on  Hudson  street  between 
Clarkson  and  Leroy  streets  occupied  by  Westinghouse  Elec¬ 
tric  Co.,  Lentheric  Co.  and  other  large  tenants,  a  9-story 
factory  on  Hudson  street  between  Leroy  and  Morton  streets 
occupied  by  General  Dye  Stuff  and  General  Aniline  Com¬ 
panies,  a  17-story  factory  on  Hudson  between  King  and 
Charlton  streets  occupied  by  the  Western  Electric  Tube 
Shop,  shoe  manufacturers  and  other  large  tenants,  an  8- 
story  factory  on  the  east  side  of  Hudson  street  between 
King  and  Charlton  streets  occupied  by  Eastman  Kodak, 
Winthrop  Chemical  Co.  and  large  printing  and  engraving 
firms,  a  12-story  factory  on  west  side  of  Varick  street  be¬ 
tween  W.  Houston  and  Clarkson  streets  also  occupied  by 
large  printing  and  allied  trades;  that  in  fact,  with  the  excep¬ 
tion  of  the  U.  S.  Appraisers  Stores  building  to  the  south 
and  the  school  to  the  east,  the  plot  is  in  the  center  of  fac¬ 
tory  buildings;  that  at  the  time  the  plot  was  purchased  it 
was  in  an  unrestricted  zone ;  the  depression  and  war  pre¬ 
vented  the  erection  of  a  100%  factory  building;  that  the 
Planning  Commission  in  changing  the  district  last  year  from 
unrestricted  to  business  skipped  the  manufacturing  district, 
which  would  permit  75%  manufacturing;  that  the  building 
will  be  attractivelv  designed  and  an  asset  to  the  neighbor¬ 
hood;  that  the  only  alternate  is  to  maintain  the  plot  as  a 
parking  lot,  as  a  business  building  would  be  a  rash  ad¬ 
venture;  that  under  present  conditions  with  rent  limitations, 
labor  conditions,  scarcity  of  materials,  high  income  taxes, 
etc.  the  further  restriction  on  the  owner  from  erecting  the 
only  kind  of  a  building  that  could  succeed  would  result  in 
hardships  impossible  to  overcome. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  11,  1945  onlv  in 
so  far  as  it  has  reference  to  the  amount  of  space  to  be  oc¬ 
cupied  for  manufacturing  purposes,  so  that  as  amended  the 
resolution  shall  read : 

“Granted  under  sections  7b  and  21  to  permit  the  ex¬ 
tension  into  the  more  restricted  district  as  indicated  on 
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plans  filed  with  this  application  marked  ‘Received  Sep¬ 
tember  27,  1945’  and  modifying  the  decision  of_  the 
borough  superintendent  dated  November  29,  1945,  re 
N.  B.  Applic.  199-45,  objections  1,  2,  3,  and  4,  and  ad¬ 
ditional  objection  5  under  the  same  application  dated 
June  28,  1946  on  condition  that  the  amount  of  space  in 
the  building  used  for  manufacturing  shall  not  exceed 
50%  of  the  total  floor  area;  that  the  requirements  of 
section  7- A  shall  be  complied  with  in  all  respects,  but 
the  loading  spaces  on  West  Houston  street  and  Clark¬ 
son  street,  as  shown,  may  be  permitted ;  that  no  ad¬ 
vertising  signs  shall  be  attached  to  the  face  of  the 
building  within  the  residence  use  district  and  no  roof 
signs  shall  be  erected ;  that  in  the  event  it  is  required 
by  the  Board  of  Education  that  the  existing  chimney 
on  the  school  on  the  adjoining  lot,  54,  shall  be  raised  in 
order  to  produce  the  necessary  draft  due  to  the  height  of 
the  proposed  building,  the  extension  of  such  chimney 
shall  be  constructed  at  the  expense  of  the  owner  of  this 
proposed  building ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  amended  resolution.” 


191-46-BZ 


APPLICANT— Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resloution,  to  permit  in  a  residence  _  use,  D  area 
district,  restaurant,  banquet  hall,  meeting  room  and 
two  families,  using  more  than  the  permitted  area. 
PREMISES  AFFECTED— 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harway  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Emma  Hanson,  Anna  Lockwood, 
P.  Weil  and  P.  Spano. 

For  Administration :  Fred  Dahlem,  Dep’t  of  FIous- 
ing  and  Buildings. 

ACTION  OF 'BOARD— Application  granted  on  condition. 


THE  VOTEr- 

Affirmative :  Chairman  Murdock, 
Savage  and  Blum  and  Deputy 
Negative:  . 


Commissioners 
Chief  Guinee.  .  4 
.  0 


THE  RESOLUTION  (191-46-BZ) 


Whereas,  Charles  G.  Bond,  for  Carmine  Vivolo,  owner, 
filed  March  8,  1946,  an  application  under  Section  7c  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use-  D  area 
district,  a  restaurant,  banquet  hall,  meeting  room  and  two 
families  using  more  than  the  permitted  area:  premises  8821- 
8829  26th  avenue,  south  side  210  ft.  east  of  Harway  avenue 
(Block  6897,  Lot  18),  Borough  of  Brooklyn;  and  _ 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  26th  avenue  is  in  residence  and  business 
use,  D  area  and  Class  1  height  districts;  Harway  avenue 
is  in  a  residence  use,  D  area  and  Class  1  height  ditsrict ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  15,  1946,  re  Alt.  Applic.  323-46,  reads : 


1.  There  is  no  record  of  existing  described  used  in 
this  department  on  these  premises.  _  Proposed  business 
use  on  premises  located  in  a  residential  zone  is  contrary 
to  Article  II,  Section  3  of  the  zoning  resolution. 

2.  Submit  proof  that  the  metal  building  was  erected 
under  a  permit  from  this  department  as  it  occupies  part 
of  the  required  rear  yard  (Article  IV,  Section  14a  of 
the  zoning  resolution).” 


and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  96.8  ft.  in  depth,  on  which  are 
located  two  buildings  27  ft.  front  by  54  ft.  8  in.  in  depth, 
one  story,  14  ft.  in  height,  of  Class  3  construction  and  61 
ft.  front  by  19  ft.  4  in.  in  depth,  1  story,  30  ft.  in  height, 
of  Class  5  construction;  that  it  is  proposed  to  continue  to 
use  the  one  story  metal  building  as  a  banquet  hall  and 
meeting  room,  and  the  one  car  metal  garage  as  a  storage 
shed ;  that  the  3-story  frame  building  is  used  as  a  dining 
room  and  kitchen,  the  2nd  floor,  one  family,  the  3rd  floor, 
one  family;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  two  buildings,  one  a  3-story  frame  building, 
27  ft.  8  in.  frontage  by  54  ft.  8  in.  in  depth;  that  the  1st 
floor  is  used  as  a  dining  room  and  kitchen,  the  2nd  floor, 
one  family,  and  the  3rd  floor,  one  family;  that  attached  to 
this  building  there  is  a  one  story  metal  building  measuring 
61  ft.  front  by  19  ft.  4  in.  in  depth,  which  is  used  as  a 
banquet  hall  and  meeting  room ;  that  there  is  also  a  one 
car  metal  garage  used  as  a  storage  shed ;  that  according 
to  the  records  of  the  Department  of  Housing  and  Buildings 
there  are  no  records  indicating  that  the  premises  in  ques¬ 
tion  are  used  for  restaurant;  that  it  is  to  be  noted  that  the 
premises  was  in  an  undertermined  zone  from  1916  to  March 
23,  1923,  at  which  time,  it  was  changed  to  residence  use; 
that  the  present  owner  purchased  the  property  as  is  and 
has  no  idea  of  when  the  conversion  was  made;  that  in  all 
probability  this  use  may  have  been  established  prior  to 
1923 ;  that  therefore,  inasmuch  as  the  use  is  present,  and  the 
buildings  are  present,  and  no  alteration  is  anticipated,  it  is 
respectfully  requested  that  this  application  be  granted ,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  there¬ 
of,  for  a  term  of  two  (2)  years,  to  permit  the  use  of  the 
existing  frame  building  and  temporary  building  in  the  rear 
and  outdoor  restaurant  as  proposed,  on  condition  that  the 
buildings  shall  not  be  increased  in  height  or  area ;  that  the 
rear  building  shall  be  used  only  for  occasional  use  and  no 
orchestra  or  band  or  other  music  shall  be  employed  therein  , 
that  in  the  event  the  lots  in  the  rear  are  built  up  this  build¬ 
ing  shall  be  removed  or  changed  in  location  so  as  to  pro¬ 
vide  the  required  rear  yard;  that  no  signs  shall  be  erected 
on  the  premises ;  that  the  general  condition  of  the  premises 
as  now  existing  shall  be  maintained  without  change,  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  192-46- A ;  that 
all  permits  shall  be  obtained  and  all  work  completed  and  a 
certificate  of  occupancy  obtained  within  three  months. 


250-46-BZ 

APPLICANT— John  Joseph  Carroll,  for  Margaret  Fen¬ 
nell,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  from  business  garage  for  five 
(5)  'trucks,  express  storage  and  office  to  public 
CTarage  for  more  than  five  (a)  motor  vehicles. 

PREMISES'  AFFECTED— 95-105  Vanderbilt  avenue  east 
side,  290  ft.  7^  in.  south  of  Park  avenue  (Block 
1887,  Lot  24),  Bor6ugh  of  Brooklyn. 


APPEARANCES—  .  ^  ^  r. 

For  Applicant :  John  J.  Carroll  and  David  Denehy. 
For  Opposition:  William  Gold,  Amanda  Miller, 
Mary  Palestri,  Lucy  Malesta,  Sam  Jordan,  G. 
Milito,  A.  Petito,  N.  Tomo  and  T.  Ropies. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


1060 


THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (250-46-BZ) 

Whereas,  John  Joseph  Carroll,  for  Margaret  Fennell, 
owner,  filed  April  10,  1946  an  application  under  sections  7c 
and  21  ot  the  zoning  resolution,  to  permit  in  a  business  use 
district  the  change  of  occupancy  from  business  garage  for 
five  trucks,  express  storage  and  office  to  public  garage  for 
more  than  five  motor  vehicles,  affecting  premises  95-105 
Vanderbilt  avenue,  east  side,  290  ft.  7 %  in.  south  of  Park 
avenite  (Block  1887,  Lot  24)  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  17,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  re¬ 
solution  show  that  Vanderbilt  avenue  is  in  a  business  use,  B 
area,  and  class  1  (4  height  district ;  Park  avenue  is  in  unre¬ 
stricted  retail,  business  and  unrestricted  use  B  area,  class 
llA  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
April  4,  1946  on  Alt.  Applic.  13  3-46  reads: 

“1.  Public  garage  for  more  than  five  (5)  motor  ve¬ 
hicles  located'  in  a  Business  use  District  is  contrary  to 
Art.  II,  Sec.  4a-sub.  15  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100  ft.  JZ  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  100  ft.  front  by  100  ft.  in  depth,  1  story, 
28  ft.  8  in.  in  height,  of  class  3  construction;  that  it  is  pro¬ 
posed  to  use  the  present  building  as  a  public  garage,  using 
the  present  mezzanine  as  an  office;  and 
\\  hereas,  the  applicant  contends  that  the  building  was  con¬ 
structed  under  N.  B.  6450-1928  and  occupied  continuously 
since  the  time  of  erection  as  a  business  garage  for  five  trucks 
and  express  storage  and  office ;  that  at  the  time  of  the  war  the 
U.  S.  Navy  took  over  the  occupancy  of  this  building  as  a 
garage  which  use  they  now  still  maintain  and  this  action 
forced  the  owner  to  seek  other  locations ;  that  with  the  in¬ 
crease  of  the  working  force  of  the  Navy  Yard  which  is 
within  close  proximity  to  this  building,  and  which  is  now  the 
cause  tor  the  parking  of  automobiles  in  the  parking  space  in 
the  center  ol  the  proposed  highway  along  Park  avenue  which 
under  the  proposed  highway  plans  will  be  eliminated,  and 
with  the  increased  housing  facilities  in  this  vicinity,  together 
with  the  evident  lack  of  proper  garage  facilities  in  this  vici¬ 
nity,^  it  is  requested  that  the  Board  grant  the  application ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  per¬ 
mit  the  existing  garage  to  be  occupied  for  not  more  than 
twelve  (12)  trucks,  on  condition  that  such  trucks  shall  be 
solely  owned  by  the  Fennell  Company  now  occupying  the 
building  for  their  own  use  in  their  express  business,  and  no 
other  trucks  ;  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  sprinkler  system  shall  be  maintained  to  the 
satisfaction  of  the  Fire  Commissioner  and  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  Fire  Com¬ 
missioner  shall  require ;  that  in  all  other  respects  shall  comply 
with  all  other  laws,  rules  and  regulations  applicable  thereto"; 
that  the  shipping  platform  at  the  rear  for  express  deliveries, 
as  formerly  permitted  and  temporarily  removed  and  as  now 
being  restored,  may  be  continued;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


275-46-BZ 

APPLICAF  1 — Lama  and  Proskauer,  lor  Home  Refunding 
Corp.,  owner. 

SUBJEC1 — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district,  the 
extension  of  existing  building  using  more  than  the 
area  permitted. 

PREMISES  AFFEC  I' ED — 6409-6411  8th  avenue,  east  side, 
60  ft.  south  of  64th  street  (Block  5742,  Lot  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  o 

THE  RESOLUTION  (275-4{>-BZ) 

V  hereas,  Lama  and  Proskauer,  for  Home  Refunding 
Corp..  owner,  filed  April  17,  1946  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  an  unrestricted 
use,  C  area  district,  the  extension  of  an  existing  building 
using  more  than  the  area  permitted,  affecting  premises  6409- 
6411  8th  avenue,  east  side,  60  ft.  south  of  64th  street  (Block 
5742,  Lot  6),  Borough  of  Brooklyn;  and 

V  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  tlie  zoning 
resolution  show  that  8th  avenue  and  64th  street  are  in  an 
unrestricted  use,  C  area  and  class  1'4  height  district;  and 

V  hereas,  the  decision  of  the  borough  superintendent, 
dated  April  11,  1946  on  Alt;  Applic.  687-46  reads: 

”1.  Proposed  extension  to  existing  structure  to  ex¬ 
ceed  609c  of  the  unoccupied  area  of  the  lot  in  a  ‘C’ 
area  district  is  contrary  to  Art.  IV,  Sec.  13  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  40  ft.  frontage  by  80  ft.  in  depth,  on  which  is 
located  a  building  40  ft.  front  by  50  ft.  in  depth,  1  story, 
13  ft.  4  in.  in  height,  of  class  3  construction;  that  it  is 
proposed  to  extend  the  building  at  the  front  30  ft.  (in 
depth)  by  40  ft.  (front)  to  occupy  100%  of  the  lot  and  to 
change  (he  use  of  the  building  from  automobile  repair  shop 
to  storage  and  sales  of  beer  by  the  case  and  keg;  and 

Whereas,  the  applicant  contends  that  the  premises  arc 
presently  improved  with  a  one  story  masonry  building  40 
It.  frontage  by  50  ft.  in  depth  and  is  located  at  the  rear 
of  the  lot i leaving  an  unbuilt  portion  of  40  ft.  by  30  ft.  at 
the  front;  that  the  premises  formerly  occupied  as  an  auto¬ 
mobile  repair  shop  for  which  C.O.  37476  was  issued  Janu¬ 
ary  9,  1926,  is  now  occupied  for  storage  and  sale  of  beer 
by  the  case  and  keg  and  it  is  now  proposed  to  extend  the 
building  at  the  front  30  ft.  by  40  ft.  occupying  100%  of 
the  area;  that  immediately  adjoining  the  plot,  Block  5742, 
lot  8  is  improved  with  a  1  story  building  occupying  100% 
coverage  and  lot  1  in  block  7542  is  occupied  as  a  gasoline 
service  station;  that  block  5821  lot  38  has  a  4  story  frame 
building  which  occupies  100  ft.  by  40  ft.  in  depth,"  the  en¬ 
tire  area  being  unrestricted  is  improved  with  non-conform¬ 
ing  uses;  that  block  5742  exceeds  the  area  allowed  by  the 
present  law;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution,  as  to  area,  and  was  therefore  entitled  to  relie? 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 


MINUTES 

ACTION  OF  BOARD — Application  granted  on  condition. 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21  thereof, 
to  permit  the  extension  of  area  as  proposed  and  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
April  17,  1946,”  three  sheets,  on  condition  that  the  building 
shall  not  be  increased  in  height ;  that  no  windows  shall  be 
installed  on  the  lot  line  or  rear  walls ;  that  all  loading  and 
unloading  shall  be  done  within  the  building;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall -direct;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


389-46-BZ 

APPLICANT — Siegel  and  Green,  for  5045  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles,  for  a 
term  of  two  (2)  vears# 

PREMISES  AFFECTED— 107-111  East  30th  street,  north 
side,  90  ft.  east  of  4th  avenue  (Block  886,  Lots  8, 
9,  and  10),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  Green. 

For  Opposition:  Charles  J.  Mersel,  S.  A.  Olmsted, 
E.  T.  Thygeson,  Emily  Sanchez,  Anna  Wagner, 
J.  Furlan,  Josephine  Daly,  C.  Rochlin  and  Alex. 
Adelman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (389-46-BZ) 

Whereas,  Siegel  and  Green,  for  5045  Realty  Corporation, 
owner,  filed  May  22,  1946,  an  application  under  section  7h 
of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  motor 
vehicles  for  a  term  of  two  (2)  years:  premises  107-111 
East  30th  street,  north  side,  90  ft.  east  of  4th  avenue  (Block 
886,  Lots  8,  9,  10),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  17,  1946,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  30th  street  is  in  a  business  use, 
B  area  and  Class  2  height  district ;  4th  avenue  is  in  a  busi¬ 
ness  use,  B  area  and  Class  2  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  17,  1946  re  N.B.  Applic.  109-46,  reads : 

“Parking  and  storage  lot  for  more  than  five  motor 
vehicles,  in  a  business  district,  contrary  to  Sec.  4(a) 
15  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  60  ft.  frontage  by  98  ft.  9  in.  in  depth,  (irregular) 
presently  vacant;  that  it  is  proposed  to  erect  a  building 
9  ft.  2  in.  front  by  9  ft.  4  in  .in  depth,  one  story,  8  ft. 
in  height,  of  Class  3  construction,  to  be  used  as  an  office 
for  proposed  parking  lot;  and 

Whereas,  the  applicant  contends  that  the  plot  was  pur¬ 
chased  for  the  purpose  of  erecting  a  building  conforming 
to  the  zoning  resolution ;  that  due  to  present  restrictions 
against  construction  it  is  estimated  that  such  conforming 
building  developments  suited  for  this  plot  will  not  be  prac¬ 
tical  for  several  years ;  that  under  these  circumstances,  and 
in  order  to  help  defray  the  carrying  charges  of  this  plot 
it  is  proposed  to  put  it  to  the  most  practical  use  possible 


without  involving  a  large  expenditure  and  at  the  same  time 
serve  a  public  need ;  that  the  proposed  use  of  this  plot  for 
a  parking  and  storage  lot  is  the  only  practical  use  that 
would  serve  these  purposes ;  that  the  traffic  problem  in  the 
city  of  New  York  is  well  known  to  all  authorities,  and 
any  parking  lot  in  business  districts  such  as  this  plot  is 
located,  would  tend  to  relieve  the  traffic  congestion;  that 
this  plot  adjoins  4th  avenue,  which  is  one  of  the  heaviest 
automobile  highways  in  the  city  of  New  York  and  there  are 
considerable  commercial  buildings  throughout  this  area  as 
well  as  apartment  dwellers  who  could  advantageously  make 
use  of  the  proposed  facilities;  that  it  is  therefore  respect¬ 
fully  submitted  that  this  is  an  appropriate  case  for  the 
Board  to  exercise  its  discretion  and  that  the  granting  of  this 
variance  will  be  in  harmony  with  the  general  purpose  and 
intent  of  the  zoning  resolution ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  109-46,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


532-46-BZ 

APPLICANT — The  Good  Neighbor  Building  Incorporated, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  restricted  retail  and  retail  use  district, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1300-1306  (920-926)  Avenue  of 
The  Americas  (6th  avenue),  61-67  West  52nd 
street,  northeast  corner  and  56-64  West  53rd  street, 
south  side,  103.67  ft.  east  of  6th  avenue  (Block 
1268,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant:  Jacob  Rapoport  and  W.  O’Neil. 

For  Opposition:  Louis  Pollock,  John  A.  Munro, 
W.  De  Vellier  and  Lotty  De  Vellier. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative :  .  0 

->  ° 

THE  RESOLUTION  (532-46-BZ) 

Whereas,  the  Good  Neighbor  Buildings,  Inc.,  owner,  filed 
July  10,  1946,  an  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  restricted  retail  and  retail  use  dis¬ 
trict  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  affecting  premises:  1300-1306  (old  Nos.  920-926) 
Avenue  of  the  Americas;  61-67  West  52nd  street,  northeast 
corner,  and  56-64  West  53rd  street  (Block  1268,  Lot  1), 
Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  the  regular  meeting, 
September  10,  1946,  after  due  notice  by  publication  in  the 
Bulletin  and  laid  over  to  September  17,  1946,  to  permit  the 
applicant  to  file  a  corrected  decision  of  the  borough  super¬ 
intendent  and  for  decision  by  the  Board,  without  further 
argument ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso^ 
lution  show  that  the  Avenue  of  the  Americas  is  in  a  retail  use, 
B  area  and  Class  2  height  district ;  West  52nd  street  is  in  a 
retail  use,  B  area  and  Class  lp2  and  2  height  district;  and 
West  53rd  street  is  in  restricted  retail  and  retail  use,  B  area 
and  Class  V/  and  2  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  10,  1946,  re  Alt.  Applic.  1059-46,  reads : 

“1.  The  storage  or  parking  of  more  than  five  motor 
vehicles  in  a  retail  and  restricted  retail  district  is  not 
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permitted  by  Secs.  4-A  and  4-B  Zone  Resolution.  See 
Sec.  4(a)  (15)  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  155  ft.  frontage  by  200.42  ft.  in  depth,  irregular;  that 
it  is  proposed  to  use  the  vacant  land  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  (approximately  144 
cars)  ;  and 

Whereas,  the  applicant  contends  that  the  location  of  the 
proposed  parking  lot  is  in  one  of  the  most  congested  areas  of 
the  city,  being  near  Fifth  avenue,  the  theatre  section  and 
radio  city ;  that  the  area  in  question  does  not  have  enough 
parking  facilities  and  another  parking  lot  will  be  of  great 
service  to  the  city  and* the  business  people  in  the  neighbor¬ 
hood  ;  that  this  property  is  very  valuable  and  it  had  been 
planned  to  erect  a  building  on  this  site ;  that  however,  condi¬ 
tions  today  will  not  allow  it,  due  to  government  restrictions 
for  the  type  of  building  previously  planned ;  that  the  in¬ 
vestment  herein  is  considerable  and  therefore  cannot  be  let 
stand  idle  without  income ;  that  the  owners  have  mortgage, 
interest  and  amortization  payments  to  the  city  to  meet  every 
three  months;  that  furthermore  an  empty  lot  is  an  eyesore 
and  no  matter  how  careful  there  is  always  an  accumulation 
of  windswept  garbage,  papers,  etc. ;  that  it  is  proposed  to 
maintain  a  modern,  clean  bright  parking  lot  with  attendants 
that  will  certainly  enhance  the  location ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7h  thereof, 
for  a  term  of  one  (1)  year,  to  permit  the  premises  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
(5)  molor  vehicles,  on  condition  that  all  existing  uses  and 
signs  including  signs  painted  on  the  walls  of  adjoining 
buildings  shall  be  completely  removed;  that  the  plot  shall 
be  leveled  substantially  to  the  grade  of  the  surrounding 
streets  and  shall  be  graded  and  surfaced  with  gravel  or 
steam  cinders  or  other  suitable  material  and  with  a  wearing 
surface  of  asphalt  and  graded  so  as  to  permit  surface 
drainage;  that  the  existing  woven  wire  fence  may  be  con¬ 
tinued  and  openings  for  entrance  and  exit  may  be  installed 
on  West  52nd  street  and  West  53rd  street  not  over  15  ft. 
in  width  with  a  curb  cut  opposite  not  exceeding  15  ft.;  that 
the  fence  shall  be  reinforced  at  the  openings  by  suitable 
posts  at  the  building  line  so  as  to  be  stable;  that  the  curb 
cut  to  West  52nd  street  may  be  in  the  location  as  shown 
on  plan  filed  with  this  application  marked  “Received  July 
10,  1946”  and  the  curb  cut  and  entrance  on  West  53rd  street 
shall  be  moved  westerly  to  a  point  approximately  20  ft. 
easterly  from  the  adjoining  lot;  that  revised  plans  shall  be 
filed  showing  the  arrangement  for  storage  of  cars  and  the 
proposed  driveways ;  that  a  turning-around  space  shall  be 
provided  within  the  lot  both  near  West  53rd  street  and  West 
52nd  street  so  as  to  preclude  the  use  of  the  sidewalk  or 
street  for  the  shifting  of  cars;  that  all  shifting  shall  be  done 
on  the  premises ;  that  bumpers  shall  be  installed  of  concrete 
against  the  walls  of  adjoining  buildings  for  a  width  of  not 
less  than  3  ft.  to  preclude  damage  to  adjoining  buildings; 
that  such  concrete  shall  be  continuous  in  width  and  for  a 
height  of  not  less  than  8"  ;  that  similar  protection  shall  be 
provided  along  the  fences  on  the  building  line  of  all  streets ; 
that  during  the  term  of  this  variance  the  premises  shall 
be  occupied  for  no  other  use  and  no  building  shall  be 
erected  thereon  except  that  there  may  be  erected  a  building 
not  over  one  story  in  height  and  not  exceeding  100  sq.  ft. 
in  area  as  an  office  and  shelter  for  the  attendent  provided 
such  building  is  constructed  of  incombustible  materials  ex¬ 
cept  that  the  roof  may  be  of  wood  provided  it  is  surfaced 
with  incombustible  materials;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  no  signs  shall  be  erected  on  the  premises 


except  that  there  may  be  signs  at  the  entrance  on  West 
52nd  street  and  West  53rd  street  attached  to  the  fence 
and  not  extending  beyond  the  building  line  and  not  illumi¬ 
nated  and  not  exceeding  15  sq.  ft.  in  area  advertising  the 
parking  and  storage  use  and  the  rates  charged;  that  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  before  the  use  of  the  lot  for  the  uses  permitted 
herein  and  all  permits  shall  be  obtained  within  six  (6) 
months  from  the  date  of  this  resolution. 


569-46-BZ 

APPLICANT — The  Grabler  Manufacturing  Co.,  lessee, 
for  Harriet  Weiner  and  Harry  Weiner,  owners. 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
change  in  occupancy  from  a  public  garage  to  stor¬ 
age  warehouse  and  office. 

PREMISES  AFFECTED — 49-10  47th  avenue,  south  side, 
30  ft.  east  of  49th  street  (Block  2287,  Lot  28), 
Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Llewellyn  Power  and  Thomas  P. 
Layer. 

For  Opposition:  John  Marbot. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (569-46-BZ) 

Whereas,  The  Grabler  Manufacturing  Company,  for  Har¬ 
riet  and  Harry  Weiner,  owner  (Grabler  Mfg.  Co.,  lessee), 
filed  July  24,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district  the 
change  in  occupancy  from  public  garage  to  storage  ware¬ 
house  and  office;  premises:  49-10  47th  avenue,  south  side, 
30  feet  east  of  49th  street  (Block  2287,  Lot  28),  Woodside, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  47th  avenue  is  in  residence  and  business 
use,  B  area  and  Class  \x/2  height  districts;  49th  street  is 
in  a  residence  use,  B  area  and  Class  1 J4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  8,  1946,  re  Alt.  Applic.  2056-46,  reads : 

“1.  Proposed  change  in  use  from  public  garage  to 
office  and  warehouse  and  to  revert  back  to  public  garage, 
is  contrary  to  Art.  2,  Sec.  3  B.Z.R.,  as  premises  are 
located  in  a  Residence  use  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  99.44  ft.  frontage  by  115.05  ft.  in  depth  (irregular) 
on  which  is  located  a  building  99.44  ft.  front  by  115.05  ft. 
in  depth  (irregular),  one  story,  13  ft., *4  in.  in  height,  of 
Class  3  construction;  that  it  is  proposed  to  install  two  load¬ 
ing  pits  10  ft.  wide  by  30  ft.  long,  maximum  depth  42  in., 
office  and  toilets  and  washroom,  existing  office  and  toilets 
to  be  removed ;  and 

Whereas,  the  applicant  contends  that  they  have  an  agree¬ 
ment  with  the  owner  to  lease  this  property  for  five  years, 
subject  to  obtaining  a  variation  from  this  Board;  that  the 
products  stored  will  comprise  various  types  of  pipe  fittings 
and  pipe  hangers  for  use  in  the  construction  of  houses ;  that 
the  present  occupant,  the  General  Bronze  Co.,  who  do  not 
desire  to  renew  their  lease,  has  used  the  premises  for  several 
years  for  assembly  work  and  warehousing;  that  the  pro¬ 
posed  occupancy  would  be  maintained  in  a  neat  and  orderly 
manner  and  accordingly  be  an  asset  to  the  neighborhood ; 
that  the  photographs  show  the  premises  with  painting  on 
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the  front,  which  is  to  be  removed;  that  alterations  to  the 
building  will  be  very  nominal ;  that  premises  will  be  used 
as  a  distributing  point  for  handling  and  redistribution  of 
merchandise  after  its  arrival  from  the  railroad;  that  this 
occupancy  will  be  superior  to  some  already  in  adjoining 
street,  one  of  which  is  an  animal  farm ;  that  the  premises 
in  question  are  located  directly  between  the  New  Calvary 
Cemetery  and  the  Metropolitan  Life  Housing  Development 
office  and  storehouse;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7e  of 
the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulation  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  of  the  zoning 
resolution  for  a  term  of  five  (5)  years,  to  permit  the  build¬ 
ing  to  be  occupied  as  proposed,  on  condition  that  it  should 
be  occupied  only  as  proposed  by  the  Grabler  Manufacturing 
Company,  as  lessee,  or  its  successors  in  the  same  line  of 
business ;  that  loading  and  unloading  shall  be  carried  on 
only  during  regular  working  hours  and  not  including  Sun¬ 
day  aryl  Holidays ;  that  all  loading  and  unloading  shall  be 
done  within  the  building;  that  no  signs  shall  be  erected  on 
the  building,  except  there  may  be  one  flat  identification  sign 
at  the  main  door  attached  to  the  wall,  not  exceeding  2  sq. 
ft.  in  area ;  that  all  existing  signs  on  the  roof  and  front 
of  the  building  shall  be  removed ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  such  portable  fire 
fighting  appliances  shall  be  installed  as  the  fire  commis¬ 
sioner  shall  direct ;  that  all  permits  shall  be  obtained  within 
six  (6)  months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

446-46-A 

APPLICANT — Brooklyn  Steel  Bed  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 52-56  Garden  street,  south  side, 
114  ft.  5  in.  west  of  Bushwick  avenue  (1st  floor)  ; 
(Block  3137,  Lot  86),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  Apfel  and  Peter  Novick. 
For  Administration :  E.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  placed  on  the  Reserve 
Calendar,  pending  the  filing  of  plans  with  the 
borough  superintendent. 


392-45-A 

APPLICANT — Charles  M.  Spindler,  for  Ben  H.  Sanders 
and  Henry  A.  Doten,  owners. 

SL1BJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 50-24  Queens  boulevard,  south 
side,  193.20  ft.  east  of  50th  street  (1st  floor)  ; 
(Block  2283,  Lot  43),  Woodside,  Borough  of 
Queens  (Under  section  35,  General  City  Law  re 
bed  of  proposed  mapped  street- — 51st  street). 
APPEARANCES— 

For  Applicant :  J.  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative:  .  0 

THE  RESOLUTION  (392-45-A) 

Whereas.  Charles  M.  Spindler  for  Ben  H.  Sanders  and 
Henry  A.  Doten,  owners,  filed  June  18,  1945  an  application 
pursuant  to  section  35  of  the  General  City  Law  to  permit 


the  maintenance  of  a  building  in  the  bed  of  a  mapped  street 
(51st  street,  formerly  Jessie  place),  affecting  premises  50-24 
Queens  boulevard,  south  side,  193.20  ft.  east  of  50th  street 
(Block  2283,  lot  43),  Woodside,  Borough  of  Qyeens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  14,  1945  on  Alt.  Applic.  321-45  reads: 

“6.  Part  of  building  is  in  the  bed  of  a  mapped  street 
contrary  to  The  General  City  Law,  Art.  3,  Sec.  35.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story, 
13  ft.  in  height,  100  ft.  by  25  ft.  8  in.  in  area,  of  class  3 
construction,  erected  in  1927,  located  in  a  business  and  un¬ 
restricted  use  B  area,  class  1J4  height  district,  used  and  oc-’ 
cupied  as  follows :  gasoline  service  station,  lubritorium, 
auto  laundry,  store  and  office  with  an  occupancy  of  5  person, 
the  tise  having  been  established  prior  to  1916;  and 

Whereas,  the  applicant  states  that  the  purpose  of  this 
application  is  to  permit  the  existing  building  which  lies 
partly  in  the  bed  of  a  mapped  street  to  remain ;  that  no 
change  in  the  size  or  construction  of  the  building  is  pro¬ 
posed  ;  and 

Whereas,  the  applicant  contends  that  the  proposed  street 
is  only  one  block  long  and  all  of  the  buildings  along  this 
street  project  into  the  bed  of  the  street  as  proposed;  that 
since  the  only  purpose  this  street  could  serve  would  be  to 
provide  access  to  this  block  of  buildings,  all  of  wlrch  are 
now  served  bv  a  private  right-of-way.  it  is  probable  that 
this  street  will  never  be  opened;  it  is  therefore  requested 
that  permission  be  granted  by  the  Board  pursuant  to  section 
35  of  the  General  City  Law  to  maintam  the  existing  build¬ 
ing. 

Resolved,  dial  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  321-45,  Objection  6.  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  (/ranted 
under  the  powers-  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  to  permit  the  confi’nuation  of  ihe 
building  as  permitted  in  1927  (N.B. 14474-27),  within  the  bed 
of- the  proposed  mapped  slreet  as  shown  on  the  City  Man 
as  51st  street  extending  from  Oueens  boulevard  to  47th 
avenue  and  now  existing  as  a  private  right-of-way  on  con¬ 
dition  that  the  building  shall  not  be  increased  in  height  or 
area  within  the  proposed  streel  ;  that  in  the  event  of  the 
tak'ng  of  a  portion  of  the  premises  for  such  mapped  street, 
no  claim  shall  be  made  except  for  the  fair  current  value  of 
the  ground  and  for  the  construction  cost  of  the  portion  of 
the  building  so  taken  and  including  the  construction  cost  of 
a  required  new  end  wall  as  may  U  determined  bv  the  Com-'  • 
that  in  all  other  respects,  the  hm'dhm  and  orm^nev  shall 
comply  with  all  laws,  rides  and  regulations  armlmablc  thereto 

other  than  as  pernrtted  bv  the  Board  under  Cal.  355-45-BZ. 


192 -46-  A 

APPLICANT — Charles  G.  Bond,  for  Carmine  Vivolo, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 8821-8829  26th  avenue,  south 
side,  210  ft.  east  of  Harwav  avenue  (Block  6897, 
Lot  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Emma  Hanson,  Anna  Lockwood, 
P.  Weil  and  P.  Spano. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (192-46-A) 

Whereas,  Charles  G.  Bond,  for  Carmine  Vivolo,  owner, 
filed  March  8.  1946  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  8821-8829  26th 
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avenue,  south  side,  ZU)  It.  cast  of  Harway  avenue  (Block 
6 897,  Lot  18),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  15,  1946  on  Alt.  Applic.  323-46  reads: 

“3.  Proposed  business  use  in  frame  and  metal  build¬ 
ings  and  public  use  in  metal  building  is  contrary  to 
Section  4.2.1.  Bldg.  Code. 

4.  Show  1st  floor  construction  in  frame  building 
to  comply  with  Section  7.3. 2.2.5  Building  Code  as  to 
100#  liveload. 

5.  Comply  with  Section  6.1. 2.2.5  as  to  egress  from 
upper  floors  of  frame  building. 

6.  Means  of  egress  from  1st  floor  to  be  through 
doors  having  a  minimum  width  of  3  ft.  0  in. 

7.  Cellar  ceiling  to  be  fire  retarded.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  lot  100  ft.  by  96  ft.  8  in.  m  area,  located  in  a  residence 
use  D  area  class  1  height  district  and  improved  with  two 
buildings,  one  a  three  story  frame  building  approximately 
27  ft.  8  in.  front  by  54  ft.  8  in.  in  depth;  1st  floor  of  which 
is  to  used  as  a  dining  room  and  kitchen  and  2r\d  floor  as 
dwelling  for  one  family  and  the  third  floor  as  dwelling  for 

1  family  and  attached  thereto  a  one  story  metal  building 
measuring  61  ft.  frontage  by  19  ft.  4  in.  in  depth  used  as 
banquet  hall  and  meeting  room;  that  there  is  also  one  car 
metal  garage  used  as  a  storage  shed ;  that  the  main  building 
used  as  a  restaurant  on  the  1st  floor  has  an  occupancy  of 
46  persons  and  the  metal  building  used  as  a  banquet  ball 
and  meeting  room  has  an  occupancy  of  100  persons;  that  the 
frame  building  at  the  front  of  the  lot  is  equipped  with  one 

2  ft.  8  in.  wide  wood  stairs  enclosed  in  partitions  of  wood 
and  plaster,  equipped  with  wood  doors  which  are  not  self¬ 
closing  and  leading  direct  to  street;  and 

Whereas,  the  applicant  contends  that  there  are  no  re¬ 
cords  in  the  Department  of  Housing  and  Buildings  indicating 
that  the  premises  are  used  for  restaurant ;  that  these  pre¬ 
mises  were  in  an  undetermined  zone  from  1916  to  March 
23,  1923  at  which  time  it  was  changed  to  residence  use; 
that  the  present  owner  purchased  the  property  as  is  and  has 
no  idea  of  when  the  conversion  was  made;  that  in  all  prob¬ 
ability  the  use  may  have  been  established  prior  to  1923;  that 
inasmuch  as  the  use  is  existing  and  no  alteration  is  proposed, 
it  is  requested  that  permission  be  granted  to  continue  the 
existing  use  and  occupancy;  and 

Whereas,  the  applicant  contends  that  the  floors  are  good 
for  40  lbs.  liveload  and  as  indicated  on  plans  filed  with 
this  appeal  only  30  persons  can  be  accommodated  in  the 
largest  dining  room  and  only  16  persons  in  the  smaller  dining¬ 
room  ;  that  the  balance  of  the  1st  floor  is  used  for  kitchen 
and  service  space;  that  the  cellar  ceiling  is  presently  lathed 
and  plastered  and  it  is  proposed  to  leave  the  ceiling  in  its 
present  condition;  and 

Whereas,  in  response  to  a  request  from  the  Board  the 
acting  Commissiofier  of  Health  under  date  of  May  9,  1946  ad¬ 
vised  the  Board  that  the  records  of  bis  department  indicate 
that  a  number  of  inspections  have  been  made  in  the  first  floor 
restaurant  located  at  8829  26th  avenue  during  the  period 
beginning  June  6,  1944  to  the  present  date  and  that  a 
restaurant  permit  No.  116334  was  issued  to  Carmine  Vivolo 
on  February  20,  1946  and  is  now  in  force;  that  the  Com¬ 
missioner  of  Health  advised  the  Board  that  there  is  no  rec¬ 
ord  of  inspection  or  issuance  of  a  restaurant  permit  prior 
to  June  6,  1944 ;  and 

Whereas,  in  response  to  an  inquiry  from  this  Board,  the 
Department  of  Water  Supply,  Gas  and  Electricity  has  ad¬ 
vised  the  Board  that  an  inspection  made  January  31,  1917 
reported  the  three  story  22'  wide  building  as  containing 
accommodations  for  one  family,  and  that  there  was  no 
business  in  the  building;  that  a  subsequent  examination 
made  September  1,  1928  showed  the  same  condition  and  that 
the  records  of  the  Department  did  not  disclose  any  one  story 
metal  banquet  and  meeting  room  building  at  the  rea^  of 
these  premises ;  and 

Whereas,  ip  response  to  communications  from  the  Board, 
the  Tax  Department  has  advised  the  Board  that  lots  18  and 


20  were  tied  for  the  period  of  1942  and  1943  and  are  now 
known  as  lot  18;  that  the  front  building  22  ft.  by  38  ft.  is 
a  two  story  and  attic  frame  building;  that  the  rear  building, 
18  ft.  by  50  ft.,  is  a  one  story  tin  building  and  that  there 
is  no  record  in  the  office  of  the  Tax  Department  of  the 
date  of  construction;  that  the  records  of  the  Department 
indicate  that  from  1920  to  1941  there  was  only  one  building 
on  the  front  portion  of  the  plot,  22  ft.  by  38  ft.,  two  story 
frame  and  attic;  that  for  the  fiscal  year  1942  to  1943  a  new 
metal  one  story  building  on  the  rear  of  the  lot  18  ft.  by  50 
ft.  was  added  to  the  tax  roll  and  that  a  search  of  the  rec¬ 
ords  of  the  Register’s  Office  indicates  that  the  premises 
were  conveyed  to  Carmine  Vivolo  by  A.  B.  Sherri  May  5, 
1940  and  that  a  prior  conveyance  was  made  January  4,  1922 
to  A.  B.  Sherri  by  A.  Reila. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  All.  Applic.  323-46,  Objection  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
e  oiid  it  ion  that  the  buildings  shall  not  be  increased  in  height 
or  area;  that  the  business  use  as  proposed  shall  be  in  the 
first  story  only;  that  the  cellar  ceiling  shall  be  fire  retarded 
throughout;  that  sprinkler  heads  which  may  be  attached  to 
the  domestic  water  supply  shall  be  provided  throughout  the 
k'tchen  and  service  portion;  that  an  additional  door  from 
the  dining  room  to  the  exterior  shall  be  constructed  in  the 
west  wall ;  that  the  upper  stories  of  the  building  shall  be  used 
only  for  residential  purposes  for  occupancy  by  the  owners 
or  operators  of  the  restaurant  and  that  the  existing  egress 
therefrom  may  be  accepted,  provided  an  exterior  fire  escape 
is  constructed  as  a  second  means  of  exit  from  the  second  and 
third  stories  to  grade;  that  such  portable  fire  fighting  appli¬ 
ances  shall  be  installed  and  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  denied  as  to  objections  4,  6  and  7. 
That  the  variance  shall  be  for  the  term  as  set  forth  in  the 
resolution  adopted  this  day  under  Calendar  191-46-BZ. 


Adjourned:  12  Noon. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  17,  1946 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

199-46-A 

APPLICANT — Irving  P.  Marks,  for  Irving  Siskind,  owner. 
SUBJECT — Application  reopened  and  restored  to  calendar 
July  23,  1946 — re  Appeal  from  a  decision  of  the 
borough  superintendent;  previously  dismissed  for 
lack  of  prosecution. 

PREMISES  AFFECTED — 516  3rd  avenue,  west  side,  75  ft 
south  of  East  35th  street  (Block  890,  Lot  46), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  P.  Marks. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative:  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (199-46-A) 

Whereas,  Irving  P.  Marks,  for  Irving  Siskind,  owner, 
filed  an  appeal  March  19,  1946,  from  a  decision  of  the 
borough  superintendent,  affecting  premises  516  Third  avenue 
west  side,  75  ft.  south  of  East  35th  street  (Block  890,  Lot 
46),  Borough  of  Manhattan;  and 
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Whereas,  this  appeal  was  withdrawn  at  the  request  of 
the  applicant  on  April  23,  1946 ;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  July  23,  1946,  based  on  a  new  decision  of  the 
borough  superintendent  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  10,  1946,  on  amendment  to  Alt.  Applic.  92-46, 
reads : 

“1.  Repeat.  Stair  from  second  floor  should  be  en¬ 
closed  in  one  hr.  partitions  to  street,  sec.  6.4.I.8.I.  B.C. 

Note  that  F.E.  is  not  acceptable  as  means  of  egress 
from  new  second  story.  Sec.  6.I.2.2.3.  B.C. 

2.  Repeat.  Minimum  liveload  of  120#  should  be 
specified  for  storage  use  and  construction  shown  ad¬ 
equate  to  support  such  load.  Sec.  7. 3.2.3.  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  now 
one  (1)  story,  proposed  to  be  extended  to  two  (2)  stories 
(25  ft.)  in  height,  25  ft.  by  87  ft.  6  in.  in  area,  Class  3 
construction,  erected  prior  to  1907,  located  in  a  business 
use,  B  area,  Class  1J4  height  district  and  used  and  occupied 
since  1938,  cellar,  storage  and  boilerroom;  1st  floor,  hard¬ 
ware  store ;  proposed  to  be  used  and  occupied :  Cellar,  same ; 
1st  floor,  same;  2nd  floor,  hardware  storage,  1  person;  that 
building  is  equipped  with  one  stairway  from  first  floor  to 
cellar  and  proposed  to  be  providel  with  one  3  ft.  8  in.  iron 
stairs  with  fire-retarded  partitions  of  wood  studs,  metal 
lath  and  jkt  in  Portland  cement  plaster  both  sides,  equipped 
with  one-hour  fireproof  self-closing  door,  from  1st  to  second 
floors  and  one  fire  escape  at  front  of  building  extending 
to  roof  by  ladder  and  street  by  stair;  that  windows  and 
doors  on  'the  course  thereof  will  be  made  fireproof,  self¬ 
closing  ;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  plot  25  ft.  by  87^4  ft.,  occupied  by  a  one-storyj 
building  18  ft.  in  height,  erected  prior  to  1907  as  a  5-story 
building,  used  as  a  multiole  dwelling  and  store  and  altered 
in  1938  to  a  one-story  building  to  be  used  as  a  hardware 
store  with  an  occupancy  of  12  persons ;  that  it  is  proposed 
to  construct  the  second  floor  25  ft.  by  87^4  ft.  in  area  and 
increase  the  building  to  25  feet  in  height ;  that  the  proposed 
second  floor  will  be  used  for  hardware  storage  only ;  that 
the  cellar  stairs  is  enclosed  with  cinder  concrete  block  par¬ 
titions  with  a  one-hour  test  fireproof,  self-closing  door 
thereto;  that  the  proposed  stairway  at  the  rear  will  be  iron 
with  fire-retarded  partitions  of  wood  studs,  metal  lath  and 
yA  in.  Portland  cement  plaster,  leading  from  1st  floor  to 
second  floor  and  from  second  floor  to  a  proposed  roof 
bulkhead;  that  there  will  be  a  fire  escape  constructed  at 
the  front  with  a  balcony  at  roof  level  and  a  balcony  at 
second  floor  and  counterbalanced  stairs  to  street ;  that  the 
second  floor  will  be  reinforced  so  as  to  sustain  a  liveload 
of  86  pounds  per  square  foot;  and 

Whereas,  the  applicant  contends  that  the  requirement 
for  fireproof  passage  to  street  imposes  a  practical  difficulty 
and  unnecessary  hardship,  as  such  passage  would  use  up 
first  floor  space  needed  for  the  hardware  store  business; 
that  the  2nd  floor  will  be  used  for  light  storage  with  a 
nominal  occupancy  of  one  person,  so  that  the  proposed 
86  lbs.  liveload  will  be  adequate;  that  it  is  therefore  re¬ 
quested  the  Board  grant  permission  to  alter  the  building 
as  herein  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  Alt.  Applic.  92-46,  objections  1  and 
2,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


621-46-A 

APPLICANT — Samuel  Rosenblum,  for  William  F.  Wagner, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 32  West  68th  street,  south  side, 
325  ft.  east  of  Columbus  avenue  (Block  1199,  Lot 
51),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  William 
F.  Wagner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioner  Blum  .  2 

Negative:  Commissioner  Savage  and  Deputy 

Chief  Guinee  .  2 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (621-46-A) 

Whereas,  Samuel  Rosenblum,  for  William  F.  Wagner, 
owner,  filed  August  30,  1946  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  32  West  86th 

street,  south  side,  325  ft.  west  of  Columbus  avenue  (Block 

1199,  Lot  51),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
July  15,  1946,  on  Alt.  Applic.  1506-46,  reads: 

“1.  Building  should  be  fireproof  according  to  C26-239 
&  C26-254  Adm.  Code. 

2.  The  means  of  egress  are  inadeqoate  C26-273  Adm. 
Code.” 

and 

Whereas,  reconsideration  of  objections  1  and  2  was  denied 
August  29,  1946  by  the  borough  superintendent;  and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
(56  ft.)  in  height,  25  ft.  by  65  ft.  and  87  ft.  in  area,  of  class 
3  construction,  erected  in  1905,  located  in  a  residence  use, 
B  area  and  class  1)4  height  district,  permitted  to  be  used 
and  occupied  as  follows  :  cellar — boiler  room,  storage — no 
persons;  1st  to  4th  floors  inclusive — classrooms  and  office — 
60  persons  on  the  1st  floor,  53  on  each  of  the  2nd,  3rd  and 
4th  floors ;  5th  floor — caretaker’s  apartment — 2  persons ; 
presently  used  and  occupied  as  follows,  which  use  and  occu¬ 
pancy  is  proposed  to  be  continued :  cellar — boiler  room,  stor¬ 
age  and  classroom — 20  persons’;  1st  floor- — classrooms  and 
office — 26  persons ;  2nd  floor — classroom  and  office — 12  per¬ 
sons  ;  3rd  floor — classrooms  and  offices — 49  persons;  4th 
floor — classrooms  and  offices — 47  persons ;  5th  floor — class¬ 
room  and  office — 20  persons ;  that  the  building  is  equipped 
with  an  interior  (ire  alarm  system  and  regular  monthly  fire 
drills  are  maintained  ;  that  there  is  one  3  ft.  8  in.  wide  fire¬ 
proof  stairs,  fireproof  enclosed,  equipped  with  fireproof  self¬ 
closing  doors  and  leading  from  the  roof  bulkhead  directly  to 
the  street  and  in  addition,  the  building  is  proposed  to  be 
equipped  with  one  fire  escape  at  the  rear,  leading  to  the 
roof  by  stairs  and  to  the  yard  by  stair,  with  egress  to  the 
yard  of  the  adjoining  building  to  the  east;  that  windows 
and  doors  on  the  course  of  the  fire  escape  will  be  fireproof ; 
self-closing;  and 

Whereas,  C.O.  17952  issued  on  Alt.  Applic.  882-31  per¬ 
mits  the  following  use  and  occupancy ;  cellar — boiler  room 
and  storage,  number  of  occupants  not  stated;  1st  story — 75 
lb.  liveload,  classrooms  and  offices — 60  persons ;  2nd  to  4th 
floors — 75  lbs.  liveload — class  rooms  and  offices — 53  persons 
each  story;  5th  story — 40  lb.  liveload — 1  family  (caretaker)  ; 
and 

Whereas,  the  applicant  contends  that  in  1931  the  building 
was  altered  and  equipped  with  an  interior  fireproof  enclosed 
stairway  and  C.O.  issued  permitted  the  use  of  the  first  four 
stories  for  classrooms  and  offices  and  the  5th  floor  for  care¬ 
taker’s  apartment ;  that  it  is  now  proposed  to  use  the  5th 
floor  for  kindergarten  instruction  for  about  12  children  at 
the<rear  and  at  the  front  for  offices;  that  the  rear  part  of 
the  5th  floor  is  level  with  the  extension  roof  of  the  4th 
story  extension,  giving  a  natural  playground  and  can  be 
used  for  open-air  instruction;  that  the  12  children  will  be 
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under  the  constant  supervision  of  adult  supervisors ;  that 
it  is  proposed  to  provide  an  iron  stairway  to  the  yard  with 
egress  to  the  adjoining  premises  to  the  east,  the  owner  of 
which  lias  consented  to  the  construction  of  a  door  in  the 
fence  between  the  two  yards;  that  in  addition  to  the  pro¬ 
posed  secondary  means  of  egress,  there  is  direct  egress  from 
the  roof  of  the  4th  story  extension  to  the  extension  roof 
of  the  adjoining  premises  to  the  east,  the  owner  of  which 
has  given  consent  to  permit  this  egress;  that  there  will  thus 
be  available  for  the  12  children  using  the  5th  floor  three 
means  of  escape;  that  the  rear  exterior  stair  will  have  a 
pitch  of  37*4  degrees;  that  it  is  also  proposed  to  replace  the 
present  stair  from  the  cellar  to  the  1st  floor  by  an  iron 
stair  with  fireproof  enclosure,  to  provide  additional  egress 
for  the  classroom  in  the  cellar,  from  which  classroom  there 
will  also  be  available  direct  egress  to  the  open  yard;  that 
good  housekeeping  conditions  are  maintained  and  an  in¬ 
terior  fire  alarm  system  is  installed  and  fire  drills  are  con¬ 
ducted  regularly ;  that  the  premises  are  under  the  constant 
supervision  of  experienced  teachers  and  in  view  of  the  addi¬ 
tional  protection  proposed  and  as  the  premises  have  hereto¬ 
fore  been  approved  for  school  purposes,  it  is  requested  that 
a  variance  be  granted  to  permit  the  rear  of  the  5th  floor  to 
be  used  for  12  children  as  proposed,  on  condition  that  the 
additional  means  of  egress  as  herein  described  be  provided. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  July  15,  1946,  on  Alt.  Applic.  1506-46,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
as  to  objection  1,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area;  and  as  to  objection  2,  that  the 
means  of  egress  shall  be  as  proposed  herein  and  indicated 
on  plans  filed  with  this  appeal,  marked  “Received  August  30, 
1946,”  (2  sheets)  ;  that  this  variance  shall  continue  only  so 
long  as  the  premises  are  used  substantially  for  the  purpose 
proposed  and  maintained  as  proposed ;  that  permission  for  a 
door  in  the  fence  to  the  adjoining  yard  to  east  shall  be  filed 
with  the  borough  superintendent ;  that  the  rear  roof  at  the 
5th  floor  level  shall  have  a  door  from  the  main  building 
opening  thereto  and  the  parapets  surrounding  such  roof  shall 
be  properly  guarded  with  a  rail  or  ornamental  fence  to 
height  of  not  less  than  5  feet,  except  for  a  gate  to  proposed 
exterior  fire  escape;  that  the  occupancy  of  the  5th  floor  shall 
be  for  older  students  and  shall  not  exceed  twenty  (20)  ; 
that  no  kindergarten  shall  be  maintained  above  the  street 
level ;  that  the  interior  fire  alarm  system  and  monthly  fire 
drills  shall  be  maintained  and  such  portable  fire-fighting 
appliances  maintained  as  the  fire  commissioner  shall  direct ; 
and  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


635-46-A 

APPLICANT — Seelig  and  Finkelstein,  for  Junction  Homes, 
Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 120-48  to  120-56  234th  street, 
NWC.,  and  W.S.  40'  north  and  80'  north  of  121st 
avenue  (Block  12818,  part  of  Lot  1)  ;  120-48  to 
120-56  and  120-47  to  120-55  233rd  strret,  northeast 
and  northwest  corners  and  east  and  west  sides,  40' 
and  80'  north  of  121st  avenue  (Block  12817,  part 
of  Lot  1);  120-48  to  120-56  and  120-47  to  120-55 
232nd  street,  northeast  and  northwest  corners  and 
east  and  west  sides,  40'  and  80'  north  of  121st 
avenue  (Block  12817,  part  of  Lot  1  and  Block  12816 
part  of  Lot  1),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Finkelstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (635-46-A) 

Whereas,  Seelig  and  Finkelstein,  for  Junction  Homes, 
Inc.,  owner,  filed  on  September  5,  1946,  an  appeal  from  de¬ 
cisions  of  the  borough  superintendent,  affecting  premises 
120-56  234th  street,  northwest  corner  of  121st  avenue;  120-52 
234th  street,  west  side,  40  ft.  north  of  121st  avenue;  120-48 
234th  street,  west  side,  80  ft.  north  of  121st  avenue;  120-55 
233rd  street,  northeast  corner  of  121st  avenue,  120-51  233rd 
street,  east  side,  40  ft.  north  of  121st  avenue,  120-47  233rd 
street,  east  side,  80  ft.  north  of  121st  avenue,  120-56  233rd 
street,  northwest  corner  of  121st  avenue;  120-52  233rd  street, 
west  side,  40  ft.  north  of  121st  avenue;  120-48  233rd  street, 
west  side  80  ft.  North  121st  avenue;  120-55  232nd  street, 
northeast  corner  of  121st  avenue;  120-51  232nd  street,  east 
side,  40  ft.  north  of  121st  avenue;  120-47  232nd  street,  east 
side,  80  ft.  north  of  121st  avenue;  120-56  232nd  street,  north¬ 
west  corner  of  121st  avenue;  120-52  232nd  street,  west  side, 
40  ft.  north  of  121st  avenue;  120-48  232nd  street,  west  side, 
80  ft.  north  of  121st  avenue  (Block  12818,  part  of  Lot  1, 
Block  12817,  part  of  Lot  1  and  Block  12816,  part  of  Lot  1), 
Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decisions  of  the  borough  superintendent, 
dated  August  15,  1946,  on  NB.  Applications  5394,  5393,  5392, 
5418,  5417,  5416,  5410,  5409,  5408,  7562,  7561,  7560,  7570, 
7569,  7568  of  1946,  read : 

“1.  The  erection  of  a  frame  building  within  the  fire 
limits  is  contrary  to  Section  4.1.2  Building  Code.” 

and 

Whereas,  the  premises  consist  of  three  separate  plots, 
one  located  at  the  northwest  corner  121st  avenue  and  232nd 
street  fronting  100  ft.  on  121st  avenue  and  117  ft.  on  232nd 
street,  one  on  the  north  side  of  121st  street  between  232nd 
and  233rd  streets  fronting  200  ft.  on  the  north  side  of  121st 
street  between  233rd  street  and  234th  street  and  fronting 
120  ft.  on  233rd  street  and  120  ft.  on  234th  street  which 
plots  it  is  proposed  to  subdivide  into  separate  lots,  39  and 
40  ft.  by  100  ft.  in  area,  located  in  a  business  and  residence 
use  D  area  and  Class  1  height  district  and  to  erect  on  each 
lot  a  one  and  a  half  story  frame  one  family  dwelling,  17  ft. 
in  height ;  26  ft.  by  36  ft.  6  in.  in  area,  to  be  occupied  by 
one  family;  that  the  buildings  will  be  set  back  from  the 
building  line  of  the  streets  upon  which  they  front,  a  distance 
of  25  ft.  and  dwellings  will  be  so  located  on  the  lots  as  to 
be  not  nearer  than  13  ft.  to  the  next  adjoining  dwellings; 
that  the  corner  dwellings  will  be  set  back  from  121st  avenue 
a  distance  of  10  ft. ;  that  the  dwellings  will  be  surfaced  on 
the  exterior  of  the  first  story  with  masonry  veneer  and  with 
wood  siding  above  and  roofs  surfaced  with  asphalt  shingles ; 
that  the  front  steps  will  project  in  to  the  front  set  back 
approximately  5  ft.  as  indicated  on  plans  filed  with  this 
appeal ;  and 

Whereas,  the  applicant  contends  that  practically  the  entire 
neighborhood  to  the  north  of  the  premises  in  question  has 
been  developed  with  similar  type  dwellings  to  those  now 
proposed;  that  by  reason  of  the  development  of  this  area 
for  one  family  dwellings,  the  population  is  inadequate  to 
furnish  the  necessary  support  for  business  in  the  area  now 
provided  for  business  on  the  zoning  map ;  that  in  addition, 
to  be  required  to  erect  the  buildings  of  solid  brick,  would 
increase  the  cost  beyond  the  maximum  ceiling  price  allowed, 
for  which  priorities  could  be  issued ;  that  the  balance  of 
232nd,  233rd  and  234th  streets  north  to  120th  avenue  have 
been  built  up  by  the  same  builders  with  identical  buildings 
to  those  herein  proposed ;  that  the  actual  area  of  coverage 
used  is  much  less  than  permitted  by  the  zoning  resolution 
for  the  lots  in  question  and  buildings  have  been  so  placed 
on  the  lots  as  to  provide  clear  space  on  all  sides  to  safeguard 
against  any  possible  spread  of  fire ;  that  in  order  to  preserve 
the  residence  use  for  the  future,  it  is  agreed  that  the  owners 
will  provide  a  restrictive  covenant  in  each  deed  of  these 
premises;  such  covenant  to  run  with  the  land  and  provide 
that  the  buildings  are  restricted  to  use  permitted  in  a  resi¬ 
dence  use  district  by  the  zoning  resolution. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.B.  Applications  5394,  5393,  5392,  5418,  5417,  5416, 
5410,  5409,  5408,  7562,  7561,  7560,  7570,  7569  and  7568  of 
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1946,  objection  1,  be  and  they  hereby  are  modified  and  that 
the  appeal  lie  and  it  hereby  is  granted  on  condition  that  the 
buildings  shall  be  substantially  of  the  design  and  construc¬ 
tion  indicated  on  plans  filed  with  this  appeal,  marked  “Re¬ 
ceived  September  5,  1946” ;  that  each  building  shall  be  a 
residence  building  for  one  family  only;  that  any  garage 
erected  in  connection  with  each  building  shall  comply  with 
the  requirements  for  a  residence  zone,  G  area,  as  to  location 
on  the  lot ;  that  as  soon  as  lot  numbers  are  assigned,  a  record 
of  such  lot  numbers  shall  be  filed  with  the  borough  superin¬ 
tendent  and  with  this  Board;  that  an  application  shall  be 
made  to  the  City  Planning  Commission  for  recommendation 
to  tin.  Board  of  Estimate  to  change  the  zone  along  121st 
avenue  from  business  to  residence  use;  and  that  in  all  other 
respects,  the  buildings  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


255-41-A 

APPLICANT  : — Stillwell  Nursing  Home,  lessee,  for  War¬ 
ren-Chambers  Corp.,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 1935  Bedford  avenue,  east  side, 
100  ft.  north  of  Hawthorne  street  (Block  5043,  Lot 
5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Mary  B.  McKenna. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (255-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1935  Bedford  avenue, 
cast  side,  100  ft.  north  of  Hawthorne  street  (Block  5043, 
Lot  5),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  22,  1941,  on  certain  conditions,  for  a  term  of  two 
years ;  and 

Whereas,  the  permit  was  extended  on  July  25,  1944  and 
July  16,  1946;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  22,  1941,  as 
amended  July  16,  1946,  by  adding  thereto: 

“*  *  *  that  this  variance  may  continue  for  a. term 
of  two  years  from  July  16,  1946,  only  so  long  as  the 
premises  meet  the  requirements  of  the  Department  of 
Hospitals  and  have  within  the  main  stair  and  stairhall, 
a  sprinkler  system  of  the  type  required  under  the  Mul¬ 
tiple  Dwelling  Law  for  a  converted  dwelling,  and  main¬ 
tained  to  the  satisfaction  of  the  borough  superintend¬ 
ent.” 


561-46-A 

APPLICANT — David  I.  Shivitz,  for  Carnegie  Hall,  Inc., 
(Federal  Films,  Inc.,  lessee). 

SLTBJECT — Application  for  consideration — reopening  and 
extension  of  variance  re  Appeal  from  an  order  of 
the  fire  commissioner  (previously  granted  on  con¬ 
dition  for  a  specified  time). 

PREMISES  AFFECTED— 154-160  West  57th  street,  161 
West  56th  street  and  881-937  7th  avenue,  east  side, 
bet.  West  56th  and  West  57th  streets  (Block  1009, 
Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Edmund  B.  Henefeld. 


ACTION  OF  BOARD — Appeal  reopened  and  term  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 1 . 0 

THE  RESOLUTION  (561-46-A) 

Whereas,  David  I.  Shivitz,  for  Carnegie  Hall,  Incorpo¬ 
rated,  owner  (Federal  Films,  Inc.,  lessee),  filed  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
154-60  West  57th  street,  881-937  7th  avenue,  and  161  West 
56th  street,  east  side  of  7th  avenue  between  West  56th  and 
West  57th  streets  (Block  1009,  Lot  1),  Carnegie  Hall,  Man¬ 
hattan  ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  July 
23,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
cornplete  the  making  of  a  motion  picture  film. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  23,  1946,  only  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  commencing  August  5,  1946,  through  September 
20,  1946 ;  and  that  in  all  other  respects  the  resolution 
adopted  by  the  Board  July  23,  1946,  shall  be  complied 
with.” 


499-46-A 

APPLICANT — Henry  G.  Harrington,  for  Alexander  J. 
Kulch,  owner.  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 147-73  Springfield  lane,  east 
side,  693.1  ft.  south  of  147th  avenue  (Block  4625, 
Lot  20),  Springfield  Gardens,  Borough  of  Queens, 
(Under  section  35,  General  City  Law  re  bed  of 
mapped  street — 224th  street). 

APPEARANCES— 

For  Applicant :  Henry  G.  Harrington  and  Alexan¬ 
der  J.  Kulch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1946  at 
2  P.  M.  at  request  of  Borough  President. 


519-46-A 

APPLICANT — Mrs.  Frank  Marx,  for  Mr.  and  Mrs.  Frank 
Marx,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 120-33  142nd  place,  east  side, 
291.79  ft.  south  of  120th  avenue  (Block  12037,  Lots 

1  and  3),  South  Ozone  Park,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of 
mapped  street — 122nd  avenue). 

APPEARANCES— 

For  Applicant:  Mrs.  Frank  Marx. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1946  at 

2  P.  M.  at  request  of  Borough  President. 


547-46-A 

APPLICANT — Richard  P.  Charles,  for  Rockaway  Point 
Development  Corp.,  owner  (Rockaway  Operating 
Co.,  lessee).’ 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 7,  9,  11,  13,  17,  19,  23,  27,  31, 
35,  37,  39,  41  and  45  Utica  street,  east  side,  40,  80 
and  120  ft.  north  of  West  End  avenue  and  40,  120, 
200,  280,  360,  400,  440,  480  and  560  ft.  south  of 
West  End  avenue  (Block  900,  Lot  1),  Rockaway 
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Point,  Borough  of  Queens  (Under  section  36, 
General  City  Law  re  buildings  are  not  on  legally 
graded  or  mapped  street). 

APPEARANCES— 

For  Applicant :  Richard  P.  Charles. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1946  at 
2  P.M.  request  of  applicant. 


ZONING  APPLICATIONS 

593-30-BZ 

APPLICANT—  Joseph  B.  Lynch,  for  Hauben  Investing 
Corp.,  owner. 

SUBJECT — Application  for  consideration — Approval  of 
plans  re  Application  (decision  of  the  borough  super¬ 
intendent)  previously  granted  on  condition  under 
section  21  of  the  zoning  resolution,  permitting  in 
a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  A FFECTED— 219-02  Horace  Harding  boule¬ 
vard  and  61-01  219th  street,  southeast  corner  (Block 
7609,  part  of  Lot  1),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS- 

Affirmative:  Guerman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (593-30-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  219-02  Horace  Harding  boulevard 
and  61-01  219th  street,  southeast  corner  (Block  76 0(>,  Lot  1). 
Bayside,  Borough  of  Queens,  was  granted  by  the  Board  on 
May  31,  1931,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  July  2,  1946; 
and 

Whereas,  the  applicant  requested  the  approval  of  plans, 
as  required  in  the  resolution  of  July  2,  1946. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  29,  1931, 
as  amended  by  resolutions  adopted  through  July  2,  1946,  and 
approve  the  plans  as  submitted  July  23,  1946,  showing  the 
revised  layout,  on  condition  that  all  pumps  shall  be  set  back 
at  least  fifteen  (15)  feet  from'  the  street  building  line;  that 
the  center  curb  cut  shown  to  Horace  Harding  boulevard 
shall  be  omitted;  that  the  number  of  gasoline  tanks  shall 
not  exceed  six  550  gallon  tanks;  that  the  adjoining  premises 
to  the  east,  which  are  not  included  in  this  application,  shall 
be  fenced  front  and  rear  with  woven-wire,  chain-link  fence 
and  kept  clear  of  weeds  and  in  a  neat  condition  at  all  times, 
unless  developed  with  a  conforming  use ;  that  such  fence 
shall  be  not  less  than  six  feet  in  height ;  that  the  walls  as 
shown  on  the  rear  lot  line  and  the  street  line  of  219th  street 
shall  be  7  feet  in  height  instead  of  six  feet,  as  shown,  and 
shall  he  properly  coped ;  that  such  walls  shall  be  constructed 
of  face  brick  on  both  sides  and  shall  be  of  the  same  type 
to  agree  with  brick  used  in  the  accessory  building;  that 
such  face  brick  shall  be  maintained  unpainted ;  that  there 
shall  be  no  occupancy  of  the  accessory  building  within  the 
roof  area:  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  year  and  a  certificate  of  occupancy 
obtained  before  occupancy. 


167-34-BZ 

APPLICANT — Joseph  Schmier,  for  S.  Gottfried  Real  Prop¬ 
erties,  Inc.,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 


borough  superintendent)  under  section  21  of  the 
zoning  resolution,  permitting. in  a  business  use  dis¬ 
trict,  the  change  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop  for  a  temporary 
term. 

PREMISES  AFFECTED— 1775-1777  Coney  Island  avenue, 
east  side,  365  ft.  south  of  Avenue  N  (Block  6749, 
Lot  78),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Schmier. 

For  Administration :  Fred  Dahlen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . , .  0 

THE  RESOLUTION  (167-34-BZ) 

Whereas,  this  application  under  section  21  of  zoning 
resolution,  permitting  in  a  business  use  district,  the  change 
of  occupancy  of  an  existing  building,  to  a  motor  vehicle 
repair  shop,  for  a  term  of  two  (2)  years,  affecting  premises 
1775-1777  Coney  Island  avenue,  cast  side,  365  ft.  south  of 
Avenue  N  (Block  6749,  Lot  78),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  October  9,  1934,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  resolution  was  amended  on  January  29, 
1935,  permit  extended  on  October  10,  1939  and  September 
16,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  9,  1934,  as 
amended  by  resolutions  adopted  through  September  16,  1941, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution  shall  read  : 

“*  *  *  granted  under  section  7i  for  a  term  of  five 
(5)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  rear  portion  of  the  building  to  be  used  for 
light  automobile  repairing,  on  condition  *  *  * 
and  that  other  than  as  amended  herein,  the  resolution 
adopted  by  the  Board  September  16,  1941,  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.” 


574-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Giuseppe  Proscia. 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 565-569  Carroll  street,  north 
side,  220  ft.  east  of  Fourth  avenue  (Block  958,  Lot 
70),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (574-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 

resolution,  permitting  in  a  business  use  district,  the  alteration 

and  conversion  of  occupancy  of  an  existing  building  to  a 
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garage  for  more  than  five  motor  vehicles,  affecting  premises 
565-569  Carroll  street,  north  side,  220  ft.  east  of  Fourth 
avenue  (Block  958,  Lot  70),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  September  24,  1940,  on  certain  con¬ 
ditions  ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  October  21,  1941,  October  20,  1942,  July  20, 
1943,  July  5,  1944  and  June  5,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  24,  1940,  as 
amended  by  resolutions  adopted  through  June  5,  1945,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“*  *  *  that  in  view  of  statement  by  applicant  that 
plans  have  been  approved,  permits  obtained  and  a  portion 
of  the  work  done,  that  all  work  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 


173-44-BZ 

APPLICANT — Cafiero  and  Lacerenza,  for  Antonetta 
Trupiano,  owner  (Ralph  DeLuca,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  from  “light 
storage”  to  a  junk  shop  for  a  term  of  two  years. 
PREMISES  AFFECTED — 127-129  Kingsland  avenue,  west 
side,  125  ft.  north  of  Herbert  street  (Block  2829, 
Lot  27),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Elaine  Mary  Epstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (173-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  building  from  “light  stor¬ 
age”  to  a  junk  shop  for  a  term  of  two  years,  affecting  prem¬ 
ises  127-129  Kingsland  avenue,  west  side,  125  ft.  north  of 
Herbert  street  (Block  2829,  Lot  27),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  July  18,  1944,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  18,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7e  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  use  of  the  premises  as  a  junk  yard,  on  condition 
*  *  *  that  other  than  as  amended  herein,  the  resolu¬ 
tion  adopted  by  the  Board  July  18,  1944,  shall  be  complied 
with  in  all  respects ;  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


307-44-BZ 

APPLICANT — Ottorino  Dal  Cortivo,  for  Howell  Realty 
Corporation,  new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  granted  on  condition  under 


section  7h  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 332-338  West  31st  street,  south 
side,  345  ft.  1)4  in.  west  of  8th  avenue  (Block  754, 
Lots  59,  60,  61  and  62),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Arthur  R.  Neven. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (307-44-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  332-338  West  31st  street, 
south  side,  345  ft.  1J4  in.  west  of  8th  avenue  (Block  754, 
Lots  59,  60,  61  and  62),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  July  18,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  18,  1944,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

<<*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  that  other  than  as  amended 

herein,  the  resolution  adopted  by  the  Board  July  18,  1944, 
shall  be  complied  with  in  all  respects  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


546-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Ida  Siegal,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  of  an  extension  to  an  office  building  of  an 
existing  gasoline  service  station,  such  extension  to 
be  used  as  a  car  laundry  and  to  house  grease  lift. 
PREMISES  AFFECTED— 822-828  4th  avenue  and  159-165 
29th  street,  northwest  corner  (Block  664,  Lot  37), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (546-44-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution  permitting  in  a  business  use  district,  the  erection 
of  an  extension  to  an  office  building  of  an  existing  gasoline 
service  station,  such  extension  to  be  used  as  a  car  laundry 
and  to  house  grease  lift,  affecting  premises  822-828  4th 
avenue  and  159-165  29th  street,  northwest  corner  (Block 
664,  Lot  37),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  July  10,  1945,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  10  1945,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

•“*  *  *  that  all  permits  required  shall  be  obtained 

and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution  and  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  adopted  on 
July  10,  1945,  shall  be  complied  with.” 


37-46-BZ 

APPLICANT — Herbert  Tannenbaum,  for  Margaret  La 
Sala,  owner  (High  Bridge  Auto  Service,  Lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  for  a  term 
of  five  years,  permitting  in  a  business  use  district, 
the  change  of  occupancy  from  stable  and  hay  loft 
to  an  automobile  repair  shop. 

PREMISES  AFFECTED — 1275  Jerome  avenue,  west  side, 
75  ft.  north  of  West  169th  street  (Block  2855,  part 
of  Lot  45),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Herbert  Tannenbaum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended 

THE  VOTE  TO’  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (37-46-BZ) 

Whereas,  this  application,  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  five  (5)  years,  the  change  of  occupancy  from  stable  and 
hay  loft,  to  an  automobile  repair  shop,  affecting  premises 
1275  Jerome  avenue,  west  side,  75  ft.  north  of  West  169th 
street  (Block  2855,  part  of  Lot  45),  Borough  of  The  Bronx, 
was  granted  by  the  Board  on  April  23,  1946,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  23,  1946,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“*  *  *  that  in  view  of  applicant’s  statement  that 

all  plans  have  been  approved,  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  amended  resolution  and  that  other 
than  as  herein  amended,  the  conditions  of  the  resolution 
adopted  on  April  23,  1946,  shall  be  complied  with.” 


208-37-BZ 

APPLICANT — William  A.  Wessner,  for  Edbro  Realty 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 22-65  31st  street,  east  side, 
182.6  ft.  north  of  23rd  avenue  (Block  833,  Lot  12), 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  A.  Wessner  and  Charles 
Misit. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  October  8, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


MATERIAL  AND  APPLIANCE  SUBMITTED 
FOR  APPROVAL 

780-41-SM 

APPLICANT — Certain-teed  Products  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Cerlain-teed  Gypsteel 
Senior  and  Junior  Plank  for  Floor  and  Roof  Slabs 
(previously  approved). 

APPEARANCES— 

For  Applicant :  Charles  H.  Camwell. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


711-45-SA 

APPLICANT— James  J.  Johnsen,  for  Lancaster  Heat 
Transfer  Company,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution  re  Lancaster  Horizontal 
Rotary  Oil  Burner,  Types  WP,  LP,  LPH  and 
WPH  (previously  approved  on  condition). 

APPEARANCES— 

For  Applicant:  James  J.  Johnsen. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


Adjourned:  3:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  February  15,  1939,  as  they  appeared  in 
Bulletin  No.  8,  Vol.  24,  are  hereby  corrected  to  read  as 
follows : 

121-39-A. 

APPLICANT — Herman  Weiss,  for  Bloomingdale  Broth¬ 
ers,  Incorporated,  lessee. 

SUBJECT — Appeal  for  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 743-765  Lexington  avenue, 
east  side,  from  East  59th  street  to  East  60th  street, 
135-163  East  59th  street,  140-176  East  60th  street 
and  990-1008  Third  avenue  (Block  No.  1394,  Lot 
No.  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Albert  Solodar. 

For  Administration  :  Edwin  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Assistant  Chief 


Walsh  .  4 

Negative  .  0 

Absent  .  0 


i 
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THE  RESOLUTION— 

(12 1-39- A) 

Whereas,  Herman  Weiss,  for  Bloomingdale  Brothers, 
Incorporated,  lessee,  filed  on  February  1st,  1939,  an  appeal 
from  an  order  and  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  743-765  Lexington  avenue,  east  side,  from 
East  59th  street  to  East  60th  street,  135-163  East  59th 
street,  140-176  East  60th  street  and  990-1008  Third  avenue 
(Block  No.  1394,  Lot  No.  23),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  19,  1939,  embodying  order  No.  11256-LC,  reads: 

“1.  Confine  all  refrigerating  systems  or  units  to  a 

floor  or  room  that  is  segregated  from  other  parts  of 

the  building  in  a  manner  that  will  prevent  the  accidental 

escape  of  refrigerant  vapor  reaching  other  parts  of 

the  building,  such  floor  or  room  to  be  equipped  with 

exhaust  ventilation  or  windows  that  will  discharge 

any  escaped  refrigerant  vapor  directly  to  the  outside 
•  ~  11 
a’r. 

and 

Whereas,  applicant  contends  that  the  entire  plot  is 
covered  by  several  buildings  with  intercommunicating  pas¬ 
sageways  from  one  to  another,  constituting  one  department 
store;  the  height  of  the  main  building  is  nine  stories  (135 
ft.  7  in.)  and  the  building  on  the  Third  avenue  side  is  6 
stories  (87  ft.)  ;  the  area  of  the  building  is  420  ft.  by  200 
ft.  in  area;  Occupied:  2nd  sub-basement — stock  and  me¬ 
chanical — 58  persons;  sub-basement — sales  and  stock,  107 
persons;  basement — department  store,  126  persons;  1st 
story — department  store — 352  persons;  2nd  story — depart¬ 
ment  store,  146  persons;  3rd  story — department  store,  132 
persons ;  4th  story — department  store,  226  persons ;  5th 
story — department  store,  108  persons  ;  6th  story — department 
store,  70  persons;  7th  story — department  store,  594  per¬ 
sons  ;  8th  story — department  store,  90  persons ;  9th  story — 


department  store — 84  persons;  pent  house — mechanical 
equipment;  the  premises  are  located  in  a  business  use 
district;  the  buildings  of  fireproof  construction  on  Lexing¬ 
ton  avenue  and  non-fireproof  construction  on  Third  ave¬ 
nue;  and 

Whereas,  the  applicant  further  contends  that  the  fire 
commiss:oner  in  issuing  the  order,  purported  to  act  under 
the  provisions  of  Section  220,  subdivision  1(a)  of  Chapter 
10  of  the  Code  of  Ordinances;  this  subdivision,  which  pro¬ 
vides  for  vapor-tight,  self-closing  doors  for  “refrigerating 
machinery  rooms  in  which  an  irritant  refrigerant  is  used”, 
has  no  application,  because  by  its  very  terms  this  provi¬ 
sion  “shall  not  apply  ...  to  a  system  containing  less  than 
six  (6)  pounds  of  refrigerant”;  that  all  the  refrigerators 
on  demonstration  in  these  buildings,  fall  within  this  ex¬ 
emption  and  that  this  appeal  should  be  granted.  . 

Rcsoh’cd,  that  the  order  of  the  fire  commissioner  No. 
11256-LC,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  no  refrigera¬ 
tor  containing  more  than  6  lbs.  of  refrigerant  shall  be  dis¬ 
played  ;  that  not  more  than  one  model  of  each  size  of  each 
make  containing  refrigerant  shall  be  displayed;  that  no  such 
refrigerator  shall  be  located  nearer  than  25  ft.  to  a  means  of 
exit  or  an  elevator  or  escalator;  that  the  space  in  which 
refrigerators  containing  refrigerants  are  displayed,  shall 
be  ventilated  by  mechanical  ventilation,  unless  windows  are 
provided,  opening  to  the  outer  air  and  not  opening  upon 
shafts  or  interior  courts;  that  if  refrigerators  containing 
refrigerant  are  stocked  in  the  same  building  where  dis¬ 
played,  they  shall  be  on  a  floor  or  portion  of  a  floor 
entirely  separated  from  a  space  where  customers  are 
admitted,  by  walls  or  partitions  reasonably  vaporproof 
and  such  storage  space  shall  be  ventilated  to  the  satisfac¬ 
tion  of  the  fire  commissioner. 

*  Correction — The  words  “size  of  each”  inserted  in  line  55 
of  the  resolution. 


NOTICE 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

It  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  all  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  necessary  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Court  Decision. 

Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Septem¬ 
ber  24,  1946,  Affecting  Calendar  Numbers  285-36-BZ, 
64-46-BZ,  418-46-BZ,  435-41-BZ,  469-46-BZ,  1063-27- 
BZ,  366-32-BZ,  230-34-BZ,  480-38-BZ,  289-40-BZ,  104- 
41-BZ,  856-42-BZ,  175-45-BZ,  454-46-BZ,  496-46-BZ, 
536-46-BZ,  574-46-BZ,  578-46-BZ,  581-46-BZ,  369-46-A, 
295-46-A,  584-46-A,  585-46-A,  586-46-A,  628-46-A  and 
697-46-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep¬ 
tember  24,  1946,  Affecting  Calendar  Numbers  189-46-A, 
377-46-A,  580-46-A,  583-46-A,  589-46-A,  617-46-A,  643- 
46-A,  644-46-A,  314-34-A,  1094-41-A,  442-41-A,  177-45- 
A  262-32-BZ,  325-36-BZ,  602-37-BZ,  100-38-BZ,  438- 
39-BZ,  1493-39-BZ,  830-40-BZ,  915-40-BZ,  812-41-BZ, 
832-41-BZ,  207-44-BZ,  1078-41-BZ,  55-45-BZ,  96-45-BZ, 
71-46-BZ,  450-46-BZ,  93-33-BZ,  404-38-BZ,  405-38-BZ, 
406-38-BZ,  407-38-BZ,  1013-38-BZ,  220-44-BZ,  782-45- 
BZ,  930-39-SM,  974-39-SA  and  1048-39-SM. 

Correction  Affecting  Calendar  Number  435-46- A. 


of  Xlol>iiis  vs.  Murdock,  et  al.:— Under  Cal.  No.  114-46- 

BZ,  the  Board  denied  an  application  under  section  7,  subdivi¬ 
sion  e,  for  a  change  of  use  of  a  building  erected  for  a  motion 
picture  theatre,  to  a  wet  wash  laundry.  When  erected,  the 
premises — 112-114  Cannon  Street,  Borough  of  Manhattan, 
were  in  an  unrestricted  use  district,  which  was  changed  to 
residence  use  in  1937.  While  the  applicant  invoked  section 
7,  subdivisions  c  and  e,  and  section  21,  the  motion  made  to 
grant  was  under  section  7,  subdivision  e  only. 

Upon  court  review,  Mr.  Justice  Greenberg,  upheld  the 
denial  of  the  Board,  stating: 

“The  petitioner  seeks  a  review  by  this  court  of  a  determi¬ 
nation  of  the  Board  of  Standards  and  Appeals.  The  re¬ 
spondents  cross-move  to  dismiss  the  petition.  The  petitioner 
is.  the  owner  of  the  premises  located  at  Nos.  112-114  Can¬ 
non  Street  in  a  residential  use  district.  On  the  premises 
is  a  movie  theatre  which  has  remained  vacant  for  approxi¬ 
mately  ten  years  and  is  not  adaptable  for  a  conforming 
residence  use.  The  petitioner  has  contracted  to  sell  the 
property  for  use  as  a  wet  wash  laundry.  This  prospective 
purchaser  operates  a  wet  wash  laundry  at  No.  436  East 
Houston  street  but  must  vacate  his  premises  because  they 
are  included  in  the  area  to  be  acquired  by  the  New  York 
City  Housing  Authority  in  connection  with  the  Lillian  Wald 
Housing  Development.  The  petitioner  filed  an  application 
with  the  borough  superintendent  for  permission  to  alter 
the  existing  theatre  building  to  a  wet  wash  laundry.  This 
application  was  denied  on  the  ground  that  the  establishment 
of  a  wet  wash  laundry  in  a  residence  district  would  be 
contrary  to  Article  2,  section  3,  of  the  Zoning  Resolution. 
The  petitioner  appealed  from  this  decision  to  the  Board  of 
Standards  and  Appeals.  The  application  was  made  under 
sections  7-c  and  7-e  of  the  Building  Zone  Resolution.  Sec¬ 
tion  7  authorizes  the  board  to  grant  variances  in  appropri¬ 
ate  cases  in  harmony  with  the  zoning  law,  and  section  21 
authorizes  the  board  to  grant  variances  in  cases  of  practical 
difficulties  or  unnecessary  hardships.  A  public  hearing  was 
ordered  and  had,  and  in  the  meantime  a  committee  of  the 
board  inspected  the  premises  and  the  surrounding  area. 
The  petitioner  was  accorded  a  full  and  complete  hearing  as 
disclosed  by  the  minutes.  The  board  by  a  vote  of  3  to  1 
denied  the  application  on  the  ground  that  he  failed  to  show 
sufficient  reason  to  justify  it  in  exercising  its  discretion  in 
favor  of  the  application.  I  find  no  basis  for  review  by 
this  court.  The  granting  of  a  variance  under  section  7  of 
the  Building  Law  would  in  fact  not  be  in  harmony  with 
the  general  purpose  and  intent  of  the  Building  Zone  Reso¬ 
lution;  at  least  the  board  so  found.  This  court  is  not  em¬ 
powered  to  interfere  with  this  exercise  of  discretion  in  the 
absence  of  a  showing  that  the  board  acted  arbitrarily  or 
capriciously.  Such  a  finding  the  court  is  unable  to  make. 
On  the  contrary,  it  appears  that  Cannon  Street  and  most  of 
the  surrounding  area  is  zoned  for  residence  purposes  and 
is  so  occupied.  Obviously,  the  aim  of  the  authoritise  in 
placing  the  area  in  a  residence  use  district  was  to  protect 
the  residential  properties  which  exist  in  the  area.  While 
the  buildings  in  question  are  not  modern  in  construction 
and  are  occupied  principally  by  persons  in  low  income 
brackets,  that  is  no  reason  why  a  different  rule  should  be 
adopted  as  contended  for  by  the  petitioner.  Such  residence 
area  is  entitled  to  the  same  protection  against  the  invasion 
of  noxious  or  undesirable  uses  as  any  other  residential 
development  in  the  city.  Furthermore,  the  record  fails  to 
disclose  any  practical  difficulties  or  unnecessary  hardship 
which  would  justify  a  variance  under  section  21  of  the 
Building  Zone  Resolution.  A  variation  may  not  be  granted 
because  -it  would  be  unwise  to  develop  the  property  for  a 
conforming  use  or  because  it  would  entail  greater  expense 
to  develop  it  for  such  use.  Within  the  meaning  of  the 
rules  laid  down  by  the  higher  courts,  I  cannot  find  that  any 
practical  difficulties  or  hardships  would  result  from  the 
denial  of  the  application  for  a  variance.  Accordingly,  the 
order  is  vacated  and  the  petition  is  dismissed.”  (New 
York  Law  Journal,  Sept.  17,  1946) 


* 


1073 


t 


* 


> 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  September  24,  1946 

Cal.  No.  Dept.  Premises  Affected. 

682-46-A — F.D. — 128  Beach  66th  street,  west  side,  575  ft. 
south  of  Larkin  avenue  (Block  358,  Lot  13),  Arverne,  Bor¬ 
ough  of  Queens,  17803-F  and  Decision. 


683-46-BZ — H.B.M. —  155  Chrystie  street,  west  side,  50  ft. 
6  in.  north  of  Delancey  street  (Block  425,  Lot  37),  Borough 
of  Manhattan,  Alt.  1903-46. 


684-46-BZ — H.B.B. — 227  5th  avenue,  east  side,  20  ft.  south 
of  President  street  (Block  959,  Lot  10),  Borough  of  Brook¬ 
lyn,  Alt.  3706-46. 


685-46-BZ — H.B.B. — 412  Bedford  avenue,  west  side,  24  ft. 
6  in.  north  of  South  9th  street  (Block  2137,  Lot  31),  Borough 
of  Brooklyn,  Alt.  3707-46. 


686-46-SM — F.  and  C.  Concrete  Block,  manufactured  by 
Cristofaro  Cataldo,  Material. 


687-46-SM — Bellcrete  and  Montrose  Building  Block,  manu¬ 
factured  by  Montrose  Clay  Products  Corp.,  Material. 


688-46-SA — Ryco  and  Thermo  Gun  Type  Pressure  Atomiz¬ 
ing  Oil  Burner,  Appliance. 


689-46-SM — Careyduct  (insulated  and  acoustical  types), 
manufactured  by  The  Philip  Carey  Manufacturing  Co.,  Ma¬ 
terial. 


690-46-SM — Careyduct  (keylock  type),  manufactured  by 
The  Philip  Carey  Manufacturing  Co.,  Material. 


691-46-A — F.D. — Re:  Transportation  of  fuel  oil  in  Trailmo- 
bile  in  New  York  City  (capacity  of  tank  not  in  conformity 
with  Administrative  Code  requirements  covering  Tank 
Trucks),  46871-LC. 


692-46-A — H.B.M. — 1  Front  street,  south  side,  34.6  ft.  east 
of  Whitehall  street  (Block  4,  Lot  14),  Borough  of  Manhat¬ 
tan,  Alt.  1804-46. 


693-46-SM — Concretex  Sheathing  and  Insulation  Boards, 
manufactured  by  Concretex  Corp.,  Material. 


694-46-SM — -Concretex  Roofing  Slabs,  manufactured  by 
Concretex  Corp.,  Material. 


695-46-SM — Concretex  Partition  Blocks,  manufactured  by 
Concretex  Corp.,  Material. 


696-46-SM — Concretex  Acoustical  Tile,  manufactured  by 
Concretex  Corp.,  Material. 


697-46- A — H.B.M. — 450  West  125th  street,  west  side,  155  ft. 
4  in.  south  of  Amsterdam  avenue  and  21-25  La  Salle  street, 
east  side,  100  ft.  south  of  Amsterdam  avenue  (Block  1966, 
Lot  5),  Borough  of  Manhattan,  Alt.  1175-46. 


698-46-A — H.B.B.— -98-120  Avenue  W,  south  side,  from 
West  9th  to  West  10th  streets  (Block  7164,  Lot  1),  Borough 
of  Brooklyn,  Misc.  4629-46. 


699-46-BZ — H.B.Q.— 224-01  to  224-11  North  Conduit  avenue, 
143-01  to  143-17  224th  street,  northeast  corner  and  224-02  to 
224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and  55), 
Springfield,  Borough  of  Queens,  N.B.  4888-46.  • 


700-46-BZ — H.B.B. — 2489-2499  Coney  Island  avenue  and 
1102-1108  Avenue  V,  southeast  corner  (Block  7371,  Lot  1), 
Borough  of  Brooklyn,  N.B.  1786-46. 


701-46-BZ — H.B.Bx. — 310-312  Crimmins  avenue,  east  side, 
30  ft.  north  of  East  141st  street  (Block  2555,  part  of  Lot  10), 
Borough  of  The  Bronx,  Alt.  828-46. 


702-46-BZ — H.B.B. — 454  Crescent  street  and  1063-1071  Glen- 
more  avenue,  northwest  corner  (Block  4197,  Lot  24),  Bor¬ 
ough  of  Brooklyn,  Alt.  1700-46. 


703-46-BZ — H.B.B. — 2119  Nostrand  avenue,  east  side,  60  ft. 
south  of  Glenwood  road  (Block  7558,  Lot  54),  Borough  of 
Brooklyn,  Alt.  2120-46. 


Restored  to  Calendar. 

177-45-A — F.D/ — 321-325  East  3rd  street,  north  side,  120  ft. 
west  of  Avenue  D  (Block  373,  Lot  44),  Borough  of  Man¬ 
hattan,  Decision  re  34475-LF. 


442-41-A — F.D. — 12-50  21st  street,  west  side,  90  ft.  south  of 
43rd  avenue  (Block  457,  Lot  150),  Long  Island  City,  Bor¬ 
ough  of  Queens,  3475-C. 


974-39-SA — Bowser  Reel  Way  Gasoline  Pump  with  Hose 
Reel  Attachment,  Appliance. 


220-44-BZ — H.B.M. — 89  Thompson  street,  west  side,  100.01 
ft.  north  of  Spring  street  (Block  503,  Lot  35),  Borough  of 
Manhattan,  Amendment  to  Alt.  88-44. 


782-45-BZ — H.B.B. — 196-202  Grand  Street  Extension  and 
373  South  1st  street,  southeast  corner  (Block  2399,  Lot  24), 
Borough  of  Brooklyn,  Alt.  3065-45. 


1013-38-BZ — H.B.M. — 1881-1889  Second  avenue  and  235 
East  97th  street,  northwest  corner  (Block  1647,  Lots  21,  22, 
23,  24  and  25),  Borough  of  Manhattan,  Decision  re  Certificate 
of  Occupancy. 


DESIGNATIONS:  II. II. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 

I.ast  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943— Vol.  28,  No.  52A 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec.  28,1943 — Vol.  28,  No.  S2A 

Certificate  of  Occupancy,  approved 

form  . Dec.  28,  1943— Vol.  28,  No.  S2A 
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CALENDAR 


Last  Publication  in  Bulletin 


Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . . . . Sept. 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Aug. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply) .Sept. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Aug. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 


Rule  505  of  Industrial  Code).. Sept. 


13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 

5,  1928— Vol.  13,  No.  23 
18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 
17,  1946— Vol.  30,  No.  38 

17,  1946— Vol.  30,  No.  38 

6,  1946— Vol.  31,  No.  32 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


17,  1946— Vol.  30,  No.  38 

7,  1937— Vol.  22,  No.  36 

6,  1946— Vol.  31,  No.  32 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


OCTOBER  1,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  1,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

285-36-BZ — Application  of  Henry  C.  Brucker,  applicant, 
on  behalf  of  Otto  Gebhardt,  owner  (Revonah  Laundry,  Inc., 
lessee),  reopened  September  10,  1946,  for  consideration  as 
to  extension  of  variance — Application  previously  granted 
on  condition,  under  sections  7f  and  7i  of  the  zoning  reso¬ 
lution,  for  a  term  of  five  years,  permitting  in  a  business 
use  district,  the  storage  of  more  than  five  (5)  motor  vehicles 
(previously  granted  on  condition — re  change  of  occupancy  of 
an  existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles,  motor  vehicle  repair  shop  and,  also,  gasoline 
service  station ;  premises  72-27  Cypress  Hills  street,  north¬ 
east  side,  199.41  ft.  south  of  Myrtle  avenue  (Block  3600, 
Lot  125),  Glendale,  Borough  of  Queens. 

206-27-BZ — Application  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 
9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 

261-46-BZ — Application,  April  12,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 


on  behalf  of  Glencoe  Realty  Corp.,  owner,  to  permit  in  a 
retail  use,  D  area  district,  the  erection  of  a  building,  using 
more  than  the  area  permitted;  premises  94-05  63rd  drive, 
west  side,  50  ft.  north  of  Booth  street  (Block  3081,  Lots  127, 
128  and  129),  Forest  Hills,  Borough  of  Queens. 

576-46-BZ — Application,  July  31,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on  be¬ 
half  of  Duberry  Realty  Corp.,  owner  (Steve  Leppielo, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  183-185 
Mulberry  street,  west  side,  35  ft.  south  of  Kenmare  street 
(Block  481,  part  of  Lot  33),  Borough  of  Manhattan. 

592-46-BZ— Application,  August  15,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Norman  Lederer  and 
Leonard  Joseph,  applicants,  on  behalf  of  Woodcrcst  Con¬ 
struction  Co.,  owner,  to  permit  in  a  business  use  district,  the 
erection  of  a  public  garage  for  the  storage  of  more  than  five 
(5)  trucks  and  automobiles;  premises  40-34  Crescent  street, 
west  side,  100  ft.  north  of  41st  avenue  (Block  407,  Lot  37), 
Long  Island  City,  Borough  of  Queens. 

614-46-BZ — Application,  August  27,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Dasol  Realty  Corp.,  owner,  to  permit 
in  a  local  retail  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  105  Amsterdam  avenue,  east  side, 
50  ft.  5  in.  north  of  West  64th  street  (Block  1136,  Lot  3), 
Borough  of  Manhattan. 

631-46-BZ — Application,  September  4,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono, 
applicant,  on  behalf  of  Silva  Realty  Corp.,  owner  (Bert  S. 

( iood,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  328  East 
8th  street,  south  side,  220.3  ft.  west  of  Avenue  C  (Block 
390,  Lot  22),  Borough  of  Manhattan. 

624-46-BZ — Application,  September  3,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Ludwig  P.  Bono, 
applicant,  on  behalf  of  Silva  Realty  Corp.,  owner  (Bert  S. 
Good,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years ;  premises  112 
.Suffolk  street,  east  side,  150  ft.  south  of  RivingTon  street 
(Block  348,  Lot  8),  Borough  of  Manhattan. 

110-43-BZ — Application  of  Milton  B.  Weissman,  appli¬ 
cant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
4,  1946,  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  by  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  bowling  alleys  on 
second  floor;  premises  6214-6224  4th  avenue,  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

246-44-BZ— Application  of  Irving  M.  Fenichel,  applicant, 
on  behalf  of  Stapleton  Service  Laundry,  Inc.,  and  Mar- 
green  Realty  Co.,  Tnc.,  owners  (Stapleton  Service  Laun¬ 
dry,  Tnc.,  lessee),  reopened  April  9,  1946,  under  sections 
7a,  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  erection  of  a 
one  story  extension  to  present  dry  cleaning  building  (previ¬ 
ously  granted  by  the  Board)  to  be  used  as  dry  cleaning 
department  and  finishing  department ;  premises  46-62  Green- 
leaf  avenue,  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  Stapleton,  Borough  of 
Richmond. 

677-46-BZ — Application  of  Leonard  Schultze  and  Asso¬ 
ciates,  applicants  on  behalf  of  Savings  Bank  Trust  Company, 
owner,  filed  September  17,  1946,  under  Section  21-C  for 
variation  of  the  area  requirements  of  the  zoning  resolution 
as  to  size  of  yards  and  lot  coverage;  premises  in  D,  E  and 
F  area  and  residence  and  business  use  districts :  Blocks 
bounded  by  Grand  Central  parkway,  Main  street,  Union 
turnpike,  and  Parsons  boulevard  (Block  6673,  Lots  3,  50, 
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and  100,  Block  6674,  Lot  3,  Block  6692,  Lot  3,  Block  6693, 
Lot  3,  Block  6694,  Lot  101,  Block  6819,  Lot  2  and  Block 
6820,  Lot  3),  Flushing,  Borough  of  Queens. 

630-46-BZ — Application,  August  29,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Henry  C.  Halm,  appli¬ 
cant,  on  behalf  of  the  Y.  W.  C.  A.  of  the  City  of  New  York, 
owner,  to  permit  in  a  residence  use  district,  the  proposed 
use  of  a  building  for  offices  for  a  Y.  W.  C.  A.  club;  prem¬ 
ises  113  East  37th  street,  north  side,  189  ft.  east  of  Park  ave¬ 
nue  (Block  893,  Lot  11),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

517-46-A — 113  East  37th  street,  north  side,  189  ft.  east  of 
Park  avenue  (Block  893,  Lot  11),  Borough  of  Manhattan. 

369-46-A — 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block 
227,  Lot  63),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  1,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  1,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

499-46-A — 147-73  Springfield  lane,  east  side,  693.1  ft. 
south  of  147th  avenue  (Block  4625,  Lot  20),  Springfield 
Gardens,  Borough  of  Queens  (Under  section  35,  General 
City  Law  re  bed  of  mapped  street — 224th  street). 

519-46-A — 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 

607-46-A — 12  Silver  Lake  road,  southwest  corner  of  Duer 
lane  (Block  122,  Lot  31),  Silver  Lake,  Borough  of  Rich¬ 
mond. 

600-46-A — 84-86  North  6th  street,  and  163-169  Wythe  ave¬ 
nue,  southeast'  corner  (3rd  floor)  ;  (Block  2334,  Lot  5), 
Borough  of  Brooklyn. 

599-46-A — 87  Nassau  street,  and  130  Fulton  street,  southwest 
corner  (2nd  floor)  ;  (Block  79,  Lot  1),  Borough  of  Man¬ 
hattan. 

665-46-A — 28  East  78th  street,  and  1080  Madison  avenue, 
southwest  corner  (Block  1392,  Lot  59),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  8,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  8,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  , 

Zoning  Applications 

540-46-BZ — Application,  July  5,  1946,  under  section  21  of 
the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants,  on 
behalf  of  756  Utica  Avenue  Corp.  and  Estate  of  Julia  Ryan, 
owners,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building,  to  be  used  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  750-780  Utica  ave¬ 
nue,  west  side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 

354-23-BZ — Application  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  103  Empire  Boulevard  Corp.,  owner, 
reopened  May  14,  1946,  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  change  of  use 


from  public  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board)  to  include  showroom, 
servicing  and  repair  of  motor  vehicles;  premises  103-111  Em¬ 
pire  boulevard,  north  side,  238  ft.  2)4  in.  east  of  Bedford 
avenue  (Block  1306,  Lot  37),  Borough  of  Brooklyn. 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

633-46-BZ — Application,  September  5,  1946,  under  sec¬ 
tions  7e  and  2b  of  the  zoning  resolution,  of  Samuel  Rosen- 
blum,  applicant,  on  behalf  of  Meyer  Fortgang,  owner 
(Henry  Jacobson,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  3502  Church  avenue,  and  179  East  35th  street, 
southeast  corner  (Block  4889,  Lot  1),  Borough  of  Brooklyn. 

382-46-BZ — Application,  May  24,  1946,  under  section  7e 
of  the  zoning  resolution,  of  William  J.  Burke,  applicant,  on 
behalf  of  Adam  and  Charles  Klein,  owners,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  an 
automobile  repair  shop ;  premises  74-02  to  74-16  Queens 
boulevard,  south  side,  179.31  ft.  west  of  Kneeland  place 
and  South  Railroad  avenue  (Block  2448,  Lot  213),  Elmhurst, 
Borough  of  Queens. 

606-46-BZ — Application,  August  26,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  DeShaw,  applicant,  on  behalf  of  Michael 
Maniere,  owner.  (V.  Vitulli  and  Alex  Silawskv,  lessees),  to 
nermit  in  a  business  use  district,  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  42-10  14th  avenue,  west 
s:de,  60  ft.  2l/s  in.  south  of  42nd  street  (Block  5599,  Lot  40), 
Borough  of  Brooklyn. 

613-46-BZ — Application,  August  26,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  DeShaw,  applicant,  on  behalf  of  Christine 
M.  Drewes,  owner  (Julius  Flegenheimer,  lessee),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  91-14  Corona  avenue,  south  side, 
36.16  ft.  east  of  91st  place  (Block  1848,  Lot  3),  Elmhurst, 
Borough  of  Queens. 

208-37-BZ — Application  of  William  A.  Wessner,  ap¬ 
plicant,  on  behalf  of  the  Edbro  Realty  Co.,  Inc.,  owner,  re¬ 
opened  September  17,  1946,  for  consideration  as  to  extension 
of  variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  for  a  temporary  term  of  years,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  22-65  31st  street,  east  side,  182.6  ft. 
north  of  23rd  avenue  (Block  833,  Lot  12),  Astoria,  Borough 
of  Queens. 

523- 46-BZ — Application,  June  18,  1946,  under  sections 
7g  and  21  of  the  zoning  resolution,  of  Robert  Williamson, 
applicant,  on  behalf  of  Flostrand  Realties,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  C  and  D  area  dis¬ 
tricts,  the  erection  and  maintenance  of  a  building  to  be  used 
as  a  storage  garage  for  more  than  five  (5)  motor  vehicles, 
using  more  than  the  area  permitted;  premises  3155  West¬ 
chester  avenue,  west  side,  265.6  ft.  south  of  Wilkmson  ave¬ 
nue  (Block  4235,  Lot  45),  Borough  of  The  Bronx. 

Appeal  from  Administrative  Decision. 

524- 46-A — 3155  Westchester  avenue,  west  side,  265.6  ft. 
south  of  Wilkinson  avenue  (Block  4235,  Lot  45),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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OCTOBER  8,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  8,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

601-46-A — West  side  of  Columbia  street,  2140  ft.  south 
of  Halleck  street,  Pier  A,  Ft.  of  Richards  street  (Block 
613,  Lot  1),  Beard’s  Erie  Basin,  Borough  of  Brooklyn. 

594-46-A — 29-58  214th  street,  west  side,  535.85  ft.  north 
of  33rd  avenue  (Block  6054,  Lot  65),  Bayside,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 32nd  avenue). 

672-46-A — 90  and  92  Amity  street,  south  side,  202  ft.  and 
177  ft.  west  of  Henry  street  (Block  295,  Lots  15  and  16), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  15,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

435-41-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Dolorita  Wallace,  owner,  reopened  May  14, 
1946,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station;  premises  737  East  149th 
street,  and  549  Concord  avenue,  northwest  corner  (Block 
2641,  Lots  18,  19  and  20),  Borough  of  The  Bronx. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

656-46-BZ — Application,  September  5,  1946,  under  sections 
7c  and  21  of  the  zoning' resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Carl  Tradelius,  owner,  to  permit  in  a 
business  use  district,  more  area  than  permitted  for  manufac¬ 
turing;  premises  124-126  East  124th  street,  south  side,  90  ft. 
west  of  Lexington  avenue  (Block  1772,  Lot  60),  Borough  of 
Manhattan. 

634-46-BZ — Application,  September  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Bessie  Ducorsky,  owner  (Alfred  Silverman, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  578  Grand 
street,  south  side,  20  ft.  east  of  Lorimer  street  (Block  2786, 
Lot  7),  Borough  of  Brooklyn. 

534-46-BZ — Application,  July  12,  1946,  under  section  7f  of 
the  zoning  resolution,  of  M.  Martin  Elkind,  applicant,  on 
behalf  of  Victory  Homes,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  repairs  and  lubrication  for  a  term  of  years ; 
premises  47-05  Astoria  boulevard  North,  and  22-71  47th 
street,  northeast  corner  (Block  759,  part  of  Lot  1),  Astoria, 
Borough  of  Queens. 

615-46-BZ — Application,  August  27,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Jenne  Light, 
owner  (David  Schulman,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry?  for  a  term  of  five  (5)  years; 
premises  834  New  Lots  avenue,  southeast  corner  of  Essex 
street  (Block  4316,  Lot  1),  Borough  of  Brooklyn. 


625-46-BZ — Application,  September  3,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Sam  Wohl, 
owner  (Julius  Gordon,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  359  (361  displayed)  New  Lots  avenue,  north  side, 
102  ft.  1 J4  in.  west  of  Pennsylvania  avenue  (Block  3839,  Lot 
51),  Borough  of  Brooklyn. 

375-40-BZ — Application  of  Lauritz  Lauritzen,  applicant,  on 
behalf  of  Walter  A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  reopened  July  9,  1946,  under  sections  7a,  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  relocation  of  building  of  gasoline  service  station  (previ¬ 
ously  granted  by  the  Board)  ;  premises  144-12  Springfield 
boulevard,  northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  street,  southwest  corner  of  Springfield  boule¬ 
vard  (Block  3816,  Lots  76  and  part  of  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

668-46-BZ — Application,  September  12,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Heppe  Hudson  Corp.,  Inc.,  owner,  to  permit  in  a 
residence  and  business  use  district,  the  change  in  use  of  an 
existing  building  from  school  to  manufacturing;  premises 
94-19  to  94-29  82nd  street,  82-01  to  82-15  Rockaway  boule¬ 
vard,  northeast  corner,  82-13  to  82-19  95th  avenue  and  94-20 
to  94-40  83rd  street  (Block  9011,  Lot  14),  Woodhaven,  Bor¬ 
ough  of  Queens. 

Materials  for  Approval. 

334-45-SM — Union  Metal  Monotube  Piling — 7,  9  and  11 
gauges. 

666-45-SM — Wheeling  Corrugated  Areaway  Walls. 

14-46-SM — Bostwick  Metal  Lath  and  Accessories. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  22,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn.  • 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  22,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 
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Appeal  from  Administrative  Decision. 

547-46- A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  pub'ic  hearing 
Tuesday  morning,  October  29,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Applications. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs ;  premises  137-32 


Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  24,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  September  17,  1946,  were 
approved  as  in  Bulletin  No.  39,  Volume  31. 


At  the  beginning  of  the  meeting,  the  Chairman  placed  on 
the  record  the  following  expression  of  sorrow  : 

The  Board  wishes  to  express  its  sorrow  at  the  passing 
of  former  Commissioner  John  J.  McElligott  and  former 
Commissioner  Patrick  Walsh.  The  Board  regrets  that  be¬ 
cause  of  this  meeting  it  is  impossible  to  attend  the  services 
of  Chief  Walsh,  although  the  Board  was  represented  at  the 
services  of  Chief  McElligott. 

Both  of  these  gentlemen  served  New  York  City  well  and 
were  members  of  this  Board.  The  Board  recalls  vividly 
the  great  contributions  they  rendered.  It  is  with  sincere 
sorrow  that  we  record  their  passing. 


ZONING  APPLICATIONS 

285-36-BZ 

APPLICANT — Henry  C.  Brucker,  for  Otto  Gebhardt, 
owner  (Revonah  Laundry,  Inc.,  lessee). 

SUBJECT — Application  reopened  September  10,  1946,  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  supeintendent),  pre¬ 
viously  granted  on  condition,  under  sections  7f  and 
7i  of  the  zoning  resolution,  for  a  term  of  five  years, 
permitting  in  a  business  use  district,  the  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
granted  on  condition) — re  change  of  occupancy  of 
an  existing  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles,  motor  vehicle  repair  shop  and, 
also,  gasoline  service  station. 


PREMISES  AFFECTED— 72-27  Cypress  Hills  street, 
northeast  side,  199.41  ft.  south  of  Myrtle  avenue 
(Block  3600,  Lot  125),  Glendale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  William  J.  Youpp. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1946,  at 
10  A.  M.  for  applicant  to  obtain  new  decision  from 
Borough  Superintendent. 


64-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Katherina 
Pretsch,  owner. 

SLI EJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  erection  of  a  gasoline  service  station,  office, 
lubritorium,  auto  laundry,  minor  repairs,  wheel  al¬ 
igning  and  brake  testing. 

PREMISES  AFFECTED— 109-64  to  109-72  Van  Wyck 
boulevard,  west  side,  120  ft.  north  of  111th  avenue 
(Block  11615,  Lot  40),  Jamaica,  Borough  of 

Queens. 

APPEARANCES— 

For  Applicant :  A.  Lama  and  H.  L.  McLoughlin. 
For  Opposition :  Murray  Hillman  and  Harold 
Klorfein — Dept,  of  Parks. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1946  at 
10  A.  M.  for  decision  by  Board.  Applicant  to  file 
revised  plans. 


418-46-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Salvatore  Franzone, 
owner. 


MINUTES 


SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  construc¬ 
tion  of  a  building  to  be  used  as  a  gasoline  service 
station,  lubritorium,  salesroom  and  repair  shop,  for 
minor  automobile  repairs. 

PREMISES  AFFECTED — 137-32  Centerville  street,  north¬ 
west  corner  of  149th  avenue  (Block  11534,  Lot  36), 
Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  H.  Barbiere. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1946  at 
10  A.  M.  at  request  of  applicant.  Applicant  to  sub¬ 
mit  revised  plans. 


435-41-BZ 

APPLICANT — Henry  Nordheim,  for  Dolorita  Wallace, 
owner. 

SUBJECT — Application  reopened  May  14,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7f  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 737  East  149th  street,  and  549 
Concord  avenue,  northwest  corner  (Block  2641, 
Lots  18,  19  and  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Gilbert  Lazarus  and  Dolorita 
Wallace. 

For  Opposition:  Isidore  G.  Popik. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1946  at 
10  A.  M.  for  applicant  to  file  corrected  plans. 


469-46-BZ 

APPLICANT — Michael  A.  Cardo,  for  Louis  Forte,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
use  district,  the  erection  of  a  building  proposed  for 
stores  and  non-fireproof  class  “A”  multiple  dwelling 
for  a  term  of  years. 

PREMISES  AFFECTED— 2450-2456  Eastchester  road,  and 
1500-1506  Mace  avenue,  southeast  corner  (Block 
4478,  Lot  32),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Michael  A.  Cordo,  Louis  Forte, 
James  Connors,  Vincent  Blancatos  and  Vito 
Fortg.  . 

For  Opposition  :  Frances  Strighs. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  placed  on  the  reserve 
calendar. 

1063-27-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  for  Neprak 
Corporation,  owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7c  and  21A  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  demolition  of 
old  building  and  erection  and  maintenance  of  a  new 
gasoline  service  station. 

PREMISES  AFFECTED— 133-44  150th  street,  and  149-12 
North  Conduit  avenue,  northwest  corner  (Block 
12116,  Lots  1,  5,  53  and  56),  South  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Lynch,  Henry  Ehrlich  and 
William  Karpen. 


For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  o 

THE  RESOLUTION— (1063-27-BZ) 

Whereas,  this  application,  premitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  149-12  North  Conduit  boule¬ 
vard  and  133-44  150th  street  (Three  Mile  road),  north¬ 
west  corner  (Block  2893,  Lot  1A),  Jamaica,  Borough  of 
Queens,  was  granted  by  the  Board  on  March  4,  1930,  on 
certain  conditions ;  and 

Whereas,  the  resolution  was  modified  by  the  Board  on 
July  19,  1932;  and 

Whereas,  Colonial  Beacon  Oil  Company,  for  Neprak 
Corporation,  (c/o  William  Karpen),  owner,  filed  May  10, 
1946,  an  application  under  sections  7c  and  21A  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  demoli¬ 
tion  of  an  old  building  and  erection  and  maintenance  of  a 
new  gasoline  service  station  (previously  granted  by  the 
Board)  increasing  the  area  of  the  station;  premises:  133-44 
150th  street  and  149-12  North  Conduit  avenue,  northwest 
corner,  (Block  12116,  Lots  1,  5,  53,  56),  South  Jamaica, 
Borough  of  Queens;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  28,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  16,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  the  hearing  laid  over  from  time  to  time;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  150th  street  is  in  a  residence  use,  F 
area  and  Class  1  and  1^4  height  district;  North  Conduit 
avenue  is  in  a  residence  use,  F  area  and  Class  1  )4  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  8,  1946,  re  N.B.  Applic.  380-46  reads: 

“1.  As  this  gas  station  was  approved  by  the  B.  of 
St.  &  A.  under  1063-27-BZ  any  change  must  be  approved 
by  B.  of  St.  &  A. 

2.  Proposed  increase  in  area  of  gasoline  service  sta¬ 
tion  is  contrary  to  Article  2,  section  3  of  B.Z.R. 

3.  The  demolition  and  erection  of  new  buildings  is 
contrary  to  Article  2,  section  3  of  B.Z.R. 

4.  Gas  station  appears  to  be  opposite  a  public  park, 
said  gas  station  therefore  is  contrary  to  sect.  21A  of 
B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  165.53  ft.  frontage  by  113.85  ft.  in  depth,  irregular, 
on  which  is  located  a  building  47  ft.,  8  in.  front  by  30  ft. 
in  depth,  one  story  in  height,  of  Class  3  construction ;  that 
it  is  proposed  to  remove  the  present  building  and  outside 
grease  pits  and  erect  a  new  structure  44  ft.,  6  in.  front 
by  28  ft.  in  depth,  one  story,  14  ft.,  9)4  in.  in  height,  of 
Class  3  construction ;  that  it  is  also  proposed  to  increase  the 
area  of  the  plot  to  165.52  ft.  on  150th  street  and  113.85  ft. 
on  North  Conduit  avenue;  and 

Whereas,  the  applicant  contends  that  the  station  was 
erected  under  Alt.  plan  #4116-27  and  Certificate  of  Occu- 
pany  #1963  was  issued  May  h,  1931;  that  same  was  con¬ 
tinuously  used  under  annual  Fire  Department  combustible 
permits  until  May  1939,  when  it  was  necessary  to  close  the 
station  due  to  the  erection  of  the  overpass  on  150th  street 
over  the  Sunrise  Highway,  now  known  as  Southern  Park¬ 
way;  that  the  overpass  necessitated  a  change  in  grade  and 
caused  the  gasoline  station  lot  to  become  about  7  ft.  lower; 
that  therefore,  it  was  impossible  to  operate  the  outlet;  that 
the  proposed  work  constitutes  removing  present  building  to¬ 
gether  with  outside  grease  pits  and  erecting  a  modern 
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to  the  illuminated  globes  of  the  pumps,  excluding  all 
temporary  signs  and  roof  signs ;  that  new  concrete  side¬ 
walks  and  curbs  shall  be  constructed  in  front  of  the 
property  on  both  streets;  that  the  balance  of  the  prem¬ 
ises  where  not  occupied  by  accessory  building,  planting 
and  pumps  shall  be  paved  with  asphalt  over  cement  as 
proposed,  and  properly  graded  for  drainage ;  that  in  all 
other  respects  the  accessory  building  shall  comply  with 
the  requirements  of  the  Building  Code  as  required  under 
Section  C26-257.0,  except  that  the  roof  may  be  con¬ 
structed  of  roof  joists  and  roof  boarding  under  the 
natural  slate;  that  complete  working  drawings  incor¬ 
porating  the  requirements  of  this  resolution  shall  be 
submitted  to  the  Board  for  approval  within  one  (1) 
month  from  the  date  of  this  resolution ;  that  after 
approval  of  plans  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date 
of  such  action  as  to  approval  of  plans.” 


station,  as  per  plans  submitted,  also  to  increase  the  area 
of  the  plot  to  165.52  ft.  on  150th  street  and  113.85  ft.  on 
North  Conduit  Avenue;  that  the  property  on  the  east  side 
of  150th  street  between  North  Conduit  avenue  and  Rock- 
away  boulevard  is  owned  by  the  Dept,  of  Parks,  but  no 
park  or  playground  is  contemplated  at  present ;  that  the 
extension  on  North  Conduit  avenue  would  contravene  Sec. 
21A  if  the  Board  rules  that  the  entrance  to  the  Parkway 
near  149th  street  governs ;  that  however,  this  entrance  is  for 
vehicular  traffic  and  the  park  area  between  the  parkway  and 
service  roads  is  not  used  for  pedestrians ;  that  due  to  the 
vast  difference  in  grade  caused  by  the  overpass,  the  exten¬ 
sion  in  area  of  depth  of  plot  is  necessary  in  order  to  make 
the  station  workable;  that  the  creation  of  Idlewild  Airport 
on  the  opposite  side  of  Southern  Parkway  has  eliminated 
about  five  gasoline  stations,  and  with  the  potential  traffic  for 
Idlewild  Airport  and  increased  automobile  travel  along  this 
main  traffic  artery,  it  is  necessary  that  this  station  be  re¬ 
built  and  the  use  continued. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  4,  1930,  as 
amended  July  19,  1932,  by  adding  thereto : 

“*  *  *  that  in  the  event  the  owner  desires  to  re¬ 

construct  the  station  on  the  same  size  lot,  as  now  per¬ 
mitted  for  a  gasoline  station,  and  as  passed  upon  by  the 
borough  superintendent  under  N.B.  Applic.  380-44, 
dated  May  8,  1946,  and  as  shown  on  revised  plans 
marked  ‘Received  September  19,  1946,’  four  sheets, 
such  alteration  and  rearrangement  may  be  permitted 
on  condition  that  all  existing  buildings  shall  be  re- 
mcjved  from  the  premises  and  the  station  shall  be 
rearranged  and  constructed  as  indicated  on  such  plans ; 
that  the  wall  and  fence  to  the  west  and  north  shall  be 
as  proposed  except  that  the  fence  on  the  2  ft.  high 
masonry  wall  shall  be  ornamental  wrought  iron  or  steel 
to  a  total  height  of  not  less  than  6  ft. ;  that  the  acces¬ 
sory  building  shall  be  constructed  and  arranged  sub¬ 
stantially  as  proposed  and  constructed  on  all  sides  of 
red  face  brick;  that  the  roof  shall  be  of  natural  slate, 
all  as  per  design  as  indicated ;  that  the  arrangement  of 
the  accessory  building  shall  be  as  indicated ;  that  the 
boiler  room  shall  be  separated  from  the  balance  of  the 
building  by  fireproof  construction ;  that  the  windows  on 
the  exterior  lot  line  as  shown  to  the  west  shall  be  fixed 
fireproof  windows  or  the  openings  filled  with  glass 
block  as  approved  for  exterior  walls  without  openings 
therein;  that  the  pumps  shall  be  placed  not  nearer  than 
15  ft.  to  the  street  building  line ;  that  curb  cuts  shall 
be  rearranged  and  constructed  as  indicated  on  such 
plans,  two  to  North  Conduit  boulevard  not  over  25  ft. 
in  width,  and  two  to  150th  street  not  over  35  ft.  in 
width,  and  no  portion  of  any  curb  cut  nearer  than  5 
ft.  to  the  street  lines  as  extended,  except  at  the  inter¬ 
section  no  curb  cut  shall  be  not  nearer  than  10  ft. ; 
that  pumps  shall  be  of  the  parkway  type  with  pedestals 
constructed  of  brick  of  the  same  kind  used  in  the  acces¬ 
sory  building ;  that  planting  shall  be  maintained  as 
shown,  including  the  area  marked  ‘future  bay’  and 
shall  be  protected  with  concrete  curbing  not  less  than 
6  in.  in  width  and  6  in.  in  height;  that  nothing  in  this 
resolution  shall  be  deemed  to  approve  the  construction 
of  the  future  bay  as  shown ;  that  additional  planting 
shall  be  maintained  within  the  building  line  at  the  in¬ 
tersection  of  the  two  streets  with  curb  protection ;  that 
such  planting  area  shall  be  extended  along  either 
street  for  a  distance  of  not  less  than  6  ft. ;  that  gasoline 
storage  tanks  shall  not  exceed  six  550  gallon  tanks ; 
that  signs  shall  be  restricted  to  two  signs  on  posts 
within  the  building  line,  one  near  the  intersection  of 
North  Conduit  avenue  and  150  street,  and  one  on  150th 
street  near  the  northerly  lot  line ;  that  such  signs  shall 
advertise  only  the  brand  of  gasoline  on  sale,  and  shall 
not  extend  beyond  the  building  line  for  a  distance  of 
more  than  4  ft. ;  that  such  signs  may  be  illuminated ; 
that  all  other  signs  shall  be  restricted  to  a  permanent 
sign  attached  to  the  facade  of  the  accessory  building  and 


366-32-BZ 

APPLICANT — Morris  Kraushaar,  owner. 

SUBJECT— Application  reopened  July  23,  1946,  for  con¬ 
sideration  as  to  extension  of  term  of  variance 
Application  (decision  of  the  borough  superintend¬ 
ent)  previously  granted  on  condition,  under  section 
21  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop,  for  a  term  of  five  years. 

PREMISES  AFFECTED— 1385-1395  Webster  avenue,  west 
side,  772.49  ft.  north  of  East  169th  street  (Block 
2887,  Lots  151  to  155,  inclusive),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Morris  Kraushaar. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Term  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Buinee  .  4 
Negative:  .  0 

TPIE  RESOLUTION  (366-32-BZ) 

Whereas,  this  application  under  the  zoning  resolution, 
permitting  in  a  business  use  district  the  maintenance  of  a 
motor  vehicle  repair  shop,  affecting  premises  1385-1395  Web¬ 
ster  avenue,  west  side,  772.49  ft.  north  of  East  169th  street 
(Block  2887,  Lots  151  to  155,  inclusive),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  December  2,  1932,  on 
certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  October 
3,  1939  and  the  applicant  requested  a  further  extension  of  the 
term  of  variance,  which  had  expired  by  time  limitation;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  23,  1946,  restored  to  the  calendar  and  set  for  hearing  on 
September  24,  1946  at  10  a.  m. ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  16,  1946,  re  N.B.  Applic.  801-28,  reads: 

“Your  application  for  a  certificate  of  occupancy  for 
use  of  the  subject  premises  as  stores  and  motor  vehicle 
repair  shop,  is  denied,  as  premises  are  located  in  a  busi¬ 
ness  district,  where  use  as  a  motor  vehicle  repair  shop  is 
prohibited,  as  per  Art.  2,  Sec.  4  of  the  Zoning  Resolu¬ 
tion  of  the  City  of  New  York. 

The  time  granted  by  the  Board  of  Standards  and 
Appeals  (Cal.  No.  366-32-BZ)  expired  on  October  3, 
1944.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  2,  1932,  as 
amended  through  October  3,  1939,  only  so  far  as  it  has  refer- 
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ence  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“*  *  *  that  the  non-conforming  use  herein  per¬ 

mitted  shall  be  limited  to  a  period  under  section  7i  for 
a  term  of  five  (5)  years  from  the  date  of  this  amended 
resolution,  on  condition  that  in  all  other  respects  the 
resolution  adopted  October  3,  1939,  shall  be  complied 
with.” 


230-34-BZ 

APPLICANT — Lama  and  Proskauer  for  Louis  Fatato, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7i  of  the  zoning  resolu¬ 
tion,  i>ermitting  in  a  business  use  district,  for  a  term 
of  two  (2)  years,  the  maintenance  of  an  existing 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 303-305  Fourth  avenue,  south¬ 
east  corner  of  2nd  street  (Block  974,  part  of  Lot  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  L.  Fatato. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 


THE  RESOLUTION  (230-34-BZ) 

Whereas,  thjs  application  affecting  premises  303-305 
Fourth  avenue,  southeast  corner  of  2nd  street  (Block  No. 
974,  part  of  Lot  No.  6),  Borough  of  Brooklyn,  was  granted 
by  the  board  for  a  temporary  period  of  two  years  Novem¬ 
ber  20,  1934,  time  extended  December  8,  1936,  March  14, 
1939  and  March  25,  1941,  permitting  the  maintenance  of  a 
motor  vehicle  repair  shop;  and 

Whereas,  the  temporary  variance  granted  on  March  25, 
1941,  has  expired;  and 

Whereas,  the  premises  have  now  been  acquired  by  Louis 
Fatato ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  14,  1939,  as 
amended  March  25,  1941,  by  adding  thereto  : 

“Resolved,  that  in  view  of  the  resolution  adopted  by 
the  Board  this  date  under  Cal.  856-42-BZ,  the  former 
non-conforming  use  shall  not  be  continued  and  the  prem¬ 
ises  shall  Ire  used  as  proposed  by  the  new  owner  for  a 
conforming  use.” 


480-38-BZ 

APPLICANT — Paul  Friedman,  for  William  C.,  Carl  H.  and 
Margarethe  Schoof,  owners  (Margaret  Scott,  les¬ 
see). 

SUBJECT — Application  reopened  July  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7f  and  7h  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  bail  bond  office,  shelter  and 
office  for  attendent,  parking  and  storage  of  more 
than  five  motor  vehicles  (previously  granted  by  the 
Board),  and  outdoor  display  and  sale  of  not  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 11-43  Snyder  avenue,  north  side, 
150  ft.  west  of  Bedford  avenue  (Block  5103,  Lot  91), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman  and  Margaret  Scott. 
For  Opposition  :  Mary  J.  De  Boer. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
ot  Education. 

AC  HON  Oh  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  :  Deputy  Chief  Guinee .  1 

-Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  .  3 


THE  RESOLUTION  (480-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
ot  two  -years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  41-43  Snyder  avenue, 
north  side,  150  ft.  west  of  Bedford  avenue  (Block  5103,’ 
Lot  91)  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  October  21,  1941,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  November  18, 
1941  and  the  term  of  variance  was  extended  on  November 
16,  1943  and  September  25,  1945 ;  and 
Whereas,  Paul  Friedman  for  William  C.  and  Carl  H.  and 
Margarethe  Schooff,  owners,  Mrs.  Margaret  Scott,  lessee, 
filed  June  26,  1946,  an  application  under  "sections  7f  and  7h 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
(previously  granted  by  the  board),  and  shelter  and  office  for 
attendant,  outdoor  display  and  sale  of  not  more  than  five 
motor  vehicles ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  9,  1946  and  restored  to  the  calendar  subject  to  usual 
procedure ;  and 

Whereas,  a  pubile  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Snyder  avenue  is  in  a  business  use,  C  area 
and  Class  lj4  height  district,  and  Bedford  avenue  is  in  a 
business  use,  C  area  and  Class  1J4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  29,  1946,  re  Alt.  Applic.  2143-46,  reads: 

“1.  Proposed  bail  bond  office,  parking  and  storage  of 
more  than  five  motor  vehicles  and  sale  and  display  of  5 
motor  vehicles  in  a  business  use  district  is  contrary  to 
Art.  2,  Section  4a-15  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  50  ft.  frontage  by  197.6  ft.  in  depth,  on  which  is 
located  a  building  13  ft.  front  by  10.4  ft.  in  depth,  1  story, 
10  ft.  in  height,  of  Class  4  construction ;  and 
Whereas,  the  applicant  contends  that  the  proposed  addi¬ 
tional  use  of  outdoor  display  and  sale  of  not  more  than  five 
motor  vehicles  is  a  conforming  use  in  a  business  district  and 
consequently  is  not  an  invasion  of  the  business  district  with 
an  additional  non-conforming  use ;  that  it  will  harm  no  one 
because  the  nature  of  the  use  is  similar  to  the  use  approved 
by  the  Board  of  Standards  and  Appeals  in  that  it  involves 
the  keeping  of  automobiles  on  the  premises  and  is  even  less 
hazardous  than  the  use  heretofore  approved  by  the  Board  in 
that  the  five  cars  kept  for  display  and  sale  on  the  premises* 
will  not  cross  the  sidewalk  as  cars  which  are'  parked  and 
stored  thereat ;  that  approval  of  this  application  will  do  sub¬ 
stantial  justice  in  that  it  will  permit  the  beneficial  use  of  the 
property  without  adversely  affecting  the  neighborhood;  that 
on  the  same  block  at  Lots  42,  43,  and  45,  fronting  on  Church 
avenue,  premises  is  used  for  the  parking  and  storage  of  more 
than  five  motor  vehicles  and  also  open  display  and  sale  of 
used  cars  (pleasure  type)  without  any  limitation  as  to  the 
number  of  used  cars  which  may  be  displayed  and  sold ;  that 
this  occupancy  was  approved  by  the  Department  of  Housing 
and  Buildings  under  CO  113294,  subject  to  the  resolution  of 
the  Board  of  Standards  and  Appeals  adopted  under  Cal. 
533-42-BZ ;  and 

Whereas,  the  use  of  the  premises  for  parking  is  subject 
to  a  variance  granted  by  the  Board  for  the  term  of  two  years 
by  resolution  adopted  September  15,  1945,  expiring  Septem- 
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ber  25,  1947  and  the  applicant  agrees  to  discontinue  the  use 
of  the  existing  frame  structure  as  a  bail  bond  office;  and  _ 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  sections  7  subdivisions  f  and  h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2143-46,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


289-40-BZ 

APPLICANT— William  H.  Fuhrer,  for  Lerad  Realty  Corp., 


w  vv  uv.i  . 

SUBJECT — Application  reopened  September  10,  1946,  for 
consideration  as  to  extension  of  time  to  complete 
work  (expired  by  limitation) — Application  (decision 
of  the  borough  superintendent),  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  exten¬ 
sion  in  height  of  an  existing  milk  bottling  and  dis¬ 
tributing  station. 

PREMISES  AFFECTED— 447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place  (Block  2278,  Lots 
64  and  69),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 


prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 


THE  RESOLUTION  (289-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  extension 
in  height  of  an  existing  milk  bottling  and  distribution  station, 
affecting  premises  447-457  East  133rd  street,  north  side, 
195  ft.  west  of  Brown  place  (Block  2278,  Lots  64  and  69), 
Borough  of  The  Bronx,  was  granted  by  the  Board  July  16, 
1940,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  24, 
1942  and  on  March  31,  1942  and  the  time  to  obtain  permits 
and  complete  the  work  was  extended  on  May  9,  1944  and 
May  15,  1945 ;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  time  for  such  similar  purposes  ;  and 

Whereas,  the  time  to  obtain  permits  and  complete  the 
work  had  expired  by  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  10,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  September  24,  1946  at  10  a.  m. ;  and 

Whereas,  there  was  no  appearance  for  applicant,  although 
he  was  notified  of  this  hearing. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
’’  for  lack  of  prosecution. 


104-41-BZ 

APPLICANT — Potters  Brothers,  Inc.,  owner. 

SUBJECT— Application  reopened  July  23,  1946,  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  factory  building  above 
18  ft.  above  the  curb  level  in  excess  of  the  limitations 
set  by  the  building  zone  resolution,  for  a  term  of  five 
years. 

PREMISES  AFFECTED— 150-22  Tahoe  street,  west  side, 
170.14  ft.  south  of  Albert  road  and  150-25  Center¬ 


ville  street  (Block  11556,  Lots  23  and  57),  Ozone 
Park,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Randolph  H.  Potters  and  John  F. 
Foley. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 


THE  RESOLUTION  (104-41-BZ) 

Whereas,  this  application  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  factory  building 
(also  the  area  of  the  proposed  factory  building  above  18  ft. 
above  the  curb  level  is  in  excess  of  the  limitations  set  by  the 
building  zone  resolution),  premises  150-22  Tahoe  street, 
west  side,  170.14  ft.  south  of  Albert  road  and  150-25  Centre- 
ville  street  (Block  No.  11556,  Lot  Nos.  23  and  57),  Ozone 
Park,  Borough  of  Queens,  was  granted  by  the  Board  April 
29,  1941,  on  certain  conditions,  under  section  7c  of  the  build¬ 
ing  zone  resolution ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  February  17,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance,  which  had  expired  by  time  limitation ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  23,  1946,  restored  to  the  calendar  and  set  for  hearing  on 
September  24,  1946  at  10  a.  m. ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  29,  1941,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read  : 

“*  *  *  that  this  building  shall  continue  only  during 

the  present  emergency  in  connection  with  National  De¬ 
fense  work  but  in  no  event  for  a  term  of  more  than  two 
(2)  years  from  the  date  of  this  amended  resolution,  and 
that  other  than  as  herein  amended  the  conditions  of  the 
resolution  of  April  29,  1941,  shall  be  complied  with.” 


856-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  Louis  Fatato, 
owner. 

SUBJECT — Application  reopened  September  9,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  extension  of  present 
garage  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  storage  of  beer  and  repair 
shop  for  owner’s  use  (previously  granted  by  the 
Board) . 

PREMISES  AFFECTED— 298-318  2nd  street  and  303-311 
4th  avenue,  southeast  corner  (Block  974,  Lots  6,  12, 
15  and  17),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  L.  Fatato. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 


THE  RESOLUTION  (856-42-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term 
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of  ten  years,  the  conversion  of  occupancy  of  part  of  an 
existing  building  for  the  storage  of  more  than  five  motor 
vehicles  (trucks  to  be  used  in  conjunction  with  the  business, 
beer  delivery,  conducted  on  the  premises)  :  premises  308- 
318  Second  street,  south  side,  105  ft.  6  in.  east  of  Fourth 
avenue  (Block  974,  Lots  12,  15  and  17),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  May  18,  1943,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  tins  case  was  reopened  by  vote  of  the  Board 
on  September  9,  1945  and  restored  to  the  calendar  subject 
to  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  17,  1946  (laid  over  for  decision  to 
September  24,  1946),  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  2nd  street  is  in  a  business  use,  B 
area  and  Class  V/2  height  district;  4th  avenue  is  in  business 
and  unrestricted  use,  B  area  and  Class  \y2  height  districts; 
and 

Whereas,  the  decis:on  of  the  borough  superintendent, 
dated  August  6,  1945,  re  Alt.  Applic.  2303-45,  reads: 

“1.  Extending  garage  for  more  than  5  motor  vehicles 
and  repair  shop  in  a  business  zone  is  contrary  to  Art. 
II,  Sect.  4,  par’s.  15  and  29  of  zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  95  ft.  frontage  by  225  ft.  7  in.  in  depth,  on  which 
is  located  a  group  of  interconnected  buddings,  one  and 
three  stories  in  height ;  that  it  is  proposed  to  extend  the 
present  one  story  brick  storage  building  and  garage,  granted 
by  the  Board,  for  a  distance  of  87  ft.  6  in.  westerly  and 
relocate  repair  shop ;  that  this  will  be  done  by  reducing  in 
s:ze  the  present  structure  and  also  extend  the  present  auto 
repair  shop  by  building  up  the  open  yard  and  removing 
frame  shed ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  two  one  story  high  structures ; 
that  the  easterly  portion  of  the  premises  is  used  by  the 
owner  as  a  wholesale  beer  distributor,  with  permission 
granted  by  the  Board  (under  Cal.  856-42-BZ),  which  in¬ 
cluded  parking  and  storage  for  more  than  5  motor  trucks, 
storage  of  beer  and  repair  shop  for  owners  use  only;  that 
the  westerly  portion  of  the  plot  is  occupied  as  a  one  story 
brick  shop  for  metal  work,  altered  under  Permit  #5498- 
1914;  that  the  corner  portion  of  this  building  is  used  as 
an  auto  repair  shop,  granted  by  the  Board  of  Standards 
and  Appeals  under  Cal.  #230-1934-BZ,  Misc.  Permit 
#11507-1934,  and  a  frame  shed  with  an  open  yard  built 
under  permit  #N.  B.  5499-1915 ;  that  it  is  proposed  to  extend 
the  present  one  story  brick  storage  building  and  garage 
granted  by  the  Board  for  a  distance  of  87  ft.  6  in.  westerly 
and  relocate  repair  shop;  that  this  is  to  be  accomplished 
by  reducing  in  size  the  present  structure  built  under  Alt. 
#5498-1914  and  also  extend  the  present  auto  repair  shop, 
granted  by  the  Board  under  Cal.  230-1934-BZ,  by  building 
up  the  open  yard  and  removing  frame  shed ;  that  this  pro¬ 
posed  change  and  modernization  will  in  no  way  affect  the 
general  surroundings  as  all  of  the  uses  are  now  in  ex¬ 
istence;  that  it  will  provide  additional  storage  space  for  the 
owners,  which  is  vitally  needed ;  that  in  view  of  the  fore¬ 
going  facts,  it  is  respectfully  requested  that  this  application 
be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  18,  1943,  by 
adding  thereto : 

“*  *  *  that  in  addition  to  the  variance  heretofore 

granted,  such  building  and  use  may  be  permitted  under 
section  7,  subdivisions  c,  f,  and  i,  as  passed  upon  by 
the  borough  superintended  under  Alt.  Applic.  2303-45, 
dated  August  6,  1945,  and  as  proposed  and  as  indicated 
on  revised  plans  marked  “Received  September  19,  1946,” 
one  sheet  showing  existing  present  conditions  and  one 


sheet  showing  proposed  conditions,  on  condition  that 
the  buildings  as  extended  shall  be  used  only  for  the 
use  as  proposed,  and  the  existing  buildings  facing  on 
4th  avenue  as  proposed  to  be  altered,  shalfbe  used  only 
tor  a  conforming  use  and  not  for  a  non-conforming 
use  as  originally  permitted  by  the  Board  under  Cal. 
230-34-BZ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  the  existing  fire  doors 
as  shown  shall  be  put  into  workable  condition;  that 
the  door  to  adjoining  lot  in  the  westerly  wall  of  the 
extension  leading  to  Third  street  shall  be  made  a 
fireproof  "self-closing  door;  that  no  repairing  shall  be 
done  pn  the  premises  except  in  connection  with  the 
owner’s  own  trucks ;  that  the  windows  on  the  exterior 
lot  line  opening  on  adjoining  premises  to  the  east  and 
south  shall  be  fireproof,  self-closing  windows;  that  the 
building  shall  not  be  increased  in  height  or  area,  other 
than  as  shown  on  such  plans  marked  “Received  Sep¬ 
tember  19,  1946,”  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  year  from  the  date 
of  this  resolution.” 


175-45-BZ 

APPLICANT — Joseph  M.  Lonergan,  for  William  Stroh, 
owner. 

SUBJECT — Application  reopened  July  23,  1946,  for  con¬ 
sideration  as  to  extension  of  time  to  complete  work — 
Application  (decision  of  the  borough  superinten¬ 
dent),  previously  granted  on  condition,  under  section 
7c  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  the  extension  of  a  business  use  now 
existing  on  the  1st  story,  to  the  2nd  story. 
PREMISES  AFFECTED — 403  East  Houston  street  and 
126-128  Sheriff  street,  southeast  corner  (Block  335, 
Lots  10  and  11),  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant :  William  G.  Stroh. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Time  extended. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 

THE  RESOLUTION  (175-45-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  extension 
of  a  business  use,  now  existing  on  the  1st  story  to  the  2nd 
story,  affecting  premises  403  East  Houston  street'  and  126-128 
Sheriff  street,  southeast  corner  (Block  335,  Lots  10  and  11), 
Borough  of  Manhattan  was  granted  by  the  Board  on  July 
24,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
time  to  obtain  permits  and  complete  the  work,  such  time 
having  expired  by  time  limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  23,  1946,  restored  to  the  calendar  and  set  for  hearing 
on  September  24,  1946  at  10  a.  m. ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  27,  1946,  reads: 

“Al.  Alt.  Applications  #753-46  and  754-46  are  now 
pending  covering  above  premises.  These  applications 
must  be  withdrawn  or  amended. 

Note:  Not  permitted  to  have  two  active  plans  on  file 
at  the  same  time. 

A2.  As  the  buildings  are  in  a  residence  district  the 
proposed  use  contrary  to  the  zoning  resolution.” 

and 

Whereas,  the  owner  has  filed  a  new  list  of  property 


1083 


MINUTES 


$ 


owners  and  states  that  the  instructions  of  the  Board  to  send 
notices  in  accordance  with  the  usual  procedure,  except  b\ 
regular  mail,  have  been  duly  sent  out. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1945,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read  i 

“In  view  of  statement  by  the  owner  that  plans  have 
been  filed  with  the  borough  superintendent  and  that  a 
portion  of  the  work  has  been  done,  all  work  shall  be 
completed  and  all  permits  obtained  within  one  (1)  year 
from  the  date  of  this  amended  resolution." 


454-46-BZ 

APPLICANT— Kitzler  and  Nurick,  for  Castle  Brothers, 

Inc.,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b,  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  and  unrestricted 
use  district,  the  display,  sales  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  term  of  years. 
PREMISES  AFFECTED— 54-64  Woods  place,  west  side, 
33  ft.  9  in.  north  of  Snyder  avenue  (Block  5107,  Lot 
24)  Borough  of  Brooklyn. 

APPEARANCES—  TT  T  AT  .  , 

For  Applicant:  Harry  K.  Nadell,  H.  J.  Nurick  and 
W.  Castle. 

For  Opposition :  P.  Caputo,  Albert  Hutton  and  Ivurt 
Rehse. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative . .  0 

THE  RESOLUTION  (454-46-BZ) 

Whereas,  Kitzler  and  Nurick,  for  Castle  Brothers,  Inc., 
owner,  filed  June  20,  1946,  an  application  under  sections  7b, 
7f  and  21  of  the  zoning  resolution,  to  permit  in  a  business 
and  unrestricted  use  district,  the  display,  sale  and  storage  of 
more  than  five  (5)  motor  vehicles,  for  a  term  of  years, 
affecting  premises  54-64  Woods  place,  west  side,  33  ft.  9  in. 
north  of  Snyder  avenue  (Block  5107,  Lot  24),  Borough  of 

Brooklyn;  and  _  ... 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Woods  place  is  in  business  and  unrestricted 
use  C  area  and  Class  1%  height  districts;  Snyder  avenue  is 
in  a  business  use,  C  area  and  Class  1%  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  19,  1946,  re  Alt.  Applic.  2716-46,  reads : 

“1.  Proposed  display,  sales  and  storage  of  more  than 
five  motor  vehicles  on  a  plot  located  partly  in  a  business 
use  district  and  partly  in  an  unrestricted  use  district  is 
contrary  to  Art.  II,  Sec.  4(a)  subd.  15  of  the  Zoning 
Resolution.  Denied.” 

and  .  . 

Whereas,  the  applicant  states  that  the  premises  consist  ot 
a  plot  100  ft.  frontage  by  116  ft.,  11  in.  in  depth,  on  which  are 
located  two  frame  buildings,  20  by  90  ft.  in  depth  and  25  ft. 
by  80  ft.  in  depth  to  be  demolished,  formerly  used  for  storage 
of  building  construction  equipment ;  that  it  is  proposed  to 
grade,  level  and  pave  the  lot  with  asphalt  and  use  it  for  the 
display,  sale  and  storage  of  new  and  used  automobiles ;  that 
a  wooden  fence  ten  feet  in  height  will  be  erected  around  the 
plot ;  and 

Whereas,  the  applicant  contends  that  on  south  portion  is 
a  2-story  frame  building  about  20  by  90  ft.,  erected  about  50 
years  ago  and  used  continuously  for  storage  of  building 
materials  and  construction  equipment ;  that  on  the  north  por¬ 


tion  is  a  1-story  frame  building,  L-shaped,  about  25  by  80 
ft.,  erected  about  40  years  ago  and  used  continuously  for  the 
storage  of  construction  equipment;  that  the  southerly  66  ft. 

3  in.  of  the  lot  is  within  a  business  zone  and  the  northerly 
33  ft.  9  in.  within  an  unrestricted  zone ;  that  the  street  in 
front  of  the  lot  is  without  paving,  curbs,  sidewalks  or 
sewers ;  that  the  Gaines  Motors  Co.  Oldsmobile  Agency  have 
a  contract  to  purchase  the  lot;  that  they  now  occupy  the 
1 -story  building  at  28  Erasmus  street,  southeast  corner  of 
Woods  place,  as  an  automobile  service  center ;  that  the  ovmer 
of  subject  premises  retired  from  the  construction  business 
several  years  ago  and  can  make  no  advantageous  use  of  the 
property ;  that  the  Gaines  Motors  Co.  wish  to  purchase  the 
lot  and  intend  to  erect  an  automobile  showroom  in  the  future 
in  full  compliance  with  all  provisions  of  the  zoning  resolu¬ 
tion;  that  they  are  now  appealing  under  sections  7b  and  7f 
for  permission  to  occupy  the  entire  lot  for  the  display  and 
storing  of  new  and  used  cars  until  such  time  as  conditions 
permit  the  erection  of  the  proposed  new  building;  Woods 
place  is  a  short  street,  extending  2  blocks  from  the  south 
side  of  Church  avenue  to  the  north  side  of  Snyder  avenue; 
that  the  portion  of  Woods  place  between  Snyder  avenue  and 
Erasmus  street,  on  which  the  subject  site  is  located  is  only 
25  ft.  wide  and  is  very  seldom  used  either  by  vehicular  or 
pedestrian  traffic ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  a  variance  under 
sections  7b  and  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  sections  7b  and  7e  of  the 
zoning  resolution  for  a  term  of  two  years  to  permit  the 
premises  to  be  occupied  as  proposed  for  the  sale  of  motor 
cars,  on  condition  that  all  existing  buildings  and  fences  shall 
be  removed  from  the  premises  and  the  plot  shall  be  leveled 
and  surfaced  as  proposed;  that  a  fence  shall  be  constructed 
around  the  entire  premises  as  proposed  with  one  opening,  to 
Woods  place,  as  shown  on  plans  filed  with  this  application 
marked  “Received  June  20,  1946”;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  three  months 
from  the  date  of  this  resolution  and  that  in  all  other  respects 
all  laws,  rules  and  regulations  shall  be  complied  with. 


496-46-BZ 

APPLICANT — Paul  Friedman,  for  21  La  Salle  Street  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  more 
than  the  area  permitted  for  manufacturing,  for  a 
term  of  years. 

PREMISES  AFFECTED — 450  West  125th  street,  west  side, 
155.  ft.  4  in.  south  of  Amsterdam  avenue,  21-25  La 
Salle  street  east  side,  100  ft.  south  of  Amsterdam 
avenue  (Block  1966,  Lot  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Paul  Friedman,  Abraham  Farber 
and  Allan  B.  Davis. 

For  Opposition  :  Addell  L.  Cushion. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative : .  0 

THE  RESOLUTION  (496-46-BZ) 

Whereas,  Paul  Friedman,  for  21  LaSalle  Street  Corpo¬ 
ration,  owner,  filed  June  28,  1946,  an  application  under 
section  7c  and  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  more  than  the  area  permitted  for 
manufacturing  for  a  term  of  years :  premises  450  West 
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125th  street  and  21  to  25  LaSalle  street,  west  side.  155  ft. 
4  in.  south  of  Amsterdam  avenue  (Block  1966,  Lot  5), 
Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  24,  1946,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  125th  street  is  in  a  business  use, 
B  area  and  Class  1 Y2  height  district ;  Amsterdam  avenue  is 
in  a  business  use,  B  area  and  Class  lp2  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  6,  1946,  re- Alt.  Applic.  1175-46,  reads: 

“In  a  business  district  not  more  than  25%  of  the 
total  floor  space  of  the  building  may  be  used  for  manu¬ 
facturing  purposes,  Zoning  Resolution  Art.  II,  Section 
4(c).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  and  79  ft.  frontage  by  81  and  59  ft.  in  depth, 
irregular,  on  which  is  located  a  building  covering  the  entire 
plot,  5  stories,  59  ft.  5  in.  in  height,  of  Class  3  construction; 
that  it  is  proposed  to  convert  the  fourth  and  fifth  floors 
from  storage  and  stock  to  manufacturing;  that  the  first  three 
floors  are  presently  used  for  manufacturing;  and 
Whereas,  the  applicant  contends  that  the  property  re¬ 
ferred  to  is  presently  zoned  as  a  business  use  district,  a 
Class  1 Z2  height  district,  and  a  B  area  district;  that  these 
designations  have  not  been  changed  since  1916  and  no  zoning 
amendment  relating  to  this  property  is  pending  at  the 
present  time ;  that  the  premises  consists  of  a  plot  of  ground 
having  a  frontage  of  79  ft.  on  LaSalle  street  and  a  frontage 
of  25  ft.  on  W.  125th  street,  irregular  in  shape,  on  which 
there  is  erected  a  5  story  building,  erected  in  1892;  that 
the  1st  floor  of  the  premises  is  used  for  manufacturing  of 
light  metal  products  and  office,  40  men  and  15  women;  that 
the  2nd  floor  is  used  for  manufacturing  of  wood  and  in¬ 
sulation  products  and  office,  with  an  occupancy  of  24  people ; 
that  the  3rd  floor  is  used  for  manufacturing  of  shoulder 
pads  and  offices,  35  women  and  15  men;  that  all  of  the 
foregoing  occupancies  comply  with  the  certificate  of  occu¬ 
pancy  ;  that  the  4th  floor  which  is  approved  for  storage 
and  stock,  is  now  vacant  and  is  proposed  to  be  used  for 
manufacturing  of  clothing  and  accessories  and  office,  with 
an  occupancy  of  30  women  and  15  men;  that  the  5th  floor 
is  approved  for  storage  and  stock;  that  it  is  used  and  pro¬ 
posed  to  be  used  for  the  manufacturing  of  wood  and  metal 
phonograph  racks,  30  women  and  15  men;  that  extension  of 
the  light  manufacturing  use  is  entirely  within  the  existing 
building ;  that  the  shortage  of  available  loft  space  for  manu¬ 
facture  has  reached  the  point  where  the  State  Legislature 
has  passed  emergency  laws  relating  thereto;  that  the  ap¬ 
proval  of  this  application  will  enable  the  4th  and  5th  floors 
to  be  occupied  for  factory  purposes  and  will  create  employ¬ 
ment  for  90  additional  people ;  that  the  proposed  occupancy 
contemplates  an  occupancy  of  219  persons  which  is  almost 
20%  less  than  the  existing  approved  occupancy  of  270 
persons  for  the  building ;  that  a  variation  in  the  instant 
case  would  not  affect  the  character  of  the  neighborhood, 
which  is  already  determined  ;  that  a  variation  in  the  instant 
case  would  do  substantial  justice  because  it  would  permit 
the  beneficial  use  of  the  entire  property  without  adversely 
affecting  the  neighborhood ;  and 
Whereas,  it  appeared  that  this  building  had  been  used 
for  manufacturing  purposes  throughout  at  various  times 
prior  to  the  adoption  of  the  zoning  resolution  in  1916;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
sections  7c  and  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  sections  7c  and 
7e  thereof,  on  condition  that  not  more  than  fifty  (50)  per 


cent,  of  the  total  floor  space  of  the  building  shall  be  occu¬ 
pied  for  manufacturing;  that  the  building  shall  not  be 
increased  in  height  or  area;  that  a  new  certificate  of  occu¬ 
pancy  shall  be  obtained;  and  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified  by 
the  Board  under  Cal.  697-46-A ;  that  the  requirements  of 
the  resolution  adopted  under  Cal.  697-46-A  shall  be  complied 
with  and  that  all  permits  required  shall  t?e  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


536-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  430  East  138th  Street 
Corp.,  owner  (Peter  J.  Kelly,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  retail  use  district,  the  operation 
and  maintenance  of  a  wet  wash  laundry,  for  a  term 
of  five  years. 

PREMISES  AFFECTED — 430  East  138th  street,  south  side, 
300.07  ft.  east  of  Willis  avenue  (Block  2282,  part  of 
Lot  18),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Ludwig  P.  Bono,  Peter  J.  Kelly  and 
Sylvia  V.  Siegal. 

For  Opposition  :  John  Hitchman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee  4 
Negative: .  0 

THE  RESOLUTION  (536-46-BZ) 

Whereas,  Ludwig  P.  Bono,  for  430  East  138th  Street 
Corporation,  owner,  Peter  J.  Kelly,  lessee,  filed  July  2,  1946, 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  retail  use  district,  the  operation  and  maintenance 
of  a  wet  wash  laundry  for  a  term  of  five  (5)  years;  prem¬ 
ises  430  East  138  street,  south  side,  340.07  ft.  east  of  Willis 
avenue  (Block  2282,  Part  of  Lot  18),  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  138th  street  is  in  a  retail  and  business 
use,  B  and  C  area  and  Class  1  and  \y2  height  district; 
Willis  avenue  is  in  a  retail  and  business  use,  B  &  C  area 
and  Class  1  and  1^4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  2,  1946,  re  Alt.  Applic.  559-46  reads: 

“A-l.  Proposed  alteration  of  existing  store  to  wet 
wash  laundry  use  in  the  1st  story  of  the  seven  story 
and  cellar  non-fireproof  old  law  tenement  (Class  A  Mul¬ 
tiple  Dwelling)  located  in  a  retail  use  district  is  con¬ 
trary  to  Art.  II,  Sec.  4,  Subdivisiion  51  of  the  zoning 
resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  150  ft.  frontage  by  200  ft.  in  depth,  on  which  is  lo¬ 
cated  a  building  150  ft.  front  by  77  ft.  in  depth;  that  the 
store  in  question  is  located  at  number  430  East  138th  street 
and  is  21  ft.  6  in.  front  by  77  ft.  in  depth;  that  the  building 
is  7  stories,  77  ft.  2  in.  in  height,  of  Class  3  construction; 
that  it  is  proposed  to  install  thirty  (30)  self-service  in¬ 
dividual  washing  machines,  (approved  under  Cal.  136-46- 
SA)  ;  and 

Whereas,  the  applicant  states  that  a  variation  of  the 
zoning  requirements  is  requested  so  as  to  permit  the  use  of 
this  store  for  the  installation  of  Bendix  Washing  Machines; 
that  the  operation  to  be  conducted  is  of  the  nature  of  a  re- 
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tail  rental  laundry,  where  the  tenants  insert  their  garments 
in  the  automatic  machine;  that  it  is  a  self-service  installation 
with  the  customers  doing  their  own  washing;  that  there  will 
be  no  odors,  noise,  volatile  or  inflammable  liquids  and  the 
proposed  use  will  be  in  line  with  the  general  run  of  retail 
establishments  on  the  block  and  in  the  neighborhood  ;  that 
East  138th  street  is  a  complete  business  district,  that  the 
operation  of  this  launderette  is  in  line  with  similar  instal¬ 
lations  throughout  the  city  that  are  being  installed  in  various 
neighborhoods;  that  the  occupant  has  been  paying  rent  for 
the  last  two  months,  having  leased  the  premises  and  com¬ 
mitted  himself  to  undertake  an  expensive  alteration  involving 
among  other  things  the  cost  of  a  new  boilerflue  construction 
up  to  a  7  story  roof;  that  it  is  therefore  respectfully  re¬ 
quested  that  a  variation  of  the  zoning  requirements  be 
granted  for  a  stated  term  of  at  least  five  years;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e,  for  a  term  of 
five  (5)  years  to  permit  the  use  as  proposed  and  as  in¬ 
dicated  on  plan  filed  with  this  appeal  marked  “Received 
July  2,  1946,”  on  condition  that  no  other  use  shall  be  carried 
on  in  the  premises  other  than  the  uses  herein  permitted ;  that 
no  additional  laundry  work  shall  be  done  on  the  premises 
other  than  in  the  30  machines  as  proposed ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  the  ma¬ 
chines  shall  be  of  the  type  as  proposed  and  approved  by  the 
Board  under  Cal.  No.  136-46-SA;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


574-46-BZ 

APPLICANT — James  F.  Connell,  for  Mary  E.  Marraccini, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7b,  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business-1 
use  district,  the  alteration  to  an  abandoned  building 
to  be  used  for  manufacturing. 

PREMISES  AFFECTED— 1456-1464  South  Railroad  ave¬ 
nue  ( formerly  6th  street),  south  side,  53.96  ft.  west 
of  Rose  avenue  (Block  4212,  Lots  37,  40  and  part  of 
Lot  43),  New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  F.  Connell,  Philip  Marraccini 
and  L.  Robert  Molinari. 

For  Opposition  :  Mary  L.  von  Geuchten. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative . .  0 

THE  RESOLUTION  (574-46-BZ) 

Whereas,  James  F.  Connell,  for  Mary  E.  Marraccino, 
owner,  filed  July  17,  1946,  an  application  under  sections  7b, 
7c  and  21  of  the’  zoning  resolution,  to  permit  in  residence  and 
business  1  use  districts  the  alteration  of  an  abandoned  building 
to  be  used  for  manufacturing ;  affecting  premises  1456-1464 
South  Railroad  avenue  (formerly  6th  street),  south  side, 
53.96  ft.  west  of  Rose  avenue  (Block  4212,  lots  40  and  37 
and  part  of  43),  New  Dorp,  Borough  of  Richmond  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 


Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  South  Railroad  avenue  is  in  a  business  1  use, 
D  and  E  area  and  Class  1  height  district ;  Rose  avenue  is  in 
residence  and  business  1  use,  D  and  E  area  and  Class  1  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  *  superintendent, 
dated  June  17,  1946,  re  Alt.  Applic.  225-46,  reads: 

“1.  The  proposed  alteration  to  this  abandoned  3-story 
nonfireproof  building*to  be  used  for  light  manufacturing 
is  not  permitted,  as  it  is  in  a  part  Bus.  1  and  part  Res. 
use  zone  which  prohibits  the  above  use.  Zone  Res.  Art. 
II,  Sec.  3.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  110.959  ft.  frontage  by  132.83  ft.  in  depth  on  which  is 
located  a  building  44.77  ft.  front  by  115.91  ft.  in  depth  (aver¬ 
age),  irregular,  3  stories,  34  ft.  in  height,  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  alter  the  building  and  use 
it  for  light  manufacturing ;  and 

Whereas,  the  applicant  contends  that  this  building  was 
constructed  in  1922  for  use  as  stores,  garage  and  storage 
space  on  1st  floor  and  eight  apartments  on  upper  two  floors 
by  the  husband  of  the  woman  now  conveying  the  title;  that 
the  walls  were  erected  and  capped,  floor  beams  and  under¬ 
flooring  laid,  roof  installed  and  stud  partitions  provided  on 
2nd  and  3rd  floors,  and  walls,  partitions  and  ceilings  covered 
with  wood  lath  on  the  upper  two  floors ;  that  the  owner  died 
and  his  wife  or  estate  were  never  able  to  complete  the  work 
and  the  building  was  never  completed  beyond  the  above  stage 
and  has  laid  dormant  since  1923  to  present ;  that  at  that  time 
this  locality  was  in  a  business  district  and  on  March  31,  tire 
zoning  was  changed,  so  that  the  front  100  ft.  is  in  a  business 
D  area  district  and  the  rear  in  a  residence,  E  area  district ; 
that  this  locality  does  not  lend  itself  for  improvement  for 
residence  purposes  due  to  the  noise  of  the  railroad  trains  and 
blowing  of  whistles  at  grade  crossing  which  is  a  constant 
source  of  annoyance;  that  the  question  of  grade  elimination 
has  been  pending  since  before  the  war,  as  the  Railroad  Co. 
and  State  want  to  elevate  the  tracks  and  fill  in,  creating  a 
Chinese  wall  effect,  which  will  change  the  character  of  the 
abutting  property ;  that  several  places  have  changed  to  manu¬ 
facturing  ;  that  the  new  owners  propose  to  remove  their  pres¬ 
ent  establishment  from  Manhattan,  due  to  crowded  condi¬ 
tions,  if  they  are  permitted  this  variance  for  light  manufac¬ 
turing;  that  the  greatest  area  of  the  building  is  in  the 
business  section  and  the  smallest  part  in  the  residence  sec¬ 
tion  ;  that  the  rear  faces  a  number  of  garages ;  that  the 
conveyor  of  this  property  also  owns  the  adjoining  property 
in  the  rear  and  is  executing  a  permanent  15  ft.  wide  driveway 
easement  across  the  rear  of  the  plot  so  that  she  may  have 
egress  to  the  garages  on  her  adjoining  property;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
sections  7b  and  7c  of  the  zoning  resolutoin  as  to  use  and  that 
the  applicant  had  substantiated  a  basis  of  appeal  under  sec¬ 
tion  21  thereof  as  to  area  and  was,  therefore,  entitled  to 
relief  on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  sections  7b,  7c  and  21 
thereof,  to  permit  the  existing  building  located  in  a  business 
and  residence  use  district,  to  be  occupied  for  business  pur¬ 
poses,  as  proposed,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  it  shall  comply  in  all  other 
respects  with  the  Building  Code,  the  State  Labor  Law  and 
all  other  rules  and  regulations  applicable  thereto ;  and  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


578-45-BZ 

APPLICANT — Paul  Friedman,  for  Bessy  Schwartz,  owner 
(Michell  Friedman,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
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to  permit  in  a  business  use  district,  the  operation 
and  maintenance  of  a  wet  wash  laundry,  for  a  term 
of  years. 

PREMISES  AFFECTED — 2917  Mermaid  avenue,  north 
side,  65  ft.  east  of  West  30th  street  (Block  7010, 
part  of  Lot  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Friedman,  Ludwig  Bono  ^nd 
Michell  Friedman. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 

THE  RESOLUTION  (578-46-BZ) 

Whereas,  Paul  Friedman,  for  Bessy  Schwartz,  owner; 
Michell  Friedman,  lessee,  filed  July  31,  1946,  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district  the  operation  and  maintenance  of  a  wet 
wash  laundry  for  a  term  of  )-ears;  premises:  2917  Mermaid 
avenue,  65  feet  east  of  West  30th  street  (Block  7010;  part 
of  lot  50),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  24,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Mermaid  avenue  is  in  business  use,  C  area 
and  Class  1  height  districts ;  West  30th  street  is  in  residence 
and  business  use,  C  area  and  Class  1  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  3,  1946,  re  Alt.  Applic.  2864-46,  reads: 

“1.  Proposed  laundry  located  within  a  business  use 
district — contrary  to  Art.  2,  Sect.  4a — 51  of  the  zoning 
resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  (included  in  appeal)  15  ft.  frontage  by  37  ft.  1  in.  in 
depth  on  which  is  located  a  building  15  ft.  front  by  37  ft.  1 
in.  in  depth,  one  story,  12  ft.,  in  height,  of  Class  3  construc¬ 
tion  ;  that  it  is  proposed  to  alter  the  existing  store  and  store 
front  and  install  20  individual  approved  automatic  self-ser¬ 
vice  laundry  machines ;  and 

Whereas,  the  applicant  contends  that  the  district  maps 
show  that  the  subject  property  is  located  in  a  business  use, 
C  area,  Class  1  height  district ;  these  designations  have  not 
been  changed  since  1916  and  no  zoning  amendment  is  pending 
at  present;  that  the  retail  rental  self-service  laundries  are 
a  new  type  of  business  that  did  not  exist  at  the  time  of  the 
adoption  of  the  regulations  prohibiting  steam  and  wet  wash 
laundries;  that  the  machines  are  the  same  as  used  in  private 
homes  and  apartment  houses  and  have  a  capacity  of  ap¬ 
proximately  8  pounds  each ;  they  are  neither  noisy  nor  other¬ 
wise  obnoxious  and  no  steam  or  power  plant  will  be  used ; 
no  trucks  or  wagons  will  deposit  or  remove  the  clothes;  that 
the  proposed  use  is  less  objectionable  than  many  others  per¬ 
mitted  in  the  business  use  districts;  it  is  similar  in  manner 
of  operation  to  an  ordinary  store  use  in  a  business  district 
and  the  granting  of  this  application  would  be  consistent 
with  the  spirit  of  the  zoning  resolution  and  do  substantial 
justice  in  permitting  the  beneficial  use  of  the  property  with¬ 
out  adversely  affecting  the  neighborhood ;  that  it  would  con¬ 
fer  a  benefit  and  convenience  to  the  neighborhood ;  and  pro¬ 
mote  the  public  health  by  making  laundering  effortless ;  that 
its  installation  will  result  in  an  attractive  store  front  facade 
and  will  encourage  other  stores  in  vicinity  to  improve  their 
appearance ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 


regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years  to  permit  the  use  as  proposed,  on 
condition  that  no  more  than  20  washing  machines  shall  be 
installed  on  the  premises,  located  and  arranged  substantially 
as  indicated  on  plan  filed  with  this  application  marked  “Re¬ 
ceived  July  31,  1946,”  that  such  machines  shall  be  of  the 
type  as  proposed  and  as  approved  by  the  Board  under  Cal. 
No.  136-46-SA;  that  no  other  use  shall  be  carried  on  in  the 
premises  other  than  the  work  as  proposed  and  no  other 
laundry  work  shall  be  done  on  the  premises  other  than  the 
20  machines  provided;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


581-46-BZ 

APPLICANT— Ludwig  P.  Bono,  for  Esther  Stein,  owner 
(William  M.  Hastings,  lessee). 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 802  East  180th  street,  south 
side,  20.2  ft.  east  of  Mapes  avenue  (Block  3108, 
Lot  16),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono  and  W.  M.  Hast¬ 
ings. 

For  Opposition:  Irving  Wolfson,  William  E. 
Martin,  E.  Goldstein,  Ludwig  Huber  and  V. 
Lashino. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Afurdock,  Commissioner 


Savage  and  Deputy  Chief  Guinee .  3 

Negative :  Commissioner  Blum  .  l 


THE  RESOLUTION  (581-46-BZ) 

Whereas,  Ludwig  P.  Bono  for  Esther  Stein,  owner 
(William  M.  Hastings,  lessee)  filed  August  5,  1946,  an 
application  under  sections  7e  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  operation  and 
maintenance  of  a  wet  wash  laundry  for  a  term  of  five  (5) 
years,  affecting  premises  802  East  180th  street,  south  side 
20.2  ft.  east  of  Mapes  avenue  (Block  3108,  lot  16),  Borough 
of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet- 
ing,  September  24,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  180th  street  and  Mapes  avenue 
are  in  a  business  use  B  area  and  class  1%  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  2,  1946  on  Alt.  Applic.  657-46  reads : 

“1.  Proposed  change  of  occupancy  to  Laundry  in  a 
Business  District  is  contrary  to  Article  II,  Section 
#4(a)  51  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  24.9  ft.  frontage  by  93.1  ft.  in  depth,  on  which  is 
located  a  building  24.9  ft.  front  by  93.1  ft.  deep  (typical 
floor  20.9  ft.  front  by  48  ft.  in  depth)  3  stories,  35  ft.  in 
height,  of  class  4  construction ;  that  it  is  proposed  to  install 
thirty  individual  self-service  automatic  washing  machines 
(Approved  under  Cal.  No.  136-46-SA)  ;  that  new  water 
and  electrical  services  from  street  main  will  be  installed; 
that  a  new  hot  water  heater  and  flue  will  be  installed;  and 
Whereas,  the  applicant  contends  that  the  use  will  be  in 
the  nature  of  a  retail  rental  laundry  where  the  tenants 
insert  their  garments  in  the  automatic  machine  and  do  their 
own  washing;  that  the  installation  is  of  the  same  type  used 
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in  private  homes ;  that  there  will  be  no  odors,  noise  or 
volatile  and  inflammable  liquids  used  and  the  proposed  use 
will  be  in  line  with  the  general  run  of  retail  establishments 
on  the  block  and  in  the  neighborhood ;  that  East  180th 
street  is  a  complete  business  district  with  tailors,  beauty 
parlors,  restaurants,  photographers,  meat  markets,  hardware 
and  furniture  stores,  electrical  supplies  and  other  stores  of 
similar  nature ;  that  the  proposed  installation  will  be  of 
benefit  to  the  neighborhood  because  of  the  lack  of  adequate 
laundry  facilities,  enabling  the  housewife  to  be  relieved  of 
the  burden  of  washing ;  that  these  installations  were  for¬ 
merly  approved  directly  by  the  Department  of  Housing  and 
Buildings,  but  due  to  rulings  since  established,  the  Department 
considers  the  premises  the  equivalent  of  a  wet  wash  laundry, 
although  from  its  nature  it  is  not  in  the  same  category; 
that  the  occupant  has  been  paying  rent  for  the  last  two 
months  and  has  made  considerable  expenditure  in  the  in¬ 
stallation  of  equipment  and  is  anxious  to  conduct  this 
launderette  and  therefore  respectfully  asks  for  a  variation 
of  the  zoning  requirements  to  permit  same  for  a  stated 
term  of  at  least  five  years ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e,  for 
a  term  of  five  (5)  years,  to  permit  the  use  as  proposed; 
that  the  number  of  machines  installed  shall  not  exceed  30 ; 
that  adequate  aisle  space  shall  be  maintained  at  all  points 
at  all  times ;  that  the  machines  indicated  toward  the  windows 
shall  be  removed  by  lengthening  the  store  proper  or  by 
omitting  same  and  additional  seats  shall  be  provided  in 
such  area  with  not  less  than  15  seats;  that  in  all  othei 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  'applicable  thereto ;  that  such 
machines  shall  be  of  the  type  as  proposed  and  as  approved 
by  the  Board  under  Cal.  No.  136-46-SA ;  that  no  other 
business  shall  be  maintained  on  the  premises  and  no  addi¬ 
tional  laundry  work  shall  be  done  other  than  the  machines 
as  proposed;  that  all  permits  shall  be  maintained  and  all 
work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


Appeals  from  Administrative  Decisions. 

369-46-A 

APPLICANT— Sim  Tool  and  Die  Company,  lessee  ,for 
The  Rector,  Church  Wardens  and  Vestrymen  of 
Trinity  Church  in  the  City  of  New  York,  owners. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 417-421  Canal  street,  northwest 
corner  of  The  Avenue  of  The  Americas  (6th  ave¬ 
nue)  ;  (4th  floor)  ;  (Block  227,  Lot  63),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Gene  Landi. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1946  at 
10  A.  M.  at  request  of  applicant.  Applicant  to  file 
revised  plans. 


295-46-A 

APPLICANT— Baier  and  Ackerman,  Inc.,  lessee,  for 
Ba-realty,  Inc.,  owner. 

SUBJECT- — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner  and  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 688  Woodward  avenue,  west 
side,  25  ft.  north  of  Palmetto  street  (Block  3468, 
Lot  49),  Ridgewood,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  L.  L.  Walter  and  I.  F.  Baren. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative: .  0 


584-46-A 

APPLICANT — Preferred  Oil  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  fuel  oil  in  tank  truck  in  New 
York  City  (capacity  of  tank  not  in  conformity  with 
Administrative  Code  requirements  covering  Tank 
Trucks),  Truck  #6. 

APPEARANCES— 

For  Applicant :  William  Goodwin. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative :  .  0 

THE  RESOLUTION  (584-46-A) 

Whereas,  the  Preferred  Oil  Company,  Inc.,  filed  August 
12,  1946,  an  appeal  from  an  order  of  the  Fire  Commissioner, 
relating  to  use  of  a  truck  for  the  transportation  of  fuel  oil 
in  the  City  of  New  York;  and 

Whereas,  Order  #46660  LC  issued  by  the  Fire  Com¬ 
missioner  July  17,  1946,  affecting  applicant’s  T.ruck  #6, 
reads : 

“An  inspection  of  truck  #6  with  a  tank  mounted  on 
a  Mack  chassis,  for  the  transportation  of  any  liquid 
product  of  petroleum,  shale  oil  or  coal  tar,  as  required 
by  Section  C19-52.0-A,  Title  C,  Part  1,  Article  8  of  the 
Administrative  Code  of  the  City  of  New  York,  shows 
the  following  requirements  necessary  before  a  permit 
can  be  renewed : 

1.  Provide  a  tank  constructed  in  accordance  with  the 
specifications  set  forth  in  Section  5.” 

and 

Whereas,  the  applicant  states  that  Truck  #6  consists  of 
a  tank  constructed  by  the  Quaker  City  Iron  Works,  Serial 
#2722,  mounted  on  a  1929  Mack  Chassis  #11316763-29, 
New  York  License  1946,  #225-260;  that  the  tank  has  a 
capacity  of  2035  gallons,  divided  into  three  compartments 
from  front  to  rear  as  follows:  1,  1020  gallons;  2,  515  gallons; 
3,  500  gallons ;  and 

Whereas,  the  applicant  contends  that  the  tank  and  truck 
were  purchased  in  1929  in  good  faith;  that  at  that  time  the 
tank  was  constructed  so  as  to  conform  with  Fire  Department 
regulations  then  in  force;  that  it  would  be  a  hardship  to  be 
compelled  now  to  make  alteration  in  the  tank  to  reduce  the 
size  of  the  one  over-sized  compartment  of  600  gallons;  that 
no  useful  purpose  will  be  served  by  such  alteration  as  the 
compartment  in  question  is  located  behind  the  cab  and  is 
protected  in  the  rear  by  two  smaller  compartments ;  that  the 
tank  and  truck  comply  in  all  other  respects  with  the  require¬ 
ments  of  the  Fire  Department ;  that  the  tank  and  truck  in 
question  will  be  disposed  of  as  soon  as  new  equipment  can 
be  obtained. 

Resolved,  that  Order  #46660  LC  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  in  all  other  re¬ 
spects  the  tank  truck  shall  comply  with  the  requirements  of 
the  fire  commissioner  therefor ;  that  this  variance  is  for  a 
term  of  two  years  from  the  date  of  this  resolution  with  the 
understanding  that  the  new  truck  ordered  by  the  applicant 
shall  replace  this  truck  and  as  soon  as  it  is  received  the  old 
truck  will  be  sold  outside  the  City  of  New  York  or  else 
made  to  comply  with  the  requirements  therefor. 
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585-46-A 

APPLICANT— Preferred  Oil  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  Fuel  Oil  in  Tank  Truck  in 
New  York  City  (capacity  of  tank  not  in  conform¬ 
ity  with  Administrative  Code  requirements  covering 
Tank  Trucks),  Truck  #9. 

APPEARANCES— 

For  Applicant :  William  Goodwin. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative :  .  0 

THE  RESOLUTION  (585-46-A) 

Whereas,  the  Preferred  Oil  Company,  Inc.,  filed  August 
12,  1946,  an  appeal  from  an  order  of  the  fire  commissioner, 
relating  to  use  of  a  truck  for  transportation  of  fuel  oil 
in  the  City  of  New  York;  and 

Whereas,  Order  #46659  LC  issued  by  the  Fire  Com¬ 
missioner  July  17,  1946,  affecting  applicant’s  truck  #9, 
reads : 

“An  inspection  of  truck  #9  with  a  tank,  mounted 
on  a  Mack  chassis,  for  the  transportation  of  any  liquid 
product  of  petroleum,  shale  oil  or  coal  tar,  as  required 
by  Section  C19-52.0-A,  Title  C,  Part  1,  Article  8  of 
the  Administrative  Code  of  the  City  of  New  York, 
shows  the  following  requirements  necessary  before  a 
permit  can  be  renewed: 

L  Within  thirty  days,  this  order  may  be  appealed  to 
the  Board  of  Standards  and  Appeals  under  the  provi¬ 
sions  of  the  New  York  City  Charter.  Appeal  forms 
may  be  obtained  at  Room  1015,  Municipal  Building, 
Manhattan. 

2.  Provide  a  tank  constructed  in  accordance  with 
the  specifications  set  forth  in  Section  5.” 

and 

Whereas,  the  applicant  states  that  Truck  #9  consists  of 
a  tank  constructed  by  the  Quaker  City  Iron  Works,  Serial 
#3927,  mounted  on  a  1933  Mack  chassis  #4AK1S-1502, 
New  York  1946  License  #225-263;  that  the  tank  has  a 
capacity  of  1970  gallons,  divided  into  three  compartments, 
from  front  to  rear  as  follows:  h,  955  gallons;  2,  510  gallons; 
3,  505  gallons ;  and 

Whereas,  the  applicant  contends  that  the  tank  and  truck 
were  purchased  in  1933  in  good  faith ;  that  at  that  time  the 
tank  was  constructed  so  as  to  conform  with  Fire  Depart¬ 
ment  regulations  then  in  force ;  that  it  would  be  a  hardship 
to  be  compelled  now  to  make  alteration  in  the  tank  to  reduce 
the  size  of  the  one  oversized  compartment  of  600  gallons ; 
that  no  useful  purpose  will  be  served  by  such  alteration  as 
the  compartment  in  question  is  located  behind  the  cab  and 
protected  in  the  'rear  by  two  smaller  compartments ;  that 
the  tank  and  truck  comply  in  all  other  respects  with  the 
requirements  of  the  Fire  Department ;  that  the  tank  and 
truck  in  question  will  be  disposed  of  as  soon  as  new  equip¬ 
ment  can  be  obtained. 

Resolved,  that  Order  #46659  LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects  the 
tank  truck  shall  comply  with  the  requirements  of  the  fire 
commissioner  therefor;  that  this  variance  is  for  a  term  of 
two  years  from  the  date  of  this  resolution  with  the  under¬ 
standing  that  the  new  truck  ordered  by  the  applicant  shall 
replace  this  truck  and  as  soon  as  it  is  received  the  old 
truck  will  be  sold  outside  the  City  of  New  York  or  else 
made  to  comply  with  the  requirements  therefor. 


586-46-A 

APPLICANT — Preferred'  Oil  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  Fuel  Oil  in  Tank  Truck  in 
New  York  City  (capacity  of  tank  not  in  conform¬ 


ity  with  Administrative  Code  requirements  covering 
Tank  Trucks),  Truck  #10. 

APPEARANCES— 

For  Applicant :  William  Goodwin. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative:  .  0 

THE  RESOLUTION  (586-46-A) 

Whereas,  Preferred  Oil  Co.,  Inc.,  owner,  filed  August  12, 
1946,  an  appeal  from  an  order  of  the  fire  commissioner,  re¬ 
lating  to  use  of  a  truck  for  transportation  of  fuel  oil  in  the 
City  of  New  York;  and 

Whereas,  Order  #46658  LC  issued  by  the  Fire  Com¬ 
missioner  July  17,  1946,  affecting  applicant’s  truck  #10, 
reads : 

“An  inspection  of  truck  #10  with  a  tank,  mounted  on 
a  Mack  chassis,  for  the  transportation  of  any  liquid 
product  of  petroleum,  shale  oil  or  coal  tar,  as  required 
by  Section  C19-52.0-A,  Title  C,  Part  1,  Article  8  of  the 
Administrative  Code  of  the  City  of  New  York,  shows 
the  following  requirements  necessary  before  a  permit  can 
be  renewed : 

1.  Within  thirty  days,  this  order  may  be  appealed  to 
the  Board  of  Standards  and  Appeals  under  the  pro¬ 
visions  of  the  New  York  City  Charter.  Appeal  forms 
may  be  obtained  at  Room  1015,  Municipal  Building,  Man¬ 
hattan. 

2.  Provide  a  tank  constructed  in  accordance  with  the 
specifications  set  forth  in  Section  5.” 

and 

Whereas,  the  applicant  states  that  Truck  #10  consists  of 
a  tank  constructed  by  the  Quaker  City  Iron  Works,  Serial 
#3964,  mounted  on  a  1933  Mack  chassis  #4AK1S1507,  1946 
New  York  License  #225-264;  th*it  the  tank  has  a  capacity 
of  1952  gallons,  divided  into  six  compartments  from  front  to 
rear  as  follows :  1,  678  gallons ;  2,  256  gallons  ;  3,  254  gallons ; 
4,  260  gallons;  5,  252  gallons  and  6,  252  gallons;  and 

Whereas,  the  applicant  contends  that  the  tank  and  truck 
were  purchased  in  1933  in  good  faith  ;  that  at  that  time  the 
tank  was  constructed  so  as  to  conform  with  Fire  Depart¬ 
ment  regulations  then  in  force;  that  it  would  be  a  hardship 
to  be  compelled  now  to  make  alteration  in  the  tank  to  reduce 
the  size  of  the  one  oversized  compartment  of  600  gallons; 
that  no  useful  purpose  will  be  served  by  such  alteration  as 
the  compartment  in  question  is  located  behind  the  cab  and 
protected  in  the  rear  by  two  smaller  compartments;  that  the 
tank  and  truck  comply  in  all  other  respects  with  the  require¬ 
ments  of  the  Fire  Department  and  both  will  be  disposed  of 
when  new  equipment  can  he  obtained. 

Resolved,  that  Order  #46658-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects  the 
tank  truck  shall  comply  with  the  requirements  of  the  fire 
commissioner  therefor;  that  this  variance  is  for  a  term  of 
two  years  from  the  date  of  this  resolution  with  the  under¬ 
standing  that  the  new  truck  ordered  by  the  applicant  shall 
replace  this  truck  and  as  soon  as  it  is  received  the  old  truck- 
will  he  sold  outside  the  City  of  New  York  or  else  made  to 
comply  with  the  requirements  therefor. 


628-46-A 

APPLICANT — Joseph  Moehrer,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 128-03  172nd  Street,  southeast 
corner  of  128th  avenue  (Block  12520,  Lot  9), 
Jamaica,  Borough  of  Queens.  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — 128th 
avenue). 

APPEARANCES— 

For  Applicant:  Joseph  Moehrer. 
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For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy,  Chief  Guinee  .  4 
Negative:  .  0 

THE  RESOLUTION  (628-46-A) 

Whereas,  Joseph  Moehrer,  owner,  filed  September  4, 
1946,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent  and  an  application  for  permission  to  construct  an  addi¬ 
tion  to  a  building  in  the  bed  of  a  mapped  street,  pursuant 
to  Section  35  of  the  General  City  Law,  affecting  premises : 
128-03  172nd  street,  southeast  corner  of  128th  avenue, 
(Block  12520,  Lot  9),  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  2234-46,  dated  August  14,  1946,  reads : 

“1.  The  addition  in  frame  on  either  side  of  a  build¬ 
ing  within  the  fire  limits  is  contrary  to  sec.  4.1.5. 
paragraph  3  of  Bldg.  Code. 

2.  The  erection  of  this  addition  in  the  bed  of  mapped 
street  is  contrary  to  section  35  of  General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  16  ft.  in  height,  16  by  32  ft.  in  area,  Class  4  con¬ 
struction,  erected  in  1921,  located  in  a  business  use,  D  area, 
Class  1  height  district  and  used  and  occupied  as  a  dwelling; 
and 

Whereas,  the  applicant  contends  that  the  present  building 
is  too  small  for  his  family ;  that  it  is  therefore  proposed 
to  erect  an  extension  10  ft.  by  24  ft.  in  area  on  the  north 
side  of  existing  building;  that  the  existing  building  and 
proposed  extension  will  be  surfaced  on  the  exterior  with 
asbestos  shingles  and  the  roof  surfaced  with  approved 
asbestos  shingles  throughout ;  that  the  owner  waives  all 
rights  in  condemnation ;  and 

Whereas,  the  records  pf  the  Topographical  Bureau  in¬ 
dicate  that  128th  avenue  is  mapped  to  be  widened  and  would 
require  taking  from  the  lot  in  question  twenty  feet  in  width 
at  the  westerly  end  at  172nd  street  ten  feet  in  width  at  the 
easterly  rear  lot  line. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  as  to  Alt.  Applic.  2234-46,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  proposed  frame  extension  shall  not 
exceed  the  height  and  area  shown  on  plan  filed  with  this 
appeal,  marked  “Received  September  4,  1946” ;  that  as  ob¬ 
jection  2,  granted  under  the  powers  vested  in  the  Board 
under  section  35  of  the  General  City  Law,  to  permit  such 
extension  within  the  bed  of  128th  avenue  as  may  be  widened, 
on  condition  that  in  the  event  such  avenue  is  widened  and 
a  portion  of  these  premises  taken  for  such  purpose,  no  claim 
shall  be  made  other  than  for  the  land  so  taken ;  and  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


697-46-A 

APPLICANT— Paul  Friedman,  for  21  LaSalle  Street  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 450  West  125th  street,  west 
side,  155  ft.  4  in.  south  of  Amsterdam  avenue  and 
21-25  LaSalle  street,  east  side,  100  ft.  south  of 
Amsterdam  avenue  (Block  1966,  Lot  5),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Friedman,  Abraham  Farber 
and  Allan  B.  Davis. 

For  Opposition :  Addell  L.  Cushion. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative:  .  0 

THE  RESOLUTION  (697-46-A) 

Whereas,  Paul  Friedman,  for  21  LaSalle  Street  Corp., 
owner,  filed  September  20,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  450  West  125th 
street  west  side,  155  ft.  4  in.  south  of  Amsterdam  avenue, 
and  21-25  LaSalle  street,  east  side,  100  ft.  south  of  Amster¬ 
dam  avenue  (Block  1966,  Lot  5),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  18,  1946,  on  Alt.  Applic.  1175-46,  reads: 

“2  All  floors  should  be  good  for  a  live  load  of  120 
lbs.  per  sq.  ft.  as  per  Sec.  7.32.3  B.  C.” 

and 

Whereas,  the  applicant  states  the  building  is  5  stories  in 
height;  25  ft.  and  79  ft.  front  by  89  ft.  and  59  ft.  1  in.,  ir¬ 
regular  in  depth,  of  Class  3  construction,  erected  1892;  lo¬ 
cated  in  a  business  use  B  area,  Class  X/z.  height  district  and 
used  and  occupied  as  follows:  cellar,  boiler  and  storage;  1st 
floor,  factory,  100  persons;  2nd  floor,  factory,  85  persons; 
3rd  floor,  factory,  85  persons ;  4th  floor,  stock  and  storage, 
no  persons ;  5th  floor,  stock  and  storage,  no  persons ;  pro¬ 
posed  to  be  used  and  occupied:  cellar,  same;  1st  floor,  1st 
floor,  manufacturing  light  metal  products  and  office,  75  per¬ 
sons  ;  2nd  floor,  manufacturing  of  wood  and  insulation 
products  and  office,  50  persons ;  3rd  floor,  manufacturing  of 
shoulder  pads  and  office,  60  persons ;  4th  floor,  manufactur¬ 
ing  clothing  and  accessories,  storage  and  office,  45  persons ; 
5th  floor,  manufacturing  wood  and  metal  phonograph  racks 
and  office,  45  persons ;  that  the  building  is  equipped  with  a 
one  source  sprinkler  system  through,  interior  fire  alarm 
system  and  fire  drills  are  maintained ;  that  the  building  is 
equipped  with  one  exterior  four  ft.  wide  wood  stairs  en¬ 
closed  in  fire  retarded  partitions,  equipped  with  one  hour 
kalamein  self-closing  doors  and  leading  direct  to  street ;  that 
a  ladder  and  scuttle  to  roof  is  provided ;  that  there  is  one 
fire  escape  on  the  west  125th  street  front  leading  to  street 
by  counter-balanced  stairway ;  that  window  and  door  open¬ 
ings  along  the  course  of  the  fire  escape  are  fireproof  self¬ 
closing  ;  and 

Whereas,  the  applicant  contends  that  C.  O.  30764  issued 
February  23,  1945,  permits  the  present  use  and  occupancy  and 
certifies  that  the  floors  are  capable  of  sustaining  100  lbs.  on 
the  1st,  100  lbs.  on  the  2nd,  80  to  100  lbs.  on  each  of  the 
3rd,  4th  and  5th  floors ;  that  the  use  and  occupancy  of  the 
first,  second  and  third  floors  comply  with  the  C.  O.  although 
the  objection  appealed  goes  beyond  the  C.  O.  in  calling  for 
120  lbs.  live  load  on  all  floors ;  that  it  is  proposed  to  change 
the  occupancy  of  the  4th  floor  to  manufacturing  of  clothing 
and  accessories,  storage  and  offices,  30  women  and  14  men, 
and  of  the  5th  floor  from  storage  and  stock  to  manufacturing 
wood  and  metal  phonograph  record  racks,  30  women  and  15 
men,  that  prior  to  the  issuance  of  C.  O.  30764  the  engineers 
of  the  Department  of  Housing  and  Buildings  were  of  the 
opinion  that  the  floors  were  good  for  the  number  of  persons 
permitted ;  that  it  is  now  proposed  to  reduce  the  number  of 
persons  to  be  accommodated  on  the  first  three  floors  and  to 
provide  only  a  limited  occupancy  of  45  persons  on  the  4th 
and  45  persons  on  the  5th  floor ;  that  the  nature  of  the  pro¬ 
posed  occupancy  of  the  4th  and  5th  floors  is  such  that  80 
lbs.  per  sq.  foot  live  load  and  100  lbs.  per  sq.  ft.  live  load 
capacity  will  provide  more  than  adequate  margin  of  safety 
according  to  the  architect  for  the  owner;  that  it  is  therefore 
requested  that  the  Board  grant  this  appeal  subject  to  such 
conditions  as  it  may  deem  necessary ;  and 

Whereas,  it  appeared  that  this  building  had  been  used  for 
manufacturing  purposes  throughout  at  various  times  prior 
to  the  adoption  of  the  zoning  resolution  in  1916. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1175-46,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  floor  loads  shall  be  posted  for  the  loadings 
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proposed;  that  such  loads  shall  not  be  exceeded;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  the  sprinkler  system 
throughout  the  building  shall  be  maintained  in  accordance 
with  the  requirements  therefor,  as  approved  by  the  borough 
superintendent  under  Misc.  App.  275-44;  that  a  new  certifi¬ 
cate  of  occupancy  shall  be  obtained;  and  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  the 
zoning  resolution  and  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  496-46-BZ. 


Adjourned  :  1  :30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  24,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

189-46-A 

APPLICANT — Edward  E.  Ashley,  for  Abrast  Really  Co., 
owner  (Abraham  and  Strauss,  Incorporated,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 422-438  Fulton  street,  south 
side,  93  ft.  west  of  Hoyt  street,  177  Livingston 
street,  14-30  Hoyt  street  and  15  Gallatin  place  (1st, 
2nd  and  3rd  basements)  ;  (Block  156,  Lot  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herbert  Hutton  and  R.  J.  Land. 
For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative:  .  0 

THE  RESOLUTION  (189-46-A) 

Whereas,  Edward  E.  Ashley,  for  Abrast  Realty  Com¬ 
pany,  owner  (Abraham  and  Straus,  Incorporated,  lessee), 
filed  March  14,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  422-438  Fulton 
street,  south  side,  93  ft.  west  of  Hoyt  street,  14-30  Hoyt 
street,  177  Livingston  street,  and  15  Gallatin  place  (Block 
156,  Lot  1)  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  14,  1946,  on  P  &  D  Applic.  5452-45,  reads : 
“House  trap  and  fresh  air  inlet  to  be  provided.  Sec. 
14.11.1  Building  Code.  Sec.  C26-1315.0  Administrative 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  8  and 
11  stories  (243  ft.)  in  height;  181  ft.  11  Hi  in.  by  305  ft. 
6  in.  in  area,  of  Class  1  and  Class  3  construction ;  erected 
1928  and  1929;  located  in  a  business  use,  B  area  district 
and  used  throughout  as  a  department  store;  and 
Whereas,  it  is  proposed  to  install  a  sewage  ejector  as 
approved  by  the  Board  under  Cal.  No.  151-44-SA;  and 
Whereas,  the  applicant  contends  that  the  requirement 
of  the  Code  for  a  fresh  air  inlet  and  house  trap  on  the 
discharge  from  an  ejector  is  obviously  an  error,  as  it 
serves  no  purpose  and  is  undesirable  and  dangerous  for  the 
following  reasons:  Whenever  the  ejector  discharges,  the 
discharge  line  will  be  under  pressure,  causing  odors  and 
sewer  gas  to  be  vented  upon  the  street  through  the  fresh 
air  inlet,  as  the  seal  in  the  house  trap  will  prevent  them 
from  passing  out  to  the  sewer  and  if  any  obstruction,  or 


back-up,  should  occur,  between  the  house  trap  and  street 
sewer,  sewage  would  be  discharged  upon  the  sidewalk ;  that 
the  purpose  of  a  fresh  air  inlet  is  to  provide  a  means  for 
fresh  air  entering  the  piping  system  and  passing  through 
the  drain  and  vent  lines  then  out  at  the  roof,  thus  keeping 
the  system  clear  of  sewage  gas;  that  the  discharge  line 
from  the  ejector  is  held  full  of  sewage  at  all  times  by 
the  check  valve  at  the  ejector  up  to  the  point  where  it 
flows  by  gravity  to  the  city  sewer,  therefore  the  installa¬ 
tion  of  the  fresh  air  inlet  at  this  point  is  unnecessary,  as 
it  cannot  serve  its  intended  purpose;  that  it  should  be  in¬ 
stalled  before  the  ejector,  as  shown  on  drawing  “SA-2”, 
Section  “A”  filed  with  this  appeal ;  that  the  purpose  of  the 
house  trap  is  to  prevent  entrance  of  sewer  gas  into  the 
plumbing  system  of  the  building ;  that  as  the  discharge 
line  is  full  of  sewage,  it  provides  an  effective  seal,  hence 
the  house  trap  is  unnecessary  in  this  line  and  should  be 
installed  before  the  ejector  as  indicated  on  drawing  “SA-2”, 
Section  “A”,  filed  with  this  appeal ;  that  Paragraph  D 
of  Section  C26-1315.0(d)  states:  “Piping  for  a  sub-house 
drainage  system  (ejector  system)  should  be  installed  in 
accordance  with  the  requirements  for  gravity  systems.  The 
lifting  equipment  shall  be  considered  the  equivalent  of  the 
house  sewer” ;  that  in  the  installation  of  a  gravity  system, 
the  parts  go  together  in  the  following  order,  soil  or  waste 
stack,  house  drain,  fresh  air  inlet,  house  trap  and  house 
sewer;  that  in  substituting  the  ejector  and  its  discharge  for 
the  house  sewer,  it  is  found  that  the  fresh  air  inlet  and 
house  trap  are  before  the  ejector  and  not  in  the  discharge 
line;  that  this  is  correct  practice  for  a  safe  and  thoroughly 
sanitary  system;  that  drawing  “SA-2”  Section  “A”  filed 
with  this  appeal,  shows  the  system  installed  in  this  manner 
and  as  it  is  proposed  to  install  it  in  this  case;  that  the 
present  system  in  this  building  was  installed  in  1929  in  this 
manner,  with  the  approval  of  the  Department  of  Housing 
and  Buildings;  that  s:milar  installations  have  been  made 
with  the  approval  of  the  Department  and  all  have  proved 
satisfactory. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  P  &  D  Applic.  5452-45,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  plumbing  system 
shall  comply  with  the  requirements  and  permitting  the  omis¬ 
sion  of  a  fresh  air  inlet,  provided  the  borough  superintend¬ 
ent  accepts  the  sewage  ejector  in  lieu  of  a  house  trap,  as 
complying  with  the  requirements  of  the  Code  under  sections 
C26-1315.0  and  C26-1316.0. 


377-46-A 

APPLICANT — M.  Allen  Schlendorf,  for  Herk  Realty  Co., 
Tnc.,  owner  (Lyon  Woven  Label  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 25-35  Van  Sinderen  avenue  and 
1520-1528  Herkimer  street,  southeast  corner  (Block 
1576,  Lot  9),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  M.  Allen  Schlendorf. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative :  .  0 

THE  RESOLUTION  (377-46-A) 

Whereas,  M.  Allen  Schlendorf  for  Herk  Realty  Co.,  Inc., 
owner  (Lyon  Woven  Label  Co.,  Inc.,  lessee),  filed  May  22. 
1946,  an  appeal  from  a  decision  of  the  borough  superintendent 
affecting  premises  23-35  Van  Sinderen  avenue,  and  1520-1528 
Herkimer  street,  southeast  corner  (Block  1576,  lot  9), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  7,  1945  on  Alt.  Applic.  820-46  reads: 
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“3.  Provide  two  fireproof  enclosed  stairs  from  2nd 
floor  .to  street  and  from  cellar  to  street,  complying  in  all 
respects  with  Section  270  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
in  height,  98  ft.  by  90  ft',  in  area,  of  class  3  construction, 
erected  in  1936,  located  in  an  unrestricted  use,  C  area  and 
Class  1  height  district  and  used  and  occupied  since  1936  as 
a  knitting  mill ;  now  proposed  to  be  extended  to  2  stories, 
22  ft.  6  in.  in  height,  the  2nd  story  to  be  98  ft.  by  24  ft.  6  in. 
in  area,  of  class  3  construction,  with  an  occupancy  of  20  per¬ 
sons ;  that  the  building  will  be  provided  with  one  3  ft.  10  in. 
wide  steel  stairs  enclosed  in  6-in.  terra  cotta  blocks,  plastered 
both  sides,  equipped  with  one  hour  fireproof  self-closing 
doors  and  leading  directly  to  the  street;  that  a  ladder  and 
scuttle  to  the  roof  will  be  provided ;  that  one  fire  escape  will 
be  provided  on  the  street  wall  leading  to  the  roof  by  stair; 
and 

Whereas,  the  applicant  contends  that  the  2nd  floor  will 
be  used  as  additional  factory  space  and  for  women’s  toilet 
facilities ;  that  to  be  required  to  provide  two  fireproof  stair 
enclosures  from  cellar  to  the  2nd  floor  with  8-in.  masonry 
walls  would  create  a  serious  hardship  on  the  owners,  be¬ 
cause  the  space  necessary  for  same  would  have  to  be  taken 
from  the  present  1st  floor,  which  is  now  fully  occupied  and 
needed  by  the  lessee  in  the  conduct  of  his  business ;  that  the 
alterations  necessary  for  this  work  would  cause  the  de¬ 
struction  of  normal  business  operations  and  it  is  therefore 
requested  that  the  Board  grant  a  variance  to  permit  the 
construction  and  use  as  proposed  on  the  grounds  that  it  is  pro¬ 
posed  to  construct  a  new  steel  stairs  from  the  1st  floor  stair- 
hall  to  the  2nd  floor  and  enclose  same  on  both  sides  with  6-in. 
hollow  tile  blocks,  cement  plastered  on  both  sides,  with  all 
doors  leading  to  same  to  be  1  hour  fire  test  doors  and  frames ; 
that  it  is  proposed  to  fire  retard  the  1st  floor  ceiling  of  the 
stairhall  with  one  hour  fire  test  cement  plaster  and  metal  lath 
and  to  provide  a  concrete  roof  slab  over  second  floor  stair- 
hall  with  skylight  with  stairhall  enclosure  to  extend  3  ft. 
above  the  non-fireproof  adjoining  roof  construction;  that  it 
is  also  proposed  to  install  a  3  ft.  8  in.  wide  steel  counter¬ 
balanced  outside  stair  on  the  side  street  wall  leading  directly 
to  the  sidewalk  from  the  new  2nd  story ;  that  it  is  proposed 
to  provide  a  3  ft.  wide  one  hour  door  from  the  2nd  floor 
to  the  roof  of  the  1st  floor  portion  and  provide  a  port¬ 
able  or  hinged  drop  ladder  on  the  roof  to  permit  access 
to  the  street ;  that  it  is  also  proposed  to  provide  a  2  ft.  by 
3  ft.  scuttle  in  the  roof  with  iron  ladder  leading  thereto ; 
that  the  1st  floor  construction  over  the  cellar  storage  space 
is  fireproof  and  an  enclosed  steel  stair  leading  from  the  1st 
floor  to  the  cellar  is  provided ;  that  there  is  also  an  engineer’s 
ladder  leading  to  the  street  from  the  boiler  room ;  that  in¬ 
asmuch  as  the  cellar  is  used  for  storage  only  and  not  for 
manufacturing,  it  is  requested  that  the  present  exits  be  ac¬ 
cepted  as  adequate. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  820-46,  Objection  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  fireproof  stair  as  proposed  and  as  shown  on 
plans  filed  with  this  application  marked  “Received  May  22, 
1946”,  4  sheets,  shall  be  constructed  and  maintained  as  a  pri¬ 
mary  means  of  exit  from  the  second  story  and  cellar ;  that 
a  secondary  means  of  exit,  consisting  of  an  exterior  counter¬ 
balanced  ladder,  shall  be  installed  as  indicated  thereon,  to 
Herkimer  street ;  that  in  addition,  the  door  from  the  second 
floor  to  the  roof  shall  be  maintained  with  a  loose  iron  ladder 
on  the  roof  of  sufficient  length  to  reach  the  sidewalk  on 
Herkimer  street ;  that  such  door  from  the  second  story  to  the 
roof  shall  swing  outwardly;  that  the  existing  exits  from  the 
cellar  may  be  accepted,  provided  the  cellar  is  used  only  for 
storage  and  no  manufacturing  and  the  boiler  is  separated 
from  the  balance  of  the  cellar  by  fireproof  construction  with 
a  fireproof  self-closing  door  and  an  additional  exit  to  Herki¬ 
mer  street  is  provided  by  means  of  a  ladder  similar  to  an 
engineer’s  ladder  in  one  of  the  existing  areaways;  that  such 
fire-fighting  appliances  shall  be  installed  throughout  the 
cellar  as  the  fire  commissioner  shall  direct;  that  in  all  other 


respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


580-46-A 

APPLICANT— Max  Horn,  for  Evgru  Hotel  Corporation, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 109  Beach'30th  street,  west  side, 
206.27  ft.  south  of  Lewmay  road  (Block  302,  Lot 
48),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Max  Horn  and  Sadie  Gouber. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (580-46-A) 

Whereas,  Max  Horn,  for  Evgru  Hotel  Corporation, 
owner,  filed  August  2,  1946,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  109  Beach  30th 
street,  west  side,  206.27  ft.  south  of  Lewmay  road  (Block 
302,  Lot  48),  Edgemere,  Borough  of  Queens;  and 

Whereas,  Order  17736-F,  issued  by  the  fire  commissioner 
July  3,  1946,  reads: 

“Install  an  approved  wet  automatic  sprinkler  system 
throughout  building  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Art.  16,  Ch.  26, 
Adm.  Code  and  Sec.  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  and  basement  (40  ft.)  in  height;  183  ft.  by  88  ft. 
in  area  at  street  level;  162  ft.  by  56  ft.  in  area  at  typical 
floor  level;  of  Class  4  construction;  erected  1908;  located 
in  a  residence  use,  D  area  and  Class  1  height  district  and 
used  and  occupied  since  1908  as  follows:  basement,  lockers, 
storage,  laundry  and  helps  quarters,  45  persons;  1st  floor, 
hotel  kitchen,  dining  room,  etc.  220  persons;  2nd  floor,  21- 
guest  rooms  50  persons ;  3rd  floor,  21  guest  rooms,  50  per¬ 
sons;  that  the  building  is  equipped  with  an  interior  fire 
alarm  system  and  2  in.  hose  connections  on  the  1st,  2nd 
and  3rd  floors;  that  there  are  two  interior  wood  stairs  en¬ 
closed  in  wood  and  plaster  partitions  equipped  with  wood 
doors  which  are  self-closing;  that  these  stairs  are  36  in. 
and  42  in.  wide,  respectively  and  lead  directly  to  the  street ; 
that  there  are  two  fire  escapes  at  the  rear,  leading  to  the 
yard  by  drop  ladder,  with  egress  to  the  street  thru  an 
open  side  yard ;  that  windows  and  doors  on  the  course  of 
the  fire  escape  are  not  fireproof  self-closing;  and 

Whereas,  the  applicant  has  filed  with  this  appeal  a  Copy 
of  a  communication  dated  December  13,  1944,  from  the 
Fire  Department  as  certifying  that  the  entire  fire  alarm  sys¬ 
tem  installed  in  these  premises  has  been  approved ;  and 
Whereas,  the  applicant  contends  that  the  building  has 
been  occupied  since  1908  as  a  hotel ;  that  the  basement  floor 
is  2  ft.  6  in.  below  grade  and  contains  rooms  for  the  help;, 
also  the  boiler  and  laundry  room,  storage  rooms  and  dress¬ 
ing  lockers  for  guests;  that  the  1st  floor  contains  the 
usual  hotel  facilities  such  as  lobby,  kitchen,  dining  room, 
etc. ;  that  a  public  assembly  application  for  an  occupancy  of 
220  persons  was  approved  for  the  dining  room  under  Ap¬ 
plication  M-2615-44 ;  that  the  2nd  and  3rd  floors  each  have 
21  guest  rooms,  maximum  occupancy  50  persons  per  floor; 
that  the  building  has  two  sets  of  interior  wood  stairs,  one 
is  open  and  the  other  is  enclosed ;  that  there  are  two  sets 
of  exterior  fire  escapes  remote  from  each  other  and  acces¬ 
sible  through  special  passages  off  the  main  corridor ;  that 
all  exits  have  exit  lights  and  signs;  that  the  1st,  2nd  and 
3rd  floors  are  each  equipped  with  50  ft.  of  2  in.  hose  on 
approved  racks;  that  fire  extinguishers  are  provided  on  the 
second  and  third  floors,  as  indicated  on  plans  filed  with  this 
appeal ;  that  the  building  is  equipped  with  a  fire  alarm  sys- 
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tem  which  has  been  approved  by  the  fire  department;  that 
in  view  of  the  relatively  small  occupancy  on  the  2nd  and 
3rd  floors  and  in  view  of  the  fact  that  the  basement  windows 
are  practically  at  grade  with  only  the  office  staff  occupying 
the  1st  floor  during  the  night,  it  is  requested  that  the  Board 
waive  the  sprinkler  system  requirements  for  this  hotel,  due 
to  the  relatively  great  cost  of  such  a  system. 

Resolved,  that  Order  17736-F  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it  here¬ 
by  is  denied. 


583-46-A 

APPLICANT— Boris  W.  Dorfman,  for  Sackett  Realty 
Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 13-23  Germania  place  and  149 
Kenilworth  place,  northeast  corner  (ground  floor)  ; 
(Block  7557,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Boris  W.  Dorfman. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  :  . .  •  . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (583-46-A) 

Whereas,  Boris  W.  Dorfman  for  Sacket  Realty  Corp., 
owner,  filed  August  12,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  13-23  Ger¬ 
mania  place  and  149  Kenilworth  place,  northeast  corner 
(ground  floor);  (Block  7557,  Lot  1),  Borough  of  Brook¬ 
lyn  ;  and 

'  Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  23,  1946,  on  Alt.  Applic.  2734-46,  reads: 

“1.  Proposed  office  on  1st  floor  of  frame  building,  is 
contrary  to  sections  4.2.1  &  2. 1.3.5  of  the  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stortes 
(32  ft.)  in  height;  32  ft.  by  50  ft.  in  area,  of  Class  4  con¬ 
struction;  erected  prior  to  1914;  located  on  a  lot  100  ft. 
I14 in.  by  75  ft.  5  in.  and  61  ft.  1)4  in.  in  area,  in  a  business 
use,  C  area  and  Class  1)4  height  district,  classified  as  a 
heretofore  converted  dwelling  under  Alt.  Applic.  709-41, 
which  resulted  in  the  issuance  of  C.O.  112847,  July  25,  1945, 
permitting  the  use  of  the  building  for  3  families;  that  the 
building  is  equipped  with  one  2  ft.  10  in.  wide  wood  stairs, 
enclosed  in  partitions  of  wood  and  plaster,  equipped  with 
wood  doors;  which  are  not  self-closing  and  leading  directly 
to  the  street,  but  not  to  the  roof ;  that  a  ladder  and  scuttle 
is  provided  to  the  roof ;  that  a  fire  escape  is  located  on  the 
south  side,  extending  to  the  side  yard  by  a  drop  ladder ;  and 
Whereas,  the  applicant  contends  that  the  building  is 
detached  and  located  on  a  large  plot;  that  from  August  11, 
1941  to  June  8,  1946,  it  was  occupied  by  one  family  on  each 
of  the  2nd  and  3rd  stories  and  by  Selective  Service  Board 
offices  on  the  1st  story;  that  certificate  of  occupancy  was 
issued  July  25,  1945  as  a  class  A  multiple  dwelling  heretofore 
converted;  that  it  is  now  proposed  to  use  the  1st  floor  for 
doctor’s  offices  and  one  family  each  on  the  2nd  and  3rd 
stories;  that  a  typical  doctor’s  office  consists  of  waiting, 
consultation,  treatment  and  fluroscope  rooms  and  examining 
rooms,  whereas  the  number  of  rooms  proposed  for  all  three 
doctors’  offices  on  the  1st  story  of  the  building  in  question 
will  not  exceed  that  number ;  that  on  the  two  blocks  of 
Germania  place,  this  building  is  the  only  residential  building 
and  the  ground  floor  is  not  conducive  to  residential  use; 
that  the  small  offices  to  be  made  available  to  the  medical 
profession  are  needed  for  doctors  released  from  the  Armed 
services ;  that  the  area  proposed  for  doctors’  offices  is  slightly 
over  25%  of  the  floor  area  of  the  building;  that  this  use 
would  be  permitted  even  in  a  residence  district  if  the  doctors 


resided  within  the  premises  to  be  used  for  offices  and  there¬ 
fore  it  is  contended  that  the  three  offices  proposed  will  not 
change  the  building  into  a  business  building,  as  the  same 
three  offices  could  be  located  in  one  apartment  house  in 
a  residence  district  and  used  for  accessory  doctors’  offices 
without  changing  the  building  to  a  business  building. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2734-46,  objection  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


589-46-A 

APPLICANT — The  Proctor  and  Gamble  Manufacturing 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3665  Richmond  Terrace,  south 
side,  238  ft.  west  of  Western  avenue  (Block  1400, 
Lot  1),  Port  Ivory,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  S.  W.  Blackett,  N.  Steckler  and 
W.  Schmitt. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  .  4 
Negative :  .  0 

THE  RESOLUTION  (589-46-A) 

Whereas,  The  Proctor  and  Gamble  Manufacturing  Co., 
owner,  filed  August  13,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  3665  Rich¬ 
mond  terrace,  south  side,  238  ft.  west  of  Western  avenue 
(Block  1400,  Lot  1),  Port  Ivory,  Borough  of  Richmond; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  7,  1946,  on  Misc.  F.  D.  Applic.  627-46,  reads: 

“1.  The  proposed  installation  of  a  heater  and  fuel 
oil  piping  system  in  this  building  is  denied,  as  burners 
installed  above  the  lowest  floor  of  a  business  building 
should  not  be  placed  higher  than  50  ft.  above  the  street 
level.  (Board  of  Standards  and  Appeals  Oil  Burner 
Rules  #8.3.)” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(42  ft.  10J4  in.)  in  height,  with  open  level  above  the  roof 
line;  that  the  building  is  52  ft.  8  in.  by  61  ft.  2J4  in.  in  area, 
of  Class  1  construction;  located  on  a  plot  comprising  135 
acres  in  an  unrestricted  use,  A  area  and  Class  1  height  dis¬ 
trict  ;  that  the  building  is  now  under  construction  and  will  be 
used  and  occupied  for  the  manufacture  of  synthetic  deter¬ 
gents,  1  person  on  the  1st  floor,  2  on  the  2nd  floor  and  1  on 
the  3rd  floor ;  that  the  building  will  be  equipped  with  a  two 
source  sprinkler  system  throughout,  a  standpipe  system,  two 
3  ft.  8  in.  wide  interior  fireproof  stairs,  equipped  with 
kalamein  Class  B  doors  on  the  inside  and  hollow  metal 
Class  D  doors  on  the  outside;  that  one  stair  will  lead  to  the 
roof,  and  that  both  stairs  will  lead  to  an  open  yard ;  and 
Whereas,  the  applicant  contends  that  the  premises  are 
located  outside  of  the  fire  limits;  that  the  oil  burner  installa¬ 
tion  proposed  will  be  used  as  an  odor  eliminating  system  in 
conjunction  with  the  spray  drying  process  for  the  manu¬ 
facture  of  detergents;  that  the  installation  will  comply  in  all 
respects  with  the  Oil  Burner  Rules,  except  that  its  elevation 
will  be  70  ft.  above  the  street ;  that  there  will  be  two  operat¬ 
ing  platforms  above  the  roof  on  which  there  will  be  fans 
mounted,  including  cyclones  and  other  equipment ;  that  the  fuel 
oil  burner  will  be  mounted  on  the  top  operating  platform  ; 
that  due  to  the  open  construction  of  the  platform,  the  fire 
hazard  is  not  increased  by  the  installation  proposed;  that 
the  exhaust  air  from  the  spray  drying  process  will  be  dis¬ 
charged  through  a  water  scrubber  into  a  combustion  space, 
where  it  will  be  exposed  to  a  fuel  oil  flame,  which  will 
effectively  eliminate  any  disagreeable  odor ;  that  the  burner 
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to  be  installed  will  be  of  a  type  approved  by  the  Board  under 
Cal.  644-21-SA,  and  will  be  equipped  with  a  flametrol, 
steam  and  oil  interlocks,  electric  and  gas  ignition  device  and 
ignition  control  as  well  as  the  customary  temperature  and 
pressure  controls ;  that  the  burner  will  be  mounted  in  a 
furnace  designed  and  manufactured  by  the  Peabody  En¬ 
gineering  Corporation  which  will  be  double  jacketed,  steel 
construction,  completely  enclosing  the  burner  and  carrying 
a  steel  stack  lined  with  luminite ;  that  the  interior  of  the 
furnace  will  be  lined  with  refractory  brick;  that  No.  6  oil 
will  be  used ;  that  due  to  the  nature  of  the  process  and  the 
location  of  equipment  in  the  building,  the  only  location  for 
the  furnace  is  at  the  elevation  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  F.  O.  Applic.  627-46,  Objection  1,  be  and  it  hereby 
is  nwdified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  oil  burner  in¬ 
stallation  shall  comply  with  the  Oil  Burner  Rules  of  the 
Board  and  all  other  laws,  rules  and  regulations  applicable 
thereto ;  that  a  two  source  sprinkler  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner ;  that 
the  conditions  as  proposed  shall  be  maintained  to  the  fire 
commissioner’s  satisfaction. 


617-46-A 

APPLICANT — Harry  M.  Prince,  for  Congregation  Emanu- 
E1  of  The  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3(13)  East  65th  street,  north 
side,  253  ft.  10  in.  east  of  5th  avenue  (Block  1380, 
Lot  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  M.  Prince,  Col.  Fred  Green- 
man  and  Rabbi  Gustave  Falk. 

For  Administration :  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (617-46-A) 

Whereas,  Harry  M.  Prince,  for  Congregation  Emanu-El 
of  the  City  of  New  York,  owner,  filed  August  29,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  3  (13)  East  65th  street,  north  side,  253 
ft.  10  in.  east  of  5th  avenue  (Block  1380,  lot  11),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  23,  1946  on  amendment  to  Alt.  Applic.  1672-46 
reads : 

“1.  Proposed  occupancy  requires  building  to  be  of 
class  I  fireproof  construction  4.2.1  Code.  Reconsidera¬ 
tion  denied. 

2.  Provide  two  exits  from  each  floor,  44  in.  wide 
enclosed  as  per  section  6.4. 1.8.1  code  to  lead  directly  to 
street  or  to  roof.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  and  cellar  (68  ft.)  in  height,  22  ft.  by  100  ft.  6  in.  in 
area,  of  class  3  construction,  erected  in  1882,  located  in  a 
residence  use,  B  area  and  Class  1)4  height  district,  on  a  lot 
22  ft.  by  100  ft.  6  in.  in  area,  and  used  and  occupied:  cellar — 
boiler  room  and  storage;  1st  floor — superintendent  and  one 
apartment ;  2nd  and  3rd  floors — 3  apartments  each ;  4th  to 
6th  floors — 2  apartments  each  floor ;  proposed  to  be  used 
and  occupied  as  follows :  cellar — boiler  room  and  storage ; 
1st  floor — superintendent’s  apartment  and  reception  room — 
6  persons  ;  2nd  floor — vestry  and  committee  rooms — 12  per¬ 
sons  ;  3rd  floor — vestry  and  committee  rooms — 12  persons  ; 
4th  floor — rector’s  studies  and  consultation  rooms — 12  per¬ 
sons  ;  5tli  flobr — rector’s  studies  and  consultation  rooms — 
6  persons ;  6th  floor — rector’s  studies  and  work  rooms — 5 


persons ;  that  the  building  is  equipped  with  one  3  ft.  wide 
wood  stairs,  enclosed  in  partitions  of  plaster  on  wood  studs, 
extending  from  the  roof  bulkhead  directly  to  the  street;  and 

Whereas,  the  applicant  states  that  the  building  was 
erected  in  1882  as  a  private  residence,  5  stories,  basement  and 
cellar  in  height;  that  under  Alt.  Applic.  2180-15,  it  was 
altered  into  small  studio  apartments  without  cooking  and 
raised  to  a  height  of  6  stories,  by  bringing  the  basement 
floor  up  to  curb  level  and  C.O.  5216  was  issued,  permitting 
the  occupancy  of  the  building  as  a  private  dwelling;  that 
after  the  enactment  of  the  Multiple  Dwelling  Law,  the  build¬ 
ing  was  classified  as  a  heretofore  converted  class  B  multiple 
dwelling  and  was  so  used  until  its  purchase  by  the  present 
owner,  which  owns  all  the  adjoining  property  to  the  west, 
used  as  a  synagogue  and  community  house ;  that  upon  the 
purchase  of  the  building  by  the  present  owner,  the  apartment 
use  was  discontinued  and  the  building  thereafter  used  until 
July  1946  for  rector’s  studies  and  vestry  rooms  and  accessory 
activities  associated  with  a  religious  institution;  that  no  part 
of  the  premises  will  be  rented  for  the  conduct  of  any  busi¬ 
ness  ;  that  no  portion  of  the  premises  will  be  used  for  the 
conduct  of  dances,  banquets,  weddings,  or  similar  functions ; 
and 

Whereas,  the  applicant  contends  that  any  requirement  for 
radical  structural  changes  at  this  time  would  be  impossible 
of  fulfillment,  due  to  government  restrictions  on  essential 
materials  and  will  seriously  hamper  if  not  prevent  the 
expansion  of  the  activities  of  the  Temple  in  its  post-war 
program ;  that  for  these  reasons  this  application  is  made 
with  the  Board  to  modify  the  decision  of  the  borough  super¬ 
intendent,  so  as  to  permit  the  use  and  occupancy  to  be  con¬ 
tinued  on  the  following  grounds:  as  to  objection  1,  that  the 
building  is  not  a  commercial  structure,  is  only  1430  sq.  ft. 
in  area  above  the  3rd  story  and  1990  sq.  ft.  in  area  on  the 
1st,  2nd  and  3rd  stories,  with  a  total  height  of  68  ft.  from 
grade  to  roof ;  that  a  class  3  non-fireproof  commercial  build¬ 
ing  12,000  sq.  ft.  in  area,  4  stories  in  height  would  be  per¬ 
mitted  on  two  street  fronts;  as  to  objection  2,  that  the  exist¬ 
ing  stair  is  augmented  by  a  manually  operated  elevator  with 
an  attendant  available  at  all  times  and  a  sprinkler  system 
will  be  installed  throughout  the  public  hall  in  which  this 
stair  occurs;  that  this  stair  leads  directly  to  the  street  and 
yard  and  through  a  bulkhead  directly  to  the  roof ;  that  there 
will  be  a  resident  custodian  in  the  building  during  all  hours 
of  occupancy;  that  if  this  building  were  to  remain  as  pres¬ 
ently  classified,  it  would  be  required  to  comply  with  Article 
6  of  the  Multiple  Dwelling  Law,  which  essentially  requires 
only  a  fire  escape  or  in  lieu  thereof,  a  sprinkler  system  in 
the  public  halls,  self-closing  doors  to  the  public  hall  and  a 
bulkhead  to  the  roof ;  that  all  this  will  be  provided  even 
though  the  proposed  use  will  be  mainly  a  daytime  occupancy 
rather  than  the  usual  24  hour  continuous  occupancy  of  a 
multiple  dwelling ;  that  the  use  of  the  building  will  be  strictly 
of  a  religious  and  eleemosynary  nature  as  accessory  activities 
by  a  religious  institution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  1672-46,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  as 
to  objection  1,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area  and  granted  only  so  long  as  the 
building  is  occupied  as  proposed  and  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  August  29,  1946”, 
three  sheets;  as  to  objection  2,  that  the  existing  exit  as 
indicated  on  such  plans,  may  be  accepted  jn  lieu  of  the 
requirements,  provided  such  exit  and  hallway  is  protected 
throughout  for  the  full  height  with  a  sprinkler  system  of  a 
type  as  required  and  approved  for  a  building  occupied  as 
a  converted  multiple  dwelling  and  that  all  doors  leading  to 
such  hallway  shall  be  self-closing  doors ;  that  such  sprinkler 
system  in  the  cellar  shall  be  continued  to  include  the  storage 
room  at  the  rear ;  that  the  doors  to  elevators  shall  be  reason¬ 
ably  close-fitting  and  of  an  approved  type;  that  such  addi¬ 
tional  portable  fire-fighting  appliances  shall  be  maintained 
throughout  as  the  fire  commissioner  shall  direct;  that  no 
cooking  shall  be  maintained  on  the  premises,  except  within 
the  kitchen  of  the  caretaker’s  apartment  at  the  rear  of  the 
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first  story;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


643-46-A 

APPLICANT — Siegel  and  Green,  for  David  Green,  owner 
(Samuel  Jacobs,  owner  under  contract). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 137  West  14th  street,  north 
side,  300  ft.  east  of  7th  avenue  (Block  790,  Lot  15), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (643-46-A) 

Whereas,  Siegel  and  Green,  for  David  Green  (Samuel 
Jacobs,  owner  under  contract)  filed  September  10,  1946  an 
appeal  from  a  decision  -of  the  borough  superintendent, 
affecting  premises  137  West  14th  street,  north  side,  300  ft. 
east  of  7th  avenue  (Block  790,  Lot  15),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  5,  1946,  on  Alt.  Applic.  1801-46,  reads: 

“la.  Records  show  building  erected  in  1920 — Pro¬ 
posed  change  of  use  to  factory  on  all  floors  requires 
building  to  comply  in  all  respects  with  Section  270  L.L. 
Provide  2  fireproof  stairs  from  every  floor  area — 3  ft. 
8  in.  wide  with  3  ft.  8  in.  doors  swinging  outward- 
stairs  to  lead  to  street.  Plans  on  file  show  stairs  of 
wood  construction — doors  are  less  than  3  ft.  8  in.  in 
width. 

2.  Floor  construction  2nd  and  3rd  floor  good  for 
75  lb.  per  sq.  ft.  L.L.  require  120  lb.  L.L.  for  mfg. 
7  3.2.3  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(40  ft.)  in  height,  25  ft.  by  100  ft.  in  area  at  1st  floor, 
25  ft.  by  90  ft.  in  area  at  typical  floor,  of  class  3  construc¬ 
tion,  erected  in  1920,  located  in  an  unrestricted  use,  B  area 
and  Class  2  height  district  and  used  and  occupied  :  cellar — 
storage;  1st  floor — store;  2nd  floor — storage;  3rd  floor — 
storage;  that  the  entire  building  formerly  occupied  for  a 
pawn  shop  and  now  vacant,  is  proposed  to  be  used  and  occu¬ 
pied  as  follows  :  cellar — storage  and  factory — 5  persons  ; 

(1st  floor — office  and  factory — 30  persons;  2nd  and  3rd  floors 
— factory — 30  persons  each  floor;  that  the  entire  building  will 
be  used  bv  owner  occupant  for  manufacturing  of  mechanical 
pencils;  that  the  building  is  equipped  with  one  44  in.  wide 
wood  stairs  enclosed  in  one  hour  partitions,  equipped  with 
hardwood  self-closing  doors  and  leading  from  the  roof  bulk¬ 
head  directly  to  the  street  and  proposed  to  be  equipped  with 
one  fire  escape  at  the  street  front,  extending  to  the  street  by 
counterbalanced  stairs;  that  the  windows  and  doors  on  the 
course  of  the  fire  escape  will  be  made  fireproof  self-closing; 
that  the  building  to  the  east  are  5  stories  higher  and  to  the 
west  2  stories  higher  than  the  building  in  question ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1920  for  machine  shop,  offices  and  salesroom, 
altered  in  1923  for  similar  purposes  and  again  in  1927  for 
a  pawn  shop  throughout;  that  the  last  C.O.  12190  issued 
Feb.  11,  1927  permits  its  use  as  follows:  cellar — storage; 
1st  floor — store;  2nd,  3rd  floors — storage — 120  lbs.  liveload 
on  1st  floor  and  100  lbs.  on  each  of  the  2nd  and  3rd  floors; 
that  the  building  has  been  purchased  by  the  present  owner 
for  use  of  manufacturing  mechanical  pencils ;  that  a  varia¬ 
tion  is  sought  from  the  requirements  of  the  Labor  Law  as 


to  exit  requirements  for  buildings  erected  after  1913  on  the 
grounds  of  unnecessary  hardships  and  practical  difficulties ; 
that  the  building  has  only  a  comparatively  small  area,  3 
stories  in  height,  to  be  occupied  by  the  owner  throughout 
with  a  limited  occupancy;  that  the  existing  stairway  is  of 
the  required  width,  enclosed  in  one  hour  fire  retarded  parti¬ 
tions  with  similarly  protected  stairhall,  ceilings  and  stair 
soffits ;  that  the  existing  stair  is  wood ;  that  the  doors  are 
now  36  in.  wide  of  hardwood  construction  and  will  be  re¬ 
placed  with  new  44  in.  wide  fire  doors  in  the  stair  enclosure, 
so  arranged  as  to  swing  outwardly  without  obstructing  the 
stairhall  width ;  that  the  stairway,  after  alteration,  will  com¬ 
ply  in  all  respects  with  section  270  of  the  Labor  Law  except 
for  stair  construction ;  that  as  a  second  means  of  egress,  it 
is  proposed  to  erect  a  Labor  Law  fire  escape  at  the  front ; 
it  is  therefore  requested  that  these  exits  be  accepted,  as  the 
existing  stairway  is  more  than  sufficient  to  accommodate  the 
proposed  number  of  occupants  and  the  existing  stairway  and 
proposed  fire  escape  will  more  than  amply  provide  adequate 
protection  for  the  occupants ;  that  the  applicant  requests 
variation  of  the  requirements  of  the  Administrative  Code  as 
to  permitted  liveload  for  the  2nd  and  3rd  floors,  as  the  live- 
load  now  existing  according  to  the  C.O.  now  in  effect  is  100 
lbs.  per  sq.  ft. ;  that  the  2nd  and  3rd  floors  are  good  for  75  lbs. 
per  sq.  ft.  liveload  and  it  is  requested  that  the  Board  accept 
75  lbs.  liveload  on  the  2nd  and  3rd  floors,  as  the  type  of 
manufacturing  proposed  is  of  a  light  nature  involving  no 
heavy  machinery ;  that  the  manufacturing  will  consist  of 
fabricating  and  assembling  light  metal  pencils  on  benches 
and  the  actual  liveload  will  be  well  below  75  lbs.  per  sq.  ft. 
l’veload  which  the  floors  are  capable  of  sustaining. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1801-46  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  Objection  la,  on  condition  that  the  primary 
means  of  exit  from  cellar  to  roof  shall  be  maintained  in 
accordance  with  the  requirements  therefor  and  as  proposed 
and  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  September  10,  1946”,  two  sheets;  that  the  secondary 
means  of  exit  may  be  a  Labor  Law  fire  escape  at  the  front 
of  the  building  as  indicated  on  such  plans ;  that  such  front 
fire  escapes  shall  also  be  carried  to  the  roof  by  means  of  a 
gooseneck  ladder;  as  to  objection  2,  that  the  second  and 
third  floors  may  be  permitted  for  factory  work  with  a 
liveload  of  75  lbs.  per  sq.  ft.,  provided  such  load  is  so  posted ; 
that  the  loading  shall  at  no  point  exceed  such  amount ;  that 
the  cellar  shall  not  be  occupied  for  manufacturing  purposes, 
except  that  there  may  be  two  metal  drawing  machines  as 
proposed  for  part  time  use  and  at  no  time  shall  there  be 
more  than  five  persons  occupying  the  cellar  for  such  factory 
purposes ;  that  the  exits  as  shown  on  such  plans  shall  be 
maintained ;  that  the  building  shall  not  he  increased  in 
height  or  area;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct ; 
that  the  elevator  shaft  shall  comply  with  the  requirements, 
including  the  doors,  which  shall  be  maintained  reasonably 
tight-fitting;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


644-46-A 

APPLICANT — Henry  George  Greene,  for  253-255  West 
29th  Street  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 253-255  West  29th  street,  north 
side,  125  ft.  east  of  8th  avenue  (Block  779,  Lots 
8  and  9),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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4 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (644-46-A) 

Whereas,  Henry  George  Greene,  for  253-255  West  29th 
Street  Corp.  owner,  filed  September  10,  1946  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
253-255  West  29th  street,  north  side,  125  ft.  east  of  8th 
avenue  (Block  779,  Lots  8  and  9),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of'  the  borough  superindent, 
dated  August  13,  1946,  o'n  amendment  to  N.  B.  Applic.  81-46, 
reads : 

“2.  Exit  passageway  1st  floor  to  comply  with  Section 
270-5  Labor  Law. 

3.  Provide  two  3  ft.  8  in.  stairs  wholly  enclosed,  direct 
to  street  from  sub-cellar,  in  accordance  with  Section 
270-3  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  4  stores  (48  ft.)  in  height,  50  ft.  by  98.9  ft.  in  area, 
of  class  1  construction,  located  in  an  unrestricted  use,  B 
area  and  class  1)4  height  district  and  used  and  occupied : 
sub-cellar — storage;  cellar — boiler  room  and  storage;  1st 
floor — Stores — 10  persons  ;  2nd,  3rd  and  4th  floors — factory — • 
40  persons  each  floor;  that  the  building  will  be  equipped  with 
one  source  sprinkler  system  and  an  interior  fire  alarm  system  ; 
that  there  will  be  two  3  ft.  8  in.  wide  steel  stairs  enclosed 
in  terra  cotta  block  and  brick,  equipped  with  fireproof  self¬ 
closing  doors  and  leading  directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  upper  floors 
will  be  used  for  factory  and  warehouse  in  connection  with 
the  fur  industry ;  that  two  3  ft.  8  in.  stairs  will  be  provided 
leading  to  a  common  lobby  and  thence  to  the  street ;  that 
the  occupancy  of  the  upper  floors  will  be  light,  as  the  major 
portion  of  these  floors  will  be  used  for  warehouse  purposes 
for  storing  of  bales  of  furs ;  that  the  lobby  and  passage  to 
the  street  is  more  than  ample  to  accommodate  the  maximum 
number  of  persons  to  occupy  the  various  floors  at  any  one 
time  and  to  be  required  to  increase  the  width  of  this  lobby 
■would  not  create  any  greater  factor  of  safety;  that  the  sub¬ 
cellar  will  be  used  for  warehouse  only  for  storage  of  raw 
furs ;  that  the  occupancy  of  the  sub-cellar  will  at  no  time 
exceed  two  persons,  who  will  be  in  the  sub-cellar  only  at 
times  of  receipt  and  shipment  of  bales  of  skins ;  that  the 
entire  building  will  be  fireproof,  sprinklered,  and  equipped 
with  an  interior  fire  alarm  system  and  a  central  station  fire 
alarm  will  be  installed  as  accessory  to  the  sprinkler  system. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
amendment  to  N.  B.  Applic.  81-46  and  that  the  appeal  be 
and  it  hereby  is  granted  as  to  Objection  2,  on  condition  that 
the  fireproof  passageway  from  the  stairway  at  the  rear  shall 
be  continued,  combining  with  the  primary  means  of  exit  with 
a  passageway  through  to  the  street,  provided  the  number  of 
occupants  above  the  first  floor  shall  not  exceed  the  number 
permitted,  based  on  the  primary  means  of  exit  with  due 
allowance  for  sprinkler  system ;  that  the  sprinkler  system, 
fire  alarm  system  and  connection  to  the  Fire  Department 
through  a  central  station  shall  be  maintained  at  all  times ; 
that  the  building  shall  not  be  increased  in  height  or  area ; 
as  to  objection  3,  that  the  stairway  from  the  sub-basement 
to  the  first  floor  shall  be  enclosed  continuously ;  that  the 
sub-basement  shall  be  included  within  the  sprinkler  protection 
as  proposed ;  that  the  elevator  shall  comply  with  all  require¬ 
ments  therefor  and  the  doors  thereto  shall  be  reasonably 
close-fitting;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


314-34-A 

APPLICANT — New  York  Central  System,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  variance — re  Appeal  from  an  order  of 
the  commissioner  of  buildings,  previously  granted 
on  condition  for  a  term  of  two  years. 

PREMISES  AFFECTED— South  side  of  Broadway,  90 
ft.  southeast  of  West  225th  street  (Block  2215,  Lot 
675),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Gerald  E.  Dwyer. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (314-34-A) 

Whereas,  this  appeal,  affecting  premises  south  side  of 
Broadway,  90  ft.  southeast  of  West  225th  street  (Block 
2215,  Lot  675),  Borough  of  Manhattan,  was  granted  by  the 
Board  December  18,  1934  for  a  temporary  term  of  two  years, 
on  certain  conditions,  the  term  of  variance  extended  January 
5,  1937,  October  11,  1938,  September  10,  1940,  September  22, 
1942  and  September  19,  1944  and  the  applicant  requested  a 
further  extension  of  the  temporary  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  18,  1934, 
only  so  far  as  it  has  reference  to  the  term  of  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  on  condition  *  *  *  and  that 
other  than  as  herein  amended,  the  conditions  of  the  reso¬ 
lution  of  December  18,  1934,  shall  be  complied  with.” 


1094-41-A 

APPLICANT — Levy  and  Berger,  for  Congregation  Chevra 
Gemilia  Chasodjm  Ansha  Motels,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  variance — re  Appeal  from  a  decision  of 
the  borough  superintendent,  previously  granted  on 
condition  for  a  term  of  two  years. 

PREMISES  AFFECTED — 174  East  51st  street,  west  side, 
142  ft.  2 y2  in.  south  of  Winthrop  street  (Block 
4620,  Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  Levy,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  () 

THE  RESOLUTION  (1094-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  174  East  51st  street,  west 
side,  142  ft.  2)4  in.  south  of  Winthrop  street  (Block  4620, 
Lot  15),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  January  27,  1942,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  July  25, 
1944  and  the  applicant  requested  a  further  extension  of  the 
variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  27,  1942  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read  : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  on  condition  *  *  *  and 

that  other  than  as  herein  amended,  the  provisions  of  the 
resolution  of  January  27,  1942  shall  be  complied  with.” 
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442-41-A 

APPLICANT — The  Heil  Equipment  Co.  of  New  York, 
lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  froih  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 42-50  21st  street,  west  side,  90 
ft.  south  of  43rd  avenue  (Block  457,  Lot  150),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Robert  B.  Joys. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

— 

177-45-A 

APPLICANT — Louis  M.  Motkin,  for  Irwin  I.  Schwartz, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  an  order 
and  decision  of  the  fire  commissioner  (previously 
withdrawn). 

PREMISES  AFFECTED — 321-325  East  3rd  street,  north 
side,  120  ft.  west  of  Avenue  D  (Block  573,  Lot  44), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  M.  Motkin. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


ZONING  APPLICATIONS 

262-32-BZ 

APPLICANT — Edward  Walsh,  for  Mary  and  Edward  J. 
Walsh,  owners. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  term. 

PREMISES  AFFECTED — Southwest  corner  of  Wyona 
avenue  and  Willowbrook  road  (Block  2099,  Lots 
29,  30  and  31),  Port  Richmond,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Edward  J.  Walsh,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (262-32-BZ) 

Whereas,  the  application  affecting  premises  southwest 
corner  of  Wyona  avenue  and  Willowbrook  road  (Block 
2099,  Lots  29,  30  and  31),  Port  Richmond  Borough  of 
Richmond,  was  granted  by  the  Board  September  23,  1932, 
for  a  temporary  term  of  two  years,  the  term  of  variance 
extended  October  23,  1934,  October  6,  1936,  September  13, 


1938,  September  17,  1940,  September  15,  1942  and  September 
12,  1944,  and  the  owner  requested  a  further  extension  of  the 
variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  23,  1932, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit 

*  *  *  and  that  other  than  as  herein  amended,  the  con¬ 
ditions  of  the  resolution  of  September  23,  1932,  shall  be 
complied  with.” 

325-36-BZ 

APPLICANT — Francis  Seaman,  for  New  York  Railways 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  commissioner  of  buildings)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  retail  use  and  partly 
in  residence  use  districts  the  conversion  of  occu¬ 
pancy  of  an  existing  building,  to  a  garage  for  more 
than  five  (5)  motor  vehicles,  for  a  term  of  ten 
years. 

PREMISES  AFFECTED— 806-814  Ninth  avenue,  318-362 
West  54th  street,  southeast  corner  and  321-329  West 
53rd  street  (Block  1044,  Lot  3),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Francis  Seaman  and  Edmund  C. 
Collins. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (325-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  retail  use  and  partly  in  resi¬ 
dence  use  districts,  for  a  term  of  ten  years  ,the  conversion 
of  occupancy  of  an  existing  building,  to  a  garage  for  more 
than  five  motor  vehicles,  affecting  premises  806-814  Ninth 
avenue,  318-362  West  54th  street,  southeast  corner  and 
321-329  West  53rd  street  (Block  1044,  Lot  3),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  January  5,  1937, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  5,  1937, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  ten  (10) 
years  from  the  date  of  this  amended  resolution,  to  permit 

*  *  *  and  that  other  than  as  herein  amended,  the  con¬ 
ditions  of  the  resolution  of  January  5,  1937  shall  be 
complied  with,  and  that  a  new  certificate  of  occupancy 
shall  be  obtained.” 

602-37-BZ 

APPLICANT — Katherine  Hentschel,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 25-33  Irving  avenue  and  343- 
347  Jefferson  street,  northeast  corner  (Block  3167, 
Lots  1  and  3),  Borough  of  Brooklyn. 


1097 


MINUTES 


APPEARANCES— 

For  Applicant :  Lillian  Hentschel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 

THE  RESOLUTION  (602-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  25-33  Irving  avenue  and 
343-347  Jefferson  street,  northeast  corner  (Block  3167,  Lots 
1  and  3),  Borough  of  Brooklyn,  was  granted  by  the  Board 
October  25,  1938,  on  certain  conditions,  term  of  variance 
extended  on  September  17,  1940,  September  22,  1942  and 
September  19,  1944  and  the  owner  requested  a  further  exten¬ 
sion  of  the  variance. 

Resolved,  that  tthe  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  25,  1938,  as 
amended  through  September  19,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“ Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  j-ears  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  *  *  *  and  that  other 

than  as  herein  amended,  the  conditions  of  the  resolution 
of  October  25,  1938,  shall  be  complied  with.” 


100-38-BZ 

APPLICANT — J.  Jacques  Stone,  for  Gotham  Parking 
Corp.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 11-17  West  35th  street,  north 
side,  200  ft.  west  of  Fifth  avenue  and  12-14  West 
36th  street,  south  side,  219  ft.  west  of  Fifth  avenue 
(Block  837,  Lots  31,  32,  33,  34,  54  and  55),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Jacques  Stone. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (100-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  retail  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  11-17  West  35th  street, 
north  side,  200  ft.  west  of  Fifth  avenue  and  12-14  West 
36th  street,  south  side,  219  ft.  west  of  Fifth  avenue  (Block 
837,  Lots  31,  32,  33,  34,  54  and  55),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  September  27,  1938,  on  cer¬ 
tain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  Septem¬ 
ber  10,  1940,  September  15,  1942  and  September  19,  1944  and 
the  applicant  requested  a  further  extension  of  the  variance. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  27,  1938, 
as  amended  September  19,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  . 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  and  that  other  than  as 

herein  amended,  the  conditions  of  the  resolution  of  Sep¬ 
tember  27,  1938,  shall  be  complied  with.” 


438-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Fannie  Wolf, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7f  of  the  zoning 
resolution  for  a  term  of  five  years,  permitting  in  a 
business  use  district,  the  erection  and  maintenance, 
of  a  gasoline  service  station  on  part  of  a  plot  now 
used  as  lubritorium,  auto  laundry  and  store. 
PREMISES  AFFECTED— 4312-4316  Church  avenue,  south 
side,  60  ft.  west  of  Troy  avenue  (Block* 4897,  Lot 
7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (438-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting  prem¬ 
ises  4312-4316  Church  avenue,  south  side,  60  ft.  west  of 
Troy  avenue  (Block  4897,  Lot  7),  Borough  of  Brooklyn, 
was  withdrawn  June  11,  1940;  reopened  and  restored  to  the 
calendar  September  10,  1940,  under  section  7f  of  the  build¬ 
ing  zone  resolution;  granted  on  condition  July  15,  1941  for  a 
term  of  five  (5)  years;  and 

Whereas,  the  resolution  was  amended  on  March  10,  1942; 
and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  15,  1941,  as 
amended  March  10,  1942,  only  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution,  to  permit  *  *  *  and  that 
other  than  as  herein  amended,  the  conditions  of  the 
resolution  as  amended  March  10,  1942,  shall  be  com¬ 
plied  with.” 

1493-39-BZ 

APPLICANT — Henry  W.  S.  Bangert,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 88-05  to  88-11  168th  place,  east 
side,  37.50  ft.  south  of  88th  avenue  (Block  9820, 
Lots  38  and  41),  Jamaica,  Borough  of  Queens. 
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MINUTES 


APPEARANCES— 

For  Applicant :  Henry  W.  S.  Bangert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (1493-39-BZ) 

Whereas,  this  application  under  section  7 h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  88-05  to  88-11  168th  place, 
east  side,  37.50  ft.  south  of  88th  avenue  (Block  9820,  Lots 
38  and  41),  Jamaica,  Borough  of  Queens,  was  granted  by 
the  Board  on  November  13,  1940,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  October 
27,  1942  and  October  17,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  13,  1940 
as  amended  through  October  17,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit 
*  *  *  and  that  other  than  as  herein  amended,  the 

conditions  of  the  resolution  of  November  13,  1940,  shall 
be  complied  with  (Misc.  9019-39).” 


830-40-BZ 

APPLICANT — The  New  York  Central  Railroad  Company, 
owner.  (Carey  Garage  Corporation,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  for  a  term  of  five  years,  permitting  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 105  East  48th  street,  north  side, 
150  ft.  east  of  Park  avenue  and  110  East  49th  street 
(Block  1303,  Lot  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Gerald  E.  Dwyer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (830-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting,  in  a  business  use  district,  for  a 
term  of  five  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  105  East  48th  street,  north 
side,  150  ft.  east  of  Park  Avenue  and  110  East  49th  street 
(Block  1303,  Lot  6),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  September  9,  1941,  on  certain  conditions; 
and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  9,  1941,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 


“Granted  under  section  7h  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  motor  vehicles,  on  condition  *  *  * 
and  that  other  than  as  herein  amended  the  conditions 
of  the  resolution  of  September  9.  1941,  shall  be  com¬ 
plied  with.” 


915-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Mayer  Fisli, 
owner  (Pauline  Pollock,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station  and  erection 
of  new  accessory  building. 

PREMISES  AFFECTED— 639-641  Fourth  avenue,  south¬ 
east  corner  of  19th  street  (Block  637,  Lot  7),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD  Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (915-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  exten¬ 
sion  of  a  gasoline  service  station  and  the  erection  of  a  new 
accessory  building,  affecting  premises  639-641  Fourth  ave¬ 
nue,  southeast  corner  of  19th  street  (Block  637,  Lot  7),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  May  27,  1941 
on  certain  conditions  ;  and 

Whereas,  time  was  extended  to  obtain  permits  and  com¬ 
plete  the  work,  on  July  23,  1942,  June  29,  1943,  June  27, 
1944  and  July  17,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  27,  1941,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“In  view  of  statement  by  applicant  that  all  plans  have 
been  filed  and  approved  but  no  permit  has  been  obtained 
and  no  work  commenced,  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  year  from 
the  date  of  this  amended  resolution.” 


812-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  C.  J.  Neumann 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  reconstruction 
and  extension  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1916-1922  Flatbush  avenue  and 
3822-3832  Avenue  L,  southwest  corner  (Block  7815, 
Lots  32  and  35),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


MINUTES 


* 


ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative  :  .  0 

THE  RESOLUTION  (812-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  reconstruction  and  extension 
of  a  gasoline  service  station,  affecting  premises  1916-1922 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  7815,  Lots  32  and  35),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  July  7,  1942,  on  certain  conditions 
time  extended  on  September  28,  1943,  September  19,  1944, 
on  September  25,  1945,  and  the  applicant  requested  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  7,  1942,  as 
amended  through  September  19,  1944,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  work,  so 
that  as  amended  the  resolution  shall  read : 

“In  view  of  statement  by  applicant  that  plans  have 
been  approved  and  permits  have  been  obtained,  that  all 
work  shall  be  completed  within  one  year  from  the  date 
of  this  amended  resolution.” 


832-41-BZ 

APPLICANT— Max  Horn,  for  Jane  F.  M.  Welpley,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  71i  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a  term 
of  two  years. 

PREMISES  AFFECTED — 111-20  Kockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of  Beach  116th 
street)  (Block  598,  Lot  49),  Rockaway  Park,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (832-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  111-20  Rockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of  Beach  116th  street  (Block 
598,  Lot  49),  Rockaway  Park,  Borough  of  Queens,  was 
granted  by  the  Board  on  April  21,  1942,  on  certain  condi¬ 
tions  ;  and 

Whereas,  on  July  23,  1942,  the  resolution  was  amended 
and  time  extended  to  obtain  permits  and  complete  the  work; 
and 

Whereas,  the  term  of  the  variance  was  extended  on  Sep¬ 
tember  12,  1944,  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  term  of  the  variance. 

Resolz'ed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  21,  1942,  as 
amended  through  September  12,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read  : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  *  *  * 


and  that  other  than  as  herein  amended  the  conditions 
of  the  resolution  of  April  21,  1942,  shall  be  complied 
with.” 


2 07-44- BZ 

APPLICANT — Lama  and  Proskauer,  for  Sadie  Singer, 
owner  (H.  S.  Metal  &  Rubber  Corp.,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district  for  a  term  of  two 
years,  the  conversion  of  occupancy  of  a  building, 
legally  occupied  as  a  private  garage  for  five  motor 
trucks  to  a  junk  shop. 

PREMISES  AFFECTED — 113  Kingsland  avenue,  west 
side,  25  ft.  south  of  Herbert  street  (Block  2833, 
Lot  8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (207-44-BZ) 

.  Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term  of 
two  years,  the  conversion  of  occupancy  of  a  building  legally 
occupied  as  a  private  garage  for  five  motor  trucks,  to  a 
junk  shop,  affecting  premises  113  Kingsland  avenue,  west 
side,  25  ft.  south  of  Herbert  street  (Block  2833,  Lot  8), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  October 
17,  1944  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the  term 
of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  17,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  as  proposed  *  *  *  and  that 
other  than  as  herein  amended  the  conditions  of  the  reso¬ 
lution  of  October  17,  1944,  shall  be  complied  with.” 


1078-41-BZ 

APPLICANT — Ignatius  H.  Lanzarone,  for  Thomas  Muz- 
zonigro,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Application  (decision  of  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7h  o'f  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a  term 
of  two  years. 

PREMISES  AFFECTED— 1455-1461  Gates  avenue,  north 
side,  250  ft.  east  of  Knickerbocker  avenue  (Block 
3335,  Lots  50  and  52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  P.  Fancetta  and  Thomas 
Muzzonigro. 

«  For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM— 
Affirmative :  Chairman  Murdock,  Commissioners  ' 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative  :  . 0 
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THE  RESOLUTION  (1078-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1455-1461  Gates  avenue, 
north  side,  250  ft.  east  of  Knickerbocker  avenue  (Block 
3335,  Lots  50  and  52),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  March  24,  1942,  on  certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on  Sep¬ 
tember  19,  1944  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  24,  1942,  as 
amended  through  September  19,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  to  permit  the  premises  to 
be  occupied  for  the  parking  and  storage  of  more  than 
five  motor  vehicles  for  a  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution,  on  condition 
*  *  *  and  that  other  than  as  herein  amended  the  con¬ 
ditions  of  the  resolution  of  March  24,  1942,  shall  be 
complied  with.” 


55-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Robert  Schurz 
and  Marie  Goetz,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  for  a  term  of  ten  years. 

PREMISES  AFFECTED— 51-65  Kingsland  avenue  (51-61 
displayed)  and  101-129  Woodpoint  road,  northwest 
corner  (Block  2866,  Lots  37  to  48  and  136),  Bor¬ 
ough  of' Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Commissioners  Savage  and  Blum  and 

Deputy  Chief  Guinee  .  3 

Negative  :  Chairman  Murdock .  1 

THE  RESOLUTION  (55-45-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  ten  (10)  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  51-65  Kingsland  avenue 
(51-61  displayed)  and  101-129  Woodpoint  road,  northwest 
corner  (Block  2866,  Lots  37  to  48  and  136),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  July  24,  1945,  on 
certain  conditions ;  and 

Whereas,  the  resolution  was  amended  and  plans  approved 
on  November  13,  1945 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  13,  1945, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“In  view  of  statement  by  applicant  that  all  plans  have 
been  approved  and  permits  issued,  that  all  work  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution.” 


96-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lorberg  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use,  C  area 
district,  the  extension  of  a  woodworking  factory 
occupying  in  excess  of  area  permitted  for  a  C  area 
district  and  omitting  required  rear  yard. 
PREMISES  AFFECTED — 1552-1564  Bergen  street,  south 
side,  177  ft.  west  of  Utica  avenue  (Block  1354,  Lots 
30,  33  and  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (96-45-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use,  C  area  district, 
the  extension  of  a  woodworking  factory  occupying  in  excess 
qf  the  permitted  area  in  a  C  area  district  and  omitting  re¬ 
quired  rear  yard;  affecting  premises  1552-1564  Bergen  street, 
south  side,  177  ft.  West  of  Utica  avenue  (Block  1354,  Lots 
30,  33  and  35),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  July  24,  1945,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work ;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1945,  only 
so  far  as  it  lias  reference  to  obtaining  permits  and  completion 
of  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“*  *  *  that  in  view  of  statement  by  applicant  that 
all  plans  have  been  approved  and  all  permits  obtained 
and  work  partially  completed,  that  all  work  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution.” 


71-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Nicola  Mazza- 
longa,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  21  of  the  zoning  resolution,  permitting 
in  a  business  use,  D  area  district,  the  extension  of 
existing  building  to  occupy  more  than  the  permitted 
area. 

PREMISES  AFFECTED — 105-28  to  105-32  101st  avenue 
and  101-02  to  101-10  106th,  southwest  corner  (Block 
9423,  Lot  13),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  o 

THE  RESOLUTION  (71-46-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 

resolution,  to  permit  in  a  business  use,  D  area,  district,  the 

extension  of  an  existing  building  to  occupy  more  than  the 
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permitted  area;  premises:  105-28  to  105-32  101st  avenue; 
101-02  to  101-110  106th  street,  southwest  corner  of  101st 
avenue,  (Block  9423,  Lot  13),  Jamaica,  Borough  of  Queens 
was  granted  by  the  Board  on  April  2,  1946,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution.  / 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  2,  1646,  by 
adding  thereto : 

“that  in  the  event  the  owner  wishes  to  omit  the  cellar 
of  the  proposed  extension  and  to  retain  the  10  ft.  space 
along  106th  street  to  be  landscaped,  and  to  omit  the 
proposed  loading  area,  all  as  shown  on  revised  plans 
marked  ‘Received  August  13,  1946,’  two  sheets,  such 
arrangement  may  be  permitted  in  lieu  of  the  plans  here¬ 
tofore  referred  to  marked  ‘Received  February  4,  1946,’ 
provided  the  door  as  shown  to  106th  street  shall  be 
used  for  entrance  and  exit  only  and  not  for  delivery 
or  receipt  of  merchandise  or  materials;  that  all  such 
merchandise  or  materials  shall  be  delivered  on  the  101st 
avenue  side.” 


450-46-BZ 

APPLICANT — Jos.  B.  Snook  Sons — Victor  C.  Farrar,  for 
Edward  H.  and  Henry  A.  Gerry,  owners. 
SUBJECT — Application  for  consideration — reopening  _  and 
amendment  of  resolution — re  Application  (decision 
of  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  change  of 
occupancy  from  garage  for  eighteen  (18)  cars, 
storage  and  one-family  dwellings  to  offices,  for  a 
term  of  ten  years. 

PREMISES  AFFECTED — 41  East  62nd  street,  north  side, 
165  ft.  east  of  Madison  avenue  (Block  1377,  Lot 
27),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Thomas  E.  Snook,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (450-46-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  garage  for  eighteen  (18)  cars,  storage 
and  one  family  dwelling  to  office ;  premises :  41  East  62nd 
street,  north  side,  165'  east  of  Madison  avenue  (Block  1377, 
Lot  27),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  July  23,  1946  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
,  hereby  amend  the  resolution  adopted  on  July  23,  1946,  by 
adding  thereto : 

“*  *  *  ;n  the  event  the  owner  desires  to  con¬ 

struct  the  1st  floor  of  the  building  for  a  depth  of  ap¬ 
proximately  71  ft.  as  indicated  on  revised  plans  marked 
‘Received  September  13,  1946,’  two  sheets,  such  con¬ 
struction  may  be  permitted  on  condition  that  in  all  other 
respects  the  resolution  adopted  by  the  Board  on  July  23, 
1946,  is  complied  with.” 


93-33-BZ 

APPLICANT — T.  H.  Fraser  Mortgage  Corp.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 


the  commissioner  of  buildings)  previously  granted 
under  section  7c  of  the  zoning  resolution,  permitting 
partly  in  an  unrestricted  and  partly  in  a  business 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 246-250  Atlantic  avenue,  south¬ 
west  corner  of  Boerum  place  (Block  278,  Lots  38, 
39  and  40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  John  J.  Beatty. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 


Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee..  4 


404-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee;  Board  of  Transportation, 
City  of  New  York,  owner. 

■SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 214-228  Schermerhorn  street, 
south  side,  233  ft.  east  of  Hoyt  street  (Block  171, 
part  of  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST >TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


405-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee,  Board  of  Transportation, 
City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 240-250  Schermerhorn  street 
and  54-09  Bond  street,  southwest  corner  (Block  171, 
part  of  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 


406-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee;  Board  of  Transportation, 
City  of  New  York,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 13-1-192  Schermerhorn  street, 
south  side,  from  Smith  to  Hoyt  streets,  57-73  Smith 
street,  east  side,  from  Schermerhorn  to  State  streets 
and  257-271  State  street  (Block  170,  Lot  1),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


407-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee;  Board  of  Transportation, 
City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 37-55  Smith  street,  east  side, 
from  Livingston  street  to  Schermerhorn  street,  156- 
164  Livingston  street  and  137-145  Schermerhorn 
street  (Block  164,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


1013-38-BZ 

APPLICANT — Manhattan  Auto  Sales,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extensioi\of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a'  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1881-1889  Second  avenue  and 
235  East  97th  street,  northwest  corner  (Block  1647, 
Lots  21-25,  inc.),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  J.  Ricotta. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


220-44-BZ 

APPLICANT— Anthony 
D’Abramo,  owner. 


M.  De  Rose,  for  Guiseppe 


SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  re  new  proposal— Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  7e  of  the  zoning  resolution,  to  permit  in  a 
residence  use,  B  area  district  the  change  of  occu¬ 
pancy  from  stable  to  garage  with  factory  on  1st 
floor  and  warehouse  on  the  upper  floors  (previously 
withdrawn). 

PREMISES  AFFECTED — 89  Thompson  street,  west  side, 
100.01  ft.  north  of  Spring  street  (Block  503,  Lot 
35),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose. 

For  Administration:  Fred  Dahlem,  Dep’t  of  blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

782-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  William  M.  New¬ 
man,  owners. 

SUBJECT — Application  for  consideration — reopening  re 
new  proposal— Application  (decision  of  the  borough 
superintendent)  to  permit  under  section  7c  of  the 
zoning  resolution,  in  a  business  use  district,  the  ex¬ 
tension  of  an  existing  gasoline  service  station  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED — 196-202  Grand  Street  Extension 
and  373  South  1st  street,  southeast  corner  (Block 
2390,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

TFIE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


APPLIANCE  AND  MATERIAL  SUBMITTED  FOR 

APPROVAL 

930-39-SM 

APPLICANT — Wheeling  Corrugating  Company,  owner. 

SUBJECT — Wheeling  Long  Span  Steel  Floor  and  Roof 
Deck,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


974-39-SA 

APPLICANT — S.  F.  Bowser  and  Co.,  Inc  .,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  “Reel  Way”  Hose 
Reel  Attachment  for  Gasoline  Pumps,  previously  ap¬ 
proved  on  condition. 

APPEARANCES— 

For  Applicant :  T.  E.  McLaron. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  Q 


1103 


MINUTES 


1048-39-SM 

APPLICANT— Wheeling  Corrugating  Company,  owner. 

SUBJECT— Wheeling  Tri-Rib  Metal  Roof  Deck,  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative  :  .  0 


Adjourned:'  5:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  9,  1946,  as  they  appeared  in 
Bulletin  No.  29,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

435-46-A 

APPLICANT — Lamont  Gardens,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 91-36  Lamont  avenue,  east  side, 
between  Gleane  and  Forley  streets  (Block  1577, 
Lots  1,  4,  7  and  10),  Elmhurst,  Borough  of  Queens, 
(Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Forley  street). 

APPEARANCES— 

For  Applicant :  Benne  Katz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  DeputyChief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (435-46-A) 

Whereas,  Lamont  Gardens,  Inc.,  owner,  filed  June  14, 
1946,  an  application  pursuant  to  Section  35  of  the  General 
City  Law  for  permission  to  maintain  a  building  partly  in 
the  bed  of  the  proposed  widening  of  Forley  street,  affecting 
premises  91-36  Lamont  avenue,  east  side,  between  Gleane 
and  Forley  streets  (Block  1577,  Lots  1,  4,  7  and  10),  Elm¬ 
hurst,  Borough  of  Queens;  and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  12,  1946,  on  Alt.  Applic.  1517-46,  reads: 

“1.  Secure  approval  of  Board  of  Standards  and 
Appeals  for  building  erected  in  bed  of  mapped  street 
as  per  Art.  3,  Section  35  of  General  City  Law.” 

and 

W  hereas,  the  applicant  states  the  building  is  6  stories, 
(63  ft.)  in  height;  200  ft.  by  90  ft.  in  area,  of  Class  3 
construction ;  erected  1939 ;  located  on  a  lot  200  ft.  by  100 
ft.  in  area,  in  a  residence  use  8  area,  Class  1J4  height  dis¬ 
trict,  and  used  and  occupied  since  erection  as  a  Class  A 
multiple  dwelling  for  which  Certificate  of  Occupancy  Q 
11310  was  issued  upon  completion  of  work  under  N.  B. 
Applic.  6759-1939;  and 

Whereas,  the  applicant  contends  that  it  is  impossible  to 
obtain  any  mortgage  renewal  until  a  title  policy  has  been 
issued  and  the  Title  Company  has  refused  to  issue  a  policy 
due  to  the  projection  within  the  bed  of  a  mapped  street; 
that  this  condition  results  in  a  hardship  to  the  owners  and  it 
is  therefore  requested  that  the  Board  grant  permission  pur¬ 
suant  to  the  powers  vested  in  it  by  Section  35  of  the  Gen¬ 
eral  City  Law,  and  grant  relief  to  permit  the  maintenance 
of  the  building  in  question  within  the  bed  of  Forley  street 
under  the  following  conditions;  that  the  owner  agree  that 
in  the  event  of  condemnation  of  the  5  ft.  strip  required  for 
the  widening  of  Forley  street,  that  no  claim  shall  be  made 
for  damages  to  the  building  beyond  the  reasonable  cost  of 
the  erection  of  the  portion  of  the  building  wdthin  the  bed 
of  the  widening  of  Forley  street,  less  3%  of  such  cost  per 
annum,  commencing  from  the  date  of  the  Board’s  action; 
that  it  is  felt  that  the  proposal  herein  contained  provides 
adequate  safeguard  for  the  City’s  interest  in  the  event  of 
condemnation  and  will  provide  a  sound  basis  upon  which 
to  obtain  renewal  of  the  mortgage  or  issuance  of  a  new 
mortgage  as  soon  as  the  Board  acts  on  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  1517-46,  objection  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  under 
the  powers  vested  in  the  Board  under  section  35  of  the  Gen¬ 
eral  City  Law,  to  permit  the  continuation  of  the  portion  of 
the  building  erected  within  the  bed  of  the  proposed  widen¬ 
ing  of  Forley  street,  on  condition  that  in  the  event  the  prop¬ 
erty  is  taken  for  such  street  widening,  the  owner  will  make 
no  claim  for  damage  beyond  the  reasonable  cost  of  the 
erection  of  the  portion  of  the  building  within  the  bed  of 
Forley  street,  less  3%  of  such  cost  per  annum,  commencing 
from  the  date  of  this  resolution,  and  including  the  reason¬ 
able  cost  of  the  newr  enclosing  wall  and  the  necessary  rear¬ 
rangement  of  space  immediately  adjacent  thereto. 

*  Correction — The  words  “but  not”  deleted  in  line  54  of 
the  resolution  and  the  word  “and”  inserted  therefor. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third.  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press.  v  j 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglecp  to  appear. 

Fifth.  That  all  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth.  That  no  appeal  or  application  will  be  necessary  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket.  , 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
1,  1946,  Affecting  Calendar  Numbers  206-27-BZ,  110-43- 
BZ,  246-44-BZ,  261-46-BZ,  630-46-BZ,  677-46-BZ,  631- 
46-BZ,  285-36-BZ,  576-46-BZ,  592-46-BZ,  614-46-BZ, 
624-46-BZ,  517-46-A  and  369-46-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  October 
1,  1946,  Affecting  Calendar  Numbers  152-44-A,  499-46-A, 
599-46-A,  600-46-A,  607-46-A,  665-46-A.  472-31-S,  352- 
46-A,  519-46-A,  212-34-BZ,  456-37-BZ,  537-37-BZ,  559- 
37-BZ,  150-41-BZ,  284-42-BZ,  170-43-BZ,  400-45-BZ, 
473-45-BZ,  626-19-BZ,  179-43-SM,  42-45-SM  and  679- 
45-SM. 

Resolution  Affecting  Calendar  No.  488-45-SM. 

Rules  Governing  the  Use  of  Equipment  for  Spraying  and 
Drying  of  Paints,  Varnishes,  Lacquers  and  Other 
Inflammable  Surface  Coatings  and  Storage  of  Such 
Materials. 

Rules  Relative  to  Submerged  Inlets  and  Protective 
Methods  to  be  Applied  to  Prevent  Contamination  of 
Water  Supply. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  October  1,  1946 

Cal.  No.  Dept.  Premises  Affected. 

704-46-BZ — H.B.Q. — 35-30  64th  street  and  63-16  Broadway, 
southwest  corner  (Block  1203,  part  of  Lot  58),  Woodside, 
Borough  of  Queens,  Alt.  2277-46. 


705- 46-BZ— H.B.B.— 734-736  64th  street,  south  side,  260  ft. 
east  of  7th  avenue  (Block  5821,  part  of  Lot  18),  Borough 
of  Brooklyn,  N.B.  2445-46. 

706- 46-SM— Wakefield  Fill  Box  for  Fuel  Oil,  manufactured 
by  Wakefield  Manufacturing  Co.,  Material. 

707- 46-BZ — H.B.M. — 1-15  Bedford  street  and  180-190  West 
Houston  street,  northwest  corner  (Block  528,  Lots  1-5  and 
44-51  inclusive),  Borough  of  Manhattan,  Amendment  to  Alt. 
1867-46. 


718-46-A — F.D. — 4581-4583  Park  avenue,  west  side,  1618  ft. 
north  of  East  184th  street  (Block  3031,  Lot  66),  Borough  of 
The  Bronx,  47288-LC. 


719-46-BZ — H.B.B. — 1906  East  38th  street,  west  side,  43  ft. 
south  of  Fillmore  avenue  (Block  8504,  Lot  49),  Borough  of 
Brooklyn,  Alt.  3325-46. 


Restored  to  Calendar. 

42-45-SM— Spraykote — Acoustical  and  Thermal  Insulation, 
manufactured  by  Sprayed  Insulation,  Inc.,  Material. 


472-31-S — H.B.B. — 608  Broadway,  west  side,  72  ft.  1  in. 
north  of  Wallabout  street  (Block  2251,  Lots  3  and  16),  Bor¬ 
ough  of  Brooklyn,  Alt.  2374-46. 

626-19-BZ — H.B.B. — 253-257  4th  avenue  and  556-564  Carroll 
street,  southeast  corner  (Block  961,  Lot  3),  Borough  of 
Brooklyn,  Alt.  2907-46. 


708- 46-BZ— H.B.Bx.— 1110-1112  East  165th  street,  south 
side,  56  ft.  west  of  Bryant  avenue  (Block  2748,  Lot  33), 
Borough  of  The  Bronx,  Alt.  698-46. 

709- 46-BZ— H.B.Bx.— 249-255  East  165th  street  and  1042 
Grant  avenue,  northeast  corner  (Block  2448,  Lot  1),  Borough 
of  The  Bronx,  Alt.  784-46. 


710-46-BZ — H.B.Bx. — 753  Melrose  avenue,  west  side,  99.30 
ft.  north  of  East  156th  street  (Block  2403,  Lot  31),  Borough 
of  The  Bronx,  Alt.  770-46. 


711-46-BZ— H.B.M. — 140-147  Riverside  drive,  east  side,  from 
West  86th  to  West  87th  streets,  351-359  West  86th  street  and 
348-352  West  87th  street  (Block  1248,  Lot  1),  Borough  of 
Manhattan,  B.N.  825-46. 


712-46-A— F.D.— 606-608  5th  avenue  and  2-6  West  49th 
street,  southwest  corner  (basement,  1st  and  2nd  floors)  ; 
(Block  1264,  Lots  39,  40  and  43),  Borough  of  Manhattan, 
47266-LC. 


713-46-A— H.B.B. — 2865-2867  West  15th  street  (2865  dis¬ 
played),  east  side,  185  ft.  north  of  Mermaid  avenue  (Block 
7023,  Lot  52) ,  Borough  of  Brooklyn,  Alt.  1233-46. 


714-46-BZ— H.B.B.— 701-709  Chester  street,  east  side,  100  ft. 
south  of  Linden  boulevard  (Block  3643,  Lot  23),  Borough  of 
Brooklyn,  N.B.  1431-46. 


7 15-46- A — H.B.Q. — 114-25  Queens  boulevard,  east  side,  201 
ft.  north  of  77th  avenue  (1st  floor)  ;  (Block  2266,  Lots  81 
and  82),  Forest  Hills,  Borough  of  Queens,  N.B.  1292-46. 


716-46-BZ— H.B.B.— 286  Smith  street,  west  side,  40  ft.  south 
of  Sackett  street  (Block  428,  Lot  34),  Borough  of  Brooklyn, 
Alt.  3838-46. 


717-46-BZ— H.B.Q.— 104-01  to  104-09  Atlantic  avenue  and 
93-11  to  93-15  104th  street,  northeast  corner  (Block  9313, 
Lot  60),  Flushing,  Borough  of  Queens,  N.B.  5856-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 

It. IS. IS Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 

Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  •  of 
Housing  and  Buildings,  Bronx;  II. D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  :md  A. — Dept,  of  Marine  and  Aviation. 


RULES 

East  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs.  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . . Sept. 

Fire  Alarm  Rules  (Interior) . Tune 

Fire  Drill  Rules . .....June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . .  . .  . . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  .Jan. 

Fusion  Welding  and  Gas  Cutting 

Jlules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. . .  Apr. 

Oil  Burner  Rules . ....Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  ana  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Aug. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 


Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Sept. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28.  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946 — Vol.  31.  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946 — Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 
1.3,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  IS 
17,  1946 — Vol.  30,  No.  38 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8,  1946— VoJ.  31,  No.  41 

7,  1937— Vol.  22,  No.  36 

6,  1946— Vol.  31,  No.  32 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 

7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 
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CALENDAR 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


OCTOBER  8,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  8,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

677-46-BZ — Application  of  Leonard  Schultze  and  Asso¬ 
ciates,  applicants  on  behalf  of  Savings  Bank  Trust  Company, 
owner,  filed  September  17,  1946,  under  Section  21-C  for 
variation  of  the  area  requirements  of  the  zoning  resolution 
as  to  size  of  yards  and  lot  coverage;  premises  in  D,  E  and 
F  area  and  residence  and  business  use  districts :  Blocks 
bounded  by  Grand  Central  parkway,  Main  street,  Union 
turnpike,  and  Parsons  boulevard  (Block  6673,  Lots  3,  50, 
and  100,  Block  6674,  Lot  3,  Block  6692,  Lot  3,  Block  6693, 
Lot  3,  Block  6694,  Lot  101,  Block  6819,  Lot  2  and  Block 
6820,  Lot  3),  Flushing,  Borough  of  Queens. 

540-46-BZ — Application,  July  5,  1946,  under  section  21  of 
the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants,  on 
behalf  of  756  Utica  Avenue  Corp.  and  Estate  of  Julia  Ryan, 
owners,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building,  to  be  used  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  750-780  Utica  ave¬ 
nue,  west  side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 

354-23-BZ — -Application  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  103  Empire  Boulevard  Corp.,  owner, 
reopened  May  14,  1946,  under  sect:on  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  change  of  use 
from  public  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board)  to  include  showroom, 
servicing  and  repair  of  motor  vehicles;  premises  103-111  Em¬ 
pire  boulevard,  north  side,  238  ft.  2)4  in.  east  of  Bedford 
avenue  (Block  1306.  Lot  37),  Borough  of  Brooklyn. 

325-46-BZ— Application,  April  23,  1946,  under  section  21 
of  the"zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted ;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

633-46-BZ — Application,  September  5,  1946,  under  sec- 
lions  7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosen- 
hlurn,  applicant,'  on  behalf  of  Meyer  Fortgang,  owner 
(Henry  Jacobson,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  3502  Church  avenue,  and  179  East  35th  street, 
southeast  corner  (Block  4889,  Lot  1),  Borough  of  Brooklyn. 

382-46-BZ — Application,  May  24,  1946,  under  section  7e 
of  the  zoning  resolution,  of  William  J.  Burke,  applicant,  on 
behalf  of  Adam  and  Charles  Klein,  owners,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  an 
automobile  repair  shop:  premises  74-02  to  74-16  Queens 
boulevard,  south  side.  179.31  ft.  west  of  Kneeland  place 
'Mid  South  Railroad  avenue  (Block  2448,  Lot  213),  Elmhurst, 
Borough  of  Queens. 

606-46-BZ — Application,  August  26,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  DeShaw,  applicant,  on  behalf  of  Michael 
Maniere,  owner  (V.  Vitulli  and  Alex  Silawskv,  lessees),  to 
nermit  in  a  business  use  district,  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  42-10  14th  avenue,  west 
sale,  60  ft.  2)4  in.  south  of  42nd  street  (Block  5599,  Lot  40), 
Borough  of  Brooklyn. 


613-46-BZ— Application,  August  26,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley 
of  Shirley  and  DcShaw,  applicant,  on  behalf  of  Christine 
M.  Drewes,  owner  (Julius  Flegenheimer,  lessee),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  91-14  Corona  avenue,  south  side, 
36.16  ft.  east  of  91st  place  (Block  1848,  Lot  3),  Elmhurst, 
Borough  of  Queens. 

208-37-BZ — Application  of  William  A.  Wessner,  ap¬ 
plicant,  on  behalf  of  the  Edbro  Realty  Co.,  Inc.,  owner,  re¬ 
opened  September  17,  1946,  for  consideration  as  to  extension 
of  variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  for  a  temporary  term  of  years,  pernrtting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  22-65  31st  street,  east  side,  182.6  ft. 
north  of  23rd  avenue  (Block  833,  Lot  12),  Astoria,  Borough 
of  Queens. 

523- 46-BZ — Application,  June  18,  1946,  under  sections 
7g  and  21  of  the  zoning  resolution,  of  Robert  Williamson, 
applicant,  on  behalf  of  Flostrand  Realties,  Inc.,  owner,  to 
permit  in  a  residence  and  business  use,  C  and  D  area  dis¬ 
tricts,  the  erection  and  maintenance  of  a  building  to  be  used 

.as  a  storage  garage  for  more  than  five  (5)  motor  vehicles, 
using  more  than  the  area  permitted ;  premises  3155  West¬ 
chester  avenue,  west  side,  265.6  ft.  south  of  Wilk:nson  ave¬ 
nue  (Block  4235,  Lot  45),  Borough  of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

524- 46-A — 3155  Westchester  avenue,  west  side,  265.6  ft. 
south  of  Wilkinson  avenue  (Block  4235,  Lot  45),  Borough 
of  The  Bronx. 

369-46-A — 417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  avenue)  ;  (4th  floor)  ;  (Block- 
227,  Lot  63),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  8,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoo'ii,  October  8,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

519-46-A — 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
T.aw  re  hed  of  mapped  street — 122nd  avenue). 

601-46-A — West  side  of  Columbia  street,  2140  ft.  south 
of  Halleck  street,  Pier  A,  Ft.  of  Richards  street  (Block 
613,  Lot  1),  Beard’s  Erie  Basin,  Borough  of  Brooklyn. 

594-46-A — 29-58  214th  street,  west  side,  535.85  ft.  north 
of  33rd  avenue  (Block  6054,  Lot  65),  Bayside,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 32nd  avenue). 

672-46-A — 90  and  92  Amity  street,  south  side,  202  ft.  and 
177  ft.  west  of  Henry  street  (Block  295,  Lots  15  and  16), 
Borough  of  Brooklyn. 

649-46- A — 408-414  West  52nd  street,  south  side,  100  ft.  west 
of  9th  avenue  (Block  1061,  Lot  37),  Borough  of  Manhattan. 

658-46-A — 198  Broadway,  east  side,  111  ft.  south  of  Fulton 
street  (Block  79,  Lot  18),  Borough  of  Manhattan. 

670-46-A — 161  East  63rd  street,  north  side,  160  ft.  west  of 
3rd  avenue  (Block  1398,  Lot  29)4),  Borough  of  Manhattan. 

681-46-A — 90-75  179th  street,  east  side,  108  ft.  north  of 
Jamaica  avenue  (cellar)  ;  (Block  9895,  Lot  12),  Jamaica, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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OCTOBER  15,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
Tuesday  morning,  October  15,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

435-41-BZ— Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Dolorita  Wallace,  owner,  reopened  May  14, 
1946,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station;  premises  737  East  149th 
street,  and  549  Concord  avenue,  northwest  corner  (Block 
2641,  Lots  18,  19  and  20),  Borough  of  The  Bronx. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 

656-46-BZ— Application,  September  5,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Carl  Tradelius,  owner,  to  permit  in  a 
business  use  district,  more  area  than  permitted  for  manufac¬ 
turing;  premises  124-126  East  124th  street,  south  side,  90  ft. 
west  of  Lexington  avenue  (Block  1772,  Lot  60),  Borough  of 
Manhattan. 

634-46-BZ — Application,  September  5,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Bessie  Ducorsky,  owner  (Alfred  Silverman, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  578  Grand 
street,  south  side,  20  ft.  east  of  Lorimer  street  (Block  2786, 
Lot  7),  Borough  of  Brooklyn. 

534-46-BZ — Application,  July  12,  1946,  under  section  7f  of 
the  zoning  resolution,  of  M.  Martin  Elkind,  applicant,  on 
behalf  of  Victory  Homes,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  repairs  and  lubrication  for  a  term  of  years; 
premises  47-05  Astoria  boulevard  North,  and  22-71  47th 
street,  northeast  corner  (Block  759,  part  of  Lot  1),  Astoria, 
Borough  of  Queens. 

615-46-BZ — Application,  August  27,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Jenne  Light, 
owner  (David  Schulman,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  834  New  Lots  avenue,  southeast  corner  of  Essex 
street  (Block  4316,  Lot  1),  Borough  of  Brooklyn. 

625-46-BZ — Application,  September  3,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Sam  Wohl, 
owner  (Julius  Gordon,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  359  (361  displayed)  New  Lots  avenue,  north  side, 
102  ft.  1%  in.  west  of  Pennsylvania  avenue  (Block  3839,  Lot 
51),  Borough  of  Brooklyn. 

375-40-BZ — Application  of  Lauritz  Lauritzen,  applicant,  on 
behalf  of  Walter  A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  reopened  July  9,  1946,  under  sections  7a,  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  relocation  of  building  of  gasoline  service  station  (previ¬ 
ously  granted  by  the  Board)  ;  premises  144-12  Springfield 
boulevard,  northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  street,  southwest  corner  of  Springfield  boule¬ 
vard  (Block  3816,  Lots  76  and  part  of  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 


May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

668-46-BZ — Application,  September  12,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Heppe  Hudson  Corp.,  Inc.,  owner,  to  permit  in  a 
residence  and  business  use  district,  the  change  in  use  of  an 
existing  building  from  school  to  manufacturing;  premises 
94-19  to  94-29  82nd  street,  82-01  to  82-15  Rockaway  boule¬ 
vard,  northeast  corner,  82-13  to  82-19  95th  avenue  and  94-20 
to  94-40  83rd  street  (Block  9011,  Lot  14),  Woodhaven,  Bor¬ 
ough  of  Queens. 

Materials  for  Approval. 

334-45-SM — Union  Metal  Monotube  Piling — 7,  9  and  11 
gauges. 

666-45-SM — Wheeling  Corrugated  Areaway  Walls. 
14-46-SM — Bostwick  Metal  Lath  and  Accessories. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  22,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

383-46-BZ — Application,  May  24,  19-16,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

261-46-BZ — Application,  April  12,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Glencoe  Realty  Corp.,  owner,  to  permit  in  a 
retail  use,  D  area  district,  the  erection  of  a  building,  using 
more  than  the  area  permitted ;  premises  94-05  63rd  drive, 
west  side,  50  ft.  north  of  Booth  street  (Block  3081,  Lots  127, 
128  and  129),  Forest  Hills,  Borough  of  Queens. 

110-43-BZ — Application  of  Milton  B.  Weissman,  appli¬ 
cant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
4,  1946,  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  by  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  bowling  alleys  on 
second  floor;  premises  6214-6224  4th  avenue,  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

348-46-BZ — Application,  May  7,  1946,  under  section  21  of  the 
zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Seniority  Realty  Corp.,  owner,  to  permit  in  a 
business  use  district,  the  area  devoted  to  manufacturing  in 
excess  of  that  permitted;  premises  255-261  18th  street,  north 
side,  150  ft.  east  of  5th  avenue  (Block  873,  Lot  69),  Borough 
of  Brooklyn. 

465-46-BZ — Application,  June  17,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Louis  Lieberman,  applicant,  on 
behalf  of  Sam  Feldman,  owner,  to  permit  in  a  business  use, 
C  area  district,  the  erection  of  a  building  using  more  than  the 
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permitted  area,  to  be  used  as  a  dry  cleaning  plant;  premises 
5257-5265  Kings  Highway,  and  5302-5312  Preston  court, 
southeast  corner  (Block  7949,  Lot  10),  Borough  of  Brooklyn. 

618-46-BZ — Application,  August  29,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Loretto  C.  O’Brien,  owner  (Eugene 
V.  O’Brien,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
3178  Bainbridge  avenue,  southeast  corner  of  East  207th 
street  (Block  3342,  Lot  8),  Borough  of  The  Bronx. 

642-46-BZ — -Application,  September  10,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Lapidus  Realty  Corp.,  owner  (Went¬ 
worth  Morris,  lessee),  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
2075  8th  avenue,  west  side,  50  ft.  7  in.  north  of  West  1 12th 
street  (Block  1847,  Lot  21),  Borough  of  Manhattan. 

669-46-BZ— Application,  September  16,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Constantinople  Palace  Realty  Corp., 
owner  (Rapid  Wash  Inc.,  lessee),  to  permit  in  a  business 
use  district,  a  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  2479  8th  avenue,  west  side,  25  ft.  south  of 
West  133rd  street  (Block  1958,  Lot  32),  Borough  of  Man¬ 
hattan. 

684-46-BZ — Application,  September  18,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Anthony  DeAngelo,  owner  (William 
B.  Kerzner  and  Martin  L.  Wisoff,  lessees),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  227  5th  avenue,  east  side,  20  ft. 
north  of  President  street  (Block  959,  Lot  10),  Borough  of 
Brooklyn. 

501-46-BZ— Application,  July  21,  1946,  under  sections  7a  and 
21  of  the  zoning  resolution,  of  Procter  and  Harding,  appli¬ 
cants,  on  behalf  of  Midtown  Hospital,  owner,  to  permit  in 
a  business  use,  B  area  district,  the  construction  of  a  labora¬ 
tory  and  auxiliary  rooms  on  the  roof  of  the  present  building 
with  less  than  the  required  rear  yard;  premises  309  East 
49th  street,  north  side,  125  ft.  east  of  2nd  avenue  (Block 
1342,  Lot  6),  Borough  of  Manhattan. 

513-46-BZ — -Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on  be¬ 
half  of  Jack  Seidler,  owner,  to  permit  in  a  residence  use 
district,  the  change  in  use  from  fire  house  to  repairing  and 
storage  for  vending  machines ;  premises  166  Clymer  street, 
south  side,  200  ft.  east  of  Bedford  avenue  (Block  2173, 
Lot  17),  Borough  of  Brooklyn. 


572-46-BZ — Application,  July  16,  1946,  under  section  21  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 

Eon  behalf  of  Paramount  Macaroni  Co.,  owner,  to  permit 
in  an  unrestricted  use,  C  area,  class-1  height  district,  the 
extension  of  present  building  exceeding  the  height  and  area 

I  permitted,  and  without  the  required  rear  yard ;  premises 
349-355  Suydam  street,  north  side,  225  ft.  east  of  Irving 
avenue  (Block  3210,  Lot  51),  Borough  of  Brooklyn. 

683-46-BZ — Application,  September  18,  1946,  Under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Vincent  Terranova,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  155  Chrystie  street,  west  side,  50  ft. 
6  in.  north  of  Delancey  street  (Block  425,  Lot  37),  Borough 
of  Manhattan. 


Appeals  from  Administrative  Decisions. 

502-46-A — 309  East  49th  street,  north  side,  125  ft.  east  of  2nd 
avenue  (7th  floor)  ;  (Block  1342,  Lot  6),  Borough  of  Man¬ 
hattan. 

5 14-46- A — 166  Clymer  street,  south  side,  200  ft.  east  of  Bed¬ 
ford  avenue  (Block  2173,  Lot  17),  Borough  of  Brooklyn. 


573-46-A — 349-355  Suydam  street,  north  side,  225  ft.  east  of 
Irving  avenue  (4th  floor)  ;  (Block  3210,  Lot  51),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  22.  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

Appeal  from  Administrative  Decision. 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
soutli  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street) . 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  pub’ic  hearing 
Tuesday  morning,  October  29,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Eranzone,  owner,  lo  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149lb  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

206-27-BZ — Application  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 
9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


1109 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  1,  1946. 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  September  24,  1946,  were 
approved  as  printed  in  Bulletin  No.  40,  Volume  31. 


ZONING  APPLICATIONS 

206-27-BZ 

APPLICANT — Kitzler  and  Nurick,  for  S.  S.  Lerow,  Inc., 
owner. 

SUBJECT — Application  reopened  July  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing 
gasoline  service  station  (previously  granted  by  the 
Board) . 

PREMISES  AFFECTED— 597-607  New  York  avenue 
(601-607  displayed),  and  397-40b  Rutland  road  (403 
displayed),  northeast  corner  (Block  4802,  Lot  55), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Nurick. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1946  at 
10  A.  M.  for  inspection  by  a  Committee  of  the 
Board  and  decision  without  further  argument. 


110-43-BZ 

APPLICANT — Milton  B.  Weissman,  for  Tolind  Corpora¬ 
tion,  owner. 

SUBJECT — Application  reopened  June  4,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7b,  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor 
pharmaceutical  and  biological  laboratories  on  second 
floor  (previously  granted  by  the  Board),  to  pharma¬ 
ceutical  and  biological  laboratories  and  store  on  1st 
floor  and  bowling  alleys  on  second  floor. 

PREMISES  AFFECTED— 6214-6224  4th  avenue,  and  365- 
379  63rd  street,  northwest  corner  (Block  5799,  Lot 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  Shlefstein,  George  R.  Tollefsen, 
Russell  H.  Ross  and  Harold  Fenninan. 

For  Opposition:  Maria  Di  Franceschi  and  John 
Pyszkouski. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1946  at 
10  A.  M.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument.  The  appli¬ 
cant  desires  to  amend  his  application  so  that  it  shall 
incorporate  a  specific  statement  on  the  part  of  the 
applicant  that  no  beer,  wines  or  hard, liquors  will  be 
sold  on  the  premises  or  in  any  part  of  the  building. 


erection  of  a  one  story  extension  to  present  dry 
cleaning  building  (previously  granted  by  the  Board) 
to  be  used  as  dry  cleaning  and  finishing  department. 
PREMISES  AFFECTED — 42-62  Greenleaf  avenue  and  141  - 
157  Marion  street,  northwest  corner  (Block  236,  Lots 
66,  69  and  73),  Stapleton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  placed  on  reserve  cal¬ 
endar,  for  applicant  to  file  l'evised  plans,  as  per  the 
Board’s  suggestions,  also  new  statement  and  new 
decision  of  the  Borough  Superintendent. 


261-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Glencoe  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  D  area  district,  the  erection 
of  a  building,  using  more  than  the  area  permitted. 
PREMISES  AFFECTED — 94-05  63rd  drive,  west  side,  50 
ft.  north  of  Booth  street  (Block  3081,  Lots  127,  128 
and  129),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Robert  Hill. 
For  Opposition :  Olivia  M.  Morrisey  and  Rose 
Osterer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1946  at 
10  A.  M.  for  inspection  by  a  Committee  of  the  Board 
and  decision  without  further  argument. 


630-46-BZ 

APPLICANT — Henry  C.  Hahn,  for  The  Y.W.C.A.  of  the 
City  of  New  York,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
proposed  use  of  a  building  for  offices  for  a  Y.W.C.A. 
club. 

PREMISES  AFFECTED— 113  East  37th  street,  north  side, 
189  ft.  east  of  Park  avenue  (Block  893,  Lot  11), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  C.  Hahn,  Fanny  Townsend, 
Morgan  Webster,  Sarah  Jacob,  Marie  C.  Cole, 
N.  P.  Gatling,  Jr.,  Matthew  N.  Ely  and  Arval 
E.  Cay. 

For  Opposition :  J.  P.  Fox,  N.  Taylor  Phillips,  G. 

Vitagliano  and  H.  Zunino,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  placed  on  reserve  cal¬ 
endar  pending  the  request  for  restoration  of  Cal. 
517-46-A.  When  restored  to  calendar,  applicant  to 
notify  all  objectors  at  hearing  of  October  1,  1946. 


246-44-BZ 

APPLICANT— Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.,  and  Margreen  Realty  Company,  Inc., 
owners  (Stapleton  Service  Laundry,  Inc.,  lessee). 

SUBJECT— Application  reopened  April  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  and  manufacturing  use  district,  the 


677-46-BZ 

APPLICANT — Leonard  Schultze  and  Associates,  for  Sav¬ 
ings  Bank  Trust  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21-C  for  variation  of  the 
area  requirements  of  the  zoning  resolution  as  to  size 
of  yards  and  lot  coverage ;  premises  in  D,  E  and  F 
area  and  residence  and  business  use  districts. 
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PREMISES  AFFECTED — Blocks  bounded  by  Grand  Cen¬ 
tral  parkway,  Main  street,  Union  turnpike  and  Par¬ 
sons  boulevard  (Block  6673,  Lots  3,  50  and  100; 
Block  6674,  Lot  3 ;  Block  6692,  Lot  3 ;  Block  6693, 
Lot  3;  Block  6694,  Lot  101  ;  Block  6819,  Lot  2  and 
Block  6820,  Lot  3),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant  :  6'.  A.  Rippberger,  Eugene  Meroni 
and  Jeremiah  M.  Evarts. 

For  Opposition:  Edward  Haas,  Charles  Abrams, 
Peter  L.  Iverson,  Louis  F.  Pla,  J.  A.  Roosh, 
J.  Shea,  G.  Ederle  and  A.  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Hearing  closed  and  laid  over  to 
October  8,  1946  at  10  A.  M.  for  decision  by  Board, 
in  view  of  the  requirements  of  Section  21 -C. 


631-46-BZ 

APPLICANT— Ludwig  P.  Bono,  for  Silva  Realty  Corp., 
owner  (Bert  S.  Good,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 328  East  8th  street,  south  side, 
200.3  ft.  west  of  Avenue  C  (Block  390,  Lot  22), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  THE  BOARD — Application  withdrawn  at  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


285-36-BZ 

APPLICANT— Henry  C.  Brucker,  for  Otto  Gebhardt, 
owner  (Revonah  Laundry,  Inc.,  lessee). 

SUBJECT — Application  reopened  September  10,  1946,  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  superintendent),  pre¬ 
viously  granted  on  condition,  under  sections  7f  and 
7i  of  the  zoning  resolution,  for  a  term  of  five  years, 
permitting  in  a  business  use  district,  the  storage  of 
more  than  five  (5)  motor  vehicles  (previously 
granted  on  condition) — re  change  of  occupancy  of 
an  existing  building  to  a  garage  for  more  than  five 
(5)  motor  vehicles,  motor  vehicle  repair  shop  and, 
also,  gasoline  service  station. 

PREMISES  AFFECTED— 72-27  Cypress  Hills  street, 
northeast  side,  199.41  ft.  south  of  Myrtle  avenue 
(Block  3600,  Lot  125),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  J.  Goepp. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Guinee .  3 


Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (285-36-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district,  under  section  21  of  the  building  zone  resolution,  the 
change  of  occupancy  of  an  existing  building  to  a  garage 


for  more  than  five  (5)  motor  vehicles,  motor  vehicle  repair 
shop  and  gasoline  service  station,  premises  72-27  Cypress 
Hills  street,  northeast  side,  199  ft.  south  of  Myrtle  avenue 
(Block  No.  3600,  Lot  No.  125),  Glendale,  Borough  of 
Queens,  was  granted  by  the  Board,  January  19,  1937,  on 
certain  conditions ;  and 

Whereas,  the  resolution  was  amended  by  vote  of  the 
Board  December  3,  1940,  to  permit  under  sections  7f  and  7i 
of  the  building  zone  resolution  the  use  of  the  building  as  a 
storage  garage  for  not  more  than  fifteen  (15)  motor  vehicles, 
for  a  term  of  five  (5)  years;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  .on  January  21,  1941 ;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance,  which  had  expired  by  time  limitation; 
and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  10,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  September  24,  1946  at  10  A.  M.;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  24,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals  and 
laid  over  to  October  1,  1946;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  26,  1946,  re  Misc.  Applic.  10787-46,  Reads : 
“1.  Use  of  premises  for  storage  and  repair  of  more 
than  five  cars  is  contrary  to  §4-15  of  the  zoning  resolu¬ 
tion.  Approval  issued  by  the  Board  of  Standards  and 
Appeals  285-36-BZ  has  expired.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  3,  1940,  as 
amended  by  resolutions  adopted  through  January  21,  1941, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“*  *  *  granted  under  sections  7f  and  7i  for  a  term 
of  five  years  from  the  date  of  this  amended  resolution 
to  permit  the  building  to  be  occupied  as  a  storage  garage 
for  not  more  than  fifteen  (15)  motor  vehicles  and  as  an 
automobile  repair  shop  in  connection  therewith,  on  con¬ 
dition  *  *  *  and  that  other  than  as  amended  herein, 
the  resolution  adopted  by  the  Board  December  3,  1940, 
shall  be  complied  with  in  all  respects;  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


576-46-BZ 

APPLICANT — Arthur  Jovis,  for  Duberry  Realty  Corp., 
owner  (Steve  Leppielo,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 183-185  Mulberry  street,  west 
side,  35  ft.  south  of  Kenmare  street  (Block  481,  part 
of  Lot  33),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Arthur  Jovis. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION1  OF  BOARD- — Apphcation  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (576-46-BZ) 


Whereas,  Arthur  Jovis  for  Duberry  Realty  Corp.,  owner 
(Steve  Leppielo,  lessee)  filed  July  31,  1946  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district  a  wet  wash  laundry  for  a  term  of  five 
(5)  years,  affecting  premises  183-185  Mulberry  street,  west 
side,  35  ft.  south  of  Kenmare  street  (Block  481,  part  of  Lot 
33),  Borough  of  Manhattan;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  1,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Mulberry  street  is  in  a  business  use  B 
area  and  class  2  height  district ;  Kenmare  street  is  in  business 
and  unrestricted  use  B  area  and  class  2  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  17,  1946  on  Alt.  Applic.  1492-46  reads: 

“Al.  Proposed  laundry  is  in  violation  of  Article  2, 
section  4(a)  subdivision  51  of  the  Zoning  Resolution 
and  is  therefore  acceptable.  Note.  This  building  is  in 
a  business  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  81  ft.  3)4  i°-  frontage  by  74  ft.  9  in.  in  depth,  on 
which  is  located  a  building  81  ft.  3)4  in-  front  by  60  ft.  in 
depth,  six  stories,  60  ft.  in  height,  of  class  3  construction ; 
that  it  is  proposed  to  install  sixteen  (16)  automatic  self- 
service  washing  machines  (approved  under  Cal.  136-46-A) 
in  the  southerly  store  (No.  183),  and 

Whereas,  the  applicant  contends  that  the  Department  of 
Housing  and  Buildings  holds  that  the  proposed  installation 
of  sixteen  automatic  washing  machines  in  this  store  in  a 
business  district  is  in  violation  of  Art.  2,  section  4a,  subd.  51 
of  the  zoning  resolution  and  a  variance  is  requested  on  the 
following  grounds :  that  the  type  of  business  in  relation  to 
the  neighborhood  woud  be  a  boon  to  the  housewives  and 
families  in  the  vicinity;  that  this  particular  business  would 
raise  rather  than  lower  the  standards  in  the  vicinity  and  it 
is  therefore  requested  that  the  Board  consider  these  facts 
and  grant  a  variance  for  a  term  of  five  years ;  that  this 
installation  is  similar  to  others  throughout  the  city;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed  with  a  total  of  sixteen  (16)  Bendix  self-service 
washing  machines,  as  approved  by  the  Board  under  Cal. 
136-46-SA,  on  condition  that  no  other  business  shall  be  main¬ 
tained  within  the  premises  and  no  laundry  work  shall  be 
done  other  than  in  the  sixteen  machines  as  proposed;  that 
no  additional  machines  shall  be  installed ;  that  the  aisle 
space  and  seatings  as  shown  on  plans  filed  with  this  applica¬ 
tion,  marked  “Received  March  31,  1946”  (4  sheets)  shall  be 
maintained;  that  such  portable  fire-fighting  appliances  shall 
be  installed  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects  the  premises  involved  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto; 
and  that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  three  months  from  the  date  of  this  resolu¬ 
tion.  _ 

592-46-BZ 

APPLICANT — Norman  Lederer  and  Leonard  Joseph,  for 
Woodcrest  Construction  Co.,  owner. 

SUBJECT — Application  (decis:on  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  of  a  public  garage  for  the  storage  of  more 
than  five  (5)  trucks  and  automobiles. 

PREMISES  AEFECTED — 40-34  Crescent  street,  west  side, 
100  ft.  north  of  41st  avenue  (Block  407,  Lot  37), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant  :  Norman  Lederer. 

For  Opposition :  J.  M.  Zinaman,  Mary  Moran,  J.  F. 

Dempel,  H.  Weisberg  and  H.  C.  Dragos. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (592-46-BZ) 


Whereas,  Norman  Lederer  and  Leonard  Joseph  for 
Woodcrest  Construction  Company,  owner,  filed  August  15, 
1946,  an  application  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  erection 
of  a  public  garage  for  storage  of  more  than  five  (5)  trucks 
and  automobiles ;  premises :  4034  Crescent  street,  west  side, 
100  feet  north  of  41st  avenue  (Block  407,  Lot  37),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  1,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Crescent  street  is  in  a  business  use,  B 
area  and  Class  1)4  height  district;  41st  avenue  is  in  an 
unrestricted  use,  B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  21,  1946,  re  N.B.  Applic.  7289-46,  reads : 

“1.  The  erection  of  a  public  garage  for  more  than 
five  (5)  trucks  and  auto  storage  in  a  business  district 
is  contrary  to  sec.  4  Zone  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  100  ft.  frontage  by  100  feet  3)4  in.  in  depth,  on  which 
is  located  a  one-story  automobile  repair  shop  and  a  vacant 
one-story  frame  dwelling,  which  are  to  be  demolished ;  that 
it  is  proposed  to  erect  a  building  100  ft.  front  by  100  feet, 
3)4  in.  in  depth,  one  story  29  ft.  in  height,  of  Class  3  con¬ 
struction  for  the  storage  of  trucks  and  automobiles ;  and 

Whereas,  the  applicant  contends  that  the  plot  is  situated 
in  a  B  area,  business  use  district ;  that  the  southerly  line 
adjoins  an  unrestricted  use  district;  that  the  cellar  is  to 
have  concrete  walls  and  floors ;  that  the  first  floor  is  to  be 
constructed  of  steel  beams  and  reinforced  concrete  slabs, 
the  roof  to  be  of  steel  trusses  and  precast  concrete  plank ; 
that  the  building  will  be  modern  and  a  great  improvement 
over  those  now  on  the  plot ;  that  the  properly  is  within  one 
and  one-half  blocks  of  the  Queensboro  Bridge  and  the 
traffic  to  the  bridge  flows  down  Crescent  street,  where  site 
is  located;  and 

Whereas,  the  applicant  amended  the  basis  of  his  applica¬ 
tion  to  read  “Section  7f”  instead  of  sections  7c  and  21  of 
the  zoning  resolution ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  f  of  the  Zoning  Reso¬ 
lution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied.  _ 

614-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Dasol  Realty  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  local  retail  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 105  Amsterdam  avenue,  east 
side,  50  ft.  5  in.  north  of  West  64th  street  (Block 
1136,  Lot  3),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Fred  S. 
Haas. 

For  Opposition:  W.  L.  Joseph  (New  York  City 
Housing  Authority). 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  . 0 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (614-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Dasol  Realty  Corp., 
owner  (Fred  S.  Haas,  Frank  N.  Adelberg,  and  Greta  M. 
Buchwald,  lessees)  filed  August  27,  1946  an  application  under 
sections  7e  and  21  of  the  zoning  resolution,  to  permit  in 
a  local  retail  use  district  a  wet  wash  laundry  for  a  term  of 
five  (5)  years,  affecting  premises  105  Amsterdam  avenue, 
east  side,  50  ft.  5  in.  north  of  West  64th  street  (Block  1136, 
Lot  3),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  October  1,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Amsterdam  avenue  is  in  a  local  retail 
use  B  area  and  class  1^4  height  district;  West  64th  street  is 
in  residence  and  local  retail  use  B  area  and  class  1J4  height 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  15,  1946  on  Alt.  Applic.  1715-46  reads: 

“A-l.  The  proposed  alteration  to  install  laundry 
washing  machines  in  store  in  present  5  story  and  cellar 
non-fireproof  class  A  M.  D.  is  contrary  to  Art.  2, 
Sec.  4a,  sub.  51  of  the  Zoning  rules  and  regulations.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  84  ft.  in  depth,  5  stories, 
55  ft.  in  height,  of  class  3  construction;  that  it  is  proposed 
to  install  20  standard  household  approved  automatic  wash¬ 
ing  machines  to  be  operated  by  the  individual  customers;  and 
Whereas,  the  applicant  contends  that  the  machines  are  a 
self-service  installation;  that  the  premises  are  conducted  in 
the  nature  of  a  retail  store ;  that  the  proposed  installation 
is  in  a  neighborhood  which  has  very  little  facilities  for 
household  convenience  and  it  will  be  a  great  boon  to  the  resi¬ 
dents  of  the  section;  that  the  block  is  filled  with  stores  and 
factories  and  the  proposed  installation  will  not  be  detrimental 
to  the  character  of  the  neighborhood ;  that  in  view  of  the 
great  need  in  this  neighborhood  for  this  type  of  installation, 
it  is  requested  that  a  variation  be  granted  to  permit  the  in¬ 
stallation  for  a  period  of  five  years;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  hereby 
wake  a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  zoning  resolution  and  that  the  application  be  and 
:t  hereby  is  granted  under  section  7e,  for  a  term  of  five  (5) 
years  to  permit  the  use  as  proposed;  that  not  more  than  20 
individual  washing  machines  shall  be  installed;  that  such 
machines  shall  be  as  proposed  and  approved  by  the  Board 
under  Cal.  136-46-SA;  that  during  the  term  of  this  variance 
the  premises  shall  be  used  for  no  other  business  and  no  other 
laundry  work  shall  be  done  within  the  premises  involved 
other  than  in  the  approved  machines;  that  not  less  than  10 
seatings  shall  be  installed  and  maintained  within  the  wait¬ 
ing  space;  that  in  all  other  respects  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  such  portable  fire  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


624-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Silva  Realty  Corp, 
owner  (Bert  S.  Good,  lessee). 


SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 112  Suffolk  street,  east  side,  150 
ft.  south  of  Rivington  street  (Block  348,  Lot  8), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ludwig  Bono  and  Bert  S.  Good. 
For  Opposition :  R.  Kramer,  D.  Rosenblum,  A. 
Holzman,  S.  Bach,  S.  Fravman,  H.  Holtzman 
and  B.  Kaplan. 

For  Administration :  Fred  Dahlem,  JDep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (624-46-BZ) 


Whereas,  Ludwig  P.  Bono,  for  Silva  Realty  Corp.,  owner; 
Bert  S.  Good,  lessee,  filed  September  3,  1946,  an  application 
under  sections  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  a  wet  wash  laundry  for  a  term  of 
five  (5)  years;  premises:  112  Suffolk  street,  east  side,  150 
ft.  south  of  Rivington  street  (Block  348,  Lot  8),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  1,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Suffolk  street  is  in  a  business  use,  B  area 
and  Class  lp2  height  district;  Rivington  street  is  in  a  busi¬ 
ness  use,  B  area  aftd  Class  lp2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  3,  1946,  re  Alt.  Applic.  1849-46,  reads  : 

“1.  Proposed  laundry  is  in  violation  of  Art.  2,  Sect. 
4a,  subdivision  51  of  Zoning  Resolution  and  is  therefore 
not  acceptable. 

Note  :  This  is  a  business  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  budding  25  ft.  front  by  89  ft.  in  depth,  5  stories,  60  ft.  in 
height,  of  Class  3  construction;  that  it  is  proposed  to  install 
twenty-two  self-service  automatic  washing  machines  (ap¬ 
proved  by  Board  under  Cal.  136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  this  is  a  retail  laun¬ 
dry  with  self-service  installation;  that  the  installation  is  of 
same  type  as  in  private  home;  that  there  will  be  no  odors, 
noise,  inllammable  or  volatile  liquids  used  and  proposed  use 
will  be  in  line  with  the  general  run  of  retail  stores  on  the 
block  and  in  the  neighborhood ;  that  Suffolk  street  is  a  com¬ 
plete  business  district  with  stationery  and  toy  shops,  moving 
and  trucking  offices,  burial  monuments,  light  manufacturing, 
dry  cleaning  establishments,  etc.,  and  other  stores  of  similar 
nature;  that  the  proposed  installation  will  be  of  benefit  to  the 
ne:ghborhood  because  of  lack  of  adequate  laundry  facilities, 
enabling  the  housewife  to  be  relieved  of  the  burden  of  wash¬ 
ing  •  that  a  few  months  ago  the  occupant  leased  the  premises 
and  has'  since  been  paying  rent  and  has  committed  himself  to 
undertake  an  expensive  alteration  involving  improvement  of 
the  exterior,  installation  of  complete  new  concrete  floors,  new 
water,  electr;cal  and  sewer  lines  to  street  main  and  new  heat¬ 
ing  system  and  requests  the  variation  to  permit  a  launderette 
for  a  stated  term  of  at  least  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  hereby 
make  a  variation  in  the  application  of  the  use  district  regula- 
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lions  of  the  zoning  resolution  and  that  the  application  be  and 
it  hereby  is  granted  under  section  7e  for  a  term  of  five  (5) 
years  to  permit  the  premises  to  be  occupied  as  proposed, 
on  condition  that  not  more  than  22  machines  shall  be  installed  ; 
that  such  machines  shall  be  as  proposed  and  as  approved  by 
the  Board  under  Cal.  136-46-SA  ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  during  the  term  of 
this  variance  the  premises  involved  shall  be  occupied  only  as 
proposed  and  for  no  other  business  use;  that  no  other  type 
of  laundry  work  shall  be  done  on  the  premises  other  than 
in  the  machines  as  proposed ;  that  the  dumb  waiter  as  shown 
shall  be  discontinued  and  floored  over  at  floor  levels  and  the 
shaft  openings  closed  to  the  satisfaction  of  the  borough 
superintendent ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date 
thereof. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

517-46-A 

APPLICANT— Henry  C.  Hahn,  for  Y.M.C.A.  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 113  East  37th  street,  north  side, 
189  ft.  east  of  Park  avenue  (Block  893,  Lot  11), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  C.  Hahn,  Fanny  Townsend, 
Morgan  Webster,  Sarah  Jacob,  Marie  C.  Cole, 
N.  P.  Gatling,  Jr.,  Matthew  G.  Ely  and  Arvali 
E.  Clay. 

For  Opposition:  J.  P.  Fox,  N.  Taylor  Phillips,  G. 

Vitagliano  and  H.  Zumino,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice  to  restoration  after  the  Building  Dept,  has 
received  and  passed  on  complete  plans  and  the 
applicant  has  shown  what  is  proposed  to  be  done  to 
comply  with  the  requirements  of  the  Building  Code 
and  obtained  a  decision  thereon  as  to  the  proposed 
occupancy. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock.  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  0 

Absent :  Commissioner  Savage  .  1 


369-46-A 

APPLICANT — Sim  Tool  and  Die  Company,  lessee,  for  The 
Rector,  Church  Wardens  and  Vestrymen  of  Trinity 
Church  in  the  City  of  New  York,  owners. 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 117-421  Canal  street,  northwest 
corner  of  The  Avenue  of  The  Americas  (6th  ave¬ 
nue)  ;  (4th  floor)  ;  (Block  227,  Lot  63),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Catenaccio  and  J.  Lerner. 

For  Administration:  E.  A.  Meyer,  hire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  (.  ommissioner 

Blum  and  Deputy  Chief  Guinee .  1 

Negative:  .  0 

Absent :  Commissioner  Savage  .  I 

THE  RESOLUTION  (369-46-A) 

Whereas,  Sim  Tool  and  Die  Co.,  lessee,  for  The  Rector, 
Church  Wardens  and  Vestrymen,  Trinity  Church  in  the  City 
of  New  York,  owner,  filed  May  16,  1946,  an  appeal  from 


a  decision  and  an  order  of  the  fire  commissioner,  affecting 
premises  417-421  Canal  street,  northwest  corner  of  The 
Avenue  of  The  Americas  (6th  Ave.)  (4th  floor),  (Block 
227,  Lot  63),  Borough  of  Manhattan;  and 

Whereas,  Order  #43488  LC  issued  by  the  Fire  Commis¬ 
sioner  November  27,  1945,  and  repeated  in  his  decision  of 
May  9,  1946,  reads: 

“With  reference  to  your  application  dated  recently 
for  a  permit  to  store  and  use  celluloid  at  above  location, 
it  is  regretted  that  this  department  is  without  power  to 
grant  such  a  permit  for  the  reason  prohibited  by  Sec. 
C19-1 10.0-lb  and  7  and  8 

YOU  ARE  THEREFORE  ORDERED  TO  : 

1.  Remove  all  nitro-cellulose  products  from  the  above 
premises.” 

and 

Whereas,  the  applicant  states  that  the  building  is  8  stories, 
111  ft.  in  height,  66  ft.  by  132  ft.  in  area,  Class  1  construction, 
erected  in  1911  and  1914,  located  in  an  unrestricted  use,  B 
area,  Class  \J/2  and  Class  2  height  districts;  used  and 
occupied  since  1930:  Basement,  storage  and  boilerroom ;  1st 
floor,  restaurant,  26  persons  ;  2nd  floor,  offices,  56  persons ; 
3d  fl.,  offices  and  mfg.  electri-coils,  35  persons ;  4th  fl.,  office 
and  mfg.  accordions,  70  persons ;  5th  fl.,  offices  and  mfg. 
hardware,  45  persons;  6th  fl.,  offices  and  mfg.  hardware,  20 
persons;  7th  fl.,  office  and  mfg.  steel  files,  22  persons;  8th 
floor,  testing  laboratory  (metals) — 12  persons;  that  no 
change  in  use  or  occupancy  is  proposed ;  that  the  building  is 
equipped  with  a  sprinkler  system  throughout  and  a  standpipe 
system  and  interior  fire  alarm  system ;  that  fire  drills  are 
not  maintained ;  that  there  are  two  3  ft.  wide  fireproof 
stairs  from  roof  bulkhead  to  street  and  one  fire  escape  on 
the  6th  Avenue  side  extending  to  roof  by  ladder  and  street 
by  ladder ;  that  windows  and  doors  on  the  course  thereof 
are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  it  occupies  the  en¬ 
tire  4th  floor  for  more  than  60  persons  for  the  manufacture 
of  accordions;  that  the  equipment  in  the  plant  represents 
an  outlay  of  over  $150,000;  that  no  smoking  is  permitted 
on  the  premises  nor  is  there  any  accumulation  of  material 
which  may  be  self-ignited ;  that  an  industrial  mechanical 
engineer  has  been  retained  to  find  a  substitute  for  the 
celluloid  used  in  the  manufacture  of  accordions  and  in  the 
meantime  there  is  no  alternative  but  to  continue  the  use  of 
celluloid  in  the  construction  of  these  accordions  ;  that  it  is 
therefore  asked  the  Board  reconsider  the  order  of  the  Fire 
Commissioner  to  use  celluloid  even  on  a  temporary  basis ; 
and 

Whereas,  the  applicant  states  that  celluloid  is  cemented 
on  the  wooden  boxes  of  the  accordions ;  that  in  addition 
to  the  sprinkler  system  there  are  60  Red  Comet  fire  ex¬ 
tinguishers  and  three  y2  gallon  SOS  chemical  extinguishers 
in  addition  to  plenty  of  water  pails  on  the  premises ;  that 
the  celluloid  will  be  stored  in  steel,  properly  ventilated, 
cabinets ;  that  the  order  of  the  fire  commissioner  is  based 
on  the  following  storage :  Basement,  5  gals,  cutting  oil,  2 
gals,  paint ;  3rd  floor,  5  gals,  lacquer,  5  gals,  thinner,  50  gals, 
varnish,  100  lbs.  wax,  200  lbs.  pitch  compound,  1  gal. 
glyptal  cement  and  1  gal.  gasoline;  4th  floor,  100  gals, 
cutting  oil ;  7th  fl.,  5  gals,  cutting  oil ;  8th  fl.,  2  gals,  of 
acid ;  and 

Whereas,  plans  filed  with  this  appeal  indicate  that  40 
lbs.  of  celluloid  was  stored  in  a  room  at  the  northeast  cor¬ 
ner  of  the  4th  floor  of  building  in  question ;  the  construction 
of  the  room  is  not  stated ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner,  act¬ 
ing  on  Order  43488-LC,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
not  more  than  40  lbs.  of  nitro-cellulose  shall  be  stored  on 
the  premises ;  that  such  nitro-cellulose  shall  be  stored  within 
an  approved  metal  cabinet ;  located  toward  the  rear  of  the 
building  as  indicated  on  revised  plans  marked  “Received 
September  26,  1946;”  that  a  sprinkler  head  shall  be  installed 
in  such  cabinet  and  the  cabinet  shall  be  ventilated  to  the 
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outer  air ;  that  the  sprinkler  system,  standpipe  system  and 
interior  fire  alarm  system  shall  be  maintained  throughout 
the  building  in  accordance  with  the  requirements  therefor 
and  to  the  satisfaction  of  the  fire  commissioner ;  that  where 
nitro-cellulose  material  is  used  in  connection  with  manufac¬ 
turing  operations  there  shall  be  installed  and  maintained 
metal  receptacles  filled  with  water  and  equipped  with  close 
fitting  covers  to  receive  waste ;  that  the  premises  shall  be 
cleared  of  nitro-cellulose  waste  at  frequent  intervals  during 
the  day,  and  each  day  waste  shall  be  removed  from  the 
premises;  that  the  fire  doors  at  the  stairways  shall  be  self¬ 
closing  and  not  hooked  or  tied  back ;  that  in  all  other  re¬ 
spects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  such 
portable  fire  fighting  equipment  as  proposed  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner. 


Adjourned:  1:10  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  1,  1946. 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

152-44-A 

APPLICANT — Queens  Lodge,  No.  1001,  I.  B.  P.  O.  E.,  new 
owners. 

SL1BJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance  proposal  re  Appeal 
from  a  decision  of  the  borough  superintendent  (pre¬ 
viously  granted  on  condition). 

PREMISES  AFFECTED— 112-22  New  York  boulevard, 
east  side,  130  ft.  north  of  112th  road  (Block  12183, 
Lot  35),  lamaica,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant :  A.  B.  Foster  and  Julian  C.  Trotman. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negatiye :  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (152-44-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  112-22  New  York  boulevard,  west 
side,  130  ft.  north  of  112th  road  (Meyer  avenue)  ;  (Block 
12183,  Lot  35),  Jamaica,  Borough  of  Queens,  was  granted 
by  the  Board  on  May  9,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance. 

Resloved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  9,  1944  only  in  so  far 
as  it  has  reference  to  the  terms  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  ground  floor 
only  of  this  building  to  be  occupied  for  public  use  sub¬ 
stantially  as  proposed,  on  condition  *  *  *  and  that 

other  than  as  herein  amended ,  the  provisions  of  the 
resolution  of  May  9,  1944  shall  be  complied  with;  that 
a  certificate  of  occupancy  shall  be  obtained.” 


499-46-A 

APPLICANT — Henry  G.  Harrington,  for  Alexander  J. 
Kulch,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 147-73  Springfield  lane,  east 
side,  693.1  ft.  south  of  147th  avenue  (Block  4625, 
Lot  20),  Springfield  Gardens,  Borough  of  Queens 
(Under  Section  35,  General  City  Law  re  bed  of 
mapped  street-224th  street). 

APPEARANCES— 

For  Applicant :  Henry  G.  Harrington  and  Alexander 
J.  Kulch. 

For  Administration:  F'red  Dahlem,  Dep’t  of  Mous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (499-46-A) 


Whereas,  Henry  G.  Harrington,  for  Alexander  Kulch, 
owner,  filed  June  28,  1946,  an  application  pursuant  to  Sec¬ 
tion  35  of  the  General  City  Law  for  permission  to  erect  a 
building  in  the  bed  of  a  mapped  street  (224th  street)  affect¬ 
ing  premises  147-73  Springfield  Lane,  east  side,  693.1  ft. 
east  of  147th  avenue  (Block  4625,  Lot  20),  Springfield  Gar¬ 
dens,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  4,  1946,  on  N.B.  Applic.  232-46,  reads: 

“1.  The  erection  of  a  structure  in  the  bed  of  a  mapped 
street  is  contrary  to  General  City  Law,  Article  3.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story,  16  ft.  in  height,  27  ft.  by  60  ft.  in  area,  of 
Class  3  construction,  located  in  an  undetermined  use  D  area, 
Class  1  and  Class  J4  height  districts,  on  a  plot  258.4  ft.  by 
434.2  ft.  in  area,  to  be  used  as  a  garage  for  more  than  five 
trucks ;  that  the  entire  premises  are  used  for  the  storage 
of  second  hand  material  and  are  occupied  by  two  dwellings 
and  two  frame  sheds  ;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  will  be  used  for  a  garage  for  five  motor  trucks  and 
erected  adjacent  to  the  owner’s  residence  for  his  convenience; 
that  the  site  is  one  of  two  contiguous  lots  occupied  by  the 
owner  as  one  plot ;  that  an  inquiry  at  the  Highway  Depart¬ 
ment  of  the  Borough  of  Queens  developed  that  there  was 
no  immediate  possibility  of  the  City  opening  the  street  in 
question ;  that  the  street  has  not  been  legally  opened  nor 
has  the  City  initiated  any  action  towards  opening  or  is  there 
any  project  planned  that  would  make  the  opening  of  the 
street  probable ;  that  the  owner  purchased  the  plot  for  the 
express  purpose  of  using  it  for  the  conduct  of  his  business ; 
that  the  enforcements  of  the  objection  of  the  borough  super¬ 
intendent  would  be  equivalent  to  prohibiting  the  owner  from 
the  legal  use  of  his  property  and  would  be  practically  a  con¬ 
fiscation  o£  a  large  proportion  of  the  property  and  interfere 
with  the  efficient  conduct  of  his  business ;  and 

Whereas,  the  Board  is  in  a  receipt  of  a  communication 
from  the  President  of  the  Borough  of  Queens,  stating  as 
follows : 

“In  reply  to  your  communication  relative  to  224th 
Street,  I  wish  to  advise  you  that  this  street  is  indicated 
on  Section  155  of  the  Final  Map  of  the  City  of  New 
York  adopted  by  the  Board  of  Estimate  &  Apportion¬ 
ment  on  March  24th,  1938. 

There  are  no  proceedings  pending  to  acquire  title  to 
this  street  and  probably  none  will  be  instituted  until 
petitioned  for  by  the  abutting  property  owners. 

From  the  sketch  submitted  it  appears  that  the  appli¬ 
cant  has  sufficient  room  elsewhere  on  his  property  for 
the  erection  of  the  garage  but  I  have  no  objection  to  the 
granting  of  this  application  providing  the  owner  waives 
claims  for  damages  as  stipulated  by  the  Board.” 
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Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  232-46  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  under  the  powers 
vested  in  the  Board  under  section  35  of  the  General  City 
Law,  to  permit  the  erection  within  the  bed  of  a  mapped 
street  (224th  street)  of  the  proposed  garage  building  for 
use  by  the  owner’s  own  trucks  on  condition  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  in  the 
event  the  land  for  the  proposed  224th  street  is  condemned, 
no  claim  shall  be  made  other  than  for  the  fair  value  of 
the  land  itself  and  that  the  owner  will  move  the  building 
within  the  lines  of  the  proposed  street  at  his  own  expense 
and  make  no  claim  for  compensation  therefor ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  for  a  building  lo¬ 
cated  in  an  undetermined  district ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  two  years. 


599-46-A 

APPLICANT — Morris  Whinston,  for  89  Nassau  Street 
Corporation,  owner  (Nassau-Fulton  Restaurant 
Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 87  Nassau  street  and  130  Fulton 
street,  southwest  corner  (2nd  floor)  ;  Block  79,  Lot 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Morris  Whinston. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (599-46-A) 

Whereas,  Morris  Whinston,  for  89  Nassau  Street  Cor¬ 
poration  (Nassau-Fulton  Restaurant  Corp.,  lessee),  filed 
August  14,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  87  Nassau  street  and  130 
Fulton  street,  southwest  corner  2nd  floor,  (Block  79,  Lot 
1),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  2,  1946,  on  amendment  to  P.A.  App.  426-44, 
reads : 

“1.  Disapproved:  Practically  the  same  condition 
which  proved  not  acceptable  to  Dist.  Inspector  on 
4/28/44,  which  is  ‘Rear  exit  not  satisfactory  unless  an 
additional  counterbalanced  stairway  is  erected  on  'Fulton 
St.  frontage.” 

and 

Whereas,  the  amendment  filed  July  30,  1946,  resulting 
in  the  above  decision  was  to  amend  plans  to  eliminate  erec¬ 
tion  of  a  counterbalanced  stair  on  the  Fulton  street  side  and 
to  be  permitted  to  use  present  exit  door  and  iron  stair  on 
the  south  side  leading  to  cellar  and  thence  through  a  fire¬ 
proof  passageway  and  fireproof  stair  to  first  floor  direct  to 
Nassau  street;  and 

Whereas,  the  applicant  states  that  the  building  is  ten 
stories,  125  ft.,  in  height,  57  ft.  10  in.  by  113  ft.  9  in.  in  area, 
Class  1  construction;  erected  in  1891 ;  located  in  unrestricted 
use,  B  area  and  Class  2J4  height  districts;  used  and  occupied 
since  1931:  subcellar,  storage;  cellar,  stores  and  lunchroom, 
100  persons;  1st  floor,  retail  stores,  100. persons;  mezzanine, 
office,  3  persons ;  2nd  floor,  offices  and  restaurant,  90  persons ; 
3rd  to  10th  floors,  offices,  50  persons  per  floor ;  proposed  to  be 
used  and  occupied  wdthout  change  except  that  the  second 
floor  will  have  its  occupancy  increased  to  246  persons ;  that 
the  building  is  equipped  with  one  4  ft.  wide  iron  and  marble 
stairs,  enclosed  in  fireproof  partitions,  equipped  with  hard¬ 
wood  doors,  which  are  not  self-closing;  that  stair  leads  from 


roof  bulkhead  directly  to  street;  that  one  fire-escape  in 
southerly  court  extends  to  roof  by  stairs  and  with  egress 
through  fireproof  passage  and  fireproof  stair;  that  windows 
and  doors  on  the  course  thereof  are  fireproof,  self-closing; 
and 

Whereas,  Violation  3288-44  issued  May  1,  1944,  was  for 
occupying  the  second  floor  as  a  place  of  assembly  accom¬ 
modating  236  persons  without  obtaining  a  permit  for  such 
use ;  and 

Whereas,  the  lessee  was  convicted  and  fined  in  the  Muni¬ 
cipal  Term  of  the  City  Magistrates  Court  on  July  10,  1946 
on  charge  of  violation  of  the  Administrative  Code ;  and 

Whereas,  the  applicant  has  filed  copy  of  Certificate  of 
Occupancy  #17881  issued  October  5,  1931  on  Alt.  Applic. 
628-30,  permitting  use  and  occupancy  of  the  building  as  fol¬ 
lows  :  subcellar,  storage ;  cellar,  stores  and  lunchroom ;  1st 
floor,  retail  stores — 100  persons ;  mezzanine,  office,  3  per¬ 
sons  ;  2nd  floor,  office  and  restaurant,  90  persons ;  3rd  to  10th 
floors,  offices,  50  persons  each  floor;  and 

Whereas,  the  applicant  contends  that  plans  were  approved 
for  the  erection  of  the  counterbalanced  stair  on  the  Fulton 
street  side  as  a  second  means  of  egress;  that  the  owner  has 
refused  to  give  the  lessee  of  the  2nd  floor  restaurant  per¬ 
mission  to  erect  the  counter-balanced  stair;  that  even  if  the 
stair  were  erected,  it  would  not  be  as  good  an  exit  as  the 
present  exit  on  the  south  side  of  the  building  which  leads 
directly  through  a  fireproof  passage  to  the  cellar  and  thence 
through  a  fireproof  stair  directly  to  Nassau  street;  that  the 
present  stair  and  exit  to  Nassau  street  has  served  this  res¬ 
taurant  as  an  exit  since  1931  and  also  serves  as  an  exit  for  the 
entire  12  floors  from  cellar  to  roof ;  that  it  is  not  possible 
to  widen  the  sairway  from  the  second  floor  down,  as  it  would 
be  necessary  to  cut  down  a  wall  two  stories  high  and  a  large 
skylight  over  same;  that  since  this  wall  encloses  several 
stores  on  the  1st  floor  and  cellar,  the  lessees  of  these  stores 
will  not  give  the  permission  to  cut  down  the  size  of  their 
space;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board;  and 

Whereas,  the  Committee  inspected  the  Court  fire  escape 
as  constructed  under  the  conditions  set  forth  in  resolution 
adopted  May  11,  1926  under  calendar  734-25S  at  which  time 
the  building  was  occupied  in  part  for  factory  work  which 
according  to  applicant’s  statement  no  longer  obtains  and 
the  stairway  from  cellar  to  Fulton  street,  as  direct  passage 
to  street  from  fire  escape,  has  been  removed  to  provide  for 
subway  entrances  which  are  through  doors  which  are  fixed 
in  the  open  position. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  P.A.  Applic.  426-44,  Objection  1,  be  and  it  hereby  is  af¬ 
firmed  and  that  the  application  be  and  it  hereby  is  denied. 

600-46-A  - 

APPLICANT- — Industrial  Installations  Corp.,  for  A.  E. 
Staley  Manufacturing  Co.,  owner  (Carl  Weitz  Opti¬ 
cal  Instrument  Co.,  lessee). 

SUBJECT- — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 84-86  North  6th  street  and  163- 
169  Wythe  avenue,  southeast  corner  (3rd  floor)  ; 
(Block  2334,  Lot  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Moritz  Simon  and  Charles  B. 
Winick. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (600-46-A) 

Whereas,  Industrial  Installations  Corp.,  for  A.  N. 
Staley  Manufacturing  Co.,  (Carl  Weitz  Optical  Instrument 
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Co.,  lessee),  filed  August  12,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  84-86 
North  6th  street  and  162-169  Wythe  avenue,  southeast  cor¬ 
ner,  3rd  floor,  (Block  2334,  Lot  5),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  16,  1946,  on  Alt.  Applic.  1888-46,  reads: 

“1.  Provide  an  approved  type  automatic  two-source 
sprinkler  system  as  required  under  the  provisions  of 
Ch.  19-Art.  19,  Ch.  26-1375.0  Admin.,  Fire  Dept,  and 
Bldg.  Codes. 

Note:  These  premises  were  subject  to  conditional 
variation  under  B.  of  S.  &  A.  Res.  71 0-45- A,  Bui.  49- 
Vol.  30.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories,  40  ft.  in  height,  41  ft.  8  in.  and  100  ft.  front  by 
100  ft.  in  depth,  Class  3  construction,  erected  in  1925,  located 
in  an  unrestricted  use,  B  area,  Class  2  height  district ;  and 
used  and  occupied  since  1925,  as  follows :  Cellar,  storage 
and  boilerroom,  no  persons;  1st  floor,  storage  of  food 
products,  3  persons ;  2nd  floor,  manufacture  of  table  pads, 
10  persons ;  3rd  floor,  manufacture  of  optical  frames,  50  per¬ 
sons  ;  that  it  is  proposed  to  increase  the  occupancy  of  the 
third  floor  to  100  persons ;  that  the  building  is  equipped  with  a 
two  source  sprinkler  system,  interior  fire  alarm  system  and 
fire  drills  are  maintained ;  that  there  are  two  3  ft.  8  in.  con¬ 
crete  stairs,  brick  enclosed,  equipped  with  fireproof,  self-clos¬ 
ing  doors,  leading  from  roof  bulkhead  directly  to  street ;  and 

Whereas,  the  applicant  states  that  the  lessee  of  the  3rd 
floor  proposes  to  erect  a  celluloid  storage  vault  with  capa¬ 
city  of  7,500  lbs.  of  celluloid ;  and 

Whereas,  the  applicant  contends  that  the  Board  is  re¬ 
quested  to  accept  the  present  two-source  sprinkler  system, 
supplied  by  a  6  in.  direct  connection  to  a  12  in.  city  main 
on  Wythe  avenue  and  a  6  in.  connection  to  an  8  in.  main  on 
North  6th  street  with  a  45  lb.  pressure  per  square  inch  in 
such  mains ;  that  since  the  building  is  only  40  ft.  in  height, 
28  lbs.  per  square  inch  minimum  pressure  will  be  supplied  on 
the  highest  line,  which  is  more  than  required  with  a 
sprinkler  system  having  sources  of  supply  consisting  of  a 
pressure  tank  and  a  gravity  tank  or  two  gravity  tanks  in 
accordance  with  Sec.  C26-1375.0;  that  the  building  is  also 
equipped  with  an  alarm  valve  and  signal  system  connected 
with  central  fire  stations  and  is  under  constant  supervision; 
that  the  lease  expires  December,  1949  and  due  to  the  limited 
duration  of  occupancy,  an  expenditure  of  a  considerable  sum 
for  major  changes  in  the  sprinkler  system  would  be  un¬ 
warranted;  and 

Whereas,  under  Cal.  710-45-A  the  Board  modified  a  re¬ 
quirement  for  two  approved  sources  of  supply  for  the 
sprinkler  system,  but  limited  the  celluloid  storage  to  200 
pounds. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1888-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  storage  vault  shall  be  constructed  as  pro¬ 
posed  on  the  third  floor  and  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  August  12,  1946,”  four  sheets ; 
that  not  more  than  7500  lbs.  of  celluloid  shall  be  stored  on 
the  premises  at  any  time;  that  such  celluloid  shall  be  stored 
within  the  vault  except  for  the  necessary  amount  in  process ; 
that  metal  receptacles  shall  be  maintained  throughout  the 
third  floor  for  celluloid  waste ;  that  such  metal  receptacle 
shall  have  close-fitting  covers  and  shall  be  filled  with  water ; 
that  the  sprinkler  system  with  central  district  connection 
shall  be  maintained  with  two  sources  of  supply  as  proposed 
in  accordance  with  the  requirements  therefor  and  to  the 
satisfaction  of  the  fire  commissioner;  that  in  all  other  re¬ 
spects,  the  resolution  adopted  by  the  Board  under  Cal.  710- 
45-A  shall  be  complied  with  except  as  to  the  amount  of 
celluloid  and  the  method  of  storing  same  as  therein  provided ; 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  and  a  new  certifi¬ 
cate  of  occupancy  to  supersede  C.  of  O  32317  shall  be 
obtained. 


607-46-A 

APPLICANT — Clara  H.  Brooks,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 12  Silver  Lake  road,  southwest 
corner  of  Duer  lane  (Block  122,  Lot  31),  Silver 
Lake,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  H.  C. -Brooks  and  Clara  FI.  Brooks. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  :  . . .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (607-46-A) 


Whereas,  Clara  H.  Brooks,  owner,  filed  August  26,  1946, 
an  appeal  from  an  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  12  Silver  Lake  Road,  southwest  corner  of 
Duer  Lane  (Block  122,  Lot  31)  Silver  Lake,  Borough  of 
Richmond ;  and 

Whereas,  Order  38462-LF,  issued  by  the  fire  commis¬ 
sioner  June  21,  1946,  and  referred  to  in  a  decision  of  the  fire 
commissioner  dated  August  15,  1946,  reads : 

“1.  Install  an  adequate  electric  closed  circuit  interior 
fire  alarm  system  of  an  approved  type  in  accordance 
with  the  interior  fire  alarm  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

Note:  Plans  and  specifications  in  duplicate  shall  be 
filed  with  and  approved  by  this  department  prior  to  the 
installation  of  the  fire  alarm  system.  C19,  Section  487c- 
2.0-c.l  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  21/?. 
stories,  28  ft.  in  height;  45.4  ft.  by  41.8  ft.  in  area,  of  Class  3 
construction;  erected  1926,  on  a  lot  235  ft.  by  110  ft.  in  area, 
in  a  residence  use  E  area,  Class  height  district  and  used 
and  occupied  as  follows:  basement,  boiler  roomj'lst  floor, 
school,  55  persons ;  2nd  floor,  residence,  2  persons ;  attic,  no 
persons;  that  the  building  is  equipped  w'th  two  four  ft.  wide 
wood  stairs,  enclosed  in  plaster  partitions,  equipped  with 
wood  doors  which  are  not  self-closing ;  that  stairs  lead  direct 
to  street ;  and 

Whereas,  the  applicant  contends  that  at  the  request  of  the 
Department  of  Housing  and  Buildings  a  one  hour  fire  retard¬ 
ing  door  was  installed  at  the  foot  of  the  basement  stairs  and 
all  doors  were  changed  to  open  outwardly;  that  the  building 
is  solid  brick  with  hardwood  floors;  that  only  the  1st  floor 
is  used  for  school  purposes;  that  there  are  three  exits  from 
the  1st  floor  through  doors  opening  outwardly  and  in  addition 
an  exit  is  provided  through  basement;  that  there  are  35  win¬ 
dows  on  the  1st  floor,  the  height  of  which  is  only  38  in.  above 
grade ;  that  the  pupils,  limited  to  55  in  number,  are  under 
the  supervision  of  8  or  9  adults ;  that  the  limitation  of  55 
pupils  as  permitted  occupancy  curtails  the  income;  that  b  ds 
received  for  the  installation  of  fire  alarm  system  required 
by  the  fire  commissioner’s  order  indicate  that  the  cost  would 
be  approximately  $500,  which  cost  in  view  of  the  limitation 
on  enrollment  would  work  an  undue  hardship  on  the  owner ; 
and 

Whereas,  the  applicant  states  that  additional  toilet  facili¬ 
ties  have  been  furnished  but  are  not  shown  on  the  plans  as 
filed. 

Resolved,  that  Order  38462-LF,  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  there  shall  be  installed 
on  the  first  floor  a  sub-standard  fire  alarm  system  having 
three  6  in.  vibrating  gongs  actuated  by  dry  cell  batteries ;  that 
there  shall  be  two  sets  of  batteries  each  containing  six  dry 
cells  connected  in  multiple  series  and  each  set  contained  in 
a  battery  cabinet  painted  red  and  with  cover  stencilled  "Fire 
alarm  battery” ;  that  such  gongs  shall  be  operated  by  a  push 
button  switch  located  near  the  centre  of  the  first  floor  and 
labelled  “for  fire  alarm  and  fire  drill  use  only” ;  that  all  wir¬ 
ing  shall  be  14  gauge  B  &  S  insulated  wire ;  that  fire  drills 
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shall  be  maintained  at  least  twice  a  month  under  proper  su¬ 
pervisors  ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 


665-46-A 

APPLICANT — -C.  W.  Schlusing,  for  Velaim  Corp.,  owner 
(Automobile  Club  of  New  York,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 28  East  78th  street  and  1080 
Madison  avenue,  southwest  corner  (Block  1392,  Lot 
59),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  C.  W.  Schlusing  and  Charles  E. 
Powers. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (665-46-A) 

Whereas,  C.  W.  Schlusing,  for  Velaim  Corp.,  (Automo¬ 
bile  Club  of  N.  Y.,  lessee),  filed  September  13,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises :  28  East  78th  street  and  1080  Madison 
avenue,  southwest  corner  (Block  1392,  Lot  59),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  20,  1946,  on  amendment  to  Alt.  Applic.  1233- 
46,  reads : 

“9.  All  doors  opening  on  required  stairways  should 
be  hr.  f.p.s.c.  Sec.  6.4.1. 8.1  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories,  55  ft.  in  height,  30.10  ft.  by  69  ft.  in  area,  of  sub¬ 
standard  fireproof  construction,  erected  in  1900,  located  in  a 
restricted  retail  use,  B  area.  Class  1 J4  height  district, 
formerly  used  as  a  private  residence,  now  vacant ;  proposed 
to  be  used  and  occupied  as  follows :  Basement,  storage  and 
work  space,  14  persons;  1st  to  5th  floors,  offices,  16  persons 
on  each  of  the  1st  and  2nd  floors;  7  on  3d  floor,  12  on  the 
4th  floor  and  15  on  the  5th  floor ;  that  the  building  is 
equipped  with  two  interior  steel  and  marble  stairs  4  ft.  6  in. 
wide,  enclosed  in  terra  cotta  block  partitions,  equipped  with 
hardwood  doors,  which  are  not  self-closing ;  one  stairs  leads 
to  roof  and  to  street ;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  retain  the  existing  doors  within  stair  enclosure 
as  all  walls,  partitions,  floors,  roof  and  stairs  are  constructed 
of  fireproof  materials ;  the  entire  building  will  be  occupied 
by  one  tenant  with  only  fifty  employees  above  the  street 
floor ;  that  the  public  will  not  use  any  space  on  the  2nd  floor ; 
that  all  doors  within  the  stair  enclosure  will  be  of  hardwood 
2 thick  and  made  self-closing;  that  the  building  will 
be  provided  with  two  secondary  means  of  egress,  consisting 
of  service  stair  and  elevator,  both  of  which  extend  from 
the  top  floor  to  street  level ;  that  there  are  also  two  exits 
on  the  1st  floor  from  stairhalls  which  lead  directly  to  street, 
remote  from  each  other;  that  a  stair  enclosure  on  each  floor 
will  be  provided  with  a  portable  fire  extinguisher  of  approved 
type;  that  this  building  was  originally  accepted  on  June  1, 
1900  as  a  fireproof  building;  and 

Whereas,  in  the  opinion  of  the  Board  the  doors  should 
be  fireproof  as  proposed  on  plans  filed  with  and  approved 
by  the  borough  superintendent  under  alteration  application 
1233-46. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  1233-46,  Objection  9,  be  and  it  hereby  is 
affirjncd  and  that  the  application  be  and  it  hereby  is  denied. 


472-31-S 

APPLICANT — Jay  M.  Spinner,  for  Samuel  Mishcan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Variation  of  the  Labor 
Law,  as  cited  in  an  order  and  decision  of  the  fire 
commissioner  (previously  granted  on  condition). 

PREMISES  AFFECTED — 608  Broadway,  west  side,  72  ft. 
1  in.  north  of  Hallabout  street  (Block  2251,  Lots  3 
and  16),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  Jay  M.  Spinner. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


352-46-A 

APPLICANT — M.  Martin  Elkind,  for  Adila  Realty  Corp., 
owner  (Scheurlein  and  Nathan,  lessees). 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — Appeal  from  a  decision 
of  the  borough  superintendent  (previously  denied). 

PREMISES  AFFECTED — 45-46  21st  street  and  11-55  46th 
avenue,  southwest  corner  (basement  and  1st  floor)  ; 
(Block  54,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Absent  :  Commissioner  Savage .  1 


519-46-A 

APPLICANT — Mrs.  Frank  Marx,  for  Mr.  and  Mrs.  Frank 
Marx,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 120-33  142nd  place,  east  side, 
291.79  ft.  south  of  120th  avenue  (Block  12037,  Lots 
1  and  3),  South  Ozone  Park,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of 
mapped  street — 122nd  avenue). 

APPEARANCES— 

For  Applicant:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  8,  1946  at  2 
P.  M.,  applicant  to  be  notified. 


ZONING  APPLICATIONS. 

212-34-BZ 

APPLICANT — Lama  and  Proskauer,  for  Charles  S.  Mar¬ 
tino,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance  re  Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution  for  a  term  of  five  years,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1709  Neptune  avenue,  north¬ 
west  corner  of  Cropsey  avenue  (Block  6994,  Lots 
104  and  99),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 
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For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE — 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (212-34-BZ) 

Whereas,  this  application  under  the  building  zone  resolu¬ 
tion  to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  premises  1709  Neptune 
avenue  and  2760-2770  Cropsey  avenue,  northwest  corner 
(Block  No.  6994,  Lot  Nos.  97  and  99),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  October  30,  1934,  for  a 
period  of  five  (5)  years,  on  certain  conditions;  the  resolution 
amended  from  time  to  time  and  last  amended  December  12, 
1939;  and 

Whereas,  the  term  of  the  variance  was  extended  on  Sep¬ 
tember  23,  1941,  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  30,  1934  as  amended 
through  September  23,  194 1-  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  port:on  of 
the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
site  to  be  used  as  a  gasoline  service  station,  on  condition 
*  *  *  and  that  other  than  as  herein  amended,  the  provi¬ 
sions  of  the  resolutions  of  December  12,  1939  shall  be 
complied  with ;  that  a  certificate  of  occupancy  shall  be 
obtained.” 


456-37-BZ 


APPLICANT — Fannie  Gise,  owner. 

SUBJECT — Application  for  consideration- — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 4866  Broadway,  east  side,  125 
ft.  south  of  West  204th  street  (Block  2234,  Lots  14 
and  15),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  J.  Gise. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE—  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee  .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (456-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  4866  Broadway,  east  side, 
125  ft.  south  of  West  204th  street  (Block  2234,  Lots  14  and 
15),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
October  25,  1938,  on  certain  conditions ;  and 
Whereas,  the  term  of  the  variance  was  extended  on  Oc¬ 
tober  8,  1940,  September  29,  1942  and  September  26,  1944  and 
the  applicant  requested  a  further  extension  of  the  term  of 
the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  25,  1938  as  amended 


through  September  26,  1944  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  plot  under  appeal  to  be  used  for  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  in  con¬ 
junction  with  the  adjoining  lot  No.  10  occupied  as  a 
gasoline  station  and  30  one-car  garages  under  the  same 
control,  on  condition  *  *  *  and  that  other  than  as 
herein  amended,  the  provisions  of  the  resolution  of 
September  26,  1944  shall  be  complied  with ;  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


537-37-BZ 

APPLICANT — Oliver  I).  Wallett,  for  R.  F.  Sweeney, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 72-01  to  72-17  Roosevelt  ave¬ 
nue,  north  side,  100  ft.  west  of  73d  street  and  72-16 
to  72-30  Broadway  (Block  1283,  Lots  72,  80,  90,  93, 
97,  99  and  part  of  Lot  84),  Jackson  Heights,  Bor¬ 
ough  of  Queens. 

AP  P E A R A  N CES — 

For  Applicant :  Oliver  D.  Wallett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative  :  . . .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (537-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles  affecting  premises  72-01  to  72-17 
Roosevelt  avenue,  north  side,  100  ft.  west  of  73rd  street,  and 
72-16  to  72-30  Broadway  (Block  1283,  Lots  72,  80,  90,  93, 
97  and  99  and  part  of  Lot  84),  Jackson  Heights,  Borough 
of  Queens,  was  granted  by  the  Board  October  18,  1938,  on 
certain  conditions,  term  of  the  variance  extended  October  8, 
1940,  October  6,  1942  and  October  3,  1944  and  the  applicant 
requested  a  further  extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  18,  1938  as  amended 
through  October  3,  1944  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
from  the  date  of  this  amended  resolution,  *  *  *  and 
that  other  than  as  herein  amended,  the  provisions  of 
the  resolution  of  October  8,  1940  shall  be  complied 
with ;  that  a  certificate  of  occupancy  shall  be  obtained. 
(Horace  B.  Packer,  Inc.  and  R.  F.  Sweeney,  new^ 
owners)  (1878-38).” 


559-37-BZ 

APPLICANT — Samuel  I.  Gardner,  for  Fellman  Realty 
Corporation,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Application  (dm- 
sion  of  the  borough  superintendent)  previously 
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granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 3996  10th  avenue  and  501  West 
213th  street,  northwest  corner  (Block  2231,  part  of 
Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  1.  Gardner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  aud  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  . ••  1 


THE  RESOLUTION  (559-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  3996  10th  avenue  and  501 
West  213th  street,  northwest  corner  (Block  223k,  part  of  Lot 
13),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
April  12,  1938,  on  certain  conditions,  and 
Whereas,  the  term  of  the  variance  was  extended  on  May 
31,  1939,  February  20,  1940,  February  17,  1942  and  October 
24,  1944  and  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  12,  1938  as  amended 
through  October  24,  1944  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion  of 
the  resolufion  shall  read: 

" Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  portion  of  the  plot  known  as  Lot  13,  with 
a  frontage  of  200  ft.  along  214th  street  and  a  depth  of 
99  ft.  11  in.  along  10th  avenue  to  be  occupied  for  the 
storage  and  parking  of  more  than  five  motor  vehicles, 
restricted  to  the  pleasure  car  type,  on  condition  *  *  * 
and  that  other  than  as  herein  amended,  the  provisions  of 
the  resolution  of  October  24,  1944  shall  be  comphed  with ; 
that  a  certificate  of  occupancy  shall  be  obtained.” 


150-41-BZ 

APPLICANT- — Lama  and  Proskauer,  for  Isidore  Golub  and 
Morris  Leibson,  owners. 

SUBJECT — Application  for  consideration — reopening,  exten¬ 
sion  of  time  to  complete  and  approval  of  revised 
plan — re  Application  (decision  of  the  borough  super¬ 
intendent)  previously  granted  on  condition,  under 
section  7f  of  the  zoning  resolution,  permitting  in  a 
retail  use  district,  for  a  term  of  ten  years,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 79-10  to  79-20  Springfield  boule¬ 
vard,  northwest  corner  of  Union  turnpike  (Block 
7780,  part  of  Lot  1),  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (150-41-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
ten  years,  the  erection  and  maintenance  of  a  gasoline  service 
station  affecting  premises  79-10  to  79-20  Springfield  boule¬ 
vard,  northwest  corner  of  Union  turnpike  (Block  7780, 
part  of  Lot  1),  Queens  Village,  Borough  of  Queens,  was 
granted  by  the  Board  on  January  13,  1942,  on  certain  con¬ 
ditions  ;  and 

Whereas,  plans  were  approved  on  July  20,  1943,  and  the 
time  to  obtain  permits  and  complete  the  work  was  extended 
on  July  25,  1944;  and 

Whereas,  revised  plans  were  approved,  and  time  to  ob¬ 
tain  permits  and  complete  the  work  was  further  extended  on 
July  17,  1945 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Whereas,  the  applicant  states  that  the  gas  station  is  now 
open,  being  approximately  95%  completed  and  that  the 
dwelling  required  to  be  constructed  under  the  conditions  of 
the  resolution  of  January  13,  1942  is  approximately  50% 
completed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  13,  1942  as  amended 
July  17,  1945  only  in  so  far  as  it  has  reference  to  obtaining 
permits  and  completion  of  the  work  and  as  to  the  distance 
from  the  building  line  of  brand  signs  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution ;  that  other  than  as  herein  amended 
the  provisions  of  the  resolution  of  January  13,  1942 
shall  be  complied  with  (N.  B.  8138-40)  and  that  the 
distance  from  the  building  line  for  brand  signs  as 
shown  on  approved  plans  shall  not  exceed  4  ft.  (N.B. 
8138-40).” 


284-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  North  American 
Oil  Corporation,  owner;  (Matt  David,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  ten  (10)  years,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles,  lubri- 
torium,  dressing  rooms  and  offices,  upon  a  plot  occu¬ 
pied  as  a  gasoline  service  station  with  individual 
garages. 

PREMISES  AFFECTED— 1672-1680  86th  street,  southeast 
corner  of  Bay  14th  street  (Block  6365,  part  of  Lot 
33),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (284-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  ten  years,  the  erection  and  maintenance  of  a  garage  for 
more  than  five  motor  vehicles,  lubritorium,  dressing  rooms 
and  offices,  upon  a  plot  occupied  as  a  gasoline  service  station 
with  individual  garages,  affecting  premises  1672-1680  86th 
street,  southeast  corner  of  Bay  14th  street  (Block  6365,  part 
of  Lot  33),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  6,  1943,  on  certain  conditions ;  and 
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Whereas,  time  to  complete  the  work  extended  on  March 
28,  1944  and  March  27,  1945  ;  and 

Whereas,  the  resolution  was  amended  on  November  13, 
1945 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1945  only  in 
so  far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work  and  as  to  storage  tanks  and  face  brick,  so  that 
as  am-ended  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that  all 
plans  have  been  approved  by  the  Department  of  Housing 
and  Buildings  but  no  permits  have  been  obtained  and  no 
work  started,  all  permits  shall  be  obtained  and  all  work- 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution;  that  four  new  550  gallon  gasoline 
storage  tanks  may  be  installed  instead  of  two  new  tanks, 
as  previously  approved,  these  being  in  addition  to  the 
three  existing  tanks ;  that  the  face  brick  may  be  white 
glazed  brick  with  blue  glazed  brick  base  and  coping.” 


170-43-BZ 

APPLICANT — Charles  M.  Spindler,  for  The  Valentine 
Realty  Co.,  owner  (Forack  Corporation,  lessee). 

.  SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  borough  superintendent)  previously  granted 
on  condition  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  maintenance  of  a  business 
sign  on  the  East  187th  street  front  of  building,  said 
sign  projecting  more  than  18  in.  beyond  building 
line  and  not  conforming  with  requirements  of  the 
Zoning  Resolution. 

PREMISES  AFFECTED — 2402  Ryer  avenue,  southeast 
corner  of  East  187th  street  (Block  3152,  part  of  Lot 
11),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous- 
i  ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  . 0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (170-43-BZ) 

Whereas,  this  application  under  sections  7e  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
for  a  term  of  two  years,  the  maintenance  of  a  business  sign 
on  the  East  187th  street  front  of  the  building ;  the  said  sign, 
which  projects  more  than  18  in.  beyond  the  building  line 
does  not  conform  with  the  requirements  of  the  Zone 
Resolution ;  premises :  2402  Ryer  avenue,  southeast  corner 
of  East  187th  street  (Block  3152,  part  of  Lot  11),  Borough 
of  The  Bronx  was  granted  by  the  Board  on  January  25, 
1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the  term 
of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  25,  1944  only  in 
so  far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

" Granted  under  section  7e  for  a  term  of  three  (3) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  illuminated  sign  as  proposed,  to  be  main¬ 
tained  as  indicated  on  plans  and  photographs  filed  with 
this  application,  on  condition  *  *  *  and  that  other  than 
as  herein  amended,  the  provisions  of  the  resolution  of 
January  25,  1944  shall  be  complied  with;  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


400-45-BZ 

APPLICANT — Colonial  Beacon  Oil  Co.,  for  Herbert  K. 
"ornelius,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent,  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
alteration  and  conversion  of  an  existing  garage  for 
more  than  five  motor  vehicles  to  a  garage  for  more 
than  five  motor  vehicles  and  gasoline  service  station. 

PREMISES  AFFECTED— 122-17  to  122-19  Hillside  ave¬ 
nue,  northwest  corner  of  123rd  street  (Block  9268, 
Lot  27),  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  () 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (400-45-BZ) 


Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  an  existing  garage  for  more 
than  five  motor  vehicles  to  a  garage  for  more  than  five 
motor  vehicles  and  gasoline  service  station ;  affecting  prem¬ 
ises;  122-17  to  122-19  Hillside  avenue,  northwest  corner 
123rd  street  (Block  9268,  Lot  27),  Richmond  Hill,  Borough 
of  Queens,  was  granted  by  the  Board  on  September  25, 
1945,  on  certain  conditions;  and 

Whereas,  the  Board  approved  plans  submitted,  on  July  23, 
1946 ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  25,  1945,  as 
amctided  for  approval  of  plans  by  resolution  of  July  23,  1946 
only  in  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  the  work  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution  (Alt.  Applic.  564-45).” 


473-45-BZ 

APPLICANT — Colonial  Beacon  Oil  Co.,  for  Equalshares. 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
•  granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  on  a  plot  in  a  business  1  and 
unrestricted  use  district,  the^reconstruction  and  ex¬ 
tension  in  area  of  a  gasoline  service  station  located 
on  the  business  portion  of  the  plot. 

PREMISES  AFFECTED— 231-253  Bay  street,  southeast 
corner  of  Minthorn  street  and  northeast  corner  of 
Hannah  street  (Block  487,  Lot  60),  Tompkinsville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


j 
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THE  RESOLUTION  (473-45-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  to  permit  on  a  plot  in  a  business  1  and  unre¬ 
stricted  use  district,  the  reconstruction  and  extension  in  area 
of  a  gasoline  service  station  located  on  the  business  portion 
of  the  plot;  affecting  premises  231-253  Bay  street,  south¬ 
east  corner  Minthorn  street  and  northeast  corner  of  Hannah 
street  (Block  487,  Lot  60),  Tompkinsville,  Borough  of 
Richmond,  was  granted  by  the  Board  on  September  25, 
1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  .of  the 
time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  25,  1945  only  in 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  the  work  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that 
approval  of  plans  has  been  obtained  but  that  no  permit 
has  been  issued  and  no  work  done,  all  work  shall  be 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


626-19-BZ 

APPLICANT — Lama  and  Proskauer,  for  Gaetano  Abba- 
temarco,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (decision 
of  the  borough  superintendent)  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  business  use,  B 
area  district,  the  change  of  occupancy  from  public 
garage  for  more  than  five  cars  to  public  garage  for 
more  than  five  cars,  motor  vehicle  repair  shop,  waste 
paper  and  rag  packing,  sorting  and  storage  (previ¬ 
ously  dismissed  for  repair  shop). 

PREMISES  AFFECTED— 253-257  4th  avenue,  556-564 
Carrol  street,  southeast  corner  (Block  961,  Lot  3), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

179-43-SM 

APPLICANT — -Central  Station  Signals,  Inc.,  for  The  Pro- 
tectowire  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Protectowire  (Heat  Sen¬ 
sitive  Cable),  previously  approved  on  condition. 
APPEARANCES— 

For  Applicant :  W.  G.  Holmes  and  J.  H.  McDowell. 
ACTION  OF  BOARD — Request  to  reopen  withdrawn  with¬ 
out  prejudice  to  reopening,  upon  submission  of  addi¬ 
tional  information. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


42-45-SM 

APPLIC  ANT — Sprayed  Insulation,  Inc.,  owner. 

SUBJEC  T — Application  for  consideration — reopening  and 
consideration  of  data  for  testing,  etc.— re  Spraykote 


Acoustical  and  Thermal  Insulation  (previously  ap¬ 
proved  on  condition). 

APPEARANCES— 

For  Applicant:  James  L.  Kempthorne. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent :  Commissioner  Savage .  I 


679-45-SM 

APPLICANT — Klaff  and  Sons,  owners. 

SUBJECT— Klaff  and  Sons  275  Gallon  Fuel  Oil  Tank  with 
reinforced  flat  heads,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


Adjourned  :  3  :30  P.  M. 

Joseph  J.  Doyee,  Chief  Clerk. 


488-45-SM 

Note:  In  Bulletin  No.  31,  Vol.  31,  issued  July  30,  1946, 
notation  was  made  of  publication  in  a  subsequent  issue  of 
the  Bulletin — this  resolution  is  now  published  as  follows: 


488-45-SM 

APPLICANT — Diebold,  Inc.,  owner. 

SUBJECT — Diebold  Inc.,  Hollow  Metal  Doors,  Flush  Type, 
One  and  One-Half  Hour  Fire  Resistive,  approval 
of. 

APPEARANCES— 

For  Applicant :  Karl  H.  Miller. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  . .  4 
Negative :  .  0 

THE  RESOLUTION  (488-45-SM) 

Whereas,  Diebold,  Inc.,  owner,  filed  on  August  7,  1945, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Diebold,  Inc.  Hollow 
Metal  Doors,  Flush  Type,  One  and  one-half  hour  Fire 
Resistive ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

May  28,  1946. 

Re:  Cal.  488-45-SM 

Subject:  Diebold  Inc.,  Hollow  Metal  Doors,  Flush  Type, 
One  and  one-half  hour  Approval  of. 

Diebold,  Incorporated  of  Canton,  Ohio,  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Diebold,  Inc.,  Hollow  Metal  Doors, 
Flush  Type,  under  the  provisions  of  C26-610.0  and  C26- 
662.0  for  a  fire  resisting  rating  of  one  and  one-half 
hours. 

Description 

The  test  assembly  was  designed  for  the  protection 
of  an  opening  in  a  12-inch  brick  wall,  74  in.  in  widtii 
and  85  in.  in  height  and  consist  of  a  pair  of  swinging 
hollow  metal  doors  of  the  flush  type  hung  on  full  mor¬ 
tise  spring  hinges,  equiped  with  a  single  point  lock  in 
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the  active  door  and  throw  bolts  in  the  inactive  door,  in¬ 
stalled  in  a  #14  gauge  steel  frame  mounted  in  a  12-in. 
brick  wall.  The  frame  is  of  #14  U.  S.  gauge  pressed 
steel,  8  in.  jamb  width  with  $4  in.  integral  stop,  adjust¬ 
able  anchors  and  sill  channel  secured  to  the  jambs. 
Each  jamb  is  mortised,  reinforced,  drilled  and  tapped 
for  two  6-in.  steel  spring  hinges.  The  flush  type  hollow 
metal  doors,  Figure  1,  are  reinforced,  mortised,  drilled 
and  tapped  for  hardware.  Each  door  section  is  37  in. 
by  85  in.  and  1^4  in.  thick. 

The  door  sections  are  constructed  of  face  plates 
formed  of  not  less  than  20  US  gauge  steel.  The  lock 
and  hinge  stile  is  reinforced  by  an  18-gauge  steel  chan¬ 
nel  extending  the  height  of  the  stile  except  for  the 
space  required  for  the  top  and  bottom  channels. 

The  flush  panels  are  constructed  of  No.  20  US  gauge 
steel  and  reinforced  by  horizontal  18  US  gauge  chan¬ 
nels  at  not  exceeding  12-in.  centers  and  1  in.  from  top 
and  bottom. 

The  top  and  bottom  is  provided  with  an  18  US  gauge 
channel  extending  the  entire  width  of  the  door.  The 
horizontal  and  vertical  channels  are  provided  with  not 
less  than  %  in.  diameter  vent  holes  spaced  at  not  ex¬ 
ceeding  6  in.  The  reinforcing  channels  are  secured  to 
the  face  plates  by  spot  welds  not  exceeding  1  in.  from 
each  corner  and  2x/2  in.  centers. 

Insulation — The  panels,  rails  and  stile  sections  are 
completely  insulated  with  cellular  asbestos  as  shown 
by  Fig.  1. 

Astragal — One  door  of  the  pair  is  provided  with  an 
astragal  as  shown  by  Detail  B,  Fig.  1.  The  astragal  to 
extend  not  less  than  {h  in.  beyond  the  edge  of  the  door. 

Hardware  Reinforcements — The  doors  are  provided 
with  reinforcements  as  shown  by  Figure  1. 

Hardware — The  active  door  is  provided  with  a  single 
point  lock  having  the  latch  extending  Y\  in.  beyond  the 
face  of  the  lock  case  when  thrown.  The  lock  rein¬ 
forcement  is  provided  and  secured  to  the  lock  stile  as 
shown  by  Figure  1.  The  inactive  door  of  the  pair  is 
provided  with  reinforcement  as  shown  by  Figure  1  for 
throw  bolts  which  extend  into  the  head  and  sill  of  the 
frame.  Each  door  is  provided  with  two  6-in.  steel 
spring  hinges  spaced  as  shown  in  Figure  1.  There  was 
no  tension  in  these  hinges  before  or  during  the  test. 

Fire  Tests 

These  tests  were  conducted  in  accordance  with  the 
requirements  of  Fire  Tests  of  Opening  Protective  As¬ 
semblies,  Administrative  Building  Code  and  of  Under¬ 
writers’  Laboratories,  Inc.  The  equipment  regularly 
used  by  Underwriters’  Laboratories,  Inc.,  for  tests  of 
fire  doors,  with  additions  to  the  apparatus  for  indi¬ 
cating  temperatures  at  various  locations  on  the  unex¬ 
posed  surface  of  the  door. 

After  the  panel  on  which  the  door  was  mounted  was 
drawn  into  position,  the  fire  was  started  in  the  furnace, 
exposing  one  face  of  the  door  to  gas  flames  controlled 
in  accordance  with  the  standard  time  temperature  curve. 
This  exposure  to  fi"e  was  continued  for  \l/2  hour,  after 
which  time  the  panel  was  withdrawn  from  the  furnace 
and  the  exposed  face  was  immediately  subjected  to  the 
impact  and  cooling  action  of  a  30-lb.  water  stream  ap¬ 
plied  for  1  minute  in  accordance  with  the  standard  fire 
test  specifications. 

The  furnace  chamber  temperatures  were  indicated  by 
eight  calibrated  thermocouples  symmetrically  located. 
There  was  mounted  in  front  of  the  door  assembly  a  de¬ 
mountable,  removable,  insulated  600-cu.  ft.  hut. 

Temperatures  on  the  unexposed  surface  of  the  door 
were  indicated  by  three  thermocouples  on  unexposed 
face  of  each  door.  Each  thermocouple  was  covered 
by  a  6  by  6  in.  dry  asbestos  pad,  in  accordance  with  the 
standard  fire  test  specifications.  In  addition  to  the 
above,  bare  thermocouples  were  placed  on  the  door  and 
at  18  in.  away  from  the  unexposed  face,  about  54  in. 
up  from  the  sill  of  the  door.  These  temperatures  were 
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taken  within  the  smoke  chamber  installed  in  front  of  the 
unexposed  face  of  the  test  assembly. 

The  smoke  conditions  within  the  600-cu.  ft.  chamber 
were  determined  by  means  of  a  standard  photoelectric 
cell.  There  were  ten  changes  of  air  in  the  chamber 
each  hour. 

Deflections  of  the  doors  were  determined  by  measure¬ 
ments  at  about  the  center  point  on  a  horizontal  line 
across  the  center  of  the  doors.  The  reference  base  was 
a  fine  wire,  mounted  on  the  wall  frame,  with  one  end 
fixed  to  the  door  and  the  other  free  to  slide  so  as  to 
remain  in  a  constant  position  with  respect  to  the  original 
position  of  the  points  at  which  measurements  were 
taken. 

Throughout  the  fire  and  fire  hose  stream  tests  ob¬ 
servations  were  made  to  note  the  character  of  the  fire 
and  its  control ;  the  condition  of  the  exposed  face  as 
observed  through  mica  windows  provided  in  the  end 
walls  of  the  furnace,  and  all  developments  pertinent  to 
the  performance  of  the  door  as  a  fire  retardant  with 
special  reference  to  stability,  heat  insulation,  and  flame 
passage;  and  the  general  condition  of  the  door  result¬ 
ing  from  application  of  the  fire  hose  stream. 

Residts  of  Fire  Test 

After  the  door  was  installed  and  adjusted,  it  operated 
satisfactorily.  The  door  was  provided  with  J4~in. 
clearance  at  the  hinges  and  top  of  the  door  and  y  in. 
at  the  bottom. 

Character  of  Fire — The  fire  was  luminous  and  fairly 
well  distributed  after  the  first  5  min.  of  test.  The 
temperatures  in  the  furnace  chamber  and  on  the  un¬ 
exposed  face  of  the  sample  are  shown  in  the  chart 
following : 


Temperahires  in  Furnace  Chamber 
and  on  the  Unexposed  Face 


Average 

Average 

Temp. 

Temp. 

Left 

Right 

T  emu. 
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Average 

Door 

Door 

18  In.  From 

Time 
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Door  Up 
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Door 

Door 
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Min. 

Deg.  F. 

Deg.  F. 

Deg.  F. 
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0 

50 

50 

58 

5 
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45 
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50 
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873 
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55 
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60 
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318 

65 
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309 

70 
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75 
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85 
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oo 
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1770 

965 
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*  Vestibule  was  removed  after  55  min.  reading. 

Observations  of  the  Door  From  the  Fire  Side — The 
exposed  face  indicated  some  buckling  and  bulging  during 
the  first  5  min.  of  test.  This  condition  did  not  cause 
any  marked  failure  of  the  assembled  parts  of  the  door 
proper  during  the  \l/2  hour  fire  exposure. 

The  hinge  stile  of  each  door,  midway  between  spring 
hinges  bulged  toward  the  fire  away  from  the  stop  in 
the  frame  y2  in.  during  the  first  minute  of  test,  in¬ 
creasing  to  1  y2  in.  at  5  min.  showing  very  little  change 
after  this  period.  This  marked  separation  was  ap¬ 
parently  due  to  the  hinge  spacing  in  the  sample  as 
tested,  which  was  64 54  in.  It  has  long  been  a  require¬ 
ment  for  hollow  metal  doors  that  a  hinge  should  be 
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Reduction  in  Vi 

sibility 

Time,  Min. 

Micro- Amperes 

Visibility,  P 

0 

110 

100 

1 

5 

110 

100 

10 

105 

95 

15 

100 

91 

20 

100 

91 

25 

100 

91 

35 

100 

91 

provided  for  eacli  30  in.  or  fraction  thereof  of  the 
height  of  the  door.  The  performance  of  this  assembly 
seems  to  substantiate  this  general  requirement,  although 
these  doors  were  only  1)4  in-  in  thickness  and  doors 
of  this  type  are  generally  1)4  in.  in  thickness. 

The  head  of  the  frame  bulged  upward  from  the  door 
about  )4  in.  at  the  center  at  5  min.  assuming  a  maxi¬ 
mum  of  about  yA  in.  at  15  min. 

The  throw  boh  in  the  top  of  the  door  fell  into  the 
hollow  space  in  the  stile  at  20  min.  This  was  due  to 

was  observed  in  the  bottom  bolt  after  the  fire  test. 

The  condition  of  the  exposed  face  of  the  assembly 
after  1)4  hour  of  exposure  to  standard  fire  conditions 


There  was  a  negative  pressure  in  the  furnace  chamber 
during  the  test  as  indicated  by  the  gas  flame  indicator. 

Movement  of  the  Door — During  the  fire  test  the  move¬ 
ment  of  the  door  was  toward  the  fire,  as  shown  below. 
Readings  were  taken  at  about  the  center  of  the  assembly 
on  the  astragal. 


Time  Min. 
5 

10 

15 

20 

25 

35 

60 

90 


Center  of  Astragel,  In 

2 

2) 4 
254 
3 

3 

3 

3) 4 
3)4 


The  hose  stream  reduced  the  general  bulge  toward 
the  fire  and  away  from  the  stops  in  the  frame,  and 
the  door  was  about  in  the  original  position  after  the 
test. 

The  general  bulge  of  the  assembly  toward  the  fire  on 
the  unexposed  face  conformed  to  that  previously  noted 
in  this  report.  This  bulge  of  the  hinge  stiles  indi¬ 
cated  clear  openings  into  the  furnace  chamber.  The 
tion  due  to  the  low  melting  or  softening  point  of  the 
metal  employed  in  securing  the  steel  bolts  to  the 
operating  piece. 

Summary 

No  passage  of  flame  through  or  around  the  assembly 
was  observed  during  the  1)4  hour  standard  exposure. 
Although  there  was  no  marked  flame  passage  around 
the  edges  of  the  door  at  the  locations  indicating  maxi¬ 
mum  bulge  and  separation,  it  is  judged  that  under 
actual  fire  conditions  in  the  field  where  positive  pres¬ 
sure  conditions  are  common  that  considerable  flame 
passage  might  appear  around  such  an  assembly  as 
tested,  but  an  additional  hinge  would  be  an  adequate 
corrective  measure. 

There  was  a  maximum  reduction  of  visibility  of  9 
per  cent,  in  the  chamber  mounted  in  front  of  the  as¬ 
sembly  at  15  min.  The  bulge  of  the  assembly  at  the 
astragal  toward  the  fire  was  progressive,  assuming  a 
maximum  of  3)4  in.  at  90  min. 

The  hinge  stiles  bulged  away  from  the  stops  in  the 
frame  )4  in.  during  the  first  minute  of  the  test,  in¬ 
creasing  to  1)4  in.  at  5  min.  showing  very  little  change 
during  the  remainder  of  the  test.  This  excessive  bulge 
at  the  midpoint  between  the  two  spring  hinges  was  ap¬ 


parently  due  to  the  excessive  spacing  of  65)4  in.  be¬ 
tween  hinges.  The  standard  number  of  hinges  for  doors 
of  the  type  described  herein  is  one  hinge  for  each  30  in. 
or  fraction  thereof  of  the  height,  which  would  require 
an  additional  hinge  at  the  midpoint  where  the  marked 
bulge  appeared. 

After  the  application  of  the  hose  stream  the  general 
bulge  toward  the  fire  was  reduced  to  )4  in.  Consider¬ 
ing  the  amount  of  observed  bulging  of  the  hinge  stile 
from  the  frame  of  the  unexposed  face  of  the  assembly 
and  the  progressive  general  bulge,  it  is  judged  essential 
that  an  additional  hinge  be  provided  at  the  midpoint  of 
the  door  height. 

Doors  designed  for  exterior  locations  should  have 
the  vent  holes  in  the  top  and  bottom  rails  filled  or 
capped  with  a  fusible  material  in  order  to  keep  moisture 
from  entering  the  interior  of  the  door  and  causing  cor¬ 
rosion  of  the  interior  metal  parts.  All  doors  should  be 
painted  on  the  inside  and  outside  with  a  good  grade 
of  corrosion-resisting  paint. 

Heat  transmission  from  the  fire  to  the  unprotected 
area  is  shown  in  the  Time  Temperature  chart.  At  30 
min.  the  temperatures  under  the  asbestos  pads  averaged 
827  F  on  the  south  door  and  662  F  on  the  north  door. 
The  temperature  18  in.  away  from  the  unexposed  face 
of  the  sample  within  the  chamber  was  191  F  at  15  min. 
and  311  F  at  30  min.  The  cause  of  the  difference  in 
the  average  temperature  on  the  north  and  south  doors 
was  not  determined  from  a  careful  examination  of  the 
available  information  after  the  fire  and  hose  stream. 

As  will  be  noted  from  the  temperature  chart,  flam¬ 
mable  substances  placed  against  the  unexposed  face  of 
the  door  would  ignite. 

Recommendation 

On  the  basis  of  the  above  test  the  Committee  on  Tests 
recommended  the  approval  under  C26-191.0  of  the  Die- 
bold,  Incorporated,  Hollow  Metal  Doors,  Flush  Type  as 
having  met  the  requirement  for  a  1)4  hour  rating,  as 
prescribed  in  C26-610.0  for  use  as  a  protection  of  open¬ 
ings  in  fire  partitions  under  C26-661.0  Administrative 
Building  Code  or  for  any  opening  protective  assembly 
wherein  a  lesser  rating  is  required,  when  constructed 
strictly  in  acco  dance  with  the  description  and  specifi¬ 
cations  and  recommendations  for  an  additional  hinge  at 
the  midpoint  of  the  door  height,  all  set  forth  herein. 
The  use  of  glass  lights  in  doors  required  to  be  fire¬ 
proof  under  the  provisions  of  Sec.  4,  par.  10  and  Sec¬ 
tion  105  of  the  Multiple  Dwelling  Law  and  C26-668.0 
of  the  Administrative  Building  Code  may  be  permitted, 
provided  that  such  glass  and  installation  thereof  shall 
meet  the  requirements  of  C26-668.0. 

Tt  is  further  recommended  that  the  classification  and 
inspection  of  these  opening  protective  assemblies  comply 
with  the  Board’s  rules  for  the  inspection  and  testing  of 
opening  protective  assemblies  and  that  the  size  of  the 
opening  protective  assembly  be  limited  to  two  doors 
each  37  in.  by  85  in.  and  when  used  alone  such  door 
shall  be  37  in.  by  85  in.  ' 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 
report. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  INFLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  ' City  of  Nezv  York,  to  effectuate  the 
provisions  of  C19-84.0,  'C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1  . 1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  of  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  or  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1. 3. 3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 


the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  otnci 
flammable  substances,  mixtures  or  compounds,  cun. 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures,  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 
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2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1'  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  adminis¬ 
trative  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi- 
•larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  unsanded  gypsum 
plaster  or  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  draining 


system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 
opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (^4)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
closing. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
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gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  _  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4. 3. 2.1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven- 
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tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of 
solvent  is  left  for  evapo¬ 
ration.  A  space  between 
such  ventilating  section 
and  the  drying  section 
shall  be  maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall  be 
separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 
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4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (*36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  he 
installed  in  a  workmanlike  manner.  They 
shall  he  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  he  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (T4") 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiva¬ 
lent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20^  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact,  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  holts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  fluor¬ 
escent  light  or  other  electrical  equipment  shall 


be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  tor  use 
in  explosive  atmosphere  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4.3.2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4.5.2. 1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  he  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with 
explosion-proof  interlocking  switch 
precluding  the  removal  of  the  plug 
when  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  he 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en- 
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gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall,  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches,  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip,  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other. equip¬ 
ment  shall  be  cleaned  frequently,  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  sprav,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 


5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinets  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  doors  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,.  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  t^iilding.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  adminstrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor,  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capac¬ 
ity,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand- 
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ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  .safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
Cl 9- 1 1 3.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  09-152.0  of  the  Administrative  Code,  “ Any  per¬ 
son  zvho  shall  wilfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  lazv  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents  : 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently ; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 


and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  S.  Existing  Spray  Booths  and  Installa¬ 
tions. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,*  Spray 
Rooms,  Dip  and  Immersing  Rooms,  New 
Drying  Equipment,  and  Material  Storage 
Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electrical  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6  .4  may  not  be  applied  in 

fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFECTIVE  IN 
ACCORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27, 
1939  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE  DECEMBER  28,  1942,  AS  AMENDED  SEPTEMBER  10, 

1946,  EFFECTIVE  OCTOBER  7,  1946. 

(835-38-SR) 


Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26- 1268.0, c, 4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically .  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  and  hose  connections 
on  fire  fighting  equipment  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  .  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating. apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall'  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0, d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the.  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 

Rule  6.  Aspirators — Water  S'phons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  nr  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 


Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3.  , 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty,  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve,  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure' at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  t 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables. 

Steam  tables  used  exclusively  for  the  warming  of  food 
stuffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  water  supply  piping. 

Where  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflow  outlet,  or  when  the  area 
of  the  overflow  outlet  is  less  than  four  times  that  of  water 
supply  piping,  the  water  supply  piping  shall  be  equipped 
with  an  approved  vacuum  breaker  located  at  least  four 
inches  above  the  maximum  overflow  level  of  the  fixture. 
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•  All  hearings  are  h 


HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 
Charles  M.  Blum 
Deputy  Chief  Timothy  P.  Guinee 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

published  in  this  Bulletin. 

hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 


.  .  ’  .  Any  person  desiring  to  consult  the  chairman  or  the  en- 

Joseph  J.  Doyle,  Chief  Clerk  .  .  . 

gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 

only  between  the  hours  of  ten  in  the  morning  and  one  in 
Office— Municipal  Building,  Rooms  1000  to  1018.  the  afternoon-Saturdays  excepted. 

*  Telephone— WOrth  2-5600.  _ 


Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
8,  1946,  Affecting  Calendar  Numbers  208-37-BZ,  325-46- 
BZ,  382-46-BZ,  523-46-BZ,  540-46-BZ,  633-46-BZ,  677- 
46-BZ,  354-23-BZ,  606-46-BZ,  613-46-BZ  and  524-46-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo- 
8,  1946,  Affecting  Calendar  Numbers  594-46-A,  649-46- 
A,  658-46-A,  670-46-A,  681-46-A,  736-41-A,  220-45-A, 
519-46-A,  601-46-A,  672-46-A,  72-36-BZ,  124-36-BZ, 
320-37-BZ,  583-38-BZ,  470-40-BZ,  470-45-BZ,  475-45- 
BZ,  402-46-BZ,  86-22-BZ,  682-26-BZ,  879-38-BZ,  214- 
35-SA,  326-44-SM  and  437-45-SM. 

Extracts  from  the  Administrative  Code  of  the  City  of 
New  York,  Relating  to  Refrigerating  Systems. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman 
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Xezo  Cases  Piled  up  to  October  8,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

720-46-A — H.B.M. — >1572-1576  Broadway,  201  West  47th 
street,  northeast  corner  anil  702-708  7th  avenue  (Block  1019, 
Lot  29),  Borough  of  Manhattan,  Amendment  to  B.N.  1982- 
44. 


721- 46-SM — Wont-Burn  Fire  Retardant,  manufactured  by 
Brytenu  Chemical  Manufacturing  Co.,  Material. 

722- 46-BZ — H.B.B. — 158  Tompkins  avenue,  west  side,  55 
ft.  north  of  Hart  street  (Block  1767,  Lot  42),  Borough  of 
Brooklyn,  Alt.  3952-46. 


723- 45-BZ— H.B.M.— 145-151  7th  avenue  and  158  West 
19th  street,  southeast  corner  (Block  794,  Lots  71-73),  Bor¬ 
ough  of  Manhattan,  Alt.  1949-46. 

724- 46-A — H.B.R. — 697  Forest  avenue,  north  side,  211  ft. 
west  of  Bement  avenue  (attic)  ;  (Block  168,  Lot  60),  West 
New  Brighton,  Borough  of  Richmond,  Alt.  315-46. 


725- 46-BZ — H.B.Q. — 44-16  Queens  Boulevard,  south  side, 
from  44th  to  45th  streets  (Block  166,  Lot  20),  Long  Island 
City,  Borough  of  Queens,  Alt.  2260-46. 

726- 46-SM— PJicote  Safety  Tred,  manufactured  by  Wat¬ 
son-Standard  Co.,  Material. 


727-46-SA — Jackson  Oil  Burner,  Appliance. 


728-46-SA — Holland  Bake  Oven  (gas-fired),  Appliance. 


729-46-BZ — H.B.M. — 128  West  Houston  street,  northeast 
corner  of  Sullivan  street  (Block  525,  Lot  32),  Borough  of 
Manhattan,  Sign  Applic.  738-46  and  739-46. 


730-46-A — H.B.M. — 31-33  Frankfort  street,  south  side,  147 
ft.  7^4  in-  east  of  William  street  (1st  floor)  ;  (Block  103, 
Lots  15,  16  and  114),  Borough  of  Manhattan,  Alt.  1737-46. 


731-46-BZ — H.B.Q. — 35-38  to  35-44  30th  street,  north  side, 
143  ft.  north  of  36th  avenue  and  35-37  to  35-43  29th  street 
(Block  341,  part  of  Lot  6),  Long  Island  City,  Borough  of 
Queens,  Alt.  1516-46. 


732-46-A — H.B.B. — 298-314  Junius  street,  west  side,  100 
ft.  north  of  Blake  avenue  (2nd  floor)  ;  (Block  3763,  Lot 
38),  Borough  of  Brooklyn,  Alt.  681-46. 


733-46-SA  -Mar-Coil  Oil  Burner,  Appliance. 


734-46-A — H.B.M. — 57-59  East  55th  street,  north  side, 
116.5  ft.  east  of  Madison  avenue  (1st  to  4th  floors,  inclu¬ 
sive)  ;  (Block  1291,  Lot  27)/2).  Borough  of  Manhattan, 
Amendment  to  Alt.  1102-43. 


735-46-A— H.B.B.— 1135-1161  37th  street  and  3614-3624 
12th  avenue,  northwest  corner  (2nd  floor)  ;  (Block  5292, 
Lot  1),  Borough  of  Brooklyn,  Alt.  2602-46. 


736-46-SM — Silent  Flame  Fuel  Oil  (2  inch)  Fill  Box, 
manufactured  by  Murray  Walshin,  Material. 


737-46-A — H.B.B. — 1024-1054  Schenck  avenue,  southwest 
corner  of  Fairfield  avenue  (Blocks  4440,  4441,  4442  and 
4452,  Lots  1),  Borough  of  Brooklyn,  Amendment  to  N.B. 
183-43. 


738-46-SM — Paragon  Steel  Tank  Corp.,  275  Gallon  Fuel 
Oil  Storage  Tank,  manufactured  by  Paragon  Steel  Tank 
Corp.,  Material. 


739-46-BZ — H.B.M. — 126  1st  avenue,  east  side,  97  ft.  4  in. 
north  of  East  7th  street  (Block  435,  Lot  6),  Borough  of 
Manhattan,  Alt.  1933-46. 


740-46-SM — Elevator  Entrances  Inc.,  Three  Hour  Test 
Hollow  Metal  Door,  manufactured  by  Elevator  Entrances 
Tnc.,  Material. 


741-46-BZ — H.B.B. — 6102-6104  5th  avenue,  west  side,  17 
ft.  5  in.  south  of  61st  street  and  474-482  61st  street  (Block 
5791,  part  of  Lot  38),  Borough  of  Brooklyn,  Atl.  4090-46. 


742-46-BZ — H.B.Bx. — North  side  of  Westchester  avenue, 
from  Cauldwell  to  Trinity  avenues  (Buildings  1-5  inclu¬ 
sive)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx,  Alt.' 
695-46. 


743-45-BZ — H.B.Bx. — 704  East  187th  street,  southeast 
corner  of  Beaumont  avenue  (Block  3103,  Lot  28),  Borough 
of  The  Bronx,  Alt.  907-46. 


744-46-BZ — H.B.B. — 1019  Hart  street,  northwest  corner 
of  St.  Nicholas  avenue  (Block  3222,  Lot  31),  Borough  of 
Brooklyn,  Alt.  3902-46. 


745- 46-BZ — H.B.B. — 176  Smith  street,  west  side,  50  ft. 
north  of  Warren  street  (Block  390,  Lot  45),  Borough  of 
Brooklyn,  Alt.  4047-46. 

746- 46-SA — Coroaire  Console  Heater  (gas-fired),  Model 
85-G,  Appliance. 


747-46-SM — W.  G.  Brass  Bend  for  Toilet  Connection, 
manufactured  by  William  Green,  Material. 


748-46-SM — Staten  Island  Block  Co.,  Cinder  and  Cement 
blocks,  manufactured  by  Staten  Island  Block  Co.,  Material. 


749-46-SA — Hudson  Constant  Pressure  Carbonator,  Ap¬ 
pliance. 


750-46-A — H.B.B. — 45-47  Montrose  avenue,  northwest 
corner  of  Lorimer  street  (Block  3049,  Lot  33),  Borough 
of  Brooklyn,  Alt.  150-46. 
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751-46-SM — Ellicott  Flam ep roofing  Process  (for  uncoated 
fabrics),  manufactured  by  Ellicott  Laboratories,  Inc.,  Ma¬ 
terial. 


752-46-SM-— Ellicott  Flameproofing  Process  for  Artificial 
Leather,  manufactured  by  Ellicott  Laboratories,  Inc.,  Ma¬ 
terial. 


753-46-A — H.B.M. — 3-9  Church  street,  northeast  corner  of 
Liberty  street  (cellar)  ;  (Block  62,  Lot  7),  Borough  of 
Manhattan,  Amendment  to  P.A.  34-46. 


754-46-SA — Staffco  Horizontal  Oil  Burner,  Appliance. 


755-46-BZ — H.B.Bx. — 938  East  180th  street,  south  side, 
131.66  ft.  east  of  Daly  avenue  (Block  3127,  Lot  59),  Bor¬ 
ough  of  The  Bronx,  Alt.  902-46. 


756-46-SM — -Permacrete  Concrete  Building  Units,  manu¬ 
factured  by  Permacrete  Inc.,  Material. 


757-46-BZ — H.B.M. — 600  East  5th  street  and  67-71  Ave¬ 
nue  B,  southeast  corner  (Block  387,  Lot  9),  Borough  of 
Manhattan,  Alt.  2066-46. 


758-46-BZ — H.B.M. — 2238  2nd  avenue  and  300  East  115th 
street,  southeast  corner  (Block  1686,  Lot  49),  Borough  of 
Manhattan,  Alt.  2067-46. 


759-46-SA — Sargeant  and  Wilbur  Ammonia  Dissociator, 
Appliance. 

Restored  to  Calendar. 

437-45-SM — Bethlehem  Open  Web  Welded  Steel  Joists, 
manufactured  by  Bethlehem  Steel  Co.,  Material. 


RULES 

I'M.st  I'll  M  i<*;i  <  io  ii  In  II  ii  1 1 4-  ( i  ii 

Blended  Cements,  Rules  for  Testing 

and  Use  ot . Dec.  28,  1943 — Vol.  28,  No.  S2A 

Carbon  Dioxide  Liquefier,  Rules - Dec.  28,  1943— Vol.  28,  No.  52A 

Certificate  of  Occupancy,  approved 

„  form  . Dec.  28,  1943— Vol.  28,  No.  52 A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

„  of  . Sept.  3,  1946— Vol.  31,  No.  36 

Concrete  Rules  (Hydrated  Lime)  ...  Aug.  3,  1937— Vol.  22,  No  31 

Elevator  Rules  . Mar.  3,  1936— Vol.  21,  No.  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec.  28,  1943— Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Exterior  Veneering  Materials,  Rules 

_  on  . Sept.  10,  1946— Vol.  31,  No.  37 

factory  Exit  Rules . Sept.  10,  1946 — Vol.  31,  No.  37 

Fire  Alarm  Rules  (Interior) . lune  18,  1946— Vol.  31,  No.  25 

Fire  Drill  Rules . June  25,  1946— Vol.  31,  No.  26 

fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June  25,  1946— Vol.  3  I ,  No.  26 

Fire  Retarding  Rules  for  Garages, 

etc . Sept.  3,  1946— Vol.  31,  No.  36 

fireproof  Wood,  Testing  of - ..Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4,  No.  3 

fusion  Welding  and  Gas  Cutting 

„  Buies  . Apr.  23,  1946— Vol.  31,  No.  17 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . lune  5,  1928— Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . June  18,1946 — Vol.  31,  No.  25 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Apr.  9,  1946— Vol.  31,  No.  15 

Oil  Burner  Rules. . Sept.  1 7,  1946— Vol.  30,  No.  38 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept.  1  7,  1946  Vol.  30,  No.  38 

Paint,  Varnish  and  Lacquer  Spray- 

,,  Buies . Oct.  8,  1946— Vol.  31,  No.  41 

Platform  1  rucks,  Specifications  for..  Nov.  24,  1936 — Vol  21  No  47 

Plumbing  Rules  . . Aug.  3,  1937 — Vol.  22)  No!  31 

I  lumbtng  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Oct.  8,  1946 — Vol.  31,  No  41 

Procedure,  Rules  of . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems.  Extract  A.C..Oct.  15.  1946 — Vol  31  No  4’ 

Smoking  in  Factories,  Rules  for _ Sept.  17,1946 — Vol.  30,  No  38 

Sprinkler,  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No.  23 

Structural  Alterations,  Reporting. .  .June  7,1932 — Vol  17  No  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  2l!  No!  47 

rank  Trucks,  Gasoline,  etc . Nov.  24,1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept.  3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
326-44-SM— Bethlehem  Open  Web  Expanded  Steel  ^0^15™^  *°  ^  Bulletin  °f  April  10’  1945’  VoL  30- 
Joists,  manufactured  by  Bethlehem  Steel  Co.,  Material. 


682-26-BZ — H.B.Bx. — 2218-2228  Jerome  avenue  and  2 
East  182nd  street,  southeast  corner  (Block  3186,  Lot  17), 
Borough  of  The  Bronx,  Amendment  to  Alt.  481-46. 


86-22-BZ — H.B.Bx. — 1720-4732  3rd  avenue,  east  side,  110 
ft.  south  of  East  189th  street  (Block  3042,  Lot  15),  Bor¬ 
ough  of  The  Bronx,  Alt.  867-46. 

- 


879-38-BZ — H.B.Q. — 31-53  to  31-73  31st  street,  east  side, 
178.14  ft.  north  of  Broadway  (Block  613,  Lots  13  and  19), 
Long  Island  City,  Borough  of  Queens,  N.B.  7352-46 

!  _ 


r,°NSs  H.B.— Department  of  Housing  and  Buildings; 

H.u.  II. — Department  of  Housing  and  Buildings,  Brooklyn;  II.R.M _ 

Department  of  Housing  and  Buildings,  Manhattan;  ’  II.B.Q. _ De¬ 

partment  of  Housing  and  Buildings,  Queens;  II. B.B.—  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 

Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. _ 

*' tre  Department,  ana  Bf»  mid  A. — Dept,  of  Marine  and  Aviation. 


OCTOBER  15,  1946,  10  A.  M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  15,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Zoning  Applications 

435-41-BZ — Application  of  Henry  Nordheim,  applicant, 
on  behalf  of  Dolorita  Wallace,  owner,  reopened  May  14, 
1946,  under  sections  7f  and  21  of  the  zoning  resolution,  to 
Permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station;  premises  737  East  149th 
street,  and  549  Concord  avenue,  northwest  corner  (Block- 
2641,  Lots  18,  19  and  20),  Borough  of  The  Bronx. 

64-46-BZ — Application,  January  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Katharina  Pretsch,  owner,  to  permit 
in  a  residence  and  business  use  district,  the  erection  of  a 
gasoline  service  station,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing;  premises 
109-64  to  109-72  Van  Wyck  boulevard,  west  side,  120  ft. 
north  of  111th  avenue  (Block  11615,  Lot  40),  Jamaica, 
Borough  of  Queens. 
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677-46-BZ— Application  of  Leonard  Schultze  and  Asso¬ 
ciates,  applicants  on  behalf  of  Savings  Bank  Trust  Company, 
owner,  filed  September  17,  1946,  under  Section  21-C  for 
variation  of  the  area  requirements  of  the  zoning  resolution 
as  to  size  of  yards  and  lot  coverage;  premises  in  D,  E  and 
F  area  and  residence  and  business  use  districts :  Blocks 
bounded  by  Grand  Central  parkway,  Main  street,  Union 
turnpike,  and  Parsons  boulevard  (Block  6673,  Lots  3,  50, 
and  100,  Block  6674,  Lot  3,  Block  6692,  Lot  3,  Block  6693, 
Lot  3,  Block  6694,  Lot  101,  Block  6819,  Lot  2  and  Block- 
6820,  Lot  3),  Flushing,  Borough  of  Queens. 

208-37-BZ— Application  of  William  A.  Wessner,  ap¬ 
plicant,  on  behalf  of  the  Edbro  Realty  Co.,  Inc.,  owner,  re¬ 
opened  September  17,  1946,  for  consideration  as  to  extension 
of  variance  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  for  a  temporary  term  of  years,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  premises  22-65  31st  street,  east  side,  182.6  ft. 
north  of  23rd  avenue  (Block  833,  Lot  12),  Astoria,  Borough 
of  Queens. 

656-46-BZ— Application,  September  5,  1946,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Carl  Tradelius,  owner,  to  permit  in  a 
business  use  district,  more  area  than  permitted  for  manufac¬ 
turing;  premises  124-126  East  124th  street,  south  side,  90  ft. 
west  of  Lexington  avenue  (Block  1772,  Lot  60),  Borough  of 
Manhattan.  * 

634-46-BZ— Application,  September  5,_  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Bessie  Ducorsky,  owner  (Alfred  Silverman, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  578  Grand 
street,  south  side,  20  ft.  east  of  Lorimer  street  (Block  2786, 
Lot  7),  Borough  of  Brooklyn. 

534-46-BZ— Application,  July  12,  1946,  under  section  7f  of 
the  zoning  resolution,  of  M.  Martin  Elkind,  applicant,  on 
behalf  of  Victory  Homes,  owner,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  repairs  and  lubrication  for  a  term  of  years; 
premises  47-05  Astoria  boulevard  North,  and  22-71  47th 
street,  northeast  corner  (Block  759,  part  of  Lot  1),  Astoria, 
Borough  of  Queens. 

615-46-BZ — Application,  August  27,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Jenne  Light, 
owner  (David  Schulman,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  834  New  Lots  avenue,  southeast  corner  of  Essex 
street  (Block  4316,  Lot  1),  Borough  of  Brooklyn. 

625-46-BZ— Application,  September  3,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Sam  Wohl, 
owner  (Julius  Gordon,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  359  (361  displayed)  New  Lots  avenue,  north  side, 
102  ft.  \%  in.  west  of  Pennsylvania  avenue  (Block  3839,  Lot 
51),  Borough  of  Brooklyn. 

375-40-BZ — Application  of  Lauritz  Lauritzen,  applicant,  on 
behalf  of  Walter  A.  Beaudel,  owner  (Beaudel  Brothers, 
lessees),  reopened  July  9,  1946,  under  sections  7a,  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  relocation  of  building  of  gasoline  service  station  (previ¬ 
ously  granted  by  the  Board)  ;  premises  144-12  Springfield 
boulevard,  northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  street,  southwest  corner  of  Springfield  boule¬ 
vard  (Block  3816,  Lots  76  and  part  of  63),  Springfield  Gar¬ 
dens,  Borough  of  Queens. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 


permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

668-46-BZ— Application,  September  12,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Heppe  Hudson  Corp.,  Inc.,  owner,  to  permit  in  a 
residence  and  business  use  district,  the  change  in  use  of  an 
existing  building  from  school  to  manufacturing;  premises 
94-19  to  94-29  82nd  street,  82-01  to  82-15  Rockaway  boule¬ 
vard,  northeast  corner,  82-13  to  82-19  95th  avenue  and  94-20 
to  94-40  83rd  street  (Block  9011,  Lot  14),  Woodhaven,  Bor¬ 
ough  of  Queens. 

Materials  for  Approval. 

334-45-SM — Union  Metal  Monotube  Piling — 7,  9  and  11 
gauges. 

666-45-SM — Wheeling  Corrugated  Areaway  Walls. 
14-46-SM — Bostwick  Metal  Lath  and  Accessories. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  15,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  15,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

519-46-A — 120-33  142nd  place,  east  side,  291.79  ft.  south 
of  120th  avenue  (Block  12037,  Lots  1  and  3),  South  Ozone 
Park,  Borough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — 122nd  avenue). 

177-45-A — 321-325  East  3rd  street,  north  side,  120  ft.  west 
of  Avenue  D  (Block  373,  Lot  44),  Borough  of  Manhattan 
( reopened  and  restored  to  calendar  September  24,  1946 ; 
previously  withdrawn). 

565-46-A — 80-06  47th  avenue,  south  side,  433  ft.  west  of 
82nd  street  (1st  floor)  ;  (Block  1536,  Lots  53,  55  and  58), 
Elmhurst,  Borough  of  Queens. 

661-46-A — 414  Avenue  of  The  Americas  (6th  avenue), 
east  side,  43  ft.  6  in.  south  of  West  9th  street  (2nd  floor)  ; 
(Block  572,  Lot  6),  Borough  of  Manhattan. 

720-46-A— 1572-1576  Broadway,  201  West  47th  street, 
northeast  corner  and  702-708  7th  avenue  (Block  1019,  Lot 
29),  Borough  of  Manhattan. 

560-46-A — 754-756  7th  avenue,  west  side,  41  ft.  6  in.  south 
of  West  50th  street  (5th  and  6th  floors)  ;  (Block  1021,  Lot 
34),  Borough  of  Manhattan. 

620-46-A — 1420  Augustina  avenue,  northeast  corner  of 
Bayport  place  (Block  24,  Lot  100),  Far  Rockaway,  Borough 
of  Queens. 

692-46-A — 1  Front  street,  south  side,  34.6  ft.  east  of 
Whitehall  street  (Block  4,  Lot  14),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  22,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli- 
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cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per- 

1  mined  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2030,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

261-46-BZ — Application,  April  12,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Glencoe  Realty  Corp.,  owner,  to  permit  in  a 
retail  use,  D  area  district,  the  erection  of  a  building,  using 
more  than  the  area  permitted ;  premises  94-05  63rd  drive, 
west  side,  50  ft.  north  of  Booth  street  (Block  3081,  Lots  127, 
128  and  129),  Forest  Hills,  Borough  of  Queens. 

110-43-BZ — -Application  of  Milton  B.  Weissman,  appli¬ 
cant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
4,  1946,  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  by  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  howling  alleys  on 

[second  floor;  premises  6214-6224  4th  avenue,  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

633-46-BZ — Application,  September  5,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosen- 
blum,  applicant,  on  behalf  of  Meyer  Fortgang,  owner 
(Henry  Jacobson,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  3502  Church  avenue,  and  179  East  35th  street, 
southeast  corner  (Block  4889,  Lot  1),  Borough  of  Brooklyn. 

348-46-BZ — Application,  May  7,  1946,  under  section  21  of  the 
zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Seniority  Realty  Corp.,  owner,  to  permit  in  a 
business  use  district,  the  area  devoted  to  manufacturing  in 
excess  of  that  permitted;  premises  255-261  18th  street,  north 
side,  150  ft.  east  of  5th  avenue  (Block  873,  Lot  69),  Borough 
of  Brooklyn. 

465-46-BZ — Application,  June  17,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Louis  Lieberman,  applicant,  on 
behalf  of  Sam  Feldman,  owner,  to  permit  in  a  business  use, 
C  area  district,  the  erection  of  a  building  using  more  than  the 
permitted  area,  to  be  used  as  a  dry  cleaning  plant ;  premises 
5257-5265  Kings  Highway,  and  5302-5312  Preston  court, 
southeast  corner  (Block  7949,  Lot  10),  Borough  of  Brooklyn. 

618-46-BZ — Application,  August  29,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Loretto  C.  O’Brien,  owner  (Eugene 
V.  O’Brien,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
3178  Bainbridge  avenue,  southeast  corner  of  East  207th 
street  (Block  3342,  Lot  8),  Borough  of  The  Bronx. 

642-46-BZ — Application,  September  10,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Lapidus  Realty  Corp.,  owner  (Went¬ 
worth  Morris,  lessee),  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
2075  8th  avenue,  west  side,  50  ft.  7  in.  north  of  West  112th 
street  (Block  1847,  Lot  21),  Borough  of  Manhattan. 

669-46-BZ— -Application,  September  16,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Constantinople  Palace  Realty  Corp., 
owner  (Rapid  Wash  Inc.,  lessee),  to  permit  in  a  business 
use  district,  a  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  2479  8th  avenue,  west  side,  25  ft.  south  of 
West  133rd  street  (Block  1958,  Lot  32),  Borough  of  Man¬ 
hattan. 

684-46-BZ — Application,  September  18,  1946,  tinder  sections 
7e  and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 


applicant,  on  behalf  of  Anthony  DeAngelo,  owner  (William 
B.  Kerzner  and  Martin  L.  Wisoff,  lessees),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  227  5th  avenue,  east  side,  20  ft. 
north  of  President  street  (Block  959,  Lot  10),  Borough  of 
Brooklyn. 

501- 46-BZ — Application,  July  21,  1946,  under  sections  7 a  and 
21  of  the  zoning  resolution,  of  Procter  and  Harding,  appli¬ 
cants,  on  behalf  of  Midtown  Hospital,  owner,  to  permit  in 
a  business  use,  B  area  district,  the  construction  of  a  labora¬ 
tory  and  auxiliary  rooms  on  the  roof  of  the  present  building 
with  less  than  the  required  rear  yard;  premises  309  East 
49th  street,  north  side,  125  ft.  east  of  2nd  avenue  (Block 
1342,  Lot  6),  Borough  of  Manhattan. 

513- 46-BZ— Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on  be¬ 
half  of  Jack  Seidler,  owner,  to  permit  in  a  residence  use 
district,  the  change  in  use  from  fire  house  to  repairing  and 
storage  for  vending  machines;  premises  166  Clymer  street, 
south  side,  200  ft.  east  of  Bedford  avenue  (Block  2173, 
Lot  17),  Borough  of  Brooklyn. 

572- 46-BZ— Application,  July  16,  1946,  under  section  21  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Paramount  Macaroni  Co.,  owner,  to  permit 
in  an  unrestricted  use,  C  area,  class-1  height  district,  the 
extension  of  present  building  exceeding  the  height  and  area 
permitted,  and  without  the  required  rear  yard ;  premises 
349-355  Suydam  street,  north  side,  225  ft.  east  of  Irving 
avenue  (Block  3210,  Lot  51),  Borough  of  Brooklyn. 

683-46-BZ— Application,  September  18,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Vincent  Terranova,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  155  Chrystie  street,  west  side,  50  ft 
6  in.  north  of  Delancey  street  (Block  425,  Lot  37),  Borough 
of  Manhattan. 

Appeals  from  Administrative  Decisions. 

502- 46-A — 309  East  49th  street,  north  side,  125  ft.  east  of  2nd 
avenue  (7th  floor)  ;  (Block  1342,  Lot  6),  Borough  of  Man¬ 
hattan. 

514- 46-A— 166  Clymer  street,  south  side,  200  ft.  east  of  Bed¬ 
ford  avenue  (Block  2173,  Lot  17),  Borough  of  Brooklyn. 

573- 46- A — 349-355  Suydam  street,  north  side,  225  ft.  east  of 
Irving  avenue  (4th  floor)  ;  (Block  3210,  Lot  51),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  22.  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street) . 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  pubhc  hearing 
Tuesday  morning,  October  29,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 
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Zoning  Applications. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Fran  zone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  he  used 
as  a  gasoline  service  station,  luhritorimn,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Flock 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

206-27-BZ — Application  of  Kitzler  and  Nuriclc,  appli¬ 
cants,  on  behalf  of  S.  S.?Lerow,  Inc.,  owner,  reopened  July 
9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601'-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 

300-46-BZ — Application,  April  26,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Herkimer  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  proposed  manufacturing 
area  in  excess  of  that  permitted ;  premises  66-76  Sackman 
street,  and  1424-1434  Herkimer  street,  southwest  corner 
(Block  1572,  Lot  18),  Borough  of  Brooklyn. 

318-46-BZ — -Application,  April  18,  1946,  under  section  7e 
of  the  zoning  resolution,  of  George  A.  Rauh,  applicant,  on 
behalf  .of  Caroline  Raub,  owner  (Dr.  B.  S.  Hopper,  lessee), 
to  permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy,  from  two  family  residence  to  dentist’s  office  and  one 
family  residence,  for  a  term  of  years;  premises  107-17  86th 
avenue,  northwest  corner  of  108th  street  (Block  9197,  Lot 
29),  Richmond  Hill,  Borough  of  Queens. 

338-46-BZ — Application,  May  7,  1946,  under  section  7f  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Betty  Markowitz,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  sale  and  display  of  used  cars  for  a 
period  of  two  (2)  years;  premises  1504-1526  Coney  Island 
avenue,  west  side,  100  ft.  north  of  Avenue  L  (Block  6536, 
Lots  30  and  34),  Borough  of  Brooklyn. 

405-46-BZ— Application,  June  3,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Barr,  Bennett  &  Fullen 
and  Saul  Goldsmith,  applicants,  on  behalf  of  Adolf  Freed¬ 
man,  owner,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium  and  auto  laundry;  premises  793-801  Bedford  ave¬ 
nue,  and  494-502  Park  avenue,  southeast  corner  (Block  1734, 
Lots  1  and  70),  Borough  of  Brooklyn. 

611-46-BZ — Application,  August  27,  1946,  under  sections 
7a,  7e  and  21  of  the  zoning  resolution,  of  Jacob  J.  Glos- 
ter,  applicant,  on  behalf  of  Leading  Cleaners  and  Dyers, 
Inc.,  owner,  to  permit  in  a  residence  use,  D  area  district, 
the  extension  to  existing  dry  cleaning  establishment,  using 
more  than  the  area  permitted;  premises  1147-1155  Lorraine 
avenue,  northwest  corner  of  Pine  stre'et  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklyn. 

663-46-BZ— Application,  September  9,  1946,  under  section 
7h  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza.  ap¬ 
plicants,  on  behalf  of  Mitchel  Schneider  Co.,  Inc.,  owner, 
to  permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  a  plot  located  partly  in  a  business  use 
district,  for  a  term  of  years;  premises  141-125  Concord 
street,  and  205-213  Jay  street,  northeast  corner  (Block  107, 
Lot  1,  101,  2,  4,  5  and  part  of  50),  Borough  of  Brooklyn. 

671-46-BZ— Application,  September  16,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  William  R. 
Shirley,  applicant,  on  behalf  of  Donald  Willard  Holding 
Corp.,  owner  (H.  Leonard  and  E.  Presser,  lessees),  to  per¬ 
mit  in  a  business-1  use  district,  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  1153  Castleton  avenue, 


north  side,  71.09  ft.  east  of  Barker  street  (Block  197,  Lot 
131),  West  New  Brighton,  Borough  of  Richmond. 

678-46-BZ— Application,  September  17,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  William  R. 
Shirley,  ’applicant,  on  behalf  of  Octavio  B.  Romero,  owner, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years;  premises  3213  Tilden  avenue, 
north  side,  65  ft.  west  of  New  York  avenue  (Block  4903, 
part  of  Lot  39),  Borough  of  Brooklyn. 

685-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Charles  M. 
Spindler,  applicant,  on  behalf  of  Matthew  Navarra,  owner 
(Samuel  Ellman  and  Sidney  Lukas,  lessees),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  442  Bedford  avenue,  west  side, 
24  ft.  6  in.  north  of  South  9th  street  (Block  2137,  Lot  31), 
Borough  of  Brooklyn. 

739-46-BZ — Application,  October  4,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Sophie  Deckelbaum,  owner  (Mar¬ 
vin  Barsky,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
126  1st  avenue,  east  side,  97  ft.  4  in.  north  of  East  7th 
street  (Block  435,  Lot  6),  Borough  of  Manhattan. 

302-44-BZ— Application  of  Italo  Nicolai,  applicant,  on  be¬ 
half  of  Xavier  Kirchoffer,  owner,  reopened  July  9.  1946, 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use,  E  area  district,  the  extension  of  present  hot 
house  and  potting  shed,  without  the  required  front  yard ; 
premises  2286  Richmond  road,  south  side,  122  ft.  east  of 
Otis  avenue,  and  25  ft.  west  of  Bryant  avenue  (Block  3618, 
Lot  7),  New  Dorp,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  29,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  ; 

Appeals  from  Administrative  Derisions. 

601-46-A — West  side  of  Columbia  street,  2140  ft.  south 
of  Halleck  street,  Pier  A,  Ft.  of  Richards  street  (Block 
613,  Lot  1),  Beard’s  Erie  Basin,  Borough  of  Brooklyn. 

672-46-A — 90  and  92  Amity  street,  south  side,  202  ft.  and 
177  ft.  west  of  Henry  street  (Block  295,  Lots  15  and  16), 
Borough  of  Brooklyn. 

680-45-A— 132-54  58th  road,  south  side,  500  ft.  east  of  Law¬ 
rence  street  (Block  6366,  Lot  88),  Flushing,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 134th  street). 

HARRIS  H.  MURDOCK,  Chairman 


NOVEMBER  6,  1946,  10  A.  M. 

NOTICE  IS  LIEREBY  GIVEN  of  a  public,  hearing 
Wednesday  morning ,  November  6,  1946,  at  10  o  clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matter : 

Zoning  Application. 

540-46-BZ— Application,  July  5,  1946,  under  section  21  of 
the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants,  on 
behalf  of  756  Utica  Avenue  Corp.  and  Estate  of  Julia  Ryan, 
owners,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building,  to  be  used  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  750-780  Utica  ave¬ 
nue,  west  side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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NOVEMBER  13,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  13,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matter : 

Zoning  Application. 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  8,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  October  1,  1946,  were 
approved  as  printed  in  Bulletin  No.  41,  Volume  31. 


ZONING  APPLICATIONS. 

208-37-BZ 

APPLICANT— William  A.  Wessner,  for  Edbro  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  reopened  September  17,  1946,  for 
consideration  as  to  extension  of  variance  (expired 
by  limitation) — Application  (decision  of  the  bor¬ 
ough  superintendent),  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution, 
for  a  temporary  term  of  years,  permitting  in  a 
business  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 22-65  31st  street,  east  side, 
182.6  ft.  north  of  23rd  avenue  (Block  833,  Lot  12), 
Astoria  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  Moser  and  William  A. 
Wessner. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1946  at 
10  A.  M.  for  applicant  to  exhibit  certificate  of 
occupancy. 


325-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Edgemere  Ga¬ 
rage  and  Sales,  Inc.,  owner  (Rex  Curtain  Corp., 
lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  D  area  district, 
the  extension  of  present  building  using  more  than 
area  permitted. 


PREMISES  APFECTED — 50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st 
streets  (Block  336,  Lot  20),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1946 
at  10  A.  M.  for  hearing  with  Cal.  Nos.  294-46-A 
and  326-46-A. 


382-46-BZ 

APPLICANT — William  J.  Burke,  for  Adam  and  Charles 
Klein,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  an  automobile  repair  shop. 

PREMISES  AFFECTED — 74-02  to  74-16  Queens  boule¬ 
vard,  south  side,  179.31  ft.  west  of  Kneeland  place 
and  South  Railroad  avenue  (Block  2448,  Lot  213), 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  referred  to  the  engi¬ 
neer  of  the  Board,  for  new  hearing  date,  applicant  to 
amend  basis  of  appeal. 


523-46-BZ 

APPLICANT — Robert  Williamson,  for  Flostrand  Realties, 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent),  under  sections  7g  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use, 
C  and  D  area  districts,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  storage  garage 
for  more  than  five  (5)  motor  vehicles,  using  more 
than  the  area  permitted. 
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PREMISES  AFFECTED— 3155  Westchester  avenue,  west 
side,  265.6  ft.  south  of  Wilkinson  avenue  (Block 
4235,  Lot  45),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  Williamson. 

For  Opposition:  J.  Mortensen  and  Mrs.  P.  Bradley. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  placed  on  reserve  cal¬ 
endar. 


540-46-BZ 

APPLICANT — Kitzler  and  Nurick,  for  756  Utica  Avenue 
Corp.  and  Estate  of  Julia  Ryan,  owners. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  building,  to  be  used  as  a 
garage  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 750-780  Utica  avenue,  west 
side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  Nurick  and  L.  J.  Brown. 
For  Opposition :  Samuel  J.  Belfer,  Fredericka 
Manuel,  Carmela  Palermo,  Agnello  Carl  and 
Ezra  Kotcher. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  November  6,  1946 
at  10  A.  M.  for  further  consideration. 


633-46-BZ 

APPLICANT— Samuel  Rosenblum,  for  Meyer  Fortgang, 
owner  (Henry  Jacobson,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED— 3502  Church  avenue,  and  179 
East  35th  street,  southeast  corner  (Block  4889,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  Henry 
Jacobson. 

For  Opposition:  Neil  J.  Toomey,  Clara  P lorio, 
Rose  Kaufman  and  Rocco  Giovanniello. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1946  at 
10  A.  M.  for  decision  without  further  argument 
after  additional  information  is  furnished,  the  ap¬ 
plicant  having  revised  his  basis  of  appeal  to  read 
section  7e  of  the  zoning  resolution  instead  of 
sectons  7e  and  21. 


677-46-BZ 

APPLICANT— Leonard  Schultze  and  Associates,  for  Sav¬ 
ings  Bank  Trust  Co.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21-C  for  variation  of  the 
area  requirements  of  the  zoning  resolution,  as  to 
size  of  yards  arrd  lot  coverage;  premises  in  D,  E 
and  F  area  and  residence  and  business  use  districts. 

PREMISES  AFFECTED— Blocks  bounded  by  Grand  Cen¬ 
tral  parkway,  Main  street,  Union  turnpike  and 
Parsons  boulevard  (Block  6673,  Lots  3,  50  and 
100:  Block  6674,  Lot  3;  Block  6692,  Lot  3;  Block 
6693,  Lot  3 ;  Block  6694,  Lot  101 ;  Block  6819,  Lot 
2  and  Block  6820,  Lot  3),  Flushing,  Borough  of 
Queens.  •  I 


APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  15,  1946  at 
10  A.  M.  pending  action  of  Planning  Commission. 


354-23-BZ 


APPLICANT — Lama  and  Proskauer,  for  103  Empire 
Boulevard  Corp.,  owner. 

SUBJECT — Application  reopened  May  14,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent). under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  change  in  use  from  pub¬ 
lic  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  Board)  to  include 
showroom,  servicing  and  repair  of  motor  vehicles. 

PREMISES  AFFECTED— 103-111  Empire  boulevard, 
north  side,  238  ft.  2)4  in.  east  of  Belford  avenue 
(Block  1306,  Lot  37),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

TFIE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  ® 


THE  RESOLUTION  (354-23-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  in  a  business  use  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles,  affecting  premises  103-111  Empire  boule¬ 
vard  (Block  1306,  Lot  37),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  July  3,  1923  on  certain  conditions; 

and  . 

Whereas,  Lama  and  Proskauer,  for  103  Empire  Boule¬ 
vard  Corporation,  owner,  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7  c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  change 
of  use  from  public  garage  for  more  than  five  (5)  motor 
vehicles  to  include  showroom,  servicing  and  repair  of  motor 
vehicles,  affecting  premises:  103-111  Empire  boulevard, 
north  side,  238  feet,  2)4  in.  east  of  McKeever  place  and 
66-72  Sullivan  place  (Block  1306,  Lot  37),  Borough  of 
Brooklyn ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
May  14,  1946  and  restored  to  the  calendar  subject  to  usual 
procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  8,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Empire  boulevard  is  in  a  business  use, 
B  area  and  Class  1)4  height  district;  Sullivan  place  is  in  a 
business  use,  B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  7,  1946,  re  Alt.  Applic.  1743-46,  reads: 

“1.  Change  of  use  of  existing  public  garage  located 
in  a  business  zone  to  include  auto  showroom  and  servic¬ 
ing  and  repair  of  motor  vehicles  is  contrary  to  Bd.  of 
Standards  and  Appeals  Resolution  under  Cal.  #354-23- 
BZ  and  should  be  submitted  to  the  Board  for  consider¬ 
ation.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  80  ft.  frontage  by  200  ft.  in  depth  on  which  is 
located  a  building  80  ft.  frontage  by  200  ft.  in  depth,  one 
story,  14  feet,  6  in.  in  height,  of  Class  3  construction ;  that 
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it  is  proposed  to  use  a  portion  of  the  garage  facing  Empire 
boulevard,  approximately  40  feet  by  80  feet  as  an  automo¬ 
bile  showroom  by  removing  present  garage  doors  and  con¬ 
structing  a  new  show  window,  and  three  offices ;  and 

Whereas,  the  applicant  contends  that  the  garage  now  on 
the  site  was  granted  by  the  Board  of  Standards  and  Appeals 
under  Cal.  #354-23-BZ ;  that  it  is  now  proposed  to  use  a 
portion  of  the  garage  facing  on  Empire  boulevard,  occupy¬ 
ing  an  area  approximately  40  feet  by  80  feet  as  an  auto 
showroom,  by  removing  the  present  garage  doors  and  con¬ 
structing  a  new  show  window  and  three  private  offices ; 
that  the  balance  of  the  garage  will  be  used  for  parking 
and  storage  and  servicing  of  automobiles ;  that  the  entire 
Block  #1306  with  the  exception  of  Lots  32,  35  and  36  is 
improved  with  public  garage ;  that  the  same  condition  exists 
in  Block  1313,  Lots  1,  14,  19  and  26;  that  therefore,  in  view 
of  the  fact  the  garage  already  exists  and  the  proposed  use 
will  in  no  way  affect  the  surrounding  area,  as  Empire  boule¬ 
vard  is  more  or  less  improved  with  garages  and  showrooms, 
the  granting  of  this  application  is  respectfully  requested ; 
and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board : 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  3,  1923  by  adding  there¬ 
to  : 

“that  in  the  event  the  present  owner,  103  Empire  Boule¬ 
vard  Corporation,  desires  to  occupy  the  building  as  an 
automobile  showroom  and  service  station  for  the 
Kaiser-Erazer  Company  and  also  to  retain  the  present 
use  as  a  garage  for  more  than  five  cars  as  passed  upon 
by  the  borough  superintendent  under  Alt.  Applic.  1743- 
46 ;  that  such  additional  uses  may  be  permitted  as  herein 
proposed  and  as  indicated  on  plan  filed  with  this  appeal 
marked,  ‘Received  June  20,  1946’,  two  sheets,  on  condi¬ 
tion  that  no  additional  gasoline  servicing  equipment 
shall  be  installed  other  than  the  existing  550  gallon  tank 
and  two  gasoline  pumps  at  the  entrance  from  Sullivan 
place ;  that  the  repair  work  shall  be  limited  to  work  in 
connection  with  cars  dealt  in  by  the  sales  agency,  such 
repairs  to  be  done  by  hand  tools  except  that  they  may 
also  install  equipment  for  wheel  alignment  and  brake 
testing  and  for  greasing  as  indicated  on  such  plan ;  that 
in  all  other  respects,  the  requirements  of  all  laws,  rules 
and  regulations  applicable  thereto  as  modified  by  the 
Board  under  this  calendar  number  on  July  3,  1923,  and 
as  of  today,  shall  be  complied  with ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


606-46-BZ 

APPLICANT — William  R.  Shirley  of  Shirley  and  De- 
Shaw,  for  Michael  Maniere,  owner  (V.  Vitulli  and 
Alex  Silawsky,  lessees). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 42-10  14th  avenue,  west  side, 
60  ft.  2%  in.  south  of  42nd  street  (Block  5599,  Lot 
40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  R.  Shirley,  Alex  Silawsky 
and  Vito  Vitulli. 

For  Opposition :  None. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman  and 
John  J.  Saunders,  Board  of  Education. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


THE  RESOLUTION  (606-46-BZ) 

Whereas,  William  R.  Shirley  for  Michael  Maniere, 
owner  (V.  Vitulli  &  Alex  Silawsky,  lessee)  filed  an  appli¬ 
cation  under  section  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  a  wet  wash  laundry  for  a 
term  of  five  (5)  years,  affecting  premises  4210  14th  avenue, 
west  side,  60  ft.  21  in.  south  of  42nd  street  (Block  5599, 
lot  40),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  8,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  14th  avenue  is  in  a  business  use,  C 
area  and  class  1  height  district;  42nd  street  is  in  residence 
and  business  use  C  area  and  class  1  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  14,  1946  on  Alt.  Applic.  3476-46  reads: 

“1.  Proposed  laundry  within  a  business  use  district, 
is  contrary  to  Art.  2,  Sect.  4a-51  of  the  Zoning  Res.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  80  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  50  ft.  in  depth,  3  stories, 
35  ft.  in  height,  of  class  3  construction;  and  it  is  proposed 
to  install  20  approved  self-service  type  washing  machines 
(approved  under  Cal.  136-46-SA)  in  the  store  on  the  first 
floor ;  and 

W  hereas,  the  applicant  contends  that  each  machine  is 
operated  by  a  %  h.p.  motor  and  with  a  capacity  of  10  lbs. 
of  dry  clothes ;  that  this  retail  rental  laundry  will  have  only 
two  employees  as  it  is  a  self-service  installation;  that  no 
steam  is  manufactured  on  the  premises  and  no  volatile 
fluids  will  be  used ;  that  there  will  not  be  any  noxious 
odors  or  excessive  noise  from  operation ;  that  there  are  few 
and  inadequate  sanitary  facilities  in  the  neighborhood  and 
this  installation  will  prove  a  definite  contribution  to  public 
health  and  lighten  the  burden  of  the  housewife;  that  it  is 
requested  the  applicant  be  permitted  to  operate  the  establish¬ 
ment  for  a  term  of  five  years ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  (5)  years,  to  permit  the  laundry  as  pro¬ 
posed  to  be  maintained  within  the  store  as  indicated  on 
plans  filed  with  this  application  marked  “Received  August 
26,  1946”,  four  sheets,  on  condition  that  not  more  than 
twenty  (20)  such  machines  shall  be  installed  as  proposed 
and  as  approved  by  the  Board  under  Cal.  No.  136-46-SA; 
that  during  the  term  of  the  variance  no  additional  laundry 
work  shall  be  done  on  the  premises  and  no  other  uses  shall 
be  maintained  in  the  store  other  than  the  laundry  use  herein 
permitted;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that 
in  the  room  at  the  rear  marked  “service  laundry”  not  more 
Ilian  one  sink  shall  be  installed;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


613-46-BZ 

APPLICANT — William  R.  Shirley  of  Shirley  and  DeShaw, 
for  Christine  M.  Drewes,  owner  (Julius  Flegen- 
heimer,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
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PREMISES  AFFECTED— 91-14  Corona  avenue,  south 
side,  36.16  ft.  east  of  91st  place  (Block  1848,  Lot 
3),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  R.  Shirley  and  Herman  C. 
Drewes. 

For  Opposition  :  Clyde  Nichols  and  Robert  Konove. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . •  •  •. .  0- 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (613-46-BZ) 

Whereas,  William  R.  Shirley  for  Christine  M.  Drewes, 
owner,  (Julius  Flegenheimer,  lessee)  filed  August  26,  1946, 
an  application  under  sections  7e  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  a  wet  wash  laundry 
for  a  term  of  five  (5)  years;  premises  91-14  Corona  avenue, 
south  side,  36.16  ft.  east  of  91st  place  (Block  1848,  Lot  3), 
Elmhurst,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  8,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Corona  avenue  is  in  unrestricted  and 
business  use,  C  area  and  Class  1  /  height  districts  ;  91st  place 
is  in  a  business  use,  C  area  and  Class  V/i  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  15,  1946,  re  Alt.  Applic.  2101-46,  reads: 

“1.  The  change  in  use  of  first  floor  from  stores  to 
wet  wash  laundry  located  in  a  business  use  district  is 
contrary  to  Art.  2,  Sect.  4-51  of  zone  law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  40  ft.  frontage  by  106.83  ft.  in  depth,  irregular,  on 
which  is  located  a  building  40  ft.  front  by  70  ft.  in  depth, 
irregular,  two  stories,  25  ft.  in  height,  of  Class  3  construc¬ 
tion;  that  it  is  proposed  to  install  20  standard  self-service 
washing  machines  (Approved  under  Cal.  136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  20  Standard  Bendix  washing  machines  in  the  store, 
each  machine  operated  by  a  H.P.  motor  with  an  indi¬ 
vidual  capacity  of  10  lbs.  of  dry  clothes;  that  there  will  be 
only  two  employees  as  it  is  a  self-service  installation;  that 
no  steam  is  manufactured  on  the  premises  and  no  volatile 
fluids  will  be  used ;  that  there  will  not  be  any  noxious  odors 
or  excessive  noise  from  operation  of  the  proposed  establish¬ 
ment  ;  that  there  are  few  and  inadequate  laundry  facilities  in 
the  neighborhood  and  this  installation  will  prove  a  definite 
contribution  to  the  public  health  and  lighten  the  burden  of 
the  housewife;  that  it  is  therefore  respectfully  requested  that 
consideration  be  given  for  the  granting  of  a  variance  to  per¬ 
mit  the  lessee  to  operate  the  establishment  for  a  period  of 
five  years ;  and 

Whereas,  the  applicant  has  changed  the  basis  of  his  appli¬ 
cation  from  sections  7e  and  21  of  the  zoning  resolution  to 
section  7e  only ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  north  side  of  Corona  avenue  is  in  an  unre¬ 
stricted  use  district  where  the  proposed  use  could  be  law¬ 
fully  established;  and 

Whereas,  the  Board  deemed  that  there  is  no  justification 
for  the  exercise  of  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


APPEAL  FROM  ADMINISTRATIVE  DECISION. 

524-46-A 

APPLICANT — Robert  Williamson,  for  Flestrand  Realties, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent. 

PREMISES  AFFECTED — 3155  Westchester  avenue,  west 
side,  265.6  ft.  south  of  Wilkinson  avenue  (Block 
4235,  Lot  45),  Borough  of  The  Bonx. 
APPEARANCES— 

For  Applicant :  Robert  Williamson. 

For  Opposition :  J.  Mortensen  and  Mrs.  P. 
Bradley. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  placed  on  reserve  cal¬ 
endar,  to  be  considered  with  Cal.  523-46-BZ. 


Adjourned:  12:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  8,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

594-46-A 

APPLICANT — George  P.  Ames,  for  Robert  F.  and  Majel 
D.  White,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent. 

PREMISES  AFFECTED — 29-58  214th  street,  west  side, 
535.85  ft.  north  of  33rd  avenue  (Block  6054,  Lot 
65),  Bayside,  Borough  of  Queens.  (Under  section 
35,  General  City  Law  re  bed  of  mapped  street — 
32nd  avenue). 

APPEARANCES— 

For  Applicant :  George  P.  Ames. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — dfppeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (594-46-A) 

Whereas,  George  P.  Ames,  for  Robert  F.  and  Majel  D. 
White,  owners,  filed  August  9,  1946,  an  application  pur¬ 
suant  to  Section  35  of  the  General  City  Law  relating  to  the 
maintenance  of  buildings  erected  in  the  bed  of  mapped 
street  (32nd  avenue)  affecting  premises  29-58  214th  street, 
west  side,  535.85  ft.  north  of  33rd  avenue  (Block  6054,  Lot 
65),  Bayside,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  2,  1946,  on  Alt.  Applic.  2100-46,  reads: 

“1.  Secure  approval  of  Board  of  Appeals  for  build¬ 
ing  erected  in  bed  of  mapped  street,  as  same  is  con¬ 
trary  to  Sect.  35  of  General  City  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stofies 
(28  ft.)  in  height;  26  ft.  2  in.  by  55  ft.  10  in.  in  area, 
of  Class  3  construction;  erected  1939;  on  a  lot  55  ft.  by 
118  ft.  in  area,  in  a  residence  use,  F  area  and  Class  1  height 
district,  and  used  and  occupied  since  1939  as  a  two  family 
dwelling  and  a  garage ;  that  no  change  in  use  or  occupancy 
is  proposed;  and 
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Whereas,  Certificate  of  Occupancy  22325,  issued  Octo- 
l>er  14,  1941,  permits  the  present  use  and  occupancy  of  the 
dwelling;  and 

Whereas,  the  applicant  contends  the  buildings  were 
erected  under  N.B.  Applic.  2778-39,  and  Permit  No.  3526, 
issued  May  29,  1939;  that  Certificate  of  Occupancy  No. 
Q  22325,  was  issued/  October  14,  1941  ;  that  at  the  time  of 
the  issuance  of  the  permit,  the  department  had  knowledge 
of  the  mapped  street  and  regularly  issued  permits  to  build 
on  mapped  streets  without  the  approval  of  the  Board  of 
Standards  and  Appeals ;  that  it  is  believed  that  the  depart¬ 
ment  was  then  operating  under  an  opinion  of  the  Corpora¬ 
tion  Counsel  that  approval  of  the  Board  was  unnecessary ; 
that  granting  of  the  permit  to  build  and  the  certificate  of 
occupancy  precluded  an  appeal  to  the  Board  by  the  owner ; 
that  the  owner  desiring  to  sell  the  house,  learns  that  title 
companies  refuse  to  insure  the  title,  as  being  unmarketable, 
basing  their  refusal  on  the  decision  of  the  Court  of  Appeals 
in  Petterson  v.  Radspi,  290  N.  Y.  645,  and  in  turn,  the 
mortgage  companies  refuse  to  issue  a  mortgage  because  the 
title  companies  will  not  insure;  that  the  title  companies 
are  not  concerned  with  the  question  of  damages  or  award 
in  the  evertt  of  condemnation,  as  that  question  has  been  ruled 
on  by  the  Court  of  Appeals ;  that  the  owmer  contends  that 
the  Department  lawfully  and  properly  issued  a  permit  and 
for  the  Board  now  to  refuse  to  approve  the  permit  by  grant¬ 
ing  permission  to  maintain  the  building,  would  be  tantamount 
to  depriving  the  owner  of  his  free  and  legal  use  of  the 
property  and  put  an  encumbrance  on  the  property  that 
would  prevent  its  disposal ;  that  the  equities  are  in  favor 
of  the  owner,  first,  because  in  good  faith  he  relied  upon 
the  permit  and  spent  considerable  money;  secondly,  if  either 
party  must  suffer,  it  should  be  the  city  because  its  depart¬ 
ment  acquiesced  to  the  construction  of  the  building;  that 
if  the  street  should  ever  be  opened,  the  cost  would  be  on  the 
local  area  and  not  on  the  city ;  that  there  is  no  necessity 
for  opening  the  street ;  that  Section  35  of  the  General  City 
Law  provides  in  part  “that  the  Board  may  impose  reason¬ 
able  requirements  *  *  *  which  requirements  shall  inure  to 
the  benefit  of  the  city  *  *  *” ;  that  no  conditions  need  be 
applied  in  this  case,  for  the  reason  that  if  the  street  should 
be  opened,  there  would  be  no  cost  to  the  city;  that  the 
Chief  of  the  Topographical  Bureau  stated  in  1939  that  in 
his  opinion  no  proceeding  would  be  started  to  open  the 
streets  unless  the  property  owners  initiated  it ;  that  it  is 
therefore  requested  the  Board  approve  the  permit  and  certifi¬ 
cate  of  occupancy  issued  by  the  borough  superintendent ;  and 

Whereas,  in  the  opinion  of  the  Board,  the  permit  and 
certificate  of  occupancy  were  unlawfully  issued  in  1941  under 
the  terms  of  the  General  City  Law,  Section  35. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2100-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers, vested  in  the  Board  under  section  35  of 
the  General  City  Law,  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  no  additional  build¬ 
ings  shall  be  erected  within  the  bed  of  the  proposed  street ; 
that  in  the  event  a  portion  or  all  of  the  premises  is  taken 
by  the  city  for  street  purposes,  no  claim  shall  be  made  in 
condemnation  for  value  of  the  buildings  beyond  the  cost 
as  determined  by  the  court  at  the  time  the  buildings  were 
erected  in  1939  or  thereabouts,  and  for  the  fair  value  of  the 
land  so  taken,  as  may  be  determined  by  the  court. 


649-46-A 

APPLICANT — Paul  C.  Reilly,  for  St.  Clare’s  Hospital, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borought  super¬ 
intendent. 

PREMISES  AFFECTED— 408-414  West  52nd  street,  south 
side,  100  ft.  west  of  9th  avenue  (Block  1061,  Lot 
37),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  John  L.  Schlick  and  Paul  Stirm. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative:  .  0 

THE  RESOLUTION  (649-46-A) 

Whereas,  Paul  C.  Reilly,  for  St.  Clare’s  Hospital,  owner, 
filed  August  26,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  408-414  West  52nd 
street,  south  side,  100  ft.  west  of  9th  avenue  (Block  1061, 
Lot  37),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  5,  1946,  on  N.  B.  168-46  reads: 

“3a.  Structure  exceeds  75  ft.  in  height,  provide  a 
fire  tower  in  accordance  with  Sections  6.1. 2.2.3  (1), 
6.5.1,  6.5.2  Code. 

8.  Provide  standpipe  as  per  16.1.1  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  6  stories  and  basement  (77  ft.  A/2  in.)  in  height, 
99  ft.  11  in.  by  approximately  90  ft.  in  area,  of  class  1  con¬ 
struction,  erected  on  a  lot  99  ft.  by  100  ft.  5  in.  in  area, 
in  a  residence  use,  B  area  and  Class  1)4  height  district  and 
proposed  to  be  used  throughout  as  a  hospital,  as  follows : 
basement — nurses’  dining  room,  cafeterias,  toilets,  refectory, 
lockers,  storage — 180  persons;  1st  floor — clinics,  offices, 
laboratory,  toilets — 50  persons  ;  2nd  floor — chapel,  bedrooms, 
sewing  room,  toilets — 143  persons;  3rd  floor— chapel,  gallery, 
bedrooms,  linen  storage — 57  persons  ;  4th  floor — community 
room,  bedrooms,  sewing  room — 25  persons  ;  5th  floor — bed¬ 
rooms,  utility  room,  pantry — 25  persons;  6th  floor — bedrooms, 
toilets,  utility  room,  pantry,  chaplain’s  suite— 14  persons ; 
roof — toilets,  storage  room,  sundeck — 10  persons;  that  the 
building  will  be  equipped  with  an  interior  fire  alarm  system, 
one  new  3  ft.  8  in.  steel  stairs  enclosed  in  6  in.  terra  cotta 
block,  equipped  with  hollow  metal  self-closing  doors  leading 
to  the  roof  bulkhead  and  with  egress  to  the  street  through  a 
lobby ;  and 

Whereas,  the  applicant  contends  that  the  floor  heights  of 
the  proposed  structure  are  planned  to  be  of  the  same  height 
as  the  present  hospital,  with  connections  on  each  floor  sepa¬ 
rated  by  two  3-hour  opening  protective  assemblies ;  that  to 
meet  the  floor  levels  of  the  existing  building,  the  new  build¬ 
ing  will  be  77  ft.  A/2  in.  in  height,  which  is  2  ft.  4J4  in.  over 
the  permitted  height  above  which  standpipes  and  fire  towers 
are  required ;  that  in  view  of  this  small  difference  over  the 
permitted  height,  it  is  requested  that  this  appeal  be  granted, 
rather  than  require  lowering  of  the  floor  heights  of  the  pro¬ 
posed  structure,  which  lowering  would  require  the  introduc¬ 
tion  of  ramps  on  each  floor  and  greatly  inconvience  the 
functioning  of  the  hospital. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Application  168-46,  Objection  Nos.  3a  and  8, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  not 
exceed  6  stories,  nor  78  ft.  in  height  to  the  main  roof  beams, 
substantially  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  August  26,  1946”  9  sheets ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  wtih 
all  laws,  rules  and  regulations  applicable  thereto,  including 
the  interior  fire  alarm  system,  which  shall  be  connected  to 
fire  headquarters  through  an  approved  central  station. 


658-46-A 

APPLICANT — William  F.  Conran,  for  198  Broadw'ay  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED— 198  Broadway,  east  side,  111  ft. 
south  of  Fulton  street  (Block  79,  Lot  18),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  F.  Conran. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative . .  0 

THE  RESOLUTION  (658-46-A) 

Whereas,  William  F.  Conran,  for  198  Broadway  Corpora¬ 
tion,  owner,  filed  September  5,  1946,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises  198 
Broadway,  east  side,  111  ft.  south  of  Fulton  street  (Block  79, 
Lot  18),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  24,  1946,  re  amendment  to  Misc.  Sprinkler  Applic. 
2305-45,  reads : 

“The  amendment  to  omit  the  alarm  devices  as  called 
for  in  C26-1365  Adm.  Code  is  disapproved.” 

and 

Whereas,  reconsideration  of  the  objection  was  denied 
August  23,  1946  by  the  borough  superintendent;  and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  (125  ft.),  in  height,  19  ft.  by  139  ft.  in  area  at  first 
floor,  19  ft.  by  130  ft.  in  area  at  typical  floor,  of  fireproof 
construction,  erected  in  1902,  located  in  business  use,  B  area 
and  Class  2)4  height  district ;  used  and  occupied  since  1941,  as 
follows :  subcellar,  motor  room,  0  persons ;  cellar,  storage 
and  stockroom,  1  person;  1st  floor,  retail  store,  10  persons; 
2nd  floor,  lapidary  and  watch  repairs,  10  persons;  3d  floor, 
jewelry,  watch  repairs,  10  persons ;  4th  to  7th  floors,  inclusive, 
jewelry  manufacturing  and  watch  repairs,  10  persons  on  the 
4th  floor;  15  on  the  5th  floor;  15  on  the  6th  floor;  10  on  the 
7th  floor;  8th  floor,  optician,  diamond  cutter,  15  persons; 
9th  floor,  polishing  and  diamond  cutting,  10  persons ;  10th 
floor,  jewelry  manufacturing  and  repair,  10  persons;  11th 
floor,  diamond  tool  manufacturing  and  cutting,  15  persons ; 
12th  floor,  diamond  cutting  and  polishing,  15  persons;  that 
the  building  is  equipped  with  one  3  ft.  6  in.  wide,  fireproof 
stairs  from  the  roof  bulkhead,  directly  to  the  street  and  one 
fire  escape  at  the  rear,  leading  to  the  roof  by  stairs,  with 
egress  from  its  termination  at  the  second  floor  across  the 
roof  at  the  second  floor  level,  to  the  building  to  the  south; 
that  windows  and  doors  on  the  course  of  the  fire  escape  are 
fireproof,  self-closing;  and 

Whereas,  under  Cal.  No.  239-45-A,  the  Board  permitted 
the  withdrawal  of  an  appeal  from  Fire  Department  Order 
12620-LF ;  and 

Whereas,  on  July  14,  1945,  the  Fire  Department  modified 
Order  12620-LF,  as  follows : 

“In  view  of  the  improved  condition  and  new  horizontal 
openings  into  the  cellar  and  first  floor  from  the  building 
to  the  north,  you  are  advised  that  when  an  automatic 
sprinkler  system  is  installed  throughout  the  cellar  in  com¬ 
pliance  with  Article  16,  Chapter  26,  Adm.  Code,  except 
that  the  source  of  water  supply  may  be  from  the  existing 
two  inch  city  main  domestic  connection,  the  same  will 
be  accepted  as  adequate  compliance  with  the  order  while 
the  present  conditions  are  properly  maintained. 

Note:  If  the  total  number  of  heads  exceed  20,  plans 
must  be  filed  for  approval  with  the  Dept,  of  Hous¬ 
ing  and  Buildings.  If  20  or  less  heads  a  sketch  of 
the  proposed  system  must  be  filed  with  this  depart¬ 
ment.” 

and 

Whereas,  the  applicant  requests  that  the  Board  waive  the 
requirement  of  the  alarm  devices  on  the  required  sprinkler 
system,  due  to  the  small  number  of  heads  involved  (18)  and 
the  fact  that  the  portion  of  the  building  covered  by  the 
system  is  patrolled  by  a  watchman  at  night. 


Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  Misc.  Sprinkler  Applic.  2305-45, 
Obj.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  in  all  other  respects 
the  sprinkler  system  shall  comply  with  the  requirements  as 
acceptable  ’to  the  Fire  Department  under  their  modified 
Order  12620-LF,  dated  July  14,  1945;  that  a  watchman  shall 
be  maintained  at  night  and  a  telephone  shall  be  available  at 
all  times  for  notifying  the  Fire  Department  of  any  fire;  that 
the  telephone  number  of  fire  headquarters  shall  be  posted 
over  such  telephone ;  that  unless  such  telephone  is  connected 
to  a  switchboard,  it  shall  be  of  the  non-coin  type ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


670-46-A 

APPLICANT — B.  H.  Whinston,  for  George  W.  Morgan, 
owner  (The  American  Friends  of  France,  Inc., 
lessee) . 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent. 

PREMISES  AFFECTED— 161  East  63rd  street,  north 
side,  160  ft.  west  of  3rd  avenue  (Block  1398,  Lot 
29)4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  H.  Whinston  and  R.  D. 
Jenkins. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (670-46-A) 

Whereas,  B.  H.  Whinston,  for  George  W.  Morgan, 
owner  (The  American  Friends  of  France,  Inc.,  lessee), 
filed  September  16,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  161  East  63rd 
street,  north  side,  160  ft.  west  of  3rd  avenue  (Block  1398, 
Lot  29)4).  Borough  of  Manhattan ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  3,  1946  re  Alt.  Applic.  1842-46,  reads : 
“1.  A  public  building  of  height  indicated  should  be 
of  fireproof  (class  I)  construction.  Sec.  4.2.1. 

4.  Not  considering  Obj.  1  above,  requiring  a  fire¬ 
proof  building, 

(a)  Enclose  stairs  in  2  hour  partitions  or  as  may 
be  required. 

(b)  Winders  not  permitted. 

(c)  Extend  stairs  to  roof. 

(d)  Stairs  to  be  of  incombustible  material  con¬ 
structed  as  per  Art.  6.  Show  width. 

5.  Show  floor  construction  adequate  for  120  lbs. 
per  sq.  ft.  for  sewing  spaces  and  50  lbs.  per  sq.  ft.  for 
offices.  Art.  7.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
and  basement  (47  ft.)  in  height,  20  ft.  by  56  ft.  in  area 
at  1st  floor,  20  ft.  by  50  ft.  in  area  at  typical  floor,  of  class 
3  construction,  erected  in  1870,  located  in  a  residence  use, 
B  area  and  Class  1)4  height  district  and  used  and  occupied 
since  September  9,  1946  as  follows :  cellar — boiler  room  and 
storage ;  basement — sewing  and  store  room — 5  persons  ;  1st 
floor — board  room  and  office— 35  persons  ;  2nd  floor — offices 
— 8  persons  ;  3rd  floor — offices — 5  persons ;  4th  floor — care¬ 
taker  and  two  offices — 3  persons ;  that  no  change  in  use  or 
occupancy  is  proposed ;  that  the  building  is  equipped  with 
one  3  ft.  wide  wood  stairs  enclosed  in  partitions  of  wood 
studs  and  plaster,  equipped  with  wood  doors  which  are  not 
self-closing;  that  the  stairhall  leads  to  the  street,  but  not 
to  the  roof ;  that  a  ladder  and  scuttle  is  provided ;  and 
Whereas,  the  applicant  contends  that  the  lessee,  a 
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philanthropic,  charitable  and  non-profit  organization,  will 
occupy  the  premises  for  a  temporary*  period  of  two  years; 
that  so  few  persons  will  occupy  the  building  during  the 
day  time  hours,  that  the  hazard  is  limited ;  that  no  one 
except  the  caretaker  will  occupy  the  premises  at  night 
except  upon  occasional  instances ;  that  the  building  is  about 
1,000  sq.  ft.  in  area;  that  no  other  tenant  will  share  the 
use  of  the  building  and  in  view  of  the  very  light  nature 
of  the  occupancy  and  the  liveloads,  the  40  lbs.  liveload  is 
ample  and  should  be  accepted;  that  to  require  the  occupant 
to  comply  with  the  requirements  of  the  code  for  a  large 
building  or  with  the  full  requirements  for  a  public  build¬ 
ing,  would  work  a  hardship  upon  the  organization;  that  the 
work  done  on  the  premises  will  be  by  volunteer  workers ; 
that  the  work  is  not  for  public  sale,  but  contributed  for 
charitable  purposes ;  that  the  building  is  not  a  factory 
building  within  the  meaning  of  the  Labor  Law ;  that  it  is 
proposed  during  the  temporary  occupancy,  to  install  a 
sprinkler  system  in  the  present  stair  and  public  hall,  to 
make  all  doors  opening  on  to  stair  and  public  halls  self¬ 
closing,  to  provide  self-closing  fireproof  door  at  the 
cellar  stair  and  to  fire-retard  the  present  cellar  ceiling  with 
26  gauge  metal  on  plaster  boards;  that  this  will  enable  the 
occupant  to  comply  substantially  with  the  requirements  and 
will  afford  adequate  safety  and  it  is  therefore  requested 
that  the  Board  grant  relief  from  the  requirements  of  the 
decision  of  the  borough  superintendent;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board;  and 

'Whereas,  the  Board  is  informed  that  the  Borough 
Superintendent  has  ruled  that  the  use  of  the  Building  com¬ 
plies  with  the  Zoning  Resolution  as  a  permitted  use  in  a 
residence  use  district. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1842-46,  objections  1,  4  and  5,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  be 
occupied  only  as  proposed  and  that  no  greater  number  of 
persons  shall  occupy  any  portion  of  the  building  than  as 
proposed ;  that  the  cellar  ceiling  shall  be  fire-retarded 
throughout ;  that  fireproof,  self-closing  doors  shall  be  con¬ 
structed  at  the  stair  leading  to  the  cellar;  that  a  sprinkler 
system,  as  required  under  the  Multiple  Dwelling  Law,  shall 
be  installed  throughout  the  stairhall  for  its  entire  height;  that 
the  existing  ladder  and  scuttle  to  the  roof  shall  be  main¬ 
tained;  that  all  doors  leading  to  stairhall  shall  be  made, self¬ 
closing;  that  exit  signs  and  lights  shall  be  posted;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  any  sewing  or  mending 
carried  on  in  the  premises  shall  be  such  as  not  to  classify 
the  building  as  a  factory  or  factory  building  under  the 
requirements  of  the  State  Labor  Law ;  that  this  variance 
shall  extend  for  a  term  not  exceeding  two  (2)  years  from 
the  date  of  this  resolution;  that  a  temporary  certificate  of 
occupancy  shall  J)e  obtained;  that  a  telephone  shall  be 
available  on  each  floor  with  the  telephone  number  of  fire 
headquarters  posted  adjacent  to  same. 


681-46-A 

APPLICANT — Interborough  Engineering  Co.,  for  Fred  W. 
Eimers,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED- — 90-75  179th  street,  east  side, 
108  ft.  north  of  Jamaica  avenue  (cellar)  ;  (Block 
9895,  Lot  12),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Ribelle  Perotto. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 


THE  RESOLUTION  (681-46-A) 

Whereas,  Inter Borough  Engineering  Co.,  for  Fred  W. 
Eimers,  owner,  filed  September  16,  1946,  an  appeal  from  a 
decision  of  the  bo>ough  superintendent,  affecting  premises 
90-75  179th  street,  east  side,  108  ft.  north  of  Jamaica 
avenue  (cellar)  ;  (Block  9895,  Lot  12),  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  20,  1946,  re  Misc.  Applic.  6654-46,  reads: 

“1.  Each  oil  burning  boiler  shall  be  connected  to  a 
separate  flue  in  a  legal  chimney,  etc.  Rule  12,  Oil  Burner 
Rules,  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (40  ft.),  in  height,  50  ft.  by  85  ft.  in  aea,  Class  3 
construction,  located  in  a  residence  use,  C  area  and  Class  1 
height  district;  erected  in  1930  and  used  and  occupied  as 
follows:  Cellar,  boiler  and  storage;  1st  to  4th  floors,  inclu¬ 
sive,  dwelling,  five  families  on  each  floor;  that  the  building 
is  equipped  with  one  48  in.  wide  concrete  stairs  with  concrete 
enclosures,  equipped  with  fireproof,  self-closing  doors  and 
leading  from  the  roof  bulkhead,  directly  to  the  street ;  that 
two  fire  escapes  at  the  front  and  rear  extend  to  the  roof  by 
stairs  and  to  the  street  and  yard  by  a  ladder  with  egress 
through  a  court  to  the  street;  and 
Where  \s,  Certificate  of  Occupancy  4261-30  permits  the 
use  of  the  building  as  a  tenement ;  and 

Whereas,  the  applicant  contends  that  at  the  time  the  build¬ 
ing  was  erected,  a  15  in.  tile  lined  chimney  was  erected  to 
provide  the  necessary  draft  for  two  boilers,  one  for  heating 
and  one  for  domestic  hot  water,  which  were  installed  at  that 
time;  that  these  two  boilers  connected  to  one  chimney  and 
have  operated  satisfactorily  and  it  is  now  proposed  to  convert 
these  two  boilers  to  automatic  oil  heat ;  that  inasmuch  as 
the  chimney  has  been  satisfactory  for  burning  coal,  it  should 
be  satisfactory  for  oil  heating;  that  to  comply  with  Rule  12 
of  the  Oil  Burner  Rules  would  mean  that  another  chimney 
would  have  to  be  erected  and  this  would  constitute  a  hardship 
to  the  owner. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  6654-46,  Obj.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  no  additional  heater  shall  be  attached  to  the 
existing  flue;  that  proper  and  adequate  dampers  shall  be 
installed  within  the  breeching  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  September  16,  1946,”  two 
sheets. 


736-41-A 

APPLICANT — E.  C.  Noble,  Inc.,  lessee,  for  Robert 
Froehlich,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition  for  a  term  of  one  (1)  year). 
PREMISES  AFFECTED — 74-33  Queens  boulevard,  north 
side,  24.41  ft.  west  of  76th  street  (Block  1529, 
Lot  6),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Ewing  C.  Noble. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (736-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  74-33  Queens  boulevard, 
north  side,  24.41  ft.  west  of  76th  street  (Block  1529,  Lot  6), 
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Elmhurst,  Borough  of  Queens,  was  granted  by  the  Board 
on  October  28,  1941,  on  certain  conditions;  and 
Whereas,  on  July  20,  1943,  September  12,  1944  and  Oc¬ 
tober  2,  1945,  the  Board  extended  the  time  within  which  the 
building  was  to  be  removed ;  and 

Whereas,  they  requested  a  further  extension  of  the  term 
of  variance  for  the  continuance  of  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  28,  1941, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
as  amended,  this  portion  of  the  resolution  shall  read  : 

“*  *  *  that  such  building  shall  be  entirely  removed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution  (N.B.  4367-1941).” 


220-45-A 

APPLICANT — Lama  and  Proskauer,  for  East  New  York 
Savings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED — 105  Pennsylvania  avenue,  east 
side,  125  ft.  1  in.  south  of  Atlantic  avenue  (Block 
3687,  Lots  10  and  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . . . * .  0 

THE  RESOLUTION  (220-45-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  105  Pennsylvania  avenue, 
east  side,  125  ft.  1  in.  south  of  Atlantic  avenue  (Block  3687, 
Lots  10  and  25),  Borough  of  Brooklyn  was  granted  by  the 
Board  on  May  15,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  15,  1945,  by 
adding  thereto : 

“*  *  *  that  if  the  owner  desires  to  occupy  the  first 
story  of  the  building  as  hereinbefore  permitted  and  to 
occupy  the  second  floor  for  two  apartments  instead  of 
for  limited  office  occupancy,  as  shown  on  revised  plans 
marked  “Received  September  26,  1946,”  3  sheets,  and  as 
passed  upon  by  the  borough  superintendent  under  Alt. 
Applic.  728-45,  objection  of  September  6,  1946,  such 
occupancy  may  be  permitted,  on  condition  that  the  ar¬ 
rangement  of  the  second  floor  shall  be  changed  so  as  to 
provide  complete  privacy  for  the  front  apartment  and  the 
rear  apartment ;  that  in  addition,  the  requirements  of 
the  resolution  adopted  May  15,  1945  shall  be  complied 
with  as  to  the  conditions  therein  stated  in  connection 
with  opening  to  the  adjoining  bank  building  and  also  the 
second  means  of  exit  from  the  rear  porch  to  grade  and 
also  that  a  sprinkler  system,  which  may  be  connected  to 
the  domestic  water  service  shall  be  installed  in  the  stair 
hall  of  the  primary  means  of  exit  complying  with  the 
requirements  under  the  Multiple  Dwelling  Law  for  a 
converted  dwelling ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto.” 


519-46-A 

APPLICANT — Mrs.  Frank  Marx,  for  Mr.  and  Mrs. 
Frank  Marx,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent. 

PREMISES  AFFECTED— 120-33  142nd  place,  east  side, 
291.79  ft.  south  of  120th  avenue  (Block  12037, 
Lots  1  and  3),  South  Ozone  Park,  Borough  of 
Queens  (Under  section  35,  General  City  Law  re 
bed  of  mapped  street — 122nd  avenue) . 

APPEARANCES— 

For  Applicant :  Mrs.  Frank  Marx. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1946  at 
2  P.  M.  for  applicant  to  file  corrected  plan. 


601-46-A 

APPLICANT — Reginald  S.  Hardy,  for  Beard’s  Erie  Basin, 
Inc.,  owner  (Marra  Terminal  Service  Co.,  lessee). 
SUBJECT — -Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  Columbia  street, 
2140  ft.  south  of  Halleck  street,  Pier  A,  foot  of 
Richards  street,  Beard’s  Erie  Basin  (Block  613,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Laid  over  to  October  29,  194b  at 
2  P.  M.  on  written  request  of  applicant. 


672-46-A 

APPLICANT — Howard  Chapman,  The  Long  Island  Col¬ 
lege  Hospital,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  su¬ 
perintendent. 

PREMISES  AFFECTED — 90  and  92  Amity  street,  south 
side,  202  ft.  and  177  ft.  west  of  Henry  street 
(Block  295,  Lots  15  and  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Howard  Chapman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1946  at  2 
P.  M.,  for  an  inspection  by  a  committee  of  the 
Board. 


ZONING  APPLICATIONS 

72-36-BZ 

APPLICANT — Tucker  and  Shea,  for  Rosdniw  Company, 
Inc.,  lessee;  Estate  of  Thomas  Snell,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition  for  a  term  of  five  (5)  years, 
under  section  7c  of  the  zoning  resolution,  per¬ 
mitting  the  extension  from  a  retail  use  district 
into  a  residence  use  district  of  a  business  use 
(store)  on  part  of  the  first  story  of  a  residence 
building. 

PREMISES  AFFECTED — 322-332  Lexington  avenue  and 
130  East  39th  street,  southwest  corner  (Block  894. 
Lot  71),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  B.  Tucker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


114b 


MINUTES 


THE  RESOLUTION  (72-36-BZ) 

Whereas,  this  application,  under  section  7c  of  the  build¬ 
ing  zone  resolution  to  permit  the  extension  from  a  retail 
use  district  into  a  residence  use  district  of  a  business  use 
(store)  on  part  of  the  first  story  of  a  residence  building; 
premises  322-332  Lexington  avenue  and  130  East  39th 
street,  southwest  corner  (Block  No.  894,  Lot  No.  71),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  January  12, 
1937,  on  certain  conditions,  resolution  amended  and  the  term 
of  the  variance  extended  February  10,  1942,  and  resolution 
amended  on  October  6,  1942;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  12,  1937,  as 
amended  by  resolutions  adopted  through  October  6,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read  : 
“*  *  *  granted  under  section  7c  thereof  for  a  term 
of  five  (5)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  that  portion  of  the  street  floor  toward 
the  southerly  portion  of  the  building  within  the  district 
zoned  for  residential  use  and  the  cellar  space  beneath  to 
be  used  for  business  purposes  as  a  retail  grocery  store, 
on  condition  *  *  * ;  that  other  than  as  amended 

herein  the  resolution  adopted  by  the  Board  January  12, 
1937,  as  amended  by  resolution  of  October  6,  1942,  shall 
be  complied  with  in  all  respects;  and  that  a  new  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


124-36-BZ 

APPLICANT— Harry  Yahr,  for  Series  C-2  Trustees, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  restricted  retail  use  dis¬ 
trict  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 63-67  West  35th  street,  north 
side,  100  ft.  east  of  Sixth  avenue  (Block  837,  Lot 
6),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Yahr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
'  Negative :  - .  0 

THE  RESOLUTION  (124-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  restricted  retail  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  63-67  West  35th 
street,  north  side,  100  ft.  east  of  Sixth  avenue  (Block  837, 
Lot  6),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  October  29,  1940,  on  certain  conditions ;  and 
Whereas,  the  term  of  the  variance  was  extended  on  Octo¬ 
ber  6,  1942  and  October  17,  1944,  and  the  applicant  requested 
a  further  extension  of  the  term  of  the  variance. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  29,  1940,  as  ' 
amended  by  resolutions  adopted  through  October  17,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles, 


on  condition  *  *  * ;  and  that  other  than  as  amended 
herein  the  resolution  adopted  by  the  Board  October  29, 
1940,  shall  be  complied  with  in  all  respects;  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


320-37-BZ 

APPLICANT — Bronxville  Realty  Corp.,  owner.  (Liberty 
Lace  and  Netting  Works,  lessee). 

SLBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  the  borough  superintendent)  pre¬ 
viously  granted  on  condition,  under  section  7a  of 
the  zoning  resolution,  permitting  in  a  residence  use 
district,  the  extension  of  an  existing  factory. 
PREMISES  AFFECTED — 901  East  228th  street,  east 
side  of  Bronxwood  avenue,  between  East  228th 
and  East  229th  streets  (Building  No.  2)  ;  (Block 
4864,  Lot  35),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Frank  S.  Parker  and  Joseph  J. 
Bryer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  Tp  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  o 

THE  RESOLUTION  (320-37-BZ) 

Whereas,  this  application  under  section  7a  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  factory  building,  affecting  premises  901 
East  228th  street,  east  side  of  Bronxwood  avenue,  between 
East  228th  street  and  East  229th  street  (Building  No.  2)  ; 
(Block  4864,  part  of  Lot  35),  Borough  of  The  Bronx,  was 
granted  by  the  Board  October  19,  1937  on  certain  conditions, 
time  extended  October  4,  1938,  October  10,  1939,  September 
10,  1940,  September  23,  1941  and  September  29,  1942;  and 
Whereas,  this  application,  under  section  7c  and  21  of 
the  zone  resolution,  permitting  in  a  residence  use  district, 
the  extension  of  the  existing  factory  building,  affecting 
premises  916-924  East  229th  street,  south  side  75  ft.  east  of 
Bronxwood  avenue  (Block  4864,  Lots  58,  59,  60,  61  and  62), 
Borough  of  The  Bronx,  was  granted  by  the  Board  on  May 
6,  1941,  under  certain  conditions  and  time  to  complete  ex¬ 
tended  September  23,  1941,  September  29,  1942,  September 
28.  1943  and  September  26,  1944  and  October  2,  1945 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  19,  1937, 
as  amended  through  October  2,  1945,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  work, 
so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“*  *  *  that  in  view  of  statement  by  applicant’s 

representative  that  all  permits  are  now  in  force  and  that 
a  portion  of  the  building  has  not  yet  been  constructed, 
that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


583-38-BZ 

APPLICANT— Harry  Yahr,  for  The  Mutual  Life  Insur¬ 
ance  Company  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  and  partly 
in  a  retail  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 


MINUTES 


PREMISES  AFFECTED — 1738-1748  Broadway  and  216 
West  56th  street,  southeast  corner  (Block  1027, 
Lot  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  Yahr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (583-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  retail  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  1738-1748  Broadway  and  216  West  56th 
street,  southeast  corner  (Block  1027,  Lot  23),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  November  9,  1938, 
on  certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
September  10,  1940,  October  6,  1942  and  October  17,  1944 
and  the  applicant  requested  a  further  extension  of  the  term 
of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutiorl  adopted  November  9,  1938,  as 
amended  by  resolutions  adopted  through  October  17,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  *  *  * ;  and  that  other 
than  as  amended  herein,  the  resolution  adopted  by  the 
Board  October  17,  1944  shall  be  complied  with  in  all 
respects  and  that  a  new  certificate  of  occupancy  shall  be 
obtained.” 


Broadway,  southeast  corner  of  West  172nd  street  (Block 
2141,  Lots  17  to  20  inclusive),  Borough  of  Manhattan,  was 
granted  by  the  Board  November  13,  1940,  on  certain  con¬ 
ditions  ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  7,  1941,  September  29,  1942, 
September  21,  1943,  October  3,  1944  and  October  9,  1945  ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  13,  1940, 
as  amended  through  October  9,  1945,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  in  view  of  statement  by  applicant’s 

representative  that  all  work  has  been  completed  except 
the  construction  of  the  accessory  building  and  the  new 
tanks  and  pumps  and  the  paving  of  the  area,  that  all 
permits  have  been  obtained,  that  all  work  shall  be  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


470-45-BZ 

APPLICANT — -Lama  and  Proskauer,  for  137-20  Cross  Bay 
Boulevard,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extention  of  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  of  the  zoning 
resolution,  permitting  partly  in  residence  and 
partly  in  business  use  districts,  the  inclusion  of 
minor  repairs,  laundry  and  lubritorium  in  an  ex¬ 
isting  showroom  for  the  sale  and  display  of  motor 
vehicles,  sale  of-  auto  parts  and  offices. 
PREMISES  AFFECTED— 137-20  Cross  Bay  boulevard, 
137-07  to  137-27  Redding  street,  southeast  corner 
and  137-02  to  137-24  Old  South  road  (Block 
11409,  Lots  1  and  10),  Woodhaven,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (470-45-BZ) 

Whereas,  this  application,  under  sectipn  7i  of  the  zoning 
resolution,  permitting  partly  in  a  residence  and  partly  in  a 
business  district,  the  inclusion  of  minor  repairs,  laundry 
and  lubritorium  in  an  existing  showroom  for  the  sale  and 
display  of  motor  vehicles,  sale  of  auto  parts  and  offices, 
affecting  premises  137-30  Cross  Bay  boulevard,  137-07  to 
137-27  Redding  street,  southeast  corner  and  137-02  to  137-24 
Old  South  road  (Block  11409,  Lots  1  and  10),  Woodhaven, 
Borough  of  Queens,  was  granted  by  the  Board  on  October 
30,  1945,  on  certain  conditions ;  and 

Whereas,  the  time  to  obtain  permits  and  complete  the 
work  was  extended  on  April  30,  1946,  and  the  applicant 
requested  a  further  extension  of  time  for  such  similar 
purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  30,  1935,  only 
so  far  as  it  has  reference  to  the  time  within  which  to 
complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“*  *  *  that  in  view  of  statement  by  the  applicant 

that  all  work  has  been  completed,  in  accordance  with 
the  requirements  of  the  resolution  except  as  to  fencing 
required,  and  that  such  fencing  is  now  in  process  of 
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470-40-BZ 

APPLICANT — The  Texas  Company,  lessee,  for  William 
Cohn,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  and  partly 
in  a  residence  use  district,  the  extension  of  an  ex¬ 
isting  gasoline  service  station  and  also  the  parking 
and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 4070-4076  Broadway,  southeast 
corner  of  West  172nd  street  (Block  2141,  Lots  17  to 
20,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch  and  Nathan  B.  L. 
Cosel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners  • 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (470-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  extension  of  an  existing  gaso¬ 
line  service  station,  and  also  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  4070-4076 


MINUTES 


shipment,  that  all  work  shall  be  completed  within  three 
(3)  months  from  the  date  of  this  amended  resolution 
(Alt.  Applic.  1084-45).” 

m 


475-45-BZ 

APPLICANT — Colonial  Beacon  Oil  Co.,  for  Chichester 
Realty  Co.  and  Margaret  Skene,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  iesolu- 
tion,  permitting  in  a  business  use  district,  the  re¬ 
construction  and  extension  in  area  of  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED — 75-03  to  75-17  Rockavvay  boule¬ 
vard  and  91-02  76th  street,  northwest  corner  (Block 
8948,  Lots  32  and  38),  Woodhaven,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (475-45-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the  re¬ 
construction  and  extension  in  area  of  an  existing  gasoline 
service  station;  affecting  premises  75-03  to  75-17  Rockaway 
boulevard  and  91-02  76th  street,  northwest  corner  (block 
8948,  Lots  32  and  38),  Woodhaven,  Borough  of  Queens,  was 
granted  by  the  Board  on  October  16,  1945,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  16,  1945, 
only  so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  work,  so  that  as  amended  this  portion  of  the 
t  resolution  shall  read  : 

“*  *  *  that  in  view  of  submission  of  complete  work¬ 
ing  drawings  under  date  of  September  25,  1946,  that 
all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution ;  that  plans  as  submitted  will  be  considered  by 
the  Board  for  approval  October  15,  1946,  at  2  PM. 
1  (N.  B.  553-45).” 


402-46-BZ 

APPLICANT — Rogers  and  Rogers,  for  National  Sugar 
Refining  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  granted  under 
section  7h  of  the  zoning  resolution,  permitting  in  a 
business  and  unrestricted  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 98-104  Wall  street  and  120-126 
Front  street*  northwest  corner  (Block  38,  Lot  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elmer  A.  Rogers. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (402-46-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  and  unrestricted  use 
district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  term  of  five  years,  affecting  premises 
98-104  Wall  street,  120-126  Front  street,  northwest  corner 
(Block  38,  Lot  1),  Borough  of  Manhattan,  was  granted  by 
the  Board  on  June  25,  1946  on  certain  conditions;  and 

W  hereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  25,  1946,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

"*  *  *  that  in  view  of  statement  by  applicant  that 
all  work  has  been  completed  except  the  fence  which  is 
now  on  order  from  the  Brooks  Iron  Works  and  will 
be  erected  within  forty-five  days,  that  all  permits  shall 
be  obtained  and  all  work  completed  within  two  (2) 
months  from  the  date  of  this  amended  resolution.” 


86-22-BZ 

APPLICANT — Glick  and  Gelbman,  for  A.  and  L.  Knit¬ 
ting  Mills,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  proposed  new  use,  to  permit  under 
section  7c.  of  the  zoning  resolution,  in  an  unre¬ 
stricted  and  residence  use,  B  area  district,  the  altera¬ 
tion  of  an  existing  building  from  public  garage  for 
more  than  five  (5)  motor  vehicles  to  knitting  mill 
factory  (garage  previously  granted  by  Board). 

PREMISES  AFFECTED— 4720-4732  Third  avenue,  east 
side,  110  ft.  south  of  East  189th  street  (Block  3042, 
Lot  15),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Michael  Glick. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  riON  OF  BOARD — Application  reopened  and  restored  ■ 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative,  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  o 


682-26-BZ 

APPLICANT — Herman  Kron,  for  Dornhage  Realty  Co., 
Inc.,  owner;  General  Motors  Corp.,  Cadillac  Divi¬ 
sion,  lessee. 

SUBJECT— Application  for  consideration — reopening  and 
consideration  under  section  7i  of  additional  use,  re¬ 
pair  shop  and  show  room — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  a  garage  for 
more  than  five  motor  vehicles  and  the  maintenance 
of  additional  gasoline  dispenser  (re  order  of  Fire 
Commissioner) . 

PREMISES  AFFECTED — 2218  Jerome  avenue,  southeast 
corner  of  East  182nd  street  (Block  3186,  Lot  17), 
borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

A(  DON  OF  BOARD — Application  reopened  and  restored 
to  the  calendar.  f 
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THE  VOTE  TO  REOPEN— 

Affirmative,  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy^  Chief  Guinee  4 

Negative  .  0 

\ - 

879-38-BZ 

APPLICANT — Industrial  Installations  Corp.,  for  Rocco 
Tricarico,  owner;  Rocco,  Paul  and  Dominic  Tri- 
carico,  lessees. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  under  section  7f  of  additional  use,  a 
gasoline  service  station,  re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  a  plot  occupied  in  part  by  a  build¬ 
ing  used  for  body  and  fender  repairs  and  brake  and 
ignition  service. 

PREMISES  AFFECTED— 31-53  to  31-73  31st  street,  east 
side,  78.14  feet  north  of  intersection  of  Broadway 
and  31st  street,  Long  Island  City  (Block  613,  Lots  13 
and  19),  borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Moritz  Simon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative,  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL 

214-35-SA 

APPLICANT — Simplex  Boiler  Stand  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Simplex  Fill  Pipe 
Terminal  for  Fuel  Oil  (previously  approved  on 
condition) . 

APPEARANCES— 

For  Applicant :  Joseph  Sadowsky. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative,  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (214-35-SA) 

Whereas,  Simplex  Boiler  Stand  Co.,  Inc.,  owner,  filed  on 
August  8,  1935,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
“Simplex”  Fill  Pipe  Terminal  for  Fuel  Oil;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
November  6,  1935,  on  certain  conditions  and  the  resolution 
was  amended  on  February  24.  1937 ;  and 
Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  6,  1935, 
as  amended  February  24,  1937,  so  that  as  amended  the 
amended  resolution  was  read : 

“*  *  *  that  the  pipe  terminal  shall  be  of  malleable 
iron  or  of  brass  or  bronze  with  not  less  than  eight 
machine  cut  threads  on  the  nipple  end  and  not  less  than 
seven  in  the  seal  cap  end. 

An  oil-proof  gasket  shall  be  provided,  inserted  in  a 
groove  in  the  nipple  end  of  the  fill  pipe  terminal,  so  that 
it  cannot  readily  be  removed. 

The  fill  pipe  terminal  shall  be  provided  with  at  least 
three  (3)  lugs  on  the  outside,  so  that  the  fill  pipe  ter¬ 
minal  can  be  imbedded  in  concrete  or  masonry  to  pre¬ 
vent  the  terminal  from  being  loosened  from  the  fill  line  or 
in  lieu  thereof  the  fill  pipe  terminal  should  be  fastened 
to  the  fill  line  by  means  of  an  Allen  or  similar  set  screw. 

The  outer  flange  of  fill  pipe  terminal  shall  be  provided 
with  letters  not  less  than  Es  inch  in  height  and  raised 
inch,  reading  “Fuel  Oil”  and  with  the  calendar  number 
under  which  the  fill  pipe  terminal  was  submitted  for 
approval. 

The  seal  cap  shall  be  of  brass  or  bronze. 

That  this  fill  pipe  terminal  seal  cap  shall  be  constructed 
in  accordance  with  the  above  requirements  of  the  board, 
but  may  be  of  cast  malleable  iron,  cadmium  plated,  pro¬ 
vided  in  all  other  respects  the  device  complies  with  the 
requirements  set  forth  in  this  resolution.” 


326-44-SM 

APPLICANT — Bethlehem  Steel  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Bethlehem  Open  Web 
Expanded  Steel  Joists  (previously  approved  on  con¬ 
dition). 

APPEARANCES— 

For  Applicant :  Floyd  D.  Kennedy. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


437-45-SM 

APPLICANT — Bethlehem  Steel  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Bethlehem  Open  Web 
Welded  Steel  Joists  (previously  approved  on  con¬ 
dition). 

APPEARANCES— 

For  Applicant :  Floyd  D.  Kennedy. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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RULES 


EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK, 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions 

§C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 
air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  -when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3^4),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
runture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

§C26-235.0.  Definitions. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 
civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 
charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 


for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  arc 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garagts,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 


§C19-24.0. 


Bonds  and  Fees. 
Fees  and  Permits. 


Applicants  for  permits  under  the  provisions  of  this  chap¬ 
ter  shall  pay  annual  fees  as  follows  : 

35.  Refrigerating  systems : 

Class  A  systems  . 

Class  B  systems  . 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  . 

Class  C  systems  containing  six  pounds  or 


$20.00 

10.00 

5.00 


less  of  refrigerant 


1.00 


Refrigerating  Systems 


C19-  96.0. 
C26-214.0. 
C19-  97.0. 
C19-  98.0. 
C19-  99.0. 
Cl  9- 100.0. 
09-101.0. 
09-102. 0. 
09-103.0. 
09-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 

§09-93 


Permits. 

Supervision. 

Classification. 

Permissible  locations. 

Refrigerating  machinery  rooms  and  ventilation. 
Open  flames  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  'and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams.  A 

0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion-  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Commissioner  issued  under  date  of 
May  20,  1946,  the  following  instructions  to  inspectors : 

1.  That  the  refrigerants  dichlorodifluoromethane.  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CCL2F2, 
dichlorotetrafluoroethane  (“F-114”)  C2CLL.F1,  monofluorotri- 
chloromethane  (“F-ll”)  CFCL3,  dichloromonofluoromethane 
known  as  (F-21)  CHCL2F,  monochlorodifluoromethane 
known  as  (F-22)  CHCLF2  and  trichlorotrifluoroethane 
known  as  (F-113)  C2CL3F3  are  non-flammable  and  non¬ 
irritant,  unless  otherwise  hereinafter  provided,  and  shall  be 
regulated  in  accordance  with  the  provisions  of  Article  18 
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of  Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York;  EXCEPT:  _ 

(a)  When  used  in  a  room  or  rooms  in  which  there 

is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
then  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply.  ,  . 

(b)  That  systems  containing  more  than  six  (6)  lbs. 
of  F-21  or  F-113  be  confined  to  separate  machinery 
rooms  in  accordance  with  Section  C19-99a,  Adminis¬ 
trative  code. 

2.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22 ;  F-113  or  F-114  are  restricted  to  parts  of  a  build¬ 
ing  so  specified  in  Section  C19-98.0  (b)  for  refrigerants 
other  than  non-irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 

21;  F-22;  F-113  or  F-114  used  for  air  conditioning  are  re¬ 
stricted  to  the  indirect  method  except  that  the  direct  method 
may  be  used  in  parts  of  a  building  so  specified  in  Section 
C19-98.0  (b)  for  refrigerants  other  than  non-irritant  and 
non-flammable.  _  . 

4.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  or  on  the  stairways,  halls,  lobbies,  entrances,  exits 
or  auditoriums  of  any  building. 

5.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
2h ;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  hospital,  unless  the  entire  system  is  confined  in  a 
fireproof  machinery  room,  used  for  no  other  purpose,  and  in 
which  no  open  flame  shall  be  employed,  except  that  the 
Class  “C”  system  containing  not  more  than  10  pounds  of 
F-ll;  F-12;  F-22;  F-114;  or  not  more  than  six  (6)  pounds 
of  F-21  or  F-113  may  be  used  in  a  diet  kitchen  which  shall 
be  cut  off  from  the  rest  of  the  building  by  a  tight  fitting 
self-closing  door  or  doors  and  provided  with  a  window  or 
windows  to  the  outside  air.  All  open  flames,  and/or  ap¬ 
paratus  for  producing  an  open  flame,  in  diet  kitchens  where 
these  refrigerants  are  used  shall  be  vented  to  the  outside 
air  as  hereinafter  required  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll;  F-12;  F- 
21;  F-22;  F-113  or  F-114  may  be  installed  or  maintained  in 
a  hospital  private  room,  having  tight  partitions  and  tight 
fitting  self-closing  door  or  doors  and  where  not  more  than 
two  persons  are  helpless  and/or  given  medical  treatment, 
provided  there  is  no  open  flame  and/or  apparatus  for  pro¬ 
ducing  an  open  flame  in  such  room  and  when  the  system 
contains  not  more  than  10  pounds  of  F-ll;  F-12;  F-22;  F- 
114;  or  not  more  than  six  (6)  pounds  of  F-21  or  F-113. 

7.  That  a  refrigerating  system  employing  F-ll;  F-12;  F- 
2h ;  F-22;  F-113  or  F-114  shall  not  be  installed  or  main¬ 
tained  in  a  theatre  andior  motion  picture  theatre  unless  the 
entire  system  is  confined  in  a  fireproof  machinery  room,  used 
for  no  other  purpose,  and  in  which  no  open  flame  and/or  ap¬ 
paratus  to  produce  such  open  flame  shall  be  employed,  ex¬ 
cept  that  Class  “C”  systems  containing  not  more  than  ten 
pounds,  of  F-ll;  F-12;  F-22;  F-114;  or  not  more  than  six 
(6)  pounds  of  F-21  or  F-113  may  be  installed  in  a  rest 
room*  smoking  room  or  lounging  room  provided  in  such 
rooms  no  open  flame  or  apparatus  to  produce  such  open 
flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll;  F-12;  F- 
21  ;  F-22;  F-113  or  F-114,  when  used  in  a  room  or  rooms  in 
which  there  is  an  open  flame  or  apparatus  to  produce  such 
open  flame,  such  open  flame  and/or  apparatus  shall  be  pro¬ 
vided  with  a  hood  and  independent  mechanical  ventilation  so 
arranged  as  to  convey  all  the  products  of  combustion  to 
the  outside  of  the  building.  This  provision  shall  apply  only 
to  diet  kitchens  of  hospitals  and  to  Class  “C”  systems  in 
schools,  churches,  dance  halls,  court  rooms,  police  stations, 
jails,  asylums,  subways,  passenger  depots,  rooms  opening 
into  passenger  depots  and/or  subways  and  such  other  places 
as  are  deemed  by  the  Fire  Commissioner  necessary  in  the 
interest  of  public  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114  is 


used,  shall  be  maintained  vapor-tight  and  provided  with 
tight  fitting,  self-closing  doors,  in  accordance  with  Section 
Cl 9-99.0  (a).  j 

10.  That  each  refrigerating  machinery  room  in  which 
F-1T ;  ’F-12;  F-21;  F-22;  F-113  or  F-114  is  used,  shall  be 
adequately  ventilated  directly  to  the  outside  air  in  accordance 
with  Section  C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll;  F-12;  F-21;  F-22;  F-113  or  F-114, 
shall  be  included  in  Section  C19- 101.0  as  follows: 


Refrigerant 

Column  No.  1 

Column  No.  2 

Column  No.  3 

F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-21 

50 

20 

35 

F-22 

300 

170 

230 

F-113 

12 

12 

12 

F-114 

60 

30 

30 

12.  That  the 

size  of  pressure  relief  valves  for  systems 

in  which  F-ll  ; 

F-12;  F-21; 

F-22;  F-113  or 

F-114  is  em- 

ployed,  shall  be  as  follows 
Capacity  of  System 
Up  to  30  tons 
30  to  60  “ 

60  to  100  “ 

100  to  175  “ 

175  to  250  “ 

250  to  450  “ 

450  to  900  “ 


Number  Required 
One  y?.  inch 
One  $4  “ 

One  1'  “ 

One  iy  inches 
One  V/i  “ 
One  2 
Two  2 
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13.  That  the  storage  of  F-ll:  F-12;  F-21;  F-22;  F 
or  F-114  shall  conform  with  Section  C19-106.0  (c)-5 
other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Refrigerating  Code  not  so  mentioned,  shall  be  complied  with. 

15.  That  refrigerating  systems  employing  F-ll;  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 


§C26-214.0.  Refrigeration  System  Opera¬ 
tors;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has" obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  -be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  either 
a  duly  licensed  engineer  or  a  person  who  has  obtained  a 
certificate  of  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows:  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  any 
time  by  the  superintendent. 

§C19-97.0,  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  sys¬ 
tem  operating  through  one  or  more  evaporators,  shall  be 
considered  the  capacity  of  the  system  and  determine  its 

class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 
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(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 

§C19-98.0.  Permissible  Locations. 


N 


if 


* 


E 

E 


I 


(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice  making 
or  refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigeration  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on  : 

1.  The  stairways,  halls,  lobbies,  entrances,  exists  or  audi¬ 
toriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instruction  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion.  The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 


the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  .ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§09-99.0.  Refrigeration  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an  irritant 
refrigerant  is  used  shall  be  maintained  vapor-tight  except 
that  all  doors  which  open  to  other  parts  of  the  building 
shall  only  be  required  to  be  self-closing  and  close  fitting, 
and  shall  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor- 
tight  and  kept  closed.  No  opening  from  elevator  shafts 
shall  be  permitted  in  the  refrigerating  machinery  room. 
This  provision,  however,  shall  not  apply  to  dumbwaiter 
shafts  the  door  openings  of  which  are  protected  with  self¬ 
closing  fire  doors  or  to  a  system  containing  less  than  six 
(6)  pounds  of  refrigerant.  Closets  solely  contained  within 
and  opening  only  into  the  refrigerating  machinery  room 
shall  be  considered  as  part  of  the  room  in  which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery  room 
of  any  system  shall  be  independently  provided  with  means 
for  adequate  ventilation  to  the  outer  air.  The  ventilation 
shall  consist  of  a  window  or  windows  opening  directly  to 
the  open  air,  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
accessible  and  located  outside  of  the  refrigerating  machinery 
room. 

4. 


Meehan-  Window  Area 

Pounds  of  ical  Cu.  Meehan-  in  Sq.  Ft.  Window  Area 

Refriger-  Ft.  per  ical  Sq.  for  each  in  Sq.  Ft.  for 

ant  in  Minute  Ft.  Duct  Opposite  One  side 

System  Discharge  Area  Side  Only 


A 

B 

C 

D 

E 

Up  to  ...  20 

150 

1 

6 

50 

250 

1/2 

12 

100 

400 

Vi 

2 

16 

150 

550 

Vs 

2  $4 

19 

200 

680 

Vs 

3 

25 

250 

800 

1 

3lA 

29 
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300 

900 

1 

4 

32 

400 

1,100 

IK 

4K 

38 

500 

1,275 

IK 

5 

42 

600 

1,450 

IK 

6 

45 

700 

1,630 

IK 

6K 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7K 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2K 

9 

68 

1,500 

2,800 

2K 

11 

78 

1,750 

3,150 

3 

12K 

87 

2,000 

3,500 

3K 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4K 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7y2 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10K 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-inflammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system  or  a 
Class  B  system  using  ammonia  is  installed,  a  water  deluge 
may  be  provided  which  shall  consist  of  a  sprinkler  system 
having  open  heads  of  not  less  than  one-quarter  inch  (K") 
orifice  spaced  not  more  than  eight  feet  apart  in  any  direc¬ 
tion,  and  such  system  shall  be  located  above  all  the  refriger¬ 
ating  apparatus  and  piping  in  the  refrigerating  machinery 
room.  Not  more  than  one  head  shall  be  installed  on  a 
, ^4-inch  pipe;  five  heads  on  a  1-inch  pipe;  six  heads  on  a 
1^4 -inch  pipe.  The  deluge  system  shall  be  permanently  con¬ 
nected  with  the  main  house  supply  or  other  assured  source 
from  which  a  constant  water  pressure  of  not  less  than 
twenty  pounds  per  square  inch  can  be  maintained  on  the 
inlet  side  of  the  main  control  valve  or  valves  at  all  times. 
The  control  valve  or  valves  for  such  water  deluge  system 
shall  be  manually  operated  and  easily  accessible,  and  shall 
be  labeled  and  located  outside  of  the  refrigerating  machin¬ 
ery  room. 

§09-100.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  it  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electricial  control,  such  control  in  a  pressure 


limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 

§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures :  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant 

Col.  l 

High 

Pressure 

Side 

Col.  2  Col.  3 

Low  Pressure  Side 

A 

With 

Safety 

Valves 

Without 

Safety 

Valves 

Carbon  dioxide  . 

. . .  1,500 

750 

1,000 

Ethane  . 

. . .  1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  . 

155 

80 

120 

Sulphur  dioxide  . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  . 

12 

12 

12 

§C19-102.0.  Piping. 


a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connection  located  on  its  low  pres¬ 
sure. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s  eye 
type,  shall  have  automatic  closing  shut-off  valves  and  such 
glasses  shall  be  adequately  protected  against  injury  by 
slotted  metal  casings. 

§C19-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  is  set  to  function  shall  be  indicated  thereon.  (See 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for  re¬ 
pair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  system 
shall  be  provided  with  a  hand-operated  valve  for  discharg¬ 
ing  the  ammonia  into  water  through  a  mixer  to  the  sewer 
in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
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shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(50)  pounds  per  square  inch. 

3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members 
of  the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall 
be  labeled  “Ammonia.”  A  sign  shall  be  posted  within  the 
box  reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand  (27,000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
water  and  ammonia  mixer  for  each  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  C19-107.0 
of  the  code. 


§09-104.0.  Size  of  Safety  Devices. 


(a)  The  size  of 

pressure  relief  valves 

shall  be  as  fol- 

lows : 

CO2  and 

Other 

Capacity 

Ethane,  No. 

Refrigerants 

of  System 

Req.,  Size 

No.  Req.,  Size 

Up  to  30  tons  .  .  . 

.  I-/2" 

1— w 

30  to  60  tons  .  . . 

.  1— /" 

1-34" 

60  to  100  tons  . . . 

.  1-/2" 

l—l" 

100  to  175  tons  ... 

.  1-/2" 

1—154" 

175  to  250  tons  .  . . 

.  1  -M" 

1-1/2" 

250  to  450  tons  . . . 

.  1—1" 

1 _ 2" 

450  to  900  tons  . . . 

.  . 

2 _ 2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of'  the  relief  valve  specified  must  be  pro: 

vided. 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§09-105.0.  Location  and  Discharge  of 

Safety  Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the  high 
pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 


b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
system  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  Loa  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
°ff  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing  fifty 
(50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  abnormal  outside  temperature  such  as 
that  generated  in  a  fire,  they  may  burst  due  to  the  expan¬ 
sion  of  the  refrigerant,  shall  be  protected  by  a  pressure 
relief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  09-107.0  of  the 
code. 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 
atmosphere  or  into  that  part  of  the  low  pressure  side  pro¬ 
tected  by  the  mixer  as  specified  in  subdivision  C,  of  section 
C19-103.0  of  the  code.  If  it  is  discharged  to  the  outside 
atmosphere  it  must  be  piped  above  the  roof  or  not  less  than 
12  feet  above  the  grade.  The  discharge  pipe  shall  be  not 
less  than  the  size  of  the  relief  valve  outlet.  The  discharge 
from  more  than  one  relief  valve  may  be  run  into  a  common 
header,  the  area  of  which  shall  be  equal  to  the  area  of  the 
pipes  connected  thereto.  The  outlet  orifice  shall  be  turned 
downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  (%)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (/)  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  refriger¬ 
ant  other  than  ammonia  is  used,  the  discharge  from  relief 
valves  shall  be  to  the  atmosphere  as  specified  for  Class  A 
ammonia  systems.  Carbon  dioxide  may  be  discharged  into 
the  room  if  the  same  contains  at  least  10  cubic  feet  of 
capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
C19-107.0  of  the  code. 

§C19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 
or  masks. 

2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  haying  let¬ 
ters  not  less  than  one  and  one-half  inches  (1^4")  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 

nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8J4"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 
on  the  name  plate.  # 

3.  The  following  information  shall  be  posted  in  Class  A 
and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used :  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  of 
emergency. 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A-  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 

machinery  room.  _  .  . 

5.  If  a  greater  amount  of  inflammable  or  irritant  re- 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system  it 
shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only  dur¬ 
ing  period  of  charging  or  withdrawing  the  refrigerant. 

§C1 9-1 07.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

Penalties. 

§C19-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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PUBLIC  HEARINGS 

/i/4 6 Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


Charles  M.  Blum 
Deputy  Chief  Timothy  P.  Guinee 


Joseph  ).  Doyle,  Chief  Cirri; 


Office — Municipal  Building,  Rooms  1000  to  1018. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Telephone — WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
15,  1946,  Affecting  Calendar  Numbers  872-39-BZ,  615- 
46-BZ,  677-46-BZ,  208-37-BZ,  375-40-BZ,  435-41-BZ, 
64-46-BZ,  534-46-BZ,  625-46-BZ,  634-46-BZ,  656-46-BZ, 
668-46-BZ,  661-45-SM,  664-45-SM,  334-45-SM,  666-45- 
SM  and  14-46-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo¬ 
ber  15,  1946,  Affecting  Calendar  Numbers  177-45-A, 
519-46-A,  560-46-A,  565-46-A,  620-46-A,  692-46-A,  720- 
46-A,  531-44-A,  521-46-A,  187-35-A,  661-46-A,  88-36-BZ, 
1289-39-BZ,  462-44-BZ,  475-45-BZ,  20-36-BZ,  275-40- 
BZ,  429-46-BZ,  and  28-38-SM. 

(Remaining  minutes  of  the  meeting  of  October  15,  1946 
will  be  printed  in  the  Bulletin  of  October  29,  1946.) 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman 
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CALENDAR 


DOCKET 

Nezv  Cases  filed  up  to  October  15,  1946 
Cal.  No.  Dept.  Premises  Affected 

760- 46-BZ — H.B.M. — 1848  3rd  avenue,  and  181  East  102nd 
street,  northwest  corner  (Block  1630,  Lot  33),  Borough  of 
Manhattan,  Alt.  2104-46. 

761- 46-SA — Sellers  Gas  Fired  Blast  Immersion  Water 
Heater,  Appliance. 

762- 46-A — F.D. — Re  Transportation  of  fuel  oil  #1  to  4  in 
tank  truck  #101  in  New  York  City  (capacity  of  tank  not 
in  conformity  with  Adm.  Code  requirements  covering- 
tank  trucks),  47572-LC. 


763-46-A— F.D. — 79-01  to  79-11  Rockaway  Beach  boule¬ 
vard,  and  177-199  Beach  79th  street,  southwest  corner  (Block 
615,  Lot  30),  Rockaway  Beach,  Borough  of  Queens,  2128-LC 
and  Decision. 


764-46-A — F.D. — 600-602  Broadway,  west  side,  51  ft.  4  in. 
south  of  Walton  street  (3rd  floor)  ;  (Block  2251,  Lot  13), 
Borough  of  Brooklyn,  3911-LC. 


765-46-A — F.D. — Re  Transportation  of  fuel  oil  #6  in 
Semi-trailer  tank  truck  #M-450  in  New  York  City  (capac¬ 
ity  of  tank  not  in  conformity  with  Adm.  Code  requirements 
covering  tank  trucks),  47680-LC. 


766-46- A — F.D. — Re  Transportation  of  fuel  oil  #6  in 
Semi-trailer  tank  truck  #M-45l  in  New  York  City  (capac¬ 
ity  of  tank  not  in  conformity  with  Adm.  Code  Requirements 
covering  tank  trucks),  47679-LC. 


767-46-SM — Ideal  Cinder  and  Cement  Blocks,  manufac¬ 
tured  by  Ideal  Cinder  and  Cement  Block  Co.,  Inc.,  Material. 


768-46-BZ — H.B.Bx. — 220-228  Brook  avenue  (known  as 
224  Brook  avenue),  and  513-521  East  137th  street,  northeast 
corner  (Block  2265,  Lot  17),  Borough  of  The  Bronx, 
Amendment  to  Alt.  790-46. 


774-46-A — H.B.B. — 1504-1526  Coney  Island  avenue,  west 
side,  100  ft.  north  of  Avenue  L  (Block  6536,  Lots  30  and 
34),  Borough  of  Brooklyn,  Alt.  881-46. 


775-46-A— F.D.— 27-50  1st  (Mills)  street,  west  side,  248.56 
ft.  south  of  27th  avenue  (Franklin  street)  ;  (4th  floor)  ; 
(Block  490,  Lot  11),  Astoria,  Borough  of  Queens,  3854-C. 


776-46-A— H.B.M. — 407  West  37th  street,  north  side,  100 
ft.  3  in.  west  of  9th  avenue  (Block  735,  Lot  29),  Borough 
of  Manhattan,  Alt.  1885-46. 


777-46-BZ — H.B.B. — 62  Tompkins  avenue,  west  side,  75 
ft.  north  of  Floyd  avenue  (Block  1 739-,  Lot  42),  Borough  of 
Brooklyn,  Alt.  2362-46. 


778-46-BZ — H.B.Bx. — 887-905  Westchester  avenue  and 
882-900  East  162nd  street,  southwest  corner  (Block  2690, 
part  of  Lot  39),  Borough  of  The  Bronx,  Alt.  914-46. 


779-46-A — H.B.M. — 1813  3rd  avenue,  east  side,  25  ft.  11  in. 
south  of  East  101st  street  (Block  1650,  Lot  46),  Borough  of 
Manhattan,  Alt.  1791-46. 

Restored  to  Calendar. 

187-35-A — H.B.B. — Pier  No.  38,  Clinton  Wharf,  Atlantic 
Basin  (Block  515,  part  of  Lot  1),  Borough  of  Brooklyn, 
Applic.  2413-35. 

20-36-BZ— H.B.M— 1481-1483  Park  avenue,  and  101-103 
East  108th  street,  northwest  corner  (Block  1636,  Lots  1  and 
2),  Borough  of  Manhattan,  N.B.  146-46. 

275-40-BZ — H.B.R. — 101  Hart  boulevard,  east  side,  block 
bounded  by  Hart  Boulevard,  Randall  avenue,  Delafield  ave¬ 
nue  and  Elwood  place  (Block  131,  part  of  Lot  122),  West 
New  Brighton,  Borough  of  Richmond,  N.B.  344-39. 


429-46-BZ — H.B.Q.—l  14-25  Queens  boulevard,  east  side. 
201  ft.  north  of  77th  avenue  (Block  2266,  Lots  81  and  82), 
Forest  Hills,  Borough  of  Queens,  N.B.  1292-46. 


769-46-A — H.B.Bx. — 1 1 82  Jackson  avenue,  east  side,  280.7 
ft.  north  of  Home  street  (1st  floor)  ;  (Block  2652,  Lot  26), 
Borough  of  The  Bronx,  Amendment  to  Alt.  106-46. 


770-46-BZ — H.B.Bx. — 2110  Bruckner  boulevard,  southeast 
corner  of  Olmstead  avenue  (Block  3689,  Lot  1),  Borough 
of  The  Bronx,  N.B.  981-46. 


771-46-SA — Ferguson  Oil  Burner,  Model  1-6,  Appliance. 


772-46-BZ— H.B.B. — Southeast  corner  of  Ocean  parkway 
and  Circumferential  parkway  (Blocks  7240,  7241  and  7261, 
part  of  Lot  47),  Borough  of  Brooklyn,  Alt.  3747-46. 


773-46-BZ — Duffcon  Lightweight  Precast  Concrete  Floor 
and  Roof  Slabs  (modified  system),  manufactured  by  Duffcon 
Concrete  Products  Inc.,  Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of..; . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 

Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 


28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
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CALENDAR 


Ln»t  Publication  in  Bulletin 


Fire  Alarm  Kulcs  (Interior) . June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

Kefri^erating  Systems,  Extract  A.C. .Oct. 
Smoking  in  F'actories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1940 — Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

9,  1946— Vol.  31,  No.  15 
17,  1946— Vol.  30,  No.  38 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8,  1946— Vol.  31,  No.  41 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


OCTOBER  22,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  22,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters 

Zoning  Applications. 

383-46-BZ— Application,  May  24,  1946,  unde  r  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
1  for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Hilary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2030,  Lots  100  lo  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

261-46-BZ — Application,  April  12,  1946,  under  .section  21 
'  °f  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Glencoe  Realty  Corp.,  owner,  to  permit  in  a 
retail  use,  D  area  district,  the  erection  of  a  building,  using 
more  than  the  area  permitted ;  premises  94-05  63rd  drive, 
west  side,  50  ft.  north  of  Booth  street  (Block  3081,  Lots  127, 
128  and  129),  Forest  Hills,  Borough  of  Queens. 

110-43-BZ — Application  of  Milton  B.  Weissman,  appli- 
ant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
I,  1946,  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
■O  permit  in  a  residence  and  business  use  district,  the  change 
m  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  by  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  bowling  alleys  on 
-econd  floor;  premises  6214-6224  4th  avenue,  and  365-379 
■'3rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

633-46-BZ — Application,  September  5,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosen- 


blum,  applicant,  on  behalf  of  Meyer  Fortgang,  owner 
(Henry  Jacobson,  lessee),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  3502  Church  avenue,  and  179  East  35th  street, 
southeast  corner  (Block  4889,  Lot  1),  Borough  of  Brooklyn. 

677-46-BZ — Application  of  Leonard  Schultze  and  Asso¬ 
ciates,  applicants  on  behalf  of  Savings  Bank  Trust  Company, 
owner,  filed  September  17,  1946,  under  Section  21-C  for 
variation  of  the  area  requirements  of  the  zoning  resolution 
as  to  size  of  yards  and  lot  coverage;  premises  in  D,  E  and 
F  area  and  residence  and  business  use  districts :  Blocks 
bounded  by  Grand  Central  parkway,  Main  street,  Union 
turnpike,  and  Parsons  boulevard  (Block  6673,  Lots  3,  50, 
and  100,  Block  6674,  Lot  3,  Block  6692,  Lot  3,  Block  6693, 
Lot  3,  Block  6694,  Lot  101,  Block  6819,  Lot  2  and  Block 
6820,  Lot  3),  Flushing,  Borough  of  Queens. 

615-46-BZ — Application,  August  27,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley  of 
Shirley  and  DeShaw,  applicant,  on  behalf  of  Jenne  Light, 
owner  (David  Schulman,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  834  New  Lots  avenue,  southeast  corner  of  Essex 
street  (Block  4316,  Lot  1),  Borough  of  Brooklyn. 

348-46-BZ — Application,  May  7,  1946,  under  section  21  of  the 
zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Seniority  Realty  Corp.,  owner,  to  permit  in  a 
business  use  district,  the  area  devoted  to  manufacturing  in 
excess  of  that  permitted;  premises  255-261  18th  street,  north 
side,  150  ft.  east  of  5th  avenue  (Block  873,  Lot  69),  Borough 
of  Brooklyn. 

465-46-BZ — Application,  June  17,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Louis  Lieberman,  applicant,  on 
behalf  of  Sam  Feldman,  owner,  to  permit  in  a  business  use, 
C  area  district,  the  erection  of  a  building  using  more  than  the 
permitted  area,  to  be  used  as  a  dry  cleaning  plant;  premises 
5257-5265  Kings  Highway,  and  5302-5312  Preston  court, 
southeast  corner  (Block  7949,  Lot  10),  Borough  of  Brooklyn. 

618-46-BZ — Application,  August  29,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Loretto  C.  O’Brien,  owner  (Eugene 
V.  O’Brien,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
3178  Bainbridge  avenue,  southeast  corner  of  East  207th 
street  (Block  3342,  Lot  8),  Borough  of  The  Bronx. 

642-46-BZ — Application,  September  10,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  William  R.  Shirley, 
applicant,  on  behalf  of  Lapidus  Realty  Corp.,  owner  (Went¬ 
worth  Morris,  lessee),  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
2075  8th  avenue,  west  side,  50  ft.  7  in.  north  of  West  112th 
street  (Block  1847,  Lot  21),  Borough  of  Manhattan. 

669-46-BZ — Application,  September  16,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Constantinople  Palace  Realty  Corp., 
owner  (Rapid  Wash  Inc.,  lessee),  to  permit  in  a  business 
use  district,  a  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  2479  8th  avenue,  west  side,  25  ft.  south  of 
West  133rd  street  (Block  1958,  Lot  32),  Borough  of  Man¬ 
hattan. 

684-46-BZ — Application,  September  18,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Anthony  DeAngelo,  owner  (William 
B.  Kerzner  and  Martin  L.  Wisoff,  lessees),  to  permit  in 
a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  227  5th  avenue,  east  side,  20  ft. 
north  of  President  street  (Block  959,  Lot  10),  Borough  of 
Brooklyn. 

501-46-BZ — Application,  July  21,  1946,  under  sections  7a  and 
21  of  the  zoning  resolution,  of  Procter  and  Harding,  appli¬ 
cants,  on  behalf  of  Midtown  Hospital,  owner,  to  permit  in 
a  business  use,  B  area  district,  the  construction  of  a  labora- 
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tory  and  auxiliary  rooms  on  the  roof  of  the  present^building 
with  less  than  the  required  rear  yard;  premises  309  East 
49th  street,  north  side,  125  ft.  east  of  2nd  avenue  (Block 
1342,  Lot  6),  Borough  of  Manhattan. 

513- 46-BZ— Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on  be¬ 
half  of  Jack  Seidler,  owner,  to  permit  in  a  residence  use 
district,  the  change  in  use  from  fire  house  to  repairing  and 
storage  for  vending  machines;  premises  166  Clymer  street, 
south  side,  200  ft.  east  of  Bedford  avenue  (Block  2173, 
Lot  17),  Borough  of  Brooklyn. 

572- 46-BZ — Application,  July  16,  1946,  under  section  21  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Paramount  Macaroni  Co.,  owner,  _  to .  permit 
in  an  unrestricted  use,  C  area,  class-1  height  district,  the 
extension  of  present  building  exceeding  the  height  and  area 
permitted,  and  without  the  required  rear  yard;  premises 
349-355  Suydam  street,  north  side,  225  ft.  east  of  Irving 
avenue  (Block  3210,  Lot  51),  Borough  of  Brooklyn. 

683-46-BZ — Application,  September  18,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Vincent  Terranova,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  155  Chrystie  street,  west  side,  50  ft. 
6  in.  north  of  Delancey  street  (Block  425,  Lot  37),  Borough 
of  Manhattan. 

Appeals  from  Administrative  Decisions. 

502-46-A — 309  East  49th  street,  north  side,  125  ft.  east  of  2nd 
avenue  (7th  floor)  ;  (Block  1342,  Lot  6),  Borough  of  Man¬ 
hattan. 

514- 46-A — 166  Clymer  street,  south  side,  200  ft.  east  of  Bed¬ 
ford  avenue  (Block  2173,  Lot  17),  Borough  of  Brooklyn. 

573- 46-A— 349-355  Suydam  street,  north  side,  225  ft.  east  of 
Irving  avenue  (4th  floor)  ;  (Block  3210,  Lot  51),  Borough 
of  Brooklyn. 

718-46-A — 4581-4583  Park  avenue,  west  side,  1618  ft.  north 
of  East  184th  street  (Block  3031,  Lot  66),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  22,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  pub1  ic  hearing 
Tuesday  afternoon,  October  22,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  • 

Appeals  from  Administrative  Decisions. 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  -10,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

661-46-A — 414  Avenue  of  The  Americas  (6th  avenue), 
east  side,  43  ft.  6  in.  south  of  West  9th  street  (2nd  floor)  ; 
(Block  572,  Lot  6),  Borough  of  Manhattan. 

636-46-A — 254  Navy  street,  west  side,  175  ft.  south  of 
Lafayette  avenue  (2nd  floor)  ;  (Block  2086,  Lots  31  and 
32),  Borough  of  The  Bronx. 

682-46- A — 128  Beach  66th  street,  west  side,  575  ft.  south 
of  Larkin  avenue  (Block  358,  Lot  13),  Arverne,  Borough 
of  Queens. 

730-46-A — 31-33  Frankfort  street,  south  side,  147  ft.  7-kt  in. 
east  of  William  street  (1st  floor)  ;  (Block  103,  Lots  15,  16 
and  114),  Borough  of  Manhattan. 


732-46-A — 298-314  Junius  street,  west  side,  100  ft.  north  of 
Blake  avenue  (2nd  floor)  ;  (Block  3763,  Lot  38),  Borough 
of  Brooklyn. 

734- 46-A — 57-59  East  55th  street,  north  side,  116.5  ft.  east 
of  Madison  avenue  (1st  to  4th  floors,  inclusive)  ;  (Block 
1291,  Lot  271/2),  Borough  of  Manhattan. 

735- 46-A — 1135-1161  37th  street,  and  3614-3634  12th  ave¬ 
nue,  northwest  corner  (2nd  floor)  ;  (Block  5292,  Lot  1), 
Borough  of  Brooklyn. 

750-46-A — 45-47  Montrose  avenue,  northwest  corner  of 
Lorimer  street  (Block  3049,  Lot  33),  Borough  of  Brooklyn. 

753-46-A — 3-9  Church  street,  northeast  corner  of  Liberty 
street  (cellar)  ;  (Block  62,  Lot  7),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  29,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 

of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubrilorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

206-27-BZ — Application  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 
9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 

300-46-BZ— Application,  April  26,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Herkimer  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  proposed  manufacturing 
area  in  excess  of  that  permitted;  premises  66-76  Sackman 
street,  and  1424-1434  Herkimer  street,  southwest  corner 
(Block  1572,  Lot  18),  Borough  of  Brooklyn. 

318-46-BZ — -Application,  April  18,  1946,  under  section  7e 
of  the  zoning  resolution,  of  George  A.  Ranh,  applicant,  on 
behalf  of  Caroline  Raub,  owner  (Dr.  B.  S.  Hopper,  lessee), 
to  permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy,  from  two  family  residence  to  dentist’s  office  and  one 
family  residence,  for  a  term  of  years;  premises  107-17  86th 
avenue,  northwest  corner  of  108th  street  (Block  9197,  Lot 
29),  Richmond  Hill,  Borough  of  Queens. 

405-46-BZ — Application,  June  3,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Barr,  Bennett  &  Fullen 
and  Saul  Goldsmith,  applicants,  on  behalf  of  Adolf  Freed¬ 
man,  owner,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium  and  auto  laundry;  premises  793-801  Bedford  ave¬ 
nue,  and  494-502  Park  avenue,  southeast  corner  (Block  1734. 
Lots  1  and  70),  Borough  of  Brooklyn. 

611-46-BZ — Application,  August  27,  1946,  under  sections 
7a,  7e  and  21  of  the  zoning  resolution,  of  Jacob  J.  Glos- 
ter,  applicant,  on  behalf  of  Leading  Cleaners  and  Dyers, 
Inc.,  owner,  to  permit  in  a  residence  use,  D  area  district, 
the  extension  to  existing  dry  cleaning  establishment,  using 
more  than  the  area  permitted;  premises  1147-1155  Lorraine 
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avenue,  northwest  corner  of  Pine  street  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklyn. 

663-46-BZ — Application,  September  9,  1946,  under  section 
7h  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza.  ap¬ 
plicants,  on  behalf  of  Mitchel  Schneider  Co.,  Inc.,  owner, 
to  permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  a  plot  located  partly  in  a  business  use 
district,  for  a  term  of  years;  premises  111-125  Concord 
street,  and  205-213  Jay  street,  northeast  corner  (Block  107, 
Lot  1,  101,  2,  4,  5  and  part  of  50),  Borough  of  Brooklyn. 


671-46-BZ — Application,  September  16,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  William  R. 
Shirley,  applicant,  on  behalf  of  Donald  Willard  Holding 
Corp.,  owner  (H.  Leonard  and  E.  Presser,  lessees),  to  per¬ 
mit  in  a  business-1  use  district,  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  1153  Castleton  avenue, 
north  side,  71.09  ft.  east  of  Barker  street  (Block  197,  Lot 
131),  West  New  Brighton,  Borough  of  Richmond. 

678-46-BZ — Application,  September  17,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  William  R. 
Shirley,  applicant,  on  behalf  of  Octavio  B.  Romero,  owner, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years;  premises  3213  Tilden  avenue, 
north  side,  65  ft.  west  of  New  York  avenue  (Block  4903, 
part  of  Lot  39),  Borough  of  Brooklyn. 

685-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Charles  M. 
Spindler,  applicant,  on  behalf  of  Matthew  Navarra,  owner 
(Samuel  Ellman  and  Sidney  Lukas,  lessees),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  442  Bedford  avenue,  west  side, 
24  ft.  6  in.  north  of  South  9th  street  (Block  2137,  Lot  31). 
Borough  of  Brooklyn. 

739-46-BZ— Application,  October  4,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Sophie  Deckelbaum,  owner  (Mar¬ 
vin  Barsky,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
126  1st  avenue,  east  side,  97  ft.  4  in.  north  of  East  7th 
street  (Block  435,  Lot  6),  Borough  of  Manhattan. 

302-44-BZ — Application  of  Italo  Nicolai,  applicant,  on  be¬ 
half  of  Xavier  Kirchoffer,  owner,  reopened  July  9,  1946, 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use,  E  area  district,  the  extension  of  present  hot 
house  and  potting  shed,  without  the  required  front  yard; 
premises  2286  Richmond  road,  south  side,  122  ft.  east  of 
Otis  avenue,  and  25  ft.  west  of  Bryant  avenue  (Block  3618, 
Lot  7),  New  Dorp,  Borough  of  Richmond. 


338-46-BZ — Application,  May  7,  1946,  under  section  7f  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Betty  Markowitz,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  sale  and  display  of  used  cars  for  a 
period  of  two  (2)  years;  premises  1504-1526  Coney  Island 
avenue,  west  side,  100  ft.  north  of  Avenue  L  (Block  6536, 
1  Lots  30  and  34),  Borough  of  Brooklyn. 


I 


Appeal  from  Administrative  Decision. 

774-46-A — 1504-1526  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  L  (Block  6536,  Lots  30  and  34),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1946,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  29,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 


matters : 

Appeals  from  Administrative  Decisions. 


601-46-A— West  side  of  Columbia  street,  2140  ft.  south 


of  Halleck  street,  Pier  A,  Ft.  of  Richards  street  (Block 
613,  Lot  1),  Beard’s  Erie  Basin,  Borough  of  Brooklyn. 

672-46-A — 90  and  92  Amity  street,  south  side,  202  ft.  and 
177  ft.  west  of  Henry  street  (Block  295,  Lots  15  and  16), 
Borough  of  Brooklyn. 

680-46-A— 132-54  58th  road,  south  side,  500  ft.  east  of  Law¬ 
rence  street  (Block  6366,  Lot  88),  Flushing,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 134th  street). 

HARRIS  H.  MURDOCK,  Chairman 


NOVEMBER  6,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning .  November  6,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

540-46-BZ — Applicatipn,  July  5,  1946,  under  section  21  of 
the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants,  on 
behalf  of  756  Utica  Avenue  Corp.  and  Estate  of  Julia  Ryan, 
owners,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building,  to  be  used  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  750-780  Utica  ave¬ 
nue,  west  side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 

275-40-BZ— Application  of  A.  Gordon  Lorimer,  applicant, 
Acting  Director,  Bureau  of  Architecture,  for  Department  of 
Public  Works,  City  of  New  York,  owner,  reopened  October 
15,  1946,  for  consideration  as  to  extension  of  time  to  com¬ 
plete  work  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  storage  garage  for  more  than  three  (3) 
motor  vehicles ;  premises  101  Hart  boulevard,  east  side, 
block  bounded  by  Hart  boulevard,  Randall  avenue,  Delafield 
avenue  and  Elwood  place  (Block  131,  part  of  Lot  122),  West 
New  Brighton,  Borough  of  Richmond. 

395-46-BZ — Application,  May  24,  1946,  under  sections  7c, 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
from  public  garage  (previously  granted  by  the  Board)  to 
repairing  and  servicing  cars,  parts  department,  auto  show¬ 
room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

451-46-BZ — Application,  June  3,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Max  Abramovitz,  appli¬ 
cant,  on  behalf  of  471  Park  Avenue  Corp.,  owner,  to  permit 
in  a  restricted  retail  use  district,  the  off  street  parking  of 
more  than  five  (5)  motor  vehicles,  in  the  cellar  of  proposed 
building  for  the  use  of  tenants ;  premises  471  Park  avenue, 
southeast  corner  of  East  58th  street  (Block  1312,  Lot  69), 
Borough  of  Manhattan. 

648-46-BZ — Application,  August  28,  1946,  under  section 
7h  of  the  zoning  resolution,  of  M.  Martin  Elkind,  applicant, 
on  behalf  of  Carrie  Schmuck  and  Peter  Schmuck  (trustees), 
owners,  to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  for  a  term 
of  years;  premises  342-344  West  44th  street,  south  side,  250 
ft.  east  of  9th  avenue  (Block  1034,  Lot  53),  Borough  of 
Manhattan. 

626-46-BZ — Application,  September  3,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Joseph  Schafran, 
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applicant,  on  behalf  of  Frieda  Doerner,  owner  (Glenridge 
Self  Service  Laundry,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  68-37  Fresh  Pond  road,  east  side,  125.23  ft.  north 
of  Catalpa  avenue  (Block  3625,  Lot  14),  Ridgewood,  Bor¬ 
ough  of  Queens. 

566-46-BZ — Application,  July  19,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Sylvan  Bien,  applicant,  on  behalf 
of  Croydon  Syndicate  Inc.,  owner,  to  permit  partly  in  a 
residence  and  partly  in  a  retail  use  district,  the  proposed 
conversion  of  a  portion  of  the  existing  dining  room  to  a 
store  extending  into  the  residence  district;  premises  12  East 
86th  street,  1150-1186  Madison  avenue,  southwest  corner  and 
11-35  East  85th  street,  northwest  corner  (Block  1497,  Lot  9), 
Borough  of  Manhattan. 

343-46-BZ — Application,  May  7,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Etta  Epstein,  owner,  to  permit  in 
a  residence  and  business  use,  C  area  district,  the  extension 
of  present  building,  using  more  than  the  area  permitted ; 
premises  789  Flatbush  avenue,  east  side,  40  ft.  6  in.  south 
of  Lenox  road  (Block  5083,  Lot  16),  Borough  of  Brooklyn. 

729-46-BZ — Application,  October  3,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Nicholas  Fanelli,  applicant  and 
owner,  to  permit  in  a  residence  use  district,  two  illuminated 
signs,  for  a  term  of  years ;  premises  128  West  Houston 
street,  northeast  corner  of  Sullivan  street  (Block  525,  Lot 
32) ,  Borough  of  Manhattan. 

760-46-BZ — Application,  October  9,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant,  on 
behalf  of  Nahirsh  Realty  Co.,  Inc.,  owner  (Bert  S.  Good, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  years ;  premises  1848  3rd  avenue, 
and  181  East  102nd  street,  northwest  corner  (Block  1630, 
Lot  33),  Borough  of  Manhattan. 

707-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Samuel  Gold, 
applicant  and  lessee,  on  behalf  of  Jobreen  Realty  Corp.  and 
Louis  Rovegno,  owners,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  years;  premises  1-15  Bedford  street,  and  180-190 
West  Houston  street,  northwest  corner  (Block  528,  Lots  1 
lo  5  inclusive  and  44  to  51  inclusive),  Borough  of  Man¬ 
hattan. 

741-46-BZ — Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  William  Hionas,  William  J.  Heffernan  and 
Elizabeth  M.  Lewis,  owner  (Levin  and  Weinberg,  Inc., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  6102-6104 
5th  avenue  (store  at  6104),  west  side,  17  ft.  5  in.  south  of 
61st  street,  and  474-482  61st  street  (Block  5791,  part  of  Lot 
38),  Borough  of  Brooklyn. 

725-46-BZ— Application,  September  24,  1946.  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Cor]),  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 

780-46-BZ — Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  bottle  stor¬ 
age  plant  of  an  existing  brewery  (previously  granted  by  the 
Board)  to  manufacturing;  premises  229  Pulaski  street,  north 
side,  204  ft.  6  in.  east  of  Troop  avenue  (Block  1773,  Lot 
69,  part  of  Lot  fid),  Borough  of  Brooklyn. 


781-46-BZ — Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  a  bottle 
storage  plant  of  an  existing  brewery  (previously  granted  by 
the  Board)  to  food  processing,  refrigeration,  distribution 
and  offices ;  premises  235-243  Pulaski  street,  north  side,  266 
ft.  east  of  Throop  avenue  (Block  1773,  Lot  64,  part  of  Lot 
50),  Borough  of  Brooklyn. 

430- 46-BZ — Application,  June  13,  1946,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  Irving  Adelsohn,  appli¬ 
cant,  on  behalf  of  Frank  Balvo,  owner,  to  permit  in  a  resi¬ 
dence  use,  C  area  district,  the  change  of  occupancy  from 
store  and  three  (3)  family  dwelling  to  store,  sale  and  dis¬ 
play  of  merchandise  and  two  (2)  family  dwelling  and  pro¬ 
posed  extension  of  second  floor,  using  more  than  area  per¬ 
mitted;  premises  241  Bleecker  street,  east  side,  120  ft.  11  in. 
north  of  Carmine  street  (Block  589,  Lot  3),  Borough  of 
Manhattan. 

Appeal  from  Administrative  Decision. 

431- 46-A — 241  Bleecker  street,  east  side,  120  ft.  11  in.  north 
of  Carmine  street  (2nd  floor)  ;  (Block  589,  Lot  3),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public ,  hearing 
Wednesday  morning,  November  13,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matter : 

Zoning  Application. 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  19,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matter : 

Zoning  Application. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 
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.  Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — — 1 19-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

PI  ARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  26,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matter : 

Appeal  from  Administrative  Decision. 

588-46-A — 118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  15,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  October  8,  1946,  were 
approved  as  printed  in  Bulletin  42,  Volume  31. 


ZONING  APPLICATIONS. 

872-39-BZ 

APPLICANT — Herman  Kron,  for  Paramount  Filling  Sta¬ 
tions,  Inc.,  owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  of  an  office,  lu- 
britorium  and  auto  laundry  on  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 7001-7019  Bay  parkway,  south¬ 
west  corner  of  West  10th  street,  and  1-21  Avenue  O 
(Block  6574,  Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  Kron,  Murray  Rosen, 
Charles  Merante  and  L.  B.  Weissman. 

For  Opposition :  Morris  Gotlinsky,  Rev.  Solomon 
Coter,  Esther  Furthin  and  Concetta  Viralo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946 
at  10  A.  M.  for  applicant  to  file  revised  plans,  and 
for  further  consideration. 


615-46-BZ 

APPLICANT — William  R.  Shirley  of  Shirley  and  DeShaw, 
for  Jenne  Light,  owner  (David  Schulman,  lessee). 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 834  New  Lots  avenue,  south¬ 
east  corner  of  Essex  street  (Block  4316,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley,  Thomas  Reilly 
and  David  Schulman. 


For  Opposition :  J.  H.  Kearney,  M.  Wilner,  V.  R. 
Sileo,  R.  Hachman,  B.  Sherman,  B.  F.  Schot- 
tenfeld,  F.  Schwam,  A.  Tinte,  E.  Weinstein, 
R.  Smith,  C.  Madsen,  K.  Nelloney,  M.  Cavalier 
and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1946  at 
10  A.  M.  for  decision  by  Board  without  further 
argument. 


677-46-BZ 

APPLICANT — Leonard  Schultze  and  Associates,  for  Sav¬ 
ings  Bank  Trust  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21-C  for  variation  of  the 
area  requirements  of  the  zoning  resolution,  as  to 
size  of  yards  and  lot  coverage;  premises  in  D,  E, 
and  F  area  and  residence  and  business  use  districts. 

PREMISES  AFFECTED — Blocks  bounded  by  Grand  Cen¬ 
tral  parkway,  Main  street,  Union  turnpike  and 
Parsons  boulevard  (Block  6673,  Lots  3,  50  and  100; 
Block  6674,  Lot  3 ;  Block  6692,  Lot  3 ;  Block  6693, 
Lot  3;  Block  6694,  Lot  101 ;  Block  6819,  Lot  2  and 
Block  6820,  Lot  3),  Flushing.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1946  at 
10  A.  M.  awaiting  action  of  City  Planning  Com¬ 
mission. 


208-37-BZ 

APPLICANT — William  A.  Wessner,  for  Edbro  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  reopened  September  17,  1946,  for 
consideration  as  extension  of  variance  (expired  by 
limitation) — Application  (decision  of  the  borough 
superintendent),  previously  granted  on  condition 
under  section  7h  of  the  zoning  resolution,  for  a 
temporary  term  of  years,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 22-65  31st  street,  east  side, 
182.6  ft.  north  of  23rd  avenue  (Block  833,  Lot  12), 
Astoria,  Borough  of  Queens. 


MINUTES 


APPEARANCES— 

For  Applicant:  William  A.  Wessner  and  Charles 
Moser. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (208-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  22-65  31st  street,  east 
side,  182.6  ft.  north  of  23rd  avenue  (Block  833,  Lot  12), 
Astoria,  Borough  of  Queens,  was  granted  by  the  Board 
October  26,  1937,  on  certain  conditions;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
April  28,  1942  and  May  2,  1944  and  the  applicant  requested 
a  further  extension  of  the  term  of  the  variance. 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  17,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  October  8,  1946  at  10  a.  m. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  8,  1946,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals 
and  laid  over  to  October  15,  1946,  for  the  applicant  to  ex¬ 
hibit  the  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  26,  1937,  as 
amended  by  resolutions  adopted  through  May  2,  1944,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“*  *  *  granted  under  section  7h  for  a  term  of 

two  years  from  the  date  of  this  amended  resolution 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  *  *  *  that  other  than  as  amended 

herein  the  resolution  adopted  on  October  26,  1937,  shall 
be  complied  with  in  all  respects;  and  that  a  certificate 
of  occupancy  shall  be  obtained.”  (Corres.  No.  389-37). 


375-40-BZ 

APPLICANT — Lauritz  Lauritzen,  for  Walter  A.  Beau- 
del,  owner  (Beaudel  Brothers,  lessees). 

SUBJECT- — Application  reopened  July  9,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7a,  7e  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  tbe  relocation 
of  building  of  gasoline  service  station  (previously 
granted  bv  the  Board). 

PREMISES  AFFECTED— 144-12  Springfield  boulevard. 

northwest  corner  of  North  Conduit  avenue,  and 
186-08  144th  street,  southwest  corner  of  Spring- 
field  boulevard  (Block  3816,  Lot  76  and  part  of 
63),  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  to  amend  previously 
approved  plans,  denied. 

THE  VOTE  TO  AMEND  APPROVED  PLANS— 

Affirmative:  . . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (375-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  altera¬ 


tion  and  reconstruction  of  an  existing  gasoline  service  sta¬ 
tion,  affecting  premises  144-12  Springfield  boulevard,  north¬ 
west  corner  of  North  Conduit  avenue  and  186-08  144th 
street,  southwest  corner  of  Springfield  boulevard  (Block 
3816,  Lot  76  and  part  of  Lot  63),  Springfield  Gardens, 
Borough  of  Queens,  was  granted  by  the  Board  December 
3,  1940,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  November  5,  1941,  March  30,  1943  and 
November  20,  1945 ;  and 

Whereas,  the  resolution  was  amended  on  January  22, 
1946 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
plans ;  and  v 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  9,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  15,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Springfield  boulevard  and  North  Con¬ 
duit  avenue  are  in  residence  use  F  area  and  Class  and  1 
height  districts;  144th  street  is  in  residence  and  business 
use,  F  area  and  Class  and  1  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  12,  1946,  re  N.B.  Applic.  1468-40,  reads: 

“1.  Bldg,  as  relocated  is  contrary  to  decision  of  Bd. 

Stds.  &  Appeals  under  Cal.  No.  375-40-BZ.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  159.5  ft.  frontage  by  125  ft.  in  depth,  on  which 
is  located  a  frame  building  32  ft.  by  42  ft.  to  be  demolished ; 
and 

Whereas,  the  owner  proposes  to  remove  the  frame  build¬ 
ing  now  encroaching  on  the  property  at  the  northwest  cor¬ 
ner  and  place  same  on  North  Conduit  avenue  adjoining  the 
service  station  on  property  owned  by  Mr.  Beaudel ;  that  the 
frame  building  after  alterations  will  be  occupied  by  Mr. 
Beaudel ;  that  the  owners  desire  to  locate  the  laundry  build¬ 
ing  within  40  feet  of  144th  avenue  and  have  the  long  side 
parallel  with  Springfield  boulevard,  which  will  provide  more 
space  from  the  new  property  line  on  Springfield  boulevard 
to  the  front  of  the  building  and  should  present  a  more 
desirable  layout  than  as  originally  proposed;  that  as  the 
ground  level  at  the  new  location  is  much  lower  than  the 
general  ground  level,  it  is  proposed  to  utilize  this  space 
below  the  laundry  building  floor  for  the  storage  of  the 
owners’  cars  rather  than  fill  up  the  area  shown  by  shaded 
lines  with  earth  to  laundry  floor  level;  that  it  is  also  pro¬ 
posed  to  locate  the  boiler. room  below  the  laundry  building 
floor  instead  of  in  a  separate  building  as  originally  planned ; 
that  this  boilerroom  will  be  accessible  from  the  yard 
facing  144th  St.  only  and  the  entire  portion  shown  cross- 
hatched  will  have  a  floor  over  same  of  steel  beams  and  con¬ 
crete  arches  with  no  access  to  the  boilerroom  or  car  storage 
space  except  the  yard  and  that  the  enclosing  walls  of  boiler- 
room  will  be  of  brick  or  concrete  blocks;  that  it  is  the 
intention  to  carry  out  the  original  architectural  design,  modi¬ 
fying  it  only  as  to  the  dimensions  of  the  building;  that  the 
salesroom  addition  originally  planned  to  be  located  on  the 
north  side  of  the  laundry  building  is  to  be  eliminated. 

Resolved,  that  the  motion  to  amend  previously  approved 
plans  be  and  it  hereby  is  denied. 


435-41-BZ 

APPLICANT — Henry  Nordheim,  for  Dolorita  Wallace, 
owner. 

SL^BJECT — Application  reopened  May  14,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7f  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
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PREMISES  AFFECTED— 737  East  149th  street,  and  549 
Concord  avenue,  northwest  corner  (Block  2641, 
Lots  18,  19  and  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim,  Gilbert  Lazarus 
and  Dolorita  Wallace. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (435-41-BZ) 

Whereas,  this  application,  under  sections  7f  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
for  a  term  of  years,  the  erection  and  maintenance  of  a 
gasoline  service  station,  affecting  premises  737  East  149th 
street  and  549  Concord  avenue,  northwest  corner  (Block  No. 
2641,  Lot  Nos.  18,  19  and  20),  Box-ough  of  The  Bronx,  was 
withdrawn  on  January  27,  1942;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  restoration  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  14,  1946  and  restored  to  the  calendar  subject  to  usual 
procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  24,  1946,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  October  15,  1946,  for  applicant 
to  file  corrected  plans ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  149th  street  is  in  a  business  use,  B 
area  and  class  1^2  height  district;  Concord  avenue  is  in 
business  and  unrestricted  use,  B  area  and  class  1J^  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  19,  1946  on  N.B.  Applic.  268-41  reads: 

“2.  Proposed  gasoline  service  station  in  a  business 
use  district  is  contrary  to  Section  4  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  96  ft.  frontage  by  100  ft.  in  depth,  now  presently 
vacant;  that  it  is  proposed  to  erect  a  building  54  ft.  front 
by  25  ft.  in  depth,  1  story,  15  ft.  in  height,  of  class  3  con¬ 
struction,  to  be  used  as  a  gasoline  service  station ;  and 
Whereas,  the  applicant  contends  that  the  premises  is 
bounded  on  the  west  by  a  tenement  house  and  on  the  east 
by  a  club  house ;  that  it  is  proposed  to  construct  a  white 
stucco  office  trimmed  with  white  face  brick,  set  back  from 
the  building  line  approximately  50  ft.  and  to  erect  a  7  ft. 
brick  fence  of  white  face  brick  along  the  northerly  and 
westerly  boundaries  of  the  plot ;  that  the  plot  will  be  prop¬ 
erly  landscaped  with  evergreens  and  other  shrubbery ;  that 
the  premises  is  situated  in  the  midst  of  an  area  wdiose 
character  has  already  been  completely  determined  and  non- 
conforming  uses,  such  as  gasoline  stations,  auto  repair  sta¬ 
tions,  warehouses,  iron  and  metal  works,  junk  yard  and  a 
factory,  already  exist;  that  these  non-conforming  uses  have 
so  determined  the  character  of  the  neighborhood  that  no 
conforming  use  can  be  made  of  the  property ;  that  both  sides 
of  149th  street  and  the  surrounding  streets  are  replete  with 
auto  repair  shops,  used  car  sales  lots,  junk  yards,  garages 
and  parking  lots ;  that  the  present  owmer  has  had  possession 
of  the  premises  for  over  thirty  years  and  during  that  time 
the  property  has  been  completely  unproductive  of  income 
because  of  the  character  of  the  neighborhood ;  that  there  is 
a  need  for  the  proposed  use  as  149th  street  has  considerable 
auto  traffic  and  there  is  no  gasoline  service  station  on  the 
north  side  of  149th  street  west  of  Southern  boulevard  to 
St.  Ann’s  avenue  and  only  one  station  on  the  north  side  of 
149th  street  between  Southern  boulevard  and  Park  avenue; 


that  as  a  result,  in  order  to  obtain  gasoline  along  149th 
street,  westbound  traffic  is  compelled  to  make  a  round-about 
turn  across  the  car  tracks  to  get  to  the  south  side  of  the 
thoroughfare  where  a  gasoline  station  is  located  on  the 
corner  of  Trinity  avenue,  thus  causing  traffic  congestion  and 
the  proposed  use  would  obviate  the  dangers  of  such  traffic 
congestion  and  would  eliminate  a  definite  hazard  to  health 
and  safety  since  the  premises  contains  the  remains  of  old 
grease  pits  and  is  overgrown  with  ragweed  and  other  wild 
bushes  and  is  used  principally  for  the  discarding  of  refuse 
and  the  walking  of  dogs ;  that  the  proposed  use  would  result 
in  the  cleaning  and  grading  of  the  lot  and  the  erection  of 
a  neat  building  containing  architectural  advantages  and  the 
construction  of  concrete  driveways  and  cindered  grounds; 
that  the  proposed  station  which  will  be  rented  to  a  large 
chain  company  known  for  the  cleanliness  of  its  operations 
and  the  neatness  of  its  stations  will  be  of  definite  benefit  to 
the  appearance  of  the  surrounding  area;  that  the  granting 
of  the  application  would  enable  the  Board  to  fix  such  con¬ 
ditions  as  would  properly  safeguard  the  character  of  the 
neighborhood  in  harmony  with  the  general  purpose  and  in¬ 
tent  of  the  zoning  resolution  and  the  strict  enforcement  of 
the  use  regulation  would  result  in  practical  difficulties  and 
unnecessary  hardship  in  that  the  premises  cannot  be  used 
for  any  conforming  use;  and 

Whereas,  the  applicant  amended  his  application  to  make 
the  basis  thereof  section  7f  of  the  zoning  resolution  in  lieu 
of  sections  7f  and  21  of  the  zoning  resolution;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  could  not  find 
any  justification  for  the  erection  of  a  gasoline  service  station 
at  this  location,  there  being  plenty  of  other  gasoline  stations 
in  the  general  area  and  also  due  to  the  fact  the  unrestricted 
district  is  directly  behind  the  subject  premises,  in  which 
location  a  gasoline  service  station  is  permitted ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  exercise  of  discretion  to  grant  a  zoning  variance 
to  permit  a  gasoline  service  station  under  section  7,  sub¬ 
division  f. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


64-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Katherina 
Pretsch,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  erection  of  a  gasoline  service  station,  office, 
lubritorium,  auto"  laundry,  minor  repairs,  wheel 
aligning  and  brake  testing. 

PREMISES  AFFECTED — 109-64  to  109-72  Van  Wyck 
boulevard,  west  s:de,  120  ft.  north  of  111th  avenue 
(Block  11615,  Lot  40),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Harold  Klorfein  and  Murray  B. 
Hillman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Cha:rman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (64-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Katherina  Pretsch, 
owner,  filed  January  23,  1946,  an  application  under  section 
7f  of  the  zoning  resolution,  to  permit  in  residence  and  busi¬ 
ness  use  districts,  the  erection  of  a  gasol’ne  service  station, 
office,  lubritorium,  auto  laundry,  minor  repairs,  wheel  align¬ 
ing  and  brake  testing;  premises  109-64  to  109-72  Van  Wyck 
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boulevard,  west  side,  120  ft.  north  of  111th  avenue  (Block 
11615,  Lot  40),  Jamaica,  Borough  of  Queens;  and 

Whereas,  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting 
July  9,  1946,  after  due  notice  by  publication  in  the  Bulletin, 
and  laid  over  to  September  24,  1946,  for  further  considera¬ 
tion,  when  it  was  again  laid  over  for  the  applicant  to  file 
revised  plans ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Van  Wyck  boulevard  is  in  residence 
and  business  use,  D  area  and  Class  1  height  districts;  111th 
avenue  is  in  a  business  use,  D  area  and  Class  1  height  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  28,  1945,  re  N.B.  Applic.  2335-45,  reads: 

“1.  The  erection  of  a  gasoline  service  station,  includ¬ 
ing  a  building  to  be  used  for  office,  lubritorium,  auto 
laundry,  minor  automobile  repairs,  wheel  aligning  and 
brake  testing,  on  a  plot  located  partly  in  a  business  and 
partly  in  a  residence  zone,  is  contrary  to  Article  2,  Sec¬ 
tion  3,  and  Article  2,  Section  4,  Subsections  29  and  46 
of  the  zoning  law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100.07  ft.  frontage  by  121.67  ft.  in  depth  (irregu¬ 
lar)  on  which  it  is  proposed  to  erect  a  building  76  ft.  front 
by  28  ft.  in  depth,  one  story,  13  ft.  in  height,  of  Class  3 
construction;  that  it  is  proposed  to  demolish  existing  build¬ 
ing  approximately  24  ft.  by  80  ft.,  housing  lumber,  office  and 
one  car  garage;  and 

Whereas,  the  applicant  contends  that  the  property  is 
presently  improved  with  a  lumber  yard  and  a  building  meas¬ 
uring  approximately  24  ft.  by  80  ft.  housing  lumber,  office 
and  one  car  garage ;  that  it  is  proposed  to  demolish  the  * 
structure,  eliminating  the  lumber  yard  and  construct  there¬ 
on  a  modern  gasohne  service  station  building  28  ft.  by  76  ft. 
housing  an  office,  lubritorium,  auto  laundry,  and  wheel 
alignment,  with  suitable  landscaping ;  that  this  request  is 
made  because  of  the  fact  that  Van  Wyck  boulevard  is  to 
be  widened  and  in  so  doing  it  will  eliminate  the  present 
gasohne  service  station  in  Block  10066,  Lot  #1,  which  is 
presently  operated  by  the  Cornaga  Service  Station  &  Garage, 
Inc.,  who  have  leased  the  site  for  the  purpose  of  re-estab¬ 
lishing  themselves  in  this  community,  where  they  have  been 
operating  for  a  number  of  years:  that  this  is  the  only  service 
station  in  the  area;  that  Van  Wyck  boulevard  will  be  a 
road  similar  to  Sunrse  Highway  depressed  in  the  center 
with  service  roads  on  both  sides ;  that  the  proposed  service 
station  will  face  a  service  road;  that  the  necessity  of  a  serv¬ 
ice  station  is  evidenced  by  the  consents  filed  with  this  anpli- 
cat;on;  that  therefore,  in  view  of  the  fact  that  this  applica¬ 
tion  is  for  reestablishment  of  a  gas  station  in  the  area,  and 
also  in  view  of  the  fact  that  the  site  is  now  improved  with 
a  non-conforming  use  and  that  the  service  station  is  fo  serve 
the  immediate  area,  ’t  is  respectfully  requested  that  this 
apnlication  be  granted:  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  f  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  • 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof  for  a 
term  of  ten  (10)  years,  to  permit  the  premises  to  be  occu¬ 
pied  as  a  gasoline  service  station,  on  condition  that  all  exist¬ 
ing  structures  and  uses  shall  be  removed  and  the  plot  graded 
to  the  grade  of  the  proposed  service  street  of  the  new 
boulevard ;  that  the  gasoline  station  shall  be  arranged  sub¬ 
stantially  as  indicated  on  revised  plans  marked  “Received 
October  3,  1946”  (3  sheets)  ;  that  the  accessory  building 
shall  be  constructed  of  masonry  materials  with  natural  slate 
roof  and  des:gned  as  indicated,  complving  in  all  respects 
with  the  requirements  of  the  Building  Code  thereof ;  that  on 


the  interior  and  rear  lot  lines  of  the  property  there  shall  be 
constructed  a  brick  masonry  wall  with  face  brick  both  sides 
to  a  height  of  not  less  than  6  feet,  as  indicated  on  such  plans ; 
that  such  wall  may,  if  the  owner  desires,  be  constructed 
with  brick  masonry  posts  and  with  sections  filled  in  with 
steel  pickets,  substantially  as  indicated  (except  that  pickets 
shall  be  of  uniform  length)  ;  that  planting  shall  be  maintained 
in  the  areas  indicated  with  curb  protection  not  less  than  6 
inches  in  width  and  6  inches  in  height ;  that  pumps  erected 
shall  be  not  nearer  than  15  feet  to  the  street  building  line; 
that  the  gasoline  service  tanks  shall  be  limited  to  eight  of 
550  gallons  capacity  each ;  that  the  premises  where  not 
occupied  by  accessory  buildings,  pumps,  fences  and  planting 
shall  be  paved  with  concrete  with  dark  coloring  or  concrete 
with  tarvia  over  same ;  that  curb  cuts  for  entrance  to  the 
premises  shall  be  restricted  to  two  as  shown,  each  not  over 
30  feet  in  width,  no  curb  cut  to  be  nearer  than  5  feet  to 
the  side  lot  line  as  projected;  that  new  sidewalks  and  curbs 
shall  be  constructed  for  the  full  width  of  the  premises ;  that 
signs  shall  be  restricted  to  one  on  the  front  of  the  building 
and  the  illuminated  globes  of  the  pumps,  excluding  roof  and 
temporary  signs,  but  permitting  two  signs  within  the  premi¬ 
ses  near  the  building  line,  advertising  only  the  brand  of 
gasoline  on  sale ;  that  such  signs  shall  be  erected  on  post 
standards  and  may  be  illuminated  and  may  extend  beyond 
the  building  line  for  a  distance  of  not  more  than  four  feet; 
that  the  accessory  building  shall  be  arranged  as  proposed 
for  accessory  salesroom,  office,  lubritorium,  auto  laundry, 
minor  repairs,  wheel  aligning  and  brake  testing,  such  repair 
work  shall  be  done  exclusively  within  the  building  and  by 
hand  tools  only;  that  the  boilerroom  shall  be  separated  from 
the  balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  outside;  that  a  suitable  paved  walk 
may  be  provided  for  reaching  the  door  of  such  boilerroom ; 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  resolution. 


534-46-BZ 

APPLICANT — M.  Martin  Elkind,  for  Victory  Homes, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  auto 
repairs  and  lubrication  for  a  term  of  years. 
PREMISES  AFFECTED — 47-05  Astoria  boulevard,  north, 
and  22-71  47th  street,  northeast  corner  (Block  759, 
part  of  Lot  1),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  denied. 

THE  VOTE  TO  GRANT-r- 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (534-46-BZ) 

Whereas,  M.  Martin  Elkind,  for  Victory  Homes,  owner, 
filed  July  12,  1946  an  application  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  station,  auto  repairs 
and  lubrication  for  a  term  of  years,  affecting  premises 
47-05  Astoria  boulevard,  north,  and  22-71  47th  street,  north¬ 
east  corner  (Block  759,  part  of  lot  1),  Astoria,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting.  October  15,  1946,  after  due  notice  by  publication 
in  the  Bulletin;  and 
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Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Astoria  boulevard  north  is  in  a  busi¬ 
ness  use  C  and  D  area,  class  1  height  district;  47th  street 
is  in  residence  and  business  use  D  area  and  class  1  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  3,  1946  on  N.B.  Applic.  2100-46  reads : 

1-.  Proposed  use  of  premises  located  in  a  business 
district  for  gasoline  station,  auto  repairs  and  lubrication 
is  contrary  to  Sec.  4-46  of  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  182  ft.  frontage  by  60  ft.  in  depth  (irregular), 
presently  vacant ;  that  it  is  proposed  to  erect  a  building 
62  ft.  8  in.  front  by  28  ft.  4  in.  in  depth,  one  story,  16  ft. 
in  height,  of  class  3  construction,  to  be  used  as  a  gas  sta¬ 
tion,^  auto  repairs,  and  lubritorium;  and 
Whereas,  the  applicant  contends  that  this  lot  is  located 
on  a  main  highway  with  heavy  passenger  and  commercial 
traffic;  that  the  location  of  a  station  at  this  point  would 
serve  a  useful  and  practical  purpose  for  the  community 
and  the  commercial  enterprises  in  the  vicinity  and  the  auto¬ 
mobiles  using  the  highway  adjacent  to  the  gasoline  station; 
that  there  are  no  gas  stations  in  the  immediate  vicinitv 
which  can  adequately  serve  the  traffic  using  the  highway 
where  the  station  is  located ;  that  the  property  is  located  in 
a  business  district  but  it  is  not  suited  for  retail  or  other 
types  of  local  business  since  it  is  located  on  the  street  facing 
the  parkway  which  cuts  this  location  off  from  the  entire 
area  south  of  the  parkway;  that  this  street  is  therefore  not 
a  practical  location  for  a  neighborhood  business  or  shopping 
area;  that  the  natural  business  and  shopping  area  in  this 
vicinity  would  be  along  Ditmars  boulevard  which  is  a  par¬ 
allel  street  one  block  to  the  north;  that  it  will  be  an 
attractive  improvement  and  will  be  built  along  architec¬ 
tural  lines  of  the  brick  and  fieldstone  parkway  type  sta¬ 
tion  and  it  is  planned  to  erect  sapling  fences  along  the  rear 
property  lines  and  landscaping  throughout;  that  all  drive¬ 
ways  will  be  located  only  along  Astoria  boulevard ;  that  the 
general  character  of  the  neighborhood  would  not  be  ad¬ 
versely  affected  by  the  proposed  improvement  which  will 
be  a  more  pleasing  architectural  structure  than  any  kind 
of  conforming  business  building  likely  to  be  in  this 
neighborhood;  that  the  height  district  was  changed  from 
1/4  to  1  on  December  14,  1934  and  the  area  district  was 
changed  from  C  to  part  C  and  part  D  on  December  14, 
1934;  that  the  property  is  not  within  200  ft.  of  entrance  to 
parkway;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifi¬ 
cation  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7f  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  .affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

625-46-B  Z 

APPLICANT — William  R.  Shirley  of  Shirley  and  DeShaw, 
for  Sam  Wohl,  owner  (Julius  Gordon  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AEFECTED — 351  (361  displayed)  New  Lots 
avenue,  north  side,  102  ft.  lpj  in.  west  of  Pennsyl¬ 
vania  avenue  (Block  3839,  Lot  51),  Borough  of 
Brooklvn. 

APPEARANCES— 

For  Applicant:  William  R.  Shirley  and  Julius  Gor¬ 
don. 

For  Opposition  :  William  Surgon. 

For  Administration  :  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  :  . .  q 

THE  RESOLUTION  (625-46-BZ) 

Whereas,  William  R.  Shirley  for  Sam  Wohl,  owner 
Julius  Gordon,  lessee,  filed  September  3,  1946,  an  applica- 
lion  under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry  for  a 
term  of  five  (5)  years :  premises:  359  (361  displayed)  New 
Lots  avenue,  north  side,  102  ft.  1%  in.  west  of  Pennsylvania 
avenue  (Block  3839,  Lot  51)  Borough  of  Brooklyn;  and 

V  hereas,  a  public  hearing  was  held  on  this'  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
]'n»,  October  15,  1946,  after  clue  notice  bv  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanjing  the  zoning- 
resolution  show  that  New  Lots  avenue  is  in  a  business  use, 
C  area  and  (  lass  1  height  district ;  Pennsylvania  avenue  is 
m  a  business  use,  C  and  D  area  and  Class  'l  height  district  • 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  14,  1946,  re  Alt.  Applic.  3447-46,  reads: 

‘1.  Proposed  laundry  within  a  business  use  district  is 
contrary  to  Art.  2,  Sect.  4a-51  of  the  zoning  resolution.” 

and 

V  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  5%  in.  frontage  by  70  ft.  9  in.  in  depth 
(irregular)  on  which  is  located  a  building,  20  ft.  5 %  in. 
trout  by  58  ft.  6  in.  in  depth,  3  stories,  35  ft.  in  height, 
of  Class  3  construction;  that  it  is  proposed  to  install  twenty 
(20)  standard  self-service  type  washing  machines  (approved 
under  Cal.  136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  the  present  occu¬ 
pancy  of  the  building  is  store  and  one  apartment  on  the  1st 
floor,  one  apartment  on  the  2nd  floor  and  one  apartment 
on  the  3rd  floor;  that  it  is  proposed  to  install  20  standard 
Bendix  washing  machines  in  the  store,  each  machine  op¬ 
erated  by  a  Y\  H.P.  motor  and  with  an  individual  capacity 
of  10  lbs.  of  dry  clothes;  that  the  retail  rental  laundry  thus 
formed  will  have  only  two  employees,  as  it  is  self-service 
installation  with  the  customers  doing  their  own  work;  that 
no  steam  is  manufactured  on  the  premises  and  no  volatile 
fluids  will  be  used ;  that  ordinary  household  soap  powder 
and  normal  hot  water  will  be  used;  that  there  will  not  be 
any  noxious  odors  or  excessive  noise  from  operation  of 
the  proposed  establishment;  that  there  are  few  and  inade¬ 
quate  sanitary  facilities  in  the  neighborhood  and  this  in¬ 
stallation  will  prove  a  definite  contribution  to  public  health 
and  lighten  the  burden  of  the  housewife;  that  the  Board 
is  not  asked  to  differentiate  between  nor  define  a  wet  wash 
laundry. but  for  consideration  in  the  granting  of  a  variance 
to  permit  the  lessee  to  operate  the  establishment  for  a  period 
of.  five  years  to  enable  him  to  amortize  his  investment  in 
this  venture  and  the  owner  to  realize  sufficient  income  to 
pay  the  taxes  and  repairs  of  building;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  'the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  there¬ 
of,  for  a  term  of  three  (3)  years  to  permit  the  premises 
to  be  occupied  as  proposed,  on  condition  that  the  laundry 
machines  shall  not  exceed  20  in  number  and  shall  be  as 
proposed  and  as  approved  by  the  Board  under  Cal.  No.  136- 
46-SA ;  that  during  the  term  of  the  variance  the  premises 
shall  be  occupied  for  no  other  purpose  than  as  herein  per¬ 
mitted  and  no  additional  laundry  work  shall  be  done  on  the 
premises  other  than  the  machines  themselves;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
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fire  commissioner  shall  direct ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


634-46-BZ 

APPLICANT — Paul  Friedman,  for  Bessie  Ducorsky, 
owner  (Alfred  Silverman,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 578  Grand  street,  south  side, 
20  ft.  east  of  Lorimer  street  (Block  2786,  Lot  7), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman,  Max  Weclisher 
and  Alfred  Silverman. 

For  Opposition:  Ira  Rosenson  and  S.  Bredes,  Jr. 
For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (634-46-BZ) 

Whereas,  Paul  Friedman,  for  Bessie  Ducorsky,  owner, 
Alfred  Silverman,  lessee,  filed  September  5,  1946,  an  ap¬ 
plication  under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district,  a  wet  wash  laundry  for  a  term 
of  five  (5)  years:  premises  578  Grand  street,  south  side, 
20  ft.  east  of  Lorimer  street  (Block  2786,  Lot  7),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  15,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Grand  street  is  in  a  business  use,  B 
area  and  Class  1J4  height  district;  Lorimer  street  is  in 
a  business  use,  B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  8,  1946,  re  Alt.  Applic.  2751-46,  reads : 

“1.  Proposed  wet  wash  laundry  within  a  business 
use  district  is  contrary  to  Art.  2,  Sec.  4a-51  of  the 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  100  ft.  in  depth  on  which  is 
located  a  building  20  ft.  frontage  by  70  ft.  in  depth  on  1st 
floor  20  ft.  front  by  55  ft.  in  depth,  two  stories,  20  ft.  in 
height,  of  Class  3  construction ;  that  it  is  proposed  to  alter 
the  interior  as  shown,  install  20  individual  home  type  wash¬ 
ing  machines  (approved  under  Cal.  No.  136-46-SA)  of  the 
self-service  type ;  and 

Whereas,  the  applicant  contends  that  the  district  maps 
show  that  the  property  is  located  in  a  business  use,  B  area, 
and  Class  1)4  height  district  and  that  these  designations  have 
not  been  changed  since  1916  and  no  zoning  amendment  re¬ 
lating  to  this  property  is  pending  at  the  present  time;  that 
it  is  proposed  to  alter  the  interior  of  an  existing  store,  as 
shown  on  plans  filed ;  that  there  will  be  no  change  in  the 
facade  of  the  building  except  for  the  sign  at  the  front  of 
the  store ;  that  the  premises  when  altered,  will  be  sub¬ 
stantially  similar  in  appearance  to  the  launderette  store  in 
Parkchester;  that  it  is  proposed  to  install  20  individual 
automatic  self-service  Bendix.  laundry  machines,  equipped 
with  one-half  h.p.  motors,  20  in.  in  diameter  and  12  in.  in 
depth ;  that  retail  rental  self-service  laundries  are  a  new 
type  of  business  that  did  not  exist  at  the  time  of  the  adop¬ 
tion  of  the  regulations  prohibiting  steam  and  wet  wash 
laundries;  that  the  machines  are  the  same  kind  as  are  used 


in  private  homes  and  apartment  houses  and  have  a  capacity 
of  approximately  8  pounds  each ;  that  the  machines  are 
neither  noisy  nor  otherwise  obnoxious  and  there  is  no  steam 
or  power  plant  in  use ;  that  there  will  be  no  trucks  or  wagons 
depositing  or  removing  bundles  of  clothes ;  that  the  proposed 
use  is  similar  in  manner  of  operation  to  an  ordinary  store 
use  in  a  business  use  district ;  that  in  view  of  these  facts, 
it  is  respectfully  requested  that  the  application  be  granted 
for  a  stated  term  of  five  years  subject  to  conditions  as  the 
Board  may  deem  necessary;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  oc¬ 
cupied  as  proposed  and  as  shown  on  plans  filed  with  this 
application,  marked  “Received  September  5,  1946”  (4 

sheets),  on  condition  that  not  over  twenty  (20)  individual 
washing  machines  of  the  type  proposed  and  as  approved 
by  the  Board  under  Cal.  136-46-SA  shall  be  installed ;  that 
in  all  other  respects  the  premises  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto  and  that  during  the 
term  of  this  variance  the  premises  shall  be  occupied  for  no 
other  purpose  and  no  additional  laundry  shall  be  done  therein 
other  than  in  the  twenty  machines  proposed;  that  such 
portable  fire  fighting  appliances  shall  be  installed  and  main¬ 
tained  as  the  Fire  Commissioner  shall  require;  that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


656-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Carl  Tradelius, 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  more 
area  than  permitted  for  manufacturing. 
PREMISES  AFFECTED— 124-126  .  East  124th  street, 
south  side,  90  ft.  west  of  Lexington  avenue  (Block 
1772,  Lot  60),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Carl 
Tradelius. 

For  Opposition :  C.  J.  Chapman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (656-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Carl  Tradelius,  owner, 
filed  September  5,  1946  an  application  under  section  7c  and 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict  more  area  than  permitted  for  manufacturing,  affecting 
premises  124-126  East  124th  street,  south  side,  90  ft.  west 
of  Lexington  avenue  (Block  1772,  Lot  60),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  124th  street  is  in  a  business  use 
B  area  and  class  1)4  height  district:  Lexington  avenue  is  in 
a  business  use  B  area  and  class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  23,  1946  on  Alt.  Applic.  1780-46  reads: 
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"1.  Not  more  than  25%  of  total  floor  space  of  bldg, 
should  be  used  for  manufacturing  in  a  business  district. 
Sec.  4(c)  of  zoning  resolution.” 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  ft.  frontage  by  100  ft.  11  in.  in  depth,  on  which 
is  located  a  building  50  ft.  front  by  96  ft.  in  depth,  5  stories, 
74  ft.  in  height,  of  fireproof  construction;  that  it  is  pro¬ 
posed  to  abandon  present  gasoline  installation  and  have  no 
cars  with  volatile  inflammable  oil  in  their  tanks;  that  it 
is  proposed  to  manufacture  Venetian  blinds;  that  exits  will 
be  provided  in  conformance  with  the  Labor  Law ;  that  a 
fire  escape  is  to  be  placed  in  the  rear ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  purchased  by  the  present  owner  for  his  own  use  for 
the  manufacture  of  Venetian  blinds;  that  after  purchase  of 
the  premises  he  was  informed  that  even  though  the  premises 
had  heretofore  been  used  for  garage  purposes,  the  pro¬ 
posed  change  was  a  change  from  one  occupancy  to  another 
and  necessitated  application  before  this  Board;  that  the 
type  of  manufacturing  proposed  is  permissible  in  this  busi¬ 
ness  district  but  is  limited  to  25%  of  the  floor  area  of  the 
building;  that  heretofore  the  premises  have  been  in  use 
through  its  entirety  as  a  garage  and  previous  to  this  as  a 
stable  so  that  the  proposed  use  is  far  less  onerous  than 
the  present  prohibitive  use  as  a  garage ;  that  under  the 
zoning  resolution  as  originally  adopted  under  section  6  a 
and  b,  the  premises  could  have  been  converted  directly 
from  one  prohibitive  use  to  another,  provided  no  structural 
changes  were  involved  but  this  section  has  since  been 
amended;  that  the  present  gasoline  installation  would  be 
abandoned  and  no  cars  with  volatile  inflammable  oil  in  their 
tanks  and  the  entire  operation  of  the  premises  would  be 
such  as  not  to  be  detrimental  to  the  character  of  the  pres¬ 
ent  neighborhood;  that  the  entire  block  is  filled  with  ware¬ 
houses,  other  manufacturing  establishments,  and  on  the 
other  side  is  the  great  blank  wall  of  the  rear  of  the  theatre 
on  the  next  street  and  the  proposed  use  will  be  more  bene¬ 
ficial  to  the  neighborhood  than  the  existing  garage  use; 
that  all  exits  in  conformance  with  the  Labor  Law  are  being, 
provided;  that  there  is  at  present  a  fireproof  enclosed  stair¬ 
way  consisting  of  concrete  construction  and  brick  walls, 
with  fireproof  doors  at  the  openings ;  that  a  fire  escape 
conforming  to  the  Labor  Law  is  to  be  placed  on  the  rear ; 
that  the  proposed  use  will  not  be  offensive  by  reason  of  the 
emission  of  odor,  dust,  smoke,  etc.  and  it  is  requested  that 
permission  be  granted  to  use  the  entire  building  for  manu¬ 
facturing  purposes ;  and 

Whereas,  on  May  1,  1918  the  Board  granted  on  con¬ 
dition  an  appeal,  under  the  zoning  resolution,  to  permit  an 
existing  public  stable  to  be  raised  one  story  in  height  and 
converted  into  a  public  garage,  under  Cal.  857-18-BZ  and 
that  the  additional  sixth  story  permitted  was  not  constructed ; 
premises  124-126  East  124th  street,  Borough  of  Manhattan; 
and 


Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
j  section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
1  trict  regulations  of  the  zoning  resolution  and  that  the  ap- 
,  plication  be  and  it  hereby  is  granted  under  section  7c  thereof 
to  permit  not  over  seventy-five  (75)  per  cent,  of  the  total 
floor  space  of  the  building  to  be  occupied  for  manufacturing 
'  of  the  type  proposed  on  condition  that  the  building  shall 

i  not  be  increased  in  height  beyond  the  present  five  (5)  stories 

or  in  area  and  that  in  all  other  respects  the  building  and 
,  occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  including  the  requirements  of  the  State 
Labor  Law  and  the  rules  of  this  Board  of  Standards  and 
Appeals,  relating  to  exits  from  factories;  and  that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


668-46-BZ 

APPLICANT — Paul  Friedman,  for  Heppe  Hudson  Corp., 
Inc.,  owner. 

SUBJECI — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  in  use  of  an  existing  building  from 
school  to  manufacturing. 

PREMISES  AFFECTED— 94-19  to  94-29  82nd  street,  82-01 
to  82-15  Rockaway  boulevard,  northeast  comer,  82- 
13  to  82-19  95th  avenue  and  94-20  to  94-40  83rd 
street  (Block  9011,  Lot  14),  Woodhaven,  Borough 
of  Queens. 

APPEARANCES— 

bor  Applicant:  Paul  Friedman,  Alexander  Tischle 
and  Max  Fisher. 

For  Opposition :  S.  Gary  Clemante  and  Paul  Balson. 
For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

the  votb:— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . .  o 

THE  RESOLUTION  (668-46-BZ) 

Whereas,  Paul  Friedman,  for  Heppe  Hudson  Corp.,  Inc., 
owner,  filed  September  12,  1946,  an  application  under  sec¬ 
tion  7c  of  the  zoning>  resolution,  to  permit  in  residence  and 
business  use  districts  the  change  in  use  of  an  existing  build¬ 
ing  from  school  to  manufacturing;  premises:  94-19  to  94-29 
82nd  street,  82-01  to  82-15  Rockaway  boulevard,  northeast 
corner,  82-13  to  82-19  95th  street  and  94-20  to  94-40 
83rd  street  (Block  9011,  Lot  14),  Woodhaven,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  82nd  and  83rd  streets  are  in  residence 
and  business  use  D  area  and  Class  1  height  districts;  95th 
avenue  and  Rockaway  boulevard  are  in  residence  and  busi¬ 
ness  use,  D  area  and  Class  1  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  9,  1946,  re  Alt.  Applic.  1960-46,  reads: 

“1.  The  change  in  use  of  an  existing  building,  lo¬ 
cated  partly  in  a  residence  use  district,  from  school  to 
light  manufacturing  is  contrary  to  Art.  II,  sec.  3,  B.Z.R.” 

and 

W hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  158.85  ft.  and  76.60  ft.  frontage  by  225.18  ft.  in  depth 
(irregular)  on  which  is  located  a  building  83  ft.  front  by 
128  ft.  in  depth,  3  stories,  51  ft.  in  height  of  Class  3  con¬ 
struction;  that  it  is  proposed  to  alter  the  existing  building 
using  the  cellar  for  storage,  1st  floor  for  offices,  manufacture 
of  paper  boxes  and  loading  platform  and  the  second  and 
third  floors  manufacture  of  paper  boxes  and  storage;  and 
Whereas,  the  applicant  contends  that  in  1916  this  prop¬ 
erty  was  zoned  as  a  business  district  for  a  depth  of  100  ft. 
along  82nd  street,  Rockaway  boulevard  and  95th  avenue 
frontages, _  and  the  remainder  was  zoned  as  residence ;  that 
on  May  15,  1941  all  this  property  was  changed  to  a  residence 
district  but  on  December  10,  1945  it  was  again  amended  to 
its  present  use  designations ;  that  the  area  and  height  desig¬ 
nations  have  not  been  changed  since  1916  and  no  amendment 
is  pending  at  present ;  that  this  is  an  irregular  plot  with  a 
frontage  of  158.85  ft.  on  Rockaway  boulevard,  76.60  ft.  on 
95th  avenue,  225.18  ft.  on  83rd  street,  a  rear  lot  line  (run¬ 
ning  perpendicularly  from  83rd  to  82nd  street)  of  200.16  ft. 
and -a  frontage  of  125.35  ft.  on  82nd  street,  on  which  is  a  3- 
story  building  erected  in  1896  as  Public  School  #59;  that  the 
space  to  be  used  for  manufacturing  will  not  exceed  the  area 
of  the  lot;  that  approximately  70%  of  the  building  is  located 
in  a  business  use  district  and  the  balance  in  a  residence  use 
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district;  that  this  is  not  an  invasion  of  the  residence  dis¬ 
trict  because  the  proposed  extension  of  the  factory  use 
throughout  the  building  will  have  no  adverse  elfect  on  the 
residences  located  in  the  residence  use  district,  in  view  of 
the  physical  fact  that  the  proposed  factory  portion  of  the 
building  located  in  the  residence  district  is  remote  from 
residences  therein  and  further  because  many  non-conforming 
uses  already  exist  in  the  neighborhood ;  that  the  proposed 
extension  of  the  manufacturing  use  into  the  residence  use 
will  harm  no  one  because  the  nature  of  manufacturing  will 
not  be  obnoxious  by  reason  of  the  emission  of  any  odors, 
dust  or  noise  or  by  the  creation  of  any  fire  hazard  to  nearby 
property;  that  a  variation  would  do  substantial  justice  be¬ 
cause  it  would  permit  the  beneficial  use  of  the  property  with¬ 
out  adversely  affecting  the  neighborhood ;  that  the  proposed 
use  of  70%  for  business  purposes  precludes  the  use  of  the 
30%  in  the  residential  district  for  residential  purposes ;  that 
the  shortage  of  available  loft  space  for  manufacture  has 
been  recognized  by  the  State  Legislature  which  has  passed 
emergency  laws  relating  thereto ;  that  a  denial  of  this  appli¬ 
cation  would  require  the  tenant  to  divide  the  smaller  portion 
of  the  building  which  is  zoned  for  residence  from  the  larger 
portion,  zoned  for  business,  to  his  own  detriment  and  to  no 
one’s  benefit,  resulting  in  a  reduction  of  the  number  of  per¬ 
sons  who  might  be  employed  in  the  factory ;  that  the  aspect 
of  the  building  will  remain  substantially  as  at  present  and 
thus  will  not  result  in  any  deterioration  of  property  values 
in  the  neighborhood ;  that  the  City  Planning  Commission  in 
Report  #3536  dated  November  7,  1945,  pursuant  to  which  it 
reported  to  the  Board  of  Estimate  the  basis  of  its  resolu¬ 
tion  changing  part  of  the  premises  from  residence  use  desig¬ 
nations  to  business  use  designations  stated  in  part  that,  “since 
the  affected  property  is  no  longer  used  for  school  purposes 
the  existing  residence  designation  is  not  properly  applicable 
thereto” ;  that  under  these  circumstances  it  is  submitted  that 
while  the  action  of  the  City  Planning  Commission  in  chang¬ 
ing  only  part  of  the  premises  to  business  use  might  be  con¬ 
sistent  with  the  pattern  of  zoning  to  a  distance  of  100  ft. 
from  the  street,  a  practical  consideration  of  the  individual 
problem  merits  favorable  consideration  of  this  application 
to  permit  the  entire  building  to  be  so  used ;  that  the  area 
used  for  the  manufacture  of  paper  boxes  will  not  exceed 
the  area  of  the  lot  and  will  be  of  the  kind  permitted  in  a 
business  use  district;  that  the  envelope  of  the  building  will 
be  slightly  increased  to  provide  additional  staircases,  elevator 
and  sanitary  facilities  and  the  upper  portion  of  the  third 
floor  and  attic  will  be  slightly  altered  as  to  the  envelope 
thereof  to  create  the  proposed  third  floor ;  that  said  changes 
in  the  envelope  of  building  are  not  substantial  and  will  not 
cause  any  violation  of  the  area  district  requirements  of  the 
zoning  resolution ;  that  in  view  of  the  foregoing,  it  is  re¬ 
spectfully  requested  the  application  be  granted  subject  to 
such  conditions  as  the  Board  may  deem  necessary  to  safe¬ 
guard  the  neighborhood;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7c 
of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  to  permit  the 
existing  building,  as  proposed  to  be  altered  as  herein  stated 
and  as  shown  on  plans  filed  with  this  application  marked 
“Received  September  12,  1946”,  13  sheet's,  to  be  occupied 
as  proposed  for  manufacturing  purposes  throughout,  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  other  than  as  proposed ;  that  the  lot  size  shall  not 
be  reduced ;  that  the  existing  fencing  around  the  lot  shall 
be  retained  or  equivalent  fencing  installed  on  the  interior 
and  all  street  lines ;  that  the  entrance  to  the  premises  for 
loading  and  unloading  shall  be  solely  from  Rockaway  boule- 
ward  and  within  the  business  use  district;  that  the  bal¬ 
ance  of  the  plot  where  not  occupied  by  the  building  itself 


may  remain  paved  but  no  use  of  the  premises  in  connection 
with  this  manufacturing  use  shall  be  made  other  than  for 
recreational  purposes  by  the  employees ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  the 
building  shall  be  protected  throughout  with  a  sprinkler 
system  complying  with  the  requirements  of  the  building 
code  and  sprinkler  rules  of  the  Board  therefor  and  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution. 


MATERIALS  SUBMITTED  FOR  APPROVAL. 

661-45-SM 

APPLICANT — Wheeling  Corrugating  Co.,  for  Wheeling 
Steel  Corp.,  owner. 

SUBIECT — Wheeling  Welded  Wire  Fabric,  approval  of. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


664-45-SM 

APPLICANT — Wheeling  Corrugating  Co.,  for  Wheeling 
Steel  Corp.,  owner. 

SUBJECT — Wheeling  Wire  Nails  and  Staples,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


334-45-SM 

APPLICANT — The  Union  Metal  Mfg.  Co.,  owner. 
SUBJECT — Union  Metal  Monotube  Piling — 7,  9  and  11 
Gauges,  approval  of. 

APPEARANCES— 

For  Applicant :  C.  Sullivafi  and  W.  Robertson. 

Note  : 

Publication  of  the  report  of  the  Committee  on  Tests 
and  the  approval  of  the  Union  Metal  Monotube  Piling — 
7,  9,  and  11  Gauges,  will  be  held  in  abeyance,  subject  to 
the  receipt  of  a  proper  tracing  to  reproduce  Figure  1. 


666-45-SM 

APPLICANT — Wheeling  Corrugating  Co.,  for  Wheeling 
Steel  Corp.,  owner. 

SUBJECT — Wheeling  Corrugated  Areaway  Walls,  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (666-45-SM) 

Whereas,  Wheeling  Corrugating  Co.,  for  Wheeling  Steel 

Corp.,  owner,  filed  on  December  31,  1945,  an  application  with 

the  Board  of  Standards  and  Appeals  for  approval  of  the 
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material  known  as  Wheeling  Corrugated  Areaway  Walls ; 

and 


V\  hereas,  the  report  of  the  Committee  on  Tests  readsj 


REPORT  OF  COMMITTEE  ON  TESTS 

September  18,  1946. 

Re:  Cal.  No.  666-45-SM 

Subject :  Wheeling  Corrugated  Areaway  Walls, 
approval  of. 


The  Wheeling  Corrugating  Company  of  Wheeling, 
W.  Va.  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  the  approval  of  their  Corrugated  Area¬ 
way  Walls  under  the  provisions  of  C26-178.0,b  and 
C26-16.0.  Wheeling  Corrugated  Areaway  Walls  are 
made  in  two  types :  straight  areaway  walls  with  rounded 
corners  and  straight  front  and  used  where  the  yard 
space  is  limited  and  the  round  type  areaway  wall,  semi¬ 
circular  in  shape,  providing  larger  wall  space  and 
greater  light  and  used  where  projection  into  a  yard  is 
not  a  factor. 

The  Areaway  walls  are  made  from  Cop-R-Loy  steel 
coated  with  galvanizing  by  the  hot-dip  process  and  pro¬ 
viding  a  coating  of  pure  zinc  averaging  2  oz.  per  sq.  ft. 
of  exposed  surface,  in  sizes  and  dimensions  as  follows: 


ROUND  TYPE 

Wt.  Per 


Number 

Sash  Size 

Width 

Projection 

Gauge 

Foot  Higli 

R-3414 

2-Light 

2' 10" 

1'2" 

16 

13  lbs. 

R-3818 

3'  2" 

1'6" 

16 

16  lbs. 

R-3414 

3-Light 

2'  10" 

1'2" 

16 

13  lbs. 

R-3818 

3'  2" 

1'6" 

16 

16  lbs. 

R-4020 

3'  4" 

1'8" 

16 

18  lbs. 

R-4320 

3'  7" 

1'8" 

16 

18  lbs. 

R-4920 

4'  1" 

1'8" 

16 

21  lbs. 

Double 

R-6220 

2-Light 

5'  2" 

l'S" 

14 

26  lbs. 

R-7024 

5' 10" 

2'0" 

14 

3 1  lbs. 

R-6220 

3-Light 

5'  2" 

1'8" 

14 

26  lbs. 

R-7024 

5'10" 

2'0" 

14 

31  lbs. 

R-7430 

6'  2" 

2'6" 

14 

37  lbs. 

STRAIGHT  TYPE 

Wt.  Per 

Number 

Sash  Size 

Width 

Projection 

Gauge 

Foot  High 

S-3412 

2-Light 

2' 10" 

1' 

16 

1 3  lbs. 

S-3812 

y  2" 

1' 

16 

IS  lbs. 

S-4312 

3-Light 

2'10" 

V 

16 

13  lbs. 

S-3812 

3'  2" 

V 

16 

15  lbs. 

S-4012 

3'  4" 

V 

16 

16  lbs. 

S-4314 

y  7" 

1'2" 

16 

18  lbs. 

S-4918 

4'  1" 

1'6" 

16 

21  lbs. 

Double 

S-6218 

2-Light 

S'  2" 

1'6" 

14 

26  lbs. 

S-7018 

S'10" 

1'6" 

14 

31  lbs. 

S-6218 

3-Light 

5'  2" 

1'6" 

14 

26  lbs. 

S-7018 

5'10" 

1'6" 

14 

31  lbs. 

S-7422 

'6'  2" 

l'S" 

14 

37  lbs. 

Samples  of  both  the  straight  and  round  type  areaway 
walls  were  submitted  to  test  at  the  Pittsburgh  Labora¬ 
tories,  Laboratory  No.  369107,  Fire  6974.35,  with  details 
and  results  of  tests  as  follows  : 

Four  specimens  designated  as  “Extra  Heavy  Zinc 
Coated.  Corrugated  Walls  for  Areaways  made  of  Cop- 
R-Loy”  were  submitted  for  physical  test  to  determine 
their  resistance  to  a  horizontal  thrust  and  the  weight  of 
the  zinc  coating. 

The  specimens  were  numbered  R-3818,  R-4020,  S-3812 
and  S-4012.  Specimen  R-3818  and  R-4020  were  of  the 
Round  type  and  S-3812  and  S-4012  were  of  the  Straight 
type.  All  specimens  were  approximately  2  feet  high. 
The  top  edge  of  each  of  the  specimens  was  rolled.  The 
ends  of  each  specimen  were  turned  out  and  perforated 
for  nailing.  All  specimens  were  corrugated  with  the 
corrugations  running  lengthwise.  Each  of  the  speci¬ 


mens  were  fastened  to  wood  planks  with  %"  x  V/2"  lag 
screws,  which  were  approved  by  the  client.  Each  speci¬ 
men  was  placed  in  a  box  of  sand  approximately  6  feet 
long  by  2  feet  wide  and  2  feet  deep,  with  the  curved  or 
,  outside  of  the  wall  down  and  the  planked  side  up. 
The  specimens  were  embedded  in  the  sand  to  a  depth 
placed  the  planked  side  approximately  6  inches  above 
the  level  of  the  sand  before  the  load  was  applied.  Two 
I-beams  were  placed  upon  the  planks.  The  load  was 
applied  at  the  center  of  the  I-beams  and  thus  to  the 
center  ot  the  specimen.  This  arrangement  simulated 
as  near  as  possible  the  actual  loading  conditions  that 
would  result  from  earth  crowding  against  the  wall.  The 
amount  of  deflection  that  took  place  at  different  loadings 
was  measured  by  a  dial  type  gage  (reading  to  0.001 
inches)  that  was  placed  between  the  center  of  the  wall 
and  the  under  side  of  the  planks. 

Table  I  gives  the  amount  of  deflection  produced  by 
a  given  load  on  each  specimen. 

Table  II  is  a  summary  of  the  calculated  yield  load,  the 
maximum  load,  and  the  type  and  location  of  failure  of 
each  specimen. 

Table  III  gives  the  average  thickness  including  the 
coating,  for  each  specimen  and  the  coating  thickness 
determined  by  stripping,  ounces  per  square  foot. 

LOAD  TEST 
Table  I 


Table  of  Deflections  of  Corrugated  Walls  for  Areaways 
at  Given  Loads. 


Load  in 

Deflection 

in 

inches  for  specimens 

Pounds 

R-3818 

R-4020 

S-3812 

S-4012 

350 

0.000 

0.000 

0.000 

0.000 

1000 

0.026 

0.015 

0.035 

0.012 

2000 

0.064 

0.047 

0.111 

0.057 

3000 

0.112 

0.102 

0.172 

0.109 

4000 

0.178 

0.149 

0.287 

0.168 

5000 

0.229 

0.184 

0.353 

0.211 

6000 

0.292 

0.230 

0.434 

0.270 

7000 

0.365 

0.284 

0.512 

0.319 

8000 

0.476 

0.336 

0.576 

0.378 

9000 

0.608 

0.390 

0.647 

0.433 

10000 

0.829 

0.456 

0.720 

0.489 

11000 

1.206 

0.531 

0.798 

0.550 

12000 

2.397 

0.642 

0.889 

0.613. 

13000 

0.818 

0.995 

0.685 

13900 

1.399 

14000 

1.183 

0.760 

14700 

1.735 

15000 

0.893 

16000 

1.128 

16350 

1.435 

Readings  taken  after  maximum 

load  had  been  passed. 

11450 

3.001 

13550 

1.871 

14250 

2.000 

15450 

1.771 

TABLE  II 

Summary  of  Load 

Test  on 

Corrugated  Walls  for 

Areaways. 

Maximum 

Specimen 

*Yield  Strength 

Load  in 

Type  of  Failure 

Number 

Load  in  Pounds 

Pounds 

and  Location 

R-3818 

9300 

12000 

Buckled  6" 

from  flanges 

R-4020 

12600 

13900 

Buckled  6" 

from  flanges 

S-3812 

13300 

14700 

Buckled  at  center  of  wall 

S-4012 

15100 

16350 

Buckled  at  center  of  wall 

*  Determination  of  Yield  Point:— These  walls  did  not  show  a  well 
defined  yield  point.  The  load  at  which  the  deflection  was  increasing 
four  times  as  fast  as  at  the  early  part  of  the  test  is  reported  as  the 
yield  strength.  It  represents  approximately  the  load  at  which  damage 
began. 
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TABLE  III 


Specimen 

Average  thickness 
of  specimen 
over  coating 

Thickness  of  coating 
determined  by 
stripping-ounces  per 

Number 

in  inches 

square  foot  of  sheet 

R-3818 

0.062 

2.26 

R-4020 

0.062 

2.38 

S-3812 

0.062 

2.15 

S-4012 

0.061 

2.03 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  under  C26-191.0,a  of 
the  Wheeling  Corrugated  Areaway  Walls  as  manu¬ 
factured  by  the  Wheeling  Corrugating  Company, 
Wheeling,  W.  Va.,  for  use  only  within  the  building  line 
and  limited  to  one  and  two  family  residence  structures 
in  sizes  as  provided  herein  and  with  galvanizing  of  not 
less  than  2  oz.  per  sq.  ft.  It  is  further  recommended 
that  each  areaway  wall  be  stamped  or  labeled,  reading 
as  follows:  “Approved  for  use  in  New  York  City  by 
the  Board  of  Standards  and  Appeals  under  Cal.  666-45- 
SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 
report. 


14-46-SM 

APPLICANT— The  Bostwick  Steel  Lath  Co.,  owner. 

SUBJECT— Bostwick  Metal  Lath  and  Accessories,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  J.  F.  Hurlbert. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (14-46-SM) 

Whereas,  The  Bostwick  Steel  Lath  Co.,  owner,  filed  on 

January  7,  1946,  an  application  with  the  Board  of  Standards 

and  Appeals  for  approval  of  the  material  known  as  Bostwick 

Metal  Lath  and  Accessories;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
CaL  14-46-SM  July  19,  1946. 

Subject:  Bostwick  Metal  Lath  and  Accessories, 

Approval.  . 

The  Bostwick  Steel  Lath  Company  of  Niles,  Ohio, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  Bostwick  Metal  Lath  and 
Accessories  under  the  mandatory  requirements  of 
C26-178.0.b  for  use  under  the  requirements  of  C26-459.0, 
C26-460.0  and  C26.461.0  of  the  Administrative  Building 
Code. 

Description 

Bostwick  Metal  Lath  and  Accessories  are  manufac¬ 
tured  in  the  company’s  plant  at  Niles,  Ohio,  from  new 
billet  open  hearth  steel  sheets  and  strip,  either  copper¬ 


bearing  black  annealed  or  galvanized  annealed,  of  the 
proper  gauge  necessitated  by  the  weight  of  the  finished 
material.  . 

Lath  is  manufactured  on  rotary  type  machines  which 
cut  and  expand  or  crimp  the  metal  into  the  desired  form 
and  shape.  After  forming,  the  sheets  of  lath  are 
bundled,  and  each  bundle  tagged  with  the  type  and 
weight  designation  for  that  particular  lot.  Immediately 
thereafter  all  bundles,  except  galvanized,  are  dipped  in' 
black  asphaltum  paint,  dried,  and  stored  or  made  ready 
for  shipment. 

Accessories  are  made  from  sheet  steel  cut  into  narrow 
strips  or  from  strip  steel,  passed  through  blanking 
presses  and/or  rolls,  bundled,  tagged,  and  if  not  gal¬ 
vanized,  painted  and  dried. 

Types  and  weights  of  metal  lath  and  accessories  are 
as  follows : 

1  item  — Bostwick  “Truss-Loop”  Painted  4.5# 

24"  x  96" 

3  items  —  Bostwick  “Channel-Form”  Painted  4.5#, 

6.0#,  and  6.75"  24"  x  96" 

2  items  —  Bostwick  “Boss-Rib”  Painted  and  Gal¬ 

vanized  3.4#  and  2.75#  24"  x  96" 

4  items  —  Bostwick  “Niles  Junior”  Painted  and 

Galvanized  3.4#  and  2.5#  24"  and 
27"  x  96" 

4  items  —  Bostwick  “Vs”  Rib  Expanded  Painted 
4.0#  and  3.4#  24"  and  29"  x  96" 

2  items  —  Bostwick  “Smooth  Edge”  Cornerite 
Painted  2"  and  3"  x  96" 

9  items  —  Bostwick  “Truss-Wing”,  “Wide-Flange”, 
and  “Expanded”  types  of  Corner 
Bead,  Galvanized,  8'  10'  and  12' 

1  item  — Bostwick  Base  Bead,  Galvanized,  10' 

1  item  —  Bostwick  “Invisible”  Picture  Moulding, 
Galvanized,  10' 

1  item  —  Bostwick  Wall  Plugs,  Galvanized,  2%  x 
2"— ?A" 

1  item  — Bostwick  Wall  Ties,  Galvanized,  x  7" 

4  items  —  Bostwick  Cold  Rolled  Channels,  Painted 
Va"  and  1J4"  x  16'  and  20' 

Inspection  and  Check 

These  materials  were  inspected  and  checked  as  to 
weight,  etc.  at  525  West  33rd  Street,  New  York  City, 
in  the  presence  of  Commissioner  C.  M.  Blum  of  the 
Committee  on  Tests  and  Mr.  Nicholas  representing  the 
manufacturers  with  results  as  follows: 


Sample 

Area  of  Unit 

Wgt.  Per 

Average 
Wgt.  Per 

No. 

Catalogue  Total 

Tested 

Unit  Lbs. 

Unit  Lbs. 

“Boss  Rib” 

16  sq.  yds. 

46 

2.87 

1. 

2  • 

2.75  painted  and 
galvanized 

3.4  painted  and 

16  sq.  yds. 

55 

3.43 

3. 

galvanized 
“Ndes  Junior” 

2.75  painted  and 

16  sq.  yds. 

41 

2.56 

4. 

galvanized 

3.4  painted  and 

18  sq.  yds. 

71 

3.94 

5. 

galvanized 
“Vs"  set” 

3.4  expanded  and 

16  sq.  yds. 

59J4 

3.72 

6. 

painted 

V4  Cold  Rolled 

400  lin.  ft. 

125 

.312 

7. 

Channel 

m  9  w 

U/2"  Cold  Rolled 

(20  pieces 
20" long) 
200  lin.  ft. 

105 

.525 

8. 

Channel 

8'  Truss  Wing 

560  lin.  ft. 

uiy2 

.197 

9'  Truss  Wing 

540  lin.  ft. 

138V 

.257 

In  regard  to  the  samples  that  were  found  different  in 

weight  the  applicant  advises  that  war  time  restrictions 
made  it  impossible  to  always  obtain  sheet  steel  in  con 
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formity  with  specifications  and  that  under  normal  condi¬ 
tions  the  weights  of  these  materials  will  be  within  the 
permitted  tolerance  and  published  weights. 

Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Bostwick  Steel 
Lath  Company  Metal  Lath  and  Metal  Lath  accessories, 
as  listed,  as  follows :  Lath  weighing  less  than  three 
pounds  per  sq.  yd.  be  approved  for  use  as  a  substitute 
for  combustible  lath  under  C26-458.0.  Such  lath  how¬ 
ever,  shall  weigh  not  less  than  two  and  one-half  pounds 
per  sq.  yd.  Lath  weighing  three  pounds  per  square  yard 
or  over  be  approved  for  use  as  a  metal  lath  under 
C26-459.0  and  C26-460.0  when  installed  in  accordance 
with  the  requirements  therefor. 

All  accessories  listed  are  approved  when  installed 
under  the  requirements  of  the  Admimstrative  Building 
Code  under  C26-191.0  and  C26-178.0. 

The  V/2"  cold  rolled  channel  may  be  accepted  under 
C26-461-.0-2a  until  the  war  emergency  is  over.  The  VC' 
cold  rolled  channels  are  recommended  under  C26-46O.0 
for  uses  contained  therein. 

It  is  further  recommended  that  the  use  of  these  mate¬ 
rials  be  limited  to  the  specific  uses  permitted  for  each 
type  of  lath  and  that  it  be  applied  as  provided  for  in 
the  pertinent  provisions  of  the  Administrative  Building 
Code.  In  cases  where  no  specific  requirements  exist  the 
material  may  be  installed  in  accordance  with  the  manu¬ 
facturers’  specifications. 

Tt  is  also  recommended  that  the  material  shall  be 
manufactured  and  applied  as  provided  for  herein,  except 
that  lath  weight  shall  be  permitted  a  tolerance  of  5  per 
cent.  Each  bundle  or  container  shall  be  labeled  or 
stamped  reading  as  follows :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  #14-46-SM.”  Where  the  lath  weight  is  less 
than  three  pounds  per  sq.  yard,  such  lath  shall  bear 
additional  wording  reading  as  follows :  “This  metal 
lath  may  only  be  used  when  combustible  lath  is  per¬ 
mitted.”  It  is  not  intended  however  that  the  prohibitions 
of  C26-458.0.a.b,  apply  to  lath  weighing  less  than  three 
pounds  per  sq.  yard  as  herein  recommended  for  ap¬ 
provals.  The  installation  of  such  lath,  however,  shall 
comply  with  all  the  requirements  of  the  Code  for  metal 
lath  as  provided  in  C26-459.0. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  in  accordance  with  the  above 

report. 


Adjourned :  1  :00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AETERNOON,  OCTOBER  15,  1944 
Present :  Chairman  Murdock,  Commissioners  Savage 
and  Blum  and  Deputy  Chief  Guince. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

177-45-A 

APPLICANT — Louis  M.  Nothin,  for  Irwin  1.  Schwartz,- 
owner. 


SUBJECT — Application  reopened  September  24,  1946 — re 
.  Appeal  from  a  decision  re  an  order  of  the  fire  com¬ 
missioner  (previously  withdrawn). 

PREMISES  AFFECTED — -321-325  East  3rd  street,  north 
side,  120  ft.  west  of  Avenue  D  (Block  373,  Lot  44), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  M.  Notkin. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (177-45-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  321-325  East  3rd  street,  north 
side,  120  ft.  west  of  Avenue  D  (Block  373,  Lot  44),  Bor¬ 
ough  of  Manhattan,  was  withdrawn  on  July  24,  1945,  to 
permit  the  applicant  to  make  application  to  the  War  Pro¬ 
duction  Board  for  priority ;  and 
Whereas,  the  War  Production  Board  issued  the  necessary 
priority  and  the  sprinkler  system  was  installed;  and 

Whereas,  the  applicant  requested  the  fire  commissioner 
to  omit  the  requirement  for  compliance  with  item  2  of 
Order  34475,  in  view  of  the  new  approved  sprinkler  system 
equipped  with  automatic  sprinkler  heads  at  exposure  window 
openings,  in  lieu  of  fire  shutters;  and 

Whereas,  on  July  17,  1946  the  following  decision  was 
issued  by  the  fire  commissioner  on  such  request : 

“In  reply  to  your  request  to  omit  compliance  with 
item  2  of  Order  No.  34475-LF,  in  view  of  the  new 
approved  sprinkler  system  installed,  you  are  advised 
that  this  department  may  not  accept  automatic  sprinkler 
heads  at  exposure  window  openings  in  lieu  of  fire  shut¬ 
ters  and  your  request  must  be  denied. 

You  may  file  an  appeal  from  this  decision  with  the 
Board  of  Standards  and  Appeals  within  30  days.” 

and. 

Whereas,  the  applicant  on  August  9,  1946  requested  the 
Board  to  restore  the  appeal  to  the  calendar  for  the  purpose 
of  considering  an  application  to  modify  the  order  of  the 
fire  commissioner,  so  as  to  accept  the  sprinkler  installation 
with  heads  located  at  exposure  windows,  in  lieu  of  the  re¬ 
quirement  for  the  installation  of  fire  shutters;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  24,  1946 ;  and 

Whereas,  the  applicant  now  contends  that  in  June,  1945, 
the  Board  was  requested  to  relieve  the  owner  of  the  necessity 
of  replacing  the  iron  shutters,  as  the  owner  was  ready  to 
install  a  sprinkler  system  and  water  curtains  facing  all  the 
windows  where  iron  shutters  were  required;  that  at  that 
time  the  Board  advised  the  applicant  that  the  owner  should 
proceed  with  the  installation  of  the  sprinkler  system  and 
after  its  installation,  the  Board  would  inspect  the  premises 
and  if  they  felt  the  water  curtains  were  of  the  type  satis¬ 
factory  to  the  Board,  it  would  consider  an  application  to 
relieve  the  owner  from  the  necessity  of  replacing  the  missing 
iron  shutters;  that  since  that  time  a  complete  modern 
sprinkler  system  has  been  installed,  together  with  the  water 
curtains  facing  the  affected  windows  and  approved  by  the 
fire  department ;  it  is  therefore  requested  that  the  Board  now 
consider  the  necessity  of  replacing  the  missing  iron  shutters 
in  the  building,  in  view  of  the  water  curtains  and  the 
sprinkler  system;  that  if  relief  is  not  given,  the  owner  will 
be  compelled  to  replace  74  iron  shutters;  that  the  owner 
feels  that  after  an  inspection  of  the  premises,  the  Board 
will  be  satisfied  that  the  water  curtains,  in  addition  to  the 
modern  sprinkler  system,  will  fully  protect  the  life  and  limb 
of  employees  and  the  owner. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
July  17  1946,  Order  No.  15828-LF,  Item  2.  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  a  sprinkler  system  shall  be  installed  and 
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maintained  throughout  the  building  to  comply  with  Item  1 
of  this  order  and  meeting  in  all  respects,  the  requirements 
therefor ;  that  where  windows  are  not  fireproof  self-closing 
windows,  in  lieu  of  installing  such  windows  or  iron  shutters, 
there  shall  be  installed  a  sprinkler  head  with  a  baffle  plate 
behind  within  3  ft.  of  each  such  window;  that  in  all  other 
respects,  the  buildings  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


519-46-A 

APPLICANT— Mrs.  Frank  Marx,  for  Mr.  and  Mrs.  Frank 
Marx,  owners. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 120-33  142nd  place,  east  side, 
291.79  ft.  south  of  120th  avenue  (Block  12037,  Lots 
1  and  3),  South  Ozone  Park,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of 
mapped  street— 122nd  avenue). 

APPEARANCES— 

For  Applicant:  Mrs.  Frank  Marx. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (519-46-A) 

Whereas,  Mrs.  Frank  Marx  for  Mr.  and  Mrs.  Frank 
Marx,  owners,  filed  July  3,  1946,  an  application  for  permis¬ 
sion  to  erect  a  building  in  the  bed  of  a  mapped  street  pur¬ 
suant  to  section  35  of  the  General  City  Law,  affecting 
premises  120-33  142nd  place,  east  side,  291.79  ft.  south  of 
120th  avenue  (Block  12037,  Lots  1  and  3)  South  Ozone 
Park,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  17,  1946,  on  N.B.  Applic.  5916-46,  reads: 

“1.  The  erection  of  a  structure  in  the  bed  of  a 
mapped  street,  is  contrary  to  sec.  35,  General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
1  story  (14  ft.)  in  height,  20  ft.  by  21  ft.  in  area,  of  Class 
3  construction,  at  the  rear  of  a  lot  60  ft.  by  101  ft.  in 
area,  located  in  a  residence  use,  D  area  and  Class  1  height 
district,  proposed  to  be  used  as  a  two  car  garage  and  that 
there  is  an  existing  dwelling  at  the  front  of  the  lot;  and 
Whereas,  the  applicant  contends  that  the  building  is  ap¬ 
proximately  90%  completed  and  it  would  therefore  be  a 
hardship  to  be  required  to  relocate  it ;  that  the  owners 
will  relinquish  all  claims  regarding  any  future  condemna¬ 
tion  of  this  garage  building;  and 
Whereas,  the  Board  is  in  receipt  of  a  communication 
from  the  Borough  President  of  Queens,  stating  that  no  pro¬ 
ceedings  are  pending  to  acquire  title  to  this  street  (122nd 
avenue)  and  that  there  is  no  immediate  necessity  for  legally 
opening  the  street  until  petitioned  for  by  the  property 
owners. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  5916-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  on  condition  that  no  additional  build¬ 
ings  shall  be  erected  within  the  bed  of  the  proposed  122nd 
avenue  than  the  existing  residence  and  the  proposed  garage 
as  indicated  on  revised  plans  marked  “Received  October  15, 
1946”;  that  in  the  event  the  land  for  the  proposed  122nd 
avenue  is  taken  for  street  purposes,  no  claim  in  condemna¬ 
tion  shall  be  made  except  for  the  land  so  taken  and  for 
the  value  of  the  buildings  within  the  be’d  of  the  proposed 
street  as  may  be  determined  by  the  court  at  the  time  of 
such  taking. 


560-46-A 

APPLICANT — Lynmoore  Apartments,  Incorporated, 

owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 754-756  7th  avenue,  west  side, 
41  ft.  6  in.  south  of  West  50th  street  (5th  and  6th 
floors)  ;  (Block  1021,  Lot  34),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative:  . . . 0 

THE  RESOLUTION  (560-46-A) 

Whereas,  Lynmoore  Apartments,  Incorporated,  owner, 
filed  July  22,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  754-756  7th  avenue,  west 
side,  41  ft.  6  in.  south  of  West  50th  street  (5th  and  6th 
floors)  ;  (Block  1021,  Lot  34),  Borough  of  Manhattan;  and 
Whereas,  on  July  23,  1946,  this  case  was  laid  over  to 
September  24,  1946  at  2  P.M.,  for  an  inspection  by  a  com¬ 
mittee  of  the  Board ;  and 

Whereas,  on  September  24,  1946,  this  case  was  taken  off 
the  calendar  and  referred  to  the  Engineer  of  the  Board ;  and 
Whereas,  the  applicant  was  notified  that  this  appeal  was 
restored  to  the  calendar  and  set  for  further  hearing  on 
October  15,  1946  at  2  P.M. ;  and 
Whereas,  when  this  case  was  called  for  hearing,  no 
appearance  was  made  on  behalf  of  the  owner,  although 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


565-46-A 

APPLICANT — Square  D.  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 80-06  47th  avenue,  south  side, 
.  433  ft.  west  of  82nd  street  (1st  floor)  ;  (Block 
1536,  Lots  53,  55  and  58),  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Joel  J.  Weiner. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  . 0 

THE  RESOLUTION  (565-46-A) 

Whereas,  Square  D.  Company,  owner  filed  July  19,  1946, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  80-06  47th  avenue,  south  side,  433  ft.  west  of  82nd 
street  (1st  floor)  ;  (Block  1536,  Lots  53,  55  and  58),  Elm¬ 
hurst,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
June  21,  1946,  reads: 

“This  will  acknowledge  receipt  of  your  letter  of  June 
10th,  wherein  you  request  a  permit  for  employees  to 
smoke  in  the  cafeteria  of  your  factory  building  located 
at  the  above  mentioned  premises.  You  are  advised  that 
your  request  must  be  denied  for  the  reason  that  smoking 
is  prohibited  by  mandatory  provisions  of  the  labor  law 
and  the  Rules  of  the  Board  of  Standards  and  Appeals.” 

and, 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  and  pent  house  (79  ft.)  in  height;  200  ft.  by  100  ft. 
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10  in.  in  area,  of  Class  1  construction ;  located  in  an  un¬ 
restricted  use,  C  area,  and  Class  V/2  height  district,  erected 
in  1942 ;  and  used  and  occupied :  cellar,  boiler  room  and 
storage,  no  persons;  1st  floor,  factory  and  restaurant,  35 
persons;  2nd  to  5th  stories,  factory,  137  persons  on  the 
2nd,  133  persons  on  the  3rd,  174  persons  on  the  4th  and 
142  persons  on  the  5th  story ;  pent  house,  air  conditioning 
and  elevator  machinery,  no  persons,  and  proposed  to  be 
used  without  change  with  the  following  occupancy:  175 
persons  on  each  of  the  1st,  2nd,  3rd  and  5th  stories  and 
200  on  the  4th  story ;  that  the  building  is  equipped  with  a 
two  source  sprinkler  system  throughout,  an  approved  stand¬ 
pipe  system  and  an  interior  fire  alarm  system  (fire  drills 
are  not  conducted)  ;  that  there  are  two  interior  stairs  and 
one  fire  tower,  66  in.  wide  from  the  roof  to  the  street,  of 
fireproof  construction,  enclosed  in  6  in.  cinder  blocks, 
equipped  with  one  hour  kalamein  self-closing  doors;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  for  employees  to  smoke  in  the  cafeteria  located  on 
the  1st  floor  of  this  fireproof  building;  that  the  building  is 
occupied  exclusively  by  the  owner  for  the  manufacture  of 
aircraft  instruments,  and  it  would  be  a  great  inconvenience 
to  the  applicant’s  employees  to  be  unable  to  smoke  in  the 
cafeteria,  especially  in  cold  and  inclement  weather ;  and 

Whereas,  plans  filed  with  this  appeal  marked  “Received 
September  19,  1946,”  indicate  that  the  cafeteria  portion  of 
the  1st  floor  is  separated  from  the  balance  of  the  building 
by  6  in.  cinder  block  partitions,  equipped  with  fireproof 
self-closing  doors;  and 

Whereas,  Certificate  of  Occupancy  Q31325  issued  July 
25,  1944,  upon  completion  of  work  under  Alt.  No.  50/44, 
permits  the  present  use  with  an  occupancy  of  275  persons 
on  the  1st  floor  and  320  persons  on  each  of  the  2nd,  3rd,  4th 
and  5th  stories ;  and 

Whereas,  the  Fire  Department  representative  has  stated 
to  the  Board  that  fire  drills  need  not  be  maintained  if  the 
occupancy  of  each  floor  does  not  exceed  214  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 
June  2 T,  1946  and  that  the  appeal  be  and  it  hereby  is  pr anted 
on  condition  that  no  smoking  shall  be  permitted  within  the 
building,  except  in  the  cafeteria  on  the  first  floor,  as  pro¬ 
posed  and  as  indicated  on  plan  filed  with  this  appeal  marked 
“Received  September  19,  1946”;  that  signs  shall  be  posted 
as  the  fire  commissioner  shall  direct,  to  indicate  permitted 
smoking  within  this  cafeteria ;  that  such  receptacles  for 
smokers’  refuse  and  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  require ; 
that  the  sprinkler  system,  standpipe  and  interior  alarm  sys¬ 
tem  shall  be  maintained  in  accordance  with  the  requirements 
therefor  and  to  the  satisfaction  of  the  fire  commissioner; 
that  in  view  of  the  statement  by  the  applicant  that  no  fire 
drills  are  maintained,  a  new  certificate  of  occupancy  shall 
be  obtained,  setting  forth  the  number  of  occupants  permitted 

ton  each  floor,  in  view  of  the  omission  of  the  fire  drills ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


620-46-A 

APPLICANT — Max  Horn,  for  Sondau  Realty  Corp., 
owner  (W.  K.  Manufacturing  Co.,  lessee). 

1  SUBJECT — Appeal  from  a  decision  of  the  borough  super- 
j.  intendent. 

j  PREMISES  AFFECTED — 1420  Augustina  avenue,  north¬ 
east  corner  of  Bayport  place  (Block  24,  Lot  100), 
Far  Rockawav,  Borough  of  Queens. 

;  APPEARANCES— 

For  Applicant :  Max  Horn  and  Estelle  Bauer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. . 
Negative:  . . . 


THE  RESOLUTION  (620-46-A) 

Whereas,  Max  Horn,  for  Sondau  Realty  Corp.,  owner 
( \\ .  K.  Manufacturing  Company,  lessee),  filed  August  29, 
1 H6,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent,  affecting  premises  1420  Augustina  avenue,  northeast 
corner  of  Bayport  place  (Block  24,  Lot  100),  Far  Rock- 
away,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  19,  1946,  on  Alt.  Applic.  96-46,  reads: 

“2.  From  every  floor  area  there  shall  be  at  least 
two  legal  exits,  sec.  270  Labor  Law. 

3.  All  stairways  to  be  constructed  of  incombustible 
material  and  enclosed  by  fireproof  partitions,  sec.  270 
Labor  Law. 

4.  Floor  of  unit  A  is  weak  for  120  lbs.  liveload  for 
factor}'  use. 

5.  Frame  building  for  a  factory  use  is  not  permitted 
by  sec.  270  (2)  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(28  ft.)  in  height,  68  ft.  by  28  ft.  in  area,  of  class  4  con¬ 
struction,  erected  in  1929,  located  in  an  unrestricted  use,  D 
aiea  and  Class  1  height  district  and  used  and  occupied  since 
1940  as  follows:  1st  floor — open  space  under  building — no 
persons;  2nd  floor — offices — 10  persons;  proposed  to  be  used 
and  occupied;  1st  floor— factory— 20  persons;  2nd  floor- 
factory — 16  persons  (manufacturing  costume  jewelry)  ; 
that  the  building  is  equipped  with  one  3  ft.  8  in.  wood  stairs 
at  easterly  end,  enclosed  in  partitions  of  brick  and  fire- 
retarded  frame,  equipped  with  wood  doors  which  are  self¬ 
closing  and  leading  from  the  roof  bulkhead,  directly  to  the 
street  and  one  fire  escape  at  westerly  end,  leading  to  the 
roof  by  a  ladder  and  to  the  yard  by  counter-balanced  stairs 
with  egress  through  an  open  yard  to  the  street;  that  windows 
and  doors  on  the  course  of  the  fire  escape  are  fireproof, 
self-closing;  that  adjoining  buildings  are  one  story  in  height  • 
and 

Whereas,  the  applicant  contends  that  the  building  in  ques¬ 
tion  (#1420)  is  one  of  a  group  on  a  plot  having  a  frontage 
of  150  ft.  on  Augustina  avenue,  105  ft.  9  in.  on  Bayport 
place,  161  ft.  6  in.  on  the  rear  or  northerly  lot  line  and  165 
ft.  on  the  easterly  line,  as  indicated  on  plot  plan  filed  with 
this  appeal ;  that  the  building  in  question  was  erected  under 
N.B.  1502-29  as  offices  for  the  Sheffield  Farms  Company 
and  consists  of  a  frame  building  raised  about  15  ft.  above 
grade,  supported  on  a  steel  framework,  the  columns  and 
girders  of  which  are  enclosed  in  concrete;  that  the  stairs 
are  enclosed  in  brick  on  the  first  floor  and  on  the  2nd  floor 
with  wood  studs,  wire  lath  and  Portland  cement  plaster,  botli 
sides ,  that  the  roof  bulkhead  is  fire-retarded ;  that  the  space 
under  the  building  was  used  for  storing  milk  trucks;  that 
the  premises  were  purchased  about  a  year  ago  by  the  present 
owner  and  the  building-  in  question  was  used  for  the  manu¬ 
facture  of  costume  jewelry;  that  since  filing  the  original 
application  for  a  certificate  of  occupancy  for  factory  on  the 
2nd  floor,  an  amendment  was  filed  with  revised  plans,  show¬ 
ing  the  closing  in  of  the  open  space  under  the  building  and 
a  second  means  of  exit  by  counterbalanced  stair  from  the 
2nd  floor ;  and 

Whereas,  the  applicant  contends  as  to  objection  2,  that 
two  exits  are  proposed  from  the  1st  floor;  that  from  the 
-nd  floor  it  is  proposed  to  install  a  counterbalanced  stairs  as 
a  second  means  of  egress;  that  although  this  proposed  exit 
is  not  in  accordance  with  section  270  of  the  Labor  Law,  it 
is  requested  that  it  be  accepted  in  view  of  the  fact  that  a 
maximum  number  of  16  employees  will  occupy  this  floor; 
that  as  to  objection  3,  the  main  stairs  are  of  wood  and  the 
enclosure  is  brick  except  for  the  wall  on  the  2nd  floor 
between  the  stairs  and  the  washroom,  which  wall  is  fire- 
retarded  with  metal  lath  and  Portland  cement  plaster;  that 
in  view-  of  the  small  occupancy  and  the  fact  that  the  building 
is  only  two  stories  above  grade,  it  is  requested  that  this 
condition  be  accepted ;  as  to  objection  4,  that  the  business 
conducted  is  light  and  consists  essentially  of  tables  and  chairs 
4  at  which  employees  assemble  pieces  to  make  up  costume 
0  jewelry;  that  there  are  a  few  small  machines,  such  as  a 
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small  drill  press,  polishing  machine,  etc. ;  that  the  load  is  no 
greater  than  for  an  office ;  that  the  beams  are  3  x  8  long 
leaf  yellow  pine,  16"  on  centers,  maximum  span  13  ft.  8  in. 
and  are  good  for  a  total  load  of  115  lbs.  per  square  foot; 
that  in  view  of  the  light  nature  of  the  factory  work  and  the 
small  occupancy,  it  is  requested  that  the  Board  permit  the 
use  of  this  floor  with  a  posted  liveload  of  90  lbs.  per  sq.  ft. ; 
as  to  objection  5,  that  the  building  was  built  in  1929  for 
business  use  at  a  time  when  frame  construction  was  per¬ 
missible  for  such  use;  that  in  view  of  the  fact  that  the  frame 
second  floor  is  built  on  a  fireproofed  steel  frame  structure, 
that  the  new  enclosure  for  the  first  floor  will  be  masonry; 
that  milk  trucks  will  not  be  located  under  the  building  as 
before  and  in  view  of  the  light  occupancy  and  the  two  re¬ 
motely  located  exits,  it  is  requested  that  this  construction  be 
accepted;  and 

Whereas,  the  applicant  states  that  the  liveload  on  the  2nd 
floor  is  assumed  at  100  lbs.  based  on  the  stresses  allowed  in 
the  old  code  and  is  good  for  over  90  lbs.  per  square  foot 
under  the  present  code;  that  the  ceiling  of  the  1st  floor  is 
Portland  cement  mortar  on  wire  lath  and  on  the  2nd  floor 
three  coat  gypsum  plaster  on  metal  lath ;  that  the  boiler  room 
walls  are  brick  and  the  boiler  room  ceiling  is  fire-retarded ; 
that  no  hazardous  materials  are  stored  or  used  in  the  build¬ 
ing;  that  all  buildings  shown  on  the  plot  diagram  filed  with 
this  appeal,  are  under  the  same  ownership. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  96-46,  Objections  2  and  3,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  exits  as 
proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  October  8,  1946”,  four  sheets,  shall  be 
maintained  and  that  in  addition  a  gooseneck  ladder  from  the 
proposed  fire  escape  shall  be  extended  to  the  roof ;  as  to 
objection  4,  that  the  rated  liveload  shall  be  not  less  than 
90  lbs.  and  shall  be  so  posted;  that  the  floor  shall  not  be 
loaded  at  any  point  beyond  such  rating;  as  to  objection  5, 
that  the  building  shall  be  enclosed  as  to  the  first  story  with 
approved  masonry  Avails ;  that  the  second  story  may  be  con¬ 
tinued  as  frame,  provided  such  portable  fire-fighting  appli¬ 
ances  are  maintained  throughout  such  second  floor  as  the  fire 
commissioner  shall  direct;  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  in  all  other  respects,  other 
than  as  herein  modified,  all  requirements  of  the  building  code 
and  labor  law  shall  be  complied  with  and  granted  so  long 
as  the  occupancy  and  materials  used  shall  not  be  deemed 
hazardous  by  the  fire  commissioner. 


692-46-A 

APPLICANT — J.  Bernard  Pfeiffer,  for  H.  Barrow  Co., 
Inc.,  lessee  (Joseph  Pitman,  owner). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1  Front  street,  south  side,  34.6 
ft.  east  of  Whitehall  street  (Block  4,  Lot  14), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Bernard  Pfeiffer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (692-46-A) 

Whereas,  J.  Bernard  Pfeiffer,  for  Joseph  Pitman,  owner 
(H.  BarroAv  Co.,  Inc.,  lessee),  filed  September  19,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent  affect¬ 
ing  premises  1  Front  street,  south  side,  34.6  ft.  east  of 
Whitehall  street  (Block  4,  Lot  14),  Borough  of  Manhattan ; 
and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  4,  1946,  on  Alt.  Applic.  1804-46,  reads : 

“1.  Due  to  alterations  in  1934,  changing  building 
from  one  story  to  two  stories,  proposed  to  use  bldg,  for 
manufacturing  would  require  that  exits  comply  rvith 
Sec.  270,  Labor  Law  as  for  a  bldg,  erected  after  Oct. 
1,  1913.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (28  ft.)  in  height,  33  ft.  5  in.  by  110  ft.  in  area,  of 
class  3  construction,  erected  in  1894,  located  in  an  unre¬ 
stricted  use,  B  area  and  Class  1)4  height  district  and  used 
and  occupied  since  1944  as  follows:  1st  floor — factory — 15 
persons ;  2nd  floor — vacant ;  proposed  to  be  used  and  occu¬ 
pied:  1st  floor — factory — 15  persons;  2nd  floor — factory — 15 
persons ;  and 

Whereas,  the  applicant  further  states  that  the  building  is 
equipped  with  two  stairs  one  of  which  leads  from  the  roof 
bulkhead  to  the  street,  3  ft.  8  in.  wide,  of  steel  construction, 
enclosed  in  partitions  of  wood  studs  and  wire  lath  and 
Portland  cement  mortar,  with  1)4  hour  fireproof  self-closing 
doors  and  the  other,  an  interior  accommodation  stairs  be¬ 
tween  1st  and  2nd  stories ;  and 

Whereas,  Certificate  of  Occupancy  22824,  issued  Sep¬ 
tember  24,  1937,  permits  the  use  of  the  building  as  follows : 
1st  floor — automobile  storage — 4  persons,  on  ground;  2nd 
floor — office — 4  persons — 75  lbs.  liveload ;  and 

Whereas,  Violation  6455  issued  November  30,  1944,  was 
for  changing  the  occupancy  of  the  building  to  a  factory 
building  with  18  persons  employed  at  manufacturing,  con¬ 
trary  to  Certificate  of  Occupancy  22824 ;  and 

Whereas,  the  owner  was  convicted  and  fined  in  Municipal 
Term  Magistrates  Court  September  13,  1945  and  March  6, 
1946  on  a  charge  of  violating  Section  C26-185.0  of  the  Ad¬ 
ministrative  Code ; and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  prior  to  1894,  one  story  in  height,  used  as  a  theatre ; 
that  in  1934  alteration  was  made  to  install  an  intermediate 
floor  making  a  two  story  building,  the  envelope  of  which 
was  not  enlarged  or  extended;  that  the  present  stair  from 
the  street  to  the  2nd  floor,  including  the  stair  to  the  roof,  is 
steel  enclosed  in  partitions  of  2"  x  4"  studs  with  wire  lath 
and  Portland  cement  mortar ;  that  all  doors  thereto  will  be 
1)4  hour  fireproof  self-closing;  that  it  is  requested  that  sec¬ 
tion  270  of  the  Labor  Law  be  modified,  as  a  horizontal  exit 
has  been  provided  on  each  floor,  to  the  adjoining  fireproof 
building,  in  addition  to  the  existing  stair  to  the  street. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1804-46,  Objection  1,  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  exits,  as  proposed 
and  as  shown  on  plan  filed  with  this  appeal  marked  “Received 
October  10,  1946”,  two  sheets,  shall  be  provided  and  main¬ 
tained  ;  that,  in  addition,  a  door  shall  be  constructed  and 
maintained,  meeting  the  requirements  of  the  code,  from  the 
roof  of  the  building  under  appeal  into  the  adjoining  fireproof 
building  under  the  same  ownership  and  control ;  that  the  floor 
load  of  the  second  floor  may  be  100  lbs.,  provided  such  floor 
loading  is  posted  and  the  floor  at  no  time  exceeds  such  rated 
load;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


720-45-A 

APPLICANT — Joseph  Kleinberger,  Paul  Chapman  and 
Walter  H.  Bond  for  Central  Hanover  Bank  and 
Trust  Co.,  trustee  of  Thomas  F.  Murtha,  (de¬ 
ceased)  owner  (Atlantic  Leasing  Company,  Inc., 

lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1572-1576  Broadway,  201  West 
47th  street,  northeast  corner  and  702-708  7th  avenue 
(roof)  ;  (Block  1019,  Lot  29),  Borough  of  Man¬ 
hattan. 
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APPEARANCES— 

For  Applicant:  Walter  H.  Bond. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

OF  BOARD — Appeal  granted  on  condition. 

1HL  \  OTE — 

Affirmative :  Chairman  Murdock,  Commissioner 
Savage  and  Blum  and  Deputy  Chief  Guincc  4 
Negative :  .  0 

THE  RESOLUTION  (720-46-A) 

Whereas,  Joseph  Kleinberger,  Paul  Chapman  and  Walter 
H.  Bond,  for  Central  Hanover  Bank  and  Trust  Co,  as 
trustee  of  Thomas  F.  Murtha,  deceased,  owner  (Atlantic 
Leasing  Company,  Inc.,  lessee),  filed  September  16,  1946, 
an  appeal  irom  a  decision  of  the  borough  superintendent 
affecting  premises  702-708  7th  avenue,  1572-1576  Broadway 
and  201  West  47th  street,  northeast  corner  of  Broadway  and 
West  47th  street  (roof)  ;  (Block  1019,  Lot  29),  Borough  of 
Manhattan;  and 

Whereas  the  decision  of  the  borough  superintendent, 
dated  July  11,  1946,  reconsideration  denied  September  12 
1946,  on  amendment  to  B.  N.  Applic.  1982-44,  reads: 

1.  Repeat.  Proposal  to  place  a  sheet  metal  plaque 
dTi  sign  directly  behind  existing  sign  is  an  enlargement 
and  contrary  to  Sec.  B26-16.0  Administrative  Code  ” 
and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(40  ft.)  in  height,  44  ft.  11%  in.  by  77  ft.  7)4  in.  in  area,  of 
class  3  construction,  erected  prior  to  1900,  located  in  a  retail- 
1  use  and  class  1)4  height  district  and  used  and  occupied 
since  1912  as  follows:  cellar — servicemen’s  center — 20  per¬ 
sons;  1st  floor— servicemen’s  center  and  stores— 25  persons; 

-nd  floor — offices — 32  persons;  3rd  floor — offices — 32  per¬ 
sons,  for  which  Certificate  of  Occupancy  29566  was  issued 
December  21,  1042,  permitting  the  use  and  occupancy  of  the 
building  as  lollows:  basement — toilet  rooms  and  sortage — 

4  persons;  1st  story— store— 6  persons;  2nd  floor— offices 
and  fan  room  ;  3rd  floor — offices ;  and 
Whereas,  the  applicant  states  that  the  existing  sign  is 
approximately  60  ft.  wide  and  129  ft.  high  and  was  originally 
approved  May  29,  1912;  that  this  sign  has  not  been  enlarged 
rebuilt,  structurally  altered  or  relocated  since  that  date;  that 
to  meet  advertising  requirements  from  time  to  time,  the 
advertising  plaque  or  electrical  displays  have  been  changed; 
that  the  sign  as  it  now  exists  and  was  originally  approved, 
meets  the  requirements  of  the  zoning  law;  that  the  existing 
>ign  conforms  to  the  safety  requirements  of  the  building 
code ;  that  the  mere  addition  of  the  proposed  plaque  behind 
the  existing  plaque  does  not  affect  these  requirements;  that 
the  proposed  plaque  will  improve  the  appearance  of  the  struc¬ 
ture  and  will  be  securely  attached  to  the  sign  and  removable 
tor  advertising  requirements;  that  it  is  believed  that  the 
sign  will  not  be  enlarged,  rebuilt,  structurally  altered  or 
relocated  in  any  manner  by  the  mere  addition  of  the  pro¬ 
posed  plaque  behind  the  existing  sign;  and 
W  hereas,  the  applicant  states  that  this  sign  was  dis¬ 
approved  August  8,  1945  and  reconsideration  was  denied 
August  14,  1945;  that  appeal  was  made  to  the  Board  from 
this  denial  under  Cal.  No.  522-45-A ;  and 
Whereas,  under  Cal.  522-45-A,  an  appeal  was  filed  with 
the  Board  for  review  of  the  legality  of  a  decision  of  the 
•  borough  superintendent  dated  August  23,  1945  on  B.  N. 

Applic.  1982-44  relating  to  same  subject  matter;  and 
i  hereas,  on  October  2,  1945  the  Board  sustained  the 
decision  of  the  borough  superintendent;  and 
Whereas,  the  decision  of  the  Board  adopted  October  2, 
194a  is  now  the  subject  of  review  in  Special  Term,  Supreme 
p  Court ;  and 

\\  hereas,  a  stipulation  has  been  signed  in  such  certiorari 
proceedings,  all  parties  agreeing  that  if  variance  be  granted 
by  the  Board,  such  proceedings  will  be  discontinued  without 
costs,  but  if  such  variance  be  denied,  the  petitioner  shall  have 
the  right  to  resume  further  action  in  the  proceedings,  without 
prejudice  by  reason  of  this  application  for  variance;  and 
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Whereas,  the  applicant  now  states  that  this  appeal  is 
made  for  variation  of  the  requirements  under  which  the 
decision  of  the  borough  superintendent  dated  July  11,  1946 
(reconsideration  denied  September  12,  1946),  wag  issued. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  B.  N.  Applic.  1982-44,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sign  structure  shall  not  be  increased  in  size 
or  height  and  shall  be  maintained  to  the  satisfaction  of  the 
borough  superintendent;  that  the  existing  sign  on  such  sign 
structure  now  facing  south,  as.  indicated  on  plans  filed  with 
this  appeal  marked  “Received  September  16,  1946”,  may  be 
continued  as  approved  and  a  similar  sign  facing  north, 
attached  to  such  sign  structure  as  indicated  on  such  plans, 
provided  that  the  total  area  of  such  signs  attached  to  the 
sign  structure  shall  be  in  compliance  with  all  laws  relative 
thereto;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


531-44-A 

APPLIC  AN  1 — Department  of  Welfare,  for  Board  of 
Estimate,  City  of  New  York,  Bureau  of  Real  Estate, 
owner. 

SUBJEC  1 — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Appeal  from  a  deci¬ 
sion  ot  the  borough  superintendent  (previously 
granted  on  condition  for  a  term  of  two  years). 
PREMISES  AFFECTED— 2155  Daly  avenue  and  912 
Bronx  Park  South,  southwest  corner  (1st,  2nd  and 
3rd  floors)  ;  (Block  3125,  Lot  38),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant  :  John  A.  Eggleston. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

\C1  ION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

the  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
V  ARI  AN  CE — 

Aflrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinec. .  4 
Negative:  .  q 

THE  RESOLUTION  (531-44-A) 

W  hereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2155  Daly  avenue  and  912 
Bronx  Park  South,  southwest  corner  (1st,  2nd  and  3rd 
floors) ;( Block  3125,  Lot  38),  Borough  of  The  Bronx,  was 
granted  b\  the  I>oard  on  September  26,  1944,  on  certain  con- 
dit ions;  and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  variance. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  26,  1944,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as, amended,  this  portion  of  the  resolution  shall  read : 

( - ranted  tor  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution  *  *  *  and  that  other  than  as 
herein  amended,  the  provisions  of  the  resolution  of  Sep¬ 
tember  26,  1944  shall  be  complied  with  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


521-46-A 

A I  I  LI  CAN  1  Charles  B.  Meyers,  for  Terrace  Heights 
Hospital,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution,  re-Appeal  from  a  decision 
ot  the  borough  superintendent 
PREMISES  AFFECTED-87-37  Palermo  sireet  and  191- 
55  to  191-51  Foothill  avenue  (Terrace  avenue),  plot 
partially  bounded  by  Palermo  street,  Salerno  and 
Dunton  avenues  Clover  Hill  drive  (Clover  road) 
Lalama  place  (Clover  street)  and  Foothill  avenue 
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(Terrace  avenue)  ;  (Block  10509,  Lots  52,  82,  87, 
130,  136,  148,  150  and  168),  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Charles  B.  Meyers. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  N  OTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (521-46- A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  87-37  Palermo  street  and 
191-35  to  191-51  Foothill  avenue  (Terrace  avenue),  plot 
partially  bounded  by  Palermo  street,  Salerno  and  Dunton 
avenues,  Clover  Hill  drive  (Clover  road),  Catania  place 
(Clover  street),  and  Foothill  avenue  (Terrace  avenue)  ; 
(Block  10509,  Lots  52,  82,  87,  130,  136,  148,  150  and  168), 
Hollis,  Borough  of  Queens,  was  granted  by  the  Board  on 
July  23,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  23,  1946,  by  adding 
thereto : 

“that  in  the  event  the  owner  desires  to  construct  an  addi¬ 
tion  to  the  building,  using  only  fireproof  materials 
therein  andjas  indicated  on  revised  plans  marked  “Re¬ 
ceived  October  7,  1946”,  two  sheets,  such  addition  may 
be  permitted,  provided  any  connection  between  such  addi¬ 
tion  and  the  existing  building  shall  be  protected  with 
fire  door  assemblies  meeting  the  requirements  of  the 
code  therefor;  that  such  plans  showing  minor  re¬ 
arrangement  from  the  plan  originally  filed  may  be 
accepted  in  lieu  of  previously  submitted  plan,  provided  in 
all  other  respects,  the  requirements  of  the  resolution 
adopted  July  23,  1946  are  complied  with  (alt.  applic. 
1829-46).” 

187-35-A 

APPLICANT — New  York  Dock  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Appeal 
from  orders  of  the  fire  commissioner  (previously 
granted  on  condition). 

PREMISES  AFFECTED — Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  515,  part  of  Lot  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar  to  consider  a  new  proposal  as  to 
sprinkler  system. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


661-46-A 

APPLICANT — Robert  Dreyfuss,  for  V'.  A.  and  W.  O. 
Kaiser,  Inc.,  owner  (414 — 6th  Avenue  Corp.,  les¬ 
see). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 414  Avenue  of  The  Americas 
(6th  avenue),  east  side,  43  ft.  6  in.  south  of  West 
9th  street  (2nd  floor)  ;  (Block  572,  Lot  6),  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Robert  Dreyfuss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1946  at 
2  P.M.  for  applicant  to  file  revised  plans. 


ZONING  APPLICATIONS 

88-36-BZ 

APPLICANT — Arthur  H.  Haaren,  for  Ivesbec,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term — re  Application  (decision  of  act¬ 
ing  borough  superintendent)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  extension  of  an  existing  gasoline 
service  station  to  include  the  parking  and  storage  of 
more  than  five  motor  vehicles  (previously  granted 
by  Board)  under  section  21  of  the  zoning  resolution, 
permitting  rearrangement  of  existing  gasoline  ser¬ 
vice  station  and  inclusion  of  automobile  repairing 
for  testing  of  brakes,  etc.  * 

PREMISES  AFFECTED— 3170-3178  Broadway  and  28-34 
Tieman  place,  southeast  corner  (Block  1981,  Lot 
65),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  McC.  Coker. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (88-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop  on  an  exist¬ 
ing  gasoline  service  station,  premises  3170-3178  Broadway 
and  28-34  Tieman  place,  southeast  corner  (Block  1981,  Lot 
65),  Borough  of  Manhattan,  was  granted  by  the  Board  July 
7,  1936,  on  certain  conditions,  the  resolution  amended  Sep¬ 
tember  15,  1936,  March  16,  1937,  September  14,  1937,  and 
February  23,  1938 ;  and 

Whereas,  Arthur  H.  Plaaren,  for  Kesbec,  Incorporated, 
owner,  filed  May  21,  1940,  an  application,  under  sections  7c 
and  21  of  the  zoning  resolutions,  to  permit  in  a  business  use 
district  the  extension  of  an  existing  gasoline  service  station 
to  include  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  28,  1940 ;  and 

Whereas,  on  October  22,  1940,  the  Board  amended  the 
resolution,  permitting  the  parking  and  storage  of  not  more 
than  nineteen  (19)  motor  vehicles  for  a  term  of  two  (2) 
years  under  section  7h  of  the  zoning  resolution;  and 

Whereas,  the  term  of  the  variance  was  extended  on  Octo¬ 
ber  20,  1942  and  October  3,  1944,  and  the  applicant  requested 
a  further  extension  of  the  term  of  the  variance. 

Resolzred,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  7,  1936  as  amended 
through  October  3,  1944,  as  to  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

“ Granted  under  section  7c,  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended,  the  provisions 
of  the  amended  resolution  of  October  22,  1940  shall  be 
complied  with ;  that  a  certificate  of  occupancy  shall  be 
obtained.” 
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1289-39-BZ 

APPLICANT — Philip  Schlissel,  for  Charles  Gomes,  lessee, 
fur  Port  of  New  York  Authority,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  term — Application  (decision  of  borough 
superintendent)  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  retail  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 423-425  West  35th  street, 
northeast  corner  of  Dyer  avenue  (Block  733,  Lots 
21  and  22),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Philip  Schlissel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Application  reopened  and  term  of 
variance  extended. 

TH  VARIANCE  RE0PEN  AND  EXTEND  TERM  OF 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (1289-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  packing  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  423-425  West  35th  street,  north¬ 
east  corner  of  Dyer  avenue  (Block  733,  Lots  21  and  22), 
Borough  of  Manhattan,  was  granted  by  the  Board  on 
November  13,  1940,  on  certain  conditions;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
November  17,  1942  and  October  3,  1944,  the  applicant  re¬ 
quested  a  further  extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1940,  only  in 
so  tar  as  it  has  reference  to  the  term  of  the  variance  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  condition  *  *  *  and  that  other  than 
as  herein  amended,  the  provisions  of  the  resolution  of 
November  13,  1940  shall  be  complied  with;  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


462-44-BZ 

APPLICANT — Walter  Lang  and  Son,  Inc.,  for  Walter 
Lang  and.  Son,  Inc.  and  Macoy  Holding  Corpora¬ 
tion,  owners. 

SUBJEC I  Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  the  Commissioner  of  Marine  and  Avia¬ 
tion)  previously  granted  on  condition,  under  section 
7f  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  stated  term  of  years,  the  erection 
of  a  boat  basin,  marine  service  building,  gasoline  and 
oil  selling  station. 

PREMISES  AFFECTED — 3022-3038  Emmons  avenue 
south  side,  843.23  ft.  east  of  East  27th  street  (Block 

APPEARANCES  an<^  Eorou&h  °f  Brooklyn. 

a  /~*rTs t /~\  Eor  APPl'cant :  Harry  Lang. 

ACTION  Ob  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  g 


THE  RESOLUTION  (462-44-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
i  esolution,  permitting  in  a  business  use  district,  for  a  stated 
term  of  years,  the  erection  of  a  boat  basin,  marine  service 
gasoline  and  oil  selling  station,  affecting  premises 
3U22-3038  Emmons  avenue,  south  side,  843.23  ft.  east  of 
East  27th  street  (Block  7515,  Lots  42  and  49),  Borough 
ot  Brooklyn,  was  granted  bv  the  Board  on  October  17  1944 
on  certain  conditions;  and 

Whereas,  time  was  extended  on  January  23,  1945,  within 
which  to  submit  to  the  Board,  plans  for  approval,  in  com¬ 
pliance  with  the  resolution  of  October  17,  1944-  and 

Whereas,  on  July  27,  1945,  the  Board  approved  the  plans 
as  being  in  substantial  compliance  with  the  requirements  of 
the  resolution  adopted  on  October  17,  1944;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  16,  1945,  and  the  applicant  re¬ 
quested  a  further  extension  of  time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  17,  1944  only,  in  so 
iar  as  it  has  reference  to  obtaining  permits  and  completion 

ot  the  work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  amended 
resoluhon;  that  the  provisions  of  the  resolutions  of 

plied  wit  ID’  ^  aS  cnnc',,d(’d  July  27,  1945  shall  be  com- 


475-45-BZ 

APPLICANT— Colonial  Beacon  Oil  Co.,  for  Chichestei 

CTTPTirr^r  a  S?'  a.nd  Margaret  Skene,  owners. 

M J I  hU- Application  for  consideration— reopening  anc 
approval  of  plans  re  Application  (decision  of  th< 
borough  superintendent)  previously  granted  or 
condition  under  section  7c  of  the  zoning  resolution 
permitting  in  a  business  use  district,  the  reconstruc¬ 
tion  and  extension  in  area  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED— 75-03  to  75-17  Rockaway  boule- 
™rj  aTnd  91;02  76,th  street,  northwest  corner  (Block 

APPEARANCES-2  and  38 BorouRh  of  Queens- 
For  Applicant :  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’l  of  Hous¬ 
ing  and  Buildings. 

AC  1  TON  OF  BOARD— Application  reopened  and  plans 
approved. 

I  HE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  n 

THE  RESOLUTION  (475-45-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  (he 
zoning  resolution  permitting  in  a  business  use  district  the 
reconstruction  and  extension  in  area  of  an  existing  gasoline 
service  station  ;  affecting  premises  75-03  to  75-17  Rockawav 
houlevan  and  9\ -02  76th '  street,  northwest  corner  (Block 
8)48,  Lots  32  and  38),  Woodhaven,  Borough  of  Queens 
was  granted  by  the  Board  on  October  16,  1945  on  certain 
conditions;  and 

Whereas,  the  applicant  submitted  plans  for  the  Board’s 
approval. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  plans  marked  “Received  September  27  1946” 
three  set^as  in  compliance  with  the  resolution  of  the  Board 
adopted  October  16,  1945. 


20-36-BZ 

APPLICANT — Lama  and  Proskauer,  for  Vernchester 
Estates,  Inc.,  owner. 
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SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  borough  superintendent)  to  permit  in  a  busi¬ 
ness  use,  B  area  district,  the  inclusion  of  a  laundry 
and  lubritorium  in  an  existing  gasoline  service  sta¬ 
tion  (previously  granted  bv  Board). 

PREMISES  AFFECTED— 1481-1483  Park  avenue  and  101- 
103  E.  108th  street,  northwest  corner  (Block  1636, 
Lots  1  and  2),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar  under  section  7f  of  the  zoning 
resolution,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


275-40-BZ 

APPLICANT — Department  of  Public  Works,  City  of  New 
York,  ownet. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  ill  a  residence  use  district, 
the  erection  and  maintenance  of  a  storage  garage 
for  more  than  three  (3)  motor  vehicles. 

PREMISES  AFFECTED — 101  Hart  boulevard,  east  side, 
block  bounded  by  Hart  boulevard,  Randall  avenue, 
Delafield  avenue  and  Elwood  place  (block  131,  part 
of  Lot  122),  West  New  Brighton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  S.  H.  Greenhill. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  November  6, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


429-46-BZ 

APPLICANT — Lewis  and  Leonard  Associates  and  N.  J. 

Sapienza,  for  Seven  Santini  Bros.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Application  (decision  of 
the  borough  superintendent)  to  permit  in  a  retail 
use,  D  area  district,  under  section  21  of  the  zoning 
resolution,  the  erection  and  maintenance  of  a  ware¬ 
house  for  household  goods  (previously  withdrawn). 
PREMISES  AFFECTED— 114-25  Queens  boulevard,  east 
side,  201  feet  north  of  77th  avenue  (Block  2266, 
Lots  81  and  82),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  N.  J.  Sapienza  and  C.  Casey  Nullo. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACT  TON  >©F  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative :  .  0 

MATERIALS  SUBMITTED  FOR  APPROVAL 
28-38-SM 

APPLICANT — Concrete  Plank  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Cantilite  Concrete 
Plank  for  Roof  and  Floor  Construction  (previ¬ 
ously  approved  on  condition ;  reopened  and 
amended) . 

APPEARANCES— 

For  Applicant :  Bernard  J.  Harrison. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (28-38-SM) 

Whereas,  the  Concrete  Plank  Co.,  Inc.,  owner,  filed  on 
January  18,  1938,  an  application  for  approval  of  the  material 
known  as  Cantilite  Concrete  Plank  simple  spans,  tongue  and 
grooved  construction  for  roof  and  floor  construction ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
March  15,  1938,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  February  7,  1939, 
June  21,  1938,  June  26,  1945  and  May  28,  1946,  and  the 
applicant  requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  28,  1946  by  adding 
thereto : 

“that  for  a  term  of  one  (1)  year  from  the  date  of  this 
amended  resolution,  the  galvanized  clips  hereinbefore 
required  and  proposed  may  be  protected  with  zinc  chro¬ 
mate  red  oxide  enamel  with  the  following  specification: 
Army  Navy  Aeronautical  Specification  AN-TTYP-656a 


Item  Percent  by  Weight 

Product  (Min.)  (Max.) 

Non-volatile  50 

Volatile  41 

Non-volatile 

Vehicle  45 

Pigment  55 

Pigment  .  23.3% 

Vehicle  .  76.7% 

Red  Oxide  Chromate  Enamel 

Pigment  .  25%  Zinc  Chromate 

75%  Red  Iron  Oxide 

Vehicle  .  72^%  Pure  Allyl  Resin  (50% 

solution) 

2 7j4%  Mineral  spirits  and  dryer.” 


(Remaining  minutes  of  the  meeting  of  October  15,  1946 
will  be  printed  in  the  Bulletin  of  October  29,  1946.) 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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unn/tRSITY  Hr 

HOURS  OF  CONSULTATION 


lLLii«Oi£ 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Remaining  Minutes  of  the  Meeting  of  October  15,  1946, 
affecting  Calendar  Number  916-41-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
22,  1946,  Affecting  Calendar  Numbers  110-43-BZ,  348- 
46-BZ,  383-46-BZ,  465-46-BZ,  501-46-BZ,  261-46-BZ, 
513-46-BZ,  572-46-BZ,  615-46-BZ,  618-46-BZ,  633-46- 
BZ,  642-46-BZ,  669-46-BZ,  677-46-BZ,  683-46-BZ,  684- 
46-BZ,  502-46-A,  514-46-A,  573-46-A  and  718-46-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo¬ 
ber  22,  1946,  Affecting  Calendar  Numbers  675-45-A, 
636-46-A,  661-46-A,  682-46-A,  732-46-A,  735-46-A,  750- 
46-A,  956-40-A,  201-45-A,  353-46-A,  753-46-A,  547-46-A, 
730-46-A,  734-46-A,  10-38-BZ,  66-38-BZ,  586-39-BZ, 
206-42-BZ,  91-45-BZ,  484-45-BZ,  470-46-BZ,  471-46-BZ, 
184-29-BZ,  390-37-BZ,  404-38-BZ,  405-38-BZ,  406-38- 
BZ,  407-38-BZ,  982-39-BZ,  507-40-BZ,  109-43-BZ,  795- 
45-BZ,  415-44-BZ,  204-35-SA  and  491-31-SA. 

(Remaining  minutes  of  the  meeting  of  October  22,  1946 

will  be  printed  in  the  Bulletin  of  November  5,  1946.) 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman 
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DOCKET 

New  Cases  filed  up  to  October  22,  1946 
Cal.  No.  Dept.  Premises  Affected 

780-46-BZ — H.B.B. — 229  Pulaski  street,  north  side,  204 
ft.  6  in.  east  of  Throop  avenue  (Block  1773,  Lot  69-part 
of  Lot  50),  Borough  of  Brooklyn,  Alt.  4204-46. 


781-46-BZ — H.B.B. — 235-243  Pulaski  street,  north  side, 
266  ft.  east  of  Throop  avenue  (Block  1773,  Lot  64-part  of 
Lot  50),  Borough  of  Brooklyn,  Alt.  4193-46. 


782-46-BZ — H.B.Q. — 94-13  Roosevelt  avenue,  north  side, 
60  ft.  west  of  95th  street  (Block  1482,  Lot  45),  Jackson 
Heights,  Borough  of  Queens,  Alt.  2772-46. 


783-46-BZ — H.B.Bx. — 791  East  161st  street,  north  side, 
54.84  ft.  east  of  Tinton  avenue  (Block  2668,  Lot  57),  Bor¬ 
ough  of  The  Bronx,  Alt.  898-46. 


784-46-BZ — H.B.B. — 1224  Liberty  avenue,  south  side,  60 
ft.  4 %  in.  east  of  Forbell  avenue  (Block  4206,  Lot  19), 
Borough  of  Brooklyn,  Alt.  4355-46. 


785-46- A — F.D. — Bowery  Bay,  south  side,  (Block  926, 
Lot  1),  North  Beach  Airport,  LaGuardia  Field,  Borough 
of  Queens,  47681-C. 


786-46-A — F.D. — Bowery  Bay,  south  side  (Block  926, 
Lot  1),  North  Beach  Airport,  LaGuardia  Field,  Borough 
of  Queens,  47682-C. 


787-46-A — H.B.M. — 220  East  46th  street,  south  side,  223 
ft.  east  of  3rd  avenue  (Block  1319,  Lot  40)4),  Borough  of 
Manhattan,  Alt.  2109-46. 


788-46-BZ — H.B.Bx. — 1955  Webster  avenue,  west  side, 
40  ft.  south  of  East  178th  street  and  360  East  178th  street, 
south  side,  21  ft.  west  of  Webster  avenue  (Block  2815,  part 
of  Lot  1),  Borough  of  The  Bronx,  Alt.  583-46. 


789-46-BZ — H.B.Bx. — 2300  East  Chester  road,  northeast 
corner  of  Astor  avenue  (Block  4393,  Lot  1),  Borough  of 
The  Bronx,  E.  S.  354-46. 


790-46-BZ — H.B.M. — 1701  2nd  avenue,  northwest  corner 
of  East  88th  street  (Block  1534,  Lot  22),  Borough  of  Man¬ 
hattan,  Alt.  2081-46. 


791-46-BZ — H.B.M. — 158  East  119th  street,  south  side, 
32  ft.  2)4  in.  east  of  Lexington  avenue  (Block  1767,  Lot 
49),  Borough  of  Manhattan,  Alt.  1896-46. 


792-46-BZ — H.B.Bx. — 1545  Westchester  avenue,  north 
side,  100.24  ft.  west  of  Ward  avenue  (Block  3774,  part 
of  Lot  6),  Borough  of  The  Bronx,  Alt.  932-46. 


793-46-A — F.D. — Bowery  Bay,  south  side,  (Block  926, 
Lot  1),  North  Beach  Airport,  LaGuardia  Field,  Borough 
of  Queens,  47683-C. 


794-46-A — F.D. — Bowery  Bay,  south  side,  (Block  926, 
Lot  1),  North  Beach  Airport,  LaGuardia  Field,  Borough 
of  Queens,  47684-C. 


795-46-BZ — H.B.M. — 1722  3rd  avenue,  west  side,  25  ft. 
11  in.  south  of  East  97th  street  (Block  1624,  Lot  39),  Bor¬ 
ough  of  Manhattan,  Alt.  2158-46. 


796-46-BZ — H.B.B. — 8411  (8413  displayed)  5th  avenue, 
east  side,  86  ft.  1)4  in.  south  of  84th  street,  (Block  6027, 
Lot  5),  Borough  of  Brooklyn,  Alt.  4488-46. 


797-46-A — F.D. — 605  West  45th  street,  north  side,  100  ft. 
west  of  11th  avenue  (Block  1093,  Lot  28),  Borough  of 
Manhattan,  47220-LC. 


798-46-A — H.B.M. — 39-41  East  50th  street,  north  side, 
250  ft.  east  of  Madison  avenue  (Block  1286,  Lots  1  and 
131),  Borough  of  Manhattan,  Alt.  2034-46. 


799-46-SA — Launderall  Automatic  Washing  Machine, 
Appliance. 


800-46-SM — Robertson  Galbestos  Protected  Metal,  manu¬ 
factured  by  H.  H.  Robertson  Company,  Material. 

Restored  to  Calendar. 

184-29-BZ — H.B.M. — -42-46  West  66th  street,  south  side, 
350  ft.  east  of  Columbus  avenue  (Block  1118,  Lots  48,  49 
and  50),  Borough  of  Manhattan,  N.B.200-46. 


491-31-SA — Superfex  Oil  Burning  Heaters  and  Heat 
Projectors,  various  Models,  and  Ivanhoe  Heaters,  Models 
2201  and  2205,  Appliance. 


390-37-BZ — -H.B.Q. — 50-02  Skillman  avenue,  south  side, 
between  50th  and  51st  streets  (Block  131,  Lot  17),  Wood- 
side,  Borough  of  Queens,  Misc.  745-42. 


404-38-BZ — H.B.B. — 214-228  Schermerhorn  street,  south 
side,  233  ft.  east  of  Hoyt  street  (Block  17,  part  of  Lot  7), 
Borough  of  Brooklyn,  Applic.  433-38. 


405-38-BZ — H.B.B. — 240-250  Schermerhorn  street  and 
54-60  Bond  street,  southwest  corner  (Block  171,  part  of 
Lot  7),  Borough  of  Brooklyn,  Applic.  434-38. 


406-38-BZ — H.B.B. — 134-192  Schermerhorn  street,  south 
side,  from  Smith  to  Hoyt  streets,  57-73  Smith  street,  east- 
side,  from  Schermerhorn  to  State  streets,  and  257-271  State 
street  (Block  170,  Lot  1),  Borough  of  Brooklyn,  Applic. 
431-38. 


407-38-BZ — H.B.B. — 37-55  Smith  street,  east  side,  from 
Livingston  street  to  Schermerhorn  street,  156-164  Living¬ 
ston  street  and  137-145  Schermerhorn  street  (Block  164, 
Lot  1),  Borough  of  Brooklyn,  Applic.  432-38. 


982-39-BZ — H.B.M. — 406-420  West  55th  street,  south 
side,  100  ft.  west  of  9th  avenue  (Block  1064,  Lots  37,  39, 
40,  41,  42  and  141),  Borough  of  Manhattan,  Amendment 
to  Alt.  1954-45. 
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956-40-A — H.B.B. — 448-456  Kent  avenue,  northwest  cor¬ 
ner,  foot  of  South  10th  street  (9th  floor)  ;  (Block  2143,  part 
of  Lot  1),  Borough  of  Brooklyn,  N.B.21 14-40  and  Misc. 
4121-41. 


109-43-BZ — H.B.Q. — 64-08  Perry  avenue,  south  side, 
47.73  ft.  east  of  Willow  avenue  (Block  2716,  part  of  Lots 
12  and  13),  Maspeth,  Borough  of  Queens,  Amendment  to 
Alt.  180-43. 


Last 

Public:: 

lion  in  Bulletin 

Dec. 

28, 

1943- 

-Voi.  28,  No.  52A 

Dec. 

28, 

1943- 

-Vol.  28,  No.  52A 

Dec. 

28, 

1943- 

-Vol.  28,  No.  52A 

July 

13, 

1937- 

-Vol.  22,  No.  28 

Sept. 

3, 

1946- 

-Vol.  31,  No.  36 

Aug. 

3, 

1937- 

-Vol.  22,  No.  31 

Mar. 

3, 

1936- 

-Vol.  21,  No.  9 

28,  1943- 
15,  1937- 

10,  1946- 
10,  1946- 
18,  1946- 
25,  1946- 


-Vol.  28,  No.  52A 
-Vol.  22,  No.  24 

-Vol.  31,  No.  37 
-Vol.  31,  No.  37 
-Vol.  31,  No.  25 
-Vol.  31,  No.  26 


D13SIG  NATIONS:  II. II. — Department  of  Housing  and  Buildings; 
ll.II.Ii.  Department  of  Housing  and  Buildings,  Brooklyn;  II.B.M. — • 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.II. — Department 
of  Housing  and  Buildings,  Richmond ;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 

RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . 

Concrete  Rules  (Hydrated  Lime) ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules... . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Apr. 

Oil  Burner  Rules. . ....Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rides . . . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,- Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . . . June 

Structural  Alterations,  Reporting.  .  .  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Sept. 


25,  1946— Vol.  31,  No.  26 


3,  1946- 

13,  1937- 
21,  1919- 

23,  1946- 
7,  1925- 
5,  1928- 
18,  1946- 

9,  1946- 
17,  1946- 


-Vol.  31,  No.  36 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  31,  No.  17 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  31,  No.  25 

-Vol.  31,  No.  IS 
-Vol.  30,  No.  38 


17,  1946— Vol.  30,  No.  38 


8,  1946- 
24,  1936- 
3,  1937- 


8,  1946- 

7,  1937- 
15,  1946- 
17,  1946- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  31,  No.  41 
-Vol.  21,  No.  47 
-Vol.  22,  No.  31 


—Vol.  31,  No.  41 
-Vol.  22,  No.  36 
-Vol.  31,  No.  42 
-Vol.  30,  No.  38 
-Vol.  22,  No.  26 
-Vol.  22,  No.  23 
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Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


OCTOBER  29,  1946,  10  A.  M. 

NOTICE  TS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  29,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


Zoning  Applications. 

418-46-BZ— Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  I..  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

206-27-BZ— Application  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 
9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 

501-46-BZ  Application,  July  21,  1946,  under  sections  7a  and 
21  of  the  zoning  resolution,  of  Procter  and  Harding,  appli¬ 
cants, _  on  behalf  of  Midtown  Hospital,  owner,  to  permit  in 
a  business  use,  B  area  district,  the  construction  of  a  labora¬ 
tory  and  auxiliary  rooms  on  the  roof  of  the  present  building 
with  less  than  the  required  rear  yard;  premises  309  East 
49th  street,  north  side,  125  ft.  east  of  2nd  avenue  (Block- 
1342,  Lot  6),  Borough  of  Manhattan. 

300-46-BZ — Application,  April  26,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli- 
cants,  on  behalf  of  Herkimer  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  use  district,  the  proposed  manufacturing 
area  in  excess  of  that  permitted;  premises  66-76  Sackman 
street,  and  1424-1434  Herkimer  street,  southwest  corner 
( Block  1572,  Lot  18),  Borough  of  Brooklyn. 

318-46-BZ— Application,  April  18,  1946,  under  section  7c 
of  the  zoning  resolution,  of  George  A.  Rauh,  applicant,  on 
behalf  of  Caroline  Raub,  owner  (Dr.  B.  S.  Hopper,  lessee), 
to  permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy,  from  two  family  residence  to  dentist’s  office  and  one 
family  residence,  for  a  term  of  years;  premises  107-17  86th 
avenue,  northwest  corner  of  108th  street  (Block  9197,  Lot 
29),  Richmond  Hill,  Borough  of  Queens. 

405-46-BZ — Application,  June  3,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Barr,  Bennett  &  Fullen 
and  Saul  Goldsmith,  applicants,  on  behalf  of  Adolf  Freed¬ 
man,  owner,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri¬ 
torium  and  auto  laundry;  premises  793-801  Bedford  ave¬ 
nue,  and  494-502  Park  avenue,  southeast  corner  (Block  1734, 
Lots  1  and  70),  Borough  of  Brooklyn. 

611-46-BZ — Application,  August  27,  1946,  under  sections 
7a,  7e  and  21  of  the  zoning  resolution,  of  Jacob  T.  Glos- 
ter,  applicant,  on  behalf  of  Leading  Cleaners  and’  Dyers, 
Inc.,  owner,  to  permit  in  a  residence  use,  D  area  district, 
the  extension  to  existing  dry  cleaning  establishment,  using 
more  than  the  area  permitted;  premises  1147-1155  Lorraine 
avenue,  northwest  corner  of  Pine  street  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklyn. 

663-46-BZ — Application,  September  9,  1946,  under  section 
7h  of  the  zoning  resolution,  of  Cafiero  and  Lacerenza.  ap¬ 
plicants,  on  behalf  of  Mitchel  Schneider  Co.,  Inc.,  owner, 
to  permit  the  parking  and  storage  of  more  than  five  (5)’ 
motor  vehicles  on  a  plot  located  partly  in  a  business  use 
district,  for  a  term  of  years;  premises  111-125  Concord 
street,  and  205-213  Jay  street,  northeast  corner  (Block  107, 
Lot  1,  101,  2,  4,  5  and  part  of  50),  Borough  of  Brooklyn. 
671-46-BZ — Application,  September  16,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  William  R. 
Shirley,  applicant,  on  behalf  of  Donald  Willard  Holding 
Corp.,  owner  (H.  Leonard  and  E.  Presser,  lessees),  to  per¬ 
mit  in  a  business-1  use  district,  a  wet  wash  laundry,  for  a 
term  of  five  (5)  years;  premises  1153  Castleton  avenue, 
north  side,  71.09  ft.  east  of  Barker  street  (Block  197,  Lot 
131),  West  New  Brighton,  Borough  of  Richmond. 
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678-46-B Z — Application,  September  17,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  William  R. 
Shirley,  applicant,  on  behalf  of  Octavio  B.  Romero,  owner, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years;  premises  3213  Tilden  avenue, 
north  side,  65  ft.  west  of  New  York  avenue  (Block  4903, 
part  of  Lot  39),  Borough  of  Brooklyn. 

685-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Charles  M. 
Spindler,  applicant,  on  behalf  of  Matthew  Navarra,  owner 
(Samuel  Ellman  and  Sidney  Lukas,  lessees),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  442  Bedford  avenue,  west  side, 
24  ft.  6  in.  north  of  South  9th  street  (Block  2137,  Lot  31). 
Borough  of  Brooklyn. 

739-46-BZ — Application,  October  4,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Sophie  Deckelbaum,  owner  (Mar¬ 
vin  Barsky,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
126  1st  avenue,  east  side,  97  ft.  4  in.  north  of  East  7th 
street  (Block  435,  Lot  6),  Borough  of  Manhattan. 

302-44-BZ — Application  of  Italo  Nicolai,  applicant,  on  be¬ 
half  of  Xavier  Kirchoffer,  owner,  reopened  July  9.  1946, 
under  section  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use,  E  area  district,  the  extension  of  present  hot 
house  and  potting  shed,  without  the  required  front  yard; 
premises  2286  Richmond  road,  south  side,  122  ft.  east  of 
Otis  avenue,  and  25  ft.  west  of  Bryant  avenue  (Block  3618, 
Lot  7),  New  Dorp,  Borough  of  Richmond. 

338-46-BZ — Application,  May  7,  1946,  under  section  7f  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Betty  Markowitz,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  sale  and  displajr  of  used  cars  for  a 
period  of  two  (2)  years;  premises  1504-1526  Coney  Island 
avenue,  west  side,  100  ft.  north  of  Avenue  L  (Block  653o, 
Lots  30  and  34),  Borough  of  Brooklyn.  . 

Appeals  from  Administrative  Decisions. 

774-46-A — 1504-1526  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  L  (Block  6536,  Lots  30  and  34),  Bor¬ 
ough  of  Brooklyn. 

502-46- A— 309  East  49th  street,  north  side,  125  ft.  east  of  2nd 
avenue  (7th  floor)  ;  (Block  1342,  Lot  6),  Borough  of  Man¬ 
hattan. 

595-46-A— 230  Smith  street,  west  side,  80  ft.  south  of 
Butler  street  (cellar);  (Block  408,  Lot  39),  Borough  of 
Brooklyn.  ' 

442-41-A — 42-50  21st  street,  west  side,  90  ft.  south  of 
43rd  avenue  (Block  457,  Lot  150),  Long  Island  City,  Bor¬ 
ough  of  Queens  (reopened  September  24,  1946). 

652-46-A — 139-151  Banker  street,  east  side,  95  ft.  south 
of  Norman  avenue  (Block  2642,  Lots  53-56,  inclusive),  Bor¬ 
ough  of  Brooklyn. 

691-46- A — Re  Transportation  of  fuel  oil  in  Trailmobile 
in  New  York  City  (capacity  of  tank  not  in  conformity 
with  Administrative  Code  requirements  covering  Tank 
Trucks) . 

762-46- A — Re  Transportation  of  fuel  oil  in  tank  truck  in 
New  York  City  (capacity  of  tank  not  in  conformity 
with  Administrative  Code  requirements). 

765- 46- A — Re  Transportation  of  fuel  oil  in  Semi-trailer 
tank  truck  in  New  York  City  (capacity  of  tank  not  in 
conformitv  with  the  Administrative  Code  requirements 
covering  Tank  Trucks). 

766- 46-A — Re  Transportation  of  fuel  oil  in  Semi-trailer 
tank  truck  in  New  York  City  (capacity  of  tank  not  in  con¬ 
formity  with  the  Administrative  Code  requirements  cover¬ 
ing  Tank  Trucks). 


763- 46-A — 79-01  to  79-11  Rockaway  Beach  boulevard, 
and  177-199  Beach  79th  street,  southwest  corner  (Block  615, 
Lot  30),  Rockaway  Beach,  Borough  of  Queens. 

764- 46-A — 600-602  Broadway,  west  side,  51  ft.  4  in.  south 
of  Walton  street  (3rd  floor)  ;  (Block  2251,  Lot  13),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  29,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  29,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

601-46-A — West  side  of  Columbia  street,  2140  ft.  south 
of  Halleck  street,  Pier  A,  Ft.  of  Richards  street  (Block 
613,  Lot  1),  Beard’s  Erie  Basin,  Borough  of  Brooklyn. 

672-46-A — -90  and  92  Amity  street,  south  side,  202  ft.  and 
177  ft.  west  of  Henry  street  (Block  295,  Lots  15  and  16), 
Borough  of  Brooklyn. 

680-46-A — 132-54  58th  road,  south  side,  500  ft.  east  of  Law¬ 
rence  street  (Block  6366,  Lot  88),  Flushing,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed  of 
mapped  street — 134th  street). 

257-45-A — 74  Broad  street  and  2  Marketfield  street, 
southwest  corner  (Block  11,  Lot  17),  Borough  of  Manhat¬ 
tan  (reopened  September  10,  1946;  previously  denied). 

472-31-S — 608  Broadway,  south  side,  72  ft.  1  in.  west  of 
Wallabout  street  (Block  2251,  Lot  16),  Borough  of  Brook¬ 
lyn  (reopened  October  1,  1946). 

564-46-A — 873-881  4th  avenue,  northeast  corner  of  33rd 
street  (Block  681,  part  of  Lot  1),  Borough  of  Brooklyn. 

655-46-A — Super  blocks  1  and  2,  bounded  by  Hoyt,  Wy- 
ckoff,  Baltic,  Douglass  and  Bond  streets  (Block  392,  Lots 
1-70,  Block  398,  Lots  1-62,  Block  404,  Lots  1-67  and  Block 
410,  Lots  1-67),  Gowanus  Houses,  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  6,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning ,  November  6,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

540-46-BZ — Application,  July  5,  1946,  under  section  21  of 
the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants,  on 
behalf  of  756  Utica  Avenue  Corp.  and  Estate  of  Julia  Ryan, 
owners,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building,  to  be  used  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  750-780  Utica  ave¬ 
nue,  west  side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 

110-43-BZ — Application  of  Milton  B.  Weissman,  appli¬ 
cant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
4,  1946.  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  by  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  bowling  alleys  on 
second  floor;  premises  6214-6224  4th  avenue,  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

348-46-BZ — Application,  May  7,  1946,  under  section  21  of  the 
zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
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behalf  of  Seniority  Realty  Corp.,  owner,  to  permit  in  a 
business  use  district,  the  area  devoted  to  manufacturing  in 
excess  of  that  permitted;  premises  255-261  18th  street,  north 
side,  150  ft.  east  of  5th  avenue  (Block  873,  Lot  69),  Borough 
of  Brooklyn. 

I  465-46-BZ  Application,  June  17,  1946,  under  section  7c  of 
reso^ut'on>  °f  Louis  Lieberman,  applicant,  on 
behalf  of  Sam  Feldman,  owner,  to  permit  in  a  business  use, 
C  area  district,  the  erection  of  a  building  using  more  than  the 
’  to  Jle  usec*  as  a  dry  cleaning  plant ;  premises 
5257-5265  Kings  Highway,  and  5302-5312  Preston  court 
southeast  corner  (Block  7949,  Lot  10),  Borough  of  Brooklyn! 

r  275-40-BZ  Application  of  A.  Gordon  Lorimer,  applicant, 
Acting  Director,  Bureau  of  Architecture,  for  Department  of 
Public  Works,  City  of  New  York,  owner,  reopened  October 
15,  1946,  for  consideration  as  to  extension  of  time  to  com- 
plcte  work  (expired  by  limitation) — Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  storage  garage  for  more  than  three  (3) 
motor  vehicles ;  premises  101  Hart  boulevard,  east  side, 
block  bounded  by  Hart  boulevard,  Randall  avenue,  Delafield 
avenue  and  Elwood  place  (Block  131,  part  of  Lot  122)  West 
New  Brighton,  Borough  of  Richmond. 

395-46-BZ  Application,  May  24,  1946,  under  sections  7c, 
7t  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
from  public  garage  (previously  granted  by  the  Board)  to 
repairing  and  servicing  cars,  parts  department,  auto  show¬ 
room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

451-46-BZ  Application,  June  3,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Max  Abramovitz,  appli¬ 
cant,  on  behalf  of  471  Park  Avenue  Corp.,  owner,  to  permit 
in  a  restricted  retail  use  district,  the  off  street  parking  of 
more  than  five  (5)  motor  vehicles,  in  the  cellar  of  proposed 
building  for  the  use  of  tenants;  premises  471  Park  avenue 
southeast  corner  of  East  58th  street  (Block  1312,  Lot  69)’ 
Borough  of  Manhattan. 

648-46-BZ  Application,  August  28,  1946,  under  section 
/h  of  the  zoning  resolution,  of  M.  Martin  Elkind,  applicant, 
on  behalf  of  Carrie  Schmuck  and  Peter  Schmuck  (trustees), 
owners,  to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  for  a  term 
of  years;  premises  342-344  West  44th  street,  south  side,  250 
ft.  east  of  9th  avenue  (Block  1034,  Lot  53),  Borough  of 
Manhattan. 

626-46-BZ  Application,  September  3,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Joseph  Schafran, 
applicant,  on  behalf  of  Frieda  Doerner,  owner  (Glenridge 
Self  Service  Laundry,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  68-37  Fresh  Pond  road,  east  side,  125.23  ft.  north 
of  Catalpa  avenue  (Block  3625,  Lot  14),  Ridgewood,  Bor¬ 
ough  of  Queens. 

566-46-BZ — Application,  July  19,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Sylvan  Bien,  applicant,  on  behalf 
of  Croydon  Syndicate  Inc-.,  owner,  to  permit  partly  in  a 
residence  and  partly  in  a  retail  use  district,  the  proposed 
conversion  of  a  portion  of  the  existing  dining  room  to  a 
store  extending  into  the  residence  district;  premises  12  East 
86th  street,  1150-1186  Madison  avenue,  southwest  corner  and 
11-35  East  85th  street,  northwest  corner  (Block  1497,  Lot  9), 
Borough  of  Manhattan. 

343-46-BZ — Application,  May  7,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 


applicants,  on  behalf  of  Etta  Epstein,  owner,  to  permit  in 
a  residence  and  business  use,  C  area  district,  the  extension 
of  present  building,  using  more  than  the  area  permitted- 
premises  789  Flatbush  avenue,  east  side,  40  ft.  6  in.  south 
ot  Lenox  road  (Block  5083,  Lot  16),  Borough  of  Brooklyn. 

729-46-BZ  Application,  October  3,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Nicholas  Fanelli,  applicant  and 
owner,  to  permit  in  a  residence  use  district,  two  illuminated 
signs,  for  a  term  of  years;  premises  128  West  Houston 
street  northeast  corner  of  Sullivan  street  (Block  525  Lot 
32),  Borough  of  Manhattan. 

760-46-BZ  Application,  October  9,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant,  on 
behalf  of  Nahirsh  Realty  Co.,  Inc.,  owner  (Bert  S.  Good, 
essee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  years;  premises  1848  3rd  avenue, 
and  181  East  102nd  street,  northwest  corner  (Block  1630 
Lot  33),  Borough  of  Manhattan. 

707-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Samuel  Gold 
applicant  and  lessee,  on  behalf  of  Jobreen  Realty  Corp.  and 
Louis  Rovegno,  owners,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  years;  premises  1-15  Bedford  street,  and  180-190 
West  Houston  street,  northwest  corner  (Block  528,  Lots  1 
to  5  inclusive  and  44  to  51  inclusive),  Borough  of  Man¬ 
hattan. 

741-46-BZ— Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant 
99.  Behalf  of  William  Hionas,  William  J.  Heffernan  and 
Elizabeth  M.  Lewis,  owner  (Levin  and  Weinberg,  Inc., 
lessee),  to  permit  in  a  business  use  district,  a  wet’  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  6102-6104 
5th  avenue  (store  at  6104),  west  side,  17  ft.  5  in.  south  of 
61st  street,  and  474-482  61st  street  (Block  5791,  part  of  Lot 
38),  Borough  of  Brooklyn. 

725-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnvside  Carden  Corp.,  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 

780- 46-BZ  Application,  October  11,  1946,  under  sections 
7c,  /e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc 
applicant  and  owner,  to  permit  in  a  residence  use  district,’ 
the  alteration  and  conversion  of  occupancy  from  bottle  stor¬ 
age  plant  of  an  existing  brewery  (previously  granted  by  the 
Board)  to  manufacturing;  premises  229  Pulaski  street,  north 
side,  204  ft.  6  in.  east  of  Troop  avenue  (Block  1773,  Lot 
69,  part  of  Lot  50),  Borough  of  Brooklyn. 

781- 46-BZ  Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district,’ 
the  alteration  and  conversion  of  occupancy  from  a  bottle 
storage  plant  of  an  existing  brewery  (previously  granted  by 
the  Board)  to  food  processing,  refrigeration,  distribution 
and  offices;  premises  235-243  Pulaski  street,  north  side,  266 
ft.  east  of  Throop  avenue  (Block  1773,  Lot  64,  part  of  Lot 
50),  Borough  of  Brooklyn. 

430-46-BZ— Application,  June  13,  1946,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  Irving  Adelsohn,  appli¬ 
cant,  on  behalf  of  Frank  Balvo,  owner,  to  permit  in  a  resi¬ 
dence  use,  C  area  district,  the  change  of  occupancy  from 
store  and  three  (3)  family  dwelling  to  store,  sale  and  dis¬ 
play  of  merchandise  and  two  (2)  family  dwelling  and  pro¬ 
posed  extension  of  second  floor,  using  more  than  area  per¬ 
mitted ;  premises  241  Bleecker  street,  east  side,  120  ft.  11  in 
north  of  Carmine  street  (Block  589,  Lot  3),  Borough  of 
Manhattan. 
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Appeal  from  Administrative  Decision. 

431-46-A — 241  Bleecker  street,  east  side,  120  ft.  11  in.  north 
of  Carmine  street  (2nd  floor)  ;  (Block  589.  Lot  3),  Bor¬ 
ough  of  Manhattan. 

Appliances  and  Materials  for  Approval. 

570-46-SA — Lydon  Brothers  Industrial  Oven-Gas  Fired 
—Model  3100-V. 

422-42-SA — Mercury  Cleaning  System. 

780-41-SM — Certain-Teed  Gypsteel  Senior  and  Junior 
Plank  for  Floor  and  Roof  Slabs  (reopened  September  17, 
1946  re  amendment  of  resolution). 

817-45-SM — Tel-O-Post  (All  steel  telescopic  screw  jack 
basement  shoring  column). 

441-46-SM — -U.  S.  Rubber  Company  Naugahyde  (flame¬ 
proof  coated  fabrics). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  6,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  cf  a  public,  hearing 
Wednesday  afternoon,  November  6,  1946,  at  2  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

730-46-A — 31-33  Frankfort  street,  south  side,  147  ft.  7)4  in. 
east  of  William  street  (1st  floor)  ;  (Block  103,  Lots  15,  16 
and  114),  Borough  of  Manhattan. 

734-46- A — -57-59  East  55th  street,  north  side,  116.5  ft.  east 
of  Madison  avenue  (1st  to  4th  floors,  inclusive)  ;  (Block 
1291,  Lot  27)4),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  13,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted ;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

680-44-BZ — Application,  November  28,  1944,  under  sec¬ 
tion  7 a  of  the  zoning  resolution,  of  James  McKillop,  appli¬ 
cant,  on  behalf  of  John  Rago,  owner,  to  permit  in  a  business 
use  district,  the  storage  of  waste  paper;  premises  112  Kings- 
land  avenue  Rear,  east  side,  25  ft.  6)4  in.  north  of  Division 
place  (Block  2840,  Lot  2),  Borough  of  Brooklyn. 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 
gasoline  service  station  (previously  granted  by  the  Board) 
for  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 
behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 
D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted;  premises  1450  Unionport  road,  north¬ 


west  corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

666-46-BZ — Application,  September  13,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  William  J.  Burke,  appli¬ 
cant,  on  behalf  of  Maurice  C.  Nelson,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
using  more  than  the  area  permitted,  for  repair  shop ;  prem¬ 
ises  114-28  to  114-32  Rockaway  boulevard,  and  H5-01  to 
115-09  114th  place,  southeast  corner  (Block  11707,  Lots 
32,  33  and  34),  Richmond  Hill,  Borough  of  Queens. 

409-46-BZ — Application,  May  29,  1946,  under  section  7 a 
of  the  zoning  resolution,  of  H.  McNabb,  applicant,  on  behalf 
of  Sheffield  Farms  Co.  Inc.,  owner,  to  permit  in  an  un¬ 
restricted  use  district,  the  change  in  use  from  stable  to 
garage  for  more  than  five  (5)  motor  vehicles  (on  first 
floor),  having  an  exit  on  same  street  as  a  public  school, 
between  two  intersecting  streets ;  233-243  Herkimer  street, 
north  side,  305  ft.  east  of  New  York  avenue  (Block  1862, 
part  of  Lot  14),  Borough  of  Brooklyn. 

708-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  1110  East  165th  Street  Corp.,  owner 
(Harry  M.  Greenberg,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  1110-1112  East  165th  street,  south  side,  56  ft.  west 
of  Bryant  avenue  (Block  2748,  Lot  33),  Borough  of  The 
Bronx. 

510-46-BZ — Application,  June  4„  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Mardordic  Realty  |Co.,  Inc.,  owner  (United 
Equities,  Inc.,  lessee),  to  permit  in  a  business  use  district, 
the  extension  of  present  garage  use  and  stores  to  garage 
for  more  than  five  (5)  motor  vehicles;  premises  1081-1089 
3rd  avenue,  and  200-206  East  64th  street,  southeast  corner 
(Block  1418,  Lot  45),  Borough  of  Manhattan. 

527-46-BZ — Application,  July  9,  1946,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Theodore  Imbiow,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  building  to  be  used  as  an  automobile  repair  shop ;  premises 
169-189  East  98th  street,  east  side,  50  ft.  north  of  Dumont 
avenue  (Block  3549,  Lot  2),  Borough  of  Brooklyn. 

710-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Florence  Gloria  Scheringer,  owner 
(Irving  Garvin,  lessee),  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
753  Melrose  avenue,  west  side,  99.30  ft.  north  of  East  156th 
street  (Block  2403,  Lot  31),  Borough  of  The  Bronx. 

627-46-BZ — Application,  September  3,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Joseph  Schafran, 
applicant,  on  behalf  of  Morris  Pickman,  owner,  to  permit 
in  a  business  use  •district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  45-11  to  45-17  47th  avenue,  and 
45-60  46th  street,  northwest  corner  (Block  165,  Lot  19 
(old  pt.  1),  Woodside,  Borough  of  Queens. 

743-46-BZ — Application,  October  2,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Enrico  Ferrara,  owner  (Susan  Morena,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  704  East  187th  street, 
southeast  corner  of  Beaumont  avenue  (Block  3103,  Lot  28), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  19,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 
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Zoning  Applications. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gaslline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

404- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 
for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years;  premises 
214-228  Schermerhorn  street,  south  side,  233  ft.  east  of 
Hoyt  street  (Block  171,  part  of  Lot  7),  Borough  of  Brook¬ 
lyn. 

405- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 
for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles;  for  a  temporary  term  of  years;  premises 
240-250  Schermerhorn  street  and  54-60  Bond  street,  south¬ 
west  corner  (Block  171,  part  of  Lot  7),  Borough  of 
Brooklyn. 

406- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 
for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance— Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years;  premises 
134-192  Schermerhorn  street,  south  side,  from  Smith  to 
Hoyt  streets,  57-73  Smith  street,  east  side,  from  Schermer¬ 
horn  to  State  streets  and  257-271  State  street  (Block  170, 
Lot  1),  Borough  of  Brooklyn. 

407- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 
for  Board  of  Transportation,  City  of  New  York,  owner 


(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance— Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
vehicles,  for  a  temporary  term  of  years;  premises 
37-55  Smith  street,  east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Livingston  street  and  137-145 
Schermerhorn  street  (Block  164,  Lot  1),  Borough  of 
Brooklyn. 

Appeals  from  Administrative  Decisions. 

237-46-A— 56  Pine  street,  north  side,  125  ft.  west  of  Wil- 
1 1  am  street  and  26  Cedar  street  (basement)  ;  (Block  41 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1) 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  November  26,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matter : 

Appeal  from  Administrative  Decision. 

588-46-A  118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80) 
Rew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

547-46-A-7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  Rnd  avenue  (Block  900,  Lot  1),  Rockawav 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  meeting  of  October 
15,  1946.) 

916-41-SM 

APPLICANT — Insulation  Industries,  Inc. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Reyn-O-Cell  (House 


and  Building  Insulation),  previously  approved  on 
condition. 

APPEARANCES— 

For  Applicant :  Charles  K.  Nichols. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
N  egative :  .  0 

THE  RESOLUTION  (916-41-SM) 

Whereas,  Reynolds  Metals  Company,  owner,  filed  on 
October  28,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Reyn- 
O-Cell  (House  and  Building  Insulation)  ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
January  27,  1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  Reynolds  Metals  Company  are  no  longer 
selling  agents  for  this  product ;  and 

Whereas,  it  appears  that  the  original  application  sub¬ 
mitted  by  the  Reynolds  Metals  Company  on  October  28, 
1941  failed  to  disclose  the  actual  owner  and  manufacturer 
of  the  materials  submitted  for  approval  and  that  such  actual 
owner  and  manufacturer  was  the  Janesville  Cotton  Mills 
Company  located  in  Janesville,  Wisconsin;  and 
Whereas,  such  Janesville  Cotton  Mills  Company  has  now 
formed  a  sales  company  as  subsidiary  to  be  known  as  the 
Insulation  Industries,  Inc.,  Janesville,  Wisconsin,  as  the  sole 
sales  agent  for  such  material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  27,  1942,  by  adding 
thereto : 

“that  such  material  as  manufactured  by  the  Janesville 
Cotton  Mills  Company  may  be  marketed  by  their  sub¬ 
corporation,  Insulation  Industries,  Inc.,  under  the  name 
of  Insulation  Industries’  Cotton  Blanket,  on  condition 
that  the  requirements  of  this  resolution  shall  be  com¬ 
plied  with  in  all  other  respects.” 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  22,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  October  15,  1945,  were  ap¬ 
proved,  as  printed  in  Bulletin  No.  43,  Volume  31. 


ZONING  APPLICATIONS 

110-43-BZ 

APPLICANT — Milton  B.  Weissman,  for  Tolind  Corpora¬ 
tion,  owner. 

SUBJECT — Application  reopened  June  4,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7b,  7c  and  21  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  districts,  the 
change  in  occupancy  from  stores  and  canteen  1st 
floor ;  pharmaceutical  and  biological  laboratories  on 
second  floor  (previously  granted  by  the  Board)  to 
pharmaceutical  and  biologilal  laboratories  and  store 
on  1st  floor  and  bowling  alleys  on  second  floor. 
PREMISES  AFFECTED — 6214-6224  4th  avenue  and  365- 
379  63rd  street,  northwest  corner  (Block  5799,  Lot 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  A  Schlefstein,  H.  Kors,  G.  Gold¬ 
man  and  R.  Feinman. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Laid  over  to  November  6,  1946  at 
10  A.  M.  for  further  consideration. 


348-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Seniority  Realty 
Corp.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  area  devoted 
to  manufacturing  in  excess  of  that  permitted. 

PREMISES  AFFECTED— 255-261  18th  street,  north  side, 
150  ft!  east  of  5th  avenue  (Block  873,  Lot  69),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  (Opposition :  Harold  L.  Strahs,  Rita  McDer¬ 
mott,  R.  McGuire  and  James  J.  McCullough. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1946  at 
10  A.  M.  for  hearing. 


383-46-BZ 

APPLICANT — Konnoson  and  Konnoson,  for  Prostone  Cor¬ 
poration,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
erection  of  a  structure  for  manufacturing  purposes, 
using  more  than  the  area  permitted  and  omitting  the 
required  rear  yard. 

PREMISES  AFFECTED— 202-208  Tillary  street,  south 
side,  91  ft.  east  of  Prince  street,  and  67-73  Prince 
street,  east  side,  96  ft.  6  in.  south  of  Tillary  street 
(Block  2050,  Lots  100,  103,  110,  112,  113,  115  and 
118),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  E.  Konnoson. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946 
at  10  A.  M.  at  request  of  applicant. 


465-46-BZ 

APPLICANT — Louis  Lieberman,  for  Sam  Feldman,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  erec¬ 
tion  of  a  building  using  more  than  the  permitted 
area,  to  be  used  as  a  dry  cleaning  plant. 

PREMISES  AFFECTED — 5257-5265  Kings  Highway,  and 
5302-5312  Preston  court,  southeast  corner  (Block 
7949,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Opposition:  Effie  Seinarelli,  G.  Bitetti  and 
Frank  Grosso. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1946  at 
10  A.  M.  for  inspection  by  a  committee  of  the  Board 
and  decision  without  further  argument.  The  appli¬ 
cant  amended  the  basis  of  the  appeal  of  this  applica¬ 
tion  to  read :  “Section  7e,  instead  of  Section  7c  as 
to  use,  and  Section  21  as  to  area.” 


501-46-BZ 

APPLICANT — Procter  and  Harding,  for  Midtown  Hos¬ 
pital,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  B  area 


1188 


MINUTES 


district,  the  construction  of  a  laboratory  and  auxil¬ 
iary  rooms  on  the  roof  of  the  present  building 
with  less  than  the  required  rear  yard. 

PREMISES  AFFECTED — 309  East  49th  street,  north  side, 
125  ft.  east  of  2nd  avenue  (Block  1342,  Lot  6), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  W.  Procter,  H.  F.  Seitz, 
Mary  Beeny  and  Josephine  Pratt. 

For  Opposition:  Lillian  Sugarman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1946  at 
10  A.  M.  for  further  consideration. 


261-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Glencoe  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  D  area  district,  the  erection 
of  a  building,  using  more  than  the  permitted  area. 
PREMISES  AFFECTED — 94-05  63rd  drive,  west  side,  50 
ft.  north  of  Booth  street  (Block  3081,  Lots  127 
128,  129),  Forest  Hills,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Robert  Hill. 
For  Opposition :  Rose  Osterer  and  Elvira  Morrissey. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative :  .  0 

Not  Voting:  Commissioner  Savage .  1 

THE  RESOLUTION  (261-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Glencoe  Realty 
Corp.,  owner,  filed  April  12,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  retail 
use,  D  area  district,  the  erection  of  a  building  using  more 
than  the  area  permitted :  premises  94-05  63rfd  drive,  west 
side,  50  ft.  notrh  Booth  street  (  Block  3081,  Lots  127,  128, 
'129) ,  Forest  Hills,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  1,  1946,  after  due  notice  by  publication 
in  the  Bulletin  and  laid  over  to  October  22,  1946,  for  in¬ 
spection  by  a  Committee  of  the  Board  and  decision  without 
further  argument;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  63rd  drive  is  in  a  retail  use,  D  area 
and  Class  1  height,  district ;  Booth  street  is  in  residence 
and  retail  use,  D  area  and  Class  1  height  districts;  and 
\\  hereas,  the  decision  of  the  borough  superintendent 
dated  March  15,  1946,  re  N.B.  Applic.  1181-46,  reads: 

_‘2'-  .  The  area  occupancy  in  a  D  district  in  excess  of 
55%  is  contrary  to  Article  IV,  Sec.  14  of  the  zoning 
resolution.” 
and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  75  ft.  frontage  by  100  ft.  in  depth,  on  which 
are  located  three  (3)  2y2  story,  frame  one  family  dwell- 
ings  to  be  demolished;  that  it  is  proposed  to  construct  a 
building  7a  ft.  front  by  100  ft.  in  depth,  one  story,  15  ft. 
in  height,  of  Class  3  construction;  that  the  building  will 
have  six  (6)  stores;  and 

Whereas,  the  applicant  contends  that  the  owners  pur- 
chased  the  property  on  December  15,  1941 ;  that  N.B.  plan 
4484  was  approved,  which  called  for  a  building  75  ft.  by 
100  ft.  1  story,  to  house  6  stores;  that  due  to. the  war  and 
priorities  the  building  could  not  be  erected;  that  the  per¬ 
mits  were  continuously  renewed  until  September  27  1945 
the  Department  of  Housing  and  Buildings  notified  the 
owners  that  the  permit  has  been  revoked  as  the  proposed 


structure  did  not  comply  with  the  requirments  of  the 
amendment  to  the  zoning  resolution  which  became  ffective 
on  December  2,  1944;  that  the  property  was  purchased  for 
the  purpose  of  developing  the  plot  for  business  purposes 
covering  the  entire  area  of  the  plot;  that  in  this  block, 
Lot  131  occupies  almost  95%  of  the  area;  that  directly  across 
the  street,  Block  3083,  Lots  50  and  56,  are  improved  with 
•  stores  occupying  full  coverage,  and  same  applies  to  Lots 

S«oand,35  in  Block.  3093  ’  also  Lots  32  and  38  in  Block 

3080;  that  to  deprive  the  owners  from  improving  their 
property  for  the  purpose  for  which  it  was  bought,  and  the 
same  as  the  surrounding  properties,  would  in  their  opinion 
be  unconstitutional;  that  therefore,  in  view  of  the  fact 
that  the  owners  purchased  this  property  for  the  express 
purpose  of  improving  same  with  stores  and  also  obtained 
pei  mits  and  extended  them  until  the  change  in  zoning  it 
is  respectfully  requested  that  this  application  be  granted- 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  to  warrant  exercise  if  discretion 
to  grant  under  section  21  of  the  zoning  resolution  as  to 
area,  and  was  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hei  eby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  21  thereof 
to  permit  the  building  to  occupy  not  more  than  80  ft  in 
depth ;  on  condition  that  a  yard  of  not  less  than  20  ft.  shall 
be  maintained  in  the  rear  across  the  entire  lot;  that  such 
lear  yard  shall  be  paved;  that  a  suitable  masonry  wall  or 
steel  fence  on  masonry  piers  shall  be  constructed  along 
the  rear  line  and  along  the  side  lot  lines  up  to  the  building; 
that  the  building  shall  not  exceed  one  story  in  height  and 
shall  not  exceed  20  ft.  in  height  including  the  parapet ; 
t  lat  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 


513-46-BZ 

APPLICANT— J  G.  L.  Molloy,  for  Jack  Seidler,  owner. 

EG  I  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  residence  district,  the  change  in  use 
from  file  house  to  repairing  and  storage  for  vendin°- 
machines. 


PREMISES  AI- FECTED— 166  Clymer  street,  south  side, 
200  ft.  east  of  Bedford  avenue  (Block  2173,  Lot  17) 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant :  J.  G.  L.  Molloy,  Jack  Seidler  and 
Henry  Entlich. 

For  Opposition :  Samuel  Bernstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
I  EL  G  V  O  1  E — 

Affii  mative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  n 


THE  RESOLUTION  (513-46-BZ) 

Whereas,  J.  G.  L.  Molloy  for  Jack  Seidler,  owner,  filed 
July  2,  1946  an  application  under  section  7e  of  the  zoning  * 
resolution,  to  permit  in  a  residence  use  district  the  change  in 
use  from  fire  house  to  repairing  and  storage  of  vending  ma¬ 
chines,  premises  166  Clymer  street,  south  side,  200  ft  east 
of  Bedford  avenue  (Block  21773,  Lot  17),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  .hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 
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Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Clymer  street  is  in  residence  and  busi¬ 
ness  use  B  area  and  class  1)4  height  districts ;  Bedford 
avenue  is  in  residence  and  business  use  B  area  and  class  1)4 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
June  4,  1946  on  Alt.  Applic.  1205-46  reads: 

•  “1.  The  change  in  use  of  this  building  located  in  a 
residence  use  district  from  fire  engine  house  to  repair¬ 
ing  and  store  room  for  vending  machines  is  in  violation 
of  the  Zoning  Resolution.  Art.  II,  Sect.  3”. 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  82  ft.  in  depth,  3  stories, 
43  ft.  in  height,  of  class  1  construction ;  that  it  is  proposed 
to  use  the  premises  as  a  storage  place  and  repair  plant  for 
cigarette  vending  machines ;  that  plans  have  been  filed  to 
provide  a  labor  law  fire  escape  on  front  of  building ;  that  a 
new  electric  lift  will  be  installed  in  present  shaft,  with  open¬ 
ings  and  fireproof  doors  on  each  floor ;  and 

Whereas,  the  applicant  contends  that  the  property  was 
purchased  from  the  city  of  New  York  and  was  constructed 
for  and  used  as  a  fire  house  by  the  city ;  that  although  the 
district  is  zoned  for  residence  since  1916  it  is  no  longer  resi¬ 
dential  but  to  a  large  extent,  a  factory,  garage  and  business 
area ;  that  on  the  opposite  side  of  the  street  from  the  fire 
house  there  are  a  number  of  garages,  a  plumbing  and  heat¬ 
ing  shop,  a  loft  building,  a  laundry,  a  factory  and  an  old 
paper  plant ;  that  the  paper  plant  and  factory  are  right  across 
the  street;  that  on  the  same  side  of  the  street  there  are  some 
dwellings  but  there  are  also  several  garages  and  a  police 
station;  that  the  premises  immediaetly  adjoining  the  site 
are  also  used  for  business ;  that  along  Bedford  avenue  there 
are  a  number  of  buildings  which  are  now  being  used  for 
clubs  and  various  other  organizations  although  they  are  listed 
as  dwellings;  that  about  a  block  and  a  half  from  the  premises 
is  a  motion  picture  theatre  which  is  closed  and  boarded  up ; 
that  a  study  of  the  whole  section  indicates  that  business  and 
factory  use  is  the  only  possible  future  for  it ;  that  the  repair 
of  the  vending  machines  does  not  require  the  use  of  heavy 
machinery  and  they  are  repaired  mainly  by  the  use  of  pliers 
and  other  hand  tools ;  that  there  would  not  be  any  noise  or 
obnoxious  odors  if  the  premises  were  used  as  the  owner,  who 
is  engaged  in  repairing  cigarette  vending  machines,  desires, 
and  since  the  work  to  be  carried  on  is  light  in  nature  and 
the  building  of  heavy  construction  there  would  be  no  dis¬ 
turbance  to  the  surrounding  premises ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  ten  ( 10)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  the  amount  of  manufacturing 
shall  not  exceed  that  proposed,  namely,  the  repairing  of  vend¬ 
ing  machines ;  that  no  heavy  machinery  shall  be  installed  and 
all  repair  work  shall  be  done  entirely  with  hand  tools ;  that 
any  paint  spraying  on  the  premises  shall  comply  with  the 
requirements  of  the  Rules  of  the  Board  therefor,  and  in  ad¬ 
dition,  the  exhaust  shall  be  carried  to  the  roof  by  duct  and 
shall  exhaust  into  a  compartment  on  the  roof  to  collect 
precipitated  material  so  as  to  prevent  the  spread  of  such 
material  through  the  neighborhood ;  that  the  windows  in 
the  rear  of  the  premises  shall  be  glazed  with  opaque 
glass ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  5 14-46- A;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


572-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Paramount 
Macaroni  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area,  class-1 
height  district,  the  extension  of  present  building 
exceeding  the  height  and  area  permitted,  and 
without  the  required  rear  yard. 

PREMISES  AFFECTED— 349-355  Suydam  street,  north- 
side,  225  ft.  east  of  Irving  avenue  (Block  3210, 
Lot  51),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  R.  Conglio. 
For  Opposition :  G.  Roemei,  B.  Ebalt  and  A. 
Brust. 

For  Administration:  Fred  Dahlem  and  John 
Saunders,  Dep’t.  of  Housing  and  Buildings. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blub  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (572-46-BZ) 

i  Whereas,  Lama  and  Proskauer,  for  Paramount  Macaroni 
Company,  owner,  filed  July  16,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  an  un¬ 
restricted  use,  C  area,  Class  1  height  district,  the  extension 
of  present  building  exceeding  the  height  and  area  permitted 
and  without  the  required  rear  yard ;  premises :  349-355  Suy¬ 
dam  street,  north  side,  225  feet  east  of  Irving  avenue 
(Block  3210,  Lot  51),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
'meeting,  October  22,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Suydam  street  is  in  business  and  un¬ 
restricted  use,  C  area  and  Class  1  height  districts ;  Irving 
avenue  is  in  residence  and  business  use,  C  area  and  Class 
1  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  17,  1946  re  Alt.  Applic.  1575-46,  reads: 

“11.  Proposed  increase  of  the  bulk  of  the  structures 
located  within  an  unrestricted  C,  1  district  violates  the 
following  legal  sections : 

b.  Sec.  8,  Art.  Ill  Zoning  Resolution — Height  of 
bldg,  on  Suydam  St.  exceeds  %  with  of  street. 

c.  Art.  IV  Sec.  13b.  Area  of  structure  exceeds 
6750  sq.  ft.  above  curb  level. 

d.  Art.  IV,  Sec.  13a.  10'  rear  yard  is  inadequate 

for  proposed  extension.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100  ft.  frontage  by  100  ft.  in  depth  on  which  is 
located  a  building  60  ft.  front  by  90  ft.  in  depth,  4  stories 
(52  feet)  in  height,  of  Class  3  construction;  that  it  is 
proposed  to  erect  a  new  3-story  extension  in  front  and  a 
new  2-story  extension  in  the  rear ;  and 

Whereas,  the  applicant  contends  that  site  is  presently 
improved  with  a  4-story  and  private  garage  building  used 
by  the  Macaroni  Manufacturing  Co.  and  was  erected  in 
1929  under  N.B.  application  #9157-29;  that  the  first  floor 
measures  90  ft.  front  by  90  ft.  in  depth  with  a  10  ft.  court 
to  the  west  and  a  10  ft.  yard  to  the  north;  that  the  easterly 
portion  measures  100  ft.  in  depth  for  a  portion  of  31  ft.  in 
width ;  that  at  the  2nd  floor  the  building  is  60  ft.  front,  100 
ft.  across  the  rear  and  has  a  10  ft.  rear  yard  and  55  ft. 
on  the  easterly  lot  line  ;  that  the  3d  and  4th  floors  measure 
60  ft.  front  and  90  ft.  in  depth;  that  it  is  proposed  to  erect 
a  new  2nd  story  at  the  front  30  by  35  ft.  in  depth  and  a  new 
3d  and  4th  story  30  by  90  ft.  in  depth ;  that  due  to  increase 
in  business  this  alteration  is  imperative,  because  of  the 
fact  the  company  is  under  contract  with  UNRRA  to  produce 
100,000  lbs.  of  macaroni  per  month;  that  the  10  ft.  rear  yard 
will  be  maintained  on  the  2d,  3d  and  4th  floors;  and 
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Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  *as  to  Alt.  Applic.  1575-46,  objection  11,  par.  d, 
on  condition  that  the  rear  yard  as  proposed  and  as  indicated 
on  plans  filed  with  this  appeal  shall  be  maintained;  that 
the  building  shall  not  be  further  increased  in  height  or 
area;  as  to  objection  11,  par.  b,  that  in  view  of  the  fact 
that  plans  filed  indicate  that  the  building  does  not  exceed 
of  the  width  of  the  street,  the  building  shall  not  be  fur¬ 
ther  increased  in  height;  as  to  objection  11,  par.  c,  that  in 
view  of  the  structure  already  existing  at  curb  level,  the 
building  shall  not  be  increased  in  area  ’  above  curb  level 
other  than  as  proposed ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  other  than  as  modified  by  the 
Board  under  Cal.  573-46-A ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution. 


615-46-BZ 

APPLICAN  1 — William  R.  Shirley  of  Shirley  and  DeShaw, 
for  Jenne  Light,  owner  (David  Schulman,  lessee).’ 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  and  21  of  the  zoning  res¬ 
olution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 834  New  Lots  avenue,  south¬ 
east  corner  of  Essex  street  (Block  4316,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley  and  David 
Schulman. 

For  Opposition:  Max  Weiner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (615-46-BZ) 

Whereas,  William  R.  Shirley  for  Jenne  Light,  owner; 
David  Schulman,  lessee,  filed  August  27,  1946,  an  applica¬ 
tion  under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  a  wet  wash  laundry  for  a 
term  of  five  (5)  years;  premises:  834  New  Lots  avenue, 
southeast  corner  of  Essex  street  (Block  4316,  Lot  1),  Bor¬ 
ough  of  Brooklyn ;  and 

W'hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  15,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  October  22,  1946,  for  decision  with¬ 
out  further  argument ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  New  Lots  avenue  is  in  a  business  use,  C 
L  area  and  Class  1  height  district ;  Essex  street  is  in  residence 
and  business  use,  C  area  and  Class  1  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  14,  1946  re  Alt.  Applic.  3478-46,  reads :  * 

“1.  Proposed  laundry  within  business  district  is  con¬ 
trary  to  Art.  2  Sect.  4a-51  of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  95  ft.  in  depth  on  which  is 
located  a  building  25  ft.  front  by  85  ft.  in  depth,  3  stories, 
35  ft.  in  height  of  Class  3  construction ;  that  it  is  proposed 
to  install  twenty  (20)  standard  approved  self-service  wash¬ 
ing  machines  (approved  under  Cal.  136-46-SA)  ;  and 


Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1925  and  is  occupied  on  the  first  floor  by  four 
stores ;  second  floor,  two  apartments  and  third  floor,  two 
apartments ;  that  these  machines  are  operated  by  l/^  h.p. 
motor  each  and  have  individual  capacity  of  10  lbs  of  dry 
clothes;  that  the  retail  rental  laundry  thus  formed  will  have 
only  two  employees  as  it  is  a  self-service  installation  with 
customers  doing  their  own  work;  that  no  steam  is  manufac¬ 
tured  on  the  premises  and  no  volatile  fluids  will  be  used ;  that 
there  will  be  no  noxious  odors  or  excessive  noise  from  this 
operation;  that  only  ordinary  household  soap  powder  and 
normal  hot  water  will  be  used ;  that  there  are  few  and  inade¬ 
quate  sanitary  facilities  in  the  neighborhood  and  this  installa¬ 
tion  will 'prove  a  definite  contribution  to  the  housewife  and 
to  the  public  health ;  that  the  Board  is  requested  to  grant  of 
a  variance  to  permit  this  use  for  five  years ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  not  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  e,  of  the  zoning  resolution  and 
that.  no  hardship  or  practical  difficulty  has  been  proven  to 
justify  the  exercise  of  discretion  to  grant  under  section  21. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  3478-46,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


618-46-BZ 

APPLICANT — William  R.  Shirley,  for  Loretto  C.  O’Brien, 
owner  (Eugene  V.  O’Brien,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 3178  Bainbridge  avenue,  south¬ 
east  corner  of  East  207th  street  (Block  3342,  Lot  8), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley  and  E.  V. 
O’Brien. 

For  Opposition  :  S.  Dobkin. 

For  Administration :  FredDahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  add  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (618-46-BZ) 

Whereas,  William  R.  Shirley  for  Loreto  C.  O’Brien 
owner,  Eugene  V.  O’Brien,  lessee,  filed  an  application  under 
section  7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
bus  ness  use  district  a  wet  wash  laundry  for  a  term  of  five 
(5)  years:  premises  3178  Bainbridge  avenue,  southeast  cor¬ 
ner  of  East  207th  street  (Block  3342,  Lot  8),  Borough  of 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  October  22,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bainbridge  avenue  is  in  a  business 
use,  C  area  and  Class  height  district  and  East  207th 
street  is  in  residence  and  business  use,  C  area  and  Class 
height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  29,  1946,  re  Alt.  Applic.  803-46,  reads : 

“1.  Proposed  laundry  in  a  business  district  is  con- 
.  trary  to  Article  II,  Section  4(a),  Subdivision  51  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25.49  ft.  frontage  by  60  ft.  in  depth,  on  which 
is  located  a  one-story  building  24  ft.  front  by  57  ft.  9  in. 
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in  depth,  one  story  12  ft.  in  height,  of  Class  3  consruction ; 
that  it  is  proposed  to  install  20  automatic  individual  home 
type  washing  machines  as  approved  under  Cal.  No.  136-46- 
SA  ;  and 

Whereas,  the  applicant  contends  that  the  premises  consist 
of  a  plot  25.49  ft.  by  60  ft.  on  which  is  located  a  building 
erected  in  1922,  of  Class  3  construction;  that  the  1st  floor 
is  occupied  as  a  four  car  garage;  that  it  is  proposed  to 
install  20  Bendix  Washing  machines  in  the  garage,  each 
machine  operated  by  a  %  H.  P.  motor  aind  with  an  in¬ 
dividual  capacity  of  10  lbs.  of  dry  clothes ;  that  the  retail 
retail  laundry  thus  formed  will  have  only  two  employees 
as  it  is  a  self-service  installation  with  the  customers  doing 
their  own  work ;  that  no  steam  is  manufactured  on  the 
premises  and  no  volatile  fluids  will  be  used;  that  ordinary 
household  soap  powder  and  normal  hot  water  will  be  used ; 
that  there  will  not  be  any  noxious  odors  or  excessive  noise 
from  operation  of  the  proposed  establishment;  that  there 
are  few  and  inadequate  sanitary  facilities  in  the  neighbor¬ 
hood  and  this  installation  will  prove  a  definite  contribution 
to  public  health  and  lighten  the  burden  of  the  house  wife; 
that  it  is  therefore  requested  a  variance  be  granted  to  permit 
the  lessee  to  operate  the  establishment  for  a  period  of  five 
years;  that  it  is  proposed  to  extend  the  building  toward 
Bainbridge  avenue  18  ft.  10  in.  on  the  south  side  and  22  ft. 
7j^  in.  on  the  north  side,  the  building  being  irregular,  in 
order  that  the  building  thus  formed  will  be  large  enough 
to  adequately  serve  the  purpose  for  which  it  is  now  desired ; 
and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
five  (5)  years  to  permit  the  premises  to  be  occupied  as 
proposed,  on  condition  that  not  more  than  20  washing  ma¬ 
chines  shall  be  installed  as  proposed  and  as  approved  by  the 
Board  under  Cal.  136-46-SA;  that  during  the  term  of  this 
variance  the  building  as  proposed  to  be  altered  and  enlarged 
shall  be  occupied  for  no  other  use  and  no  additional  laundry 
work  shall  be  done  on  the  premises  than  in  the  machines 
as  proposed ;  that  such  portable  fire  fighting  appliances  shall 
be  installed  as  the  fire  commissioner  shall  require,  and  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


633-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Meyer  Fortgang, 
owner  (Henry  Jacobson,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin- 
intendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 3502  Church  avenue  and  179 
East  35th  street,  southeast  corner  (Block  4889,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (633-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Meyer  Fortgang,  owner, 
Henry  Jacobson,  lessee,  filed  an  application  under  sections  7e 
and  21  of  the  zoning  resolution,  to  permit  in  a  business  use 


district,  a  wet  wash  laundry  for  a  term  of  five  (5)  years: 
premises  3502  Church  avenue  and  179  East  35th  street,  south¬ 
east  corner  (Block  4889,  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  8,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin,  and  laid  over  to  October  22,  1946,  for  decision  without 
further  argument,  the  applicant  having  revised  his  basis  of 
appeal  to  read  section  7e  of  the  zoning  resolution  instead  of 
sections  7e  and  21 ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Church  avenue  is  in  a  business  use, 
C  area  and  Class  1J4  height  district ;  East  35th  street  is  in 
residence  and  business  use,  C  area  and  Class  1%  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  30,  1946,  re  Alt.  Applic.  3518-46,  reads: 

“1.  Proposed  alteration  as  to  use  as  a  retail  rental 
laundry  is  contrary  to  Article  II,  Sec.  4,  Paragraph  51  of 
the  zoning  resolution.  Not  further  considered.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,.  22  ft.  frontage  by  94.4  ft.  in  depth,  on  which  is  located 
a  building  22  ft.  frontage  by  84  ft.  in  depth,  3  stories,  35  ft. 
in  height,  of  Class  3  construction ;  that  it  is  proposed  to  install 
20  home  type  self-service  washing  machines  as  approved 
under*Cal.  136-46-SA;  and 

Whereas,  the  applicant  contends  that  this  is  an  application 
for  a  variation  of  the  zoning  requirements  as  to  the  proposed 
use  of  a  retail  rental  laundry,  using  20  Bendix  automatic 
washing  machines ;  that  the  entire  operation  is  to  be  an 
automatic  operation  similar  to  other  installations  of 
launderettes,  wherein  the  customer  places  a  bundle  of  mate¬ 
rial  not  exceeding  10  lbs.  in  the  washing  machine  and  the 
entire  operation  is  automatic;  that  there  are  no  odors,  no 
noise,  no  volatile  inflammable  liquids,  and  the  entire  establish¬ 
ment  is  fitted  up  in  conformance  with  other  launderettes  of  a 
similar  nature,  so  that  actually  it  is  an  ordinary  retail  store; 
that  it  will  be  boon  to  the  neighborhood  because  of  the  fact 
that  on  the  side  streets  there  are  small  two  family  and  three 
family  houses  which  have  no  individual  facilities  for  laundry 
equipment ;  that  the  premises  will  be  maintained  in  a  neat, 
clean  and  orderly  manner,  and  ample  provision  has  been  made 
for  inside  seating  arrangements ;  that  therefore,  in  view  of  the 
type  of  operation  it  is  requested  a  zoning  variance  to  permit 
this  type  of  retail  rental  laundry  for  a  period  of  five  years 
be  granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
five  (5)  years,  to  permit  the  occupancy  as  proposed  on  condi¬ 
tion  that  not  more  than  20  washing  machines  shall  be  installed 
as  proposed  and  of  the  type  as  approved  by  the  Board  under 
Cal.  136-46-SA ;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use  and  no  laundry 
work  shall  be  done  on  the  premises  other  than  in  the  20 
machines ;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  ade¬ 
quate  aisle  space  and  seating  space  shall  be  provided  as  indi¬ 
cated  on  such  plans,  marked  “Received  September  5,  1946,” 
two  sheets ;  that  in  all  other  respects  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


642-46-BZ 

APPLICANT — William  R.  Shirley,  for  Lapidus  Realty 
Corp.,  owner  (Wentworth  Morris,  lessee). 
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SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 2075  8th  avenue,  west  side,  50 
ft.  7  in.  north  of  West  112th  street  (Block  1847, 
Lot  21),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  William  R.  Shirley  and  Wentworth 
Morris. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (642-46-BZ) 

Whereas,  William  R.  Shirley  for  Lapidus  Realty  Cor- 

Pporation,  owner,  Wentworth  Morris,  lessee,  filed  September 
10,  1946,  an  application  under  sections  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  a  wet  wash 
laundry  for  a  term  of  five  (5)  years,  premises  2075  8th 
avenue,  west  side,  50  ft.  7  in.  north  of  West  112th  street 
(Block  1847,  Lot  21),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  8th  avenue  is  in  a  business  use,  B  area 
and  Class  \%  height  district;  West  112th  street  is  in  resi¬ 
dence  and  business  use,  B  area  and  Class  \y2  height  districts  • 

and  ’ 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  5,  1946,  re  Alt.  Applic.  1890-46,  reads : 

“al-  Proposed  occupancy  of  store  for  wet  wash  laun¬ 
dry  use  in  business  district  is  contrary  to  the  zoning 
resolution,  Art.  II,  Sec.  4a,  Subdivision  5L” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  2 in.  frontage  by  100  ft.  in  depth,  on 
which  is  located  a  building  25  ft.  2y  in.  front  by  84  ft.  4  in. 
in  depth,  5  stories,  55  ft.  in  height,  of  Class  3  construction ; 
that,  it  is  proposed  to  install  21  self-service  house  type  auto¬ 
matic  washing  machines  as  approved  under  Cal.  No.  136-46- 
SA ;  and 

Whereas,  the  applicant  contends  that  the  premises  is 
occupied  as  a  store  and  apartment  on  the  1st  floor  and 
apartments  from  the  2nd  to  5th  floors ;  that  it  is  proposed 
to  install  21  Bendix  Washing  machines  in  the  store,  each 
machine  operated  by  a  %  H.P.  motor  and  with  an  individual 
(Opacity  of  10  lbs. -of  dry  clothes;  that  the  laundry  will 
have  only  two  employees  as  it  is  a  self-service  installation; 
that  no  steam  will  be  manufactured  and  no  volatile  fluids 
will  be  used ;  that  ordinary  household  soap  powder  and  nor¬ 
mal  hot  water  will  be  used  and  there  will  not  be  any  noxious 
odors  or  excessive  noise  from  the  proposed  operation ;  that 
there  are  few  and  inadequate  sanitary  facilities  in  the  neigh- 
'  borhood  and  this  installation  will  prove  a  definite  contri¬ 
bution  to  public  health  and  lighten  the  burden  of  the  house¬ 
wife;  that  it  is  therefore  requested  that  a  variance  be  granted 
to  permit  the  lessee  to  operate  the  establishment  for  a  period 
of  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  not  more  than  twenty-one 
(21)  washing  machines  shall  be  installed  as  proposed  and  as 


approved  by  the  Board  under  Cal.  136-46-SA;  that  during 
the  term  of  this  variance  the  premises  shall  be  occupied  for 
no  other  use  and  no  additional  laundry  work  shall  be  done 
on  the  premises  than  in  the  machines  as  proposed;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  require ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


669-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Constantinople 
Palace  Realty  Corp.,  owner  (Rapid  Wash  Inc., 
lessee) . 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 2479  8th  avenue,  west  side,  25 
ft.  south  of  West  133rd  street  (Block  1958,  Lot  32), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
I  HE  VOIE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  q 

THE  RESOLUTION  (669-46-BZ) 

YV  here  as,  Samuel  Rosenblum  for  Constantinople  Palace 
Realty  Corp.,  owner  (Rapid  Wash  Inc.,  lessee)  filed  Sep¬ 
tember  16,  1946,  an  application  under  sections  7e  and  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district  a 
laundry,  for  a  term  of  five  (5)  years,  premises 

/t,  ,,^nVe’  west  Slde>  25  ft-  south  of  West  133rd  street 
(Block  1958,  Lot  32),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  22,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  8th  avenue  is  in  a  business  use,  B  area  and 
class  1^2  height  district;  133rd  street  is  in  a  residence  and 
^UuireSS  use’  k  area  ar,d  class  ly  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  August  20,  1946  on  Alt.  Applic.  988-38  reads: 

Use  of  store  for  wet  wash  laundry  purposes  not  per¬ 
mitted  in  a  Business  District— (Art.  II,  Section  4  of 
Zoning  Resolution).” 

and 

Whereas  the  applicant  states  that  the  premises  consist 
of  a  Plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  frontage  by  76  ft.  in  depth,  5  stories, 
bb  it.  in  height,  of  class  3  construction;  that  it  is  proposed 
to  install  -3  automatic  self-service  Bendix  washing  machines 
as  approved  under  Cal.  No.  136-46-SA;  and 

Whereas,  the  applicant  contends  that  most  of  the  multiple 
dwellings  in  the  neighborhood  are  flats  with  cold  water  facil¬ 
ities  and  no  provision  for  washing  facilities;  that  the  pro¬ 
posed  launderette  will  relieve  most  of  the  householders  of 
a  burdensome  task ;  that  facilities  for  waiting  space  and 
chairs  are  being  arranged  on  the  interior  for  the  comfort  of 
the  customers ;  that  the  type  of  installation  is  in  the  nature 
of  a  retail  store  rather  than  a  wet  wash  laundry ;  that  there 
will  be  no  noise,  odors,  volatile  inflammable  liquids  used 
and  the  premises  could  not  be  distinguished  from  any  other 
retail  merchant  in  the  neighborhood ;  that  in  the  vicinity  are 
numerous  chain  stores  and  other  business  outlets  and  the 
proposed  installation  will  measure  up  to  the  type  now  on  the 
block ;  that  the  entire  operation  is  automatic  and  self-service  • 
and  ’ 
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Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied  as 
proposed,  on  condition  that  not  more  than  twenty-three  (23) 
washing  machines  shall  be  installed  as  proposed  and  as 
approved  by  the  Board  under  Cal.  136-46-SA ;  that  during 
the  term  of  this  variance  the  premises  shall  be  occupied  for 
no  other  use  and  no  additional  laundry  work  shall  be  done 
on  the  premises  than  in  the  machines  as  proposed;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  require ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


677-46-BZ 

APPLICANT — Leonard  Schultze  and  Associates,  for  Sav¬ 
ings  Bank  Trust  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21-C  for  variation  of  the  area 
requirements  of  the  zoning  resolution,  as  to  size  of 
yards  and  lot  coverage ;  premises  in  D,  E  and  F  area 
and  residence  and  business  use  districts. 
PREMISES  AFFECTED— Blocks  bounded  by  Grand  Cen¬ 
tral  Parkway,  Main  street,  Union  turnpike  and 
Parsons  boulevard  (Block  6673,  Lots  3,  50  and  100; 
Block  6674,  Lot  3;  Block  6692,  Lot  3;  Block  6693, 
Lot  3;  Block  6694,  Lot  101;  Block  6819,  Lot  2  and 
Block  6820,  Lot  3),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  E.  J.  McGrew,  Jr.  and  E.  FI.  Nunn- 

sing. 

For  Opposition:  None. 

For  Administration:  Fred.  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  . .  3 

Negative :  .  0 

Not  Voting:  Commissioner  Savage .  1 

THE  RESOLUTION  (677-46-BZ) 


Whereas,  Leonard  Schultze  and  Associates  for  Savings 
Bank  Trust  Company  (agents  for  Parkway  Village,  Inc.), 
owner,  filed  September  17,  1946,  an  application  under  Section 
21-C  of  the  zoning  resolution  as  to  size  of  yards  and  lot 
coverage ;  premises  in  D,  E  and  F  area,  and  residence  and 
business  use  districts  ;  premises — blocks  bounded  by  Grand 
Central  parkway,  Main  street,  Union  turnpike  and  Parsons 
boulevard  (Block  6673,  Lots  3,  50,  100;  Block  6674,  Lot  3, 
Block  6692,  Lot  3,  Block  6819,  Lot  2,  Block  6820,  Lot  3, 
Block  6693,  Lot  3,  and  Block  6694,  Lot  101),  Flushing, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  1,  1946,  after  due  notice  by  publication  in  the 
bulletin ;  hearing  closed  and  laid  over  to  October  8,  1946 
for  decision  by  the  Board;  laid  over  to  October  15,  1946  and 
then  to  October  22,  1946,  pending  action  by  the  City  Plan¬ 
ning  Commission;  and 

Whereas,  an  agreement  between  the  City  of  New  York 
and  Parkway  Village,  Inc.,  approved  by  the  Board  of  Esti¬ 
mate  June  13,  1946,  provided  that  the  plans  should  be  sub¬ 
mitted  to  the  Planning  Commission  for  general  approval  as 
complying  with  the  terms  of  the  contract ;  and 

Whereas,  under  date  of  September  11,  1946,  the  City 
Planning  Commission  approved  the  “site,  layout  and  apart¬ 
ment  plans  as  submitted  under  date  of  August  7,  1946,”  and 
Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 


lution  show  that  Parsons  boulevard  is  in  residence  and  busi¬ 
ness  use,  D  area  and  Class  1  and  height  districts ;  Union 
turnpike,  is  in  residence  and  business  use,  D  area  and  Class  1 
height  districts ;  Grand  Central  parkway  is  in  a  residence  use, 
F  area  and  Class  height  Class  and  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  11,  1946,  re  N.  B.  Applications  8568  to 
8577,  inch  reads : 

“1.  More  than  one  building  on  a  lot  is  contrary  to 
Art.  1,  Sect.  1,  Subd.  V  of  zoning  resolution. 

2.  Private  dwellings  in  E  district  not  provided  with 
required  sideyard  as  per  Sect.  15  of  zoning  resolution. 

3.  Private  dwellings  in  F  district  not  provided  on 
both  sides  of  each  building  with  required  sideyard  as  per 
Section  16  of  zoning  res. 

4.  Buildings  No.  97  and  100  as  shown  on  site  plan 
not  set  back  30  ft.  as  required  by  Sec.  16  zoning 
resolution. 

5.  Building  No.  64  as  shown  on  site  plan  not  set  back 
15  ft.  as  per  requirements  of  Sec.  16  of  zoning  resolution 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  comprising  more  than  75,000  sq.  ft.,  presently  vacant ; 
that  it  is  proposed  to  develop  the  property  with  Garden  Type 
apartments  with  one  and  two  family  units  and  some  multiple 
dwelling  units,  of  fireproof  construction,  except  roof  rafters; 
that  the  multiple  dwelling  units  are  entirely  fireproof  and  all 
buildings  will  be  20  ft.  apart ;  that  included  will  be  a  shopping 
center,  providing  store  and  office  area,  and  two  accessory 
garages  for  130  cars ;  and 

Whereas,  the  applicant  contends  that  the  property  as  de¬ 
scribed  above  comprises  more  than  75,000  sq.  ft. ;  that  on 
June  13th  the  Board  of  Estimate  approved  a  new  map 
eliminating  all  streets  within  the  plot  and  showing  new 
streets,  viz. ;  150th  street  and  Goethals  avenue,  this  making 
one  lot  of  over  a  million  square  feet. ;  that  it  is  proposed  to 
develop  this  property  with  garden  type  apartments  with  one 
and  two  family  units  and  some  multiple  dwelling  units ;  that 
if  this  were  done  by  1  building  as  called  for  in  Art.  1,  Sec¬ 
tion  1,  Subdivision  V,  of  the  zoning  resolution,  it  would  be 
impractical  uninteresting  and  would  not  afford  the  small  per¬ 
centage  of  coverage  and  large  percentage  of  free  open  area; 
that  as  this  is  all  one  development,  one  ownership,  the  one 
and  two  family  units  are  of  fireproof  construction  except  the 
roof  rafters;  that  multiple  dwelling  units  are  entirely  fire¬ 
proof,  and  all  buildings  will  be  20  ft.  apart  as  called  for 
under  21c;  that  it  is,  therefore,  requested  that  a  variance  of 
Sections  15  and  16  of  the  zoning  resolution,  which  calls  for 
side  yards  in  private  dwellings  in  E  and  F  districts,  be 
granted  (Obj.  2  and  3)  ;  that  the  percentage  of  open  spaces 
provides  ample  light  and  air;  that  buildings  Nos.  97  and  100 
do  not  set  back  30  ft.  as  required  by  Section  16  of  zoning 
resolution,  in  that  the  non-multiple  dwelling  type  buildings 
along  Grand  Central  parkway  set  back  more  than  the  re¬ 
quired  distance  of  15  ft.  and  buildings  Nos.  97  and  100  are  so 
plotted  as  to  form  a  large  open  court  of  115  ft.  by  120  ft.  and 
as  only  the  ends  of  the  building  project  beyond  the  limit,  it  is 
asked  that  this  variance  be  granted  (Objection  No.  4)  ;  that 
building  No.  64  will  be  set  back  15  ft.  as  called  for  by  Sec¬ 
tion  16  of  the  zoning  resolution  (Obj.  5)  ;  that  in  order 
to  maintain  30  ft.  distance  from  Grand  Central  parkway 
for  Buildings  Nos.  67,  72,  82,  87,  92,  97  and  100,  it  was 
necessary  to  remove  porches  and  other  architectural  treat¬ 
ments  ;  that  it  is  respectfully  asked  that  a  variance  be  granted 
permitting  projecting  balconies  at  second  floor  apartments, 
these  to  project  3  ft.;  that  this  would  allow  for  some  archi¬ 
tectural  treatment  and  as  these  buildings  face  the  parkway 
it  is  felt  that  should  not  look  like  barracks;  that  the  total 
property  acquired  in  area  is  approximately  1,748.063  sq.  ft. 
or  40.13  acres;  that  111,554  sq.  ft.  or  2.55  acres  js  to  be 
transferred  to  the  city  for  streets;  that  the  net  project  area 
is  approximately  1,636,509  sq.  ft.  or  37.58  gross  area  to  center 
line  of  bordering  streets,  approximately  2,016,563  sq.  ft.  or 
46.3  acres ;  that  the  buildings  will  be  two  stories  high ;  that 
the  aggregate  cubage  of  all  buildings  will  be  approximately 
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10,000,000  cu.  ft. ;  that  there  will  be  687  apartments  (2920 
rooms)  ;  that  the  total  residential  floor  area  will  be 
approximately  790,000  sq.  ft.  less  than  area  of  lot ;  that  on 
the  basis  of  the  net  area  the  coverage  would  be  21.7%  and 
on  the  basis  of  the  gross  area,  the  coverage  would  be  18%  ; 
that  provision  will  be  made  for  appurtenant  business  or  com¬ 
mercial  facilities  to  be  included  in  this  development — a  shop¬ 
ping  center  providing  21,200  sq.  ft.  of  store  area  and  3,400 
sq.  ft.  of  office  area,  two  garages  for  130  cars;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  this  Board  has  received  from  the  City  Planning 
Commission  a  favorable  report  on  this  proposal  as  required 
under  Section  21  C;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  21-C  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  under  section  21-C 
thereof,  on  condition  that  the  buildings  and  arrangement 
shall  be  in  accordance  with  revised  plans  marked  “Received 
September  17,  1946”,  three  sheets,  and  four  photographs 
showing  perspective  elevations  marked  “Received  September 
17,  1946”;  that  no  building  shall  be  nearer  than  20  ft.  to 
any  other  building;  that  in  all  other  respects  the  buildings 
and  occupancies  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


683-46-BZ 

APPLICANT — Samuel  Rosenblum  for  Vincent  Terranova, 
owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  years. 
PREMISES  AFFECTED — 155  Chrystie  street,  west  side, 
50  ft.  6  in.  north  of  Delancey  street  (Block  425,  Lot 
37),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Vincent 
Terranova. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

1  rlL  VO  1  E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:' .  q 

THE  RESOLUTION  (683-46-BZ) 

WMereas,  Samuel  Rosenblum  for  V  incent  Terranova 
owner  filed  September  18,  1946,  an  application  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district  a  wet  wash  laundry  for  a  term  of  five 
00  years,  affecting  premises  155  Chrystie  street,  west  side 
50  ft.  6  in  north  of  Delancey  street  (Block  425,  Lot  37)! 
Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
uig,  October  22,  1946,  after  due  notice  by  publication  in  the 

Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Chrystie  street  is  in  residence  and  busi¬ 
ness  use  B  area  and  class  1 54  height  districts;  Delancey 
street  is  in  business  and  unrestricted  use  B  area  and  class 
il/2  height  districts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  13,  1946  on  Alt.  Applic.  1903-46  reads : 

A-l.  Proposed  occupancy  of  the  basement  store  as 


and 


a  wet  wash  laundry  is  contrary  to  Art.  II,  Sec.  4(a)  of 
the  Zoning  Resolution. 

Note :  Building  located  in  a  business  district.” 


Whereas,^  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  5  in.  frontage  by  69  ft.  9  in.  in  depth,  on 
which  is  located  a  building  25  ft.  5  in.  front  by  50  ft.  in 
depth,  basement  and  5  stories,  59  ft.  in  height,  of  class  3 
construction;  that  it  is  proposed  to  install  20  self-service 
home  type  washing  machines  as  approved  under  Cal  136- 
46-SA ;  and 

Whereas,  the  applicant  contends  that  this  is  an  application 
ior  a  launderette  similar  to  others  throughout  the  city;  that 
the  customers  bring  in  their  own  clothes  and  place  them  in 
the  automatic  Bendix  washing  machine,  capacity  not  exceed- 
mg  10  lbs.  ,  that  there  are  no  odors,  smoke,  noise  or  inflam¬ 
mable  liquids  used  and  the  entire  store  is  merely  a  retail 
store  similar  to  any  other  grocery  or  market  in  the  neighbor¬ 
hood;  that  these  premises  are  located  in  a  section  of  the  city 
where  there  are  no  modern  facilities  for  the  home  and  it  will 
be  of  immeasurable  benefit  to  the  householders  in  the  neigh- 
borhood ;  that  in  the  present  block  there  are  factories,  mer- 
cantile  stores  and  other  general  business  structures;  and 

W  hereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  not  more  than  twenty  (20) 
washing  machines  shall  be  installed  as  proposed  and  as  ap¬ 
proved  by  the  Board  under  Cal,136-46-SA ;  that  during  the 
term  of  this  variance  this  portion  of  the  premises  shall  be 
occupied  for  no  other  use  and  no  laundry  work  shall  be  done 
other  than  in  the  machines  themselves';  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire  com- 
missionei  shall  direct;  that  the  soffit  of  the  stair  leading  to 
the  upper  portion  of  the  building  shall  be  fire  retarded ;  that 
in  t  i  r  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 
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684-46-BZ 

APPLICAN  f — Charles  M.  Spindler,  for  Anthony  De- 
Angelo,  owner  (William  B.  Kerzner  and  Martin  L 
Wisoff,  lessees). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  vears 
1  REMISES  AFFECTED — 227  5th  avenue,  east  side,  20  ft 
south  of  President  street  (Block  959,  Lot  10),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THF/vOrJH^BOARD~ApPliCati°n  granted  on  condition. 

Affii  mative  .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  *  . . . . .  q 

THE  RESOLUTION  (684-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Anthony  DeAngelo 
owner  (Wtm  B.  Kerzner  and  Martin  L.  Wisoff,  lessees) 
filed  September  18,  1946  an  application  under  section  7e  of 
the  zonmg  resolution,  to  permit  in  a  business  use  district  a 
wet  wash  laundry  for^a  term  of  five  (5)  years;  affecting 
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premises  22 7  5th  avenue,  east  side,  20  ft.  south  of  President 
street  (Block  959,  lot  10),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  5th  avenue  is  in  a  business  use  B  area 
and  class  1)4  height  district ;  President  street  is  in  residence 
and  business  use,  B  area  and  class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
September  12,  1946  on  Alt.  Applic.  3706-46  reads: 

“Proposed  alteration  to  install  a  laundry  in  Business 
District  is  contrary  to  Article  II,  Section  4  (51)  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  20  ft.  frontage  by  82  ft.  in  depth,  on  which  is  located 
a  building  20  ft.  frontage  by  62  ft.  in  depth,  two  stories, 
25  ft.  in  height,  of  class  3  construction;  that  it  is  proposed 
to  install  40  standard  household  washing  machines  in  a 
building  being  altered  from  four  stories  to  two  stories ; 
washing  machines  approved  by  the  Board  will  be  used ;  and 
Whereas,  the  applicant  contends  that  the  neighborhood 
containing  few  and  inadequate  sanitary  facilities,  consists  of 
predominately  unheated  old  law  tenements  occupied  by  people 
with  very  limited  incomes ;  that  this  service  will  be  a  distinct 
contribution  to  the  public  health  and  welfare ;  that  the  pro¬ 
posed  installation  is  similar  to  a  number  of  others  recently 
granted  by  the  Board  and  will  consist  of  40  approved  electric 
washing  machines,  having  a  capacity  of  10  lbs.  and  operated 
by  a  fractional  horsepower  motor ;  that  only  two  persons 
will  be  employed  since  the  operation  is  self-service;  that 
there  w;ll  be  no  steam  used  in  the  operation  and  no  noxious 
odors  or  excessive  noise  connected  with  it ;  that  no  structural 
alterations  are  involved  and  the  use  can  in  no  way  affect 
the  character  of  the  neighborhood  nor  property  values  but 
will  benefit  the  occupants  of  the  surrounding  buildings ;  and 
WheEeas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discret'on  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zornng  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied  as 
proposed,  on  condition  that  not  more  than  forty  (40)  ap¬ 
proved  washing  machines  shall  be  installed  as  proposed  and 
as  indicated  on  plans  filed  with  this  applicat’on  marked 
“Received  September  18,  1946”,  two  sheets ;  that  at  least 
twenty  (20)  seating  spaces  shall  be  maintained  and  adequate 
aisles  as  proposed ;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use  and  no  addi¬ 
tional  laundry  work  shall  be  done  except  in  the  approved 
machines  as  proposed ;  that  the  extractors  shown  on  the  plan 
shall  be  omitted ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  require ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to ;  that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

502-46-A 

APPLICANT — Procter  and  Harding,  for  Midtown  Hos¬ 
pital,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 309  East  49th  street,  north  side, 
125  ft.  east  of  2nd  avenue  (7th  floor)  ;  (Block 
1342,  Lot  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Arthur  W.  Procter,  H.  F.  Seitz, 
Mary  Beeny  and  Josephine  Pratt. 


For  Opposition:  Lillian  Sugarman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1946  at 
10  A.  M.  in  connection  with  Cal.  501-46-BZ. 


514-46-A 

APPLICANT — J.  G.  L.  Molloy,  for  Jack  Seidler,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 166  Clymer  street,  south  side, 
200  ft.  east  of  Bedford  avenue  (Block  2173,  Lot 
17),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy,  Jack  Seidler  and 
Henry  Entlich. 

For  Opposition :  Samuel  Bernstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  . 0 

THE  RESOLUTION  (514-46-A) 

Whereas,  J.  G.  L.  Molloy,  for  Jack  Seidler,  owner,  filed 
July  2,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  166  Clymer  street,  south  side,  200 
ft.  east  of  Bedford  avenue  (Block  2173,  Lot  17),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  4,  1946,  on  Alt.  Applic.  1205-46,  reads: 

“2.  The  exit  stairs  should  lead  directly  to  street. 

3.  The  floor  construction  should  be  of  sufficient 
strength  to  sustain  safely  a  live  load  of  120  lbs.  per 
.  sq.  ft.” 
and 

Whereas,  the  applicant  states  that  the  building  is  3  stories, 
43  ft.  in  height ;  25  ft.  by  82  ft.  in  area,  of  Class  1  construc¬ 
tion;  erected  about  1890;  located  on  a  plot  25  ft.  by  100  ft. 
in  area  in  a  residence  use  B  area,  Class  1)4  height  district 
and  used  and  occupied:  1st  floor,  repairing  of  vending  ma¬ 
chines,  6  persons ;  2nd  floor,  repairing  vending  machines,  4 
persons ;  3rd  floor,  storage  of  vending  machines,  2  persons ; 
that  no  change  in  use  or  occupancy  is  proposed ;  that  the 
building  is  equipped  with  one  3)4  ft.  wide  stair  of  iron  with 
slate  treads  from  1st  to  2nd  floor  of  wood  construction  from 
2nd  to  3rd  floor,  enclosed  in  fire  retarded  partitions  without 
doors ;  and 

Whereas,  the  applicant  contends  as  to  Objection  2,  that 
it  is  proposed  to  install  a  labor  law  fire  escape  on  the  front 
of  the  building  and  a  new  electric  elevator  in  the  present 
shaft,  the  elevator  to  be  provided  with  fireproof  doors  on 
each  floor,  and  contends  as  to  Objection  3,  that  the  1st  floor 
is  designed  to  sustain  a  live  load  of  120*  lbs.,  the  2nd  floor 
and  3rd  floors  75  lbs.  per  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1205-46,  and  that  the  application  be  and  it  hereby 
is  granted  as  to  objection  3,  on  condition  that  the  floor 
capacity  of  the  first  floor  shall  be  not  less  than  120  lbs.  per 
sq.  ft. ;  that  the  floor  capacity  of  the  2nd  and  3rd  floors  shall 
each  be  not  less  than  75  lbs.  per  sq.  ft.  and  that  all  floor  loads 
shall  be  so  posted;  that  the  2nd  and  3rd  floors  shall  not  be 
overloaded  at  any  time  beyond  such  capacity;  that  the  cellar 
shall  not  be  occupied  except  for  heating  system ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  513-46-BZ;  and  denied 
as  to  objection  2. 

573-46-A 

APPLICANT — Lama  and  Proskauer,  for  Paramount 
Macaroni  Co.,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  Ah  FECI  ED — 349-355  Suydam  street,  north 
side,  225  ft.  east  of  Irving  avenue  (4th  floor)  ; 
(Block  3210,  Lot  51),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant :  Alfred  A.  Lama  and  R.  Conylio. 
For  Opposition:  G.  Romei,  B.  Ehalt  and  A."Briest. 
For  Administration :  Fred  Dahlem  and  John  Saun¬ 
ders,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (573-46-A) 

Whereas,  Lama  and  Proskauer,  for  Paramount  Macaroni 
Co.,  owner,  filed  July  16,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  349-355  Suy¬ 
dam  street,  north  side,  225  ft.  east  of  Irving  avenue  (4th 
floor)  ;  (Block  3210,  Lot  51),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  17,  1946,  re  Alt.  Applic.  1575-46,  reads: 

“11.  Proposed  increase  of  the  bulk  of  the  structure 
located  within  an  unrestricted,  C,  1  district  violates  the 
following  legal  sections. 

a.  Sec.  4.2.1.  Building  Code — Class  3  structure  used 
in  part  as  a  garage  exceeding  50  ft.  in  height.” 

and 

Whereas,  the  applicant  states  that  the  building  as  altered 
will  be  4  stories,  52  ft,  in  height,  90  ft.  by  90  ft.  and  100  ft. 
in  area,  of  Class  3  construction,  on  a  lot  100  by  100  feet  in 
area;  that  the  building  was  erected  in  1929  and  is  located  in 
an  unrestricted,  C.  area,  Class  1  height  district;  used  and 
occupied  since  1929  as  a  macaroni  factory  with  40  persons 
on  the  1st  floor,  30  on  the  2nd  floor,  25  on  the  3rd  floor  and 
30  on  the  4th  floor ;  that  no  change  in  use  or  occupancy  is 
proposed ;  that  the  building  is  equipped  with  an  interior  fire 
alarm  system  and  monthly  fire  drills  are  maintained;  that 
there  are  two  3  ft.  8  in.  iron  stairs,  brick  enclosed,  equipped 
with  fireproof,  self-closing  doors  and  leading  from  roof 
bulkhead  direct  to  street ;  that  the  building  to  the  east  is  two 
stories  in  height;  and 

Whereas,  the  applicant  .states  that  the  premises  has  a 
frontage  of  100  ft.  on  Suydam  street  by  100  ft.  in  depth  and 
are  presently  improved  with  a  4-story  and  private  garage 
Macaroni  Manufacturing  Company,  erected  in  1929  under 
N.B.  Applic.  9157-29;  that  the  first  floor  measures  90  ft. 
front  by  90  ft.  in  depth  with  a  10  ft.  court  to  the  west  and 
a  10  ft.  yard  to  the  north ;  that  the  easterly  portion  measures 
100  ft.  in  depth  for  a  portion  of  31  ft.  in  width;  that  at  the 
2nd  floor  it  is  60  ft.  front,  100  ft.  across  the  rear  and  a 
10  ft.  rear  yard,  55  ft.  on  the  easterly  lot  line;  that  the 
3rd  and  4th  floors  measure  60  ft.  front,  90  ft.  in  depth ; 
that  it  is  proposed  to  erect  a  new  2nd  story  at  the  front  30 
by  35  ft.  in  depth  and  a  new  3rd  and  4th  story  30  ft.  by  90 
ft.  in  depth ;  that  the  present  building  measures  52  ft.  in 
height  and  a  small  portion  at  the  rear  measures  57  ft.  high ; 
that  the  garage  is  small  and  used  as  a  loading  platform  in 
conjunction  with  the  storage  of  2  cars,  owned  and  operated 
by  the  owners ;  and 

Whereas,  the  applicant  contends  that  in  view  of  the  fact 
the  building  is  52  ft.  in  height  and  a  small  portion  is  57  ft. 
in  height,  it  is  requested  that  this  application  be  granted. 

Rcsohed,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1575-46,  Objection  11,  par.  a,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  garage  portion  on  the  first  floor  facing 
Suydam  street  with  a  depth  not  exceeding  40  ft.  shall  be  of 
fireproof  construction ;  that  all  openings  from  the  garage 
to  the  balance  of  the  building  shall  have  approved  fireproof 
self-closing  doors ;  that  all  existing  exhaust  fans  at  the  rear 
of  the  building  shall  be  removed  and  exhaust  shall  be  car¬ 
ried  by  means  of  ducts  to  the  roof  and  shall  exhaust  into 
a  compartment  on  the  roof  for  collecting  such  precipitated 
material  so  as  to  prevent  the  spread  of  such  material  through 


the  neighborhood ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  572-46-BZ. 


718-46-A 

APPLICANT— Melburt  Products,  Inc.,  lessee,  for  Melburt 
Realty  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AfTECTED — 4581-4583  Park  avenue,  west 
side,  1618  ft.  north  of  East  184th  street  (Block  3031, 
Lot  66),  Borough  of  The  Bronx. 
APPEARANCES—. 

For  Applicant:  Harry  Mollad  and  Benjamin  Hirsch. 
For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  o 

THE  RESOLUTION  (718-46-A) 

Whereas,  Melburt  Products,  Incorporated,  lessee,  for 
Millburg  Realty  Corporation,  owner,  filed  October  1,  1946, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
4581-4583  Park  avenue,  west  side,  1618  ft.  north  of  East 
184th  street  (Block  3031,  Lot  66),  Borough  of  The  Bronx; 
and 

.  Whereas,  Order  47288-LC,  issued  by  the  fire  commis¬ 
sioner  dated  September  3,  1946,  reads : 

“Before  a  permit  may  be  issued  to  you  for  the  storage 
and  use  of  volatile  inflammable  liquids,  the  following 
must  be  done : 

2.  Provide  approved  fire  extinguishing  system,  as  per 
Section  C19-136,  Sub.  4.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  12  ft.  in  height;  56  ft.  by  90  ft.  in  area,  of  Class  3 
construction;  erected  1915;  located  in  a  business  use  B  area, 

C  lass  1  /4  height  district  and  used  and  occupied  since  Feb- 
ruary,  1946;  Cellar,  drug  warehouse,  6  persons;  1st  floor, 
packaging,  receiving  and  storage  of  drugs,  6  persons ;  and 
Whereas,  the  applicant  contends  that  the  building  is  occu¬ 
pied  by  an  organization  consisting  of  a  group  of  retail 
pharmacists  buying  cooperatively ;  that  the  volume  of  merch¬ 
andise  stocked  at  one  time  closely  approximates  the  amounts 
allowable  in  retail  drug  stores ;  that  no  item  of  any  kind  is 
purchased  in  drum  or  barrel  lots;  that  combustible  items  are 
stored  in  a  fire  resistant  room  equipped  with  a  self-closing 
door,  located  in  the  cellar ;  that  the  organization  is  a  coop¬ 
erative  one  and  is  not  conducted  for  profit ;  that  the  installa¬ 
tion  of  the  required  sprinkler  system  would  be  a  severe 
hardship  on  each  individual  member  concerned ;  that  the 
applicant  is  prepared  to  dispense  with  the  handling  of  any 
combustible  items  in  excess  of  the  amounts  that  the  Board 
feels  necessary  so  that  the  applicant  may  be  permitted  to 
install  a  system  less  extensive  than  that  proposed  by  the  fire 
commissioner  and  yet  be  well  within  the  limits  of  safety;  and 
Whereas,  the  application  filed  with  the  fire  commissioner 
Alay  20,  1946,  for  permit  for  wholesale  drug  store  indicates 
that  it  is  proposed  to  store  the  following:  5  lbs.  coal  tar, 
20  x  4  oz.  wood  creosote,  25  lbs.  ether,  sulphuric,  25  pts. 
ethyl  chloride  and  other  ethers,  50  lbs.  acetone,  5  pts.  xylol, 

5  pts.  essential  oils,  50  lbs.  glycerine,  50  lbs.  sulphur,  200  lbs. 
camphor,  10  lbs.  pulverized  charcoal,  25  lbs.  glaciac  acetic 
acid,  25  lbs.  hydrochloric  acid,  25  lbs.  sulphuric  acid,  100  lbs. 
carbolic  acid,  25  lbs.  nitric  acid,  2000  lbs.  hydrogen  peroxide, 
U.S.P.,  100  lbs.  other  hydrogen  peroxides  over  3%,  not  to 
exceed  15%,  25  lbs.  potassium  permanganates,  50  lbs,  bismuth 
subnitrate,  50  lbs.  potassium  nitrate,  2  lbs.  silver  nitrate,  10 
lbs.  lead  oxide  (litharge)  1  lb.  oxide  of  mercury,  red  pre¬ 
cipitate  (mercuric),  1  lb.  oxide  of  mercury,  yellow  precipi¬ 
tate  (mercurous). 

Resolved,  that  the  decision  of  the  fire  commissioner,  as  to 
Order  47288-LC,  Item  2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
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no  manufacturing  shall  be  done  in  the  building;  that  there 
shall  be  no  open  flame ;  that  any  volatile  inflammable  liquids 
or  other  materials  deemed  hazardous  by  the  fire  commis¬ 
sioner  shall  be  stored  as  proposed  in  the  room  in  the  base¬ 
ment  toward  the  front  as  shown  on  plans  filed  with  this 
appeal  marked  “Received  October  1,  1946”  constructed  of 
masonry  with  fireproof  self-closing  door;  that  a  sill  not  less 
than  6"  in  height  shall  be  constructed  at  such  door  and  two 
sprinkler  heads  shall  be  installed  which  may  be  fed  from  the 
domestic  water  supply  line  of  the  building ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  throughout  the 
premises  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


Adjourned:  12:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  22,  1946 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

675-45- A 

APPLICANT — Isidore  Klein,  for  Charles  Polivy,  owner. 
SUBJECT- — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  decision  of  the  fire  commissioner  (previously 
granted  on  condition) . 

PREMISES  AFFECTED — 922  East  169th  street,  south 
side,  63.47  ft.  west  of  Fox  street  (Block  2718,  Lot 
43),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Isidore  Klein. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (675-45-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner  affecting  premises  922  East  169th  street, 
south  side,  63.47  ft.  west  of  Fox  street  (Block  2718,  Lot  43), 
Borough  of  The  Bronx,  was  granted  y  the  Board  on  January 
3,  1946,  on  certain  conditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  3,  1946  by  adding 
thereto : 

“Resolved  further,  that  in  the  event  a  sprinkler  system 
complying  with  the  requirements  therefor  is  installed 
throughout  the  building,  the  amount  of  material  to  be 
stored  as  proposed  shall  not  exceed  ten  (10)  tons  with 
not  more  than  one  (1)  ton  of  loose  materials.” 


636-46-A 

APPLICANT — Albert  Parnell,  for  Cellucraft  Manufactur¬ 
ing  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 254  Navy  street,  west  side,  175 
ft.  south  of  Lafayette  avenue  (2nd  floor)  ;  (Block 
2086,  Lots  31  and  32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Albert  Parnell  and  M.  Lefkowitz. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION 'OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT—  { 

Affirmative :  Chairman  Murdock  .  1 

Negative:  Commissioners  Savage  and  Blum  and 
Deputy  Chief  Guinee  .  3 

THE  RESOLUTION  (636-46-A) 

Whereas,  Albert  Parnell  for  Cellucraft  Manufacturing 
Company,  owner,  filed  September  6,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  254  Navy 
street,  west  side,  175  ft.  south  of  Lafayette  avenue  (Block 
2086,  Lots  31  and  32)  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  Sprinkler  Applic.  6656-46,  dated  September  4,  1946, 
reads : 

“2.  Source  of  water  supply  for  a  sprinkler  system  in  a 
structure  in  which  nitro-cellulose  products  are  stored, 
manufactured  or  kept  shall  meet  the  requirements  of 
Sec.  15.41  (c26-1375.0)  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
33  ft.  in  height,  50  ft.  by  100  ft.  in  area  at  1st  floor,  50  ft. 
by  90  ft.  in  area  at  typical  floor,  of  class  3  construction, 
erected  in  1875,  located  in  an  unrestricted  use  B  area  class  2 
height  district  and  used  and  occupied  since  April,  1946: 
cellar — storage  and  boiler  room — no  persons ;  1st  floor — fac¬ 
tory  (metal  stamping) — 10  persons;  2nd  floor — factory — 
vacant;  proposed  to  be  used  and  occupied:  cellar— same;  1st 
floor — metal  stamping— 50  persons;  2nd  floor — manufactur¬ 
ing  of  celluloid  buttons — 50  persons;  that  the  building  is 
equipped  with  two  8  ft.  wide  steel  stairs  enclosed  in  8"  brick, 
equipped  with  fireproof  self-closing  doors  and  leading  from 
roof  bulkhead  direct  to  street ;  and 

Whereas,  the  applicant  contends  that  the  building  is  only 
2  stories  and  part  basement  to  be  used  on  the  2nd  floor,  25% 
for  office  space  and  75%  for  manufacturing  of  celluloid 
buttons;  that  the  2nd  floor  ceiling  has  been  protected  with 
V\"  gypsum  plaster  on  metal  lath  and  the  floor  will  be  2^4" 
concrete ;  that  a  standard  celluloid  vault  will  be  constructed 
on  the  2nd  floor  in  which  to  store  5,000  lbs.  of  celluloid ;  that 
since  the  building  is  only  2  stories  and  part  basement  and 
only  partially  occupied  on  the  2nd  floor  by  celluloid  manu¬ 
facturing,  it  is  requested  that  the  Board  allow  the  installation 
of  a  one  source  automatic  sprinkler  system,  the  source  of 
supply  consisting  of  one  6"  connection  to  existing  8"  city 
main  with  a  capacity  of  500  gallons  per  minute  or  better,  the 
pressure  on  the  top  line  between  25  and  30  lbs. ;  that  the 
sprinkler  system  will  be  equipped  with  a  central  station 
supervisory  valve  alarm ;  that  in  view  of  these  conditions  and 
to  avoid  working  a  hardship  on  the  owner  due  to  present  day 
conditions,  it  is  requested  that  the  Board  modify  the  decision 
of  the  borough  superintendent ;  and 

Whereas,  the  motion  offered  for  consideration  was  as 
follows : 

“The  motion  is  to  modify  the  decision  of  the  borough 
superintendent,  acting  on  Sprinkler  Application  6656-46, 
objection  2,  on  condition  that  the  storage  of  celluloid  on 
the  premises  shall  not  exceed  5,000  lbs.  and  shall  be  with¬ 
in  an  approved  vault  erected  on  the  2nd  floor,  as  in¬ 
dicated  on  plans  filed  with  this  appeal,  marked  ‘Received 
September  6,  1946’ ;  that  not  over  500  lbs.  of  celluloid 
shall  at  any  time  be  in  process  within  the  building;  that 
in  all  other  respects  the  building  and  occupancy  shall 
comply  with  the  requirements  therefor ;  that  the  sprin¬ 
kler  system  shall  be  maintained  complying  with  the  re¬ 
quirements  for  a  one  source  system  as  proposed  with 
central  district  connection ;  that  hinged  cans  holding 
water  shall  be  spaced  as  may  be  determined  by  the  fire 
commissioner  throughout  the  building  for  receiving  cel¬ 
luloid  waste ;  that  such  waste  shall  be  entirely  removed 
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from  the  building  each  day;  that  such  additional  fire¬ 
fighting  appliances  shall  be  maintained  throughout  the 
premises  as  the  fire  commissioner  shall  direct ;  and  that 
in  all  other  respects  the  building  and  occuptfticy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto.” 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Sprinkler  Applic.  6656-46,  objection  2,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 

denied. 


661-46-A 

APPLICANT — Robert  Dreyfuss,  for  W.  A.  and  W.  O. 

Kaiser,  Inc.,  owner  (414-6th  Avenue  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 414  Avenue  of  The  Americas 
(6th  avenue),  east  side,  43  ft.  6  in.  south  of  West 
9th  street  (2nd  floor)  ;  (Block  572,  Lot  6),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Dreyfuss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (661-46-A) 

Whereas,  Robert  Dreyfuss,  for  W.  A.  and  W.  O.  Kaiser, 
Inc.,  owner,  414  6th  Avenue  Corporation,  lessee,  filed  Sep¬ 
tember  11,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  414  Avenue  of  The  Americas  (6th 
avenue)  east  side,  43  ft.  6  in.  south  of  West  9th  street  (2nd 
floor)  (Block  572,  Lot  6),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent,  on 
amendment  to  B.N.  Applic.  1252-46,  dated  August  19,  1946, 
reads : 

“Obj.  2.  Repeat.  Require  all  tenants  to  have  ac¬ 
cess  to  two  legal  means  of  egress. 

Date  building  used  for  manufacturing.  Reconsider¬ 
ation  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  8 
stories,  83  ft.  in  height,  39  ft.  11  in.  by  77  ft.  6  in.  in  area, 
fireproof  construction ;  located  in  a  business  use,  B  area, 
lp2  times  height  district,  erected  in  1902,  and  used  and 
occupied  as  follows :  cellar,  storage  and  boiler  room,  1  per¬ 
son;  1st  floor,  drug  store;  2nd  floor,  office  and  manufac¬ 
turing  of  lamp  shades,  5  persons ;  3rd  floor,  manufacturing 
mechanical  appliances,  6  persons ;  4th  floor,  manufacturing 
lamp  shades,  8  persons ;  5th  floor,  manufacturing  albums, 
7  persons;  6th  floor,  manufacturing  blouses,  7  persons;  7th 
floor,  manufacturing  blouses,  15  persons ;  8th  'floor,  manu¬ 
facturing  blouses;  proposed  to  be  used  and  occupied — cellar, 
storage  and  boiler  room,  1  person;  1st  floor,  drug  store; 
2nd  floor,  dental  office  and  manufacturing  lamp  shades,  2 
persons  in  office  and  2  in  factory;  3rd  floor,  manufacturing 
mechanical  appliances,  6  persons ;  4th  floor,  manufacturing 
lamp  shades,  8  persons ;  5th  floor,  manufacturing  albums, 

7  persons ;  6th  floor,  manufacturing  sport  blouses,  7  per¬ 
sons;  7th  floor,  manufacturing  sport  blouses,  10  persons; 
8th  floor,  manufacturing  blouses ;  that  the  building  is 
equipped  with  a  dry  sprinkler  system,  a  standpipe  system, 
an  interior  fire  alarm  system  and  regular  monthly  fire 
drills  are  maintained ;  that  there  is  one  3  ft.  wide  iron 
stairs  with  cement  treads,  fireproof  enclosed,  equipped  with 
fireproof  self-closing  doors  and  leading  from  roof  bulk¬ 
head  direct  to  street  and  one  fire  escape  at  rear  leading 
to  roof  by  ladder,  to  yard  by  stair,  with  egress  from  its 
termination  by  stair  to  adjoining  yard;  that  windows  and 
doors  on  the  course  of  the  fire  escape  are  fireproof  self¬ 
closing;  and 

Whereas,  the  applicant  contends  that  the  building  has 


been  occupied  as  a  factory  having  a  store  on  the  1st  floor, 
office  and  factory  on  the  second  and  vacant  on  all  upper 
floors ;  that  it  is  now  proposed  to  install  a  dentist’s  office 
on  the  2nd  floor  in  a  space  previously  approved  as  office 
space;  that  the  new  occupancy  of  the  2nd  floor  will  actually 
reduce  the  number  of  persons  using  these  premises ;  that 
no  structural  alterations  are  involved;  that  the  proposed 
alterations  will  permit  a  veteran  to  establish  himself  in  the 
dental  profession  and  obtain  quarters  for  the  practice  of  his 
profession;  that  the  present  tenants  of  the  building  are 
provided  with  fire  exits  by  means  of  an  enclosed  fireproof 
stairway  and  approved  fire  escape;  that  the  space  indicated 
as  work  room  on  plans  filed  with  this  appeal  will  be  used 
by  the  dentist  to  work  on  models  for  teeth  and  bridge 
work;  that  it  is  therefore  requested  that  the  Board  grant 
a  modification  and  permit  the  use  of  the  space  involved 
as  proposed  without  the  installation  of  a  labor  law  fire 
escape  on  the  front  of  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
on  amendment  to  B.N.  Applic.  1252-46,  objection  2,  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  primary  means  of  exit  and  the  secondary  means  of  exit 
consisting  of  a  fire  escape  at  the  rear  with  exit  to  West 
9th  street  over  the  one-story  extension  of  the  corner  build¬ 
ing  and  with  a  drop  ladder  to  street  shall  be  maintained, 
as  shown  on  revised  plans  marked  “Received  October  18, 
1946’’  (two  sheets)  ;  and  on  condition  that  the  door  between 
the  premises  to  be  occupied  by  the  dentist  and  balance  of 
the  second  floor  occupied  by  a  factory  shall  be  left 
unlocked  during  working  hours  to  provide  a  means  of  exit 
to  such  fire  escape ;  and  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


682-46-A 

APPLICANT — Jennie  Sharf  and  Mary  Horowitz,  owners. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 128  Beach  66th  street,  west  side, 
575  ft.  south  of  Larkin  avenue  (Block  358,  Lot  13), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Melvin  M.  Klein. 

For  Administration :  Fred  Dahlem  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings  and 
Daniel  S.  Lenihan,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (682-46-A) 

Whereas,  Jennie  Sharf  and  Mary  Horowitz,  owners, 
filed  September  18,  1946,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  premises  128  Beach  66th 
street,  west  side,  575  ft.  south  of  Larkin  avenue  (Block  358, 
Lot  13),  Arverne,  Borough  of  Queens;  and 
Whereas,  Order  17803-F  issued  by  the  fire  commissioner 
July  12,  1946  and  referred  to  in  a  decision  of  the  fire  com¬ 
missioner  dated  August  27,  1946  reads: 

“You  are  hereby  ordered  and  required,  within  30  days 
from  the  date  of  the  service  of  this  order,  to: 

1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals.  Section  487  e-2.0,  cl.  Admin¬ 
istrative  Code.  • 

Note:  Before  work  is  started  it  will  be  necessary 
to  secure  an  approved  layout  at  room  1104,  Municipal 
Building,  Brooklyn,  New  York. 

2.  Comply  with  one  of  the  following  alternatives 
required  by  487  e-2.0,  c2 
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(a)  Provide  a  watchman  who  shall  visit  every 
portion  of  the  premises  and  install  an  improved 
system  of  time  detectors  to  properly  record  the 
movements  of  the  watchman,  or 

(b)  Provide  an  approved  automatic  thermostatic 
fire  alarm  system  to  cover  all  portions  of  the  premi¬ 
ses,  this  equipment  shall  be  local  in  character  and 
shall  be  connected  to  the  interior  fire  alarm  system 
installed  in  the  hotel.  If  the  automatic  thermostatic 
fire  alarm  system  (required  by  the  alternative  B) 
is  installed  all  work  shall  be  done  in  accordance 
with  the  regulations  of  the  Fire  Department  and 
plans  in  duplicate  showing  the  location  and  number 
of  thermostatic  devices  shall  be  filed  with  and  ap¬ 
proved  by  the  Division  of  Fire  Prevention,  Fire 
Department,  before  the  work  of  installation  may 
be  commenced. 

3.  Provide  telegraphic  communication  with  Fire 
Department  Headquarters  as  provided  for  by  the 
Administrative  Code,  or  provide  a  telephone  of  the 
non-coin  type  with  a  card  of  instructions  at  or  near 
same  showing  the  location  of  the  nearest  fire  alarm 
box,  engine  or  truck  company  and  telephone  number 
of  Fire  Department  Headquarters  Section  487-e2.0, 
bl.  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories, 
and  basement,  50  ft.  in  height,  50  ft.  by  85  ft.  in  area, 
located  in  a  residence  use  D  area  class  1  height  district,  on 
a  lot  180  ft.  by  115  ft.  in  area,  erected  prior  to  1912,  and 
used  and  occupied  since  1938:  1st  floor — 8  rooms;  2nd  and 
3rd  floors — each  14  rooms ;  4th  floor — 12  rooms ;  that  no 
change  in  use  or  occupancy  is  proposed;  that  the  building 
is  equipped  with  one  source  sprinkler  system  in  the  stair 
halls,  two  6  ft.  wide  wood  stairs,  unenclosed,  leading  direct 
to  street  and  provided  with  a  ladder  and  scuttle  to  roof 
and  one  fire  escape  leading  to  street  and  yard  by  stairs ; 
and 

Whereas,  the  applicant  contends  that  the  premises  are 
operated  only  in  the  summer  time,  as  a  Class  B  multiple 
dwelling  (rooming  house)  ;  that  the  premises  were  built 
prior  to  1912  and  for  a  great  many  years  the  premises 
have  been  operated  as  a  rooming  house  wherein  the  occu¬ 
pants  rent  rooms  for  the  summer  season,  that  is,  for  the 
period  from  June  1st,  to  September  15th  of  each  year; 
that  none  of  the  rooms  are  rented  by  the  day  or  week, 
and  no  meals  are  served ;  that  each  room  or  apartment  has 
its  own  kitchen  for  the  sole  use  of  the  tenant  and  each  of 
the  tenants  cook  and  live  separate  and  apart  from  the 
other  tenants;  that  at  the  present  time  and  for  some  time 
prior  hereto,  the  premises  have  been  run  as  a  Class  B  dwell¬ 
ing,  and  there  have  been  annual  inspections  by  the  Building 
Department  and  the  Fire  Department,  and  until  1946,  neither 
of  said  departments  saw  fit  to  issue  the  violation  complained 
of  herein;  that  the  premises  herein  contain  a  sprinkler  sys¬ 
tem,  a  fire  escape  and  in  addition  thereto,  there  are  three 
means  of  exit  from  the  various  floors  of  the  premises;  that 
Violation  No.  17803F  was  issued  pursuant  to  Section  487- 
e2.0,  cl,  and  487-e2.0,  c2,  and  487-e2.0,  bl  of  the  Adminis¬ 
trative  Code ;  that  said  sections  are  specifically  applicable 
only  to  hotels  and  lodging  houses ;  that  the  premises  herein 
are  neither  operated  as  a  hotel  or  a  lodging  house;  that 
this  section  has  no  application  to  a  rooming  house ;  that 
the  notice  of  violation  served  herein  refers  to  the  premises 
as  a  hotel,  when  in  fact  it  is  a  rooming  house ;  that  a  classi¬ 
fication  of  the  premises  has  been  requested  from  the  Build¬ 
ing  Department  and  will  be  submitted  on  the  hearing  of  this 
appeal ;  that  Section  6,  of  the  multiple  dwelling  law  defines 
a  hotel  as  an  inn  having  at  least  30  sleeping  rooms ;  that 
Section  7  of  the  multiple  dwelling  law  defines  a  lodging 
house  as  any  Class  B  Multiple  Dwelling  other  than  a  hotel, 
a  rooming  house  or  a  furnished  rooming  house  in  which 
persons  are  harbored,  or  received  or  lodged  for  hire  for  a 
single  night  or  for  less  than  a  week  at  one  time,  or  any 
part  of  which  is  let  for  any  person  to  sleep  in  for  any  term 
less  than  a  week;  that  in  view  of  the  fact  that  these  viola¬ 


tions  have  no  application  to  rooming  houses  as  a  matter  of 
law,  these  violations  should  be  cancelled ;  that  the  Building 
Department  has  classified  the  premises  herein  as  a  Class  B 
Multiple  •Dwelling  (rooming  house)  ;  that  Section  301  of 
the  Multiple  Dwelling  Law,  provides  as  follows :  “When¬ 
ever  any  person  has  so  relied  upon  such  certificate  no  claim 
that  such  dwelling  has  not  prior  to  the  issuance  of  such 
certificate  conformed  in  all  respects  to  the  provisions  of  this 
chapter  shall  be  made  against  such  person  or  against  the 
interest  of  such  person  in  a  multiple  dwelling  to  which 
such  a  certificate  applies  or  concerning  which  such  a  state¬ 
ment  has  been  issued” ;  that  its  general  intention  was  that 
once  the  premises  were  classified  by  the  Building  Depart¬ 
ment  who  has  sole  jurisdiction  to  classify  buildings,  the 
owner  of  a  building  might  know  that  no  Department  or 
Bureau  would  issue  orders  for  additional  requirements ;  that 
if  additional  changes  are  required,  it  is  solely  up  to  the 
legislature;  that  the  classification  by  the  building  depart¬ 
ment  is  absolutely  binding  on  the  fire  commissioner,  and 
he  cannot  issue  orders  at  variance  with  it,  and  that  is  what 
he  is  attempting  to  do  here ;  that  the  building  is  not  unsafe, 
nor  does  the  same  constitute  a  nuisance;  that  the  condition 
of  the  building  is  not  dangerous,  nor  has  it  deteriorated 
and  the  same  does  not  constitute  a  nuisance;  that  the  in¬ 
troductory  general  note  in  McKinneys  Consolidated  Laws 
of  New  York  to  the  Multiple  Dwelling  Law  says: 

“No  change  is  required — in  multiple  dwellings  which 
were  not  within  the  scope  of  the  Tenement  House 
Law.” 

Furthermore,  under  Section  13  of  the  Multiple  Dwelling 
Law,  it  is  provided  as  follows : 

“but  except  as  otherwise  expressly  required  in  Section 
25  and  33  of  this  Chapter,  nothing  in  this  Chapter  shall 
be  construed  to  require  any  change  in  the  construction 
or  use  or  occupancy  of  any  fireproof  multiple  dwelling 
or  any  non-fireproof  hotel  or  any  rooming  house  other 
than  a  converted  dwelling  heretofore  erected,  used  and 
occupied  as  such  under  the  provisions  of  legal  ordi¬ 
nances  and  regulations  applicable  thereto  at  the  time  this 
chapter  becomes  effective.” 

The  orders  of  the  fire  commissioner  are  not  required  by 
Sections  25  and  33  of  the  Multiple  Dwelling  Law;  that 
Section  365,  Sub.  2  of  the  Multiple  Dwelling  Law  pro¬ 
vides  that  said  law  shall  not  affect  or  impair  any  right 
occurring  prior  to  its  enactment ;  that  as  the  premises  were 
legally  operated  and  maintained  the  fire  commissioner’s 
orders  issued  herein  are  illegal ;  that  it  is  further  provided 
in  Section  491,  Subsection  b  of  the  New  York  City  Charter 
as  follows : 

“The  (fire)  commissioner  shall  not  vary  from  or  take 
any  proceeding  or  issue  any  order  contrary  to  *  *  * 
the  Multiple  Dwelling  Law,  the  Building  Code  *  *  *” 

In  view  of  the  fact  that  the  Building  Department  has 
classified  the  premises  herein  as  Class  B  multiple  dwelling 
(rooming  house)  the  orders  issued  herein  contravene  the 
Multiple  Dwelling  Law  and  the  Building  Code,  and  is 
therefore  illegal;  that  the  conditions  which  the  owners  have 
been  ordered  to  correct  do  not  violate  any  requirement  form¬ 
ulated  by  Statute  or  Ordinance;  that  if  the  fire  commissioner 
has  power  to  determine  without  legislative  formulation 
what  standard  safety  should  be  required  for  rooming 
houses  and  to  order  structural  changes  which  is  in  the 
opinion  of  the  Commissioner  necessary,  then  orders  of  the 
Commissioner  to  make  structural  changes  must  be  obeyed, 
unless  it  is  arbitrary;  that  it  is  petitioner’s  contention  that 
the  Legislature  has  not  attempted  to  confer  so  broad  a 
power  upon  the  fire  commissioner  and  that  the  Legislature 
could  not,  if  it  would,  delegate  to  the  fire  commissioner 
discretionary  power  to  determine  what  would  in  a  particu¬ 
lar  case  render  a  rooming  house  safe,  without  defining  the 
limits  of  the  fire  commissioner’s  discretion;  that  petitioner 
challenges  the  power  of  the  fire  commissioner  to  order 
structural  changes  where  no  statute  or  ordinance  requires 
all  buildings  of  similar  class  to  conform  to  the  requirements 
which  the  fire  commissioner  seeks  to  impose;  that  in  the 
Matter  of  Lyons  vs.  Prince,  281,  N.  Y.  557,  561  no  statute 
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of  ordinance  has  been  enacted  which  requires  buildings  here¬ 
tofore  used  as  rooming  houses  and  conforming  to  the  stand¬ 
ards  of  structural  safety  required  when  such  use  began, 
shall  conform  to  higher  standards  imposed  for  buildings 
erected  or  altered  for  such  use  thereafter;  that  the  catch 
all  clause  whereby  the  fire  commissioner  may  order  other 
means  of  preventing  and  extinguishing  fires  as  the  commis¬ 
sioner  may  direct  certainly  does  not  permit  the  fire  com¬ 
missioner  to  compel  petitioner  to  make  the  changes  com¬ 
plained  of  herein ;  that  it  is  unreasonable  to  construe  this 
section  as  intended  to  give  the  fire  commissioner  power  to 
decide  what  structural  alterations  not  required  by  the  legis¬ 
lature  would  render  safe  for  use  as  a  rooming  house, 
buildings  which,  in  the  opinion  of  the  commissioner  are  not 
safe ;  that  it  would  be  unreasonable  because  it  is  the  func¬ 
tion  of  the  legislature  to  determine  what  standards  of  safety 
should  be  required  for  rooming  houses,  and  it  may  not 
delegate  that  authority  to  an  administrative  officer,  Lyons 
vs.  Prince,  281,  N.  Y.  557,  563;  that  where  a  man  is  using 
for  a  lawful  purpose  with  the  approval  of  the  State,  a  build¬ 
ing  constructed  and  maintained  in  accordance  with  rules 
and  standards  formulated  directly  or  through  delegated 
authority  by  the  Legislature,  the  Legislature  may  not  dele¬ 
gate  to  an  administrative  officer  power  to  decide  whether 
higher  standards  and  additional  requirements  should  be  ex¬ 
acted  for  the  protection  of  the  public  health  and  safety, 
Lyons  vs.  Prince,  281,  N.  Y.  557,  564;  that  it  is  respectfully 
submitted  that  in  accordance  with  the  above  authorities  the 
fire  commissioner  should  be  directed  by  this  Board  to  can¬ 
cel  the  orders  issued  herein ;  and 

W  hereas,  it  appears  that  the  building  has  been  classified 
by  the  Housing  Division  of  the  Department  of  Housing  and 
Buildings  under  the  Multiple  Dwelling  Law  as  a  hereto¬ 
fore  erected  existing  Class  B  rooming  house ;  and 

Whereas,  the  order  of  the  Fire  Commissioner  is  based 
on  Section  487-e2.0  which  is  applicable  to  hotels  and  lodging 
houses  but  not  to  rooming  houses;  and 

Whereas,  in  the  opinion  of  the  Board  the  classification 
of  the  building  as  determined  by  the  Housing  Division  is 
binding  on  the  Fire  Commissioner ;  and 

Whereas,  under  Section  09-161. 0  of  the  Administrative 
Code  the  Fire  Commissioner  has  authority  to  order  in  the 
case  of  a  multiple  dwelling  such  fire  extinguishing  appli¬ 
ances  to  be  provided  as  he  may  direct;  and 

Whereas,  Section  365  paragraph  2  of  the  Multiple  Dwell¬ 
ing  Law  cannot  be  relied  upon  to  nullify  an  order  of  the 
Fire  Commissioner  when  properly  placed  under  the  Admin¬ 
istrative  Code ; and 

Whereas,  the  Board  deemed  that  in  the  absence  of  a 
certificate  of  compliance  or  a  certificate  of  occupancy  that 
Section  301  of  the  Multiple  Dwelling  Law  as  passed  on  by 
the  Court  in  the  Matter  of  Lyons  v.  Prince  is  not  involved 
in  this  appeal ;  and 

Whereas,  the  Board  recommends  to  the  Division  of 
Housing  that  the  classification  assigned  to  this  building  be 
reviewed  in  view  of  the  use  of  the  building  as  described  in 

this  appeal ; 

Resolved,  that  the  decision  of  the  Fire  Commissioner  as 
to  Order  17803F,  dated  August  27,  1946,  be  and  it  hereby 
is  reversed  and  that  the  appeal  be  and  it  hereby  is  granted. 


732-46-A 

APPLICANT — Lama  &  Proskauer,  for  Siegel  and  Rosen, 
owners  (Atlas  Consolidated  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 298-314  Junius  street,  west 
side,  100  ft.  north  Blake  avenue  (2nd  floor)  ;  (Block 
3763,  Lot  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlern,  Dep’t.  of  Hous¬ 
ing  and  Building. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (732-46-A) 

Whereas,  Lama  and  Proskauer,  for  Siegel  and  Rosen, 
owners,  Atlas  Consolidated  Corporation,  lessee,  filed  October 
3,  1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  298-314  Junius  street,  west  side,  100  ft. 
north  of  Blake  avenue  (Block  3763,  Lot  38),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  17,  1946  on  Alt.  Applic.  681-46  reads: 

“L  Exits  to  comply  fully  with  sect.  270  of  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories, 
24  ft.  in  height,  60  ft.  by  60  ft.  in  area,  at  2nd  floor,  150  ft. 
by  100  ft.  in  area  at  1st  floor,  of  class  3  construction,  erec¬ 
ted  in  1920,  located  on  a  lot  150  ft.  by  100  ft.  in  area,  in 
an  unrestricted  use  C  area  class  Ip2  height  district;  used 
and  occupied  since  1944:  1st  floor — manufacturing  plastic 
and  metal  stampings— 45  persons;  2nd  floor — office — 6  per¬ 
sons  ;  that  no  change  in  use  or  occupancy  is  proposed ;  that 
the  building  is  equipped  with  one  3  ft.  8  in.  iron  stairs  en¬ 
closed  in  partitions  of  wood  studs  and  plaster,  equipped  with 
wood  doors  which  are  self-closing;  that  the  stairhall  leads 
direct  to  street;  that  the  buildings  to  the  north  and  to  the 
south  are  one  story  in  height;  and 

Whereas,  C.  O.  71156  issued  June  19,  1933  permits  the 
use  of  the  building  as  follows:  cellar — boiler  room;  1st 
floor — public  garage  for  more  than  five  cars;  2nd  floor — 
offices ;  and 

Whereas,  Violation  116  issued  January  8,  1946  was  for 
occupying  the  building  as  a  factory  without  C.O.,  alterations 
consisting  of  erecting  partitions,  closing  of  doors,  installing 
new  doors,  etc.  without  a  permit  from  the  Department; 
and 

Whereas,  the  applicant  contends  that  during  the  war  the 
building  was  occupied  for  manufacturing  and  assembling  of 
metal  and  plastic  stampings  and  is  still  so  occupied;  that  ap¬ 
plication  was  made  for  a  C.O.;  that  the  building  will  be 
made  to  comply  with  the  Labor  Laws  and  Factory  Laws  per¬ 
taining  thereto  with  the  exception  that  the  Department  asked 
for  a  secondary  means  of  exit  from  the  2nd  floor,  which  is 
used  only  as  an  office  and  occupied  by  six  persons ;  that  the 
previous  C.O.  allowed  8  persons  in  the  office  on  the  2nd  floor ; 
that  the  hazard  is  less  for  the  proposed  use  as  there  will  be 
no  automobiles  stored  on  the  premises  and  no  gasoline  tanks 
or  any  other  inflammable  oils ;  that  there  is  a  3  ft.  8  in.  wide 
iron  stair  direct  to  street  and  a  door  which  leads  to  the  roof 
of  the  garage ;  that  as  the  proposed  use  is  less  hazardous  and 
the  number  of  occupants  less  than  permitted  by  the  present 
C.O.,  it  is  requested  that  this  appeal  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  of  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  681-46,  objection  1  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  primary 
means  of  exit  as  proposed  and  as  indicated  on  plans  filed 
with  this  appeal,  marked  “Received  October  3,  1946”  (two 
sheets)  will  be  maintained  and  in  addition,  a  secondary  means 
of  exit  from  the  2nd  story  shall  be  provided,  consisting  of 
a  balcony  along  Junius  street  with  a  sliding  drop  ladder  to 
grade;  that  in  addition  the  door  to  the  roof  shall  be  main¬ 
tained,  as  proposed;  and  that  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


735-46-A 

APPLICANT — Seymour  A.  Mitteldorf,  for  Davis-Jackson 
Holding  Corp.,  owner  (The  Mimex  Co.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED— 1135-1161  37th  street  and  3614- 

3634  12th  avenue,  northwest  corner  (2nd  floor)  ; 

(Block  5292,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Seymour  A.  Mitteldorf,  Louis  J. 
Schwefue  and  James  Haines. 

For  Administration :  Fred  Dahlem,  Dep’t.  of  PIous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (735-46-A) 

Whereas,  Seymour  A.  Mitteldorf,  for  Davis-Jackson 
Holding  Corp.,  owner ;  The  Mimex  Company,  lessee,  filed 
October  4,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises:  1135-1161  37th  street  and 
3614-3624  12th  avenue,  northwest  corner,  2nd  floor  (Block 
5292,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  2,  1946,  on  Alt.  Applic.  2602-46,  reads : 

“1.  Exits  from  1st  and  penthouse  floors  to  comply 
fully  with  sect.  270  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  and  basement,  43  ft.  in  height,  57  ft.  4  in.  by  69  ft.  4 
in.  in  area,  Class  1  construction,  erected  in  1919,  located  on 
a  lot  240  ft.  by  200  ft.  in  area,  in  an  unrestricted  use,  B 
area,  Class  1J4  height  district,  used  and  occupied:  Basement, 
boilerroom,  toilets  and  storage,  3  persons;  1st  floor,  chemi¬ 
cal  factory,  8  persons ;  roof,  condenser  room,  no  persons ; 
proposed  to  be  used  and  occupied  without  change  except 
that  the  condenser  room  on  the  roof  will  be  used  as  a 
laboratory,  and  office,  4  persons ;  that  the  building  is 
equipped  with  a  3  ft.  8  in.  and  3  ft.  wide  interior  steel  stairs, 
enclosed  with  terra  cotta  blocks  and  equipped  with  fireproof, 
self-closing  doors,  leading  from  roof  bulkhead  direct  to 
street;  that  there  is  one  fire  escape  proposed  at  front  of 
building  to  roof  by  stair  and  to  street  by  counterbalanced 
stair;  that  the  adjoining  buildings  to  the  north  and  east  are 
14  ft.  in  height;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  con¬ 
vert  the  present  condenser  room  on  the  roof  to  be  occupied 
as  a  laboratory  by  four  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  is  rein¬ 
forced  concrete  originally  erected  as  an  ice  manufacturing 
plant ;  that  in  1942  it  was  altered  and  the  use  changed  to 
one-story  factory  building ;  that  the  present  stair  from  first 
floor  to  roof  is  3  ft.  wide  of  steel  construction,  adjoining 
an  existing  reinforced  concrete  marginal  beam  forming  the 
stairwell  framing;  that  to  relocate  this  concrete  beam  8 
inches  to  accommodate  a  3  ft.  8  in.  steel  stair  will  constitute 
a  hardship;  that  to  provide  a  second  means  of  egress  for 
the  four  persons  occupying  the  penthouse  it  is  proposed  to 
erect  a  new  fire  escape  on  the  front  of  the  building  from  roof 
to  street  conforming  with  Section  273  of  the  Labor  Law 
and  the  Factory  Exit  Rules  of  the  Board  of  Standards  and 
Appeals ;  that  the  first  floor,  which  is  used  for  a  factory  will 
conform  with  the  requirements  of  Section  270  of  the  Labor 
Law  and  the  Factory  Exit  Rules  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  .requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2602-46,  objection  1,  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  in  addition 
to  the  primary  means  of  exit,  as  indicated  on  plans  filed 
with  this  appeal,  marked  “Received  October  4,  1946”  (4 
sheets)  an  exterior  fire  escape  as  thereon  indicated  shall  be 
constructed  and  maintained  to  provide  a  second  means  of 
exit  from  the  second  story  portion  of  the  building;  and 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


750-46-A 

APPLICANT — Oscar  I.  Silverstone,  for  45  Montrose  Ave¬ 
nue  Corp.,  owner  (Lorma  Motors  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 45-47  Montrose  avenue,  north¬ 
west  corner  of  Lorimer  street  (Block  3049,  Lot  33), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Oscar  I.  Silverstone. 

For  Administration :  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (750-46-A) 

Whereas,  Oscar  I.  Silverstone,  for  45  Montrose  Avenue 
Corp.,  owner ;  Lorma  Motors  Corp.,  lessee,  filed  October 
7,  1946,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  45-47  Montrose  avenue,  north¬ 
west  corner  of  Lorimer  street  (Block  3049,  Lot  33),  Borough 
of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  20,  1946,  on  Alt.  Applic.  150-46,  reads : 

“1.  Provide  two  means  of  egress  as  per  Sec.  270 
Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  26  ft.  in  height,  50  by  100  ft.  in  area,  of  Class  1  con¬ 
struction  except  for  a  nonfireproof  roof  tier,  erected  in  1924, 
located  in  an  unrestricted  use,  B  area,  Class  V/i  height  dis¬ 
trict;  used  and  occupied  since  1924  as  follows:  Cellar,  boiler- 
room  ;  basement,  garage  for  more  than  5  motor  vehicles,  3 
persons;  1st  floor,  same;  proposed  to  be  used  and  occupied 
as  an  automobile  repair  shop  in  the  basement  and  first  floor 
with  an  occupancy  of  6  in  the  basement  and  4  on  the  1st 
floor ;  that  it  is  proposed  to  install  one  3  ft.  8  in.  steel  stairs ; 
enclosed  in  4  in.  masonry,  equipped  with  1-hour  self-closing 
door  leading  direct  to  street  and  with  scuttle  and  ladder  to 
roof  and  one  fire  escape  on  the  Lorimer  Street  front  leading 
to  street  by  ladder,  windows  and  doors  on  the  course 
thereof  to  be  fireproof,  self-closing;  that  the  adjoining 
building  on  Montrose  avenue  is  3  stories  in  height  and  on 
Lorimer  Street,  3  stories  in  height ;  and 

Whereas,  Certificate  of  Occupancy  34493  issued  May  18, 
1925,  permits  the  use  of  the  building  as  a  public  garage; 
and 

Whereas,  the  applicant  contends  that  two  means  of  egress 
will  be  provided  from  the  basement  and  a  fireproof  en¬ 
closed  stairway  provided  from  first  floor  to  Montrose  ave¬ 
nue  and  in  addition  a  door  will  be  provided  to  a  balcony  on 
Lorimer  street,  located  only  9  ft.  2  in.  above  grade;  that 
in  addition  thereto  there  is  a  ramp  leading  to  Lorimer 
street ;  that  inasmuch  as  the  building  is  only  5,000  sq.  ft.  in 
area  and  the  basement  and  first  floors  are  reinforced  con¬ 
crete  fireproof  construction  and  since  an  additional  means 
of  egress  is  proposed  in  addition  to  the  existing  exits  for 
the  accommodation  of  the  five  employees  on  the  first  floor, 
it  is  requested  that  a  variation  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  150-46,  objection  1,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  primary 
means  of  exit  as  indicated  on  plans  filed  with  this  appeal, 
marked  “Received  October  7,  1946”  (2  sheets)  shall  be 
maintained  and  in  addition  the  secondary  means  of  exit  to 
Lorimer  street  shall  be  provided,  as  indicated,  consisting 
of  an  exterior  balcony  and  a  vertical  drop  ladder  to  Lori¬ 
mer  street;  that  a  new  certificate  of  occupancy  shall  be  ob¬ 
tained  ;  and  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rule's  and  regulations 
applicable  thereto. 
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956-40-A 

APPLICANT — Eggers  and  Higgins,  for  The  F.  &  M. 
Schaefer  Brewing  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFP'ECTED — 448-456  Kent  avenue,  north¬ 
west  corner  of  South  10th  street,  9th  floor  (Block 
2143,  part  of  Lot  1),  Borough  of  Brooklyn. 

|  APPEARANCES— 

For  Applicant :  Harry  B.  Rutkins. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

i  ACTION  OF,  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  T9  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


201-45-A 

APPLICANT — Henry  George  Greene,  for  91  to  92nd 
Street  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  'I 

PREMISES  AFFECTED — 212-220  East  92nd  street,  south 
side,  175  ft.  east  of  3rd  avenue  and  211  East  91st 
street  (3rd  and  4th  floors)  ;  (Block  1537,  Lot  9), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


353-46-A 

APPLICANT — Eugene  Schoen  and  Sons,  owner.  (Esther 
Dorothy,  Inc.,  lessee). 

;  SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 68  East  56th  street,  south  side, 
174.28  ft.  west  of  Park  avenue  (Block  1291,  Lot  44), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

1  ACTION  OF  BOARD — Request  to  reopen,  withdrawn, 
i  THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

i 

753-46-A 

1  APPLICANT — William  Corbett,  for  165  Broadway  Corp., 
owner  (John  S.  Warren,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3-9  Church  street,  northeast 
corner  of  Liberty  street  (cellar)  ;  (Block  62,  Lot 
7),  Borough  of  Manhattan. 

MTEARANCES — 

For  Applicant :  William  Corbett  and  Louis  Smad- 
beck. 


For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  () 


547-46-A 

APPLICANT — Richard  P.  Charles,  for  Rockaway  Point 
Development  Corporation,  owner  (Rockaway  Oper¬ 
ating  Co.,  lessee). 

SUBJECT — Apical  from  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED —7 ,  9,  11,  13,  17,  19,  23,  27,  31, 
35,  37,  39,  41  and  45  Utica  street,  east  side,  40,  80 
and  120  ft.  north  of  West  End  Avenue  and  40,  120, 
200,  280,  360,  400,  440,  480  and  560  ft.  south  of 
West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  Gen¬ 
eral  City  Law  re  buildings  are  not  on  legally  graded 
or  mapped  street). 

APPEARANCES— 

For  Applicant:  James  D.  Gordon. 

For  Administration :  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1946  at 
2  P.  M.  at  request  of  applicant’s  representative. 


730-46-A 

APPLICANT — Lama  and  Proskauer,  for  John  F.  Kaiser 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AhFECTED — 31-33  Frankfort  street,  south 
side,  147  ft.  7j4  in.  east  of  William  street  (1st 
floor)  ;  (Block  103,  Lots  15,  16  and  114),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1946,  at 
2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board  and  decision  without  further  argument. 


734-46-A 

APPLICANT — Joel  D.  Marder,  for  American  Institute  of 
Physics,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 57-59  East  55th  street,  north 
side,  116.5  ft.  east  of  Madison  avenue  (1st  to  4th 
floors,  inclusive)  ;  (Block  1291,  Lot  27)4),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joel  D.  Marder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1946 
at  2  P.  M.,  for  an  inspection  by  a  committee  of 
the  Board. 


ZONING  APPLICATIONS. 

10-38-BZ 

APPLICANT — Bofred  Realty  Corporation,  lessee,  for 
Stellbea  Theatres  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the 
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zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 136-20  37th  avenue,  south  side, 
100  ft.  east  of  Main  street  (Block  4978,  Lot  9), 
Flushing,  Borough  of  Queens. 

APPEARANCES — * 

For  Applicant :  Martin  J.  Tracey. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (10-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  130-20  37th  avenue,  south  side,  100  ft.  east  of 
Main  street  (Block  4978,  Lot  9),  Flushing,  Borough  of 
Queens,  was  granted  by  the  Board  September  13,  1938,  on 
certain  conditions,  the  term  of  the  variance  extended 
October  22,  1940,  October  20,  1942  and  October  10,  1944  and 
the  applicant  requested  a  further  extension  of  the  term  of 
the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  13,  1938  as 
amended  through  October  10,  1944  only  in  so  far  as  it  has 
reference  to  the  term  of  the  variance  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“ Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion  *  *  *  and  that  other  than  as  herein  amended,  the 
provisions  of  the  resolution  of  September  13,  1938  as 
amended  through  October  10,  1944  shall  be  complied 
with;  that  a  certificate  of  occupancy  shall  be  obtained 
(Corr.  2367-37).” 


66-38-BZ 

APPLICANT — William  Shary,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 340-354  Sixth  avenue,  east  side, 
from  West  4th  street  to  Washington  place,  151 
West  4th  street  and  88-90  Washington  place  (Block 
552,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  Shary  and  Samuel  Gol- 
denblum. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE — * 

Affirmative :  Chairman  Murdock,  Commossioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  . .  0 

THE  RESOLUTION  (66-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  340-354  Sixth  avenue, 
east  side,  from  West  4th  street  to  Washington  place,  151 
West  4th  street  and  88-90  Washington  place  (Block  552, 


Lot  1),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  November  9,  1938,  on  certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
November  6,  1940,  November  10,  1942  and  October  24,  1944 
and  the  applicant  requested  a  further  extension  of  the  term 
of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  9,  1938, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  parking  and 
storage  of  more  than  five  motor  vehicles  on  condition 
*  *  *  and  that  other  than  as  herein  amended  the 

conditions  of  the  resolution  of  November  9,  1938,  shall 
be  complied  with ;  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


586-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Mary  L.  Moll 
and  Charles  London,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7g  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  alteration  and  extension  of  a  garage  for 
more  than  five  motor  vehicles  and  the  inclusion  of 
a  gasoline  service  station. 

PREMISES  AFFECTED— 430-440  Atlantic  avenue,  south 
side,  256  ft.  3  in.  west  of  Nevins  street  (Block  184, 
Lots  14,  17  and  18),'  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . 0 

THE  RESOLUTION  (586-39-BZ) 

Whereas,  this  application,  tmder  sections  7 g  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use  district, 
the  alteration  and  extension  of  a  garage  for  more  than  five 
motor  vehicles  and,  also,  the  inclusion  of  a  gasoline  service 
station,  affecting  premises  430-440  Atlantic  avenue,  south 
side,  256  ft.  3  in.  west  of  Nevins  street  (Block  184,  Lots 
14,  17  and  18),  Borough  of  Brooklyn,  was  granted  by  the 
Board  March  12,  1940,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  and  plans  approved 
on  October  22,  1940 ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  7,  1941,  November  4,  1942,  October 
19,  1943,  October  24,  1944  and  October  16,  1945  and  the 
applicant  requested  a  further  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  12,  1940  as 
amended  through  October  24,  1944,  only  so  far  as  it  has 
reference  to  the  completion  of  the  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“*  *  *  In  view  of  statement  by  applicant  that  all 
permits  have  been  obtained,  but  no  work  done,  that  all 
work  shall  be  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution.” 


206-42-BZ 

APPLICANT — Joseph  B.  Lynch,  for  Colonial  Beacon  Oil 
Co.,  owner. 

SUBJECT — -Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
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granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 91-02  63rd  drive,  northeast  cor¬ 
ner  of  Alderton  street  (Block  3104,  Lot  208),  Rego 
Park,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (206-42-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
wo  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  91-02  63rd  drive,  northeast  cor- 
ler  of  Alderton  street  (Block  3104,  Lot  208),  Rego  Park, 
Borough  of  Queens,  was  granted  by  the  Board  on  October 
14,  1942,  on  certain  conditions;  and 
Whereas,  the  term  of  the  variance  was  extended  on  Octo- 
>cr  10,  1944  and  the  applicant  requested  a  further  extension 
>f  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  adopted  on  October  14,  1942, 
»nly  so  far  as  it  has  reference  to  the  parking  and  storage 
if  20  motor  vehicles  on  the  legally  existing  gasoline  station, 
'O  that  as  amended  this  portion  of  the  resolution  shall  read ; 
“*  *  *  Granted  under  section  7f  thereof  for  a 

term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  the  parking  and  storage  of  not 
over  20  vehicles  as  an  additional  use  on  the  legally  exist¬ 
ing  gasoline  station  occupancy  *  *  *  and  that  other 

than  as  herein  amended  the  conditions  of  the  resolution 
of  October  14,  1942,  shall  be  complied  with  (Misc. 
Applic.  292-42).” 


U-45-BZ 

APPLICANT — Lama  and  Proskauer,  for  Frank  Bros., 
owners. 

•SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent )  previously 
granted  on  condition  under  sections  7c  and  7i  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  extension  in  area  of  an  existing  gasoline 
service  station  and  the  erection  of  a  new  office, 
lubritorium,  auto  laundry,  brake  testing  and  re¬ 
aligning  (minor  repairs)  building. 

'  'REMISES  AFFECTED: — 61-20  to  61-26  Fresh  Meadow 
lane,  west  side,  111.40  ft.  south  of  Horace  Harding 
boulevard  (Block  6901,  Lots  42  and  45),  Flushing, 
Borough  of  Queens. 

\ITEARANCES — 

For  Applicant :  Alfred  A.  Lama. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

i  \CTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

I  HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

HE  RESOLUTION  (91-45-BZ) 

W  hereas,  this  application  under  sections  7c  and  7i  of  the 
1  oning  resolution,  permitting  in  a  business  use  district,  the 
!  xtension  in  area  of  an  existing  gasoline  service  station  and 


the  erection  of  a  new  office,  lubritorium,  auto  laudry,  brake 
testing  and  realigning  (minor  repairs)  building,  affecting 
premises  61-20  to  61-26  Fresh  Meadow  Lane,  west  side, 
111.40  ft.  south  of  Horace  Harding  Boulevard  (Block  2673 
(new  6901),  Lots  42  and  45),  Flushing,  Borough  of  Queens, 
was  granted  by  the  Board  on  July  10,  1945,  on  certain  con¬ 
ditions  ;  and 

\\  hereas,  on  September  25,  1945,  the  Board  approved  the 
plans  submitted  by  the  applicant;  and 

W  hereas,  the  applicant  requested  an  extension  of  the  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  10,  1945,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  work,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read  : 

“In  view  of  statement  by  applicant  that  all  plans  have 
been  approved,  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  (N.  B.  Applic.  26-45).” 


484-45-BZ 

APPLICANT — Thomas  E.  Huser,  for  International  1  .’ador¬ 
ing  Co.  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  extension  of  an  existing  factory  build¬ 
ing  to  exceed  the  area  and  height  than  that  per¬ 
mitted  by  the  zoning  resolution. 

PREMISES  AFFECTED — 101-111  4th  avenue  and  100-106 
East  12th  street,  southeast  corner  (Block  556,  Lots 
44,  45  and  46),  Borough  of  Manhattan 
APPEARANCES — > 

For  Applicant :  James  E.  Fogarty. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  o 

THE  RESOLUTION  (484-45-BZ) 

Whereas,  this  application  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the  ex¬ 
tension  of  an  existing  factory  building,  to  exceed  the  area 
and  height  that  permitted  by  the  zoning  resolution,  affect¬ 
ing  premises  101-111  Fourth  avenue  and  100-106  East  12th 
street,  southeast  corner  (Block  556,  Lots  44,  45  and  46), 
Borough  of  Alanhattan,  was  granted  by  the  Board  on  Octo¬ 
ber  30,  1945  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  on  extension  of  the 
time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  30,  1945  only  in  so 
far  as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that  all 
plans  have  been  approved  and  permits  obtained,  all  work 
shall  be  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution.” 


470-46-BZ 

A  PPL  I  CAN  1 — Alex  Hart  Green,  for  Half  Hour  Laundry 
Co.,  Inc.,  lessee;  (Charles  J.  Moesinger,  owner). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  a 
wet  wash  laundry  for  a  term  of  five  (5)  years. 
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PREMISES  AFFECTED— 2038  2nd  avenue  and  300  East 
105th  street,  southeast  corner  (Block  1670,  Lot  49), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alex  Hart  Green. 

For  Administration :  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  t  hief  Guinee  4 
Negative:  . .  0 

THE  RESOLUTION  (470-46-BZ) 

Whereas,  this  application  under  sections  7e  and  21  of  the 
zoning  resolution,  permitting  in  a  business  use  district  the 
operation  and  maintenance  of  a  wet  wash  laundry  for  a  term 
of  five  years,  affecting  premises,  2038  2nd  avenue  and  300 
East  105th  street,  southeast  corner  (Block  1676,  Lot  49), 
Borough  of  Manhattan  was  granted  by  the  Board  on  July 
23,  1946  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  23,  1946,  only 
so  far  as  it  has  reference  to  the  term  within  which  all  per¬ 
mits  shall  be  obtained  and  all  work  completed,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“*  *  *  that  all  permits  shall  be  obtained  and  all 

work  completed  within  six  (6)  month  from  the  date 
of  this  amended  resolution.” 


471-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Pentecostal  Faith 
Church,  Inc.,  owner  (Thirty  Minute  Laundry  Co., 
lessee) . 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  local  retail  district,  a 
wet  wash  laundry  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 394  Lenox  avenue,  east  side,  39 
ft.  south  of  West  130th  street  (Block  1727,  part  of 
Lot  69),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Alex  Hart  Green. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (471-46-BZ) 

Whereas,  this  application  under  section  7e  and  21  of  the 
zoning  resolution,  permitting  in  a  local  retail  district  the 
operation  and  maintenance  of  a  wet  wash  laundry  for  a 
term  of  five  (5)  years,  premises:  394  Lenox  avenue,  east 
side,  39  feet  south  of  West  130th  street  (Block  1727,  part 
of  Lot  69),  Borough  of  Manhattan  was  granted  by  the 
Board  on  July  23,  1946  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  23,  1946,  only 
so  far  as  it  has  reference  to  the  term  within  which  all 
permits  shall  be  obtained  and  all  work  completed,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  that  au  permits  shall  be  obtained  and  all 

work  completed  within  six  (6)  months  from  the  date 
of  this  amended  resolution.” 


184-29-BZ 

APPLICANT — H.  M.  Cole,  for  Convey’s  Riding  Club. 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
acceptance  of  application — Application  (decision  of 
the  borough  superintendent)  under  section  7f  of 
the  zoning  resolution,  to  permit  in  a  business  use, 
B  area  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles  (pre¬ 
viously  granted,  not  erected)  ;  (denied  for  park¬ 
ing  and  storage,  etc.) 

PREMISES  AFFECTED — 42-46  West  66th  street,  south 
side,  350  ft.  east  of  Columbus  avenue  (Block  1118, 
Lots  48,  49  and  50),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  :  . . . 0 


390-37-BZ 

APPLICANT — Aaron  A.  Roth,  for  George  M.  Thomson, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  facts — Application  (decision  of 
borough  superintendent)  under  sections  7h  and  21 
of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  district,  for  a  term  of  not  more  than  two  years,  1 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  (previously  denied) . 

PREMISES  AFFECTED — 50-02  Skillman  avenue,  south 
side,  between  50th  and  5 1st  streets  (Block  131,  Lot 

17),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Aaron  A.  Roth. 

For  Administration:  E'red  Dahlem,  Dep’t.  of  Hous-  i 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


404-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee;  Board  of  Transportation, 
City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (do-  i 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 214-228  Schermerhorn  street, 
south  side,  233  ft.  east  of  Hoyt  street  (Block  171, 
part  of  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant :  Sidney  M.  Zneimer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Building. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  November  19, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . . 0 
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105-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee,  Board  of  Transportation, 
City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
'extension  of  term  of  variance — Application  (deci¬ 
sion  of  borough  superintendent)  previously  granted 
on  condition,  under  section  7 h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  years  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

’REMISES  AFFECTED — 240-250  Schermerhorn  street 
and  54-60  Bond  street,  southwest  corner  (Block 
171,  part  of  Lot  7),  Borough  of  Brooklyn. 

\PPEARANCES — 

For  Applicant :  Sidney  M.  Zneimer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Building. 

MTIONOF  BOARD — Application  reoi>ened,  restored  to 
the  calendar  and  set  for  hearing  on  November  19, 
1946  at  10  A.  M. 

L’HE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


06-38-BZ 

VPPLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee,  Board  of  Transportation, 
City  of  New  York,  owner. 

>UBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

’REMISES  AFFECTED — 134-192  Schermerhorn  street, 
south  side,  from  Smith  to  Hoyt  streets,  57-73  Smith 
street,  east  side,  from  Schermerhorn  to  State  streets 
and  257-271  State  street  (Block  170,  Lot  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES — 

For  Applicant :  Sidney  M.  Zneimer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  November  19, 
1946  at  10  A.  M. 

HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


I 

i 
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37-38-BZ 

4’PLICANT — Sidney  M.  Zneimer,  for  Downtown  Brook¬ 
lyn  Parking,  Inc.,  lessee;  Board  of  Transportation, 
City  of  New  York,  owner. 

OBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (decision 
of  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

REMISES  AFFECTED — 37-55  Smith  street,  cast  side, 
from  Livingston  to  Schermerhorn  streets,  156-164 
Livingston  street  and  137-145  Schermerhorn  street 
(Block  164,  Lot  1),  Borough  of  Brooklyn. 

I’PEAR  ANTES— 

For  Applicant :  Sidney  M.  Zneimer. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


AC  riON  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  November  19, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


982-39-BZ 

APPLICANT — Julius  Eckmann,  for  Chapmald  Realty 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent)  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  for  a 
term  of  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles  (previously  denied  by  the 
Board  under  Section  21  and  again  under  section  7h 
of  the  zoning  resolution). 

1  REMISES  AbbEClED — 106-420  West  55th  street,  south 
side,  100  ft.  west  of  9th  avenue  (Block  1064,  Lots 

-  anc*  *41),  Borough  of  Manhattan. 

xJzl A K. ANCES — 

For  Applicant:  Julius  Eckmann  and  Oliver  E. 
Robertson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  q 


507-40-BZ 

APPLICAN 1 — Oscar  Goldschlag,  for  Eugene  Higgins, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  i>ermitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  parking  and  storage 
of  more  than  five  motor  vehicles  for  a  term  of  two 
years 

PREMISES  AFFECTED — 321-323  West  95th  street,  north 
side,  175  ft.  5 VA  in.  east  of  Riverside  drive,  332-342 
West  96th  street  and  235-239  Riverside  drive  (Block 
1253,  Lots  .->8,  59  and  92  to  96,  inclusive),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Oscar  Goldschlag  and  Maurice 
Iserman. 

For  Administration:  Fraed  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Park 
Dep’t. 

A(  1  ION  Ob  BOARD — Request  to  reopen  to  amend  reso¬ 
lution,  denied, 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  q 

Negative .  C  hairman  Murdock,  (  ommissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 


109-43-BZ 

cnnn:rT^'  l  ^.ranb  ^  •  Laspia,  for  Samuel  Sym,  owner. 

RUBJECI — Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
extension  in  area  of  a  building  used  as  a  wet  wash 
laundry. 
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PREMISES  AFFECTED— 64-08  Perry  avenue,  south  side, 
47.73  ft.  east  of  Willow  avenue  (Block  2716,  part  of 
Lots  12  and  13),  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Michael  Agusta. 

For  Opposition :  John  Baehr,  Martin  Syachaz  and 
Mrs.  W.  Tomkowit. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blurri  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


795-45-BZ 

APPLICANT— Lama  and  Proskauer,  for  Charles  J.  Bast, 
owner  (Haven  Chevrolet  Co.,  lessee). 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7i  of  the  zoning  resolution, 
permitting  in  a  business  use,  D  area  district,  the 
erection  of  an  automobile  showroom,  parts  depart¬ 
ment,  servicing  and  minor  repairs,  covering  more 
than  the  permitted  area. 

PREMISES  AFFECTED— 93-11  to  93-25  Rockaway  boule¬ 
vard  and  103-30  to  103-38  94th  street,  northwest 
corner  (Block  9144,  Lot  19),  Woodhaven,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 


415-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Molly  R.  Golden, 
owner. 

SUBJECT — Application  for  consideration — reopening,  ex¬ 
tension  of  term  of  variance  and  change  of  use  from 
waste  paper  warehouse  and  packing  plant  (previ¬ 
ously  granted  by  Board)  to  clothing  manufacturing, 
shoe  repairing  and  storage — Application  (decision 
of  the  borough  superintendent)  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  residence  use 
district  for  a  term  of  two  years,  the  change  of  occu¬ 
pancy  from  waste  paper  warehouse  and  packing 
plant  to  manufacturing. 

PREMISES  AFFECTED — 349  Rivington  street,  south  side, 
22  ft.  west  of  East  River  drive  (Block  323,  Lot  52), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t' of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  :  . . .  0 


APPLIANCE  AND  MATERIALS  SUBMITTED  FOR 

APPROVAL. 

204-35-SA 

APPLICANT — Rhode  Island  Fittings  Co.,  owner. 
SUBJECT — Application  for  consideration — -reopening  and 
amendment  of  resolution  re  Rhode  Island  Fill  Pipe 
Terminal  for  Fuel  Oil,  approval  of. 
APPEARANCES— 

For  Applicant:  John  H.  Petty. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (204-35-SA) 

Whereas,  the  Rhode  Island  Fittings  Co.,  owner,  filed  on 
July  25,  1935,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
“Rhode  Island”  Fill  Pipe  Terminal  for  fuel  oil ;  and 
Whereas,  this  appliance  was  approved  by  the  Board  on 
November  13,  1935,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1935  only  so 
far  as  it  has  reference  to  the  material  from  which  the  pipe 
terminals  are  to  be  constructed  so  that  as  amended  the 
resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  “Rhode 
Island”  fill  pipe  terminal  for  fuel  oil,  on  condition  that 
this  device  shall  be  installed  in  accordance  with  the 
oil  burner  rules  of  the  Board  of  Standards  and  Appeals 
and  shall  comply  with  the  following  requirements : 

The  fill  pipe  terminal  shall  be  provided  with  at  least 
three  (3)  lugs  on  the  outside,  so  that  the  fill  pipe  ter¬ 
minal  can  be  imbedded  in  concrete  or  masonry  to  prevent 
the  terminal  from  being  loosened  from  the  fill  line  or  in 
lieu  thereof  the  fill  pipe  terminal  shall  be  fastened  to  the 
fill  line  by  means  of  an  Allen  or  similar  set  screw. 

The  outer  flange  of  fill  pipe  terminal  shall  be  provided 
with  letters  no  less  than  inch  in  height  and  raised 
1/16  inch  reading  “Fuel  Oil”  and  with  the  calendar  num. 
ber  under  which  the  fill  pipe  terminal  was  submitted  for 
approval  in  smaller  letters. 

The  fill  pipe  terminal  shall  be  of  brass  or  malleable 
iron  with  not  less  than  10  machine  cut  threads  on  the 
nipple  end  and  with  not  less  than  seven  on  the  seal-cap. 

An  oil-proof  gasket  shall  be  provided,  inserted  in  a 
groove  in  the  nipple  end  of  the  fill  pipe  terminal,  so 
that  it  cannot  readily  be  removed. 

The  entire  body  and  seal  cap  of  the  fill  pipe  terminal 
shall  be  of  certified  malleable  iron  or  brass  and  all  sur¬ 
faces,  including  threads,  shall  be  coated  with  an  extra 
heavy  coating  of  cadmium  plating.  A  screen  of  mesh 
with  %  in.  openings  may  be  provided  to  safeguard 
against  entry  of  foreign  matter  into  the  fill  pipe.” 

491-31-SA 

APPLICANT — Perfection  Stove  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Superfex  Oil  Burning 
Heater,  approval  of. 

APPEARANCES— 

For  Applicant :  Frank  W.  Blauvelt. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 


(Remaining  minutes  of  the  meeting  of  October  22,  1946 
will  be  printed  in  the  Bulletin  of  November  5,  1946.) 
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Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Remaining  of  Minutes  of  Meeting  of  October  22,  1946, 
Affecting  Calendar  Number  705-45-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
29,  1946,  Affecting  Calendar  Numbers  206-27-BZ, 
418-46-BZ,  611-46-BZ,  302-44-BZ,  300-46-BZ,  318-46-BZ, 
338-46-BZ,  405-46-BZ,  501-46-BZ,  671-46-BZ,  663-46-BZ, 
678-46-BZ,  685-46-BZ,  739-46-BZ,  442-41-A,  652-46-A, 
691-46-A,  764-46-A,  595-46-A,  502-46-A,  762-46-A,  763- 
46-A,  765-46-A,  766-46-A  and  774-46-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Oc¬ 
tober  29,  1946,  Affecting  Calendar  Numbers  472-31-S, 
257-45-A,  655-46-A,  672-46-A,  680-46-A,  798-46-A, 

394-45-A,  564-46-A,  601-46-A,  241-33-BZ,  246-35-BZ, 
100-36-BZ,  436-37-BZ,  448-37-BZ,  554-37-BZ,  29-38-BZ, 
512-38-BZ,  692-38-BZ,  804-41-BZ,  581-42-BZ,  544- 

44-BZ,  545-44-BZ,  599-44-BZ,  628-44-BZ,  766-45-BZ, 
211-23-BZ,  766-28-BZ,  899-28-BZ,  164-40-BZ,  578- 

40-BZ,  423-41-BZ  and  612-45-BZ. 

Resolution  Affecting  Calendar  Number  334-45-SM. 

Rules  for  Use  of  Methyl  Chloride  in  Class  B  and  C 
Refrigerating  Systems. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 
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HARRIS  H.  MURDOCK,  Chairman 
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DOCKET 

New  Cases  Filed  up  to  October  29,  1946. 

Cal.  No.  bept.  Premises  A  ffected. 

80 1  -46- B Z — H .  B . Q . — 60-7 1  to  60-77  72nd  street  and  72-01 
to  72-09  Eliot  avenue,  northeast  corner  (Block  2843,  Lots 
45  and  52),  Middle  Village,  Borough  of  Queens,  N.B. 
8941-46. 


802-46-BZ — H.B.Q. — 158-01  Union  Turnpike,  northeast 
corner  of  Parsons  boulevard  (Block  6831,  part  of  Lot  1), 
Flushing,  Borough  of  Queens,  N.B.  8924-46. 


803-46-BZ — -H.B.B. — 168  Rutledge  street,  southeast  cor¬ 
ner  of  Lee  avenue  (Block  2226,  Lot  7),  Borough  of  Brook¬ 
lyn,  Alt.  4536-46. 


804-46-BZ — H.B.M. — 407  East  6th  street,  north  side,  91 
ft.  6  in.  east  of  First  avenue  (Block  434,  Lot  54),  Borough 
of  Brooklyn,  Alt.  2167-46. 


805- 46-A — H.B.Bx. — Westchester  avenue,  north  side, 
block  front,  b&tween  Cauldwell  and  East  Trinity  avenues 
(Block  2628,  Lot  1),  Borough  of  The  Bronx,  Alt.  695-46. 

806- 46-SA — -“Bradley”  Automatic  Beverage  Dispensing 
Machine,  appliance. 

807- 46-SM — Goldsmith  Metal  Lath,  manufactured  by  The 
Goldsmith  Metal  Lath  Co.,  material. 

808- 46-SM — Sargent  Incinerator  Hopper  Door  #5  Flush 
Type,  manufactured  by  Sargent  Building  Specialties  Inc., 
material. 


809- 46-BZ — H.B.M. — 123  East  83rd  street,  north  side,  115 
ft.  9V3  in.  east  of  Lexington  avenue  (Block  1512,  Lot  12), 
Borough  of  Manhattan,  Alt.  1869-46. 

810- 46-SM — “Spray  Acoustic,”  manufactured  by  Spray- 
Acoustic  Co.,  material. 

811- 46-BZ— H.B.M. — 474  9th  avenue,  east  side,  74  ft. 
north  of  West  36th  street  (Block  760,  Lot  4),  Borough  of 
Manhattan,  Amend,  to  Alt.  1697-46. 


812- 46-A — H.B.M. — 610  West  116th  street,  south  side,  175 
ft.  west  of  Broadway  (5th  to  10th  floors,  inclusive)  ;  (Block 
1896,  Lot  77),  Borough  of  Manhattan,  P.  &  D.  1403-40. 

813- 46-BZ — H.B.Q. — 45-10  30th  avenue,  south  side,  80  ft. 
east  of  45th  street  (Block  714,  Lot  84),  Astoria,  Borough 
of  Queens,  Alt.  2917-46. 


814-46-BZ — H.B.M. — 491  Amsterdam  avenue,  east  side, 
52  ft.  2  in.  south  of  West  84th  street  (Block  1214,  Lot  63), 
Borough  of  Manhattan,  Alt.  2209-46. 


815-46-A — F.D. — 223  East  80th  street,  north  side,  327.4  ft. 
west  of  2nd  avenue  (1,  2,  3,  4,  5,  and  6th  floors)  ;  (Block 


1526,  Lot  11),  Borough  of  Manhattan,  38773-LF,  and  De¬ 
cision. 


816-46-A — F.D. — 33-23  57th  street,  east  side,  175  ft.  south 
of  Northern  boulevard  (Block  1181,  Lot  26),  Woodside, 
Borough  of  Queens,  18022-LF. 


817-46-SM— Nailock  Steel,  manufactured  by  The  Sany- 
metal  Products  Co.,  Inc.,  material. 


818-46-BZ — H.B.Q. — 73-06  Queens  boulevard,  south  side, 
49.49  ft.  east  of  73rd  street  (Block  2448,  part  of  Lot  202), 
Winfield,  Borough  of  Queens,  N.B.  8258-46. 


819-46-A — F.D. — South  side,  Bowery  Bay  (Block  926,  Lot 
1),  North  Beach  Airport,  LaGuardia  Field,  Borough  of 
Queens,  47685-C. 


820-46-A — H.B.M. — 1211  Madison  avenue,  northeast  cor 
ner  of  East  87th  street  (street  floor)  ;  (Block  1499,  Lots  20 
and  22),  Borough  of  Manhattan,  N.B.  258-45. 


821-46-BZ — H.B.Q. — 78-11  to  78-19  Northern  boulevard 
and  32-62  to  32-70  79th  street,  northwest  corner  (Block  1174, 
Lot  35),  Jackson  Heights,  Borough  of  Queens,  Amend,  to 
N.B.  2267-46. 


822-46-BZ — H.B.M. — 421-423  West  47th  street,  north 
side,  250  ft.  west  of  9th  avenue  (Block  1057,  Lots  121-22), 
Borough  of  Manhattan,  Alt.  2083-46. 


823-46-BZ — H.B.M. — 530-546  East  73rd  street,  southwest 
corner  of  East  River  Drive  (Block  1484,  Lot  26),  Borough 
of  Manhattan,  N.B.  216-46. 


824-46-SM — Hollow  or  Solid  Cinder  Concrete  and  Sand 
and  Gravel  Concrete  Units,  manufactured  by  A-One  Block 
Mfg.  Co.,  material. 


825-46-BZ— H.B.M. — 325  Audubon  avenue,  east  side,  61.6 
ft.  north  of  West  181st  street  (Block  2155,  part  of  Lot  1), 
Borough  of  Manhattan,  Alt.  2245-46. 


826-46-A — F.D. — 116-132  Nassau  street,  south  side, 
bounded  by  Jay  street  and  Flatbush  avenue  Extension 
(Block  107C,  Lot  9),  Borough  of  Brooklyn,  Decision. 

Restored  to  Calendar 

211-23-BZ — H.B.M. — 610-616  West  153rd  street,  south 
side,  150  ft.  west  of  Broadway  (Block  2099,  Lot  40),  Borough 
of  Manhattan,  Alt.  2001-46. 


766-28-BZ — H.B.B. — 620  to  638  East  New  York  avenue, 
south  side,  120  ft.  west  of  Schenectady  avenue  (Block  4806, 
Lot  77),  Borough  of  Brooklyn,  N.B.  1775-46. 


899-28-BZ — H.B.B. — 6702  to  6706  3rd  avenue  and  274  to 
284  67th  street,  southwest  corner  (Block  5879,  Lots  37  and 
40),  Borough  of  Brooklyn,  N.B.  848-46. 
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164-40-BZ — H.B.M. — 447,  449  and  451  West  35th  street, 
north  side,  194  ft.  east  of  10th  avenue  (Block  733,  Lots 
9,  10  and  11),  Borough  of  Manhattan,  Amend,  to  Alt.  1711- 


578-40-BZ — H.B.B. — 171b  to  1726  Utica  avenue  and  4914 
to  4924  Avenue  I,  southwest  corner  (Block  7775,  Lot  45), 
Borough  of  Brooklyn,  N.B.  1430-46. 


^423-41-BZ — H.B.B. — 297-299  Withers  street,  north  side, 
200  ft.  5$4  in.  west  of  Debevoise  avenue  (Block  2867,  Lots 
34,  55  and  part  of  41),  Borough  of  Brooklyn,  Alt.  1088-41. 


612-45-BZ — H.B.Q. — 94-15  to  94-23  Northern  boulevard. 
32-45  to  32-61  Junction  boulevard,  northeast  corner  and  32-44 
to  32-60  95th  street,  northwest  corner  of  Northern  boulevard 
(Block  1424,  Lots  32  and  33),  Corona,  Borough  of  Queens, 
N.B.  352-45. 


394-45-A — H.B.M. — 56-80  Greenwich  street,  west  side, 
142.5  ft.  south  of  Rector  street,  and  63-85  Washington  street, 
east  side,  137  ft.  south  of  Rector  street  (2nd  to  7th  floors, 
inclusive)  ;  (Block  18,  Lots  10,  12  to  24  inclusive,  41  to  45 
inclusive  and  47  to  54  inclusive),  Borough  of  Manhattan, 
Amend,  to  N.B.  1-45. 


DESIGNATIONS;  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.Il.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.IIx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 

RULES 


hast  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules....  - . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems _ Nov. 

Oil  Burner  Rules . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . .-•••: . Oct. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C.  .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 

3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  S2A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

5,  1946— Vol.  31,  No.  45 
17,  1946— Vol.  30,  No.  38 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8,  1946— Vol.  31,  No.  41 
7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 


Sprinkler,  Rules  .  . 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


hast  Publication  In  Bulletin 

June  29,  1937— Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 


3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
•  No.  15  A. 


NOVEMBER  6,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning ,  November  6,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

540-46-BZ — Application,  July  5,  1946,  under  section  21  of 
the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants,  on 
behalf  of  756  Utica  Avenue  Corp.  and  Estate  of  Julia  Ryan, 
owners,  to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building,  to  be  used  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  premises  750-780  Utica  ave¬ 
nue,  west  side,  120  ft.  north  of  Linden  boulevard  (Block 
4655,  Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 

110-43-BZ — Application  of  Milton  B.  Weissman,  appli¬ 
cant  on  behalf  of  Tolind  Corporation,  owner,  reopened  June 
4,  1946,  under  sections  7b,  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district,  the  change 
in  occupancy  from  stores  and  canteen  1st  floor  pharmaceuti¬ 
cal  and  biological  laboratories  on  second  floor  (previously 
granted  by  the  Board),  to  pharmaceutical  and  biological 
laboratories  and  store  on  1st  floor  and  bowling  alleys  on 
second  floor;  premises  6214-6224  4th  avenue,  and  365-379 
63rd  street,  northwest  corner  (Block  5799,  Lot  38),  Borough 
of  Brooklyn. 

348-46-BZ — Application,  May  7,  1946,  under  section  21  of  the 
zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Seniority  Realty  Corp.,  owner,  to  permit  in  a 
business  use  district,  the  area  devoted  to  manufacturing  in 
excess  of  that  permitted;  premises  255-261  18th  street,  north 
side,  150  ft.  east  of  5th  avenue  (Block  873,  Lot  69),  Borough 
of  Brooklyn. 

465-46-BZ— Application,  June  17,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Louis  Lieberman,  applicant,  on 
behalf  of  Sam  Feldman,  owner,  to  permit  in  a  business  use, 
C  area  district,  the  erection  of  a  building  using  more  than  the 
permitted  area,  to  be  used  as  a  dry  cleaning  plant;  premises 
5257-5265  Kings  Highway,  and  5302-5312  Preston  court, 
southeast  corner  (Block  7949,  Lot  10),  Borough  of  Brooklyn. 

275-40-BZ  Application  of  A.  Gordon  Lorimer,  applicant, 
Acting  Director,  Bureau  of  Architecture,  for  Department  of 
Public  Works,  City  of  New  York,  owner,  reopened  October 
15,  1946,  for  consideration  as  to  extension  of  time  to  com¬ 
plete  work  (expired  by  limitation)— Application,  previously 
granted  on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  storage  garage  for  more  than  three  (3) 
motor  vehicles;  premises  101  Hart  boulevard,  east  side, 
block  bounded  by  Hart  boulevard,  Randall  avenue,  Delafield 
avenue  and  Elwood  place  (Block  131,  part  of  Lot  122),  West 
New  Brighton,  Borough  of  Richmond. 

395-46-BZ— Application,  May  24,  1946,  under  sections  7c, 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
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from  public  garage  (previously  granted  by  the  Board)  to 
repairing  and  servicing  cars,  parts  department,  auto  show¬ 
room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

451-46-BZ — Application,  J'une  3,  1946,  under  sections  7e 
and  21  of  the  zoning  resolution,  of  Max  Abramovitz,  appli¬ 
cant,  on  behalf  of  471  Park  Avenue  Corp.,  owner,  to  permit 
in  a  restricted  retail  use  district,  the  off  street  parking  of 
more  than  five  (5)  motor  vehicles,  in  the  cellar  of  proposed 
building  for  the  use  of  tenants ;  premises  471  Park  avenue, 
southeast  corner  of  East  58th  street  (Block  1312,  Lot  69), 
Borough  of  Manhattan. 

648-46-BZ — Application,  August  28,  1946,  under  section 
7h  of  the  zoning  resolution,  of  M.  Martin  Elkind,  applicant, 
on  behalf  of  Carrie  Schmuck  and  Peter  Schmuck  (trustees), 
owners,  to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  for  a  term 
of  years;  premises  342-344  West  44th  street,  south  side,  250 
ft.  east  of  9th  avenue  (Block  1034,  Lot  53),  Borough  of 
Manhattan. 

626-46-BZ — Application,  September  3,  1946,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Joseph  Schafran, 
applicant,  on  behalf  of  Frieda  Doerner,  owner  (Glenridge 
Self  Service  Laundry,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  68-37  Fresh  Pond  road,  east  side,  125.23  ft.  north 
of  Catalpa  avenue  (Block  3625,  Lot  14),  Ridgewood,  Bor¬ 
ough  of  Queens. 

566-46-BZ — Application,  July  19,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Sylvan  Bien,  applicant,  on  behalf 
of  Croydon  Syndicate  Inc.,  owner,  to  permit  partly  in  a 
residence  and  partly  in  a  retail  use  district,  the  proposed 
conversion  of  a  portion  of  the  existing  dining  room  to  a 
store  extending  into  the  residence  district;  premises  12  East 
86th  street,  1150-1186  Madison  avenue,  southwest  corner  and 
11-35  East  85th  street,  northwest  corner  (Block  1497,  Lot  9), 
Borough  of  Manhattan. 

343-46-BZ — Application,  May  7,  1946,  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Etta  Epstein,  owner,  to  permit  in 
a  residence  and  business  use,  C  area  district,  the  extension 
of  present  building,  using  more  than  the  area  permitted; 
premises  789  Flatbush  avenue,  east  side,  40  ft.  6  in.  south 
of  Lenox  road  (Block  5083,  Lot  16),  Borough  of  Brooklyn. 

729-46-BZ — Application,  October  3,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Nicholas  Fanelli,  applicant  and 
owner,  to  permit  in  a  residence  use  district,  two  illuminated 
signs,  for  a  term  of  years;  premises  128  West  Houston 
street,  northeast  corner  of  Sullivan  street  (Block  525,  Lot 
32),  Borough  of  Manhattan. 

760-46-BZ — Application,  October  9,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant,  on 
behalf  of  Nahirsh  Realty  Co.,  Inc.,  owner  (Bert  S.  Good, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  years ;  premises  1848  3rd  avenue, 
and  181  East  102nd  street,  northwest  corner  (Block  1630, 
Lot  33),  Borough  of  Manhattan. 

707-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Samuel  Gold, 
applicant  and  lessee,  on  behalf  of  Jobreen  Realty  Corp.  and 
Louis  Rovegno,  owners,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  years ;  premises  1-15  Bedford  street,  and  180-190 
West  Houston  street,  northwest  corner  (Block  528,  Lots  1 
to  5  inclusive  and  44  to  51  inclusive),  Borough  of  Man¬ 
hattan. 


741-46-BZ — Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  William  Hionas,  William  J.  Heffernan  and 
Elizabeth  M.  Lewis,  owner  (Levin  and  Weinberg,  Inc., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  6102-6104 
5th  avenue  (store  at  6104),  west  side,  17  ft.  5  in.  south  of 
61st  street,  and  474-482  61st  street  (Block  5791,  part  of  Lot 
38),  Borough  of  Brooklyn. 

725-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Click  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Corp.,  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena ;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 

780- 46-BZ — Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  bottle  stor¬ 
age  plant  of  an  existing  brewery  (previously  granted  by  the 
Board)  to  manufacturing;  premises  229  Pulaski  street,  north 
side,  204  ft.  6  in.  east  of  Troop  avenue  (Block  1773,  Lot 
69,  part  of  Lot  50),  Borough  of  Brooklyn. 

781- 46-BZ — -Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  a  bottle 
storage  plant  of  an  existing  brewery  (previously  granted  by 
the  Board)  to  food  processing,  refrigeration,  distribution 
and  offices ;  premises  235-243  Pulaski  street,  north  side,  266 
ft.  east  of  Throop  avenue  (Block  1773,  Lot  64,  part  of  Lot 
50),  Borough  of  Brooklyn. 

430- 46-BZ — -Application,  June  13,  1946,  under  sections  7a 
and  21  of  1  he  zoning  resolution,  of  Irving  Adelsohn,  appli¬ 
cant,  on  behalf  of  Frank  Balvo,  owner,  to  permit  in  a  resi¬ 
dence  use,  C  area  district,  the  change  of  occupancy  from 
store  and  three  (3)  family  dwelling  to  store,  sale  and  dis¬ 
play  of  merchandise  and  two  (2)  family  dwelling  and  pro¬ 
posed  extension  of  second  floor,  using  more  than  area  per¬ 
mitted;  premises  241  Bleecker  street,  east  side,  120  ft.  11  in. 
north  of  Carmine  street  (Block  589,  Lot  3),  Borough  of 
Manhattan. 

Appeals  from  Administrative  Decisions. 

431- 46-A — 241  Bleecker  street,  east  side,  120  ft.  11  in.  north 
of  Carmine  street  (2nd  floor)  ;  (Block  589.  Lot  3),  Bor¬ 
ough  of  Manhattan. 

442-41-A — 42-50  21st  street,  west  side,  90  ft.  south  of 
43rd  avenue  (Block  457,  Lot  150),  Long  Island  City,  Bor¬ 
ough  of  Queens  (reopened  September  24,  1946). 

712-46-A — 606-608  5th  avenue,  and  2-6  West  49th 
street,  southwest  corner,  (basement,  1st  and  2nd  floors) ; 
(Block  1264,  Lots  39,  40  and  43),  Borough  of  Manhattan. 

667-46-A — 44-16  Queens  boulevard,  southwest  corner  of 
45th  street  (Block  166,  Lot  20),  Long  Island  City,  Borough 
of  Queens. 

Appliances  and  Materials  for  Approval. 

570-46-SA — Lydon  Brothers  Industrial  Oven-Gas  Fired 

—Model  3100- V. 

422-42-SA— Mercury  Cleaning  System. 

780-41-SM — Certain-Teed  Gypsteel  Senior  and  Junior 

Plank  for  Floor  and  Roof  Slabs  (reopened  September  17, 
1946  re  amendment  of  resolution). 

817-45-SM — Tel-O-Post  (All  steel  telescopic  screw  jack 

basement  shoring  column). 

441-46-SM — U.  S.  Rubber  Company  Naugahyde  (flame¬ 
proof  coated  fabrics'). 

HARRIS  H.  MURDOCK,  Chairman. 
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NOVEMBER  6,  1946,  2  P.  M. 

i.  NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
IV cdnesday  afternoon,  November  6,  1946,  at  2  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions. 

730-46-A — 31-33  Frankfort  street,  south  side,  147  ft.  7-34  in. 
east  of  William  street  (1st  floor)  ;  (Block  103,  Lots  15,  16 
and  114),  Borough  of  Manhattan. 

734-46-A — 57-59  East  55th  street,  north  side,  116.5  ft.  east 
of  Madison  avenue  (1st  to  4th  floors,  inclusive)  ;  (Block 
1291,  Lot  27]/2),  Borough  of  Manhattan. 

601-46-A — West  side  of  Columbia  street,  2140  ft.  south 
of  Halleck  street,  Pier  A,  Ft.  of  Richards  street  (Block 
613,  Lot  1),  Beard’s  Erie  Basin,  Borough  of  Brooklyn. 

575-46-A — Foot  of  Columbia  street,  west  side,  2140  ft. 
south  of  Halleck  street  (Block  613,  Lot  1),  Pier  1,  Erie 
Basin,  Borough  of  Brooklyn. 

698-46-A — 98-120  Avenue  W,  south  side,  from  West  9th 
f  to  West  10th  streets  (Block  7164,  Lot  1),  Boroughs  of 
Brooklyn. 

610-46-A — 575-585  East  Fordham  road,  north  side,  50  ft. 
east  of  Hoffman  street  (Block  3273,  Lot  265),  Borough  of 

I  The  Bronx. 

713-46-A — 2865-2867  (2865  displayed)  West  15th  street, 
east  side,  185  ft.  north  of  Mermaid  avenue  (Block  7023, 
Lot  52),  Borough  of  Brooklyn. 

S  820-46-A — 1211  Madison  avenue,  northeast  corner  of  East 
87th  street  (street  floor);  (Block  1499,  Lots  20  and  22), 
Borough  of  Manhattan. 

[| 

827-46-A — 41-07  38th  street,  41-08  39th  street  and  38-10 
Skillman  avenue,  south  side,  between  38th  and  39th  streets 
(Block  215,  Lots  23,  27,  22  and  31),  Long  Island  City, 
Borough  of  Queens. 

831-46-A — 540-542  East  Fordham  road,  and  2515  Lorril- 
lard  place,  southwest  corner  (Block  3050,  Lot  36),  Borough 
'  of  The  Bronx. 

832-46- A — 133-139  East  37th  street,  and  297-303  Lexing¬ 
ton  avenue,  northeast  corner  (roof  and  penthouse)  ;  (Block 
893,  Lot  25),  Borough  of  Manhattan. 

394-45-A— 56-80  Greenwich  street,  west  side,  142.5  ft. 
south  of  Rector  street  and  63-85  Washington  street,  east 
side,  137  ft.  south  of  Rector  street  (2nd  to  7th  floors,  in¬ 
clusive)  ;  (Block  18,  Lots  10,  12  to  24,  inclusive,  41  to  45 
inclusive  and  47-54  inclusive),  Borough  of  Manhattan  (re¬ 
opened  and  restored  to  calendar  October  29,  1946;  pre¬ 
viously  withdrawn). 

'HARRIS  LI.  MURDOCK,  Chairman. 


r 

NOVEMBER  13,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  13,  1946,  at  K)  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  F.dgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
<irea  district,  the  extension  of  present  building  using  more 
;  than  area  permitted;  premises  50-01  kockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
;  ( Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

206-27-BZ — Application  of  Kitzler .  and  Nurick,  appli¬ 
cants,  on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 


9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 

680-44-BZ — Application,  November  28,  1944,  under  sec¬ 
tion  7 a  of  the  zoning  resolution,  of  James  McKillop,  appli¬ 
cant,  on  behalf  of  John  Rago,  owner,  to  permit  in  a  business 
use  district,  the  storage  of  waste  paper;  premises  112  Kings- 
land  avenue  Rear,  east  side,  25  ft.  6%  in.  north  of  Division 
place  (Block  2840,  Lot  2),  Borough  of  Brooklyn. 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 
gasoline  service  station  (previously  granted  by  the  Board) 
for  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 
behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 
D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted ;  premises  1450  Unionport  road,  north¬ 
west  corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

666-46-BZ — Application,  September  13,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  William  J.  Burke,  appli¬ 
cant,  on  behalf  of  Maurice  C.  Nelson,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
using  more  than  the  area  permitted,  for  repair  shop ;  prem¬ 
ises  114-28  to  114-32  Rockaway  boulevard,  and  115-01  to 
115-09  114th  place,  southeast  corner  (Block  11707,  Lots 
32,  33  and  34),  Richmond  Hill,  Borough  of  Queens. 

409-46-BZ — Application,  May  29,  1946,  under  section  7a 
of  the  zoning  resolution,  of  H.  McNabb,  applicant,  on  behalf 
of  Sheffield  Farms  Co.  Inc.,  owner,  to  permit  in  an  un¬ 
restricted  use  district,  the  change  in  use  from  stable  to 
garage  for  more  than  five  (5)  motor  vehicles  (on  first 
floor),  having  an  exit  on  same  street  as  a  public  school, 
between  two  intersecting  streets ;  233-243  Herkimer  street, 
north  side,  305  ft.  east  of  New  York  avenue  (Block  1862, 

'  part  of  Lot  14),  Borough  of  Brooklyn. 

708-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  1110  East  165th  Street  Corp.,  owner 
(Harry  M.  Greenberg,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  1110-1112  East  165th  street,  south  side,  56  ft.  west 
of  Bryant  avenue  (Block  2748,  Lot  33),  Borough  of  The 
Bronx. 

510-46-BZ — Application,  June  4„  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Mardordic  Realty  Co.,  Inc.,  owner  (United 
Equities,  Inc.,  lessee),  to  permit  in  a  business  use  district, 
the  extension  of  present  garage  use  and  stores  to  garage 
for  more  than  five  (5)  motor  vehicles;  premises  1081-1089 
3rd  avenue,  and  200-206  East  64th  street,  southeast  corner 
(Block  1418,  Lot  45),  Borough  of  Manhattan. 

527-46-BZ — Application,  July  9,  1946,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Theodore  Imbiow,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  building  to  be  used  as  an  automobile  repair  shop;  premises 
169-189  East  98th  street,  east  side,  50  ft.  north  of  Dumont 
avenue  (Block  3549,  Lot  2),  Borough  of  Brooklyn. 

710-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Florence  Gloria  Scheringer,  owner 
(Irving  Garvin,  lessee),  to  permit  in  a  business  use  district, 
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a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
753  Melrose  avenue,  west  side,  99.30  ft.  north  of  East  156th 
street  (Block  2403,  Lot  31),  Borough  of  The  Bronx. 
627-46-BZ— Application,  September  3,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Joseph  Schafran, 
applicant,  on  behalf  of  Morris  Pickman,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  45-11  to  45-17  47th  avenue,  and 
45-60  46th  street,  northwest  corner  (Block  165,  Lot  19 
(old  pt.  1),  Woodside,  Borough  of  Queens. 

743-46-BZ — Application,  October  2,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Enrico  Ferrara,  owner  (Susan  Morena,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  704  East  187th  street, 
southeast  corner  of  Beaumont  avenue  (Block  3103,  Lot  28), 
Borough  of  The  Bronx. 

423-41-BZ — -Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Michael  Delia,  owner,  reopened  October 
29,  1946,  for  consideration  as  to  extension  of  term  of  vari¬ 
ance — Application,  previously  granted  on  condition,  under 
section  7e  of  the  zoning  resolution,  for  a  term  of  two  (2) 
years,  permitting  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  a  junk  shop;  premi¬ 
ses  297-299  Withers  street,  north  side,  200  ft.  5J4  in.  west 
of  Debevoise  avenue  (Block  2867,  Lots  34  and  55  and  part 
of  Lot  41),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

691-46- A — Re  Transportation  of  fuel  oil  in  Trailmobile 
in  New  York  City  (capacity  of  tank  not  in  conformity 
with  Administrative  Code  requirements  covering  Tank 
Trucks). 

342-46-A — 662  Pacific  street,  and  27  6th  avenue,  southeast 
corner  (3rd  floor)  ;  (Block  1128,  Lots  4  and  6),  Borough 
of  Brooklyn. 

775-46-A — 27-50  1st  (Mills)  street,  west  side,  248.56  ft. 
south  of  27th  avenue  (Franklin-  street),  and  202  ft.  north 
of  Astoria  boulevard  (4th  floor)  ;  (Block  490,  Lot  11), 
Astoria,  Borough  of  Queens. 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

Materials  for  Approval. 

376-46-SM — Lupo  and  Son’s  Hollow  Cement  Blocks, 
8"  x  8"  x  16"  L.B.S.  (concrete). 

736-46-SM — Silent  Flame  Fuel  Oil  Fill  Box  2"  (Fill  Pipe 
Terminal). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  19,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station ;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use.  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.,  east  qf  Prince  street,  and 


67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

611-46-BZ — Application,  August  27,  1946,  under  sections 
7a,  7e  and  21  of  the  zoning  resolution,  of  Jacob  J.  Glos- 
ter,  applicant,  on  behalf  of  Leading  Cleaners  and  Dyers, 
Inc.,  owner,  to  permit  in  a  residence  use,  D  area  district, 
the  extension  to  existing  dry  cleaning  establishment,  using 
more  than  the  area  permitted;  premises  1147-1155  Lorraine 
avenue,  northwest  corner  of  Pine  street  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklyn. 

404- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicailt, 
for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years ;  premises 
214-228  Schermerhorn  street,  south  side,  233  ft.  east  of 
Hoyt  street  (Block  171,  part  of  Lot  7),  Borough  of  Brook¬ 
lyn.' 

p 

405- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  for  a  temporary  term  of  years ;  premises 
240-250  Schermerhorn  street  and  54-60  Bond  street,  south¬ 
west  corner  (Block  171,  part  of  Lot  7),  Borough  of 
Brooklyn. 

406- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years;  premises 
134-192  Schermerhorn  street,  south  side,  from  Smith  to 
Hoyt  streets,  57-73  Smith  street,  east  side,  from  Schermer¬ 
horn  to  State  streets  and  257-271  State  street  (Block  170, 
Lot  1),  Borough  of  Brooklyn. 

407- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years ;  premises 
37-55  Smith  street,  east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Livingston  street  and  137-145 
Schermerhorn  street  (Block  164,  Lot  1),  Borough  of 
Brooklyn. 

551-46-BZ — Application,  July  17,  1946,  under  section  7a  of 
the  zoning  resolution  of  William  Koppe,  applicant,  on 
behalf  of  Royal  Furniture  Co.,  Inc.,  owner,  to  permit  in  a 
residence  use,  D  area  district,  the  extension  of  present  build¬ 
ing,  using  more  than  the  area  permitted;  premises  498-500 
East  134th  street,  and  127  Brook  avenue,  southwest  corner 
(Block  2261,  Lot  5),  Borough  of  The  Bronx. 

200-37-BZ — Application  of  Nelson  S.  Kirk,  2nd,  applicant, 
on  behalf  of  Geraldine  Donohue,  owner,  reopened  June  18, 
1946,  under  section  7f  of  the  zoning  resolution,  to  nermit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station  and  repair  shop;  premises  103-37 
Springfield  boulevard,  and  218-83  104th  avenue,  northeast 
corner  (Block  11153,  Lot  7),  Queens  Village,  Borough  of 
Queens. 
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347-46-BZ — Application,  May  13,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Robert  R.  Rahman,  applicant,  on 
behalf  of  Donald  S.  Walker,  owner,  to  permit  in  a  residence 
use  district,  the  change  in  occupancy  from  a  stable  first 
floor,  dwelling  second  floor,  to  lumber  storage  first  and 
second  floors;  premises  332  West  70th  street,  south  side, 
352  ft.  6  in.  west  of  West  End  avenue  (Block  1181,  Lot  47), 
Borough  of  Manhattan. 

443-46-BZ — Application,  May  28,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Betty’s  Building  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  (previously  granted  by 
the  Board)  to  auto  showroom,  parts  department  and  serv¬ 
icing  and  repairing  of  motor  vehicles ;  premises  229-243 
FYnpire  boulevard,  north  side,  64.4  ft.  west  of  Rogers  ave¬ 
nue  (Block  1307,  Lot  54),  Borough  of  Brooklyn. 

382-46-BZ — Application,  May  24,  1946  under  sections  7f 
ind  7i  of  the  zoning  resolution  of  William  J.  Burke, 

,  applicant,  on  behalf  of  Adam  and  Charles  Klein,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  an  automobile  repair  shop  and  sale  of  new  and  used 
ears  in  open  portion  of  lot;  premises  74-02  to  74-16  Queens 
boulevard,  south  side,  179.31  ft.  west  of  Kneeland  place  and 
South  Railroad  avenue  (Block  2448,  Lot  213),  Elmhurst, 
Borough  of  Queens. 

336-46-BZ — Application,  May  2,  1946,  under  section  7c  of 
he  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
>n  behalf  of  Paramount  Macaroni  Co.,  owner,  to  permit 
n  a  business  use  district,  the  change  of  occupancy  from 
lance  hall  and  manufacturing  first  floor  (previously  granted 
>y  the  Board),  to  manufacturing  all  floors  using  more  than 
permitted  area  for  manufacturing;  premises  171-173  Wilson 
Avenue,  north  side,  50  ft.  west  of  DeKalb  avenue  (Block 
3235,  Lot  3),  Borough  of  Brooklyn. 

’09-46-BZ — Application,  September  26,  1946,  under  sec- 
ion  7e  of  the  zoning  resolution,  of  Henry  Nordheim,  appli- 
ant,  on  behalf  of  Har-Pom  Realty  Co.,  owner  (Vincent 
;  'errandino,  lessee),  to  permit  in  a  business  use  district,  a 
;vet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
149-255  East  165th  street,  and  1042  Grant  avenue,  northeast 
orner  (Block  2448,  Lot  1),  Borough  of  The  Bronx. 

'82-46-BZ — Application,  October  16,  1946.  under  section 
:  e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant, 
on  behalf  of  Hugh  and  Alyce  O’Rourke,  owners,  to  permit 
n  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
’  »f  five  (5)  years;  premises  94-13  Roosevelt  avenue,  north 
ide,  60  ft.  west  of  95th  street  (Block  1482,  Lot  45),  Jack- 
on  Heights,  Borough  of  Queens. 

’22-46-BZ — Application,  October  2,  1946,  under  section  7e* 
f  the  zoning  resolution,  of  Harry  A.  Yarish,  applicant,  on 
[  chalf  of  Maurice  H.  Rosner,  owner  (Abraham  Samuels, 
essee),  to  permit  in  a  business  use  district,  a  wet  wash 
aundry,  for  a  term  of  five  (5)  years;  premises  158  Tomp¬ 
kins  avenue,  west  side,  55  ft.  north  of  Hart  street  (Block 
767,  Lot  42),  Borough  of  Brooklyn. 

92-46-BZ — Application,  October  18,  1946,  under  section 
i  e  of  the  zoning  resolution,  of  W.  Stuart  Thompson  and 
’helps  Barnum,  applicants,  on  behalf  of  Charles  S.  McVeigh 
nd  Fulton  Trust  Co.  of  New  York,  as  Executors  U/W  of 
-ewis  Spencer  Morris,  deceased,  and  J.  Clarence  Davies, 
nc.,  owners  (Twentieth  Century  Industries,  Inc.,  lessee), 

!  i  permit  in  a  retail  use  district,  a  wet  wash  laundry,  for 
term  of  five  (5)  years;  premises  1545  Westchester  avenue, 
orth  side,  100.24  ft.  west  of  Ward  avenue  (Block  3774, 
art  of  Lot  6),  Borough  of  The  Bronx. 

5S-46-BZ — Application,  October  8,  1946,  under  section 
;  e  of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on 
1  ehalf  of  1150  Garrison  Corp.,  owner  (Nat  Eichel,  lessee), 
i  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
'  term  of  five  (5)  years;  premises  938  East  180th  street, 

!  auth  side,  131.66  ft.  east  of  Daly  avenue  (Block  3127,  Lot 
i  9),  Borough  of  The  Bronx. 


86-22-BZ  Application  of  Click  and  Gelbman,  applicants, 
on  behalf  of  A.  and  L.  Knitting  Mills,  owner,  reopened 
October  8,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  change  of  occupancy 
from  garage  for  more  than  five  (5)  cars  (previously  granted 
by  the  Board),  to  factory;  premises  4720-4732  3rd  avenue, 
east  side,  110  ft.  south  of  East  189th  street  (Block  3042 
Lot  15),  Borough  of  The  Bronx. 


742-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive)  ;  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 


Appeals  from  Administrative  Decisions. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement);  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — lPt-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1). 
Borough  of  Manhattan. 

Materials  for  Approval. 

721-46-SM — 'Wont-Burn  (Flameproofing  compound). 

113-46-SM — AuthOtone  and  Chime  and  Inquirer,  Park- 
chester  Model  875  (non-electric). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  26,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters  : 

Zoning  Application. 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Fentcrville  street,  northwest  corner  of  149th  avenue  (Block 
1 1 534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

588-16-A — 118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue) . 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GTVEN  of  a  public  hearing 
Tuesday  afternoon,  November  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side.  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120.  200.  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  Citv 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Remaining  Minutes  of  the  Meeting  of  October  22,  1946.) 

705-45-SM 

APPLICANT — James  Egan,  owner. 

SUBJECT— Egan  275  Gallon  Fuel  Oil  Storage  Tank,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD-rApplication  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  .  0 

THE  RESOLUTION  (705-45-SM) 

Whereas,  James  Egan,  owner  filed  on  November  16,  1945, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  the  Egan  275  Gallon  Fuel 
Oil  Storage  Tank,  Flat  Head ;  and 

Whereas,  the  applicant  failed  to  make  arrangements  for 
the  testing  of  this  material,  although  duly  notified  to  do  so. 

Resolved,  that  this  case  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


Adjourned :  5  :00  P.  M. 

Joseph  J.  Doyee,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  29,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  October  22,  1946,  were  ap¬ 
proved  as  printed  in  Bulletin  No.  44,  Vol.  31. 


ZONING  APPLICATIONS. 

206-27-BZ 

APPLICANT — Kitzler  and  Nurick,  for  S.  S.  Lerow,  Inc., 
owner. 

SUBJECT — Application  reopened  July  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing,  in  connection  with  an  existing 
gasoline  service  station  (previously  granted  by  the 
Board). 

PREMISES  AFFECTED— 597-607  New  York  avenue 
(601-607  displayed),  and  397-401  Rutland  road  (403 
displayed),  northeast  corner  (Block  4802,  Lot  55), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Nurick. 

For  Opposition :  None. 

For  Administration :  F.  Dahlem,  Dep’t  of  Housing 
and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1946  at 
10  A.  M.  for  applicant  to  file  revised  plans  not  later 
than  November  9,  1946. 


418-46-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Salvatore  Franzone, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  construction 
of  a  building  to  be  used  as  a  gasoline  service  station, 
lubritorium,  salesroom  and  repair  shop,  for  minor 
automobile  repairs. 


PREMISES  AFFECTED— 137-32  Centerville  street,  north¬ 
west  corner  of  149th  avenue  (Block  11534,  Lot  36), 
Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy. 

For  Opposition  :  None. 

For  Administration :  F.  Dahlem,  Dep’t  of  Housing 
and  Buildings. 

ACTION  OF  BOARD — -Laid  over  to  November  26,  1946  at 
10  A.  M.  at  request  of  applicant  to  file  revised  plans. 


611-46-BZ 

APPLICANT — Jacob  J.  Gloster,  for  Leading  Cleaners  and 
Dyers,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a,  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  1)  area  dis¬ 
trict,  the  extension  to  existing  dry  cleaning  estab¬ 
lishment,  using  more  than  the  area  permitted. 
PREMISES  AFFECTED— 1147-1155  Lorraine  avenue, 
northwest  corner  of  Pine  street  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  Jacob  J.  Gloster  and  Hyman  Volk. 
For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946  at 
10  A.  M.  for  applicant  to  file  revised  plans  showing 
compliance  with  area  requirements  and  also  possible 
additional  property. 


302-44-BZ 

APPLICANT — Italo  Nicolai,  for  Xavier  Ivirchoffer,  owner. 
SUBJECT — Application  reopened  July  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use,  E  area  district,  the  extension  of  present 
hot  house  and  potting  shed,  without  the  required 
front  yard. 

PREMISES  AFFECTED— 2286  Richmond  road,  south 
side,  122  ft.  east  of  Otis  avenue,  and  25  ft.  west  of 
Bryant  avenue  (Block  3618,  Lot  7),  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Italo  Nicolai,  George  Kirchoffer 
and  Xavier  Kirchoffer. 

For  Opposition:  G.  A.  Faller,  E.  S.  Frederick  and 
Helena  Frederick. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . . . . .  0 


300-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Herkimer  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  proposed 
manufacturing  area  in  excess  of  that  permitted. 
PREMISES  AFFECTED — 66-76  Sackman  street,  and  1424- 
1434  Herkimer  street,  southwest  corner  (Block  1572, 
Lot  18),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Fred  A.  Lama,  Lewis  S.  Holling 
and  Wm.  Graf. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (300-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Herkimer  Realty  Cor¬ 
poration,  owner,  filed  April 1 26,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district  the  proi>osed  manufacturing  area  in  excess  of 
that  permitted:  premises  66-76  Sackman  street  and  1424-1434 
Herkimer  street,  southwest  corner  (Block  1572,  Lot  18), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  29,  1946,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  :  and 

'  Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Sackman  street  is  in  a  business  use,  C  area 
and  Class  1  height  district ;  Herkimer  street  is  in  a  business 
use,  C-  area  and  Class  1  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  26,  1946,  re  amendment  to  Alt.  Applic.  3478-45, 
reads : 

“Const. 

1.  Area  proposed  to  be  devoted  to  manufacturing  ex¬ 
ceeds  that  permitted  by  Art.  II,  Sec.  4c  of  the  zoning 
resolution  as  the  premises  are  located  in  a  business  use 
district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  98  ft.  frontage  by  98  ft.  in  depth,  on  which  are  located 
a  three  and  four  story  building,  44  ft.  6  in.  and  56  ft.  9  in. 
in  height,  partly  of  Class  3  construction  and  partly  of  fire¬ 
proof  construction;  that  the  buildings  are  98  ft.  front  by  98 
ft.  in  depth  ;  that  it  is  proposed  to  occupy  the  buildings  for 
100%  manufacturing;  and 

Whereas,  the  applicant  contends  that  the  premises  are  im¬ 
proved  with  a  three  and  four  story  fireproof  building  which 
was  originally  constructed  under  N.B.  192  of  1902  by  the 
New  York  Telephone  Company  and  under  Alt.  2745-1938  the 
building  was  occupied  and  used  by  the  Board  of  Education, 
C  ity  of  New  York  as  the  East  New  York  Vocational  High 
School  Annex,  for  which  certificate  of  occupancy  #96160 
was  issued ;  that  under  Alt.  3478-45  the  building  was  con¬ 
verted  for  25%  manufacturing  on  all  floors  for  the  manu- 
I  facture  of  signal  devices ;  that  it  is  now  the  intention  of  the 
owners  to  occupy  the  building  for  manufacturing  as  follows: 
cellar,  25%  manufacturing;  1st  floor,  60%  manufacturing, 
2nd  floor,  45%  manufacturing;  3rd  floor,  50%  manufactur¬ 
ing;  4th  floor,  36%  manufacturing;  that  there  are  sufficient 
exit  facilities  and  the  building  will  comply  with  all  rules  and 
regulations  that  are  applicable  thereto ;  that  therefore,  inas¬ 
much  as  the  building  is  existing,  the  proposed  increase  in 
area  of  manufacturing  will  not  affect  the  general  surround¬ 
ings  ;  that  it  is  therefore  respectfully  requested  that  this 
application  be  granted  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  permit 
:  the  extension  of  use  through  the  building  as  proposed  on 
condition  that  the  total  amount  of  space  throughout  the 
building  shall  not  exceed  50%  of  the  total  floor  space;  that 
all  presses  and  other  machines  shall  be  so  insulated  as  to 
eliminate  vibration ;  that  the  ceilings  of  floors  where  any 
presses  or  similar  machines  are  used,  shall  be  insulated  to 
reduce  noise;  that  inasmuch  as  former  ojienings  to  the  cellar 
by  means  of  areaways  as  shown  on  plans  filed  with  this 
application  have  been  blocked  up,  proper  ventilation  satis¬ 


factory  to  the  borough  superintendent  shall  be  maintained 
within  the  cellar  space;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  this  variance  shall  apply 
only  to  the  present  occupancy;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  months  from  the 
date  of  this  resolution. 


318-46-BZ 

APPLICANT — George  A.  Rauh,  for  Caroline  Rauh,  owner 
(Dr.  B.  S.  Hopper,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy,  from  two  family  residence  to  dentist’s 
office  and  one  family  residence,  for  a  term  of  years. 
PREMISES  AFFECTED — 107-17  86th  avenue,  northwest 
corner  of  108th  street  (Block  9197,  Lot  29),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  A.  Rauh,  Warren  Heeg, 
Dr.  B.  S.  Hopper,  Isabella  Rea,  Walter  Rea, 
Minnie  Mohlenhoff,  John  Mohlenhoff  and  H.  S. 
Mertz. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (318-46-BZ) 

Whereas,  George  A.  Rauh,  for  Mrs.  Caroline  Rauh, 
owner,  Dr.  B.  S.  Hopper,  lessee,  filed  April  18,  1946,  an 
application  under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district  the  change  of  occupancy  from 
two  family  residence  to  dentist’s  office  and  one  family  resi¬ 
dence  for  a  term  of  years;  premises  107-17  86th  avenue, 
northwest  corner  108th  street  (Block  9197,  Lot  29),  Rich¬ 
mond  Hill,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  on  January  9,  1945,  under  Cal.  591-44-A,  the 
Board  dismissed  for  lack  of  prosecution  the  appeal  from  a 
decision  of  the  acting  borough  superintendent  re  revocation 
of  C.O.  12423,  premises  107-17  86th  avenue,  northeast  cor¬ 
ner,  108th  street  (1st  floor)  (Block  9197  (170)  lot  29),  Rich¬ 
mond  Hill,  Borough  of  Queens;  and 

Whereas,  on  March  6,  1945,  the  Board  dismissed  the  re¬ 
quest  to  reopen  the  application  ;  and 

Whereas,  oh  April  17,  1945,  the  Board  reopened  the 
appeal,  restored  to  calendar  and  set  for  hearing  on  May  1, 
1945 ;  and 

Whereas,  on  May  1,  1945,  the  Board  denied  the  appeal, 
and  affirmed  the  decision  of  the  borough  superintendent  dated 
October  2,  1944,  refusing  to  revoke  certificate  of  Occupancy 
12423 ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  86th  avenue  is  in  a  residence  use  C  area 
and  Qass  1)4  height  district;  108th  street  is  in  a  residence 
use  C  area  and  Class  1)4  height  district : 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  20,  1946,  re  Alt.  Applic.  352-46,  reads : 

“1.  The  practice  of  a  profession  within  the  premises 
is  permitted  only  if  the  practitioners  reside  therein,  Sec. 
3  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  18  ft.  front  by  57  ft.  in  depth,  2  stories  and  attic, 
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28  ft.  in  height,  of  Class  4  construction;  that  it  is  proposed 
to  have  the  present  use  of  dentist’s  office,  operating  rooms 
and  dental  laboratory  on  the  1st  floor  permitted  although 
practitioner  does  not  reside  in  the  premises ;  and 

Whereas,  the  applicant  contends  that  the  1st  floor  apart¬ 
ment  of  the  converted  2-family  dwelling  consists  of  four 
rooms  and  bath,  which  was  leased  to  Dr.  B.  S.  Hopper, 
dentist,  by  the  owner,  on  September  15,  1943,  for  a  period  of 
ten  years,  expiring  September  30,  1953 ;  that  the  lease  gave 
the  doctor  permission  to  install  a  new  door  to  the  bathroom 
and  to  erect  a  subdividing  partition  through  the  living  room 
to  form  a  private  office  and  operating  room;  also  to  install 
equipment  with  incidental  plumbing,  and  to  occupy  same  as 
dental  office,  with  waiting  room,  two  operating  rooms  and 
laboratory ;  that  the  changes  as  indicated  were  made  by  the 
doctor  at  a  considerable  expense;  that  all  plumbing  was 
approved  under  Miscel.  Applic.  2869-43  ;  that  the  owner  states 
that  she  had  no  intention  of  wilfully  violating  the  zoning 
resolution  nor  did  she  have  actual  information  until  she  re¬ 
ceived  notice  of  Violation — Zone  226-45  and  4006-45  on 
December  4,  1945  from  the  Department  of  Housing  and 
Buildings,  Queens ;  that  she  then  filed  Alt.  Applic.  352-46, 
requesting  approval  of  the  1st  floor  apartment  for  use  as  a 
dental  office,  the  doctor  not  residing  on  the  premises;  that 
this  application  was  denied  on  March  20,  1946;  that  there¬ 
after  and  on  the  3d  of  January,  1946,  was  served  upon 
Caroline  Rauh  and  Bryant  S.  Hopper,  a  summons  issued  out 
of  the  Magistrates  Court  of  the  City  of  New  York,  Rock- 
away  District,  Borough  of  Queens,  dated  January  2,  1946, 
returnable  January  21,  1946,  to  answer  a  charge  made  by 
Inspector  Irons  of  the  Housing  and  Building  Department, 
for  the  violation  of  Section  23,  B.Z.R. ;  that  a  general  denial 
was  interposed  to  such  summons  and  the  matter  was  there¬ 
after  adjourned  to  the  6th  of  May,  1946.  On  said  6th  day 
of  May,  1946,  an  application  will  be  made  to  adjourn  this 
proceeding  until  the  conclusion  of  the  pending  application  for 
variance.  Judge  McKeon  presided;  that  the  doctor  has  been 
practicing  in  this  vicinity  for  the  past  15  years  and  no  other 
facilities  are  available ;  that  the  owner  lives  on  the  premises 
and  takes  considerable  pride  in  the  appearance  of  the  premi¬ 
ses  and  intends  to  keep  up  the  good  appearance;  that  there 
will  be  no  external  evidence  of  professional  occupancy  except 
for  four  small  white  glass,  black  lettered  signs,  4"  x  9" 
installed  on  the  inside  surface  of  the  glass  of  the  bottom 
sash  as  indicated  on  drawing;  that  it  is  therefore  respectfully 
requested  that  permission  to  use  the  premises  as  indicated  for 
the  term  of  the  lease  be  granted  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;l  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof,  for 
a  term  of  seven  (7)  years,  to  permit  the  premises  to  be  occu¬ 
pied  by  Dr.  B.  S.  Hopper  as  proposed  and  as  indicated  on 
plans ,  filed  with  this  application  marked  “Received  April  18, 
1946,”  five  sheets,  on  condition  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  in  addition  to  the  practic¬ 
ing  dentist  there  shall  not  be  more  than  one  other  operator 
or  technician ;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  no 
further  signs  shall  be  exhibited  on  the  premises  than  those 
as  proposed,  not  exceeding  in  total  area,  the  area  permitted  in 
a  residence  use  district;  that  a  new  certificate  of  occupancy 
shall  be  obtained;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


338-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Betty  Marko¬ 
witz,  owner. 


SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the 
.  sale  and  display  of  used  cars  for  a  period  of 
two  (2)  years. 

PREMISES  AFFECTED — 1504-1526  Coney  Island  ave¬ 
nue,  west  side,  100  ft.  north  of  Avenue  L  (Block 
6536,  Lots  30  and  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (338-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Betty  Markowitz, 
owner,  filed  May  7,  1946,  an  application  under  section  7f 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  sale  and  display  of  used  cars  for  a  period  of  two  (2) 
years,  premises  1504-1526  Coney  Island  avenue,  west  side, 
100  ft.  north  of  Avenue  L  (Block  6536,  Lots  30  and  34), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  29,  1946,  after  due  notice  by  publication 
in  the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Coney  Island  avenue  is  in  a  business 
use,  C  area  Class  1J4  height  district;  Avenue  L  is  in  a  resi¬ 
dence  and  business  use,  C  and  D  area  and  Class  1  and  1J4 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,' 
dated  April  22,  1946  on  N.B.  Applic.  881-46  reads : 

“1.  Sales  and  display  of  used  cars  on  a  vacant  lot 
in  a  business  zone  is  contrary  to  Art.  2,  Sect.  4al5  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  200  ft.  frontage  by  100  ft.  in  depth,  presently 
vacant ;  that  it  is  proposed  to  erect  a  building  to  be  used 
as  an  office,  10  ft.  front  by  9  ft.  in  depth,  1  story,  9  ft.  in 
height,  of  Class  4  construction  and  to  use  the  balance  of 
the  plot  for  the  sale  and  display  of  used  motor  vehicles ; 
and 

Whereas,  the  applicant  contends  that  these  premises  have 
been  owned  by  the  present  owner  since  1925 ;  that  directly 
across  the  street  in  Block  6 722,  Lots  73  and  49  are  improved 
with  public  garages  and  gasoline  service  stations;  that  the 
lot  in  question  has  been  and  is  being  used  for  parking  by 
many  people  in  this  area,  without  the  consent  of  the  owners ; 
that  in  view  of  the  fact  that  the  request  is  for  a  temporary 
permit  and  that  the  plot  is  being  used  for  illegal  parking 
purposes,  and  that  the  proposed  use  will  in  no  way  affect 
the  general  area,  it  is  requested  that  this  application  be 
granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  applicant  changed  the  basis  df  his  applica¬ 
tion  from  section  7f  to  section  7e  of  the  zoning  resolution; 
and 

Whereas,  the  applicant  stated  that  the  proposed  lessee  is 
Ambrose  Hartley,  who  formerly  operated  the  lot  for  the 
sale  of  used  cars  prior  to  the  prohibitive  amendment  under 
a  license  issued  by  the  Department  of  Licenses ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
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term  of  five  (5)  years,  to  permit  the  premises  to  be  oc¬ 
cupied  exclusively  for  the  sale  of  used  cars  and  for  no  other 
use,  as  proposed  and  indicated  on  plans  filed  with  this  ap¬ 
plication,  marked  “Received  May  7,  1946”,  (two  sheets), 
on  condition  that  the  plot  shall  be  leveled  substantially  to 
the  grade  of  Coney  Island  avenue  and  surfaced  with  steam 
cinders,  gravel  or  other  suitable  material,  treated  with  a 
binder  and  surfaced  to  provide  surface  drainage ;  that  on  the 
interior  lot  lines  where  walls  of  adjoining  buildings  do  not 
occur  on  the  lot  line  there  shall  be  erected  a  substantial 
woven  wire  fence  not  less  than  6  feet  in  height ;  that  a 
similar  fence  shall  be  erected  on  the  street  building  line  of 
Coney  Island  avenue,  except  for  two  openings  opposite  the 
curb  cuts,  as  shown ;  that  such  woven  wire  fence  shall  be  of 
the  anchor  type  with  steel  posts ;  that  entrances  to  the 
premises  shall  not  exceed  two,  located  as  indicated  on  such 
plans  and  shall  not  exceed  15  feet  in  width  each;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct ;  that  in  all  other  respects  the 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Board 
under  Cal.  774-46-A ;  and  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months  from 
the  date  of  this  resolution. 


405-46-BZ 

APPLICANT — Barr,  Bennett  &  Fullen  and  Saul  Gold¬ 
smith,  for  Adolf  Freedman,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium  and  auto  laundry. 

PREMISES  AFFECTED— 793-801  Bedford  avenue,  and 
494-502  Park  avenue,  southeast  corner  (Block 
1734,  Lots  1  and  70),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  L.  J.  Lieberman,  Saul  Goldsmith 
and  Adolf  Freedman. 

For  Opposition :  August  Macri,  B.  Mosher  and 
J.  F.  Maggio. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRA NT- 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (405-46-BZ) 

Whereas,  Barr,  Bennett  &  Fullen  and  Saul  Goldsmith, 
for  Adolf  Freedfnan,  owner,  filed  June  3,  1946,  an  applica¬ 
tion  under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium  and  auto 
laundry,  premises:  793-801  Bedford  avenue,  494-502  Park 
avenue,  southeast  corner.  (Block  1734,  lots  1  and  70), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bedford  avenue  is  in  a  business  use, 
B  area  and  class  \/i  height  district;  Park  avenue  is  in  a 
business  and  unrestricted  use  B  area  and  class  lp2  height 
district;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
May  16,  1946  on  N.B.  Applic.  971-46  reads: 

“1.  Proposed  use  for  gasoline  service  station  and 
accessory  uses  on  premises  located  in  a  business  zone  is 
contrary  to  Article  II,  Section  4a  (46)  of  the  Zoning 
Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  110  ft.  3  in.  frontage  by7  100  ft.  in  depth,  on  which 


are  located  4  four-story  brick  buildings  now  vacant ;  that 
it  is  proposed  to  demolish  the  present  unoccupied  multiple 
dwellings  and  to  erect  a  building  69  ft.  6  in.  by  29  ft.  in 
depth,  1  story,  14  ft.  in  height,  of  class  1  construction,  to 
be  used  as  a  gasoline  service  station;  and 

Whereas,  the  applicant  contends  that  the  buildings  are 
vacant  and  the  dwelling  use  has  been  abandoned  for  many 
years ;  that  the  buildings  lack  toilet  facilities  and  modern 
requirements  and  standards  as  per  Multiple  Dwelling  Law 
requirements ;  that  unsafe  violations  have  been  placed  against 
at  least  two  of  the  buildings;  that  the  cost  of  rehabilitating 
these  buildings  is  prohibitive  and  uneconomical ;  that  there  is 
no  heat  or  plumbing  in  the  building  and  the  plastering,  trim, 
beams  and  flooring  are  gone;  that  in  order  to  develop  this 
property  for  conforming  use  either  dwelling  or  store  use 
would  have  to  be  developed;  that  it  would  be  a  practical 
hardship  to  develop  dwelling  units  in  view  of  the  cost  of  con¬ 
struction  and  the  surrounding  neighborhood ;  that  as  to  store 
use  it  would  not  reflect  the  prevailing  use  of  the  property 
on  both  sides  of  the  street;  that  the  modification  requested 
will  result  in  a  conformance  with  the  actual  use  and  occupa¬ 
tion  of  contiguous  property  more  than  the  limitations  of  the 
established  legal  use ;  that  the  use  of  this  plot  for  a  gasoline 
service  station  would  tend  to  create  a  safer,  an  airier  and 
cleaner  condition  for  the  entire  surrounding  territory  and 
neighborhood;  that  the  original  intention  of  the  purchaser 
of  this  property  was  to  immediately  rehabilitate  the  struc¬ 
ture  to  a  habitable  condition  by  effecting  compliance  with 
all  applicable  rules  and  laws  under  the  conditions  here  exist¬ 
ing  ;  that  the  character  of  the  neighborhood  has  not  improved 
at  least  within  20  years,  and  proof  of  that  is  the  great  num¬ 
ber  of  sub-standard  buildings,  many  of  them  frame  build¬ 
ings  to  which  no  attempt  has  been  made  to  improve  the  same 
for  uses  in  conformance  with  the  business  zone;  that  Park 
avenue  is  zoned  unrestricted  in  this  immediate  neighborhood 
with  the  exception  of  100  ft.  east  and  west  of  Bedford  ave¬ 
nue  which  includes  the  subject  plot;  that  immediately  to  the 
east  there  is  an  auto  repair  shop  and  garage  and  across  the 
street  a  gas  station;  that  on  the  northwest  corner  there  is 
a  gas  station  and  along  Park  avenue  between  Bedford  and 
Nostrand  avenues  there  are  any  number  of  factories  and  the 
same  is  true  as  to- Park  avenue  between  Bedford  and  Frank¬ 
lin  avenues;  that  originally  Bedford  avenue  was  zoned  un¬ 
restricted  and  sometime  between  1916  and  1924  it  was  zoned 
business;  that  since  that  date  there  has  been  little  develop¬ 
ment  and  improvement  of  the  buildings  to  bring  it  in  line 
with  the  intentions  of  the  zoning  law  for  the  development 
of  this  street  as  a  business  street;  that  the  general  purpose 
and  intent  of  the  zoning  resolution,  the  public  health,  safety, 
general  welfare  of  the  people  will  be  enhanced  and  sub¬ 
stantial  justice  done  in  granting  this  variance  by  permitting 
the  erection  of  a  gasoline  service  station  for  a  term  of  ten 
years ;  and 

Whereas,  the  premises  and  surrounding  area  were  inspec¬ 
ted  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7e,  which  is  inapplicable,  and  that  the 
applicant  failed  to  substantiate  a  basis  to  warrant  exercise  of 
discretion  to  grant  under  section  21  of  the  zoning  resolution 
and  was  therefore  not  entitled  to  relief  on  the  grounds  of 
practical  difficulties  and  unnecessary  hardships. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.B.  Applic.  971-46  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


501-46-BZ 

APPLICANT — Procter  and  Harding,  for  Midtown  Hospi¬ 
tal,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7 a  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use,  B  area  dis¬ 
trict,  the  construction  of  a  laboratory  and  auxiliary 
rooms  on  the  roof  of  the  present  building  with  less 
than  the  required  rear  yard. 
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PREMISES  AFFECTED — 309  East  49th  street,  north  side, 
125  ft.  east  of  2nd  avenue  (Block  1342,  Lot  6),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Caleb  Harding  and  J.  Seitz. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (501-46-BZ) 

Whereas,  Procter  and  Harding,  for  Midtown  Hospital, 
owner,  filed  June  21,  1946,  an  application  under  sections  7a 
and  21  of  the  zoning  resolution,  to  permit  in  a  business  use, 
B  area  district,  the  construction  of  a  laboratory  and  auxiliary 
rooms  on  the  roof  of  the  present  building  with  less  than  the 
required  rear  yard ;  premises :  309  East  49th  street,  north 
side,  125  ft.  east  of  2nd  avenue  (Block  1342,  Lot  6),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  October  29,  1946,  for  further  con¬ 
sideration  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  49th  street  is  in  business  use,  B  area 
and  Class  1J4  height  districts;  2nd  avenue  is  in  business  use, 
B  area  and  Class  1)4  height  districts ;  and 

Whereas,  the  applicant  filed  an  amendment  with  the  bor¬ 
ough  superintendent,  dated  May  27,  1946,  re  Alt.  Applic. 
1001-46;  and 

Whereas,  the  decision  of  the  borough  superintendent,  act¬ 
ing  on  Alt.  Applic.  1001-46,  dated  May  23,  1946,  reads: 

“1.  The  proposed  rear  extension  of  the  present  pent 
house  is  not  permitted  being  contrary  to  Sec.  12,  17  and 
19  of  Art.  IV  of  the  zoning  resolution. 

Note:  Building  erected  after  1916.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  69  ft.  9  in.  frontage  by  100  ft.  5  in.  in  depth,  on  which 
is  located  a  building  69  ft.  9  in.  by  90  ft.  deep,  six  stories 
and  pent  house,  72  ft.  8  in.  in  height ;  that  it  is  proposed  to 
use  the  proposed  structure  as  a  laboratory  for  the  hospital 
on  the  roof  of  the  present  building  and  rooms  for  auxiliary 
services  and  facilities  which  either  relate  to  laboratory  or 
other  hospital  service ;  and 

Whereas,  the  applicant  contends  that  the  present  labor¬ 
atory,  an  inside  room  on  main  floor  is  11  ft.  3  in.  by  13  ft. 
8  in.  and  is  completely  inadequate  in  size  and  too  far  re¬ 
moved  from  the  operating  rooms  on  the  6th  floor;  that  there 
is  no  pro  vision  for  an  Animal  Room  now  in  the  basement  of 
the  Nurse’s  Home,  next  door;  that  this  room  should  be  close 
to  the  laboratory  as  the  Chief  Technician  has  charge  of 
both ;  that  at  present  the  pharmacy,  a  small  room  9  ft.  4  in. 
by  7  ft.  6  in.  adjoins  the  laboratory  on  the  main  floor ;  that 
it  is  inadequate  in  size  for  real  service  and  the  removal  of 
the  laboratory  as  proposed  will  afford  much  needed  space  for 
the  expansion  of  the  pharmacy;  that  the  proposed  alteration 
will  afford  some  possibility  of  keeping  records  efficiently ; 
that  because  of  present  inadequate  space,  records  cannot  be 
kept  together  but  are  scattered  in  various  places  in  the  hos¬ 
pital  ;  that  the  variations  sought  herein  are  very  minor  as 
compared  with  the  far  greater  service  the  Hospital  can 
render  if  proposed  alterations  are  made;  that  with  respect 
to  light  and  air,  the  proposed  construction  would  not  cut  off 
any  more  by  this  addition  than  is  already  cut  off  by  the  exist¬ 
ing  building ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 


resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty  and  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  21  of  the 
zoning  resolution,  to  permit  the  proposed  rear  wall  on  the 
7th  floor  to  be  located  less  than  the  required  distance  from 
the  rear  lot  line  as  indicated  on  revised  plans  filed  with  this 
application  marked  “Received  October  25,  1946,”  three  sheets, 
marked  A-l,  A-5  and  A-6,  on  condition  that  the  building  shall 
not  be  further  increased  in  height  or  area;  that  the  existing 
stair  marked  No.  2  shall  be  carried  up  to  the  7th  floor  with¬ 
in  the  building  and  not  as  an  exterior  iron  stair  as  shown  on 
such  plans ;  that  such  stairway  shall  be  constructed  substan¬ 
tially  as  indicated  on  revised  plan  marked  A-7,  to  he  filed 
showing  the  stairway  with  treads  not  less  than  3  ft.  in  width, 
filed  and  marked  “Received  October  31,  1946”  ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  503-46-A ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  one 
’  (1)  year  from  the  date  of  this  resolution. 


663-46-BZ 

APPLICANT — Cafiero  and  Lacerenza,  for  Mitchel  Schneid¬ 
er  Co.,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  on  a  plot  located  partly  in 
a  business  use  district,  for  a  term  of  years. 
PREMISES  AFFECTED— 111-125  Concord  street,  and 
205-213  Jay  street,  northeast  corner  (Block  107, 
Lots  1,  101,  2,  4,  5  and  part  of  50),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  R.  Kartzman  and  William 
Lacerenza. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  John  J.  Saunders,  Board 


of  Education. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  and  Deputy 

Chief  Guinee  . 2 

Negative:  Chairman  Murdock  and  Commissioner 
Blum  . 2 


THE  RESOLUTION  (663-46-BZ) 

W  hereas,  Cafiero  and  Lacerenza,  for  Mitchel  Schneider 
Co.  Inc.,  owner,  filed  September  9,  1946,  an  application  under 
section  7h  of  the  zoning  resolution,  to  permit  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  on  a  plot 
located  partly  in  a  business  use  district  for  .a  term  of  years; 
premises:  llb-125  Concord  street  and  205-213  Jay  street, 
northeast  corner  (Block  107,  Lots  1,  101,  2,  4,  5  and  part 
of  50),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its-  regular 
meeting,  October  29,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Concord  street  is  in  business  and  unre¬ 
stricted  use,  B  area  and  Class  2  height  districts;  Jay  street 
is  in  a  business  use,  B  area  and  Class  2  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  29,  1946,  re  Alt.  Applic.  3623-46,  reads : 

“1.  Parking  &  storage  of  more  than  5  motor  vehicles 
on  a  plot  located  partly  within  a  business  use  district 
is  contrary  to  Art.  2,  Sect.  4a- 15  of  the  zoning  resolu¬ 
tions.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
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of  a  plot  125  and  121  ft.  (irreg.)  frontage  by  150  and  137 
ft.  in  depth,  presently  vacant ;  that  it  is  proposed  to  use  the 
whole  plot  for  the  parking  and  storage  of  motor  vehicles ; 

and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  plot  121  ft.  on  Jay  street  and  125  ft.  on  Concord 
street,  irregular,  in  depth  and  16350  sq.  ft.  in  area;  that 
plot  is  now  enclosed  on  both  street  fronts  by  a  substantial 
iron  picket  fence  about  4  ft.  high,  set  in  concrete  base,  that 
it  is  proposed  to  clear  off  all  rubbish,  level  off  and  grade 
to  pitch  to  Concord  street,  set  6"  steam  cinders  rolled  down 
and  secured  by  an  approved  binder;  that  the  object  in  re¬ 
questing  this  variation  and  the  issuance  of  a  temporary 
permit  is  for  the  owners  to  procure  a  temporary  revenue 
to  help  defray  interest  and  taxes  charges ;  that  it  is  the 
II  intention  of  the  owners  to  erect  a  permanent  structure  on 
this  plot  as  soon  as  materials  and  labor  are  reasonably 
available ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7h  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 

(be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 

671-46-BZ 

APPLICANT— William  R.  Shirley,  for  Donald  Willard 
Holding  Corp.,  owner  (H.  Leonard  and  E.  Presser, 
lessees). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 1153  Castleton  avenue,  north 
side,  71.09  ft.  east  of  Barker  street  (Block  197,  Lot 
131),  West  New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  William  R.  Shirley  and  H.  Presser. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (671-46-BZ) 

Whereas,  William  R.  Shirley,  for  Donald  Willard  Hold¬ 
ing  Corp.,  owner,  H.  Leonard  and  E.  Presser,  lessees,  filed 
September  16,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  business  1  use  district  a 
wet  wash  laundry  for  a  term  of  five  (5)  years;  premises: 

1153  Castleton  avenue,  north  side,  71.09  ft.  east  of  Barker 
street  (Block  197,  Lot  131)  West  New  Brighton,  Borough 
of  Richmond ;  and 

|  Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

'  Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Castleton  avenue  is  in  business  1  use, 

C  area  and  Class  1  height  districts ;  Barker  street  is  in 
business  1  and  residence  use  C  area  and  Class  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  4,  1946,  re  Alt.  Applic.  362-46,  reads : 

“1.  Launderette  in  a  business-1  district  is  contrary 
to  Art.  II  Sect.  4  subdiv.  51  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  28.43  ft.  frontage  by  100.33  ft.  in  depth  on  which 
is  located  a  building  28.43  ft.  front  by  80  ft.  in  depth  (typical 
floor  28.43  ft.  x  50  ft.)  two  stories,  25  ft.  in  height,  of  Class 
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4  construction ;  that  it  is  proposed  to  install  twenty  individual 
self-operated  house  type  washing  machines  (appvd.  under 
Cal.  136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to  in¬ 
stall  twenty  Bendix  washing  machines,  as  approved  by  the 
Board  under  Cal.  136-46-SA,  each  machine  operated  by  a 
Vat  h.p.  motor  and  with  an  individual  capacity  of  10  lbs.  of 
dry  clothes ;  that  the  laundry  will  have  two  employees  as  it 
is  a  self-service  operation  with  customers  doing  their  own 
work;  that  no  steam  is  manufactured  and  no  volatile  fluids 
used  on  premises ;  that  there  will  be  no  noxious  odors  or  ex¬ 
cessive  noise ;  that  there  are  few  and  inadequate  sanitary 
facilities  in  the  neighborhood  and  this  installation  will  prove 
a  definite  contribution  to  public  health  and  lighten  the  burden 
of  the  housewife;  that  the  Board  is  not  asked  to  differentiate 
between  nor  define  a  wet  wash  laundry  but  requested  for  a 
variation  to  permit  the  operation  of  this  establishment  for 
a  term  of  five  years  to  permit  the  owner  to  realize  sufficient 
income  to  pay  taxes  and  repairs  and  for  the  lessee  to  amor¬ 
tize  his  investment ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and.it  hereby  is  granted  under  section  7e  of  the  zoning 
resolution  for  a  term  of  five  (5)  years,  to  permit  the  premises 
to  be  occupied  as  proposed,  on  condition  that  not  more  than 
twenty  (20)  individual  machines  shall  be  installed  as  pro¬ 
posed  and  indicated  on  plans  filed  with  this  application, 
marked  “Received  September  16,  1946”,  (4  sheets)  ;  that  such 
machines  shall  be  as  proposed  and  as  approved  by  the  Board 
under  Cal.  136-46-SA ;  that  during  the  term  of  this  variance, 
the  premises  shall  be  used  for  no  other  use  and  no  additional 
laundry  work  shall  be  done  other  than  in  the  machines  them¬ 
selves;  that  the  space  marked  “storage”  shall  be  solely  for 
the  storage  of  customers’  baby  carriages  or  other  hand  con¬ 
veyances  ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  and  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  six  months  from  the  date  of  this  resolution. 


678-46-BZ 

APPLICANT — William  R.  Shirley,  for  Octavio  B.  Romero, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 3213  Tilden  avenue,  north  side, 
65  ft.  west  of  New  York  avenue  (Block  4903,  part 
of  Lot  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  R.  Shirley,  Henry  Rubin 
and  O.  Romero. 

For  Opposition :  H.  Baron,  A.  H.  Kennedy,  M.  V. 
Cohee,  M.  R.  Hamer,  E.  Mahoney,  G.  Recco, 
H.  Halperin  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioner  Savage  .  2 

Negative:  Commissioner  Blum  and  Deputy 

Chief  Guinee  .  2 

THE  RESOLUTION  (678-46-BZ) 

Whereas,  William  R.  Shirley  for  Octavio  B.  Romero, 
owner,  filed  September  17,  1946  an  application  under  sections 
7e  and  21  of  the  zoning  resolution,  to  permit  in  a  business  use 
district  a  wet  wash  laundry  for  a  term  of  five  (5)  years, 
premises  3213  Tilden  avenue,  north  side,  65  ft.  west  of  New 
York  avenue  (Block  4903,  part  of  lot  39),  Borough  of 
Brooklyn ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Tilden  avenue  is  in  a  business  use,  C  area 
and  class  1)4  height  district;  New  York  avenue  is  in  resi¬ 
dence  and  business  use,  C  area  and  class  1J4  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
September  12,  1946  on  Alt.  Applic.  4017-46  reads: 

“1.  Proposed  laundry  located  within  a  business  use 
district,  is  contrary  to  Art.  2,  Sect.  4a-5l  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100  ft.  8)4  in.  frontage  by  20  ft.  %  in.  in  depth,  on 
which  is  located  a  building,  26  ft.  1  in.  front  by  18  ft.  4  in. 
in  depth,  1  story,  10  ft.  in  height,  of  class  3  construction; 
that  it  is  proposed  to  install  20  approved,  self-service  home 
type  washing  machines  (approved  under  Cal.  136-46-SA)  ; 
and 

Whereas,  the  applicant  contends  that  each  machine  has  a 
10  lb.  capacity  and  operated  by  a  )4  h.p.  motor;  that  the 
retail  rental  laundry  will  have  only  two  employees  as  it  is  a 
self-service  installation ;  that  no  steam  is  manufactured  and 
no  volatile  liquids  used  and  there  will  not  be  any  noxious 
odors  or  excessive  noise  from  the  operation ;  that  there  are 
few  and  inadequate  sanitary  facilities  in  the  neighborhood 
and  this  installation  will  prove  a  definite  contribution  to  the 
public  health  and  lighten  the  burden  of  the  housewife ;  that 
it  is  requested  that  the  Board  permit  the  operation  of  this 
establishment  for  five  years  to  enable  the  applicatn  to  amor¬ 
tize  his  investment  and  the  owner  to  realize  sufficient  income 
to  pay  the  taxes  and  repair  the  building ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  following  resolution  was  offered  for  con¬ 
sideration  : 

The  motion  is  to  grant  under. section  7e  for  a  term  of  five 
years,  to  permit  the  premises  to  be  occupied  as  proposed,  on 
condition  that  no  laundry  work  will  be  done  on  the  premises 
except  in  the  proposed  seventeen  (17)  individual  machines 
for  the  service  of  individual  customers ;  that  such  machines 
shall  be  of  the  type  approved  by  the  Board  under  Cal.  136- 
46-SA  ;  that  no  other  business  shall  be  carried  on  in  the 
premises  and  no  other  laundry  work  done  except  in  the 
machines  as  proposed ;  that  the  building  shall  not  be  increased 
in  height  or  area  and  in  all  other  respects  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  that  there 
shall  be  no  windows  installed  on  the  exterior  or  side  lot  line 
walls ;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  and  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  months  from  the  date  of  this  resolution  ; 
and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7e  of  the  zoning  resolution  and  that  the 
applicant  failed  to  substantiate  a  basis  of  appeal  under 
section  21  of  the  zoning  resolution  and  was,  therefore,  not 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 

685-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Matthew  Navarra, 
owner  (Samuel  Ellman  and  Sidney  Lukas,  lessees). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 442  Bedford  avenue,  west  side, 
24  ft.  6  in.  north  of  South  9th  street  (Block  2137, 
Lot  31),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinec. .  4 

Negative:  .  0 

THE  RESOLUTION  (685-46-BZ) 

Whereas,  Charles  M.  Spindler  for  Matthew  Navarra, 
owner,  Samuel  Ellman  and  Sidney  Lukas,  lessees,  filed 
September  18,  1946,  an  application  under  sections  7e  and  21 
of  the  zoning  resolution  to  permit  in  a  business  use  district 
a  wet  wash  laundry  for  a  term  of  five  (5)  years;  premises 
442  Bedford  avenue,  west  side,  24  ft.  6  in.  north  of  South 
9th  street  (Block  2137,  Lot  31)  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  October  29,  1946,  and  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Bedford  avenue  is  in  business  and  unre¬ 
stricted  use,  B  area  and  Class  1)4  height  districts;  South 
9th  street  is  in  business  and  unrestricted  use,  B  area  and 
Class  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  12,  1946,  re  Alt.  Applic.  3707-46  reads : 

“1.  Proposed  alteration  to  establish  a  laundry  in  a 
business  district  is  contrary  to  Art.  II,  Section  4(51) 
of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  22  ft.  4  in.  front  by  68  ft.  in  depth  (typical  floor 
22  ft.  4  in.  by  50  ft.),  4  stories,  47  ft.  in  height  of  Class  3 
construction ;  that  it  is  proposed  to  install  30  standard 
household  washing  machines ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  filed 
to  secure  a  variation  of  Section  4  (a)  (51)  of  the  zoning 
resolution,  to  permit,  in  a  business  use  district,  the  installa¬ 
tion  of  30  standard  household  washing  machines  in  an  ex¬ 
isting  store  on  the  first  floor  of  a  4  story  brick  old  law 
tenement,  and  to  use  the  store  as  a  retail  self-service  wet 
wash  laundry;  that  this  neighborhood,  containing  few  and 
inadequate  sanitary  facilities,  consists  predominantly  of  un¬ 
heated  old  law  tenements  occupied  by  people  with  very 
limited  incomes ;  that  the  proposed  installation  is  similar  to 
a  number  of  others  recently  granted  by  the  Board;  that  it 
will  consist  of  30  approved  electric  washing  machines,  each 
having  a  capacity  of  10  lbs.  dry  clothes  and  operated  by  a 
fractional  H.P.  motor;  that  the  machines  will  be  installed 
in  accordance  with  all  rules  and  regulations  of  all  munici¬ 
pal  departments ;  that  only  two  persons  will  be  employed, 
since  the  operation  is  definitely  self-service  w:th  the  patrons 
doing  their  own  washing ;  that  no  steam  will  be  used  in  the 
operation  and  there  will  not  be  any  noxious  odors  or  ex¬ 
cessive  noise  connected  with  the  operation;  that  the  premises 
will  remain  a  store,  as  at  present,  and  no  structural  altera¬ 
tions  are  involved  in  the  change  of  occupancy ;  that  the  use 
of  these  premises  for  the  outlined  purpose  can  in  no  way 
affect  the  character  of  the  neighborhood,  nor  adversely 
affect  property  values  but  rather  will  benefit  the  occupants 
of  the  neighborhood ;  that  in  view  of  these  facts,  it  is  re¬ 
spectfully  requested  that  this  appeal  be  granted  to  permit 
the  occupancy  as  proposed  for  a  term  of  5  years ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  no  laundry  work  shall  be  done 
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on  the  premises  except  in  the  machines  as  proposed,  of  the 
type  as  may  be  approved  by  the  Board ;  that  during  the  term 
of  this  variance  the  premises  shall  be  used  for  no  other  use 
and  no  laundry  work  shall  be  done  other  than  in  the  machines 
as  proposed;  that  such  portable  fire-fighting  apnliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  the 
door  shown  on  plans  filed  with  this  application,  marked 
“Received  September  18,  1946”,  two  sheets,  leading  from 
the  existing  public  hall  into  the  proposed  Laundromat  shall 
be  fireproof,  self-closing  in  accordance  with  the  requirements 
therefore;  and  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution. 


739-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Sophie  Deckelbaum, 
owner  (Marvin  Barsky,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five (5)  years. 
PREMSES  AFFECTED— 126  1st  avenue,  east  side,  97  ft. 
4  in.  north  of  East  7th  street  (Block  435,  Lot  6), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Marvin 
Barsky. 

JFor  Opposition :  M.  Schwartz  and  L.  Schwartz. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings  and  J.  J.  Saunders,  Board  of 
Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


THE  RESOLUTION  (739-46-BZ) 

Whereas,  Samuel  Rosenblum,  for  Sophie  Deckelbaum, 
owner  (Marvin  Barsky,  lessee)  filed  October  4,  1946,  an  ap¬ 
plication  under  section  7«  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  a  wet  wash  laundry  for  a  term  of 
five  (5)  years,  affecting  premises  126  First  avenue,  east  side, 
97  ft.  4  in.  north  of  East  7th  street  (Block  435,  lot  6), 
Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  29,  1946,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  7th  street  is  in  a  business  use, 
B  area  and  class  1 )4  height  district;  1st  avenue  is  in  a 
business  use,  B  area  and  class  1)4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  14;  1946  on  Alt.  Applic.  1933-46  reads: 

“A-3.  Use  of  1st  story  as  a  wet  wash  laundry  is 
prohibited  by  Article  II,  Sec.  4(a)  (51)  of  the  Zoning 
Resolution.  Premises  is  located  in  a  Business  use  dis¬ 
trict.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  24  ft.  4  in.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  24  ft.  4  in.  front  by  81  ft.  6  in.  deep, 
(typical  floor  24  ft.  4  in.  by  55  ft.  6  in.  deep),  4  stories,  42  ft. 
in  height,  of  class  3  construction ;  hat  it  is  proposed  to  in¬ 
stall  twenty-one  (21)  home  type,  self-service  washing  ma¬ 
chines  (approved  under  Cal.  136-46-SA)  ;  that  the  upper  part 
of  those  premises  are  to  be  rehabilitated  in  accordance  with 
the  multiple  dwelling  law  and  regulations,  so  as  to  make  them 
suitable  for  habitation ;  that  when  the  alteration  is  completed 
the  store  will  be  level  with  the  street ;  and 
Whereas,  the  applicant  contends  that  provision  has  been 
made  for  proper  seating  accommodations  and  waiting  room 
space  and  reading  room  space,  so  that  it  will  in  all  respects 
conform  to  the  type  of  store  using  the  facilities  of  launder¬ 
ettes  ;  that  this  proposed  use  will  be  of  immeasurable  benefit ; 


that  the  type  of  houses  erected  in  this  section  are  old- 
fashioned,  old  law  multiple  dwellings  and  tenements  with  no 
modern  facilities ;  that  there  is  no  odor,  noise,  or  storage 
of  volatile  inflammable  oils,  and  this  use  will  compare  favor¬ 
ably  with  the  business  uses  in  the  neighborhood  and  will  be 
similar  to  that  of  a  retail  store  or  grocery  markets  within 
the  area;  that  it  is  requested  that  the  proposed  installation 
of  21  Bendix  automatic  washing  machines  be  permitted  for 
a  period  of  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of  five 
(5)  years,  to  permit  the  premises  to  be  occupied  as  proposed 
and  as  indicated  on  plans  filed  with  this  application,  marked 
“Received  October  4,  1946”  (two  sheets),  on  condition  that 
during  the  term  of  this  variance  the  premises  shall  not  be 
used  for  any  other  use  than  as  herein  proposed  and  per¬ 
mitted  ;  that  no  laundry  work  shall  be  done  on  the  premises 
than  in  the  machines  as  proposed,  as  approved  by  the  Board 
under  Cal.  No.  136-46-SA ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects  the  building  and  premises 
shall  comply  or  be  made  to  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  and  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  six  months 
from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

442-41-A 

APPLICANT — Heil  Equipment  Co.  of  New  York,  lessee 
(Arnold  Levien  Realty  Corp.,  owner). 

SUBJECT — Application  reopened  September  24,  1946 — re 
Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 42-50  21st  street,  west  side,  90 
ft.  south  of  43rd  avenue  (Block  457,  Lot  150),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  B.  Jorp. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1946  at 
10  A.  M.  for  further  consideration,  applicant  to  sub¬ 
mit  in  writing  to  the  Board,  in  the  meantime,  what 
he  proposes  to  provide  as  fire  protection. 


652-46-A 

APPLICANT — Philip  Steigman,  for  B.C.T.  Realty  Co., 
owner  (Superior  Bearing  Bronze  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 139-151  Banker  street,  east  side, 
95  ft.  south  of  Norman  avenue  (Block  2642,  Lots 
53-56  inclusive),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  Steigman. 

ACTION  OF  BOARD — Appeal  taken  off  calendar  and 
referred  back  to  the  engineer  to  permit  the  applicant 
to  amend  the  points  of  appeal  and  to  be  restored  to 
the  calendar  for  hearing  on  November  6,  1946  at 
10  A.  M. 

691-46-A 

APPLICANT — Royal  Petroleum  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  fuel  oil  in  Trailmobile  in  New 
York  City  (capacity  of  tank  not  in  conformity  with 
Administrative  Code  requirements  covering  Tank 
Trucks) . 

APPEARANCES— 

For  Applicant:  R.  L.  Reeves  and  E.  P.  Engelke. 
For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
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ACTION  OF  BOARD— Laid  over  to  November  13,  1946  at 
10  A.  M.  for  applicant  to  submit  plan,  showing  how 
he  proposes  to  reduce  the  large  compartment. 


764-46-A 

APPLICANT — Saul  Goldsmith,  for  William  I.  Littman, 
owner  (Peerless  Lamp  Works,  lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 600-602  Broadway,  west  side, 
51  ft.  4  in.  south  of  Walton  street  (third  floor)  ; 
(Block  2251,  Lot  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  placed  on  reserve  calendar 
pending  action  by  the  Board  in  Cal.  No.  728-46-SA. 


595-46-A 

APPLICANT — Emil  Ivoeppel,  for  Paul  Polimeni,  owner. 
SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner  and  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 230  Smith  street,  west  side,  80 
ft.  south  of  Butler  street  (cellar)  ;  (Block  408,  Lot 
39),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration :  William  N.  Purdy,  Jr.,  Board 
of  Transportation  and  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


502-46-A 

APPLICANT — Procter  and  Harding,  for  Midtown  Hospi¬ 
tal,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 309  East  49th  street,  north  side, 
125  ft.  east  of  2nd  avenue  (7th  floor)  ;  (Block  1342, 
Lot  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Caleb  Harding  and  J.  Seitz. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (502-46-A) 

Whereas,  Procter  and  Harding  for  Midtown  Hospital, 
owner,  filed  June  21,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  309  East  49th  street,  north 
side.  125  ft.  east  of  2nd  avenue  (Block  1342,  Lot  6),  Borough 
of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  1001-46,  dated  May  23,  1946,  reconsideration  denied  May 
27,  1946,  reads : 

“4.  Height  of  building  being  increased  to  77'  8" 
would  require  a  fire  tower  as  per  Sect.  6.5.1  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
69  ft.  9  in.  by  90  ft.  in  area  at  1st  floor,  60  ft.  by  90  ft.  in 
area  at  typical  floor,  6  stories,  77  ft.  8  in.  in  height,  of  Class 
1  construction  when  altered ;  that  the  building  was  erected 
in  1929,  located  in  a  business  use  B  area,  Class  1  /i  height 
district  and  used  and  accupied  since  1929  as  a  hospital  with 
an  occupancy  of  10  persons  in  the  cellar,  50  on  the  basement ; 
50  on  the  1st  floor ;  40  on  the  2nd;  40  on  the  3rd;  20  on  the 


4th;  20  on  the  5th  and  10  on  the  6th  floor;  that  no  change 
in  use  or  occupancy  is  proposed  except  for  the  6th  floor 
which  is  used  for  hospital  with  an  occupancy  of  10  persons, 
and  proposed  to  be  used  for  hospital  and  laboratory  with  a 
total  occupancy  of  15  persons;  that  the  building  is  equipped 
with  a  standpipe  system  and  an  interior  fire-alarm  system ; 
that  there  are  two  3  ft.  10  in.  fireproof  stairs  leading  to 
street,  one  of  which  leads  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  present  labora¬ 
tory  is  an  inside  room  on  the  main  floor,  11  ft.  3  in.  by  13  ft. 
6  in.  and  is  inadequate ;  that  it  is  proposed  to  build  a  labora¬ 
tory  on  the  roof  of  the  present  building  as  indicated  on  plans 
filed  with  this  appeal  ;  that  the  height  of  the  building  is  being 
increased  only  2  ft.  8  in.  above  the  level  at  which  a  fire 
tower  is  required ;  that  the  occupancy  of  the  7th  floor  is 
being  increased  by  only  5  persons  and  the  additional  occu¬ 
pants  will  be  laboratory  technicians ;  that  the  variation  of  the 
Administrative  Code  sought  is  very  slight  and  under  the  cir¬ 
cumstances  a  fire  tower  should  not  be  insisted  on;  that  the 
installation  of  a  fire  tower  would  not  only  be  prohibitive  in 
cost,  but  is  not  necessary  because  of  the  structure  of  the 
existing  building,  the  character  of  the  use  and  occupancy 
and  as  the  proposed  extension  will  be  fireproof  construc¬ 
tion. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1001-46,  Objection  4,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  further  increased  in 
height ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto  other  than  as  modified  by  the  Board  under  Cal.  501- 
46-BZ  and  in  accordance  with  the  conditions  therein  set 
forth. 


762-46-A 

APPLICANT — Royal  Petroleum  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  transportation  of  fuel  oil  in  tank  truck  in  New 
York  City  (capacity  of  tank  not  in  conformity  with 
Administrative  Code  requirements). 
APPEARANCES— 

For  Applicant :  R  .L.  Reeves  and  E.  P.  Engelke. 
For  Administration :  E  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (762-46-A) 

Whereas,  Royal  Petroleum  Corporation,  owner,  filed 
September  23,  1946,  an  appeal  from  an  order  of  the  fire 
commissioner,  relating  to  the  transportation  of  fuel  oil 
within  New  York  City  in  applicant’s  truck  No.  10b;  and 
Whereas,  the  Order  of  the  fire  commissioner,  Order 
47572-LC,  issued  September  13,  1946,  reads : 

“An  inspection  of  truck  No.  101  with  an  Aurora 
Tank  mounted  on  an  autocar  chassis,  for  the  transpor¬ 
tation  of  any  liquid  product  of  petroleum,  shale  oil  or 
coal  tar,  as  required  by  Section  C19-52.0-A,  Title  C, 
Part  1,  Article  8,  of  the  Administrative  Code,  of  the 
City  of  New  York  shows  the  following  requirements 
necessary  before  a  permit  can  be  renewed : 

1.  Provide  a  tank  of  2,500  gallons  capacity  with 
no  one  compartment  over  600  gallons  for  the  transporta¬ 
tion  of  No.  1  to  4  fuel  oil.” 

and 

Whereas,  the  applicant  states  that  its  truck  No.  101 
consists  of  an  Aurora  tank,  mounted  on  a  1938  Auto  Car 
chassis,  No.  6X2UT  1680,  Engine  No.  60-638,  Cab.  No  V- 
1079,  Model  6X2UT-145,  used  for  transportation  of  Nos. 
1,  2,  5  and  6  fuel  oil,  between  Long  Isalnd  City  and  its 
terminal  plant  at  New  Hyde  Park;  and 
Whereas,  the  applicant  contends  that  the  truck  is  not 
used  for  retail  deliveries  and  is  not  equipped  for  same; 
that  no  deliveries  will  be  made  within  the  city  of  New 
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York;  that  the  plant  at  New  Hyde  Park  is  so  located  that 
it  can  only  be  supplied  with  oil  by  transfer  from  Long 
Island  City ;  that  the  truck  in  question  has  been  certified 
by  the  manufacturer  as  safe  to  carry  heating  oil  to  its  full 
capacity ;  and 

Whereas,  Fire  Department  records  indicate  that  the  tank 
has  3  compartments,  each  of  1,000  gallon  capacity,  con¬ 
structed  of  8  guage  blue  annealed  steel,  8  gauge  single  head, 
welded,  equipped  with  3  in.  draw-off,  mounted  on  a  1938 
auto  car  chassis,  certified  by  the  manufacturer  of  the  tank, 
Rosman  Metal  Body  Company,  Inc.,  as  capable  of  trans¬ 
porting  22,500  lbs,  of  fuel  oil ;  and 

Whereas,  Fire  Department  records  further  indicate  that 
this  truck  was  the  subject  of  an  appeal  of  the  Board  under 
Cal.  No.  761-40-A,  wherein  the  Board  granted  permission 
for  the  transportation  of  Nos.  2,  4,  5  and  6  fuel  oil  from 
the  plant  of  the  Park  Oil  Company,  owner,  to  points  outside 
of  New  York  City  in  Nassau  County  for  a  term  not  to  ex¬ 
ceed  five  years  from  the  date  of  such  resolution. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  #47572-LC  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  to  permit  the  transporta¬ 
tion  of  Fuel  Oil  Nos.  1  and  2  in  addition  to  #5  and  6 
formerly  permitted  by  the  Fire  Commissioner,  on  condition 
that  the  trucks  shall  make  no  delivery  stops  between  the 
plant  of  the  owner  at  Long  Island  City  and  the  destination 
at  New  Hyde  Park;  that  the  route  of  such  truck  shall  be 
along  Queens  boulevard  to  Horace  Harding  Boulevard  to 
Hollis  Court  Boulevard  to  Union  Turnpike  to  city  line. 


763-46-A 

APPLICANT — Lama  &  Proskauer,  for  Precision  Metal 
Products  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 79-01  to  79-11  Rockaway  Beach 
boulevard  and  177-199  Beach  79th  street,  southwest 
corner  (Block  615,  Lot  30),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (763-46-A) 

Whereas,  Lama  and  Proskauer,  for  Precision  Metal 
Products  Company,  owner,  filed  October  3,  1946,  an  appeal 
from  an  order  and  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  79-01  J:o  79-11  Rockaway  Beach  boulevard  and 
177-199  Beach  79th  street,  southwest  corner  (Block  615,  lot 
30),  Rockaway  Beach,  Borough  of  Queens;  and 
1  Whereas,  Order  2128-LC  issued  by  the  fire  commissioner 
March  20,  1946  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  September  23,  1946  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  Paints,  Thinners, 
etc.,  shows  the  following  must  be  done  before  the  per¬ 
mit  requested  by  you  can  be  issued : 

14.  Label  gas  oven  with  approval  number  of  Board 
of  Standards  and  Appeals.” 
and 

Whereas,  the  applicant  states  that  the  building  is  2  stories, 
26  ft.  in  height,  113  ft.  by  221  ft.  irregular  in  area,  of  class 
3  construction,  erected  in  1929,  located  in  a  business  and 
residence  use  C  area  class  1  height  district  and  used  and 
occupied  since  1945  for  the  manufacture  of  metal  products 
on  the  first  floor,  55  persons ;  2nd  floor — manufacturing 
metal  products,  storage,  showroom  and  office — 35  persons ; 
that  the  building  is  equipped  with  a  one  source  sprinkler 
system,  two  4  ft.  wide  fireproof  stairs ;  that  temporary  C.  O. 
Q35620  issued  August  13,  1946  permits  the  present  use  and 


occupancy  in  accordance  with  the  resolution  adopted  by  the 
Board  under  Cal.  351-45-BZ;  and 

Whereas,  the  applicant  contends  that  the  oven  was  manu¬ 
factured  by  Gehnrich  and  Gehnrich  and  is  known  as  Serial 
No.  1796;  that  the  oven  was  manufactured  prior  to  the  ap¬ 
proval  granted  by  the  Board  to  Gehnrich  and  Gehnrich  for 
the  use  of  its  ovens  within  New  York  City;  that  the  recom¬ 
mendations  made  by  the  fire  department  have  been  carried 
out  at  considerable  expense  to  the  owners  and  it  is  felt  that 
the  oven  in  question  is  now  substantially  in  compliance  with 
the  requirements  therefor;  that  the  recommendations  of  the 
fire  commissioner  were  as  follows : 

1.  Provide  that  the  exhaust  from  both  the  heating 
compartment  and  the  drying  compartment  of  gas  fire 
drying  ovens  shall  be  individually  equipped  with  adequate 
fans  and  exhaust  piping  connected  direct  to  the  outer 
air,  Rule  4.3.1.  Spray  Rules. 

2.  Provide  that  the  controls  for  the  exhaust  fans 
in  gas  fired  drying  ovens  shall  be  so  interlocked  with 
the  gas  supply  line  that  when  the  gas  is  flowing,  the 
fans  are  in  operation,  and  an  extra  switch  shall  be  pro¬ 
vided  to  permit  the  operation  when  the  gas  supply  is 
off.  Rule  4.3.1  Spray  Rules. 

3.  Provide  an  auxiliary  manually  operated  gas  shut¬ 
off  valve  at  the  gas  fired  drying  ovens  located  not  nearer 
than  25'  from  such  ovens  so  as  to  control  the  gas  supply 
in  the  event  of  an  emergency.  Rule  4.3.1  Spray  Rules. 

4.  Provide  that  the  exhaust  terminal  or  hood  shall 
be  protected  with  a  screen  of  copper  or  bronze  with  a 
mesh  not  larger  than  J4".  Rule  4.4.3.  Spray  Rules. 

5.  Provide  that  where  a  duct  passes  through  a  non- 
fireproof  floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  air  space  of 
at  least  1"  between  the  sleeve  and  pipe  protected  from 
the  woodwork  by  at  least  a  1"  blanket  of  asbestos,  com¬ 
pressed  rockwool  or  glasswool,  or  equivalent  fire  resist¬ 
ive  material  extending  through  the  entire  depth  of  the 
ceiling  construction  and  adequately  secured  to  the  outer 
pipe.  The  outer  pipe  shall  be  not  less  than  2"  from  any 
woodwork  and  such  woodwork  shall  be  covered  with  at 
least  26  gauge  metal  or  other  incombustible  material. 
Rule  4.4.4,  Spray  Rules. 

6.  Provide  that  all  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  permanently  con¬ 
nected  to  their  source  of  current  supply,  using  metallic 
conduit.  Rule  4.5.2.3,  Spray  Rules. 

7.  Provide  that  all  electric  wiring  shall  be  enclosed  in 
rigid  standard  weight  metallic  conduits  with  explosion 
proof  joints  and  fittings.  Rule  4.4.2.5.,  Spray  Rules. 

8.  Provide  that  joints  in  metallic  conduit  having 
threaded  couplings  shall  not  have  less  than  5  fully  en¬ 
gaged  threads.  Rule  4.5.2.S.,  Spray  Rules. 

and 

Whereas,  it  appears  that  all  items  of  order  #2128-LC 
have  been  compiled  with  except  Objection  #14,  which  is  the 
subject  of  this  appeal;  and 

Whereas,  the  Division  of  Combustibles  state  that  the 
oven  has  been  made  to  comply  with  all  the  requirements  of 
the  Paint  Spraying  Rules  of  the  Board  except  as  to  approval 
of  oven. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  #2128-LC,  objection  14,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  oven  shall  be  made  to  comply  with  the  requirements 
of  the  Paint  Spraying  Rules  of  the  Board  and  be  maintained 
in  accordance  with  such  rules  and  to  the  satisfaction  of  the 
fire  commissioner. 


765-46-A 

APPLICANT — Burns  Bros.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  transportation  of  fuel  oil  in  semi-trailer  tank 
truck  in  New  York  City  (capacity  of  tank  not  in 
conformity  with  the  Administrative  Code  require¬ 
ments  covering  Tank  Trucks). 
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APPEARANCES— 

For  Applicant :  W.  M.  Zeher  and  M.  H.  Greene. 
For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . 0 

Negative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (765-46-A) 

Whereas,  Burns  Brothers,  owners,  filed  October  11,  1946, 
an  appeal  from'  an  order  of  the  fire  commissioner,  relating 
to  the  use  of  the  owner’s  truck  M-4S0  for  the  transportation 
of  heavy  fuel  oil  in  the  City  of  New  York ;  and 

Whereas,  Order  4768-LC  issued  by  the  Fire  Commis¬ 
sioner,  dated  September  18,  1946,  reads  : 

“An  inspection  of  truck  #M-450,  Mack  Chassis 
#6BX1SH2165,  used  for  the  transportation  of  any  liquid 
product  of  petroleum,  shale  oil  or  coal  tar,  required  by 
Section  C19-52.0A,  Title  C,  Part  1,  Article  8  of  the 
Administrative  Code  of  the  City  of  New  York,  shows 
the  following  requirement  necessary  before  a  permit  can 
be  issued: 

1.  Discontinue  the  use  of  a  tank  with  a  capacity  of 
over  4000  gallons.  Sec.  4-1. 

It  is  unlawful  for  you  to  operate  this  truck  on  a. public 
highway  without  a  permit  from  the  Fire  Commissioner.” 
and  • 

Whereas,  the  applicant  states  that  the  tank  in  question. has 
a  capacity  of  4500  gallons  in  compartments  having  capacities 
of  2,000,  1,000  and  1,500  gallons,  mounted  on  Mack  Chassis 
6BX1SH2-165 ;  and 

Whereas,  the  applicant  contends  that  due  to  the  fact  the 
delivery  of  fuel  oil  tanks  on  order  since  January  1946  have 
not  yet  been  made  and  no  definite  date  of  delivery  can  be 
made  by  the  manufacturer,  it  is  necessary  to  place  the  truck 
in  question  in  operation,  as  the  present  equipment  in  use  in 
the  City  of  New  York  is  insufficient  to  meet  the  requirements 
for  delivery  of  #6  oil ;  that  the  truck  in  question  will  be 
used  for  delivery  to  city  institutions,  hospitals,  industrial 
plants,  etc. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as  to 
Order  #4768-LC  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


766-46-A 

APPLICANT — Burns  Brothers,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner  re  transportation  of  fuel  oil  in  semi-trailer 
tank  truck  in  New  York  City  (capacity  of  tank 
not  in  conformity  with  the  Adnvnistrative  Code 
requirements  covering  Tank  Trucks). 
APPEARANCES— 

For  Applicant:  Wm.  Zeher  and  M.  H.  Greene. 
For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . :••.•••  0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (766-46-A) 

Whereas,  Burns  Brothers,  owners,  filed  October  11, 
1946,  an  appeal  from  an  order  of  the  fire  commissioner 
relating  to  the  use  of  the  owner’s  truck  #M-45h  for  the 
transportation  of  heavy  fuel  oil  in  the  City  of  New  York; 
and 

Whereas,  Order  #4767-LC  issued  by  the  Fire  Commis¬ 
sioner  September  18,  1946,  reads: 

“An  inspection  of  truck  #M451,  Mack  Chassis 
BX1D1084  used  for  the  transportation  of  any  liquid 
product  of  petroleum,  shale  oil  or  coal  tar,  as  required 
by  Section  C19-52.0-A,  Title  C,  Part  1,  Article  8  of 
the  Administrate  Code  of  the  City  of  New  York, 
shows  the  following  requirement  necessary  before  a 
permit  can  be  issued : 


1.  Discontinue  the  use  of  a  tank  with  capacity  in 
excess  of  4000  gallons.  Sec.  4.1. 

It  is  unlawful  for  you  to  operate  this  truck  on  a 
public  highway  without  a  permit  from  the  Fire 
Commissioner.” 

and 

Whereas,  the  applicant  states  that  the  tank  in  question 
has  a  capacity  of  4500  gallons  in  compartments  having 
capacities  of  2,000,  1,000  and  1,500  gallons,  mounted  on 
Mack  Chassis  #BX1D1084;  and 

Whereas,  the  applicant  contends  that  due  to  the  fact 
the  delivery  of  fuel  oil  tanks  on  order  since  January  1946 
have  not  yet  been  made  and  no  definite  date  of  delivery 
can  be  made  by  the  manufacturer,  it  is  necessary  to  place 
the  truck  in  question  in  operation,  as  the  present  equipment  ( 
in  use  in  the  City  of  New  York  is  insufficient  to  meet ' 
the  requirements  for  delivery  of  #6  oil;  that  the  truck 
in  question  will  be  used  for  deliveries  to  city  institutions, 
hospitals,  industrial  plants,  etc. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as 
to  Order  #4767-LC  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


774-46-A 

APPLICANT — Lama  and  Proskauer,  for  Betty  Markowitz, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1504-1526  Coney  Island  ave¬ 
nue,  west  side,  100  ft.  north  of  Avenue  L  (Block 
6536,  Lots  30  and  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlein,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (774-46-A) 

Whereas,  Lama  and  Proskauer,  for  Betty  Markowitz, 
owner,  filed  October  9,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  1504-1526  Coney 
Island  Avenue,  west  side,  100  ft.  north  of  Avenue  L. 
(Block  6537,  Lots  30  and  34)  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
acting' on  N.B.  Applic.  881-46,  dated  April  22,  1946,  reads: 
“2.  Proposed  frame  structure  within  fire  limits  is 
contrary  to  Sect.  4.1.2.  of  the  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story,  13  ft.  in  height;  10  ft.  by  9  ft.  in  area; 
of  Class  4  construction ;  located  in  a  business  use,  C  area, 
Class  1 height  district;  that  it  is  proposed  to  be  used 
and  occupied  as  an  office  for  sale  of  used  cars  with  an 
occupancy  of  2  persons ;  and 

Whereas,  the  applicant  contends  that  the  premises  in 
question  has  a  frontage  of  200  ft.  on  Coney  Island  avenue 
and  is  100  ft.  in  depth;  that  it  is  presently  vacant;  that 
it  is  proposed  to  erect  a  frame  office  approximately  9  ft. 
by  10  ft.  to  be  used  in  conjunction  with  the  sales  and 
display  of  used  cars,  appeal  for  which  is  filed  under  Cal. 
338-46-BZ ;  that  in  view  of  the  fact  that  the  proposed  use 
of  these  premises  for  sales  and  display  of  used  cars  is 
only  for  a  temporary  period  of  two  years  ,it  is  respectfully 
requested  that  this  appeal  be  granted. 

Resolved,  /hat  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  881-46,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  additional  building  shall  be  erected 
on  the  premises  other  than  the  proposed  frame  office  struc¬ 
ture  of  the  size  proposed;  that  in  all  other  respects  the 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Board 
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ai.  000-40- aL,  the  conditions  of  which  shall  be 
complied  with. 


Adjourned  1 :30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  29,  1946 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

472-31-S 

APPLICANT- — Jay  M.  Spinner,  for  Meyer  Barshov,  owner. 
SUBJECT— Application  reopened  October  1,  1946 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 608  Broadway,  south  side,  72  ft. 
1  in.  west  of  Wallabout  street  (Block  2251,  Lot  16), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Jay  M.  Spinner  and  Meyer  Barshov. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (472-31-S) 

Whereas,  this  appeal  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  608  Broadway,  south  side,  72 
ft.  1  in.  west  of  Wallabout  street,  running  through  to  43 
Throop  avenue  (Block  2251,  Lots  3  and  16),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  December  22,  1931, 
on  certain  conditions ;  and 

Whereas,  Jay  M.  Spinner,  for  Meyer  Barshov,  owner, 
requested  for  reopening  of  this  appeal ;  and 
Whereas,  on  October  1,  1946  the  Board  reopened  the 
appeal  and  restored  it  to  the  calendar  for  the  purpose  of 
tonsidering  a  new  decision  of  the  borough  superintendent 
and  a  new  proposal ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
June  27,  1946  on  Alt.  Applic.  2374-46  reads: 

“L  Refer  proposed  extension  to  premises  at  608 
Broadway  to  B„oard  of  Standards  and  Appeals  for  con¬ 
sideration  as  approval  of  exit  facilities  was  granted  by 
the  Board  under  Cal.  472-31-S,  Bui.  52,  Vol.  16.” 

!  and 

Whereas,  the  premises  consist  of  a  3  story  brick  building, 
24  ft.  by  57  ft.  irregular  in  area,  fronting  on  Broadway, 
which  was  the  subject  of  a  prior  resolution  of  the  Board 
and  an  existing  3  story  frame  building  on  the  rear,  25  ft. 
“front,  which  existing  three  story  frame  building  it  is  now 
proposed  to  demolish  and  to  erect  on  the  rear  portion  of 
the  lot  fronting  on  Throop  avenue  a  one  story  brick  exten¬ 
sion  to  the  Broadway  building,  the  new  extension  to  be 
24  ft.  by  83  ft.  irregular  in  area,  to  be  used  for  electric 
motor  and  machine  repair ;  that  the  building  is  located  in  an 
unrestricted  use  B  area  district  and  upon  completion  of 
alteration  will  be  used  and  occupied  throughout  as  follows : 
cellar — ordinary  use;  1st  floor — electric  motor  and  machine 
repairs — 5  persons ;  2nd  floor — cutting  cloth — 2  persons ;  3rd 
floor — manufacturing  men’s  clothing — 1  persons  ;  that  the 
building  is  equipped  with  one  3  ft.  8  in.  wide  wood  stairs 
enclosed  in  partitions  of  wood  studs,  metal  covered  both 
sides,  equipped  with  fire  proof  self-closing  doors  and  lead¬ 
ing  direct  to  street  and  provided  with  a  ladder  and  scuttle 


to  roof  and  one  fire  escape  on  the  Broadway  front  leading 
to  roof  by  gooseneck  ladder  and  to  street  by  two  drop 
ladders ;  and 

W h erea s ,  C.O.  67370  was  issued  May  7,  1932  permitting 
the  Broadway  building  to  be  used  as  follows:  1st  floor — 
machine  repairing — 4  persons;  85  lb.  liveload ;  2nd  floor — 
office — 4  persons;  85  lb.  liveload;  3rd  floor — machine  repair 
— 8  persons ;  85  lb.  liveload ;  and 

Whereas,  the  applicant  contends  that  the  owner  finding 
it  necessary  to  expand  his  business  purchased  the  property 
at  the  rear  and  intends  to  replace  same  with  a  one  story 
brick  building  connected  to  the  present  building  at  the  1st 
story  level  with  fireproof  doors;  that  the  conditions  of  the 
Board’s  resolution  affecting  608  Broadway  will  not  be 
varied ;  that  this  application  should  be  granted  as  it  is  the 
only  direction  in  which  the  business  can  possibly  expand; 
that  it  will  afford  additional  means  of  egress  for  the  first 
floor  to  the  street  at  the  rear;  that  the  extension  will  be 
separated  from  the  present  building  by  fireproof  door  assem¬ 
bly  and  all  windows  on  the  1st  floor  are  bricked  up;  that 
none  of  the  egress  facilities  of  the  original  resolution  will 
be  varied. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2374-46,  Objection  1,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  resolution  adopted  by  the  Board  under 
this  calendar  number,  Volume  1,  from  a  decision  of  the 
fire  commissioner  on  December  22,  1931,  shall  be  complied 
with  and  the  conditions  therein  required  maintained,  and  in 
the  event  the  one  story  extension  is  constructed  as  proposed, 
as  shown  on  plans  marked  “Received  October  10,  1946,”  two 
sheets,  and  as  passed  upon  by  the  borough  superintendent 
under  Alt.  Applic.  2374-46,  Objection  1 ;  that  there  shall  be 
constructed  and  maintained  in  the  wall  between  the  existing 
and  the  proposed  one  story  extension,  fire  doors  complying 
with  the  Building  Code  requirements  therefor,  one  door  on 
one  side  to  be  sliding,  and  the  door  on  the  reverse  side  to  be 
hinged ;  that  the  space  indicated  on  such  plans  for  storage  of 
one  motor  vehicle  shall  be  separated  from  the  balance  of 
the  floor  by  partitions  constructed  of  incombustible  mate¬ 
rials  from  floor  to  underside  of  roof  boarding;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto,  other  than 
as  modified  by  the  Board  under  this  calendar  number,  De¬ 
cember  22,  1931. 


257-45-A 

APPLICANT — A.  Blank,  Inc.,  lessee,  American  Bank  Note 
Co.,  owner. 

SUBJECT — Application  reopened  September  10,  1946 — re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  (previously  denied). 

PREMISES  AFFECTED — 74  Broad  street  and  2  Market- 
field  street,  southwest  corner  (Block  lb,  Lot  17), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Blank. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (257-45-A) 

Whereas,  this  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  affecting  premises  74  Broad  street  and  2 
Marketfield  street,  southwest  corner  (Block  11,  Lot  17), 
Borough  of  Manhattan,  was  denied  by  the  Board  on  July  17, 
1945 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
peal  ;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  by  vote  of  the  Board  on  September  10,  1946;  and 
Whereas,  it  is  now  proposed  to  install  a  sprinkler  system 
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on  one  or  two  floors  of  the  building  and  concentrate  the 
new  packed  furniture  in  this  space ;  and 

Whereas,  the  applicant  now  contends  that  there  are  cer¬ 
tain  factory  shipments  wrapped  in  corrugated  paper  and 
excelsior  and  it  is  therefore  proposed  to  install  a  sprinkler 
system  on  one  or  two  floors  of  the  building  and  concentrate 
new  packed  furniture  in  this  space ;  that  the  tenant  oc¬ 
cupies  the  premises  on  a  short  term  lease  and  that  the 
estimated  cost  for  the  installation  of  a  complete  sprinkler 
system  in  the  building  is  7  to  8  thousand  dollars  and  would 
constitute  a  hardship  on  the  tenant;  that  the  owners  of  the 
property  will  not  cooperate  in  any  way  and  it  is  their  sug¬ 
gestion  that  the  tenant  vacate  the  building  as  soon  as  possible. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  15796,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
merchandise  shall  be  so  disposed  throughout  the  building 
that  the  repairing  and  the  packed  and  crated  furniture  shall 
be  confined  to  the  third  floor  and  the  sixth  floor ;  that  on 
all  other  floors  the  furniture  displayed  shall  be  uncrated  and 
shall  be  either  of  hardwood  or  steel ;  that  on  the  third  floor 
and  sixth  floor  there  shall  be  installed  a  sprinkler  system 
complying  with  all  the  requirements  therefor ;  that  on  the 
other  floors  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
structural  and  cast  iron  columns  that  are  now  unprotected 
shall  be  protected  with  fire  retarding ;  that  in  addition  there 
shall  be  installed  throughout  the  building  a  thermostatic 
alarm  connected  with  fire  headquarters  through  central  sta¬ 
tion  ;  that  the  water  flow  alarm  may  be  omitted ;  that  in  all 
other  respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


655-46-A 

APPLICANT— New  York  City  Housing  Authority,  owner. 
SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— Super  Blocks  1  and  2,  bounded 
by  Hoyt,  Wyckoff,  Baltic,  Douglass  and  Bond 
streets  (Block  392,  Lots  1-70,  Block  398,  Lots  1-62, 
Block  404,  Lots  1-67  and  Block  410,  Lots  1-67), 
Gowanus  Houses,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  . 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . , .  0 

THE  RESOLUTION  (655-46-A) 

Whereas,  the  New  York  City  Housing  Authority,  owner, 
filed  September  4,  1946,  an  appeal  from  decisions  of  the  bor¬ 
ough  superintendent  affecting  Gowanus  houses,  located  on 
superblock  bounded  by  Hoyt,  Baltic,  Bond  and  Douglass 
streets  and  part  of  superblock  bounded  by  Hoyt,  Wyckoff, 
Bond  and  Baltic  streets,  (Whole  Block  Nos.  392,  Lots  1-70, 
inc. ;  Block  398,  Lots  1-62,  inc. ;  Block  404,  Lots  1-67  and 
Block  410,  Lots  1-67),  Gowanus  Houses,  Borough  of 
Brooklyn;  and 

Whereas,  when  this  case  was  called  for  public  hearing 
there  was  no  appearance  made  on  behalf  of  the  applicant 
although  duly  notified  to  do  so. 

Resolved ,  that  this  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


672-46-A 

APPLICANT — Howard  Chapman,  for  The  Long  Island 
College  Hospital,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED— 90  and  92  Amity  street,  south 
side,  202  ft.  and  177  ft.  west  of  Henry  street  (Block 
295,  Lots  15  and  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Howard  Chapman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . 0 

THE  RESOLUTION  (672-46-A) 

Whereas,  Howard  Chapman,  for  The  Long  Island  College 
Hospital,  owner,  filed  September  16,  1946,  an  appeal  from 
decisions  of  the  borough  superintendent,  affecting  90  Amity 
street,  south  side,  202  ft.  west  of  Henry  street,  (Lot  15)  ; 
and  92  Amity  street,  south  side,  177  ft.  west  of  Henry  street, 
(Lot  16)  in  Block  295,  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  3147-46,  (affecting  90  Amity  street),  dated 
September  16,  1946,  reads: 

“1.  Public  occupancy  on  3  floors  of  a  4  story  and 
basement  building  of  Class  3  construction  is  contrary 
to  4.2.1  and  2. 1.3. 5  of  the  Code. 

2.  Comply  fully  with  C26-273  and  C26-292  of  the 
Code  as  to  exits.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  3146-46,  (affecting  92  Amity  street),  dated  Sep¬ 
tember  16,  1946,  reads : 

“1.  Public  occupancy  on  1st  floor,  granted  by  Super¬ 
intendent  on  condition  that  2nd,  3rd  and  4th  floors  to 
remain  vacant,  otherwise  occupancy  as  now  proposed 
violates  4.2.1  and  2. 1.3. 5  of  the  Code  (See  Alt.  499/45). 

2.  Exits  to  comply  with  C26-273  and  C26-292  of  the 
Code.” 

and 

Whereas,  the  applicant  states  that  No.  90  Amity  street 
is  4  stories  and  basement,  46  ft.  in  height;  25  ft.  by  46  ft. 
in  area  of  Class  3  construction ;  erected  prior  to  1890,  on 
a  lot  25  ft.  by  100  ft.  in  area  and  No.  92  Amity  street  is  4 
stories  and  basement,  46  ft.  in  height,  25  ft.  by  46  ft.  in 
area,  of  Class  3  construction ;  erected  prior  to  1890,  on  a 
lot  25  ft.  by  100  ft.  in  area ;  that  both  premises  are  located 
in  a  residence  use  B  area,  Class  1 height  district;  that 
90  Amity  street,  now  vacant,  is  proposed  to  be  used  and 
occupied  as  follows :  basement,  clinic,  20  persons ;  1st  floor, 
classroom,  50  persons ;  2nd  floor,  classroom,  22  persons ;  3rd 
and  4th  floors,  bedrooms,  6  persons  on  the  3rd  and  3  on 
the  fourth  floors ;  that  the  building  is  equipped  with  one 
wood  stairs,  enclosed  in  wood  studs,  lath  and  plaster  parti¬ 
tions,  equipped  with  wood  doors  which  are  not  self-closing ; 
that  this  stairs  leads  to  street  and  is  proposed  to  be  ex¬ 
tended  to  roof;  that  stairs  are  3  ft.  4  in.  wide  from  2nd 
floor  down  and  2  ft.  6  in.  wide  above ;  that  there  is  one 
fire  escape  at  the  rear  extending  to  roof  by  ladder  and  to 
yard  by  stairs  with  egress  to  street  through  five  hospital 
owned  buildings;  that  No.  92  Amity  street  is  now  used  and 
occupied  as  follows:  basement,  clinic,  20  persons;  1st  floor, 
school  room,  50  persons ;  2nd,  3rd  and  4th  floors  vacant, 
proposed  to  be  used  and  occupied  as  follows :  basement, 
same;  1st  floor,  same;  2nd,  3rd  and  4th  floors,  bedrooms, 
6  persons  on  the  2nd,  6  on  the  3rd  and  3  on  the  4th  floor; 
that  the  building  is  equipped  with  one  interior  stairs  of 
wood  construction,  enclosed  in  wood  stud  partitions,  equipped 
with  wood  doors  which  are  not  self-closing ;  that  this  stairs 
is  3  ft.  wide  on  the  1st,  2nd  and  3rd  floors,  2  ft.  6  in.  wide 
on  the  4th  floor;  that  this  stairs  extends  to  street  and  is 
proposed  to  be  extended  to  roof  bulkhead ;  that  there  is  one 
fire  escape  at  the  rear  leading  to  roof  by  ladder  and  to 
yard  by  iron  stairs  with  egress  from  yard  to  street  through 
five  hospital  owned  buildings ;  and 
Whereas,  C.O.  115115,  was  issued  September  4,  1946, 
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permits  the  use  of  No.  92  Amity  street  as  a  clinic  on  the 
basement  floor  with  an  occupancy  of  25  persons  and  as  a 
schoolroom  on  the  1st  floor  with  an  occupancy  of  50  per¬ 
sons;  and 

Whereas,  the  applicant  contends  as  to  No.  90  Amity 
street  that  the  building  which  is  a  part  of  a  group  of 
hospital  owned  buildings  will  be  supplied  with  steam,  hot 
water  and  electric  service  from  the  main  hospital  power 
house  and  will  be  used  exclusively  by  the  hospital  and  the 
Long  Island  College  of  Medicine;  that  no  meals  will  be 
prepared  or  served  on  the  premises ;  that  the  cellar  will 
not  be  used ;  that  three  exits  from  the  basement  consist  of 
one  2  ft.  9  in.  wide  to  street,  one  2  ft.  8  in.  wide  to  yard 
and  one  3  ft.  wide,  leading  to  No.  88  Amity  street;  that 
exits  from  1st  floor  consist  of  one  to  the  street,  5  ft.  wide, 
one  to  the  rear,  3  ft.  wide  leading  to  yard  by  a  3  ft.  iron 
stair  and  one  to  No.  92  Amity  street,  3  ft.  wide;  that  exits 
from  2nd  floor  consist  of  an  interior  wooden  stair,  3  ft. 
4  in.  wide  and  an  exterior  iron  stair  to  yard  3  ft.  wide ; 
that  stairs  connect  with  roof  through  a  bulkhead ;  that  all 
rear  rooms  on  the  3rd  and  4th  floors  have  windows  opening 
to  balconies  2  ft.  wide  which  balconies  connect  to  fire  escape 
at  No.  92  Amity  street;  that  all  corridors  are  at  least  3  ft. 
wide;  that  the  need  for  the  use  of  this  building  is  urgent 
and  the  Board  is  therefore  requested  to  approve  the  pro¬ 
posed  alteration  and  change  of  use  as  described  in  this 
appeal ;  and 

Whereas,  the  applicant  contends  as  to  No.  92  Amity 
street,  substantially  the  same  as  is  contended  above  for 
No.  90  Amity  street,  except  that  the  exits  in  the  basement 
are  3  ft.  wide  to  street  and  2  ft.  8  in.  wide  to  the  rear 
yard;  that  exits  from  1st  floor  consist  of  one  5  ft.  wide  to 
street,  one  3  ft.  wide  to  3  ft.  iron  stair  to  the  rear  yard 
and  one  3  ft.  wide  to  No.  90  Amity  street;  that  exits  on  the 
3  upper  floors  consist  of  an  interior  stair  2  ft.  6  in.  wide 
from  4th  floor  and  3  ft.  wide  from  the  3rd  and  2nd  floors; 
that  this  stair  is  connected  through  a  bulkhead  to  the  roof ; 
that  all  rear  windows  open  to  a  fire  escape  which  leads 
to  the  yard  and  also  connects  with  balconies  at  No.  90 
Amity  street ;  that  there  are  no  corridors  less  than  3  ft. 
wide;  and 

Whereas,  the  applicant  requests  that  the  Board  approve 
the  proposed  alterations  and  permit  the  continued  use  of 
the  basement  and  first  floor  and  the  proposed  use  of  the 
upper  three  floors  for  nurses’  bedrooms ;  apd 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resohed,  that  the  decisions  of  the  borough  superinten¬ 
dent,  acting  on  Alt.  Applications  3146-46  and  3147-46,  Ob¬ 
jections  1  and  2,  applying  to  each  decision,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  buildings  shall  not  be  increased  in 
height  or  area ;  that  the  cellars  shall  contain  no  heating 
plant ;  that  the  cellar  ceilings  shall  be  fire  retarded  in  ac¬ 
cordance  with  the  rules  of  the  Board;  that  the  stairways 
shall  be  enclosed  as  proposed ;  and  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  September  16,  1946,” 
3  sheets,  relating  to  90  Amity  street  and  3  sheets  relating  to 
92  Amity  street;  that  the  buildings  shall  be  arranged  as 
shown  thereon  and  the  proposed  fire  escapes  in  the  rear 
shall  be  constructed  and  maintained ;  that  the  floors  shall 
be  strengthened  as  proposed  to  meet  the  requirements  for 
loading ;  that  in  each  building  there  shall  be  a  gong  not  less 
than  6  in.  in  diameter  installed  on  the  first  floor  with  a 
push  button  on  each  floor  to  give  alarm  in  case  of  fire; 
that  any  openings  between  buildings  or  between  adjacent 
buildings  and  these  buildings  shall  be  protected  with  fire¬ 
proof  self-closing  doors  meeting  the  requirements  for  such 
openings ;  that  in  all  other  respects  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 

680-46-A 

APPLICANT — Angelo  Savini  and  Delphine  Savini,  owners. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 132-54  58th  road,  south  side, 
500  ft.  east  of  Lawrence  street  (Block  6366,  Lot  88), 
Flushing,  Borough  df  Queens  (under  section  35, 
General  City  Law  re  bed  of  mapped  street — 134th 
street). 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (680-46-A) 

Whereas,  Angelo  Savini  and  Delphine  Savini,  owners, 
filed  September  12,  1946,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  132-54  58th  road, 
south  side,  500  ft.  east  of  Lawrence  street,  Flushing  (Block 
6366,  Lot  88),  Borough  of  Queens,  under  section  35  of  the 
General  City  Law  re  bed  of  mapped  street  (134th  street)  ; 
and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
September  6,  1946,  on  Alt.  Applic.  2169-46,  reads : 

“1.  Building  in  bed  of  mapped  st.  must  be  submitted 
to  Board  of  Standards  and  Appeals  for  approval  Sec. 
35  of  the  General  City  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2j4 
stories,  26  ft.  6  in.  in  height,  22  ft.  by  42  ft.  in  area,  Class 
3  construction,  on  a  lot  60  by  100  ft.  in  area,  erected  in 
1938,  located  in  a  residence  use,  D  area,  Class  1  height  dis¬ 
trict  and  used  and  occupied  since  1938  as  a  two-family 
dwelling,  for  which  Certificate  of  Occupancy  61642  was 
issued  upon  completion  of  work  under  N.B.  Application 
2754-38;  and 

Whereas,  the  applicant  contends  that  Application  2754-38 
was  approved  May  6,  1938  and  the  building  constructed  in 
accordance  therewith  and  certificate  of  occupancy  issued ; 
that  thereafter  it  was  discovered  that  the  ground  upon  which 
the  building  was  erected  was  in  the  bed  of  134th  street  as 
mapped;  that  the  granting  of  the  original  Permit  to  Build 
precluded  the  appeal  to  the  Board ;  that  at  the  time  the 
original  permit  was  issued,  the  Department  was  operating 
under  an  opinion  of  the  Corporation  Counsel  that  the  ap¬ 
proval  of  the  Board  was  unnecessary ;  that  the  owner  now 
desiring  to  sell  the  premises  finds  title  unmarketable;  that 
in  order  to  obtain  a  marketable  title,  the  Board  is  requested 
to  grant  permission  to  maintain  the  building  in  the  bed  of 
a  mapped  street ;  that  as  a  condition  to  the  granting  of  this 
appeal,  the  owner  agrees  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area  and  that  in  the  event  a  portion 
of  the  premises  is  taken  by  the  city  for  street  purposes,  no 
claim  will  be  made  in  condemnation  beyond  the  cost  of  the 
building  at  time  of  erection  in  1938,  as  such  cost  may  be 
determined  by  the  court,  and  for  the  fair  value  of  the  land 
so  taken,  as  determined  by  the  Court ;  and 
Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  dated  September  25,  1945,  from  the  Acting  Secretary  of 
the  City  Planning  Commission  of  the  Department  of  City 
Planning,  to  the  effect  that  134th  street  was  laid  out  in  the 
city  map  in  1925  at  a  width  of  60  ft.  from  North  Hempstead 
Turnpike  to  Horace  Harding  Boulevard;  that  the  streets 
in  the  area  under  consideration  were  laid  out  at  an  early 
date  for  the  guidance  of  developers ;  with  due  regard  to 
topography,  block  and  lot  layout  and  adequate  street  facilities 
and  the  fact  that  buildings  have  been  erected  without  regard 
to  the  mapped  streets  does  not  warrant  the  removal  of  such 
encumbered  streets  from  the  City  Map ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  October  16,  1946  from  the  Acting  President  of  the 
Borough  of  Queens  advising  that  the  premises  in  question 
lies  entirely  within  the  lines  of  134th  street  as  indicated  on 
Section  41  of  the  Final  Map  of  the  City  of  New  York 
adopted  January  29,  1925  and  that  at  present  there  are 
no  proceedings  pending  to  legally  acquire  title  to  this  street. 
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Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2169-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
under  the  powers  vested  in  the  Board  under  section  35  of 
the  General  City  Law,  to  permit  the  building  as  constructed 
and  as  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  September  12,  1946,”  3  sheets,  to  remain  within  the 
bed  of  the  proposed  street  (134th  street),  on  condition  that 
in  the  event  the  premises  are  taken  by  the  city  for  street 
purposes  no  claim  will  be  made  in  condemnation  beyond  the 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
cost  of  the  building  at  the  time  of  erection  in  1938,  as  such 
cost  may  be  determined  by  the  court  and  for  the  fair  value 
of  the  land  so  taken,  at  the  time  of  taking,  as  may  be  de¬ 
termined  by  the  court. 


798-46-A 

APPLICANT — Magoon  &  Salo,  for  Finland  House  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 39-41  East  50th  street,  north 
side,  250  ft.  east  of  Madison  avenue,  (Block  1286, 
Lot  31  and  131),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Maurice  R.  Salo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (798-46-A) 

Whereas,  Magoon  and  Salo  for  Finland  House  Corpora¬ 
tion,  owner,  filed  October  IT,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  39-41  East  50th 
street,  north  side,  250  ft.  east  of  Madison  avenue  (Block 
1286,  Lots  31  and  131),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  Alt.  Applic.  2034-46,  dated  October  18,  1946,  reads: 
“1.  Conversion  of  a  non-fireproof  residence  building, 
part  of  which  is  used  for  commercial  purposes  in  1st 
and  2nd  stories  and  upper  floors  vacant,  to  a  commercial 
building  throughout  is  contrary  to  Section  4.2.1  Code  as 
structure  exceeds  4  stories  and/or  50  ft.  in  height.” 

and 

Whereas,  the  applicant  states  that  there  are  two  buildings, 
each  five  stories  and  penthouse,  74  ft.  in  height ;  22  ft.  by 
72  ft.  in  area,  of  Class  3  construction;  erected  1896,  located 
in  a  retail  use,  B  area,  Class  2  height  district,  and  now 
vacant ;  to  be  combined  and  used  and  occupied  as  follows : 
cellar,  open  cellar;  1st  floor,  store,  dining  room,  kitchen  and 
offices,  92  persons ;  2nd  to  5th  floors,  offices  26  persons  each 
floor;  6th  floor,  caretaker’s  apartments  (2),  4  persons;  that 
the  building  is  equipped  with  a  partial  one  source  sprinkler 
system,  an  interior  fire  alarm  system,  fire  drills  are  not 
maintained ;  that  there  will  be  two  3  ft.  8  in.  steel  stairs, 
enclosed  in  6  in.  tile,  equipped  with  hollow  metal  self-closing 
doors  and  two  fire  escapes  at  rear  leading  to  roof  by  ladder, 
to  yard  by  stair  with  egress  to  street  through  passageway ; 
that  windows  and  doors  on  the  course  of  the  fire  escape  are 
fireproof  self-closing ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  to 
obtain  permission  for  an  office  building  with  two  apartments 
on  the  penthouse  for  a  superintendent  and  a  caretaker;  that 
the  use  of  this  structure  is  necessary  for  the  creation  of 
Finland  House  which  is  needed  by  the  Finnish  Government 
to  house  its  various  commercial,  cultural  and  official  agen¬ 
cies  ;  that  aside  from  the  particular  needs  of  the  Finnish 
Government  the  house  in  its  present  condition  is  not 
economically  sound  as  its  income  would  not  carry  its  assess¬ 
ments  ;  that  the  building  is  soundly  constructed,  having 
floors  designed  to  carry  at  least  a  100  lbs.  on  the  1st  floor 
and  60  lbs.  above ;  that  with  the  new  stairs  and  the  fire 


escapes  more  than  adequate  exits  are  provided  for  public 
safety;  that  it  is  therefore  requested  that  the  Board  permit 
the  conversion  of  the  building  into  an  office  building  as 
indicated  on  plans  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  2034-46,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  two  existing  buildings  now  located 
at  39  and  41  East  50th  street  shall  be  consolidated  as  pro¬ 
posed,  and  as  indicated  on  plans  marked  “Received  October 
12,  1946,”  9  sheets ;  that  the  buildings  shall  not  be  increased 
in  height  or  area;  that  windows  along  the  fire  escape  shall 
be  fireproof  self-closing  and  in  all  other  respects  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto,  and  the  new  enclosed  stair¬ 
ways  shall  be  constructed  as  shown  on  such  plan,  and  the 
existing  sprinkler  system  in  the  hallways  shall  be  maintained 
and  extended  to  include  the  hallways  of  both  buildings,  and 
also  to  be  extended  to  include  the  two  fire  retarded  passage¬ 
ways  from  the  rear  yard  to  street  as  exits  from  the  rear 
fire  escapes ;  that  in  all  other  respects  the  buildings  and 
joint  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  this  variance  shall  apply  only 
so  long  as  the  buildings  are  occupied  by  the  proposed  occu¬ 
pant. 


394-45-A 

APPLICANT — Harold  Klorfein,  for  Triborough  Bridge  & 
Tunnel  Authority,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Appeal  from  a  decision  of 
the  borough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 56-80  Greenwich  street,  west 
side,  142.5  ft.  south  of  Rector  street  and  63-85 
Washington  street,  east  side,  137  ft.  south  of  Rector 
street  (2nd  to  7th  floors,  inc.)  (Block  18,  Lots  10, 
12  to  24,  inclusive)  (41-45  inc.  and  47-54,  inc.), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harold  Klorfein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

TPIE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 


564-46-A 

APPLICANT — Lama  and  Proskauer,  for  Martin  Siegel, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 873-881  4th  avenue,  northeast 
corner  of  33rd  street  (Block  681,  part  of  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  in  view  of  ac¬ 
tion  taken  this  day  under  Cal.  241-33-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . 0 


601-46-A 

APPLICANT — Reginald  S.  Hardy,  for  Beard’s  Erie  Basin, 
Inc.,  owner  (Marra  Terminal  Service  Co.,  lessee). 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
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PREMISES  AFFECTED— West  side  of  Columbia  street, 
2140  ft.  south  of  Halleck  street,  Pier  A,  foot  of 
Richards  street,  Beard’s  Erie  Basin,  (Block  613, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1946  at 
2  P.  M.  at  applicant’s  request. 


ZONING  APPLICATIONS 

241-33-BZ 

APPLICANT— Lama  and  Proskauer,  for  Martin  Siegel, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and  automobile  sales¬ 
room. 

PREMISES  AFFECTED — 873-881  4th  avenue,  northeast 
corner  of  33rd  street  (Block  681,  part  of  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (241-33-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and  automobile  sales¬ 
room,  affecting  premises  875-881  4th  avenue,  northeast  cor¬ 
ner  of  33rd  street  (Block  681,  part  of  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  December  5,  1933, 
on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  and  plans  approved 
on  February  23,  1934 ;  and 

Whereas,  the  resolution  was  further  amended  on  July  17, 
1934  and  April  30,  1935;  and 

Whereas,  the  Applicant  requested  an  amendment  to  per¬ 
mit  reconstruction  of  the  gasoline  service  station  which  had 
been  previously  permitted  and  which  was  erected,  but  re¬ 
moved  during  its'disuse  during  the  war  and  because  of  the 
unsafe  condition  caused  by  vandals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  5,  1933, 
as  amended  through  April  30,  1935,  by  adding  thereto: 

“*  *  *  that  in  the  event,  because  of  war  condi¬ 

tions,  the  building  has  been  vacated  temporarily  and 
has  since  been  removed  because  of  the  destruction  of 
the  building  beyond  the  owner’s  control,  and  an  Unsafe 
Building  Order  placed  on  the  premises  by  the  borough 
superintendent,  that  the  reconstruction  may  be  permitted 
as  granted  by  the  Board  on  December  5,  1933,  in  accord¬ 
ance  with  the  plans  as  were  approved  as  complying  with 
the  resolution  under  date  of  February  23,  1934,  as 
amended  by  resolution  adopted  April  30,  1935  (Applic. 
11501-33)  on  condition  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution.” 


246-35-BZ 

APPLICANT — Lama  and  Proskauer,  for  Elinor  D.  Manson 
and  Nora  M.  Reich,  owners. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variation — Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition  under  section  21  for  a  term 
of  years,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 62-01  to  62-05  Broadway,  north¬ 
east  corner  of  62nd  street  (Poe  place)  ;  (Block 
1189,  Lot  93),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Not  Voting:  Chairman  Murdock  .  1 


THE  RESOLUTION  (246-35-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  for  a  term 
of  years,  affecting  premises  62-01  to  62-05  Broadway,  north¬ 
east  corner  of  62nd  street  (Poe  place)  ;  (Block  1189,  Lot 
93),  Woodside,  Borough  of  Queens,  was  granted  by  the 
Board  February  25,  1936,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  May  12,  1936; 
and 

Whereas,  on  November  4,  1936,  the  Board  extended  the 
term  of  the  variance  for  a  period  of  ten  (10)  years;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  4,  1936, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  ten  (10) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  under  appeal  to  be  occupied  as  a  gasoline 
service  station,  on  condition  *  *  *  that  the  conditions 
of  the  resolution  of  November  4,  1936  shall  be  complied 
with  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained  (Applic.  No.  3479-35).” 


100-36-BZ 

APPLICANT — K.  &  R.  Parking  Company,  Kim  Parking 
Stations,  Inc.,  lessee,  for  Blervie  Corporation, 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 135-137  West  51st  street,  north 
side,  and  130-134  West  52nd  street,  south  side,  300 
ft.  east  of  Seventh  avenue-  (Block  1004,  Lots  13, 
14,  50,  51  and  52),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Manny  Rosenstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 
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THE  RESOLUTION  (100-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  135-137  West  51st  street, 
north  side  and  130-134  West  52nd  street  south  side,  300  ft. 
east  of  Seventh  avenue  (Block  1004,  Lots  13,  14,  50,  51  and 
52),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
October  14,  1936,  on  certain  conditions ;  and 
Whereas,  the  term  of  the  variance  was  extended  on 
November  4,  1938,  November  6,  1940,  October  6,  1942  and 
November  8,  1944,  and  the  applicant  requested  a  further 
extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  14,  1936  as  amended 
through  November  8,  1944  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein 

amended,  the  provisions  of  the  resolution  of  November 
8,  1944  shall  be  complied  with  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


436-37-BZ 

APPLICANT— Herman  Kron,  for  Chanler  Estates,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 239-255  East  Third  street, 
north  side,  90  ft.  west  of  Avenue  C  (Block  386, 
Lots  45  to  51),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron  and  Jack  Goldstein. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (436-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  239-255  East  Third  street,  north 
side,  90  ft.  west  of  Avenue  C  (Block  386,  Lots  45  to  51), 
Borough  of  Manhattan  was  granted  by  the  Board  on  July  1, 
1938,  on  certain  conditions ;  and 
Whereas,  the  term  of  the  variance  was  extended  on  July 
11,  1940,  July  14,  1942  and  September  26,  1944  and  the 
applicant  requested  a  further  extension  of  the  term  of  the 
variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  1,  1938,  as 
amended  through  September  26,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  on  that  portion  of  the  plot  on  East 
3rd  street  with  a  frontage  of  172  ft.  11  in.  and  a  depth 
of  96  ft.  Yz  in.,  on  condition  that  only  motor  vehicles 
of  the  pleasure  car  type  shall  be  so  stored  and  parked ; 


that  the  plot  shall  be  levelled  substantially  to  the  grade 
of  East  3rd  street  and  shall  be  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material,  properly  | 
rolled  and  treated  with  a  binder  to  prevent  dusting  and  | 
graded  so  as  to  provide  surface  drainage;  that  there 
shall  be  erected  on  the  interior  lot  lines  where  walls  of 
adjacent  buildings  do  not  occur  a  substantial  chain  link 
fence  of  the  anchor  post  type,  not  less  than  6  ft.  in 
height ;  that  a  similar  chain  link  fence  of  the  anchor 
post  type  shall  be  erected  along  the  street  line  of  East 
3rd  street,  continuously  except  for  two  openings  not 
exceeding  15  ft.  in  width  with  curb  cuts  opposite  of 
similar  width ;  that  during  the  term  of  this  variance  the 
premises  shall  be  used  for  no  other  purpose  and  no 
building  shall  be  erected  thereon  other  than  a  building 
not  over  one  story  in  height,  which  shall  be  constructed 
of  masonry  materials  and  not  be  over  150  sq.  ft.  in 
area,  to  be  used  solely  for  an  office  and  shelter  for  the 
attendant ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  egress  and  entrance;  that  such  portable 
fire  fighting  appliances  shall  be  installed  and  maintained 
as  the  fire  commissioner  shall  direct ;  that  no  sign  shall 
be  erected  on  the  plot  advertising  the  parking  and  stor¬ 
age  use  other  than  a  sign  attached  to  the  fence  at  the 
entrance ;  that  such  sign  shall  not  exceed  5  sq.  ft.  in 
area  and  shall  not  extend  beyond  the  building  line  and 
shall  not  be  illuminated ;  that  no  other  sign  shall  be 
erected  on  the  premises ;  that  any  lights  for  general 
illumination  shall  be  on  post  standards,  equipped  with 
metal  reflectors  so  as  to  reflect  downwardly  toward  the 
center  of  the  plot  and  away  from  the  adjoining  occu¬ 
pancies  ;  that  Lots  33,  34  and  35,  facing  on  East  4th 
street  are  specifically  excluded  from  this  variance  and 
shall  be  fenced  off  at  the  rear  lot  lines  and  not  used 
in  connection  with  the  use  herein  permitted;  that  all 
areas  adjacent  to  the  fence  along  the  street  shall  be 
kept  free  of  weeds  and  all  other  debris ;  that  the  exist¬ 
ing  office  and  fence  shall  be  removed  and  replaced  as 
herein  permitted;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  two  (2)  months  from  the 
date  of  this  resolution. 


448-37-BZ 

APPLICANT — Charles  W.  Finck,  for  Pennsylvania  Park¬ 
ing  Stations,  for  Greyhound  Building  Corp.  of  N.  Y., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent  of  buildings) 
previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  retail  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 255  West  33rd  street,  north 
side,  200  ft.  east  of  Eighth  avenue  (Block  783, 
Lot  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Charles  W.  Finck. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (448-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
two  years  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  255  West  33rd  street,  north  side, 
200  ft.  east  of  Eighth  avenue  (Block  783,  Lot  11),  Borough 
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of  Manhattan,  was  granted  by  the  Board  on  June  1,  1938, 
on  certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on  Sep¬ 
tember  10,  1940,  September  22,  1942  and  November  28,  1944 
and  the  applicant  requested  a  further  extension  of  the  term 
of  the  variance;  and 

Whereas,  the  present  owner  of  record  is  the  Greyhound 
Building  Corporation  of  New  York,  and  the  tenant  Henry 
Wolf,  doing  business  as  the  Pennsylvania  Parking  Station. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  1',  1938,  as 
amended  through  November  28,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  under  appeal  to  be  occupied  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  in  conjunction  with  lots  12,  13  and  72  adjoin¬ 
ing  to  the  east,  on  condition  *  *  *  and  that  other 
than  as  herein  amended  the  conditions  of  the  resolution 
of  June  1,  1938,  shall  be  complied  with  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained.” 


554-37-BZ 

APPLICANT — Smith  and  Webber,  lessee,  for  Board  of 
Transportation,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration— reopening  and 

[extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  partly  in  retail  and  busi¬ 
ness  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  term  of  two  years. 
PREMISES  AFFECTED— 896-908  Eighth  avenue,  260-266 
West  54th  street,  southeast  corner  and  239-245  West 
53d  street  (Block  1025,  Lot  3),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Sanford  Smith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (554-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution  permitting  partly  in  a  retail  use  and  partly  in  a 
business  use  district,  the  parking  and  storage  of  more  than 
live  motor  vehicles  for  a  term  of  two  years,  affecting  premi¬ 
ses  896-908  Eighth  avenue,  260-266  West  54th  street,  south¬ 
east  corner  and  239-245  West  53rd  street  (Block  1025,  Lot 
3),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
November  15,  1938,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  January  31, 
1939  and  the  term  of  the  variance  extended  on  October  29, 
1940,  November  4,  1942  and  November  8,  1944  and  the 
applicant  requested  a  further  extension  of  the  term  of 
variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  15,  1938, 
as  amended  through  November  8,  1944,  only  so  far  as  it 
has  reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  only  automobiles  of  the 
pleasure  car  type  shall  be  parked ;  that  any  buildings 
existing  on  the  premises  shall  be  entirely  removed  and 
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no  building  shall  be  constructed,  except  there  may  be 
erected  a  one-story  building,  not  exceeding  20  ft.  by  20 
ft.  in  area,  of  masonry  construction,  as  an  office  and  « 
shelter  for  attendant  and  waiting  room  for  patrons;  that 
the  plot  shall  be  levelled  to  the  grade  of  surrounding 
streets  and  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material,  properly  rolled  and  bound  to  pre¬ 
vent  dusting,  so  graded  to  provide  surface  drainage ; 
that  on  the  interior  lot  lines  where  walls  of  adjoining 
buildings  do  not  occur,  there  shall  be  constructed  a  sub¬ 
stantial  woven-wire  fence  not  less  than  6  ft.  in  height ; 
that  a  similar  fence  shall  be  erected  on  the  street  line  of 
West  53rd  street,  except  for  an  opening  15  ft.  in  width, 
with  curb  cut  opposite  of  similar  width;  that  along  the 
street  line  of  Eighth  avenue  and  West  54th  street,  there 
shall  be  a  similar  fence  constructed,  or  there  may  be  a 
brick  wall  with  a  wrought-iron  fence  erected  on  same  to 
a  total  similar  height  and  except  that  there  may  be  an 
entrance  opening  to  West  54th  street,  not  over  20  ft.  in 
width,  with  curb  cut  opposite  of  similar  width;  that 
ample  aisle  space  shall  be  maintained  at  all  times  for 
easy  entrance  and  exit ;  that  such  portable  fire-fighting 
appliances  shall  be  installed  as  the  fire  commissioner 
shall  direct ;  that  during  the  term  of  this  variance,  the 
premises  shall  be  used  for  no  other  use  than  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  as 
herein  permitted ;  that  no  sign  shall  be  erected  on  the 
premises  or  on  the  walls  of  adjoining  buildings,  except 
there  may  be  erected  at  the  entrance  to  West  53rd  street 
and  West  54tli  street,  a  sign  attached  to  fence,  advertis¬ 
ing  the  parking  use,  provided  such  signs  do  not  exceed 
an  area  of  15  sq.  ft.  each ;  that  any  lights  for  illumina¬ 
tion  shall  be  arranged  on  post  standards  with  metallic 
reflectors  and  so  arranged  to  reflect  towards  the  centre 
of  the  premises  and  away  from  adjoining  occupancies; 
that  a  certificate  of  occupancy  shall  be  obtained ;  and 
that  other  than  as  herein  amended  the  conditions  of  the 
resolution  adopted  November  8,  1944,  shall  be  com¬ 
plied  with.” 

29-38-BZ 

APPLICANT — Charles  W.  Finck,  for  Pennsylvania  Park¬ 
ing  Station,  for  Greyhound  Building  Corporation 
of  N.  Y.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 251-253  West  33rd  street,  north 
side,  225  ft.  east  of  Eighth  avenue  and  250  West 
34th  street  (Block  783,  Lots  12,  13  and  72),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  W.  Finck. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  terms 
of  variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  . j .  0 

THE  RESOLUTION  (29-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  251-253  West  33rd  street,  north 
side,  225  ft.  east  of  Eighth  avenue  and  250  West  34th  street 
(Block  783,  Lots  12,  13  and  72),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  June  1,  1938,  on  certain  con¬ 
ditions  ;  and 
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Whereas,  on  March  7,  1939,  the  resolution  was  amended 
and  on  September  10,  1940,  September  22,  1942  and  Novem- 
■ber  28,  1944,  the  term  of  the  variance  was  extended  and  the 
applicant  requested  a  further  extension  of  the  term  of  the 
variance;  and 

Whereas,  the  present  owner  of  record  is  the  Greyhound 
Building  Corporation  of  New  York,  and  the  tenant  Henry 
Wolf,  doing  business  as  the  Pennsylvania  Parking  Station. 

Resolved,  that  the  Board  of  Standards  adn  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  1,  1938,  as 
amended  through  November  28,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  under  appeal  to  be  occupied  for 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
in  conjunction  with  lot  11  to  the  west,  on  condition 
*  *  *  and  that  other  than  as  herein  amended  the  con¬ 

ditions  of  the  resolution  of  June  1,  1938,  shall  be  com¬ 
plied  with  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


512-38-BZ 

APPLICANT — K  &  R  Parking  Company,  lessee,  for  Cross 
&  Brown  Compayn,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application _  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 109-111  West  31st  street,  north 
side,  100  ft.  west  of  Sixth  avenue  (Block  807,  Lots 
34  and  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Manny  Rosenstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  O  FBOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . .  0 

THE  RESOLUTION  (512-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permittmg  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  109-111  West  31st  street,  north 
side,  100  ft.  west  of  Sixth  avenue  (Block  807,  Lots  34  and 
35),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
July  20,  1938,  on  certain  conditions;  and 

Whereas,  the  term  of  the  variance  was  extended  on  Sep¬ 
tember  17,  1940,  October  6,  1942  and  November  8,  1944  and 
the  applicant  requested  a  further  extension  of  the  term  of 
variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  20,  1938  as  amended 
through  November  8,  1944  only  in  so  far  as  it  has  reference 
to  the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein 

amended,  the  provisions  of  the  resolution  of  September 
17,  1940  shall  he  complied  with;  that  a  certificate  of 
occupancy  shall  be  obtained.” 


692-38-BZ 

APPLICANT — Hawthorne  Amusement  Corporation,  owner. 

extension  of  term  of  variance — re  Application  (de¬ 


cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  yars,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 31-73  Bay  19th  street,  east  side, 
254  ft.  south  of  86th  street  (Block  6370,  part  of 
Lot  23),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Thomas  Bress. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (692-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  31-73  Bay  19th  street, 
east  side,  254  ft.  south  of  86th  street  (Block  6370,  part  of 
Lot  23),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  November  22,  1938,  on  certain  conditions;  and 
Whereas,  the  term  of  the  variance  was  extended  on 
November  4,  1942  and  October  31,  1944  and  the  applicant 
requested  a  further  extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  22,  1938  as 
amended  through  October  31,  1944  only  in  so  far  as  it  has 
reference  to  the  term  of  the  variance  so  that  as  amended 
this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
"the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  other  than  as  herein 

amended,  the  provisions  of  the  resolution  of  November 
22,  1938  shall  be  complied  with;  that  a  certificate  of 
occupancy  shall  be  obtained.” 


804-41-BZ 

APPLICANT — Nathaniel  C.  Saxe,  for  Beach  71st  Street 
Development  Corp.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  in 
a  residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 149  Beach  71st  street,  west- 
side,  437  ft.  north  of  Boardwalk  (Block  607,  Lot 
83),  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Nathaniel  C.  Saxe. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 0 

THE  RESOLUTION  (804-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  149  Beach  71st  street,  west 
side,  437  ft.  north  of  Boardwalk  (Block  607,  Lot  83), 
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Averne,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  21,  1942,  on  certain  conditions;  and 
Whereas,  the  term  of  the  variance  was  extended  on 
October  17,  1944,  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  21,  1942  as  amended 
October  17,  1944  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  anc|  that  other  than  as  herein 

amended,  the  provisions  of  the  resolution  of  October  17, 
1944  shall  be  complied  with  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Misc.  Applic.  6022-41 ).” 


581-42-BZ 

APPLICANT — Paul  Friedman,  for  Lucval  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1108-1110  (1106-1108  dis¬ 

played)  Avenue  T,  south  side,  40  ft.  east  of  Coney 
Island  avenue  (Block  7315,  Lot  3),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (581-42-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  acecting  premises  1108-1110  (1106-1108  dis¬ 
played)  Avenue  T,  south  side,  40  ft.  east  of  Coney  Island 
avenue  (Block  7315,  Lot  3),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  4,  1942,  on  certain 
conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
October  31.  1944,  and  the  applicant  requested  a  further 
extension  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  4,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles  on  condition  *  *  *  and  that  other  than  as 

herein  amended  the  conditions  of  the  resolution  of 
November  4,  1942,  shall  be  complied  with;  that  a  new 
certificate  of  occupancy  shall  be  obtained.” 


544-44-BZ 

APPLICANT — U.  Lawrence  Bergstein,  for  All  States  Hold¬ 
ing  Corp.,  owner;  (Greek  War  Relief  Assoc., 
lessee). 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  partly  in  residence  and  partly 
in  unrestricted  use  districts,  the  change  of  occupany 
from  garage  in  cellar,  garage  and  repair  shop  on  1st 
story  to  garage  in  cellar  and  factory  on  1st  story, 
for  a  temporary  term  with  return  to  original  occu¬ 
pancy  at  expiration  of  same  and  to  permit  omission 
of  loading  platform. 

PREMISES  AFFECTED — 418-422  East  54th  street,  south 
side,  294  ft.  east  of  1st  avenue  (Block  1365,  part 
of  Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  U.  Lawrence  Bergstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (544-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  use  and  partly  in 
an  unrestricted  use  district,  the  change  of  occupancy  from 
garage  for  more  than  five  motor  vehicles,  to  storage  and 
shipping,  for  a  temporary  period,  with  return  to  original 
occupancy  at  the  expiration  of  that  period,  and  to  permit  the 
omission  of  a  loading  platform ;  affecting  premises :  418-422 
East  54th  street,  south  side,  294  ft.  east  of  First  avenue 
(Block  1365,  Lot  13),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  November  21,  1944,  on  certain  conditions; 
and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  21,  1944  only  in 
so  far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  and  eight  months,  expiring  June  30,  1949,  from 
the  date  of  this  amended  resolution  *  *  *  and  that 

other  than  as  herein  amended,  the  provisions  of  the  reso¬ 
lution  of  November  21,  1944  shall  be  complied  with  and 
that  a  certificate  of  occupancy  shall  be  obtained.” 


545-44-BZ 

APPLICANT — U.  Lawrence  Bergstein,  for  All  States 
Holding  Corp.,  owner;  (War  Relief  Association, 
and  Spool  Cotton  Co.,  lessees). 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  varianae — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zon¬ 
ing  resolution,  permitting  partly  in  residence  and 
partly  in  unrestricted  use  districts,  the  change  of 
occupancy  from  garage  in  cellar,  garage  and  repair 
shop  on  1st  story  to  garage  in  cellar  and  factory 
on  1st  story,  for  a  temporary  term  with  return  to 
original  occupancy  at  expiration  of  same  and  to 
permit  omission  of  loading  platform. 

PREMISES  AFFECTED— 410-416  East  54th  street,  south 
side,  194  ft.  east  of  1st  avenue  and  415-423  East 
53rd  street  (Block  1365,  Lot  9),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  U.  Lawrence  Bergstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (545-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  and  partly  in  an 
unrestricted  use  district,  the  change  of  occupancy  from 
garage  in  the  cellar  and  garage  and  auto  repaii  shop  on 
1st  story,  to  storage  in  the  cellar  and  factory  on  1st  story, 
for  a  temporary  period,  with  return  to  the  original  occu¬ 
pancy  at  the  expiration  of  the  period  and  to  permit  the 
omission  of  a  loading  platform  ;  affecting  premises  410-416 
East  54th  street,  south  side,  194  ft.  east  of  1st  avenue,  and 
415-423  East  53rd  street  (Block  1365,  Lot  9),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  November  21, 
1944.  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  21,  1944-  only  in 
so  far  as  it  has  reference  to  the  term  of  the  variance  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“Granted  for  a  term  of  three  (3)  years  from  the 
date  of  this  amended  resolution  *  *  *  and  that 

other  than  as  herein  amended,  the  provisions  of  the 
resolution  of  November  21,  1944  shall  be  complied  with 
and  that  a  certificate  of  occupancy  shall  be  obtained.” 


599-44-BZ 

APPLICANT— Paul  Friedman,  for  Estate  of  Isser  Ein- 
horn,  owner  (Adelphi  Paint  and  Color  Works,  Inc., 
lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district, 
the  addition  of  a  2nd  story  on  an  existing  paint 
storage  building  and  its  connection  to  an  existing 
two-storv  paint  factorv. 

PREMISES  AFFECTED— 85-20  to  85-26  and  86-02  to 
86-08  135th  (Dumont)  avenue,  south  side,  441.83  ft. 
east  of  84th  street  (Block  11396,  Lots  25  and  32), 
Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Paul  Friedman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TTME — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . . .  0 

THE  RESOLUTION  (599-44-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  ad¬ 
dition  of  a  2nd  story  on  an  existing  paint  storage  build¬ 
ing  and  its  connection  to  an  existing  two-storv  paint  fac¬ 
tory,  affecting  premises  85-20  to  85-26  and  86-02  to  86-08 
135th  (Dumont)  avenue,  south  side.  441.83  ft.  east  of  84th 
street  (Block  11396,  Lots  25  and  32),  Ozone  Park,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  on  January 
30.  1945,  on  certain  conditions;  and 

Whereas,  the  time  in  which  to  obtain  permits  and  com¬ 
plete  the  work  was  extended  on  November  20.  1945  and 
the  applicant  requested  a  further  extension  of  time  for 
such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  30,  1945, 
as  amended  November  20,  1945,  only  so  far  as  it  has  refer¬ 


ence  to  obtaining  permits  and  completion  of  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  that  all  permits  shall  be  obtained  and  all 

work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  (Alt.  Applic.  1219-44).” 


628-44-BZ 

APPLICANT — Anthony  M.  DeRose,  for  Paladino  Bros. 
Holding  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7e  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district, 
the  change  of  occupancy  from  garage  for  more 
than  five  motor  vehicles  to  storage  for  cosmetic 
bottles  for  a  term  of  two  years. 

PREMISES  AFFECTED— 437-445  East  120th  street,  north 
side,  100  ft.  west  of  Pleasant  avenue  (Block  1808, 
Lot  19),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
.  Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative :  .  0 

THE  RESOLUTION  (628-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for  a  term 
of  two  years,  the  change  of  occupancy  from  a  garage  for 
more  than  five  motor  vehicles  to  a  factory  for  manufactur¬ 
ing  of  paper  boxes,  affecting  premises  437-445  East  120th 
street,  north  side,  100  ft.  west  of  Pleasant  avenue  (Block 
1808,  Lot  19),  Borough  of  Manhattan,  was  denied  by  the 
Board  on  December  19,  1944 ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  23,  1945,  and  restored  to  the  calendar  subject 
to  usual  procedure,  based  on  a  new  proposal,  namely,  the 
change  of  occupancy  from  a  garage  for  more  than  five 
motor  vehicles  to  a  storage  building  for  cosmetic  bottles,  1 
and  granted  by  the  Board  on  February  20,  1945,  on  certain  i 
conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  20,  1945  only  in 
so  far  as  it  has  reference  to  the  term  of  the  variance  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term,  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  other  than  as  herein  amended,  the  provisions 
of  the  resolution  of  February  20,  1945  shall  be  com¬ 
plied  with  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


766-45-BZ 

APPLICANT — Albert  K.  Wheeler,  for  Marie  P.  Campagna, 
owner  (Monitor  Institute,  Inc.  under  contract  to  ; 
purchase  lease).  • 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application  1 
(decision  of  the. borough  superintendent)  previously  ; 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
alteration  and  change  of  occupancy  from  multiple 
dwelling  to  business  use  (offices  for  research  bu¬ 
reau). 


MINUTES 


PREMISES  AFFECTED — 640  West  249th  street  (Spaul¬ 
ding  Lane)  south  side,  162  ft.  west  of  Arlington 
avenue  (Block  3419,  part  of  Lot  290),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’l  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (766-45-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 

■resolution,  to  permit  in  a  residence  use  district,  the  alteration 
and  change  of  occupancy  from  multiple  dwelling  to  business 
use  (offices  for  research  bureau)  ;  affecting  premises  640 
West  249th  street  (Spaulding  Lane),  south  side,  162  ft.  west 
of  Arlington  avenue  (Block  3419,  part  of  Lot  290),  Borough 
of  The  Bronx,  was  granted  by  the  Board  on  February  19, 
1946,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  the  time 
in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  19,  1946  only  in 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  the  work  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


211-23-BZ 

APPLICANT" — Siegel  &  Green,  for  Charles,  Adolph  and 
Irwin  Schnurmacher,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
»  consideration  of  new  proposal — Application  (de¬ 
cision  of  the  borough  superintendent)  to  permit 
in  a  residence  use,  B  area  district,  the  change  of 
occupancy  from  garage  for  more  than  five  motor 
vehicles  (now  vacant)  to  office  and  storage,  pre¬ 
viously  granted  on  condition  for  garage. 
PREMISES  AFFECTED — 610-616  West  1 53d  street,  south 
side,  150  feet  west  of  Broadway  (Block  2099,  Lot 
40),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


766-28-BZ 

APPLICANT — Sol  A.  Liebman,  for  Ida  Katz,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Application  (decision  of 
the  borough  superintendent)  under  sections  7e  and 
21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district,  the  erection  of  a  garage  for 
the  storage  of  more  than  five  motor  vehicles,  ex¬ 
ceeding  the  area  permitted  (previously  withdrawn 
for  same  use). 

PREMISES  AFFECTED— 820-838  East  New  York  ave¬ 
nue,  south  side,  120  feet  west  of  Schenectady  avenue 
(Block  4806,  Lot  77),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sol  A.  Liebman. 


For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


899-28-BZ 

APPLICAN  1 — Lama  and  Proskauer,  for  Simrn  Molding 
&  Manufacturing  Industries  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  of  new  proposal — Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district,  the  conversion  of  occupancy 
from  public  garage  to  factor}',  exceeding  area  per¬ 
mitted.  (previously  denied,  reopened  and  granted 
on  condition  for  garage). 

PREMISES  AFFECTED— 6702  to  6706  Third  avenue 
and  274-284  67th  street,  southwest  corner  (Block 
5879,  Lots  37  and  40),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  o 


164-40-BZ 

APPLICANTS — Earl  I.  Gallant,  for  Cooperman  Realty 
Corporation,  owner.  (Morton  Drexler,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — Application  (decision  of  the  borough 
superintendent)  under  sections  7e,  7f  and  21  of  the 
zoning  resolution,  to  permit  in  a  retail  use,  B  area 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles  (previously  denied  under  section  7h 
of  the  zoning  resolution  for  the  same  use). 

PREMISES  AFFECTED — 447-451  West  35th  street,  north 
side,  194  feet  east  of  Tenth  avenue  (Block  733,  Lots 
9,  10  and  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Earl  I.  Gallant. 

For  Administration  :  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

AC  l  ION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  q 


578-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Jacob  Sieven, 
owner. 

SUBJECT— Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business 
use,  D  area  district,  the  inclusion  of  lubritorium, 
auto  laundry,  minor  repairs  and  office  in  an  exist¬ 
ing  gasoline  service  station,  previously  withdrawn. 

PREMISES  AFFECTED — 1716-1726  Utica  avenue  and 
4914-4924  Avenue  I,  southwest  corner  (Block  7775, 
Lot  47),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Alfred  A  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


423-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Michael  Delia, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci- 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  term  of  two  years,  the  conversion  of  occupancy  of 
an  existing  building  to  a  junk  shop. 

PREMISES  AFFECTED— 297-299  Withers  street,  north 
side,  200  ft.  5$4  in.  west  of  Debevoise  avenue  (Block 
2867,  Lots  34  and  55  and  part  of  41),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  November  13, 
1946  at  10  A.  M. 


612-45-BZ 

APPLICANT— Sidney  L.  Strauss,  for  Henry  J.  Pfistner, 


owner. 

SUBJECT— Application  for  consideration— reopening  and 
consideration  of  new  proposal- — Application  (deci¬ 
sion  of  the  borough  superintendent)  under  section 
7f  of  the  zoning  resolution,  to  permit  in  residence 
and  business  use  districts,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  parking  of  more 
than  five  (5)  motor  vehicles  and  automobile  show¬ 
room  as  revised  and  shown  on  plans ;  previously 
granted  on  condition  for  temporary  term  for  gaso¬ 
line  station  and  parking. 

PREMISES  AFFECTED— 94-15  to  94-23  Northern  boule¬ 
vard,  32-45  to  32-61'  Junction  boulevard,  northeast 
corner  and  32-44  to  32-60  95th  street,  northwest 
corner  of  Northern  boulevard  (Block  1424,  Lots 
32  and  33),  Corona,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


Adjourned:  4:00'  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


334-45-SM 

Note:  In  Bulletin  No.  43,  Vol.  31,  issued  October  22,  1946, 
notation  was  made  of  publication  in  a  subsequent  issue  of 
the  Bulletin — this  resolution  is  now  published  as  follows : 

334-45-SM 

APPLICANT— The  Union  Metal  Mfg.  Co.,  owner. 
SUBJECT— Union  Metal  Monotube  Piling— 7,  9  and  11 
Gauges,  approval  of. 


APPEARANCES— 

For  Applicant :  C.  Sullivan  and  W.  Robertson. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (334-45-SM) 

Whereas,  The  Union  Metal  Mfg.  Co.,  owner,  filed  on 
May  31,  1945,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Union 
Metal  Monotube  Piling — 7,  9  and  11  Gauges;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Calendar  No.  334-45-SM.  July  5,  1946. 

Subject:  Union  Metal  Monotube  Piling — 7,  9  &  11 

Gauges,  Approval  of 

The  Union  Metal  Manufacturing  Company  of  Can¬ 
ton,  Ohio,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  the  approval  of  their  cold-rolled, 
longitudinally  fluted  steel  piling,  known  as  Union  Metal 
Monotube  Piling  (Figure  1)  under  the  mandatory  pro¬ 
vision  of  C26-I78.0b  for  use  as  unprovided  type  of 
steel  concrete  pile,  since  it  differs  from  types  of  piles 
cast-in-place  as  prescribed  in  C26-409.0. 

In  the  aforesaid  section  the  shells  used  in  connection 
with  cast-in-place  piles  merely  conform,  with  no  struc¬ 
tural  value  attributed  the  shells,  whereas  the  applicant 
contends  that  because  of  the  heavier  wall  thickness  and 
higher  tensile  strength  of  steel  sections,  the  increased 
contact  area  obtained  by  fluting  the  pile,  and  the  higher 
load  bearing  capacities  resulting  from  shape  factor  as 
described  herein,  he  be  entitled  to  such  consideration  as 
the  increased  integrity  of  the  pile  may  warrant. 

In  order  to  afford  a  basis  for  the  Board’s  considera¬ 
tion  of  the  applicant’s  pile,  they  have  furnished  data 
taken  from  test  projects  where  this  type  of  pile  was 
installed  and  tested.  Included  also  is  data  giving  the 
complete  description  of  all  materials  used,  methods  of 
installation,  and  the  job  precautions  observed  to  in¬ 
sure  proper  placing  of  the  piles  and  their  direct  penetra¬ 
tion  as  required  by  the  Code  title  as  follows : 

Description  of  Fluted  Steel  Piles 

The  Fluted  Steel  Pile  consists  of  a  cold-rolled,  fluted 
steel  tube,  fully  tapered  throughout  its  length  or  com¬ 
bining  a  tapered  lower  section  with  nearly  constant 
diameter  extension  sections,  driven  closed-ended  into  the 
ground  to  transmit  the  variable  combined  loads  of  the 
superstructure  to  the  bearing  strata  of  the  soil. 

The  design  of  the  pile  is  such  as  to  permit  it  to  suc¬ 
cessfully  withstand  all  impact  due  to  driving  forces, 
as  well  as  all  stresses  transmitted  from  the  superstruc¬ 
ture,  whether  they  be  compression,  torque,  tension  or 
bending,  or  combination  of  same. 

When  inspection  .has  verified  that  the  tubes  are  satis¬ 
factory  after  they  have  been  driven,  they  may  be  filled 
with  concrete,  providing  a  combination  steel  and  con¬ 
crete  pile  foundation. 

Material  Specifications 

The  materials  used  in  the  manufacture  of  Fluted 
Steel  Piles  are : 

Hot-rolled  sheet  produced  by  the  open-hearth  method, 
conforming  to  the  Society  of  Automotive  Engineers 
Rating  S.A.E.  1010,  or  The  American  Society  for  Test¬ 
ing  Standards  A.S.T.M.  A-89-39;  except  that  the  carbon 
content  is  restricted  to  a  range  of  0.08%  to  0.13%. 

Pile  nose  forgings  conform  to  the  following  ratings — 
S.A.E.  1020  (equivalent  to  A.S.T.M.  Standards  A-17-29, 
Grade  2,  Type  A). 

Electrodes  used  in  automatic  welding  conform  to 
A.S.M.E.  Specifications  U-68  and  U-69. 
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Ihose  used  in  hand  welding  conform  to  A.S.T.M. 
Specificat i ons  A -233 -43 . T . 

Methods  of  Fabricating  “Fluted  Steel  Piles” 

A  shearing  operation  is  performed  in  connection 
with  the  fabrication  of  tapered  tubes  only;  the  ma¬ 
terial  for  the  fabrication  of  the  uniform  diameter 
piling  extensions,  (“N”  sections),  is  procured  mill- 
sheared  to  size.  Rectangular  steel  sheets  or  plates 
of  proper  size  and  gauge  are  sheared  in  such  man¬ 
ner  as  to  produce  two  tapered  blanks  to  form  two 
tapered  tubes  of  given  dimensions. 

The  longitudinal  edges  of  all  sheared  blanks, 
whether  tapered  or  rectangular,  are  edge  rolled  to 
provide  a  more  suitable  welding  condition. 

I  he  blanks  then  pass  to  the  tube  former,  where  they 
are  formed  over  an  appropriate  mandrel  into  a  tubular 
shape,  open  at  the  longitudinal  seam.  The  wings  of  the 
tube  former  wrap  the  steel  blank  around  the  mandrel 
supported  from  the  upper  framework.  The  machine 
is  logded  and  unloaded  by  means  of  a  continuous  chain 
track. 

After  forming,  all  tubes  are  fed  into  the  automatic 
welding  machines  and  by  means  of  hydraulically  mo¬ 
tivated  side  and  bottom  guide  bars,  the  two  edges  of 
the.  tube  are  brought  together  into  the  proper  welding 
position.  The  tubes  *  re  drawn  past  the  welding  head 
by  means  of  an  endless  chain  device  which  forms  a  part 
of  the  machine. 

The  welding  method  employed  in  closing  the  longi¬ 
tudinal  seam  is  the  submerged  arc  process,  using  either 
the  “Unionmelt”  head,  manufactured  by  the  Linde  Air 
I  roducts  C  ompany,  or  the  “Lincoln-Weld”  head  manu¬ 
factured  by  the  Lincoln  Electric  Company.  In  this 
process,  the  welding  wire  is  fed  continuously  from  a 
coil  to  the  work,  the  weld  being  covered  during  fusion 
by  a  blanket  of  molten  Hux.  This  method,  wherein  the 
weld  metal  is  completely  protected  from  contact  with 
the  air,  assures  maximum  quality  of  welds  and  full 
penetration  with  the  longitudinal  seam  completely 
welded  so  as  to  exclude  water  and  other  foreign  matter 
from,  the  pile.  All  welding  complies  with  the  Board’s 
“Fusion  Welding  and  Gas  Cutting  Rules.” 

The  welded  tube  is  then  transi>orted  to  the  loading 
rack  of  the  tube-rolling  machine,  where  it  is  placed 
on  a  hardened  steel  mandrel  of  the  desired  cross-sec¬ 
tional  shape  and  taper.  By  means  of  a  high  pressure 
oil  pump  and  cylinder  arrangement,  the  mandrel  and 
tube  are  forced  through  four  banks  of  radially  spaced 
rolls,  each  roll  radially  activated  by  hydraulic  pressure, 
performing  the  shaping  and  cold  rolling  of  the  metal. 
After  several  passes  through  the  tube-rolling  machine, 
the  tube  is  stripped  from  the  mandrel.  The  process 
serves  the  following  functions: 

The  tube  is  made  to  conform  to  the  mandrel  shape. 
The  longitudinal  weld  is  ironed  and  smoothed  out. 
The  yield  point  of  the  material  is  increased  from  its 
original  approximate  value  of  30,000  lbs.  per  sq.  in.  to 
a  minimum  of  50,000  lbs.  per  sq.  in. 

4  he  principal  steps  of  the  tube-rolling  operation  are 
as  follows : 

1.  A  forward  pass,  in  which  the  mandrel  enters  the 
tube. 

2.  A  reverse  positioning  pass  with  the  tube  on  the 
mandrel. 

3.  A  forward  working  pass,  a  reverse  working  pass, 
a  forward  working  pass— all  under  roll  pressure. 

.  4-  Stripping  the  tube  from  the  mandrel  and  rolling 
it  off  the  loading  rack. 

Both  ends  of  the  cold-rolled  tapered  tubes  and  the 
butt  ends  of  the  “N”  sections  are  then  cut  off  square 
with  longitudinal  axes  of  the  lubes.  Forged  steel 
noses  are  then  hand-welded  to  the  small  end  of  the 
tapered  sections,  and,  except  for  the  heavier  gauges 
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?4"  x  PA"  reinforcing  bands  are  welded  lo  the  butts  of 
the  tapered  sections  and  “N”  sections. 

Inspection  &  Tolerances  Applying  to 
“ Fluted  Steel  Piles" 

All  tubes  are  inspected  after  welding  (prior  to  ‘  tube¬ 
rolling”)  to  determine  the  quality  and  penetration  of 
the  longitudinal  welds.  Any  imperfections  are  immedi¬ 
ately  removed  and  repaired  by  hand  welding.  After 
rolling,  welds  are  again  visually  inspected,  and  any 
imperfections  discovered  are  repaired.  After  the  sec¬ 
tions  have  been  cut  to  length  and  the  noses  have  been 
welded  to  the  tapered  sections,  final  inspection  as  to 
size,  straightness  and  appearance  is  made. 

Tolerances  on  the  finished  product  are  as  follows: 

Diameters:  —  Va"  from  nominal  dimension. 

Length  :  2" —  0"  from  nominal  length. 

The  manufacturing  processes  and  controls  have  been 
developed  with  the  purpose  of  insuring  in  every  way 
possible  the  utmost  degree  of  uniformity  and  integrity. 

Types ,  Sizes,  Wall  Thicknesses,  Etc.. 

Fluted  Steel  Piles  are  furnished  in  any  required 
length,  fully  assembled,  or  in  section  to  be  welded  in 
the  field.  They  are  available  in  three  basic  tapers — 
Type  F  (1  inch  in  7  ft.),  Type  J  (1  inch  in  4  ft.), 
Type  Y  (1  inch  in  2  ft.  6  in.).  When  tapered  sections 
have  reached  butt  diameters  of  12,  14,  16  or  18  inches, 
they  may  be  extended  with  extension  sections  of  cor¬ 
responding  nominal  diameters.  The  extension  (or  “N”) 
sections  are  tapered  at  a  rate  of  54  in.  in  20  ft.  and 
are  available  in  lengths  ranging  from  5  ft.  to  40  ft. 
Piling  is  stocked  in  the  following  wall  thicknesses — #11 
gauge  (approximately  4  in.),  #9  gauge  (approximately 
5/32  in.)  and  #7  gauge  (approximately  3/16  in.). 
However,  heavier  wall  thicknesses,  such  as  #5  gauge 
(approximately  7/32  in.),  #3  gauge  (approximately  Va 
in.)  and  #0  gauge  (approximately  5/16  in.)  are  readily 
available.  The  standard  diameter  of  the  forged  tip 
is  8  inches,  with  a  length  of  5"  (see  Fig.  1). 

MONOTUBE  PILES 

PHYSICAL  PROPERTIES 

Resistance  to 
Bending  Mo- 


Outside 

Area  of 
Cross 

Weight 

Moment 

of 

Section 

Radius 

of 

ment  Based 
on  Yield  of 

Pia. 

Section 

Per  Ft. 

Inertia 

Modulus 

Gyration 

50,000  psi* 

In. 

In. 2 

Lbs. 

In.4 

In.  3 

In. 

Ft.  Lbs. 

.12 

4.67 

16.3 

4"  (11  Gauge) 

82.2  13.7 

4.20 

57,000 

13 

5.05 

17.6 

104.7 

16.1 

4.56 

67.000 

14 

5.45 

19.0 

131.0 

18.7 

4.90 

77,900 

15 

5.84 

20.4 

161.5 

21.5 

5.26 

89,500 

16 

6.23 

21.7 

196.3 

24.5 

5.62 

102,000 

17 

6.63 

23.2 

236. 

27.7 

5.96 

115,500 

18 

7.02 

24.4 

280. 

31.1 

6.32 

129,500 

12 

5.82 

19.8 

5/32"  (9  Gauge) 
102.  1-7.0 

4.19 

70,900 

13 

6.31 

21.5 

130. 

20.0 

4.54 

83,300 

14 

1-5 

6.80 

23.1 

162. 

23.1 

4.89 

96,400 

7.29 

24.8 

200. 

26.7 

5.25 

101,500 

16 

7.78 

26.4 

244. 

30.5 

5.60 

127,000 

17 

8.27 

28.2 

294. 

34.6 

5.96 

144,000 

18 

8.76 

29.8 

349. 

38.8 

6.30 

162,000 

3/16"  (7 

Gauge) 

12 

6.96 

24.3 

121.3 

20.25 

4.17 

84,300 

13 

7.54 

26.3 

154.8 

23.8 

4.53 

99,000 

14 

8.14 

28.4 

193.6 

27.7 

4.88 

115,000 

15 

8.72 

30.4 

239. 

31.9 

5.23 

133,000 

16 

9.31 

32.5 

291. 

36.4 

5.58 

151,500 

17 

9.90 

34.6 

349. 

41.2 

5.93 

171,500 

1-8 

10.49 

36.6 

416. 

46.2 

6.29 

192,000 

*Yield  of  50000  psi  obtained  by  cold  rolling. 

Installation  of  Piling 

Fluted  Steel  Piles  are  driven  in  the  same  manner  and 
with  the  same  type  of  equipment  that  timber,  H-beam 
and  pipe  piles  are  driven — by  standard  pile  driving  rigs 
equipped  with  leads,  hammer,  etc.  Driving  heads  suit¬ 
able  for  use  with  all  standard  hammers  and  rigs  are 
available.  All  joints  between  sections  are  fully  welded 
so  as  to  exclude  water  and  other  foreign  matter,  and 
to  develop  the  maximum  structural  strength  of  the  sec¬ 
tion  in  compression  and  tension,  thus  assuring  the  in¬ 
tegrity  of  the  member  not  only  in  resisting  vertical 
compression  forces,  but  also  when  it  is  subject  to  up¬ 
lift  ;  bending ;  etc.  Piles  having  attained  required  penetra¬ 
tion  are  readily  cut  off  to  the  specified  elevation  usually 
by  means  of  an  acetylene  torch.  In  the  case  of  extension 
sections,  such  cut-off  may  be  used  to  extend  other  piles 
on  the  job.  After  driving  has  been  completed,  the 
Fluted  Steel  Pile  is  inspected  internally  throughout  its 
full  length  by  means  of  a  suitable  light. 

Concrete  Filling 

While  C26-407.0c  requires  that  concrete  in  concrete 
piles  shall  be  mixed  in  compliance  with  Section  C26-311.0 
which  provides  for  plain  concrete,  the  applicant  proposes 
to  furnish  concrete  in  such  proportions  as  to  give  3000 
p.s.i.  at  the  end  of  twenty-eight  days. 

Tests 

The  applicant  has  furnished  test  data  on  the  materials 
comprising  pile  sections  and  load  tests  as  follows: 

Material  for  Tube  Casing 
Republic  Steel  Corporation  and  Subsidiaries 
Union  Metal  Mfg.  Co.  Date  Tested  8-31-44 

SAE  1010  Cold  Rolled  after  Fabrication 


Original 

Original 

Beam 

Elastic. 

Beam 

Tensile 

1  Jiameter 

Area 

Elastic 

Per  Sq.  In. 

Tensile 

Per  Sq.  In.  Heat 

.51  lx. 492 

.1532 

9450  ■ 

’  61700 

10800 

70500  1771(53 

,308x.502 

.1550 

9000 

58000 

. 10400 

61700 

,31/x.SOl 

.1590 

8900 

55900 

10100 

63500  5754 

,2S5x.501 

.1280 

6900 

53900 

7900 

61700 

.317x.501 

.1590 

9500 

59700 

10700 

67300  185718 

.314x.512 

.1610 

9550 

59300 

10800 

67100 

Republic  Steel  Corporation  and  Subsidiaries 
SAE1010 

Union  Metal  Mfg.  Co.  Date  Tested  2-2-44 

Cold  Rolled  after  fabrication 
50  Ton  Victory  Ship  Booms 
P1qI-0  Sizes 

5/16"  x  954"  x  31'  3"  &  5/16"  x  1014"  x  31'  3" 


Original 

Original 

Beam 

Elastic 

Beam 

Tensile 

Diameter 

Area 

Fdastic 

Per  Sa.  In. 

Tensile 

Per  Sq.  In. 

Ply 

.31  Ox  .496 

.1535 

8200 

53400 

9500 

62000 

Outer 

,330x.497 

.1642 

8900 

54200 

10200 

62200 

Middle 

,330x.503 

.1660 

8800 

53000 

9900 

59700 

Inner 

,312x.507 

.1583 

8850 

55900 

10000 

63200 

Outer 

,327x,508 

.1663 

9000 

54100 

9900 

59500 

Middle 

,328x,509 

.1667 

9300 

55700 

10300 

61700 

Inner 

Heat 

03464 

(( 

it 

(( 
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Strength  and  Deformation  Characteristics  of  Steel 
Encased  Concrete  Piles 

A  test  was  made  on  sections  of  the  applicant’s  type  of 
piling  for  strength  and  deformation  characteristics  by 
Ohio  State  University,  Project  #T-7,  under  the  direc¬ 
tion  of  Professor  J.  R.  Shank,  with  details  as  follows: 

A  series  of  tests  were  carried  out  on  steel  encased 
concrete  shafts  of  the  kind  that  might  be  used  for  piles. 
The  shafts,  which  were  four  feet  long  and  13.25  inches 
mean  diameter  were  tested  in  compression.  The  steel 
casings  tapered  in  diameter  0.14  inches  per  foot.  For 
purposes  of  comparison,  plain  concrete  specimens  of  the 
same  size,  including  the  taper  were  poured  of  the  same 
concrete.  The  casings  were  furnished  by  the  Union 
Metal  Manufacturing  Company  of  Canton,  Ohio.  The 
concrete  used  was  a  1  :6*4  mix  as  specified  by  the  Ohio 
department  of  highways.  The  consistency  was  two 
inches  slump  and  the  average  28  day  compressive 
strength  was  about  4000  p.s.i. 

Measurements  were  made  by  means  of  Ames  dials  of 
the  deformation  in  line  with  the  load  application  and  at 


right  angles  to  it  at  the  midheight  of  the  shaft. 

Since  the  modulus  of  elasticity  of  steel  is  approxi¬ 
mately  29,000,000  #/  sq.  in.  (a  value  depending  upon 
the  physical  characteristics  of  the  material  in  question 
and  obtainable  from  any  standard  handbook  dealing 
with  the  properties  of  materials)  and  the  modulus  of 
elasticity  of  the  concrete  in  this  experiment  was  found 
to  lie  2,400,000  # /  sq.  in.  Thus 
‘  29,000,000 

n  — - =12.25  (approx.) 

2,400,000 

The  transformed  area,  therefore,  is  the  cross-sectional 
area  of  the  concrete  added  to  12.25  times  the  cross- 
sectional  area  of  the  steel. 

Thus : 

A  (transformed)  =  A(Concrete)  +  12.25  A(Steel) 

The  modulus  of  elasticity  for  the  concrete  was  ob¬ 
tained  from  the  unencased  concrete  specimen  tests. 

For  complete  details  of  testing  procedure  charts  and 
graphs,  see  aforementioned  report  filed  with  this  appli¬ 
cation. 


Summary  of  Observations 


(Each  value 

is  the  average 

of  three) 

Concrete 

Transformed 

Ultimate  Strength 

At  100,000  lbs.  Load 

Cylinder 

Cross  Sec. 

Total 

Unit: — 

p.s.i. 

E 

Apparent 

Strength 

(n  12.25) 

'lbs.  x  103 

Concrete 

Trans. 

Trans.  Sec. 

Poisson’s 

Specimen 

p.s.i. 

Sq.  Ins. 

(KIPS) 

Only2 

Sec. 

p.s.i.  x  108 

Ratio 

N 

4140(5)1 2 

138.5 

492 

3560 

3560 

2.4 

0.17 

• 

Ridges 

Valleys 

UF11 

3960(4) 

1 77 

718 

6050 

4060 

2.2 

0.17 

0.14 

UF7 

3690(5) 

204 

907 

7810 

4450 

1.8 

0.13 

0.19 

UF3 

4053(0) 

231 

1002 

8810 

4400 

1.7 

0.29 

0.36 

1.  Numbers  in  brackets  indicate  how  many  cylinders  were  averaged.  Where  (0)  appears  the  general  average  was  used. 

2.  The  diameter  and  cross-section  used  is  that  of  the  concrete  net. 


The  table  shows  the  average  ultimate  unit  strengths  as 
computed  from  the  transformed  sections  for  all  three 
gauges,  to  be  about  10  per  Cent  higher  than  the  cylinder 
strengths.  This  indicates  that  the  casing  gave  more 
strength  to  the  column  than  would  be  expected  because 
of  it  being  part  of  the  cross-section.  It  may  be  noted 
here  that  the  ultimate  unit  strength  of  the  unencased 
specimen  was  14  per  cent  less  than  that  of  the  strength 
shown  by  the  test  cylinders.  The  moduli  of  elasticity 
in  the  region  of  working  loads  were  generally  lower 
than  that  of  the  unencased  concrete,  indicating  that  the 
steel  and  the  concrete  at  the  lower  loads  were  not  work¬ 
ing  together  perfectly.  It  may  be  noted  that  the  reduc¬ 
tion  is  greater- with  the  thicker  steel  or  where  the  cross- 
section  of  the  steel  figured  larger  in  the  composite  cross- 
section.  It  appears  that  the  two  materials  did  not  take 
their  loads  simultaneously  in  spite  of  the  fact  that  the 
plane  of  the  milled  ends  of  the  steel  was  not  more  than 
one  one-hundredth  of  an  inch  lower  or  higher  than  that 
of  the  capped  concrete.  The  added  strength  afforded  by 
the  casing  apparently  became  effective  only  during  the 
higher  loadings.  The  cusps  in  the  Apparent  Poisson’s 
Ratio  curves  also  indicate  a  sudden  change  in  the  load 
taking  properties  of  the  two  parts  of  the  column  and 
of  the  column  as  a  whole. 

The  expectation  is  that  the  Apparent  Poisson’s  Ratio  for 
the  valleys  should  be  greater  than  for  the  ridges,  that  is, 
the  concrete  is  expected  to  push  laterally  upon  the  valleys 
first  because  they  are  farther  in  toward  the  center  of 
the  concrete  and  because  of  circumferential  tension  ex¬ 
pected  to  be  set  up  in  the  casing.  This  is  true  in  all  cases 
except  for  one  No.  11  gauge  specimen,  the  one  where 
there  was  no  valley  lateral  deformation  up  to  550,000 
pounds  load,  and  on  one  No.  7.  This  odd  No.  11  gauge 
.specimen  is  large  enough  in  this  effect  to  cause  the  aver¬ 
age  ridge  lateral  deflection  to  be  larger  than  that  of  the 


valley  above  250,000  pounds.  There  is  no  reason  ap¬ 
parent  why  this  should  be.  The  circumferential  tension 
deformation  does  not  show  up  even  at  high  loads  in 
tending  to  straighten  out  the  flutes.  There  is  no  wide 
divergence  between  either  the  ridge  and  valley  deforma¬ 
tions  or  between  the  Apparent  Poisson’s  Ratio  curves. 
That  the  whole  casing  expands  is  evidenced  by  an  in¬ 
crease  of  both  ratios  as  the  loads  advance.  Apparently 
the  expansion  on  the  casings  is  a  Poisson’s  ratio  of  the 
steel  itself  unaffected  by  the  expansion  of  the  concrete. 
The  style  of  the  break  bears  this  out.  The  very  stiff 
No.  3  casings  show  the  greatest  Apparent  Poisson’s 
Ratios.  In  these  a  greater  proportion  of  the  total  load 
is  taken  by  the  steel.  The  moduli  of  elasticities  at 
400,000  pounds  load  as  indicated  by  the  vertical  defor¬ 
mations,  are  2,170,000,  2,200,000  and  1,900,00  p.s.i.  for 
the  No.  11,  No.  7  and  No.  3  gauge  specimens  respec¬ 
tively.  This  is  in  line  with  the  Apparent  Poisson’s  Ratio 
to  indicate  that  the  most  favorable  results  were  obtained 
from  the  No.  7  gauge  casings. 

In  general  it  may  be  said  that  the  fluted  casings  in¬ 
crease  the  strength  of  the  column  over  and  above  that 
of  the  unencased  concrete  by  46,  84  and  104  per  cent  and 
over  the  transformed  section  (n  12.25)  of  the  column 
by  14,  25  and  22  per  cent  for  the  No.  11,  No.  7  and  No.  3 
gauge  casings  respectively.  (Note:  No  allowance  is 
made  for  rust.) 

The  modulus  of  elasticity  as  derived  from  the  trans¬ 
formed  section  and  the  observed  deformations  under  load 
are  slightly  less  than  for  the  unencased  column — 90,  75 
and  70  per  cent  at  100,000  pounds  (721  p.s.i.)  and  90,  92 
and  80  per  cent  at  400,000  pounds  load  for  the  No.  11, 
No.  7  and  No.  3  gauges  respectively. 

The  ratio  of  lateral  deformation  to  longitudinal  (in 
the  direction  of  principal  stress)  deformation  is  gener¬ 
ally  greater  than  for  plain  concrete. 
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PILING  COMPRESSION  TESTS— TABLE  OF  RESULTS 
(EACH  VALUE  IS  THE  AVERAGE  OF  THREE) 


1 

2 

3 

4 

5 

6 

7  8 

9 

10 

11 

12 

13 

Calculated 

Safe  Load 

Tested  Actual  Ultimate 

Joint 

Calculated 

Strength 

Committee’s 

Total  Ult. 

At 

— 

Spiral  Steel 

using  40002 

100,0002 

Trans- 

%  In- 

Per 

Formula 

Factor 

Concrete  & 

Mod.  of 

Concrete 

formed 

crease  Total 

Sq.  In. 

fa  =12752/ 

of 

600002 

Elasticity 

Test 

Concrete 

Specimen 

Per  Sq.  In.  over  Lbs. 

Trans- 

sq.  in. 

Safety 

Steel 

of  Trans- 

Cylinder 

Specimen 

Steel 

Area 

of 

Unen-  x  103 

formed 

Lbs.  x  103 

Over 

Lbs.  x  103 

formed 

Specimen 

Strength 

Area 

Area 

N  —  12.25 

Concrete 

cased  Kips  * 

Area 

(Kips)  * 

Test 

(Kips)  * 

Section 

Bare  Concrete  . 

.  41402/D" 

138.5  □" 

0  □" 

138.5  □" 

35602 

0%  492 

35602 

138.5 

3.55 

574 

2.4 

211  Ga.  Fluted.  . 

.  39.60 

118.62 

4.90 

177.02 

6050 

70%  718 

4060 

151.2 

4.75 

769 

22 

27  Ga.  Fluted .  . . 

.  3690 

116.12 

7.40 

204.32 

7810 

120%  907 

4450 

148.1 

6.12 

959 

1.8 

23  Ga.  Fluted.  . . 

.  4053 

113.67 

9.85 

231.07 

8810 

147%  1002 

4400 

144.9 

6.92 

1045 

1.7 

CONCLUSIONS: 

1.  The  General  effect  of  steel  encasement  of  concrete  columns  is  to  strengthen  them  to  a  greater  degree  than  the  augmentation  of  the 
cross-section  with  a  stronger  and  stiffer  material  would  indicate. 

2.  The  stiffness,  E,  (Modulus  of  Elasticity  of  Transformed  Section)  is  less  for  encased  columns  than  unencased. 

3.  Column  27  illustrates  the  percentage  increase  in  ultimate  unit  stress  on  the  concrete  gained  by  virtue  of  the  steel  encasement. 

4.  Column  210  shows  the  safe  loads  for  the  pile  specimens  as  calculated  from  the  1924  joint  Committee’s  recommendations,  Formulas  242 
and  243.  Column  211  shows  resultant  safety  factors  over  the  actual  tested  ultimate.  These  formulas  give  12752/  Sq.  In.  for  40002 
concrete  encased  and  8302/  sq.  in.  for  20002  concrete  encased. 

5.  Column  212  shows  that  the  calculated  load  on  the  Specimens  ( allowing  40002/  sq.  in.  on  the  concrete  and  60,0002  sq.  in.  on  the  steel) 
closely  approximates  the  actual  test  results.  This  is  true  because  the  steel  assumes  its  share  of  the  load  as  the  concrete  submits  to 
inherent  plastic  flow. 

*  The  unit  “Kips”  means  “Thousands  of  Pounds”. 


Additional  Load  Tests 

Data  was  also  submitted  on  driving  and  loading 
tests  of  the  applicant’s  type  of  piles  in  different  parts 
of  the  country  under  the  direction  of  the  U.  S. 
Engineer  Corps,  reports  published  by  the  Engineer 
Corps  under  the  following  designations : 

Los  Angeles  River  Improvement 
Sepulveda  Dam 
Bearing  Pile  Investigation 
U.  S.  Engineer  Office 
Los  Angeles,  California 
April,  1940 

Records  of  Pile  Tests 
M organza  Floodway,  La. 

New  Orleans,  Texas  and  Mexico  Railway  Company 
U.  S.  Engineer  Office 
New  Orleans,  Louisiana 
August,  1941 

Septilveda  Dam  Tests 

Plates  #75,  #77,  #79  and  #82  from  the  original 
Report  (April,  1940)  by  the  U.  S.  Engineer  Office  of 
Los  Angeles  covering  the  Sepulveda  Tests  have  been 
reproduced  and  are  filed  with  the  application. 

Piles  L4,  L5  and  L6  referred  to,  are  of  the  fluted 
steel  tube  type,  as  shown  on  Plate  #75.  On  this  same 
plate  are  shown  the  soil  data  and  the  test  arrangement. 

All  piles  were  fully  tapered,  having  a  length  of 
40'  0"  when  placed  in  the  leads.  They  were  then 
driven  to  the  following  penetrations  below  grade:  L4, 

38'  0";  L5,  37'  0"  and  L6,  35'  0". 

Plate  #77  shows  the  behavior  of  Pile  L5  under 
vertical  compressive  loads.  It  will  be  noted  that  the 
settlement  curve  does  not  “break”  until  after  the  appli¬ 
cation  of  the  150-ton  load.  At  this  point  there  is  a 
gross  settlement,  which  includes  both  the  plastic  move¬ 
ment  of  the  soil  and  the  elastic  compression  of  the 
pile,  of  lA" .  After  the  load  is  removed  the  settlement 
decreases  (see  broken  line  on  chart)  to  0.17".  By 
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accepted  methods  of  evaluation,  this  pile  would  safely 
rate  as  a  75-ton  pile. 

Plate  #79  shows  the  horizontal  movement  of  Pile 
L5  when  subjected  to  a  horizontal,  load  ranging  up 
to  25  tons.  As  a  horizontal  load  of  5  or  6  tons  is 
generally  considered  rather  severe  on  a  pile,  the  per¬ 
formance  of  the  fluted  pile  in  this  instance  is  good. 

Plate  #82  charts  the  movement  of  Pile  L6  when 
subjected  to  a  pullout  test.  A  pull  of  85  tons  was 
required  to  extract  this  fluted  pile.  This  unusually  high 
pull-out  load,  considering  that  it  was  a  fully  tapered 
pile  with  a  penetration  of  35',  indicates  that  the  fluted 
shape  is  quite  effective  in  developing  frictional  resist¬ 
ance  with  the  soil. 

The  aforementioned  Plates  do  not  contain  the  driving 
logs  of  these  piles.  As  recorded  on  Plate  #1  of  the 
official  Report,  the  logs  are  as  follows : 


Pile 

Hammer 

Depth 

°f 

Penetration 

B  lours 
last 
inch 

Blou's 

per 

minute 

L4 

McKiernan-T 

10B3 

38' 

33 

105 

L5 

McKiernan-T 

9B3 

37' 

25 

106 

L6 

McKiernan-T 

10B3 

35' 

9 

106 

The  M organza  Tests 

The  tests  at  Morganza  reveal  performance  of  the 
fluted  pile  when  driven  to  great  depth  into  such  soil 
as  that  found  in  the  lower  Mississippi  River  Valley. 
The  tests,  made  cooperatively  by  the  U.  S.  Engineer 
Office  of  New  Orleans  and  the  New  Orleans,  Texas 
and  Mexico  Railway  Company,  were  fully  covered  in 
a  Report  (August,  1941)  by  the  U.  S.  Engineer  Office. 
Sheets  #132  and  #133  of  that  Report  have  been 
reproduced  and  are  filed  with  the  application. 

Sheet  #132  contains  the  data  relating  to  Monotube 
Pile  Ml.  This  pile  is  known  as  Type  7FN16  with 
standard  8"  nose.  The  bottom  60'  was  tapered,  the 
portion  above  having  a  constant  diameter  of  16".  The 
tube  is  made  of  #7  gauge  material  and  was  104' 
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long.  The  actual  penetration  was  89.5'.  Sheet  #132 
also  contains  the  soil  structure,  driving  log,  load  settle¬ 
ment  and  Load  Duration  with  Reference  to  Settlement. 
The  pile  was  driven  with  a  Vulcan  #1  hammer. 

It  will  be  noted  that  a  test  load  of  150  tons  was  applied 
and  caused  a  gross  settlement  of  approximately  J4". 
The  net  settlement,  observed  after  load  removal,  was 
.  The  test  rig  was  not  meant  for  use  on  a  pile  re¬ 
quiring  so  great  a  test  load.  Because  of  the  great 
height  of  unsupported  pile  above  penetrated  surface, 
and  the  fact  that  the  load  itself  extended  9'  higher, 
the  placing  of  any  more  load  became  too  hazardous  to 
men  and  loading  equipment,  as  the  pile  could  not  be 
held  plumb. 

Sheet  #133  contains  similar  data  referring  to  the 
second  lest  pile,  designated  M2.  This  pile  was  #3  gauge 
material.  In  all  other  respects  it  was  the  same  as  Ml. 
The  second  pile  was  driven  without  interruption  to  an 
actual  penetration  of  94.0'.  There  were  82  blows  for 
the  last  0.7'  of  penetration.  As  the  chart  indicates,  this 
pile  was  loaded  to  202.5  tons,  with  a  maximum  gross 
settlement  of  less  than  [4"  and  a  net  settlement  of  only 

Vs". 

It  is  worthy  of  note  that  these  fluted  piles  were  used 
in  various  portions  of  the  final  structure,  #7  gauge 
material  being  selected.  The  working  load  per  pile  for 
dead  and  live  load  was  approximately  75  tons. 
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Detroit  Tests  of  Monotube  Piles 

Tests  were  made  on  fluted  steel  piles  at  Detroit  under 
the  sponsorship  of  the  State  Highway  Department  of 
Michigan. 

A  complete  report  on  the  tests  is  not  yet  available,  but 
official  drawings  have  been  prepared,  and  are  filed  with 
the  application,  showing  the  Plan  and  Elevations  of  the 
test  piles,  together  with  the  soil  structure,  and  a  separate 
chart  for  each  pile,  setting  forth  the  pile  detail,  its  driv¬ 
ing  log,  and  movement  under  test  load.  Each  pile  was 
loaded  to  100  tons  and  settlement  measurements  were 
taken  at  various  intervals  of  time.  After  the  release 
of  the  100-ton  load,  the  pile  was  reloaded  to  200  tons, 
similar  readings  being  taken.  In  no  case  was  there  any 
evidence  of  failure. 

Piles  Nos.  3  &  4  are  12"  piles,  with  the  lower  30' 
tapered  to  an  8"  point.  These  two  piles  are  108'  long 
being  made  from  #7,  #5  and  #3  gauge  material.  The 
#7  gauge  in  both  instances  is  used  in  the  top  section, 
where  the  entire  load  is  borne  by  the  pile,  since  the 
transfer  of  the  load  from  the  pile  to  the  soil  has  not 
yet  taken  place.  The  only  difference  in  these  two  steel 
piles  is  the  shape  of  the  point.  They  were  both  filled 
with  concrete. 

[file  No.  2  is  14"  in  diameter,  at  the  butt,  110'  long, 
with  the  lower'30'  tapered  to  an  outside  point  diameter 
of  10".  As  this  pile  was  to  be  driven  open-ended,  a 
circular  steel  ring,  10"  in  diameter,  44"  thick  and  6"  long 
was  welded  to  the  bottom  to  provide  an  increased  bear¬ 
ing  area. 

The  primary  purpose  of  this  pile  was  not  to  test  its 
behavior  as  an  end-bearing  pile,  but  rather  to  study  its 
non-displacement  characteristic  in  driving  through  very 
plastic  material.  Information  was  sought  as  to  how  the 
fluted  tapered  section  would  facilitate  the  rise  of  the 
soil  core  inside  the  pile  during  driving.  After  the  pile 
had  been  successfully  driven,  it  was  decided  to  remove 
the  soil  core,  and  apply  test  loads  to  this  tube  EMPTY. 

Its  performance  is  therefore  pertinent  to  the  considera¬ 
tion  of  the  structural  capacity  of  the  fluted  tube  alone, 
since  the  section  immediately  above  the  bearing  ring 
has  a  10"  outside  diameter  and  must  take  all  the  stress 
at  that  section. 

Referring  to  the  drawing,  entitled  “Plan  and  Eleva¬ 
tion”.  of  the  Detroit  Tests,  the  general  type  of  soil  is 
readily  seen.  Between  the  stiffer  crust  near  the  ground 
surface  and  the  harder  strata  at  a  depth  of  approxi¬ 
mately  100  feet,  the  clay  is  very  plastic. 
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Because  of  the  possibility  of  excessive  collapsing 
pressures,  the  heavier  gauges  of  metal  were  used, 
especially  at  the  greater  depths. 

The  tendency  of  this  soil  to  move  under  unbalanced 
pressures  suggested  the  study  of  the  displacement  aspect 
of  the  piles. 

Referring  to  the  chart  for  Pile  No.  2,  the  driving  log 
reveals  that  there  was  a  steady  increase  in  the  number 
of  blows  till  the  pile  point  reached  elevation  3.0,  where 
the  penetration  was  approximately  40  blows  per  foot, 
using  a  Vulcan  #1  hammer.  Penetration  then  became 
more  difficult,  the ’last  inch  at  elevation  1.6'  requiring 
15  blows. 

The  material  removed  from  the  interior  of  the  pile 
near  the  pile  point  was  found  to  be  hard  clay  with  a 
mixture  of  large  gravel — probably  glacial  debris. 

As  the  Load  Movement  Curve  show's,  the  100-ton  load 
was  applied  in  increments  of  25  tons  at  3-hour  periods. 
The  gross  settlement  under  100  tons  was  .  On 
releasing  the  load  the  net  settlement  was  1/32". 

The  200-ton  load  was  then  applied  in  increments  of 
25  tons,  and  at  2-hour  irftervals  after  the  100-ton  load 
was  reached.  The  curve  shows  a  gross  settlement  of 
V2"  at  150  tons.  The  shape  of  the  curve  indicates  that 
up  to  that  point  the  load  was  largely  borne  by  friction. 
As  more  load  was  added,  the  soil  evidently  lost  some  of 
ils  frictional  resistance  and  the  point  load  compacted 
the  material  under  the  bearing  ring,  effecting  a  gross 
settlement  of  2  1/32".  When  the  load  was  released, 
the  net  settlement  was  1".  It  is  important  to  note  that 
this  Monotube  contained  no  concrete  when  loaded.  No 
doubt,  some  of  the  final  load  was  borne  in  friction.  If 
it  wras  all  delivered  to  the  pile  point,  the  unit  stress  at 
the  bottom  of  the  fluted  section  would  be 
400,000 

- 50,890  per  sq.  in. 

7.86 

As  stated  herein,  Piles  Nos.  3  &  4  when  driven 
were  alike,  with  the  exception  of  the  type  of  pile  point. 
No.  3  was  driven  to  7  blows  per  inch,  and  No.  4  to  10 
blows  per  inch.  In  addition,  to  expedite  the  tests,  No.  3 
wras  loaded  when  the  concrete  was  only  six  days  old, 
whfie  the  age  of  the  core  in  No.  4  wras  one  month  when 
its  test  load  when  applied. 

As  the  pile  detail  on  each  drawing  indicates,  the  soil 
was  removed  before  driving  began,  down  to  elevation 
95.0,  which  is  approximately  the  bottom  of  building  foot¬ 
ings  in  this  area. 

Piles  #3  and  #4  are  both  12"  piles,  and  the  top 
portion  where  all  soil  was  removed,  is  made  of  #7  gauge 
steel.  Hence,  the  whole  load  must  be  borne  by  this 
section  wfithout  any  frictional  help. 

For  Pile  No.  3,  under  the  100-ton  load,  the  gross 
settlement  was  iV'  and  the  net  settlement  ]/%".  Under 
the  200- toil  load  there  was  a  gross  settlement  of  2iV', 
and  a  net  settlement  of  1  /«".  Here  again,  shows  a 
break,  around  the  150-ton  loading,  which  indicates  that 
up  to  that  point,  the  load  was  largely  held  by  friction. 
With  increased  loading,  the  material  under  the  point  had 
to  be  further  compacted  before  achieving  stability.  For 
the  final  six  hours  there  was  no  movement  under  the 
200-ton  load. 

The  chart  for  Pile  No.  4  shows,  for  the  100-ton  load, 
a  gross  settlement  of  9/32"  and  a  net  settlement  of 
1/16".  For  the  200-ton  load  the  settlements  are:  gross, 

1  3/16";  net,  7/16". 

The  behavior  of  all  of  these  piles  without  regard  to 
thickness  of  shell,  diameter  or  relationship  of  diameter 
to  length,  as  indicated  in  the  foregoing  data,  provides  a 
basis  for  the  applicant’s  request  for  approval  for  loads 
as  contained  herein. 


General 

The  Code  title  in  its  present  form  does  not  apply  to 
the  applicant’s  type  of  Fluted  Steel  Pile  since  this  form 
of  construction  was  in  development  stages  at  the  time 
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the  Administrative  Building  Code  was  adopted,  and  con¬ 
sequently,  could  not  have  been  considered  by  the  au¬ 
thorities  comprising  the  Sub- Committee  on  Foundations, 
which  view  is  certified  to  hy  Mr.  Carlton  S.  Proctor  in 
a  letter  sent  to  the  Board,  dated  November  15,  1945, 
quoted  in  part : 

“As  a  member  of  the  Foundation  Committee  of 
the  Merchants  Association  lot  the  revised  code,  during 
all  of  its  deliberations,  and  as  the  Chairman  of  the 
Sub-Committee  for  revised  code  provisions  applicable 
to  pile  foundations,  1  can  state  that  to  the  best  of 
my  recollections  no  data  on  the  carrying  capacities 
for  this  type  of  pile  were  submitted  to  our  Committee 
and  no  request  presented  for  specific  loadings  for 
such  piles.  Therefore,  this  type  of  pile  was  not 
specifically  considered  by  the  Code  Foundation  Com¬ 
mittee  or  by  its  Sub-Committee  on  Piles. 

It  is  my  opinion  that  the  principal  development  of 
the  “Fluted  Steel  Monotube  Pile”  and  the  tested  proof 
of  its  carrying  capacities  have  been  made  subsequent 
to  the  preparation  and  submission  of  the  revised 
foundation  code.” 

Section  C26-391.0a,  provides  in  part: 

“Any  type  of  pile  or  other  foundation  construction 
unprovided  for  in  this  title  shall  meet,  in  addition  to 
the  requirements  of  this  article,  all  the  requirements 
which  may  be  established  by  the  rules  of  the  Board.” 

Clearly,  the  Union  Metal  Manufacturing  Company 
comes  within  the  purview  of  the  aforementioned  Section 
as  a  type  of  pile  unprovided  for  in  the  code  title.  To 
establish  the  integrity  of  the  applicant’s  form  of  con¬ 
struction,  considerable  test  data  of  test  piles  has  been 
filed,  including  an  analysis  of  the  Fluted  Steel  Pile  by 
Mr.  George  L.  Freeman  of  Moran,  Proctor,  Freeman  & 
Meuser,  dated  November  19,  1945  and  June  27,  1946, 
with  pertinent  details  therefrom  as  follows : 

“Present  Code  Limitations 

At’ the  time  of  the  drafting  of  the  foundation  sec¬ 
tion  of  the  present  Administrative  Building  Code  of 
the  City  of  New  York,  the  subject  of  Pile  Founda¬ 
tions  was  covered  in  Section  C26,  Articles  405-411, 
inclusive.  Article  405  covered  the  general  require¬ 
ments  for  Pile  Foundations,  while  Articles  406-411, 
inclusive,  stated  the  requirements  for  various  types  of 
piles  then  in  common  use  and  contemplated  by  the 
drafters  of  the  Code.  The  types  of  piles  included 
were  untreated  wood  piles,  concrete  piles  either  pre¬ 
cast  or  cast-in-place,  concrete  filled  steel  piles  (pipe 
piles)  and  combination  or  composite  piles. 

That  the  Code  as  then  drafted  was  incomplete  and 
insufficient  in  its  coverage  of  special  types  of  piles  is 
attested  by  the  fact  that  in  1939  paragraphs  were 
added  permitting  the  use  of  creosoted  wood  piles,  and 
subsequently  Section  C26-411.1  was  added  covering 
the  use  of  rolled  structural  steel  piles,  and  a  special 
ruling  of  your  Board  was  made  covering  the  use  of 
the  “Drilled  In  Caisson”,  which  is  in  effect  a  type  of 
pile..  Ample  precedent  is,  therefore,  established  for 
addition  to  the  Code  of  Sections  and  Special  Rulings 
covering  types  of  piles  not  contemplated  in  the  Code 
as  originally  adopted. 

In  the  Code  paragraphs  covering  concrete  piles,  all 
cast-in-place  types  were  grouped  together  in  Section 
C26-409,  with  the  limitation  that  “the  maximum  load 
for  cast-in-place  piles  shall  be  thirty  tons,  except  that 
when  the  point  diameter  of  such  piles  exceeds  fifteen 
inches,  an  additional  allowance  of  two  tons  may  be 
made  for  each  inch  of  increased  diameter,  until  a 
maximum  total  load  of  forty  tons  per  pile  has  been 
reached”.  The  increased  capacity  over  the  basic 
allowance  of  thirty  (30)  tons  was  made  conditional  on 
the  discretion  of  the  Building  Superintendent  and  on 
piles  bearing  in  a  stratum  of  “gravel  or  better  bearing 
material”.  Under  this  Section  of  the  Code  is  included 


all  types  of  cast-in-place  concrete  piles  whether  they 
be  cased  or  uncased,  whether  they  are  driven  with  or 
without  the  use  of  a  mandrel,  and  regardless  of  the 
style,  thickness  or  arrangement  of  the  steel  casing, 
if  a  casing  is  used. 

The  Fluted  Steel  Pile 

The  longitudinally  fluted  steel  pile,  as  developed  and 
manufactured  by  The  Union  Metal  Manufacturing 
Company,  is  a  relatively  new  product  and  was  little 
known  at  the  time  the  present  Pile  Sections  of  the 
Code  were  drafted.  Inasmuch  as  the  pile  consists 
essentially  of  a  steel  tube  driven  into  the  ground  and 
filled  with  concrete,  it  is,  at  present,  classed  as  a  cast- 
in-place  concrete  pile  and  must  be  installed  and  loaded 
in  conformity  with  the  requirements  of  Code  Section 
C26-409.  The  commonly  used  fluted  pile,  which  has 
an  eight  inch  (8")  diameter  tip,  can  accordingly  be 
loaded  only  to  thirty  (30)  tons  regardless  of  its  other 
properties  or  its  load  bearing  capacity.  Due  to  the 
arrangement  of  the  metal  in  the  steel  tube,  which  is 
longitudinally  fluted  and  welded  to  make  a  continuous 
steel  structure,  it  has  been  repeatedly  demonstrated 
by  load  tests  that  the  load  bearing  capacity  of  the 
tube  alone,  without  concrete  filling,  is  far  in  excess  of 
any  load  permitted  for  cast-in-place  concrete  piles 
under  the  present  Code  requirements,  and  the  concrete 
filling  adds  another  element  of  strength  which  makes 
the  comleted  pile  one  of  great  potential  load  bearing 
capacity. 

When  used  as  a  friction  pile,  the  supporting  value 
of  the  soil  limits  the  pile  capacity  rather  than  the 
structure  of  the  pile  itself,  but  there  are  few  locations 
where  the  fluted  pile  cannot  be  driven  to  develop  a 
safe  load  bearing  capacity  substantially  greater  than 
allowed  in  the  Code.  Where  end  bearing  piles  are 
required,  again  the  fluted  pile  is  capable  of  supporting 
loads  greater  than  permitted  by  the  Code. 

Advantages  of  Fluted  Pile 

The  Union  Metal  Manufacturing  Company  has  now 
developed  its  fluted  steel  pile  so  as  to  make  commerci¬ 
ally  available  to  builders  a  variety  of  tapers,  diameters 
and  tube  thicknesses  to  suit  different  driving  and 
loading  conditions. 

In  its  installation,  the  pile  is  fully  welded  at  each 
splice  joint,  and  is  driven  without  use  of  a  mandrel  by 
applying  the  force  of  the  hammer  directly  to  the  top 
of  the  tube  through  a  suitable  anvil  block.  Almost  the 
entire  energy  of  the  hammer  blow  goes  to  develop 
soil  resistance,  contrary  to  the  condition  where  a 
heavy  mandrel  is  used  and  absorbs  an  appreciable  part 
of  the  driving  forces.  Moreover,  with  the  driving 
force  applied  to  the  top  of  the  tube,  the  tube  itself  is 
virtually  a  pile  of  proven  load  bearing  capacity,  from 
its  tip  to  its  cut-off,  and  the  integrity  of  the  tube  is 
assured  not  only  by  its  resistance  to  the  driving  force, 
applied  at  its  top,  but  by  inspection  of  the  unfilled  tube 
after  driving.  As  judged  by  the  pile  formula  stated 
in  Section  C26-405  of  the  Code,  the  load  carrying 
capacity  of  the  unfilled  tubes  would  be  several  times 
the  design  load. 

While  no  discussion  of  the  high  frictional  resistance 
of  the  fluted  pile  may  be  necessary  in  the  light  of  test 
records  it  is  interesting  from  an  engineering  angle. 
The  longitudinal  corrugations  or  flutes,  permit  the  pile 
to  penetrate  the  ground  with  a  minimum  of  disturb¬ 
ance  to,  or  remoulding  of,  the  soil,  which  is  gradually 
forced  aside  while  maintaining  full  contact  with  the 
exterior  surface  of  the  tube.  In  turn,  the  area  of 
tube  in  contact  with  the  soil  is  increased  by  virtue  of 
the  longitudinal  corrugations.  Shape  factor,  to 
some  extent,  may  also  affect  the  frictional  resistance, 
and  the  taper  of  the  shell  is  believed  to  contribute 
definitely  to  load  bearing  capacity.  Certainly,  as  com¬ 
pared  with  plain  cylindrical  or  horizontally  corrugated 
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shells  'of  comparable  diameters,  the  longitudinally 
fluted  shell  should  develop  higher  frictional  resistance, 
and  such  is  indicated  by  the  test  results  made  available 
by  the  applicant. 

Strength  of  Fluted  Pile 

The  structural  strength  of  the  fluted  steel  piles 
appears  more  than  adequate  for  the  load  bearing 
capacities  requested  by  the  applicant,  i.e;  35  tons  for 
1 1  gauge  tubes,  40  tons  for  9  gauge  and  45  tons  for  7 
gauge  when  the  piles  are  supported  by  friction  alone. 
When  end  bearing  conditions  prevail,  higher  capacities 
may  be  safely  allowed  and  the  actual  capacity  should 
be  determined  by  tests  as  provided  for  in  Code  Sec¬ 
tion  C26-405.0-d  “Tests  for  sustaining  power  of  piles”. 

In  order  to  demonstrate  the  load  bearing  capacities 
of  the  fluted  steel  piles  mathematically,  we  have  pre¬ 
pared  attached  tables  T,  II,  III  and  IV  all  by  slide 
rule  computations.  Table  I  shows  cross  sectional 
areas  of  14,  12  and  8  inch  diameter  tubes  for  the 
3  gauges  of  metal  commonly  used,  also  the  approxi¬ 
mate  area  of  the  concrete  in  each  case. 

Table  II  shows  the  yield  strength  of  the  metal  tubes 
only,  based  on  a  yield  strength  of  the  metal  of  50.000 
p.s.i.  Records  of  13  tests  shown  in  applicant’s  Ex¬ 
hibit  P>  indicate  a  minimum  yield  strength  of  53,000 
p.s.i.  In  the  last  column  of  Table  II  it  will  be  seen 
that  the  lowest  strength  is  77  tons,  or  2.2  limes  the 
load  requested,  and  this,  we  emphasize,  is  for  the 
unfilled  tube  and  for  a  diameter  of  8  inches. 

In  Table  I  IT  we  have  computed  the  allowable 
strengths' of  the  fluted  steel  piles  as  columns,  based  on 
filling  them  with  3000  lb.  concrete.  The  allowable 
pile  loads  are  computed  by  means  of  the  Joint  Com¬ 
mittee  formula  No.  9.  In  every  case  you  will  note 
the  allowable  pile  load  is  substantially  in  excess  of 
the  requested  loads,  and  the  minimum  loads  shown, 
tor  the  8"  diameter,  would  be  of  interest  only  if  piles 
were  supported  by  end  bearing.  For  a  12"  diameter 
straight  pile  section  the  minimum  allowable  load  is 
shown  to  be  79  tons,  and  for  tapered  piles  with  14" 
butts  the  capacity  at  the  butt  is  98  to  124  tons. 

In  the  fifth  column  of  Table  III  we  show  the  trans¬ 
formed,  or  equivalent,  pile  section,  which  is  the  area 
of  the  concrete  plus  ten  times  the  area  of  the  steel, 
and  in  the  last  column  is  shown  the  intensity  of  load 
on  the  transformed  section,  which  you  will  note  runs 
from  about  1100  to  nearly  1400  p.s.i.  This  last  column 
is  of  interest  in  connection  with  results  of  compression 
tests  made  on  fluted  pile  sections  tested  to  failure  by 
the  Ohio  State  University.  At  point  of  failure  the 
1 1  gauge  fluted  pile  showed  a  maximum  compressive 
stress  of  4060  p.s.i.  of  transformed  area,  and  the  #7 
gauge  pile,  4,450  p.s.i.  It  is  apparent,  therefore,  that 
with  compressive  stresses  as  shown  in  the  last  column 
of  Table  III,  factors  of  safety  against  ultimate  failure 
would  be  three  or  more,  and  would  run  around  four 
for  the  friction  piles  ordinarily  used. 

Evidence  of  load  bearing  capacities  of  fluted  piles, 
as  used  in  various  jobs  for  several  municipalities  and, 
many  private  and  governmental  organizations  through 
the  country  has  been  reviewed,  wherein  it  was  noted 
in  many  instances  piles  were  loaded  to  intensities 
higher  than  applicant  has  requested  for  New  York 
City.  All  the  evidence  submitted  by  the  applicant 
regarding  load  tests,  and  loads  allowed  outside  of 
New  York  City,  indicates  that  the  load  capacities 
requested  for  New  York  City  are  conservative. 

Use  of  Pile  Restricted  by  Code 

The  installation  of  fluted  steel  piles  in  New  York 
City  is  now  restricted  by  the  present  Code  limitations 
on  allowable  load  capacities  for  east-in-place  piles. 
In  our  opinion,  the  pile  is  superior  in  capacity  to  other 
types  being  installed  under  provisions  of  Code  Section 
(.26-409.0,  and  deserves  a  classification  of  its  own, 
either  through  amendment  of  the  Code  or  special  rul¬ 


ing  of  the  Board.  \\  c  believe  the  load  allowances 
requested  by  the  applicant  to  be  conservative  and  safe, 
subject  to  the  limitations  expressed  in  tbe  concluding 
paragraph. 

Under  the  present  Code  the  fluted  pile  cannot 
economically  compete  with  other  cast-in-place  piles, 
and  owners  and  builders  are  thereby  unreasonably  de¬ 
prived  of  the  use  of  a  type  ui  pile  which  has  marked 
advantages  in  strength  and  flexibility  and  depend¬ 
ability. 

Conclusions 

We  believe  the  applicant's  request  for  load  allow¬ 
ances  as  slated  by  him  to  be  reasonable  and  sound,  and 
wre  recommend  favorable  action  thereon  by  your 
Board. 

We  believe  certain,  minimum  restrictions  should  be 
imposed  on  the  use  of  the  fluted  piles  in  the  interest 
of  safety  and  sound  engineering,  and  would  recom¬ 
mend  as  follows : — 

(a)  Steel  tubes  to  be  of  not  less  than  11  gauge  with 
minimum  yield  strength  50,000  p.s.i. 

(b)  Minimum  tip  diameter  to  be  8  in. 

(c)  Minimum  diameter  at  cut-off  for  piles  tapered 
full  length  14  inches. 

(d)  Minimum  diameter  of  12"  for  straight  shaft 
tubes  used  with  tapered  lower  sections. 

(e)  Concrete  fill  3000  lbs.  strength  at  28  days.” 

TABLE  I 

Sectional  Areas  ok  Fluted  Files 


(a) 

14"  Dia.  Gross  area 

135.4 

sq.  in. 

Tube  only,  1 1  ga. 

5.45 

sq.  in. 

Concrete  only, 

129.95 

sq.  i:i. 

9  ga. 

6.80 

sq.  in. 

128.60 

sq.  in. 

„  7  ga. 

8.14 

sq.  in. 

127.26 

sq.  in. 

(b) 

12  Dia.  Gross  area 

100.7 

sq.  in. 

Tube  only,  1 1  ga. 

4.67 

sq.  in. 

Concrete  only. 

95.03 

sq.  in. 

9  ga. 

5.77 

sq.  in. 

94.93 

sq.  in. 

7  ga. 

6.96 

sq.  in. 

93.74 

sq.  in. 

(c) 

8"  Dia.  Gross  area 

44.8 

sq.  in. 

Tube  only,  1 1  ga. 

3.092 

sq.  in. 

Concrete  only, 

41.708 

sq.  in. 

9  ga. 

3.710 

sq.  in. 

41.090 

sq.  in. 

7  ga. 

4.601 

sq.  in. 

40.199 

sq.  in. 

I\ote:  Information  in 

this  table  taken 

from  data  sheets 

of  The 

Union 

TABLE  II 

Yield  Strengths  ok  Fluted  Steel  Tubes  Only 
Based  on  Minimum  Yield  Strength  of  50,000  P.S.I. 


Nom.  Dia. 

Steel  Area 

Total  Yield 

Total  Yield 

Inches 

Gauge 

Sq.  Inch 

Strength  Lbs. 

Strength  Tons 

14" 

11 

5.45 

272,000 

136 

9 

6.80 

340,000 

170 

7 

8.14 

406,000 

203 

12" 

11 

4.67 

233,000 

116 

9 

5.77 

288,000 

144 

7 

6.96 

348,000 

174 

8" 

11 

3.092 

154,500 

77 

9 

3.710 

185,000 

92 

7 

4.601 

230.000 

115 

TABLE 

III 

Allowable  Strength  of  Filled  Tubes  as  Columns 
Based  on  (a)  fc'  =  Strength  of  Concrete,  3000  p.s.i.  at 

28  days. 

(b)  fs  =  Allowable  stress  in  steel  =  20,000  p.s.i. 

(c)  Allowable  load  =  P  =  0.225  f/  Ac  -f-  A„fs 
(From  Joint  Committee  Code) 


Transf. 

Allowable  Ld. 

Load  on 

Dia. 

Gauge 

Areas,  Sq.  In. 

Area 

on  Col.  = 

=  P 

Trans.  Sect. 

in. 

Tube 

Ar. 

Ac. 

N=  10 

Lbs. 

Tons 

p.  s.  i. 

14" 

11 

5.45 

129.95 

184.45 

196,500 

98 

1067 

9 

6.80 

128.60 

196.60 

222,700 

111 

1135 

7 

8.14 

127.26 

208.66 

248,800 

124 

1190 

12" 

11 

4.67 

96.03 

142.73 

158,300 

79 

1110 

9 

5.77 

94.93 

152.63 

179,400 

89 

1180 

7 

6.96 

93.74 

163.34 

202,600 

101 

1240 

8" 

11 

3.092 

41.708 

72.628 

89,940 

45 

1235 

9 

3.710 

41.090 

78.190 

101,900 

51 

1300 

7 

4.601 

40.199 

86.209 

119,100 

59 

1380 

1245 


MINUTES 


TABLE  IV 

Allowable  Strength  of  Filled  Tubes  as  Columns 
(After  Deducting  tV"  of  Wall  Thickness  for  Corrosion) 
Based  on  (a)  fc'  —  Strength  of  Concrete,  3000  p.s.i.  at 

28  days. 

(b)  fs  =  Allowable  stress  in  steel  =  20,000  p.s.i. 

(c)  Allowable  load  :  P  0.225  fc'  Ac  A6fe 
(From  Joint  Committee  Code) 

Reduced 

Original  Original  Reduced  Transf.  Allowable  Ld.  Load  on 


Diameter 

Gauge 

Areas,  Sq.  In. 

Area 

on  Co. 

P 

Transf.  Sect. 

Inches 

Tube 

A. 

Ac 

N  10 

Lbs. 

Tons 

p.  s.  i. 

14" 

11 

2.72 

129.95 

157.15 

142,100 

71 

905 

9 

4.03 

128.60 

168.90 

167,400 

84 

995 

7 

5.37 

127.26 

180.96 

193,400 

97 

1070 

12" 

11 

2.33 

96.03 

119.33 

111,500 

56 

935 

9 

3.41 

94.93 

129.03 

132,400 

66 

1025 

7 

4.59 

93.74 

139.64 

155,000 

78 

1110 

Recommendations 

The  Committee  on  Tests  has  reviewed  the  foregoing 
data,  and  on  the  basis  of  this  information  recommends 
under  the  authority  vested  in  the  Board  under  Section 
C26-191.0a,  the  approval  of  the  Union  Metal  Manufac¬ 
turing  Company’s  Fluted  Steel  Pile  known  as  the  Mono¬ 
tube  Pile  (details  and  installation  thereof  as  contained 
herein)  as  a  new  and  unprovided  for  type  of  steel  pile 
when  installed  in  accordance  with  the  requirements  of 
C26-405.0  as  friction  piles,  when  the  maximum  allowable 
loads  will  have  been  determined  through  the  application 
of  the  pile  driving  formulae  as  provided  in  C26-405-0c 
and  as  checked  by  the  driving  of  piles  on  the  site,  or 
when  subject  to  the  discretion  of  the  Borough  Super¬ 
intendent,  who  may  invoke  the  provisions  of  C26-405.0d, 
excepting  that  when  piles  are  tested  under  this  latter 
named  section,  the  test  load  placed  on  the  pile  shall  be 
at  least  twice  the  design  load. 

The  recommended  design  loads  are  as  follows : 

11  gauge  Fluted  Steel  Pile — 35  tons 

9  gauge  Fluted  Steel  Pile — 40  tons 

7  gauge  Fluted  Steel  Pile — 45  tons 

provided  the  pile  shall  meet  all  the  requirements  con¬ 

tained  herein,  with  the  minimum  tip  diameter  at  8", 
with  the  minimum  diameter  at  cut-off  for  piles  tapered 
full  length  14"  nominal,  with  a  minimum  diameter  of 
12"  nominal  for  straight  shaft  tubes  used  with  tapered 
lower  sections  and  that  the  concrete  fill  for  such  piles 
shall  be  controlled  concrete  designed  for  compressive 
strength  of  3000  p.  s.  i.  when  made  and  tested  as 
provided  in  C26-364.0,  C26-497.0  and  C.26-500,  and  that 
all  Fluted  Steel  Piles  be  made  and  kept  water  free, 
and  that  there  shall  be  available  adequate  inspection 
equipment  so  that  at  all  times  this  latter  condition  can 
be  checked,  and  that  before  placing  any  concrete  the 
pile  shall  be  voided  of  water.  When  job  conditions 
are  such  that  end  bearing  conditions  prevail,  higher 
capacities  may  be  allowed,  but  such  capacity  shall 
be  determined  by  tests  as  provided  for  in  Section 
<726-405. Od  in  accordance  with  the  directions  and  to 
the  satisfaction  of  the  Borough  Superintendent,  with 


due  regard  given  a  deduction  for  rust  of  tV'  of  the 
shell  thickness,  and  effect  on  number  and  location  of 
splices. 

It  is  further  recommended  that  all  designs  of  fluted 
steel  piling  shall  be  certified  to  by  the  Professional 
Engineer  in  charge  of  design.  These  drawings  sub¬ 
mitted  to  the  Department  of  Housing  &  Buildings  shall 
bear  the  following  wording:  “The  design  of  Union 
Metal  Manufacturing  Co.  Fluted  Steel  Monotube  Pile 
under  NB  Permit  ...  is  strictly  in  accordance 
with  the  approval  of  the  Board  granted  under  Calendar 
334-45-SM”.  All  installations  of  this  pile  shall  be  made 
by  contractors  or  pile  driving  sub-contractors  who  shall 
certify  to  the  Building  Department  that  they  are  familiar 
with  the  details  of  this  approval. 

It  is  further  recommended  that  each  contractor  or 
pile  driving  subcontractor  prepare  a  report  of  each 
installation,  and  when  completed,  the  aforesaid  report 
shall  be  filed  with  the  Borough  Superintendent.  The 
data  contained  in  this  report  shall  be  as  follow's : 


Pile  Driving  Report 

Building  Permit  No . 

Job  Location . 

Date  of  Driving  . 

Tyqie  of  Pile . 

’Type  of  Pile  Driver . 

Type  of  Hammer  . . . 

Type  and  Number  of  Fluted  Steel  Units . 

Diameter  of  Point  . 

Final  Length  at  Cut-off  . 

Elevation  at  Cut-off . 

Diameter  at  Cut-off  . 

Pier  No . 

File  No . 

Average  penetration  in  inches  for  last  5  blows 

Rebound  If  Any  in  Final  Blow . 

Drift  or  Heave  of  Pile  . 

Concrete  Mix  . . . 

Date  of  Pouring  Concrete  . 

Design  Load  of  Pile  . 

Other  Abnormal  Conditions  . 


(Signed)  .  Date 

Job  Superintendent 

(Signed)  . . _  Date 


Inspector,  Dept,  of  Housing  Sz  Buildings 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


and 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board,  of  Standards  and  Appeals  docs 
hereby  approve  the  material  in  accordance  with  the  above 
report. 


NOTICE 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES 


RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


(Cal.  333-44-SR.) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  New  York  and  Section  (719-98.0  of  the  Ad¬ 
ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  sj’stems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note:  References  given  herein  preceded  by  C19-  or 
(26-  refer  to  specific  sections  of  the  Administrative 
Code.  •  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

C19-96.0  Permits.— a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 

building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article,  as 
are  deemed  by  the  commissioner  necessary'  in  the  interest 
of  public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary'  by'  the  commissioner. 

C19-97.0  Classifications. — a.  The  total  amount  of  re¬ 
frigerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

h.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
for  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 

C19-98.0  Permissible  locations. — a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 


ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

b.  The  direct  method  of  refrigeration  shall  not  be  used 
in  any'  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinerv 
room  ;  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  when  the 
entire  sy'stem  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families, 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

c.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made- 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat¬ 
ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined  ; 

5.  A  school,  unless  the  refrigerating  system  is  used 
exclusively  for  instruction  or  research  purposes; 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un¬ 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 
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g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  in  a  class  B  system  only 
when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 

h.  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  a  class  A 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  public  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to 
the  volume  of  conditioned  space  is  not  over 
.7  of  1  per  cent.  (Methyl  chloride  to  equal 
8.0  cubic  feet  per  lb.) 

Rule  2.0  Requirements,  for  Permissible  Uses  of  Methyl 

Chloride  Refrigerant  in  Class  B  and  C  Refriger¬ 
ating  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation ;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 

2.3  That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3.1 

2.3.2 


2.3.3 

2.3.4 

2.3.5 

2.3.6 


2.3.7 


2.3.8 


2.3.9 


2.3.10 


2.3.11 


The  system  shall  be  completely  purged  j 
of  all  Freon  and  the  lubricating  oil  I 
replaced  with  fresh  oil  suitable  for  use  (; 
in  refrigeration. 

The  system  shall  be  thoroughly  | 
cleansed,  dehydrated  and  tested  for  I 
tightness  and  leaks  by  pressure  imme- 1 
diately  after  methyl  chloride  is  added.  I 
After  the  system  has  been  purged  a-;  j 
provided  in  Rule  2.3.1  and  before  I 
methyl  chloride  is  added,  special  tubes  I 
shall  be  attached  on  the  feed  side  of  the  I 
line,  containing  either  silica  gel  (high  I 
lest  solid  material  specifically  designed  I 
for  refrigerant  drying),  activatedl 
alumina  or  suitable  drying  agent  to  in- [ 
sure  thorough  dryness  of  the  refrig- 1 
erant. 

Expansion  valves  shall  be  reset  or  re- 1 
placed  as  required. 

Relief  valves  and  pressure  limiting  de-  j 
vice  shall  be  reset  to  conform  to  the  f 
Administrative  Code  requirements. 

All  gaskets  in  the  system  shall  be  re- ! 
placed  with  gaskets  suitable  for  usei 
with  methyl  chloride. 

Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant: 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam, 
open  flame  or  otherwise  be  applied  to 
the  cylinder  containing  the  refrigerant 
and  only  the  exact  amount  of  refrig- 1 
erant  required  for  charging  shall  be 
permitted  to  be  delivered  to  the  prem¬ 
ises.  After  charging  the  cylinder  shall! 
be  immediately  disconnected  and  re-i 
moved.  No  reserve  storage  of  methyl} 
chloride  shall  be  permitted  nor  shall 
there  be  any  open  flames  in  the  same, 
room  with  the  refrigeration  equipment. 
Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts s 
which  are  in  contact  with  the  refriger-! 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall! 
be  replaced  with  parts  made  of  suit¬ 
able  metals. 

Upon  completion  of  the  conversion 
from  Freon  to  methyl  chloride,  and  be- 1 
fore  the  equipment  is  put  in  operation., 
the  service  company  shall  make  a 
complete  check  for  leaks  using  a  I 
Halide  torch  and  immediately  remed\  i 
any  leaks. 

A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept 
of  Interior  for  use  with  methyl  chlor-j 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside 
the  equipment  room. 

A  weekly  inspection  by  the  person  j 
holding  a  certificate  of  fitness  to  super-jt 
vise  refrigerating  equipment  as  pro  ¬ 
vided  in  C26-214.0  shall  be  made  of  the* 
refrigeration  equipment  and  all  piping! 
and  connections  for  leakage. 

Refrigeration  equipment  within  the 
purview  of  these  rules  shall  bear  a! 
metal  sign  reading:  “Caution:  Methyl! 
Chloride  Refrigerant,  Guard  against 
Leaks.” 
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BZ,  275-40-BZ,  110-43-BZ,  343-46-BZ,  348-46-BZ,  430- 
46-BZ,  451-46-BZ,  465-46-BZ,  540-46-BZ,  566-46-BZ, 
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Minutes  of  Regular  Meeting,  Wednesday  Afternoon,  No¬ 
vember  6,  1946,  Affecting  Calendar  Numbers  610-46-A, 
698-46- A,  7 13-46- A,  730-46- A,  832-46- A,  680-42-S,  87- 

45- A,  82-46- A,  734-46-A,  593-44-A,  634-44-A,  721-45-A, 
394-45-A,  575-46-A,  601-46-A,  820-46-A,  827-46-A,  831- 

46- A,  97-37-BZ,  247-37-BZ,  507-40-BZ,  577-42-BZ, 

416-46-BZ,  417-46-BZ,  767-40-SA  and  768-40-SA. 

Correction  Affecting  Calendar  Number  136-46-SA. 

Fire  Alarm  Rules  (Interior). 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman 
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DOCKET 

New  Cases  Filed  up  to  November  5,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

827-46-A — H.B.Q. — 41-07  38th  street,  41-08  39th  street 
and  38-10  Skillman  avenue,  south  side,  between  38th  and 
39th  streets  (Block  215,  Lots  22,  23,  27  and  31),  Long 
Island  City,  Borough  of  Queens,  N.B.  338-44. 


828-46-A — F.D. — 164-168  Lincoln  avenue  and  271-275 
East  135th  street,  northeast  corner  (Block  2311,  Lots  1  and 
2),  Borough  of  The  Bronx,  47979-LC. 


829-46-SM— Burn-Rite  Anti-Syphon  Valve  (for  fuel  oil 
installations),  manufactured  by  Burn-Rite  Products  Co., 
material. 


841-46-A — H.B.M. — >1993  3rd  avenue,  east  side,  100  ft.  11 
in.  north  of  East  109th  street  (Block  1659,  Lot  48),  Bor¬ 
ough  of  Manhattan,  Alt.  2051-46. 


842-46-BZ — H.B.Bx. — 1575  Washington  avenue,  west 
side,  45.89  ft.  north  of  Claremont  parkway  (Block  2904, 
Lot  43),  Borough  of  The  Bronx,  Alt.  934-46. 


843-46-BZ — H.B.Bx. — 861  East  169th  street,  northwest 
corner  of  Lyman  place  (Block  2970,  Lot  1),  Borough  of 
The  Bronx,  N.B.  851-46. 


844-46-BZ — H.B.B. — 521  Henry  street,  east  side,  80  ft. 
south  of  Sackett  street  (Block  338,  Lot  6),  Borough  of 
Brooklyn,  Alt.  3704-46. 


830-46-SM — U.S.  Stoneware  Co.  Ceramic  Diluting  Sump 
Tank,  manufactured  by  U.  S.  Stoneware  Co.,  material. 


831-46-A — H.B.Bx. — 540-542  East  Fordham  road  and  2515 
Lorrillard  place,  southwest  corner  (Block  3050,  Lot  36), 
Borough  of  The  Bronx,  Amendment  to  Alt.  875-46. 


832-46-A— H.B.M.— 133-139  East  37th  street  and  297-303 
Lexington  avenue,  northeast  corner  (roof  and  penthouse)  ; 
(Block  893,  Lot  25),  Borough  of  Manhattan,  Amendment 
to  Alt.  307-44. 


833-46-BZ — H.B.M. — 143  East  40th  street,  north  side,  195 
ft.  east  of  Lexington  avenue  (Block  1295,  Lot  28),  Bor¬ 
ough  of  Manhattan,  Alt.  1796-46. 


834-46-SM — Concrete  Units,  Inc.,  Cinder  Concrete  Build¬ 
ing  Block  (hollow,  load-bearing),  manufactured  by  Concrete 
Units,  Inc.,  material. 


835-46-SM — QEO  Cement  Block,  manufactured  by  Vin¬ 
cent  Baldi,  material. 


836-46-BZ — H.B.Bx. — 1020  East  178th  street,  south  side, 
130.05  ft.  west  of  Boston  road  (Block  3135,  Lot  22),  Bor¬ 
ough  of  The  Bronx,  Amendment  to  Alt.  895-46. 


837-46-A — H.B.M. — 216  West  44th  street,  south  side,  207 
ft.  west  of  Broadway  and  229  West  43rd  street  (Block  1015, 
Lots  12,  23  and  41),  Borough  of  Manhattan,  B.N.  D.C. 
1862-46. 


838-46-A— F.D. — North  side  of  Canal  street  and  east  side 
of  Front  street,  Foreign  Trade  Zone,  1,  (Block  487,  Lot — ), 
Stapleton,  Borough  of  Richmond,  47217-LC  and  Decision. 


839-46-BZ — H.B.B. — 90  Withers  street,  south  side,  77.2  ft. 
west  of  Leonard  street  (Block  2742,  Lot  17),  Borough  of 
Brooklyn,  N.B.  1216-46. 


840-46-SM — George  A.  Fuller  Co.,  Precast  Lightweight 
Wall  Units,  manufactured  by  George  A.  Fuller  Co.,  mate¬ 
rial. 


Restored  to  Calendar. 

634-46-A — H.B.M. — 227-229  East  56th  street,  north  side, 
260  ft.  east  of  3rd  avenue  (Block  1330,  Lot  11),  Borough 
of  Manhattan,  Alt.  1257-44. 


721-45-A — F.D. — 33  West  51st  street,  north  side,  494  ft. 
west  of  5th  avenue  (Block  1267,  Lot  17),  Borough  of 
Manhattan,  39629-LF. 


593-44-A — H.B.M. — 221-223  West  64th  street,  north  side, 
300  ft.  west  of  Amsterdam  avenue  (Block  1156,  Lot  19), 
Borough  of  Manhattan,  Amendment  to  Alt.  258-43. 


767-40-SA— Westinghouse  A -3  and  A-3R  Elevator  Door 
Hangers,  Appliance.  » 


768-40-SA — Westinghouse  B-3  and  B-3R  Elevator  Door 
Hangers,  Appliance. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


I.nst  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Nov. 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28.  No.  52A 
13,  1937— Vol.  22.  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 

12,  1946— Vol.  31,  No.  46 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
18,  1946— Vol.  31,  No.  25 
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Lust 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .. Nov. 

Oil  Burner  Rules . Sept. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 

Smoking  in  Factories,  Rules  for _ Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


Publication  in  Bulletin 

5,  1946— Vol.  31,  No.  45 
17,  1946— Vol.  30,  No.  38 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8,  1946— Vol. 

7,  1937— Vol. 
15,  1946— Vol. 
17,  1946— Vol. 
29,  1937— Vol. 

8,  1937— Vol. 
7,  1932— Vol. 

24,  1936— Vol. 
24,  1936— Vol. 


31,  No.  41 
22,  No.  36 
31,  No.  42 
30,  No.  38 
22,  No.  26 
22,  No.  23 
17,  No.  23 
21,  No.  47 
21,  No.  47 


3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 

No.  15A. 


NOVEMBER  13,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  13,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

206-27-BZ — Application  of  Kitzler  and  Nurick,  appli¬ 
cants,  on  behalf  of  S.  S.  Lerow,  Inc.,  owner,  reopened  July 
9,  1946,  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  proposed  auto  laundry,  repair 
shop  and  greasing  in  connection  with  an  existing  gasoline 
service  station  (previously  granted  by  the  Board)  ;  premises 
597-607  New  York  avenue  (601-607  displayed),  and  397-401 
Rutland  road  (403  displayed),  northeast  corner  (Block  4802, 
Lot  55),  Borough  of  Brooklyn. 

423-41-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Michael  Delia,  owner,  reopened  October 
29,  1946,  for  consideration  as  to  extension  of  term  of  vari¬ 
ance — Application,  previously  granted  on  condition,  under 
section  7e  of  the  zoning  resolution,  for  a  term  of  two  (2) 
years,  permitting  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  a  junk  shop; 
premises  297-299  Withers  street,  north  side,  200  ft.  5jkt  in. 
west  of  Debevoise  avenue  (Block  2867,  Lots  34  and  55  and 
part  of  Lot  41),  Borough  of  Brooklyn. 

680-44-BZ — Application,  November  28,  1944,  under  sec¬ 
tion  7a  of  the  zoning  resolution,  of  James  McKillop,  appli¬ 
cant,  on  behalf  of  John  Rago,  owner,  to  permit  in  a  business 
use  district,  the  storage  of  waste  paper;  premises  112  Kings- 
land  avenue  Rear,  east  side,  25  ft.  6)4  in.  north  of  Division 
place  (Block  2840,  Lot  2),  Borough  of  Brooklyn. 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 

fasoline  service  station  (previously  granted  by  the  Board) 
or  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 
behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 


D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted;  premises  1450  Unionport  road,  north¬ 
west  corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

666-46-BZ — Application,  September  13,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  William  J.  Burke,  appli¬ 
cant,  on  behalf  of  Maurice  C.  Nelson,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
using  more  than  the  area  permitted,  for  repair  shop;  prem¬ 
ises  114-28  to  114-32  Rockaway  boulevard,  and  115-01  to 
115-09  114th  place,  southeast  corner  (Block  11707,  Lots 
32,  33  and  34),  Richmond  Hill,  Borough  of  Queens. 

409-46-BZ — Application,  May  29,  1946,  under  section  7a 
of  the  zoning  resolution,  of  H.  McNabb,  applicant,  on  behalf 
of  Sheffield  Farms  Co.  Inc.,  owner,  to  permit  in  an  un¬ 
restricted  use  district,  the  change  in  use  from  stable  to 
garage  for  more  than  five  (5)  motor  vehicles  (on  first 
floor),  having  an  exit  on  same  street  as  a  public  school, 
between  two  intersecting  streets;  233-243  Herkimer  street, 
north  side,  305  ft.  east  of  New  York  avenue  (Block  1862, 
part  of  Lot  14),  Borough  of  Brooklyn. 

708-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Henry  Nordheim,  ap¬ 
plicant,  on  behalf  of  1110  East  165th  Street  Corp.,  owner 
(Harry  M.  Greenberg,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  1110-1112  East  165th  street,  south  side,  56  ft.  west 
of  Bryant  avenue  (Block  2748,  Lot  33),  Borough  of  The 
Bronx. 

510-46-BZ — Application,  June  4„  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Mardordic  Realty  Co.,  Inc.,  owner  (United 
Equities,  Inc.,  lessee),  to  permit  in  a  business  use  district, 
the  extension  of  present  garage  use  and  stores  to  garage 
for  more  than  five  (5)  motor  vehicles;  premises  1081-1089 
3rd  avenue,  and  200-206  East  64th  street,  southeast  corner 
(Block  1418,  Lot  45),  Borough  of  Manhattan. 

527-46-BZ — Application,  July  9,  1946,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Theodore  Imbiow,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  building  to  be  used  as  an  automobile  repair  shop ;  premises 
169-189  East  98th  street,  east  side,  50  ft.  north  of  Dumont 
avenue  (Block  3549,  Lot  2),  Borough  of  Brooklyn. 

710-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Florence  Gloria  Scheringer,  owner 
(Irving  Garvin,  lessee),  to  permit  in  a  business  use  district, 
a  wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
753  Melrose  avenue,  west  side,  99.30  ft.  north  of  East  156th 
street  (Block  2403,  Lot  31),  Borough  of  The  Bronx. 

627-46-BZ — Application,  September  3,  1946,  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  of  Joseph  Schafran, 
applicant,  on  behalf  of  Morris  Pickman,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  45-11  to  45-17  47th  avenue,  and 
45-60  46th  street,  northwest  corner  (Block  165,  Lot  19 
(old  pt.  1),  Woodside,  Borough  of  Queens. 

743-46-BZ — Application,  October  2,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Enrico  Ferrara,  owner  (Susan  Morena,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  704  East  187th  street, 
southeast  corner  of  Beaumont  avenue  (Block  3103,  Lot  28), 
Borough  of  The  Bronx. 

691-46-A — Re  Transportation  of  fuel  oil  in  Trailmobile 
in  New  York  City  (capacity  of  tank  not  in  conformity 
with  Administrative  Code  requirements  covering  Tank 
Trucks). 

342-46-A — 662  Pacific  street,  and  27  6th  avenue,  southeast 
corner  (3rd  floor)  ;  (Block  1128,  Lots  4  and  6),  Borough 
of  Brooklyn. 
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775-46-A— 27-50  1st  (Mills)  street,  west  side,  248.56  ft. 
south  of  27th  avenue  (Franklin  street),  and  202  ft.  north 
of  Astoria  boulevard  (4th  floor)  ;  (Block  490,  Lot  11), 
Astoria,  Borough  of  Queens. 

376-46-SM — Lupo  and  Son’s  Hollow  Cement  Blocks, 
8"  x  8"  x  16"  L.B.S.  (concrete). 

736-46-SM — Silent  Flame  Fuel  Oil  Fill  Box  2"  (Fill  Pipe 
Terminal). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  13,  1946.  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  publiC)  hearing 
Wednesday  afternoon ,  November  13,  1946,  at  2  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

816-46-A — 33-23  57th  street,  east  side,  175  ft.  south  of 
Northern  boulevard  (1st  floor)  ;  (Block  1181,  Lot  26), 
Woodside,  Borough  of  Queens. 

394-45-A — 56-80  Greenwich  street,  west  side,  142.5  ft. 
south  of  Rector  street  and  63-85  Washington  street,  east 
side,  137  ft.  south  of  Rector  street  (2nd  to  7th  floors,  in¬ 
clusive)  ;  (Block  18,  Lots  10,  12  to  24,  inclusive,  41  to  45 
inclusive  and  47-54  inclusive),  Borough  of  Manhattan  (re¬ 
opened  and  restored  to  calendar  October  29,  1946;  pre¬ 
viously  withdrawn). 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

779-46-A — 1813  3rd  avenue,  east  side,  25  ft.  11  in.  south  of 
East  101st  street  (1st  and  2nd  floors)  ;  (Block  1650,  Lot  46), 
Borough  of  Manhattan. 

724-46-A — 697  Forest  avenue,  north  side,  211  ft.  west  of 
Bement  avenue  (attic)  ;  (Block  168,  Lot  60),  West  New 
Brighton,  Borough  of  Richmond. 

812-46-A — 610  West  116th  street,  south  side,  175  ft.  west 
of  Broadway  (5th  to  10th  floors,  inclusive)  ;  (Block  1896, 
Lot  77),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  19,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station ;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

611-46-BZ — Application,  August  27,  1946,  under  sections 
7a,  7e  and  21  of  the  zoning  resolution,  of  Jacob  J.  Glos- 
ter,  applicant,  on  behalf  of  Leading  Cleaners  and  Dyers, 
Inc.,  owner,  to  permit  in  a  residence  use,  D  area  district, 
the  extension  to  existing  dry  cleaning  establishment,  using 


more  than  the  area  permitted;  premises  1147-1155  Lorraine 
avenue,  northwest  corner  of  Pine  street  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklyn. 

707-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Samuel  Gold, 
applicant  and  lessee,  on  behalf  of  Jobreen  Realty  Corp.  and 
Louis  Rovegno,  owners,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  years;  premises  1-15  Bedford  street,  and  180-190 
West  Houston  street,  northwest  corner  (Block  528,  Lots  1 
to  5  inclusive  and  44  to  51  inclusive),  Borough  of  Man¬ 
hattan. 

780-46-BZ— Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  bottle  stor¬ 
age  plant  of  an  existing  brewery  (previously  granted  by  the 
Board)  to  manufacturing;  premises  229  Pulaski  street,  north 
side,  204  ft.  6  in.  east  of  Throop  avenue  (Block  1773,  Lot 
69,  part  of  Lot  50),  Borough  of  Brooklyn. 

404- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years ;  premises 
214-228  Schermerhorn  street,  south  side,  233  ft.  east  of 
Hoyt  street  (Block  171,  part  of  Lot  7),  Borough  of  Brook¬ 
lyn. 

405- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  for  a  temporary  term  of  years ;  premises 
240-250  Schermerhorn  street  and  54-60  Bond  street,  south¬ 
west  corner  (Block  171,  part  of  Lot  7),  Borough  of 
Brooklyn. 

406- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years ;  premises 
134-192  Schermerhorn  street,  south  side,  from  Smith  to 
Hoyt  streets,  57-73  Smith  street,  east  side,  from  Schermer¬ 
horn  to  State  streets  and  257-271  State  street  (Block  170, 
Lot  1),  Borough  of  Brooklyn. 

407- 38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years ;  premises 
37-55  Smith  street,  east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Livingston  street  and  137-145 
Schermerhorn  street  (Block  164,  Lot  1),  Borough  of 
Brooklyn. 

551-46-BZ — Application,  July  17,  1946,  under  section  7a  of 
the  zoning  resolution  of  William  Koppe,  applicant,  on 
behalf  of  Royal  Furniture  Co.,  Inc.,  owner,  to  permit  in  a 
residence  use,  D  area  district,  the  extension  of  present  build¬ 
ing,  using  more  than  the  area  permitted;  premises  498-500 
East  134th  street,  and  127  Brook  avenue,  southwest  corner 
(Block  2261,  Lot  5),  Borough  of  The  Bronx. 
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200-37-BZ — Application  of  Nelson  S.  Kirk,  2nd,  applicant, 
on  behalf  of  Geraldine  Donohue,  owner,  reopened  June  18, 
1946,  under  section  7f  of  the  zoning  resolution,  to  nermit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station  and  repair  shop;  premises  103-37 
Springfield  boulevard,  and  218-83  104th  avenue,  northeast 
corner  (Block  11153,  Lot  7),  Queens  Village,  Borough  of 
Queens. 

347-46-BZ — Application,  May  13,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Robert  R.  Rahman,  applicant,  on 
behalf  of  Donald  S.  Walker,  owner,  to  permit  in  a  residence 
use  district,  the  change  in  occupancy  from  a  stable  first 
floor,  dwelling  second  floor,  to  lumber  storage  first  and 
second  floors;  premises  332  West  70th  street,  south  side, 
352  ft.  6  in.  west  of  West  End  avenue  (Block  1181,  Lot  47), 
Borough  of  Manhattan. 

443-46-BZ — Application,  May  28,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Betty’s  Building  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  (previously  granted  by 
the  Board)  to  auto  showroom,  parts  department  and  serv¬ 
icing  and  repairing  of  motor  vehicles;  premises  229-243 
Empire  boulevard,  north  side,  64.4  ft.  west  of  Rogers  ave¬ 
nue  (Block  1307,  Lot  54),  Borough  of  Brooklyn. 

382-46-BZ — Application,  May  24,  1946  under  sections  7f 
and  7i  of  the  zoning  resolution  of  William  J.  Burke, 
applicant,  on  behalf  of  Adam  and  Charles  Klein,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  an  automobile  repair  shop  and  sale  of  new  and  used 
cars  in  open  portion  of  lot;  premises  74-02  to  74-16  Queens 
boulevard,  south  side,  179.31  ft.  west  of  Kneeland  place  and 
South  Railroad  avenue  (Block  2448,  Lot  213),  Elmhurst, 
Borough  of  Queens. 

336-46-BZ — Application,  May  2,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Paramount  Macaroni  Co.,  owner,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
dance  hall  and  manufacturing  first  floor  (previously  granted 
by  the  Board),  to  manufacturing  all  floors  using  more  than 
permitted  area  for  manufacturing;  premises  171-173  Wdson 
avenue,  north  side,  50  ft.  west  of  DeKalb  avenue  (Block 
3235,  Lot  3),  Borough  of  Brooklyn. 

709-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Har-Pom  Realty  Co.,  owner  (Vincent 
Ferrandino,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
249-255  East  165th  street,  and  1042  Grant  avenue,  northeast 
corner  (Block  2448,  Lot  1),  Borough  of  The  Bronx. 

782-46-BZ — Application,  October  16,  1946.  under  section 
7e  of  the  zornng  resolution,  of  Ludwig  P.  Bono,  applicant, 
on  behalf  of  Hugh  and  Alyce  O’Rourke,  owners,  to  permit 
in  a  business  use  district,,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  94-13  Roosevelt  avenue,  north 
side,  60  ft.  west  of  95th  street  (Block  1482,  Lot  45),  Jack- 
son  Heights,  Borough  of  Queens. 

722-46-BZ — Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Harry  A.  Yarish,  applicant,  on 
behalf  of  Maurice  H.  Rosner,  owner  (Abraham  Samuels, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  158  Tomp¬ 
kins  avenue,  west  side,  55  ft.  north  of  Hart  street  (Block 
1767,  Lot  42),  Borough  of  Brooklyn.  , 

792-46-BZ— Application,  October  18.  1946,  under  section 
7e  of  the  zoning  resolution,  of  W.  Stuart  Thompson  and 
Phelps  Barnum,  applicants,  on  behalf  of  Charles  S.  McVeigh 
and  Fulton  Trust  Co.  of  New  York,  as  Executors  U/W  of 
Lewis  Spencer  Morris,  deceased,  and  J.  Clarence  Davies, 
Tnc.,  owners  (Twentieth  Century  Industries,  Inc.,  lessee), 
1  to  permit  in  a  retail  use  district,  a  wet  wash  laundry,  for 
a  term  of.  five  (5)  years;  premises  1545  Westchester  avenue, 
north  side,  100.24  ft.  west  of  Ward  avenue  (Block  3774, 
part  of  Lot  6),  Borough  of  The  Bronx. 


755-46-BZ — Application,  October  8,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on 
behalf  of  1150  Garrison  Corp.,  owner  (Nat  Eichel,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of-  five  (5)  years;  premises  938  East  180th  street, 
south  side,  131.66  ft.  east  of  Daly  avenue  (Block  3127,  Lot 
59),  Borough  of  The  Bronx. 

86-22-BZ — Application  of  Glick  and  Gelbman,  applicants, 
on  behalf  of  A.  and  L.  Knitting  Mills,  owner,  reopened 
October  8,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  change  of  occupancy 
from  garage  for  more  than  five  (5)  cars  (previously  granted 
by  the  Board),  to  factory;  premises  4720-4732  3rd  avenue, 
east  side,  110  ft.  south  of  East  189th  street  (Block  3042, 
Lot  15),  Borough  of  The  Bronx. 

742-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive)  ;  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 

805-46- A — North  side  of  Westchester  avenue,  block  front 
between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 
street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

721-46-SM — Wont-Burn  (Flameproofing  compound). 

113-46-SM — AuthOtone  and  Chime  and  Inquirer,  Park- 
chester  Model  875  (non-electric). 

333-45-SA — Ketcham  Type  S.V.J.  3011  Sewage  Ejector 
(Heavy  duty  non-clogging  Sewage  Pump). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GTVEN  of  a  public  hearing 
Tuesday  afternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

820-46-A — 1211  Madison  avenue,  northeast  corner  of  East 
87th  street  (street  floor)  ;  (Block  1499,  Lots  20  and  22), 
Borough  of  Manhattan. 

827-46-A — 41-07  38th  street,  41-08  39th  street  and  38-10 
Skillman  avenue,  south  side,  between  38th  and  39th  streets 
(Block  215,  Lots  23,  27,  22  and  31),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  26,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs ;  premises  137-32 
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Centerville,  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

395-46-BZ — Application,  May  24,  1946,  under  sections  7c, 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
from  public  garage  (previously  granted  by  the  Board)  to 
repairing  and  servicing  cars,  parts  department,  auto  show¬ 
room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

741-46-BZ— Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  William  Hionas,  William  J.  Heffernan  and 
Elizabeth  M.  Lewis,  owner  (Levin  and  Weinberg,  Inc., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  6102-6104 
5th  avenue  (store  at  6104),  west  side,  17  ft.  5  in.  south  of 
61st  street,  and  474-482  61st  street  (Block  5791,  part  of  Lot 
38),  Borough  of  Brooklyn. 

659-46-BZ — Application,  September  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  Neri,  owner  (Joseph  Cundari, 
lessee),  to  permit  in  a  business  use  district,  a  show  window 
beyond  25  feet  from  the  intersection  of  a  residence  use  dis¬ 
trict  ;  premises  3397  Fulton  street,  and  239-245  Autumn  ave¬ 
nue,  northeast  corner  (Block  4133,  Lot  1),  Borough  of 
Brooklyn. 

542-46-BZ — Application,  June  28,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Henfer  Estates,  Inc.,  owner,  to  permit  in  a 
residence  use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2046-2048  Ocean  avenue, 
west  side,  300  ft.  north  of  Avenue  P  (Block  6766,  Lot  38), 
Borough  of  Brooklyn. 

701-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  Crossboro  Realty  Corp.,  owner  (Alfonso 
DeFilippo,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  310- 
312  Crimmins  avenue,  east  side,  30  ft.  north  of  East  141st 
street  (Block  2555,  part  of  Lot  10),  Borough  of  The  Bronx. 

453-46-BZ — Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop ;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

662-46-BZ— Application,  September  11,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Joseph  Halpern,  applicant, 
on  behalf  of  146-150  Attorney  St.  Corp.,  owner  (Launder- 
Best  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  145 
Attorney  street,  and  184  Stanton  street,  northwest  corner 
(Block  350,  Lot  75),  Borough  of  Manhattan. 

1027-26-BZ — Application  of  George  B.  Post  and  Sons,  ap¬ 
plicants,  on  behalf  of  Hearst  Magazines,  Inc.,  owner,  re¬ 
opened  May  14,  1946,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  use,  B  area  and  class  1 and  class 
2  height  district,  the  addition  to  a  building  (previously 
granted  by  the  Board)  in  excess  of  height  permitted  and  in 
excess  of  requirements  for  dormers;  premises  301-315  West 
56th  street,  300-314  West  57th  street,  and  951-969  8th  ave¬ 
nue,  west  side,  from  West  56th  to  West  57th  streets  (Block 
1047  Lot  36),  Borough  of  Manhattan. 

790-46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 


on  behalf  of  Antoine  Pfeuffer,  owner  (Graeber  and  Farb- 
stein,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1701 
2nd  avenue,  northwest  corner  of  East  88th  street  (Block 
1534,  Lot  22),  Borough  of  Manhattan. 

791-46-BZ — -Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  East- West  Estates  Corp.,  owner  (All  White 
Automatic  Washette,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  158  East  119th  street,  south  side,  32  ft.  2 in.  east 
of  Lexington  avenue  (Block  1767,  Lot  49),  Borough  of 
Manhattan. 

757- 46-BZ — Application,  October  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on  behalf 
of  Jeron  Co.,  Inc.,  owner  (Nat  Eichel,  lessee),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  600  East  5th  street,  and  67-71 
Avenue  B,  southeast  corner  (Block  387,  Lot  9),  Borough 
of  Manhattan. 

758- 46-BZ — Application,  October  8,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arthur  Jovis,  applicant  on 
behalf  of  Vedo  Realty  Co.,  owner  (Robert  Natassy,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  2238  2nd  avenue,  and 
300  East  115th  street,  southeast  corner  (Block  1686,  Lot 
49),  Borough  of  Manhattan. 

209-46-BZ — Application,  March  19,  1946,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Camager  Corp.,  owner  (Northern 
Chevrolet  Inc.,  lessee),  to  permit  in  a  business  use  district, 
outdoor  space  for  sale  of  more  than  five  (5)  used  cars  and 
the  use  of  existing  premises  for  the  repair  of  motor  vehicles 
and  showroom;  premises  93-19  to  94-05  Northern  boulevard, 
northwest  corner  of  Junction  boulevard  (Block  1423,  Lot 
46),  Corona,  Borough  of  Queens. 

461-46-BZ — Application,  June  21,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

587- 46-BZ — Application,  August  12,  1946,  under  section 
21  of  the  zoning  resolution,  of  O’Connell  &  Mclnerney,  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  118-23  to 
118-33  Metropolitan  avenue,  north  side,  144.14  ft.  east  of 
83rd  avenue  (Block  3329,  Lot  80),  Kew  Gardens,  Borough 
of  Queens. 

588- 46-A— 118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue) . 

294-46-A — -50-01  Rockaway  Beach  boulevard,  south  side, 
from  Beach  50th  to  Beach  51st  streets  (Block  336,  Lot 
20),  Rockaway  Beach,  Borough  of  Queens. 

326-46-A — 50-01  Rockaway  Beach  boulevard,  south  side, 
from  Beach  50th  to  Beach  51st  streets  (Block  336,  Lot  20), 
Rockaway  Beach,  Borough  of  Queens  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — Beach  51st 
street) 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 
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>47-46- A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Jlica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
ivenue  and  40,  120,  200,  280,  3C0,  400,  440,  480  and  560  ft. 
;out!i  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
’oint,  Borough  of  Queens  (Under  section  36,  General  City 
.aw  re  buildings  are  not  on  legally  graded  or  mapped 
street ) . 

HARRIS  H.  MURDOCK,  Chairman. 


and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 

667-46-A — 44-16  Queens  boulevard,  southwest  corner  of 
45th  street  (Block  166,  Lot  20),  Long  Island  City,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  3,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  3,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ers  : 

725-46-BZ — Application,  September  24,  1946,  under  sec- 
ion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Corp.,  lessee),  to  permit  in  a  residence 


DECEMBER  3,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

831-46-A — 540-542  East  Fordham  road,  and  2515  Lorril- 
lard  place,  southwest  corner  (Block  3050,  Lot  36),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  NOVEMBER  6,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  nr’nutes  of  the  regular  meetings  of  the  Board  held 
>n  Tuesday  morning  and  afternoon,  October  29,  1946,  were 
ipproved  as  printed  in  Bulletin  No.  45,  Volume  31. 


ZONING  APPLICATIONS 

195-46-BZ 

\PPLICANT — Lama  and  Proskauer,  for  Tri-Line  Motors, 
Inc.,  and  Eckhoff  Holding  Corp.,  owners  (Tri-Line 
Motors,  Inc.,  lessee). 

5UBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  from  public  garage  (previ¬ 
ously  granted  by  the  Board)  to  repairing  and  serv¬ 
icing  cars,  parts  department,  auto  showroom,  office, 
wheel  alignment,  brake  testing,  gasoline  service  sta¬ 
tion,  storage  of  more  than  five  (5)  cars,  auto  laun¬ 
dry  and  displav  and  sale  of  used  cars. 

’REMISES  AFFECTED— 155-157  Empire  boulevard, 
1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6), 
Borough  of  Brooklyn. 

\PPEARANCES — 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Henrietta  N.  Casey,  Helen  Pear¬ 
son,  Fannie  Koske,  Lillian  Johnson,  James  Fee, 
Manuel  Vega  and  Irving  Berry. 

P'or  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

\CTION  OF  BOARD — Laid  over  to  November  26,  1946  at 
10  A.  M.  for  further  consideration;  no  further 
argument. 


W7-46-BZ 

\PPLICANT — Samuel  Gold,  lessee,  for  Jobreen  Realty 
Corp.  and  Louis  Rovegno,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7h  and  21  of  the  zoning 


resolution,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles, 
for  a  term  of  years. 

PREMISES  AFFECTED— 1-15  Bedford  street,  and  180- 
190  West  Houston  street,  northwest  corner  (Block 
528,  Lots  1  to  5,  inclusive  and  44  to  51,  inclusive), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Gold  and  William  Henlein. 
For  Opposition  :  Mildred  Mucci. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946 
at  10  A.  M.  for  further  consideration 


725-46-BZ 

APPLICANT — Glick  and  Gelbman,  for  Roadside  Realty 
Co.,  Inc.,  owner  (Sunnyside  Garden  Corp.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  in  use  from  a  private  sports  arena  to 
a  public  sports  arena. 

PREMISES  AFFECTED — 44-16  Queens  boulevard,  south 
side,  from  44th  to  45th  streets  (Block  166,  Lot  20), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Michael  Glick,  H.  Gordon  Lee, 
and  Leon  Wolosoff. 

For  Opposition :  George  Rosen,  Chas.  Buckley  and 
A.  Tomaszewiez. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1946  at 
10  A.  M.  for  further  consideration  in  connection 
with  Cal.  667-46-A,  and  inspection  by  a  committee 
of  the  Board. 


741-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  William  Hionas, 
William  J.  Heffernan  and  Elizabeth  M.  Lewis’ 
owners  (Levin  and  Weinberg,  Inc.,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 
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PREMISES  AFFECTED — 6102-6104  5th  avenue  (store  at 
6104),  west  side,  17  ft.  5  in.  south  of  61st  street, 
and  474-482  61st  street  (Block  5791,  part  of  Lot 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum,  Irving  Stone 
and  Jack  Levin. 

For  Opposition :  Hedwig  E.  Efinger,  E.  L.  Smart, 
James  J.  Creahan,  Maria  L.  Cioffi,  Selma  Thom¬ 
sen,  Patrick  O’Malley,  Harry  M.  Cruise  and 
others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1946 
at  10  A.  M. 


780-46-BZ 

APPLICANT — 227  P  Street,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  from  bottle 
storage  plant  of  an  existing  brewery  (previously 
granted  by  the  Board)  to  manufacturing. 

PREMISES  AFFECTED — 229  Pulaski  street,  north  side, 
204  ft.  6  in.  east  of  Throop  avenue  (Block  1773, 
Lot  69 — part  of  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  Rosling  and  Irving  Fried¬ 
man. 

For  Opposition  :  Frances  Fuchs,  Rose  Parrella,  Lena 
Kriege,  Max  Packman,  Beniamin  Packman, 
George  Waschitz,  Julia  Polter,  Mrs.  Koton,  Mrs. 
Pabow,  Mrs.  Goldstein,  Mrs.  Lipscher,  William 
Kimmel,  Mrs.  Marks,  Mr.  Cohen,  Mr.  Lapori 
and  L.  Lipscher. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946  at 
10  A.  M.  for  further  consideration  after  objections 
have  been  checked. 


781-46-BZ 

APPLICANT — 227  P  Street,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  from  a  bottle 
storage  plant  of  an  existing  brewery  (previously 
granted  by  the  Board)  to  food  processing,  refriger¬ 
ation,  distribution  and  offices. 

PREMISES  AFFECTED — 235-243  Pulaski  street,  north 
side,  266  ft.  east  of  Throop  avenue  (Block  1773, 
Lot  64 — part  of  50),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Rosling  and  Irving  Fried¬ 
man. 

For  Opposition  :  Frances  Fuchs,  Rose  Parrella,  Lena 
Kriege,  Max  Packman,  Benjamin  Packman, 
George  Waschitz,  Julia  Polter,  Mrs.  Koton,  Mrs. 
Pabow,  Mrs.  Goldstein,  Mrs.  Lipscher,  William 
Kimmel,  Mrs.  Marks,  Mr.  Cohen,  Mr.  Lapori 
and  L.  Lipscher. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chirman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


275-40-BZ 

APPLICANT — A  Gordon  Lorimer,  Acting  Director,  Bu¬ 
reau  of  Architecture,  for  Department  of  Public 
Works,  City  of  New  York,  owner. 


SUBJECT — Application  reopened  October  15,  1946,  for  con¬ 
sideration  as  to  extension  of  time  to  complete  work 
(expired  by  limitation) — Application  (decision  of 
the  borough  superintendent),  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  storage  garage  for  more  than 
three  (3)  motor  vehicles. 

PREMISES  AFFECTED— 101  Hart  boulevard,  east  side, 
block  bounded  by  Hart  boulevard,  Randall  avenue, 
Delafield  avenue  and  Elwood  place  (Block  131,  part 
of  Lot  122),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  S.  H.  Greenhill  and  Val  Fendrich. 
For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Time  extended. 

TFIE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (275-40-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution  permitting  in  a  residence  use  district  the  erection 
and  maintenance  of  a  storage  garage  for  more  than  three 
(3)  motor  vehicles,  premises  101  Hart  boulevard,  east  side, 
block  bounded  by  Hart  boulevard,  Randall  avenue,  Delafield 
avenue  and  Elwood  place  (Block  No.  131,  part  of  Lot  No. 
122),  West  New  Brighton,  Borough  of  Richmond,  was 
granted  by  the  Board  on  April  30,  1940,  on  certain  condi¬ 
tions,  the  resolution  amended  June  4,  1940;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  17,  1941,  and  plans  were  approved 
on  July  22,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  in  which  to  obtain  permits  and  complete  the  work,  said 
time  having  expired  by  time  limitations ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  15,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  November  6,  1946  at  10  A.  M. ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  30,  1940,  as 
amended  by  resolutions  adopted  through  July  22,  1941,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“*  *  *  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution.” 


110-43-BZ 

APPLICANT — Milton  B.  Weissman,  for  Tolind  Corpora¬ 
tion,  owner. 

SUBJECT — Application  reopened  June  4,  1946 — Application 
(decision  of  the  borough  superintendent)  under  sec¬ 
tions  7b,  7c  and  21  of  the  zoning  resolution,  to 
permit  in  residence  and  business  use  districts,  the 
change  in  occupancy  from  stores  and  canteen  1st  I 
floor ;  pharmaceutical  and  biolog:cal  laboratories  on 
second  floor  (previously  granted  by  Board)  to  phar¬ 
maceutical  and  biological  laboratories  and  store  on 
1st  floor  and  bowling  alleys  on  second  floor. 

PREMISES  AFFECTED — 6214-6224  4th  avenue  and  365-1 
379  63rd  street,  northwest  comer  (Block  5799,  Lot! 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  Schlefstein,  H.  Feinman  and 
G.  Goldman. 

For  Opposition:  None. 
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For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

\CTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (110-43-BZ) 

\\  UEREAS,  this  application  under  sections  7 A,  7b  and  7c 
jf  the  zoning  resolution,  permitting  partly  in  a  business  use 
uid  partly  in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  occupancy  of  the  2nd  story  of  an  existing  build¬ 
ing  from  classrooms  (of  an  annex  to  public  high  school) 
to  a  factory  and  also  to  permit  the  location  of  an  exit  door 
(from  uses  other  than  residence)  located  in  and  adjoining 
a  residential  zone — contrary  to  Section  7 A  of  the  zoning 
resolution,  affecting  premises  6214-6224  4th  avenue  and 
365-379  63rd  street,  northwest  corner  (Block  5799,  Lot  38), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April 
17,  1943,  and  the  resolution  amended  on  June  8,  1943;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration,  under  sections  7b,  7c  and  21  of 
:he  zoning  resolution,  of  a  change  in  use ;  and 
.  Whereas,  a  public  hearing  was  held  on  this  application 
Dy  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
'esolution  show  that  4th  avenue  is  in  a  business  use,  C  area 
md  class  1 J4  height  district;  63rd  street  is  in  business  and 
residence  use  C  area  and  class  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
lated  June  11,  1946,  on  Alt.  Applic.  1135-46  reads: 

“1.  The  change  in  use  from  storage  in  the  cellar, 
stores  and  canteen  on  the  first  floor,  pharmaceutical  and 
biological  laboratories  on  the  second  floor  to  storage  in 
the  cellar,  pharmaceutical  and  biological  laboratories  and 
store  on  the  first  floor  and  bowling  alleys  on  the  second 
floor,  of  this  building  located  partly  in  a  business  and 
partly  in  a  residence  use  district  is  contrary  to  the  Zoning 
Resolution.  Art.  II,  Sect.  3. 

2.  The  Bd.  of  St.  and  Appeals  approved  the  building 
for  the  previous  occupancy  under  Cal.  110-43-BZ.  No 
change  in  use  may  be  made  without  the  approval  of  the 
Board.” 
md 

Whereas,  the  applicant  states  that  the  premises  consist  of 
i  plot,  100  ft.  frontage  by  120  ft.  in  depth,  on  which  is  located 
i  building  90  ft.  front  by  120  ft.  in  depth,  2  stories,  29  ft.  in 
leight,  of  class  3  construction ;  that  it  is  proposed  to  cover 
he  ceilings  and  wall  of  the  2nd  floor  with  a  1  inch  thickness 
)f  Fiberglass  wool  insulation  or  sprayed  asbestos  on  wire 
nesh ;  that  the  stairway  terminating  on  63rd  street  will  be 
lsed  as  a  means  of  egress  only  and  the  means  of  ingress  will 
)e  through  entrance  on  4th  avenue  only ;  and 
Whereas,  the  applicant  contends  that  the  building  which 
■vas  erected  in  1930  is  located  in  a  business  use  district  except 
.or  the  westerly  portion  which  extends  into  a  residence  zone 
:or  a  distance  of  20  ft. ;  that  the  original  occupancy  of  the 
building  was:  cellar — storage;  1st  floor — stores  and  gym- 
lasium ;  2nd  floor — classrooms  (of  an  annex  to  a  public 
school)  ;  that  upon  completion  of  Ft.  Hamilton  high  school 
he  annex  was  no  longer  required  and  several  of  the  stores 
vere  the  only  portions  that  remained  rented  and  the  mort¬ 
gagors  foreclosed  the  property ;  that  thereafter  under  Alt. 
\pplic.  2624-42  the  occupancy  was  changed  to :  cellar — stor- 
lge;  1st  floor — stores  and  canteen;  2nd  floor — pharmaceuti- 
:al  and  biological  laboratory  under  a  variance  granted  by  the 
Board  (Cal.  110-43-BZ — Vol.  1)  and  C.O.,  issued;  that  the 
>resent  tenant  who  operates  the  laboratory  desires  to  move 
o  the  first  floor  to  aid  them  in  their  production,  shipping  and 
eceiving  and  the  present  owner  who  recently  purchased  this 
)roperty  wishes  to  maintain  the  bowling  alleys  on  the  2nd 
loor;  that  in  view  of  the  fact  that  the  line  of  demarcation 
>etween  the  residence  and  business  use  zones  passes  through 
he  building,  the  owners  suffer  practical  hardship  in  com¬ 


plying  with  the  zoning  resolution ;  that  in  order  to  maintain 
the  bowling  alleys  in  a  quiet  and  orderly  fashion,  it  is  pro¬ 
posed  to  cover  the  ceilings  and  walls  of  the  2nd  floor  with  a 
1"  thickness  of  fiberglass  wool  insulation  or  sprayed  asbestos 
on  wire  mesh  to  help  soundproof  the  structure  and  the  stair¬ 
way  terminating  on  63rd  street  will  be  used  as  a  means  of 
egress  only  and  ingress  will  be  through  the  entrances  on  4th 
avenue  only;  that  at  present  the  only  store  occupied  is  the 
corner  store  and  practical  difficulty  is  encountered  in  renting 
the  remaining  stores ;  that  the  present  canteen  occupancy  has 
terminated  and  practical  difficulty  will  be  encountered  in  rent¬ 
ing  this  space  to  any  conforming  use,  which  according  to  the 
zoning  requirements  must  be  of  a  residential  character;  that 
the  character  of  the  neighborhood  will  not  be  adversely  af¬ 
fected  inasmuch  as  the  exterior  of  the  building  will  not  be 
altered  except  for  the  sealing  up  of  the  present  store  fronts 
and  the  installation  of  new  entrance  doors  on  4th  avenue  and 
the  premises  will  be  maintained  in  an  orderly  and  quiet 
fashion ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  permit 
extension  of  use  within  the  residence  area  as  proposed,  as  in¬ 
dicated  on  plans  filed  with  this  application,  marked  “Re¬ 
ceived  June  8,  1945”  (8  sheets)  and  revised  plans  (2  sheets), 
marked  “Received  October  31,  1946,”  on  condition  that  the 
three  windows  facing  on  63rd  street  toward  the  rear  of  the 
south  and  the  three  equivalent  windows  facing  the  court  on 
the  north  side  shall  be  filled  with  glass  block  as  approved  for 
exterior  walls  without  any  access  panels  therein;  that  the 
construction  of  the  bowling  alleys  shall  be  as  proposed  in 
applicant’s  letter,  dated  October  28,  1946,  to  wit:  “The  first 
floor  will  be  occupied  by  the  chemical  laboratory  except  for 
a  corner  store  which  was  shown  on  the  original  plan  but 
which  is  a  drug  store  having  occupied  the  premises  for  a 
long  time;  on  the  2nd  floor  the  bed  of  the  alleys  will  be 
soundproofed  as  per  letter  and  print  enclosed  from  Bruns- 
wick-Balke-Collendar  Co. ;  that  the  walls  and  ceiling  of  the 
second  floor  will  be  sprayed  with  asbestos  as  recommended 
by  Acoustics  Inc.  or  equal ;  that  the  three  rear  windows  on 
each  side  of  the  second  floor  will  be  hermetically  sealed  by 
double  thickness  of  glass  or  blocks;  that  it  is  the  intent  to 
install  soundproofing  materials  to  make  this  installation  as 
noiseless  as  possible,  accomplishing  the  same  results  in  sound¬ 
proofing  as  the  bowling  alley  establishment  on  Lexington 
avenue  and  47th  street,  New  York,  has  achieved;”  that  all 
other  windows  facing  on  East  63rd  street  and  on  the  side 
court  to  the  south  shall  remain  fixed ;  that  a  ventilating 
system  shall  be  installed  within  the  premises ;  that  a  corrected 
plan  shall  be  filed  for  the  approval  of  the  Board  showing  the 
bowling  alley  arrangement  and  other  facilities  installed  in 
accordance  with  the  requirements  of  this  resolution  and  all 
other  means  to  be  employed  for  soundproofing  and  fire  pro¬ 
tection  within  three  weeks  of  the  date  of  this  resolution; 
that  the  building  shall  not  be  increased  in  height  or  area; 
that  no  inflammable  liquids  shall  be  used  within  the  second 
story  for  the  cleansing  of  the  floor  or  alleys  or  other  equip¬ 
ment  ;  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  upon  approval  of  plans  herein  required  to  be 
filed,  after  such  plans  have  been  approved  by  the  Board,  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  six  months  thereafter. 


343-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Etta  Epstein, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business 
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use,  C  area  district,  the  extension  of  present  build¬ 
ing,  using  more  than  the  area  permitted. 
PREMISES  AFFECTED— 789  Flatbush  avenue,  east  side, 
40  ft.  6  in.  south  of  Lenox  road  (Block  5083,  Lot 
16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Samuel  Ep¬ 
stein. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (343-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Etta  Epstein,  owner, 
filed  May  7,  1946,  an  application  under  sections  7c  and  21  of 
the  zoning  resolution,  to  permit  in  a  residence  and  business 
use,  C  area  district,  the  extension  of  present  building  using 
more  than  the  area  permitted;  premises  789  Flatbush  ave¬ 
nue,  east  side,  40  ft.  6  in.  south  of  Lenox  road  (Block  5083, 
Lot  16),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Flatbush  avenue  is  in  a  business  use,  C  area 
and  Class  lj4  height  district,  Lenox  road  is  in  residence  and 
business  use,  C  area  and  Class  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent,  act¬ 
ing  on  Alt.  Applic.  2639-46,  dated  April  19,  1946,  reads : 

“1.  Proposed  extention  to  premises  located  on  a  lot 
partly  in  a  business  and  partly  in  a  residential  zone  of 
“C”  area  and  occupying  substantially  the  entire  unoc¬ 
cupied  space  in  the  business  zone  area  is  contrary  to  Art. 
IV,  Sect.  13b  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  106  ft.  7)4  in.  in  depth  (irregular) 
on  which  is  located  a  building  25  ft.  front  by  65  ft.  3  in.  deep, 
3  stories,  83  ft.  in  height,  of  Class  3  construction,  used  as  a 
store  and  living  quarters ;  that  it  is  proposed  to  erect  an  ex¬ 
tension  34  ft.  11)4  in.  in  depth,  two  stories  25  ft.  in  height  of 
Class  3  construction ;  and 

Whereas,  the  applicant  contends  that  under  Alt.  2639, 
approved  November  15,  1944,  it  was  proposed  to  build  a  two 
story  extension  25  ft.  in  height  at  the  rear  so  as  to  enlarge  the 
store;  that  this  extension  was  to  occupy  the  entire  business 
area  of  the  lot,  as  the  property  extends  approximately  8  ft. 
2  in.  into  a  residence  area ;  that  on  December,  1944,  the  zoning 
resolution  was  amended  prohibiting  full  occupancy  of  the 
lot ;  that  both  buildings  to  the  north  and  to  the  south  abutting 
the  premises  in  question  are  presently  occupying  full  cover¬ 
age  ;  that  therefore,  in  view  of  the  fact  that  plans  were  ap¬ 
proved  prior  to  a  change  of  law,  and  also  because  of  the  fact 
that  the  plot  is  between  two  parcels  which  now  occupies  full 
coverage,  this  proposal  cannot  affect  the  area,  but  would 
however  appear  to  be  unconstitutional  were  he  not  to  be  given 
the  same  privileges  afforded  the  adjoining  properties;  that 
in  view  of  the  foregoing  facts  it  is  respectfully  requested 
that  this  application  be  granted;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  c  as  to  extension  of  use  and  that  the  applicant  had 
substantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  as  to  extension  of  area  of  the  zoning 
resolution,  and  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 


be  and  it  hereby  is  granted  to  permit  the  extension  of  the 
building  as  proposed,  on  condition  that  the  extension  shall 
not  be  constructed  more  than  one  story  in  height  within  10  ft. 
of  the  business  area  line  at  the  rear ;  that  such  10  ft.  to  be  left 
as  a  rear  yard  but  may  be  constructed  one  story  in  height, 
provided  the  area  in  the  residential  district,  as  indicated,  shall 
be  unbuilt  upon ;  that  such  unbuilt  upon  space  shall  be  cement 
paved  and  properly  drained ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  resolution. 


348-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Seniority  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  area  de¬ 
voted  to  manufacturing  in  excess  of  that  permitted 
PREMISES  AFFECTED — 255-261  18th  street,  north  side, 
150  ft.  east  of  5th  avenue  (Block  873,  Lot  69), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  A.  H.  Turkel 
For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative:  . ( 

THE  RESOLUTION  (348-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Seniority  Realt} 
Corporation,  owner,  filed  May  7,  1946,  an  application  undei 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  area  devoted  to  manufacturing  in  excess  o 
that  permitted:  premises  255-261  18th  street,  north  side,  15( 
ft.  east  of  5th  avenue  (Block  873,  Lot  69),  Borough  ol 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatioi 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet 
ing,  October  22,  1946,  after  due  notice  by  publication  in  th< 
Bulletin,  and  laid  over  to  November  6,  1946 ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso 
lution  show  that  18th  street  is  in  a  business  use,  B  and  ( 
area  and  Class  1  height  district ;  5th  avenue  is  in  a  busines: 
use,  B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintenden 
dated  April  9,  1946,  re  Alt.  Applic.  785-46,  reads: 

“Const. 

1.  Area  devoted  to  manufacturing  exceeds  that  per 
mitted  by  Art.  II,  Sec.  4C  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  o 
a  plot  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is  locatec 
a  building  100  ft.  front  by  100  ft.  in  depth,  four  stories,  55  ft 
in  height,  of  Class  1  construction,  located  in  a  business  use 
C  area  district,  presently  occupied  as  storage,  offices  an< 
furniture  repairing;  that  it  is  proposed  to  use  the  entin 
building  for  the  manufacture  of  burlap  bags ;  and 

Whereas,  the  applicant  contends  that  the  premises  ar< 
presently  improved  with  a  four  story  fireproof  buildinj 
erected  in  1905  as  a  factory;  that  during  1905  to  the  presen 
time,  this  building  has  been  used  for  many  uses;  that  th< 
property  in  question  is  zoned  in  a  business  district ;  that  thi 
designation  has  not  changed  since  1916,  when  the  zoning  lav 
was  enacted ;  that  therefore,  in  view  of  the  fact  that  this  i 
an  existing  building  of  fireproof  construction,  built  prior  t 
the  enactment  of  trie  zoning  law  for  factory  purposes,  th 
proposed  use  cannot  and  will  not  affect  the  surroundinj 
areas;  that  it  is  therefore  respectfully  requested  that  thi 
application  be  granted ;  and 
Whereas,  the  premises  and  surrounding  area  were  in 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  cas 
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in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  on  con¬ 
dition  that  not  more  than  fifty  per  cent,  of  the  area  of  the 
building  shall  be  used  for  factory  work;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than  as 
modified  by  the  Board  under  Cal.  No.  115-44-A,  except  that 
in  the  event  the  fire  commissioner  should  decide  a  fixed  fire 
extinguishing  system  is  necessary  such  system  shall  be  in¬ 
stalled;  and  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


430-46-BZ 

APPLICANT — Irving  Adelsohn,  for  Frank  Balvo,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  C  area  dis¬ 
trict,  the  change  of  occupancy  from  store  and  three 
(3)  family  dwelling  to  store,  sale  and  d’splay  of 
merchandise  and  two  (2)  family  dwelling  and  pro¬ 
posed  extension  of  second  floor,  using  more  than 
area  permitted. 

PREMISES  AFFECTED — 241  Bleecker  street,  east  side, 
120  ft.  11  in.  north  of  Carmine  street  (Block  589, 
Lot  3),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  Irving  Adelsohn  and  Paul  Balvo. 
For  Opposition:  Murray  Lowestrain,  Benjamin  S. 

Canzoneri  and  Harry  Foscolo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 


THE  RESOLUTION  (430-46-BZ) 

Whereas,  Irving  Adelsohn,  for  Frank  Balvo,  owner,  filed 
June  13,  1946,  an  application  under  sections  7 a  and  21  of 
the  zoning  resolution,  to  permit  in  a  residence  use,  C  area 
district,  the  change  of  occupancy  from  store  and  three- 
family  dwelling  to  store,  sale  and  display  of  merchandise 
and  two-family  dwelling  and  proposed  extension  of  second 
floor,  using  more  than  the  area  permitted;  premises:  241 
Bleecker  street,  east  side,  20  ft.  11  in.  north  of  Carmine 
street  (Block  589,  Lot  3),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  ^Standards  and  Appeals,  at  its  regular 
meeting,  November  6,  1946,  after  due  notice  by  publication 
m  the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bleecker  street  is  in  a  residence  use, 
C  area  and  Class  \z/2  bight  district;  Carmine  street  is  in 
residence  and  local  retail  use,  C  area  and  Class  \y2  height 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  11,  1946,  re  Alt.  Applic.  202-46,  reads: 

“1.  The  change  of  occupancy  of  Class  3  residence 
building  located  within  a  residence  use  and  C  area  dis¬ 
trict  into  a  business  bldg,  is  contrary  to  Art.  II,  Sec.  3, 
Zoning  Resolution. 

2.  Proposed  extension  at  the  2nd  floor  contrary  to 
Art.  II,  Sec.  13  Zoning  Resolution.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  20  ft.  11  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  20  ft.  11  in.  front  by  90  ft.  on  first 
floor  20  ft.  11  in.  by  42  ft.  deep  on  2nd,  3rd  and  4th  floors; 
four  stories  (14  and  45  feet)  in  height,  of  Class  3  construc¬ 
tion;  that  it  is  proposed  to  change  the  occupancy  of  2nd 
floor  from  one-family  to  sale  and  display  of  light  merchan¬ 


dise  in  conjunction  with  store  on  1st  floor,  and  to  erect  an 
extension  at  the  rear  of  second  floor,  48  ft.  in  depth ;  and 
Whereas,  the  applicant  contends  that  on  July  12,  1945,  the 
zonin  map  was  changed  from  Business,  \l/2,  B  to  Residence, 
1 14,  C  districts  respectively;  that  under  amendment  to  Sec. 
19e  of  Zoning  Resolution,  effective  February  25,  1946,  the 
allowable  length  of  the  proposed  extension  is  34'  9",  which 
would  be  inadequate  to  accommodate  the  owner’s  increasing 
space  requirements  and  uneconomic  in  that  the  expense  of 
removing  the  wall  at  rear  of  2nd  floor  and  erecting  steel 
supports  for  the  wall  above  and  for  new  rear  wall  is  not 
justified ;  that  as  proposed  extension  will  be  48  ft.  long,  the 
excess  length  above  the  60%  allowed  by  law  will  be  only 
13'  3";  that  the  depth  and  area  of  1st  floor  as  now  existing 
will  not  be  exceeded  by  the  proposed  extension  on  2nd  floor 
and  block  ventilation  will  not  be  seriously  impaired,  as  the 
existing  ten  foot  yard  will  remain ;  that  the  present  space 
occupied  by  the  owner  is  insufficient  and  he  bought  the 
premises  to  have  a  substantial  amount  of  additional  space 
convenient  to  the  present  store  to  meet  the  needs  of  an  ex¬ 
panding  business ;  that  the  present  floor  area  of  the  second 
floor  is  too  small  to  enable  the  owner  to  conduct  his  business 
economically  and  this  variance  is  respectfully  requested  to 
alleviate  an  unnecessary  hardship ;  that  the  business  carried 
on  by  the  owner  requires  the  sale  and  display  of  household 
furniture  and  appliances,  which  because  of  their  bulk  re¬ 
quire  a  relatively  larger  amount  of  floor  space  than  that  of 
other  types  of  business;  that  the  proposed  occupancy  of  the 
2nd  floor  for  sale  and  display  of  light  merchandise  will  not 
be  detrimental  to  the  neighborhood,  which  is  not  now  of  a 
residential  character ;  that  the  block  on  which  subject  prem¬ 
ises  are  located  has  for  many  years  been  the  neighborhood 
shopping  center  for  food,  shoes,  apparel,  etc. ;  that  the 
premises  will  not  be  altered  with  the  idea  of  renting  same 
but  will  be  occupied  by  the  owner  for  his  own  business  on 
which  he  is  dependent  for  a  livelihood ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  a,  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  202-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


451-46-BZ 

APPLICANT — Max  Abramovitz,  for  471  Park  Avenue 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  restricted  retail  use  dis¬ 
trict,  the  off  street  parking  of  more  than  five  (5) 
motor  vehicles,  in  the  cellar  of  proposed  building 
for  the  use  of  tenants. 

PREMISES  AFFECTED — 471  Park  avenue,  southeast  cor¬ 
ner  of  East  58th  street  (Block  1312,  Lot  69),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  Hayes. 

For  Opposition :  Henry  N.  Rapaport,  Martin  M. 

Lippman  and  Frederick  R.  Balleu. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  John  J.  Saunders,  Board 
of  Education. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (451-46-BZ) 

Whereas,  Max  Abramovitz,  for  471  Park  avenue  Corp., 

owner,  filed  June  3,  1946,  an  application  under  sections  7e 
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and  21  of  the  zoning  resolution,  to  permit  in  a  restricted  re¬ 
tail  use  district  the  off  street  parking  of  more  than  five  (5) 
motor  vehicles  in  the  cellar  of  proposed  building  for  the  use 
of  tenants ;  premises :  471  Park  avenue,  southeast  corner  of 
East  58th  street  (Block  1312,  Lot  69),  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  6,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Park  avenue  is  in  a  restricted  retail  use,  B 
area  and  Class  1J4  and  2  height  district;  East  58th  street 
is  in  a  restricted  retail  and  retail  use  area  and  Class  1 height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  19,  1946  re  amendment  to  NB  Applic.  75-46, 
reads : 

“2.  Parking  within  premises  prohibited  according  to 
Art.  II  Sec.  41a  (15)  Zoning  Resolution  in  connection 
with  Art.  V,  Sec.  21-A  Zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  120  ft.  5  in.  frontage  by  92  ft.  in  depth  (irregular), 
on  which  is  located  a  multiple  dwelling  120  ft.  5  in.  front  by 
82  ft.  in  depth  (irregular),  13  stories,  140  ft.  in  height,  of 
Class  1  construction,  which  is  to  be  demolished;  that  it  is 
proposed  to  erect  a  building  120  ft.  5  in.  front  by  92  ft.  in 
depth  (irregular)  ;  (typical  floor  120  ft.  5  in.  front  by  60  ft. 
in  depth)  ;  18  stories,  272  ft.  in  height,  of  Class  1  construc¬ 
tion;  that  it  is  proposed  to  use  the  cellar  for  off  street  park¬ 
ing  of  tenants  and  customers’  automobiles ;  and 

Whereas,  the  applicant  contends  that  in  order  to  provide 
convenient  parking  for  at  least  some  of  the  tenants,  together 
with  their  customers,  the  owners  desire  to  allocate  6000  sq.  ft. 
of  space  in  the  cellar  for  parking  approximately  twenty  (20) 
passenger  vehicles ;  that  the  entrance  to  this  area  would  be  on 
the  easterly  end  of  58th  street  frontage,  the  same  entrance 
to  be  used  for  the  passage  of  delivery  trucks  to  the  unload¬ 
ing  area  in  cellar;  that  the  only  restriction  to  the  proposed 
use  is  that  a  vehicular  entrance  would  be  situated  on  the  same 
street  between  two  intersecting  streets  on  which  there  exists 
a  public  library,  which  is  situated  on  the  opposite  side  of  58th 
street,  approximately  123  feet  to  the  east  of  subject  site; 
that  the  applicant  feels  this  type  of  parking  facilities  would 
not  approach  those  of  a  “garage”  as  no  fee  will  be  charged 
for  parking  and  no  gasoline  or  oil  will  be  stored  or  sold  on 
the  premises,  neither  will  servicing  or  repair  facilities  be  in¬ 
cluded  ;  that  there  will  not  be  any  constant  influx  or  egress  to 
and  from  this  space  as  most  cars  will  be  parked  for  the  day 
and  generally  only  five  days  per  week;  that  if  the  parking 
were  confined  to  five  cars  it  would  be  permitted  or  if  said 
entrance  were  moved  around  the  corner,  which  the  value  and 
type  of  Park  Avenue  frontage  prohibits,  Section  21-A  would 
not  apply  and  parking  space  for  the  desired  number  of  cars 
would  be  automatically  approved  by  the  Department  of 
Housing  and  Buildings;  that  as  the  owner  is  willing  to 
allocate  a  space  for  off-street  parking  within  his  building,  a 
service  which  would  help  in  some  measure  to  relieve  traffic 
congestion  on  the  street,  he  would  suffer  an  undue  hardship 
if  denied  this  privilege ;  that  the  applicant  contends  the 
vehicular  entrance  in  its  proposed  location  will  not  present 
any  increased  hazard  to  pedestrians  leaving  a  building  located 
123  feet  away  and  on  the  opposite  side  of  the  street ;  that  the 
major  flow  of  traffic  to  the  Library  comes  from  the  more 
densely  populated  residential  areas  to  the  east  of  Lexington 
avenue  where  the  subway  and  elevated  lines  are  located ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  it  has  no  jurisdiction 
to  grant  this  application  in  view  of  the  provisions  of  Section 
21A  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


465-46-BZ 

APPLICANT — Louis  Lieberman,  for  Sam  Feldman,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the 
erection  of  a  building  using  more  than  the  per¬ 
mitted  area,  to  be  used  as  a  dry  cleaning  plant. 
PREMISES  AFFECTED— 5257-5265  Kings  Highway  and 
5302-5312  Preston  court,  southeast  corner  (Block 
7949,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (465-46-BZ) 

Whereas,  Louis  Lieberman,  for  Sam  Feldman,  owner, 
filed  June  17,  1946,  an  application  under  sections  7e  of  the 
zoning  resolution,  to  permit  in  a  business  use,  C  area  district 
the  erection  of  a  building  using  more  than  the  permitted 
area,  to  be  used  as  a  dry  cleaning  plant;  premises:  5257- 
5265  Kings  highway  and  5302-5312  Preston  court,  northeast 
corner  (Block  7949,  Lot  10),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  October  22,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  November  6,  1946,  for  inspection 
by  a  committee  of  the  Board  and  decision  without  further 
argument ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Kings  highway  is  in  a  business  use, 
C  area  and  Class  1  height  district;  Preston  court  is  in 
business  and  unrestricted  use,  C  area  and  Class  1  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  17,  1946  re  N.B.  Applic.  1201-46,  reads: 

“L  Dry  cleaning  plant  in  a  business  zone  is  contrary 
to  Art.  II  sec.  4  part.  11  of  zone  resolution. 

2.  Area  of  bldg,  is  excessive  for  ‘C’  area  zone,  as 
per.  Art.  IV  sect.  13  of  Zone  Resolution.  Denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  80  ft.  frontage  by  100  ft.  in  depth,  presently 
vacant;  that  it  is  proposed  to  erect  a  building  80  ft.  front 
by  75  ft.  in  depth,  one  story  18  ft.,  in  height,  to  be  used  as 
a  dry  cleaning  plant  with  a  store  in  the  front  portion ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  one  story  and  cellar  brick  and  cinder  block  building; 
that  the  greater  portion  of  the  surrounding  area  100  ft. 
back  of  Kings  highway  is  in  an  unrestricted  district  and 
Kings  highway,  in  the  immediate  vicinity,  while  being  in 
a  business  zone  has  buildings  and  uses  usually  found  in  an 
unrestricted  area;  that  the  proposed  building  will  have  the 
manufacturing  portion  located  at  the  rear  towards  the  un¬ 
restricted  area  and  will  have  a  taxpayer  store  front  facing 
Kings  highway;  that  in  order  to  efficiently  operate  this 
establishment  'a  minimum  of  6,000  ft.  floor  area  is  required 
and  any  loss  in  area  will  seriously  affect  the  productive 
ability  of  the  plant ;  that  it  is  the  opinion  of  the  applicant 
this  structure  will  improve  rather  than  deteriorate  the  neigh¬ 
borhood  ;  that  the  requested  area  is  6,000  sq.  ft. ;  permitted 
area — 5550  sq.  ft. ;  that  the  area  involved  in  this  application 
was  changed  from  D  to  C  May  19,  1927 ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 
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540-46-BZ 


APPLICANT — Kitzler  and  Nurick,  for  756  Utica  Avenue 
Corp.  and  Estate  of  Julia  Ryan,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  garage 
for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 750-780  Utica  avenue,  west 
side,  120  ft.  north  of  Linden  boulevard  (Block  4655, 
Lots  9,  16,  20  and  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  Nurick,  L.  J.  Brown  and 
W.  Brandt. 

For  Opposition:  Frederica  Manuel,  E.  Belfer  and 
S.  Polinsky. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (540-46-BZ) 

Whereas,  Kitzler  and  Nurick  for  756  Utica  avenue  Corp., 
and  Estate  of  Julia  Ryan,  owners,  filed  July  5,  1946  an  ap¬ 
plication  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  more  than  five  (5)  motor 
vehicles,  affecting  premises  750-780  Utica  avenue,  west  side, 

!120  ft.  north  of  Linden  boulevard  (Block  4655,  lots  9,  16  20 
and  22),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
October  8,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin,  and  laid  over  to  November  6,  1946  for  further  con¬ 
sideration  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Utica  avenue  is  in  a  business  use  C  area  and 
class  1  height  district ;  Linden  boulevard  is  in  residence  and 
business  use  C  area  and  class  1  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  20,  1946  on  N.  B.  Applic.  735-46  reads: 

“1.  Proposed  garage  for  more  than  five  cars,  within 
a  business  use  district,  is  contrary  to  Art.  2,  Sec.  4a-15 
of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  254  ft.  9  in.  frontage  by  100  ft.  in  depth  (irregular) 
on  which  are  located  two  buildings,  auto  laundry,  80  ft.  front 
by  20  ft.  9  in.  in  depth,  and  existing  office  16  ft.  front  by  25 
ft.  in  depth,  each  1  story  in  height ;  that  it  is  proposed  to  erect 
a  building  99  ft.  9  in.  front  by  100  ft.  in  depth,  1  story,  13  ft. 
in  height,  of  class  1  construction,  to  be  used  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  the  applicant  contends  that  the  property  is  now 
improved  with  a  one  story  brick  auto  laundry,  accessories  and 
brake  testing;  that  this  building  is  80  ft.  wide  by  20  ft.  deep 
at  the  rear  of  the  center  of  the  lot ;  that  at  the  building  line 
in  the  center  is  a  1  story  cement  block  auto  accessory  and 
office  building  16  ft.  wide  by  25  ft.  deep ;  that  the  property  is 
now  also  used  for  the  parking  and  storage  of  more  than  5 
cars  in  accordance  with  a  resolution  under  Cal.  372-40-BZ 
adopted  March  18,  1941 ;  that  it  is  proposed  to  erect  a  1  story 
fireproof  storage  garage  at  the  southerly  end  of  the  property; 
that  this  portion  of  the  property  is  now  used  for  the  storage 
and  parking  of  more  than  five  cars;  that  the  proposed  new 
building  will  enhance  the  appearance  of  this  site  due  to  the 
fact  that  open  air  parking  will  be  discontinued;  that  it  will 
not  harm  the  character  of  the  neighborhood ;  that  the  site 
of  the  proposed  building  is  contiguous  to  a  row  of  1  story 
private  garages  on  the  rear  lot  line  of  the  premises  313-323  E. 
49th  street ;  that  the  property  in  question  is  so  devoted  to  the 
servicing  of  motor  vehicles  that  a  conforming  business  use 
would  not  be  attractive  to  the  buying  public;  that  the 
neighborhood  does  not  lend  itself  to  business  improvements 
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other  than  retail  stores  and  such  uses  are  now  adequately 
provided  on  the  entire  block  to  the  south;  that  the  entire 
block  on  which  the  site  is  located  is  unattractively  improved 
preventing  the  development  of  a  conforming  use  since  it 
would  be  doomed  to  failure;  that  under  present  inflated 
building  costs  and  governmental  control  over  rents  the  erec¬ 
tion  of  any  type  of  building  other  than  a  garage  would  be 
impossible;  that  the  Civilian  Production  Administration  regu¬ 
lations  prevent  the  erection  of  most  types  of  speculative 
buildings  but  would  probably  look  favorably  upon  a  new 
building  which  will  be  devoted  to  the  servicing  of  motor 
vehicles  because  of  the  importance  to  the  public  of  keeping 
such  vehicles  in  good  condition ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
is  hereby  is  denied. 


566-46-BZ 

APPLICANT — Sylvan  Bien,  for  Croydon  Syndicate  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  partly  in  a  residence  and  partly  in  a  re¬ 
tail  use  district,  the  proposed  conversion  of  a  por¬ 
tion  of  the  existing  dining  room  to  a  store  extend¬ 
ing  into  the  residence  district. 

PREMISES  AFFECTED — 12  East  86th  street,  1150-1186 
Madison  avenue,  southwest  corner  and  11-35  East 
85th  street,  northwest  corner  (Block  1497,  Lot  9), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sylvan  Bien,  H.  Brody,  George 
Lehally  and  Catherine  Woods. 

For  Opposition:  H.  Jackson  Sillcocks,  Ruth  Ran- 
son  and  Anthony  P.  Dunn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  John  J.  Saunders,  Board 
of  Education. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION— (566-46-BZ) 

Whereas,  Sylvan  Bien,  for  Croydon  Syndicate,  Inc., 
owner,  filed  July  19,  1946,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  partly  in  residence  and 
partly  in  retail  use  districts  the  proposed  conversion  of  a 
portion  of  the  existing  dining  room  to  a  store,  extending 
into  the  residence  district;  premises:  1150-1186  Madison 
avenue,  west  side,  between  East  85th  and  East  86th  streets ; 
12  East  86th  street  and  11-35  East  85th  street  (Block  1797, 
Lot  9),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Madison  avenue  is  in  a  retail  use,  B 
area  and  Class  1^4  height  district;  East  85th  street  is  in 
residence  and  retail  use,  B  area  and  Class  1J4  height  dis¬ 
tricts  ;  East  86th  street  is  in  residence  and  retail  use,  B  area 
and  Class  1J4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  4,  1946,  re  Alt.  Applic.  1063-44,  reads: 

“1.  The  proposed  conversion  of  a  portion  of  the 
present  dining  room  which  was  originally  approved  as 
an  accessory  use  to  the  hotel  is  contrary  to  the  Zoning 
Resolution.  Under  this  alteration  a  portion  of  the  newly 
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created  store  (approx.  8  feet)  will  extend  into  a  resi¬ 
dence  district.  See  Section  3  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  220  ft.  frontage  by  204.4  ft.  in  depth,  on  which  is 
located  a  building  200  ft.  front  by  204.4  ft.  in  depth  (typical 
floor  220  ft.  by  100  ft.  in  depth,  15  stories;  that  it  is  pro¬ 
posed  to  alter  the  present  dining  room  and  use  a  portion  of 
it  for  a  new  store,  fronting  on  East  85th  street ;  that  it  is 
approximately  3  ft.  8  in.  below  the  sidewalk  at  this  point ; 
that  a  new  concrete  and  steel  floor  will  be  built  level  with 
the  street ;  that  the  store  will  be  enclosed  in  gypsum  block 
and  plaster  partitions  and  entrance  made  by  removing  a 
pair  of  double-hung  sash  and  frame  from  present  triple 
window  opening  and  setting  a  new  door  therein;  and 

Whereas,  the  applicant  contends  that  the  granite  window 
sill  and  base  course  will  be  chipped  and  graded  into  the 
new  door ;  no  other  masonry  will  be  altered ;  the  present 
openings  and  masonry  front  will  remain;  that  the  new  store 
will  extend  into  the  residence  district  for  8  feet,  2  inches ; 
that  the  floor  area  in  the  residential  district  will  be  158 
square  feet ;  that  the  entire  floor  area  at  first  floor  is  ap¬ 
proximately  44,000  square  feet ;  that  the  entire  front  on 
Madison  avenue  is  now  occupied  by  stores ;  that  the  re¬ 
mainder  of  first  floor  is  occupied  by  the  hotel  dining  room, 
kitchen,  doctor’s  suites,  building  office  and  lobby ;  that  the 
area  to  be  occupied  by  new  store  is  part  of  the  dining  room 
not  used  very  often ;  that  the  new  store  entrance  is  located 
where  indicated,  according  to  the  rules  of  the  State  Liquor 
Board  and  a  retail  store  liquor  license  issued  to  lessee  (a 
Veteran  of  World  War  II)  ;  that  the  lease  for  this  store 
was  arranged  by  the  prior  owners  and  assumed  by  the 
current  owners;  that  the  area  cannot  be  used  yet,  as  the 
State  Liquor  Board  will  not  permit  a  retail  store  to  operate 
at  this  level  below  the  sidewalk,  for  a  term  of  10  years; 
that  Madison  avenue  at  this  location  was  changed  from 
business  to  retail  use  district  on  September  25,  1936 ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7e  of  the  zoning  resolution;  that  the  Board 
found  that  to  grant  this  variance  would  also  be  contrary 
to  section  7A  and  that  the  conditions  of  the  resolution 
adopted  under  Cal.  1023-22-BZ  under  which  the  building 
was  erected  would  be  violated. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


626-46-BZ 

APPLICANT — Joseph  Schafran,  for  Frieda  Doerner, 
owner  (Glenridge  Self-Service  Laundry,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED— 68-37  Fresh  Pond  road,  east 
side,  125.23  ft.  north  of  Catalpa  avenue  (Block 
3625,  Lot  14),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Charles  Goldman  and  Murray 
Stokin. 

For  Opposition:  Jacob  Metz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  John  J.  Saunders,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (626-46-BZ) 

Whereas,  Joseph  Schafran,  for  Frieda  Doerner,  owner, 
Glenridge  Self-Service  Laundry,  Inc.,  lessee,  filed  September 


3,  1946,  an  application  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises:  63-37  Fresh 
Pond  road,  east  side,  125.23  ft.  north  of  Catalpa  avenue 
(Block  3625,  Lot  14),  Ridgewood,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  6,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Fresh  Pond  road  is  in  a  business  use,  C 
area  and  Class  1  height  district ;  Catalpa  avenue  is  in  a 
business  use,  C  area  and  Class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  23,  1946,  re  Alt.  Applic.  2103-46,  reads : 

“1.  Proposed  use  of  premises  located  in  a  business 
district  as  a  wet  wash  laundry  is  contrary  to  Sec.  4-51 
Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  20  ft.  frontage  by  99.73  ft.  in  depth  (irregular)  on 
which  is  located  a  building  20  ft.  front  by  54.5  ft.  in  depth, 
3  stories,  34  ft.  in  height  of  Class  3  construction;  that  it  is 
proposed  to  install  twenty-two  (22)  approved,  self-service, 
home-type  washing  machines ;  that  if  extractors  are  used, 
they  will  be  of  a  type  approved  by  the  Board;  that  washing 
machines  will  be  of  type  approved  by  the  Board,  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  3-story  nonfireproof  structure  of  Class  3 
construction  containing  four  families  on  the  upper  two  stories 
and  a  store  on  the  first  floor ;  that  it  is  intended  to  install  in 
the  store  a  self-service  automatic  laundry  under  trade  mark, 
registered  name  “Laundromat” ;  that  the  machines  to  be  in¬ 
stalled  will  be  of  approved  type,  self-contained,  automatic 
coin  operated  machines  which  without  coin  meter  are  similar 
to  the  household  automatic  washing  machine  in  general  use 
and  are  installed  with  coin  meter  in  basements  of  multiple 
dwellings ;  that  twenty-two  machines  will  be  installed ;  that 
the  immediate  neighborhood  contains  average  lower  income 
group  homes,  apartments  and  stores ;  that  this  proposed  in¬ 
stallation  will  give  economical,  sanitary  and  rapid  laundry 
service  to  residents,  who  will  find  this  a  boon,  since  it  is 
difficult  in  these  times  to  replenish  household  and  personal 
linen ;  that  the  operation  of  the  Laundromat  cannot  in  a  strict 
sense  be  termed  a  steam  laundry,  as  no  steam  is  used  and  due 
to  the  fact  the  public  serves  itself,  the  premises  must  and  will 
be  immaculately  maintained ;  that  further,  the  machine  cycle 
is  such  that  after  inserting  the  soiled  clothes  and  starting 
the  machine,  the  machine  is  not  opened  until  the  laundry  is 
washed,  rinsed  and  damp-dried  automatically;  that  in  view 
of  the  foregoing,  a  variation  is  respectfully  requested  under 
the  authority  vested  in  the  Board  by  sections  21  and  7e  of 
the  Zoning  Resolution,  for  a  term  of  five  years ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  and  that  the  application  be  and  it  hereby  is  granted 
under  section  7e  thereof  for  a  term  of  five  (5)  years,  to 
permit  the  premises  to  be  occupied  as  proposed,  on  condition 
that  no  other  laundry  work  shall  be  done  on  the  premises 
than  in  the  machines  themselves ;  that  during  the  term  of 
this  variance  the  premises  shall  be  occupied  for  no  other  use; 
that  such  portable  fire-fighting  appliances  shall  be  installed  as 
the  fire  commissioner  shall  direct;  that  the  washing  ma¬ 
chines  shall  be  of  a  type  as  approved  by  the  Board;  that 
if  any  extractors  are  installed  they  shall  be  of  a  type  as 
approved  by  the  Board ;  that  in  all  other  respects  the  building 
and  occupancy  and  any  chimney  erected  shall  comply  with 
all  rules,  regulations  and  laws  applicable  thereto;  and  that 
all  permits  required  shall  be  obtained  and  all  work  completed 
within  six  months  from  the  date  of  this  resolution. 
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648-46-BZ 

APPLICANT — M.  Martin  Elkind,  for  Carrie  Schmuck  and 
Peter  Schmuck  (trustees),  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for 
a  term  of  years. 

PREMISES  AFFECTED — 342-344  West  44th  street,  south 
side,  250  ft.  east  of  9th  avenue  (Block  1034,  Lot 
53),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind  and  Joseph 
Shaw. 

For  Opposition:  A.  Glantz,  H.  Glantz  and  John 
Fitter. 

For  Administration :  Fred  Dahlem,  Dcp’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Park 
Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (648-46-BZ) 

Whereas,  M.  Martin  Elkind  for  Carrie  Schmuck  and 
Peter  Schmuck,  trustee  owners,  filed  August  26,  1946  an 
application  under  section  7h  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  for  a  term  of  years, 
premises  342-344  West  44th  street,  south  side,  250  ft.  east 
of  9th  avenue  (Block  1034,  Lot  53),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  44th  street  is  in  residence  and 
business  use,  B  area  and  Class  1/  height  districts;  9th  ave¬ 
nue  is  in  business  and  unrestricted  use,  B  area  and  Class  1/ 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  19,  1946  on  Alt.  Applic.  919-46  reads : 

“1.  Parking  and  storage  of  more  than  five  cars  on 
a  lot  in  a  residence  district  is  contrary  to  Art.  II,  sec.  3 
Zoning  Resol.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  50  ft.  frontage  by  100  ft.  in  depth,  presently  vacant, 
on  which  it  is  proposed  to  park  and  store  more  than  five 
motor  vehicles;  and 

Whereas,  the  applicant  contends  that  the  proposed  work, 
in  general,  consists  of  preparing  the  present  vacant  lot  as 
a  parking  lot;  that  the  ground  will  be  leveled  substantially 
to  the  grade  of  West  44th  street  and  surfaced  with  steam 
cinders  or  other  suitable  material,  rolled  and  treated  with 
an  asphalt  binder ;  that  a  woven  wire  fence  will  be  installed 
at  the  front  building  line  with  a  driveway  opening;  that 
there  is  an  urgent  need  for  a  parking  space  in  this  area; 
that  the  streets  are  congested  with  parked  cars,  all  garages 
and  parking  spaces  in  the  vicinity  are  over-crowded  and  the 
newspapers  have  frequently  published  articles  pointing  out 
the  need  to  provide  off  street  parking;  that  the  city  author¬ 
ities  are  seeking  to  find  every  available  means  for  providing 
parking  space  and  it  is  submitted  that  the  subject  premises 
are  located  within  the  area  termed  most  critical  in  traffic 
and  congestion;  that  the  Board  has  previously  denied  an 
application  to  permit  parking  on  these  premises  under  Cal. 
1 307-39- BZ  which  occurred  in  1941  when  gas  rationing  was 
in  effect  and  existing  parking  facilities  were  adequate  to 
accommodate  needs;  that  the  increased  use  of  automobiles 
has  created  a  traffic  and  parking  problem  and  the  conditions 
under  which  the  Board  acted  on  the  previous  case  are  en¬ 
tirely  different  now  and  it  is  requested  in  view  of  the 
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temporary  nature  of  the  approval  that  the  Board  grant 
this  variance;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7h  thereof, 
for  a  term  of  two  years,  to  permit  the  lot  to  be  occupied 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  the  lot  shall  be  leveled  substanti¬ 
ally  to  the  grade  of  West  44th  street  and  shall  be  surfaced 
with  steam  cinders,  clean  gravel  or  other  suitable  material, 
properly  rolled  and  treated  with  a  binder  and  graded  to 
provide  surface  drainage ;  that  all  openings  in  the  rear  wall 
shall  be  closed  and  the  rear  wall  maintained;  that  all 
openings  to  any  adjoining  buildings  on  the  side  lot  lines 
shall  be  bricked  up ;  that  along  the  building  line  there 
shall  be  erected  a  woven  wire  fence  of  the  anchor  post 
type  not  more  than  6  feet  in  height  with  one  opening 
therein  twenty  feet  in  width  with  a  curb  cut  opposite 
of  similar  width ;  that  sufficient  aisles  shall  be  left  at 
all  times  for  easy  entrance  and  exit;  that  such  portable 
firefighting  appliances  shall  be  installed  as  the  fire  commis¬ 
sioner  shall  direct ;  that  during  the  term  of  this  variance 
the  premises  shall  be  occupied  for  no  other  use  than  as 
herein  permitted  and  no  building  shall  be  erected  thereon, 
except  there  may  be  one  building  not  over  100  sq.  ft.  in  area 
and  one  story  in  height,  of  masonry  construction,  to  be 
used  as  a  shelter  and  office  for  the  attendant ;  that  no  signs 
shall  be  erected  on  the  premises,  except  one  attached  to  the 
fence,  not  exceeding  15  sq.  ft.  in  area  and  not  extending 
beyond  the  building  line  and  which  shall  not  be  illuminated, 
advertising  the  parking  and  storage  permitted  and  the  rates 
charged ;  that  passenger  cars  only  shall  be  parked  or  stored ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  six  months  from  the  date  of  this  resolution. 


729-46-BZ 

APPLICANT — Nicholas  Fanelli,  owner. 

SLTBJECT — Application  (decision  of  the  borough  superin¬ 
tendent  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  two  illumi¬ 
nated  signs,  for  a  term  of  years. 

PREMISES  AFFECTED— 128  West  Houston  street, 
northeast  corner  of  Sullivan  street  (Block  525, -Lot 
32),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Nicholas  Fanelli  and  Katherine  E. 
Hetzel. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (729-46-BZ) 

Whereas,  Nicholas  Fanelli,  owner,  filed  October  3,  1946, 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district  two  illuminated  signs  for 
a  term  of  years ;  premises :  128  West  Houston  street,  north¬ 
east  comer  of  Sullivan  street  (Block  525,  Lot  32),  Borough 
of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  West  Houston  street  is  in  a  residence  use,  B 
area  and  Class  V/2  height  district;  Sullivan  street  is  in 
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residence  and  local  retail  use,  B  area  and  Class  1)4  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  4,  1946,  re  Sign  Applies.  738  and  739  reads: 

“Re  Sign  App.  738-46— 1.  Under  Sect.  3  B.Z.R.  illum¬ 
inated  signs  are  prohibited  in  a  residence  district.” 

“Re  Sign  App.  739-46 — 1.  Under  Sect.  3  B.Z.R.  illum¬ 
inated  signs  are  prohibited  in  a  residence  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  100  ft.  in  depth,  six  stories 
63)4  ft.  in  height,  of  Class  3  construction ;  that  it  is  proposed 
to  erect  two  signs,  one  on  West  Houston  street  and  one  on 
Sullivan  street;  that  the  signs  will  not  project  over.the  build¬ 
ing  line ;  that  they  will  hang  on  face  of  building  just  above 
the  store,  24  ft.  6  in.  and  27  ft.  long,  by  2  ft.  high ;  and 
Whereas,  the  applicant  contends  that  subject  premises 
have  been  used  for  the  past  ten  years  as  a  bar  and  grill  and 
multiple  dwelling;  that  permission  is  hereby  requested  to 
permit  the  erection  of  two  signs,  one  on  West  Houston  street 
and  the  other  on  Sullivan  street;  that  the  owner  has  just 
completed  renovating  the  premises  to  improve  his  business 
and  without  the  above  signs  the  work  done  is  of  no  value; 
that  there  are  a  number  of  projecting  signs  in  the  immediate 
vicinity ;  that  if  the  Board  will  grant  this  permission  to  erect 
the  signs,  the  owner’s  business  will  be  greatly  improved ;  and 
Whereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  on  condition  that  the  sign  as  proposed 
shall  be  erected  only  along  the  West  Houston  street  front; 
that  the  existing  sign  overhanging  the  building  line  shall  be 
removed  and  no  additional  signs  erected ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


760-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Nahirsh  Realty  Co., 
Inc.,  owner  (Bert  S.  Good,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  years. 

PREMISES  AFFECTED — 1848  3rd  avenue,  and  181  East 
102nd  street,  northwest  corner  (Block  1630,  Lot  33), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (760-46-BZ) 

Whereas,  Ludwig  P.  Bono  for  Nahirsh  Realty  Company, 
Inc.,  owner,  Bert  S.  Good,  lessee,  filed  October  9,  1946,  an 
application  under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district  a  wet  wash  laundry  for  a  term 
of  five  (5)  years;  Premises  1848  3rd  avenue  and  181  East 
102nd  street,  northwest  corner,  (Block  1630,  Lot  33), 
Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting 
November  6,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 


Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  3rd  avenue  is  in  a  business  use,  B  area  and 
Class  iy2  height  district  and  East  102nd  street  is  in  a  business 
use,  B  area  and  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  8,  1946,  re  Alt.  Applic.  2104-46,  reads: 

“1.  Proposed  laundry  is  in  violation  of  Article  2, 
Section  4(a)  subdivision  51  of  the  zoning  resolution 
and  is  therefore  not  acceptable. 

Note :  This  is  a  business  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  49  ft  2)4  in.  frontage  by  102  ft.  6  in.  in  depth,  on 
which  is  located  a  building  49  ft.  2)4  in.  front  by  70  ft.  6  in. 
in  depth,  5  stories,  55  ft.  in  height ;  that  it  is  proposed  to  in¬ 
stall  25  self-service,  home  type,  individual  approved  washing 
machines.  (Cal.  No.  136-46-SA)  ;  that  it  is  proposed  to 
strengthen  the  floor  construction,  fire  retarding  of  cellar 
space,  modernizing  store  front  and  installing  a  new  floor ; 
and 

Whereas,  the  applicant  contends  that  this  retail  rental 
self-service  laundry  constitutes  a  new  type  of  business  that 
did  not  exist  at  the  time  of  the  adoption  of  the  regulations 
prohibiting  steam  and  wet  wash  laundries ;  that  the  installa¬ 
tion  is  of  the  same  type  ksed  in  private  homes  and  apartment 
houses ;  that  the  machines  have  a  capacity  of  approximately 
8  lbs.  each  and  there  will  be  no  odors,  noise  or  volatile  and 
inflammable  liquids,  nor  obnoxious  fumes  or  steam  or  power 
used ;  that  no  trucks  or  wagons  will  deposit  or  remove  the 
clothes;  that  Third  avenue  and  East  102nd  street  is  a  com¬ 
plete  business  district  with  theatres,  restaurants,  women’s 
dress  factories,  pools  and  bars,  grocery  stores,  storage  spaces 
and  other  stores  of  similar  nature;  that  the  occupant  has 
signed  a  lease  and  is  paying  rent  and  has  committed  himself 
to  undertake  an  expensive  alteration  involving  strengthening 
of  floor  construction,  fire  retarding  of  cellar  space,  modern¬ 
izing  of  store  front,  new  floors,  etc ;  that  the  proposed  use  is 
less  objectionable  than  others  permitted  in  the  business 
district ;  that  this  installation  would  be  a  benefit  and  con¬ 
venience  to  the  neighborhood ;  that  the  store  itself  and  the 
front  will  be  made  attractive  by  a  neat  and  dignified  design 
and  encourage  other  stores  in  the  vicinity  to  improve  their 
appearance;  that  it  is  respectfully  requested  a  variation  of 
the  zoning  requirements  be  granted  to  permit  this  lauderette 
for  at  least  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  and  that  application  be  and  it  hereby  is  granted 
under  section  7e  for  a  term  of  five  (5)  years  to  permit  the 
premises  to  be  occupied  as  proposed,  on  condition  that  only 
washing  machines  of  the  approved  type  as  proposed  as  ap¬ 
proved  by  the  Board  under  Cal.  136-46-SA,  shall  be  installed; 
that  no  other  laundry  work  shall  be  done  on  the  premises 
other  than  in  the  machines  themselves ;  that  during  the  term 
of  this  variance  the  premises  shall  be  used  for  no  other  work 
other  than  as  proposed  and  as  herein  permitted ;  that  such 
portable  fire  fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct ;  that  any  bins  or  other  receptacles 
for  receiving  laundry  whether  unlaundered  or  laundered  shall 
not  be  installed;  that  otherwise  the  installation  shall  be  as 
indicated  on  plan  filed  with  this  appeal  marked  “Received 
October  9,  1946,”  two  sheets;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

431-46-A 

APPLICANT — Irving  Adelsohn,  for  Frank  Balvo,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 
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PREMISES  AFFECTED — 241'  Bleeckcr  street,  east  side, 
120  ft.  11  in.  north  of  Carmine  street  (2nd  lloor)  ; 
(Block  589,  Lot  3),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Irving  Adelsohn  and  Paul  Balvo. 
For  Opposition  :  Murray  Lowestrain,  Benjamin  S. 

Canzonieri  and  Harry  Foscolo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice  as  to  a  new  proposal. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  . . .  0 


667-46-A 

APPLICANT — Click  and  Gelbman,  for  Roadside  Realty 
Co.,  Inc.,  owner  (Sunnyside  Garden  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 14-16  Queens  boulevard,  south¬ 
west  comer  of  45th  street  (Block  166,  Lot  20), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Michael  Glick,  H.  Jordon  Lee  and 
Leon  Wolosoff. 

For  Opposition :  George  Rosen,  Chas.  Buckley  and 
A.  Tomaszewiez. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1946  at 
10  A.  M.  for  further  consideration  in  connection 
with  Cal.  725-46-BZ. 


442-41-A 

APPLICANT — Heil  Equipment  Company  of  New  York, 
lessee  (Arnold  Levien  Realty  Corporation,  owner). 
SUBJECT — Application  reopened  September  24,  1946— re 
Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 12-50  21st  street,  west  side,  90 
ft.  south  of  43rd  avenue  (Block  457,  Lot  150),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Robert  B.  Joys. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Guinee  .  3 

«  Negative :  Commissioner  Savage  .  1 


THE  RESOLUTION  (442-41-A) 

Whereas,  this  appeal  from  an  order  and  decisions  of  the 
fire  commissioner,  premises  42-50  21st  street,  west  side,  90 
ft.  south  of  43rd  avenue  (Block  No.  457,  Lot  No.  150), 
Long  Island  City,  Borough  of  Queens,  was  granted  by  the 
Board  June  10,  1941,  on  certain  conditions,  and  the  resolu¬ 
tion  amended  on  November  18,  1941 ;  and 
Whereas,  the  applicant  requested  reopening  of  this  appeal 
1  for  the  purpose  of  considering  a  new  order  of  the  fire  com¬ 
missioner  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  24,  1946,  and  restored  to  the  calendar ;  and 
Whereas  ;  Order  3475C  issued  by  the  fire  commissioner 
July  29,  1946  reads: 

“1.  Surrender  to  bearer  Fire  Department  permit 
#329685,  expiring  February  23,  1947,  and  authorizing 
the  use  of  premises  as  a  motor  vehicle  repair  shop,  as 
it  is  revoked  pending  compliance  w’ith  the  following. 

2.  Discontinue  the  process  of  welding,  cutting,  etc., 
in  the  same  room  where  automobiles  with  gasoline  in 
the  fuel  tanks  are  stored  or  worked  on, 

— OR— 

Separate  space  where  welding,  etc.,  is  done,  from 
space  where  autos  with  volatile  inflammable  oil  in  the 


fuel  tanks  are  stored,  by  an  enclosure  of  fire  retarding 
material,  and  self-closing  door.  C19-72.0,  Administra¬ 
tive  Code.” 

and 

Whereas,  the  applicant  has  filed  with  this  appeal  letter 
dated  October  30,  1946,  reading  as  follows: 

“In  accordance  with  your  suggestion,  we  are  pleased 
to  advise  you  that  we  propose  to  take  the  following 
steps  in  order  to  avoid  any  possibilities  of  our  having 
another  explosion  such  as  occurred  in  our  shop. 

The  accident  happened  while  we  were  repairing  a 
hi-octane  gasoline  trailer  tank. 

We  hereby  agree  that  we  will  immediately  and  per¬ 
manently  discontinue  welding,  burning,  or  cutting,  in 
fact,  any  repairing  work  on  gasoline,  or  hi-octane  gaso¬ 
line,  or  benzene  truck  or  trailer  tanks  in  our  shop. 

We  also  have  purchased  a  meter  with  which  we  will 
test  all  fuel  oil  tanks  before  any  work  is  done  on  them. 
If  there  are  any  dangerous  fumes  or  vapors  in  the 
tank,  the  meter  registers  danger. 

We  have  also  issued  instructions  in  our  shop  that  any 
fuel  oil  tank  is  not  to  be  repaired  or  worked  on  in  any 
way  until  it  has  been  checked  and  approved  and  okayed 
by  our  Shop  Superintendent. 

We  understand  that  the  writer  is  to  again  appear 
before  the  Board  of  Standards  and  Appeals  on  Wednes¬ 
day  morning,  November  6th  at  10:00  A.  M.” 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Order  3475C  be  and  it  hereby  is  modified  and  that  the 
decision  of  the  Board  dated  June  10,  1941,  as  amended 
November  18,  1941,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
requirements  of  the  resolution  as  amended  November  18, 
1941,  shall  be  complied  with;  that  the  agreement  of  the 
owner  as  expressed  in  a  letter  dated  October  30,  1946,  shall 
be  complied  with  and  that  the  premises  shall  comply  in 
all  other  respects  with  all  laws  and  rules  applicable  and 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner. 


652-46-A 

APPLICANT — Philip  Steigtnan,  for  B.C.T.  Realty  Com¬ 
pany,  owner  (Superior  Bearing  Bronze  Company, 
Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 139-151  Banker  street,  east 
side,  95  ft.  south  of  Norman  avenue  (Block  2642, 
Lots  53-56,  inclusive),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Philip  Steigman. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (652-46-A) 

Whereas,  Philip  Steigman,  for  B.  C.  T.  Realty  Company, 
owner,  (Superior  Bearing  Bronze  Co.,  Inc.,  lessee)  filed 
August  28,  1946  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  139-151  Banker  street,  east  side, 
95  ft.  south  of  Norman  avenue  (Block  2642,  lots  53  to  56), 
Borough  of  Brooklyn;  and 

Whereas,  Order  3468-C  issued  by  the  fire  commissioner 
July  29,  1946  reads: 

“1.  You  are  hereby  notified  that  Fire  Department 
Permit  #297221,  expiring  September  28,  1946,  authoriz¬ 
ing  the  storage  of  Nitric  Acid,  Oils,  Chemicals,  at  the 
above  premises  is  revoked  for  the  reason  that  a  recent 
inspection  shows  violations  of  the  Administrative  Code 
to  be  maintained. 

2.  Provide  that  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be  at  least 
100  linear  feet  per  minute  in  the  breathing  zone  of  the 
operator  and  be  of  sufficient  capacity  to  prevent  the  ac- 
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cumulation  of  mist  or  vapors.  C19-11.0,  Administrative 
Code.  #  . 

3.  Provide  that  the  air  shall  be  admitted  to  the  dipping 
spaces  taken  from  the  outside  of  the  building.  C19-11.0 
Administrative  Code. 

4.  Provide  that  all  dip  tanks  shall  be  provided  with 
metal  covers  held  open  by  fusible  link;  such  covers  to 
be  equipped  with  an  opening  to  permit  automatic  flooding 
of  the  tank  with  fire  extinguishing  media  of  a  type  and 
so  located  as  the  Fire  Commissioner  shall  direct.  C19- 
11.0,  Administrative  Code. 

6.  Provide  that  the  exhaust  from  both  the  heating 
compartment  and  the  drying  compartment  of  gas  fired 
drying  ovens  shall  be  individually  equipped  with  adequate 
fans  and  exhaust  piping  connected  direct  to  the  outer 
air.  09-11. 0  Administrative  Code. 

7.  Provide  an  auxilliarj'  manually  operated  gas  shut¬ 
off  valve  at  the  gas  fired  drying  ovens  located  not  nearer 
than  25  ft.  from  such  ovens  so  as  to  control  the  gas 
supply  in  the  event  of  an  emergency.  09-11.0,  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story, 
25  ft.  in  height,  125  ft.  by  70  ft.  and  132  ft.  in  area,  of  class 
1  construction,  erected  in  1916,  located  in  an  unrestricted  use 
C  area  class  !*/>  and  class  2  height  district,  and  used  and  oc¬ 
cupied  since  1942  for  magnesium  casting — 62  persons ;  that 
the  building  is  equipped  with  one  36"  wide  steel  open  stairs ; 
and 

Whereas,  the  applicant  contends  that  no  offensive  or 
poisonous  fumes  are  given  off  in  the  process  which  consists  of 
dipping  into  a  solution  of  linseed  oil  and  stearene,  which  solu¬ 
tion  is  kept  below  70  deg.  F.,  thus  obviating  the  necessity  of 
keeping  the  movement  of  air  at  100  ft.  per  minute  as  required 
by  item  2  of  the  fire  commissioner’s  order ;  that  sufficient 
air  is  admitted  to  the  dipping  spaces,  thus  obviating  the 
necessity  for  complying  with  item  3  of  the  fire  commissioner’s 
order ;  that  magnesium  castings  which  are  dipped  into  the 
tanks  are  subjected  to  a  pressure  of  80  lbs.  per  sq.  in.  making 
it  necessary  that  the  top  of  the  tank  be  heavy  cast  metal 
and  consequently  does  not  lend  itself  to  the  type  of  fusible 
link  and  flooding  construction  required  by  item  4  of  the  fire 
commissioner’s  order ;  that  heating  and  drying  compartments 
are  now  equipped  with  exhaust  facilities  and  no  additional 
facilities  should  be  required  as  ordered  by  the  fire  com¬ 
missioner  under  item  6 ;  that  the  approved  ovens  are  equipped 
with  automatic  shut-offs  and  do  not  require  any  additional 
shut-off  valves ;  and 

Whereas,  C.O.  106225  issued  July  20,  1942  permits  the 
use  of  the  cellar  for  heating  plant,  and  the  1st  floor  for 
casting  non-ferrous  metals  with  an  occupancy  of  31  persons 
and  a  liveload  of  120  lbs. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  3468-C,  Item  4,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
dipping  tanks  shall  be  maintained  in  a  room  enclosed  from 
floor  to  ceiling  in  fireproof  materials ;  that  such  room  shall 
have  a  self-closing  fireproof  door;  that  in  such  room  there 
shall  be  an  automatic  C02  extinguishing  system  maintained 
to  flood  the  room  in  case  of  necessity  and  maintained  to  the 
satisfaction  of  the  fire  commissioner ;  withdrawn  to  comply 
as  to  all  other  items  of  order  3468-C. 


712-46-A 

APPLICANT — James  H.  Martin,  Inc.,  for  Robert  Goelet, 
owner  (John  David,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 606-608  5th  avenue  and  2-6 
West  49th  street,  southwest  corner  (basement,  1st, 
and  2nd  floors)  ;  (Block  1264,  Lots  39,  40  and  43), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jack  E.  Schickton. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . . .  0 

THE  RESOLUTION  (712-46-A) 

Whereas,  James  H.  Martin,  Inc.,  for  Robert  Goelet, 
owner;  John  David,  Inc.,  lessee,  filed  September  24,  1946, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises :  606-&08  Fifth  avenue  and  2-6  West  49th  sttreet, 
southwest  corner;  southwest  portion  of  basement  and  1st 
floor,  as  indicated  on  plans  filed  with  this  appeal;  (Block 
1264,  Lots  39,  40  and  43),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  Fire  Commissioner,  #47266 
LC,  issued  August  29,  1946,  reads : 

“Before  a  permit  may  be  issued  for  your  refrigerating 
system,  the  following  must  be  done : 

1.  Remove  refrigerating  machines  from  stairway.” 

and 

Whereas,  the  applicant  states  that  the  building  is  11 
stories,  149  ft.  in  height,  70  ft.  by  161  ft.  6  in.  in  area,  ' 
Class  1  construction,  erected  in  1930,  located  in  a  restricted 
retail  use,  B  area,  Class  1%  height  district;  used  and  occu¬ 
pied  as  store  and  office  building ;  that  the  use  of  the  space 
in  question  commenced  in  April,  1946,  and  the  occupancy  of 
the  sales  space  in  question  is  two  persons  in  the  basement, 
15  on  the  1st  floor  and  15  on  the  2nd  floor  portion;  that  the 
building  is  equipped  with  a  one-source  sprinkler  system 
throughout,  an  interior  standpipe  system  and  interior  fire 
alarm  system  and  fire  drills  are  maintained;  that  there  are 
two  interior  fireproof  stairs,  one  4  ft.  6  in.  wide  and  one 
3  ft.  9j/2  in.  wide ;  and 

Whereas,  the  applicant  contends  that  the  stairhall  in 
question  will  not  be  used  by  the  public  but  is  an  accom¬ 
modation  stair  for  employees  only  and  is  not  accessible  for 
the  public;  that  machines  are  of  self-contained  type  and 
contain  18#  of  Freon  F12  and  would  be  permitted  for  in¬ 
stallation  in  the  store  proper ;  that  there  is  sufficient  egress 
from  the  stairhall  to  the  store  and  from  the  exterior  of 
the  building;  that  there  are  no  open  flames  in  the  vicinity 
of  the  equipment. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  47266-LC,  Item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  conditions  as  proposed  shall  be  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner  and  no  additional  space 
shall  be  connected  with  the  store ;  that  the  ventilating  system 
using  two  units  as  shown  on  plans  filed  with  this  appeal 
marked  “Received  September  24,  1946”,  two  sheets,  and 
plans  marked  “Received  October  23,  1946”,  two  sheets  shall 
be  maintained  for  the  ventilation  of  the  store  area  as  pro¬ 
posed  and  as  shown  thereon. 


MATERIALS  AND  APPLIANCES  SUBMITTED 
FOR  APPROVAL. 

780-41-SM 

APPLICANT — Certain-Teed  Products  Corp.,  owner. 
SUBJECT — Certain-Teed  Gypsteel  Senior  and  Junior  Plank 
for  Floor  and  Roof  Slabs  (reopened  September  17, 
1946  re  amendment  of  resolution). 
APPEARANCES— 

For  Applicant :  Charles  H.  Camwell. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  recommendation  of  the  Committee  on 
Tests 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (780-41-SM) 

Whereas,  Certain-Teed  Products  Corporation,  owner,  filed 
on  July  31,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Certain- 
Teed  Gypsteel  Senior  and  Junior  Plank  for  Floor  and  Roof 
Slabs ;  and 
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\\  hkkkas,  this  material  was  approved  by  the  Board  on 
May  26,  1942,  on  certain  conditions;  and 
Whkkkas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

\\  hkkkas,  this  case  was  reopened  by  vote  of  the  Board  on 
September  17,  1946  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 


September  26,  1946. 

Re:  Cal.  No.  780-41-SM. 

Subject:  Certain-Teed  Gypsteel  Senior  and  Junior  Plank 
for  Floor  and  Roof  Slabs,  approval  of. 

The  Certain-Teed  Products  Corporation  on  September 
(),  1946  requested  reopening  of  the  aforementioned  appli¬ 
cation  for  the  purpose  of  eliminating  from  the  body  of 
the  report  the  words  reading:  “Planks  wherever  used 
shall  be  placed  so  as  to  provide  a  minimum  of  two 
bearing  points  for  each  plank”.  The  applicant  contends 
that  this  limitation  reduces  the  strength  of  a  roof  deck 
since  it  does  not  have  the  stiffening  effect  of  the  negative 
moments  normally  developed  over  the  supports  because 
in  order  to  meet  the  requirements  for  a  minimum  of  two 
supports  for  each  plank  the  planks  have  to  be  cut  and 
because  of  tbe  cutting  the  metal  tongtfe  and  groove  con¬ 
nection  with  adjacent  planks  is  eliminated  and  conse¬ 
quently  no  continuity  can  be  developed.  The  applicant 
requests  permission  for  the  planks  to  be  laid  on  the  roof 
in  a  manner  similar  to  the  method  of  laying  observed  in 
the  original  tests  which  permitted  planks  to  be  laid  as  in 
the  tests:  namely,  there  were  certain  of  the  planks  which 
had  the  one  bearing  point  and  the  integrity  of  the  con¬ 
struction  was  predicated  upon  the  longue  and  groove 
connections  between  adjacent  planks  regardless  of  the 
number  of  bearing  points  under  each  plank. 

The  Committee  has  considered  the  foregoing  data  and 
recommends  that  the  sentence  reading,  “Planks  wherever 
•used  shall  be  placed  so  as  to  provide  a  minimum  of  two 
bearing  points  for  each  plank”  be  eliminated  from  the 
report  adopted  by  the  Board  May  15,  1942  and  that  in 
lieu  thereof,  the  following  wording  be  substituted : 
Planks  wherever  used  shall  be  so  placed  as  to  allow  the 
use  of  full  lengths.  Where  a  cut  section  of  plank  has 
but  one  bearing  point,  such  cut  section  shall  be  drawn 
tight  so  as  to  fully  engage  adjoining  tongues  and  grooves 
and  when  cut  pieces  are  so  used  adjacent  planks  shall 
have  bearing  at  two  or  more  supports. 

BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whkkkas,  this  report  recommended  an  amendment  of  tbe 
resolution  of  May  26,  1942. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
*  hereby  amend  the  resolution  of  May  26,  1942,  in  accordance 
with  the  above  report. 


422-42-SA 

APPLICANT — Mercury  Cleaning  Systems,  Incorporated, 
owner. 

SUBJECT — Mercury  Cleaning  System,  approval  of. 

APPEARANCES— 

For  Applicant :  John  Hashett. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


THE  RESOLUTION  (422-42-SA) 

Whereas,  Mercury  Cleaning  Systems,  Inc.,  owner,  filed 
on  May  22,  1942,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  their 
Mercury  Cleaning  System ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  422-42-SA.  * 

Subject:  Mercury  Cleaning  System  approval  of. 

The  Mercury  Cleaning  Systems,  Inc.,  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Mercury  Cleaning  System  under  the 
provisions  of  Title  C — Fire  Prevention  Code — Part  1, 
Art.  1,  Administrative  Code. 

Description 

The  Mercury  Cleaning  System  includes  as  integral 
parts,  a  washer  extractor,  a  drying  tumbler,  a  filter  and 
a  storage  tank.  The  washer  and  extractor  operate  at 
ordinary  room  temperatures.  The  filter  and  storage 
tanks  are  not  heated;  while  the  tumbler  is  heated  by 
steam,  in  the  drying  operation,  safeguards  are  provided 
to  prevent  the  escape  of  vapors  into  the  room.  The 
cleaning  solvent  used  has  a  flash  point  of  138.2°  F. 
(closed  cup). 

This  dry  cleaning  system  is  designed  to  provide  a 
closed  system  for  handling  the  cleaning  liquid.  It  is  a 
system  having  a  total  operating  capacity  of  50  U.  S. 
gallons.  The  system  is  designed  to  dry  clean  by  the 
agitation  of  the  garments  in  a  washer  equipped  with  an 
inner  rotating  member,  ‘the  cylinder’  and  an  outer  en¬ 
closure  ‘the  shell’.  During  the  washing  operation  the 
solvent  is  circulated  through  a  filter.  After  the  garments 
have  been  washed  the  cleaning  fluid  is  drained  from  the 
washer,  and  without  removing  the  garments  the  speed 
of  the  cylinder  is  increased  to  remove  the  remaining 
cleaning  liquid  by  centrifugal  force.  The  garments  are 
then  transferred  to  a  drying  tumbler  where  they  are  air 
dried  and  deodorized.  The  filter  contains  a  filter  powder 
and  chemical  for  treatment  of  the  dirty  solvent.  Purifi¬ 
cation  of  the  solvent  is  carried  on  continuously  during 
the  washing  operation.  The  system  is  made  in  one  size 
and  two  models.  These  models  differ  only  as  to  the 
drive  motors  of  the  drying  tumbler — Model  Z  1  for 
single  phase  current  and  Z  3  for  three  phase  current. 

The  main  unit  consists  essentially  of  the  following 
parts :  frame,  storage  tank,  pump,  by  pass  valve,  washer- 
extractor,  button  and  lint  trap,  powder  injector,  drying 
tumbler,  motors,  switches,  solenoid  valve,  transformer, 
thermostat,  electrically  operated  door  lock,  sight  glass, 
valves,  piping  and  fittings. 

The  drying  tumbler  section  consists  essentially  of  a 
power-driven  machine  wherein  the  cleaning  liquid  is  re¬ 
moved  automatically  (by  evaporation  and  dilution  with 
air)  from  the  fabrics  and  the  machine  and  is  discharged 
to  atmosphere  outside  the  building.  Automatic  safe¬ 
guards,  hereinafter  described,  are  provided  to  prevent 
the  formation  of  flammable  vapor-air  mixtures  during 
the  process. 

The  perforated  galvanized  steel  cylinder  in  which 
the  fabrics  are  placed  is  surrounded  by  a  steel  cylindrical 
shell,  closed  at  the  rear  and  provided  with  an  access 
door  at  the  front.  Openings  for  inlet  of  air  and  outlet 
of  solvent  vapor-air  mixtures  are  provided  at  the  top 
and  bottom  of  this  shell  respectively.  The  perforated 
cylinder  is  belt-driven  at  about  33  rpm  by  an  electric 
motor  and  speed  reducer  located  in  a  ventilated  com¬ 
partment  between  the  bottom  of  the  shell  and  the  base 
for  the  tumbler  housing. 

A  fan  for  inducing  air  flow  through  the  perforated 
cylinder  is  connected  to  the  outlet  of  the  shell.  During 
the  drying  operation  this  fan  exhausts  solvent  vapor- 
air  mixtures  from  the  tumbler  and  discharges  these 
mixtures  through  a  duct  to  atmosphere  outside  the  build¬ 
ing.  The  fan  is  directly  driven  by  an  electric  motor 
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located  in  the  same  ventilated  compartment  as  the  cy¬ 
linder  drive  motor. 

A  steam  coil  of  the  fin  type  for  heating  the  air  flow 
is  located  in  a  compartment  at  the  top  of  the  tumbler 
housing.  This  compartment  is  directly  connected  to  the 
air  inlet  of  the  shell. 

A  steam  jet  is  provided  near  the  bottom  of  the  shell, 
the  flow  of  steam  to  this  jet  being  controlled  by  a  sole¬ 
noid-operated  valve  interlocked  with  the  electrical  cir¬ 
cuit  of  the  tumBler.  In  event  that  the  fan  stops  during 
operation  of  the  tumbler,  either  through  current  failure 
or  opening  of  the  switch  for  the  fan  motor,  the  interior 
of  the  tumbler  is  automatically  flooded  with  steam.  A 
jet  for  manually  controlled  introduction  of  steam  into 
the  machine  during  the  drying  operation  is  provided 
near  the  top  of  the  shell. 

The  steam  piping  and  control  valves  of  the  tumbler 
are  as  follows :  The  tumbler  is  connected  to  the  steam 
supply  (maximum  pressure  75  psi)  by  a  manually  op¬ 
erated  valve,  this  valve  being  used  only  to  start  or  stop 
the  flow  of  steam  to  the  machine.  The  main  steam  line 
of  the  tumbler  extends  from  this  valve  to  two  branch 
lines.  One  branch  steam  line  is  connected  to  manually 
operated  valves  which  control  the  flow  of  steam  to  the 
heating  coil  and  to  the  manually  controlled  steam  jet 
previously  described.  The  second  branch  steam  line  is 
connected  to  the  solenoid-operated  valve  which  controls 
the  flow  of  steam  for  flooding  the  tumbler  in  event  of 
electric  current  failure. 

An  electrically  operated  lock,,  normally  in  closed  posi¬ 
tion,  is  provided  on  the  access  door  of  the  tumbler.  This 
lock  is  controlled  by  a  manually  operated  momentary- 
contact  push  button  which  is  energized  by  a  thermostat 
having  its  actuating  element  located  directly  below  the 
steam  coil  which  heats  the  air  flow.  Low-voltage  supply 
for  the  lock,  push  button,  and  thermostat  is  obtained 
from  the  secondary  of  a  power  transformer  connected 
in  the  electrical  circuit  of  the  tumbler. 

An  interlock,  consisting  of  a  snap  switch  actuated  by 
a  connecting  rod  and  lever  arm  assembly  attached  to  the 
access  door,  controls  the  cylinder  drive  motor.  This 
motor  is  automatically  started  when  the  access  door  is 
closed  and  is  automatically  stopped  when  the  door  is 
opened. 

A  manually  operated  motor  controller  with  thermal 
overload  relay  is  provided  for  the  motor  which  drives 
the  fan. 

A  hand-wound  timer  is  mounted  on  the  access  door 
of  the  tumbler.  This  timer  is  for  the  convenience  of 
the  operator  only  and  has  no  function  in  the  operation 
or  control  of  the  machine. 

A  thermometer  of  the  dial  type  is  connected  to  the 
outlet  from  the  shell  which  encloses  the  perforated 
cylinder. 

Operation  of  the  Tumbler 

On  resuming  operation  after  the  tumbler  has  been 
idle,  the  fan  motor  is  first  started.  The  access  door 
of  the  tumbler  is  then  opened  and  the  load  of  work 
to  be  dried  is  placed  in  the  perforated  cylinder.  Closing 
the  access  door  automatically  starts  the  cylinder  drive 
motor.  The  valve  controlling  the  flow  of  steam  to 
the  heating  coil  in  the  tumbler  is  opened  manually  and 
the  temperature  of  the  air  flow  to  the  perforated  cylinder 
increases  to  about  110C  (230.0  F.).  Before  the  tempera¬ 
ture  of  the  air  flow  reaches  59  C  (138.2  F),  the  thermo¬ 
stat  automatically  de-energizes  the  electrically  operated 
lock  on  the  access  door  of  the  tumbler  so  that  this 
door  is  locked  closed. 

At  the  conclusion  of  the  drying  operation  the  tempera¬ 
ture  of  the  air  flow  through  the  tumbler  is  reduced 
by  manually  closing  the  valve  which  controls  the  steam 
supply  to  the  heating  coil.  When  the  temperature  of 
the  air  flow  is  below  59  C  (138.2  F),  the  thermostat 
energizes  the  push  button  for  the  electrically  operated 
lock  on  the  access  door  so  that  the  door  may  be  opened 
and  the  load  removed.  Opening  the  access  door  auto¬ 
matically  stops  the  cylinder  drive  motor. 

In  the  event  of  electric  current  failure,  the  interior 
of  the  tumbler  is  automatically  flooded  with  steam. 
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When  current  is  restored,  the  access  door  on  the 
tumbler  cannot  be  opened  until  the  fan  is  operated  and 
the  temperature  within  the  tumbler  is  below  59  C 
(138.2  F). 

Frame — Steel  channels  and  angles  are  welded  together 
to  form  a  substantial  framework  for  supporting  the 
various  units  of  the  system  excepting  the  filter.  The 
design  provides  an  open  air  space  at  least  3  in.  high 
under  the  entire  bottom  and  six  openings  for  at  least 
y2-m.  bolts  are  supplied  for  bolting  the  frame  to  the 
foundation. 

Storage  Tank — The  tank  is  made  of  No.  14  USG 
steel,  all  joints  being  welded.  It  is  42^4  in.  long,  23% 
in.  wide,  and  7%  in.  high  in  outside  dimensions  and  is 
supported  on  three  angles  of  the  frame.  It  is  located 
under  the  washer. 

Pump — This  is  a  listed  discharge  device  accessory 
pump  manufactured  by  the  Viking  Pump  Company 
and  is  identified  by  the  marking  “HAZ”.  It  has  a 
capacity  of  about  7  gpm  at  the  speed  at  which  it  is 
operated.  It  is  bolted  to  a  special  steel  bracket  welded 
to  the  frame  at  the  left-hand  end  of  the  machine  and 
is  driven  by  a  2-hp  motor  through  a  “Veelos”  belt  and 
pulleys. 

The  discharge  from  the  pump  is  piped  to  the  filter 
only,  and  all  cleaning  liquid  reaching  the  washer  or 
storage  tank  must  pass  through  the  filter.  The  pump 
suction  line  to  the  storage  tank  passes  through  a  special 
sealing  fitting  in  the  top  of  the  tank  above  the  liquid 
level  and  extends  to  near  the  tank  bottom.  An  angle 
shut-off  valve  is  connected  in  this  suction  line. 

By-Pass  Valve — This  valve  is  of  %-in.  size.  It  has 
a  “Thiokol”  disc  and  otherwise  is  of  all-brass  construc¬ 
tion.  It  is  set  to  by-pass  at  15  psi.  The  adjusting 
screw  is  enclosed  by  a  threaded  cap.  The  valve  is 
connected  in  piping  between  the  discharge  side  of  the 
pump  and  the  syphon  line  between  the  washer  and 
storage  tank.  This  syphon  line  prevents  overfilling  of 
the  washer.  ....  I 

Washer-Extractor  Unit — This  unit  is  located  at  the 
left-hand  end  of  the  system  and  is  used  for  both  wash¬ 
ing  and  extracting.  It  consists  of  a  sheet  metal  cylindri¬ 
cal  shell  in  which  is  installed  a  two-compartment 
cylinder.  This  cylinder  is  mounted  on  a  1^4-in.  diameter 
steel  shaft  which  passes  entirely  through  the  cylinder 
and  shell.  The  shaft  rotates  in  ball  bearings  bolted 
to  the  frame. 

The  “shell”  is  21^4  in.  deep,  and  32  in.  in  diameter. 
The  cylindrical  portion  is  made  of  No.  18  USG  steel, 
the  front  head  of  No.  8  USG  steel  and  the  rear  head 
of  No.  10  USG  steel.  A  1%  by  V/4  by  %-in.  steel 
angle  is  welded  inside  the  shell  at  each  end  and  the 
heads  are  bolted  to  these  angles.  Gaskets  made  of  %-in. 
thick  listed  composition  cork  and  plant  fiber  sheet  gasket 
material  are  sealed  in  the  joints  with  a  listed  gasoline- 
resistant  cement.  The  clamping  bolts  in  the  upper  half 
of  each  joint  are  located  on  about  2%-in.  centers  and 
those  in  the  lower  half  are  located  on  about  1^4 -in. 
centers.  A  lock  washer  is  used  on  each  bolt.  Two  3 
by  2-in.  angles  3%-in.  long  are  welded  to  each  side  of 
the  shell  body  slightly  below  the  center  and  serve  as 
supports.  A  rotary  mechanical  seal  is  assembled  on  the 
shaft  at  each  end  of  the  shell  to  prevent  leakage  of 
the  liquid  which  is  splashed  about  during  the  washing 
cycle.  An  overflow  pipe,  one  pipe  size  larger  than 
the  supply  pipe,  is  provided  to  hold  the  liquid  level 
several  inches  below  the  shaft. 

The  “shell-door”  through  which  access  is  gained  to 
the  cylinder  is  made  of  iVin.  thick  steel.  It  is  hinged 
at  one  side  and  equipped  with  a  special  heavy  locking 
bar  pivoted  at  the  other  side.  This  bar  engages  a 
special  heavy  strike  plate  on  the  shell  head  to  tightly 
close  the  door.  An  interference  arrangement  is  provided 
in  the  form  of  rods  and  levers  so  that  the  motor  driving 
the  washer  and  extractor  cylinder  cannot  be  started 
until  the  door  is  closed  and  so  that  the  motor  must  be 
shut  off  before  the  door  can  be  opened. 

The  ", cylinder ”  consists  of  a  perforated  cylinder  made 
of  No.  14  USG  steel  and  a  front  and  back  head  made 


MINUTES 


The  heads  are  welded  to 
reinforcing  ring  made  of 


'  I 


of  the  same  gauge  material, 
the  cylindrical  body  and  a 
)4  by  1-in.  steel  is  welded  around  the  cylinder  at  each 
end.  A  No.  16  USG  perforated  steel  partition,  welded 
in  place,  divides  the  cylinder  into  two  compartments. 
Each  compartment  is  provided  with  a  hinged  door  made 
of  No.  14  USG  steel.  Each  door  is  provided  with  two 
spring  latches  to  retain  them  in  the  closed  position. 

A  heavy  brass  flange  is  securely  riveted  to  each  head 
at  the  center  and  each  flange  is  secured  to  the  shaft. 
The  shaft  is  spotted  for  each  screw. 

There  is  a  clearance  of  not  less  than  1)4  in.  between 
the  cylinder  and  the  shell. 

Washer-Extractor  Drive  Motor — Either  of  the  fol¬ 
lowing  motors  may  be  used : 


Manufacturer 

Master 

Type  Frame 

HP 

Volts  Phase  Cycles  Amperes 

Electric  Co. 
Master 

PA  224 

2 

220/440 

3 

60 

5.6/2.8 

Electric  Co. 
Emerald 

RA  224 

2 

115/230 

1 

60 

26/13 

Electric  Co. 

—  7225 

2 

220/440 

3 

60 

5/2.5 

Dutton  and  Lint  Trap — A  cylinder  of  No.  14  USG 
steel,  5;)4  in.  long  and  6)4  in.  inside  diameter  is  welded 
concentrically  over  a  5  in.  diameter  opening  in  the  top 
of  the  storage  tank  at  the  left-hand  end.  A  basket  type 
strainer  is  set  in  the  5  in.  opening  with  the  flange  resting 
on  the  lank  top.  An  angle  clip  made  of  No.  14  USG 
steel  and  coated  with  a  white  paint  or  enamel  that  is 
not  attacked  by  the  cleaning  liquid  is  riveted  to  the 
strainer  flange  to  indicate  the  proper  level  to  which  to 
fill  the  tank  when  replenishing  the  liquid  supply.  The 
indicated  level  is  1  in.  below  the  top  of  the  tank.  The 
top  of  the  trap  is  closed  with  a  cast-iron  cover,  yoke, 
and  screw  of  the  same  design.  The  top  edge  of  the  trap 
cylinder  is  finished  flat  and  a  1  ^  in.  thick  gasket,  made 
of  listed  composition  cork  and  plant  fiber  sheet  gasket 
material,  is  installed  in  a  groove  in  the  cover  to  seal  the 
joint  against  leakage. 

I’meder  Injector — A  special  container  constructed  is 
connected  in  the  piping  between  the  pump  and  filter  for 
introducing  the  filter  powder  as  required. 

Tumbler 

Drying  Tumbler  Housing — The  tumbler  is  5  ft.  8)j 
in.  high,  3  ft.  4  in.  wide,  and  3  ft.  4  in.  long  (over-all 
dimensions).  It  is  located  at  the  right-hand  end  of 
the  system. 

The  supporting  frame  for  the  tumbler  is  integral  with 
the  frame  for  other  equipment  comprising  the  dry  clean¬ 
ing  system.  This  frame  is  of  steel  channel  and  angle 
members,  welded. 

The  cylindrical  shell  which  surrounds  the  perforated 
cylinder  is  3  ft.  2  in.  in  diameter  and  2  ft.  4)4  in.  long. 
The  side  walls  are  of  No.  22  USG  steel,  the  rear  is  of 
No.  18  USG  steel,  and  the  front  is  of  No.  14  USG 
steel.  The  front  is  secured  to  the  body  of  the  shell  by 
a  flanged  joint  fastened  with  24  steel  bolts,  )4  in.  in 
diameter,  provided  with  lock  washers.  All  other  joints 
in  the  shell  are  formed  by  rolled  seams. 

The  door  for  access  to  the  perforated  cylinder  is 
circular  and  constructed  of  steel  3/16  in.  in  thickness. 
It  is  hinged  at  one  side  and  equipped  with  a  latch  at 
the  opposite  side.  The  frame  for  the  door  opening  is 
of  nonferrous  metal  and  is  provided  with  an  inward 
flange  concentric  with  the  open  end  of  the  perforated 
cylinder.  A  1)4  in.  thick  gasket  made  from  listed 
gasket  material  is  provided  between  the  door  and  this 
frame,  the  gasket  being  secured  in  a  circular  groove  in 
the  frame. 


Cylinder  Motor 


Fan 


Manufacturer 

Master  Electric  Co. 
Master  Electric  Co. 
Wagner  Electric  Co. 
Marathon  Elec.  Mfg.  Co. 
Marathon  Elec.  Mfg.  Co. 
Master  Electric  Co. 
Wagner  Electric  Co. 


The  air  inlet  at  the  top  of  the  shell  is  1  ft.  4  in.  wide 
and  1  ft.  9  in.  long.  The  outlet  tor  vapor-air  mixtures 
at  the  bottom  of  the  shell  is  5)4  in.  wide  and  1  ft.  8  in. 
long. 

The  steam  coil  compartment  is  mounted  on  the  top 
of  the  shell  directly  above  the  air  inlet  to  the  shell.  It 
is  of  No.  22  USG  steel,  1  ft.  9  in.  long,  1  ft.  4  in. 
wide,  and  4  in.  high  (minimum).  The  cold  air  inlei 
to  the  compartment  is  1  ft.  \%  in.  wide  and  1  ft.  2  in. 
long. 

A  sheet  steel  duct  (No.  22  USG)  connects  the  outlet 
of  the  shell  with  the  inlet  to  the  fan  housing.  This  duct 
consists  of  a  tapered  adapter  joined  to  a  T-shaped  sec¬ 
tion  with  side  outlet  to  the  fan.  The  vertical  outlet  at 
the  bottom  of  the  T-shaped  section  is  provided  with  a 
removable  cover  to  permit  access  to  the  interior  of  the 
duct  for  cleaning,  this  cover  being  secured  by  a  rod 
and  cotter  pin.  The  adapter  is  5)4  by  1  ft.  8  in.  in 
cross  section  at  the  end  towards  the  shell,  7  in.  in  dia¬ 
meter  at  the  end  toward  the  fan  and  11  in.  long  over  all. 
The  T-shaped  section  is  of  No.  18  USG  sheet  steel,  7  in. 
in  diameter,  11  in.  long,  and  is  provided  with  a  side 
outlet  7  in.  in  diameter  and  1  in.  long. 

Perforated  Cylinder — The  perforated  cylinder  is_  of 
the  open-end  type,  3  ft.  in  diameter  and  2  ft.  long.  The 
side  walls  are  of  No.  18  USG  galvanized  sheet  steel 
having  perforations  )4  in-  >n  diameter.  The  front  of 
the  cylinder  is  of  No.  22  USG  sheet  steel  and  the  rear 
is  of  No.  18  USG  galvanized  sheet  steel  without  per¬ 
forations.  An  outward  flanged  opening,  1  ft.  8  3/16  in. 
in  diameter,  for  introduction  and  removal  of  goods,  is 
provided  at  the  front  of  the  cylinder.  Four  galvanized 
steel  ribs  for  lifting  and  turning  the  goods  are  fastened 
longitudinally  to  the  interior  of  the  cylinder.  The 
cylinder  is  supported  and  rotated  from  the  rear  by  a 
steel  shaft  1)4  in.  in  diameter.  This  shaft  is  supported 
by  hall  bearings  located  outside  the  shell  which  surrounds 
the  cylinder.  It  is  belt-driven  at  about  33  rpm,  non¬ 
reversing. 

The  cylinder  is  electrically  bonded  to  the  tumbler 
housing  by  a  steel  spring  which  bears  against  the  end 
of  the  cylinder  drive  shaft. 

Fan — The  fan  is  of  the  centrifugal  type  and  is 
mounted  under  the  tumbler.  It  has  a  cast-aluminum  im¬ 
peller  10-3/16  in.  in  diameter  with  forward  curved  blades 
4  in.  wide.  It  is  driven  at  1725  rpm.  The  fan  housing 
is  of  cast-iron  and  sheet  steel.  The  inlet  to  the  fan 
housing  is  6)4  in.  in  diameter,  and  the  outlet  from  this 
housing  is  6  in.  in  diameter.  A  collar  for  connection 
to  a  6-in.  diameter  duct  leading  to  atmosphere  outside 
of  the  building  is  provided  at  the  outlet  of  the  fan  hous¬ 
ing.  The  capacity  of  the  fan  under  normal  operating 
conditions  with  the  tumbler  loaded  is  of  the  order  of 
370  cu.  ft.  of  air  per  minute  (suction  0.40  in.  of  water 
at  fan  inlet). 

Steam  Coil — The  steam  coil  consists  of  21  copper 
tubes,  H  in.  outside  diameter,  provided  with  six  circular 
copper  fins  per  inch,  these  fins  being  1)4  in.  in  diameter. 
These  tubes  are  supported  by  substantial  headers. 

Steam  Jets — The  steam  jets  are  )4  in.  size  pipe.  The 
jet  automatically  flooding  the  interior  of  the  tumbler  is 
located  at  the  rear  of  the  shell,  1  ft.  above  the  bottom 
and  2)4  in.  from  the  side  wall.  The  manually  controlled 
jet  is  located  at  the  rear  of  the  shell,  5  in.  below  the  top 
and  directly  over  the  center. 

Cylinder  Drive  and  Fan  Motors — Any  one  of  the  fol¬ 
lowing  motors  may  be  used  for  the  applications  indi¬ 
cated  in  the  following  table : 


Type 

F  rame 

HP 

Volts 

Phase 

Cycles 

Amp. 

PA 

5825 

1/3 

220 

3 

60 

1.2 

RA 

5825 

1/3 

115/230 

1 

60 

5.4/27 

RA 

65X 

1/3 

1 10/220 

1 

60 

S.2/2.6 

SCS 

165 

1/3 

110/220 

1 

60 

5/2.5 

SR 

166 

1/3 

110/220 

1 

60 

7.5/37 

RA 

5815 

1/6 

110/220 

1 

60 

3.4/17 

RA 

57X 

1/6 

110/220 

1 

60 

3.1/1.55 
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Where,  openings  in  motor  cases  through  which  wire 
leads  pass  are  not  bushed  or  the  edges  are  not  rounded 
and  smooth,  the  wires  at  these  points  are  protected  with 
1/32-in.  thick  hard  fiber  formed  into  tubes.  Provision 
is  made  to  prevent  the  tubes  slipping  out  of  place. 

Snap  Switch — The  cylinder  drive  motor  is  controlled 
by  a  labeled  special-use  switch  manufactured  by  Cutler- 
Hammer,  Inc.  and  designated  as  Cat.  No.  890S-K15.  It 
is  rated  at  15  amp,  250  v,  ac;  1  hp,  115  v,  1  phase; 

2  hp,  230,  460,  575  v,  1  phase;  2  hp,  115,  230,  460,  575  v, 

3  phase.  The  switch  is  mounted  in  a  listed  outlet  box 
lined  on  both  sides  and  bottom  with  1/32-in.  thick  hard 
fiber.  The  box  is  substantially  mounted  near  the  motor. 

Fan  Motor  Controller — The  1/6-hp  fan  motor  is  con¬ 
trolled  by  a  listed  manually  operated  industrial  motor 
controller  of  “across-the-line  starter”  type  manufactured 
by  Cutler-Hammer,  Inc.  and  designated  as  Bulletin  No. 
9101-HbOA,  enclosed  type.  It  is  rated  at  1  hp,  110  or 
220  v,  ac,  single  phase;  U>  hp,  115  v,  dc;  %  hp,  230  v,  dc. 
The  heater  element  for  the  thermal  overload  relay  incor¬ 
porated  in  this  controller  is  rated  at  2.1  amp. 

Solenoid  Valve — This  is  a  normally  open  ^4-in.  pipe 
size,  solenoid  valve.  It  is  manufactured  by  General 
Controls  Company  and  designated  as  Cat.  No.  K-10-3. 
It  is  rated  at  220  v,  14  w,  ac,  60  cy.  A  glass-insulated 
coil  is  used  in  this  valve  which  is  classified  as  Class  B 
insulation. 

Each  rubber-covered  lead  wire  is  enclosed  in  a  1/32- 
in.  thick,  3-in.  long  fiber  tube  which  is  pushed  back  to 
the  coil  and  taped  in  place. 

It  is  mounted  in  the  steam  piping  on  the  back  of  the 
tumbler  and  acts  to  flood  the  tumbler  with  steam  in  case 
of  power  failure  to  the  fan  motor. 

Tram  former — A  power  transformer  manufactured  by 
the  Minneapolis-Honeywell  Regulator  Company  and 
designated  as  Cat.  No.  7097-33,  rated  at  220  v  primary, 
20  v  secondary,  50-60  cy,  output  20  va,  is  used  to  pro¬ 
vide  the  low-voltage  power  for  a  tumbler  door  interlock 
mechanism.  A  3-amp  fuse  is  provided  in  the  secondary 
circuit  of  this  transformer.  The  transformer  and  fuse 
are  enclosed  in  a  labeled  cutout  box  mounted  on  the 
back  of  the  machine. 

Thermostat— A  listed  oil  burner  accessory  “Type 
LA119A1-1”  Minneapolis-Honeywell  Regulator  Com¬ 
pany  limit  control,  rated  at  24  v,  is  mounted  on  the 
tumbler  so  that  the  element  is  centrally  located  directly 
below  the  steam  coil.  It  is  wired  into  the  low-voltage 
circuit  and  operates  in  conjunction  with  the  tumbler 
door  interlock  to  prevent  the  opening  of  the  door  of  the 
tumbler  while  the  temperature  of  the  atmosphere  inside 
the  tumbler  is  above  59  C  (138.2  F),  which  is  the  flash 
point  of  the  solvent.  It  is  adjusted  to  function  at  ap¬ 
proximately  115  F  and  the  adjustment  is  sealed  to  pre¬ 
vent  tampering. 

Electrically  Operated  Door  Lock — A  low-voltage, 
normally  closed  lock,  designated  as  Mortise  Type  No. 
154  and  manufactured  by  Edwards  and  Company,  is 
mounted  on  the  front  of  the  tumbler  adjacent  to  the 
door.  It  incorporates  a  momentary  contact  push-button 
switch  which  must  be  manually  held  closed  in  order  to 
open  the  door. 

Electric  Wiring — All  wiring  is  made  with  labeled 
armored  cable  or  with  labeled  Type  RC  wire  enclosed 
in  labeled  flexible  steel  conduit  with  listed  conduit  fit¬ 
tings  for  making  the  connections.  All  outlet  boxes  are 
listed  devices. 

Wiring  Diagram — A  wiring  diagram  is  pasted  on  the 
inside  of  the  cover  of  the  cutout  box  in  which  the  trans¬ 
former  is  mounted. 

Sight  Glass — A  sight  glass  is  installed  adjacent  to  the 
filter  in  the  syphon  return  line  from  the  filter  to  the 
storage  tank.  The  body  and  retaining  rings  holding  the 
yA- in.  thick  glass  discs  in  place  are  made  of  brass.  The 
gaskets  are  cut  from  listed  composition  cork  gasket 
material. 

Valves — The  quick-closing  throttle  gate  valves  are 
listed  hazardous  liquid  valves. 


The  globe  and  angle  valves  are  Crane  No.  7.  They 
are  not  listed  valves  but  arc  of  equivalent  design  and 
construction.  They  are  of  the  beveled  gland  stuffing! 
box  type  and  the  discs  are  of  molded  asbestos  com¬ 
position. 

Piping  and  Fittings — All  piping  is  made  with  standard! 
weight  iron  pipe.  All  fittings,  such  as  elbows,  tees,  etc., I 
are  of  malleable  iron.  Welding  flanges  are  steel.  Both] 
the  storage  tank  and  the  washer  are  vented  by  means! 
of  V/4  in.  pipe  lines  which  terminate  in  a  pipe  tee  fit¬ 
ting  located  in  back  of  and  near  the  top  of  the  washer.] 
This  vent  line  is  to  be  piped  to  the  outside  of  the  build-J 
ing  during  the  installation.  Unions  are  listed  hazardous! 
liquid  unions.  All  threaded  connections  are  made  upl 
with  approved  gasoline-resistant  cement. 

Filter — The  filter  tank  consists  of  a  cylindrical  shell] 
16  in.  outside  diameter  and  about  36  in.  long  made  of  I 
No.  10  USG  steel  and  a  bottom  of  No.  10  USG  steel, I 
the  joints  being  welded.  The  upper  end  of  the  tank  is| 
reinforced  by  a  y  by  1-in.  angle  ring  welded  in  place/ 
The  tank  has  three  legs  made  of  lj4-in.  steel  angles) 
about  1354  in-  long  which  are  welded  to  the  bottom.  An] 
angle  is  welded  to  the  lower  end  of  each  leg  and  a 
drilled  hole  is  provided  for  an  anchor  bolt.  The  tank! 
is  closed  at  the  top  with  a  heavy  ribbed  cast-iron  cover) 
which  is  clamped  in  place  by  four  54_in-  steel  tie  rods,* 
each  being  hooked  at  the  bottom  and  threaded  at  the] 
top  to  receive  a  554  in-  diameter  cast-iron  .hand  wheel.) 
The  top  end  of  the  shell  is  finished  flat  and  a  /4-in  , 
thick  gasket  made  of  listed  composition  cork  and  plant) 
fiber  sheet  gasket  material  is  installed  in  a  groove  in  the) 
cover  to  seal  the  joint  against  leakage.  A  heavy  wire' 
screen  frame  is  supplied  for  supporting  a  special  filter- 
bag.  This  assembly  is  inserted  in  the  tank  and  held  in; 
proper  position  by  special  locking  rings.  The  piping  toj 
and  from  the  filter  is  assembled  in  place  at  the  factory.) 
Unions  are  provided  in  this  piping  so  that  the  filter  may 
be  disconnected  from  the  rest  of  the  equipment  to  facili¬ 
tate  shipping. 

Test. 

The  model  of  this  equipment  was  inspected  and  tested] 
at  Cedarhurst,  L.  I.,  and  found  on  repeated  tests  tot 
operate  as  designed.  The  device  has  been  tested  and 
approved  by  the  Underwriters  Laboratories  Appl.;! 
#41C624;  Misc.  H.  3289. 

Recommendation — On  the  basis  of  this  inspection  and 
test  the  Committee  on  Tests  recommends  that  the  Mer-j 
cury  Cleaning  System  be  approved  for  voluntary  use' 
in  New  York  City  provided  that  the  system  is  con-! 
structed  and  installed  in  accordance  with  the  specifica-* 
tions  of  this  report;  that  the  solvent  used  have  a  flash] 
point  of  not  less  than  138.2°  F. ;  that  the  apparatus  be 
installed  and  maintained  with  a  clear  open  space  of  not 
less  than  three  feet  in  width  in  all  directions  around- 
the  system  except  on  a  side  adjacent  to  a  wall  :  that1 
for  a  distance  of  not  less  than  four  feet  unless  adjacent* 
to  a  wall  there  shall  be  provided  an  uncombustible  floor . 
over  any  existing  combustible  floor  and  any  existing* 
combustible  partitions  within  five  feet  of  the  equipment * 
shall  be  fire  retarded  in  accordance  with  the  rules  of 
the  Board ;  that  each  unit  containing  solvent  shall  have 
in  white  letters  on  a  red  background  in  a  location  visible 
to  the  operator  a  label  reading — “Caution” — thereafter; 
the  following  wording — “Solvent  used  shall  not  have  a 
flash  point  of  less  than  138.2°  F” ;  that  the  operator: 
of  the  equipment  shall  have  a  certificate  of  fitness  issued  \ 
by  the  Fire  Commissioner ;  that  the  system  shall  be 
installed  only  in  buildings  of  Class  1,  2  or  3  Construc¬ 
tion  ;  that  the  manufacturers  of  the  equipment  shall  make 
an  inspection  of  all  equipment  at  least  twice  a  year  to 
determine  whether  specifications  are  being  lived  up  to; 
that  the  system  shall  have  a  label  reading  “Approved] 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  422-42-SA.”  _  _  j 

It  is  further  recommended  that  the  installation  shall 
be  limited  to  unrestricted  and  manufacturing  districts 
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and  to  such  other  districts  as  zoning  variances  may  be 

granted. 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

ad 

Whereas,  this  report  recommended  the  approval  of  this 
ppliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
creby  approve  this  appliance  in  accordance  with  the  above 


iport. 


41-46-SM 


iPPLICANT — United  States  Rubber  Co.,  owner. 

UBJECT — U.  S.  Naugahyde  (flameproof  coated  fabrics), 
approval  of. 

\PrEARANCES — 

For  Applicant:  None. 

iCTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 


HE 


VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


HE  RESOLUTION  (441-46-SM) 

Whereas,  the  United  States  Rubber  Company,  owner, 
iled  on  May  10,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
s  U.  S.  Rubber  Company  Naugahyde  (flameproof  coated 

abrics)  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

October  17,  1946. 


Re :  Cal.  441-46-SM. 

Subject:  U.  S.  Rubber  Company  Naugahyde  (flame¬ 
proof  coated  fabrics)  Approval  of. 

The  United  States  Rubber  Company  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  the 
approval  of  their  material  known  as  U.  S.  Naugahyde, 
under  the  provisions  of  Section  C26-178.0.B,  C26-191.0,a, 
C26-721.0.1)  of  the  Administrative  Code  and  the  Rules 
of  the  Board  of  Standards  and  Appeals  for  tests  of 
Fire  Resistive  Flameproof  Materials,  such  as  textiles, 
paper  and  similar  materials,  and  adhesives  used  for 
decorative  purposes  and  for  use  as  a  wall  veneering 
material  under  C26-667.0.7(b). 

Description 

U.  S.  Naugahyde  is  a  plastic  coated  fabric,  simulating 
leather  and  is  applied  to  base  fabrics  as  follows : 

Base  Fabrics : 

53"  1.32  sateen  (cotton)  8  oz.  per.  sq.  yd;  fireproofed 
by  impregnating  the  fabric  with  a  water  soluble  com¬ 
position  containing  no  nitro-cellulose  or  cellulose  ace¬ 
tate. 

Fiberglas,  38",  #128  5.9  oz.  per  sq.  yd.  woven  of  100% 
glass  yam. 

Asbeston,  38",  13  oz.  per  sq.  yd.  Underwriter  Grade. 
Descriptions  above  apply  to  base  fabrics  used  in  mak¬ 
ing  the  particular  items  submitted  for  tests.  V  ariations, 
each  having  a  different  commercial  identification,  are 
also  regularly  used,  depending  on  the  width,  weight  or 
weave  required  for  individual  application.  All  cotton 
fabrics  are  fireproof  treated  as  was  the  1.32  sateen 
listed  above;  all  Fiberglas  fabrics  used  are  made  from 
100%  glass  yarns;  and  all  Asbeston  fabrics  are  Under¬ 
writers  Grades. 

Coating  compound : 

Vinyl .  chloride  vinyl  acetate  copolymers  with  inert 
pigments  to  add  color  (secret  formula).  Compound 
contains  no  nitro-cellulose  or  cellulose  acetate. 
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Coating  process : 

Standard  methods  of  calendering  or  spreading  or  a 
combination  of  the  two. 

Surface  Embossing  or  Graining  Process : 

Standard  methods  employing  heat  and  pressure. 
Two-toning  of  Base  Color  (calender  coat)  : 

Two-tone  solution,  applied  by  standard  methods,  is 
similar  to  compound  used  for  calendering.  It  fuses 
with  calender  compound  and  forms  one  unit  of  color 
effect. 

Fireproof  U.  S.  Naugahyde  is  available  in  any  plain 
or  two-tone  color  effect,  base  fabrics,  widths,  weights, 
colors,  embossing,  etc.  may  vary  with  each  individual 
application,  but  the  fireproof  qualities  of  both  the 
base  fabric  and  the  coating  compounds  remain  equal 
to  the  representative  constructions  submitted  with  this 
application. 

Tests 

Samples  of  the  three  types  of  applicant’s  fabrics  were 
submitted  to  tests  at  the  Better  Fabrics  Testing  Bureau, 
Report  No.  27265.  The  tests  were  witnessed  by  Com¬ 
missioner  Charles  M.  Blum  and  Chief  Engineer  L.  V. 
Huber,  with  details  and  results  as  follows: 

Types  and  Identification  of  Materials  Submitted: 
Sample  No.  1 — U.  S.  Naugahyde — Flameproof 
E — 628D  (79085) 

CL— 268— Blue 
1.32  Sateen  Base 

U.  S.  Naugahyde  of  the  flameproof  type,  using  a  cot¬ 
ton  base  fabric,  was  developed  especially  for  the  U.  S. 
Navy,  and  has  been  furnished  them  against  Bureau  of 
Ships  Specification  34-L-13. 

The  same  material  is  also  covered  by  the  following 
specifications : 

Federal  KK-L-136-B 
Maritime  Commission  MN  245  1X-A-2 
U.  S.  Army  Air  Corps  12026A 
U.  S.  Army  Ordnance  AXZ-992 
Sample  No.  2 — U.  S  Naugahyde — Flameproof 
E — 470D 
CL— 268— Blue 

Asbeston  Fabric  Base  (Underwriters 
Quality) 

Sample  No.  3 — U.  S.  Naugahyde — Flameproof 
E — 486D 
CL — 86 — Green 
No.  128  Fiberglas  Base 
Methods  of  Test: 

In  accordance  with  methods  of  the  Board  of  Standards 
and  Appeals  for  determination  of  fire  resistance  of 
flameproofed  materials. 

Exception :  The  whip  test  was  omitted  as  the  material 
was  of  a  type  unsuitable  to  the  whip  test. 

Results  of  Flame  Tests 

Three  tests  were  conducted  on  each  material  sub¬ 
mitted,  listed  below  as  A,  B,  and  C. 


Sample  No. 

1 

Flashing 

Duration 
of  Flame 

Duration 
of  Glow 

Test  A 

None 

None 

None 

B 

yy 

yy 

yy 

”  C 

yy 

yy 

yy 

Sample  No. 
Test  A 

2 

None 

None 

None 

”  B 

yy 

yy 

yy 

”  C 

yy 

yy 

yy 

Sample  No. 
Test  A 

3 

None 

None 

None 

”  B 

yy 

yy 

yy 

”  C 

yy 

yy 

yy 

Evaluation  of  Test  Results 
The  three  materials  showed  no  flashing,  flaming,  or 
glowing  in  tests  meeting  requirements  in  respect  to 
fire  resistance  in  accordance  with  test  methods  of  the 
Board  of  Standards  and  Appeals. 
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Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  U.  S.  Naugahyde, 
Flameproof,  E-628D  (79085)  CL-268-Blue,  1.32  Sateen 
Base;  U.  S.  Naugahyde,  Flameproof,  E-470D,  CL-268, 
Blue,  Asbeston  Fabric  Base  and  U.  S.  Naugahyde, 
Flameproof,  E-486-D,  CL-86-Green,  No.  128  Fiberglas 
Base,  as  being  satisfactorily  flameproofed,  as  indicated 
by  tests  contained  herein  under  C26-191.0.a  for  use 
as  a  decorative  fabric  under  C26-721.0.b,  and  for  such 
other  uses  as  prescribed  in  the  Board’s  rules  for  Test 
of  Fire  Resistive  Flameproof  Materials,  including  use 
in  connection  with  folding  doors,  and  as  a  veneering 
material  under  C-26-667.0.7  (b). 

Tests  of  each  specific  installation  of  originally  treated 
fabrics  or  any  tests  thereof  shall  be  made  by  the 
Fire  Commissioner  or  in  a  laboratory  approved  by 
him  in  accordance  with  the  Rules  of  the  Board  herein 
referred  to. 

The  Committee  further  recommends  that  the  material 
be  stamped,  labelled  or  marked  reading :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  441-46-SM.” 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

570-46-SA 

APPLICANT — Lydon  Brothers,  owner. 

SUBJECT — Lydon  Brothers  Industrial  Oven  (gas-fired), 
Model  3100-V,  approval  of. 

APPEARANCES— 

For  Applicant:  R.  T.  Mallinson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (570-46-SA) 

Whereas,  Lydon  Brothers,  owner,  filed  on  July  20,  194(>, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Lydon  Brothers  In¬ 
dustrial  Oven,  Gas  Fired,  Model  3100-V ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

October  9,  1946. 

Cal.  570-46-SA. 

Subject :  Lydon  Brothers  Industrial  Oven  Gas  Fired — 
Model  3100-V,  Approval  of. 

Lydon  Brothers  of  Jersey  City,  New  Jersey  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  Lydon  Brothers  Industrial  Oven,  Model 
3100-V,  gas  fired,  under  the  provisions  of  C26-178.0.b 
and  Art.  12,  Heating  Appliances,  Combustion  and  Chim¬ 
neys  of  the  Administrative  Building  Code  and  the  Rules 
covering  the  Use  of  Equipment  for  Spraying  of  Paint 
Varnishes,  Lacquers  and  Other  Flammable  Surface 
coatings  and  the  storage  of  such  material. 

Description 

The  Lydon  Brothers  Oven,  Model  3100-V,  is  a  gas 
fired  hand  truck  loading  oven  for  use  in  baking  a  paint 
finish  on  sprayed  metal  parts.  The  internal  working 


dimensions  are  6  ft.  0  in.  wide  by  23  ft.  0  in.  long  by 

5  ft.  7  in.  high.  The  overall  external  dimensions  are 

6  ft.  6  in.  wide  by  23  ft.  6  in.  long  and  9  ft.  8  in.  high! 
over  the  external  air  heater  mounted  on  the  oven  roof  I 
The  oven  shell  is  of  insulated  panel  type. 

The  oven  shell  is  of  the  insulated  panel  type  con¬ 
struction  having  No.  20  gauge  sheet  steel  totally  encasing 
3  in.  of  mineral  wood  insulation.  The  panels  having 
internal  angle  iron  reinforcing  members  and  angle  iron 
flanges  at  the  outer  edges  are  bolted  together  with  high 
temperature  millboard  gasket  between  panel  joints.  Con¬ 
tact  of  through  metal  is  reduced  to  keep  heat  loss  and 
outer  surface  temperatures  at  a  minimum. 

The  oven  floor  is  of  insulated  panel  type  construction 
the  same  as  the  oven  shell  except  the  floor  has  2  in. 
of  mineral  wool  insulation,  a  No.  10  gauge  sheet  steel 
cover  plate  for  foot  traffic  and  channel  iron  truck  guides 
imbedded  in  the  panels  to  guide  trucks  casters. 

The  oven  has  double,  swing  type,  doors  at  both  ends 
These  doors  are  of  panel  construction  having  No.  2C 
gauge  sheet  steel  inside  and  No.  10  gauge  sheet  steel 
outside  totally  enclosing  3  in.  of  mineral  wood  insula-! 
tion. 

The  doors  are  hung  on  heavy  duty  offset  hinges  and 
are  equipped  with  Brixon  snap  action  explosion  relief 
type  latches. 

The  oven  is  heated  to  an  operating  temperature  of 
250  deg.  F  by  means  of  a  Lydon  Bros,  gas  fired  air 
heating  unit  mounted  on  the  oven  roof. 

The  air  heater  is  a  separate  and  self-contained  unit! 
consisting  of  an  insulated  panel  type  housing  the  samej 
as  the  oven  shell  which  encloses  the  air  recirculating  fan! 
and  combustion  chamber. 

The  wheels  of  the  air  recirculating  fans  are  fastened 
to  a  through  shaft  which  turns  in  externally  mounted 
ball  bearing  pillow  blocks  and  are  driven  through  a  “V” 
belt  drive  by  a  3  H.P.  motor. 

The  gas  burner,  which  is  an  Eclipse  Fuel  Engineering 
Company  Type  EAH,  is  mounted  on  the  external  face! 
of  the  air  heating  unit  and  fires  into  the  steel  combustion 
sleeve.  The  burner  is  furnished  complete  with  main) 
burner,  pilot  burner,  and  the  necessary  interpiping,  which 
includes  gas  cocks  for  both  burners,  strainer,  solenoid 
valves  and  shut  off  globe  valve. 

The  heated  air  is  recirculated  inside  the  oven  chamber! 
by  means  of  the  fans  in  the  air  heating  unit.  The  fans 
discharge  the  heated  air  into  supply  ducts  which  in  turn1 
carry  the  air  to  the  discharge  ducts  which  run  the  full 
length  of  the  oven  along  the  side  walls  at  the  oven 
chamber  crown.  The  air  is  injected  into  the  oven  from 
the  discharge  cuts  at  a  high  velocity  down  along  the 
oven  side  walls  toward  the  floor.  The  air  is  withdrawn 
from  the  chamber  through  a  grilled  opening  in  the  oven 
roof  back  to  the  air  heater  for  reheating  and  recircu¬ 
lating. 

The  oven  has  forced  ventilation  by  means  of  an 
exhaust  blower  direct  connected  to  a  1  H.P.  motor.  The 
fan  has  a  maximum  rating  of  1700  cu.  ft.  of  air  per 
minute  (at  70  deg.  F.)  and  would  have  a  minimum 
setting  to  provide  for  350  cu.  ft.  of  air  per  minute  (at 
70  deg.  F.).  The  fan  capacity  would  provide  for  venting! 
from  a  minimum  of  1  gallon  of  thinner  to  be  evaporated  j 
per  oven  charge  to  a  maximum  of  4.8  gallons  of  thinner ! 
to  be  evaporated  per  oven  charge.  The  exhaust  air! 
volume  is  controlled  through  a  blast  gate  type  damper 
located  on  the  inlet  side  of  the  exhaust  fan. 

The  control  and  safety  equipment  consists  of  the  fol-  j 
lowing  items : 

1 — Square  D  Co.  Class  2510  Type  W-10  manual  motor! 
starter  with  overload  protection  for  starting  the  re¬ 
circulating  fan  motor. 

1 — Square  D  Co.  Class  2510  Type  W-5  manual  motor; 
started  with  overload  protection  for  starting  the  j 
exhaust  fan  motor. 

1 — Drying  Systems  Inc.  suction  type  air  flow  switch 
located  on  the  air  heating  unit  to  shut  oven  down  in  j 
the  event  of  excessive  temperatures  due  to  control 
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1 


2. 


3. 


or  recirculating  fan  belt  breakage.  This  switch  is 
set  25  deg.  F.  above  the  maximum  operating  tempera¬ 
ture  and  must  be  manually  reset  if  it  functions. 

1 — Mercoid  Corporation  Model  No.  M-51  Warm  air 
limit  switch  located  on  the  air  heating  unit  to  shut 
oven  down  in  the  event  of  excessive  temperatures 
due  to  control  or  recirculating  fan  belt  breakage. 
This  switch  is  set  25  deg.  F.  above  the  maximum 
operating  temperature  and  must  be  manually  reset 
if  it  functions. 

1 — Fuse  block  with  fuses  to  protect  control  equipment. 
1  -Partlow  Corporation  Model  No.  308-B  instantaneous 
reset  time  delay  relay  to  provide  a  10  minute  pre 
ignition  purge  cycle  before  pilot  burner  can  be  ignited 
and  a  10  minute  pre  ventilation  purge  cycle  for  each 
oven  charge  before  main  burner  can  ignite. 

1 — Electric  ignition  system  for  pilot  burner  which  in¬ 
cludes  ignition  transformer,  spark  plug  and  high  ten¬ 
sion  spark  plug  cable. 

1 — Brown  Instrument  Company  Protectoglow  combus¬ 
tion  safeguard  unit  complete  with  electrode  and 
cable  to  shut  off  gas  supply  in  the  event  of  flame 

failure. 

1 — Minneapolis-Honeywell  V-435-AIL  solenoid  gas 
valve  for  pilot  burner. 

1 — Minneapolis-Honeywell  Type  V-44A-3L  solenoid  gas 
valve  to  control  main  burner  on  and  off. 

1 — Partlow  Corporation  Model  No.  MR-3KL  automatic 
temperature  indicating  and  controlling  instrument. 

1 — Maxon-Premix  Burner  Co.  Series  414  safety  shut  off 
valve  to  shut  off  gas  supply  to  the  oven  in  the  event 
of  gas  failure,  power  failure  or  improper  operation 
of  any  safety  equipment. 

1 —  Square  D  Co.  Class  9007  Type  LG-11  limit  switch. 
Used  as  a  door  switch  to  prevent  gas  pilot  from 
igniting  unless  one  leaf  of  door  is  fully  opened 
against  the  switch. 

2 —  Square  D  Class  9007  Type  LG- 11  limit  switches. 
Used  as  door  switches,  one  at  each  end  of  oven,  to 
shut  off  main  gas  burner  when  doors  are  open. 

1 — Square  D  Class  8502  Type  QO-20  magnetic  relay 
to  complete  control  circuit  at  the  end  of  purging 
cycles. 

1 — Square  D  Class  8502  Type  QO-02  magnetic  relay 
to  supply  circuit  for  initial  lighting  of  gas  pilot. 

1 — Red  alarm  light  to  indicate  gas  off,  oven  not  in 
operation. 

1 — Green  indicating  light  to  indicate  end  of  purging 
cycles  and  oven  in  normal  operation. 

Operation  of  the  Oven 

The  operation  of  the  oven  is  almost  100%  automatic 
and  the  control  system  has  been  designed  so  the  operator 
must  follow  the  prescribed  sequence  in  order  to  ignite 
and  operate  the  oven.  The  operator  cannot  take  short 
cuts  in  order  to  ignite  the  oven  or  the  oven  will  not 
operate.  ' 

The  operating  sequence  for  the  operator  is  as  follows: 
1.  Open  one  leaf  of  oven  door  against  door  switch. 
Start  exhaust  and  recirculating  fans. 

At  the  end  of  a  10  minute  pre  ignition  purge  cycle 
the  green  indicating  light  comes  on,  then 
Stop  recirculating  fan  and  manually  open  the 
Maxon-Premix  safety  valve. 

The  pilot  burner  automatically  ignites  and  stays 
on  for  the  rest  of  the  daily  operating  period. 

The  above  sets  up  the  oven  at  the  start  of  daily 
operations,  from  then  on: 

1.  Put  work  load  in  oven,  close  door  and  start  re¬ 
circulating  fan. 

At  the  end  of  a  10  minute  pre  ventilation  purge 
cycle  the  main  burner  comes  on  and  oven  tempera¬ 
ture  goes  to  point  set  on  thermostat  where  it  is 
automatically  controlled  until  bake  cycle  is  com¬ 
plete,  then: 

2.  Stop  recirculating  fan,  open  door  and  remove  load. 

The  above  steps  1  and  2  are  repeated  from  each  work 

load. 


Explosion  Relief  Vents 

1  he  oven  lias  a  total  explosion  relief  vent  area  of 
104  sq.  ft.  1  his  includes  the  roof  on  the  air  heating 
unit  which  is  free  floating  but  secured  by  safety  chains 
and  the  oven  doors  which  are  equipped  with  Brixon 
snap  action  explosion  relief  latches. 

Inspection  and  Test 

The  oven  was  inspected  and  tested  at  the  plant  of  the 
Everlasting  Bed  Co.  Inc.  at  131-147  32nd  Street,  Brook¬ 
lyn  on  October  4,  1946.  Present  at  the  test  were  Com¬ 
missioner  Charles  M.  Blum  and  Chief  Engineer  Leslie 
V.  Huber  of  the  Committee  on  Tests  and  A.  Armao 
representing  the  manufacturers.  The  oven  was  put  into 
operation  and  all  safety  controls  functioned  as  designed 
and  as  required  under  the  Board’s  rules  governing  bak¬ 
ing  ovens. 

Recommendation 

On  the  basis  of  the  foregoing  data  and  the  inspection 
and  test,  the  Committee  on  Tests  recommends  the 
approval  under  C26-191.0  of  the  Lydon  Brothers  Indus¬ 
trial  Oven,  Model  3100-V  gas  fired,  provided  the  oven 
and  appurtenances  are  installed  in  accordance  with  the 
requirements  of  Art.  12  of  the  Administrative  Building 
Code  and  the  Rules  of  the  Board  of  Standards  and 
Appeals  and  provided  further,  that  each  oven  installed 
shall  bear  a  label  permanently  affixed  reading:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  Use 
in  New  York  City  under  Cal.  570-46-SA.” 

BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

817-45-SM 

APPLICANT — The  Tel-O-Post  Co.,  Inc.,  owner. 
SUBJECT — Tel-O-Post  (All  steel  telescopic  screw  jack 
basement  shoring  column). 

APPEARANCES— 

For  Applicant:  Hower  G.  Wolf. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests  (for 
temporary  shoring)  ;  application  reconsidered  and 
referred  back  to  the  Committee  on  Tests,  for  fur¬ 
ther  consideration. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative:  .  0 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


Adjourned:  2:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  NOVEMBER  6,  1946. 
Present :  Chairman  Murdock,  Commissioner  Savage  and 
Deputy  Chief  Guinee. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

610-46-A 

APPLICANT — Robert  Gottlieb,  for  Helen  Frankel,  owner. 


1273 


MINUTES 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 575-585  East  Fordham  road, 
north  side,  50  ft.  east  of  Hoffman  street  (Block 
3273,  Lot  265),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  Gottleib. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (610-46-A) 

Whereas,  Robert  Gottlieb,  for  Helen  Frankel,  owner,  filed 
August  27,  1646  an  appeal  from  a  decision  of  the  borough 
.superintendent,  affecting  premises  575-585  East  Fordham 
road,  north  side,  50  ft.  east  of  Hoffman  street  (Block  3273, 
Lot  265),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  2,  1946  on  Alt.  Applic.  619-46  reads : 

“1.  Both  required  stairways  must  be  enclosed  in  fire¬ 
proof  partitions,  as  per  Sec.  270  of  the  Labor  Law. 

2.  Both  stairways  must  continue  to  the  Roof,  as  per 
Sec.  270  of  the  Labor  Law,  and  Rule  11  of  the  Board 
of  Standards  and  Appeals  Factory  Exit  Rules. 

Bulkhead  must  be  enclosed  in  fireproof  partitions.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(26  ft.)  in  height,  of  class  3  construction,  75  ft.  by  83  ft. 
in  area  at  1st  floor,  75  ft.  by  68  ft.  in  area  at  typical  floor, 
erected  in  1927,  located  in  a  business  use  B  area  class  1 
height  district  and  used  and  occupied  since  1928  as  follows: 
cellar — storage;  1st  floor — stores;  2nd  floor — dance  hall — 
200  persons ;  proposed  to  be  used  and  occupied :  cellar — 
storage  (no  boiler)  ;  1st  floor — lamp  and  lamp  shade  manu¬ 
facturing,  office,  stock  room — 40  persons;  2nd  floor — lamp 
and  lamp  shade  manufacture,  office,  stock  room — 40  persons  ; 
that  the  building  is  provided  with  two  4  ft.  wide  iron  stairs 
enclosed  in  one  hour  test  partitions  equipped  with  fireproof 
self-closing  doors  and  leading  direct  to  street;  that  the  build¬ 
ing  to  the  west  is  2  stories  in  height;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1927  with  stores  on  the  1st  floor  and  dance  hall 
on  the  2nd  floor  for  150  persons  pursuant  to  Certificate  of 
Occupancy  887-28;  that  the  two  stairhalls  are  now  fire  re¬ 
tarded  with  the  equivalent  of  one  hour  enclosure  and  lead 
to  street;  that  to  further  enclose  these  stairs  in  fireproof 
materials  would  call  for  a  large  expenditure  which  seems 
unwarranted  due  to  the  present  construction  which  was 
legallv  permitted  for  200  persons  by  approved  Public  As¬ 
sembly  Applic.  77-44 ;  that  there  will  be  a  maximum  of 
40  persons  doing  light  factory  work,  such  as  hand  painting 
of  figurines,  etc. ;  that  no  spraying  will  be  done  on  the  prem¬ 
ises ;  that  not  more  than  one  gallon  of  paint  will  be  main¬ 
tained  on  the  premises ;  that  the  west  stairhall  now  has  a 
60  degree  iron  ladder  and  counterbalanced  scuttle  to  roof ; 
that  a  similar  stair  will  be  installed  in  the  east  stairhall; 
that  it  is  proposed  to  open  a  door  at  the  rear  of  the  2nd 
floor  to  present  16  ft.  deep  extension  roof  which  adjoins  the 
west  the  roof  of  the  building  under  the  same  ownership. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  619-46,  Objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
c/ranted  on  condition  that  the  stairs  as  proposed  and  as  indi¬ 
cated  on  plans  filed  with  this  appeal  marked  “Received 
October  29,  1946,”  three  sheets,  shall  be  maintained,  and 
in  addition,  within  each  stair  enclosure  there  shall  be  a 
double-rung  ladder  leading  to  the  roof  through  a  scuttle, 
equipped  with  an  easy  opening  device,  and  also  a  door  at 
the  second  story  level  leading  out  to  the  rear  extension  one 
story  roof,  from  which  escape  can  be  had  to  the  adjoining 
roof  to  the  west,  under  the  same  ownership ;  that  in  the 
event  that  the  entire  second  floor  is  occupied  by  one  tenant, 
there  may  be  but  one  door  to  the  rear  extension  roof  from 


the  second  story,  instead  of  two  as  shown,  and  that  sucli 
door  shall  be  the  one  as  indicated  on  such  plans,  toward  tht  | 
west;  that  in  the  event  there  is  more  than  one  tenant  oi  i 
the  second  story,  the  door  to  such  extension  roof  shall  be| 
reached  by  means  of  a  corridor  as  indicated  on  such  plan; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto! 


698-46-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  supcr-li 
intendent. 

PREMISES  AFFECTED— 98-120  Avenue  W,  south  side 
from  West  9th  to  West  10th  streets  (Block  7164 |i 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  H.  Johnson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous-| 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner; 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  (| 

THE  RESOLUTION  (698-46-A) 

Whereas,  the  Department  of  Public  Works,  for  City  oi 
New  York,  owner,  filed  September  20,  1946,  an  appeal  froni 
a  decision  of  the  borough  superintendent,  affecting  premises 
98-120  Avenue  W,  south  side,  from  West  9th  to  West  lOtlj 
streets  (Block  7164,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent!! 
dated  August  40,  1946,  re  Misc.  Applic.  4629-46,  reads: 

“1.  Proposed  to  install  gasoline  tanks  in  excess  oj 
550  gallons  in  a  garage  is  contrary  to  Art.  11  of  Ch.  L 
(C-19-69.0)  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
is  one  story  and  mezzanine  (24  ft.)  in  height,  200  by  24<| 
ft.  in  area,  Class  1  construction,  located  on  a  plot  200  by 
436  ft.  in  area,  located  in  an  unrestricted  use,  D  area,  Class 
height  district;  used  on  the  1st  floor,  storage  garage,  office1 
and  boilerroom ;  mezzanine,  lockers,  rooms  and  showers  j| 
that  the  building  will  be  equipped  with  a  standpipe  system  j 
two  2  ft.  8  in.  fireproof  stairs,  leading  to  street ;  and 
Whereas,  the  applicant  contends  that  the  garage  wil 
store  100  trucks  and  snow  removal  equipment  and  4,00< 
gallons  of  gasoline  in  two  2,000  gallon  tanks,  as  proposed 
which  are  necessary  because  of  heavy  demands  of  the  larg< 
trucks  and  also  to  maintain  a  reserve  supply  to  insure  th- 
continuous  operation  of  snow  removal  equipment  when  road1 
and  streets  are  blocked  by  heavy  snows;  that  a  large  numbe., 
of  small  gasoline  storage  tanks  would  require  an  excessivt 
amount  of  piping  and  be  more  hazardous  than  the  installa 
tion  proposed ;  it  is  therefore  requested  that  the  Boan 
permit  the  installation  of  two  2,000  gallon  tanks  locate< 
below  the  first  floor,  as  shown  on  plans  filed  with  this  appeal 
the  construction  of  the  tanks  to  comply  with  the  OF 
Burner  Rules  of  the  Board  of  Standards  and  Appeals  a 
to  thickness  of  metal  and  in  all  other  respects  the  tank: 
and  installation  will  comply  with  the  requirements  of  the 
Administrative  Code;  and 

Whereas,  under  Cal.  222-37-BZ  the  Board  granted  s 
variation  to  permit  the  construction  of  a  garage  on  a  portioi 
of  these  premises,  which  were  then  zoned  for  business  use 
that  the  unrestricted  use  district  previously  existing  on  ; 
portion  of  these  premises  has  been  extended  by  a  zon 
ing  amendment  to  include  the  entire  premises  within  tht 
unrestricted  use  district ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  communicatioi 
dated  October  17,  1946,  signed  by  the  executive  officers  o: 
the  Department  of  Parks  stating  that  the  playground  to  b* 
located  on  the  premises  opposite  on  West  10th  street  wn 
be  so  constructed  that  there  will  be  no  entrance  or  exi 
within  200  ft.  of  the  garage  or  within  900  ft.  of  any  entrance 
to  the  garage  in  the  same  block  as  the  proposed  garage. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
Misc.  Applic.  4629-46,  objection  1,  be  and  it  hereby  is 
wdified  and  that  the  appeal  be  and  it  hereby  is  granted 
n  condition  that  not  more  than  two  tanks  shall  be  installed 
s  proposed,  with  a  capacity  not  exceeding  2,000  gallons 
ich ;  that  the  tanks  shall  be  constructed  of  metal  with 
lickness  as  required  by  the  Oil  Burner  Rules  of  the  Board 
or  similar  size ;  that  such  tanks  shall  be  installed  within 
reinforced  concrete  enclosure,  as  proposed;  that  the  floor 
■vel  of  such  enclosure  shall  be  below  the  level  of  the  boiler- 
aom  ;  that  the  sandfill  shall  not  be  used,  but  instead  there 
lall  be  a  concrete  slab  above  the  enclosure  with  a  manhole 
)  permit  inspection,  and  a  ventilating  duct  from  each  such 
nclosure  to  the  outer  air,  such  duct  to  be  not  less  than 
x  inches  in  diameter  and  with  an  adequate  fresh  air 
itake;  and  that  in  all  other  respects,  the  installation  shall 
amply  with  all  laws,  rules  and  regulations  applicable 
lereto. 

13-46-A 

PPLICANT — A.  Rollin  Caughey,  for  Ketchum-Hennessey 
Post,  Patriotic  Memorial  Assn.,  owner. 

UBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

REMISES  AFFECTED— 2865-2867  (  2865  displayed) 
West  15th  street,  east  side,  185  ft.  north  of  Mermaid 
avenue  (Block  7023,  Lot  52),  Borough  of  Brooklyn. 
PPEARAN  CES — 

For  Applicant :  A.  Rollin  Caughey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

HE  RESOLUTION  (713-46-A) 

Whereas,  A.  Rollin  Caughey,  for  Ketchum-Hennessey 
ost,  Patriotic  Memorial  Association,  Incorporated, _  owner, 
ed  September  5,  1946,  filed  an  appeal  from  a  decision  of 
e  borough  superintendent,  affecting  premises  2865-286 7 
'  2865  displayed)  West  15th  street,  east  side,  185  ft.  north  of 
fermaid  avenue  (Block  7023,  Lot  52),  Borough  of  Brook- 
n;  and 

Whereas,  the  decision  of  the  borough  superintendent, 

]  'ting  on  Alt.  Applic.  1233-46,  reads : 

“16.  Increase  in  area  of  frame  building  and  change 
I  to  public  use  is  contrary  to  C26-254.0  (Sec.  4.2.1)  as 
per  C26-185.0  (Sec.  2.L3.5)  of  the  Adm.  Code. 

17.  Extension  to  exceed  60%  of  the  unoccup;ed  area 
|  of  the  lot  in  a  “C”  area  district  is  contrary  to  Sec.  13 
i  of  the  zoning  resolution.” 
id 

Whereas,  the  applicant  states  that  the  building  is  one  and 
vo  stories  in  height;  40  ft.  by  109  ft.  5/4  in.  on  a  lot  40  ft. 

• Ill  ft.  7/%  in.  in  area;  of  Class  4  construction;  erected 
■fore  1920  and  located  in  a  business  use,  C  area,  Class  1J6 
light  district,  and  used  and  occupied  as  a  restaurant,  now 
icant ;  and  proposed  to  be  used  and  occupied  :  cellar,  heater 
>om  and  men’s  toilet;  1st  floor,  veteran’s  clubhouse,  35 
f  Tsons;  that  there  will  be  one  3  ft.  wide  wood  stairs  from 
■liar  to  1st  floor,  enclosed  in  partitions  fire  retarded  with 
in.  cement  plaster  both  sides  on  30  gauge  metal  lath, 
piipped  with  1  hour  test,  self-closing  doors  and  a  4  ft. 

’  irizontal  exit  will  be  provided  as  shown  on  plans  filed  with 
j  iis  appeal ;  and 

Whereas,  the  appbeant  contends  that  the  building  was 
irehased  by  the  Veterans  Post  in  1944  in  good  faith ;  that 
ie  building  is  one  story  in  height  with  a  second  story  at  » 
e  rear,  all  of  Class  4  construction  with  brick  veneer  on  the 
rect  front;  that  the  building  occupies  85%  of  the  lot;  that 
e  building  had  been  used  from  1927  to  1938  as  a  restaur- 
it  with  a  much  larger  occupancy  and  with  all  the  fire 
izards  of  a  large  kitchen;  that  it  is  proposed  to  alter  the 
'  hiding  within  the  frame  work  of  the  present  structure 
;  follows :  Remove  the  second  story  in  the  rear  and  main¬ 


tain  a  one  story  structure  throughout;  remove  the  present 
encumbrances  on  the  first  floor  by  the  addition  of  16  in.  by 
16  in.  bonded  brick  piers  and  protected  steel  girders;  increase 
the  live  load  of  the  floor  from  75  lbs.  to  125  lbs.  per  sq.  ft. 
by  the  addition  of  piers  and  steel  under  the  present  floor 
and  furnish  a  new  maple  floor  over;  furnish  additional 
exits  as  shown,  including  a  3  ft.  8  in.  door  opening  into  an 
open  horizontal  exit  direct  to  the  street ;  provide  a  new  brick 
veneer,  steel  supported  front  and  the  other  three  elevations 
with  approved  asbestos  shingles,  and  to  cover  the  interior 
walls  and  ceilings  throughout  with  1  in.  cement  plaster  on 
30  gauge  metal  lath ;  and 

Whereas,  the  applicant  contends  as  to  Objection  17  that 
this  objection  is  based  on  the  Department  records  which 
show  two  buildings  upon  the  lot,  one  one-story  in  height  at 
the  front  and  one  two-stories  in  height  at  the  rear  with  a 
yard  between;  that:  actually  these  two  buildings  have  been 
combined  for  many  years  into  one  structure  and  inspection 
will  disclose  that  the  connection  is  of  many  years  standing; 
that  no  new  extension  is  proposed ;  that  actually  the  bulk  of 
.  the  building  will  be  reduced  by  the  removal  of  the  second 
story  and  by  changes  to  the  front  of  the  building  to*creato 
a  passageway  at  the  side;  that  the  Board  is  therefore  re¬ 
quested  to  modify  Objection  17  on  the  grounds  that  the 
so-called  extension  existed  prior  to  the  enactment  of  the 
requirements  limiting  the  percentage  of  the  lot  to  be  occupied 
in  a  C  area  district  and  on  the  further  grounds  that  the 
building  area  as  it  existed  prior  to  the  enactment  of  such 
requirements  is  now  being  reduced,  not  increased. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1233-46,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted •  as  to  Objec¬ 
tion  16,  on  condition  that  the  building  shall  be  reduced  by 
the  elimination  of  the  second  floor  as  proposed  and  shall  be 
maintained,  reconstructed  and  fire  protected  as  herein  pro¬ 
posed  ;  that  this  variance  shall  continue  only  so  long  as  the 
building  is  not  increased  in  height  or  area  and  is  occupied 
as  proposed ;  that  such  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  in 
addition,  the  space  between  studs  shall  be  filled  with  ap¬ 
proved  incombustible  material  from  sill  to  plate;  as  to  Ob¬ 
jection  17,  that  in  view  of  statement  by  applicant  that, 
irrespective  of  the  .lack  of  records  in  the  Building  Depart¬ 
ment,  the  building  has  been  of  the  present  size  for  many 
years  and  that  the  connecting  link  between  the  front  and 
rear  building  was  constructed  over  20  years  ago,  that  the 
building  may  be  accepted  as  not  being  in  contravention  of 
the  requirements  of  Section  13  of  the  zoning  resolution;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


730-46-A 

APPLICANT — Lama  and  Proskauer,  for  John  F.  Kaiser 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 31-33  Frankfort  street,  south 
side,  147  ft.  7ijkt  in.  east  of  William  street  (1st 
floor)  ;  (Block  103,  Lots  15,  16  and  114),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (730-46-A) 

Whereas,  Lama  and  Proskauer,  for  John  F.  Kaiser  Com¬ 
pany,  Incorporated,  owner,  filed  October  3,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent  affecting 
premises  31-33  Frankfort  street,  south  side,  147  ft.  7^/b  in. 
east  of  William  street  (1st  floor)  ;  (Block  103,  Lots  15,  16 
and  114),  Borough  of  Manhattan;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  1,  1946,  on  Alt.  Applic.  1737-46,  reads: 

“2.  Provide  two  means  of  egress  to  street  from  1st 
floor  as  per  Sec.  6.1. 2.2.2  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1,  2 
and  3  stories  (28  ft.)  in  height;  29  ft.  8)4  in.  front  by  106 
ft.  6  in.  irregular  in  depth,  of  Class  3  construction ;  erected 
prior  to  1919 ;  located  in  an  unrestricted  use,  B  area,  Class  1)4 
height  district  and  used  and  occupied  since  1930  as  follows : 
cellar,  storage;  1st  floor,  store  and  storage  of  skins,  3  per¬ 
sons  ;  2nd  floor,  offices,  5  persons,  3rd  floor,  vacant ;  that  no 
change  in  use  or  occupancy  is  proposed;  that  the  building 
is  equipped  with  two  three  ft.  10  in.  wide  wood  stairs,  wood 
enclosed,  equipped  with  wood  self-closing  doors  leading 
directly  to  the  street  and  provided  with  a  ladder  and  scuttle 
to  the  roof ;  and 

Whereas,  C.  O.  16235  issued  March  20,  1930,  permits  the 
following  use  and  occupancy:  cellar,  storage;  1st  floor,  stor¬ 
age,  2  persons ;  2nd  floor,  office,  4  persons ;  and 

Whereas,  the  applicant  states  the  premises  are  improved 
with  a  three  story  brick  building,  the  use  of  which  is  covered 
under  Computation  Applic.  581-1919  and  a  two  story  brick 
building  the  use  of  which  is  covered  under  Alt.  Applic. 
24-1925  and  C.  O.  16235  of  1930 ;  that  both  buildings  are  used 
for  skin  storage  in  barrels  on  the  1st  floor,  the  use  extending 
through  both  buildings  as  there  is  an  existing  opening  in  the 
party  wall,  protected  by  fireproof  self-closing  doors  and 
offices  on  the  second  floor ;  that  the  three  story  brick  build¬ 
ing  has,  in  addition,  a  store  on  the  1st  floor  and  the  third 
story  is  unoccupied;  that  it  is  now  proposed  to  erect  a  new 
one  story  brick  extension  at  the  rear  and  to  the  west  of  the 
present  two  story  building,  the  extension  to  be  approximately 
48  ft.  by  34  ft.  and  17  ft.  irregular  in  area,  to  provide 
additional  space  for  the  storage  of  skins ;  that  the  extension 
will  be  occupied  by  one  employee;  that  exit  is  proposed 
through  fireproof  doorway  cut  in  the  wall  of  the  two  story 
building  and  thence  through  the  building  to  Frankfort  street; 
that  in  addition  it  is  proposed  to  provide  a  fireproof  doorway 
to  an  inner  court  and  gooseneck  ladder  to  the  roof  with 
egress  across  the  roof  to  one  story  extension  of  the  two 
story  brick  building,  thence  through  the  windows  of  this 
building  and  thence  to  Frankfort  street;  and 

Whereas,  the  applicant  contends  that  in  view  of  the  fact 
that  there  will  be  only  one  employee  in  the  proposed  new 
one  story  brick  extension,  it  is  requested  that  this  applica¬ 
tion  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1737-46,  Objection  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  exits  as  proposed  and  indicated  on  plans 
filed  with  this  appeal  marked  “Received  October  3,  1946”, 
four  sheets,  shall  be  maintained  and,  in  addition,  a  recess 
shall  be  constructed  along  the  southerly  lot  line  opposite  the 
rear  door  of  the  building  known  as  27  Spruce  street,  with  a 
door  swinging  outwardly  in  such  recess  so  as  to  make  exit 
through  27  Spruce  street  available  in  case  of  necessity;  that 
in  such  recess  there  shall  also  be  a  gooseneck  ladder  to  the 
roof  of  the  proposed  one  story  building;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  that  this  variance  shall  continue  only 
so  long  as  the  building  is  occupied  as  proposed. 


832-46-A 

APPLICANT — Harry  M.  Prince,  for  New  York  Sheraton, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 133-139  East  37th  street  and 
297-303  Lexington  avenue,  northeast  corner  (roof 
and  penthouse)  ;  (Block  893,  Lot  25),  Borough  df 
Manhattan. 


APPEARANCES— 

For  Applicant :  Harry  M.  Prince  and  M.  Johnsqj 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.. 

Negative:  . 

THE  RESOLUTION  (832-46-A) 

Whereas,  Harry  M.  Prince,  for  New  York  Sheratoi 
Inc.,  owner,  filed  October  28,  1946,  an  appeal  from  a  deci 
sion  of  the  borough  superintendent,  affecting  297-303  Lex 
ington  avenue  and  133-139  East  37th  street,  northeast  corno 
(Block  893,  Lot  25),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintender 
dated  October  28,  1946,  on  amendment  to  Alt.  Applic.  307-4- 
reads  : 

“11.  Proposed  horizontal  exit  is  not  acceptable  a 
contrary  to  C26-296,  Adm.  Code.” 

and 

Whereas,  the  applicant  contends  that  the  building  is  1 
stories  and  pent  house,  150  ft.  (plus  12  ft.)  in  height;  9 
ft.  7)4  in.  by  140  ft.  in  area ;  of  Class  1  construction ;  erecte 
1925  and  used  and  occupied  since  1945  as  a  hotel  wil 
dining  and  dancing  in  the  pent  house  and  roof  level  wit 
an  occupancy  of  126  persons ;  that  no  change  in  use  o 
occupancy  is  now  proposed  except  for  the  pent  house  an 
roof  level  where  dining  and  dancing  will  be  conducted,  wit 
an  occupancy  of  252  persons ;  that  the  building  is  equippe 
with  a  stand-pipe  system,  interior  fire  alarm  system  an 
watchmen’s  clock  system;  that  regular  monthly  fire  drill 
are  maintained ;  that  there  are  two  3  ft.  8  in.  fireproo 
stairs  from  the  roof  bulkhead  directly  to  the  basement  lobb 
and  thence  to  street;  and 

Whereas,  Certificate  of  Occupancy  10271,  issued  Noveir 
her  21,  1925,  permits  the  use  of  the  building  throughout  a 
a  hotel ;  and 

Whereas,  it  is  now  contended  that  in  1943,  P.  A.  Appli< 
No.  1095  was  filed  to  change  the  use  of  the  pent  house  an 
roof  to  dining  room;  that  structural  objections  were  raise 
by  the  borough  superintendent,  and  appeal  was  filed  unde 
Cal.  230-44-A ;  that  such  appeal  was  withdrawn ;  that  i 
1944  Alt.  Applic.  307-44  was  filed  with  the  borough  super 
intendent  for  change  in  the  use  of  the  roof  and  penthou? 
and  objections  were  raised  as  to  the  roof  construction  bein 
weak  and  as  to  the  means  of  egress ;  that  as  to  the  mean 
of  egress,  the  department  computed  that  the  capacity  of  th 
two  stairs  to  be  126  persons,  predicated  on  compliance  wit 
the  objection  relating  to  roof  construction;  that  subsequentl 
under  Cal.  230-44-A,  appeal  was  made  to  the  Board  to  perm 
roof  occupancy  and  was  denied ;  that  in  the  belief  that  som 
relief  should  be  granted  the  owners  proceeded  to  spen 
$30,000  reinforcing  the  roof ;  that  this  wrork  has  been  com 
pleted  pursuant  to  approved  plan;  that  the  number  of  occu 
pants  permitted  for  the  roof  however  remains  at  126  person- 
wdiich  proved  to  be  a  financial  loss  to  the  owners;  that  i 
October,  1946,  an  amended  plan  was  submitted  showing 
proposed  horizontal  exit  to  provide  additional  egress  frot 
the  roof  and  pent  house  and  requesting  an  increase  fror 
126  to  252  occupants ;  that  the  borough  superintendent  an 
his  chief  engineer  thought  that  this  amended  plan  had  sufli 
cient  merit,  but  since  the  prior  alteration  application  ha 
been  the  subject  of  an  appeal  to  the  Board,  they  were  wit! 
out  pow'er  to  act  even  though  the  plan  now  proposed  ha 
never  before  been  considered;  that  this  application  is  mad 
to  the  Board  to  modify  the  ruling  of  the  borough  super 
ir.tendent  and  to  permit  the  acceptance  of  the  proposed  hor; 
zontal  exit,  providing  for  double  the  occupancy  of  126  pei 
sons  for  the  following  reasons :  Sec.  C26-296.0  permit 
double  the  capacity  of  the  stairs  when  a  horizontal  exit  il 
provided ;  that  the  horizontal  exit  is  required  to  be  of 
hour  enclosure  partitions,  pierced  only  by  1)4  hour  fireproc 
self-closing  door  assemblies;  that  there  is  nothing  in  th 
code  prohibiting  the  use  of  an  exterior  wrall  of  a  structur 
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as  an  enclosing  fire  wall  for  a  horizontal  exit ;  that  fire 
towers  are  consistently  built  with  one  or  more  of  their 
enclosing  walls  acting  as  building  walls;  that  the  enclosing 
walls  of  the  proposed  horizontal  exit  will  have  three  hour 
ratings;  that  any  person  dining  within  the  enclosed  area  of 
the  pent  house  has  access  directly  to  the  open  roof,  to  the 
horizontal  exit  and  to  the  public  stairs ;  that  accessibility  to 
the  public  stairs  from  the  open  areas  is  also  direct;  that 
in  addition  there  are  also  three  passenger  elevators  for 
egress  from  the  roof  areas;  that  the  two  stairways  and  three 
elevators  open  at  the  main  first  floor  lobby;  that  Section 
C26-292.0  states  that  “it  shall  be  unlawful  to  terminate  more 
than  two  required  stairways  in  a  common  corridor  or  lobby ;” 
that  first  floor  plan  filed  with  this  appeal  shows  egress  to 
the  street  through  the  lobby  to  be  direct  and  without  inter¬ 
ruption  ;  that  a  tower  structure  of  far  greater  area  than 
the  total  floor  area  and  occupancy  of  this  building  could  be 
built  and  only  require  two  fireproof  stairs  exiting  on  the 
ground  floor  through  a  common  lobby ;  that  this  building 
has  two  fireproof  stairs  and  three  elevators  to  the  roof  areas 
from  the  street  level;  that  under  the  present  management 
all  stairways  are  free  of  any  obstruction  and  all  stairway 
doors  are  kept  closed  and  unlocked;  that  the  grill,  frame 
and  grill  door  on  the  second  floor  landing  of  west  stair 
has  been  completely  removed ;  that  paint  in  the  storage  room 
on  the  roof  has  been  completely  removed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  307-44,  Objection  11,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  exits  and  separation  of  exits  as  indi¬ 
cated  on  plans  filed  with  this  appeal  marked  “Received 
October  28,  1946,”  two  sheets,  shall  be  constructed  and  main¬ 
tained  ;  that  the  number  of  persons  op  the  roof  level  shall 
not  exceed  252  at  any  time ;  that  there  shall  be  no  storage 
of  paint  on  the  roof  level ;  that  there  shall  be  no  barricade 
at  any  point  in  either  of  the  stairs  from  the  roof  to  the 
street,  but  free  passage  to  the  street  shall  be  available  at 
all  times ;  that  the  standpipe  system,  interior  alarm  system 
and  watchmen’s  clock  system  and  fire  drills  shall  be  main¬ 
tained  as  proposed  in  accordance  with  the  requirements 
therefor ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


680-42-S 

APPLICANT — Henry  Woermann,  for  Charles  Pfizer  and 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Variation  of  the 
labor  law,  cited  in  an  order  and  decision  of  the 
fire  commissioner  (previously  granted  on  condition 
for  a  temporary  term.) 

PREMISES  AFFECTED — 176-190  Harrison  avenue,  west 
side,  between  Gerry  street  and  Wallabout  street, 
344-356  Wallabout  street  and  39-57  Gerry  streets 
(Bldgs.  21  and  21b,  1st  &  7th  floors)  ;  (Block  2265, 
Lots  14,  32,  37,  38  and  39),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  Woermann. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

f  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 
i  Negative :  .  0 

THE  RESOLUTION  (680-42-S) 

Whereas,  this  application  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  176-190  Harri¬ 
son  avenue,  west  side,  between  Gerry  street  and  Wallabout 
street,  344-356  Wallabout  street  and  39-57  Gerry  street 
(Buildings  21  and  21b,  1st  and  7th  floors);  (Block  2265, 
Lots  14,  32,  37,  38  and  39 )f  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  10,  1942,  on  certain 
conditions;  and 


Whereas,  an  extension  the  term  of  variance  to  com¬ 
plete  the  work,  particularly  in  reference  to  the  removal 
of  the  wood  partitions  was  granted  by  the  Board  on  Novem¬ 
ber  8,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  10,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  the  partitions  described  shall  be  re¬ 

moved  within  two  years  from  the  date  of  this  amended 
resolution  and  no  further  request  for  extension  shall  be 
made.” 

87-45-A 

APPLICANT — Otto  J.  Sambach,  for  Bartholdi  Turecamo, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Appeal  from 
an  order  and  decision  of  the  fire  commissioner 
(previously  granted  on  condition  for  a  temporary 
term). 

PREMISES  AFFECTED — Hunter  avenue,  east  side,  be¬ 
tween  24th  avenue  and  Bay  37th  street  (Block  6942, 
Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  the  Applicant :  Warren  A.  Sambach. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Guinee....  4 
Negative:  .  0 

THE  RESOLUTION  (87-45-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises :  Hunter  avenue, 
east  side,  between  24th  avenue  and  Bay  37th  street  (Block- 
6942,  Lot  7),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  September  18,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
terms  of  the  variance,  particularly  in  reference  to  providing 
a  regulation  fire  alarm  box  at  the  corner  of  24th  avenue 
and  the  southerly  service  road. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  September  18,  1945, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  Order  No.  14061-LF  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  as  to  objection  1, 
on  condition  that  a  regulation  fire  alarm  box  shall  be 
placed  by  the  Bureau  of  Fire  Alarm  Telegraph  at  the 
corner  of  24th  avenue  and  the  southerly  service  road 
within  six  (6)  months  from  the  date  of  this  amended 
resolution  and  when  placed  shall  be  continuously  main¬ 
tained  ;  and  that  the  conditions  proposed  herein  by  the 
applicant  shall  be  maintained.” 


82-46-A 

APPLICANT — George  J.  Shirkey,  for  Rose  and  Margaret 
Allen,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 165  Beach  98th  street,  west 
side,  169.7  ft.  north  of  Ocean  Promenade  (Block 
637,  Lot  61),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  George  J.  Shirkey. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Guinee .  4 

Negative :  .  0 


THE  RESOLUTION  (82-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  165  Beach  98th  street,  west 
side,  1697  ft.  north  of  Ocean  Promenade  (Block  637,  Lot 
61),  Rockaway  Beach,  Borough  of  Queens,  was  granted  by 
the  Board  on  March  12,  1946,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  one  of  the  bungalows  on  the  rear  of  the  lot 
has  been  removed ;  and 

Whereas,  the  applicant  requested  that  the  remaining  two 
bungalows  be  permitted  to  remain  for  a  temporary  term. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  12,  1946,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  the  existing  bungalows  on  the  rear 

of  the  lot  shall  be  removed  as  proposed  and  of  the 
other  two  remaining,  one  bungalow  shall  be  removed 
within  two  (2)  years  from  the  date  of  this  amended 
resolution  (Alt.  Applic.  1904-45)”. 


734-46-A 

APPLICANT — Joel  D.  Marder,  for  American  Institute  of 
Physics,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 57-59  East  55th  street,  north 
side,  116.5  ft.  east  of  Madison  avenue  (1st  to  4th 
floors,  inclusive)  ;  (Block  1291,  Lot  2 7^),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joel  D.  Marder. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn.  Committee  of 
the  Board  recommends  that  complete  plans  be  sub¬ 
mitted  to  the  borough  superintendent  for  examina¬ 
tion  as  to  the  requirements  of  the  Code,  irrespective 
of  previous  examinations. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


593-44-A 

APPLICANT — Henry  George  Greene,  for  217  W.  64th 
Street  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — new  decision  of 
borough  superintendent  re  App'eal  from  a  decision 
of  the  borough  superintendent  (previously  denied). 

PREMISES  AFFECTED— 291-223  West  64th  street,  north 
side,  300  ft.  west  of  Amsterdam  avenue  (Block 
1156,  Lot  19),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


634-44-A 

APPLICANT- — Samuel  Roth  for  Antiquities,  Inc.,  owner; 
Richard  Wheelwright,  lessee. 


SUBJECT — Application  for  consideration — reopening  and 
new  objections — re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  granted  on  con¬ 
dition). 

PREMISES  AFFECTED — 227-229  East  56th  street,  north 
side,  260  ft.  east  of  3rd  avenue  (Block  1330,  Lot  11), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Roth. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TQ  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


721-45-A 

APPLICANT — The  Park  Avenue  Operating  Co.,  Inc., 
owner ;  Southworth  Management  Company,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  decision — re  Appeal  from  an 
order  of  the  fire  commissioner  (previously  dis¬ 
missed). 

PREMISES  AFFECTED — 33  West  51st  street,  north  side, 
494  ft.  west  of  Fifth  avenue  (Block  1267,  Lot  17), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  C.  Harold  Taylor. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 


394-45-A 

APPLICANT — Triborough  Bridge  and  Tunnel  Authority, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
October  29,  1946 — re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 
PREMISES  AFFECTED — 56-80  Greenwich  street,  west 
side,  142.5  ft.  south  of  Rector  street  and  63-85  Wash¬ 
ington  street,  east  side,  137  ft.  south  of  Rector 
street  (2nd  to  7th  floors,  inclusive)  ;  (Block  18, 
Lots  10,  12  to  24,  inclusive,  41  to  45  inclusive  and 
47-54,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Harold  Klorfein,  Ralph  Smiley, 
H.  G.  Cruthers,  J.  J.  Dwyer  and  A.  G.  Baillie, 
Jr.,  Tri  Boro  Bridge  &  Tunnel  Authority. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1946  at 
2  P.M.  for  further  consideration. 


575-46-A 

APPLICANT — Reginald  S.  Hardy,  for  Beard’s  Erie  Basin, 
Inc.,  owner  (Compania  Sud-Americana  De  Vapores, 

lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Foot  of  Columbia  street,  west 
side,  2140  ft.  south  of  Halleck  street  (Block  613, 
Lot  1),  Pier  1,  Erie  Basin,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy,  W.  J.  McKenna 
and  E.  C.  Congdon. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  without  date. 


601-46-A 

APPLICANT — Reginald  S.  Hardy,  for  Beard’s  Erie  Basin, 
Inc.,  owner  (Marra  Terminal  Service  Co.,  lessee). 
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SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  Columbia  street, 
2140  ft.  south  of  Halleck  street,  Pier  A,  foot  of 
Richards  street,  Beard’s  Erie  Basin  (Block  613, 
Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy,  W.  J.  McKenna 
and  E.  C.  Congdon. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  without  date. 


820-46-A 

APPLICANT — Walter  D.  Binger,  for  1211  Madison  Ave¬ 
nue  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1211  Madison  avenue,  northeast 
corner  of  East  87th  street  (street  floor)  ;  (Block 
1499,  Lots  20  &  22),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Walter  D.  Binger,  Paul  Windels 
and  Edward  Fraher. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946  at 
2  P.M.  for  decision  by  the  Board. 

_ 

827-46-A 

APPLICANT — Brown  &  Matthews,  for  Lawlyn  Holding 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 41-07  38th  street,  41-08  39th 
street  and  38-10  Skillman  avenue,  south  side,  between 
38th  and  39th  streets  (Block  215,  Lots  23,  27,  22  & 
31),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Conrad  Forelle  and  Joseph  L. 
Wittman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946  at 
2  P.M.  for  further  consideration  and  decision  with¬ 
out  further  argument. 


831-46-A 

APPLICANT — George  G.  Miller,  for  Ann  and  Ben  Jacobs, 
owners. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 540-542  East  Fordham  road  and 
2515  Lorrillard  place,  southwest  corner  (Block  3050, 
Lot  36),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  G.  Miller. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1946  at 
2  P.M.  for  an  inspection  by  a  committee  of  the 
Board. 

i  - 

ZONING  APPLICATIONS 

97-37-BZ 

APPLICANT — Harold  Oslan,  lessee  for  Eleanor  C.  Stoffel, 
__  Cornelius  Cameron  and  Lillian  Covert,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 


PREMISES  AFFECTED — 1404-1428  East  New  York  ave¬ 
nue,^  southwest  corner  of  Amboy  street  (Block 
3495,  Lots  12  and  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harold  Oslan. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (97-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  affecting  premises  1404-1428  East  New 
York  avenue,  southwest  corner  of  Amboy  street  (Block 
3495,  Lots  12  and  16),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  December  17,  1940,  on  certain  conditions; 
and 

Whereas,  the  term  of  variance  was  extended  on  No¬ 
vember  24,  1942  and  November  21,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  17,  1940,  as 
amended  through  November  21,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“*  *  *  Granted  under  section  7h  for  a  term  of 

two  years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  *  *  *  and  that  other 

than  as  herein  amended,  the  resolution  adopted  De¬ 
cember  17,  1940,  shall  be  complied  with  and  that  a 
certificate  of  occupancy  shall  be  obtained.” 


247-37-BZ 

APPLICANT — Theodore  Murray,  lessee,  for  George  R. 
Jenkins,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 40-23  69th  street,  east  side, 
278  ft.  south  of  Roosevelt  avenue  (Block  1301,  Lot 
10  and  part  of  Lot  12),  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Darru  Gerhardt. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (247-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles ;  affecting  premises  40-23  69th  street, 
east  side,  278  ft.  south  of  Roosevelt  avenue  (Block  1301, 
Lot  10  and  part  of  Lot  12),  Woodside,  Borough  of  Queens, 
was  granted  by  the  Board  on  April  5,  1938,  on  certain 
conditions;  and 
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Whereas,  the  term  of  variance  was  extended  on  October 
15,  1940,  October  20,  1942  and  September  26,  1944  and  the 
applicant  requested  a  further  extension  of  the  term  of 
variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  5,  1938,  as 
amended  by  resolutions  adopted  through  September  26,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  Granted  under  section  7h  for  a  term  of 

two  years  from  the  date  of  this  amended  resolution,  to 
permit  the  lots  under  appeal,  consisting  of  lots  10  and 
12,  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  motor  vehicles  on  condition  *  *  *  that 

other  than  as  amended  herein,  the  resolution  adopted 
April  5,  1938,  shall  be  complied  with  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained  (Corr.  1716-37).” 


507-40-BZ 

APPLICANT — Oscar  Goldschlag,  for  Eugene  Higgins, 
owner. 

SUBJECT— Application  £or  consideration — reopening  and 
amendment  of  approved  plans — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  partly  in  business  and 
partly  in  residence  use  districts,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a  term 
of  two  years. 

PREMISES  AFFECTED— 321-323  West  95th  street,  north 
side,  175  ft.  5)4  in.  east  of  Riverside  drive,  332- 
342  West  96th  street  and  235-239  Riverside  drive 
(Block  1253,  Lots  58,  59  and  92  to  96,  inclusive), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  approved 
plans  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  APPROVED 
PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (507-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  321-323  West  95th  street,  north  side,  175  ft.  5)4  in¬ 
east  of  Riverside  drive  332-342  West  96th  street  and  235-239 
Riverside  drive  (Block  1253,  Lots  58,  59  and  92  to  96  inclu¬ 
sive),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
April  29,  1941,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  July  25, 
1944  and  June  11,  1946;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
approved  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  29,  1941,  as 
amended  by  resolutions  adopted  through  June  11,  1946,  to 
approve  as  in  substantial  compliance  therewith  revised  plans 
marked  “Received  October  8,  1946”,  (two  sheets),  locating 
the  entrance  to  the  premises  toward  the  easterly  end  and 
showing  a  fence  on  the  retaining  wall  consisting  of  steel  pipe 
posts  of  a  height  of  approximately  five  feet  instead  of  six 
feet  as  required  by  the  resolution,  on  condition  that  the 
existing  light  wire  fabric  shall  be  removed  and  woven  wire 
of  the  chain  link  type  substituted  therefor  within  six  months 
from  the  date  of  this  amended  resolution;  that  in  all  other 
respects,  the  requirements  of  the  resolution  as  adopted  April 
29,  1941  shall  be  complied  with. 


577-42-BZ 

APPLICANT — George  H.  Colin,  for  Crew  Levick  Corpor¬ 
ation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  and  partly 
in  a  residence  use  district,  the  extension  of  an 
existing  gasoline  service  station  for  parking  and 
storage  of  more  than  five  motor  vehicles  for  a 
term  of  two  years. 

PREMISES  AFFECTED — 1  Bay  Ridge  avenue  and  6833 
Shore  road,  northeast  corner  (Block  5659,  Lots  10 
and  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Benjamin  Mosher. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (577-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  extension  of  an  existing 
gasoline  service  station  for  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  term  of  two  years,  affecting 
premises  1  Bay  Ridge  avenue  and  6833  Shore  road,  north¬ 
east  corner  (Block  5859,  Lots  10  and  12),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  January  12,  1943,  on 
certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  July  27,  1943; 
and 

Whereas,  the  term  of  the  variance  was  extended  on  Janu¬ 
ary  9,  1945  and  the  applicant  requested  a  further  term  of 
the  variance. 

Resolved ,  that  the  Board  of  Standards  and  Appeads  does 
hereby  amend  the  resolution  adopted  January  12,  1943  as 
amended  through  January  9,  1945,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“*  *  *  Granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  *  *  and  that  other  than  as  herein  amended, 
the  conditions  of  the  resolution  of  January  13,  1943,  shall 
be  complied  with  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


416-46-BZ 

APPLICANT — William  R.  Shirley,  for  Sunde  Realty  Corp., 
owner ;  A.  S.  Stahl,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  re  Application  (de¬ 
cision  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
operation  and  maintenance  of  a  wet  wash  laundry, 
for  a  term  of  five  years. 

PREMISES  AFFECTED — 171-173  Sumner  avenue,  south¬ 
east  corner  of  DeKalb  avenue  (Block  1601,  Lot  2), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  R.  Shirley. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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MINUTES 


ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Guinee . 4 

Negative:  .  0 


THE  RESOLUTION  (416-46-BZ) 


Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  ]>ermitting  in  a  business  use  district,  the  operation 
and  maintenance  of  a  wet  wash  laundry,  for  a  term  of  five 
years,  affecting  premises  171-173  Sumner  avenue,  southeast 
corner  of  De  Kalb  avenue  (Block  1601,  Lot  2),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  July  23,  1946,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  23,  1946,  only  so 
far  as  it  has  reference  to  the  time  within  which  to  obtain 
l>ermits  and  complete  the  work,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read  : 

“*  *  *  that  all  permits  required  shall  be  obtained 

and  all  work  completed  within  two  months  from  the 
date  of  this  amended  resolution.” 


417-46-BZ 

APPLICANT — William  R.  Shirley,  of  Shirley  and  deShaw, 
for  Henry  Palmutt,  owner  (Carmelo  Chiarelli, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  opera¬ 
tion  and  maintenance  of  a  wet  wash  laundry,  for  a 
term  of  five  years. 

PREMISES  AFFECTED— 2137  2nd  avenue  and  254  East 
110th  street,  southwest  corner  (Block  1659,  Lot  28), 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  William  R.  Shirley. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative*:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  :  . .  C 


THE  RESOLUTION  (417-46-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  operation 
and  maintenance  of  a  wet  wash  laundry,  for  a  term  of  five 
years,  affecting  premises  2137  2nd  avenue  and  254  East  110th 
street,  southwest  comer  (Block  1659,  Lot  28),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  July  23,  1946,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  23,  1946,  only  so 
far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“*  *  *  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  two  months  from  the 
date  of  this  amended  resolution.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

767-40-SA 

APPLICANT — Westinghouse  Electric  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Westinghouse  Types 
A-3  and  A-3R  Elevator  Door  Hangers  (previously 
granted  on  condition). 

APPEARANCES— 

For  Applicant:  R.  L.  Forsburg. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Guinee . 4 

Negative  :  . .  0 


768-40-SA 

APPLICANT — Westinghouse  Electric  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Westinghouse  Types 
B-3  and  B-3R  Elevator  Door  Hangers  (previously 
approved  on  condition). 

APPEARANCES— 

For  Applicant :  R.  L.  Forsburg. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Guinee . 4 

Negative :  .  0 


Adjourned:  5:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


*  CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  30,  1946,  as  they  appeared  in 
Bulletin  No.  19,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

136-46-SA 

APPLICANT — Bendix  Home  Appliances,  Inc.,  owner. 
SUBJECT — Bendix  Automatic  Home  Laundry,  Models  B 
and  S,  approval  of. 

APPEARANCES— 

For  Applicant:  W.  F.  Oliver  and  A.  P.  Smith. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negavite:  .  0 

THE  RESOLUTION  (136-46-SA) 

Whereas,  Bendix  Home  Appliances,  Inc.,  owner,  filed  on 
February  21,  1946,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
Bendix  Automatic  Home  Laundry,  Models  B  and  S ;  and 
Whereas,  this  appliance  was  approved  by  the  Board  on 
April  30,  1946,  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Bendix  Automatic 
Home  Laundry,  Models  B  and  S  in  accordance  with  the 
report  of  the  Committee  on  Tests,  provided  that  there  shall 
be  no  tapped  connections,  as  indicated  on  Figure  3  and  that 
the  requirements  of  the  Administrative  Building  Code  shall 
be  complied  with — C26- 1236.0  and  C26-1241.0. 

*  Correction — The  words  in  italics  added  to  the  end  of  the 
resolution. 
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RULES  GOVERNING  THE  INSTALLATION  OF  INTERIOR  FIRE  ALARM  SIGNAL  SYS¬ 
TEMS,  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  SEPTEMBER 
27,  1917,  AMENDED  DECEMBER  6,  1917  AND  FEBRUARY  7,  1918,  REVISED  DE¬ 
CEMBER  11,  1936  AND  AMENDED  JANUARY  22,  1946. 


[108- 16- SR] 

Rules  for  Interior  Fire  Alarm  Signal  Systems 

Authority :  Section  666,  subdivision  3  of  the  Charter  of 
the  City  of  New  York  to  carry  into  effect  the  provis'ons 
of  Chapter  19 — 487e — 2.0,  c,  Administrative  Code  and  the 
provisions  of  Section  279  of  the  Labor  Law. 

Scope  of  Rules 

These  rules  apply  to  all  hotels,  as  defined  in  the  Admin¬ 
istrative  Code  and  the  Mult:ple  Dwelling  Law;  to  all 
lodging  houses  having  more  than  15  sleeping  rooms,  or 
accommodating  more  than  15  lodgers  above  the  first  or 
ground  story ;  to  all  public  and  private  hospitals  and 
asylums  having  more  than  15  rooms,  or  accommodating 
more  than  15  patients  or  inmates  above  the  first  or  ground 
story ;  to  all  nurseries  accommodating  more  than  30  chil¬ 
dren,  or  having  a  Board  of  Health  permit  for  the  accom¬ 
modation  of  more  than  30  children;  to  all  Turkish  or  other 
special  treatment  bath  houses  where  there  are  sleeping 
accommodations  for  more  than  fifteen  persons  on  the  prem¬ 
ises  ;  to  all  department  stores  having  two  or  more  depart¬ 
ments  where  the  public  is  admitted  above  the  second  floor ; 
to  all  public  schools,  and  to  all  single  and  tenant  factory 
buildings,  as  defined  in  the  Labor  Law  and  specifically 
required  by  Section  279  of  said  Law. 


Law 

Section  279.  Fire  Alarm  Signal  Systems  and  Fire  Drills: 

L  Fire  alarm  signal  systems.  Every  factory  building 
over  two  stories  in  height  in  which  more  than  twenty-five 
persons  are  employed  above  the  ground  floor  shall  be 
equipped  by  the  owner  thereof  with  a  fire  alarm  signal 
system  having  a  sufficient  number  of  signals  clearly  audi¬ 
ble  to  all  occupants  of  the  building,  and  so  arranged 
as  to  permit  the  sounding  of  all  the  alarms  within  the 
building  whenever  the  alarm  is  sounded  in  any  portion 
thereof.  Such  system  shall  be  maintained  in  good  work¬ 
ing  order  and  no  person  shall  tamper  with  same  or  render 
ineffective  any  portion  thereof  except  to  repair  it.  A  per¬ 
son  discovering  a  fire  shall  cause  an  alarm  to  be  sounded 
immediately.  The  Board  of  Standards  and  Appeals  in  the 
City  of  New  York,  may  make  rules  and  regulations  pre¬ 
scribing  the  number,  character  and  location  of  the  s’gnals 
and  the  method  and  character  of  the  installation,  including 
that  of  all  appliances  in  connection  therewith. 

3.  Exceptions.  Subdivisions  one  and  two  of  this  sec¬ 
tion  shall  not  apply  to  a  budding  in  which  every  square 
foot  of  the  floor  area  on  all  stories  is  protected  with  an 
automatic  sprinkler  system,  having  two  adequate  sources 
of  water  supply  and  approved  by  the  public  authorities 
having  jurisdiction  thereof,  and  in  which  also  the  maxi¬ 
mum  number  of  occupants  of  any  one  floor  does  not  ex¬ 
ceed  by  more  than  fifty  percentum  the  capacity  of  the 
exits,  as  determined  by  subdivisions  one,  two  and  three  of 
section  two  hundred  and  seventy-eight,  in  addition  to  the 
prescribed  occupancy  under  subdivisions  five,  six  and  seven 
of  said  section.  If  the  commissioner  after  investigation 
determines  that  the  spirit  of  this  chapter  is  observed  and 
public  safety  secured,  he  may  permit  in  place  of  the  auto¬ 
matic  sprinkler  system  before  specified,  an  automatic 
sprinkler  system  having  one  adequate  source  of  water  supply 
and  approved  by  the  public  authorities  having  jurisdiction 
thereof. 


Chapter  19 — 487E-2.0.C.1. 

Interior  Fire  Alarms: — In  every  hotel,  lodging-house, 
public  or  private  hospital  or  asylum,  department  store,  and 
public  school,  there  shall  be  placed  and  provided,  when 
required  by  the  fire  commissioner,  an  adequate  and  reliable 
electrical  or  other  interior  alarm  system,  to  be  approved  by 
the  said  commissioner,  by  means  of  which  alarms  of  fire 
or  other  danger  may  be  instantly  communicated  to  every 
portion  of  the  building.  The  fire  alarm  apparatus  and  all 
other  appliances  placed  or  kept  within  any  of  such  buildings 
for  the  purpose  of  preventing  or  extinguishing  fires,  or  for 
affording  means  of  escape  therefrom  in  case  of  fire,  shall 
be  kept  at  all  times  in  good  working  order  and  proper  con- 
dition  for  immediate  use,  and  any  member  of  the  uniformed 
force  or  authorized  representative  of  the  Fire  Department 
may  enter  any  of  the  said  buildings  at  any  time,  for  the  pur¬ 
pose  of  inspecting  such  apparatus  or  appliances. 


Rule  1.  Definition  of  Terms. 

1 . 1  The  term  “non-coded  closed  circuit  fire  alarm  sig¬ 
nal  systems”  shall  mean  a  fire  alarm  signal  system 
consisting  of  sending  stations  and  signaling  devices 
operated  on  supervised  closed  electric  alternating 
current  circuits,  so  arranged  that  the  operation  of 
any  station  will  automatically  sound  the  signaling 
devices  throughout  all  portions  of  the  building. 

1.2  The  term  “coded  closed  circuit  fire  alarm  signal 
systems”  shall  mean  a  fire  alarm  signal  system  con¬ 
sisting  of  sending  stations  and  signaling  devices 
operated  on  supervised  closed  electric  circuits  which 
transmits  rounds  of  coded  signals  to  indicate  the 
floor  or  portion  df  the  same  from  which  the  alarm 
was  sent. 

1.3  The  term  “heretofore”  shall  mean  before  December 
31,  1936. 

1.4  The  term  “hereafter”  shall  mean  after  December 
31,  1936. 

1.5  The  term  “approved”  shall  mean  approved  by  the 
Board  of  Standards  and  Appeals. 

1 .6  The  term  “commissioner”  shall  mean  the  Fire  Chief 
and  Commissioner  of  the  fire  department  specifically 
charged  with  the  enforcement  of  law  relating  to 
interior  fire  alarm  systems  in  the  City  of  New  York. 

Rule  2.  General. 

2.1  AJ1  fire  alarm  signal  systems  and  devices  shall  be 
approved  by  the  Board  of  Standards  and  Appeals. 

2.2  All  devices  and  equipment  that  have  been  approved 
by  the  Board,  shall  have  securely  fastened  thereon, 
a  manufacturer’s  plate  bearing  the  words  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals — 

No . ”,  together  with  any  other  electrical  data 

that  the  Commissioner  may  require. 

Rule  3.  Examination  and  Approval  of  Plans. 

3.1  Before  the  installation  or  extension  of  any  fire 
alarm  system,  specifications  and  plans  thereof, 
showing  complete  details  of  the  proposed  installa¬ 
tion,  shall  be  submitted  by  the  owner  or  his  agent 
to  the  Commissioner  for  examination  and  approval. 
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Rule  4.  Classification. 

4.1  Fire  alarm  signal  systems  shall  be  classified  as  fol¬ 
lows  : 

(a)  Non-coded  closed  circuit  fire  alarm  systems. 

(b)  Coded  closed  circuit  fire  alarm  systems. 


;  : 


4.2 


4.1.1  The  code  numbers  that  are  used  shall 
be  submitted  for  approval  to  the  Com¬ 
missioner  and  shall  be  sounded  at  least 
four  (4)  times  for  each  operation  of  the 
sending  station. 

A  non-coded  closed  circuit  system  shall  be  so  ar¬ 
ranged  that  the  operation  of  any  station  will  auto¬ 
matically  sound  the  signaling  devices  until  hook 
is  restored  to  its  original  position ;  and  in  the  break- 
glass  type  until  the  glass  has  been  replaced. 


4.3  Coded  closed  circuit  system  shall  be  divided  into 
three  (3)  classes: 

Class  1 — General  Systems. 

Class  2 — Pre-signal  or  dual  operation  systems. 

Class  3 — Unit  and  general  systems — or  Duplex 
systems. 

Special  systems. 

4.4  Class  1  systems  shall  be  a  general  alarm  system  of 
the  coded  closed  circuit  type  so  arranged  that  the 
operation  of  any  station  will  cause  the  signaling 
devices  to  sound  the  code  number  of  that  stat'on  at 
least  four  (4)  times  throughout  the  entire  building. 


4.5  Class  2  system  shall  be  a  pre-signal  or  dual  opera¬ 
tion  system  of  the  coded  closed  circuit  type  so  ar¬ 
ranged  that  the  operation  of  any  station  will  cause 
the  sounding  of  the  signaling  devices  located  in  the 
engine  room,  elevator  shafts,  basement  or  other 
places  in  the  build:ng  where  the  members  of  the  fire 
brigade  work  or  assemble. 

4.5.1  Approved  means  shall  be  provided  at  each 
station,  so  arranged  that  a  subsequent  opera¬ 
tion  of  any  station  shall  cause  the  sounding 
of  all  signaling  devices  throughout  the  build¬ 
ing; 

4.5.2  This  subsequent  operation  shall  be  performed 
with  the  aid  of  a  key  or  plug  designed  so  as 
to  prevent  unauthorized  sounding  of  the  gen¬ 
eral  alarm. 

4.5.3  The  pre-signal  or  dual  operation  key  or  plug 
shall  be  so  designed  that  it  can  be  readily 
identified  by  the  person  whose  duty  it  would 
be  to  use  same. 


4.6  Class  3  system  shall  be  a  unit  and  general  alarm 
or  Duplex  system  of  the  coded  closed  circuit  type 
so  arranged  that  the  operation  of  a  station  within 
a  unit  will  cause  all  of  the  signaling  devices  in 
that  unit  and  all  of  the  signaling  devices  on  the 
general  alarm  circuit  to  sound  the  code  numbers 
of  the  unit  and  zone  at  least  four  (4)  times. 

4.6.1  An  approved  register  and  time  stamp  may 
be  used  in  connection  with  a  Class  3  system 
when  approved  by  the  Commissioner. 

4.6.2  The  register,  if  of  closed  circuit  type,  shall 
be  operated  from  a  separate  closed  circuit 
control  board  or  from  separate  panel  isolated 
by  barrier  from  main  control  panel  in  main 
control  board  cabinet. 

4.6.3  Approved  closed  circuit  trouble  and  unit  an¬ 
nunciators  shall  be  installed  as  part  of  all 
Class  3  systems  when  required  by  the  Com¬ 
missioner. 


machinery,  closing  doors  or  ventilators  as  may  be 
required  by  the  Commissioner ;  or  to  call  the  central 
station  of  a  private  operating  company  or  the  fire 
department.  Automatic  fire  detecting  systems  may 
be  connected  to  operate  an  interior  fire  alarm  system 
when  connected  thereto  by  an  approved  coded  trans¬ 
mitter.  In  no  case  shall  the  transmitter  be  con¬ 
sidered  to  replace  the  standard  approved  interior 
fire  alarm  station,  except  where  a  transmitter  has 
been  approved  for  both  purposes.  The  special  con¬ 
trol  circuits  shall  be  separate  and  distinct  from  the 
fire  alarm  system  but  shall  be  brought  into  action 
whenever  the  fire  alarm  system  is  set  in  operation. 


Rule  5.  Systems  Permitted  in  Factory  and 
Other  Buildings. 

5.1  Non-coded  closed  circuit  fire  alarm  signal  systems 
shall  be  permitted  only  in  a  factory  building  not 
exceeding  five  (5)  stories  in  height  having  not  more 
than  twenty-five  hundred  (2500)  square  feet  in  area 
in  any  one  story  and  having  not  more  than  one 
hundred  (100)  persons  in  a  single  factory;  nor 
more  than  fifty  (50)  persons  in  a  multiple  tenant 
factory  above  the  first  or  ground  floor. 

5.2  Coded  closed  circuit  systems  shall  be  required  in 
a  factory  building  exceeding  the  requirements  of 
Rule  5.1. 

5.3  Special  fire  alarm  signal  systems  shall  be  permitted 
in  factory  buildings  at  the  direction  of  the  Com¬ 
missioner. 

5.4  Coded  closed  circuit  systems  shall  be  required  in 
all  other  types  of  buildings  requiring  an  interior 
alarm  system. 

Rule  6.  Installation  and  Construction  Re¬ 
quirements. 

6.1  All  work  in  connection  with  the  installation  of  a 
fire  alarm  signal  system  shall  be  performed  in  a 
neat  and  workmanlike  manner  to  the  satisfaction 
of  the  Commissioner. 

6.2  In  any  fire  alarm  system  there  shall  be  not  more 
than  fourteen  (14)  direct  nor  more  than  ten  (10) 
alternating  current  gongs  or  other  approved  sound¬ 
ing  devices  connected  in  one  circuit. 

6.3  There  shall  not  be  in  any  fire  alarm  system  more 
than  twenty  (20)  stations  connected  to  one  circuit 
or  loop. 

6.4  All  gongs  and  signaling  devices  shall  be  located 
not  less  than  eight  (8)  feet  to  the  center  above 
the  floor. 

6.5  All  fire  alarm  stations  shall  be  located  five  (5) 
feet  three  (3)  inches  from  handle  to  floor. 

6.6  An  approved  instruction  card  properly  marked  and 
framed  under  glass  shall  be  installed  at  each  fire 
alarm  station. 

6.7  All  materials  and  devices  used  in  fire  alarm  signal 
systems  shall  be  securely  fastened  in  position  in  a 
manner  satisfactory  to  the  Commissioner. 

6.8  For  fastening  to  masonry  walls,  through  bolts,  metal 
expansion  shields  or  toggle  bolts  shall  be  used. 

6.9  Wood  screws  shall  be  used  for  fastening  equipment 
to  wood  surfaces. 

6.10  The  use  of  nails  or  wood  or  fibre  plugs  is  pro¬ 
hibited. 


4.7  Special  systems  shall  include  a  complete  Class  1, 
2  or  3  system  supplemented  by  special  circuits  for 
the  operation  of  other  firm  alarm  devices  in  the 
systems;  or  electric  control  systems  for  stopping 


6.11  When  fire  alarm  apparatus  is  mounted  upon  a 
wooden  back  board,  such  back  board  shall  be  not 
less  than  seven-eighths  (%)  inch  thick,  impreg¬ 
nated  with  a  non-absorptive  compound.  The  back 
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board  shall  be  so  mounted  as  to  provide  an  air 
space  of  at  least  one-quarter  (%)  inch  between 
the  back  board  and  the  wall  for  free  circulation 
of  air. 

6.12  All  electrical  conductors  shall  be  installed  in  stand¬ 
ard  heavy  wall,  rigid  iron  or  steel  conduits  protected 
with  an  approved  rust  preventive.  Armored  cable 
or  flexible  conduits  will  not  be  accepted. 

6.13  All  conduits  shall  be  grounded  to  a  water  pipe  by 
approved  ground  clamps  with  a  conductor  equal  to 
the  largest  conductor  used  on  the  system  and  the 
smallest  size  ground  conductors  used  shall  not  be 
less  than  No.  10  B.  &  S.  gauge. 

6.14  Splices  in  electrical  conductors  in  vertical  risers 
shall  not  be  permitted.  Splices  when  necessary  in 
horizontal  runs,  shall  be  made  in  approved  junction 
boxes  and  shall  be  properly  soldered  and  taped. 
The  cover  of  the  junction  box  shall  be  painted  fire 
department  red  to  indicate  that  it  contains  splices. 
The  use  of  wire  nuts  or  other  solderless  splicing 
devices  shall  not  be  permitted. 

6.15  Electrical  conduits  shall  enter  only  at  the  side  or 
the  bottom  of  the  control  cabinet. 

6.16  In  coded  fire  alarm  systems  using  break  glass  type 
stations,  at  least  one  (1)  extra  glass  shall  be  pro¬ 
vided  for  each  station  in  the  system. 

6.17  All  openings  in  walls,  floors  or  ceilings  where  con¬ 
duits  pass  through,  shall  be  properly  fire  stopped. 

6.18  Conduits  shall  contain  only  conductors  used  in  con¬ 
nection  with  the  fire  alarm  system. 

6.19  When  special  care  is  taken  to  insure  the  wires 
against  injury,  four  (4)  wires  may  be  placed  in 
one-half  04)  inch  rigid  iron  conduits.  Conductors 
shall  consist  of  not  less  than  No.  14  B.  &  S.  gauge 
copper  wire,  having  rubber  insulation  wall  not  less 
than  three-sixty-fourths  (3/64)  inch  thick. 

6.20  Where  necessary  to  assure  reliable  service,  con¬ 
nections  of  conductors  to  terminals  or  binding  posts 
shall  be  soldered.  The  use  of  a  blow  torch  for 
soldering  connections  to  terminals  shall  not  be 
permitted. 

6.21  Where  wires  pass  underground  from  one  building 
to  another,  they  shall  be  enclosed  in  conduits,  and 
shall  be  lead  encased.  Wires  between  buildings, 
when  not  run  in  conduit,  shall  be  at  least  equiva¬ 
lent  in  conductivity  and  tensile  strength  to  No.  8 
B.  &  S.  gauge  copper  wire  for  box  and  signaling 
circuits  and  shall  be  supported  at  least  every 
seventy-five  (75)  feet  on  approved  glass  insulators 
and  brackets,  and  be  protected  by  approved  light¬ 
ning  arrestors  when  required  by  the  Commissioner. 
As  far  as  possible,  they  shall  be  run  under,  rather 
than  over,  electric  light  or  power  wires. 

Rule  7.  Sending  Stations. 

7.1  There  shall  be  at  least  one  (1)  fire  alarm  sending 
station  in  each  story  of  any  building  requiring  a 
manual  fire  alarm  signal  system,  located  in  a  natural 
path  of  escape  from  fire  at  a  readily  accessible 
location  designated  by  the  Commissioner,  which 
always  shall  be  kept  unobstructed.  Additional  send¬ 
ing  stations  shall  be  installed  so  that  no  point  on 
any  floor  in  a  non-fireproof  building  shall  be  more 
than  one  hundred  (100)  feet  distant  from  the  near¬ 
est  sending  station  upon  such  floor.  In  fireproof  or 
sprinkled  buildings,  the  distance  shall  not  be  more 
than  one  hundred  and  fifty  (150)  feet. 

Rule  8.  Sounding  Devices. 

8 . 1  Sounding  devices  shall  be  sufficient  in  number  to  be 
clearly  audible  to  all  the  occupants  of  the  building. 


Rule  9.  Sub-divided  Buildings. 

9.1  Where  a  building  is  sub-divided  by  fire  walls,  each 
section  shall  be  deemed  a  separate  building  for  the 
purpose  of  fire  alarm  signal  system  installations. 
One  control  board  may  be  used,  if  so  arranged,  as 
to  operate  the  signaling  devices  in  each  section  of 
the  building  independently;  or  may  be  operated  as 
one  unit  when  deemed  necessary  by  the  Commissioner. 

Rule  10.  Mixed  Occupancy. 

10.1  In  buildings  requiring  fire  alarm  signal  systems, 
of  which  parts  are  occupied  by  other  than  factory 
tenants  and  in  which  the  conditions  of  construction 
and  occupancy  warrant  the  establishment  of  a  local 
fire  brigade,  the  Commissioner  may  accept  dual  op¬ 
eration  systems. 

Rule  11.  Existing  Installations. 

11.1  Fire  alarm  signal  systems  heretofore  installed  in 
buildings  in  the  City  of  New  York  and  installed 
in  accordance  with  the  rules  then  in  force,  shall 
be  accepted  as  long  as  they  are  maintained  in  proper 
working  order. 

Rule  12.  Sources  of  Electrical  Energy. 

12.1  Sources  of  electrical  energy  used  in  operating  firt 
alarm  signal  systems  shall  be : 

1.  Generated  electric  power,  not  exceeding  a  po¬ 
tential  of  250  volts,  including: 

(a)  Central  Stations 

(b)  Isolated  Plans 

2.  Storage  battery  power 

12.1.1  Either  source  of  power  shall  be  use< 
under  conditions  and  limitations  as  set 
forth  by  the  Commissioner.  / 

12.2  One  source  of  energy  shall  be  connected  to  the  firt 
alarm  system  at  all  times.  All  auxiliary  sources  oi 
energy  when  required  shall  be  so  arranged  and  con¬ 
trolled  by  an  automatic  switch  that  when  the  pri 
mary  source  of  energy  fails,  the  secondary  sourct 
will  be  automatically  connected  to  the  fire  alarrr 
signal  system.  Intermediate  devices  are  prohibitec 
between  the  fire  alarm  control  board  and  the  source 
of  current  supply,  except  where  specifically  approve! 
by  the  board  for  the  purpose  intended. 

Central  Stations 

12.3  When  the  energy  for  a  fire  alarm  signal  system  h 
supplied  by  a  central  station  power  system  it  shal 
be  accepted  as  the  sole  source  of  supply;  connec¬ 
tions  shall  be  made  on  the  street  side  of  the  service 
switch  except  that  in  case  where  the  master  metei 
is  within  thirty  (30)  feet  of  the  main  switch  of  the 
premises,  permission  may  be  given  by  the  Commis¬ 
sioner  to  connect  to  the  house  side  of  the  metei 
when  a  certificate  of  recent  date  from  an  authority 
of  competent  jurisdiction  has  certified  that  the  elec¬ 
trical  wiring  throughout  the  premises  is  in  a  safe 
condition.  When  a  house  side  connection  is  made 
the  fire  alarm  cutout  shall  be  the  first  connectior 
and  as  near  as  possible  to  the  meter.  Same  shal ! 
be  enclosed  in  a  locked  or  sealed  metal  cabinet 
painted  fire  department  red  and  stenciled  “Interim 
Fire  Alarm.”  Fuses  shall  be  of  the  enclosed  cart¬ 
ridge  type.  Screw  plug  fuses  will  not  be  accepted 
The  cutout  shall  be  a  three  pole  cartridge  fuse  cut 
out  with  neutral  fuse  replaced  by  a  solid  coppei 
bar.  The  smallest  size  fuse  used  on  a  fire  alarn 
system  shall  be  fifteen  (15)  amperes. 
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Isolated  Plants 

12.4  Energy  from  isolated  electric  light  and  power  plants 
shall  be  used  for  fire  alarm  signal  systems  only 
when  there  is  a  more  than  one  generating  unit  and 
the  plant  is  always  in  operation  when  the  building 
is  occupied.  When  only  one  generator  unit  is  em¬ 
ployed,  the  source  of  energy  shall  be  supplemented 
by  storage  battery  or  other  auxiliary  service.  The 
fire  alarm  service  connection  shall  be  taken  from 
the  main  bus  of  the  house  switchboard  and  installed 
in  accordance  with  the  service  requirements  under 
central  stations.  When  a  house  side  connection  is 
made,  the  fire  alarm  cutout  shall  be  the  first  con¬ 
nection  and  as  near  as  possible  to  the  meter.  Same 
shall  be  enclosed  in  a  locked  or  sealed  metal  cabinet, 
painted  fire  department  red  and  stenciled  “Interior 
Fire  Alarm.”  Fuses  shall  be  of  the  enclosed  cart¬ 
ridge  type.  Screw  plug  fuses  will  not  be  accepted. 
The  cutout  shall  be  a  three  i>ole  cartridge  fuse  cut¬ 
out  with  neutral  fuse  replaced  by  a  solid  copper  bar. 
The  smallest  size  fuse  used  on  a  fire  alarm  system 
shall  be  fifteen  (15)  amperes. 

Storage  Battery 

12.5  When  a  storage  battery  equipment  is  used  as  the 
sole  source  of  current  for  a  fire  alarm  signal  sys¬ 
tem,  the  storage  battery  shall  be  provided  in  dupli¬ 
cate  ;  or  an  approved  type  trickle  charger  may  be 
substituted  for  the  duplicate  storage  battery  located 
in  a  room  sufficiently  ventilated.  Such  installations 
shall  be  equipped  with  a  switchboard  or  panel  of 
approved  material  on  which  are  mounted  volt  me¬ 
ters,  ammeters,  circuit  breakers,  fuses,  resistances, 
switches,  starting  devices  for  motors,  field  rheostats 
for  generator  and  other  apparatus  required  for 
charging  and  operating  the  battery. 

12.6  Storage  batteries  shall  be  so  located  and  ventilated 
as  to  avoid  danger  of  sparking  contacts  igniting 
flammable  gases  or  vapors. 

In  no  case  shall  a  storage  battery  be  located  in  the 
same  room  with  a  gas  meter. 

ilule  13.  Acceptance  Test. 

13.1  Upon  completion  of  a  fire  alarm  signal  system  and 
as  a  condition  of  acceptance,  a  test  of  the  entire 
installation  shall  he  made  under  the  direction  of 
the  Commissioner. 

.2  All  systems  shall  show  an  insulation  resistance  of 
not  less  than  ten  (10)  megohms  with  signaling  ap¬ 
paratus  disconnected. 

13.3  The  owner  or  contractors  shall  furnish  all  the  nec¬ 
essary  tools,  jnstruments  and  labor  to  conduct  this 
test  when  required  by  the  Commissioner.  The  con¬ 
tractor  shall  notify  the  Department  having  jurisdic¬ 
tion  in  writing  at  the  start  and  upon  completion  of 
the  installation. 

^ule  14.  Daily  and  Monthly  Test. 

14.1  Every  fire  alarm  system  shall  be  tested  each  morn¬ 
ing  immediately  after  the  hours  of  starting  work. 
No  such  system  shall  be  used  for  any  other  pur¬ 
pose,  except  that  the  daily  dismissal  signals  may 
be  given  if  authorized  by  the  Commissioner.  The 
use  of  the  system  for  fire  drill  purposes  may  be 
considered  a  test  of  those  parts  of  the  system  ac¬ 
tually  used. 

14.2  Each  sending  station  shall  be  tested  at  least  once 
a  month. 

14.3  All  apparatus  requiring  winding  shall  be  rewound 
after  each  operation  and  kept  in  normal  condition. 

14.4  A  complete  record  of  monthly  tests,  fire  drills  and 
other  operations  of  fire  alarm  systems  shall  be  kept 
subject  to  inspection  fey  the  Commissioner. 
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Rule  15.  Maintenance. 

15.1  Interior  fire  alarm  systems  shall  be  maintained  in 
operating  condition  at  all  times,  unless  the  buildings 
are  vacated  for  a  ])eriod  longer  than  one  week.  If 
the  system  becomes  inoperative  at  any  time,  it  shall 
be  the  duty  of  the  owner  or  the  person  designated 
by  him  to  be  in  charge  of  the  system  to  notify 
all  the  occupants  of  the  building  and  to  take  im¬ 
mediate  steps  to  have  the  system  restored  to  work¬ 
ing  order.  He  shall  also  place  cards  on  the  fire 
alarm  boxes  indicating  that  the  system  is  out  of 
order. 

15.2  If,  for  any  reason,  it  becomes  necessary  to  discon¬ 
nect  the  source  of- current  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  Com¬ 
missioner  in  advance  of  such  disconnection,  stating 
the  reason  therefor. 

15.3  In  systems  using  break  glass  type  stations,  at  least 
one  (1)  extra  glass  for  each  station  in  the  system 
shall  be  kept  on  the  premises. 

Rule  16.  Alarm  Boxes. 

16.1  In  fire  alarm  signal  systems  the  metal  case  enclos¬ 
ing  exposed  or  surface  alarm  boxes  shall  be  of  cast 
iron  or  cast  No.  43  aluminum  and  drilled  and  tapped 
to  receive  the  conduit.  Y\  hen  exposed  to  moisture 
the  box  shall  be  enclosed  in  a  suitable  weather¬ 
proof  outer  shell.  In  new  buildings,  approved  back 
boxes  embedded  in  the  wall  may  be  used  and  the 
conduits  shall  be  properly  secured  by  lock  nuts  and 
bushings. 

16.2  All  current  carrying  parts  shall  be  insulated  from 
parts  of  opposite  polarity  with  approved  insulating 
material. 

16.3  All  coded  pull  lever  type  stations  shall  be  fitted 
with  a  door  to  protect  the  pull  lever  against  ac¬ 
cidental  injury.  Such  door  shall  have  a  handle 
rigidly  secured  thereon  and  be  so  constructed  as 
to  open  readily.  The  wording  “In  Case  of  Fire 
Open  Door  and  Pull  Down  Lever”  in  raised  letters 
or  equivalent  instructions  shall  appear  on  the  door. 

16.4  A.11  break-glass  type  fire  alarm  boxes  shall  be  pro¬ 
vided  with  suitable  hammers  on  chains  of  approved 
type  attached  to  or  near  the  boxes  with  which  the 
glass  can  readily  be  broken ;  or  other  methods  may 
be  used  to  break  the  glass  when  approved  by  the 
Commissioner. 

16.5  All  break-glass  boxes  shall  have  in  raised  letters 
on  the  fronts,  the  wo’rds  “Fire  Alarm — In  Case  of 
Fire  Break  Glass,”  and  such  additional  instructions 
as  may  be  necessary  to  send  an  alarm. 

16.6  The  box  or  station  shall  be  so  designed  that  once 
started,  the  proper  transmission  of  a  complete  set 
of  signals  cannot  be  interfered  with  by  manipula¬ 
tion  of  its  starting  device. 

16.7  Each  closed  circuit  coded  box  or  station  shall  be 
arranged  to  send  a  definite  code  of  signals  to  in¬ 
dicate  the  floor  or  portion  of  same  on  which  it  is 
located. 

16.8  Not  less  than  three  (3)  or  more  than  twenty  (20) 
taps  or  blasts  shall  be  given  at  each  revolution  of 
the  code  wheel. 

16.9  The  code  wheel  shall  revolve  at  least  four  (4) 
times  for  each  operation  of  its  starting  device  and 
be  of  metal  properly  insulated  from  ground. 

16.10  Boxes  or  stations  used  in  systems  in  which  whistles, 
vibrating  bells  or  horns  are  employed  shall  be  so 
times  that  the  sounding  devices  will  give  the  code 
signal  clearly. 

16.11  Contact  point  shall  be  in  multiple. 
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16.12  Contact  points  and  contacts  of  the  testing  devices 
shall  be  of  silver  or  other  approved  material  and 
be  of  the  scraping  type,  secured  in  a  substantial 
manner  to  phosphor  bronze  or  other  approved  ma¬ 
terial  springs,  and  be  so  designed  as  to  positively 
break  a  circuit  carrying  one-tenth  (1/10)  ampere 
at  two  hundred  and  fifty  (250)  volts  under  actual 
working  conditions. 

16.13  Lever  boxes  shall  be  so  designed  as  to  automatically 
wind  when  the  lever  is  pulled  for  an  alarm.  Boxes 
requiring  glass  replacements  shall  be  so  arranged 
that  replacement  cannot  be  made  without  resetting 
mechanism  for  another  alarm. 

16.14  Where  it  becomes  necessary  to  install  more  than 
one  set  of  contacts  operating  from  code  wheel, 
permission  in  writing  in  advance  must  be  obtained 
from  the  Commissioner.  This  shall  not  include  pre¬ 
signal  features. 

16.15  The  box  shall  have  plainly  marked  thereon  its  code 
signal  number. 

Rule  17.  Non-Ccded  Boxes. 

17.1  Non-coded  closed  circuit  fire  alarm  stations  may 
be  operated  by  a  break-glass  or  pull  lever  device  so 
arranged  that  the  alarm  cannot  be  interfered  with 
except  by  resetting  or  replacement  of  the  glass  by 
an  authorized  person. 

17.2  The  construction  and  materials  shall  be  equal  to 
that  of  the  standard  approved  type  coded  closed 
circuit  station  except  that  the  contacts  shall  be  of 
ample  capacity  to  safely  carry  the  entire  operating 
current  of  the  gong  circuit  without  excessive  heating. 

Rule  18.  Station  Testing  Devices. 

18.1  Each  fire  alarm  system  shall  be  provided  with  an 
auxiliary  device  to  test  the  signaling  devices,  lo¬ 
cated  in  one  of  the  alarm  boxes  or  mounted  on 
the  control  board.  Such  testing  devices  shall  be 
arranged  to  make  the  test  without  operating  the 
break  wheel  of  the  box  or  interfering  with  the  dual 
operating  feature. 

18.2  Provision  shall  be  made  for  a  silent  test  of  coded 
alarm  box  mechanisms  without  operating  the  sig¬ 
naling  devices.  Such  device  shall  be  designed  to 
prevent  any  persons  except  those  in  authority  from 
operating  the  same  and  to  prevent  the  possibility  of 
the  box  being  left  inoperative  after  the  test. 

Rule  19.  Supervising  Current. 

19.1  A  small  current  flow  to  constantly  supervise  each 
circuit  shall  be  maintained.  A  milliammeter,  or 
other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising 
current. 

19.2  The  supervising  circuit  shall  be  provided  with  a 

trouble  bell  operating  on  open  circuit  arranged  to 
ring  continuously  in  case  of  failure  of  the  system. 

The  trouble  bell  shall  be  so  located  thqt  it  will  be 

within  audible  range  of  some  responsible  person 
in  the  building  and  shall  be  connected  to  the  elec¬ 
tric  light  or  power  service  in  the  building.  Per¬ 
mission  may  be  granted  by  the  Commissioner  to  con¬ 
nect  the  trouble  bell  to  a  battery  of  approved  type. 

19.3  Trouble  bells  shall  not  be  fitted  with  silencing 

switches  except  in  such  a  manner  that  the  act  of 
silencing  the  bell  by  the  operation  of  the  switch, 
automatically  and  positively  transfers  the  trouble 
signal  to  a  red  lamp  on  the  control  board  fed  by 
some  auxiliary  source  of  current  supply.  This 
auxiliary  source  of  current  shall  be  a  house  lighting 
circuit  or  any  other  approved  source. 


19.4  The  trouble  bell  shall  be  of  an  approved  design  o 
the  vibrating  type  and  give  a  distinctive  signal. 

Rule  20.  Protection  of  Sending  and  Sound¬ 
ing  Devices. 

20.1  In  fire  alarm  signal  systems,  all  moving  parts  o: 
sending  stations  and  sounding  devices  shall  be  en 
closed  in  metal  casings,  made  dust-proof  and  damp 
proof  when  necessary,  and  clearly  marked  witl 
instructions  for  use. 

20.2  Whenever  necessary,  hammer  rods  of  gongs  shal 
be  suitably  protected  against  mechanical  injury  o 
derangement  by  the  use  of  a  guard  or  other  suit 
able  means.  If  subject  to  mechanical  injury,  th< 
entire  device  shall  also  be  enclosed  in  a  protecting 
case  made  of  approved  wire  netting  or  perforatec 
metal.  All  casings  shall  be  insulated  from  curren 
carrying  parts,  but  shall  be  grounded  to  the  con 
duit. 

Rule  21.  Standards  of  Electric  Alarm  Appa 
ratus. 

21.1  All  electrically  actuated  apparatus  used  in  fin 
alarm  systems  shall  be  so  designed  and  constructs 
that  it  will  operate  satisfactorily  at  a  current  flov 
of  twenty-five  (25)  per  cent  above  or  below  tht 
normal  operating  current. 

Insulation 

21.2  Insulating  materials  used  in  electric  fire  alarm  sig 
nal  systems  shall  be  varnished  cambric,  bakelitc 
mica  or  other  approved  insulating  material. 

21.2.1  The  use  of  fibre  or  paper  as  an  insulating 
material  for  fire  alarm  signal  systems  shal 
not  be  permitted. 

21.3  The  insulating  material  used  on  electric  fire  alarn 
signal  systems  shall  be  capable  of  withstanding  ai 
insulation  break-down  test  of  one  thousand  (1000) 
volts  A.  C.  plus  twice  operating  voltage  applied  foi 
one  (1)  minute. 

Electro-Magnets 

21.4  Electro-magnet  windings  shall  be  impregnated  witl 
an  insulating  moisture  repelling  compound  or  shal 
be  of  silk  enameled  wire. 

21.5  Electro-magnet  coils  to  be  used  on  alternating  cur 
rent  when  composed  of  enameled  wire  shall  hav« 
an  additional  approved  insulation  on  each  wire 
The  coils  may  be  of  the  form  wound  type. 

21.6  A  protective  cover  to  prevent  mechanical  injur) 
shall  be  provided  over  the  entire  coil. 

21.7  Electro-magnet  coils  shall  be  securely  fastened  tr 
prevent  floating. 

21.8  Electro-magnet  cores  shall  be  of  the  best  grade  oi 
ferrous  material  so  as  to  reduce  to  a  minimum  tht 
possibility  of  failure  due  to  residual  magnetism. 

21.9  Electro-magnet  cores  for  use  on  alternating  current 
shall  be  of  laminated  construction  or  other  approver 
method  to  prevent  heating  and  promote  efficiency 

21.10  Electro-magnet  cores  of  relays  and  gongs  shall  bt 
treated  to  prevent  corrosion. 

21.10.1  Paint  or  varnish  for  this  purpose  shall  not 
be  used. 

21.11  Non-magnetic  freeze  pins  shall  be  used  which  will 
prevent  two  magnet  surfaces  coming  in  actual  con¬ 
tact. 

Gongs 

21.12  Gong  shells  shall  be  pinned  to  prevent  turning  and 
then  securely  fastened  to  its  support  by  a  machine 
cap  screw  at  least  three-eighths  04)  inch  in 
diameter. 
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21.13  Gong  shells  shall  be  covered  with  an  approved  rust 
preventive. 

[fel.14  The  gong  shell  support  and  gong  frames  shall  be 

Kcast  in  one  piece. 

Wiring 

21.15  All  connections  shall  be  properly  protected,  securely 
made  and  where  subject  to  motion  shall  be  of  ap¬ 
proved  flexible  wire. 

21.16  All  wiring  of  control  board,  station  and  gong  cir¬ 
cuits  shall  be  at  least  No.  14  B.  &  S.  gauge. 

21.17  Binding  posts  shall  be  of  such  a  character  that  the 
wire  is  held  between  two  flat  surfaces. 


21.18  Binding  posts  shall  be  mounted  on  an  approved 
terminal  block  or  insulating  strip  spaced  not  nearer 
than  one-half  04)  inch  to  each  other,  unless  sepa¬ 
rated  by  approved  barriers. 


Relays 

21.19  The  armatures  of  all  relays  shall  depend  on  grav¬ 
ity  or  magnetic  attraction  for  their  operation. 


■: 


21.19.1  This  action  may  be  assisted  by  flat  type 
springs  when  approved  by  the  Commis¬ 
sioner. 

21.19.2  The  use  of  spiral  springs  is  prohibited. 


21.20  Adjustments  shall  be  of  such  a  character  that  they 
can  be  securely  locked. 

21.21  Contact  points  shall  be  ample  in  area  not  only  to 
take  care  of  current  used  in  operation  but  to  insure 
long  life  and  shall  be  of  pure  silver,  or  other  ap¬ 
proved  material,  properly  riveted  to  their  support. 

21.22  Contact  arms  shall  be  of  phosphor  bronze  and  be 
of  the  dead  beat  type. 

21.23  Contact  assemblies  shall  be  of  such  a  character  that 
their  operation  will  be  of  a  scraping  self-cleansing 
nature. 


21.24  The  use  of  condensers  across  contacts  to  absorb 
the  arc  or  in  any  part  of  a  fire  alarm  circuit  is 
prohibited. 


delays  devices,  the  operation  of  a  single  time  limit 
delay  device  shall  not  affect  other  sounding  devices 
similarly  protected. 

22.5  A  contactor  relay  to  operate  the  sounding  devices 
shall  be  provided  on  all  direct  current  gong  cir¬ 
cuits  exceeding  three  (3)  and  all  alternating  cur¬ 
rent  gong  circuits  exceeding  two  (2)  in  number. 

22.6  Gong  circuits  not  requiring  contactor  relays  shall 
be  operated  by  contacts  properly  placed  on  the 
armature  of  the  box  circuit  relay. 

22.7  A  separate  time  limit  delay  device,  contactor  relay, 
contactor  supervisory  relay  and  gong  supervisory 
relay  shall  be  provided  for  each  four  (4)  gong 
circuit  or  fraction  thereof. 

Switches 

22.8  Triple  pole,  double  throw,  broken  back  knife 
switches  properly  supervised  and  connected  to 
emergency  resistors  shall  be  provided  on  all  box 
and  gong  circuits  when  they  exceed  three  (3)  in 
number. 

Instruments 

22.9  A  separate  approved  milliammeter  or  other  ap¬ 
proved  current  indicating  device  shall  be  provided 
for  the  box  circuit  and  each  four  (4)  gong  circuit 
on  the  control  board  when  the  gong  circuits  exceed 
three  (3)  in  number.  A  separate  milliammeter 
shall  be  provided  to  indicate  the  supervisory  cur¬ 
rent  of  contactor  relays  and  emergency  switch 
circuits.  This  meter  shall  be  known  as  the  Board 
Meter. 

Resistors 

22.10  Resistors  shall  be  mounted  on  the  front  or  face 
of  control  panels  and  shall  be  of  vitreous  enameled 
type. 

Note:  Wire  wound  resistors  when  protected  by  a 
suitable  metal  guard  may  be  used  in  special 
cases  when  approved  by  the  Commissioner. 

22.11  Ferrule  or  knife  contact  type  resistors  shall  not 
be  used. 


21.25  Relays  shall  be  free  from  objectionable  hum  when  22.12  A  protective  resistor  shall  be  placed  in  the  nega- 
used  on  alternating  current.  tive  Gr  live  lead  of  all  box  circuits  to  protect  the 

contacts  of  the  boxes  in  the  event  of  a  ground. 


ule  22.  Time  Limit  Delay  Device. 

22.1  All  gong  circuits  shall  and  special  signal  apparatus 
may  when  required  by  the  Commissioner,  be  pro¬ 
tected  by  a  Tirpe  Limit  Delay  Device. 

Note :  This  time  limit  delay  device  shall  consist 
of  a  heating  coil  so  designed  that  the  nor¬ 
mal  operating  current  will  have  little  or  no 
effect  upon  a  thermostatic  bi-metal  bar  or 
strip  contained  therein.  Any  abnormal  in¬ 
crease  over  operating  current  or  the  continued 
accumulative  heating  effect  thereof  after  a 
period  of  not  less  than  three  (3)  minutes 
nor  more  than  twenty  (20)  minutes  shall 
cause  the  thermostatic  element  to  expand. 
The  expansion  of  this  element  shall  auto¬ 
matically  open  the  source  of  current  supply 
to  the  gongs  or  devices  protected. 

22.2  The  operation  of  the  time  limit  delay  device  shall 
cause  the  trouble  bell  to  ring. 

22.3  Time  limit  delay  devices  shall  be  so  connected  in 
the  fire  alarm  circuit  that  their  operation  will  not 
open  the  fire  alarm  box  circuits. 

22.4  Where  due  to  the  extent  of  the  installation,  it  be¬ 
comes  necessary  to  install  a  number  of  time  limit 
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22.12.1  This  resistor  shall  be  not  less  than  three 
hundred  (300)  nor  more  than  seven  hun¬ 
dred  and  fifty  (750)  ohms  resistance. 


Rule  23.  Control  Boards. 

23.1  All  relays,  current  indicators,  resistances,  time  limit 
delay  devices  and  other  apparatus  used  in  connec¬ 
tion  with  the  operation  and  supervision  of  closed 
circuit  fire  alarm  signal  systems  shall  be  properly 
mounted  on  a  panel  of  approved  material,  in  a 
metal  cabinet  provided  with  lock  and  key.  The 
control  board  shall  be  located  in  a  place  subject 
to  the  least  vibration,  free  from  moisture,  in¬ 
flammable  gases,  dust  and  mechanical  injury  and 
under  frequent  view  of  a  responsible  occupant  of 
the  building  delegated  by  the  owner  to  be  in  charge. 

23.2  Control  board  panels  shall  be  of  insulating  mate¬ 
rial  such  as  ebony  asbestos,  bakelite  or  other  ap¬ 
proved  materials  at  least  one-half  ()4)  inch  in 
thickness. 

23.3  Control  boards  mounted  in  each  cabinet  shall  be 
securely  fastened  in  each  corner. 

23.4  Provision  shall  be  made  for  ample  wire  gutter 
space  around  the  panel. 


RULES 


23.5  Conduit  knockouts  shall  not  he  provided  in  top  of 
control  board  cabinet. 

23.6  An  approved  wiring  diagram  of  the  alarm  system 
and  card  of  instruction  properly  marked  and  se¬ 
curely  fastened  shall  be  provided  within  the  con¬ 
trol  board  cabinet.  When  it  becomes  necessary 
to  mount  the  diagram  outside  of  the  cabinet,  the 
diagram  shall  be  properly  framed  under  glass. 

23.7  All  control  board  cabinets  shall  be  provided  with 
sight  hole  and  glass  panel  to  make  meters  on  the 
inside  of  the  cabinets  visible  from  the  outside. 

23.8  Wire  in  gutter  spaces  shall  be  properly  laced  in 
a  neat  and  workmanlike  manner  on  all  control 
boards  having  a  capacity  for  more  than  three  (3) 
gong  circuits. 

Rule  24.  Battery  Cabinets. 

24.1  All  electrical  batteries  for  fire  alarm  signal  systems 
shall  be  placed  in  substantial  protecting  cabinets 
thoroughly  ventilated,  elevated  not  less  than  one  (1) 
nor  more  than  five  (5)  feet  above  the  floor  and 
located  in  clean,  dry  and  cool  places  where  the 
temperature  will  not  be  less  than  forty  (40)  nor 
more  than  one  hundred  and  ten  (110)  degrees 
Fahrenheit.  Main  battery  cabinets  shall  be  so  con¬ 
structed  that  the  condition  of  the  elements  may  be 
observed  without  disturbing  the  cells. 

24.2  Metal  battery  cabinets  shall  be  constructed  of  sheet 
iron  or  steel,  not  less  than  No.  14  U.  S.  gauge  in 
thickness,  properly  reinforced  by  angle  irons,  with 
self-closing  doors  provided  with  lock  and  key  and 
wood  shelves  not  less  than  seven-eighths  (%)  of 
an  inch  thick,  unless  the  battery  is  of  the  spray- 
proof  type,  properly  fastened  and  secured  to  pre¬ 
vent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  (3)  coats 
of  asphaltum  compound,  each  coat  to  be  thoroughly 
dry  before  the  next  is  applied,  or  with  baked  enamel. 

24.3  Wood  battery  cabinets  shall  be  constructed  of  the 
first  grade  of  kiln  dried  wood  not  less  than  seven- 
eighths  (%)  of  an  inch  thick  and  shall  be  pro¬ 
vided  with  self-closing  door  and  approved  lock.  The 
shelves  shall  be  not  less  than  seven-eighths  (%) 
of  an  inch  thick  properly  fastened  and  secured 
to  prevent  sagging.  The  cabinet  shall  be  of  sub¬ 
stantial  construction  painted  on  the  interior  with 
three  (3)  coats  of  asphaltum  compound  and  on 
the  exterior  with  three  (3)  coats  of  lead  paint 
or  two  (2)  coats  of  varnish. 

24.4  Storage  batteries  may  be  placed  on  enameled  metal 
battery  racks,  provided  the  batteries  are  installed 
in  a  place  where  they  will  not  be  subject  to  me¬ 
chanical  injury,  and  will  be  ventilated  as  required 
in  Rule  12.6. 

Rule  25.  Painting  of  Equipment. 

25.1  All  enclosing  cases  for  fire  alarm  apparatus  shall 
be  finished  in  fire  department  red,  except  where 
special  permission  is  given  by  the  Commissioner  to 
deviate  from  this  requirement. 

Rule  26.  Closed  Circuit  Annunciators. 

26.1  Annunciators  used  in  connection  with  Class  3  fire 
alarm  systems  shall  be  of  an  approved  closed  cir¬ 
cuit  type. 

26.2  The  annunciator  shall  have  approved  type  of  re¬ 
lays  equipped  with  a  suitable  target,  shutter  or 
other  indicating  device. 

26.2.1  The  indicating  device  shall  have  marked 
’  thereon  a  suitable  description  of  the  pur¬ 
pose  it  serves. 


26.3  The  printed  designation  on  unit  or  building  annun¬ 
ciator’s  indicators  shall  be  legible.  The  mechanism 
shall  be  so  arranged  that  once  operated  the  indi¬ 
cating  device  shall  be  reset  manually. 

26.4  A  unit  annunciator  shall  be  so  designed  that  the, 
operation  of  any  station  in  the  unit  shall  cause  a 
visible  and  audible  signal. 

26.5  The  unit  annunciator  shall  be  actuated  by  contact 
on  code  wheel  of  the  fire  alarm  station  or  by  con¬ 
tact  on  a  relay  connected  to  the  fire  alarm  box 
circuit.  In  no  case  shall  the  station  fire  alarm  j 
circuit  be  used  for  this  purpose. 

26.6  Trouble  annunciators  shall  be  so  arranged  that  the 
indicating  device  will  reset  automatically  when 
cause  of  trouble  l^as  been  removed. 

26.7  The  trouble  annunciator  shall  be  so  designed  that 
it  will  indicate  visible  and  audible  trouble  signals] 
in  the  event  of  trouble  occurring  on  any  circuit, 
control  board  or  unit  annunciators. 

26.8  The  trouble  annunciator  shall  be  actuated  by  the 
operation  of  contacts  on  all  supervisory  relays. 

26.8.1  Each  relay  of  this  annunciator  shall  be 
provided  with  two  (2)  sets  of  contacts  sc 
arranged  that  one  will  operate  the  one 
hundred  and  ten  (110)  volt  trouble  signal, 
the  other  set  to  actuate  the  register  if  a 
register  is  used. 

26.9  A  trouble  buzzer  switch  and  lamp  shall  be  mounted | 
on  the  inside  of  each  unit  annunciator  cabinet  on 
the  panel. 

26.10  A  trouble  bell,  switch  and  lamp  shall  be  mounted 
on  the  inside  of  each  trouble  annunciator  cabinet 
on  the  panel.  Trouble  bell  may  be  placed  at  a 
distance  from  the  annunciator  by  special  permis¬ 
sion  of  the  Commissioner. 

26.11  Relay  drops  of  annunciator  shall  be  so  designed 
that  vibration  from  without  or  that  caused  by  the 
trouble  signal  within  will  not  operate  the  indicat¬ 
ing  devices. 

26.12  All  annunciators  shall  be  installed  in  a  separatej 
red  enameled  steel  cabinet  provided  with  an  ap¬ 
proved  lock  and  key. 

26. 13  Annunciators  shall  be  properly  marked  in  white 
letters  at  least  one  (1)  inch  high  with  the  words: 
“Fire  Alarm  Annunciator”  Zone — or  “Fire  Alarm 
Trouble  Annunciator,”  whichever  the  case  may  be 

Rule  27.  Licensed  Contractors. 

27.1  No  person  shall  install,  alter  or  repair  or  cause 
to  be  installed,  altered,  or  repaired  electrical  wir¬ 
ing  or  apparatus  for  fire  alarm  systems  in  any! 
building,  except  a  person  holding  a  license,  or  a 
special  license  in  accordance  with  Chapter  30, 
Article  1,  of  the  Administrative  Code.  The  enforc- 1 
ing  authority  shall  not  approve  any  installation, 
alteration  or  repair  done  in  violation  of  this  rule. 

Rule  28.  Used  or  Rebuilt  Apparatus. 

28.1  Used  apparatus  shall  not  be  re-used  for  any  in¬ 
terior  fire  alarm  system  under  these  Rules  and 
Regulations  until  the  same  has  been  reconditioned 
in  the  shop  of  a  reliable  manufacturer  building 
interior  fire  alarm  apparatus  which  has  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals. 
Approval  in  writing  shall  be  obtained  from  the  en¬ 
forcing  authority  prior  to  installation.  The  en¬ 
forcing  authority  shall  not  approve  for  use,  used 
or  reconditioned  apparatus  that  may  not  give  satis¬ 
factory  service. 
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680-44-BZ,  325-46-BZ,  409-46-BZ,  468-46-BZ,  510-46- 
f  BZ,  527-46-BZ,  206-27-BZ,  423-41-BZ,  627-46-BZ, 

666-46-BZ,  710-46-BZ,  708-46-BZ,  743-46-BZ,  342-46-A, 
691-46-A,  775-46-A,  376-46-SM  and  736-46-SM. 

Minutes  of  Regular  Meeting,  Wednesday  Afternoon,  No¬ 
vember  13,  1946,  Affecting  Calendar  Numbers  1200- 
40-A,  614-45-A,  655-46-A,  779-46-A,  812-46-A,  816-46-A, 
187-35-A,  394-45-A,  724-46-A,  117-24-BZ,  415-44-BZ, 
523-44-BZ,  106-36-BZ,  261-36-BZ  and  1146-39-SM. 

Oil  Burner  Rules. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 


Restored  to  Calendar. 


New  Cases  Filed  up  to  November  12,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

845-46-BZ — H.  B.  M. — 151  Lenox  avenue,  west  side,  81  ft. 
3%  in.  south  of  West  118th  street  (Block  1902,  Lot  33),  Bor¬ 
ough  of  Manhattan,  Alt.  2232-46. 


846-46-BZ — H.B.Bx.— 1355  Brook  avenue  and  417  Kinder- 
mann  place,  northwest  corner  (Block  2893,  Lot  81),  Bor¬ 
ough  of  The  Bronx,  Alt.  1025-46. 


847-46-A — H.B.B. — 68  Woodruff  avenue  and  27-35  St.  Pauls 
place,  southeast  corner  (Block  5059,  Lot  10),  Borough  of 
Brooklyn,  Alt.  4002-46. 


848-46-BZ — H.B.Q. — North  side  of  46th  avenue,  from 
Utopia  parkway  to  172nd  street  (Block  5526,  Lots  1,  4,  8,  9, 
10  and  77),  Flushing,  Borough  of  Queens,  N.B.  7933-46. 


849-46-A — F.D. — 429-435  South  5th  street,  north  side,  100  ft. 
west  of  Union  avenue  (cellar,  basement  and  1st  floors)  ; 
(Block  2452,  Lot  24),  Borough  of  Brooklyn,  Decision  re 
3576-LC. 


850-46-SM — Selectrol  Engineering  Corp.,  Fill  Pipe  Termi¬ 
nal,  manufactured  by  Selectrol  Engineering  Corp.,  Material. 


851-46-BZ — H.B.B. — 883  Blake  avenue  (877  displayed), 
north  side,  25  ft.  west  of  Jerome  street  (Block  4045,  Lot  46), 
Borough  of  Brooklyn,  Alt.  3684-46. 


852-46-BZ — H.B.Q.— 1601-1611  Mott  avenue  and  1806-1818 
Cornaga  avenue,  northwest  corner  (Block  48,  Lot  34),  Far 
Rockaway,  Borough  of  Queens,  Alt.  2730-46. 


853-46-BZ — H.B.B. — 3910-3920  10th  avenue  and  983  40th 
street  (979  displayed),  northwest  corner  (Block  5583,  Lot 
72),  Borough  of  Brooklyn,  Alt.  4300-46. 


854-46-BZ — H.B.B. — 2978  Fulton  street,  south  side,  20  ft. 
5  in.  west  of  Elton  street  (Block  3954,  Lot  24),  Borough  of 
Brooklyn,  Alt.  4481-46. 


855-46-BZ — H.B.Bx. — 2222  Solon  place,  south  side,  175  ft. 
east  of  Castle  Hill  avenue  (Block  3573,  Lots  39  and  40), 
Borough  of  The  Bronx,  Amendment  to  Alt.  535-46. 


856-46- A — F.D.— re  Transportation  of  fuel  oil  in  Tank 
Truck  in  New  York  City  (capacity  of  tank  not  in  conformity 
with  Administrative  Code  requirements  covering  Tank 
Trucks),  48289-LC. 


106-36-BZ — H.B.M.- — 4-8  Mangin  street,  east  side,  75  ft. 
north  of  Grand  street  (Block  321,  Lots  29,  30  and  31),  Bor¬ 
ough  of  Manhattan,  N.B.  64-36. 

261-46-BZ — H.B.Bx. — 2891-2895  Bailey  avenue,  west  side, 
57  ft.  south  of  West  230th  street  (Block  3264,  Lots  82  and 
88),  Borough  of  The  Bronx,  Decision  re  Certificate  of  Occu¬ 
pancy. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings;, 
H.B.R. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — - 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 

RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . . . Sept. 

Concrete  Rules  (Hydrated  Lime)...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . .....June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ...... .Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . ....Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . .Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

5,  1946— Vol.  31,  No.  45 

19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8,  1946— Vol.  31,  No.  41 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


857-46- A — F.D. — 738-744  3rd  avenue,  foot  of  23rd,  24th  and 
25th  streets  (Block  650,  Lot  67),  Borough  of  Brooklyn, 
17834-LF. 


858-46-BZ — H.B.B. — 500-518  Park  place,  south  .side,  175  ft. 
west  of  Classon  avenue  (Block  1167,  Lots  32,  134,  36  and 
38),  Borough  of  Brooklyn,  Alt.  3410-46. 


NOVEMBER  19,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  19,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  7K  1946,  under  section  7c  of  the  zoning  resolution,  to 
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permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station ;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
*  street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

611-46-BZ — Application,  August  27,  1946,  under  sections 
7a,  7e  and  21  of  the  zoning  resolution,  of  Jacob  J.  Glos- 
ter,  applicant,  on  behalf  of  Leading  Cleaners  and  Dyers, 
Inc.,  owner,  to  permit  in  a  residence  use,  D  area  district, 
the  extension  to  existing  dry  cleaning  establishment,  using 
more  than  the  area  permitted;  premises  1147-1155  Lorraine 
avenue,  northwest  corner  of  Pine  street  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklyn. 

707-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tions  7h  and  21  of  the  zoning  resolution,  of  Samuel  Gold, 
applicant  and  lessee,  on  behalf  of  Jobreen  Realty  Corp.  and 
Louis  Rovegno,  owners,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles,  for  a 
term  of  years;  premises  1-15  Bedford  street,  and  180-190 
West  Houston  street,  northwest  corner  (Block  528,  Lots  1 

Ito  5  inclusive  and  44  to  51  inclusive),  Borough  of  Man¬ 
hattan. 

780-46-BZ — Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  bottle  stor¬ 
age  plant  of  an  existing  brewery  (previously  granted  by  the 
Board)  to  manufacturing;  premises  229  Pulaski  street,  north 
!  side,  204  ft.  6  in.  east  of  Throop  avenue  (Block  1773,  Lot 
69,  part  of  Lot  50),  Borough  of  Brooklyn. 

404-38-BZ— Application  of  Sidney  M.  Zneimer,  applicant, 
for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
j  variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 

|  motor  vehicles,  for  a  temporary  term  of  years ;  premises 
214-228  Schermerhorn  street,  south  side,  233  ft.  east  of 
Hoyt  street  (Block  171,  part  of  Lot  7),  Borough  of  Brook- 
r  lyn. 

405-38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 
i  for  Board  of  Transportation,  City  of  New  York,  owner 
>  (Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc- 
.  tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
|  variance — Application,  previously  granted.on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
j  use  district,  the  parking  and  storage  of  more  than  five  (5) 

|  motor  vehicles;  for  a  temporary  term  of  years;  premises 
240-250  Schermerhorn  street  and  54-60  Bond  street,  south¬ 
west  corner  (Block  171,  part  of  Lot  7),  Borough  of 
Brooklyn. 

406-38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

I  for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance— Application,  previously  granted  on  condition,  under 
|  section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years;  premises 
134-192  Schermerhorn  street,  south  side,  from  Smith  to 
;  Hoyt  streets,  57-73  Smith  street,  east  side,  from  Schermcr- 
r  Horn  to  State  streets  and  257-271  State  street  (Block  170, 

,  Lot  1),  Borough  of  Brooklyn. 
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407-38-BZ — Application  of  Sidney  M.  Zneimer,  applicant, 

for  Board  of  Transportation,  City  of  New  York,  owner 
(Downtown  Brooklyn  Parking,  Inc.,  lessee),  reopened  Oc¬ 
tober  22,  1946,  for  consideration  as  to  extension  of  term  of 
variance — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  for  a  temporary  term  of  years ;  premises 
37-55  Smith  street,  east  side,  from  Livingston  street  to 
Schermerhorn  street,  156-164  Livingston  street  and  137-145 
Schermerhorn  street  (Block  164,  Lot  1),  Borough  of 
Brooklyn. 

551-46-BZ — Application,  July  17,  1946,  under  section  7a  of 
the  zoning  resolution  of  William  Koppe,  applicant,  on 
behalf  of  Royal  Furniture  Co.,  Inc.,  owner,  to  permit  in  a 
residence  use,  D  area  district,  the  extension  of  present  build¬ 
ing,  using  more  than  the  area  permitted ;  premises  498-500 
East  134th  street,  and  127  Brook  avenue,  southwest  corner 
(Block  2261,  Lot  5),  Borough  of  The  Bronx. 

200-37-BZ — Application  of  Nelson  S.  Kirk,  2nd,  applicant, 
on  behalf  of  Geraldine  Donohue,  owner,  reopened  June  18, 
1946,  under  section  7f  of  the  zoning  resolution,  to  nermit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station  and  repair  shop;  premises  103-37 
Springfield  boulevard,  and  218-83  104th  avenue,  northeast 
corner  (Block  11153,  Lot  7),  Queens  Village,  Borough  of 
Queens. 

347-46-BZ — -Application,  May  13,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Robert  R.  Rahman,  applicant,  on 
behalf  of  Donald  S.  Walker,  owner,  to  permit  in  a  residence 
use  district,  the  change  in  occupancy  from  a  stable  first 
floor,  dwelling  second  floor,  to  lumber  storage  first  and 
second  floors ;  premises  332  West  70th  street,  south  side, 
352  ft.  6  in.  west  of  West  End  avenue  (Block  1181,  Lot  47), 
Borough  of  Manhattan. 

443-46-BZ — Application,  May  28,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Betty’s  Building  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles  (previously  granted  by 
the  Board)  to  auto  showroom,  parts  department  and  serv¬ 
icing  and  repairing  of  motor  vehicles;  premises  229-243 
Empire  boulevard,  north  side,  64.4  ft.  west  of  Rogers  ave¬ 
nue  (Block  1307,  Lot  54),  Borough  of  Brooklyn. 

382-46-BZ— Application,  May  24,  1946  under  sections  7f 
and  7i  of  the  zoning  resolution  of  William  J.  Burke, 
applicant,  on  behalf  of  Adam  and  Charles  Klein,  owners,  to 
permit  in  a  business  use  district,  the  erection  and  mainten¬ 
ance  of  an  automobile  repair  shop  and  sale  of  new  and  used 
cars  in  open  portion  of  lot;  premises  74-02  to  74-16  Queens 
boulevard,  south  side,  179.31  ft.  west  of  Kneeland  place  and 
South  Railroad  avenue  (Block  2448,  Lot  213),  Elmhurst, 
Borough  of  Queens. 

336-46-BZ — Application,  May  2,  1946,  under  section  7c  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Paramount  Macaroni  Co.,  owner,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
dance  hall  and  manufacturing  first  floor  (previously  granted 
by  the  Board),  to  manufacturing  all  floors  using  more  than 
permitted  area  for  manufacturing;  premises  171-173  Wilson 
avenue,  north  side,  50  ft.  west  of  DeKalb  avenue  (Block 
3235,  Lot  3),  Borough  of  Brooklyn. 

709-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Henry  Nordheim,  appli¬ 
cant,  on  behalf  of  Har-Pom  Realty  Co.,  owner  (Vincent 
Ferrandino,  lessee),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
249-255  East  165th  street,  and  1042  Grant  avenue,  northeast 
corner  (Block  2448,  Lot  1),  Borough  of  The  Bronx. 

782-46-BZ — Application,  October  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant, 
on  behalf  of  Hugh  and  Alyce  O’Rourke,  owners,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 


i 


CALENDAR 


of  five  (5)  years;  premises  94-13  Roosevelt  avenue,  north 
side,  60  ft.  west  of  95th  street  (Block  1482,  Lot  45),  Jack- 
son  Heights,  Borough  of  Queens. 

722-46-BZ — Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Harry  A.  Yarish,  applicant,  on 
behalf  of  Maurice  H.  Rosner,  owner  (Abraham  Samuels, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  158  Tomp¬ 
kins  avenue,  west  side,  55  ft.  north  of  Hart  street  (Block 
1767,  Lot  42),  Borough  of  Brooklyn. 

792-46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  W.  Stuart  Thompson  and 
Phelps  Barnum,  applicants,  on  behalf  of  Charles  S.  McVeigh 
and  Fulton  Trust  Co.  of  New  York,  as  Executors  U/W  of 
Lewis  Spencer  Morris,  deceased,  and  J.  Clarence  Davies, 
Inc.,  owners  (Twentieth  Century  Industries,  Inc.,  lessee), 
to  permit  in  a  retail  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  1545  Westchester  avenue, 
north  side,  100.24  ft.  west  of  Ward  avenue  (Block  3774, 
part  of  Lot  6),  Borough  of  The  Bronx. 

755-46-BZ — Application,  October  8,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on 
behalf  of  1150  Garrison  Corp.,  owner  (Nat  Eichel,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  938  East  180th  street, 
south  side,  131.66  ft.  east  of  Daly  avenue  (Block  3127,  Lot 
59),  Borough  of  The  Bronx. 

86-22-BZ— Application  of  Glick  and  Gelbman,  applicants, 
on  behalf  of  A.  and  L.  Knitting  Mills,  owner,  reopened 
October  8,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  change  of  occupancy 
from  garage  for  more  than  five  (5)  cars  (previously  granted 
by  the  Board),  to  factory;  premises  4720-4732  3rd  avenue, 
east  side,  110  ft.  south  of  East  189th  street  (Block  3042, 
Lot  15),  Borough  of  The  Bronx. 

742-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildmgs  1-5  inclusive)  ;  (Block  2628, 
Lot  iy.  Borough  of  The  Bronx. 

805-46-A — North  side  of  Westchester  avenue,  block  front 
between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

229-45-A — 302-322  Butler  street,  south  side,  150  ft.  east  of 
3rd  avenue  (3rd  floor)  ;  (Block  413,  Lot  15),  Borough  of 
Brooklyn. 

721-46-SM — Wont-Burn  (Flameproofing  compound). 

113-46-SM — AuthOtone  and  Chime  and  Inquirer,  Park- 
chester  Model  875  (non-electric). 

333-45-SA — Ketcham  Type  S.V.J.  3011  Sewage  Ejector 
(Heavy  duty  non-clogging  Sewage  Pump). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  19,  1946,  2  P.  M. 

NOTICE  TS  HEREBY  GTVF.N  of  a  public  bearing 
Tuesday  afternoon,  November  19,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


394-45-A — 56-80  Greenwich  street,  west  side,  142.5  ft. 
south  of  Rector  street  and  63-85  Washington  street,  east 
side,  137  ft.  south  of  Rector  street  (2nd  to  7th  floors,  in¬ 
clusive)  ;  (Block  18,  Lots  10,  12  to  24,  inclusive,  41  to  45 
inclusive  and  47-54  inclusive),  Borough  of  Manhattan  (re¬ 
opened  and  restored  to  calendar  October  29,  1946;  pre¬ 
viously  withdrawn). 

820-46-A — 1211  Madison  avenue,  northeast  corner  of  East 

87th  street  (street  floor)  ;  (Block  1499,  Lots  20  and  22), 
Borough  of  Manhattan. 

827-46- A — 41-07  38th  street,  41-08  39th  street  and  38-10 
Skillman  avenue,  south  side,  between  38th  and  39th  streets 
(Block  215,  Lots  23,  27,  22  and  31),  Long  Island  City, 

Borough  of  Queens. 

593-44-A — 221-223  West  64th  street,  north  side,  300  ft. 
west  of  Amsterdam  avenue  (Block  1156,  Lot  19),  Borough 
pf  Manhattan  (reopened  November  6,  1946;  previously 
denied). 

769-46-A — 1182  Jackson  avenue,  east  side,  280.7  ft.  north  of 
Home  street  (1st  floor)  ;  (Block  2652,  Lot  26),  Borough  of 
The  Bronx. 

776-46-A — 407  West  37th  street,  north  side,  100  ft.  3  in. 
west  of  9th  avenue  (Block  735,  Lot  29),  Borough  of  Man¬ 
hattan. 

787-46-A — 220  East  46th  street,  south  side,  223  ft.  east  of 
3rd  avenue  (Block  1319,  Lot  40*4 ),  Borough  of  Manhattan. 

841-46-A — 1 993  3rd  avenue,  east  side,  100  ft.  11  in.  north 
of  East  109th  street  (Block  1659,  Lot  48),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  jnorning,  November  26,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32  : 
Centerville  street,  northwest  corner  of  149th  avenue  (Block  j 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

395-46-BZ — Application,  May  24,  1946,  under  sections  7c,  1 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
from  public  garage  (previously  granted  by  the  Board)  to 
repairing  and  servicing  cars,  parts  department,  auto  show¬ 
room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

741-46-BZ — Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Samuel  Rosenblum.  applicant, 
on  behalf  of  William  Hionas,  William  J.  Heffernan  and 
Elizabeth  M.  Lewis,  owner  (Levin  and  Weinberg,  Inc., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  6102-6104 
5th  avenue  (store  at  6104),  west  side.  17  ft.  5  in.  south  of 
61st  street,  and  474-482  61st  street  (Block  5791,  part  of  Lot 
38),  Borough  of  Brooklyn. 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  j 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
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area  district,  the  extension  of  present  building  using  more 
than  area  permitted;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

294-46-A — 50-01  Rockaway  Beach  boulevard,  south  side, 
from  Beach  50th  to  Beach  51st  streets  (Block  336,  Lot 
20),  Rockaway  Beach,  Borough  of  Queens. 

326-46-A — 50-01  Rockaway  Beach  boulevard,  south  side, 
from  Beach  50th  to  Beach  51st  streets  (Block  336,  Lot  20), 
Rockaway  Beach,  Borough  of  Queens  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street— Beach  51st 

street). 

510-46-BZ — Application,  June  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Mardordic  Realty  Co.,  Inc.,  owner  (United 
Equities,  Inc.,  lessee),  to  permit  in  a  business  use  district, 
the  extension  of  present  garage  use  and  stores  to  garage 
for  more  than  five  (5)  motor  vehicles;  premises  1081-1089 
3rd  avenue,  and  200-206  East  64th  street,  southeast  corner 
(Block  1418,  Lot  45),  Borough  of  Manhattan. 

527-46-BZ — Application,  July  9,  1946,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Theodore  Imbiow,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  building  to  be  used  as  an  automobile  repair  shop ;  premises 
169-189  East  98th  street,  east  side,  50  ft.  north  of  Dumont 
avenue  (Block  3549,  Lot  2),  Borough  of  Brooklyn. 

659-46-BZ>— Application,  September  11,  1946,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  Neri,  owner  (Joseph  Cundari, 
lessee),  to  permit  in  a  business  use  district,  a  show  window 
beyond  25  feet  from  the  intersection  of  a  residence  use  dis¬ 
trict  ;  premises  3397  Fulton  street,  and  239-245  Autumn  ave¬ 
nue,  northeast  corner  (Block  4133,  Lot  1),  Borough  of 
Brooklyn. 

542-46-BZ — Application,  June  28,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Henfer  Estates,  Inc.,  owner,  to  permit  in  a 
residence  use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2046-2048  Ocean  avenue, 
west  side,  300  ft.  north  of  Avenue  P  (Block  6766,  Lot  38), 
Borough  of  Brooklyn. 

701-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  Crossboro  Realty  Corp.,  owner  (Alfonso 
DeFilippo,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  310- 
312  Crimmins  avenue,  east  side,  30  ft.  north  of  East  141st 
street  (Block  2555,  part  of  Lot  10),  Borough  of  The  Bronx. 

453-46-BZ — Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop ;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

662-46-BZ — -Application,  September  11,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Joseph  Halpern,  applicant, 
on  behalf  of  146-150  Attorney  St.  Corp.,  owner  (Launder- 
Best  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  145 
Attorney  street,  and  184  Stanton  street,  northwest  corner 
(Block  350,  Lot  75),  Borough  of  Manhattan. 

1027-26-BZ — Application  of  George  B.  Post  and  Sons,  ap¬ 
plicants,  on  behalf  of  Hearst  Magazines,  Inc.,  owner,  re¬ 
opened  May  14,  1946,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  use,  B  area  and  class  V/2  and  class 
2  height  district,  the  addition  to  a  building  (previously 
granted  by  the  Board)  in  excess  of  height  permitted  and  in 


excess  of  requirements  for  dormers;  premises  301-315  West 
56th  street,  300-314  West  57th  street,  and  951-969  8th  ave¬ 
nue,  west  side,  from  West  56th  to  West  57th  streets  (Block 
1047  Lot  36),  Borough  of  Manhattan. 

790- 46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Antoine  Pfeuffer,  owner  (Graeber  and  Farb- 
stein,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1701 
2nd  avenue,  northwest  corner  of  East  88th  street  (Block 
1534,  Lot  22),  Borough  of  Manhattan. 

791- 46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  East-West  Estates  Corp.,  owner  (All  White 
Automatic  Washette,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  158  East  119th  street,  south  side,  32  ft.  2 in.  east 
of  Lexington  avenue  (Block  1767,  Lot  49),  Borough  of 
Manhattan. 

757- 46-BZ — Application,  October  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on  behalf 
of  Jeron  Co.,  Inc.,  owner  (Nat  Eichel,  lessee),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  600  East  5th  street,  and  67-71 
Avenue  B,  southeast  corner  (Block  387,  Lot  9),  Borough 
of  Manhattan. 

758- 46-BZ — Application,  October  8,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arthur  Jovis,  applicant  on 
behalf  of  Vedo  Realty  Co.,  owner  (Robert  Natassy,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  2238  2nd  avenue,  and 
300  East  115th  street,  southeast  corner  (Block  1686,  Lot 
49),  Borough  of  Manhattan. 

209-46-BZ — Application,  March  19.  1946,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Camager  Corp.,  owner  (Northern 
Chevrolet  Inc.,  lessee),  to  permit  in  a  business  use  district, 
outdoor  space  for  sale  of  more  than  five  (5)  used  cars  and 
the  use  of  existing  premises  for  the  repair  of  motor  vehicles 
and  showroom;  premises  93-19  to  94-05  Northern  boulevard, 
northwest  corner  of  Junction  boulevard  (Block  1423,  Lot 
46),  Corona,  Borough  of  Queens. 

461- 46-BZ — Application,  June  21,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

587- 46-BZ — -Application,  August  12,  1946,  under  section 
21  of  the  zoning  resolution,  of  O’Connell  &  Mclnerney,  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  118-23  to 
118-33  Metropolitan  avenue,  north  side,  144.14  ft.  east  of 
83rd  avenue  (Block  3329,  Lot  80),  Kew  Gardens,  Borough 
of  Queens. 

588- 46-A — 118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue) . 

838-46- A — North  side  of  Canal  street  and  east  side  of 
Front  street,  Foreign  Trade  Zone  1  (Block  487,  Lot  none), 
Stapleton,  Borough  of  Richmond. 

462- 46-A — -52-17  102nd  street  and  101-01  Strong  avenue, 
northeast  corner  (Block  1933,  Lots  41  and  44),  Elmhurst, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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NOVEMBER  26,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

826-46-A — 1 16-132  Nassau  street,  south  side,  block 
bounded  by  Jay  street  and  Flatbush  avenue  Extension  (4th 
floor)  ;  (Block  107-C,  Lot  9),  Borough  of  Brooklyn. 

721-45-A — 33  West  51st  street,  north  side,  494  ft.  west  of 
5th  avenue  (Block  1267,  Lot  17),  Borough  of  Manhattan 
(reopened  November  6,  1946;  previously  dismissed). 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street ) 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  3,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  3,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

725-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Corp.,  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 

Lot  20),  Long  Island  City,  Borough  of  Queens. 

667-46-A — 44-16  Queens  boulevard,  southwest  corner  of 
45th  street  (Block  166,  Lot  20),  Long  Island  City,  Borough 
of  Queens. 

106-36-BZ — Application  of  Isidore  Cohen,  applicant,  on 
behalf  of  Washton  Realty  Corporation,  John  J.  Leavy  and 
Margaret  B.  Leavy,  owners,  reopened  November  13,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  21  of  the  zoning 
resolution,  for  a  period  of  ten  (10)  years,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles;  premises  4-8 
Mangin  street,  east  side,  75  ft.  north  of  Grand  street  (Block 
321,  Lots  29,  30  and  31),  Borough  of  Manhattan. 

261-36-BZ — Application  of  Steelmaster,  Inc.,  applicant 
and  owner,  reopened  November  13,  1946,  for  consideration 
as  to  extension  of  variance — Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two  (2)  years, 
the  use  of  a  plot  as  a  parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  2891-2895  Bailey  avenue,  west  side, 

57  ft.  west  of  West  230th  street  and  60-64  West  230th  street 
(Block  3264,  Lots  82  and  88),  Borough  of  The  Bronx. 

111-46-BZ— Application,  February  19,  1946,  under'  section 
7i  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Frank  La  Lumia,  owner,  to  permit  in  a  business 
use  district,  the  erection  of  a  new  building  to  be  used  as  a 
motor  vehicle  repair  shop ;  premises  621-623  Morris  Park 
avenue,  north  side,  185.88  ft.  west  of  Unionport  road  (Block 
4011,  Lot  29),  Borough  of  The  Bronx. 

515-46-BZ — -Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Joseph  Lentino,  owner,  to  permit  in  a  residence  use 
district,  the  storage  of  olive  oil  in  two  (2),  two  car  garages; 
premises  193  Bav  41st  street,  east  side,  100  ft.  south  of  Bath 
avenue  (Block  o896,  part  of  Lot  30),  Borough  of  Brooklyn. 

358-46-BZ — Application,  May  15,  1946,  under  section  21 
of  the  zoning  resolution,  of  George  Edward  Beatty,  appli- 
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cant,  on  behalf  of  Joseph  and  Frank  Carallo,  owners,  to 
permit  in  a  business  use,  C  area  district,  the  extension  of 
present  building  in  the  rear,  to  cover  more  than  the  area  j 
permitted;  premises  8668  18th  avenue,  west  side,  550  ft.  I 
south  of  86th  street  (Block  6368,  Lot  57),  Borough  of 
Brooklyn. 

362-46-BZ — Application,  April  23,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  | 
on  behalf  of  Irving  Goldberg,  owner,  to  permit  in  a  business  j 
use  district,  the  change  in  occupancy  from  store  on  first  floor,  I 
light  manufacturing  on  second  floor,  sale  and  display  of  light 
merchandise,  on  third  and  fourth  floors,  to  store  and  manu- 
facturing  on  the  first  floor,  with  manufacturing  on  each  of 
the  upper  floors ;  premises  72 5  Union  street,  north  side,  69 I 
ft.  west  of  5th  avenue  (Block  952,  Lot  43),  Borough  of 
Brooklyn. 

612-46-BZ — Application,  August  27,  1946,  under  section 
7a  of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  Mme.  Louise  Cleaners,  Dyers,  Inc.,  owner,  to  per-  , 
mit  in  a  residence  use  district,  the  extension  of  the  existing! 
business  portion  to  include  the  entire  first  floor ;  premises  | 
1376  and  1378  York  avenue,  south  side,  77  ft.  2  in.  east  of 
East  73rd  street  (Block  1485,  Lots  4  and  52),  Borough  of 
Manhattan. 

705-46-BZ— Application,  September  26,  1946,  under  sec-j 
tion  21  of  the  zoning  resolution,  of  Emil  Koeppel,  applicant, 
on  behalf  of  Robalex  Realty  Corp.,  owner,  to  permit  in  an 
unrestricted  use,  C  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted ;  premises  734-736  64th 
street,  south  side,  260  ft.  east  of  7th  avenue  (Block  5821, 
part  of  Lot  18),  Borough  of  Brooklyn. 

719-46-BZ — Application,  October  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  Irving  Adelsohn,  applicant,  on 
behalf  of  Sophie  and  Morris  Becker,  owners,  to  permit  in  a 
residence  use,  E  area  district,  the  proposed  extension  to  pres¬ 
ent  building,  using  more  than  the  area  permitted ;  premises 
1906  East  38th  street,  west  side,  43  ft.  south  of  Fillmore  [ 
avenue  (Block  8504,  Lot  49),  Borough  of  Brooklyn. 

745-46-BZ — Application,  October  4,  1946,  under  section  j 
7e  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  appli¬ 
cant,  on  behalf  of  Gussie  Mehlman,  owner,  (Charles  I. 
Prince  and  Irving  Groden,  lessees),  to  permit  in  a  business 
use  district,  a  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  176  Smith  street,  west  side,  50  ft.  north  of 
Warren  street  (Block  390,  Lot  45),  Borough  of  Brooklyn. 

770-46-BZ — Application,  October  14,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Arnost  Janovsky,  owner  (Thomas  Bia, 
lessee),  to  permit  in  a  residence  use  district,  the  erection  and! 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto  I 
washing,  office  and  sale  of  automotive  accessories;  premises! 
2110  Bruckner  boulevard,  southeast  corner  of  Olmstead  ave¬ 
nue  (Block  3689,  Lot  1),  Borough  of  The  Bronx. 

825-46-BZ — Application,  October  29,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant, 
on  behalf  of  Roseruth  Realty  Corp.,  owner  (Harry  Fields, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  325  Audu-|: 
bon  avenue,  east  side,  61.6  ft.  north  of  West  181st  street 
(Block  2155,  part  of  Lot  1),  Borough  of  Manhattan. 

784-46-BZ — Application,  October  16,  1946,  under  section  I 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Pietro  and  Bice  Valentini,  owners  (Schillinger  | 
and  Tardino,  lessees),  to  permit  in  a  business  use  district,  a  I 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises! 
1224  Liberty  avenue,  south  side,  60  ft.  4%  in.  east  of  Forbell  | 
avenue  (Block  4206,  Lot  19),  Borough  of  Brooklyn. 

795-46-BZ — Application,  October  21,  1946,  under  section  | 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  26-32  East  38th  Street  Corp.,  owner  (Charles 
Kaiser,  lessee),  to  permit  in  a  business  use  district,  a  wet 
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wash  laundry,  for  a  term  of  five  (5)  years;  premises  1722 
3rd  avenue,  west  side,  25  ft.  11  in.  south  of  East  97th  street 
(Block  1624,  Lot  39),  Borough  of  Manhattan. 

744-46-BZ — Application,  October  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ralph  M.  Rice,  applicant,  on 
behalf  of  Agnes  McNally,  owner  (William  T.  Scarola, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash  laun¬ 
dry,  for  a  term  of  five  (5)  years;  premises  1019  Hart  street, 
northwest  corner  of  St.  Nicholas  avenue  (Block  3222,  Lot 
31),  Borough  of  Brooklyn. 

270-38-SA — Bidoro  Vacuum  Breaker,  Type  D  (reopened 

June  20,  1944). 

688-46-SA — Ryco  Gun  Type  Pressure  Atomizing  Oil 
Burner  (also  known  as  Thermo  Gun  Type  Pressure  Atom¬ 
izing  Oil  Burner) . 

749-46-SA — Hudson  Constant  Pressure  Carbonator. 
771-46-SA — Ferguson  Oil  Burner,  Models  1,  2,  3,  4,  5  and 

6. 

598-46-SM — Safety  Cigarette  and  Ash  Receptacle. 
660-46-SM— Fireye  Flame  Failure  Safeguard  F  18  T. 
738-46-SM — Paragon  Steel  Tank  Corp.  275  Gallon  Fuel 
Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 

_ 

DECEMBER  3,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

831-46-A — 540-542  East  Fordham  road,  and  2515  Lorril- 
lard  place,  southwest  corner  (Block  3050,  Lot  36),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  December  10,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 
gasoline  service  station  (previously  granted  by  the  Board) 
for  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — -Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 
behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 
D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted ;  premises  1450  Unionport  road,  north¬ 
west  corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

HARRIS  IT.  MURDOCK,  Chairman. 


DECEMBER  10,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  December  10,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

WEDNESDAY  MORNING,  NOVEMBER  13,  1946. 
Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

1  The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning  and  afternoon,  November  6,  1946, 
were  approved  as  printed  in  Bulletin  No.  46,  Volume  31. 

||  '  - 

ZONING  APPLICATIONS. 

53-31-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lester  Jacobs, 
owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in 
a  residence  and  business  use  district,  the  re-erection 
of  a  gasoline  service  station  (previously  granted  by 
the  Board),  for  a  period  of  ten  (10)  years. 
PREMISES  AFFECTED— 301-331  West  230th  street, 
northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Lester  Jacobs. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1946  at 
10  A.  M.  for  further  consideration  and  inspection 
by  Committee  of  Board. 


680-44-BZ 

APPLICANT — James  McKillop,  for  John  Rago,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  storage  of 
waste  paper. 

PREMISES  AFFECTED — 112  Kingsland  avenue,  Rear, 
east  side,  25  ft.  6J4  in.  north  of  Division  place 
(Block  2840,  Lot  2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Taken  off  calendar  and  referred 
back  to  Engineering  Division  for  new  date. 


325-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Edgemere  Garage 
and  Sales,  Inc.,  owner  (Rex  Curtain  Corp.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  D  area  district,  the 
extension  of  present  building,  using  more  than  area 
permitted. 

PREMISES  AFFECTED — 50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st 
streets  (Block  336,  Lot  20),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 
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obtain  new  decision  as  to  application  in  connection 
with  the  adjacent  hospital  and  school. 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1946  at 
10  A.  M.  for  further  consideration ;  to  be  heard 
with  Cal.  Nos.  294-46-A  and  326-46-A. 


409-46-BZ 

APPLICANT — H.  McNabb,  for  Sheffield  Farms  Co.,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use  district,  the  change 
in  use  from  stable  to  garage  for  more  than  five 
(5)  motor  vehicles  (on  first  floor),  having  an  exit 
on  same  street  as  a  public  school,  between  two 
intersecting  streets. 

PREMISES  AFFECTED — 233-243  Herkimer  street,  north 
side,  305  ft.  east  of  New  York  avenue  (Block  1862, 
part  of  Lot  14) ,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  H.JMcNabb  and  E.  Acker. 

For  Opposition  :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  John  J.  Saunders,  Board 
of  Education. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  to  rehearing  under  Section  7g. 

THE  VOTE  TO' WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


468-46-BZ 

APPLICANT — Alvin  J.  Sander,  for  Jack  Margulis,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  D  area  district,  the  erection 
of  a  building  using  more  than  the  area  permitted. 
PREMISES  AFFECTED — 1450  Unionport  road,  northwest 
corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Alvin  J.  Sander  and  Jack  Margulis. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board, 
applicant  to  obtain  corrected  decision  from  borough 
superintendent,,  and  plot  plan  to  be  corrected. 


510-46-BZ 

APPLICANT- — Lama  and  Proskauer,  for  Mardordic  Realty 
Co.,  Inc.,  owner  (United  Equities,  Inc.,  lessee). 
SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension  of 
present  garage  use  and  stores  to  garage  for  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1081-1089  3rd  avenue,  and  200- 
206  East  64th  street,  southeast  corner  (Block  1418, 
Lot  45),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Frank  Karps. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  PIous- 
ing  and  Buildings  and  John  J.  Saunders,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1946  at 
10  A.  M.  for  further  consideration,  applicant  to 


527-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Theodore  Im- 

biow,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  an  automobile  repair  shop.  - 
PREMISES  AFFECTED — 169-189  East  98th  street,  east 
side,  50  ft.  north  of  Dumont  avenue  (Block  3549, 
Lot  2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Aaron  Powsner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1946 
at  10  A.  M.  for  further  consideration,  applicant  to 
obtain  new  decision  from  borough  superintendent. 


206-27-BZ 

APPLICANT — Kitzler  and  Nurick,  for  S.  S.  Lerow,  Inc., 
owner. 

SUBJECT — Application  reopened  July  9,  1946 — Application 
(decision  of  the  borough  superintendent)  under 
section  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  proposed  auto  laundry, 
repair  shop  and  greasing,  in  connection  with  an 
existing  gasoline  service  station  (previously  granted 
by  the  Board). 

PREMISES  AFFECTED — 597-607  New  York  avenue 
(601-607  displayed),  and  397-401  Rutland  road  (403 
displayed),  northeast  corner  (Block  4802,  Lot  55), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS : 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  . 0 

THE  RESOLUTION  (206-27-BZ) 

Whereas,  Kitzler  and  Nurick,  for  S.  S.  Lerow,  Inc., 
owner,  requested  reopening  of  this  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  a  proposed  auto  laundry,  repair  shop  and  greasing  in 
connection  with  an  existing  gasoline  service  station  (previ¬ 
ously  granted  by  the  Board)  premises  597-607  New  York 
avenue  (601-607  displayed)  and  397-401  Rutland  road  (397- 
403  displayed)  northeast  corner  (Block  4802,  Lot  55),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  9,  1946  and  restored  to  the  calendar,  subject  to  usual 
procedure ;  and 

Whereas,  although  the  applicant  was  duly  notified,  there 
was  no  appearance  made  on  his  behalf,  when  this  case  was 
called  for  public  hearing. 

Resolved,  that  this  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


423-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Michael  Delia, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent)  previously  granted 
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on  condition  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  an 
existing  building  to  a  junk  shop. 

PREMISES  AFFECTED — 297-299  Withers  street,  north 
side,  200  ft.  S^in.  west  of  Debevoise  avenue  (Block 
2867,  Lots  34  and  55  and  Part  of  41),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Housing 
and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative : .  0 

THE  RESOLUTION  (423-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
■  two  years,  the  conversion  of  an  existing  building  to  a  junk 
shop,  affecting  premises  297-299  Withers  street,  north  side, 
1  200  ft.  5$4  in.  west  of  Debevoise  avenue  (Block  2867,  Lots 
34  and  55  and  part  of  Lot  41),  Borough  of  Brooklyn,  was 
granted  hy  the  Board  on  January  27,  1942,  on  certain  con¬ 
ditions;  and 

Whereas,  the  term  of  the  variance  was  extended  on  March 
21,  1944,  and  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance,  which  had  expired  by  time  limita¬ 
tion  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
I  October  29,  1946,  and  set  for  hearing  on  November  13,  1946  at 

10  a.  m. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting 
November  13,  1946,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
.  hereby  amend  the  resolution  adopted  on  January  27,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7e  for  a  term  of  two  (2)  years, 
to  permit  the  premises  to  be  occupied  as  proposed  as  a 
junk  shop,  on  condition  *  *  *  and  that  other  than  as 
herein  amended  the  conditions  of  the  resolution  adopted 
January  27,  1942,  shall  be  complied  with.” 

627-46-BZ 

APPLICANT — Joseph  Schafran,  for  Morris  Pickman, 
owner. 

!  SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years, 
i  PREMISES  AFFECTED— 45-11  to  45-17  47th  avenue,  and 
45-60  46th  street,  northwest  corner  (Block  165,  Lot 
19,  old  pt.  1),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Charles  I.  Goldman. 

For  Opposition :  Chas.  H.  Buckley. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  John  J.  Saunders,  Board 
of  Education. 

t  ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (627-46-BZ) 

[  Whereas,  Joseph  Schafran,  for  Morris  Pickman,  owner, 
j  filed  September  3,  1946,  an  application  under  section  7e  of 
'  the  zoning  resolution,  to  permit  in  a  business  use  district  a 
'a  wet  wash  laundry  for  a  term  of  five  (5)  years;  Premises: 


45-11  to  45-17  47th  avenue  and  45-60  46th  street,  northwest 
corner  (Block  165,  Lot  19,  old  part  of  1),  Woodside,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  13,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  47th  avenue  is  in  business  use,  B  area  and 
Class  lp2  height  districts;  46th  street  is  in  business  use,  B 
area  and  Class  1J4  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  23,  1946,  re  Alt.  Applic.  2221-46,  reads: 

“1.  The  conversion  of  any  part  of  a  building  located 
in  a  business  zone  from  use  as  a  store  to  a  wet  wash 
laundry  is  contrary  to  article  2,  sec.  4,  subsec.  51  of  the 
Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  100  ft.  front  by  100  ft.  in  depth,  1  story,  14  ft. 
in  height  of  Class  3  construction ;  that  it  is  proposed  to 
install  32  home-type  automatic  washing  machines  of  a  type 
which  will  he  approved  by  the  Board;  that  if  extractors  or 
dryers  are  installed,  they  will  be  of  a  type  approved  by  the 
Board ;  and 

Whereas,  the  applicant  contends  that  premises  are  im¬ 
proved  with  a  one-story  non-fireproof  brick  structure  of 
Class  3  construction,  containing  a  machine  shop,  shoe  repair 
shop  and  two  vacant  stores ;  that  it  is  intended  to  install  in 
the  corner  store  a  self-service  automatic  laundry  (“Laundro¬ 
mat”)  ;  that  the  machines  are  to  be  of  approved  type,  self- 
contained  automatic -coin-operated  machines  similar  to  house¬ 
hold  washing  machines  in  general  use  in  homes  and  base¬ 
ments  of  apartments ;  that  thirty-two  machines  will  be  in¬ 
stalled  ;  that  if  extractors  are  installed,  they  will  be  of  type 
approved  by  the  Board;  that  five  dryers  will  be  installed  if 
and  when  approved  by  the  Board ;  that  the  immediate  neigh¬ 
borhood  contains  average  lower  income  group  homes,  apart¬ 
ments  and  stores ;  that  this  proposed  installation  will  give 
economical,  sanitary  and  rapid  laundry  service  to  the  resi¬ 
dents,  who  will  find  it  a  boon  in  these  difficult  times ;  that  the 
public  serves  itself ;  that  the  premises  must  and  will  be 
immaculately  maintained ;  that  this  variation  is  sought  for  a 
term  of  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  -zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed  on  condition  that  during  the  term  of  the  variance, 
the  premises  shall  be  occupied  for  no  other  use  than  as  pro¬ 
posed  and  no  laundry  work  shall  be  done  other  than  in  the 
washing  machines  as  proposed;  that  such  machines  shall  be 
of  an  approved  type;  that  no  extractors  or  dryers  shall  he 
installed  ;  that  no  more  than  thirty-two  (32)  such  machines 
shall  be  installed;  that  seatings  shall  be  provided  for  not  less 
than  sixteen  (16)  in  number;  that  such  portable  fire-fighting 
appliances  shall  be  installed  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


666-46-BZ 

APPLICANT — William  J.  Burke,  for  Maurice  C.  Nelson, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the 
erection  of  a  building  using  more  than  the  area 
permitted,  for  repair  shop. 
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PREMISES  AFFECTED— 114-28  to  114-32  Rockaway 
boulevard,  and  115-01  to  115-09  114th  place,  south¬ 
east  corner  (Block  11707,  Lots  32,  33  and  34),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons. 

For  Opposition:  Edna  Keiling,  Agnes  Maringer, 
Robert  Geserick,  Irene  Geserick,  Leon  Braun 
and  Charles  Shepherd. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . ;  •  . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (666-46-BZ) 

Whereas,  William  J.  Burke,  for  Maurice  C.  Nelson, 
owner,  filed  September  3,  1946,  an  application  under  section 
7i  of  the  zoning  resolution,  to  permit  in  a  business  use,  D 
area  district,  the  erection  of  a  building  to  be  used  as  an 
automobile  repair  shop,  using  more  than  the  area  permit¬ 
ted:  premises  114-28  to  114-32  Rockaway  boulevard,  and 
115-01  to  115-09  114th  place,  southeast  corner  (Block  11707, 
Lots  32,  33,  34) ,  Richmond  Hill,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Rockaway  boulevard  is  in  a  business 
use,  D  area  and  Class  1  height  district;  114th  place  is  in 
a  residence  and  business  use,  D  area  and  Class  1  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  9,  1946,  re  N.B.  Applic.  6784-46,  reads : 

“1.  The  erection  of  a  building  to  be  used  as  a  repair 
shop  for  motor  vehicles  on  a  plot  located  in  a  business 
zone,  is  contrary  to  Article  2,  Sec.  4a,  subsec.  29  of  the 
zoning  law. 

2.  The  percentage  of  area  of  the  plot  to  be  occupied 
by  the  building  is  excessive  (Sec.  14-c  zoning  law).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  60  ft.  frontage  by  91.65  ft.  in  depth  (irregular), 
presently  vacant;  that  it  is  proposed  to  erect  a  building  60 
ft.  front  by  91.65  ft.  in  depth,  irregular,  one  story,  13  ft. 
6  in.  in  height,  of  Class  3  construction,  to  be  used  as  an 
automobile  repair  shop;  and 

Whereas,  the  applicant  contends  that  the  gasoline  service 
station  in  Block  1 1 640,  Lot  4,  was  considered  by  the  Board 
under  Cal.  155-30-BZ;  that  it  is  proposed  to  build  upon  the 
entire  lot  a  new  modern  one  story  brick  building  on  this 
property  to  house  a  motor  vehicle  repair  shop ;  that  vehicle 
entrance  has  been  arranged  so  that  vehicles  may  enter  the 
building  on  the  Rockaway  boulevard  frontage  only ;  that  in 
view  of  the  fact  that  there  is  a  definite  need  of  a  modern 
motor  vehicle  repair  shop  of  this  type  in  this  neighborhood 
and  that  vehicle  entrance  to  the  building  will  'be  restricted 
to  Rockaway  boulevard  only,  and  in  view  of  the  fact  that 
the  erection  of  this  modern  building  will  in  no  way  affect 
the  adjoining  property  owners,  it  is  respectfully  requested 
that  this  application  be  granted;  and 

Whereas,  the  applicant  stated  at  the  hearing  that  he 
wished  to  withdraw  that  portion  of  his  application  for 
extension  of  area  for  which  no  proper  application  was  made 
under  section  21 ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  6784-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


710-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Florence  Gloria 
Scheringer,  owner  (Irving  Garvin,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 753  Melrose  avenue,  west  side, 
99.30  ft.  north  of  East  156th  street  (Block  2403, 
Lot  31),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Joseph  Haus. 

For  Opposition:  George  H.  Scheele,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (710-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Florence  Gloria 
Scheringer,  owner;  Irving  Garvin,  lessee,  filed  September 
26,  1946,  an  application  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry  for  a  term  of  five  years ;  premises :  753  Melrose 
avenue,  west  side,  99.30  feet  north  of  East  156th  street 
(Block  2403,  Lot  31),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  13,  1946,  after  due  notice  by  publication 
in  the  Bulletin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Melrose  avenue  is  in  a  business  use, 
B  area  and  Class  \l/2  height  district;  East  156th  street  is 
in  a  business  use,  B  area  and  Class  1J4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  19,  1946,  re  Alt.  Applic.  770-46,  reads : 

“1.  Proposed  use  of  premises  for  wet  wash  laundry 
within  Business  District  is  contrary  to  Art.  II,  Sect. 
4(a)  (51)  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  36.73  ft.  front  by  124.41  ft.  in  depth,  irregular, 
on  which  is  located  a  building  36.73  ft.  front  by  70  ft.  in 
depth,  irregular,  1  and  3  stories  (35  feet)  in  height,  of 
Class  4  construction ;  that  it  is  proposed  to  install  twenty- 
eight  (28)  standard  household  self-service  washing  ma¬ 
chines,  as  approved  by  the  Board ;  that  any  other  machines 
used  as  dryers  and  extractors  will  only  be  machines  as 
approved  by  the  Board  ;  and 

Whereas,  the  applicant  contends  that  the  neighborhood 
containing  few  and  inadequate  sanitary  facilities,  consists 
mostly  of  unheated  old  law  tenements;  that  this  type  of 
self-service  laundry  constitutes  a  distinct  contribution  to  the 
public  health  and  welfare  and  a  boon  to  the  overworked 
housewife;  that  the  installation  will  consist  of  twenty-eight 
approved  electric  washing  machines,  each  having  a  capacity 
of  10  pounds  of  dry  clothes,  installed  in  accordance  with  all 
rules  and  regulation  of  all  municipal  departments;  that  only 
two  persons  will  be  employed,  since  the  operation  is  defi¬ 
nitely  self-service;  that  no  steam  will  be' used  and  no  noxious 
odors  or  excessive  noise  connected  with  the  operation ;  that 
the  premises  will  remain  a  store,  as  at  present  and  no  struc¬ 
tural  alterations  are  involved ;  that  this  use  will  in  no  way 
affect  the  character  of  the  neighborhood  or  adversely  affect 
property  values  but  will  rather  directly  benefit  the  occupants 
of  surrounding  buildings ;  that  in  view  of  these  facts  a 
variance  is  requested  for  a  term  of  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
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be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occu¬ 
pied  as  proposed  on  condition  that  only  machines  as 
approved  by  the  Board  shall  be  so  installed;  that  no  other 
machines,  such  as  those  designated  as  extractors  or  dryers, 
shall  be  included  in  the  installation;  that  during  the  term 
of  this  variance,  the  premises  shall  be  occupied  for  no  other 
use  and  no  additional  laundry  work  shall  be  done  except  in 
the  twenty-eight  (28)  machines  as  proposed ;  that  not  less 
than  fifteen  (15)  seatings  shall  be  provided  for  customers; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


708-46-BZ 

APPLICANT — Henry  Nordheim,  for  1110  East  165th  Street 
Corp.,  owner  (Harry  M.  Greenberg,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1110-1112  East  165th  street, 
south  side,  56  ft.  west  of  Bryant  avenue  (Block 
2748,  Lot  33),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Harry  M. 
Greenberg. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmatiye:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (708-46-BZ) 

Whereas,  Henry  Nordheim,  for  1110  East  165th  St.  Corp., 
owner,  Harry  M.  Greenberg,  lessee,  filed  September  26,  1946, 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry  for  a 
term  of  five  (5)  years;  premises:  1110-1112  East  165th  street, 

’  south  side,  56  ft.  west  of  Bryant  avenue  (Block  2748,  Lot 
33),  Borough  of  The  Bronx  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  13,  1946,  after  due  notice  by  publication  in  the 
f  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  165th  street  is  in  business  use,  B  area 
and  Class  1^4  height  districts;  Bryant  avenue  is  in  residence 
and  business  use,  B  area  and  Class  1J4  height  districts;  and 
,  Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  11,  1946,  re  Alt.  Applic.  698-46,  reads: 

“1.  Proposed  alteration  to  install  Laundry  washing 
machines  in  store  of  present  5  story  and  cellar,  non- 
fireproof  Class  “A”  Multiple  Dwelling  (New  Law  Tena- 
ment)  in  a  Business  District,  is  contrary  to  provisions  of 
Art.  2,  Sect.  4- A,  Subdivision  51  of  the  Zoning  Resolu¬ 
tion  and  the  rules  and  regulations  of  the  Dept,  of  Hous¬ 
ing  and  Buildings.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  44  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  44  ft.  front  by  88  ft.  in  depth,  5  stories  (60  feet) 
in  height,  of  Class  3  construction ;  that  it  is  proposed  to  in¬ 
stall  twenty-one  self-service,  automatic  household-type  wash¬ 
ing  machines  (approved  under  Cal.  No.  136-46-SA)  ;  and 
Whereas,  the  applicant  contends  that  the  proposed  name 
of  this  establishment  is  “Launderette”  using  Bendix  house¬ 
hold  size  machines,  a  total  of  21,  arranged  with  12  on  the 
|  west  side  of  store  and  9  on  the  east  side  with  seats  for  12 
persons  and  a  service  counter,  leaving  a  generous  amount  of 


aisle  space,  as  shown  on  filed  plans ;  that  in  connection  with 
this  installation  no  steam  plant  is  required  such  as  would 
be  used  wjth  a  wet  wash  laundry;  that  no  trucks  deposit 
bundles  or  remove  same;  that  the  machines  are  not  noisy  or 
obnoxious,  do  not  cause  any  odor ;  that  the  machines  are 
equipped  with  h.p.  motors,  are  20  in.  in  diameter  and  12 
in.  deep;  that  the  appearance  of  this  store  after  alteration 
will  be  superior  to  other  stores  in  the  neighborhood  and  will 
be  properly  supervised  by  an  attendant  at  all  times ;  that  it 
will  be  a  convenience  and  a  benefit  to  residents  of  the  neigh¬ 
borhood  ;  that  based  on  foregoing,  the  application  is  for  a 
five-year  period ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  for  a  term  of 
five  (5)  years  to  permit  the  premises  to  be  occupied  as  pro¬ 
posed,  on  condition  that  during  the  term  of  this  variance 
the  premises  shall  be  used  for  no  other  purpose  than  as 
proposed;  that  no  other  laundry  work  shall  be  done  on  the 
premises  other  than  the  21  machines  as  proposed  and 
approved  by  the  Board  under  Cal.  No.  136-46-SA;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


743-46-BZ 

APPLICANT — William  R.  Shirley,  for  Enrico  Ferrara, 
owner  (Susan  Morena,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AbFECTED — 704  East  187th  street,  southeast 
corner  of  Beaumont  avenue  (Block  3103,  Lot  28), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  riON  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  o 

THE  RESOLUTION  (743-46-BZ) 

Whereas,  William  R.  Shirley,  for  Enrico  Ferrara,  owner, 
Susan  Morena,  lessee,  filed  October  2,  1946,  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry  for  a  term  of  five 
(5)  years,  premises  704  East  187th  street,  southeast  corner 
of  Beaumont  avenue  (Block  3103,  Lot  28),  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  13,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  187th  street  is  in  a  business  use 
B  area  and  Class  1  Y\  height  district  and  Beaumont  avenue 
is  in  a  residence  and  business  use,  B  area  and  Class  1% 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  24,  1946,  re  Alt.  Applic.  907-46,  reads : 

“1.  Proposed  use  of  the  first  floor  of  this  building 
as  a  laundry  within  a  business  district  is  contrary  to 
Article  2,  Section  4(a)  (51)  of  the  zoning  resolution.” 
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Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  75  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  75  ft.  front  by  44  ft.  in  depth,  two  stories, 
27  ft.  in  height,  of  Class  3  construction ;  that  it  is  proposed 
to  install  21  self-service,  standard,  home-type  approved 
washing  machines  (approved  under  Cal.  136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  the  1st  floor  is 
occupied  by  stores ;  that  second  floor  is  used  for  manufac¬ 
turing  of  dresses,  with  a  total  occupancy  of  9  persons;  that 
it  is  proposed  to  install  21  standard  washing  machines  in 
the  store,  each  machine  operated  by  a  l/\.  H.P.  motor,  with 
an  individual  capacity  of  10  lbs.  of  dry  clothes;  that  the 
wTet  wash  laundry  thus  formed  will  have  only  two  employees 
as  it  is  a  self-service  installation  with  the  customers  doing 
their  own  work ;  that  no  steam  is  manufactured  and  no 
volatile  fluids  will  be  used ;  that  there  will  not  be  any  noxious 
odors  or  excessive  noise  from  operation  of  the  proposed 
establishment ;  that  there  are  few  and  inadequate  sanitary 
facilities  in  the  neighborhood  and  this  installation  will  prove 
a  definite  contribution  to  public  health  and  lighten  the  burden 
of  the  housewife;  that  it  is  therefore  requested  that  a  vari¬ 
ance  be  granted  to  permit  the  lessee  to  operate  the  establish¬ 
ment  for  a  period  of  five  (5)  years  to  enable  him  to 
amortize  his  investment  and  for  the  owner  to  realize  suf¬ 
ficient  income  to  pay  the  taxes  and  repairs  of  building;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  (5)  years,  to  permit  the  premises  to  be 
occupied  as  proposed  on  condition  that  the  washing  machines 
shall  be  of  a  type  as  proposed  and  as  approved  by  the  Board 
under  Cal.  136-46-SA;  that  during  the  term  of  this  variance, 
the  premises  shall  be  occupied  for  no  other  use  and  no 
laundry  work  shall  be  done  other  than  in  the  twenty-one 
(21)  machines  themselves;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

342-46-A 

APPLICANT — Orlin  Laboratories,  Inc.,  lessee,  for  Edwill 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 662  Pacific  street  and  27  6th 
avenue,  southeast  corner  (3rd  floor)  ;  (Block  1128, 
Lots  4  and  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Benjamin  A.  Rogon. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (342-46-A) 

Whereas,  Orlin  Laboratories,  Inc.,  lessee,  for  Edwill 
Realty  Corp.,  owner,  filed  May  7,  1946  an  appeal  from  an 
order  of  the  fire  commissioner  affecting  premises  662  Pacific 
street  and  27  6th  avenue,  southeast  corner  (Block  1128,  lots 
4  and  6),  Borough  of  Brooklyn;  and 

Whereas,  Order  2409-LC  issued  by  the  fire  commissioner 
April  9,  1946  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  oils,  waxes,  etc., 
shows  that  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 


Forthwith 

1.  Discontinue  the  storage  of  more  than  5  barrels  of 
oils  or  fats  on  above  premises  for  the  reason  that 
another  workshop  or  factory  exists  in  the  same  build¬ 
ing.  09-130. 3  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  in  height,  90  ft.  by  106  ft.  irregular  in  area,  of  class 
3  construction,  erected  in  1920,  located  in  an  unrestricted  use 
B  area  class  1  height  district  and  used  and  occupied  since 
May,  1944  as  follows:  cellar — storage  of  oil — no  persons; 
1st  floor — manufacturing  electrotypes — 40  persons;  2nd  floor 
— storage  and  shipping  of  phonograph  records — 10  persons; 
3rd  floor — manufacturing  cosmetics — 30  persons  ;  that  the 
building  is  equipped  with  two  44"  wdde  fireproof  stairs, 
equipped  with  fireproof  doors  which  are  not  self-closing; 
that  one  stairs  leads  direct  to  street,  one  leads  to  roof  and 
the  other  stairs  is  provided  with  a  ladder  and  scuttle  to 
roof ;  and 

Whereas,  C.  O.  96852  issued  June  18,  1940  permits  the 
use  of  the  building  as  a  newspaper  plant  with  an  occupancy 
of  50  persons  on  the  1st  floor,  35  on  the  2nd  and  70  on  the 
3rd  floor  under  Alt.  Applic.  1131-40;  and 
Whereas,  the  applicant  states  that  the  premises  consist 
of  two  adjoining  buildings  connected  by  an  opening  through 
the  fire  wall ;  that  it  is  proposed  to  store  and  use  the 
following  fats  and  oils :  3  drums  of  vaseline ;  35  drums  of 
oils ;  3  drums  of  lanolin ;  500  lbs.  of  waxes  and  100  lbs.  of 
essential  oils ;  that  the  space  to  be  used  on  the  3rd  floor  for 
the  storage  of  fats  and  oils  will  not  be  separated  from  the 
balance  of  the  plant ;  that  the  building  is  equipped  with  a 
one  source  sprinkler  system  throughout ;  and 

Whereas,  the  applicant  contends  that  it  manufactures 
cosmetics  in  bulk  and  in  containers  and  it  is  necessary  for 
the  conduct  of  the  business  that  a  variety  of  raw  materials 
be  stored  and  used;  that  none  of  these  materials  have  a 
low  flashpoint  nor  are  they  volatile ;  that  the  process  of 
manufacture  does  not  involve  any  high  temperature  and  is 
similar  to  the  manufacture  of  cold  process  soaps ;  that  there 
are  six  soda  acid  fire  extinguishers,  one  carbon  tetrachloride 
fire  extinguisher,  a  water  hose  connection  and  numerous 
sand  pails  throughout  the  premises  and  housekeeping  con¬ 
ditions  are  good;  that  any  additional  safeguard  the  Board 
may  deem  necessary  will  be  provided ;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
L.  Sonneborn  &  Sons,  Inc.  stating  that  Carnation  Mineral 
Oil  which  presumably  is  the  product  supplied  to  the  appli¬ 
cant  has  a  flashpoint  of  355  deg.  F. 

Resolved,  that  Order  2409-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  materials  used 
shall  not  exceed  the  quantities  as  stated  and  the  flashpoint 
shall  not  be  lower  than  355  deg.  F.  for  all  such  materials; 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  the  one  source 
sprinkler  system  installed  throughout  the  building  shall  be 
maintained  in  accordance  with  the  requirements  therefor 
and  to  the  satisfaction  of  the  fire  commissioner;  that  all 
openings  between  buildings  shall  comply  with  the  require¬ 
ments  of  the  building  code  therefor  and  the  stairways  shall 
comply  with  the  requirements  of  the  Labor  Law ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  other  laws,  rules  and  regulations  applicable  thereto; 
that  a  new  certificate  of  occupancy  for  the  present  occu¬ 
pancy  of  the  building  shall  be  obtained. 


691-46-A 

APPLICANT — Royal  Petroleum  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  fuel  oil  in  Trailmobile  in  New. 
York  City  (capacity  of  tank  not  in  conformity  with' 
Administrative  Code  requirements  covering  tanks 
trucks) . 

APPEARANCES— 

For  Applicant :  R.  Reeves  and  E.  P.  Engelke. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
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If 


AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (691-46- A) 

[.  Whereas,  Royal  Petroleum  Corporation,  owner,  filed 
September  3,  1946,  an  appeal  from  an  order  of  the  fire 
commissioner  relating  to  the  use  of  owner’s  truck,  No.  104, 
for  the  transportation  of  fuel  oil  from  the  owner’s  plant  at 
Long  Island  City  to  its  plant  at  New  Hyde  Park;  and 
_  Whereas,  Order  46871-LC,  issued  by  the  fire  commis¬ 
sioner  August  1,  1946,  reads: 

“An  inspection  of  truck  No.  104  with  a  tank,  mounted 
on  a  Federal  chassis,  for  the  transportation  of  any 
liquid  product  of  petroleum,  shale  oil  or  coal  tar,  as 
required  by  Section  C19-S2.0-A,  Title  C,  Part  1, 
Article  8,  of  the  Administrative  Code  of  the  City  of 
New  York,  shows  the  following  requirements  necessary 
before  a  permit  can  be  issued : 

1.  Provide  a  tank  constructed  in  accordance  with 
specifications  set  forth  in  Section  5.” 

;  and 

jj  Whereas,  the  applicant  states  that  the  truck  in  question 
is  a  Trailmobile,  1946  Model,  No.  86344,  and  Federal  Trac¬ 
tor  license  No.  251114,  Engine  No.  B  6427-3994,  used  for 
the  transportation  of  No.  2  fuel  oil  from  Long  Island  City 
to  its  terminal  plant  at  New  Hyde  Park;  and 
Whereas,  the  applicant  contends  that  the  truck  is  not 
used  for  retail  deliveries  and  is  not  equipped  to  do  so;  that 
,no  deliveries  are  made  within  the  city  of  New  York;  that 
ithe  plant  at  New  Hyde  Park  is  so  located  that  it  can  only 
|be  supplied  with  oil  by  transfers  from  Long  Island  City; 

!  that  the  tank  in  question  is  certified  by  the  manufacturer  as 
'being  safe  to  carry  No.  2  oil  to  its  full  capacity;  and 

Whereas,  Fine  Department  records  indicate  that  the 
!  truck  chassis  consists  of  Federal  Model  45M-2-1945,  chassis 
No.  127631,  Engine  No.  B6427-3994,  having  a  tractor  weight 
I  of  9050  lbs.  and  a  full  load  weight  of  30,000  lbs.,  equipped 
With  a  4,000  gallon  tank,  manufactured  by  the  City  Tank 
j  Corporation,  divided  into  three  compartments  of  500,  1200 
ind  2300  gallons  capacity,  respectively,  constructed  of  8 
gauge  shell,  8  gauge  head,  welded,  mounted  on  Trailmobile 
chassis  and  certified  by  the  tank  manufacturer  as  being  safe 
'or  the  transportation  of  4,000  gallons  of  fuel  oil. 

Resolved,  that  Order  46871-LC  issued  by  the  fire  com- 
nissioner  be  and  it  hereby  is  modified  and  that  the  appeal 
)e  and  it  hereby  is  granted  on  condition  that  truck  No.  104 
!  shall  be  used  only  as  proposed  for  delivering  oil  from  the 
1  )lant  in  Long  Island  City  directly  to  New  Hyde  Park 
|  vithout  delivery  stops  within  New  York  City;  that  the 
|  'oute  shall  be  along  -Queens  boulevard  to  Horace  Harding 
|  >oulevard  to  Hollis  Court  boulevard  to  Union  Turnpike  to 
j  he  city  line ;  that  the  compartments  shall  be  as  proposed 
■xcept  that  the  existing  compartment  with  a  capacity  of 
;  1300  gallons  shall  be  reduced  by  sealing  off  a  portion  with 
|  l  capacity  of  996  gallons  as  indicated  on  revised  plans 
;  narked  “Received  November  13,  1946,  A1  and  A2” ;  that 
I  uch  sealed-off  compartment  shall  have  a  vent  at  the  top 
!  ind  an  opening  at  the  bottom  for  drainage  and  leakage 
ind  which  shall  be  open  at  all  times. 

— 

75-46-A 

VPPLICANT — Shapiro  and  Schlissel,  for  Mills  Street 
Realty  Corp.,  owner  (Gleitsman’s  Inc.,  lessee). 

GUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED— 27-50  1st  (Mills)  street,  west 
side,  248.56  ft.  south  of  27th  avenue  (Franklin 
street),  and  202  ft.  north  of  Astoria  boulevard  (4th 
floor)  ;  (Block  490,  Lot  11)  ;  Astoria,  Borough  of 
L  Queens. 


APPEARANCES— 

For  Applicant :  Abraham  Schlissel  and  Milton 
Gleitsman. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative :  .  q 

THE  RESOLUTION  (775-46- A) 

Whereas,  Shapiro  &  Schlissel  for  Mills  Street  Realty 
Corp.,  owner  (Gleitsman’s  Inc.,  lessee)  filed  October  11, 
1946  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  27-50  First  street,  west  side,  248.56  ft. 
south  of  27th  avenue  (Block  490,  lot  11),  Astoria,  Borough 
of  Queens ;  and 

Whereas,  Order  3854-C  issued  by  the  fire  commissioner 
September  13,  1946  reads: 

“1.  _  You  are  hereby  notified  that  Fire  Department 
Permit  #334905,  expiring  November  30,  1946,  authoriz¬ 
ing  the  storage  of  40  pounds  celluloid  (not  for  further 
manufacture),  100  gallons  paints  and  thinners,  100  gal¬ 
lons  acetone,  100  gallons  lacquer  and  5  gallons  Savasol 
#4,  is  revoked  for  the  reason  that  a  recent  inspection 
shows  that  the  quantity  of  celluloid  has  been  increased 
to  600  pounds  which  prohibits  the  issuance  of  permit  for 
the  following  reasons  : 

A.  C19-1 10.0-b-4,  provides  that  no  permit  for  storage 
of  manufacture  of  nitro-cellulose  products,  shall  be 
issued  for  any  building  which  is  situated  within  the  fire 
limits  and  is  not  of  fireproof  construction  if  more  than 
three  stories  in  height ;  or  if  three  stories  or  less  in 
height,  if  of  frame  construction ; 

B.  C19-110.0-b-6,  provides  that  no  permit  for  the 
storage  or  manufacture  of  nitro-cellulose  products,  shall 
be  issued  for  any  building  which  is  not  equipped  with 
an  approved  system  of  automatic  sprinklers.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories, 
65  ft.  in  height,  182.69  ft.  by  226.7  ft.  in  area,  of  class  3 
construction,  erected  prior  to  1916  and  used  and  occupied 
since  prior  to  1916  as  follows:  1st  floor — storage  of  bottles 
— 3  persons;  2nd  floor — shipping,  manufacture  of  hampers 
and  office — 50  persons;  3rd  floor — manufacturing  hampers — 
61  persons;  4th  floor — manufacturing  hampers — 62  persons; 
that  no  change  in  use  or  occupancy  is  proposed;  that  the 
building  is  equipped  with  a  two  source  sprinkler  system  and 
fire  alarm  system  and  fire  drills  are  not  maintained;  that 
there  are  three  42"  wide  wood  stairs,  brick  enclosure;  that 
fire  extinguishers  are  maintained  throughout  the  plant ;  that 
no  greater  quantities  of  celluloid  are  now  being  used  than 
during  the  past  7  years ;  that  unless  the  lessee  is  permitted 
to  store  the  quantity  of  celluloid  proposed,  500  lbs.,  it  cannot 
long  remain  in  business ;  that  the  celluloid  as  used  in  this 
plant  is  not  “subjected  to  further  manufacture”;  and 

Whereas,  the  applicant  states  that  the  sprinkler  system 
consists  of  a  tank  of  50,000  gallons  capacity  located  on  a 
high  trestle  above  the  roof  and  fed  from  the  street  source 
of  supply. 

Resolved,  that  Order  3854-C  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that*  the  appeal  be 
and  it  hereby  is  granted  as  to  Items  1,  A  and  B,  on  condi¬ 
tion  that  not  more  than  500  lbs.  of  celluloid  shall  be  stored 
within  the  building  including  celluloid  in  process;  that  all 
celluloid  except  that  in  process,  which  shall  not  exceed  100 
lbs.,  shall  be  stored  in  an  approved  cabinet  as  indicated  and 
located  not  nearer  than  25  ft.  to  any  existing  spray  booth; 
that  such  cabinet  shall  comply  with  the  requirements  there¬ 
for ;  that  the  sprinkler  system  and  fire  alarm  system  shall 
be  maintained  in  accordance  with  the  requirements  therefor ; 
that  such  receptacles  with  water  and  hinged  cover  for  cellu¬ 
loid  refuse  and  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 
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MATERIALS  SUBMITTED  FOR  APPROVAL. 

376-46-SM 

APPLICANT — Joseph  Lupo,  for  Lupo  and  Son,  owners. 
SUBJECT — Lupo  and  Son’s  Hollow  Cement  Blocks, 
8"  x  8"  x  16"  L.B.S.  (concrete),  approval  of. 

APPEARANCES— 

For  Applicant :  Nick  Lupo. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (376-46-SM) 

Whereas,  Joseph  Lupo,  for  Lupon  and  Son,  owners,  filed 
on  May  22,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Lupo 
and  Son’s  Hollow  Cement  Block,  8"  x  8"  x  16"  L.B.S.  (con¬ 
crete)  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


1.  That  these  units  be  manufactured  according  to 
the  same  specifications  as  herein  set  forth. 

2.  That  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  Rules  of  the 
Board  for  the  manufacture,  testing  and  use  of  Concrete 
Masonry  Units. 

3.  That  these  units  be  marked  as  required  by  Rules 
8.1,  8.2  and  8.4. 

4.  That  Rule  8.5  be  complied  with. 

5.  That  nine  copies  of  drawings  showing  the  manu¬ 
facturer’s  distinguishing  mark  and  its  method  of  appli¬ 
cation  with  the  additional  marks  required  by  Rules  8.1 
and  8.2  shall  be  filed  with  the  Board  and  accepted  before 
the  approval  becomes  effective. 

6.  That  quarterly  test  reports  of  compression  for 
not  less  than  three  representative  samples  of  each  size 
of  block  described  herein  manufactured  during  the 
quarter  be  filed  with  the  Board.  Unless  these  tests  are 
performed  at  a  Laboratory  approved  by  the  Board,  such 
reports  shall  be  verified  before  a  notary  public  or  com¬ 
missioner  of  deeds  by  the  person  performing  the  same. 

7.  That  only  approved  aggegates  shall  be  used. 


REPORT  OF  COMMITTEE  ON  TESTS 

October  22,  1946. 

Re:  Cal.  376-46-SM 

Subject:  Lupo  and  Son’s  Hollow  Cement  Block, 

8"  x  8"  x  16"  L.B.S.  (concrete),  approval  of. 

Joseph  Lupo  of  Jamaica,  New  York,  filed  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  under 
the  provisions  of  C26-  178.0b  and  C26-309.0  Administra¬ 
tive  Building  Code  for  approval  of  Lupo  &  Son’s  Hol¬ 
low  Cement  (concrete)  Block. 

Description 

These  blocks  are  made  in  one  size  8"  x  8"  x  16"  par¬ 
tition  and  wall  blocks  and  are  composed  of  one  part 
by  volume  of  approved  portland  cement  and  6  parts  by 
volume  of  sand  and  2  quarts  of  water  per  block  with 
correction  for  contained  wateir  and  a  yield  of  14  blocks 
per  bag  of  cement.  The  cement  and  sand  are  measured 
into  a  one  cubic  foot  box  until  the  required  amount  is 
ready,  then  mixed  and  the  necessary  amount  of  water 
added  during  mixing.  The  blocks  are  then  made  in  a 
concrete  block  machine  by  hand.  They  are  stored  in 
an  enclosed  space  provided  with  heating  and  moisture 
equipment  for  three  days  to  cure.  They  are  then  allowed 
to  stand  twenty-five  days  under  cover  before  being  used. 

On  July  31,  1946,  compression  tests  were  made  of 
blocks  which  were  manufactured  and  identified  by  the 
Committee  on  Tests  and  tested  as  laid  in  the  wall  at 
Polytechnic  Institute  of  Brooklyn  (report  dated  July  31, 
1946)  in  accordance  with  the  requirements  of  C26-309.0, 
Administrative  Building  Code.  The  methods  of  test 
were  those  prescribed  by  C26-326.0  Administrative 
Building  Code. 

Results  of  tests  were  as  follows  : 

8"  x  8"  x  16"  hollow  blocks  average  compressive 
strength  1560  lbs.  p.s.i.  A  checks  of  the  voids  of  this 
block  indicated  that  the  block  had.  less  than  25%  voids, 
classifying  them  as  L.B.S. 

Maxirndm  capacity  of  testing  machine  used  was 
200,000  lbs. ;  gross  area  of  blocks,  128  sq.  in. 

Recom  mendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Lupo  and  Sons 
Hollow  Cement  Block,  size  8"  x  8"  x  16"  L.B.S.  (as 
manufactured  as  herein  set  forth  at  the  applicant’s 
plant)  pursuant  to  Section  C26-191.0  for  use  under 
C26-309.0  and  the  Rules  of  the  Board  for  use  in  load 
bearing  and  non-load  bearing  masonry,  as  provided  in 
Sub.  Article  4  of  Art.  9  of  Chapter  26,  Administrative 
Building  Code.  The  approval  is  recommended  on  the 
following  conditions : 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

736-46-SM 

APPLICANT — Murray  Walshin,  owner. 

SUBJECT— Silent  Flame  Fuel  Oil  Fill  Box  (2  in.)  (Fill  ! 

Pipe  Terminal),  approval  of 
APPEARANCES— 

For  Applicant :  Murray  Walshin. 

ACTION  OF  BOARD — -Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 0 

THE  RESOLUTION  (736-46-SM) 

Whereas,  Murray  Walshin,  owner,  filed  on  October  4, 
1946,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Silent  Flame 
Fuel  Oil  Fill  Box,  2"  (Fill  Pipe  Terminal)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

October  22,  1946. 

Report  of  Committee  on  Tests. 

Re:  Cal.  # 736-46-SM 

Subject:  Silent  Flame  Fuel  Oil  Fill  Box  2" 

(Fill  Pipe  Terminal)  Approval  of. 

Murray  Walshin  of  New  York  City  filed  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Silent  Flame  Fuel  Oil  Fill  Box  (Fill 
Pipe  Terminal)  under  the  provisions  of  C26-178.0b  of 
the  Administrative  Building  Code  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

Description 

The  device  is  2"  inside  diameter,  constructed  of 
malleable  iron  with  three  lugs  on  the  outside  so  that 
it  can  be  imbedded  in  concrete  or  masonry  to  prevent 
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the  fill  pipe  terminal  from  being  loosened  from  the  fill 
pipe.  This  device  is  provided  with  a  bronze  seal-cap 
2 34  in.  o.d.  with  7  machine  cut  threads.  The  nipple  is 
provided  with  12  machine  cut  threads.  An  oil-tight 
gasket  is  provided,  inserted  in  a  groove  in  the  nipple  end 
of  the  fill  pipe  terminal,  so  it  cannot  be  readily  moved, 
in  order  to  render  the  fill  pipe  terminal  vaporproof  at 
all  times  when  not  in  use. 

Test 

This  fill  pipe  terminal  was  inspected  and  tested  by  the 
Committee  on  Tests  of  the  Board.  Present  at  test  were 
Commissioner  Charles  M.  Blum  and  Chief  Engineer 
Leslie  V.  Huber.  The  fill  pipe  terminal  was  found  to 
comply  with  the  requirements  of  Rule  7.4.4  of  the  Oil 
Burner  Rules  of  the  Board,  Cal.  #217-21-SR. 

Reco  m  m  end  atio  n 

On  the  basis  of  the  inspection  and  test,  the  Committee 

Bon  Tests  recommends  the  approval  of  the  Silent  Flame 
2"  Fuel  Oil  Box  (Fill  Pipe  Terminal)  when  constructed 
as  herein  described  and  when  installed  in  accordance 
with  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals  and  on  condition  that  the  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with  letters  not 
less  than  $4  inch  in  height  and  raised  inch,  reading 
“Fuel  Oil”  and  with  the  calendar  number  736-46-SM  in 
smaller  letters. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


!  Adjourned:  12:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 

!-  - 

REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  NOVEMBER  13,  1946. 

I  Present :  Chairman  Murdock,  Commissioners  Savage  and 

.  Blum  and  Deputy  Chief  Guinee. 

P>  - _ 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

1200-40-A 

:  APPLICANT — William  H.  Healy,  for  Community  Schools, 
Inc.,  owner. 

,  SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance  re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition  for  temporary  term  of  five 
years) . 

PREMISES  AFFECTED — 198  New  York  avenue,  west 
side,  65  ft.  north  of  Park  Place  (Block  1234,  Lot 
43),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Healy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of 
variance  extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (1200-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  premises  196  New  York  avenue,  west  side, 
65  ft.  north  of  Park  place  (Block  No.  1234,  Lot  No.  43), 
Borough  of  Brooklyn,  was  granted  by  the  Board  January 
21,  1941,  on  certain  conditions,  and  the  resolution  amended 
February  25,  1941  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  21,  1941  as 
amended  May  13,  1941,  only  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended  this  portion 
shall  read: 

“*  *  *  granted  for  a  term  of  five  (5)  years  from 
the  date  of  this  amended  resolution ;  and  that  other  than 
as  amended  herein  the  resolutions  adopted  by  the  Board 
January  21,  1941  and  amended  May  13,  1941,  shall  be 
complied  with  in  all  respects.” 


614-45-A 

APPLICANT — Henry  Nordheim,  for  Osna  Strohmayer, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2707  Bailey  avenue,  west  side, 
336.07  ft.  south  of  Kings  Bridge  road  (1st  floor)  ; 
(Block  3238,  Lot  102),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (614-45-A) 

Whereas,  Henry  Nordheim,  for  Osna  Strohmayer,  owner, 
filed  October  16,  1945,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  2707  Bailey  ave¬ 
nue,  west  side,  336.07  ft.  south  of  Kings  Bridge  road  (1st 
floor)  ;  (Block  3238,  Lot  102),  Borough  of  The  Bronx;  and 
Whereas,  when  this  case  was  called  for  public  hearing, 
the  applicant  stated  that  he  was  not  prepared  to  proceed 
with  the  appeal. 

Resolved,  that  this  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


655-46-A 

APPLICANT — New  York  City  Housing  Authority,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar  re  Appeal  from  decisions  of 
the  borough  superintendent  (previously  dismissed  for 
lack  of  prosecution). 

PREMISES  AFFECTED— Super  Blocks  1  and  2,  bounded 
by  Douglass,  Hoyt,  Wyckoff,  Baltic,  and  Bond 
streets  (Block  392,  Lots  1-70 ;  Block  398,  Lots  1-62; 
Block  404,  Lots  1-67  and  Block  410,  Lots  1-67), 
Gowanus  Houses,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  L.  S.  Joseph. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Housing 
and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 
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THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

Negative :  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative: .  0 

THE  RESOLUTION  (655-46-A) 


Whereas,  the  New  York  City  Housing  Authority,  owner, 
filed  September  4,  1946,  an  appeal  from  decisions  of  the 
borough  superintendent  affecting  Gowanus  houses,  located  on 
superblock  bounded  by  Hoyt,  Baltic,  Bond  and  Douglass 
streets  and  part  of  superblock  bounded  by  Hoyt,  Wyckoff, 
Bond  and  Baltic  streets  (Whole  Block  Nos.  392,  Lots  1-70, 
inc. ;  Block  398,  Lots  1-62,  inc. ;  Block  404,  Lots  1-67  and 
Block  410,  Lots  1-67),  Gowanus  Houses,  Borough  of 
Brooklyn ;  and 

Whereas,  the  premises  are  located  in  unrestricted,  busi¬ 
ness  and  residence  use,  A  and  B  area,  Class  1J4  height  dis¬ 
tricts,  upon  which  it  is  proposed  to  construct  four  4-story, 
six  6-story,  two  9-story,  two  13-story  and  six  14-story,  Class 
A  multiple  dwellings  of  Class  1  construction;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
N.B.  Applies.  669-677,  inc.,  dated  August  5,  1946,  relating  to 
super-block  1,  bounded  by  Wyckoff,  Bond,  Baltic  and  Hoyt 
streets,  reads : 

“5.  Provide  a  4"  fireproof  recess  for  incinerator 
openings  on  public  halls  and  doors  for  same  to  be  1-Hour 
test  s.c.f.  door  and  trim.” 
and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
August  5,  1946,  on  N.B.  Applic.  678-683-45,  inc.,  relating  to 
superblock  ff 2 ,  bounded  by  Baltic,  Bond,  Douglass  and  Hoyt 
streets,  reads : 

“5.  Provide  a  4"  fireproof  recess  for  incinerator  open¬ 
ings  on  public  halls  and  doors  for  same  to  be  1-Hour 
test  s.c.f.  door  and  trim.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  5,  1946,  on  N.B.  Applic.  678-683-45,  inc.,  relat¬ 
ing  to  superblock  #2,  bounded  by  Baltic,  Bond,  Douglass  and 
Hoyt  streets,  reads: 

‘‘5.  Provide  a  4"  fireproof  recess  for  incinerator 
openings  on  public  halls  and  doors  for  same  to  be  1-Hour 
test  s.c.f.  door  and  trim.” 

and 

Whereas,  the  applicant  states  that  each  four  and  six-story 
unit  will  be  equipped  with  one  stairway ;  each  9,  13  and 
14-story  unit  will  be  equipped  with  two  stairways,  each  to  be 
3  ft.  3J4  in.  wide  of  fireproof  construction  from  roof  to 
street ;  and 

Whereas,  the  applicant  contends  that  the  incinerators  are 
of  a  non-fuel  fired  type  and  therefore  not  subject  to  the  same 
degree  of  heat  or  fire  hazard  as  fuel  oil  fired  incinerators ; 
that  the  incinerator  openings  will  be  provided  with  self-closing 
hopper  doors  and  frames  having  a  1-hour  fire  test  rating  and 
therefore  it  is  unnecessary  to  add  any  further  protection ; 
that  in  accordance  with  the  Code,  any  hopper  service  door 
placed  a  foot  or  more  off  the  required  lines  of  egress  travel 
would  be  acceptable  without  the  use  of  a  protective  door  ;  that 
this  could  not,  therefore,  be  construed  to'  give  any  more 
protection  to  the  egress  enclosure  in  which  most  incinerator 
openings  are  located ;  that  in  buildings  where  such  protective 
doors  have  been  installed,  said  doors  have  not  only  been  a 
continual  nuisance  to  the  tenants  by  interfering  with  the 
convenient  operation  of  the  hopper  door,  but  also  have  been 
the  cause  of  people  spilling  refuse,  thereby  creating  an  unsani¬ 
tary  condition ;  that  people’s  clothes  become  soiled  every  time 
they  use  the  incinerator  as  they  must  lean  against  the  pro¬ 
tective  door  to  hold  it  open ;  that  in  general,  this  additional 
door  is  very  impractical ;  that  most  buildings  heretofore  using 
same  have  been  of  non-fireproof  construction,  whereas  all 
these  buildings  will  be  Class  1  fireproof  structures. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
as  to  N.B.  Applications  669-677,  inclusive  and  678-683,  1945, 


inclusive  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  objection  5,  on  condition  that 
the  incinerator  hopper  assembly  shall  be  of  a  type  as  sub¬ 
mitted  to  the  Board  and  as  meeting  the  test  requirements  for 
one-hour  rating;  that  it  shall  be  self-closing;  that  the  facing 
of  the  hopper  door  shall  be  machined  and  ground  smooth ; 
that  the  hopper  door  shall  be  flanged  to  insure  tight-fitting  at 
all  times  so  as  to  make  it  smoke-tight ;  that  in  addition  there 
shall  be  a  sprinkler  line  installed,  which  may  be  fed  from  the 
house  water  supply,  with  one  head  located  at  the  ceiling 
directly  over  the  hopper  door  on  each  floor,  where  the  in¬ 
cinerator  shaft  is  within  the  enclosure  of  the  stairhall,  as 
shown  on  plans  filed  with  this  appeal  marked  “Received 
September  4,  1946,”  three  sheets  and  October  18,  1946,  two 
sheets. 

779-46-A 

APPLICA.NT — Oscar  Goldshlag  for  Maid  Rite  Novelty 
Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1813  Third  avenue,  east  side, 
25  ft.  11  in.  south  of  East  101st  street  (1st  and  2nd 
floors)  ;  (Block  1650,  Lot  46),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

-For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 0 

THE  RESOLUTION  (799-46-A) 

Whereas,  Oscar  Goldshlag,  for  Maid  Rite  Novelty  Cor¬ 
poration,  owner,  filed  October  14,  1946,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  1813  Third 
avenue,  east  side,  25  ft.  11  in.  south  of  East  101st  street 
(Block  1650,  Lot  46),  Borough  of  Manhattan ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  25,  1946,  on  Alt.  Applic.  1791-46,  reads: 

“1.  I  wo  means  of  egress  required  leading  from  street 
to  roof  and  comply  with  Section  270  Labor  Law  (N.B. 

’  56-1935). 

2.  Required  live  load  for  manufacturing  is  120  lbs. 
per  sq.  ft. 

3.  Required  live  load  for  store  100  lbs.  i>er  sq.  ft.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  24  ft.  in  height:  25  ft.  by  80  ft.  in  area,  of  Class  3 
construction ;  erected  1935;  located  in  a  business  use  B  area, 
Class  1/4  height  district  and  used  and  occupied  since  Jan¬ 
uary,  1946,  as  follows :  cellar,  storage  and  boiler  room,  no 
persons;  1st  floor,  store,  4  persons;  2nd  floor,  offices  and 
showroom,  30  persons;  proposed  to  be  used  and  occupied: 
cellar,  storage  of  old  machines  and  boiler  room,  no  persons; 
1st  floor,  store,  4  persons ;  2nd  floor,  manufacturing  ladies 
underwear  accessories,  30  persons ;  that  the  building  is 
equipped  with  an  interior  fire  alarm  system,  regular  monthly 
fire  drills  are  maintained  ;  that  there  is  one  4  ft.  wide  steel 
stairs,  enclosed  in  partitions  of  studs,  metal  lath,  portland 
cement  plaster  both  sides,  equipped  with  one  hour  self-closing 
fireproof  doors  and  leading  direct  to  street,  provided  with  a 
ladder  and  scuttle  to  roof,  and  there  is  one  fire  escape  at 
front  of  building  leading  to  roof  by  ladder  and  to  street  by 
stair;  that  windows  and  doors  on  the  course  of  the  fire 
escape  are  fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  the  building  was 
altered  in  1935  by  removing  three  stories  of  the  existing  old 
law  five  story  tenement ;  that  all  old  floor  beams  were  left 
intact;  that  the  envelope  of  the  building  was  not  changed 
but  the  front  wall  is  new ;  that  the  building  as  been  converted 
into  an  office  and  showroom  on  the  2nd  floor,  store  on  the 
1st  floor  and  storage  and  boiler  room  in  the  cellar;  that  per¬ 
mission  is  requested  to  use  present  steel  stairway  leading 
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direct  to  street  and  to  construct  a  regulation  fire  escape  and 
..counterbalanced  stair  as  a  second  means  of  egress;  that  the 
[  building  was  originally  erected  prior  to  1913;  that  to  deny 
i  this  appeal  or  to  consider  the  building  erected  after  1913 
would  cause  hardship  to  the  present  owner  as  an  additional 
;  stairway  cannot  be  built  now  owing  to  a  long  term  lease  of 
the  store;  that  the  Board  is  requested  to  permit  a  live  load 
of  75  lbs.  for  the  1st  floor  store  occupancy  as  75  lbs.  was 
accepted  on  a  previous  application;  that  the  2nd  floor  will  be 
used  for  a  light  type  of  manufacturing  using  ordinary  sew¬ 
ing  machines  which  will  be  placed  near  walls  and  the  max¬ 
imum  live  load  will  not  exceed  75  lbs.  per  sq.  ft.,  .and  floors 
will  be  reinforced  where  necessary  so  as  to  be  capable  of 
sustaining  this  load;  and 

Whereas,  Certificate  of  Occupancy  20796,  issued  Novem¬ 
ber  16,  1935,  on  completion  of  work  under  N.B.  Applic. 
56-1935  permitted  the  following  use  and  occupancy:  cellar, 
•storage;  1st  floor,  stores,  4  persons,  75  lbs.  live  load;  2nd 
floor,  office  and  showroom,  30  persons,  50  lbs.  live  load. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
.  hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent  as 
to  Alt.  Applic.  1791-46,  and  that  the  appeal  be  and  it  hereby 
;is  granted  as  to  objection  1,  on  condition  that  the  primary 
means  of  exit  enclosed  as  indicated  on  plans  filed  with  this 
[ippeal,  marked  “Received  October  14,  1946”  (2  sheets)  shall 
be  maintained;  that  within  the  stair  enclosure  there  shall  be 
a  double-rung  steel  ladder  leading  to  the  scuttle  to  the  roof ; 
that  the  scuttle  shall  have  an  easy-opening  device;  that  as  a 
second  means  of  exit  a  fire  escape  shall  be  erected  on  the 
|  front  of  the  building,  as  shown  on  plans,  complying  with  the 
requirements  of  the  Labor  Law  therefor,  with  a  ladder  to 
the  roof  and  in  addition  a  platform  shall  be  erected  in  the 
i  rear  at  the  second  story  sill  level  with  a  drop  ladder  to  the 
1  open  yard  on  this  lot  from  which  exit  can  be  had  through 
ja  gate  in  the  fence  to  adjoining  yard  and  thence  to  street; 
[and  granted  as  to  objection  2,  on  condition  that  the  liveload 
;  of  the  second  story  shall  be  not  less  than  75  lbs.  per  super¬ 
ficial  foot;  that  any  manufacturing  done  on  the  second  story 
.shall  not  exceed  such  loading;  that  such  loading  shall  be 
I  posted ;  as  to  objection  3,’  in  view  of  previous  approval  and 
[  ssuance  of  Certificate  of  Occupancy  20796  by  the  borough 
superintendent,  a  liveload  of  75  lbs.  per  square  foot  for  the 
first  story  for  store  use  may  be  continued,  on  condition  that 
in  all  other  resjiects  the  use  and  occupancy  shall  comply  with 
ill  laws,  rules  and  regulations  applicable  thereto. 


:  S12-46-A 

\PPLICANT — John  B.  Resehke,  for  Westerfield  Apts., 
Inc.,  owner. 

[SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 610  West  116th  street,  south 
side  175  ft.  west  of  Broadway  (5th  to  10th  floors, 
inclusive)  ;  (Block  1896,  Lot  77),  Borough  of 
Manhattan. 

;  \PPEARAN CES — 

For  Applicant:  John  B.  Resehke. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

|  \CTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (812-46-A) 

:  Whereas,  John  B.  Resehke,  for  Westerfield  Apartments, 
nc.,  owner,  filed  October  22,  1946,  an  appeal  from  a  deci- 
j  ion  of  the  borough  superintendent,  affecting  610  West 
16th  street,  south  side,  175  ft.  west  of  Broadway  (Block 
896,  Lot  77),  Borough  of  Manhattan  ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
lated  October  11,  1946,  on  amendment  to  P.  and  D.  Applic. 
403-40,  reads : 
t 


“1.  Extend  5  in.  soil  lines  full  size  through  roof 
(C26- 1294.0  Adm.  Code).” 

and 

Whereas,  such  amendment  requested  “the  present  tem¬ 
porary  connection  to  the  existing  vent  be  accepted  as  the 
plumbing  fixtures  function  in  a  satisfactory  manner  and 
with  the  present  scarcity  of  plumbing  material,  together  with 
the  disturbance  of  the  tenants  on  the  six  upper  floors  would 
constitute  undue  hardship” ;  and 

Whereas,  the  applicant  states  that  the  building  is  10 
stories,  125  ft.  in  height,  50  ft.  by  84  ft.  11  in.  in  area, 
Class  1  construction;  erected  1908;  located  in  a  residence 
use  B  area,  Class  V/  height  district  and  used  and  occu¬ 
pied:  Cellar,  boiler  room  and  utilities;  1st  to  10th  floors, 
apartments,  four  apartments  per  floor,  and  proposed  to  be 
used  and  occupied  as  follows:  cellar,  same;  1st  floor,  four 
apartments ;  2nd,  3rd  and  4th  floors,  8  apartments  each ; 
5th  to  10th  floors,  four  apartments  each;  that  the  building 
is  equipped  with  one  3  ft.  wide  fireproof  stairs  from  roof 
bulkhead  direct  to  street ;  and 

Whereas,  the  applicant  contends  that  in  1940  the  owner 
obtained  approval  to  alter  the  premises  fronf  four  families 
on  a  floor  to  8  families  on  a  floor  from  the  2nd  to  10th 
floors  inclusive ;  that  the  work  was  carried  out  on  the  2nd, 
3rd  and  4th  floors  when  construction  was  halted  by  lack  of 
materials  and  regulations  of  the  W.P.B. ;  that  at  that  time 
the  new  stacks,  east  and  west  front,  were  tied  into  the  exist¬ 
ing  lines  and  approval  obtained  from  the  Department  of 
Housing  and  Buildings  on  a  temporary  basis ;  that  at  the 
present  time  due  to  the  further  dearth  of  materials  and  the 
fact  that  the  apartments  above  the  4th  floor  cannot  be  dis¬ 
turbed  without  removal  of  the  tenants,  which  would  not  be 
permitted  by  the  OPA,  and  that  the  Division  of  Housing  is 
pressing  for  a  Certificate  of  Occupancy,  it  is  requested  that 
the  condition  be  accepted  as  permanent ;  that  the  approved 
plans  call  for  5  in.  soil  and  a  4  in.  vent  which  has  been 
installed  on  the  2nd,  3rd  and  4th  floors,  and  connected  in 
to  the  existing  4  in.  soil  and  3  in.  vent  running  through  the 
roof ;  that  there  are  40  fixture  units  with  a  developed  length 
of  55  ft.  on  the  new  portion ;  that  above  that  point  present 
plumbing  which  consists  of  6  combination  sinks  and  tubs 
with  a  total  of  18  fixture  units  and  a  developed  length  of 
above  65  ft.  will  remain ;  that  under  the  present  plumbing 
code  this  is  more  than  adequate  for  these  fixtures  and  the 
plumbing  has  worked  mechanically  perfect  since  its  installa¬ 
tion;  that  a  variance  of  Section  C26-1294.0  is  requested  since 
such  section  requires  a  stack  to  run  its  full  size  through  the 
roof ;  that  if  in  the  future  there  is  a  possibility  of  making 
further  alterations  then  the  proper  size  of  soil  and  vent 
stack  will  be  substituted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  P.  and  D.  Applic.  1403-40,  objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  floors  above  the  fourth  shall 
remain  as  at  present  with  four  apartments  per  floor;  that 
in  the  event  the  number  of  apartments  on  the  floors  above 
the  4th  are  increased  to  a  greater  number  or  change  is  made 
as  to  the  number  of  fixture  units,  the  soil  and  vent  lines 
shall  then  be  removed  and  replaced  in  accordance  with  the 
Code  requirements ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


816-46-A 

APPLICANT — Wuest  and  Bailey,  for  Hu-La  Realty  Corp., 
owner  (Du-Plex  Venetian  Blind  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 33-23-57th  street,  east  side.  175 
ft.  south  of  Northern  boulevard  (1st  floor)  ;  (Block 
1181,  Lot  26),  Woqdside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Carl  Wuest. 

For  Administration  :  Daniel  S.  Lenihan,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


MINUTES 

187-35-A 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (816-46-A) 

Whereas,  Wuest  and  Bailey,  for  Hu-La  Realty  Corp., 
owner;  DuPlex  Venetian  Blind  Corp.,  lessee,  filed  October 
25,  1946,  an  appeal  from  an  order  and  decision  of  the  fire 
commissioner,  affecting  premises :  33-23  57th  street,  east  side, 
175  ft.  south  of  Northern  boulevard,  1st  floor  (Block  1181, 
Lot  26),  Woodside,  Borough  of  Queens;  and 
Whereas,  Order  #18022  LF  issued  by  the  fire  commis¬ 
sioner  August  22,  1946,  reads  : 

“1.  Arrange  bars  on  windows  on  1st  story  so  as  to 
be  readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use 
of  such  windows  for  the  purposes  of  egress  as  per 
Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  decision  of  the  Fire  Commissioner  dated 
September  30,  1946,  reads : 

“Your  letter  of  September  21,  1946,  requested  that 
Order  #18022  LF  be  reissued  has  been  received.  Your 
request  is  denied  for  the  reason  that  it  is  not  the  policy 
of  this  Department  to  reissue  violation  notices. 

You  may  appeal  this  decision  within  30  days  to  the 
Board  of  Standards  and  Appeals,  Room  1015,  Municipal 
Building,  Manhattan.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  13  feet  in  height,  94  by  97  feet  in  area,  Class  3  con¬ 
struction,  erected  in  1946,  located  in  an  unrestricted  use, 
B  area,  Class  1J/2  height  districts;  used  and  occupied  for 
the  manufacturing  of  Venetian  blinds,  30  persons;  that  there 
are  twenty-six  (26)  windows  affected  on  all  four  sides  of 
the  building;  that  means  of  egress  from  the  1st  story  con¬ 
sist  of  two  3  ft.  wide  door  openings  to  side  yard,  one  3  ft. 
wide  door  at  front  of  building  and  two  overhead  doors  at 
front  of  building;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to 
arrange  the  westerly  window  on  the  north  wall,  the  third 
window  from  the  front  on  the  south  wall  and  the  most 
northerly  and  the  most  southerly  window  on  the  east  wall 
by  equipping  the  bars  with  hinges  and  padlocks  and  chains 
which  could  be  broken  in  the  event  the  Fire  Department 
required  access  from  the  exterior ;  and 

Whereas,  the  applicant  contends  that  the  building  is  pro¬ 
vided  with  two  3  ft.  wide  side  yards  and  a  3  ft.  rear  yard; 
that  the  window  guards  were  installed  for  protection  against 
burglary ;  that  exit  doors  are  located  on  the  north  and  south 
walls ;  that  the  drying  room,  spray  and  dipping  room  and 
paint  storage  room  are  sprinklered  in  accordance  with  the 
requirements  of  the  Administrative  Code  and  that  the  build¬ 
ing  complies  with  all  other  laws  applicable  thereto;  that  the 
Board  is  therefore  requested  to  grant  a  variance  to  permit 
the  bars  to  remain  with  the  hinges  to  be  applied  to  the 
windows  above  specified;  and 
Whereas,  Certificate  of  Occupancy  Q35510  issued  August 
1,  1946,  on  completion  of  N.B.  Applic.  2080-45  permits  the 
use  of  the  building  for  factory  with  an  occupancy  of  thirty 
(30)  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  as  to  Order  #18022  LF  issued 
by  the  fire  commissioner  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  exits  and  the  hinged  windows 
for  additional  exit  purposes  shall  be  maintained  as  proposed 
and  indicated  on  plans  filed  with  this  appeal,  marked 
“Received  October  25,  1946”  (*5  sheets)  ;  that  such  hinged 
windows  shall  have  no  locks  during  working  hours  and  shall 
be  at  all  times  available  for  free  exit  in  case  of  fire;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


APPLICANT — New  York  Dock  Company,  owner. 
SUBJECT — Application  reopened  October  15,  1946 — rea 
Appeal  from  a  decision  of  the  commissioner  of  I 
buildings. 

PREMISES  AFFECTED— Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  515,  part  of  Lot  1),  Borough] 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver. 

For  Administration:  Daniel  S.  Lenihan,  Fire  Dep’t. I 
ACTION  OF  BOARD — Laid  over  to  December  10,  1946,] 
at  2  P.  M.  for  further  consideration. 


394-45-A 

APPLICANT — Triborough  Bridge  and  Tunnel  Authority,  I 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar  1 
10/29/46 — Appeal  from  a  decision  of  the  borough 
superintendent  (previously  withdrawn). 

PREMISES  AFFECTED— 56-80  Greenwich  street,  west 
side,  142.5  ft.  south  of  Rector  street  and  63-85 
Washington  street,  east  side,  137  ft.  south  of  Rector 
street  (2nd  to  7th  floors,  inclusive);  (Block  18, 
Lots  10,  12  to  24,  inclusive;  41-45,  inclusive  and 
47-54,  inclusive),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harold  Klorfein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous-| 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1946, 
at  2  P.  M.  at  request  of  applicant’s  representative. I 


724-46-A 

APPLICANT — Frank  J.  Buttermark,  for  Michael  Billotto, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 697  Forest  avenue,  north  side, 
211  ft.  west  of  Bement  avenue  (attic)  ;  (Block  168, 
Lot  60),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Angelo  Costantino. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over,  for  inspection  by  a 
committee  of  the  Board ;  date  to  be  set. 


ZONING  APPLICATIONS. 

117-24-BZ 

APPLICANT — Charles  M.  Spindler,  for  Dugan  Brothers, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  superintendent  of  buildings)  permitting  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 261-267  Pennsylvania  avenue, 
south  side,  123  ft.  north  of  Belmont  avenue  (Block 
•3738,  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 
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MINUTES 


THE  RESOLUTION  (117-24-BZ) 

Whereas,  this  application  under  the  zoning  resolution, 

U  permitting  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles,  affecting  premises  261-267  Pennsylvania  avenue, 
south  side,  123  ft.  north  of  Belmont  avenue  (Block  3738, 
Lot  7),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  June  17,  1924  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  17,  1924,  by  add¬ 
ing  thereto : 

“*  *  *  that  nothing  in  this  resolution  shall  prevent 
the  alteration  of  the  front  of  the  building  as  indicated 
on  plans  filed  with  this  application,  marked  “Received 
October  28,  1946,  as  passed  on  by  the  borough  superin¬ 
tendent  under  Alt.  Applic.  4390-46,  objection  1,  dated 
October  17,  1946,  on  condition  that  in  all  other  respects 
the  requirements  of  Hie  resolution  adopted  by  the  Board 
June  17,  1924,  shall  be  complied  with  and  the  occupancy 
is  not  changed  as  therein  permitted.” 


415-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Molly  R.  Golden, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance  and  amendment  of 
resolution  re  application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  7e,  permitting  in  a  residence  district 
for  a  temporary  term  of  two  years,  the  change  of 
occupancy  from  stable  and  cooperage  to  paper 
warehouse  and  baling  plant. 

PREMISES  AFFECTED — 349  Rivington  street,  south  side, 
22  ft.  west  of  East  Riyer  drive  (Block  323,  Lot 
52),  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
#  amended  and  term  of  variance  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TERM  OF  VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:.  .  0 


THE  RESOLUTION  (415-44-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  for  a  tem¬ 
porary  period  of  two  years,  the  change  of  occupancy  from 
stable  and  cooperage,  to  paper  warehouse  and  baling  plant ; 
affecting  premises,  349  Rivington  street,  south  side,  22  ft. 
west  of  East  River  drive  (Block  323,  Lot  52),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  November  8,  1944, 
on  certain  conditions ;  and 

i  Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  8,  1944,  in 
the  following  respects : 

“ granted  for  a  term  of  two  years  from  the  date  of 
this  amended  resolution ;  and  that  the  use  of  the  build¬ 
ing  may  be  changed  as  proposed  for  barrel  storage  on 
the  first  floor;  shoe  repairing  on  2nd  floor;  clothing 
manufacturing  on  3rd  to  6th  floors,  inclusive,  on  con¬ 
dition  that  the  building  shall  comply  in  all  respects  with 
the  requirements  of  the  Building  Code  and  Labor  Law 
for  such  occupancy;  and  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  resolution.” 


523-44-BZ 

APPLICANT— Stanley  H.  Klein,  for  American  Analytical 
Laboratories,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  district,  the 
change  of  occupancy  from  motor  vehicle  repair 
shop  and  dead  storage  of  automobiles  to  a  chemical 
laboratory  and  factory. 

PREMISES  Ah  FECI  ED — 326-328  West  70th  street,  south 
side,  279.3  ft.  west  of  West  End  avenue  (Block 
1181,  Lots  44  and  45),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Administration :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  q 

THE  RESOLUTION  (523-44-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  motor  vehicle  repair  shop  and 
dead  storage  of  automobiles,  to  a  chemical  laboratory  and 
factory,  affecting  premises  326-328  West  70th  street,  south 
side,  279.3  ft.  west  of  West  End  avenue  (Block  1181,  Lots 
44  and  45),  Borough  of  Manhattan  was  granted  by  the 
Board  on  November  14,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  14,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read :’ 
“*  *  *  granted  under  section  7e  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  maintenance  of  the  proposed  laboratory 
within  the  building  *  *  *  that  other  than  as  amended 
herein,  the  resolution  adopted  by  the  Board  November 
14,  1944,  shall  be  complied  with;  and  that  a  certificate 
of  occupancy  shall  be  obtained.” 


106-36-BZ 

APPLICANT — Isidore  Cohen,  for  Washton  Realty  Corp., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  for  a  term  of  ten  years. 

PREMISES  AFFECTED — 4-8  Mangin  street,  east  side,  75 
ft.  north  of  Grand  street  (Block  321,  Lots  29,  30 
and  31),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Isidore  Cohen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  December  3, 
1946  at  10  A.  M.  The  applicant  stated  that  the 
property  is  now  entirely  owned  by  the  Washton 
Realty  Corporation. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  o 
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261-36-BZ 

APPLICANT :  Steelmaster,  Inc.,  new  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  term  of  variance — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  use  of  plot  as  a  parking 
space  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2891-2895  Bailey  avenue,  west 
side,  57  ft.  south  of  West  230th  street  and  60-64 
West  230th  street  (Block  3264,  Lots  82  and  88), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Sidney  Cohen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  December  3, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


MATERIAL  SUBMITTED  FOR  APPROVAL. 
1146-39-SM 

APPLICANT — Frank  Lumia,  owner. 

SUBJECT — Lumia  Cement  Blocks,  Approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative :  . 0 

THE  RESOLUTION  (1146-39-SM) 

Whereas,  Frank  Lumia,  owner,  filed  on  September  19, 
1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Lumia 
Cement  Blocks ;  and 

Whereas,  the  applicant  failed  to  make  arrangements  for 
the  necessary  test  and  inspection,  although  duly  notified  to 

do  so. 

Resolved,  that  this  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition  or  removal 
of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW,  the  PLUMB¬ 
ING  CODE  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING  CODE  OF 
THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  local 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $L60). 

Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
(he  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third ,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  all  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  necessary  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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OIL  BURNER  RULES 


(217-21-SR) 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

Adopted  by  the  Board  of  Standards  and  Appeals  June 
15,  1934,  Amended  July  12,  1935,  January  28,  1936,  De¬ 
cember  4,  1936,  and  July  1,  1941. 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals,  November  6,  1919; 
amended  January  6,  1922;  January  18,  1924;  No¬ 
vember  3,  1926;  September  11,  1928;  January  11, 
1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932  and  November 
4,  1932. 

Authority :  Section  666,  paragraph  2  of  the  New 
York  City  Charter. 

Rule  1.  Scope. 

1.1  No  person  shall  install  oil-burning,  or  oil-storage 
equipment  for  use  within  the  City  of  New  York 
except  as  provided  in  these  rules. 

1.2  These  rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  oil  in  the  manufacture  of  illuminating 
gas  for  public  use. 

Rule  2.  Definitions. 

2.1  For  the  purpose  of  these  rules  the  following  terms 
shall  be  interpreted  in  accordance  with  these  defi¬ 
nitions  : 

2.2  APPROVED:  Shall  mean  devices  hereafter  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals 
and  also,  when  required  by  the  Board  of  Standards 
and  Appeals,  approved,  listed  as  standard,  and/or 
labeled  by  any  nationally  recognized  standard  test¬ 
ing  laboratory  not  operated  for  commercial  profit, 
provided  all  such  devices  are  installed  in  accordance 
with.  these  rules.  Such  approval  is  subject  to  sus- 

I  pension  or  revocation  for  non-compliance  with 

these  rules.  All  devices  approved  by  the  Board  of 
Standards  and  Appeals  prior  to  the  adoption  of 
these  rules  shall  be  accepted. 

2.3  AUTOMATIC  PUMP:  Shall  mean  an  automatic 
transfer  pump  operating  independent  of  the  burner 
to  provide  a  continuous  supply  of  oil. 

2.4  BURNER:  A  device  designed  for  the  purpose  of 
burning  oil. 

2.5  COMMERCIAL  INSTALLATIONS:  Oil  burn¬ 
er  installations  in  buildings,  other  than  dwellings 
when  used  for  heating  and  generation  of  power 
for  use  on  premises. 

2.6  CONTROLS:  Such  electrical  or  mechanical  de¬ 
vices  a,s  are  installed  for  the  purpose  of  providing 
safe  and  continuous  operation. 

2.7  DISCHARGE  LINE:  That  portion  of  the  line 
between  the  discharge  outlet  of  the  pump  and  the 
burner  oil  inlet  connection. 

2.8  DOMESTIC  INSTALLATIONS:  Oil  burner  in¬ 
stallations  installed  in  dwellings  as  defined  in  these 
rules. 

2.9  DWELLINGS:  Buildings  used  exclusively  for 
dwelling  purposes  and  occupied  by  one  or  two 
families,  including  convents,  rectories,  and  mon¬ 
asteries. 

2.10  ELECTRICALLY  GROUNDED:  For  protection 
against  lightning  shall  mean  storage  tanks  set 
directly  in  or  on  the  ground  and/or  with  under¬ 


ground  piping  connections.  Where  storage  tanks 
without  underground  piping  connections  are  built 
on  bases  above  the  surface  of  the  earth,  such 
storage  tanks  shall  be  grounded  at  two  (2)  points 
180  (degrees)  apart  as  follows  : 

2.10.1  The.  conductor  from  tank  to  ground  con¬ 
nection  shall  be  of  copper  not  smaller  than 
No.  6  (.162")  A.W.G.  wire,  or  pipe  not 
less  than  one-half  inch  (^2")  in  diameter. 

2.10.2  One  end  of  conductor  shall  be  permanently 
and  electrically  bonded  to  tank.  The  other 
end  shall,  be  bonded  to  a  ground  connec¬ 
tion  consisting  of  a  water  pipe  or  a  rod, 
pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190) 
square  inches,  buried  in  moist  earth  not  less 
than  two  feet  (2')  below  the  surface  of  the 
earth. 

2-U  FILL  PIPE:  That  portion  of  the  line  between  the 
nil  pipe  terminal  and  the  fill  pipe  connection  in 
the  storage  tank. 

2.12  FIRE  RETARDING  MATERIALS: 

2.12.1  One-half  (z/2)  inch  plaster  boards,  or  as¬ 
bestos  boards,  or  three-eighths  (3/8)  inch 
gypsum  wall  boards  weighing  not  less  than 
16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  (1)  inch  lapped  seams 
nailed  to  the  wood  beams  when  spaced  not 
more  than  sixteen  (16)  inches  on  centers, 
or  nailed  to  furring  strips  when  the  floor 
beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.2  Two  thicknesses  of  one-quarter  (%)  inch 
asbestos  boards  laid  with  tight  staggered 
joints  and  nailed  to  the  beams,  when  spaced 
not  more  than  sixteen  (16)  inches  on  cen¬ 
ters,  or  nailed  to  furring  strips  when  the 
floor  beams  are  more  than  sixteen  (16) 
inches  on  centers,  or 

2.12.3  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement 
mortar  at  least  three-quarters  (Va)  inch 
thick. 

2.12.4  Note — All  fire  retarding  material  to  be  ap¬ 
plied  as  required  in  rules  for  fire  retarding 
material  of  the  Board  of  Standards  and 
Appeals. 

2.13  GROUND:  An  electrical  conductor  having  capac¬ 
ity  to  absorb  current. 

2.14  INDUSTRIAL  INSTALLATIONS:  Oil  burner 
installations  for  industrial  purposes. 

2.15  OIL:  Any  liquid  mixture,  substance  or  compound 
derived  from  petroleum,  including  kerosene  and 
fuel  oil  as  defined  in  C19-2.0  of  the  Administra¬ 
tive  Code  and  Rule  3. 

2.16  OIL  BURNING  EQUIPMENT:  Any  device  in¬ 
cluding  burners,  oil  burning  heaters,  internal  com¬ 
bustion  engines  used  for  heating,  power  or  other 
purposes  designed  for  and/or  using  oil  as  defined 
in  these  rules. 

2.17  OIL  LEVEL  INDICATING  DEVICE :  A  means 
by  which  the  level  of  the  oil  in  a  storage  tank  may 
be  indicated. 

2.18  OVERb  LOW.  PIPE:  A  pipe  which  conveys,  by 
gravity,  the  oil  from  the  maximum  level  of  an 
auxiliary  tank  to  the  storage  tank  or  from  the 
pump  to  the  storage  tank. 
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2.19  PERMANENT  DEFORMATION Wherever 
phrase,  “without  permanent  deformation,”  is  used 
in  these  rules  it  shall  mean  that  the  tanks  or  con¬ 
tainers  shall,  after  release  of  test  pressure,  resume 
their  original  size  and  shape. 

2.20  PERMIT:  Shall  mean  permit  for  storage  of  oil. 

2  21  PORTLAND  CEMENT  CONCRETE:  Shall 
mean  a  mixture  of  one  (1)  part  cement  and  not 
more  than  two  and  one-half  (2^)  parts  sand  and 
five  (5)  parts  of  course  aggregate  and  complying 
in  all  other  respects  with  the  requirements  of  C26- 
311.0  of  the  Administrative  Building  Code. 

2.22  PREHEATER:  A  device  designed  for  heating  oil 
for  the  purpose  of  decreasing  the  viscosity. 

2  23  RELIEF  VALVE :  A  valve  held  shut  by  a  spring 
or  other  means  of  automatically  relieving  pressure 
in  excess  of  its  setting. 

2.24  RELIEF  LINE:  That  portion  of  the  line  between 
the  bypass  connection  of  the  relief  valve  and  the 
supply  line  or  storage  tank. 

2.25  REMOTE  CONTROL:  A  hand,  electric,  or  me¬ 
chanically-operated  device  to  shut  off  the  oil  sup¬ 
ply.  A  thermostat  is  not  acceptable  as  a  remote 
control. 

2.26  SCAVENGING  LINE:  A  line  installed  to  per¬ 
mit  the  removal  of  water  or  foreign  matter  from 
a  storage  tank. 

2  27  SHOP  FABRICATED :  Shall  mean  completely 
built  in  the  shop  of  the  tank  manufacturer. 

2.28  SHUT-OFF  VALVE:  A  device  that  can  be  ac¬ 
tuated  to  prevent  the  flow  of  liquid  in  a  line  of 
pipe. 

2.29  STORAGE  CONTAINER:  Any  container  for 
oil  connected  to  a  burner  _  or  oil-burning  heater 
and  having  a  capacity  of  six  (6)  gallons  or  less. 

2.30  STORAGE  TANK:  Any  tank  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (.2/5)  gal¬ 
lons  or  more,  having  a  fill  line  and  vent  line  con¬ 
nected  thereto. 

2.31  STORAGE  TANK,  AUXILIARY:  Any  con¬ 

tainer  for  oil  having  a  capacity  of  not  over  60 
o-allons  and  used  as  an  intermediary  tank  for 
gravity  feed  and  equipped  with  an  automatic  or 
manually  operated  pump.  , 

o  32  SUPPLY  LINE :  That  portion  of  the  line  be¬ 
tween  the  storage  tank  and  the  pump  oil.  inlet 
connection  or  hand  valve.  Where  a  pump  is  not 
used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  con¬ 
nection  or  hand  valve. 

2.33  TEST  WELL:  An  opening  in  the  top  of  the 
storage  tank  or  a  straight  pipe  connected  to  such 
opening  through  which  a  gauge  stick  may  be  in¬ 
serted  into  the  storage  tank. 

2.34  TRANSFER  PUMP:  An  oil  pump  that  is  not  an 
integral  part  of  the  burner  and  which  is  installed 
between  storage  tank  and  burner. 

2  35  VENT  PIPE:  That  portion  of  the  line  between 
vent  pipe  terminal  and  vent  pipe  connection  in  the 
storage  tank. 


Rule  3.  Oil  Permitted. 


3  1  Oil  permitted  under  these  rules  shall  be  any  hydro¬ 
carbon  oils  free  from  acid,  grit  and  fibrous  or  other 
foreign  matter.  The  fuel  oils  shall  be  classified  as 
provided  in  Commercial  Standard  CS12-38  U.  5>. 
Department  of  Commerce,  and  shall  have  a  flash¬ 
point  not  lower  than  100  degrees  Fahrenheit  when 
q  Penskv-Martens  closed  cup  tester 


(American  Society  for  Testing  Materials  Method 
D-93-36)  and  marketed  under  the  following  com¬ 
mercial  grades : 

Range  Oil 
No.  1  Fuel  Oil 
No.  2  “  “ 

No.  3  “  “ 

No.  4  “  “ 

No.  5  “  '  “ 

No.  6  “  “ 

3.2  The  use  of  crankcase  refuse  oil  as  fuel  oil  is 
strictly  prohibited. 

* 

Rule  4.  Standards  For  Approval  of  Oil 
Burners  by  the  Board. 

4.1  Approved  burners,  including  oil-burning  heaters, 
shall  be  an  assembly  of  approved  parts  suitable  for 
use  with  each  other  for  the  service  intended,  as 
approved,  such  burners  shall  be  provided  with  suit¬ 
able  safeguards  to  prevent  abnormal  discharge  of 
oil. 

4.1.1  When  assembled  each  burner  shall  be  tested  for 
defects  and  proper  functioning  throughout  its  oper¬ 
ating  range.  Parts  shall  be  so  designed  as  to  main¬ 
tain  alignments  and  to  permit  interchangeability. 

4.1.2  The  CO2  in  the  flue  gas  shall  be  maintained  at  not 
less  than  8%  without  smoking  and  throughout  the 
operating  range  of  the  capacity  of  the  burner  when 
tested. 

4.1.3  Flexible  tubing  used  as  an  integral  part  of  burner 
shall  be  not  longer  than  72  inches  and  of  an  ap¬ 
proved  type. 

4.2  Approval  of  burners  or  oil-burning  heaters  de¬ 
signed  for  installation  with  storage  of  not  more 
than  six  (6)  gallons  shall  include  approval .  of 
storage  containers  and  limitations  of  installation. 
If  more  than  six  (6)  gallons’  storage  is  desired 
for  such  burners  or  oil-burning  heaters,  a  stor¬ 
age  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  six  (6) 
gallons’  capacity  may  be  filled  from  such  storage 
tanks  by  means  of  an  approved  hand  pump  located 
above  the  top  of  the  tank. 

4  3  The  requirements  of  these  rules  shall  not  apply  to 
the  use  and  installation  of  portable  burners  not 
requiring  a  connection  to  a  flue  where  such  burners 
are  of  the  type  commonly  used  for  household  pur¬ 
poses  including  oil  stoves,  oil  heaters  and  oil  lamps 
equipped  with  a  woven  wick,  nor  do  the  require¬ 
ments  of  these  rules  apply  to  such  portable  apparatus 
such  as  blow  torches,  soldering  pots,  tar  heaters, 
snow  melters,  etc. 

Rule  5.  Material  and  Construction  of 
Tanks. 

5 . 1  Cylindrical  Tanks  (except  vertical  tanks  located 
outside  of  buildings  above  ground). 

5.1.1  All  tanks  for  the  storage  of  fuel  oil  shal 
be  built  of  steel  plates  made  by  the  oper 
hearth  process  and  known  to  the  trade  as 
“tank  steel.”  Such  plate  shall  be  free  frotr 
physical  imperfections,  such  as  laminations 
cracks,  mill  scale,  etc.  All  steel  must  b( 
new  in  good  condition  and  free  from  rust 
The  thickness  of  steel  required  and  the  siz< 
and  spacing  of  rivets  shall  be  as  stated  u 
the  table  given  below. 

5.1.2  All  tanks  shall  be  welded  or  riveted  an< 
caulked,  or  riveted  and  welded.  Flanges  o 
other  pipe  connections  may  be  welded.  All 
caulking  shall  be  done  with  round  nose  tool 
and  without  injury  to  the  plates.  Filler  o 
any  kind  between  plates  is  prohibited. 
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5.1.3  Thickness  of  cylindrical  tanks,  except  tanks 
of  275  gallons  capacity  or  less : 

Tanks  *36  in.  in  diameter  and  less — 54  in- 
shell,  54  in.  heads. 

Tanks  37  to  72  in.  in  diameter — %  in. 
shell,  5/16  in.  heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in. 
shell,  34  in.  heads. 

Tanks  over  120  in.  in  diameter  to  be  of 
34  in.  steel  and  to  be  stiffened  by  angle 
rings  of  equivalent  members  so  as  to  retain 
their  cylindrical  form. 

5.1.4  All  cylindrical,  oval  or  obround  storage 
tanks  shall  have  dished  heads  with  a 
curvature  the  radius  of  which  is  not  greater 
than  the  diameter  of  the  tank.  Dished  heads 
shall  be  formed  with  an  adequate  cylindrical 
extension  rim  to  provide  welding  or  riveting 
surface.  Should  flat  heads  be  used  they 
shall  be  braced  in  the  same  manner  as  de¬ 
scribed  for  the  bracing  of  flat  sides  of  rect¬ 
angular  tanks. 

5.1'. 5  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not 
exceed  a  pitch  as  follows : 

In  shell  ;54  in.  thick,  34  in.  in  diameter 
rivets  254  in.  pitch. 

In  shell  5/16  in.  thick,  54  in.  in  diameter 
rivets  2-)4  in.'  pitch. 

In  shell  34  in.  thick,  $4  in.  in  diameter 
rivets  in.  pitch. 

5.2  Rectangular  Tanks. 

5.2.1  All  rectangular  tanks  shall  be  built  of  steel 
plates  of  the  quality  required  for  cylindrical 
tanks,  and  of  a  thickness  of  not  less  than 
5/16  of  an  inch. 

5.2.2  Corners  may  be  made  up  by  bending  the 
plates  or  by  use  of  angles. 

5.2.3  Rivets  in  seams  shall  be  54  of  an  inch  in 
diameter  and  spaced  not  more  than  254 
inches  center  to  center. 

5.2.4  All  flat  surfaces  of  rectangular  tanks  are 
to  be  braced.  Bracing  shall  be  done  either 
by  using  structural  steel  members  which 
will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of 
five  (5),  or  by  using  bars  from  side  to  side, 
end  to  end  and  top  to  bottom  of  the  tanks 
as  the  case  may  be. 

5.2.5  When  structural  steel  members  are  used 
such  as  angle,  channels  or  beams,  etc.,  the 
distance  from  center  to  center  of  the  rivet 
lines  on  these  members  must  not  be  in 
excess  of  twenty-four  inches,  and  the  rivet 
spacing  must  be  such  that  it  will  develop 
the  full  strength  of  the  members.  In  no 
case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  mem¬ 
bers. 

5.2.6  When  structural  steel  reinforcing  members 
are  tied  together  with  braces  in  order  to 
reduce  the  effective  length,  the  braces  shall 
not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  in  the 
minimum  net  section. 

5.2.7  If  structural  steel  members  are  omitted  and 
the  sides  of  the  tank  are  braced  by  means 
of  rods  or  bars,  these  members  should  not 
be  spaced  farther  apart  than  twenty-four 
(24)  inches  center  to  center,  in  all  direc¬ 
tions.  The  unit  stress  permitted  in  these 
members  shall  not  be  in  excess  of  nine 


thousand  (9,000)  pounds  per  square  inch  on 
the  minimum  net  section. 

5.2.8  The  connection  between  these  members  and 
the  sides  of  the  tank  must  in  all  cases  be 
such  that  it  will  develop  the  full  net  sections 
of  the  bars  so  that  the  bar  will  break  before 
the  connection  will  let  go. 

5.3  All  Tanks  Except  Vertical  Above-Ground  Stor¬ 
age  Tanks. 

5.3.1  All  storage  tanks  for  oil  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  or 
less,  except  buried  tanks,  shall  have  a  mini¬ 
mum  thickness  of  shell  and  head  plates  of 
manufacturers  Standard  10  gauge  (.134"). 
Auxiliary  storage  tanks  of  60  gallons  or  less 
shall  be  similarly  constructed  but  need  not  be 
of  a  gauge  thicker  than  U.  S.  Standard 
No.  14. 

5.3.2  At  time  of  installation  all  storage  tanks 
shall  bear  a  permanently  fixed  plate,  spot- 
welded  or  equivalent,  bearing  the  name  of 
tank  manufacture,  the  gauge  of  material 
and  capacity  of  tank.  All  shop  fabricated 
storage  tanks  shall  be  installed  without 
structural  alteration. 

5.3.3  All  openings  shall  be  through  the  top  of  the 
storage  tank  except  that  storage  tanks  of  275- 
gallons  may  be  provided  with  a  three-quarter 
inch  034")  opening  for  gravity  discharge  and 
a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

5.3.4  All  buried  storage  tanks  shall  have  a  thor¬ 
ough  coating  on  the  outside  of  two  coats  of 
red  lead  protected  by  hot  tar,  asphaltum,  or 
other  equivalent  rust-resisting  material.  All 
such  tanks  shall  be  electrically  grounded. 

5.3.5  Manholes;  Tanks  for  oils  having  a  viscosity 
less  than  500  sec.  Saybolt  Universal  at  100°  F. 
need  not  have  manholes ;  where  used  for  such 
oils  the  manhole  covers  shall  be  bolted  and 
made  gastight;  where  used  for  oils  having  a 
viscosity  greater  than  500  sec.  Saybolt  Uni¬ 
versal  at  100°  F.  (No.  5  or  No.  6  Commer¬ 
cial  Standard  grades)  shall  have  manhole 
covers  bolted  or  otherwise  secured  to  the 
tanks  and  kept  hydrostatically  tight  at  all 
times. 

5.4  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above 
Ground. 

5.4.1  Vertical  tanks  located  outside  of  buildings 
above  ground  shall  be  built  of  steel  plates 
of  the  quality  required  for  cylindrical  tanks. 

5.4.2  The  minimum  thickness  of  shell  or  bottom 
plates  shall  be  54  inch  and  the  minimum 
thickness  of  roof  plates  54  inch. 

The  thickness  of  shell  plates  shall  be  figured 
in  accordance  with  the  following  formula : 

P  x  r  x  F 

t  equals - 

TxE 

P  equals  head  pressure  at  bottom  of  ring 
under  consideration. 

R  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds 
per  square  inch  (55,000  pounds  per  square 
inch). 

E  equals  efficiency  of  vertical  joint  in  ring 
under  consideration  (calculations  to  be 
based  on  formulas  as  given  in  Bulletin  No. 
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14  of  the  New  York  State  Industrial  Com¬ 
mission). 

5.4.3  Roof  plates  shall  have  single  riveted  water¬ 
tight  seams  and  the  roof  shall  be  built  to 
shed  water.  Bottom  plates  shall  have  single 
lap  riveted  seams.  Shell  plate  seams  shall 
be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formulas  for  shell 
plates. 

5.4.4  In  all  cases,  steel  tanks  for  the  storage  of 
fuel  oil  must  be  built  metal  to  metal.  No  - 
filler  of  any  kind  will  be  permitted. 

5.5  Storage  Containers. 

5.5.1  Storage  containers  for  oil  of  six  (6)  gallons 
capacity  or  less  used  in  connection  with 
burners  or  oil-burning  heaters  shall  be  de¬ 
signed  to  withstand  a  hydrostatic  pressure 
test  of  five  (5)  pounds  per  square  inch 
without  permanent  deformation,  rupture  or 
leakage  and  shall  be  approved  as  provided 
in  Rule  4.2.  Glass  storage  containers  shall 
not  exceed  three  gallons  capacity,  protected 
with  a  metal  jacket  provided  with  hand 
grips  and  designed  to  be  rigidly  fastened  to 
stand  or  wall  and  shall  be  approved  as  pro¬ 
vided  in  Rule  4.2. 

Rule  6.  Location  of  Tanks. 

6.1  Inside  of  Buildings,  Above  Ground. 

6.1.1  Storage  tanks  having  a  capacity  of  two 
hundred  and  seventy-five  (275)  gallons  and 
auxiliary  tanks  may  be  installed  above 
ground  in  or  on  the  lowest  story  of  a  build¬ 
ing,  provided  such  tanks  shall  be  mounted  on 
substantial  incombustible  supports,  with  tank 
permanently  attached  thereto,  and  located  not 
less  than  seven  feet  (7')  of  clear  unob¬ 
structed  space  measured  horizontally  from 
any  furnace  or  source  of  exposed  flame  un¬ 
less  tank  is  protected  as  provided  for  in 
Rule  6.1.2.  Such  storage  tanks  inside  build¬ 
ings  shall  have  an  individual  capacity  of  not 
more  than  two  hundred  and  seventy-five 
(275)  gallons  capacity  and  not  more  than  one 
such  tank  shall  be  connected  to  one  burner. 
Not  more  than  two  (2)  two-hundred-and- 
seventy-five  (275)  gallons  storage  tanks  shall 
be  installed  in  a  building  above  ground  with¬ 
out  protection  as  provided  for  in  Rule  6.1.2. 

6.1.2  Storage  tanks  having  a  capacity  of  more  than 
two  hundred  and  seventy-five  (275)  gallons, 
when  installed  inside  of  buildings,  shall  be 
located  on  the  lowest  floor  level  and  all 
portions  of  such  tanks  above  the  floor  shall 
be  protected  by  a  continuous  jacket  of  not 
less  than  four  inches  (4")  of  Portland 
cement  concrete  reinforced  with  not  less  than 
No.  20  gauge  steel  wire  cloth  2"  x  2"  mesh, 
and  extending  at  least  four  inches  (4")  be¬ 
yond  the  horizontal  outline  of  tank  in  all 
directions,  with  weep  holes  along  the  bottom 
one  inch  in  diameter  not  more  than  3  ft. 
apart. 

Each  storage  tank  may  be  placed  in  a  protec¬ 
tive  enclosure  having  solid  masonry  walls 
not  less  than  eight  inches  (8")  in  thickness 
and  of  dimension  not  less  than  fifteen  inches 
(15")  greater  on  all  sides  than  the  outside 
dimensions  of  the  storage  tank.  The  walls  of 
the  enclosure  shall  be  carried  up  to  a  height 
not  less  than  two  feet  (2')  above  the  top  of 
the  tank.  A  fireproof  access  door  shall  be 
installed  in  the  enclosure  above  the  point 


where  the  enclosure  has  a  capacity  equal  to 
the  tank ;  and  for  each  additional  10  feet  or 
fraction  thereof  by  which  the  longest  inside 
dimension  of  the  enclosure  exceeds  35  feet  i 
an  additional  fireproof  access  door  shall  be 
similarly  installed  at  one  or  more  intervals 
of  not  less  than  10  feet.  The  ceiling  above  i 
the  tank  enclosure  shall  be  either  fireproof  or  j 
fire-retarded. 

6.1.3  The  capacity  of  individual  storage  tanks  lo-  j 
cated  inside  of  buildings  shall  not  exceed 
twenty  thousand  (20,000)  gallons. 

6. 1.3.1  All  buried  storage  tanks  shall  be  constructed  i 
of  metal  not  less  than  in  thickness. 

6.1.4  All  storage  containers  used  in  connection] 
with  burners  or  oil-burning  heaters  shall  be  . 
installed  in  a  substantial  and  workmanlike 
manner  with  rigid  metal  fasteners  to  wall  I 
or  floor  and  protected  against  mechanical 
injury. 

6.2  Inside  of  Buildings,  Below  Ground. 

6.2.1  Storage  tanks  having  a  capacity  of  275  gal¬ 
lons  or  more  may  be  buried  inside  a  building  > 
with  the  top  of  the  tank  not  less  than  two 
feet  below  floor  level.  In  lieu  of  two  feet  of  \ 
earth  over  the  tank,  the  tank  may  be  covered 
by  concrete  flooring  equivalent  to  the  base-  < 
ment  floor  but  not  less  than  the  equivalent 
of  4  inches  of  reinforced  Portland  cement 
concrete  with  not  less  than  No.  20  gauge 
steel  wire  cloth  2"  x  2"  mesh.  Tanks  i 
shall  be  placed  in  firm  soil  and  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth, 
free  from  ashes  or  other  corrosive  substance, 
and  free  from  stones  larger  than  will  pass 
through  a  one-inch  mesh.  When  necessary  to 
prevent  floating,  tanks  shall  be  securely  an¬ 
chored.  Storage  tanks  buried  below  the  floor, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  coats  of  red  lead  and  coated 
at  the  site  with  hot  tar,  asphalt  or  other 
equivalent  rust-resisting  material. 

6.2.2  Storage  tanks  buried  below  the  floor  shall  ; 
not  be  less  than  in  thickness. 

6.2.3  No  tank  shall  be  buried  so  as  to  be  nearer 
than  three  feet  to  any  foundation  wall  or 
foundation  footing. 

6.3  Outside  of  Buildings,  Below  Ground. 

6.3.1  Storage  tanks  located  outside  of  buildings, 
below  ground,  shall  be  buried  with  the  top 
of  the  tank  not  less  than  two  feet  (2')  be¬ 
low  the  natural  grade  of  the  surface  of  the 
ground.  Tanks  shall  be  placed  on  firm  soil 
and  shall  be  surrounded  by  clean  sand  or 
well  tamped  earth,  free  from  ashes  or  other 
corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch 
(1")  mesh.  When  necessary  to  prevent  float¬ 
ing,  tanks  shall  be  securely  anchored. 

6.3.2  No  tank  shall  be  buried  so  as  to  be  nearer 
than  3  feet  to  any  foundation  wall. 

6.3.3  All  buried  storage  tanks  larger  than  two 
hundred  and  seventy-five  (275)  gallons,  prior 
to  or  at  the  time  of  installation,  shall  be 
thoroughly  cleaned  and  coated  on  the  out¬ 
side  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All  j 
tanks  shall  be  electrically  grounded. 

6.3.4  All  buried  storage  tanks  shall  be  constructed  i 
of  metal  not  less  than  p in  thickness. 
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6  4  Outside  of  Buildings,  Above  Ground. 

6.4.1  Storage  tanks  located  outside  of  buildings 
above  ground  shall  be  not  less  than  one  and 
one-quarter  (1*4)  tank  diameters  and  in  no 
case  less  than  ten  feet  (10')  from  the  line 
of  adjoining  property,  the  nearest  building 
or  adjacent  tank.  Such  tanks  shall  be  elec¬ 
trically  grounded.  The  maximum  capacity 
of  individual  tanks  located  outside  of  build¬ 
ings  above  ground  shall  be  fixed  by  the  fol¬ 
lowing  schedule : 

If  distant  25  feet  from  line 
of  adjoining  property 
which  may  be  built  upon  16,000  gallons 

If  distant  30  feet .  24,000 

If  distant  40  feet .  36,000 

If  distant  50  feet .  48,000 

If  distant  60  feet .  60,000 

If  distant  75  feet .  96,000 

If  distant  85  feet,  or  more  100,000 

6.4.2  Each  such  storage  tank  shall  be  protected  by 
an  embankment  or  a  dyke.  Such  protection 
shall  have  a  capacity  of  not  less  than  one 
and  one-half  (1*4)  times  the  capacity  of  the 
tank  so  surrounded  and  shall  be  at  least 
four  feet  (4' )  high  but  in  no  case  higher 
than  one- fourth  04)  the  height  of  the  tank 
when  the  height  of  the  tank  exceeds  sixteen 
feet  (16').  Embankments  or  dykes  shall  be 
made  of  earthwork  with  clay  core;  or  of 
masonry,  or  of  impervious  reinforced  con¬ 
crete.  Earthwork  embankments  shall  be 
firmly  and  compactly  built  of  good  earth ; 
free  from  stones,  vegetable  matter,  etc.,  and 
shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3')  and  a  slope  of  at 
least  one  and  one-half  (1}4)  to  two  (2)  on 
all  sides.  Concrete  or  masonry  dykes  shall 
be  so  designed  as  to  safely  carry  the  entire 
volume  of  the  oil  in  the  tank  so  surrounded. 
Embankments  or  dykes  shall  be  continuous 
and  unpierced.  C-19-50.0  of  the  Adminis¬ 
trative  Code. 

6.4.3  All  above  ground  storage  tanks  larger  than 
two  hundred  and  seventy-five  (275)  gallons, 
prior  to  or  at  the  time  of  installation,  shall 
be  thoroughly  cleaned  and  coated  on  the 
outside  with  two  (2)  coats  of  red  lead  and 
coated  at  the  site  with  hot  tar,  asphalt  or 
other  equivalent  rust-resisting  material.  All 
tanks  shall  be  electrically  grounded. 

6.5  Tanks  Located  Along  Line  of  Subways. 

6.5.1  Along  the  line  of  subways  no  tank  shall  be 
placed  within  twenty  feet  (20')  of  any  wall, 
separating  a  building  from  the  subway,  and, 
where  practicable,  tanks  shall  be  placed  in  a 
lower  position  than  the  roadbed  of  the  sub¬ 
way,  except  as  may  be  modified  in  specific 
instances  by  the  Board  of  Standards  and 
Appeals. 


Rule  7.  Piping. 

7.1  Installation  of  Piping  and  Tubing. 

7.1.1  Piping  and  tubing  shall  be  run  in  a  substan¬ 
tial  and  workmanlike  manner.  Exposed  pip¬ 
ing  shall  be  protected  against  mechanical 
injury  and  shall  be  securely  supported  with 
rigid  metal  fasteners  or  hangers.  All  pipes 
connected  to  buried  tanks  except  test  well 
piping  shall  be  provided  with  double  swing 
joints  at  tank. 


7.1.2  Only  new  standard  full-weight  iron,  steel  or 
brass  pipe,  or  new  extra-heavy  copper  brass 
or  aluminum  alloy  tubing,  properly  marked 
and  duly  approved,  may  be  used.  Drawn 
metal  tubing  when  used  for  conveying  oil, 
shall  be  adequately  protected.  Such  tubing 
unless  protected  against  mechanical  injury 
shall  be  used  only  in  the  same  room  in 
which  the  burner  is  installed.  Drawn  tub¬ 
ing  when  used  in  domestic  installations  shall 
be  not  less  than  three-eighths  inch  04") 
inside  diameter  up  to  shut-off  valve  at  burner. 
Soldered  connections  are  prohibited. 

7.1.3  Overflow  pipes  where  installed  shall  not  be 
smaller  in  size  than  the  supply  pipe. 

7.2  Relief  Valves. 

7.2.1  Where  a  shut-off  valve  is  installed  in  the 
discharge  line  from  an  oil  pump  a  relief 
valve  shall  be  installed  in  the  discharge  line 
between  the  pump  and  the  first  shut-off 
valve. 

7.2.2  Oil  preheaters  shall  be  of  approved  tyi>e  and 
provided  with  a  relief  valve  to  prevent  exces¬ 
sive  oil  pressure.  Oil  preheaters  shall  not  be 
installed  in  the  steam  or  water  space  of  the 
boiler. 

7.2.3  Relief  valves  shall  be  set  to  discharge  at  not 
more  than  one  and  one-half  (1*4)  times  the 
maximum  working  pressure  of  the  system. 
The  discharge  from  relief  valves  shall  be 
returned  to  storage  tank  or  to  the  supply 
line.  There  shall  be  no  shut-off  valve  in  the 
line  of  relief. 

7.3  Vent  Pipe. 

7.3.1  An  open  vent  of  iron  or  steel,  without  trap, 
and  drainage  to  the  tank,  shall  be  provided 
for  eaqh  storage  tank.  The  lower  end  of 
the  vent  pipe  shall  not  extend  through  the 
top  of  the  storage  tank  more  than  one  inch 
(1").  Cross  connection  between  vent  pipe  and 
fill  pipe  is  prohibited. 

7.3.2  Where  a  battery  of  storage  tanks,  designed 
to  hold  the  same  grade  of  oil,  is  installed, 
vent  pipes  may  be  run  into  a  main  header. 

7.3.2. 1  The  area  of  the  header  and  common  vent 
shall  be  equal  to  the  sum  of  the  areas  of  the 
vent  pipe. 

7.3.3  Vents  shall  be  not  less  than  one  and  one- 
quarter  inches  (1J4")  in  diameter  for  stor¬ 
age  tanks  up  to  1,100  gallons’  capacity  and 
not  less  than  two  inches  (2")  in  diameter 
for  storage  tanks  of  1,100  gallons  and  more. 
Vents  for  auxiliary  storage  tanks  shall  not 
be  less  than  }4  inch  in  diameter  and  may  be 
run  into  the  storage  tank  vent. 

7.3.4  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  shall  terminate  outside  the 
building  not  less  than  two  feet  (2')  from 
any  building  opening  and  not  less  than  two 
feet  (2')  nor  more  than  twelve  feet  (12') 
above  the  fill  pipe  terminal,  except  as  may  be 
otherwise  approved  by  the  Board.  When 
such  openings  are  fixed  and  constructed  of 
incombustible  materials  they  shall  not  be 
deemed  openings  within  the  intent  of  this  rule. 
If  the  vent  pipe  terminal  is  not  visible  from 
the  fill  pipe  terminal  location,  a  one-inch  (1") 
line  shall  be  connected  to  tank  and  shall 
parallel  the  fill  pipe  and  terminate  at  the  fill 
pipe  terminal  with  unthreaded  end.  Such  tell 
tale  lines  shall  be  provided  with  a  check  valve 
set  to  prevent  flow  of  surface  water  to  stor¬ 
age  tank. 
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7.4  Fill  Pipes. 

7.4.1  Fill  pipe  shall  terminate  outside  the  build¬ 
ings  with  the  fill  pipe  terminal  located  at 
or  above  grade  at  least  two  feet  (2')  of 
any  building  opening  or  subway  grating  at 
or  below  the  level  of  the  fill  pipe  terminal. 
No  fill  pipe  shall  be  less  than  2  inches  in 
diameter. 

7.4.2  Each  storage  tank  shall  be  provided  with  a 
separate  fill  pipe  except  where  a  battery  of 
tanks  is  installed,  containing  the  same  grade 
of  oil,  a  common  fill  and  header  pipe  may 
be  installed  provided  the  area  of  common 
header  pipe  is  no  smaller  than  the  largest 
branch  fill  pipe.  When  different  grades  of  oil 
are  piped  to  separate  tanks  from  a  common 
fill  line,  each  branch  fill  pipe  shall  be  pro¬ 
vided  with  a  shut-off  valve. 

7.4.3  Where  the  top  of  the  storage  tanks  is  above 
the  fill  pipe  terminal  the  fill  pipe  shall  be 
connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the 
fill  pipe  terminal. 

7.4.4  All  fill  pipe  terminals  shall  be  of  approved 
type  constructed  of  a  suitable  material,  pro¬ 
vided  with  lugs  for  imbedding  in  concrete 
or  in  lieu  thereof  a  set  screw  to  fasten 
terminal  to  fill  pipe.  The  outer  flange  of 
the  fill  pipe  terminal  shall  be  provided  with 
letter  reading  “Fuel  Oil”  and  the  calendar 
number  under  which  the  fill  pipe  terminal 
has  been  approved.  The  fill  pipe  terminal 
shall  be  separately  threaded  to  receive  the 
seal  cap  and  the  fill  pipe.  The  seal  cap 
shall  be  suitably  threaded  and  slotted  for 
a  special  opening  wrench.  An  oilproof 
gasket  inserted  in  a  groove  in  the  fill  pipe 
terminal  shall  be  provided  so  as  to  render 
the  fill  pipe  terminal  leakproof.  A  strainer 
is  not  required  but  if  used  must  be  of  not 
less  than  */&  inch  mesh.  Where  there  is  a 
storage  system  of  volatile  inflammable  oil 
and  a  storage  system  for  fuel  oil  to  be 
used  in  the  same  premises,  the  terminal  of 
fuel  oil  fill  pipe  shall  be  provided  with  a 
left-handed  thread,  and  the  fill  pipe  fitting 
shall  be  of  a  different  size  than  that  required 
for  the  fill  pipes  to  gasoline  tanks. 

7.5  Heating  Coils  in  Storage  Tanks. 

7.5.1'  All  heating  to  reduce  viscosity  of  oils  in 
storage  tanks  shall  be  only  by  means  of 
hot  water  or  low  pressure  ten  (10)  pounds 
per  square  inch  maximum  steam  coils  or  elec¬ 
tric  heaters  approved  for  oil  storage  tanks. 

7.6  Scavenging  Line. 

7.6.1  When  a  scavenging  line  is  installed  it  shall 
terminate  outside  of  the  building  and  shall 
be  capped  oil  tight  when  not  in  use. 


Rule  8.  Valves  and  Control  of  Oil  Flow. 

8.1  Each  supply  line  from  storage  tanks  of  two 
hundred  and  seventy-five  (275)  gallons’  capacity 
and  from  auxiliary  storage  tanks  shall  be  pro¬ 
vided  with  a  shut-off  valve  at  the  tank  and  at 
the  burner  and  when  connected  to  burners  de¬ 
signed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 


8.2  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  ca¬ 
pacity,  shall  be  provided  with  a  shut-off  valve  at 
the  burner  and  where  the  top  of  the  tank  is  above 
the  oil  inlet  connection  to  the  burner  and/or 
transfer  pump,  shall  be  provided  with  an  approved 
anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6 
Commercial  Standard  Grade)  having  a  viscosity  of 
one  hundred  (100)  seconds  or  more  Saybolt  Furc' 
at  one  hundred  and  twenty-two  degrees  Fahrenheit 
(122°  F.)  is  used,  the  anti-syphon  device  shall  not 
be  required. 

8.3  Except  as  may  be  modified  in  specific  instances  by 
the  Board  of  Standards  and  Appeals,  oil  from  stor¬ 
age  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  busi¬ 
ness  building  only  under  the  following  provisions : 

8.3.1  Plans  for  such  installations  shall  be  sub¬ 
mitted  for  approval  to  the  administrative 
official  having  jurisdiction  before  such  in¬ 
stallation  is  made. 

8.3.2  Such  burners  shall  not  be  installed  in  any 
story  of  any  building  the  floor  of  which  is 
more  than  fifty  feet  (50 ' )  above  the  street 
level.  Only  one  oil  delivery  line  shall  be 
installed  for  each  floor. 

8.3.3  Oil  delivery  lines  to  burners  located  above 
the  lowest  floor  of  a  building  shall  not  be 
larger  than  two  inches  (2")  iron  pipe  size. 

8.3.4  The  pressure  in  oil  lines  to  burners  located 
above  the  lowest  floor  of  a  building  shall 
not  be  more  than  is  necessary  to  deliver 
oil  to  the  burner^  and  such  pressure  shall 
not  in  any  case  exceed  thirty  (30)  pounds 
per  square  inch.  With  each  automatic 
burner  there  shall  be  installed  and  main¬ 
tained  in  good  working  order  a  set  of  suitable 
safety  controls  of  the  electric  or  mechanical 
type.  The  proper  control  for  each  burner  is 
to  be  listed  in  the  resolution  under  which  the 
burner  is  approved.  The  controls  are  to  pro¬ 
vide  the  following  functions: 

Temperature  control 
Ignition  “ 

Stack  or 
Combustion  “ 

Pressure  “ 

Gravity  “ 

8.4  A  remote  control  shall  be  provided  whereby  the 

flow  of  oil  to  any  burner  can  be  stopped,  and 
such  remote  control  shall  be  located  outside  the 
entrance  to  the  room  in  which  the  burner  is  lo¬ 
cated  and  as  close  to  such  entrance  as  practical, 
except  when  outside  location  is  impracticable  such 
control  may  be  located  immediately  inside  the  room 
in  which  the  burner  is  located  if  such  location  is 
accessible  at  all  times.  All  such  controls  shall  be 

legibly  labeled  “Remote  Control  for  Oil  Burner.” 
On  auxiliary  storage  tanks  used  with  manually 
operated  burners  such  remote  control  may  be  in¬ 
stalled  on  feed  lines  between  tank  and  burner. 

8.5  Except  as  provided  by  Rule  4.2  of  these  rules  for 
approved  combination  burner  and  storage  container 
devices,  pressure  in  storage  tank  or  container  for 
the  purpose  of  discharging  oil  is  prohibited. 

8.6  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  the  atomizing  supply 
shall  be  interlocked,  so  that  in  case  of  the  inter- 
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ruption  of  the  atomizing  supply,  the  supply  of  oil 
will  immediately  be  cut  off.  Except  that  this  re¬ 
quirement  shall  not  apply  to  air  and  oil  supply 
units  directly  connected  to  a  common  driver. 

Rule  9.  Oil  Level  Indicating  Devices  and 
Test  Wells. 

9.1  All  tanks  located  inside  of  buildings  shall  be  pro¬ 
vided  with  an  oil  level  indicating  device.  Test 
wells  shall  not  be  permitted  in  tanks  located  inside 
of  buildings.  Unused  tank  openings  shall  be  perma¬ 
nently  sealed  to  prevent  removal  of  plugs  or  cover. 


9.2  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be 
no  leakage  of  oil  or  oil  vapor. 

9.3  Test  well  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  10.  Permits,  Plant,  Inspection  and 
Tests  of  Storage  Tanks  and  Pip- 


10.1 


ing. 

Permits. 

10.1.1  No  oil  installation  of  more  than  six  (6) 

gallons’  capacity  shall  be  operated  until 
after  a  permit  has  been  issued  by  the  Fire 
Commissioner.  , 

10.1.2  Application  for  permit  shall  be  made  by 
the  installer  who  holds  a  certificate  or 
license  issued  by  the  Fire  Commissioner 
on  forms  furnished  by  the  Fire  Commis¬ 
sioner  and  shall  provide  for  the  location 
of  the  building  in  which  the  installation  is 
to  be  made,  name  and  address  of  owner 
and/or  occupant,  name  and  address  of  in¬ 
staller,  make  and  approval  number  of 
burners,  pumps  and  other  devices,  capacity 
number  and  location  of  storage  tanks,  to¬ 
gether  with  approval  of  such  proposed  in¬ 
stallation  by  the  Borough  Superintendent 
of  Buildings  when  required  under  Rule 
10.2. 


10.1.3  No  permit  shall  be  issued  by  the  Fire  Com¬ 
missioner  until  the  installation  has  been 
inspected  by  his  representative  and  the  in¬ 
staller  has  furnished  an  affidavit  that  the 
CO2  content  of  the  flue  gas  by  actual  test 
of  the  completed  installation  is  not  less 
than  8  per  cent  without  smoking. 

10.2  Plans  to  be  Filed  Where  Structural  Considera¬ 
tions  Are  Involved. 

10.2.1  The  installer  shall  file  with  the  Borough 
Superintendent  of  Buildings  plans  showing 
the  size  and  location  of  all  storage  tanks 
having  a  capacity  greater  than  275  gallons 
where  such  tanks  are  to  be  installed  either 
inside  of  buildings  in  or  below  the  lowest 
floor  level  or  outside  of  buildings  below 
ground.  Plans,  however,  shall  be  filed 
where  275  gallon  tanks  are  to  be  buried  and 
for  all  multiple  dwellings  and  for  all  places 
of  public  assembly.  All  plans,  as  in  this 
section  required,  shall  be  certified  to  the 
Fire  Commissioner  by  the  Borough  Super¬ 
intendent  of  Buildings  before  any  work  is 
started.  All  such  plans  shall  show  com¬ 
pliance  with  all  structural  requirements  and 
shall  show  all  salient  features  of  the  instal¬ 
lation.  Plans  shall  also  be  approved  by  the 
Board  of  Transportation  for  all  tanks 


located  in  or  outside  of  buildings  along  the 
line  of  subways  under  the  limitation  in 
Rule  6.5.1. 

10.3  Inspection  and  Tests  of  Installations  of  Storage 
Tanks  and  Piping. 

10.3.1  Storage  tanks  of  approved  type  and  not 
exceeding  two  hundred  and  seventy-five 
(275)  gallons’  capacity  and  all  piping  for 
oil  connected  thereto  shall  show  no  leakage 
when  tank  and  all  piping  for  oil  is  com¬ 
pletely  filled  with  oil  when  subjected  to  a 
test  of  10  pounds  per  square  inch  for  a 
period  of  ten  (10)  minutes  in  installations 
in  multiple  dwellings,  places  of  public 
assembly  and  amusement,  except  that  no 
tests  shall  be  required  for  installations  in 
occupancies  not  specifically  mentioned 
herein. 

10.3.2  Storage  tanks  of  more  than  two  hundred 
and  seventy-five  (275)  gallons’  capacity 
and  all  piping  for  oil  connected  thereto 
shall  show  no  change  in  shape,  rupture  or 
leakage  -when  subjected  to  a  hydrostatic 
test  with  water  or  oil  as  follows: 

10.3.2.1  Oval,  obround,  rectangular  and 
specially  shaped  storage  tanks 
and  piping  connected  thereto, 
twenty- five  (25)  pounds  per 
square  inch. 

10.3.2.2  Cylindrical  storage  tanks  and 
piping  connected  thereto,  fifty 
(50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a 
period  of  thirty  minutes.  When 
oil  is  used  there  shall  be  no  fire 
or  flame  in  the  room  or  rooms  in 
which  the  test  is  being  conducted. 
All  tests  shall  be  conducted  in  the 
presence  of  a  representative  of 
the  Fire  Commissioner.  The  con¬ 
tractor  shall  furnish  all  necessary 
equipment  for  conducting  tests. 
Such  test  may  be  made  with  oil 
in  freezing  weather  for  tanks 
located  outside  of  building. 

10.3.3  Defective  tanks,  if  repaired  by  welding, 
shall  have  all  oil  removed  and  shall  be 
purged  of  all  explosive  gases  or  vapors. 

10.3.4  The  anti-syphon  devices,  where  used  as 
provided  for  in  these  rules,  shall  be  ap¬ 
proved  devices. 

10.3.5  All  piping  conveying  oil  from  a  transfer 
pump  to  a  burner  subjected  to  a  pressure 
in  excess  of  50  lbs.  per  sq.  inch  shall  be 
tested  for  a  pressure  of  1$4  times  the 
working  pressure. 

10  4  Fee  for  Permit  and  Test  of  Storage  Tanks  and 
Piping. 

10.4.1  When  application  for  permit  is  made,  as 
provided  for  in  Rule  10.1,  a  fee  covering 
the  permit  shall  be  paid  in  accordance  with 
the  schedule  given  in  the  Administrative 
Code. 

Rule  11.  Inspection  of  Installations  With 
Not  More  Than  Six  (6)  Gallons’ 
Storage  Capacity. 

11.1  All  installations  of  burners  with  not  more  than 
six  (6)  gallons’  storage  capacity  except  where 
such  installations  are  made  in  dwellings  shall  be 
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reported  by  installer  to  the  Fire  Commissioner  giv¬ 
ing  location  of  building  in  which  installation  is 
made,  name  and  address  of  owner  and/or  occupant, 
name  and  address  of  installer  and  the  make  and 
approval  number  of  burner.  Such  reported  instal¬ 
lations  shall  be  inspected  as  required  by  the  Ad¬ 
ministrative  Code. 

Rule  12.  Ventilation. 

12.1  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  each  boiler,  heater,  range 
or  stove  be  connected  with  a  separate  flue  in  a 
legal  chimney,  complying  with  Article  11  of  the 
Administrative  Building  Code  except  that  in  high 
pressure  mercantile  and  industrial  plants  several 
units  may  be  connected  to  a  boiler  room  stack. 

12.2  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the 
flue,  shall  be  provided  in  all  rooms  in  which  burn¬ 
ers  are  installed. 

12.3  Dampers  shall  be  so  constructed  that  they  cannot 
completely  cut  off  the  passage  of  flue  gases  at  any 
time,  and  on  all  installations  in  one  and  two  family 
dwellings  an  approved  automatic  draft  control  of 
the  same  size  as  the  cross-sectional  area  of  the 
pipe  or  breaching  shall  be  installed  in  the  breach¬ 
ing  or  flue  pipes. 

Rule  13.  Automatic  Pumps. 

13.1  Automatic  pumps,  when  not  an  integral  part  of 
the  burner  shall  be  of  approved  type,  provided 
with  automatic  means  for  preventing  continuous 
discharge  of  oil  in  case  of  pipe  breakage. 

Rule  14.  Fire  Protection. 

Note:  In  order  that  the  intent  of  Local  Law  No.  145  be 
carried  out,  Section  C26-693.0,  sub.  d,  par.  1,  2,  3, 
is  superseded  by  the  following : 

14.1  The  clear  distance  between  smoke  pipe  connections, 
of  any  boilers,  furnaces  or  other  heating  apparatus 
to  flues,  and  combustible  material  shall  not  be 
less  than  eighteen  (18)  inches,  except  that  this 
clearance  may  be  reduced  to  nine  (9)  inches  where 
a  baffle  consisting  of  not  less  than  No.  29  gauge 
sheet  metal  backed  by  inch  thick  asbestos  is 
placed  two  (2)  inches  above  and  extending  along 
the  entire  length  of  the  smoke  pipe  connections 
and  twice  the  width  thereof  and  such  baffle  is 
securely  -fastened  from  the  ceiling  with  substan¬ 
tial  hangers.  In  lieu  of  such  baffle  the  combus¬ 
tible  material  may  be  covered  with  fire-retarding 
material  as  defined  in  these  rules. 

14.2  The  clear  distance  between  any  non-insulated  heat- 
producing  parts  of  boilers,  furnaces  or  other  heat¬ 
ing  apparatus  and  combustible  material  shall  not 
be  less  than  twenty-four  inches  (24").  Where 
such  parts  are  insulated  by  two  inches  (2")  of 
asbestos,  or  equivalent,  the  clear  distance  shall  be 
not  less  than  twelve  inches  (12"),  or,  in  lieu  of 
such  insulation  the  combustible  material  shall  be 
covered  with  fire  retarding  material  as  defined  in 
these  rules  extending  8  ft.  in  front  and  4  ft.  side 
and  rear  of  the  apparatus. 

14.3  No  movable  combustible  material  shall  be  stored  or 
maintained  within  five  feet  (5 ' )  of  heating  ap¬ 
paratus,  except  where  same  is  protected  by  fire 
retarding  material. 

14.4  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean 
at  all  times. 


14.5  The  floor  beneath  boiler  or  furnace  and  within  five! 
(5)  feet  in  all  directions  shall  be  of  fireproof  con-1 

struction. 

14.6  Oil  burning  devices  designed  for  installation  witll 
storage  of  not  more  than  six  (6)  gallons  shall  bil 
firmly  anchored  to  the  floor,  set  level,  and  the  flooil 
beneath  the  stoves  or  any  such  heating  device! 
protected  by  a  shield  of  Y2"  asbestos  or  equiva-l 
lent  extending  at  least  twelve  inches  (12")  beyontl 
the  projected  area  of  such  device  where  require! 
within  the  specific  approval  of  each  burner.  Apl 
proved  safety  cans  only  shall  be  used  for  the  stor  I 
age  and  filling  of  oil  containers.  The  fuel  oil  use! 
for  these  burners  shall  be  range  oil  or  No.  1  0! 
No.  2  fuel  oil.  The  manufacturer  or  installer  of 
these  burners  shall  within  48  hours  after  each  ini 
stallation  notify  the  Fire  Department  in  writin! 
of  the  name  of  the  person  to  whom  this  burner  il 
sold  and  the  address  of  the  premises  where  in* 
stalled. 

14.7  Near  each  boiler  or  furnace  of  a  fuel  oil-burnin! 
unit  there  shall  be  kept  ready  for  use  fire  extin  1 
guishing  equipment  of  not  less  than  two  quarg 
capacity  approved  as  suitable  for  oil  fires  or  not 
less  than  two  pails  of  sand,  the  pails  to  havl 
rounded  bottom. 

Rule  15.  Instruction  Cards  and  Certifii 
cate  of  Fitness. 

15.1  Cards,  giving  complete  instructions  for  the  car 
and  operation  of  the  system  shall  be  permanentl  j 
fixed  near  the  apparatus  in  readable  condition 
Where  burners  or  oil-burning  heaters  designed  fo 
use  with  storage  of  not  more  than  six  (6)  gallon! 
capacity  are  installed,  there  shall  also  be  posted  1 
copy  of  the  specifications  under  which  it  was  ap 
proved  by  the  Board  of  Standards  and  Appeal! 
in  addiiton  to  the  instruction  card  herein  provides 
for. 

15.2  Every  heating  system  in  which  the  oil  is  preheate 
or  systems  not  fully  automatic  when  operating 
shall  be  under  the  direct  supervision  of  a  persol 
holding  a  certificate  of  fitness  issued  by  the  FirF 
Commissioner  and  who  shall  be  in  the  building  ; 
all  times  while  the  burners  are  in  operation,  excep 
that  a  person  holding  a  certificate  of  fitness  as 
licensed  engineer  or  as  a  licensed  fireman  issue! 
after  May  1,  1941,  under  the  provisions  of  C-2(| 
213.0  of  the  Administrative  Building  Code,  or 
person  with  such  license  issued  prior  to  May 
1941  carrying  an  endorsement  reading  “Oil  Burr 
ers”  shall  not  be  required  to  obtain  such  certificate 


Rule  16.  Modification. 

16.1  When,  for  any  reason,  it  may  be  impracticable  1 
comply  strictly  with  the  foregoing  rules,  the  ac 
ministrative  official  having  jurisdiction  shall  hav 
power  to  accept  substitute  methods  provided  tl 
spirit  and  substance  of  these  rules  shall  be  coni 
plied  with. 


Rule  17.  Existing  Installations. 

17.1  Oil  burner  systems  heretofore  installed  and  dul 
approved  as  complying  with  all  laws  and  rules  thcl 
applicable  thereto  shall  be  deemed  acceptable,  pnl 
vided  there  have  been  no  subsequent  alterations  ! 
the  apparatus,  except  as  to  Rule  15.2. 
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BZ,  755-46-BZ,  792-46-BZ,  229-45-A,  237-46-A,  367- 
46- A,  459-46-A,  805-46-A,  333-45-SA,  113-46-SM  and 
721-46-SM. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  No¬ 
vember  19,  1946,  Affecting  Calendar  Numbers  593- 
44-A,  769-46-A,  787-46-A,  820-46- A,  827-46-A,  11-42-A, 
644-42-A,  394-45-A,  841-46-A,  776-46-A,  38-40-BZ,  253- 
40-BZ,  375-40-BZ,  2-42-BZ,*  10-42-BZ,  585-42-BZ, 
330-44-BZ,  587-44-BZ,  37-46-BZ,  413-37-BZ  and 

216-41-BZ. 

Correction  Affecting  Calendar  Number  484-45-BZ. 

Rules  Relative  to  Submerged  Inlets  and  Protective 
Methods  to  be  Applied  to  Prevent  Contamination  of 
Water  Supply. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  ,of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  November  19,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

859- 46-SM — Covert  Cement  and  Cinder  Blocks,  manu¬ 
factured  by  Covert  Cement  and  Cinder  Block  Co.,  Material. 

860- 46-A — H.B.B. — 4300  Atlantic  avenue,  southwest  cor¬ 
ner  of  Beach  43rd  street  (Block  7040,  Lot  1),  Seagate, 
Borough  of  Brooklyn,  Buildings  G  and  H  (Under  section 
36,  General  City  Law  re  building  not  fronting  on  legal 
street). 

861- 46-BZ — H.B.Q. — 24-46  Steinway  street,  west  side. 
250  ft.  south  of  Astoria  boulevard  (Block  654,  Lot  161), 
Astoria,  Borough  of  Queens,  Alt.  2859-46. 

862- 46-A — H.B.M. — 249  East  28th  street,  north  side,  154 
ft.  10  in.  east  of  8th  avenue  (Block  778,  Lot  13),  Borough 
of  Manhattan,  Amendment  to  Alt.  1744-46. 


863- 46-A — H.B.B. — 708  Busliwick  avenue,  west  side,  25 
ft.  south  of  Suydam  street  (1st  floor)  ;  (Block  3214,  Lot  19), 
Borough  of  Brooklyn,  Alt.  2319-46. 

864- 46-BZ — H.B.Q. — 233-12  to  233-20  Linden  boulevard 
and  117-02  to  117-10  234th  street,  southeast  corner  (Block 
12750,  Lot  9),  St.  Albans,  Borough  of  Queens,  N.B.  8554-46. 


865-46-BZ— H.B.Q.— 121-20  to  121-22  101st  avenue  and 
101-02  to  101-10  123rd  street,  southeast  corner  (Block  9489, 
Lot  10),  Richmond  Hill,  Borough  of  Queens.  Alt.  2108-46. 


866- 46-SM— All  Boros  Concrete  Building  Units,  manu¬ 
factured  by  All  Boros  Building  Material  Corp.,  Material. 

867- 46-BZ — H.B.B. — 322  South  3rd  street  and  357  Keap 
street,  southwest  corner  (Block  2436,  Lot  17),  Borough  of 
Brooklyn,  Alt.  4131-46. 


868-46-BZ — H.B.Bx — 524-528  East  134th  street,  south 
side,  125  ft.  east  of  Brook  avenue  (Block  2261,  Lot  27), 
Borough  of  The  Bronx,  Alt.  843-46. 


869-46-A — F.D. — 5401  1st  avenue,  southeast  corner  of 
54th  street  (Block  820,  Lot  1),  Borough  of  Brooklyn,  Deci¬ 
sion  re  3141-LC. 


870-46-A — 37-06  36th  street,  west  side,  40  ft.  south  of 
37th  avenue  (ground  floor)  ;  (Block  377,  Lot  13),  Long 
Island  City,  Borough  of  Queens,  17374-LF  and  Decision. 


871-46-BZ — H.B.Q. — 97-05  Queens  boulevard,  97-01  to 
97-07  64th  road,  northwest  corner  and  97-22  to  97-28  64th 
avenue  (Flock  2091,  Lots  1,  4,  16  and  18),  Woodside,  Bor¬ 
ough  of  Queens,  N.B.  986-45. 


872-46-BZ — H.B.M.— 643-655  Lexington  avenue  and  134- 
144  East  55th  street,  southeast  corner  (Block  1309,  Lots  20, 
21,  47-53  inclusive),  Borough  of  Manhattan,  Amendment  to 
N.B.  138-46. 


873-46-A — F.D. — 1873-1883  Eastern  parkway,  west  side, 
57  ft.  north  of  Atlantic  avenue  (2nd  floor)  ;  (Block  1570, 
Lot  31),  Borough  of  Brooklyn,  15936-LF  and  Decision. 


874-46-A — F.D. — 211-225  West  61st  street,  north  side, 
400  ft.  east  of  West  Fnd  avenue  (1st  floor)  ;  (Block  1153, 
Lots  17-24  inclusive),  Borough  of  Manhattan,  46220-LC  and 
Decision. 


875-46-BZ — H.B.B. — 2213-2215  Mermaid  avenue,  northl 
side,  98  ft.  9-)4  in.  west  of  West  22nd  street  (Block  7016,1 
Lots  48  and  49),  Borough  of  Brooklyn,  Alt.  4871-46. 


876-46-BZ — 'H.B.M. — 175  Avenue  A  and  443  East  llthl 
street,  northwest  corner  (Block  439,  Lot  37),  Borough  ofj 
Manhattan,  Alt.  2217-46. 


877-46-BZ— H.B.B.— 2259-2287  Flatbush  avenue,  4801-i 
4805  Fillmore  avenue,  northeast  corner  and  1874-1892  East] 
49th  street  (Block  8488,  Lot  1),  Borough  of  Brooklyn, 
N.B.  1324-46. 


878-46-SM — Fire  Retard  No.  1,  manufactured  by  I.  J.i 
Laboratories,  Material. 


879-46-BZ — H.B.M.— 1702  Madison  avenue,  east  side,  51.1 
ft.  south  of  East  113th  street  (Block  1618,  Lot  56),  Borough| 
of  Manhattan,  Alt.  2313-46. 


880-46-BZ — H.B.Bx. — 1315-1321  Boston  road,  west  side 
456.66  ft.  south  of  Jefferson  place  (Block  2934,  Lot  9),  Bor¬ 
ough  of  The  Bronx,  Alt.  883-46. 


881-46-A — H.B.B.— 259  Emerson  place,  northeast  cornei 
of  Lafayette  avenue  (Block  1937,  Lots  1-11  inclusive,  32,  41 
50  and  52),  P.  S.  11,  Borough  of  Brooklyn,  N.B.  739-45. 


882-46-A— -  F.D. — 5-17  West  13th  street,  north  side,  15C 
ft.  west  of  5th  avenue,  8-12  West  14th  street  and  74-5tl 
avenue  (5th  floor)  ;  (Block  577,  Lots  34,  49,  50,  51,  52  am 
53),  Borough  of  Manhattan,  47421-LC  and  Decision. 


883-46- A — H.B.M. — 96  Bowery,  west  side,  74  ft.  8  ill 
north  of  Hester  street  (5th  floor);  (Block  239,  Lot  35)1 
Borough  of  Manhattan,  Amendment  to  Alt.  1004-46. 


884-46-A — H.B.M. — East  side  of  Amsterdam  avenue,  op  i 
posite  West  179th  street  (Block  2113,  part  of  Lot  1),  High  I 
bridge  Park,  Borough  of  Manhattan,  Misc.  F.  P.  4199-46 1 


885-46-BZ — H.B.Bx. — 1516-1540  Unionport  road,  eas 
side,  271.069  ft.  north  of  Starling  avenue  (Building  E-4) 
(Block  3944,  part  of  Lot  100,  formerly  Lot  1),  Borough  o 
The  Bronx,  Alt.  849-46. 


886-46-BZ — H.B.B. — 565-5th  avenue,  east  side,  81  ft.  5  in 
south  of  16th  street  (Block  1048,  Lot  6),  Borough  of  Brook 
lyn,  Alt.  4668-46. 
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887- 46-A — H.B.Bx. — 1019  Havemeyer  avenue,  west  side, 
35  ft.  south  of  Chatter  ton  avenue  (Block  3815,  part  of  Lot 
37),  Borough  of  The  Bronx,  Alt.  991-46. 

888- 46-A — H.B.Bx. — 2266  Chattcrton  avenue,  south  side, 
70  ft.  west  of  Havemeyer  avenue  (Block  3815,  part  of  Lot 
37),  Borough  of  The  Bronx,  Alt.  990-46. 

889- 46-A — H.B.Bx. — 1015  Havemeyer  avenue,  west  side, 
70  ft.  south  of  Chatterton  avenue  (Block  3815,  part  of  Lot 
37),  Borough  of  The  Bronx,  Alt.  972-46. 

890- 46-A — H.B.Bx. — 1023  Havemeyer  avenue,  southwest 
corner  of  Chatterton  avenue  (Block  3815,  part  of  Lot  37), 
Borough  of  The  Bronx,  Alt.  1068-46. 

891- 46-BZ — H.B.B. — 4124  8th  avenue  and  775  42nd  street, 
northwest  corner  (Block  922,  Lot  42),  Borough  of  Brook¬ 
lyn,  Alt.  4833-46. 

892- 46-A — F.D. — North  side  of  Hunter  avenue,  244.27  ft. 
east  of  Belt  (Bay)  parkway  (Block  6491,  Lots  13-19  and 
Block  6491  A,  Lot  55),  Borough  of  Brooklyn,  14071-LF  and 
Decision. 


Restored  to  Calendar. 

216-41-BZ — H.B.Bx. —  55  West  169th  street  and  1294- 
1302  Boscobel  avenue,  northeast  corner  (Block  2871,  Lots 
61  and  65),  Borough  of  The  Bronx,  Decision  re  Certificate 
of  Occupancy. 

413-37-BZ — H.B.Q. — 50-10  Roosevelt  avenue,  50-07  Queens 
boulevard,  44-20  51st  street  and  44-05  50th  street  (Block 
505,  Lots  6,  12  and  part  of  Lot  21),  Sunnyside,  Borough  of 
Queens,  Decision  re  Certificate  of  Occupancy. 


DESIGNATIONS:  H.H. — Department  of  Housing  and  Buildings; 
H.G.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx — Department  of 
Housing  and  Buildings,  Bronx;  II.D — Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . '. . 1  lec. 

Carhon  Dioxide  Liquefier,  Rules.  ...  Dec. 


form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Tune 

Fire  Drill  Rules . .....June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ...... .Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28« 


3,  1946— Vol.  31.  No.  36 
3,  1937 — Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 


Last  Publication  in  Bulletin 


Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules. . ....Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations.  Reporting. ..  Tune 

Tank  Trucks,  Fuel  Od,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

5,  1946— Vol.  31,  No.  45 

19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


26,  1946— Vol.  31,  No.  48 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


NOVEMBER  26,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  26,  1946,  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

418-46-BZ — Application,  June  7,  1946,  under  section  7c 
of  the  zoning  resolution,  of  J.  G.  L.  Molloy,  applicant,  on 
behalf  of  Salvatore  Franzone,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  construction  of  a  building  to  be  used 
as  a  gasoline  service  station,  lubritorium,  salesroom  and 
repair  shop,  for  minor  automobile  repairs;  premises  137-32 
Centerville  street,  northwest  corner  of  149th  avenue  (Block 
11534,  Lot  36),  Ozone  Park,  Borough  of  Queens. 

395-46-BZ— -  Application,  May  24,  1946,  under  sections  7c, 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
from  public  garage  (previously  granted  by  the  Board)  to 
repairing  and  servicing  cars,  parts  department,  auto  show¬ 
room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

741-46-BZ — Application,  October  2,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  William  Hionas,  William  J.  Heffernan  and 
Elizabeth  M.  Lewis,  owner  (Levin  and  Weinberg,  Inc., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  6102-6104 
5th  avenue  (store  at  6104),  west  side,  17  ft.  5  in.  south  of 
61st  street,  and  474-482  61st  street  (Block  5791,  part  of  Lot 
38),  Borough  of  Brooklyn. 

325-46-BZ — Application,  April  23,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Edgemere  Garage  and  Sales,  Inc.,  owner  (Rex 
Curtain,  Corp.,  lessee),  to  permit  in  an  unrestricted  use,  D 
area  district,  the  extension  of  present  building  using  more 
than  area  permitted;  premises  50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  3 36,  Lot  20),  Rockaway  Beach,  Borough  of  Queens. 

294-46-A — -50-01  Rockaway  Beach  boulevard,  south  side, 
from  Beach  50th  to  Beach  51st  streets  (Block  336,  Lot 
20),  Rockaway  Beach,  Borough  of  Queens. 
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326-46- A — 50-01  Rockaway  Beach  boulevard,  south  side, 
from  Beach  50th  to  Beach  51st  streets  (Block  336,  Lot  20), 
Rockaway  Beach,  Borough  of  Queens  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street— Beach  51st 
street). 

510-46-BZ— Application,  June  4,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Mardordic  Realty  Co.,  Inc.,  owner  (United 
Equities,  Inc.,  lessee),  to  permit  in  a  business  use  district, 
the  extension  of  present  garage  use  and  stores  to  garage 
for  more  than  five  (5)  motor  vehicles;  premises  1081-1089 
3rd  avenue,  and  200-206  East  64th  street,  southeast  corner 
(Block  1418,  Lot  45),  Borough  of  Manhattan. 

527-46-BZ — Application,  July  9,  1946,  under  sections  7i 
and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Theodore  Imbiow,  owner,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  building  to  be  used  as  an  automobile  repair  shop ;  premises 
169-189  East  98th  street,  east  side,  50  ft.  north  of  Dumont 
avenue  (Block  3549,  Lot  2),  Borough  of  Brooklyn. 

780-46-BZ— Application,  October  11,  1946,  under  sections 
7c,  7e  and  21  of  the  zoning  resolution,  of  227  P  Street,  Inc., 
applicant  and  owner,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  from  bottle  stor¬ 
age  plant  of  an  existing  brewery  (previously  granted  by  the 
Board)  to  manufacturing;  premises  229  Pulaski  street,  north 
side,  204  ft.  6  in.  east  of  Throop  avenue  (Block  1773,  Lot 
69,  part  of  Lot  50),  Borough  of  Brooklyn. 

782-46-BZ — Application,  October  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant, 
on  behalf  of  Hugh  and  Alyce  O’Rourke,  owners,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  94-13  Roosevelt  avenue,  north 
side,  60  ft.  west  of  95th  street  (Block  1482,  Lot  45),  Jack- 
son  Heights,  Borough  of  Queens. 

659-46-BZ — Application,  September  11,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  Neri,  owner  (Joseph  Cundari, 
lessee),  to  permit  in  a  business  use  district,  a  show  window 
beyond  25  feet  from  the  intersection  of  a  residence  use  dis¬ 
trict  ;  premises  3397  Fulton  street,  and  239-245  Autumn  ave¬ 
nue,  northeast  corner  (Block  4133,  Lot  1),  Borough  of 
Brooklyn. 

542-46-BZ — Application,  June  28,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Henfer  Estates,  Inc.,  owner,  to  permit  in  a 
residence  use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2046-2048  Ocean  avenue, 
west  side,  300  ft.  north  of  Avenue  P  (Block  6766,  Lot  38), 
Borough  of  Brooklyn. 

701-46-BZ— Application,  September  24,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  ap¬ 
plicant,  on  behalf  of  Crossboro  Realty  Corp.,  owner  (Alfonso 
DeFilippo,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  310- 
312  Crimmins  avenue,  east  side,  30  ft.  north  of  East  141st 
street  (Block  2555,  part  of  Lot  10),  Borough  of  The  Bronx. 

453-46-BZ— Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

662-46-BZ— Application.  September  11,  1946,  under.  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Joseph  Halpern,  applicant, 
on  behalf  of  146-150  Attorney  St.  Corp.,  owner  (Launder- 
Best  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  145 
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Attorney  street,  and  184  Stanton  street,  northwest  corner 
(Block  350,  Lot  75),  Borough  of  Manhattan. 

1027-26-BZ — Application  of  George  B.  Post  and  Sons,  ap¬ 
plicants,  on  behalf  of  Hearst  Magazines,  Inc.,  owner,  re¬ 
opened  May  14,  1946,  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  retail  use,  B  area  and  class  1J4  and  class 
2  height  district,  the  addition  to  a  building  (previously 
granted  by  the  Board)  in  excess  of  height  permitted  and  in 
excess  of  requirements  for  dormers;  premises  301-315  West 
56th' street,  300-314  West  57th  street,  and  951-969  8th  ave¬ 
nue,  west  side,  from  West  56th  to  West  57th  streets  (Block 
1047  Lot  36),  Borough  of  Manhattan. 

790- 46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Antoine  Pfeuffer,  owner  (Graeber  and  Farb- 
stein,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1701 
2nd  avenue,  northwest  corner  of  East  88th  street  (Block 
1534,  Lot  22),  Borough  of  Manhattan. 

791- 46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  East-West  Estates  Corp.,  owner  (All  White 
Automatic  Washette,  lessee),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  158  East  119th  street,  south  side,  32  ft.  2)4  in.  east 
of  Lexington  avenue  (Block  1767,  Lot  49),  Borough  of 
Manhattan. 

757- 46-BZ — Application,  October  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Arthur  Jovis,  applicant,  on  behalf 
of  Jeron  Co.,  Inc.,  owner  (Nat  Eichel,  lessee),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  600  East  5th  street,  and  67-71 
Avenue  B,  southeast  corner  (Block  387,  Lot  9),  Borough 
of  Manhattan. 

758- 46-BZ— Application,  October  8,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arthur  Jovis,  applicant  on 
behalf  of  Vedo  Realty  Co.,  owner  (Robert  Natassy,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  2238  2nd  avenue,  and 
300  East  115th  street,  southeast  corner  (Block  1686,  Lot 
49),  Borough  of  Manhattan. 

209-46-BZ — Application,  March  19,  1946,  under  sections 
7 i  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Camager.  Corp.,  owner  (Northern 
Chevrolet  Inc.,  lessee),  to  permit  In  a  business  use  district, 
outdoor  space  for  sale  of  more  than  five  (5)  used  cars  and 
the  use  of  existing  premises  for  the  repair  of  motor  vehicles 
and  showroom;  premises  93-19  to  94-05  Northern  boulevard, 
northwest  corner  of  Junction  boulevard  (Block  1423,  Lot 
46),  Corona,  Borough  of  Queens. 

461-46-BZ — Application,  June  21,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

587- 46-BZ — Application,  August  12,  1946,  under  section 
21  of  the  zoning  resolution,  of  O’Connell  &  Mclnerney,.  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  118-23  to 
118-33  Metropolitan  avenue,  north  side,  144.14  ft.  east  ol 
83rd  avenue  (Block  3329,  Lot  80),  Kew  Gardens,  Borough 
of  Queens. 

588- 46-A — 118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue). 
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838-46-A — North  side  of  Canal  street  and  east  side  of 
Front  street,  Foreign  Trade  Zone  1  (Block  487,  Lot  none), 
Stapleton,  Borough  of  Richmond. 

462-46-A — 52-17  102nd  street  and  101-01  Strong  avenue, 
northeast  corner  (Block  1933,  Lots  41  and  44),  Elmhurst, 
Borough  of  Queens. 

856-46-A — Re  transportation  of  fuel  oil  in  tank  truck  in 
New  York  City  (truck  5)  ;  (capacity  of  tank  not  in  con¬ 
formity  with  Administrative  Code  requirements  covering 

tank  trucks). 

882-46-A — 5-17  West  13th  street,  north  side,  150  ft.  west 
of  5th  avenue  and  8-12  West  14th  street  and  74  5th  avenue 
(5th  floor)  ;  (Block  577,  Lots  34  and  49  to  53,  inclusive), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  26,  1946,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  26,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

826-46-A — 116-132  Nassau  street,  south  side,  block 
bounded  by  Jay  street  and  Flatbush  avenue  Extension  (4th 
floor)  ;  (Block  107-C,  Lot  9),  Borough  of  Brooklyn. 

721-45-A — 33  West  51st  street,  north  side,  494  ft.  west  of 
5th  avenue  (Block  1267,  Lot  17),  Borough  of  Manhattan 
(reopened  November  6,  1946;  previously  dismissed). 

547-46-A — 7,  9,  11,  13,  17,  19,  23,  27,  31,  35,  37,  39,  41  and  45 
Utica  street,  east  side,  40,  80  and  120  ft.  north  of  West  End 
avenue  and  40,  120,  200,  280,  360,  400,  440,  480  and  560  ft. 
south  of  West  End  avenue  (Block  §00,  Lot  1),  Rockaway 
Point,  Borough  of  Queens  (Under  section  36,  General  City 
Law  re  buildings  are  not  on  legally  graded  or  mapped 
street). 

887- 46-A — 1019  Havemeyer  avenue,  west  side,  35  ft.  south 
of  Chatterton  avenue  (Block  3815,  part  of  Lot  37),  Borough 
of  The  Bronx. 

888- 46-A — 2266  Chatterton  avenue,  south  side,  70  ft.  west 
of  Havemeyer  avenue  (Block  3815,  part  of  Lot  37),  Borough 
of  The  Bronx. 

889- 46-A — 1015  Havemeyer  avenue,  west  side,  70  ft.  south 
of  Chatterton  avenue  (Block  3815,  part  of  Lot  37),  Borough 
of  The  Bronx. 

890  -46-A — 1023  Havemeyer  avenue,  southwest  corner  of 
of  Chatterton  avenue  (Block  3815,  part  of  Lot  37),  Borough 

of  The  Bronx. 

837-46-A — 216  West  44th  street,  south  side,  207  ft.  west 
of  Broadway  and  229  West  43rd  street  (Block  1015,  Lots  12, 
23  and  41),  Borough  of  Manhattan. 

259-46-A — 368-370  Alexander  avenue,  east  side,  25.64  ft. 
south  of  East  143rd  street  (2nd  floor)  ;  (Block  2305,  Lot  6), 
Borough  of  The  Bronx. 

911-46-A — 27-16  41st  avenue,  south  side,  25.04  ft.  west 
of  28th  street  (Block  416,  Lots  31-32),  Long  Island  City, 
Borough  of  Queens. 

847-46-A — 68  Woodruff  avenue  and  27-35  St.  Pauls  place, 
southeast  corner  (Block  5059,  Lot  10),  Borough  of 
Brooklyn. 

HARRIS  FI.  MURDOCK,  Chairman. 


DECEMBER  3,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  3,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


725-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Corp.,  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 

667-46-A — 44-16  Queens  boulevard,  southwest  corner  of 
45th  street  (Block  166,  Lot  20),  Long  Island  City,  Borough 
of  Queens. 

383-46-BZ— Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of.  Brooklyn. 

551-46-BZ- — Application,  July  17,  1946,  under  section  7a  of 
the  zoning  resolution  of  William  Koppe,  applicant,  on 
behalf  of  Royal  Furniture  Co.,  Inc.,  owner,  to  permit  in  a 
residence  use,  D  area  district,  the  extension  of  present  build¬ 
ing,  using  more  than  the  area  permitted ;  premises  498-500 
East  134th  street,  and  127  Brook  avenue,  southwest  corner 
(Block  2261,  Lot  5),  Borough  of  The  Bronx. 

106-36-BZ — Application  of  Isidore  Cohen,  applicant,  on 
behalf  of  Washton  Realty  Corporation,  John  J.  Leavy  and 
Margaret  B.  Leavy,  owners,  reopened  November  13,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  21  of  the  zoning 
resolution,  for  a  period  of  ten  (10)  years,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles;  premises  4-8 
Mangin  street,  east  side,  75  ft.  north  of  Grand  street  (Block 
321,  Lots  29,  30  and  31),  Borough  of  Manhattan. 

261-36-BZ — Application  of  Steelmaster,  Inc.,  applicant 
and  owner,  reopened  November  13,  1946,  for  consideration 
as  to  extension  of  variance — Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two  (2)  years, 
the  use  of  a  plot  as  a  parking  space  for  more  than  five  (5) 
motor  vehicles;  premises  2891-2895  Bailey  avenue,  west  side, 
57  ft.  west  of  West  230th  street  and  60-64  West  230th  street 
(Block  3264,  Lots  82  and  88),  Borough  of  The  Bronx. 

413-37-BZ— Application  of  Charles  I.  F'riedman,  appli¬ 
cant,  on  behalf  of  Samuel  Selvin,  owner  (Angelo  Caruso, 
lessee),  reopened  November  19,  1946,  for  consideration  as  to 
extension  of  variance — Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  for  a 
temporary  term  of  years,  permitting  in  a  business  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  50-10  Roosevelt  avenue,  50-07  Queens 
boulevard,  44-20  51st  street  and  44-05  50th  street  (Block  505, 
Lots  6,  12  and  part  of  21),  Sunnyside,  Borough  of  Queens. 

216-41-BZ — Application  of  Benny  Brandfondrener,  appli¬ 
cant  and  lessee;  Lawyers  Trust  Company,  as  trustee  u/w  of 
W.  J.  M.  Donovan,  owner,  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  55  West  169th  street  and  1294-1302  Bos- 
cobel  avenue,  northeast  corner  (Block  2871,  Lots  61  and  65), 
Borough  of  The  Bronx. 

111-46-BZ — Application,  February  19,  1946,  under  section 
7i  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Frank  La  Lumia,  owner,  to  permit  in  a  business 
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use  district,  the  erection  of  a  new  building  to  be  used  as  a 
motor  vehicle  repair  shop;  premises  621-623  Morris  Park 
avenue,  north  side,  185.88  ft.  west  of  Unionport  road  (Block 
4011,  Lot  29),  Borough  of  The  Bronx. 

515-46-BZ — Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Joseph  Lentino,  owner,  to  permit  in  a  residence  use 
district,  the  storage  of  olive  oil  in  two  (2),  two  car  garages; 
premises  193  Bay  41st  street,  east  side,  100  ft.  south  of  Bath 
avenue  (Block  6S96,  part  of  Lot  30),  Borough  of  Brooklyn. 

358-46-BZ — Application,  May  15,  1946,  under  section  21 
of  the  zoning  resolution,  of  George  Edward  Beatty,  appli¬ 
cant,  on  behalf  of  Joseph  and  Frank  Carallo,  owners,  to 
permit  in  a  business  use,  C  area  district,  the  extension  of 
present  building  in  the  rear,  to  cover  more  than  the  area 
permitted;  premises  8668  18th  avenue,  west  side,  550  ft. 
south  of  86th  street  (Block  6368,  Lot  57),  Borough  of 
Brooklyn. 

362-46-BZ — Application,  April  23,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Irving  Goldberg,  owner,  to  permit  in  a  business 
use  district,  the  change  in  occupancy  from  store  on  first  floor, 
light  manufacturing  on  second  floor,  sale  and  display  of  light 
merchandise,  on  third  and  fourth  floors,  to  store  and  manu¬ 
facturing  on  the  first  floor,  with  manufacturing  on  each  of 
the  upper  floors;  premises  725  Union  street,  north  side,  69 
ft.  west  of  5th  avenue  (Block  952,  Lot  43),  Borough  of 
Brooklyn. 

612-46-BZ — Application,  August  27,  1946,  under  section 
7a  of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  Mme.  Louise  Cleaners,  Dyers,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  extension  of  the  existing 
business  portion  to  include  the  entire  first  floor;  premises 
1376  and  1378  York  avenue,  south  side,  77  ft.  2  in.  east  of 
East  73rd  street  (Block  1485,  Lots  4  and  52),  Borough  of 
Manhattan. 

705-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Emil  Koeppel,  applicant, 
on  behalf  of  Robalex  Realty  Corp.,  owner,  to  permit  in  an 
unrestricted  use,  C  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted ;  premises  734-736  64th 
street,  south  side,  260  ft.  east  of  7th  avenue  (Block  5821, 
part  of  Lot  18),  Borough  of  Brooklyn. 

719-46-BZ — Application,  October  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  Irving  Adelsohn,  applicant,  on 
behalf  of  Sophie  and  Morris  Becker,  owners,  to  permit  in  a 
residence  use,  E  area  district,  the  proposed  extension  to  pres¬ 
ent  building,  using  more  than  the  area  permitted;  premises 
1906  East  38th  street,  west  side,  43  ft.  south  of  Fillmore 
avenue  (Block  8504,  Lot  49),  Borough  of  Brooklyn. 

745-46-BZ — Application,  October  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  appli¬ 
cant,  on  behalf  of  Gussie  Mehlman,  owner,  (Charles  I. 
Prince  and  Irving  Groden,  lessees),  to  permit  in  a  business 
use  district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  ' 
years;  premises  176  Smith  street,  west  side,  50  ft.  north  of 
Warren  street  (Block  390,  Lot  45),  Borough  of  Brooklyn. 

770-46-BZ — Application,  October  14,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Arnost  Janovsky,  owner  (Thomas  Bia, 
lessee) ,  to  permit  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
washing,  office  and  sale  of  automotive  accessories ;  premises 
2110  Bruckner  boulevard,  southeast  corner  of  Olmstead  ave¬ 
nue  (Block  3689,  Lot  1),  Borough  of  The  Bronx. 

825-46-BZ — Application,  October  29,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant, 
on  behalf  of  Roseruth  Realty  Corp.,  owner  (Harry  Fields, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  325  Audu¬ 


bon  avenue,  east  side,  61.6  ft.  north  of  West  181st  street 
(Block  2155,  part  of  Lot  1),  Borough  of  Manhattan. 

784-46-BZ — Application,  October  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Pietro  and  Bice  Valentini,  owners  (Schillinger 
and  Tardino,  lessees),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
1224  Liberty  avenue,  south  side,  60  ft.  4%  in.  east  of  Forbell 
avenue  (Block  4206,  Lot  19),  Borough  of  Brooklyn. 

795-46-BZ — Application,  October  21,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  26-32  East  38th  Street  Corp.,  owner  (Charles 
Kaiser,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1722 
3rd  avenue,  west  side,  25  ft.  11  in.  south  of  East  97th  street 
(Block  1624,  Lot  39),  Borough  of  Manhattan. 

744-46-BZ — Application,  October  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ralph  M.  Rice,  applicant,  on 
behalf  of  Agnes  McNally,  owner  (William  T.  Scarola, 
lessee) ,  to  permit  in  a  business  use  district,  a  wet  wash  laun¬ 
dry,  for  a  term  of  five  (5)  years;  premises  1019  Hart  street, 
northwest  corner  of  St.  Nicholas  avenue  (Block  3222,  Lot 
31),  Borough  of  Brooklyn. 

229-45-A — 302-322  Butler  street,  south  side,  150  ft.  east  of 
3rd  avenue  (3rd  floor)  ;  (Block  413,  Lot  15),  Borough  of 
Brooklyn. 

270-38-SA — Bidoro  Vacuum  Breaker,  Type  D  (reopened 
June  20,  1944). 

688-46-SA — Ryco  Gun  Type  Pressure  Atomizing  Oil 
Burner  (also  known  as  Thermo  Gun  Type  Pressure  Atom¬ 
izing  Oil  Burner). 

749-46-SA — Hudson  Constant  Pressure  Carbonator. 

771-46-SA — Ferguson  Oil  Burner,  Models  1,  2,  3,  4,  5  and 

6. 

598-46-SM — Safety  Cigarette  and  Ash  Receptacle. 

650-46-SM — Fireye  Flame  Failure  Safeguard  F  18  T. 

738-46-SM— Paragon  Steel  Tank  Corp.  275  Gallon  Fuel 
Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  3,  1946,  2  P.  M. 

NOTICE  IS  FIEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

831-46-A — 540-542  East  Fordham  road,  and  2515  Lorril- 
lard  place,  southwest  corner  (Block  3050,  Lot  36),  Borough 
of  The  Bronx. 

776-46-A — 407  West  37th  street,  north  side,  100  ft.  3  in. 
west  of  9th  avenue  (Block  735,  Lot  29),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  10,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 
gasoline  service  station  (previously  granted  by  the  Board) 
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for  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 
behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 
D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted;  premises  1450  Unionport  road,  north¬ 
west  corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
iubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

742-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive).;  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 

805-46-A — North  side  of  Westchester  avenue,  block  front 
between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx. 

582-46-BZ — Application,  August  12,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Matthew  W.  Del  Gaudio, 
applicant,  on  behalf  of  Metropolitan  Life  Insurance  Co., 
owner,  to  permit  in  a  retail  use  district,  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years;  premises  1925-1949  McGraw 
avenue,  and  1368-1386  Metropolitan  avenue,  northeast  corner 
(Block  3938,  Lot  2)  (formerly  Lot  1),  Borough  of  The 
Bronx. 

609-46-BZ — Application,  August  27,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Abraham  Gelman,  applicant 
and  lessee,  on  behalf  of  1078  Realty  Corp.,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  1076-1078  Stebbins  avenue,  east  side, 
125  ft.  south  of  East  167th  street  (Block  2691,  part  of  Lots 
70  and  71),  Borough  of  The  Bronx. 

640- 46-BZ — Application,  September  9,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  Puritan  Land  Corp.,  owner  (Utopia  Amuse¬ 
ment  Corp.,  lessee),  to  permit  in  a  residence  and  business  use 
district,  an  emergency  passageway  from  existing  motion  pic¬ 
ture  theatre;  premises  68-01  to  68-31  Fresh  Meadow  lane, 

175- 02  to  175-18  68th  avenue,  southeast  corner  and  176-01  to 

176- 09  69th  avenue,  northeast  corner  of  Fresh  Meadow  lane 
'  (Block  6930,  Lots  1,  11  and  15),  Flushing,  Borough  of 

Queens. 

641- 46-A — 68-01  to  68-31  Fresh  Meadow  lane,  175-02  to 
175-18  68th  avenue,  southeast  corner  and  176-01  to  176-09 
69th  avenue,  northeast  corner  of  Fresh  Meadow  lane  (Block 
6930,  Lots  1,  11  and  15),  Flushing,  Borough  of  Queens. 

674- 46-BZ— Application,  September  10,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  William  J.  Burke,  appli¬ 
cant,  on  behalf  of  Fred  Reiner,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  sale  and  display  of  used  cars;  premises 
50-24  to  50-30  Jacobus  street,  west  side,  220  ft.  south  of 
Queens  boulevard  (Block  2450,  Lot  17),  Elmhurst,  Borough 
of  Queens. 

675- 46-BZ— Application,  September  10,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Burke,  Morrison  and 
Green,  applicants,  on  behalf  of  Estate  of  Candita  Guido, 
owner  (Joseph  Guido,  Administrator),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  a  four  (4)  car  garage 


to  a  motor  vehicle  repair  shop;  premises  25-40  to  25-46  27th 
street,  and  25-35  Astoria  boulevard,  northwest  corner  (Block 
861,  Lot  1),  Long  Island  City,  Borough  of  Queens. 

699-46-BZ — -Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  Iubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

716-46-BZ — Application,  October  1,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  John  Mazza  and  Louis  Pecora,  owners, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  286  Smith  street,  west 
side,  40  ft.  south  of  Sackett  si.eet  (Block  428,  Lot  34), 
Borough  of  Brooklyn. 

783-46-BZ — Application,  October  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Sadie  Korodsky,  owner  (Machine  Laun¬ 
dries  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  791 
East  161st  street,  north  side,  54.84  ft.  east  of  Tinton  avenue 
(Block  2668,  Lot  57),  Borough  of  The  Bronx. 

796-46-BZ — Application,  October  21,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  William  Hionas,  owner  (Samuel  B. 
Wurber,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  8411 
(8413  displayed)  5th  avenue,  east  side,  86  ft.  1J4  in-  south  of 
84th  street  (Block  6027,  Lot  5),  Borough  of  Brooklyn. 

803-46-BZ — -Application,  October  23,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Trevor  M.  Bahrenburg,  owner  (A1 
Abrahms  and  Nathan  Newman,  lessees),  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  168  Rutledge  street,  southeast  cor¬ 
ner  of  Lee  avenue  (Block  2226,  Lot  7),  Borough  of  Brook¬ 
lyn. 

811-46-BZ — Application,  October  18,  1946,  under  section 
21  of  the  zoning  resolution,  of  John  H.  Knubel,  applicant,  on 
behalf  of  Jacris  Holding  Corp.,  owner,  to  permit  in  an  un¬ 
restricted  use,  B  area  district,  the  extension  of  present  build¬ 
ing  on  first  floor,  using  more  than  permitted  area ;  premises 
474  9th  avenue,  east  side,  74  ft.  north  of  West  36th  street 
(Block  760,  Lot  4),  Borough  of  Manhattan. 

836-46-BZ — Application,  October  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Daniel  T.  Birdsall,  applicant, 
on  behalf  of  Mrs.  I  Cohen,  owner  (Chester  Davison,  lessee), 
to  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  1020  East  178th  street, 
south  side,  130.05  ft.  west  of  Boston  Road  (Block  3135, 
Lot  22),  Borough  of  The  Bronx. 

409-46-BZ — Application,  May  29,  1946,  under  section  7g 
of  the  zoning  resolution,  of  H.  McNabb,  applicant,  on  behalf 
of  Sheffield  Farms  Co.,  Inc.,  owner,  to  permit  in  an  unre¬ 
stricted  use  district,  the  change  in  use  from  stable  to  garage 
for  more  than  five  (5)  motor  vehicles  (on  first  floor),  having 
an  exit  on  same  street  as  a  Public  School,  between  two  inter¬ 
secting  streets ;  premises  233-243  Herkimer  street,  north  side, 
305  ft.  east  of  New  York  avenue  (Block  1862,  part  of  Lot 
14),  Borough  of  Brooklyn. 

844_46-BZ — Application,  November  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Gennaro  Lubrano,  owner  (Morton  Kaiser,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  521  Henry  street,  east 
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side,  80  ft.  south  of  Sackett  street  (Block  338,  Lot  6),  Bor¬ 
ough  of  Brooklyn. 

777-46-BZ — Application,  October  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Errera  Bros.,  owner,  to  permit  in  a  local  retail  use 
district,  the  manufacturing  of  wearing  apparel  for  a  stated 
term  of  years ;  premises  62  Tompkins  avenue,  west  side,  75 
ft.  north  of  Floyd  avenue  (Block  1739,  Lot  42),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  December  10,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
Tuesday  morning,  January  14,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  streei, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  19,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning  and  afternoon,  November  13,  1946, 
were  approved  as  printed  in  Bulletin  No.  47,  Volume  31. 


ZONING  APPLICATIONS 

872-39-BZ 

APPLICANT — Herman  Kron,  for  Paramount  Filling 
Stations,  Inc.,  owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 7001-7019  Bay  parkway,  south¬ 
west  corner  of  West  10th  street  and  1-21  Avenue 
O  (Block  6574,  Lot  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Herman  Kron  and  Leo  Weissman. 
For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946 
at  10  A.  M. ;  applicant  to  submit  revised  plans. 


383-46-BZ 

APPLICANT — Konnoson  and  Konnoson,  for  Frostone 
Corporation,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
erection  of  a  structure  for  manufacturing  purposes, 
using  more  than  the  area  permitted  and  omitting 
the  required  rear  yard. 

PREMISES  AFFECTED — 202-208  Tillary  street,  south 
side,  91  ft.  east  of  Prince  street  and  67-73  Prince 
street,  east  side,  96  ft.  6  in.  south  of  Tillary  street 


(Block  2050,  Lots  100,  103,  110,  112,  113,  115  and 
118),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  E.  Konnoson. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1946  at 
10  A.  M.  at  request  of  applicant. 


551-46-BZ 

APPLICANT — William  Koppe,  for  Royal  Furniture  Co., 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7a  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use,  D  area  district, 
the  extension  of  present  building,  using  more  than 
the  area  permitted. 

PREMISES  AFFECTED — 498-500  East  134th  street,  and 
127  Brook  avenue,  southwest  corner  (Block  2261, 
Lot  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  Koppe. 

For  Opposition :  Hilda  E.  Wilson,  Anita  Wilson, 
Della  Quinn,  Nellie  Conlon  and  Joseph  Varley. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1946  at 
10  A.  M.  for  applicant  to  send  out  proper  notices. 


742-46-BZ 

APPLICANT — Click  and  Gelbman,  for  Lebanon  Hospital 
Association,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  conversion  of  existing  buildings  (vacant)  to 
factory  use. 

PREMISES  AFFECTED — North  side  of  Westchester  ave¬ 
nue,  from  Cauldwell  to  Trinity  avenues  (Buildings: 
1-5  inclusive)  ;  (Block  2628,  Lot  1),  Borough  of 
The  Bronx. 
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APPEARANCES— 

For  Applicant:  Micliacl  Glick,  L.  Victor  Weil  and 
Julius  Deitz. 

For  Opposition:  Eva  Dann,  Clias.  J.  Kennedy, 
Arnold  Fassler  and  Samuel  Lipshitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board 
in  connection  with  Cal.  805-46-A,  and  further  hear¬ 
ing.  The  applicant  amended  the  basis  of  his  ap¬ 
plication  to  Section  7,  subdivision  c  of  the  zoning 
resolution  instead  of  Section  7,  subdivision  b. 


780-46-BZ 

APPLICANT — 227  P  Street,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  from  bottle 
storage  plant  of  an  existing  brewery  (previously 
granted  by  the  Board)  to  manufacturing. 

PREMISES  AFFECTED — 229  Pulaski  street,  north  side, 
204  ft.  6  in.  east  of  Troop  avenue  (Block  1773,  Lot 
69 — Part  of  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  Rosling. 

For  Opposition :  Arthur  Demmateis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings : 

ACTION  OF  BOARD — Laid  over  to  November  26,  1946  at 
10  A.  M.  at  request  of  objector’s  representative. 


782-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Hugh  and  Alyce 
O’Rourke,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 94-13  Roosevelt  avenue,  north 
side,  60  ft.  west  of  95th  street  (Block  1482,  Lot 
45),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Ludwig  P.  Bono,  and  Hugh 
O’Rourke. 

For  Opposition :  Charles  Lewis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1946  at 
10  A.  M.  at  request  of  objector’s  representative. 


86-22-BZ 

APPLICANT — Glick  and  Gelbman,  for  A.  &  L.  Knitting 
Mills,  owner. 

SUBJECT — Application  reopened  October  8,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  change  of  occupancy 
from  garage  for  more  than  five  (5)  cars  (pre¬ 
viously  granted  hy  the  Board),  to  factory. 

PREMISES  AFFECTED— 4720-4732  3rd  avenue,  east  side, 
110  ft.  south  of  East  189th  street  (Block  3042,  Lot 
15),  Borough  of  The  Bronx. 

APPEARANCES— 

,  For  Applicant:  Michael  Glick. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (86-22-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit,  on  a  plot  in  an  unrestricted  district  extending  into 
business  and  res:dence  districts,  the  erection  of  a  garage 
for  more  than  5  motor  vehicles,  affecting  premises  4720- 
4732  Third  avenue,  east  side,  110  ft.  south  of  east  189th 
street  (Block  3042,  Lot  15),  Borough  of  The  Bronx,  was 
granted  by  the  Board  on  March  21,  1922,  on  certain  con- 
iitions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  an  amendment  of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  8,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  3rd  avenue  is  in  business  and  unre¬ 
stricted  use,  B  area  and  Class  1)4  height  districts;  East 
189th  street  is  in  a  business  use,  B  area  and  Class  1)4 
height  district;  part  of  Washington  avenue  is  in  a  residen¬ 
tial  use,  B  area,  Class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  24,  1946,  re  Alt.  Applic.  867-46,  reads : 

“1.  Proposed  use  of  premises  for  factory  is  contrary 
to  Board  of  Standards  and  Appeals  resolution  Cal.  No. 
86-22-BZ. 

2.  Proposed  factory  use  in  a  residence  district  is 
contrary  to  Article  2,  Section  3  of  the  zoning  resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  121.94  ft.  frontage  by  177.69  ft.  in  depth,  irregular, 
on  which  is  located  a  building  121.94  ft.  front  by  177.69  ft. 
in  depth,  irregular,  one  story,  15  ft.  in  height,  of  Class  3 
construction ;  that  it  is  proposed  to  use  the  premises  as  a 
knitting  establishment ;  and 

Whereas,  the  applicant  contends  that  this  portion  of  the 
premises  extending  into  a  residential  zone  was  previously 
granted  for  garage  use  in  1922,  however  the  new  owner 
desires  to  use  the  premises  for  his  own  use  as  a  knitting 
establishment  and  respectfully  requests  the  Board  to  permit 
this  use  throughout  the  entire  building;  that  no  nuisance 
will  be  committed,  and  all  provisions  of  the  building  code 
and  labor  law  will  be  complied  with. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  21,  1922,  by 
adding  thereto : 

“*  *  *  that  in  the  event  the  new  owner  desires 

to  discontinue  the  garage  use  as  herein  permitted  and 
to  substitute  a  use  conforming  in  the  business  district 
and  to  extend  same  throughout  the  building,  namely  a 
knitting  factory,  as  passed  upon  by  the  Building  Depart¬ 
ment  under  Alt.  Applic.  867-46,  objections  1  and  2,  that 
such  use  may  be  permitted,  on  condition  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area  within  the 
residence  use  district ;  that  the  requirements  of  the 
resolution  adopted  March  21,  1922,  shall  be  complied 
with  as  to  the  openings  in  the  rear  wall  or  if  the 
windows  in  the  rear  wall  are  fireproof  windows  with 
steel  sash,  such  windows  may  be  permitted  to  be  retained, 
provided  same  are  fixed ;  that  the  windows  in  the  side 
walls  shall  be  fireproof,  self-closing;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct ;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  and  that  all  permits 
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required  shall  be  obtained  and  all  work  completed  witnin 
six  (6)  months  from  the  date  of  this  amended  resolu¬ 
tion.” 


200-37-BZ 

APPLICANT — Nelson  S.  Kirk,  2nd,  for  Geraldine  Dono¬ 
hue,  owner. 

SUBJECT — Application  reopened  June  18,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  and  repair  shop. 
PREMISES  ‘  AFFECTED— 103-37  Springfield  boulevard, 
and  218-83  104th  avenue,  northeast  corner  (Block 
11153,  Lot  7),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mortimer  Michael. 

For  Opposition :  Mrs.  August  O.  Gutwerk,  Mrs.  B. 

Schuh,  Fannie  E.  Mehnam. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  John  J.  Saunders,  Board 
of  Education. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (200-37-BZ) 

Whereas,  this  application,  under  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station;  Premises:  103-39 
Soringfield  boulevard,  northeast  corner  of  104th  avenue 
(Block  No.  2046,  Lot  No.  7)  Queens  Village.  Borough  of 
Queens,  was  denied  by  the  Board  on  April  5,  1938  under 
section  21 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  and  repair 
shoo;  affecting  premises  103-37  Springfield  boulevard  and 
2118-83  104th  avenue,  northeast  corner  (Block  11153,  Lot 
7).  Queens  Village,  Borough  of  Queens:  and 

Whereas,  this  case  was  reooened  by  vote  of  the  Board 
on  Tune  18.  1946  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting.  November  19,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Springfield  boulevard  is  in  residence 
and  business  use,  D  area  and  Class  1J4  height  districts; 
104th  avenue  is  in  residence  and  business  D  area  and  Class 
\x/>  height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  12,  1946,  re  N.B.  Applic.  3175-46,  reads: 

“1.  The  erection  of  a  gasoline  service  station  and 
auto  repair  shop  within  a  business  use  district  is  con¬ 
trary  to  Art.  2,  Section  4  of  B.  Z.  R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  50  ft.  frontage  by  82.79  ft.  in  depth,  irregular,  on 
which  is  to  be  erected  a  building  50  ft.  front  by  26  ft.  in 
depth,  irregular,  one  story,  14  ft.  in  height,  of  class  3  con¬ 
struction  ;  and 

Whereas,  the  applicant  contends  that  according  to  a  sur¬ 
vey  of  the  premises  made  by  William  H.  Parry  on  April 
22,  1926,  the  depth  was  then  100  ft.,  and  there  was  a  distance 
between  25  ft.  and  25  ft.  1  in.  between  the  brick  garage 
and  the  west  boundary  of  the  plot  on  Springfield  boule¬ 
vard  ;  that  at  that  time  the  garage  was  used  as  an  auto 
repair  shop  and  was  operated  with  several  pumps  on  Spring- 
field  boulevard  in  front  of  said  garage;  that  on  October 
9th,  1945,  the  present  owner  took  title  to  the  plot  on  the 


northeast  corner  of  Springfield  boulevard  and  104th  avenue, 
being  the  corner  vacant  plot  and  the  adjoining  garage,  and 
being  a  plot  therein  described  as  100  ft.  by  100  ft.  “excepting 
from  the  aforedescribed  premises  such  part  thereof  that 
has  been  taken  by  the  City  of  New  York  for  the  widening 
of  Springfield  Boulevard” ;  that  with  the  widening  of  Spring- 
field  boulevard,  several  of  the  said  pumps  in  front  of  the 
garage  were  removed  for  the  widening  and  only  two  pumps 
remained ;  that  business  cannot  be  profitably  carried  on 
with  only  these  two  pumps;  that  the  corner  lot  is  littered 
with  junk  and  trash;  that  C.O.  issued  October  18,  1933, 
permits  the  existing  building  to  be  used  as  a  showroom, 
five  car  garage,  welding  body  repair,  ignition,  tire  repair, 
fender  repair,  brake  service,  gasoline  station ;  that  the  erec¬ 
tion  of  the  proposed  building  can  in  no  way  be  injurious 
to  the  neighbors,  since  it  will  beautify  the  entire  property 
and  merely  carry  on  in  an  enlarged  and  improved  form 
an  already  established  and  existing  garage  and  auto  repair 
business ;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7f  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  April  12,  1946  on  N.B.  Applic.  3175-46  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


404-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee). 

SUBJECT — Application  reopened  October  22,  1946,  for  con¬ 
sideration  as  to  extension  of  term  of  variance— 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  for  a  temporary  term  of 
years. 

PREMISES  AFFECTED— 214-228  Schermerhorn  street, 
south  side,  233  ft.  east  of  Hoyt  street  (Block  171, 
part  of  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  S.  M.  Zneimer. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (404-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  transient  parking  of  more  than 
five  motor  vehicles,  affecting  premises  214-228  Schermer¬ 
horn  street,  south  side,  233  ft.  east  of  Hoyt  street  (Block 
171,  part  of  Lot  7),  Borough  of  Brooklyn,  was  granted  by 
the  Board  June  20,  1939,  on  certain  conditions,  time  to 
obta:n  permits  and  complete  work  extended  September  19, 
1939,  the  term  of  the  variance  extended  June  24,  1941  and 
June  15,  1943,  and  the  applicant  requested  a  further  extension 
of  the  term  of  the  variance,  which  had  expired  by  time 
limitation ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  22,  1946,  restored  to  the  calendar  end  set  for 
hearing  on  November  19,  1946  at  10  a.  m. ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  28,  1946  on  B.  N.  Applic.  433-38  reads : 

“1.  Proposed  continuance  for  open  air  parking  for 
more  than  five  motor  vehicles  on  a  plot  located  in  a 
business  use  district  must  be  referred  to  the  Board  of 
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Standards  and  Appeals.  This  proposition  was  previously 
approved  by  the  Board  under  Cal.  404-38-BZ.” 

and  .  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  20,  1939  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7 h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  *” 


405-38-BZ 

APPLICANT— Sidney  M.  Zneimer,  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee). 

SUBJECT — Application  reopened  October  22,  1946,  for 
consideration  as  to  extension  of  term  of  variance — 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  temporary  term 
of  years. 

PREMISES  AFFECTED— 240-250  Schermerhorn  street 
and  54-60  Bond  street,  southwest  corner  (Block  171, 
part  of  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  S.  M.  Zneimer. 

For  Opposiiton:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . .  0 

THE  RESOLUTION  (405-38-BZ) 

Whereas,  this  appheation  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  transient  parking  of  more  than 
five  motor  vehicles,  affecting  premises  240-250  Schermer¬ 
horn  street  and  54-60  Bond  street,  southwest  cornel  (Block 
171,  part  of  Lot  7),  Borough  of  Brooklyn,  was  granted  by 
the  Board  June  20,  1939,  on  certain  conditions,  time  to  ob¬ 
tain  permits  and  complete  work  extended  September  19, 
1939,  the  term  of  the  variance  extended  Tune  24,  1941  and 
June  15,  1943,  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  term  of  the  variance,  which  had  expired  by  time 
limitation ;  and 

W hereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  22,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  November  19,  1946  at  10  a.  m. ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  28,  1946  on  B.N.  Applic.  434-38  reads : 

“1.  Proposed  continuance  for  open  air  parking  for 
more  than  five  motor  vehicles  on  a  plot  located  in  a 
business  use  d'Strict  must  be  referred  to  the  Board  of 

■  Standards  and  Appeals.  This  proposition  was  previously 
approved  by  the  Board  under  Cal.  405-38-BZ. 

and  ,  .. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  19,  1946,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  20,  1939  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  *.” 


406-38-BZ 

APPLICANT — Sidney  M.  Zneimer,  for  Board  of  Trans¬ 
portation,  City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee). 

SUBJECT — Application  reopened  October  22,  1946,  for 
consideration  as  to  extension  of  term  of  variance 
— Application  (decision  of  the  borough  superin¬ 
tendent),  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in 
a  business  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  for  a  tem¬ 
porary  term  of  years. 

PREMISES  AFFECTED — 134-192  Schermerhorn  street, 
south  side,  from  Smith  to  Hoyt  streets,  57-73  Smith 
street,  east  side,  from  Schermerhorn  to  State 
streets  and  257-271  State  street  (Block  170,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  S.  M.  Zneimer. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Affirmative :  . .  0 

THE  RESOLUTION  (406-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  transient  parking  of  more 
than  five  motor  vehicles,  affecting  premises  134-192  Scher¬ 
merhorn  street,  south  side,  from  Smith  street  to  Hoyt 
street  and  57-73  Smith  street,  east  side,  from  Schermer¬ 
horn  street  to  State  street  and  257-271  State  street  (Block 
170,  Lot  1),  Borough  of  Brooklyn,  was  granted  by  the 
Board  June  20,  1939,  on  certain  conditions,  the  time  to  ob¬ 
tain  permits  and  complete  work  extended  September  19, 
1939,  the  term  of  the  variance  extended  June  24,  1941  and 
June  15,  1943,  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  term  of  the  variance,  which  had  expired  by  time 
limitation ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  28,  1946  on  B.N.  Applic.  431-38  reads: 

“1.  Proposed  continuance  for  open  air  parking,  for 
more  than  five  motor  vehicles  on  a  plot  located  in  a 
business  use  district  must  he  referred  to  the  Board  of 
Standards  and  Appeals.  This  proposition  was  pre¬ 
viously  approved  by  the  Board  under  Cal.  406-38-BZ.” 

and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  22,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  November  19,  1946  at  10  A.  M. ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting.  November  19,  1946.  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  20,  1939  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (21 
years  from  the  date  of  this  amended  resolution  *  *  *” 


407-38-BZ 

APPLICANT— Sidney  M.  Zneimer,  for  Board  of  Transpor¬ 
tation,  City  of  New  York,  owner  (Downtown 
Brooklyn  Parking,  Inc.,  lessee). 

SUBJECT— Application  reopened  October  22,  1946,  for  con¬ 
sideration  as  to  extension  of  term  of  variance — 
Application  (decision  of  the  borough  superintend¬ 
ent),  previously  granted  on  condition,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a 
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business  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  for  a  temporary 
term  of  years. 

PREMISES  AFFECTED— 37-55  Smith  street,  east  side, 
from  Livingston  street  to  Schermerhorn  street,  156- 
164  Livingston  street  and  137-145  Schermerhorn 
street  (Block  164,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Appkcant :  S.  M.  Zneimer. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESLUTION  (407-38-BZ) 

Whereas,  this  applicat:on  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  transient  parking  of  more 
than  five  motor  vehicles,  affecting  premises  37-55  Smith 
street,  east  side,  from  Livingston  street  to  Schermerhorn 
street,  156-164  Livingston  street  and  137-145  Schermerhorn 
street  (Block  164,  Lot  1),  Borough  of  Brooklyn,  was  granted 
by  the  Board  June  20,  1939,  on  certarn  conditions,  time  to 
obtain  permits  and  complete  work  extended  September  19, 
1939,  the  term  of  the  variance  extended  June  24,  1941  and 
June  15,  1943,  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  term  of  the  variance  which  had  expired  by  time 
limitation;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  22,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  November  19,  1946  at  10  a.  m. ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  28,  1946,  re  B.N.  Applic.  432-38,  reads : 

“1.  Proposed  continuance  for  open  air  park:ng  _  for 
more  than  five  motor  vehicles  on  a  plot  located  in  a 
business  use  district  must  be  referred  to  the  Board  of 
'  Standards  and  Appeals.  This  proposition  was  previously 
approved  by  the  Board  under  Cal.  #407-38-BZ.” 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publicat'on  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  20,  1939  only  in  so  far 
as  it  has  reference  to  the  term  of  the  variance  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  *  * 


336-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Paramount 
Macaroni  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  seeffon  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  of 
occupancy  from  dance  hall  and  manufacturing  first 
floor  (previously  granted  by  the  Board),  to  manu¬ 
facturing  all  floors  using  more  than  permitted  area 
for  manufacturing. 

PREMISES  AFFECTED— 171-173  Wilson  avenue,  north 
side,  50  ft.  west  of  DeKalb  avenue  (Block  3235, 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition  :  Isidore  Austeric. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

Negative:  .  0 

THE  RESOLUTION  (336-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Paramount  Macaroni 
Company,  owner,  filed  May  2,  1946,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  change  of  occupancy  from  dance  hall  and 
manufacturing  1st  floor  to  manufacturing  all  floors  using 
more  than  permitted  area  for  manufacturing:  premises  171- 
173  Wilson  avenue,  north  side,  50  ft.  west  of  DeKalb  ave¬ 
nue  (Block  3235,  Lot  3)  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  'Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Wilson  avenue  is  in  a  business  use, 
C  area  and  Class  1  height  district;  DeKalb  avenue  is  in  a 
business  use,  C  area  and  Class  1  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  h,  1946,  re  Alt.  Applic.  586-46,  reads : 

“2.  The  use  of  floor  area  in  a  building  in  excess  of 
the  area  of  the  lot  or  25%  of  the  gross  floor  area  for 
manufacturing  purposes  is  contrary  to  the  zoning  reso¬ 
lution,  Art.  II,  Sec.  4-c.” 

and ' 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  50  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  50  ft.  front  by  100  ft.  in  depth,  three 
stories,  41  ft.  in  height,  of  Class  3  construction;  that  it  is 
proposed  to  discontinue  the  use  of  premises  as  a  dance  ball 
and  use  the  entire  building  for  manufacturing  purposes;  that 
it  is  proposed  to  install  a  new  elevator ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  three-story  masonry  building 
erected  under  N.B.  #5266-27,  to  be  used  as  a  dance  hail 
and  for  which  C.O.  46574  was  issued ;  that  the  building  is 
presently  occupied  as  a  dance  hall  and  the  top  floor  is  used 
for  manufacturing ;  that  this  use  of  the  top  floor  was  per¬ 
mitted  under  Alt.  748-44  and  for  which  a  variation  was 
granted  by  the  Board  of  Standards  and  Appeals  for  exits 
under  Cal.  226-44-A ;  that  it  is  now  the  intention  of  the 
owners  to  discontinue  the  dance  hall  use  and  use  the  entire 
building  for  manufacturing  purposes;  that  this  proposed 
change  will  not  in  any  way  affect  the  community,  but  will 
however,  do  away  with  a  more  objectionable  use,  and  help 
brmg  employment  to  the  community ;  that  therefore,  in  view 
of  the  foregoing  facts,  it  is  respectfully  requested  this 
application  be  granted;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  per¬ 
mit  the  extension  of  use,  on  condition  that  not  more  than 
fifty  per  cent  (50%)  of  the  area  of  the  building  shall  be 
occupied  for  the  proposed  manufacturing  of  clothing;  that 
such  portable  fire-fightmg  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified  or 
as  may  be  modified  by  the  Board  under  Cal.  226-44-A ;  and 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


347-46-BZ 

APPLICANT — Robert  R.  Rahman,  for  Donald  S.  Walker, 
owner. 
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SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  a  stable  first  floor,  dwelling  second 
floor,  to  lumber  storage  first  and  second  floors. 
PREMISES  AFFECTED— 332  West  70th  street,  south 
side,  352  ft.  6  in.  west  of  West  End  avenue  (Block 
1181,  Lot  47),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Robert  R.  Rahman. 

For  Opposition :  Harry  C.  Card  and  Rose  Hoffman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . , . . . .  0 

THE  RESOLUTION  (347-46-BZ) 

Whereas,  Robert  R.  Rahman,  for  Donald  S.  Walker, 
owner,  filed  May  13,  1946,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  change  in  occupancy  from  a  stable  first  floor,  dwelling 
on  second  floor  to  lumber  storage  on  1st  and  2nd  floors; 
premises:  332  West'70th  street,  south  side,  352  ft.  6  in.  west 
of  West  End  avenue  (Block  1181,  Lot  47),  Borough  of 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  70th  street  is  in  a  residence  use, 

A  area  and  Class  2  height  district;  West  End  avenue  is  in 
residence  and  business  use,  A  area,  Class  2  height  districts; 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  6,  1946,  re  Alt.  Applic.  1626-45,  reads : 

“2.  Proposed  change  of  use  from  a  stable  1st  fl., 
dwelling  2nd  fl.  to  lumber  storage  1st  floor,  storage  2nd 
floor  is  contrary  to  Art.  II,  Sec.  3  Zoning  Resolution 
as  building  is  in  a  residence  district.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  20  ft.  frontage  by  100  ft.  5  in.  in  depth,  on  which 
is  located  a  building  20  ft.  front  by  90  ft.  5  in.  in  depth  (1st 
floor)  ;  57  ft.,  2  in.  in  depth  (2nd  floor)  ;  28  ft.  in  height, 
of  Class  3  construction,  occupied  as  a  garage  for  more 
than  five  motor  vehicles  on  1st  floor  and  storage  on  the  2nd 
floor ;  and 

Whereas,  the  applicant  contends  that  the  existing  2-story 
non-fireproof  building  was  erected  in  1887  under  N.B.  Ap¬ 
plication  675,  is  set  back  10  ft.  from  the  building  line  and 
consists  of  a  2-story  main  building  with  a  one-story  exten¬ 
sion  (no  cellar),  originally  built  and  used  as  stable  on  1st 
floor  and  dwelling  on  2nd  floor ;  that  the  records  of  the  Fire 
Department  show  this  building  was  first  occupied  for  the 
storage  and  repair  of  motor  vehicles  in  1914;  that  the  pro- 
I>osed  use  will  be  less  objectionable  than  the  garage  use; 
that  the  majority  of  the  buildings  on  the  south  side  of  W  est 
70th  street  are  garages  or  repair  shops ;  that  the  adjoining 
buildings  on  the  east  of  this  building  are  occupied  as  a 
research  and  chemical  laboratory,  as  permitted  by  the 
Board,  and  factories ;  that  there  are  12  plots  with  a  front¬ 
age  of  376  ft.  occupied  on  the  1st  floor  for  business  pur¬ 
poses  and  eight  plots  with  136  ft.  frontage  for  residential 
purposes;  that  in  June  1944  the  Planning  Commission  pro¬ 
posed  to  rezone  the  south  side  of  West  70th  street,  west  of 
West  End  Avenue  from  residence  to  business  use ;  that  the 
proposd  occupancy  (storage  and  sale  of  lumber  within  a 
building)  is  acceptable  in  a  business  district,  and  although 
this  is  not  a  business  district,  the  south  half  of  Block  1181 
and  all  the  blocks  to  the  south  are  zoned  “unrestricted”; 
West  End  avenue  is  “business”  south  of  West  70th  street 
and  “residential”  to  the  north  ;  that  the  north  side  of  W  est 
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70th  street  and  blocks  north  are  zoned  “residential” ;  that 
the  area  to  the  west  is  occupied  by  the  N.  Y.  Central  Rail¬ 
road  and  is  zoned  “unrestricted” ;  and 

Whereas,  the  surrounding  area  has  been  inspected  by  a 
committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof,  for 
a  term  of  two  (2)  years,  to  permit  the  building  to  be  oc¬ 
cupied  as  proposed  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area  and  that  only  dressed  or 
finished  lumber  shall  be  stored  therein ;  that  no  lumber  shall 
be  processed  or  milled  within  the  premises  except  that  there 
may  be  a  small  power-driven  cross-cut  saw ;  that  such  port¬ 
able  fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


382-46-BZ 

APPLICANT — William  J.  Burke,  for  Brookshire  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7f  and  7i  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  an  automobile  repair 
shop,  and  sale  of  new  and  used  cars  in  open  portion 
of  lot. 

PREMISES  AFFECTED— 74-02  to  74-16  Queens  boule¬ 
vard,  south  side,  179.31  ft.  west  of  Kneeland  place 
and  South  Railroad  avenue  (Block  2448,  Lot  213), 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  Burke  and  John  Fitz- 
simons. 

For  Opposition:  E.  F.  Hayslip. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative :  .  0 

THE  RESOLUTION  (382-46-BZ) 

Whereas,  William  J.  Burke,  for  Brookshire  Realty  Corp., 
owner,  filed  May  24,  1946,  an  application  under  sections  7f 
and  7i  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  an  automobile  re¬ 
pair  shop  and  sale  of  new  and  used  cars  in  open  portion  of 
plot:  premises  74-02  to  74-16  Queens  boulevard,  south  side, 
179.31  ft.  west  of  Kneeland  place  (South  Railroad  avenue)  ; 
(Block  2448,  Lot  213),  Elmhurst,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Queens  boulevard  is  in  business  use, 
A  area  and  Class  V/2  height  districts;  Kneeland  place  is 
in  residence  and  business  use,  A  area  and  Class  llA  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  4,  1946,  re  N.B.  Applic.  3332-46,  reads : 

“1.  The  erection  of  a  building  in  a  business  use 
district  to  be  used  as  an  auto  showroom,  repairs  and 
servicing  of  cars,  and  sale  of  new  and  used  cars  in 
open  portion  of  lot,  is  contrary  to  Art.  II,  Sec.  4,  B. 
Z.  R. 
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and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  168.61  ft.  frontage  by  98.62  ft.  in  depth  (irregular) 
presently  vacant ;  that  it  is  proposed  to  erect  a  building  96 
ft.  front  by  30  ft.  in  depth,  one  story  13  ft.  4  in.  in  height, 
of  Class  3  construction,  to  be  used  as  an  automobile  show¬ 
room,  repairs  and  servicing  of  cars,  sale  of  new  and  used 
cars  on  the  unbuilt  portion  of  the  plot;  and 

Whereas,  the  applicant  contends  that  the  premises  is  at 
presently  vacant  triangular  plot,  fronting  on  Queens  boule¬ 
vard,  that  its  other  two  sides  lie  along  side  the  bases  of  the 
embankment  of  the  two  railroads  that  cross  each  other  at 
this  point ;  that  the  zoning  to  the  west  along  Queens  boule¬ 
vard  beyond  the  New  York  connecting  railroad  right  of 
way  is  unrestricted;  that  the  property  easterly  of  the  Long 
Island  railroad  right  of  way  is  mostly  devoted  to  non-con- 
forming  uses ;  that  the  topography,  irregularity  and  loca¬ 
tion  of  the  premises  militate  against  its  being  properly 
developed  with  a  fully  conforming  use ;  that  as  long  as  the 
railroad  embankments  remain  it  never  will  be  suited  for  ex¬ 
clusively  business  purposes ;  that  the  sale  of  used  cars  is  so 
closely  connected  with  the  repairing  of  them  that  it  is  im¬ 
possible  to  conduct  such  a  permitted  business  without  a  re¬ 
pair  shop  facility;  that  located  as  it  is,  there  is  no  adjacent 
property  that  can  be  adversely  affected  by  the  granting  of 
this  application ;  that  it  is  respectfully  requested  that  this 
application  be  granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  f  and  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  -sections  7f  and  7i 
thereof  for  a  term  of  ten  years  to  permit  the  use  as  proposed 
and  as  indicated  on  plans  filed  with  this  application  marked 
“Received  May  24,  1946”,  three  sheets,  on  condition  that 
the  building  shall  be  constructed  substantially  as  indicated 
thereon  and  the  use  in  the  building  shall  be  a  showroom 
as  proposed  and  for  repairs  by  hand  tools  only  for  the 
servicing  of  Crosley  cars  dealt  in  as  agency  for  the  Cros- 
ley  Motors ;  that  one  gasoline  pump  may  be  installed  within 
the  building  as  an  accessory  use  for  the  servicing  of  cars 
dealt  in  but  not  for  servicing  passing  vehicles ;  that  the 
proposed  sale  of  new  and  used  cars  in  the  unbuilt  upon  area 
as  indicated  shall  be  only  for  such  cars  as  are  dealt  in  by 
the  agency;  that  the  boiler  room  shall  be  separated  from 
the  balance  of  the  building  by  fireproof  construction  and 
enterable  only  from  the  exterior ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  curb  cuts  shall  be  restricted  to  two 
cuts  as  restricted  on  such  plans,  one  15  ft.  in  width  to  the 
building  itself  and  one  20  ft.  in  width  to  the  open  area ; 
that  an  adequate  ornamental  fence  shall  be  erected  on  the 
street  building  line  where  the  wall  of  the  building  does  not 
occur ;  that  this  variance  shall  continue  only  so  long  as  the 
occupancy  as  herein  permitted  is  maintained  during  the 
stated  term ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  resolu¬ 
tion. 


443-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Betty’s  Building 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  Board)  to  auto 
showroom,  parts  department  and  servicing  and  re¬ 
pairing  of  motor  vehicles. 


PREMISES  AFFECTED— 229-243  Empire  boulevard, 
north  side,  64.4  ft.  west  of  Rogers  avenue  (Block 
1307,  Lot  54),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  John  Loughran. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (443-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Betty’s  Building  Cor¬ 
poration,  owner,  Clarendon  Motors,  Inc.,  lessee,  filed  May 
28,  1946,  an  application  under  sections  7c  and  7i  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  an  existing  garage  for  more  than  five  (5)  motor  • 
vehicles,  (previously  granted  by  the  Board)  to  auto  show¬ 
room,  parts  department,  and  servicing  and  repairing  of  j 
motor  vehicles ;  premises  229-243  Empire  boulevard,  north  j 
side,  64.4  ft.  west  of  Rogers  avenue  (Block  1307,  Lot  54),  i 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Empire  boulevard  is  in  a  business  use, 

C  area  and  Class  \x/\  height  district;  Rogers  avenue  is  in  j 
a  business  use,  C  area  and  Class  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  30,  1946,  re  Alt.  Applic.  1374-46,  reads : 

“1.  The  conversion  of  an  existing  garage  for  more  j 
than  5  cars  within  a  business  use  district,  to  auto  show¬ 
room,  parts  department  and  servicing  and  repairing  of  1 
motor  vehicles  is  contrary  to  Art.  2,  Sect.  4a-29  of  the 
zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of  i 
a  plot,  140  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  140  ft.  front  by  100  ft.  in  depth,  one  | 
story,  13  ft.  in  height,  of  Class  3  construction;  that  it  is 
proposed  to  alter  the  building  at  the  easterly  portion,  creat¬ 
ing  a  new  auto  showroom  and  parts  department;  that  the  j 
balance  of  the  building  is  to  be  used  for  service  and  repair 
of  motor  vehicles ;  that  it  is  also  proposed  to  build  a  new 
facade  on  the  proposed  auto  show  room ;  and 

Whereas,  the  applicant  contends  that  this  garage  was 
granted  by  the  Board  of  Standards  and  Appeals  in  1920, 
under  Cal.  504-20-BZ  and  654-20-BZ,  under  which  New  \ 
Building  permit  #5733-1921  was  issued;  that  the  entire  block  i 
from  Rogers '  avenue  to  Bedford  avenue  on  the  north  side 
of  the  street  is  generally  improved  with  public  garages  and 
gasoline  service  stations ;  that  this  proposal  will  in  no  way 
affect  the  general  character  of  the  area ;  that  therefore,  it  is 
respectfully  requested  this  application  be  granted;  and 

Whereas,  the  surrounding  area  has  been  inspected  by  a 
committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica- 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof,  | 
to  permit  the  extension  of  use  as  proposed  within  the  exist-  ; 
ing  building  as  permitted  by  the  Board  under  Cal.  504-20-BZ  | 
and  654-20-BZ  on  condition  that  the  building  shall  not  be  j 
increased  in  height  or  area ;  that  there  shall  be  no  openings 
in  the  rear  or  side  walls ;  that  the  requirements  of  the 
previous  resolution  as  to  windows  and  skylights  shall  be  ' 
maintained;  that  the  use  of  this  building  shall  be  restricted 
to  the  use  as  proposed  as  a  car  agency  for  the  sale  of 
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Mercury  cars  by  the  tenant;  that  such  cars  as  are  kept 
within  the  premises  shall  be  such  cars  as  are  dealt  in  6y 
the  agency;  that  such  repair  work  shall  be  only  light  re¬ 
pairing  done  by  hand  tools  in  connection  with  the  servicing 
of  the  cars  dealt  in  by  the  agency ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 


611-46-BZ 

APPLICANT — Jacob  J.  Gloster,  for  Leading  Cleaners  and 
Dyers,  Inc.,  owner. 

SUBJECT— -Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a,  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use,  D  area 
district,  the  extension  to  existing  dry  cleaning  estab¬ 
lishment,  using  more  than  the  area  permitted. 
PREMISES  AFFECTED — 1147-1155  Lorraine  avenue, 
northwest  corner  of  Pine  street  (Block  4484,  Lots 
27,  28,  30  and  32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jacob  J.  Gloster  and  H.  Volk. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
N egative :  .  0 

THE  RESOLUTION  (611-46-BZ) 

Whereas,  Jacob  J.  Gloster  for  Leading  Cleaners  and 
Dyers,  Incorporated,  owner,  filed  August  27,  1946,  an  appli¬ 
cation  under  section  7c  of  the  zoning  resolution,  to  permit 
in  a  residence  use,  D  area  district,  the  extension  to  existing 
dry  cleaning  establishment  using  more  than  the  area  per¬ 
mitted:  premises  1147  to  1155  Lorraine  avenue,  northwest 
corner  of  Pine  street  (Block  4484,  Lots  27,  28,  30  and  32), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  29,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  November  19,  1946  for  applicant 
to  file  revised  plans  showing  compliance  with  the  area  re¬ 
quirements  and  also  possible  additional  property;  and 
Whereas,  on  November  12,  1946  additional  plans  were 
filed,  which  show  area  of  proposed  building  as  occupying 
35  sq.  ft.  more  than  area  permitted ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Lorraine  avenue  is  in  a  residence  use, 
D  area  and  Class  1  height  district ;  Pine  street  is  in  a  resi¬ 
dence  use,  D  area  and  Class  1  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  20,  1946,  re  Alt.  Applic.  3385-46,  reads: 

“3.  Proposed  extension  of  existing  dry  cleaning  estab¬ 
lishment  on  premises  located  in  a  residential  zone  is 
contrary  to  Article  II,  Section  3  of  the  zoning  resolu¬ 
tion. 

4.  Proposed  extension  to  existing  building  located  in 
“D”  area  zone  to  occupy  more  than  70%  of  500  per 
sq.  ft.,  55%  of  balance  of  the  plot  area  is  contrary  to 
Article  IV,  Section  14c  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregular  plot,  140  ft.  frontage  by  133  ft.  6  in.  in  depth, 
on  which  is  located  a  building  60  ft.  front  by  86  ft.  in 
depth,  two  stories,  28  ft.  in  height,  of  Class  3  construction; 
that  it  is  proposed  to  extend  the  building  70  ft.  to  the  east 
to  Pine  street  for  a  depth  of  86  ft.  and  on  lot  27  (which 
is  triangular  in  shape)  for  the  full  envelope  of  lot,  one 


story,  18  ft.  in  height,  of  Class  3  construction;  that  the 
building  as  planned  will  be  130  ft.  front  by  96  ft.  4  in.  in 
depth  (typical  floor  60  ft.  front  by  25  ft.  in  depth),  and 
a  10  ft.  set  back  will  be  maintained  on  Pine  street;  and 

Whereas,  the  applicant  contends  that  this  is  an  existing 
dry  cleaning  plant  which  has  been  in  operation  for  oyer 
25  years;  that  the  lots  adjoining  it  have  been  standing 
vacant  with  a  small  shack  on  them  which  has  been  used 
by  previous  owners  for  the  storage  of  junk,  and  by  these 
owners  as  an  accessory  to  the  dry  cleaning  plant;  that  the 
corner  lots,  Lots  27  and  28  were  acquired  from  the  City 
recently  after  the  foreclosure  by  the  City  for  the  non-pay¬ 
ment  of  taxes ;  that  according  to  the  zoning  maps  this 
section  has  been  a  residential  section  since  1928  and  yet 
during  that  time  within  the  radius  of  this  appeal  there  has 
not  been  a  single  residential  building  erected;  that  the  owners 
propose  to  put  a  building  which  is  to  be  used  in  conjunction 
with  the  dry  cleaning  plant;  that  a  10  ft.  setback  will  be 
maintained  on  Pine  street  for  the  purpose  of  keeping  trucks 
off  the  public  highwa3's  as  much  as  possible;  that  the  un¬ 
sightly  shacks  will  be  removed  and  the  present  building 
will  be  improved  on  the  exterior  so  as  to  form  a  much  better 
building  and  an  improvement  in  the  general  appearance  of 
the  property;  that  the  property  along  the  street  fronts  will 
be  improved  by  landscaping  and  generally  put  into  an  attrac¬ 
tive  condition ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  as  to  objection  3,  to  permit  the  extension  of  use  as 
proposed  and  as  indicated  on  revised  plans  marked  “Re¬ 
ceived  November  12,  1946”,  five  sheets,  on  condition  that 
there  shall  be  no  platform  constructed  as  indicated  on  such 
plans  along  Lorraine  avenue  in  connection  with  the  proposed 
new  building  extension;  that  all  shipping  and  receiving  shall 
be  within  the  new  building;  that  the  space  to  be  left  vacant 
along  Pine  street  shall  be  increased  to  approximately  9  ft.; 
that  lot  27  as  presently  existing  to  the  north  shall  be  left 
unbuilt  upon ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commiss;oner  shall  direct; 
that  this  variance  shall  continue  only  so  long  as  the  building 
is  used  as  herein  proposed ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  all  permits  ^hall  be 
obtained  and  all  work  completed  within  one  (1)  year  from 
the  date  of  this  resolution;  and  withdrawn  as  to  objection  4 
to  comply  as  to  area  coverage. 


707-46-BZ 

APPLICANT — Samuel  Gold,  lessee,  for  Jobreen  Realty 
Corp.  and  Louis  Rovegno,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district, 
the  parking  of  more  than  five  (5)  motor  vehicles, 
for  a  term  of  years. 

PREMISES  AFFECTED — 1-15  Bedford  street,  and  180- 
190  West  Houston  street,  northwest  corner  (Block 
528,  Lots  1  to  5,  inclusive  and  44  to  51,  inclusive), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Gold  and  T.  Henlein. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 
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THE  RESOLUTION  (707-46-BZ) 

Whereas,  Samuel  Gold  for  Jobreen  Realty  Corporation, 
owner,  Samuel  Gold,  lessee,  filed  September  25,  1946  an 
application  under  sections  7h  and  and  21  of  the  zonnig 
resolution,  to  permit  in  a  residence  use  district  the  parking 
of  more  than  five  (5)  motor  vehicles,  for  a  term  of  years, 
affecting  premises:  1  to  15  Bedford  street  and  180  to  190 
West  Houston  street,  northwest  corner  (Block  528,  Lots 
1,  2,  3,  4,  5,  44,  45,  46,  47,  48,  49,  50,  51),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  November  19,  1946,  for  further 
consideration ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bedford  street  is  in  a  residence  use, 
C  area,  and  class  1)4  height  district;  West  Houston  street 
is  in  residence  and  local  retail  and  business  use  C  area  and 
class  1)4  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  17,  1946  on  Alt.  Applic.  1876-46  reads: 

“3.  Parking  of  more  than  5  motor  vehicles  in  a 
residence  district  is  contrary  to  Art.  II,  Sec.  3  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  163  ft.  6  in.  frontage  by  166  ft.  8  in.  in  depth, 
presently  vacant ;  that  it  is  proposed  to  enclose  the  plot  with 
a  white  picket  fence ;  that  an  office  for  an  attendant  will  be 
constructed;  and 

Whereas,  the  applicant  contends  that  the  site  under  ap¬ 
peal  is  located  in  a  residence  district  which  was  changed 
from  a  business  district  in  1945,  at  which  time  it  was  also 
changed  from  a  B  to  a  C  district  and  from  a  1)4  to  a  1)4 
district;  that  the  area  to  the  west  of  this  property  on  W. 
Houston  street  is  entirely  devoted  to  industrial  use,  factories, 
etc. ;  that  until  recently  there  were  two  garages  on  the  block 
but  both  have  now  been  converted  to  factories ;  that  on 
Bedford  street  the  use  is  business  and  residential;  that  the 
area  to  the  east  is  occupied  by  business  and  residence,  mostly 
old-law  tenements;  that  to  the  north  and  south  there  is  a 
mixture  of  residence,  business  and  industrial  use;  that  there 
is  an  enormous  amount  of  truck  traffic  through  the  area 
and  congestion  is  aggravated  by  the  parking  of  cars  in  the 
streets  and  the  residents  of  Bedford  street  particularly  have 
been  annoyed  by  the  situation  and  asked  for  relief  there¬ 
from  ;  that  there  is  no  use  to  which  this  plot  can  be  put  at 
the  present  time  other  than  a  temporary  parking  lot  since 
it  is  impossible  to  build  on  the  plot  at  this  time  because  of 
inability  to  secure  materials  and  the  city  has  plans  for  the 
widening  of  W.  Houston  street  which  will  mean  the  taking 
over  of  this  plot  for  that  purpose  and  therefore  it  would  be 
uneconomical  to  build  and  also  it  would  be  expensive  for  the 
city  to  encourage  building  here  since  it  would  result  in  a 
much  higher  award  when  condemnation  proceedings  are  in¬ 
stituted  ;  that  the  plot  has  been  vacant  for  over  five  years 
and  the  taxes  are  oyer  $3700  per  year ;  that  the  granting 
of  this  application  will  give  relief  to  the  owners  and  relieve 
traffic  congestion  resulting  from  parking  cars  on  the  street 
and  permit  free  use  of  the  streets  for  passage  of  trucks ; 
that  the  lot  will  be  fenced  in  with  a  white  picket  fence,  a 
suitable  office  will  be  erected  and  the  lot  decorated  with 
flower  boxes;  that  with  the  Mayor’s  announcement  of  the 
parking  ban,  additional  parking  space  becomes  all  the  more 
urgent  and  this  section  which  is  not  far  south  of  the  pro¬ 
hibited  area  will  be  jammed  with  cars  parking  along  curbs 
if  the  greatest  possible  provision  in  the  way  of  parking  lots 
is  not  made;  and 

Whereas,  the  Borough  President  has  projxDsed  the  taking 
of  this  property  and  adjacent  property  for  park  purposes 
but  such  proposal  has  not  as  yet  been  acted  upon  by  the  City 
Planning  Commission ;  and  * 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 


in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7h  thereof, 
for  a  temporary  term  of  two  (2)  years  to  permit  the  premises 
to  be  occupied  as  proposed  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  on  condition  that  the 
plot  shall  be  leveled  substantially  to  the  grade  of  surrounding 
streets  and  shall  be  surfaced  with  clean  gravel,  steam  cinders 
or  other  suitable  material  properly  rolled  and  treated  with  a 
binder  and  graded  so  as  to  provide  surface  drainage ;  that  on 
the  interior  lot  lines  and  street  lines  there  shall  be  erected 
a  woven  wire  fence  of  the  chain  link  type  with  anchored 
steel  posts  not  less  than  6  ft.  in  height  except  where  walls 
of  adjoining  buildings  occur  and  except  for  one  entrance  to 
West  Houston  street  as  indicated  on  plans  filed  with  this 
application  marked  ‘‘Received  October  9,  1946”,  one  sheet; 
that  such  opening  in  the  fence  to  West  Houston  street  shall 
not  exceed  20  ft.  in  width  with  curb  cut  opposite  of  similar 
width ;  that  no  building  shall  be  erected  thereon  except  that 
there  may  be  a  building  not  over  100  sq.  ft.  in  area  and  not 
over  one  story  in  height  erected  as  a  shelter  and  office  for 
the  attendant;  that  no  signs  shall  be  erected  except  that 
there  may  be  a  sign  at  the  entrance  attached  to  the  fence  not 
exceeding  15  sq.  ft.  in  area,  advertising  only  the  parking 
and  storage  use  and  the  rates  charged  provided  such  sign 
does  not  extend  beyond  the  building  line  and  is  not  illumin¬ 
ated  ;  that  adequate  aisles  shall  be  maintained  at  all  times 
for  easy  entrance  and  egress ;  that  bumpers  shall  be  main¬ 
tained  where  walls  of  adjoining  buildings  occur  for  pro¬ 
tection  to  adjoining  property  and  along  the  lines  of  fences 
for  protection  to  same ;  that  such  bumpers  shall  be  of  heavy 
timber  or  concrete  and  located  not  closer  than  3  ft.  to  such 
building  walls  or  fences;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  during  the  term  of  this  variance  the  premises 
shall  be  used  for  no  other  use  than  as  herein  permitted ;  that 
all  permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  resolution. 


709-46-BZ 

APPLICANT — Henry  Nordheim,  for  Har-Pom  Realty 
Co.,  owner  (Vincent  Ferrandino,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent),  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 249-255  East  165th  street,  and 
1042  Grant  avenue,  northeast  corner  (Block  2448, 
Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim,  Anthony  Ferran¬ 
dino  and  Vincent  Ferrandino. 

For  Opposition:  Joseph  Frederico. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (709-46-BZ) 

Whereas,  Henry  Nordheim,  for  Har-Pom  Realty  Co., 
owner  (Vincent  Ferrandino,  lessee)  filed  September  26, 
1946  an  application  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  a  wet  wash  laundry 
for  a  term  of  five  (5)  years,  premises  249-255  East  165th 
street  and  1042  Grant  avenue,  northeast  corner  (Block  2448, 
lot  1),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
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ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  165th  street  is  in  a  business  use, 
B  area  and  class  \l/\  height  district;  Grant  avenue  is  in 
residence  and  business  use,  B  area  and  class  1*4  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  11,  1946  on  Alt.  Applic.  784-46  reads: 

“1.  Proposed  installation  of  a  Wet  Wash  Laundry 
(Laundromat)  in  a  Business  Use  District  is  contrary 
to  Article  2,  Section  4-A,  Subdivision  51  of  the  Zoning 
Resolution,  and  the  Rules  and  Regulations  of  the  De¬ 
partment  of  Housing  and  Buildings,  and  is,  therefore, 
Denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  32.7  ft.  frontage  by  102.66  ft.  in  depth  (irregular) 
on  which  is  located  a  building  32.7  ft.  frontage  by  102.66  ft. 
in  depth  (irregular),  1  story,  15  ft.  in  height,  of  class  3 
construction;  that  it  is  proposed  to  install  22  approved  self- 
service,  home-type  washing  machines  in  store  no.  5 ;  and 

Whereas,  the  applicant  contends  that  the  method  of  wash¬ 
ing  service  proposed  differs  from  the  method  of  wet  wash 
laundries  where  truck  loads  of  bundles  are  delivered  and 
again  removed  by  trucks ;  that  the  residents  of  the  neighbor¬ 
hood  bring  their  wash  in  small  packages  and  take  it  home 
when  finished  and  there  will  be  no  more  activity  than  in  any 
other  retail  business ;  that  no  steam  plant  is  required  and 
the  machines  are  not  noisy,  emit  no  obnoxious  odors  and 
are  equipped  with  J4  h.  p.  motors ;  that  Westinghouse 
household  size  machines,  when  approved,  will  be  used  and 
there  will  be  a  total  of  22  machines,  allowing  sufficient 
aisle  space;  that  the  appearance  of  this  store  after  altera¬ 
tions  will  be  superior  to  other  stores'  in  the  neighborhood, 
and  will  be  properly  supervised  by  an  attendant  at  all  times 
and  it  will  be  a  convenience  and  benefit  to  the  residents  of 
the  neighborhood;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  years,  to  permit  the  premises,  namely 
Store  5  in  the  building  indicated  on  plans  filed  with  this 
application,  marked  “Received  September  26,  1946”  (2 
sheets)  to  be  occupied  as  proposed  as  a  wet  wash  laundry, 
on  condition  that  such  laundry  work  shall  be  done  only  in 
the  proposed  twenty-two  machines  when  such  machines  are 
approved  by  the  Board ;  that  during  the  term  of  this  vari¬ 
ance  the  premises  shall  be  occupied  for  no  other  use  than 
as  herein  permitted  and  no  other  laundry  work  shall  be  done 
except  in  the  machines  themselves ;  that  no  extractor  or 
drying  machines  shall  be  used ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  in  all  other  respects  the  premises 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  months  from  the  date  of  this 
resolution. 


722-46-BZ 

APPLICANT — Harry  A.  Yarish,  for  Maurice  H.  Rosner, 
owner  (Abraham  Samuels,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 158  Tompkins  avenue,  west 
side,  55  ft.  north  of  Hart  street  (Block  1767,  Lot 
42),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Harry  A.  Yarish  and  A.  Samuels. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative:  .  0 

THE  RESOLUTION  (722-46-BZ) 

Whereas,  Harry  A.  Yarish,  for  Maurice  H.  Rosner, 
owner  (Abraham  Samuels,  lessee)  filed  October  2,  1946  an 
application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  a  wet  wash  laundry  for  a 
term  of  five  (5)  years,  premises  158  Tompkins  avenue, 
west  side,  55  ft.  north  of  Hart  street  (Block  1767,  lot  42), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  19,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Tompkins  avenue  is  in  a  business  use, 
C  area  and  class  1  height  district ;  Hart  street  is  in  resi¬ 
dence  and  business  use  C  area  and  class  1  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  11,  1946  on  Alt.  Applic.  3952-46  reads: 

“1.  Proposed  wet  wash  laundry  located  within  a 
business  use  district,  is  contrary  to  Art.  2,  Section  51 
of  the  Zonijig  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  80  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  75  ft.  in  depth  (typical 
floor  20  ft.  by  35  ft.  in  depth)  3  stories,  30  ft.  in  height, 
of  class  4  construction ;  that  the  extension  at  the  rear  of 
the  first  floor  is  of  brick  construction ;  that  it  is  proposed 
to  install  20  self-service  home-type  individual  washing 
machines ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  at  present  as  follows :  1st  floor — manufacturing  of 
gloves  ;  2nd  floor — dental  office  ;  3rd  floor — 1  family ;  that 
it  is  proposed  to  change  the  use  on  the  1st  floor  only  for 
the  business  of  launderette;  that  20  Westinghouse  auto¬ 
matic  washing  machines  will  be  installed,  when  approved 
by  the  Board,  with  10  lb.  capacity  operated  by  *4  h.  P* 
motors ;  that  no  alterations  are  contemplated  except  for 
the  installation  of  these  machines  and  the  installation  of  a 
plain  simple  new  store  front;  that  the  machines  will  be 
practically  noiseless  and  require  no  chemicals;  that  ordi¬ 
nary  household  soap  will  be  used  and  there  will  be  no  dust, 
dirt  or  noxious  odors ;  that  hot  water  will  be  supplied  from 
a  domestic  hot  water  heater  and  tank  installed  in  the  cellar ; 
that  two  persons  will  be  in  attendance  at  all  times ;  that 
this  installation  will  be  a  boon  to  the  neighborhood  since 
the  dilapidated  and  neglected  store  front  would  be  replaced 
and  the  laundry  service  will  lighten  the  burden  of  the  house¬ 
wife;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning'  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied 
as  a  wet  wash  laundry,  as  proposed  and  indicated  on  plans 
filed  with  this  application,  marked  “Received  October  2, 
1946”  (2  sheets),  on  condition  that  only  machines  as  pro¬ 
posed  and  approved  by  the  Board  shall  be  installed ;  that 
there  shall  be  no  extractors  or  drying  machines  installed ; 
that  all  laundry  work  shall  be  done  within  the  machines 
themselves  and  not  otherwise ;  that  such  portable  fire- 
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fighting  appliances  shall  be  installed  as  the  fire  commissioner 
shall  direct ;  that  in  all  other  respects  the  premises  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  six  months  from  the  date  of  this 
resolution. 


755-46-BZ 

APPLICANT — Arthur  Jovis,  for  1150  Garrison  Corp., 
owner  (Nat  Eichel,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 938  East  180th  street,  south 
side,  131.66  ft.  east  of  Daly  avenue  (Block  3127, 
Lot  59),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

For  Opposition:  Maxwell  J.  Hamburger. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (755-46-BZ) 

Whereas,  Arthur  Jovis  for  1150  Garrison  Corporation, 
owner,  Nat  Eichel,  lessee,  filed  October  8,  1946,  an  applica¬ 
tion  under  section  7e  of  the  zoning  resolution,  to  permit  in 
residence  and  business  use  districts  a  wet  wash  laundry  for 
a  term  of  five  (5)  years:  premises  938  East  180th  street, 
south  side,  131.66  ft.  east  of  Daly  avenue  (Block  3127, 
Lot  59),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  19,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  180th  street  is  in  a  business  use, 
B  area  and  Class  1)4  height  district;  Daly  avenue  is  in 
residence  and  business  use,  B  area  and  Class  1)4  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  24,  1946,  re  Alt.  Applic.  902-46,  reads : 

“1.  Proposed  use  of  premises  for  wet  wash  laundr}' 
is  contrary  to  Article  2,  Section  4(a)  (51)  of  the  zon¬ 
ing  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  40  ft.  frontage  by  HO  ft.  in  depth,  on  which  is 
located  a  building  40  ft.  front  by  60  ft.  in  depth,  one  story, 
15  ft.  in  height,  of  Class  4  construction;  that  it  is  proposed 
to  install  23  automatic,  self-service,  home  type  washing 
machines  (Cal.  136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  23  approved  automatic  washing  machines  in  one  of 
the  stores  in  the  above  mentioned  premises ;  that  the  prem¬ 
ises  are  in  a  business  district ;  that  this  type  of  business  will 
be  a  boon  to  the  housewives  in  the  vicinity ;  that  this  par¬ 
ticular  business  would  raise  rather  than  lower  the  standards 
in  the  vicinity ;  that  it  is  therefore  urged  that  the  Board 
grant  a  variance  for  a  term  of  five  years  subject  to  such 
conditions  as  the  Board  may  deem  necessary ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied 
as  a  wet  wash  laundry  as  proposed  on  condition  that  not 


more  than  twenty-three  (23)  machines  shall  be  installed  as 
proposed  and  of  a  type  approved  by  the  Board  under  Cal. 
136-46-SA,  as  amended  to  date;  that  during  the  term  of 
this  variance  the  premises  shall  be  occupied  for  no  other 
use  than  as  herein  permitted  and  no  laundry  work  done 
except  in  the  machines  themselves ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  in  all  other  respects  the  premises 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  six  months  from  the  date  of 
this  resolution. 


792-46-BZ 

APPLICANT — W.  Stuart  Thompson  and  Phelps  Barnum,  i 
for  Charles  S.  McVeigh  and  Fulton  Trust  Co.  of 
New  York,  as  Executors  U/W  of  Lewis  Spencer 
Morris,  deceased,  and  J.  Clarence  Davies,  Inc.,  i 
owners  (Twentieth  Century  Industries,  Inc.,  lessee),  i 
SUBJECT — Application  (decision  of  the  borough  super-  | 
intendent)  under  section  7e  of  the  zoning  resolution,  j 
to  permit  in  a  retail  use  district,  a  wet  wash  laundry,  | 
for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 1545  Westchester  avenue,  north  | 
side,  100.24  ft.  west  of  Ward  avenue  (Block  3774, 1 
part  of  Lot  6),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  W.  Stuart  Thompson  and  John  H. 
Pressfield. 

For  Opposition:  Joseph  Sint. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- j 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  . 0 

THE  RESOLUTION  (792-46-BZ) 

Whereas,  W.  Stuart  Thompson  and  Philip  Barnum,  for 
Charles  S.  McVeigh  and  Fulton  Trust  Co.  as  Executors  u/w 
of  Lewis  Spencer  Morris,  deceased,  and  J.  Clarence  Davies, 
Inc.,  owners;  Twentieth  Century  Industries,  Inc.,  lessee,  filed 
October  10,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  retail  use  district  a  wet  wash  j 
laundry  for  a  term  of  five  (5)  years;  premises:  1545  West¬ 
chester  avenue,  north  side,  100.24  ft.  west  of  Ward  avenue 
(Block  3774,  part  of  Lot  6),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  19,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Westchester  avenue  is  in  a  retail  use,  D 
area  and  Class  1  height  district ;  Ward  avenue  is  in  residence 
and  retail  use,  D  area  and  Class  1  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  9,  1946,  re  Alt.  Applic.  932-46,  reads: 

“1.  Change  of  occupancy  from  Store  to  Wet  Wash 
Laundry  in  a  retail  district  is  contrary  to  Section  4-A  of  I 
the  Zoning  Resolution.” 

“Note:  A  certificate  of  Occupancy  will  be  required.”1 

and 

Whereas,  the  applicant  states  that  the  premises  consist! 
of  a  plot  58  ft.  8)4  in.  frontage  by  102  ft.  10-3/16  in.  in: 
depth  (irregular)  on  which  is  located  a  building  58  ft.  8)4 1 
in.  front  by  54  ft.  in  depth  (irregular)  one  story,  13  ft.,  in 
height,  of  Class  3  construction;  that  it  is  proposed  to  use! 
the  vacant  store  (#1545)  and  install  twenty  automatic,] 
self-service,  home-type  washing  machines  (approved  under 
Cal.  #  136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  the  proposed  use 
is  a  retail  rental  laundry  using  twenty  Bendix  automatic 
washing  machines  of  type  approved  by  the  Board;  that  the 
entire  operation  is  self-service  and  automatic  and  takes  ap- 
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proximately  thirty  minutes  to  complete ;  that  each  machine 
holds  10  lbs.  of  dry  clothes ;  that  there  are  no  odors,  noise 
or  volatile  inflammable  liquids  used ;  that  the  proposed  in¬ 
stallation  will  be  a  great  boon  to  the  neighborhood ;  that  the 
premises  will  be  maintained  in  a  neat,  clean  and  orderly 
manner  and  ample  provisions  have  been  made  for  seating 
arrangement  in  interior;  that  the  premises  will  look  like  an 
ordinary  retail  store ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied  as 
a  wet  wash  laundry,  as  proposed  and  shown  on  plans  filed 
with  th:s  application,  marked  “Received  October  18,  1946” 
(2  sheets)  ;  on  condition  that  not  more  than  twenty  (20) 
automatic  washing  machines  shall  be  installed  as  proposed 
and  as  approved  by  the  Board  under  Cal.  136-46-SA  as 
amended  to  date ;  that  during  the  term  of  the  variance  the 
premises  shall  be  occupied  for  no  other  use  and  no  other 
laundry  shall  be  done  except  in  the  twenty  machines  as 
proposed ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  seat- 
ings  shall  be  arranged  at  the  rate  of  ten  seats,  such  seatings 
shall  be  fixed  and  not  portable  as  shown  on  plans  filed  with 
this  application,  marked  “Received  October  18,  1946”  (2 
sheets)  ;  that  in  all  other  respects  the  premises  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

229-45-A 

APPLICANT — Brightman  Leather  Co.,  lessee,  for  Butler 
Street  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 302-322  Butler  street,  south 
side,  150  ft.  east  of  3rd  avenue  (3rd  floor)  ;  (Block 
413,  Lot  15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emanuel  Boskey. 

For  Administration :  E.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1946  at 
10  A.  M.  for  inspection  and  report  by  Fire  De¬ 
partment  representative. 


237-46-A 

APPLICANT — Discount  Corporation,  lessee,  for  56  Pine 
Street,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 56  Pine  street,  north  side,  125 
ft.  west  of  William  street,  and  26  Cedar  street 
(basement)  ;  (Block  41,  Lot  19,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Arthur  C.  Bang. 

For  Administration :  E.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  for  further  consideration. 


367-46-A 

APPLICANT — Siegel  and  Green  for  119th  Fifth  Avenue, 
Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  fire 
commissioner. 


PREMISES  AFFECTED— 119-121  5th  avenue  and  1-3  East 
19th  street,  northeast  corner  (Cellar)  ;  (Block  848, 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Administration :  E.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  for  further  consideration. 


459-46-A 

APPLICANT — Commercial  Investment  Trust,  Inc.,  for  One 
Park  Avenue,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1  Park  avenue,  northeast  corner 
of  East  32nd  street  (17th,  18th,  19th  and  ,20th 
floors)  ;  (Block  888,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Saul  Kaplan. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  at  request  of  applicant. 


805-46-A 

APPLICANT — Glick  and  Gelbman,  for  Lebanon  Hospital 
Association,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — North  side  of  Westchester  ave¬ 
nue,  block  front  between  Cauldwell  and  Trinity 
avenues  (entire  building  #1)  ;  (Block  2628,  Lot  1), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Michael  Glick,  L.  Victor  Weil 
and  Julius  Deitz. 

For  Opposition :  Eva  Dann,  Chas.  J.  Kennedy, 
Arnold  Fassler  and  Samuel  Lipshitz. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946 
at  10  A.  M.  for  inspection  by  Committee  of  Board 
in  connection  with  Cal.  No.  742-46-BZ,  same 
premises. 


APPLIANCE  AND  MATERIALS  FOR  APPROVAL 

333-45-SA 

APPLICANT — Ketcham  Pump  Co.,  (J.  B.  Ketcham, 
owner). 

SUBJECT — Ketcham  Type  SVJ-3011  Sewage  Ejector 
(heavy  duty,  non-clogging  sewage  pump),  approval 
of. 

APPEARANCES— 

For  Applicant :  Victor  W.  H.  Ruska. 

Note : 

Publication  of  the  record  will  appear  in  a  later  issue  of 

the  Bulletin. 


113-46-SM 

APPLICANT — Auth  Electric  Co.,  Inc.,  owner. 

SUBJECT — AuthOtone  Chime  and  Inquirer,  Parkchester 
Model  875  (non-electric),  approval  of. 

APPEARANCES— 

For  Applicant:  E.  Norman  Auth. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinea. .  4 
Negative:  .  0 

THE  RESOLUTION  (113-46-SM) 

Whereas,  the  Auth  Electric  Company,  Inc.,  owner,  filed 
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on  February  13,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  AuthOtone  Chime  and  Inquirer,  Parkchester  Model  875 
(non-electric)  ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

October  30,  1946. 

Re:  Cal.  113-46-SM. 

Subject:  AuthOtone  Chime  and  Inquirer,  Parkchester 
Model  875  (non-electric),  Approval  of. 

The  Auth  Electric  Company,  Inc.,  of  New  York  City, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  the  approval  of  the  AuthOtone  Chime  and 
Inquirer,  Parkchester  Model  875  (non-electric)  ;  (Fig. 
1),  under  the  Rules  of  the  Board  of  Standards  and 
Appeals  for  the  inspection  of  approved  opening  pro¬ 
tective  assembly,  Cal.  No.  1139-39-SR,  Rule  3.7. 

Description 

This  unit  is  comprised  of  a  mechanically  operated 
chime  mounted  on  the  inside  of  an  entrance  door  com¬ 
bined  with  a  pivoted  window  for  vision  purposes.  An 
escutcheon  plate  with  a  manually  operating  push  button 
is  mounted  on  the  outside  of  the  entrance  door. 

The  chime  case  is  made  of  steel ;  the  pivoted  window 


for  vision  purposes  is  made  of  wrought  Richlow  brass 
(85%)  ;  the  escutcheon  plate  is  made  of  forged  brass 
from  commercial  rod  stock.  The  chime  and  window 
for  vision  purposes  on  the  inside  of  the  door  fasten  to 
the  escutcheon  plate  on  the  outside  of  the  door  by  means 
of  machine  screws  which  engage  in  the  forged  studs  on 
the  rear  of  the  escutcheon  plate.  In  normal  position, 
with  the  pivoted  window  closed,  no  mounting  screws  are 
visible. 

The  actual  opening  in  the  door  with  the  pivoted 
wdndow  of  the  vision  unit  open  is  1-M$".  The  hole  stamped 
in  the  door  through  which  the  vision-opening  collar  of 
the  escutcheon  plate  is  mounted  conforms  to  the  outside 
shape  of  the  collar  with  the  result  that  the  hole  in  the 
door  is  completely  filled  and  tightly  closed. 

The  ys"  thick  Richlow  brass  window  for  vision  pur¬ 
poses  is  pivoted  at  the  top  by  means  of  a  Richlow  brass 
pin  and  has  a  similar  brass  stop  on  the  immovable  por¬ 
tion  to  prevent  the  pivoted  window  from  opening  further 
than  necessary.  A  handle  with  retractable  spring  | 
plunger  provides  means  for  opening  the  window  and 
also  provides  a  lock  for  the  window  when  the  latter  is  j 
released  and  falls  by  gravity  to  the  closed  position.  | 
The  pivoted  window  is  held  tightly  to  the  immovable 
portion  of  the  vision  opening  when  in  the  closed  posi¬ 
tion  by  a  steel  ball  under  the  pivot  pin  head  which  pro¬ 
vides  a  camming  action  by  riding  in  a  groove  when  the 
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window  opens  and  gradually  riding  out  of  the  groove 
when  the  window  closes,  resulting  in  a  drawing  together 
of  window  and  frame. 

The  collar  of  the  escutcheon  plate  which  projects 
through  the  door  is  normally  iV'  deep  but  can  be 
shortened  or  lengthened,  to  suit  varying  door  thicknesses. 

The  three  holes  in  the  door  for  the  chime  push  button 
and  mounting  screws  are  all  H"  diameter  and  are  all 
partially  filled  by  forged  studs  and  steel  button  shaft 
and  covered  by  the  chime  cover.  . 

The  melting  point  of  the  brass  portions  of  the  unit  is 
guaranteed  to  be  not  below  1650  deg.  F. 

The  push  button  which  covers  the  hole  for  the  opera¬ 
tion  shaft  is  all  molded  bakelite.  The  cover  and  the 
base  of  the  chime  are  constructed  of  22  gauge  base  sheet 
steel.  The  card  holder  opening  is  backed  by  a  sheet  of 
spring  bronze  in  order  to  retain  the  name  card  tightly 
in  the  opening.  No  electricity  or  wiring  of  any  kind 
is  required  in  connection  with  the  installation  and 
operation  of  this  combined  chime  and  inquirer. 

The  device  is  to  be  installed  in  an  approved  opening 
protective  assembly.  I  he  applicant  proposes  to  I  urnisli 
the  manufacturer  of  the  opening  protective  assembly  a 


steel  template  showing  the  amount  of  cutout  necessary  to 
receive  the  unit.  The  template  also  indicates  the  sizes 
and  locations  of  such  holes  as  are  necessary  to  be  cut 
into  the  panel  of  the  door.  The  maximum  size  of 
opening  required  to  be  cut  into  any  opening  protective 
assembly  for  the  model  proposed  herein  is  1  in 

(diameter,  excepting  for  three  additional  holes  lor  liosses 
located  on  the  outside  of  the  periphery  approximately 
5/16"  in  diameter,  spaced  equally  over  the  circumference, 
all  as  shown  on  Fig.  1. 


Inspection 

A  model  of  the  device  was  inspected  and  tested  by 
the  committee  on  Tests  of  the  Board,  consisting  of 
Commissioners  Charles  M.  Blum  and  Bernard  A.  Savage 
and  Chief  Engineer  L.  V.  Huber. 

Recommendations 

On  the  basis  of  the  foregoing  data  and  the  inspection 
and  testing  of  the  device,  the  Committee  on  Tests  recom¬ 
mends  that  the  AuthOtone  Chime  and  Inquirer,  Park- 
chester  Model  875  (non-electric)  as  made  by  the  Autli 
Electric  Company,  be  approved  under  C26-191.0,a  for 
use  under  Rule  3.7  of  the  Rules  for  Inspection  ot  Open- 
ing  Protective  Assemblies,  when  constructed  and  in¬ 
stalled  in  accordance  with  the  details  contained  herein. 

It  is  further  recommended  that  the  device  bear  a 
label  or  decalcomania  reading  as  follows:  “Approved 
bv  the  Board  of  Standards  and  Appeals  under  Cal.  No. 
113-46-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  01  this 

material.  „  ,  .  .  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


721-46-SM 

APPLICANT— Ellsworth  and  Feirstein,  d./b/a  Brytenu 
Chemical  Manufacturing  Co.,  owner. 

SUBJECT — “Wont  Burn”  (Flameproofing  compound),  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant :  Jack  J.  Ellsworth. 


ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 


THE  VOTE  TO  APPROVE—  .  . 

Affirmative  :  Chairman  Murdock,  Conimissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . ® 


THE  RESLUTION  (721-46-SM) 

Whereas,  Brytenu  Chemical  Mfg.  Co.,  owner,  filed  on 
October  2,  1946,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  “Wont- 
Burn”  (flameprofing  compound)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  #721-46-SM 

Subject:  “Wont  Burn”  (flameproofing  compound), 
Approval  of. 

Brytenu  Chemical  Mfg.  Co.,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  “Wont-Burn”  (flameproofing 
compound),  under  the  provisions  of  C26-l78.0.b  and 
C26-721.0.b  of  the  Admiirstrative  Building  Code  and  the 
rules  of  the  Board  of  Standards  and  Appeals  for  Tests 
of  Fire  Resistive  Flameproof  Materials  such  as:  Tex¬ 
tiles,  Paper  and  similar  materials  and  adhesives  used 
for  decorative  purposes  and  treated  acoustical  draperies, 
carpets  and  similar  materials  for  use  in  places  of  public 
assembly  and  special  occupancy  structures. 


Description 

“Wont-Burn”  is  a  compound  of  organic  and  inorganic 
salts.  These  salts  are  dissolved  at  room  temperature  in 
the  proportion  of  llA  pounds  to  a  gallon  of  water.  It 
is  applied  by:  1.  Immersion  of  the  fabrics  to  be 
treated;  2.  By  spraying  until  the  fabrics  are  thoroughly 
saturated. 

Test 

Fabrics  submitted  for  test  purposes  were  treated  in 
the  presence  of  the  Committee  on  Tests  of  the  Board 
at  the  plant  of  the  applicant  and  tested  at  the  Better 
Fabr'cs  Testing  Bureau  Inc.,  New  York,  in  the  presence 
of  the  Committee  on  Tests  Present  at  the  test  were 
Commissioner  Charles  M.  Blum  of  the  Committee  on 
Tests,  W.  H.  Masterson  of  the  Better  Fabrics  Testing 
Bureau  and  J.  J.  Ellsworth  representing  the  manufac¬ 
turer.  These  tests  were  conducted  in  accordance  with 
the  rules  of  the  Board.  The  samples  were  immersed 
for  10  minutes  and  dried  at  room  temperature  for  48 
hours;  other  samples  were  hand  sprayed  and  dried. 
The  following  are  the  results : 

No.  1 — All  Cotton  Twill 

No.  2 — All  Wool  Coating  Material 

No.  3 — Blended  Fabric  of  Spun  Acetate  and  Viscose 
Type  Rayon 

No.  4 — Cotton  and  Viscose  Type  Rayon  Upholstery 
Fabric 

No.  5 — All  Viscose  Type  Rayon — Taffeta 

No.  6 — All  Cotton  Velveteen  Type  Fabric 

Three  Tests  on  each  fabric  listed  as  A,  B,  and  C. 

Duration  Duration 
Flashing  of  Flame  of  Glow 


Sample  No.  1 

Test  A  .  None  None  None 

Test  B  .  None  None  None 

Test  C  .  None  None  None 

Sample  No.  2 

Test  A  .  None  None  None 

Test  B  .  None  None  None 

Test  C  .  None  None  None 

Sample  No.  3 

Test  A  .  None  None  None 

Test  B  .  None  None  None 

Test  C  .  None  None  None 
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Flashing 

Duration 
of  Flame 

Duration 
of  Glow 

Sample  No.  4 

Test  A  . 

.  None 

None 

None 

Test  B  . 

None 

None 

Test  C  . 

None 

None 

Sample  No.  5 

Test  A  . 

.  None 

None 

None 

Test  B  . 

None 

None 

Test  C  . 

None 

None 

Sample  No.  6 

Test  A  . 

None 

None 

Test  B  . 

None 

None 

Test  C  . 

.  None 

None 

None 

Evaluation  of  Test  Results 
The  six  samples  submitted  identified  above  meet  the 
flame  resistance  requirements  showing  no  flaming, 
flashing  or  glowing  in  tests  in  accordance  with  pro¬ 
cedures  of  the  Board  of  Standards  and  Appeals,  City 
of  New  York.  The  chemical  analyses  of  the  flame¬ 
proofing  compound  show  inorganic  and  organic  salts 
of  ammonia  and  borax. 


Recommendation 

On  the  basis  of  the  foregoing  data  the  Committee  on 
Tests  recommends  the  approval  of  “Wont-Burn”  (flame¬ 
proofing  compound)  for  use  on  fabrics  listed  herein 
as  susceptible  of  being  flameproofed  by  the  proper  appli¬ 
cation  .of  the  flameproofing  compound.  Tests  for  each 
specific  installation  of  originally  treated  combustible 
materials  or  any  retest  thereof  shall  be  made  by  the  Fire 
Commissioner  or  in  a  laboratory  approved  by  him  in 
accordance  with  the  rules  of  the  Board  heretofore  re¬ 
ferred  to. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  the  material  is  marketed  shall  be  labelled 
or  marked  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal. 
#721-46-SM.” 

The  label  shall  also  include  specifications  to  be  fol¬ 
lowed  in  the  application  of  “Wont-Burn”  (flameproofing 
compound)  as  to  the  various  types  of  fabrics  so  as  to 
insure  their  being  flameproofed  in  accordance  with  the 
requirements  of  the  Rules  for  Test  of  Fire-Resistive 
Flameproofed  Materials  (Cal.  294-40-SR)  such  as: 
Textiles  Paper,  Similar  Materials  and  Adhesives  used 
for  Decorative  Purposes,  and  treated  Acoustical  Drap¬ 
eries.  carpet  and  Similar  Materials  for  use  in  places  of 
Public  Assembly  and  Special  Occupancy  Structures. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


Adjourned:  1:15  P.  M. 


Joseph  T.  Doyle.  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  19,  1946. 

Present:  (  hairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
593-44-A 

APPLICANT — Henry  George  Greene,  for  217  West  64th 
Street  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  November  6,  1946 — re 
Appeal  from  a  decision  of  the  borough  superinten¬ 
dent  (previously  denied). 

PREMISES  AFFECTED — 221-223  West  64th  street,  north 
side,  300  ft.  west  of  Amsterdam  avenue  (Block 
1156,  Lot  19),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  TON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative:  .  0 

THE  RESOLUTION  (593-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  221-223  West  64th  street,  north 
side,  300  ft.  west  of  Amsterdam  avenue  (Block  1156,  Lot 
19),  Borough  of  Manhattan,  was  reopened  and  restored 
to  the  calendar  November  6,  1946,  for  the  purpose  of  con¬ 
sidering  a  new  proposal  and  a  new  decision  of  the  borough 
superintendent ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  14,  1946,  on  amendment  to  Alteration  Applica¬ 
tion  258-43,  reads : 

“1.  Proposed  exit  from  termination  of  fire  escape  in 
rear  through  rear  yard  to  adjoining  building  and  thence 
to  the  street  is  contrary  to  Sec.  273,  Labor  Law.” 

and 

Whereas,  in  such  amendment  filed  September  20,  1946,  to 
Alt.  Applic.  258-43,  it  was  proposed  to  erect  a  fire  escape 
at  the  rear  in  full  compliance  with  the  labor  law  and  its 
exit  from  the  termination  to  be  through  the  rear  yard  to 
adjoining  building  and  thence  to  the  street ;  that  both  build¬ 
ings  are  under  the  same  ownership  and  occupancy ;  and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(43  ft.)  in  height;  50  ft.  by  95  ft.  in  area,  of  Class  3  con¬ 
struction;  erected  1907;  located  in  a  manufacturing  use,  B 
area,  and  Class  1J4  height  district  and  used  and  occupied 
since  1921  as  a  storage  garage  for  more  than  five  motor 
vehicles  and  proposed  to  be  used  and  occupied  as  follows: 
1st  floor,  receiving  and  shipping  metal  parts,  5  persons;  2nd 
floor,  manufacturing  metal  parts,  20  persons;  3rd  floor,  man¬ 
ufacturing  metal  parts,  20  persons ;  that  the  building  is  pro¬ 
vided  with  one  3  ft.  8  in.  steel  stairs,  enclosed  in  6  in.  terra 
cotta  blocks,  equipped  with  1  hour  fireproof  self-closing 
doors  and  leading  from  the  roof  bulkhead,  directly  to  the 
street;  and 

Whereas,  Certificate  of  Occupancy  19321  was  issued  upon 
completion  of  work  under  Alt.  Applic.  2614-1921,  permitting 
the  use  of  the  building  as  a  garage  with  100  lbs.  live  load 
throughout ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
changed  ownership;  that  the  present  owner  uses  the  build- 
ing  in  question  and  the  adjoining  building  for  his  own  busi¬ 
ness  :_  that  the  fire  escape  has  been  erected  at  the  rear  of  the 
premises  and  permission  is  requested  to  allow  the  adjoining 
building  to  be  used  as  a  method  of  reaching  the  street  from 
the  rear  of  the  building  in  question  ;  that  since  both  buildings 
are  owmed  by  the  same  party,  it  would  be  easy  to  maintain 
the  exits  as  outlined  on  the  plans  filed  with  this  anneal. 

Resolved .  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  Alt.  Apnb'c.  258-43.  Obiertion  1.  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  qranted  on  condition  that  a  fire  escane  shall  be  erected  at 
the  rear  of  the  building  221  and  223  West  61th  street,  and 
(hat  an  unenclosed  passageway  not  less  than  4  ft.  wide  shall 
be  maintained  from  such  rear  yard  through  a  door  and 
across  the  1st  story  of  the  adjoining  building  at  217  to  219 
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West  64th  street,  under  the  same  ownership  and  in  the  same 
occupancy,  all  as  shown  on  plans  filed  with  this  appeal 
marked  “Received  October  14,  1946,”  2  sheets ;  that  such 
unenclosed  passageway  through  the  building  on  the  1st  floor 
of  217  to  219  West  64th  street  shall  be  kept  clear  at  all  times 
and  to  insure  this  there  shall  be  maintained  strips  painted  on 
the  floor  with  a  notation  “Keep  this  aisle  cleared  through  to 
West  64th  Street  from  rear  yard”;  as  to  the  building  at  217 
and  219  West  64th  street,  that  from  the  second  floor  there 
shall  be  a  second  means  of  exit  leading  by  means  of  a  door 
to  the  one  story  roof  and  thence  by  straight  ladder  to  the 
rear  yard ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 


769-46-A 

APPLICANT— Siegel  and  Green,  for  Lafayette  W.  Rogers, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 1182  Jackson  avenue,  east  side, 
280.7  ft.  north  of  Home  street  (1st  floor)  ;  (Block 
2652,  Lot  26),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . 0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (769-46-A) 

Whereas,  Siegel  and  Green,  for  Lafayette  W.  Rogers, 
owner,  filed  October  11,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  1182  Jackson 
!  avenue,  east  side,  280.7  ft.  north  of  Home  street  (1st  floor)  ; 
(Block  2652,  Lot  26),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  9,  1946,  on  amendment  to  Alt.  Applic.  106-46, 

;  reads :  _  .  . 

“1.  Proposed  change  in  use  of  an  existing^  frame 
structure  within  the  fire  limits  is  unlawful.  Sections 
2.1.3.5  &  4.2.1  of  the  Building  Code.” 


I 


Whereas,  the  applicant  states  that  the  building  is  3  stories 
(34  ft.  6  in.)  in  height,  21  ft.  6  in.  by  64  ft.  in  area,  Class  4 
construction,  erected  prior  to  1901,  located  in  business  use, 
D  area  and  Class  V/2  height  district,  used  and  occupied  since 
prior  to  1901  as  an  old-law  tenement ;  proposed  to  be  used 
and  occupied  as  follows:  Cellar,  boilerroom  and  storage, 
no  persons;  1st  floor,  funeral  home  30  persons ;  2nd  floor, 
one  family  dwelling  for  funeral  director;  3rd  floor,  one 
family  dwelling  for  tenant;  that  the  building  is  equipped 
with  one  3  ft.  wide  wood  stairs  with  nonfireproof  enclosure, 
equipped  with  wood  doors  which  are  self-closing;  that  stair 
leads  directly  to  street  and  is  provided  with  a  ladder  and 
scuttle  to  the  roof;  that  there  is  also  an  exterior  fire  escape 
at  the  rear,  extending  to  the  roof  by  ladder  and  to  the  yard 
by  a  sliding  ladder  with  egress  to  the  street  through  a  side 

yard;  and  . 

Whereas,  the  applicant  contends  that  the  building  will  be 
converted  from  its  old-law  tenement  classification  for  occu¬ 
pancy  as  funeral  home  on  the  1st  floor  and  two-family  dwell¬ 
ing  above;  that  the  Board  is  renuested  to  permit  the  pro¬ 
posed  business  occupancy  on  the  first  floor  as  it  will  not  be 
hazardous  nor  detrimental  to,  or  impair  the  safety  of  either 
the  occupants  of  the  building  or  adjacent  properties:,  that 
there  will  be  adequate  exits  from  all  floors  and  the  existing 
side  yard  will  be  maintained  for  egress  from  the  street  to 
the  yard:  that  the  ceiling  of  the  proposed  funeral  home  and 
the  stairhall  on  that  floor  will  be  fire-retarded  to  provide  ad¬ 
ditional  protection  for  the  upper  floors. 


Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  Alt.  Applic.  106-46,  Objection  1,  be 
and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


787-46-A 

APPLICANT— William  Lcscaze,  for  Richard  S.  Hornung, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 220  East  46  street,  south  side, 
223  ft.  east  of  Third  avenue  (Block  1319,  Lot 
40(4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Rosen  and  Henry  Dumper. 
For  Adm  nistration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  . ;  . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (787-46-A) 

Whereas,  William  Lescase,  for  Richard  S.  Hornung, 
owner,  filed  October  18,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises :  220  East 
46th  street,  south  side,  223  ft.  east  of  Third  avenue  (Block 
1319,  Lot  40(4),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  11,  1946,  on  Alt.  Applic.  2009-46,  reads: 

“1.  Conversion  of  a  residence  nonfireproof  building 
to  a  commercial  nonfireproof  building  over  4  stories  in 
height  is  contrary  to  Section  4.2.1  Code. 

2.  Exits  inadequate  under  Section  6.1.7  Code  and 
involve  the  following : 

a.  Enclosure  to  comply  with  Section  6.4.1.8.1  Code. 

b.  Stairs  to  be  3'0"  min.  width. 

c.  Winders  contrary  to  6. 4. 1.4  Code. 

d.  Stairs  to  lead  to  roof. 

3.  a.  Show  floor  construction. 

b.  Cellar  ceiling  to  be  fire-retarded.” 
and  . 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (48  ft.  7  in.)  in  height,  14  ft.  1  in.  by  50  ft.  in  area, 
Class  3  construction,  erected  about  1900,  located  in  an  un¬ 
restricted  use,  B  area  and  Class  1(4  height  district,  on  a 
lot  14  ft.  1  in.  by  70  ft.  in  area;  used  and  occupied  since 
approximately  1930  as  a  furnished  room  house  and  clas¬ 
sified  as  a  heretofo-e  converted  Class  B  multiple  dwelling, 
proposed  to  be  used  and  occupied  throughout  for  offices 
with  storage  and  boilerroom  in  the  cellar ;  that  the  occu¬ 
pancy  will  be  5  persons  per  floor  above  the  cellar;  that  the 
building  is  equipped  with  a  one-source  sprinkler  system  in 
the  stairhall,  one  2  ft.  9  in.  wide  interior  wood  stairs,  en¬ 
closed  in  partitions  of  wood  studs,  lath  and  plaster,  equipped 
with  wood  doors,  not  self-closing;  that  the  stairhall  leads 
directly  to  the  street  and  is  provided  with  a  ladder  and 
scuttle  to  the  roof;  and 

Whereas,  the  applicant  contends  that  the  proposed  oc¬ 
cupancy  of  five  persons  per  floor  is  extremely  low  and  all 
floors  can  be  cleared  rapidly;  that  the  building  will  .house 
professional  offices  only ;  that  the  existing  sprinkler  system 
as  altered  will  effectively  safeguard  the  exit  facilities  for 
the  period  required  to  empty  the  building;  that  access  to 
the  adjoining  roof  on  one  side  is  level  and  a  ladder  will  be 
provided  for  access  to  adjoining  roof  on  the  other  side;  that 
the  stairhall  will  be  enclosed  with  4  in.  stud  partitions  with 
yA  in.  cement  plaster  on  wire  lath  on  both  sides;  that  open¬ 
ings  into  stair  enclosure  will  be  provided  with  y  hour 
fireproof,  self-closing  doors;  that  the  building  is  1  ft. 
in.  under  height  limit  permitted  for  nonfireproof  commer¬ 
cial  buildings ;  that  the  5th  floor  will  have  exactly  the  same 
protection  as  the  floors  below.;  and 

Whereas,  the  applicant  contends  as  to  Objection  2a  that 
permission  is  requested  to  enclose  the  stairs  with  a  1-hour 
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partition  instead  of  2-hours  in  view  of  the  fact  the  stair- 
halls  are  sprinklered  and  the  height  of  the  building  is  only 
8  ft.  iy%  in.  above  maximum  height  permitted  for  this  type 
of  stair  enclosure;  that  as  to  Objection  2b,  permission  is 
requested  to  retain  existing  2  ft.  9  in.  wide  stair  in  view  of 
fact  the  building  is  exceedingly  narrow,  12  ft.  10  in.  clear 
inside,  and  in  view  of  extremely  low  occupancy ;  that  to  be 
required  to  widen  the  stairs  to  gain  3  in.  would  work  an 
extreme  financial  hardship  on  the  owner;  that  as  to  Objec¬ 
tion  2c,  permission  is  requested  to  retain  existing  winders 
in  view  of  the  fact  stairway  is  sprinklered  and  removing  of 
winders  would  so  increase  the  length  of  stairs  that  the 
available  floor  space  would  not  be  used  efficiently;  that  as 
to  Objection  2d,  access  to  the  roof  will  be  provided  by  means 
of  a  ladder  through  a  scuttle. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  2009-46,  objections  1  and  2,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


820-46-A 

APPLICANT — Walter  D.  Binger,  for  1211  Madison  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1211  Madison  avenue,  northeast 
corner  of  East  87th  street  (street  floor)  ;  (Block 
1499,  Lots  20  &  22),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Edward  Fraher. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative  :  (  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (820-46-A) 

Whereas,  Walter  D.  Binger,  for  1211  Madison  Avenue 
Corporation,  owner,  filed  October  23,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
1211  Madison  avenue,  northeast  corner  East  87th  street 
(Block  1499,  Lots  20  and  22),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  18,  1946  on  amendment  to  N.  B.  258-45  reads: 

“A-36.  Objection  repeated.  The  lot  upon  which  this 
class  A  multiple  dwelling  is  to  be  erected  is  located 
partly  within  a  retail  district  and  partly  within  a  resi¬ 
dence  district.  Subdivision  (b)  of  Section  17  of  Article 
IV  of  the  Zoning  Resolution  reads  as  follows: 

.(b)  Where  a  building  is  not  zoithin  a  residence  dis¬ 
trict,  a  local  retail  district,  a  restricted  retail  district, 
a  retail  district  or  a  retail-1  district,  as  designated  on  the 
use  district  map,  the  lowest  level  of  a  rear  yard  shall 
not  be  above  the  sill  level  of  the  second  story  windows, 
nor  in  any  case  more  than  23  feet  above  the  curb  level! 
In  an  E,  E-l,  F,  F-l,  or  G  district  the  excess  rear  yard 
may  remain  at  the  level  of  the  original  or  natural  sur¬ 
face  of  the  ground. 

Therefore,  the  yard  for  this  building,  which  is  partly 
within  a  retail  district  and  partly  within  a  residence 
district  must  start  at  the  curb  level. 

The  recent  court  decision  concerning  the  area  of  a  lot 
which  may  be  covered  in  a  restricted*  retail  B  area  dis¬ 
trict  does  not  eliminate  the  provisions  of  the  Zoning 
Resolution  relating  to  yards  for  buildings  zvithin  a  resi¬ 
lience  district,  a  local  retail  district,  a  rpetrirted  retail 
district,  a  retail  district  or  a  retail-1  district,  as  desig¬ 
nated  on  the  use  district  man. 

Note:  Attention  is  called  to  the  provisions  of  Sub¬ 
divisions  (d)  and  (1)  of  Section  1  of  Article  L  and 


Department  of  Housing  and  Buildings  advised  the  Board 
that  the  word  restricted”  should  not  have  been  included. 


Subdivision  (b)  of  Section  17  of  Article  IV  of  the 
Zoning  Resolution,  and  to  a  letter  signed  by  Commis¬ 
sioner  Saxl  and  addressed  to  the  City  Construction 
Company  Incorporated,  dated  September  23,  1946,  Sheets 
Nos.  25  and  26  of  this  application.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  14  stories  and  penthouse  (148  ft.  10J4  in.)  in  height, 
113  ft.  4  in.  by  100  ft.  8 y2  in.  in  area  at  1st  floor,  113  ft.  4  in. 
by  75  ft.  8l/2  in.  in  area  at  typical  floor,  of  class  1  construc¬ 
tion,  located  in  a  retail  and  residence  use,  B  area  and  Class 
\y2  height  district  and  used  and  occupied:  cellar — lockers, 
storage,  boiler  room,  etc.— 30  persons;  1st  floor— store  and 
entrance  lobby — 30  persons ;  2nd  to  14th  floors  and  penthouse 
included — apartment  occupancy.  The  building  will  be 
equipped  with  a  standpipe  system  and  one  3  ft.  8  in.  wide 
interior  scissor  stairs  enclosed  in  hollow  gypsum  block, 
equipped  with  \]/2  hour  test  self-closing  fireproof  doors 
and  leading  from  roof  bulkhead  direct  to  street;  and 

Whereas,  the  applicant  contends  that  the  property  in 
question  is  block  1499,  lots  20  and  22,  located  on  the  north¬ 
east  corner  of  Madison  avenue  and  87th  street;  that  the 
property  has  a  frontage  of  113  ft.  4  in.  on  East  87th  street 
and  100  ft.  8  in.  on  Madison  avenue;  that  the  property  is 
presently  zoned  for  retail  use  to  a  depth  of  100  ft.  easterly 
from  Madison  avenue;  that  the  remaining  13  ft.  4  in.  on 
East  87th  street  is  in  a  residence  zone;  that  all  of  the  parcel 
is  in  a  B  area  and  Class  V/2  times  height  district;  that  after 
the  decision  of  the  Court  of  Appeals  holding  invalid  Section 
12  (b)  of  the  zoning  resolution  to  the  extent  that  it  attempted 
to  limit  ground  coverage  in  B  area  retail  districts,  the  owner 
directed  its  architects  to  file  amended  plans  to  extend  the 
building  northerly  for  25  ft.  on  the  first  floor  for  a  denth  of 
100  ft.  and  to  a  height  of  1  story  (not  exceeding  23  ft)  ; 
that  the  Department  of  Housing  and  Buildings  reiected  the 
amended  plans  because  the  proposed  yard,  which  is  entirely 
within  a  retail  district  did  not  start  at  curb  level ;  that  the 
Department  relies  on  the  zoning  resolution,  Sec.  17(b)  ;  that 
there  is  no  dispute  as  to  the  provision  contained  in  the  plans 
for  the  yard  in  the  rear  of  the  13  foot  strip  on  East  87th 
street  which  lies  within  a  residence  district ;  nor  was  there 
any  other  objection  to  the  plans;  that  it  is  contended  that 
the  Department’s  position  is  erroneous ;  that  stated  affirma¬ 
tively,  all  that  Section  17(b)  provides  is  that  if  a  building 
is  within  one  of  the  four  use  classifications  not  listed  in 
this  section  (business.  Business  1,  manufacturing  and  un¬ 
restricted),  then  the  lowest  level  of  the  rear  yard  may  not 
exceed  23  ft.  above  the  curb  level ;  that  the  second  sentence 
in  Section  17(b)  is  concerned  solely  with  excess  rear  yards 
in  more  restrictive  area  districts  than  the  applicant  is  con¬ 
cerned  with  here;  that  this  section  does  not  provide  that  a 
rear  yard  in  a  retail  district  must  start  at  the  curb  level; 
that  an  examination  of  the  other  sections  of  the  zoning 
resolution  dealing  with  yards  reveals  that  thev  also  do  not 
require  this  yard  to  be  at  a  curb  level;  that  subdivision  d  of 
section  1  of  Art.  1  defines  curb  level  and  states  its  function 
in  measuring  the  height  of  buildings  and  in  determining  the 
area  of  yards,  courts  and  open  spaces;  that  subdivision  1 
relates  to  the  height  of  a  yard  or  a  court  and  the  method 
of  determining  same;  that  Article  IV,  Section  12— B  districts 
fa)  sets  up  a  formula  to  determine  the  area  of  a  rear  yard: 
that  this  section  floes  not  require  that  rear  vards  shall  begin 
at  the  curb  level  but  permits  rear  yards  to  be  set  at  various 
levels  ■  that  subdivision  b  of  this  section  was  held  invalid 
as  to  B  area  retail  districts  bv  the  Conrt  of  Anneals  in  the 
case  of  431  Fifth  Avenue  vs.  the  Gitv  of  New  York:  that  in 
view  of  the  decision  of  the  Court  of  Anpeals  invalidatin'1' 
Section  12fb)  as  to  B  area  retail  districts,  them  is  no  re- 
nuirement  therein  that  this  vard  trwst  he  at  cvH,  level  - 
there  is  no  requirement  contained  in  Section  17,  subdivision 
(a)  for  this  rear  yard  at  curb  level:  that  section  17(b) 
contains  two  separate  requirements:  (1)  in  a  business,  busi¬ 
ness  1.  a  manufacturing  or  an  unrestricted  district,  the 
lowest  level  of  a  rear  yard  mav  only  reach  23  ft.  above 
curb  level  and  f2)  in  an  E,  El,  F,  FI  or  a  G  district 
excess  rear  yard  may  remain  at  the  level  of  the  natural 
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[surface  of  the  ground;  it  is  therefore  maintained  that 
Section  17(b)  has  been  erroneously  interpreted  by  the  De¬ 
partment  of  Housing  and  Buildings  and  that  the  zoning 
resolution  does  not  require  that  a  rear  yard  in  a  retail  district 
shall  begin  at  curb  level;  that  on  the  contrary,  the  owner  of 
the  premises  in  question  has  an  express  statutory  right  to  con¬ 
struct  this  yard  up  to  23  ft.  above  curb  level ;  that  the  Board 
is  referred  to  Art.  I,  Section  1  (1)  of  the  zoning  resolution 
which  contains  the  following  provision:  “Where  a  building 
is  a  multiple  dwelling,  as  defined  in  the  multiple  dwelling  law, 
the  height  of  a  yard  or  a  court  shall  be  measured  ^  pre¬ 
scribed  in  such  law” ;  that  referring  to  Multiple  Dwelling 
Law,  Sec.  26 (i)  3(c)  Yards  McKinney’s  Consolidated  Laws 
of  New  York,  Vol.  35  A,  pg.  29  (Now  on  page  32  as  amended 
in  1946  as  section  27  paragraph  2c),  there  is  the  following 
express  provision  with  respect  to  the  height  of  a  yard  in  a 
multiple  dwelling:  “(c)  Every  yard  may  begin  at  the  level 
of  the  floor  of  the  lowest  story  on  which  there  is  any  living 
room  opening  thereon,  except  a  living  room  in  a  lawfully 
occupied  janitor’s  apartment,  but  never  at  a  point  more  than 
23  feet  above  the  curb  level  *  *  *” ;  that  the  plans  herein 
are  for  a  multiple  dwelling;  that  they  show  that  there  is 
no  provision  for  any  kind  of  living  rooms  in  the  building 
on  the  first  story  below  the  height  of  the  proposed  yard ; 
that  the  following  situation  thus  exists:  (1)  there  is  an 
express  authorization  for  this  yard  at  the  proposed  height 
(Bldg.  Zone  Res.  Art.  I,  Sec.  1  (1)  ;  Multiple  Dwelling 
Law  Sec.  26,  (i)  3.  Yards  (c)  and  (2)  that  no  provision 
of  the  Building  Zone  Resolution  dealing  with  yards  negatives 
the  above  provisions  either  expressly  or  by  implication ; 
that  even  assuming  for  the  sake  of  argument  that  the 
interpretation  placed  on  Sec.  17(b)  by  the  Department  of 
Housing  and  Buildings  is  correct  and  this  section  did  by 
implication  require  the  construction  of  this  yard  at  curb  level 
simply  because  retail  districts  had  been  added  to  this  section 
by  the  amendment  effective  December  2,  1944,  it  is  to  be 
noted  that  the  general  classification  of  retail  districts,  so  far 
as  they  are  contained  wifliin  B*  area  district,  was  never 
validly  added  to  this  section ;  that  the  attempt  to  do  so  was 
made  by  the  same  resolution  which  proposed  the  amendment 
to  Sec.  12(b)  and  so  far  as  the  amendment  to  Sec.  17(b) 
affected  retail  districts  in  B  areas  it  was  tainted  by  the  same 
invalidity  in  adoption  as  the  courts  have  held  in  respect  to 
Sec.  12(b)  ;  that  the  case  of  431  Fifth  Avenue  v.  City  of 
New  York  is  authority  for  the  proposition  that  every  separa¬ 
ble  provision  of  that  amending  resolution  which  affected 
distinctively  the  B  area  retail  districts  must  be  viewed  for 
purposes  of  protest  as  though  it  had  been  separately  enacted; 

I  that  the  impact  of  the  amendment  contained  in  Sec.  17(b) 
affecting  retail  districts  in  B  area  districts  wras  different  from 
the  impact  of  that  amendment  affecting  retail  districts  in  any 
other  area  districts  because  of  the  different  dimensions 
required  for  yards  in  the  various  area  districts ;  that  there¬ 
fore  (he  amendment  to  Sec.  17(b)  was  distinctive  as  affect¬ 
ing  B  area  retail  districts;  that  it  is  also  clearly  separable; 

!  that  the  courts  have  found  that  there  was  a  20%  protest 
and  the  resolution  lacked  a  unanimous  vote;  that  it  follows, 
therefore,  that  Section  17(b)  to  the  extent  that  it  attempted 
an  amendment  affecting  retail  use  districts  in  B  area  dis- 
|  tricts,  was  not  validly  adopted  for  exactly  the  same  reason 
that  led  the  courts  to  declare  invalid  the  attempt  to  amend 
Sec.  12(b)  with  respect  to  the  same  classification  of  dis¬ 
tricts  ;  that  it  is  therefore  respectfully  requested  that  the 
Board  direct  the  Department  of  Housing  and  Buildings  to 
accept  the  amended  plans  and  to  issue  any  and  all  permits 
necessary  to  carry  out  construction  of  this  additional  struc¬ 
ture  ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  addressed  to  the  owner  by  the  Commissioner  of  the 
Department  of  Housing  and  Buildings  under  date  of  Sep¬ 
tember  23,  1946,  which  communication  reads  as  follows : 

“Superintendent  Benline  has  discussed  with  me  your 
letter  of  August  22,  1946,  in  relation  to  the  erection  of  a 
new  building  on  the  above-noted  premises. 

After  reviewing  the  plans  and  application  filed  in  con¬ 
nection  with  this  building,  and  upon  consultation  with 


the  zoning  experts  in  our  department,  I  am  fully  con¬ 
vinced  that,  under  the  provisions  of  Subdivision  (b)  of 
Section  17  of  the  Zoning  Resolution  the  required  yard 
for  this  building,  which  is  partly  within  a  retail  district 
and  partly  within  a  residence  district  in  a  B  area,  must 
begin  at  the  curb  level. 

This  decision  is  based  on  the  provisions  of  Subdi¬ 
visions  (d)  and  (1)  of  section  1  of  Article  1  and  Sub¬ 
division  (b)  of  Section  17  of  Article  IV  of  the  Zoning 
Resolution. 

Further,  a  careful  study  of  the  changes  made  in  con¬ 
nection  with  Subdivision  (b)  of  Section  17  since  1940 
clearly  indicates  that  a  yard  in  a  residence  district,  a 
local  retail  district,  a  restricted  retail  district,  a  retail 
district  and  a  retail- 1  district  shall  begin  at  the  curb 
level.  The  only  exception  to  this  provision  relates  to 
“excess  rear  yard”  in  an  E,  E-l,  F,  F-l  or  G  district. 

In  addition,  I  call  your  attention  to  the  fact  that  the 
City  Planning  Commission,  in  explaining  the  1940 
amendment,  stated  £S  follows: 

“Section  17(b)  and  18(d) — Excess  rear  yards  and 
courts  permitted  at  grade.  As  previously  stated,  in  re¬ 
ferring  to  amendments  to  definitions,  the  purpose  of  giv¬ 
ing  a  distinctive  status  to  yards  and  courts  in  excess  of 
those  actually  required  by  the  Resolution  is  to  permit 
them  to  remain  at  the  natural  level  of  the  land.  These 
sections,  as  amended,  make  this  possible.” 

“17.  Rear  Yards. 

(a)  Routine  change  to  include  references  to  new  dis¬ 
tricts. 

(b)  Introduce  new  provision  permitted  ‘excess  rear 
yards’  to  remain  at  natural  grade.  Also  elimination  of 
unnecessary  wording.” 

The  facts  and  principles  established  by  the  431-5th 
Avenue  litigation  have  no  bearing  on  the  level  at  which 
a  required  yard  shall  begin,  inasmuch  as  the  431-5th 
Avenue  case  was  predicated  on  12(b)  and  19(g)  of  the 
Zoning  Resolution,  in  relation  to  lot  coverage” ;  and 
Whereas,  it  is  the  opinion  of  the  Board  that  implicit  in  the 
decision  in  Matter  of  431  Fifth  Avenue  vs.  City  of  New 
York,  as  affirmed  by  the  Court  of  Appeals,  is  the  principle 
that  all  changes  in  the  amendments  to  the  resolution,  effec¬ 
tive  December  2,  1944,  that  applied  distinctively  to  B  area 
Retail  districts  were  not  validly  enacted.  Since  the  effect  of 
the  amended  Section  17,  subdivision  b,  was  different  in  the 
B  area  retail  districts  from  any  other  area  districts,  the 
principle  in  the  above  case  is  clearly  applicable;  that  any 
interpretation  of  Section  17,  subdivision  b,  that  asserts  that 
the  Section  requires  a  yard  at  club  level  in  a  retail  district  is 
not  supported  by  the  language  of  the  Section;  any  such  in¬ 
terpretation  would  not  be  in  accordance  with  court  rulings 
to  the  effect  that  restrictions  may  not  be  read  into  the  law 
that  cannot  be  supported  by  its  wording. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  258-45,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted. 


827-46-A 

APPLICANT — Brown  and  Matthews,  for  Lawlyn  Hold¬ 
ing  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 11-07  38th  street,  41-08  39th 
street  and  38-10  Skillman  avenue,  south  side,  be¬ 
tween  38th  and  39th  street  (Block  215,  Lots  23,  27, 
22,  and  31),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Conrad  Forelle  and  Joseph  L. 
Willman. 

For  Administration  :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 0 
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THE  RESOLUTION  (827-46-A) 

Whereas,  Conrad  Forelle,  of  Brown  &  Matthews,  Inc., 
for  Lawlyn  Holding  Company,  owner,  filed  October  30,  1946, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  41-07  38th  street,  41-08  39th  street  and 
38-10  Skillman  avenue,  south  side,  between  38th  and  39th 
streets  (Block  215,  Lots  22,  23,  27  and  31),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  2,  1946,  on  N.  B.  Applic.  338-44,  reads : 

“1.  To  change  the  use  from  factory  to  garage  of  a 
building  more  than  one  story  in  height  and  not  of  fire¬ 
proof  construction  is  contrary  to  Sec.  4.2.1  of  the  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
1  story  and  cellar  (17  ft.)  in  height  above  the  39th  street 
grade  and  30  ft.  in  height  above  the  38th  street  grade,  of 
class  3  construction,  180  ft.  front  by  90  ft.  and  115  ft.  in 
depth,  to  be  used  on  the  basement  story  for  garage,  office 
and  storage  of  more  than  5  motor  vehicles  and  on  the  1st 
floor  for  storage  of  more  than  five  motor  vehicles  with  an 
occupancy  of  five  persons  in  the  basement  and  seven  on  the 
1st  floor ;  that  the  building  will  be  equipped  with  a  two  source 
sprinkler  system  throughout  and  a  standpipe  system;  that 
there  will  be  one  3  ft.  9  in.  fireproof  stairs  from  1st  story 
to  grade  and  provided  with  a  ladder  and  scuttle  to  the  roof ; 
and 

Whereas,  the  applicant  contends  that  plans  were  orig¬ 
inally  filed  in  October  1944  for  a  class  3  factory  building 
of  brick,  steel  and  concrete  plank,  using  no  combustible 
materials;  that  it  now  develops  that  the  owners  require  an 
occupancy  other  than  that  for  which  plans  were  originally 
filed  and  an  amendment  was  made  to  the  original  application, 
requesting  change  of  occupancy  from  a  two  story  factory  to 
one  story  and  cellar  building  to  be  used  for  garage,  office 
and  storage  of  cars  in  the  cellar  and  storage  of  cars  on  the 
1st  floor;  that  the  amendment  also  indicated  that  an  ap¬ 
proved  sprinkler  system  would  be  installed ;  that  the  Depart¬ 
ment  has  denied  this  amendment  and  required  that  the  build¬ 
ing  be  changed  to  fireproof  construction ;  that  the  building 
fronts  on  three  streets ;  that  on  the  39th  street  side  the  major 
portion  is  below  curb  and  on  Skillman  avenue  the  lower 
level  is  partially  below  curb  and  partially  at  curb  and  on  the 
38th  street  side  the  lower  level  is  approximately  at  grade; 
that  the  building  is  now  in  the  construction  stage,  all  foun¬ 
dations,  retaining  wall  and  half  of  the  exterior  wall  being 
already  completed ;  it  is  therefore  requested  that  the  Board 
vary  the  requirements  of  the  Administrative  Code  in  view 
of  the  one  story  and  cellar  nature  of  the  building  and  in 
view  of  the  fact  that  all  structural  steel  framing  and  con¬ 
crete  plank  have  been  ordered  and  are  in  process  of  fabri¬ 
cation  and  in  view  of  the  severe  hardship  which  would  re¬ 
sult  if  the  construction  of  the  building  were  required  to  be 
changed  at  this  stage ;  therefore  in  view  of  the  fact  that  the 
building  will  be  constructed  entirely  of  incombustible  mate¬ 
rials  and  will  be  equipped  with  an  approved  two  source 
sprinkler  system  and  a  standpipe  system  and  in  view  of  the 
fact  that  the  building  faces  on  three  street  fronts  and  can 
be  readily  approached  from  three  sides,  it  is  requested  that 
the  Board  modify  the  decision  of  the  borough  superintendent 
and  grant  a  variation  of  the  requirements  of  the  Adminis¬ 
trative  Code  to  permit  the  construction  to  proceed  as  pro¬ 
posed  and  the  use  of  the  building  to  be  maintained  as  a 
garage. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  338-44,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  as  proposed  and,  in 
addition,  all  columns  and  all  girders  connected  to  columns 
throughout  shall  be  fireproofed  as  required  under  Class  2 
construction ;  that  the  sprinkler  system  shall  be  installed  as 
proposed  throughout  as  well  as  a  standpipe  system;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  and 
that  the  building  shall  not  be  increased  in  height  or  area. 


11-42-A 

APPLICANT — Charles  M.  Spindler,  for  Lina  S.  Kissam, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance  re  Appeal  from  a 
decision  of  the  borough  superintendent,  previously 
granted  on  condition,  in  connection  with  Cal.  10- 
42-BZ,  for  a  term  of  two  years. 

PREMISES  AFFECTED — 220-20  Jamaica  avenue,  south 
side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
10793,  Lots  37  and  45  and  Block  10789,  Lots  37,  38 
and  43),  Queens  Village,  Borough  of  Queens 
(under  section  35,  General  City  Law  re  mapped  of 
mapped  street-proposed  96th  avenue). 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
N  egative :  . . .  0 

THE  RESOLUTION  (11-42-A) 

Whereas,  Frank  C.  Keller,  for  Lina  S.  Kissam,  owner, 
filed  January  5,  1942,  an  application,  pursuant  to  section  35 
of  the  General  City  Law,  for  permission  to  use  premises 
in  the  bed  of  a  mapped  street  (96th  avenue)  affecting 
premises  220-20  Jamaica  avenue  south  side,  481.92  ft.  east 
of  Springfield  boulevard  (Block  No.  10793,  part  of  Lots 
37  and  45  and  Block  No.  10789,  Lot  Nos.  38  and  43), 
Queens  Village,  Borough  of  Queens ;  and 
Whereas,  this  appeal  was  granted  by  the  Board  on  July 
21,  1942,  on  certain  conditions ;  ^md 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  21,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended  the  last  sentence  of  this  resolution  adopted 
July  21,  1942,  shall  read: 

“*  *  *  that  this  variance  is  to  be  coincident  with 
the  permission  as  granted  under  Cal.  10-42BZ  as 
amended  this  day  (Misc.  Applic.  6635-41). 


644-42-A 

APPLICANT — Sohn  and  Weston,  for  Brooklyn  Jewish 
Home  for  Convalescents,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED— 601,  605  and  609  Beach  9th 
street,  west  side,  246.89  ft.  south  of  Caffrey  avenue 
(Block  111,  Lots  20  and  3),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Martyn  N.  Weston. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  term  of  vari¬ 
ance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 0 

THE  RESOLUTION  (644-42-A) 

Whereas,  Martyn  M.  Weinstein,  for  Brooklyn  Jewish 

Home  for  Convalescents,  owner,  filed  August  31,  1942,  an 

appeal  from  a  decision  of  the  borough  superintendent  affect- 
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ing  premises  601-605  and  609  Beach  9th  street,  west  side, 
246.89  ft.  south  of  Caffrey  avenue  (Block  111,  Lot  20  and 
3),  Far  Rockaway,  Borough  of  Queens;  and 
Whereas,  this  appeal  was  granted  by  the  Board  on  Octo¬ 
ber  20,  1942  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  November  17, 
1942;  and 

Whereas,  the  term  of  the  variance  was  extended  on  Octo¬ 
ber  10,  1944  and  the  applicant  requested  a  further  extension 
of  the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  tbe  resolution  adopted  on  October  20,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  this  variance  shall  be  for  a  term  of 

six  (6)  months  from  the  date  of  this  amended  resolu¬ 
tion  (Alt.  Applic.  Nos.  644,829  and  830-1942).” 


394-45-A 

APPLICANT — Triborough  Bridge  and  Tunnel  Authority, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar 
October  29,  1946 — Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED— 56-80  Greenwich  street,  west 
side,  142.5  ft.  south  of  Rector  street  and  63-85 
Washington  street,  east  side,  137  ft.  south  of  Rector 

!  street  (2nd  to  7th  floors,  inclusive)  ;  (Block  18, 

Lots  10,  12  to  24,  inclusive;  41-45,  inclusive  and 
47-54,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Harold  Klorfein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ings  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


841-46-A 

APPLICANT— LeRoy  A.  Perry,  for  Abraham  Kriss, 


owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1993  3rd  avenue,  east  side,  100 
ft.  11  in.  north  of  East  109th  street  (Block  1659,  Lot 
48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lery  A.  Perry. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ings  and  Buildings 

ACTION  OF  THE  BOARD— Appeal  withdrawn  without 
prejudice  to  reopening. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 


776-46-A 

APPLICANT— Joseph  Schafran,  for  Rednew  Cleaners  Inc., 


owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  .  , 

PREMISES  AFFECTED — 407  West  37  street,  north  side, 
100  ft.  3  in.  west  of  9th  avenue  (Block  735,  Lot  29), 


Borough  of  Manhattan. 

APPEARANCES—  T  „  , , 

For  Applicant:  Charles  J.  Goldman.  ^  .  __ 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ings  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1946  at 
2  P.  M.  for  applicant  to  submit  new  plans. 


ZONING  APPLICATIONS 

38-40-BZ 

APPLICANT — Lama  and  Proskaucr,  for  Sinclair  Refining 
Company,  owner 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  on  that  portion  of  the  plot  in  a  bitsi- 
ness  use  district. 

PREMISES  AFFECTED— 87-68  170th  street,  west  side, 
58.95  ft.  south  of  Hillside  avenue  (Block  9825,  Lot 
21),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (38-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly  in 
a  business  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  87-68  170th  street,  west  side,  58.95  ft.  south  of 
Hillside  avenue  (Block  9825,  Lot  21),  Jamaica,  Borough  of 
Queens,  was  granted  by  the  Board  on  October  15,  1940,  on 
certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
October  20,  1942  and  November  28,  1944,  and  the  applicant 
requested  a  further  extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  15,  1940, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  thereof,  to  permit  the  plot 
to  be  occupied  for  a  term  of  two  (2)  years  from  the 
date  of  this  amended  resolution  *  *  *  and  that  other 
than  as  herein  amended  the  conditions  of  the  resolution 
of  October  15,  1940,  shall  be  complied  with ;  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained  (Misc.  Applic. 
6589-39).” 


253-40-BZ 

APPLICANT— Rogan  and  Rogan,  for  Chatham  Properties, 
Inc.,  new  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  term  of  variance — Application  (decision 
of  borough  of  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  on  a  plot  located  in  a  business  and  resi¬ 
dence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  term  of  two  years. 

PREMISES  AFFECTED— 1060-1070  St.  Nicholas  avenue 
and  510-520  West  164th  street,  southeast  corner 
(Block  2121,  Lot  13),  Borough  of  Manhattan. 


APPEARANCES—  .  ...  ,  r  . 

For  Applicant:  Michael  Azar  and  Albert  G.  An¬ 
derson.  -j 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . ‘ .  0 

THE  RESOLUTION  (253-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  on  a  plot  located  in  a  business  and 
residence  use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting  prem¬ 
ises  1060-1070  St.  Nicholas  avenue  and  510-520  West  164th 
street,  southeast  corner  (Block  2121,  Lot  13),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  January  21,  1941, 
on  certain  conditions ;  and 

Whereas,  the  term  of  the  variance  was  extended  on 
January  19,  1943  and  January  23,  1945,  and  the  applicant 
requested  a  further  extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  21,  1941,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  on  condition  *  *  * 
and  that  other  than  as  herein  amended  the  conditions  of 
the  resolution  adopted  January  21,  1941  shall  be  com¬ 
plied;  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained.” 


375-40-BZ 

APPLICANT — Lauritz  Lauritzen,  for  Walter  A.  Beaudel, 
owner  (Beaudel  Brothers,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
alteration  and  reconstruction  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED— 144-12  Springfield  boulevard, 
northwest  corner  of  North  Conduit  avenue  and 
186-08  144th  street,  southwest  corner  of  Spring- 
field  boulevard  (Block  3816,  Lots  76  and  part  of  Lot 
63),  Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (375-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  pesmitting  in  a  residence  use  district,  the  altera¬ 
tion  and  reconstruction  of  an  existing  gasoline  service  sta¬ 
tion,  affecting  premises  144-12  Springfield  boulevard,  north¬ 
west  corner  of  North  Conduit  avenue  and  186-08  144th 
street,  southwest  corner  of  Springfield  boulevard  (Block 
3816,  Lot  76  and  part  of  Lot  63 )*,  Springfield  Gardens, 
Borough  of  Queens,  was  granted  by  the  Board  December 
3,  1940,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  November  5,  1941,  March  30,  1943  and 
November  20,  1945;  and 

Whereas,  the  resolution  was  amended  on  January  22, 
1946;  and 

Whereas,  on  October  15,  1946,  an  application  to  amend 
previously  approved  plans  was  denied;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
time  in  which  to  obtain  permits  and  complete  the  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  3,  1940,  as 
amended  by  resolutions  adopted  through  January  22,  1946, 
only  so  far  as  it  has  reference  to  the  time  within  which  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“*  *  *  that  in  view  of  statement  by  the  applicant 
that  all  plans  have  been  approved,  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  in 
accordance  with  resolution  adopted  by  the  Board  De¬ 
cember  3,  1940,  as  amended  by  resolutions  adopted 
through  January  22,  1946,  within  one  (1)  year  from 
the  date  of  this  amended  resolution  (N.  B.  Applic. 
1468-40).” 


2-42-BZ 

APPLICANT — Morris  Tarshis,  for  Max  Minker,  owner.  ! 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci-  ! 
sion  of  the  borough  superintendent)  previously  | 
granted  on  condition,  under  section  7i  of  the  zoning 
resolution,  permitting  the  premises  to  be  occupied 
for  minor  automobile  repairs  in  conjunction  with 
cars  being  painted,  for  a  term  of  two  years. 
PREMISES  AFFECTED — 260-262  Delancey  street,  north 
side,  25  ft.  west  of  Columbia  street  (Block  333, 
Lot  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Morris  Tarshis. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  M-urdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . 0 

THE  RESOLUTION  (2-42-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop  for  minor  automobile  repairs  in 
conjunction  with  car  being  painted,  affecting  premises  260- 
262  Delancey  street,  north  side,  25  ft.  west  of  Columbia  street 
(Block  333,  Lot  31),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  May  19,  1942,  on  certain  conditions;  and 
Whereas,  the  term  of  the  variance  was  extended  on 
December  5,  1944,  and  the  applicant  requested  a  further 
extension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  19,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so  I 
that  as^  amended  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7i  for  a  term  of  two  (2)  years  j 
from  the  date  of  this  amended  resolution  *  *  *  and 
that  other  than  as  herein  amended  the  conditions  of 
the  resolution  of  December  5,  1944,  shall  be  complied 
with;  and  that  a  certificate  of  occupancy  shall  be  ! 
obtained.” 


10-42-BZ 

APPLICANT — Charles  M.  Spindler,  for  Lina  S.  Kissam, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  an  unrestricted  use 
and  partly  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 
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’REMISES  AFFECTED— 220-20  Jamaica  avenue,  south 
side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
10793,  Lots  37  and  45  and  Block  10789,  Lots  37,  38 
and  43),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

['HE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (10-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
•esolution,  permitting  partly  in  an  unrestricted  use  and  part- 
y  in  a  business  use  district,  for  a  term  of  two  years,  the 
larking  and  storage  of  more  than  five  motor  vehicles,  affect- 
ng  premises  220-20  Jamaica  avenue,  south  side,  481.92  ft. 
•ast  of  Springfield  boulevard  (Block  10793,  Lots  37  and  45 
ind  Block  10789,  Lots  37,  38  and  43),  Queens  Village,  Bor- 
High  of  Queens,  was  granted  by  the  Board  on  July  21,  194-, 
m  certain  conditions;  and 

Whereas,  the  term  of  the  variance  was  extended  on  De- 
•ember  12,  1944,  and  the  applicant  requested  a  further  exten- 
;ion  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  adopted  on  July  21,  1942,  only 
;o  far  as  it  has  reference  to  the  term  of  the  variance,  so 
hat  as  amended  this  portion  of  the  resolution  shall  read: 
“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of' this  amended  resolution  *  *  *  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  *  *  *  and  that  other  than 
as  herein  amended  the  condition  of  the  resolution  adopted 
fulv  21,  1942,  shall  be  complied  with.  (Misc.  Applic. 
6635-41).” 


585-42-BZ 

APPLICANT— Lama  and  Proskauer,  for  Socony-Vacuum 
Oil  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  ex¬ 
tension  in  area  of  an  existing  gasoline  service  sta¬ 
tion  and  also  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  laundry  and  lubritorium. 
PREMISES  AFFECTED— 4091  Hylan  boulevard  and  293 
Nelson  avenue,  northeast  corner  (Block  5158,  Lot 
37),  Great  Kills,  Borough  of  Richmond. 
APPEARANCES — 

For  Applicant*  Nathan  H.  GotthofTer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (585-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
•  resolution,  to  permit  in  a  business  use  district,  the  extension 
in  area  of  an  existing  gasoline  service  station  and  also  the 
erection  and  maintenance  of  a  building  to  be  used  as  a 
laundry  and  lubritorium,  affecting  premises  4091  Hvlan 
boulevard  and  293  Nelson  avenue,  northeast  corner  (Block 
5158,  Lot  37),  Great  Kills,  Borough  of  Richmond,  was 
granted  by  the  Board  on  October  9,  1945,  on  certain  con- 
litions;  and 


Whereas,  plans  submitted  for  approval,  in  accordance 
with  the  terms  of  the  resolution  were  approved  on  May  7, 
1946 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  in 
which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  9,  1945,  as 
amended  May  7,  1946,  only  so  far  as  it  has  reference  to  the 
time  within  which  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  jn  view  of  statement  by  applicant  that 

all  plans  have  been  approved,  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  amended  resolution.” 


330-44-BZ 

APPLICANT — James  E.  Duross,  for  Frank  G.  Shattuck 
Company,  new  owners ;  Abraham  Binkow,  lessee. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  the  extension  from  an  un¬ 
restricted  use  district  into  a  business  use  district, 
of  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 48-52  West  23rd  street,  south 
side,  309  ft.  east  of  6th  avenue  and  37-41  West  22nd 
street  (Block  824,  Lot  65),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Maurice  A.  Taub  and  Abraham 
Binkow. 

For  Opposition:  William  H.  Bird. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (330-44-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  the  extension  from  an  unrestricted  use 
district  into  a  business  use  district,  of  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles  affecting  premises : 
48-52  West  23d  street,  south  side,  309  ft.  east  of  Sixth 
avenue  and  37-41  West  22nd  street  (Block  824,  Lot  65), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  No¬ 
vember  21,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  the  variance ;  and 

Whereas,  the  premises  are  now  owned  by  the  Frank  G. 
Shattuck  Company. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  21,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  etc.,  *  *  *  and  that  other  than  as  herein  amended 
the  conditions  of  the  resolution  of  November  21,  1944, 
shall  be  complied  with ;  and  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained.  *  *  *  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  egress ; 
that  not  more  than  50  cars  shall  be  parked  at  any  time 
in  the  portion  of  the  lot  within  the  business  use  district.” 


587-44-BZ 

APPLICANT — Stuart  Edward  Levison,  1595  Jerome  ave¬ 
nue  Corp.  and  1605  Jerome  avenue  Corp.,  owners 
(University  Chevrolet,  Inc.,  lessee). 


1345 


MINUTES 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7 i,  for  a  term 
of  two  j’ears,  permitting  partly  in  business  and 
partly  in  an  unrestricted  use  district,  the  alteration 
and  use  as  a  motor  vehicle  repair  shop,  automobile 
showrooms  and  service  stations  of  two  buildings, 
one  previously  granted  by  the  Board  to  be  used  as 
a  motor  vehicle  repair  shop  and  the  other  to  be  used 
in  part  for  minor  motor  vehicle  repairs. 
PREMISES  AFFECTED— 1591-1609  Jerome  avenue,  west 
side,  105  ft.  north  of  West  Mount  Eden  avenue 
(Block  2860,  Lots  26  and  30),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Stuart  E.  Levison. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTON  (587-44-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  alteration  and  use  as  a 
motor  vehicles  repair  shop,  automobile  show  room  and 
service  station  of  two  buildings,  one  of  which  was  pre¬ 
viously  permitted  by  the  Board  to  be  used  as  a  motor 
vehicle  repair  shop  and  the  other  previously  permitted  by 
the  Board  to  be  used  in  part  for  motor  vehicle  repairs, 
affecting  premises  1591-1609  Jerome  avenue,  west  side,  105 
ft.  north  of  West  Mount  Eden  avenue  (Block  2860,  Lots 
26  and  30),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  November  14,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the  term 
of  the  variance. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  amend  the  resolution  adopted  November  14,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7i  for  a  temporary  term 
of  two  years  from  the  date  of  this  amended  resolution 
*  *  *;  that  other  than  as  amended  herein,  the  resolution 
adopted  by  the  Board  November  14,  1944,  shall  be 
complied  with  in  all  respects ;  and  that  a  certificate  of 
occupancy  shall  be  obtained.” 


37-46-BZ 

APPLICANT — Margaret  La  Sala,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rescindment  of  variance  and  extension  of  time  to 
complete — Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  section  7i  for  a  term  of  five  years,  permitting 
in  a  business  use  district,  the  change  of  occupancy 
from  stable  and  hay  loft  to  an  automobile  repair 
shop — (time  to  complete  extended  September  17, 
1946). 

PREMISES  AFFECTED — 1275  Jerome  avenue,  west  side, 
75  ft.  north  of  West  169th  street  (Block  2855,  part 
of  Lot  45),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Anthony  J.  Graziano. 

For  Opposition:  Herbert  Tannenbaum  and  William 
S.  Klinger. 

For  Administration :  Fred  Dablem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  for  reopening  and  re¬ 
scindment  of  resolutions  of  April  23,  1946  and  Sep¬ 
tember  17,  1946  denied. 


THE  VOTE  TO  REOPEN  AND  RESCIND  RESOLU¬ 
TIONS  OF  APRIL  23,  1946  AND  SEPTEMBER 
17,  1946 — 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (37-46-BZ) 

Whereas,  this  application,  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  five  (5)  years,  the  change  of  occupancy  from  stable  and 
hay  loft,  to  an  automobile  repair  shop,  affecting  premises 
1275  Jerome  avenue,  west  side,  75  ft.  north  of  West  1 69th 
street  (Block  2855,  part  of  Lot  45),  Borough  of  The  Bronx, 
was  granted  by  the  Board  on  April  23,  1946,  on  certain 
conditions ;  and 

Whereas,  time  to  obtain  permits  ar.d  complete  the  work 
was  extended  on  September  17,  1946;  and 
Whereas,  the  applicant  representing  the  owner  requested 
that  the  resolution  adopted  April  23,  1946,  granting  the  vari¬ 
ance  as  well  as  resolution  adopted  September  17,  1946, 
extending  the  time  within  which  to  obtain  permits  and 
complete  the  work  be  rescinded  as  no  work  has  been  done 
to  comply  with  the  Board’s  resolution  and  the  law ;  and 
Whereas,  the  applicant  representing  the  tenant  stated 
that  all  permits  will  be  obtained  and  all  work  completed  as 
required  by  the  terms  of  the  Board’s  resolutions  and  the 
law  before  December  31,  1946. 

Resolved,  that  the  request  to  reopen  and  rescind  the  reso¬ 
lutions  adopted  by  the  Board  on  April  23,  1946  and  Septem¬ 
ber  17,  1946  be  and  it  hereby  is  denied. 


413-37-BZ 

APPLICANT — Charles  I.  Friedman,  for  Samuel  Selvin, 
owner ;  Angelo  Caruso,  less(  e. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 50-10  Roosevelt  avenue,  50-07 
Queens  boulevard,  44-20  51st  street  and  44-05  50th 
street  (Block  505,  Lots  6,  12  and  part  of  21), 
Sunnyside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Seth  L.  Friedman. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  December  3, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 


216-41-BZ 

APPLICANT — Benny  Brandfondrencr,  lessee,  for  Lawyers 
Trust  Company,  as  trustee  u/w  of  W.  J.  M.  Dono¬ 
van,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  an  unrestricted  use 
district  and  partly  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 55  West  169th  street  and  1294- 
1302  Boscobel  avenue,  northeast  corner  (Block  2871, 
Lots  61  and  65),  Borough  of  The  Bronx. 
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MINUTES 


APPEARANCES— 

For  Applicant:  Benny  Brand fondrener  and  Sam 
Brandfin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  December  3, 
1946  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative :  .  0 


Adjourned  :  4 :00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


*  CORRECTION 

The  minutes  of  the  meeting  of  die  Board  of  Standards 
and  Appeals  held  on  October  22,  1946,  as  they  appeared  in 
Bulletin  No.  44,  Vol.  31,  are  hereby  corrected  to  read  as 
follows : 

484-45-BZ 

APPLICANT — Thomas  E.  Huser,  for  International  Tailor¬ 
ing  Co.  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  extension  of  an  existing  factory  build¬ 
ing  to  exceed  the  area  and  height  than  that  per¬ 
mitted  by  the  zoning  resolution. 


PREMISES  AFFECTED — 101-111  4th  avenue  and  100-106 
East  12th  street,  southeast  corner  (Block  556,  Lots 
44,  45  and  46) ,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  James  E.  Fogarty. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . . 0 

THE  RESOLUTION  (484-45-BZ) 

Whereas,  this  application  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  the  ex¬ 
tension  of  an  existing  factory  building,  to  exceed  the  area 
and  height  that  permitted  by  the  zoning  resolution,  affect¬ 
ing  premises  101-111  Fourth  avenue  and  100-106  East  12th 
street,  southeast  corner  (Block  556,  Lots  44,  45  and  46), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  Octo¬ 
ber  30,  1945  on  certain  conditions;  and 
Whereas,  the  applicant  requested  on  extension  of  the 
time  in  which  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  30,  1945  only  in  so 
far  as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


*  Correction — The  words  “that  in  view  of  the  statement  by 
the  applicant  that  all  plans  have  been  approved  and  all  per¬ 
mits  obtained”  deleted  in  lines  16  and  17  of  the  resolution 
and  the  words  “that  all  permits  shall  be  obtained  and  all 
work  completed”  inserted  therefor. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition  or  removal 
of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW,  the  PLUMB¬ 
ING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING  CODE  OF 
THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  local 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $1.60). 

Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition— 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 


Applicants,  under  the  building  zone  resolution,  are  en-  copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
titled  to  one  copy  of  Form  7NO.  Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 

If  they  desire  additional  copies,  for  their  own  conven-  each— postage  to  be  added  if  the  forms  are  forwarded  by 
ience  in  notifying  property  owners,  they  may  obtain  such  mail. 
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RULES 


RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFECTIVE  IN 
ACCORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27, 
1939,  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE  DECEMBER  28,  1942,  AS  AMENDED  SEPTEMBER  10, 

1946,  EFFECTIVE  OCTOBER  7,  1946. 

(835-38-SR) 


Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26- 1268.0, c, 4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  on> 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  and  hose  connections 
on  fire  fighting  equipment  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  _  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating,  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  .  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1 273.0, d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 

Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  \yaste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 


Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  wajter  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables. 

Steam  tables  used  exclusively  for  the  warming  of  food 
stjiffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  water  supply  piping. 

Where  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflow  outlet,  or  when  the  area 
of  the  overflow  outlet  is  less  than  four  times  that  of  water 
supply  piping,  the  'water  supply  piping  shall  be  equipped 
with  an  approved  vacuum  breaker  located  at  least  four 
inches  above  the  maximum  overflow  level  of  the  fixture. 
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Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Court  Decision. 

Docket. 

# 

Rules  Directory. 


Notice  of  Hearing  Calendar. 

Mintes  of  Regular  Meeting,  Tuesday  Morning,  November 
26,  1946,  Affecting  Calendar  Numbers  209-46-BZ,  395- 
46-BZ,  418-46-BZ,  453-46-BZ,  461-46-BZ,  587-46-BZ, 
757-46-BZ,  758-46-BZ,  790-46-BZ,  1027-26-BZ,  325-46- 
BZ,  510-46-BZ,  527-46-BZ,  542-46-BZ,  659-46-BZ,  662- 
46-BZ,  701-46-BZ,  741-46-BZ,  780-46-BZ,  782-46-BZ, 
791-46-BZ,  462-46-A,  588-46-A,  856-46-A,  294-46-A, 
326-46-A,  838-46-A,  and  882-46-A. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  No¬ 
vember  26,  1946,  Affecting  Calendar  Numbers  837-46-A, 
847-46-A,  887-46-A,  888-46- A,  889-46-A,  890-46- A,  911- 
46-A,  900-26-A,  547-46-A,  560-46-A,  826-46-A,  721-45-A, 
310-43-A,  259-46-A,  204-24-BZ,  95-40-BZ,  845-41-BZ, 
284-42-BZ,  307-46-BZ,  and  204-35-SA. 


Matter  of  P.  A  L,  Bldg-.  Corp’n.  v.  Murdock: — Under  Cal¬ 
endar  No.  520-44-BZ,  the  Board  denied  an  application  to  permit  a 
garage  lawfully  non-conforming  to  be  demolished  and  replaced  by  a 
gasoline  station;  premises  2956-2964  Atlantic  Avenue,  southeast  cor¬ 
ner  of  Cleveland  Street,  Brooklyn.  Upon  court  review,  Mr.  Justice 
Johnson  at  Special  Term,  Supreme  Court,  held  that  as  a  matter  of  law 
the  change  as  proposed  could  be  made  and  reversed  the  Board.  Upon 
review  by  the  Appellate  Division,  the  decision  below  was  reversed 
and  the  decision  of  the  Board  reinstated  and  confirmed.  (N.Y.L.J., 
Nov.  13,  1946,  P.  1288). 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  .CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 


Rules  for  the  Testing  and  Use  of  Blended  Cements. 


HARRIS  H.  MURDOCK,  Chairman. 
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New  Cases  Filed  tip  to  November  26,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

893-46-A — H.B.M. — 50  Church  street,  west  side,  block 
bounded  b}?  Church,  Fulton,  Dey  and  Greenwich  streets 
(Hudson  Terminal,  Building  B)  ;  (Block  81,  Lot  1),  Bor¬ 
ough  of  Manhattan,  Alt.  2326-46. 


894-46-BZ — H.B.Bx. — 1371-1379  Intervale  avenue  and  862 
Jennings  street,  southwest  corner  (Block  2965,  Lot  105), 
Borough  of  The  Bronx,  Alt.  979-46. 


895-46-BZ — H.B.Bx. — 971  East  163rd  street  and  944 
Tiffany  street,  northeast  corner  (Block  2714,  Lot  1),  Bor¬ 
ough  of  The  Bronx,  Amendment  to  Alt.  783-46. 


896-46-SM — Fleet  Arc  Welding  Service,  275  Gallon  Fuel 
Oil  Storage  Tank,  manufactured  by  Fleet  Arc  Welding 
Service,  Material. 


897-46-BZ — H.B.M. — 135-137  Division  street,  south  side, 
68  ft.  8  in.  west  of  Canal  street  (Block  283,  Lot  80),  Bor¬ 
ough  of  Manhattan,  Alt.  2222-46. 


898-46-SA — Economy  Pumps  (Sewage  Ejectors),  Ap¬ 
pliance. 


899-46-BZ — H.B.Q. — 161-37  128th  avenue,  north  side,  112 
ft.  west  of  New  York  boulevard  (Block  12269,  Lot  45), 
Jamaica,  Borough  of  Queens,  M-7066-46. 


900-46-A — F.D.— Re:  Transportation  of  liquefied  Pro¬ 
pane  in  Semi-trailer  in  New  York  City  (construction  of  tank 
not  in  accordance  with  Fire  Department  specifications  cover¬ 
ing  Tank  Trucks),  Decision. 


901-46-A — Marine  and  Aviation — 287-473  Maspeth  ave¬ 
nue,  northeast  corner  of  Varick  avenue  (Block  2838,  Lot  1), 
Borough  of  Brooklyn,  Decision. 


902-46-SM — Midland  Concrete  Units,  Inc.,  Hollow  Cin¬ 
der  Units  (non-load  bearing),  manufactured  by  Midland 
Concrete  Units,  Inc.,  Material. 


903-46-SM  Midland  Concrete  Units,  Inc.,  Hollow  Cin¬ 
der  and  Concrete  Units  (load-bearing),  manufactured  by 
Midland  Concrete  Units,  Inc.,  Material. 


904-46-BZ— H.B.B.— 2018-2032  Stillwell  avenue  and  2551- 
2561  86th  street,  northwest  corner  (Block  6860,  Lot  28), 
Borough  of  Brooklyn,  N.B.  2478-46. 


905-46- A  H.B.M. — 3-9  West  34th  street,  north  side,  150 
ft.  west  of  5th  avenue  and  4-22  West  35th  street  (3rd,  4th, 
5th  and  6th  floors)  ;  (Block  836,  Lots  26  and  54),  Borough 
of  Manhattan,  Amendment  to  Alt.  1629-46. 


906-46-A — H.B.M. — 3020  Broadway,  east  side,  352  ft. 
west  120th  street  (Havemeyer  Hall,  Columbia  University) ; 
(Block  1973,  Lot  1),  Borough  of  Manhattan,  Amendment 
to  Alt.  P.  and  D.  181-46. 


907-46-A — F.D. — 136  12th  street,  south  side,  100  ft.  west 
of  3rd  avenue  (Block  1026,  Lot  30),  Borough  of  Brooklyn 
18238-LF. 


908-46-BZ — H.B.B. — 274  Central  avenue,  south  side,  60 
ft.  west  of  Harmon  street  (Block  3275,  Lot  52),  Borough 
of  Brooklyn,  Alt.  4927-46. 


909-46-BZ — H.B.Q. — 91-05  37th  avenue,  north  side,  40 
ft.  east  of  91st  street  (Block  1465,  Lot  41),  Jackson  Heights, 
Borough  of  Queens,  Alt.  3064-46. 


910-46-BZ — H.B.B. — 436-438  Grand  street,  southwest  cor¬ 
ner  of  Keap  street  (Block  2398,  Lot  13),  Borough  of 
Brooklyn,  Alt.  4757-46. 


911-46-A — H.B.Q. — 27-16  41st  avenue,  south  side,  25.04 
ft.  west  of  28th  street  (2nd  floor)  ;  (Block  416,  Lots  31  and 
32),  Long  Island  City,  Borough  of  Queens,  Alt.  3270-46. 


912-46-A — H.B.B. — 3310-3314  Fulton  street  and  134-144 
Pine  street,  southwest  corner  (2nd  floor)  ;  (Block  4145,  Lot 
42),  Borough  of  Brooklyn,  Alt.  1989-43. 


913-46-BZ — H.B.Q. — 113-02  to  113-06  Rockaway  Beach 
boulevard,  north  side,  661.32  ft.  east  of  Beach  116th  street 
(Block  598,  Lot  33),  Rockawav  Beach,  Borough  of  Queens 
Alt.  3185-46. 


914-46-SA — Master  Kraft  Oil  Burner,  Models  A,  C,  L,  F 
and  Master  Kraft  Sun  Blaze  Boiler  Unit,  Models  325,  450 
and  750,  Appliance. 


915-46-BZ — H.B.Q. — 40-08  to  40-20  30th  avenue  and 
30-01  to  30-03  Newtown  road,  southeast  corner  and  30-02 
to  30-04  41st  street  (Block  681,  Lot  114),  Astoria,  Borough 
of  Queens,  N.B.  8553-46. 


916-46-BZ  H.B.Q. — 35-02  to  35-20  Francis  Lewis  boule- 
vaid,  3,6-07  to  36-11  194th  street,  southeast  corner  (Block 
5318,  Lots  25-27),  Flushing,  Borough  of  Queens,  N.B 
9019-46. 


917-46-BZ— H.B.B.— 1011  Logan  street  and  650-666  Co- 
zine  avenue,  southeast  corner  (Block  4564,  Lots  2-10),  Bor¬ 
ough  of  Brooklyn,  Alt.  3525-46. 


918-46-BZ  H.B.Q. — 98-15  Jamaica  avenue,  north  side, 
88.24  ft.  east  of  98th  street  (Block  9177,  Lot  95),  Wood- 
haven,  Borough  of  Queens,  Alt.  7922-34. 


919-46-BZ— H.B.B.— 713-731  98th  street  and  9801-9807 

Ditmas  a\enue,  northeast  corner  and  736-756  Bristol  street 
(Block  3641,  Lots  60  and  62),  Borough  of  Brooklyn,  Alt. 
3091-46. 
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920- 46-A— H.B.B.— 713-731  98th  street  and  9801-9807 
Ditmas  avenue,  northeast  corner  and  736-756  Bristol  street 
(Block  3641,  Lots  60  and  62),  Borough  of  Brooklyn,  Alt. 

3091-46. 

I - 

921- 46-SM — Channelcrete  Roof  Slabs,  manufactured  by 
i  Concrete  Products  Co.,  Material. 

922- 46-BZ — H.B.Bx. — 629-635  East  136th  street,  north 
side,  134  ft.  west  of  Cypress  avenue  (Block  2549,  Lots  56 
and  58),  Borough  of  The  Bronx,  Alt.  462-46. 


923-46-BZ — H.B.M.- — 35-45  Rutgers  street,  east  side,  22 
ft.  south  of  Madison  street  (Block  271,  Lots  26,  27,  38,  30, 
31,  32  and  Alley — Lot  29),  Borough  of  Manhattan,  Alt. 

I  2188-46. 


924- 46- A — F.D. — 32-44  South  9th  street,  south  side,  83.33 
ft.  west  of  Wythe  avenue  (Block  2144,  Lot  11),  Borough 
of  Brooklvn,  14871-LF  and  Decision. 

1 - 1 

925- 46-SA — Purr-feet  Oil  Burner,  Appliance. 

Restored  to  Calendar 

310-43-A — F.D. — 303-309  Rodney  street,  west  side,  80 
ft.  north  of  South  5th  street  (Block  2448,  Lot  17),  Borough 
1  of  Brooklyn,  9173-LF  and  Decision. 


307-46-BZ — H.B.B. — 857-867  Myrtle  avenue,  north  side, 
225  ft.  east  of  Marcy  avenue  (Block  1747,  Lots  53-58  inclu- 
;  sive),  Borough  of  Brooklyn,  Alt.  119-46. 


DESIGNATIONS:  1 1.  B. — Department  of  Housing  and  Buildings; 
II. -Department  of  Housing  and  Buildings,  Brooklyn;  1I.R.M. — 
De;  .rinent  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens:  II.II.lt . — Department 
ot  Housing  and  Buildings,  Richmond;  II.It.Hx. — Department  of 
,  Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — 
Fire  Department  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 
L 


RULES 


Last  Fiililiention  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dee. 

Carhon  Dioxide  Liquefjer,  Rules.  .  .  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs.  Rules.. . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime) . . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . Line 

Exterior  Veneering  Materials,  Rules 

on  . . . Sept. 

;  Factory  Exit  Rules . Sept. 

■  Fire  Alarm  Rules  (Interior) . Tune 

.  Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

i  etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 


and  C  ’  Refrigerating  Systems. ..  Nov. 


3,  1946— Vol.  31,  No.  49 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28.  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31.  No.  26 

3,  1946— Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
18,  1946— Vol.  31,  No.  25 

5,  1946— Vol.  31,  No.  45 


Last  Publication  in  Bulletin 


Oil  Burner  Rules . Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray- 

‘  ing  Rules . Oct. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Od,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


26,  1946— Vol.  31,  No.  48 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


DECEMBER  3,  1946,  10  A.  M.  . 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  3,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

725-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Corp.,  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 

667-46-A — 44-16  Queens  boulevard,  southwest  corner  of 
45th  street  (Block  166,  Lot  20),  Long  Island  City,  Borough 
of  Queens. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

551-46-BZ — Application,  July  17,  1946,  under  section  7a  of 
the  zoning  resolution  of  William  Koppe,  applicant,  on 
behalf  of  Royal  Furniture  Co.,  Inc.,  owner,  to  permit  in  a 
residence  use,  D  area  district,  the  extension  of  present  build¬ 
ing.  using  more  than  the  area  permitted ;  premises  498-500 
East  134th  street,  and  127  Brook  avenue,  southwest  corner 
(Block  2261,  Lot  5),  Borough  of  The  Bronx. 

757- 46-BZ — Application,  October  8,  1946,  under  section  7e 
of  the  zoning  resolution,  of  Arthur  Tovis,  applicant,  on  behalf 
of  Jeron  Co.,  Inc.,  owner  (Nat  Eichel,  lessee),  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term 
of  five  (5)  years;  premises  600  East  5th  street,  and  67-71 
Avenue  B,  southeast  corner  (Block  387,  Lot  9),  Borough 
of  Manhattan. 

s 

758- 46-BZ — Application,  October  8,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arthur  Jovis,  applicant  on 
behalf  of  Vedo  Realty  Co.,  owner  (Robert  Natassy,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  2238  2nd  avenue,  and 
300  East  115th  street,  southeast  corner  (Block  1686,  Lot 
49),  Borough  of  Manhattan. 

106-36-BZ — Application  of  Isidore  Cohen,  applicant,  on 
behalf  of  Washton  Realty  Corporation,  John  J.  Leavy  and 
^Iargaret  B.  Leavy,  owners,  reopened  November  13,  1946,  for 
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consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  21  of  the  zoning 
resolution,  for  a  period  of  ten  (10)  years,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles;  premises  4-8 
Mangin  street,  east  side,  75  ft.  north  of  Grand  street  (Block 
321,  Lots  29,  30  and  31),  Borough  of  Manhattan. 

261-36-BZ — -Application  of  Steelmaster,  Inc.,  applicant 
and  owner,  reopened  November  13,  1946,  for  consideration 
as  to  extension  of  variance — Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two  (2)  years, 
the  use  of  a  plot  as  a  parking  space  for  more  than  five  (5) 
motor  vehicles;  premises  2891-2895  Bailey  avenue,  west  side, 
57  ft.  west  of  West  230th  street  and  60-64  West  230th  street 
(Block  3264,  Lots  82  and  88),  Borough  of  The  Bronx. 

413-37-BZ — Application  of  Charles  I.  Friedman,  appli¬ 
cant,  on  behalf  of  Samuel  Selvin,  owner  (Angelo  Caruso, 
lessee),  reopened  November  19,  1946,  for  consideration  as  to 
extension  of  variance — Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  for  a 
temporary  term  of  years,  permitting  in  a  business  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  50-10  Roosevelt  avenue,  50-07  Queens 
boulevard,  44-20  51st  street  and. 44-05  50th  street  (Block  505, 
Lots  6,  12  and  part  of  21),  Sunnyside,  Borough  of  Queens. 

216-41-BZ — Application  of  Benny  Brandfondrener,  appli¬ 
cant  and  lessee;  Lawyer?  Trust  Company,  as  trustee  u/w  of 
\V.  J.  M.  Donovan,  owner,  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  55  West  169th  street  and  1294-1302  Bos- 
cobel  avenue,  northeast  corner  (Block  2871,  Lots  61  and  65), 
Borough  of  The  Bronx. 

111-46-BZ — Application,  February  19,  1946,  under  section 
7i  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Frank  La  Lumia,  owner,  to  permit  in  a  business 
use  district,  the  erection  of  a  new  building  to  be  used  as  a 
motor  vehicle  repair  shop;  premises  621-623  Morris  Park 
avenue,  north  side,  185.88  ft.  west  of  LInionport  road  (Block 
4011,  Lot  29),  Borough  of  The  Bronx. 

515-46-BZ — Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Joseph  Lentino,  owner,  to  permit  in  a  residence  use 
district,  the  storage  of  olive  oil  in  two  (2),  two  car  garages; 
premises  193  Bay  41st  street,  east  side,  100  ft.  south  of  Bath 
avenue  (Block  6896,  part  of  Lot  30),  Borough  of  Brooklyn. 

358-46-BZ — Application,  May  15,  1946,  under  section  21 
of  the  zoning  resolution,  of  George  Edward  Beatty,  appli¬ 
cant,  on  behalf  of  Joseph  and  Frank  Carallo,  owners,  to 
permit  in  a  business  use,  C  area  district,  the  extension  of 
present  building  in  the  rear,  to  cover  more  than  the  area 
permitted;  premises  8668  18th  avenue,  west  side,  550  ft. 
south  of  86th  street  (Block  6368,  Lot  57),  Borough  of 
Brooklyn. 

362-46-BZ — Application,  April  23,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Irving  Goldberg,  owner,  to  permit  in  a  business 
use  district,  the  change  in  occupancy  from  store  on  first  floor, 
light  manufacturing  on  second  floor,  sale  and  display  of  light 
merchandise,  on  third  and  fourth  floors,  to  store  and  manu¬ 
facturing  on  the  first  floor,  with  manufacturing  on  each  of 
the  upper  floors ;  premises  725  Union  street,  north  side,  69 
ft.  west  of  5th  avenue  (Block  952,  Lot  43),  Borough  of 
Brooklyn. 

612-46-BZ — Application,  August  27,  1946,  under  section 
7a  of  the  zoning  resolution,  of  S.  Walter  Katz,  applicant,  on 
behalf  of  Mme.  Louise  Cleaners,  Dyers,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  use  district,  the  extension  of  the  existing 
business  portion  to  include  the  entire  first  floor ;  premises 


1376  and  1378  York  avenue,  south  side,  77  ft.  2  in.  east  of 
East  73rd  street  (Block  1485,  Lots  4  and  52),  Borough  of 
Manhattan. 

705-46-BZ — Application,  September  26,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Emil  Koeppel,  applicant, 
on  behalf  of  Robalex  Realty  Corp.,  owner,  to  permit  in  an 
unrestricted  use,  C  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted ;  premises  734-736  64th 
street,  south  side,  260  ft.  east  of  7th  avenue  (Block  5821, 
part  of  Lot  18),  Borough  of  Brooklyn. 

719-46-BZ — Application,  October  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  Irving  Adelsohn,  applicant,  on 
behalf  of  Sophie  and  Morris  Becker,  owners,  to  permit  in  a 
residence  use,  E  area  district,  the  proposed  extension  to  pres¬ 
ent  building,  using  more  than  the  area  permitted ;  premises 
1906  East  38th  street,  west  side,  43  ft.  south  of  Fillmore 
avenue  (Block  8504,  Lot  49),  Borough  of  Brooklyn. 

745-46-BZ — Application,  October  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Arnold  W.  Lederer,  appli¬ 
cant,  on  behalf  of  Gussie  Mehlman,  owner,  (Charles  I. 
Prince  and  Irving  Groden,  lessees),  to  permit  in  a  business 
use  district,  a  wet  wash  laundry,  for  a  term  of  five  (5) 
years;  premises  176  Smith  street,  west  side,  50  ft.  north  of 
Warren  street  (Block  390,  Lot  45),  Borough  of  Brooklyn. 

770-46-BZ — Application,  October  14,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M:  Spindler,  appli¬ 
cant,  on  behalf  of  Arnost  Janovsky,  owner  (Thomas  Bia, 
lessee),  to  permit  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
washing,  office  and  sale  of  automotive  accessories ;  premises 
2110  Bruckner  boulevard,  southeast  corner  of  Olmstead  ave¬ 
nue  (Block  3689,  Lot  1),  Borough  of  The  Bronx. 

825-46-BZ — Application,  October  29,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  applicant, 
on  behalf  of  Roseruth  Realty  Corp.,  owner  (Harry  Fields, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  325  Audu¬ 
bon  avenue,  east  side,  61.6  ft.  north  of  West  181st  street 
(Block  2155,  part  of  Lot  1),  Borough  of  Manhattan. 

784-46-BZ — Application,  October  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Pietro  and  Bice  Valentini,  owners  (Schillinger 
and  Tardino,  lessees),  to  permit  in  a  business  use  district,  a 
wet  wash  laundry,  for  a  term  of  five  (5)  years;  premises 
1224  Liberty  avenue,  south  side,  60  ft.  4%  in.  east  of  Forbell 
avenue  (Block  4206,  Lot  19),  Borough  of  Brooklyn. 

795-46-BZ — Application,  October  21,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  26-32  East  38th  Street  Corp.,  owner  (Charles 
Kaiser,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1722 
3rd  avenue,  west  side,  25  ft.  11  in.  south  of  East  97th  street 
(Block  1624,  Lot  39),  Borough  of  Manhattan. 

744-46-BZ — Application,  October  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Ralph  M.  Rice,  applicant,  on 
behalf  of  Agnes  McNally,  owner  (William  T.  Scarola, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash  laun¬ 
dry,  for  a  term  of  five  (5)  years;  premises  1019  Hart  street, 
northwest  corner  of  St.  Nicholas  avenue  (Block  3222,  Lot 
31),  Borough  of  Brooklyn. 

229-45- A — 302-322  Butler  street,  south  side,  150  ft.  east  of 
3rd  avenue  (3rd  floor)  ;  (Block  413,  Lot  15),  Borough  of 
Brooklyn. 

856-46-A — Re  transportation  of  fuel  oil  in  tank  truck  in 
New  York  City  (truck  5)  ;  (capacity  of  tank  not  in  con¬ 
formity  with  Administrative  Code  requirements  covering 
tank  trucks). 

874-46-A — 211-215  West  61st  street,  north  side,  400  ft. 
east  of  West  End  avenue  (1st  floor)  ;  (Block  1153,  Lots  17- 
24,  inclusive) ,  Borough  of  Manhattan. 
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900- 46-A — Re  Transportation  of  propane  gas  in  semi¬ 
trailer  truck  in  New  York  City  (construction  of  tank  not  in 
conformity  with  Fire  Department  requirements  covering 

tank  trucks). 

901- 46-A — 287-473  Maspeth  avenue,  northeast  corner  of 
Varick  street  (Block  2838,  Lot  1),  Borough  of  Brooklyn. 

270-38-SA — Bidoro  Vacuum  Breaker,  Type  D  (reopened 
June  20,  1944). 

688-46-SA — Ryco  Gun  Type  Pressure  Atomizing  Oil 
Burner  (also  known  as  Thermo  Gun  Type  Pressure  Atom¬ 
izing  Oil  Burner). 

749-46-SA— Hudson  Constant  Pressure  Carbonator. 

771-46-SA — Ferguson  Oil  Burner,  Models  1,  2,  3,  4,  5  and 

6. 

598-46-SM — Safety  Cigarette  and  Ash  Receptacle. 

660-46-SM — Fireye  Flame  Failure  Safeguard  F  18  T. 

738-46-SM — Paragon  Steel  Tank  Corp.  275  Gallon  Fuel 
Oil  Storage  Tank. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  3,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter: 

831-46-A — 340-542  East  Fordham  road,  and  2515  Lorril- 
lard  place,  southwest  corner  (Block  3050,  Lot  36),  Borough 
of  The  Bronx. 

776-46-A— 407  West  37th  street,  north  side,  100  ft.  3  in. 
west  of  9th  avenue  (Block  735,  Lot  29),  Borough  of  Man¬ 
hattan. 

558-46-A — 4120  Broadway,  northeast  corner  of  West 
174th  street  (cellar)  ;  (Block  2143,  Lot  26),  Borough  of 
Manhattan. 

862-46-A — 249  East  28th  street,  north  side,  154  ft.  10  in. 
east  of  8th  avenue  (4th  floor)  ;  (Block  778,  Lot  13),  Bor¬ 
ough  of  Manhattan. 

881-46-A — 259  Emerson  place,  northeast  corner  of  Lafay¬ 
ette  avenue  (basement);  (Block  1937,  Lots  1-11  inclusive, 
32,  41,  50  and  52).,  Borough  of  Brooklyn  (P.  S.  11). 

884-46-A — East  side  of  Amsterdam  avenue,  opposite  West 
179th  street  (Block  2113,  Lot  1),  Highbridge  Park,  Borough 
of  Manhattan. 

906-46-A — 3020  Broadway,  east  side,  352  ft.  south  of 
West  120th  street -(Block  1973,  Lot  1),  Havemeyer  Hall, 
Columbia  LTniversity,  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  10,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 
gasoline  service  station  (previously  granted  by  the  Board) 
for  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 


behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 
D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted ;  premises  1450  Unionport  road,  north¬ 
west  corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  2®  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot-6), 
Borough  of  Brooklyn. 

742-46-BZ — -Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive)  ;  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 

805-46-A — North  side  of  Westchester  avenue,  block  front 
between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx. 

395-46-BZ — Application,  May  24,  1946,  under  sections  7c, 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
from  public  garage  (previously  granted  by  the  Board)  to 
repairing  and  servicing  cars,  parts  department,  auto  show¬ 
room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

453-46-BZ — Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop ;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

790-46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Antoine  Pfeuffer,  owner  (Graeber  and  Farb- 
stein,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1701 
2nd  avenue,  northwest  corner  of  East  88th  street  (Block 
1534,  Lot  22),  Borough  of  Manhattan. 

582-46-BZ — Application,  August  12,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Matthew  W.  Del  Gaudio, 
applicant,  on  behalf  of  Metropolitan  Life  Insurance  Co., 
owner,  to  permit  in  a  retail  use  district,  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years;  premises  1925-1949  McGraw 
avenue,  and  1368-1386  Metropolitan  avenue,  northeast  corner 
(Block  3938,  Lot  2)  (formerly  Lot  1),  Borough  of  The 
Bronx. 

609-46-BZ — Application,  August  27,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Abraham  Gelman,  applicant 
and  lessee,  on  behalf  of  1078  Realty  Corp.,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  1076-1078  Stebbins  avenue,  east  side, 
125  ft.  south  of  East  167th  street  (Block  2691,  part  of  Lots 
70  and  71),  Borough  of  The  Bronx. 

640-46-BZ — Application,  September  9,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  Puritan  Land  Corp.,  owner  (Utopia  Amuse¬ 
ment  Corp.,  lessee),  to  permit  in  a  residence  and  business  use 
district,  an  emergency  passageway  from  existing  motion  pic- 
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ture  theatre;  premises  68-01  to  68-31  Fresh  Meadow  lane, 

175- 02  to  175-18  68th  avenue,  southeast  corner  and  176-01  to 

176- 09  69th  avenue,  northeast  corner  of  Fresh  Meadow  lane 
(Block  6930,  Lots  1,  11  and  15),  Flushing,  Borough  of 
Queens. 

641-46-A — 68-01  to  68-31  Fresh  Meadow  lane,  175-02  to 
175-18  68th  avenue,  southeast  corner  and  176-01  to  176-09 
69th  avenue,  northeast  corner  of  Fresh  Meadow  lane  (Block 
6930,  Lots  1,  11  and  15),  Flushing,  Borough  of  Queens. 

674- 46-BZ — Application,  September  10,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  William  J.  Burke,  appli¬ 
cant,  on  behalf  of  Fred  Reiner,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  sale  and  display  of  used  cars;  premises 
50-24  to  50-30  Jacobus  street,  west  side,  220  ft.  south  of 
Queens  boulevard  (Block  2450,  Lot  17),  Elmhurst,  Borough 
of  Queens. 

675- 46-BZ — Application,  September  10,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Burke,  Morrison  and 
Green,  applicants,  on  behalf  of  Estate  of  Candita  Guido, 
owner  (Joseph  Guido,  Administrator),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  a  four  (4)  car  garage 
to  a  motor  vehicle  repair  shop ;  premises  25-40  to  25-46  27th 
street,  and  25-35  Astoria  boulevard,  northwest  corner  (Block 
861,  Lot  1),  Long  Island  City,  Borough  of  Queens. 

699-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

716-46-BZ — Application,  October  1,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  John  Mazza  and  Louis  Pecora,  owners, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  286  Smith  street,  west 
side,  40  ft.  south  of  Sackett  street  (Block  428,  Lot  34), 
Borough  of  Brooklyn. 

783-46-BZ — Application,  October  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Sadie  Korodsky,  owner  (Machine  Laun¬ 
dries  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  791 
East  161st  street,  north  side,  54.84  ft.  east  of  Tinton  avenue 
(Block  2668,  Lot  57),  Borough  of  The  Bronx. 

796-46-BZ — Application,  October  21,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  William  Hionas,  owner  (Samuel  B. 
Wurber,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  8411 
(8413  displayed)  5th  avenue,  east  side,  86  ft.  1*4  in-  south  of 
84th  street  (Block  6027,  Lot  5),  Borough  of  Brooklyn. 

803-46-BZ — Application,  October  23,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Trevor  M.  Bahrenburg,  owner  (A1 
Abrahms  and  Nathan  Newman,  lessees),  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  168  Rutledge  street,  southeast  cor¬ 
ner  of  Lee  avenue  (Block  2226,  Lot  7),  Borough  of  Brook¬ 
lyn. 

81 1-46-BZ— ‘Application,  October  18,  1946,  under  section 
21  of  the  zoning  resolution,  of  John  H.  Knubel,  applicant,  on 
behalf  of  Jacris  Holding  Corp.,  owner,  to  permit  in  an  un¬ 
restricted  use,  B  area  district,  the  extension  of  present  build¬ 
ing  on  first  floor,  using  more  than  permitted  area ;  premises 
474  9th  avenue,  east  side,  74  ft.  north  of  West  36th  street 
(Block  760,  Lot  4),  Borough  of  Manhattan. 

836-46-BZ — Application,  October  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Daniel  T.  Birdsall,  applicant, 


on  behalf  of  Mrs.  I  Cohen,  owner  (Chester  Davison,  lessee), 
to  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  1020  East  178th  street, 
south  side,  130.05  ft.  west  of  Boston  Road  (Block  3135, 
Lot  22),  Borough  of  The  Bronx. 

409-46-BZ — Application,  May  29,  1946,  under  section  7g 
of  the  zoning  resolution,  of  H.  McNabb,  applicant,  on  behalf 
of  Sheffield  Farms  Co.,  Inc.,  owner,  to  permit  in  an  unre¬ 
stricted  use  district,  the  change  in  use  from  stable  to  garage 
for  more  than  five  (5)  motor  vehicles  (on  first  floor),  having 
an  exit  on  same  street  as  a  Public  School,  between  two  inter¬ 
secting  streets  ;  premises  233-243  Herkimer  street,  north  side, 
305  ft.  east  of  New  York  avenue  (Block  1862,  part  of  Lot 
14),  Borough  of  Brooklyn. 

844-46-BZ — Application,  November  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Gennaro  Lubrano,  owner  (Morton  Kaiser,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  521  Henry  street,  east 
side,  80  ft.  south  of  Sackett  street  (Block  338,  Lot  6),  Bor¬ 
ough  of  Brooklyn. 

777-46-BZ — -Application,  October  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Errera  Bros.,  owner,  to  permit  in  a  local  retail  use 
district,  the  manufacturing  of  wearing  apparel  for  a  stated 
term  of  years;  premises  62  Tompkins  avenue,  west  side,  75 
ft.  north  of  Floyd  avenue  (Block  1739,  Lot  42),  Borough 
of  Brooklyn. 

477-46-SA — Westinghouse  Laundromat,  Models  B3, 

CM  A  and  CMS. 

711-45-SA — Lancaster  Horizontal  Rotary  Oil  Burner, 
Types  WP,  LP,  LPH,  WPH  (reopened  September  17,  1946 
re  amendment  of  resolution  to  include  Types  BWP,  BLP, 
BLPH,  BWPH  and  Blue-Bird). 

728-46-SA — Holland  Paint  Baking  Oven. 

163-46-SM — Masco  Fireproof  Specification  plaster  fire¬ 
proofing  for  columns,  girder  and  steel  joist  floor  systems. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  December  10,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

259-46-A — 368-370  Alexander  avenue,  east  side,  25.64  ft. 
south  of  East  143rd  street  (2nd  floor)  ;  (Block  2305,  Lot  6), 
Borough  of  The  Bronx. 

892-46- A — North  side  of  Hunter  avenue  244.27  ft.  east 
of  Bay  parkway  (Block  6491,  Lots  13-19  and  Block  6491A, 
Lot  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

461-46-BZ — -Application,  June  21,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
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street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

462-46-A — 52-17  102nd  street  and  101-01  Strong  avenue, 
northeast  cornfcr  (Block  1933,  Lots  41  and  44),  Elmhurst, 
Borough  of  Queens. 

587- 46-BZ— Application,  August  12,  1946,  under  section 
21  of  the  zoning  resolution,  of  O’Connell  &  Mclnerney,  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  118-23  to 
118-33  Metropolitan  avenue,  north  side,  144.14  ft.  east  of 
83rd  avenue  (Block  3329,  Lot  80),  Kew  Gardens,  Borough 
of  Queens. 

588- 46- A — 118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 

avenue). 

1025-39-BZ — Application  of  Colonial  Beacon  Oil  Com¬ 
pany,  applicant,  on  behalf  of  Mill  Road  Holding  Corp., 

\  owner,  reopened  November  13,  1945,  under  section  7f  of  the 

(zoning  resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium  and  auto  laundry,  for  a  term  of  ten  (10)  years; 
premises  2505  Hylan  boulevard  and  372  New  Dorp  lane, 
southwest  corner  "(Block  4221,  Lot  67),  New  Dorp,  Borough 
of  Richmond. 

445-46-BZ — Application,  May  31,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 

[j  on  behalf  of  Queens  68th  Corp.,  owner,  to  permit  in  a  resi- 
;|  dence  and  business  use,  C  area  district,  the  erection  of  a 
building  to  be  used  for  stores,  using  more  than  the  area  per- 
•  mitted;  premises  102-29  to  102-35  Queens  boulevard,  and 
103-02  to  103-16  68th  avenue,  southeast  corner '  (Block  2137, 
Lot  8),  Forest  Hills,  Borough  of  Queens. 

429-46-BZ — Application  of  Lewis  and  Leonard  Associ- 
i  ates  and  N.  J.  Sapienza,  applicants,  on  behalf  of  Seven 
Santini  Bros.  Inc.,  owners  (Santini  Bros.  Inc.  lessee),  re¬ 
opened  October  15,  1946,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  D  area  district,  the 
erection  of  a  building  having  less  than  the  required  rear 
yard;  premises  114-25  Queens  boulevard,  east  side,  201  ft. 
i  north  of  77th  avenue  (Block  2266,  Lots  81  and  82),  Forest 
1  Hills,  Borough  of  Queens. 

704-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  M.  Martin  Elkind,  ap- 
\  plicant,  on  behalf  of  Robert  Brush  and  Third  Service  Corp., 
owner,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  35-30  64th 
street,  and  63-16  Broadway,  southwest  corner  (Block  1203, 
part  of  Lot  58),  Woodside  of  Queens. 

768-46-BZ — Application,  September  24,  1946,  under  sec- 
j  tion  7e  of  the  zoning  resolution,  of  Joseph  Halpern,  appli- 
|  cant,  on  behalf  of  220-228  Brook  Avenue  Corporation, 
i  owner  (Launder-Best,  Inc.,  lessee),  to  permit  in  a  residence 
use  district,  a  wet  wash  laundry,  for  a  period  of  five  (5) 
years;  premises  220-228  Brook  avenue  (known  as  224  Brook 
1  avenue)  and  513-521  Fast  137th  street,  northeast  corner 
»  (Block  2265,  Lot  17),  Borough  of  The  Bronx. 

853-46-BZ — Application,  November  8,  1946,  under  sec- 
I  tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  hehalf  of  Rose  and  Bernard  Weiskopf,  owner,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
,  a  term  of  five  (5)  years;  premises  3914-3920  10th  avenue, 

{  and  983  (979  displayed)  40th  street,  northwest  corner  (Block 
5583,  Lot  72),  Borough  of  Brooklyn. 

854-46-BZ — Application,  November  8,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Angela  Carbone,  owner  (Angela  Ida 


Jaffa  and  Samuel  Levy,  lessees),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  2978  Fulton  street,  south  side,  20  ft.  5  in.  west 
of  Elton  street  (Block  3954,  Lot  24),  Borough  of  Brooklyn. 

804-46-BZ— Application,  October  23,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Fralor  Realty  Co.,  owner  (KBT  Nashomat 
Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  407  East 
6th  street,  north  side,  91  ft.  6  in.  east  of  1st  avenue  (Block 
434,  Lot  54),  Borough  of  Manhattan. 

813- 46-BZ — Application,  October  24,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Jeremiah  Coffey,  owner  (Mr.  Thomas  Daly, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  45-10  30th 
avenue,  south  side,  80  ft.  east  of  45th  street  (Block  714, 
Lot  84),  Astoria,  Borough  of  Queens. 

814- 46-BZ — Application,  October  24,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Tonlee  Realty  Corp.,  owner  (David  and  Sam 
Dramer,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  491 
Amsterdam  avenue,  east  side,  52  ft.  2  in.  south  of  West 
84th  street  (Block  1214,  Lot  63),  Borough  of  Manhattan. 

880-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph 
Kraus,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Boston  road,  west  side,  456.66  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of  The  Bronx. 

891-46-BZ — Application,  November  19,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Frank  Polidori,  owner  (Rhoda  Drazen 
and  Hyman  Kasen,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  4124  8th  avenue  and  775  42nd  street,  northwest 
■  corner  (Block  922,  Lot  42),  Borough  of  Brooklyn. 

801-46-BZ — Application,  October  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Theresa  Romano,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  for  a  term  of  ten  (10)  years;  premises 
72-01  to  72-09  Eliot  avenue,  and  60-71  to  60-77  72nd  street, 
northeast  corner  (Block  2843,  Lots  45  and  52),  Middle 
Village,  Borough  of  Queens. 

842-46-BZ — Application,  November  4,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler. 
applicant,  on  behalf  of  Aletta  Realty  Corp.,  owner  (Harold 
Lobel,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1575 
Washington  avenue,  west  side,  45.89  ft.  north  of  Claremont 
parkway  (Block  2904,  Lot  43),  Borough  of  The  Bronx. 

879-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  appli¬ 
cant,  on  behalf  of  Dot  Mort  Holding  Corp.,  owner  (Bert  S. 
Good,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  1702  Madison 
avenue,  east  side.  51.1  ft.  south  of  East  113th  street  (Block 
1618,  Lot  56),  Borough  of  Manhattan. 

908-46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum.  ap¬ 
plicant,  on  behalf  of  Thomas  Verricchio.  owner  (Clare  Garb 
and  Irving  Harris,  lessees),  to  permit  in  a  business  use  dis¬ 
trict.  a  wet  wash  laundry,  for  a  term  of  five  (5)  years: 
nremises  274  Central  avenue,  south  side,  60  ft.  west  of 
Harmon  street  (Block  3275,  Lot  52),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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JANUARY  14,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  14,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 


367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  26,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

^  The  minutes  of  the  regular  meetings  of  the  Board  held  on 
I  uesday  morning  and  Tuesday  afternoon,  November  19, 
1946,  were  approved  as  printed  in  Bulletin  No.  48,  Vol¬ 
ume  31. 


ZONING  APPLICATIONS 

209-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Camager  Corp., 
owner  (Northern  Chevrolet  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  out¬ 
door  space  for  sale  of  more  than  five  (5)  used  cars 
and  the  use  of  existing  premises  for  the  repair  of 
motor  vehicles  and  showroom. 

PREMISES  AFFECTED — 93-19  to  94-05  Northern  boule¬ 
vard,  northwest  corner  of  Junction  boulevard  (Block 
1423,  Lot  46),  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  William  Nuerge. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACT  ION  OF  BOARD — Laid  over.  Date  to  be  determined. 


395-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Tri-Line  Motors, 
Inc.,  and  Eckhoff  Holding  Corp.,  owners  (Tri-Line 
Motors,  Inc.,  lessee). 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  from  public  garage  (previously 
granted  by  the  Board)  to  repairing  and  servicing 
cars,  parts  department,  auto  showroom,  office,  wheel 
alignment,  brake  testing,  gasoline  service  station, 
storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars.  ' 

PREMISES  AFFECTED — 155-157  Empire  boulevard,  1727- 
1749  Bedford  avenue,  northeast  corner  and  112-122 
Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Samuel  Meisel. 
For  Opposition :  None. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946  at 
10  A.  M.  for  further  consideration. 


418-46-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Salvatore  Franzone, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  construction 
of  a  building  to  be  used  as  a  gasoline  service  station, 
lubritorium,  salesroom  and  repair  shop,  for  minor 
automobile  repairs. 

PREMISES  AFFECTED — 137-32  Centerville  street,  north¬ 
west  corner  of  149th  avenue  (Block  11534,  Lot  36), 
Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  G.  L.  Molloy. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 


453-46-BZ 

APPLICANT — Kitzler  and  Nurick,  for  Samuel  Birnbaum, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  erection  of  a  building  accessory  to  an  existing 
gasoline  service  station,  and  to  be  used  as  an  auto¬ 
mobile  repair  shop. 

PREMISES  AFFECTED— 3437-3445  Ft.  Hamilton  park¬ 
way,  and  2-12  Chester  avenue,  southeast  corner 
(Block  5302,  Lot  48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Birnbaum. 

For  Opposition:  B.  J.  Denenberg,  T.  Trivisoni  and 
Joseph  Carbone. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946  at 
10  A.  M.  for  further  consideration. 


461-46-BZ 

APPLICANT— Alden  B.  McNeil,  for  E.  J.  Reed  Co.,  owner. 

SLTBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  existing  building  and  the  conversion  of  private 
garage  to  boiler  room  in  connection  with  factory 
used  as  drv  cleaning  plant. 

PREMISES  AFFECTED— 52-17  102nd  street,  and  101-01 
Strong  avenue,  northeast  corner  (Block  1933,  Lots 
41  and  44),  Elmhurst,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Alden  B.  McNeil. 

For  Opposition:  None. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  at  request  of  applicant. 


587-46-BZ 

APPLICANT — O’Connell  and  Mclnerney,  for  Samuel 
Ageloff,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the 
erection  of  a  building,  using  more  than  the  area 
permitted. 

PREMISES  AFFECTED— 118-23  to  118-33  Metropolitan 
avenue,  north  side,  144.14  ft.  east  of  83rd  avenue 
(Block  3329,  Lot  80),  Kew  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Clarence  F.  Corner  and  J.  Mc¬ 
lnerney. 

For  Opposition :  J.  Rodell,  M.  Spoldin  and  H. 
Sichel. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board. 


757-46-BZ 

;  APPLICANT— Arthur  Jovis,  for  Jeron  Co.,  Inc.,  owner 
(Nat  Eichel,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 600  East  5th  street,  and  67-71 
Avenue  B,  southeast  corner  (Block  387,  Lot  9), 
-  Borough  of  Manhattan. 

APPEARANCES—, 

For  Applicant :  Arthur  Jovis. 

For  Opposition :  None. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1946  at 
10  A.  M.  at  request  of  applicant. 


758-46-BZ 

f  APPLICANT— Arthur  Jovis,  for  Vedo  Realty  Co.,  owner 
(Robert  Natassy,  lessee). 

;  SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
*to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

|  PREMISES  AFFECTED— 2238  2nd  avenue,  and  300  East 
115th  street,  southeast  corner  (Block  1686,  Lot  49), 
Borough  of  Manhattan, 
i  APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

For  Opposition :  None. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

1  ACTION  OF  BOARD— Laid  over  to  December  3,  1946  at 
10  A.  M.  at  request  of  applicant. 


790-46-BZ 

i  APPLICANT— William  R.  Shirley,  for  Antoine  Pfeuffer, 
owner  (Graeber  and  Farbstein,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

y 


PREMISES  AFFECTED — 1701  2nd  avenue,  northwest 
corner  of  East  88th  street  (Block  1534,  Lot  22), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  R.  Shirley  and  Morris 
Farbstein. 

For  Opposition :  J.  W.  Scott,  P.  Raimondi  and 
G.  Naccaro. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946 
at  10  A.  M.  at  request  of  objector.  No  further 
adjournments. 


1027-26-BZ 

APPLICANT — George  B.  Post  and  Sons,  for  Hearst 
Magazines,  Inc.,  owner. 

SUBJECT — Application  reopened  May  14,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  21  of  the  zoning  resolution,  to  permit  in  a 
retail  use,  B  area  and  class  1J4  and  class  2  height 
district,  the  addition  to  a  building  (previously 
granted  by  the  Board)  in  excess  of  height  permitted 
and  in  excess  of  requirement  for  dormers. 
PREMISES  AFFECTED— 301-315  West  56th  street,  300- 
314  West  57th  street,  and  951-969  8th  avenue,  west 
side,  from  West  56th  to  West  57th  streets  (Block 
1047,  Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Lessing  W.  Williams,  Martin 
Huberth  and  J.  Post. 

For  Opposition :  None. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
.  Negative:  . .  0 

THE  RESOLUTION  (1027-26-BZ) 

Whereas,  this  application  under  the  zoning  resolution,  to 
permit  in  a  residence  district,  extending  from  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a  business  building, 
affecting  premises  951-961  Eighth  avenue,  301-303  West  56tli 
street  and  302-312  West  57th  street,  Borough  of  Manhattan, 
was  granted  by  the  Board  on  March  15,  1927,  on  certain 
conditions ;  and 

Whereas,  Geo.  B.  Post  &  Sons,  for  Hearst  Magazines, 
Inc.,  owner  requested  reopening  of  this  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  retail  use, 
B  area  and  Class  \l/2  and  2  height  districts,  the  addition  to 
a  building  (previously  granted  by  Board)  in  excess  of  height 
permitted  and  in  excess  of  requirement  for  dormers ;  prem¬ 
ises :  301-315  West  56th  street,  300-314  West  57th  street  and 
951-969  8th  avenue,  west  side,  from  West  56th  street  to 
West  57th  street  (Block  1047,  Lot  36),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
May  14,  1946,  and  restored  to  the  calendar  subject  to  usual 
procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  26,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Eighth  avenue  is  in  a  retail  use,  B  area  and 
Class  C  height  district ;  West  56th  street  is  in  residence  and 
retail  use,  B  area  and  Class  V/>  and  2  height  districts;  West 
57th  street  is  in  retail  use,  B  area  and  Class  1J4  and  2 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  19,  1946.  re  Alt.  Applic.  34-46,  reads: 

“3.  Repeat.  Comply  with  legal  offsets  for  portion  of 
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structure  99.87'  in  Class  1 )4  district  to  comply  with 
Section  8(f)  Zoning  Resolution.  Consideration  denied. 

4.  Heights  of  dormers  on  56th  St.  &  57th  St.  are 
excessive  and  do  not  comply  with  requirements  of  Sec¬ 
tion  9c  Zoning  Resolution.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  200  ft.  8)4  in.  front  by  199  ft.  10)4  in.  in  depth,  on 
which  is  located  a  building  200  ft.  8)4  in.  front  by  199  ft. 
10)4  in.  in  depth,  six  stories  (68.63  feet)  in  height,  of  Class  1 
construction ;  that  it  is  proposed  to  extend  the  building  ver¬ 
tically  nine  stories,  making  the  building  15  stories,  167.63  ft. 
in  height,  of  Class  1  construction;  typical  floor  191  ft.  8)4 
in.  by  195  ft.  4)4  in.  in  depth ;  that  in  the  northwest  corner 
of  south  wing,  stairs  are  being  converted  to  fire  tower  to 
comply  with  law ;  and 

Whereas,  the  applicant  contends  that  in  1927-28  the 
Hearst  Magazines  building,  then  known  as  International 
Magazines  Building,  was  built  to  a  height  of  six  stories,  but 
columns  and  foundations  were  designed,  filed  and  incor¬ 
porated  of  capacity  sufficient  for  erection  of  additional 
stories ;  that  the  owner  now  desires  to  complete  the  building 
to  a  height  of  fifteen  stories,  as  permitted  by  the  under¬ 
structure  ;  that  the  corporate  name  of  the  owner  was  changed 
on  March  30,  1938,  but  it  has  been  continuously  owned  and 
used  in  connection  with  the  Hearst  magazines ;  that  with  the 
exception  of  stores  on  the  ground  floor,  the  building  is  fully 
occupied  by  the  owners’  offices  and  related  services ;  that  in 
1941  the  owner  determined  to  make  the  contemplated  addi¬ 
tion  to  house  his  greatly  expanded  staff,  but  the  advent  of 
war  forced  postponement ;  that  the  owner  is  now  carrying  on 
his  business  in  several  separate  buildings  as  a  result  of  still 
further  increase  in  operations,  and  it  is  imperative  to  house 
them  in  one  building ;  that  the  proposed  extension  is  vitally 
necessary  for  the  conduct  of  his  business  and  to  safeguard 
his  already  large  investment,  extending  over  a  period  of 
twenty  years  ;  that  the  additions  and  alterations  which  are 
the  subject  of  this  application  have  therefore  had  to  be  de¬ 
termined  by  the  amount  and  character  of  space  required, 
the  location  and  capacity  of  existing  structural  columns  and 
foundations  and  the  necessity  for  compliance  with  the  intent 
and  purpose  of  the  Zoning  Resolution  in  recently  amended 
form ;  that  complete  literal  compliance  with  this  Resolution 
was  found  a  serious  hardship  in  portions  of  the  two  rear 
wings,  inasmuch  as  it  would  make  these  portions  too  narrow 
for  efficient  use ;  that  fortunately  the  original  building  em¬ 
bodies  setbacks  that  were  not  required,  and  additional  non- 
required  setbacks  have  been  planned  so  that  the  proposed 
addition,  taken  as  a  whole,  is  believed  to  be  favorably  com¬ 
parable,  from  the  viewpoint  of  interference  with  light  and 
air,  with  a  building  designed  to  take  full  advantage  of  the 
presently  applicable  Zoning  Resolution,  particularly  if  the 
allowance  for  cornices  were  availed  of  in  the  latter,  while 
being  greatly  superior  in  appearance,  in  adaptability  to  exist¬ 
ing  structure  beneath  and  in  utility ;  that  far  from  being 
detrimental  to  other  proporties  it  is  believed  the  building  as 
altered  will  be  an  improvement  to  the  neighborhood ;  that 
therefore,  on  the  grounds  of  practical  difficulty  and  unneces¬ 
sary  hardship,  the  owner  petitions  that  the  cleaner  cut  and 
more  practical  design  proposed  be  considered  in  the  light  of 
compliance  with  the  intent  of  the  Zoning  Resolution  and 
that  the  specific  variations  from  compliance  therewith  be 
permitted;  that  although  portions  of  the  building  do  project 
vertically  above  the  envelope  permitted  by  these  regulations, 
a  great  portion  of  the  building  is  set  back  more  than  is  re¬ 
quired,  so  that  the  volume  permissible  for  building,  but  not 
built,  very  greatly  exceeds  the  volume  that  extends  above 
the  permitted  envelope ;  that  there  are  no  cornices  in  the 
added  portions  such  as  would  reduce  light  and  air ;  that 
Article  9  (f)  permits  5  foot  cornice  projection  on  57th 
street  and  3  ft.  on  56th  street;  that  there  is  no  question  in¬ 
volved  on  the  principal  8th  avenue  frontage  nor  on  the 
easterly  100  ft.  of  either  56th  or  57th  streets,  on  all  of  which 
the  building  as  set  back  4  ft.  6  in.  above  the  2nd  story  will 
be  well  within  the  limits  of  this  Class  2  district,  as  illustrated 
by  Drawing  #7  and  Elevations  8,  9  and  10,  even  without 


taking  advantage  of  dormer  allowances;  that  objections  3 
and  4  of  the  decision,  dated  February  2,  1946,  apply  to  pro¬ 
posed  conditions  at  the  remaining  westerly  portion  of  both 
the  56th  and  57th  street  frontages,  which  are  in  the  Class  1)4 
district;  that  as  to  the  57th  street  frontage,  the  objection 
refers  to  a  portion  beginning  immediately  below  the  14th 
floor  level  shown  on  Cross  Sect.  Dwg.  6  and  diagrammed  on 
Dwg.  16,  with  certain  computations  on  Dwg.  17;  that  the 
volume  exceeds  that  permitted  as  indicated  by  red  shading; 
that  it  indicates  that  the  setback  not  required,  but  planned,  is 
one-thirteenth ;  that  this  frontage  as  designed  permits  the 
most  equitable  distribution  of  loads  on  existing  pile  founda¬ 
tions  and  would  have  been  entirely  within  allowed  limits  had 
the  addition  been  built  in  1941  as  intended  by  the  owner;  that 
as  to  the  56th  street  wing,  as  shown  on  Cross  Sect.  Dwg.  6 
and  diagrammed  on  Dwg.  12,  with  computations  on  Sheet  13, 
with  the  exception  that  the  volume  of  non-required  setbacks 
is  3/3  times  that  which  exceeds  the  zoning  envelope,  meas¬ 
ured  on  this  portion  of  the  frontage  alone  and  not  counting 
any  of  the  large  volume  of  non-required  setback  around  the 
front  half  of  the  building;  furthermore,  the  small  portion  of 
excess  at  the  east  is  due  to  building  to  the  nearest  vertical 
line  of  columns,  while  the  remainder  is  set  back  one  bay, 
leaving  a  wing  width  of  39  ft.  6  in. ;  a  further  setback,  as  re¬ 
quired  by  zoning,  would  create  a  wing  only  21  ft.  wide  on  the 
upper  stories,  which  after  deduction  of  the  necessary  cor¬ 
ridor  to  the  fire  tower  and  service  elevator  would  leave  nearly 
useless  space,  the  construction  cost  of  which  would  be  pro¬ 
hibitive,  an  obvious  hardship;  as  this  fire  tower  is  required 
and  other  existing  stairways  cannot  be  converted  to  a  fire 
tower,  the  owner  would  be  forced  to  construct  the  upper  por- 
tion  of  this  wing  without  hope  of  adequate  return;  in  addi¬ 
tion,  if  it  is  allowable  for  the  Board  to  consider  the  appear¬ 
ance  of  the  building,  such  a  setback  occurring  at  this  small 
part  of  an  otherwise  simple  mass  would  be  detrimental ;  that 
all  diagrams  and  computations  have  been  based  upon  an 
excess  height  claim  under  section  9  (e)  of  the  Zoning  Reso¬ 
lution,  which  has  since  been  amended ;  that  should  this 
amended  section  be  considered  as  binding,  the  excess  height 
claim  is  reduced  from  6.67  ft.  to  5.002  ft. ;  since  considera¬ 
tion  is  requested  of  the  shape  of  the  building  as  a  whole  and 
its  overall  effect  on  the  neighborhood,  rather  than  minute 
compliance  with  the  letter  of  the  resolution,  this  appeal  is  not 
seriously  affected  by  this  minor  difference;  that  a  study  of 
the  plans  in  connection  with  the  photographs  of  neighboring 
constructions  will  justify  the  conclusion  that  the  proposed 
alterations  and  additions  will  not  be  a  detriment  to  the 
neighborhood  but  will  enhance  it  to  a  greater  degree  than 
a  building  which  complies  with  the  letter  of  the  Resolution ; 
and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  was  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  height 
district  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21  to 
permit  the  increase  of  height  substantially  as  proposed  and 
as  indicated  on  plans  filed  with  this  application  marked 
“Received  April  26,  1946,  and  August  28,  1946,”  on  condition 
that  in  all  other  respects  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  the  loading  space  within  the  building  shall  comply  with 
the  requirements  of  the  zoning  resolution  as  if  the  entire 
building  were  constructed  as  a  new  building;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  resolution. 


325-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Edgemere  Garage 
and  Sales,  Inc.,  owner.  (Rex  Curta;n  Corp.,  lessee.) 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
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to  permit  in  an  unrestricted  use,  D  area,  district, 
the  extension  of  present  building,  using  more  than 
permitted. 


PREMISES  AFFECTED — 50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50lh  to  Beach  51st 
streets  (Block  336,  Lot  20),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  E.  J.  Budd. 
For  Opposition :  None. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (325-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Edgemere  Garage 
I*  and  Sales,  Inc.,  owner,  Rex  Curtain  Corporation,  lessee, 

;  filed  April  23,  1946,  an  application  under  section  21  of  the 
zoning  resolution,  to  permit  in  an  unrestricted  use,  D  area 
district  the  extension  of  present  building  using  more  than 

(area  permitted ;  premises  50-01  Rockaway  Beach  boulevard, 
south  side,  between  Beach  50th  street  and  Beach  51st  street 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens; 

■*  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
,  ing,  October  8,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  November  13,  1946,  and  again  to 
I  November  26,  1946,  to  be  heard  in  connection  with  Cal.  Nos. 

[  294-46-A  and  326-46-A ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso- 
!  lution  show  that  Rockaway  Beach  boulevard  is  in  business 
:  and  unrestricted  use,  D  area  and  Class  1  height  districts, 

I  Beach  50th  street  and  Beach  51st  street  are  in  an  unrestricted 
use,  D  area  and  Class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  18,  1946,  re  Alt.  Applic.  381-46,  reads : 

“2.  Area  of  building  is  excessive — see  Sec.  14  of 
zoning  resolution.” 
and 

Whereas,  the  applicant  stales  that  the  premises  consist  of 
a  plot,  irregular,  200.18  ft.  frontage  by  164.88  ft.  in  depth, 
on  which  is  located  a  building  200.18  ft.  front  by  162.6  ft. 
in  depth,  one  story,  15  and  25  ft.  in  height,  of  Class  3  con¬ 
struction;  that  it  is  proposed  to  construct  a  two  story  exten¬ 
sion  20.02  ft.  by  152  ft.  in  depth,  23  ft.  4  in.  in  height,  of 
Class  3  construction,  to  be  used  for  storage  and  shipping; 
f  that  the  proposed  structure  will  be  in  the  bed  of  a  mapped 
street ;  that  the  present  building  occupies  more  of  lot  than 
is  permitted ;  and 

{’  Whereas,  the  applicant  contends  that  the  premises  in 
;  question  are  located  in  Block  336,  Lot  20,  and  having  a 
i  frontage  of  200.18  ft.  on  Rockaway  Beach  boulevard,  164.88 
ft.  on  Beach  50th  street  and  164.40  ft.  on  Beach  51st  street, 
200.18  ft.  on  the  southerly  lot  line;  that  the  premises  are 
presently  improved  with  a  one  story  masonry  building, 
measuring  180.18  ft.  on  Rockaway  Beach  boulevard,  by 
approximately  162.50  ft.  in  depth,  to  which  there  is  a.  one 
story  frame  structure  attached  to  t.he  easterly  portion  of 
the  building,  measuring  17.75'  front  by  78'  in  depth;  that 
'  this  structure  is  used  as  employees  lunch  room;  that  the 
larger  structure  is  a  factory  for  jyianufacturing  curtains ; 
that  permission  is  requested  to  permit  the  construction  of 
a  two  story  extension  20.02  ft.  on  Rockaway  boulevard  by 
152  ft.  in  depth;  that  this  new  extension  is  to  be  used  for 
'  storage  and  shipping;  that  the  present  structure,  as  does  the 
adjoining  property  to  the  west,  already  occupied  more  than 
|  the  area  allowed  by  law ;  that  the  same  condition  exists 
along  Rockaway  Beach  boulevard ;  that  in  all  probability  the 
street  will  not  be  cut  through;  that  therefore,  in  view  of 
the  foregoing  facts,  it  is  respectfully  requested  that  this 
application  be  granted ;  and 


Whereas,  the  applicant  stated  that  the  building  has  been 
occupied  as  a  curtain  factory  for  approximately  two  years ; 
and 

Whereas,  the  applicant  stated  further  that  the  building 
is  now  equipped  with  a  standpipe  system  which  he  proposes 
to  remove  and  install  in  its  place  throughout  the  entire 
premises,  as  proposed  to  be  enlarged,  a  sprinkler  system 
and  interior  fire  alarm  system,  complying  with  the  require¬ 
ments  ;  and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  area  and  was,  therefore,  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and  unnecessary 
hardship ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area 
district  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  existing  building  to  be  extended  as 
.proposed  into  the  bed  of  a  mapped  street  (Beach  51st  street), 
as  indicated  on  plans  filed  with  this  application,  marked 
“Received  April  23,  1946”  (3  sheets),  as  permitted  by 
resolution  adopted  this  day  under  Cal.  326-46-A,  on  con¬ 
dition  that  the  building  shall  not  be  increased  in  height  or 
area ;  that  all  buildings  or  structures  now  within  the  bed  of 
mapped  Beach  51st  St.  shall  be  removed';  that  a  sprinkler 
system  complying  with  the  requirements  therefor  shall  be 
installed  throughout  the  premises  as  well  as  an  interior 
fire  alarm  system;  that  in  the  event  such  sprinkler  and 
interior  fire  alarm  systems  are  installed,  the  existing  stand¬ 
pipe  system  may  be  removed ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto  other  than  as 
modified  by  the  Board  this  day  under  Cals.  294-46-A  and 
326-46-A ;  and  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  months  from  the  date 
of  this  resolution. 


510-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Mardordic  Realty 
Co.,  Inc.,  owner  (United  Equities,  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  extension 
of  present  garage  use  and  stores  to  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1081-1089  3rd  avenue,  and  200- 
206  East  64th  street,  southeast  corner  (Block  1418, 
Lot  45),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative  .  0 

THE  RESOLUTION  (510-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Mardordic  Realty 
Company,  Inc.,  owner,  United  Equities,  Incorporated, 
lessee,  filed  June  4,  1946,  an  application  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  extension  of  present  garage  use  and  stores  to  garage 
for  more  than  five  (5)  motor  vehicles;  premises  1081-1089 
3rd  avenue  and  200-206  East  64th  street,  southeast  corner 
(Block  1418,  Lot  45),  Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  November  13,  1946,  after  due  notice  by  publication 
in  the  Bulletin,  and  laid  over  to  November  26,  1946  for 
further  consideration ;  and 


i 
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Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  3rd  avenue  is  in  a  business  use,  B 
area  and  Class  1J4  height  district;  East  64th  street  is  in 
a  business  use,  B  area  and  Class  1^4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  1,  1946,  re  Alt.  Applic.  746-46,  reads: 

“1.  Extension  of  garage  use  for  more  than  five  motor 
vehicles  in  a  business  district  is  contrary  to  Sec.  4(a) 
(15)  of  zoning  resolution.” 

2.  Change  of  use  of  portion  of  first  floor  from  stores 
to  garage  when  vehicular  entrance  or  exit  is  located  on 
same  street  as  a  public  school  and  within  200  ft.  of  a 
hospital,  is  contrary  to  sec.  21A  of  Zone  Resolution. 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  100.5  ft.  frontage  by  130  ft.  in  depth,  on  which 
is  located  a  building  100.5  ft.  front  by  130  ft.  in  depth, 
three  stories,  34  ft.  in  height,  of  Class  1  construction, 
used  as  a  public  garage  and  stores ;  that,  it  is  proposed  to 
remove  the  stores  facing  Third  avenue  and  East  64th  street 
so  as  to  extend  the  area  of  the  public  garage  to  the  lot 
line ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
presently  improved  with  a  three  story  fireproof  public 
garage  and  stores ;  that  this  building  was  erected  under 
N.  B.  93-1916  for  which  certificate  of  occupancy  #449-1917 
was  issued ;  that  it  is  the  intent  of  the  owners  to  remove 
the  stores  facing  3rd  avenue  and  East  64th  street  so  as 
to  extend  the  area  of  the  public  garage  to  the  lot  line; 
that  the  2nd  and  3rd  floor  occupies  the  entire  area  of 
the  lot  for  public  garage  use ;  that  inasmuch  as  the  building 
is  not  to  be  increased  in  height  or  area  and  that  the  altera¬ 
tion  is  only  interior  and  will  not  affect  the  surrounding 
area,  it  is  respectfully  requested  that  this  application  be 
granted ;  and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution ;  and 

Whereas,  inasmuch  as  no  change  is  proposed  to  the 
existing  entrance  and  exit  along  East  64th  St.,  on  which 
there  exists  a  hospital,  the  Board  deemed  that  to  permit 
increase  of  garage  use  as  proposed  does  not  contravene  the 
provisions  of  section  21A. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  extension  of  the  garage  space  within  the 
building  as  proposed  as  shown  on  plans  filed  with  this 
application,  marked  “Received  June  4,  1946”  (5  sheets)  ;  on 
condition  that  no  additional  entrance  to  the  building  or 
widening  of  entrance  on  East  64th  street  or  Third  Avenue 
shall  be  constructed;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


527-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Theodore  Imbiow, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  an  automobile  repair  shop. 

PREMISES  AFFECTED — 169-189  East  98th  street,  east 
side,  50  ft.  north  of  Dumont  avenue  (Block  3549, 
Lot  2),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Aaron  Paulson. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 

THE  "RESOLUTION  (527-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Theodore  Imbiow, 
owner,  filed  July  9,  1946,  an  application  under  sections  7i  and 
21  of  the  zoning  resolution,  to  permit  in  a  bus;ness  use 
district,  the  erection  and  maintenance  of  a  building  to  be 
used  as  an  automobile  repair  shop;  premises:  169-189  East 
98th  street,  east  side,  50  ft.  north  of  Dumont  avenue  (Block 
3549,  Lot  2),  Borough  of  Brooklyn;  and 

Whereas,  the  applicant  stated  that  he  had  been  mis¬ 
informed  when  he  filed  the  application  and  has  learned 
since  that  the  owner  stated  therein  is  not  the  owner  of 
record  and  therefore  he  wishes  to  withdraw  the  application. 

Resolved,  that  the  application  be  and  it  hereby  is  wiih- 
drazm. 


542-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Henfer  Estates, 
Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin- 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFhECTED — 2046-2048  Ocean  avenue,  west 
side,  300  ft.  north  of  Avenue  P  (Block  6766,  Lot 
38);  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Michael  E.  Pellegrino,  Sol  W. 
Levy,  George  J.  Abovitz,  Margaret  E.  Morton, 
M.  V.  Hirschoft,  IJllian  Ketels,  Helen  E.  Han¬ 
non,  Yetta  Schlosser,  Josephine  Isoli  and  Jessie 
Ginsberg. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC1  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 


THE  RESOLUTION  (542-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Henfer  Estate  Inc., 
filed  June  28,  1946,  an  application  under  section  7h  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
premises  2046-2048  Ocean  avenue,  west  side,  300  ft  north 
of  Avenue  P  (Block  6766,  Lot  38),  Borough  of  Brooklyn; 
and 


v\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
November  26,  1946,  after'  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
i  esolution  show  that  Ocean  avfinue  is  in  a  residence  use, 
C  area  and  Class  1%  height  district;  Avenue  P  is  in  a 
lesidence  use,  C.  area  and  Class  1  Ya  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  27,  1946,  re  Alt.  Applic.  1630-46,  reads : 

I  arking  and  storage  of  more  than  five  cars,  within 
a  residential  use  district,  is  contrary  to  Art.  2,  Sec.  3 
of  zoning  resolution.” 

and 


V  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot ,  40  ft.  frontage  by  151  ft.  6^  in.  in  depth,  which 
is  presently  vacant;  that  it  is  proposed  to  use  the  premises 
ioi  parking  and  storage  of  more  than  five  motor  vehicles 
by  the  owner ;  that  a  5  ft.  high  cyclone  fence  will  be  con- 
stiucted  at  the  front  of  premises  and  on  the  unbuilt  portion 
at  the  northerly  portion,  isolating  the  gas  station  from  park¬ 
ing  area ;  and 
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Whereas,  the  applicant  contends  that  it  is  proposed  to  use 
these  premises  for  the  parking  and  storage  of  more  than 
five  motor  vehicles ;  that  the  site  in  question  is  owned  by 
the  operator  of  the  adjoining  gasoline  station  and  garage, 
directly  to  the  north;  that  the  adjoining  garage  and  gasoline 
station  is  leased  out  to  a  tenant ;  that  the  owner  will  operate 
the  parking  lot  himself  independently  of  the  adjoining 
garage;  that  in  view  of  the  fact  that  this  site  cannot  be 
improved  upon  with  a  conforming  use  even  if  the  owner 
desired  to  do  so,  due  to  the  building  restrictions  now  exist¬ 
ing,  and  since  there  is  a  need  for  this  use  in  the  immediate 
area,  it  is  respectfully  requested  that  this  application  be 
granted ;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  Committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1630-46,  be  and  it  hereby  is  affirmed 
r  and  that  the  application  be  and  it  hereby  is  denied. 


659-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  John  Neri,  owner 
(Joseph  Cundari,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  showr  window 
beyond  25  feet  from  the  intersection  of  a  residence 
use  district  and  a  business  use  district. 

PREMISES  AFFECTED— 3397  Fulton  street,  and  239- 
245  Autumn  avenue,  northeast  corner  (Block  4133, 
Lot  1),  Borough  of  Brooklyn. 

I  APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

THE  RESOLUTION  (659-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  John  Neri,  owner; 
Joseph  Cundari,  lessee,  filed  September  11,  1946,  an  applica¬ 
tion  under  section  21  of  the  zoning  resolution,  to  permit  in 
a  business  use  district  a  show  window  beyond  25  ft.  from 
;  the  intersection  of  a  residence  use  district  and  a  business 
j  use  district ;  premises  3397  Fulton  street  and  239-245  Autumn 
avenue,  northeast  corner  (Block  4133,  Lot  1),  Borough  of 
Brooklyn ;  and 

|*  .  Whereas,  a  public  hearing  was  held  on  this  application 
|  by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
i  ing,  November  26,  1946,  after  due  notice  by  publication  in 
j  the  Bulletin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
I  resolution  show  that  Fulton  street  is  in  a  business  use,  C 
j  area  and  Class  1  height  district ;  Autumn  avenue  is  in  resi- 
l  dence  and  business  use,  C  area  and  Class  1  height  districts ; 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
■  dated  September  6,  1946,  re  Alt.  Applic.  2090-46,  reads : 

“1.  Show  windows  beyond  a  distance  of  25  ft.  from 
intersection  of  residence  use  dist.  and  business  use  dist. 
is  contrary  to  Art.  II,  Sec.  7 A  Zone  Res.” 

i  and 

Whereas,  the  applicant  states  that  the  premises  consist 
I  of  a  plot  20.4  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  100  ft.  in  depth  (on  typical 
floor  20  ft.  by  75  ft.  in  depth)  3  stories,  32  ft.,  in  height, 
Class  3  construction ;  that  it  is  proposed  to  convert  two  bays 
j'  of  the  existing  3-car  garage  into  a  store,  which  will  measure 
.16  ft.  front  by  20  ft.  in  depth  with  a  show  window;  and 


Whereas,  the  applicant  contends  that  premises  are  pres¬ 
ently  improved  with  a  3-story  masonry  building  built  on 
entire  area  of  lot,  on  1st  floor  of  which  is  store,  office  and 
3-car  garage;  that  the  2nd  and  3rd  floors  are  occupied  by 
two  families  each ;  that  the  owners  intend  to  convert  2  bays 
of  existing  3-car  garage  into  a  store,  measuring  16  ft.  front 
by  20  ft.  in  depth;  that  the  le^ee,  recently  released  from 
the  Army,  was  unaware  of  the  zoning  restriction  prohibiting 
•6.  store  front  more  than  25  ft.  from  the  corner  when  a 
parcel  abuts  a  residential  area  and  leased  from  the  owner 
the  3-car  garage  and  applied  to  the  State  Liquor  Authority 
and  was  granted  permission  to  open  a  package  store  on  the 
premises ;  that  the  lessee  engaged  an  architect  and  was 
informed  that  the  proposed  alteration  was  contrary  to  Art. 
2,  Sect.  7  A  of  the  Zoning  Resolution;  that  the  entire  area 
of  Fulton  Street  is  in  a  business  zone;  directly  across  the 
street  Block  4149  and  4148  are  stores  which  are  in  violation 
of  Art.  2,  Section  7A ;  that  therefore,  in  view  of  the  fact 
the  garages  are  existing  and  they  are  rented,  thus  constituting 
a  business  and  in  view  of  the  fact  all  stores  on  the  site  are 
on  a  side  street,  this  proposed  alteration  will  in  no  way 
affect  the  adjoining  property  owners;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  section  7,  subdivision  e,  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  zoning  resolution  and  was 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2090-46,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


662-46-BZ 

APPLICANT — Joseph  Halpern,  for  146-150  Attorney 
Street  Corp.,  owner  (Launder-Best  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 145  Attorney  street,  and  184 
Stanton  street,  northwest  corner  (Block  350,  Lot 
75),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Halpern. 

For  Opposition :  Charles  Fleece  and  William 
Parnes. 

For  Administration:,  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . ^ .  0 

THE  RESOLUTION  (662-46-BZ) 

Whereas,  Joseph  Halpern  for  146  to  150  Attorney  street 
Corporation,  owner  (Launder-Best,  Inc.,  lessee)  filed  Sep¬ 
tember  11,  1946  an  application  under  section  7e  of  the  zoning- 
resolution,  to  permit  in  a  business  use  district  a  wet  wash 
laundry  for  a  term  of  five  (5)  years,  premises  145  Attorney 
street  and  184  Stanton  street,  northwest  corner  (Block  350, 
Lot  75),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  26,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Attorney  street  is  in  a  business  use,  B  area 
and  class  1^2  height  district;  Stanton  street  is  in  a  business 
use,  B  area  and  class  1J4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  12,  1946  on  Alt.  Applic.  1707-46  reads: 

“Al.  Proposed  alteration  to  install  laundry  washing 
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machines  in  store  in  present  5  story  and  cellar  non- 
fireproof  class  A  O.L.T.  is  contrary  to  Art.  2,  sec.  4a, 
sub.  51  of  the  Zoning  rules  and  regulations  of  this 
Department.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  65  ft.  6  in.  frontage  by  34  ft.  in  depth,  on  which 
is  located  a  building  65  ft.  6  in.  front  by  34  ft.  in  depth 
(60  ft.  2  in.  front  by  34  ft.  typical  floor)  6  stories,  65  ft. 
in  height,  of  class  3  construction;  that  it  is  proposed  to 
install  twenty-five  (25)  individual,  self-service  washing  ma¬ 
chines  (approved  under  Cal.  136-46-SA)  in  the  store  located 
on  the  northwest  corner  of  Stanton  and  Attorney  streets ; 
and 

Whereas,  the  applicant  contends  that  tire  proposed  in¬ 
stallation  will  be  a  distinct  contribution  to  better  public 
health ;  that  this  store  has  been  vacant  for  a  long  period  of 
time  fand  was  last  used  for  the  storage  of  stove  and  stove 
parts ;  that  the  lessee  has  paid  three  months  rent  to  date 
and  will  lose  several  hundred  dollars  in  deposits  and  com¬ 
mitments  made  and  placed  on  material  and  equipment  set 
aside  for  the  proposed  installation,  plus  other  fees  and  dis¬ 
bursements  ;  that  it  is  proposed  to  install  25  self-service 
automatic  )4  horse  power  washing  machines  of  10  lbs. 
capacity  and  will  be  installed  to  conform  with  all  the  rules 
and  regulations  required  by  the  various  city  departments ; 
that  2  employees  will  be  required  and  no  steam  will  be 
manufactured  on  the  premises  and  no  volatile  fluids  used 
and  there  will  be  no  noxious  odors  nor  excessive  noise 
from  the  operation  of  the  proposed  establishment;  that  no 
structural  changes  will  be  made  in  order  to  accommodate 
this  installation ;  that  in  this  neighborhood  there  is  a  pre¬ 
dominance  of  cold  water  flats  and  this  proposed  installation 
will  lighten  the  burden  of  the  housewife  and  it  is  requested 
that  the  applicant  be  permitted  to  operate  the  establishment 
for  five  years  to  enable  him  to  amortize  his  investment  and 
for  the  owner  to  realize  sufficient  income  to  pay  for  taxes 
and  upkeep ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  use  as  proposed, 
on  condition  that  not  more  than  25  machines  of  an  approved 
type  shall  be  installed,  as  proposed  and  as  approved  by  the 
Board  under  Cal.  No.  136-46-SA;  that  during  the  term  of 
this  variance  the  premises  shall  be  occupied  for  no  other 
use  than  as  herein  permitted  and  no  laundry  work  shall  be 
done  on  the  premises  except  in  the  25  machines  as  pro¬ 
posed  ;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  the 
front  of  the  building  shall  be  remodeled  with  new  store 
front  constructed;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  months  from  the  date  of  this 
action. 


701-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Crossboro  Realty 
Corp.,  owner  (Alfonso  DeFilippo,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 310-312  Crimmins  avenue,  east 
side,  30  ft.  north  of  East  141st  street  (Block  2555, 
part  of  Lot  10),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  J.  Haus. 

.For  Opposition :  None. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  _ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (701-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Crossboro  Realty 
Corporation,  owner,  Alfonso  DeFilippo,  lessee,  filed  Sep¬ 
tember  24,  1946,  an  application  under  sections  7e  and  21  of 
the  zoning  resolution  to  permit  in  a  business  use  district,  a 
wet  wash  laundry  for  a  term  of  five  (5)  years,  premises 
310-312  Crimmins  avenue,  east  side,  30  ft.  north  of  East 
141st  street  (Block  2555,  Part  of  Lot  10),  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  26,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Crimmins  avenue  is  in  residence  and 
business  use,  B  area  and  Class  1)4  height  districts;  East 
141st  street  is  in  a  business  use,  B  area  and  Class  1)4  height 
district ; 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  19,  1946,  re  Alt.  Applic.  828-46,  reads : 

“1.  Proposed  use  of  premises  for  a  wet  wash  laundry 
within  a  business  use  district  is  contrary  to  Art.  II,  Sec. 
4  (a)  51  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  104  ft.  frontage  by  61  ft.  in  depth,  irregular  on 
which  is  located  a  building,  104  ft.  front  by  61  ft.  in  depth, 
one  story,  13  ft.  in  height  (size  of  store  in  question  20  ft. 
front  by  47  ft.  in  depth)  ;  that  it  is  proposed  to  install  24 
standard  household  washing  machines  of  a  type  approved 
by  the  Board ;  and 

Whereas,  the  applicant  contends  that  this  neighborhood 
contains  few  and  inadequate  sanitary  facilities,  consists  pre¬ 
dominantly  of  unheated  old  law  tenements  occupied  by  peo¬ 
ple  with  very  limited  incomes ;  that  in  such  a  neighborhood, 
this  type  of  self-service  laundry  constitutes  a  distinct  contri¬ 
bution  to  the  public  health  and  welfare ;  that  it  will  consist 
of  24  approved  electric  washing  machines,  each  having  a 
capacity  of  10  lbs.  dry  clothes  and  operated  by  a  fractional 
H.P.  Motor;  that  only  two  persons  will  be  employed;  that 
only  ordinary  household  soap  powder  and  ordinary  house¬ 
hold  hot  water  are  the  only  cleansing  agents  used  in  the 
washing  operation ;  that  no  steam  will  be  used ;  that  there 
will  be  no  noxious  odors  or  excessive  noise  connected  with 
the  operation;  that  the  premises  will  remain  a  store,  as  at 
present,  and  no  structural  alterations  are  involved  in  the 
change  of  occupancy;  that  the  use  of  these  premises  for 
the  above  outlined  purpose  can  in  no  way  affect  the  char¬ 
acter  of  the  neighborhood,  nor  adversely  affect  property 
values,  but  will  rather  directly  benefit  the  occupants  of  the 
surrounding  buildings;  that  in  view  of  these  facts,  it  is 
respectfully  requested  that  this  appeal  be  granted  to  permit 
the  occupancy  as  proposed  for  a  term  of  five  years;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  to  per¬ 
mit  the  premises  to  be  occupied  as  proposed,  on  condition 
that  only  laundry  machines  as  approved  by  the  Board  shall 
be  installed ;  that  during  the  term  of  this  variance  the 
premises  shall  be  used  for  no  other  use  and  no  laundry  work 
shall  be  done  except  in  the  24  washing  machines  as  pro¬ 
posed;  that  such  portable  fire  fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects  the  building  and  premises  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  that  no 
additional  laundry  machines  shall  be  installed  other  than 
the  laundry  machines  as  proposed ;  that  all  permits  shall 
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be  obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 

— 

741-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  William  Hionas, 
William  J.  Heffernan  and  Elizabeth  M.  Lewis, 
owners  (Levyi  and  Weinberg,  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  years. 

PREMISES  AFFECTED— 6102-6104  5th  avenue  (store  at 
6104),  west  side,  17  ft.  5  in.  south  of  61st  street, 
and  474-482  61st  street  (Block  5791,  part  of  Lot  38), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum,  Irving  Stone 
and  Jack  Levin. 

For  Opposition:  James  J.  Creehan,  Frank  M. 
Calsfor,  Everett  J.  McGarry,  C.  W.  Graniger, 
Maria  L.  Cioffi  and  Mrs.  M.  Hjatta. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (741-46-BZ) 

Whereas,  Samuel  Rosenblum,  for  William  Hiones,  Wil¬ 
liam  J.  Heffernan  and  Elizabeth  M.  Lewis,  owners;  Levin 
and  Weinberg,  Inc.,  lessees,  filed  October  2,  1946,  an  appli¬ 
cation  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  a  wet  wash  laundry  for  a  term  of 
five  (5)  years  affecting  premises  6102-6104  Fifth  avenue 
and  474-482  61st  street  (Store  #6104  5th  ave.)  ;  (Block  5791, 
part  of  Lot  38),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
i  by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  6,  1946,  after  due  notice  by  publication 
in  the  Bulletin,  and  laid  over  to  November  26,  1946 ;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
;  resolution  show  that  5th  avenue  is  in  a  business  use,  C  area 
and  Class  1)4  height  district;  61st  street  is  in  residence  and 
j  business  use,  C  area  and  Class  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  30,  1946,  re  Alt.  Applic.  4090-46,  reads : 

“1.  Proposed  laundry  in  store  at  6104  5th  ave.  and 
located  within  a  business  use  district  is  contrary  to  Art. 
2,  Sect.  4a — 51  of  the  zoning  resolutions.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  41  ft.  11  in.  frontage  by  100  ft.  in  depth,  on  which 
L  is  located  a  building  41  ft.  front  by  97  ft.  in  depth,  two 
stories  (28  feet)  in  height,  of  Class  3  construction ;  that  it  is 
.  proposed  to  install  thirty  (30)  self-service,  automatic,  home- 
type  washing  machines  of  a  type  approved  by  the  Boaid  in 
the  store  located  on  southerly  portion  of  lot,  number  6104 

I  5th  avenue;  and  . 

Whereas,  the  applicant  contends  that  the  installation  is  a 
,  self-service  one;  that  there  are  no  characteristics  of  a  wet 
i  wash  laundry,  no  steam  boiler,  no  odors,  no  chem  cals  or 
volatile  inflammable  liquids  being  used;  that  sufficient  space 
and  seating  capacity  are  provided  in  interior  for  customers ; 
that  the  proposed  installation  will  be  of  material  benefit  to 
the  neighborhood,  as  there  are  no  facilit’es  of  this  sort  avail¬ 
able;  that  the  residents  will  be  relieved  of  the  burden  of 
home  washing;  that  there  are  stores  and  factories  on  this 
block  and  the  proposed  laundry  will  not  be  detrimental  to 
the  neighborhood  in  any  respect ;  that  in  view  of  the  great 
need  in  this  section  for  such  sanitary  facihties,  a  variation 
of  the  zoning  regulations  to  permit  this  installation  for  a 
period  of  five  years  is  respectfully  requested ;  and 


Whereas,  the  Board  deemed  that  there  was  no  justifi¬ 
cation  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  4090-46,  objection  1,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


780-46-BZ 

APPLICANT — 227  P  Street,  Inc.,  owner. 

SUBJECT — Application  (decision  of  borough  superintend¬ 
ent)  under  sections  7c,  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the 
alteration  and  change  of  occupancy  from  bottle  stor¬ 
age  plant  of  existing  brewery  (previously  granted 
by  the  Board)  to  manufacturing. 

PREMISES  AFFECTED— 229  Pulaski  street,  north  side, 
204  ft.  6  in.  east  of  Throop  avenue  (Block  1773,  Lot 
69  and  part  of  Lot  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  Rosling  and  Irving  Fned- 
man. 

For  Opposition:  Arthur  Demattei,  Mae  Packman, 
Jean  Walker,  Benjamin  Packman,  Rose  Par- 
ratta,  Anthony  Pisano  and  others. 

For  Administration :  Samuel  Becker,  Dep  t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  _  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . , .  ® 

THE  RESOLUTION  (780-46-BZ) 

Whereas,  227  P  Street,  Incorporated,  owner,  filed 
October  11,  1946,  an  application  under  _  sections  7e  and  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district  the  alteration  and  conversion  of  occupancy  from 
bottling  and  bottle  storage  plant  of  a  former  brewery  to 
manufacturing ;  affecting  premises  229  Pulaski  street  north 
side,  204  ft.  6  in.  east  of  Throop  avenue  (Block  17/3,  rart 
of  Lot  50)  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  6,  1946,  after  due  notice  by  publication 
in  the  Bulletin,  and  laid  over  to  November  19,  1946,  for 
further  consideration,  and  again  laid  over  to  November 
26  1946  at  the  request  of  representative  for  objectors;  and 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Pulaski  street  is  in  a.  residence  and 
business  use,  C  area  and  Class  1  height  district ;  Throop 
avenue  is  in  a  business  use,  C  area  and  Class  1  height  dis¬ 
trict;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  21,  1946,  re  Alt.  Applic.  4202-46,  reads: 

“1.  Changing  occupancy  from  one  prohibitive  use  to 
another  in  a  residential  zone,  is  contrary  to  Art.  II, 
Sect.  3  of  zoning  resolution.” 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  61  ft.  6  in.  frontage  by  100  ft.  in  depth,  on  which 
is  located  a  building  55  ft.  3)4  in.  front  by  100  ft..  in 
depth,  3  stories,  45  ft.  in  height,  of  Class  1  construction, 
presently  unoccupied ;  that  it  is  proposed  to  install  an 
elevator  and  toilets  as  required  by  law;  that  the  proposed 
manufacturing  will  be  cutting  and  .  sewing  of  clothing , 
that  electrically  operated  sewing  machines  will  be  used ;  and 
Whereas,  the  applicant  contends  that  Lot  50,  (229-271 
Pulaski  street)  has  a  frontage  on  Pulaski  street  of  438  ft. 
and  has  been  occupied  for  over  50  years  by  a  brewery; 
that  part  of  the  lot  covered  by  the  present  application 
was  apportioned  by  the  Tax  Department  of  the  City  of 
New  York  on  June  11,  1946,  and  is  now  designated  as 
Lot  69/50;  that  the  building  on  Lot  69  was  used  for 
bottling,  storage  and  government  cellar  in  the  operations 
of  the  brewery,  and  the  last  certificate  of  occupancy  was 


1363 


MINUTES 


issued  in  1934;  that  on  November  1,  1932,  the  Kings 
Brewery,  Inc.,  acquired  the  property  and  subsequently 
purchased  other  parcels  in  the  neighborhood ;  that  a  very 
heavy  investment  was  made  in  the  brewery  and-  the  pros¬ 
pects  seemed  so  promising  that  the  company  undertook  to 
expand  its  facilities ;  that  two  applications  were  made  in 
this  connection  to  this  board  for  zone  variation,  one  for 
the  conversion  into  an  office  building  of  a  tenement  build¬ 
ing  immediately  to  the  west  of  Lot  50,  which  had  been 
acquired  by  the  brewery  in  1933 ;  that  this  application  was 
granted  by  the  Board  under  Cal.  378-33-BZ ;  that  the  other 
application  was  for  the  erection  at  the  easterly  end  of 
Lot  50  of  a  building  to  replace  a  one  story  shed  and  to 
be  used  for  the  storage  of  brewed  liquors  and  shipping  the 
same ;  that  this  was  also  granted  under  Cal.  7 3-33-BZ ; 
that  subsequent  events  proved  that  the  company  had  over- 
expanded  and  all  the  properties  with  the  exception  of  Lot 
50  were  foreclosed  by  mortgagees  and  were  acquired  and 
continue  to  be  held  by  persons  not  previously  interested 
in  the  Kings  Brewery  or  the  present  applicant;  that  the 
Kings  Brewery  went  into  equity  receivership  and  in  1940 
was  conveyed  out  by  the  trustee  in  bankruptcy;  that  in 
May,  1946,  the  applicant  (227  P  Street,  Inc.)  took  title  to 
the  property;  that  at  the  time  of  the  execution  of  the 
deed  to  the  applicant  the  tax  arrears  were  in  excess  of 
$150,000;  that  of  this  amount  $12,673.96  was  apportioned 
to  Lot  64  and  paid  to  the  City  of  New  York  by  the 
applicant ;  that  $16,239.80  was  apportioned  to  Lot  69  im¬ 
mediately  to  the  west  and  likewise  paid  by  the  corporation ; 
that  the  balance  of  the  taxes  owing  on  the  remainder  of 
the  lot,  known  as  Lot  50,  totals  over  $120,000  has  not  yet 
been  paid  but  the  corporation  intends  to  make  arrange¬ 
ments  to  pay  such  balance  to  the  city:  that  the  lien  for 
taxes  on  the  property  was  sold  on  August  21,  1946,  to 
the  City  of  N.  Y.  and  such  payment  will  have  the  effect 
of  restoring  this  property  to  the  tax  rolls;  that  no  major 
change  in  the  present  construction  of  the  building  is  pro¬ 
posed  other  than  the  installation  of  an  elevator  and  toilets; 
that  the  application  is  for  permission  to  engage  in  light 
manufacturing;  that  the  owner  has  entered  into  a  condi¬ 
tional  lease  with  a  clothing  manufacturer  who  proposes 
to  cut  and  sew  garments  on  the  premises ;  that  no  heavy  or 
noisy  machinery  will  be  required,  as  ordinary  electrically 
operated  sewing  machines  will  be  used;  that  the  receipt, 
handling  and  shipping  of  the  fabric  and  manufactured 
garments  are  operations  which  will  produce  a  minimum 
of  noise  as  contrasted  with  the  noise  resulting  from  the 
bottling  of  beer  and  the  handling  of  wooden  and  metal 
cases  and  far  fewer  calls  would  have  to  be  made  by  trucks 
to  the  premises;  that  this  use  would  be  an  improvement  to 
the.  neighborhood ;  that  the  non-conforming  use  (brewery) 
which  has  existed  for  over  fifty  years  has  determined  the 
character  of  the  block;  that  property  values  and  rentals 
have  been  fixed  on  the  basis  of  the  existence  of  such 
brewery  and  another  non-conforming  use,  to  wit,  a  folding 
box  factory  on  Lot  15,  directly  opposite;  that  the  proposed 
use  will  enable  the  applicant  to  salvage  part  of  losses 
suffered;  that  the  proposed  use  will  reduce  the  existing 
burden  of  non-conforming  use  on  the  affected  area;  that 
the  additional  investment  to  be  made  in  altering  the  build¬ 
ing  will  run  in  the  neighborhood  of  $50,000;  that  the  pro¬ 
posed  zone  variation  will  restore  to  the  tax  rolls  a  very 
valuable  parcel;  that  on  the  opposite  side  of  Pulaski  street 
(lots  26-31)  where  there  is  now  only  vacant  land  there 
originally  were  four  five-story  tenements  which  were  con¬ 
demned  by  the  City  and  tom  down;  that  the  tax  lien  on 
four  of  these  parcels  were  sold  for  nonpayment  of  taxes 
in  1941  and  on  the  other  two  lots  in  1945;  that  purchaser 
in  each  instance  was  the  city  of  New  York  inasmuch  as 
no  outsider  apparently  was  interested  in  bidding  in  the 
tax  lien ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof  for 
a  term  of  ten  (10)  years  to  permit  the  existing  building,  ds 
indicated  on  plans  filed  with  this  application,  marked  “Re¬ 
ceived  October  11,  1946”  (12  sheets)  to  be  occupied  as  pro¬ 
posed  for  light  manufacturing  throughout  and  specifically 
for  the  manufacturing  of  clothing;  that  this  use  is  herein 
permitted  in  complete  substitution  of  the  former  use  in 
connection  with  the  former  brewery ;  that  such  former  use 
shall  not  be  restored ;  cm  condition  that  no  other  manufac¬ 
turing  processes  shall  be  carried  on  within  the  building  other 
than  the  manufacturing  as  proposed;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  within  the  building 
there  shall  be  set  aside  on  one  of  the  upper  floors  an  en¬ 
closed  room  of  ample  size  to  be  used  as  a  recreation  and 
lunchroom  for  the  employees  so  as  to  avoid  their  spending 
their  free  hours  on  the  street ;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months  from 
the  date  of  this  resolution. 


782-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Hugh  and  Alyce 
O’Rourke,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 94-13  Roosevelt  avenue,  north 
side,  60  ft.  west  of  95th  street  (Block  1482,  Lot  45), 
Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono,  Hugh  O’Rourke 
and  Alyce  O’Rourke. 

For  Opposition :  Charles  R.  Lewis. 

For  Administration:  Samuel  Becker,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (782-46-BZ) 

Whereas,  Ludwig  P.  Bono,  for  Hugh  &  Alyce  O’Rourke, 
owners,  filed  October  16,  1946  an  application  under  section 
7e  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry  for  a  term  of  five  (5)  years, 
premises  94-13  Roosevelt  avenue,  north  side,  60  ft.  west  of 
95th  street  (Block  1482,  lot  45),  Jackson  Heights,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting 
November  19,  1946,  after  due  notice  of  publication  in  the 
Bulletin,  and  laid  over  to  November  26,  1946,  at  the  request 
of  a  representative  of  the  objectors;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Roosevelt  avenue  is  in  a  business  use,  B 
area  and  class  1 J4  height  district;  95th  street  is  in  residence 
and  business  use,  B  area  and  class  1^4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  8,  1946  on  Alt.  Applic.  2772-46  reads  : 

“1.  Proposed  laundry  other  than  in  a  hotel  or  hospital 
is  not  permitted  in  a  business  use  district,  sec.  4,  subd.  51 
of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  20  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building  20  ft.  front  by  50  ft.  in  depth,  2  stories  28  ft.  in 
height,  of  class  3  construction,  presently  used  as  a  store  and 
one  family  residence ;  that  it  is  proposed  to  install  30  home 
type  self-service  automatic  washing  machines  (approved 
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under  Cal.  136-46-SA)  ;  that  it  is  proposed  to  strengthen  the 
1st  floor  and  to  install  a  complete  new  heating  system;  that 
new  water  and  electrical  lines  will  also  be  installed;  and 
Whereas,  the  applicant  contends  that  the  operation  will 
be  in  the  nature  of  a  retail  rental  laundry'  with  a  self- 
service  installation  where  customers  do  their  own  washing; 
that  there  will  be  no  odors,  inflammable  or  volatile  liquids 
used,  and  no  noise  or  disturbance  of  any  kind  ;  that  the 
proposed  installation  will  be  of  benefit  to  the  neighborhood 
because  of  the  lack  of  adequate  facilities  for  laundry  serv¬ 
ice;  that  a  few  months  ago  the  occupant,  unable  to  find  a 
store  for  rent,  invested  most  of  his  savings  in  the  purchase 
of  this  building  and  committed  himself  to  undertake  an  ex¬ 
pensive  alteration  involving  the  strengthening  of  first  floor, 
installation  of  complete  new  heating  system  and  new  water 
and  electrical  lines  and  the  embellishment  of  the  interior  of 
the  store  and  requests  that  this  launderette  be  granted  for 
a  term  of  at  least  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  thereof 
|  for  a  term  of  five  years,  to  permit  the  premises  to  be 
occupied  as  proposed,  on  condition  that  not  more  than  thirty 
(30)  machines  shall  be  installed  as  proposed  as  approved 
by  the  Board  under  Cal.  136-46-SA  and  as  indicated  on  plans 
filed  with  this  application  marked  “Received  October  16, 
1946”  (2  sheets)  ;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use  than  as  herein 
permitted;  that  no  other  laundry  work  shall  be  done  other 
than  in  the  thirty  machines;  that  the  laundry  space  shall 
not  be  extended  beyond  the  store  space  indicated  on  such 
plans;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  three  months  from  the  date  of  this  reso¬ 
lution. 


791-46-BZ 

APPLICANT— William  R.  Shirley,  for  East-West  Estates 
Corp.,  owner  (All  White  Automatic  Washette, 
lessee) . 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 158  East  119th  street,  south 
side,  32  ft.  2 /a  in.  east  of  Lexington  avenue  (Block 
1767,  Lot  49),  Borough  of  Manhattan, 
i  APPEARANCES— 

For  Applicant :  William  R.  Shirley. 

For  Opposition :  T.  Damsky.  > 

For  Administration :  Samuel  Becker,  Dep  t  of 
Housing  and  Buildings. 

1  ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . ^ 

THE  RESOLUTION  (791-46-BZ) 

Whereas,  William  R.  Shirley,  for  East- West  Estates 
Corp.,  owner,  All  White  Automatic  Washette,  lessee,  filed 
October  18,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  business  use  district  a  wet 
wash  landry  for  a  term  of  five  (5)  years;  premises:  158 
East  119th  "street,  south  side,  32  feet,  2H  inches  east  of 
Lexington  avenue  (Block  1767,  Lot  49),  Borough  of  Man¬ 
hattan;  and 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  26,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  119th  street  is  in  a  business  use, 
B  area  and  Class  1/  height  district;  Lexington  avenue  is  in 
a  business  use,  B  area  and  Class  V/2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  16,  1946,  re  Alt.  Applic.  1896-46,  reads: 

“1.  Proposed  wet  wash  laundry  is  in  violation  of 
Article  3,  Section  4(a),  subdivision  51  of  the  Zoning 
Resolution  and  is  therefore  not  acceptable! 

Note  this  is  a  business  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  pl-ot  76  ft.  V/a  in.  frontage  by  100  ft.  11  in.  in  depth, 
on  wlrch  is  located  a  building  38  ft.  4§4  in.  front  by  87 
ft.  in  depth,  6  stories,  67  ft.  in  height,  of  Class  3  construc¬ 
tion,  presently  used  as  stores  and  twenty  apartments;  that 
it  is  proposed  to  install  fifteen  (15)  automatic,  self-service, 
home  type  washing  machines  (approved  under  Cal.  No. 
136-46-SA)  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  fifteen  Bendix  washing  machines  in  the  store,  each 
operated  by  a  /a  h.p.  motor  and  with  an  individual  capacity 
of  10  lbs.  of  dry  clothes;  that  each  machine  is  on  a  plat¬ 
form  so  arranged  as  to  eliminate  yibration  and  sound ;  that 
the  Retail  Rental  Laundry  thus  formed  will  have  only  two 
employees  as  the  customers  do  their  own  work;  that  ordi¬ 
nary  household  ' soap  powder  will  be  used  and  normal  hot 
water  provided  by  an  oil  heater  and  copper  coil ;  that  no 
steam  will  be  manufactured  on  the  premises  and  no  ob¬ 
noxious  odors  or  excessive  noise  will  form  a  part  of  the 
operation;  that  the  Launderette  thus  formed  will  not  have 
any  pick-up  or  delivery  trucks  as  part  of  the  operation ;  that 
there  are  few  and  inadequate  sanitary  facilities  in  the  neigh¬ 
borhood  and  this  installation  will  provide  a  definite  con¬ 
tribution  to  public  health  and  lighten  the  burden  of  the 
housewife ;  that  a  variance  is  respectfully  requested  to  per¬ 
mit  this  operation  iior  a  period  of  five  years  to  enable  the 
lessee  to  amortize  his  investment  and  the  owner  to  realize 
sufficient  income  to  pay  taxes  and  repairs ;  and 

Whereas,  the  premises  and  surrounding  area  w?ere  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  (5)  years,  to  permit  the  premises  to  be 
occupied  as  proposed  on  condition  that  not  more  than  15 
laundry  machines  shall  be  installed  as  proposed  and  as 
approved  by  the  Board  under  Cal.  No.  136-46-SA ;  that 
during  the  term  of  this  variance  the  premises  shall  be 
occupied  for  no  other  work  than  as  herein  permitted,  and 
no  add-tional  laundry  work  shall  be  done  on  the  premises 
other  than  in  the  machines  themselves;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  the  two  windows  opening  from 
the  rear  on  the  laundry  portion  of  the  premises  shall  be 
bricked  up  with  approved  masonry  or  with  glass  blocks 
approved  for  exterior  walls;  that  the  window  in  the  toilet 
may  rema;n  provided  the  toilet  compartment  has  a  partition 
separating  it  from  the  balance  of  the  rear  room  and  extend- 
ifjrr  from  roof  to  ceiling  with  a  reasonably  tight  fitting 
door;  that  in  all  other  respects  the  building  and  occupancy 
shall’ comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  3  months  from  the  date  of  the  resolution. 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS. 

462-46-A 

APPLICANT — Alden  B.  MacNeil,  for  E.  J.  Reed  Co., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 52-17  102nd  street  and  101-01 
Strong  avenue,  northeast  corner  (Block  1933,  Lots 
41  and  44),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alden  B.  MacNeil. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  at  request  of  applicant. 


588-46-A 

APPLICANT — O’Connell  and  Mclnerney,  for  Samuel 
Ageloff,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 118-23  to  118-33  Metropolitan 
avenue,  north  side,  144.14  ft.  east  of  83rd  avenue 
(Block  3329,  Lot  80),  Kew  Gardens/  Borough  of 
Queens  (Under  section  35,  General  City  Law  re  bed 
of  mapped  street — Metropolitan  avenue). 
APPEARANCES— 

For  Applicant :  Clarence  F.  Corner  and  J.  Mc¬ 
lnerney. 

For  Opposition:  J.  Rodell,  M.  Spoldin  and  H. 
Sichel. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1940  at 
10  A.  M.  for  inspection  by  Committee  of  Board. 


856-46-A 

APPLICANT — Preferred  Oil  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
.  re  Transportation  of  Fuel  Oil  in  tank  truck  in  New 
York  City  (Truck  No.  5)  ;  (capacity  of  tank  not 
in  conformity  with  Administrative  Code  require¬ 
ments  covering  Tank  Trucks). 

APPEARANCES— 

For  Applicant:  W.  Goodman. 

For  Administration  :  E.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1946  at 
10  A.  M.,  applicant  to  ascertain  the  feasibility  of 
restoring  the  diaphragm  of  the  combined  tanks. 


294-46-A 

APPLICANT — Lama  and  Proskauer,  for  Edgemere 
Garage  and  Sales,  Inc.,  owner  (Rex  Curtain  Corp., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st 
streets  (Block  336,  Lot  20),  Rockaway  Beach, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  E.  J.  Budd. 
For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


THE  RESOLUTION  (294-46-A) 

Whereas,  Lama  and  Proskauer,  for  Edgemere  Garage 
and  Sales,  Inc.,  owner ;  Rex  Curtain  Corp.,  lessee,  filed 
April  17,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises :  50-01  Rockaway  Beach 
boulevard,  south  side,  from  Beach  50th  to  Beach  51st  streets 
(Block  336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens; 
and 

Whereas,  Order  #16875  LF  issued  by  the  Fire  Commis¬ 
sioner  March  19,  1946,  reads  : 

“1.  Arrange  screens  on  all  windows  on  1st  story  so 
as  to  be  readily  movable  or  removable  from  both  sides 
in  such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purpose  of  egress  as  per 
Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  15  and  25  ft.  in  height,  180.18  ft.  by  162.6  ft.  in 
area  on  a  lot  200.18  ft.  by  164.88  ft.  in  area,  Class  3  con¬ 
struction,  erected  in  1921,  located  in  an  unrestricted  use, 
D  area,  Class  1  height  district;  used  and  occupied  since 
1944  as  follows  :  1st  floor,  curtain  manufacturing  and  offices, 
225  persons;  proposed  to  be  used  and  occupied  the  same, 
225  persons ;  that  the  building  is  equipped  with  a  standpipe 
system ;  and 

Whereas,  the  applicant  states  that  there  are  thirty-three 
windows  affected  on  the  four  sides  of  the  building;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  one-story  masonry  building,  200.20  ft.  front 
on  Rockaway  Beach  Boulevard  by  approxhnately  162.50  ft. 
in  depth  with  a  one-story  frame  structure  attached  to  the 
easterly  portion  of  the  building  17.75  ft.  front  by  78  ft.  in 
depth ;  this  frame  building  is  used  as  an  employees’  lunch¬ 
room  ;  that  in  lieu  of  complying  with  the  Fire  Commis¬ 
sioner’s  order  it  is  proposed  to  install  a  sprinkler  system 
and  an  interior  fire  alarm  system  connected  directly  to  Fire 
Department  headquarters ;  that  the  windows  in  question  are 
6  ft.  above  the  floor  and  only  a  small  pivoted  section  (3  ft. 
x  3  ft.)  is  movable,  making  it  impractical  to  use  these  win¬ 
dows  for  egress;  that  the  building  has  sufficient  exit  facili¬ 
ties  remote  from  each  other  to  permit  easy  exit  therefrom; 
and 

Whereas,  the  applicant  stated  that  the  building  is  now 
equipped  with  a  standpipe  system  which  he  proposes  to 
remove  and  install  in  its  place,  throughout  the  entire  prem¬ 
ises,  as  proposed  to  be  enlarged,  a  sprinkler  system  and 
interior  fire  alarm  system,  complying  with  the  requirements 
therefor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  order  #16875  LF  of  the  Fire  Commis¬ 
sioner  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  no  screens  or  window  guards  shall  be  installed 
on  windows  other  than  those  indicated  on  plans  filed  with 
this  appeal,  marked  “Received  April  17,  1946”  (2  sheets)  ; 
that  all  exits  in  the  exterior  walls,  as  indicated  on  such 
plans,  shall  be  maintained  openable  and  available  for  exit 
at  all  times  during  working  hours;  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than  as 
modified  by  the  Board  under  Cals.  325-46-BZ  and  326-46-A. 


326-46-A 

APPLICANT — Lama  and  Proskauer,  for  Edgemere  Garage 
and  Sales,  Inc.,  owner  (Rex  Curtain  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 50-01  Rockaway  Beach  boule¬ 
vard,  south  side,  from  Beach  50th  to  Beach  51st 
streets  (Block  336,  Lot  20),  Rockaway  Beach,  Bor¬ 
ough  of  Queens  (Under  section  35,  General  City 
Law  re  bed  of  mapped  street — Beach  51st  street). 
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;  APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  E.  J.  Budd. 

For  Administration:  Samuel  Becker,.  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Girnee.  .  4 

Negative:  . - .  0 

THE  RESOLUTION  (326-46-A) 

Whereas,  Lama  and  Proskauer,  for  Edgemcre  Garage 
and  Sales  Inc.,  Rex  Curtain  Corp.,  lessee,  filed  April  23, 
1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent  and  an  application  to  permit  the  erection  of  proposed 
extension  to  a  building  partly  in  the  bed  of  a  mapped  street 
and  to  permit  the  maintenance  of  an  existing  structure 
occupying  the  5  ft.  court  yards  on  the  east  (Beach  50th 
street)  and  on  the  west  (Beach  51st  street)  sales  of  the 
premises;  affecting  50-01  Rockaway  Beach  boulevard,  south 
side,  between  Beach  50th  and  Beach  51st  streets  (Block 
336,  Lot  20),  Rockaway  Beach,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  18,  1946,  on  Alt.  Applic.  381-46,  reads: 

“1.  Proposed  change  of  frame  building  to  a  res¬ 
taurant  for  employees  is  contrary  to  Sec.  4.2.1. 

3.  It  seems  that  proposed  extension  is  partly  in  the 
bed  of  a  mapped  street  and  the  existing  structure 
occupies  the  5  ft.  court  yards  on  the  east  and  west 
sides  of  the  building  all  contrary  to  Sec.  35  of  General 
City  Laws.” 

'!  and 

V  Whereas,  the  applicant  states  that  the  existing  building 
is  one  story,  15  ft.  and  25  ft.  in  height,  180.18  ft.  by  162  ft. 
in  area,  Class  3  construction,  erected  prior  to  1919,  located 
on  a  lot  200.18  ft.  by  164.86  ft.  in  area,  in  an  unrestricted 
use,  D  area,  Class  1  height  district,  used  and  occupied  since 
1944  for  the  manufacturing  of  curtains  and  offices,  225 
persons;  that  no  change  in  use  or  occupancy  is  proposed; 
that  the  building  is  equipped  with  a  standpipe  system  which 
it  is  proposed  to  remove ;  and 
Whereas,  Violation  1889-45,  issued  October  10,  1945  was 
for  erecting  a  concrete  block  storage  shed  15  x  65  x  9  feet 
without  approval  of  the  Department  of  Housing  and  Build¬ 
ings  ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
,  improved  with  a  one-story  masonry  building  200.18  ft.  by 
!  approximately  162  ft.  in  depth  and  an  attached  one-storv 
frame  structure  17.75  ft.  by  78  ft.  in  depth;  that  the  larger 
structure  is  shown  on  page  25  of  the  Hyde  Atlas  of  1919, 
thus  indicating  its  existence  prior  to  1919;  that  permission 
i  is  now  requested  for  the  construction  of  the  2-story  exten- 
i  ,  sion  20.02  ft.  on  Rockaway  Boulevard  and  152  ft.  in  depth, 
to  be  used  for  storage  and  shipping  and  to  permit  the  use 
L  of  the  existmg  frame  structure  for  lunchroom;  that  at 
present  there  exists  a  one-story  structure,  measuring  approxi¬ 
mately  18  ft.  by  75  ft.  in  area;  that  title  to  the  mapped 
street  is  not  vested  in  the  city ;  and 

Whereas;  it  appears  that  the  court  yards  in  question  were 
indicated  on  Section  228  of  the  Final  Maps  of  the  Borough 
of  Queens  adopted  by  the  Board  of  Estimate  and  Appor¬ 
tionment  June  17,  1926,  approved  by  the  Mayor,  July  28, 
f  1926;  and' 

Whereas,  it  appears  that  Beach  51st  street  was  laid  out 
j,  :n  the  City  map  as  a  40  foot  street  between  Rockaway  Beach 
boulevard  and  Edgemere  avenue  and  by  action  of  the  Board 
k  of  Estimate  and  Apportionment  on  July  17,  1926,  approved 
1  by  the  Mayor  July  28,  1926,  court  yards  were  approved  so 
as  to  make  possible  the  future  widening  of  Beach  51st  street 
I  to  fifty  feet;  and 

1  -  Whereas,  the  applicant  stated  that  the  building  is  now 
f  equipped  with  a  standpipe  system  which  he  proposes  to  re¬ 
move  and  install  in  its  place  throughout  the  entire  premises 
as  proposed  to  be  enlarged  a  sprinkler  system  and  ulterior 
fire  alarm  system,  complying  with  the  requirements  therefor. 
Resolved,  that  the  decision  of  the  borough  superin¬ 


tendent,  acting  on  Alt.  Applic.  381-46,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  Objection  1,  on  condition  that  the  frame  building  pro¬ 
posed  to  be  used  as  a  restaurant  for  the  employees  of  the 
adjoinmg  factory  building  shall  not  be  increased  in  height 
or  area  and  shall  be  used  only  as  proposed ;  that  this  vari¬ 
ance  shall  continue  only  so  long  as  the  conditions  as  pro¬ 
posed  and  herein  permitted  are  continued;  and,  granted  as 
to  Objection  3,  under  the  powers  vested  in  the  Board  under 
Section  35  of  the  General  City  Law,  permitting  the  extension 
of  the  existing  factory  building  as  proposed  to  be  con¬ 
structed  within  the  bed  of  mapped  Beach  51st  street,  on  con¬ 
dition  that  if  such  street  as  now  laid  out  on  the  city  map 
is  opened  and  the  title  of  such  mapped  street  acquired  by 
the  City,  no  claim  in  condemnation  for  the  building  above 
the  land  shall  be  made  by  the  owner ;  that  this  addition  as 
proposed  in  the  bed  of  the  mapped  street  shall  then  be 
entirely  removed  at  his  own  expense ;  that  all  existing  build¬ 
ings  or  structures  witlrn  the  bed  of  Beach  51st  street  as 
mapped  shall  be  removed ;  and  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  other  than  as  modified  by  the 
Board  this  day  under  Cals.  325-46-BZ  and  294-46-A. 


838-46-A 

APPLICANT — American  Frascati  Tobacco  Service  Inc., 
for  Department  of  Marine  and  Aviation,  City  of 
New  York,  owner  (Netherlands  Indies  Produce 
Corp.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — North  side  of  Canal  street  and 
east  side  of  Front  street,  Foreign  Trade  Zone  1 
(Block  487,  Lot  none)  ;  Stapleton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Apphcant:  I.  H.  Morrell,  Robert  S.  Allyn  and 
George  Chapman. 

For  Administration:  E.  Meyer,  Fire  Dep’l. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Girnee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (838-46-A) 

Whereas,  American  Frascati  Tobacco  Service  Inc.,  for 
Department  of  Marine  &  Aviation,  City  of  New  York, 
owner;  Netherlands  Indies  Produce  Corp.,  lessee,  filed  No¬ 
vember  1,  1946,  an  appeal  from  an  order  and  decision  of 
the  fire  commissioner,  affecting  prenrses  :  Northeast  corner 
of  Front  Street  and  Canal  Street  (American  Frascati  Bldg., 
Section  E),  Foreign  Trade  Zone  #1  (Block  487,  Lot  None), 
Stapleton,  Borough  of  Richmond ;  and 
Whereas,  Order  #47217  LC  issued  by  the  Fire  Commis¬ 
sioner  August  27,  1946,  reads: 

“In  the  interest  of  public  safety  due  to  highly  hazard¬ 
ous  nature  of  material.  You  are  hereby  ordered  to 
1.  Discontinue  storage  and  use  of  hydrocyanic  acid 
gas  at  above  prenrses.  Sec.  C19-11.0.” 

and 

W  hereas,  the  said  order  was  repeated  in  a  decision  of 
the  Fire  Commissioner  dated  October  2,  1946;  and 
Whereas,  the  applicant  states  that  the  building  is  one 
and  two  stories,  21  ft.  in  height,  275  ft.  by  175  ft.  in  area, 
Class  1  construction,  on  a  lot  400  ft.  by  200  ft.  in  area, 
located  in  an  unrestricted  use  distret,  erected  in  1942,  used 
and  occupied  since  1942  for  the  storage  of  tobacco,  twenty 
persons;  that  the  building  is  equipped  with  a  one-source 
sprinkler  system  throughout,  a  standpipe  system  and  an 
interior  fire  alarm  system;  that  there  is  one  5  ft.  wide 
interior  concrete  stairs,  enclosed  in  br:ck  and  tile,  equipped 
with  metal,  self-closing  doors;  that  fire  escape  at  rear  leads 
to  roof  by  stair  and  to  yard  by  stair  with  egress  to  street 
through  open  yard ;  and 
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Whereas,  the  applicant  contends  that  the  installation  is 
adequate  and  safe  and  has  been  tested  by  the  Department  of 
Health;  that  Fumigant  Permit  #39  was  issued  June  18, 
1946,  under  the  Sanitary  Code ;  that  two  employees  have 
been  licensed  as  Employee  Fumigant  Operators ;  that  pro¬ 
tective  devices  required  by  the  Bureau  of  Mines  are  avail¬ 
able  close  to  the  storage  vault ;  that  the  installation  has  been 
inspected  and  approved  by  the  Hartford  Steam  Boiler  Co. ; 
that  containers  of  liquid  HCN  are  approved  by  the  Inter¬ 
state  Commerce  Commission;  that  HCN  is  commonly  used 
as  a  fumigant  for  many  years ;  that  containers  of  liquid 
HCN  will  be  purchased  from  time  to  time ;  cylinders  are 
stored  until  used  in  a  fireproof  vault  having  an  automatic 
sprinkler  head  and  an  outdoor  exhaust  vent ;  that  there  are 
two  sprinkler  heads  over  each  of  the  fumigating  chambers 
connected  to  an  approved  sprinkler  system ;  that  the  air¬ 
tight  fumigating  chambers  or  vaults  are  of  the  most  ap¬ 
proved  type,  located  side  by  side  in  a  corner  of  one  of  the 
fireproof  compartments  of  the  building  near  the  door  which 
is  6  ft.  wide ;  bales  of  tobacco  are  placed  in  those  chambers 
from  which  the  air  is  exhausted;  an  HCN  cylinder  is  then 
connected  through  a  volatilizer  and  the  gas  is  drawn  into 
the  chamber;  after  about  two  hours,  the  gas  is  exhausted 
through  an  outside  pipe  at  an  elevation  of  10  ft.  above  the 
building;  the  tobacco  is  left  in  the  chamber  for  about  half 
an  hour  and  tested  with  methyl  orange  paper ;  and 

Whereas,  application  filed  with  the  Fire  Department  re¬ 
quested  permission  to  store  six  30  lb.  cylinders  of  liquid 
HCN. 

Resolved,  that  Order  47217  LC  issued  by  the  fire  com¬ 
missioner  be  and  .it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Item  1,  on  condition  that 
not  more  than  six  (6)  30  lb.  cylinders  of  liquid  HCN  shall 
be  stored  on  the  premises ;  that  such  cylinders  shall  be 
stored  within  a  room  as  indicated  on  plan  filed  with  this 
application  marked  “Received  November  1,  1946”;  that  such 
room  shall  be  constructed  of  masonry  materials  and  shall 
have  a  fireproof  self-closing  door  and  sprinkler  head  therein 
and  a  12  x  12  vent  to  the  exterior,  all  as  indicated  on  such 
plan,  except  that  when  cylinders  are  used  in  connection  with 
the  fumigation  chambers  as  indicated  on  such  plans  at  wh’ch 
time  not  more  than  one  (1)  cylinder  shall  be  connected  to 
each  chamber ;  that  the  storage  room  and  the  two  chambers 
shall  be  located  within  a  room  as  indicated  on  such  plans, 
approximately  50  ft.  by  65  ft.  in  area  with  two  doors  there¬ 
from  to  the  other  portion  of  the  floor,  such  doors  to  be 
fireproof  self-closing  and  with  a  door  to  the  outer  air  as 
indicated,  6  ft.  in  w'dth;  that  exhaust  from  such  chambers 
shall  be  as  proposed,  namely,  by  means  of  a  6"  galvanized 
iron  pipe  extending  10  ft.  above  the  roof  ;  that  the  sprinkler 
system,  standpipe  system  and  interior  fire  alarm  system  shall 
be  maintained  in  accordance  with  the  requirements  therefor 
and  the  entire  installation  shall  be  mainta:ned  to  the  satis¬ 
faction  of  the  fire  commissioner ;  that  two  approved  gas 
masks  shall  be  provided  and  the  person  in  charge  shall  hold 
a  license  from  the  Department  of  Health  ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  whh  all 
laws  and  rules  applicable  thereto. 


882-46-A 

APPLICANT — Samuel  Rosenblum,  for  Chanlan  Corp., 
owner  (Hearn  Department  Store,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 5-17  West  13th  street,  north 
side,  150  ft.  west  of  5th  avenue,  8-12  West  14th 
street  and  74  5th  avenue  (5th  floor)  ;  (Block  577, 
Lots  34  and  49-53  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  E.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (882-46-A) 

Whereas,  Samuel  Rosenblum,  for  Chanlan  Corporation, 
owner  (Hearn  Department  Store,  lessee)  filed  November  8, 
1946,  an  appeal  from  an  order  and  decision  of  the  fire  com¬ 
missioner,  affecting  5-17  West  13th  street,  north  side,  150 
ft.  west  of  5th  avenue,  8-12  West  14th  street  and  74  5th 
avenue  (5th  floor)  ;  (Block  577,  Lots  34  and  49-53  inclusive) 
Borough  of  Manhattan ;  and 

Whereas,  Order  47421-LC,  dated  September  9,  1946,  and 
repeated  in  a  decision  dated  October  17,  1946,  reads: 

“1.  Discontinue  the  storage  and  sale  of  ammunition 
at  the  above  premises  in  violation  of  Section  C19-.38., 
Subdivision  3,  4  and  5.” 

and 

Whereas,  the  applicant  contends  that  the  building  is  six 
stories,  91  ft.  in  height;  150  ft.  and  75  ft.  by  206.6  ft.,  irregu¬ 
lar  in  area;  erected  1875;  Class  3  construction;  located  in 
an  unrestricted  use,  B  area,  class  1^4  height  district;  and 
used  and  occupied  throughout  as  a  department  store;  that 
the  building  is  equipped  with  a  two  source  sprinkler  system, 
a  standpipe  system,  interior  fire  alarm  system  and  fire  drills 
are  maintained ;  that  there  are  three  interior  wood  stairs ; 
and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
store  ammunition  in  a  small  wood  case,  22  in.  by  34  in.  by 
6  ft.  6  in.  in  height,  metal  lined;  that  the  ammunition  will 
be  in  sealed  containers  and  in  quantities  less  than  the  limits 
permitted  by  Chapter  19  of  the  Administrative  Code;  that 
it  is  proposed  to  store  25,000  loaded  shot  gun  shells  not  over 
12  ga.,  75,000  rifle  cartridges  not  over  .45  cal.  and  1,000 
cartrdge  blanks  not  over  .45  cal.  to  supply  the  retail  trade; 
that  the  ammunition  will  be  stored  in  the  sporting  goods 
department  and  will  not  be  exposed ;  that  the  building  is 
equipped  with  a  sprinkler  system  with  gravity  and  pressure 
tank  supplies,  interior  fire  alarm  system,  standpipe  system, 
central  station  alarm  system  and  watchmen’s  service. 

ResoWed,  that  the  dec’sion  of  the  fire  commissioner  as  to 
Order  47421-LC  be  and  it  hereby  is  modified  as  to  Item  1 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  amount  of  ammunition  stored  shall  not  exceed  the 
quantity  and  gauge  as  proposed;  that  such  ammunition  shall 
be  stored  in  a  metal  lined  wood  cabinet  on  the  5th  floor  in 
the  location  as  indicated  on  plan  filed  with  this  appeal  marked 
“Received  November  8,  1946” ;  that  in  such  cabinet  there 
shall  be  a  sprinkler  head  both  within  and  over  the  cabinet; 
that  shelves  within  the  cabinet  shall  be  slotted  so  as  to  make 
the  use  of  the  sprinkler  head  effective ;  •  that  the  sprinkler 
system  within  the  building,  the  interior  fire  alarm  system 
and  standpipe  system,  central  station  alarm  system  and 
watchman’s  service  shall  be  maintained  as  proposed  and  in 
accordance  with  the  requirements  therefor ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than  as 
modified  by  the  Board  under  Cal.  Nos.  379-19-A,  190-38-A 
and  1033-39-A. 


Adjourned  :  3.15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  26,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

837-46-A 

APPLICANT — Arthur  Loomis  Harmon  for  Shreve,  Lamb 
and  Harmon  (The  New  York  Times  Co.,  owner). 
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SUBJECT — Appeal  from  a  decision  of  the  borougli  super¬ 
intendent. 

PREMISES  AFFECTED— 216  West  44th  street,  south 
side,  207  ft.  west  of  Broadway  and  229  West  43rd 
street  (Block  1015,  Lots  12,  23  and  41),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  R.  Dowswell,  Tohn  Mitchell  and 
William  H.  Leyh. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative  :  . . .  0 


THE  RESOLUTION  (837-46-A) 

Whereas,  Shreve,  Lamb,  and  Harmon,  for  the  New  York 
Times  Company,  owner,  filed  October  28,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  .216  West  44th  street,  south  side,  207  ft.  west  of 
Broadway,  running  through  to  229  West  43rd  street  (Block 
1015,  Lots  12,  23  and  41),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  30,  1946,  on  D.C.  Applic.  1862-46,  reads : 
“1.  The  maximum  length  of  any  drop  curb  should 
be  30  ft. 

2.  The  distance  between  drop  curbs  (safety  zone) 
should  be  ten  feet.”  , 

and 


Whereas,  the  applicant  states  that  the  building,  when 
extended,  will  be  11  stories  (219  ft.)  in  height;' 176  ft.  by 

1  200  ft.  in  area,  of  Class  1  construction ;  located  in  a  retail 
1  use  B  area,  Class  2  height  district,  original  building  erected 
in  1912,  extended  in  1923  and  1931  and  used  and  occupied 
since  1912  for  the  publication  of  a  newspaper  for  which 
Certificate  of  Occupancy  19237  was  issued  November  11, 
1933 ;  and 

Whereas,  the  applicant  contends  that  the  publication  of 
the  New  York  Times  requires  the  delivery  of  large  quanti¬ 
ties  of  newsprint;  that  this  newsprint  is  delivered  by  large 
trucks  usually  carrying  15  rolls,  each  of  which  weighs  1400 
to  1700  lbs. ;  that  these  trucks  when  they  arrive  at  the  build¬ 
ing,  back  across  the  sidewalk  into  the  driveway  so  that  they 
arfe  entirely  within  the  building;  that  the  trucks  are  large 
and  the  driveway  openings  will  be  made  as  wide  as  structural 
conditions  permit ;  that  the  limit  in  the  extent  of  the  curb 
cut  imposed  by  the  Department  of  Housing  and  Building 
is  such  as  to  make  the  backing  up  of  these  trucks  a  very 
difficult  operation ;  that  in  addition  to  newsprint  and  normal 
building  supplies,  trucks  deliver  large  quantities  of  magazine 
sections  printed  at  other  plants  but  which  must  be  delivered 
to  this  building  for  insertion  in  the  Sunday  issue ;  that  the 
delivery  of  each  issue  of  the  Times  requires  the  use  of  a 
very  large  number  of  delivery  trucks;  that  the  entry  and 
exit  of  these  trucks  frorn  the  building  demands  the  utmost 
freedom  of  movement  if  undue  street  congestion  is  to  be 
avoided;  that  the  Times  has  for  years  had  similar  drive 
entrances  and  driveways  on  West  43rd  street  and  continuous 
curb  cuts  so  that  receiving  and  delivering  trucks  have  the 
utmost  freedom  of  movement;  that  the  extension  to  the 
building  on  West  44th  street  has  been  planned  to  facilitate 
the  receipt  of  supplies  and  the  rapid  delivery  of  the  paper  ; 
that  in  order  to  avoid  street  congestion,  a  through  driveway 
from  West  43rd  to  West  44th  streets  will  be  provided,  but 
if  the  owner  is  forced  to  comply  with  the  Department  of 
Housing  and  Buildings  requirement  limiting  the  length  of 
the  curb  cuts,  they  will  be  forced  to  operate  under  a  serious 
disadvantage. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  D.  C.  Applic.  1862-46,  Objections  1  and.  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  curb  cuts  shall  be  constructed 
as  indicated  on  plans  filed  with  this  appeal  marked  “Re- 

i 


ceived  October  28,  1946”,  two  sheets,  and  that  at  all  times 
there  shall  be  not  less  than  two  watchmen  on  guard  near 
the  building  line  to  warn  pedestrians. 


847-46-A 

APPLICANT — Lama  and  Proskauer,  for  George  Golden- 
berg  and  Ethel  Weissman,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED—  68  Woodruff  avenue  and  27-35 
St.  Pauls  place,  southeast  corner  (Block  5059,  Lot 
10),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (847-46-A) 

Whereas,*  Lama  and  Proskauer,  for  George  Goldenberg 
and  Ethel  Weissman,  owners,  filed  November  6,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  68  Woodruff  avenue  and  27-35  St.  Pauls  place, 
southeast  corner  (Block  5059,  Lot  10),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  4,  1946  on  Alt.  Applic.  4002-46,  reads: 

“1.  Proposed  change  in  occupancy  from  2  family 
dwelling  to  nursery,  kindergarten  and  1  family  in  a 
class  3  structure  over  2  stories  in  height  is  contrary  to 
C26-254.0  (Sec.  4.2.1)  as  per  C26- 185.0  (Sec.  2. 1.3. 5) 
of  the  Administrative  Code. 

2.  Provide  two  exits  from  each  floor  as  per  C26- 
273.0  b  (3)  (Sec.  6. 1.2. 2. 3)  of  the  Administrative  Code. 

3.  Stairways  to  be  enclosed  in  3  hr.  partitions  w:th 
44  hr.  F.P.S.C.  doors  and  extend  to  roof ;  to  comply 
in  all  respects  with  C26-292.0  of  the  Administrative 
Code. 

4.  Basement  and  1st  floor  weak;  to  be  good  for  60 
lbs.  per  sq.  ft.  liveload  as  per  C26-344.0  (Sec.  7.3. 2. 2.3) 
of  the  Administrative  Code. 

8.  Passageway  to  exit  1st  floor  to  be  3'  0"  minimum 
width  as  per  C26-290.0  (Sec.  6  3.2)  of  the  Administra¬ 
tive  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stores, 
basement  and  cellar  (30  ft.)  in  height,  22  ft.  by  64  ft.  4  in. 
in  area,  of  class  3  construction,  erected  in  1908,  located  in  a 
residence  use.  D  area,  Class  1  height  district  and  used  and 
occupied  since  1938  as  follows:  cellar — ordinary;  basement — 
ordinary;  1st  floor — dwelling — 1  fanrly;2nd  floor — dwelling 
— 1  family ;  proposed  to  be  used  and  occupied :  cellar — 
ordinary  ;  basement — nursery  and  kindergarten — 33  persons  ; 
1st  floor — nursery  and  kindergarten — 44  persons;  2nd  floor 
— dwelling — 1  family;  that  the  building  is  equipped  with 
one  3  ft.  wide  wood  and  iron  stairs,  unenclosed,  and  pro¬ 
posed  to  be  equipped  with  one  fire  escape  on  the  west  side 
leadffig  to  street  by  stair ;  and 

Whereas,  the  applicant  contends  that  the  2nd  floor  will 
be  used  by  the  operators  for  living  quarters ;  that  the  build¬ 
ing  is  constructed  of  12"  brick  walls  throughout  and  the 
cellar  ceiling  is  surfaced  with  wood  lath  and  one  coat 
of  plaster;  that  there  are  three  exits  in  the  basement,  one 
to  Woodruff  avenue,  one  to  St.  Paul’s  place  and  one  to  a 
court  which  leads  to  rear  yard  ;  that  there  will  be  two  exits 
from  the  1st  floor,  one  to  Woodruff  avenue  and  a  new  3  ft. 
wide  iron  stair  to  St.  Paul’s  place;  that  the  total  number 
of  clrldren  on  the  1st  floor  will  be  44  and  the  total  number 
for  the  basement  will  be  33;  that  attendants  will  be  on  hand 
as  prescribed  by  law ;  that  the  floors  are  good  for  60  lbs. 
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liveload  except  at  the  bay  window  in  the  back  parlor ;  that 
the  beams  are  3  x  10  spruce  16"  on  centers. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  4002-46,  Objections  1,  2,  3,  4,  and  8,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  it  shall  be  arranged  substantially  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
November  21,  1946”,  three  sheets;  that  the  exterior  stair 
leading  to  St.  Paul’s  place  as  indicated  thereon  shall  be  not 
less  than  3  ft.  6  in.  in  w:dth;  that  the  floor  load  throughout 
the  portion  of  the  building  occupied  for  nursery  and  kinder¬ 
garten  shall  be  not  less  than  60  lbs.  per  superficial  foot, 
except  where  indicated  as  weak  on  the  first  floor  bay  window 
in  the  back  parlor,  the  capacity  per  superficial  foot  at  this 
point  shall  be  not  less  than  55  lbs. ;  that  the  cellar  ceiling 
throughout  shall  be  protected  with  wire  lath  and  plaster 
and  the  door  leadmg  from  the  cellar  to  the  first  floor  shall 
be  made  self-closing  and  reasonably  tight-fitting ;  that  the 
space  over  the  heater  shall  be  further  protected  with  steel 
as  required  by  the  'building  code ;  that  all  doors  shall  be 
arranged  so  as  to  open  in  the  direction  of  exit  and  where 
sliding  doors  occur,  that  are  required  for  exit,  such  doors 
shall  be  made  swinging ;  that  the  existing  dumbwaiter  shall 
be  d’scontinued  and  blocked  off  at  each  floor;  that  there 
shall  be  installed  in  the  kitchen  in  the  basement,  two 
sprinkler  heads  properly  spaced  which  may  be  fed  from  the 
domestic  water  supply  of  the  building ;  that  in  all  other 
respects,  the  building  'and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  this  vari¬ 
ance  shall  continue  only  so  long  as  the  building  is  occupied 
as  proposed. 


887-46-A 

APPLICANT — Harold  Klorfein,  for  City  of  New  York 
(owner  of  building)  and  Tenant  Relocation  Bureau, 
Inc.,  (owner  of  land). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1019  Havemeyer  avenue,  west 
side,  35  ft.  south  of  Chatterton  avenue  (Block  3815, 
Lot  37,  part  of),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harold  Klorfein  and  Nicholas 
Fazio. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  TION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative :  .  0 

THE  RESOLUTION  (887-46-A) 

Whereas,  Harold  Klorfein,  for  the  Tenant  Relocation 
Bureau  Inc.,  owner,  filed  November  19,  1946  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
1019  Havemeyer  avenue,  west  side,  35  ft.  south  of  Chatter- 
ton  avenue  (Block  3815,  part  of  lot  37),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  6,  1946  on  Alt.  Applic.  991-46  reads: 

“1.  Proposed  removal  of  frame  building  to  premises 
within  fire  limits,  is  contrary  to  Section  4.1.2  of  the 
Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  which  is 
now  located  at  2246  Watson  avenue  is  2  stories  and  base¬ 
ment,  29  ft.  in  height,  20  ft.  by  55.25  ft.  in  area,  of  class  4 
construction,  erected  in  1925,  and*  used  and  occupied  since 
192o  :  basement — boiler  room,  storage  and  2  car  accessorv 
garage;  1st  floor— dwelling— 1  family;  2nd  floor— dwelling— 
1  family ;  that  the  building  is  proposed  to  be  relocated  on  the 
premises  in  question  which  consists  of  a  lot  35  ft.  by  70  ft. 


in  area,  in  a  retail  use  D  area,  class  1  height  district,  and  to 
be  used  and  occupied  without  change;  that  the  building  is 
equipped  with  one  3  ft.  wide  frame  stairs  enclosed  in  par¬ 
titions  of  plaster  on  wood  lath  on  wood  studs,  equipped  with 
wood  doors  which  are  not  self-closing;  that  the  stairhall 
leads  direct  to  street  and  a  ladder  and  scuttle  to  roof  is 
provided;  and 

Whereas,  the  applicant  contends  that  the  Tenant  Reloca¬ 
tion  Bureau,  Inc.  is  the  agent  of  the  City  in  the  work  of 
relocating  tenants  in  the  path  of  the  proposed  Cross-Bronx 
Expressway  and  has  arranged  for  moving  the  building  in 
question  now  located  within  the  right-of-way  to  the  premises 
described  in  this  appeal,  which  premises  is  within  the  fire 
limits ;  that  the  removal  of  this  frame  building  from  its 
present  location  to  the  proposed  location  will  not  only  serve 
the  public  interest  of  maintaining  housing  accommodations 
while  permitting  the  construction  of  a  necessary  public 
improvement  but  will  not  at  the  same  time  materially  affect 
conditions  in  the  neighborhood  of  the  proposed  location ;  that 
the  building  under  consideration  is  surfaced  on  the  exterior 
with  asphalt  shingles  and  the  roof  is  surfaced  with  approved 
type  rubberoid  roofing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  991-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  lot  on  which  the  house  is  to  be  located 
shall  not  be  less  than  indicated  on  plan  filed  with  this  appeal 
and  in  all  other  respects  shall  meet  all  requirements  of  all 
laws,  rules  and  regulations  applicable  thereto. 


888-46-A 

APPLIC  ANT — Harold  Klorfein,  for  C'ty  of  New  York 
(owner  of  building)  and  Tenant  Relocation  Bureau, 
Inc.  (owner  of  land). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PRP.MISES  AFFECTED — 2266  Chatterton  avenue,  south 
side,  70  ft.  west  of  Havemeyer  avenue  (Block  3815, 
Lot  37.  part  of),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harold  Klorfein  and  Nicholas 
Fazia. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (888-46-A) 

Whereas,  Harold  Klorfein,  for  the  Tenant  Relocation 
Bureau,  Inc.,  owner,  filed  November  19,  1946,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
2266  Chatterton  avenue,  south  side,  70  ft.  west  of  Have¬ 
meyer  avenue  (Block  3815,  part  of  lot  37),  Borough  of 
The  Bronx ;  and 

Whereas,  the  dec’sion  of  the  borough  superintendent 
dated  October  23,  1946  on  Alt.  Applic.  990-46  reads: 

1.  It  is  unlawful  to  move  a  frame  structure  of 
wood  from  outside  the  fire  limits  to  any  point  within 
such  limits  (4.1.7),  C26-252.0.” 

and 

Whereas,  the  applicant  states  that  the  building  which 
is  now  located  at  2250  Wfftson  avenue,  is  2  stories  and 
basement,  29  ft.  in  height,  20  ft.  by  55  ft.  3  in.  in  area,  of 
class  4  construction,  erected  in  1925,  and  used  and  occupied 
since  erection  as  follows :  basement — boiler  room,  storage 
and  2  car  accessory  garage;  1st  floor— dwelling— 1  family; 
2nd  floor — dwelling — 1  family;  that  the  building  is  proposed 
to  be  relocated  on  the  premises  in  question  which  cons:sts 
of  a  lot  30  ft.  by  103  ft.  in  area,  in  a  retail  use  D  area, 
class  1  height  district,  and  to  be  used  and  occupied  without 
change;  that  the  building  is  equipped  with  one  3  ft.  wide 
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frame  stairs  enclosed  in  partitions  of  plaster  on  wood  lath 
on  wood  studs,  equipped  with  wood  doors  which  are  not 
self-closing;  that  the  stairhall  leads  direct  to  street  and  a 
ladder  and  scuttle  is  provided  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  Tenant  Reloca¬ 
tion  Bureau,  Inc.  is  the  agent  of  the  City  in  the  work  of 
relocating  tenants  in  the  path  of  the  proposed  Cross-Bronx 
Expressway  and  has  arranged  for  moving  the  building  in 
question  new  located  within  the  right-of-way  to  the  premises 
described  in  this  appeal,  which  premises  is  within  the  fire 
limits;  that  the  removal  of  this  frame  building  from  its 
present  location  to  the  proposed  location  will  not  only  serve 
the  public  interest  of  maintaining  housing  accommodations 
while  permitting  the  construction  of  a  necessary  public  im¬ 
provement  but  will  not  at  the  same  time  materially  affect 
conditions  in  the  neighborhood  of  the  proposed  location; 
that  the  building  under  consideration  is  surfaced  on  the 
exterior  with  wood  clapboards  and  wood  shingles  and  the 
roof  is  surfaced  with  approved  type  rubberoid  roofing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  990-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  lot  on  which  the  house  is  to  be  located 
'  shall  not  be  less  than  indicated  on  plan  filed  with  this 
appeal  and  in  all  other  respects  shall  meet  all  requirements 
,j  of  all  laws,  rules  and  regulations  applicable  thereto. 


889-46-A 

APPLICANT— Harold  Klorfein,  for  City  of  New  York 
(owner  of  building)  and  Tenant  Relocation  Bureau, 
Inc.  (owner  of  land). 

SUBJECT — Appeal  fronj  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1015  Havemeyer  avenue,  west 
side,  70  ft.  south  of  Chatterton  avenue  (Block  3815, 
part  of  Lot  37),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harold  Klorfein  and  Nicholas 
Fazio. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (889-46-A) 

Whereas,  Harold  Klorfein,  for  the  Tenant  Relocation 
Bureau,  Inc.,  owner,  filed  November  19,  1946  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
1015  Havemeyer  avenue,  west  side,  70  ft.  south  of  Chatterton 
avenue  (Block  3815,  part  of  lot  37),  Borough  of  The  Bronx; 
and 

1  Whereas,  the  decision  of  the  borough  superintendent 
dated  October  23,  1946  on  Alt.  Applic.  972-46  reads : 

“1.  It  is  unlawful  to  move  a  frame  structure  of 
wood  from  outside  the  fire  limits  to  any  point  within 
such  limits  (4.1.7)  C26-252.0.” 

i  and 

Whereas,  the  applicant  states  that  the  building  which  is 
now  located  at  2319  Bruckner  boulevard,  is  2  stories  and 
basement,  29  ft.  in  height,  20  ft.  by  50  ft.  in  area,  of  class  4 
.  construction,  erected  in  1896,  and  used  and  occupied  since 
erection  as  follows:  basement — boiler  room  and  storage;  1st 
floor — dwelling — 1  family;  2nd  floor— dwelling— 1  family; 
that  the  building  is  proposed  to  be  relocated  on  the  premises 
in  question  which  consists  of  a  lot  33  ft.  by  70  ft.  in  area, 
in  a  retail  use  D  area,  class  1  height  district,  and  to  be  used 
and  occupied  without  change;  that  the  building  is  equipped 
with  one  3  ft.  wide  frame  stairs  enclosed  in  partitions  of 
plaster  on  wood  lath  on  wood  studs,  equipped  with  wood 
doors  which  are  not  self-closing;  that  the  stairhall  leads 
direct  to  street  and  a  ladder  and  scuttle  is  provided  to  roof ; 
and 


Whereas,  the  applicant  contends  that  the  Tenant  Reloca¬ 
tion  Bureau,  Inc.  is  the  agent  of  the  City  in  the  work  of 
relocating  tenants  in  the  path  of  the  proposed  C  ross-Bronx 
Expressway  and  has  arranged  for  moving  the  building  in 
question  now  located  within  the  right-of-way  to  the  premises 
described  in  this  appeal,  which  premises  is  within  the  fire 
limits;  that  the  removal  of  this  frame  building  from  its 
present  location  to  the  proposed  location  will  not  only  serve 
the  public  interest  of  maintaining  housing  accommodations 
while  permitting  the  construction  of  a  necessary  public 
improvement  but  will  not  at  the  same  time  materially  affect 
conditions  in  the  neighborhood  of  the  proposed  location;  that 
the  building  under  consideration  is  surfaced  on  the  exterior 
with  asphalt  shingles  and  the  roof  is  surfaced  with  approved 
type  rubberoid  roofing. 

"  Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  972-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  lot  on  which  the  house  is  to  be  located 
shall  not  be  less  than  indicated  on  plan  filed  with  this  appeal 
and  in  all  other  respects  shall  meet  all  requirements  of  all 
laws,  rules  and  regulations  applicable  thereto. 


890-46-A 

APPLICANT— Harold  Klorfein,  for  City  of  New  York 
(owner  of  building)  and  Tenant  Relocation  Bureau, 
Inc.  (owner  of  land). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 1023  Havemeyer  avenue  south¬ 
west  corner  of  Chatterton  avenue  (Block  3815,  part 
of  Lot  37),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Harold  Klorfein  and  Nicholas 
Fazia. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  . .  0 

THE  RESOLUTION  (890-46-A) 

Whereas,  Harold  Klorfein,  for  the  Tenant  Relocation 
Bureau,  Inc.,  owner,  filed  November  19,  1946,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  1023  Havemeyer  avenue,  southwest  corner  of 
Chatterton  avenue  (Block  2815,  part  of  lot  37),  Borough 
of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  6,  1946  on  Alt.  Applic.  1068-46  reads  : 

“1.  Proposed  removal  of  frame  building  to  premises 
within  fire  limits,  is  contrary  to  Section  4.1.2  of  the 
Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  which  is 
now  located  at  2181  Haviland  avenue,  is  3  stories  and  cellar, 
34  ft.  in  height,  25.33  ft.  by  53  ft.  in  area,  of  class  4  con¬ 
struction,  erected  in  1905,  and  used  and  occupied  since  erec¬ 
tion  as  follows:  cellar — boiler  room  and  storage;  1st  floor- 
stores;  2nd  floor — dwelling — 1  family;  3rd  floor — dwelling— 

1  family;  that  the  building  is  proposed  to  be  used  and'* 
occupied  without  change ;  that  the  building  is  proposed  to  be 
relocated  on  the  premises  in  question  which  consists  of  a 
lot  35  ft.  by  70  ft.  in  area,  in  a  retail  use  D  area  class  1 
height  district ;  that  the  building  is  equipped  with  one  3  ft. 
wide  frame  stairs  enclosed  in  partitions  of  plaster  on  wood 
lath  on  wood  studs,  equipped  with  wood  doors  which  are 
not  self-closing;  that  the  stairhall  leads  direct  to  street  and 
a  ladder  and  scuttle  is  provided  to  roof ;  and 
Whereas,  the  applicant  contends  that  the  Tenant  Reloca¬ 
tion  Bureau,  Inc.  is  the  agent  of  the  City  in  the  work  of 
relocating  tenants  in  the  path  of  the  proposed  Cross-Bronx 
Expressway  and  has  arranged  for  moving  the  building  in 
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question  now  located  within  the  right-of-way  to  the  prem¬ 
ises  described  in  this  appeal,  which  premises  is  within  the 
fire  limits;  that  the  removal  of  this  frame  building  from 
its  present  location  to  the  proposed  location  will  not  only 
serve  the  public  interest  of  maintaining  housing  accommo¬ 
dations  while  permitting  the  construction  of  a  necessary 
public  improvement  but  will  not  at  the  same  time  materially 
affect  conditions  in  the  neighborhood  of  the  proposed  loca¬ 
tion;  that  the  building  under  consideration  is  surfaced  on 
the  exterior  with  asphalt  shingles  and  the  roof  is  surfaced 
with  approved  type  rubberoid  roofing. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1068-46,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  lot  on  which  the  house  is  to  be  located 
shall  not  be  less  than  indicated  on  plan  filed  with  this 
appeal  and  in  all  other  respects  shall  meet  all  requirements 
of  all  laws,  rules  and  regulations  applicable  thereto;  that 
requirements  of  the  zoning  law  as  to  Section  7 A  and  as 
to  signs  shall  be  complied  with. 


911-46-A 

APPLICANT — Adolph  Mertin,  for  Robert  D.  McLellan, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — -27-16  41st  avenue,  south  side, 
25.04  ft.  west  of  28th  street  (2nd  floor)  ;  (Block 
416,  Lots  31  and  32),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Adolph  Mertin  and  Robert  D. 
McLellan. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (911-46-A) 

Whereas,  Adolph  Mertin,  for  Robert  D.  McLellan, 
owner,  filed  November  22,  1946,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  27-16  41st  avenue, 
south  side,  25.04  ft.  west  of  28th  street  (Block  416,  Lots 
31  and  32)  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  21,  1946,  re  Alt.  Applic.  3270-46,  reads: 

2.  Conversion  of  a  frame  dwelling  to  a  business  use 
is  contrary  to  Sec.  4.2.1  of  the  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories,  23  ft.  in  height;  25  ft.  by  50  ft.  in  area;  of  Class  4 
construction ;  located  on  a  lot  50.04  ft.  by  100.08  ft.  in  area, 
in  an  unrestricted  use  B  area  district ;  erected  prior  to  1898 ; 
and  used  and  occupied  since  erection :  cellar,  storage ;  1st 
floor,  store  and  manufacturing  novelties ;  2nd  floor,  dwelling, 
one  family,  the  entire  building  now  vacant;  that  it  is  pro¬ 
posed  to  be  used  and  occupied  as  follows :  cellar,  boiler  room 
and  storage  of  glass  jars,  no  persons;  1st  floor,  storage  of 
glass  fruit  jars,  3  persons;  2nd  floor,  offices,  5  persons;  that 
the  building  is  equipped  with  one  3  ft.  wide  wood  stairs, 
enclosed  in  fire  retarded  partitions,  equipped  with  one  hour 
doors  and  leading  direct  to  the  street,  and  provided  with 
a  ladder  and  scuttle  to  roof ;  and 
Whereas,  the  applicant  contends  that  the  building  has 
been  continuously _  used  for  business  on  the  1st  floor  since 
its  erection ;  that  it  is  now  proposed  to  remove  the  dwelling 
occupancy  on  the  2nd  floor  and  substitute  therefor  a  light 
office  occupancy;  the  1st  floor  live  load  is  120  lbs.  per  sq. 
ft.  and  the  second  floor  50  lbs.  per  sq.  ft.;  that  all  partitions 
on  the  1st  floor  will  be  removed  and  all  partitions  on  the  rear 
of  the  second  floor  will  be  removed ;  that  the  storage  of 


empty  glass  fruit  jars  as  proposed  on  the  1st  floor  and  office 
occupancy  for  the  second  floor  is  less  hazardous  than  that 
now  legally  permitted,  namely  factory  on  the  1st  floor  and 
dwelling  on  the  2nd  floor. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  3270-46,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  this  variance  shall  continue  only  so  long  as  the 
building  is  occupied  as  proposed  and  complies  in  all  other 
respects  with  all  laws,  rules  and  regulations  applicable 
thereto. 


900-26-A 

APPLICANT — Stephen  Marlowe,  for  102  Kane  Street, 
Inc.,  new  owner. 

SUBJEC1 — Application  for  consideration — reopening  and 
amendment  as  to  new  order — Appeal  from  order  of 
fire  commissioner  (previously  granted  on  condition) 
PREMISES  AFFECTED — 104  Harrison  street  (Block  320, 
Lot  21),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Stephen  Marlowe. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . p 

THE  RESOLUTION  (900-26-A) 

Whereas,  this  appeal  from  aff  order  of  the  fire  com¬ 
missioner,  affecting  premises  104  Harrison  street  (Block 
320,  Lot  21),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  December  28,  1926,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  applicant  states  that  the  new  owner  is  102 
Kane  Street,  Inc.  and  the  tenant  Modern  Folding  Carton, 
Inc.,  which  occupies  possibly  60%  of  the  building  and  the 
balance  of  the  building  is  occupied  as  tenant’s  factory. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  28,  1926, 
by  adding  thereto  : 

“*  *  *  that  in  the  event  the  new  owner,  102  Kane 
Street,  Inc.,  desires  to  eliminate  the  watchman’s  tele¬ 
graph  service,  with  direct  connection  to  central  office, 
as  required  by  the  resolution,  such  may  be  eliminated 
provided  the  sprinkler  system  complies  with  all  require¬ 
ments  thereof,  with  a  water  flow  signal  device  on  all 
alarm  valves  and  a  water  level  signal  device  on  the 
sprinkler  gravity  tank,  both  connected  to  fire  head¬ 
quarters  through  approved  central  office,  and  in  addi¬ 
tion  that  a  manual  fire  alarm  box  shall  be  installed  in 
each  of  the  two  hallways,  also  connected  to  fire  head¬ 
quarters  through  approved  central  office;  and  that  a 
closed  circuit  local  water  flow  alarm  from  the  sprinkler 
system  shall  also  be  installed.” 


547-46-A 

APPLICANT — Richard  P.  Charles,  for  Rockaway  Point 
Development  Corporation,  owner  (Rockaway 
Operating  Co.,  lessee). 

SUBJECT — Appeal  from  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 7,  9,  11,  13,  17,  19,  23,  27,  31, 
35,  37,  39,  41  and  45  Utica  street,  east  side,  80,  100. 
and  120  ft.  north  of  West  End  avenue  and  40,  120. 
200,  280,  360,  400,  440,  480  and  560  ft.  south  of 
West  End  avenue  (Block  900,  Lot  1),  Rockaway 
Point,  Borough  of  Queens.  (Under  section  35, 
General  City  Law  re  buildings  are  not  on  legally 
graded  or  mapped  streets.) 
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APPEARANCES— 

For  Applicant :  Richard  P.  Charles. 

For  Administration:  Samuel  Becker,  Dep’l  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice,  to  be  restored  to  the  calendar  on  the  applicant's 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gurnee.  .  4 
Negative :  .  0 


560-46-A 

APPLICANT — Zichello  and  Catenaccio,  for  Lynmore 
Apartments,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar  re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AFFECTED — 754-756  7th  avenue,  west  side, 
41  ft.  6  in.  south  of  West  50th  street  (5th  and  6th 
floors)  ;  (Block  1021,  Lot  34),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  H.  O.  Catenaccio. 

For  Administration:  Samuel  Becker,  Dep’l  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . .  •  . . 0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 


826-46-A 

APPLICANT — Mitchel  Schneider  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 116-132  Nassau  street,  south 
side,  block  bounded  by  Jay  street  and  Flatbush 
avenue  Extension  (4th  floor)  ;  Block  107  C,  Lot  9), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  I.  Leon  Goodman. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:'  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


721-45-A 

I  APPLICANT— The  Park  Avenue  Operating  Co.,  Inc., 
owner  (Southworth  Management  Corp..  lessee). 

SUBTECT — Application  reopened  November  6,  1946 — re 
Appeal  from  an  order  of  the  fire  commissioner 
(previously  dismissed). 

PREMISES  AFFECTED— 33  West  51st  street,  north  side, 

494  ft.  west  of  5th  avenue  (Block  1267,  Lot  17), 
Borough  of  Manhattan 

APPEARANCES— 

For  Applicant:  C.  Harold  Taylor. 

For  Administration:  Peter  Maher,  Fire  Dep  t  and 
Henry  Pheney,  Dept,  of  Housing  and  Build' ngs. 

ACTION  OF  BOARD— Appeal  withdrawn  without  preju¬ 
dice  to  restoration  to  the  calendar  after  the  appli¬ 
cant  has  had  an  opportunity  to  discuss  the  matter 
of  classification  with  the  Deputy  Commissioner  in 
charge  of  the  Division  of  Housing. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commiss-oners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

L  1373 


310-43-A 

APPLICANT — Louis  M.  Notkin,  for  Oser  Rothberg, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Appeal  from  an 
order  and  decision  of  the  fire  commissioner  (pre¬ 
viously  denied). 

PREMISES  AFFECTED— 303-309  Rodney  street,  west 
side,  80  ft.  north  of  South  5th  street  (Block  2448, 
Lot  17),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  M.  Notkin. 

ACTION  OF  BOARD — Appealed  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 


259-46-A 

APPLICANT — Ludwig  Hammer,  for  Eva  Garfinkel,  owner 
(Alto  Spring  Metal  Manufacturing  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 368-370  Alexander  avenue,  east 
side,  25.64  ft.  south  of  East  143rd  street  (2nd 
floor)  ;  (Block  2305,  Lot  6),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Ludwig  Hanauer. 

For  Administration :  Samuel  Becker,  Dep't  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946  at 
2  P.  M.,  applicant  to  submit  revised  plans,  and  for 
further  consideration. 


ZONING  APPLICATIONS 

204-24-BZ 

APPLICANT — Sunrise  Waste  Material  Co.,  lessee,  for 
Michael  Di  Laurenzo,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
change  of  occupancy  from  garage  for  more  than 
five  motor  vehicles  (granted  by  the  Board)  to  a  junk 
shop  for  a  temporary  term  of  two  years. 
PREMISES  AFFECTED — 469-475  Hemlock  street,  cast 
side,  100  ft.  south  of  Liberty  avenue  (Block  4200, 
Lots  9  and  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Michael  Di  Laurenzo. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (204-24-BZ) 

Whereas,  this  application,  permitting  in  a  residence  use 
district,  the  change  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  motor  vehicles,  affecting  premises 
469-475  Hemlock  street,  east  side,  100  ft.  south  of  Liberty 
avenue  (Block  4200,  Lots  9  and  10),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  May  27,  1924,  on  certain  con¬ 
ditions  ;  and 

Whereas,  on  October  3,  1934,  the  resolution  was  amended 
to  permit  for  a  term  of  two  years,  the  substitution  of  the 
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garage  use  to  that  of  a  junk  shop,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  from  time 
to  time,  the  last  such  extension  having  been  granted  on 
December  5,  1944;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  27,  1924,  as 
amended  through  December  5,  1944,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“*  *  *  that  for  a  term  of  two  (2)  years  from  the 
date  of  this  amended  resolution,  this  building  may  be 
occupied  under  Section  7e  for  the  storage  of  rags, 
bundled  paper  and  other  similar  materials  instead  of  as 
a  public  garage,  on  condition  *  *  *  that  other  than  as 
herein  amended,  the  conditions  of  the  resolution  of  May 
27,  1924,  as  amended  on  December  5,  1944,  shall  be  com¬ 
plied  with  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


95-40-BZ 

APPLICANT — Samuel  Rosenblum,  for  Forty  Central  Park 
South,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 39-51  West  58th  street,  north 
side,  120  ft.  east  of  Sixth  avenue  (Block  1274, 
Lot  6),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (95-40-BZ) 

Whereas,  this  application  under  Section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  41-49  West  58th  street,  north 
side,  141  ft.  8  in.  east  of  Sixth  avenue  (Block  1274,  Lots 
6/^,  7  and  9),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  April  23,  1940,  on  certain  conditions;  and 
Whereas,  on  December  1,  1942,  the  resolution  was 
amended,  permitting  the  extension  of  the  parking  and  stor¬ 
age  use  to  affect  premises  39-51  West  58th  street,  north  side, 
120  ft.  east  of  Sixth  avenue  (Block  1274,  Lot  6),  Borough 
of  Manhattan;  and  * 

Whereas,  the  term  of  the  variance  was  extended  on 
January  3,  1945  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  23,  1940,  as 
amended  through  January  3,  1945,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  *  *  *  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  April  23, 
1940,  as  amended  December  1,  1942,  shall  be  complied 
with  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained.” 


845-41-BZ 

APPLICANT — Max  Horn,  for  Brooklyn  Trust  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  business  and  partly 
in  residence  use  districts,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 14-07  Seagirt  avenue  and  121 
Beach  14th  street,  southwest  corner  (Block  149,  part 
of  Lot  1),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration:  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (845-41-BZ) 

Whereas,  this  application  under  Section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting  prem¬ 
ises  14-07  Seagirt  avenue  and  121  Beach  14th  street,  south¬ 
west  corner  (Block  149,  part  of  Lot  1),  Far  Rockaway, 
Borough  of  Queens,  was  granted  by  the  Board  on  July  14, 
1942,  on  certain  conditions;  and 
Whereas,  the  term  of  the  variance  was  extended  on 
November  8,  1944  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  term  of  the  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  14,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  variance,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  permit 
the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  July  14, 
1942,  as  amended  November  5,  1944,  shall  be  complied 
with  and  that  a  certificate  of  occupancy  shall  be  obtained 
(Misc.  Applic.  6777-41).” 


284-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  North  American 
Oil  Corporation,  owner;  (Matt  David,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
ten  (10)  years,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles,  lubri- 
torium,  dressing  rooms  and  offices,  upon  a  plot  oc¬ 
cupied  as  a  gasoline  service  station  with  individual 
garages. 

PREMISES  AFFECTED — 1672-1680  86th  street,  southeast 
corner  of  Bay  14th  street  (Block  6365,  part  of  Lot 
33),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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MINUTES 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (284-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  ten  years,  the  erection  and  maintenance  of  a  garage  for 
more  than  five  motor  vehicles,  lubritorium,  dressing  rooms 
and  offices,  upon  a  plot  occupied  as  a  gasoline  service  station 
with  individual  garages,  affecting  premises  1672-1680  86th 
street,  southeast  comer  of  Bay  14th  street  (Block  6365,  part 
of  Lot  33),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  6,  1943,  on  certain  conditions ;  and 
Whereas,  time  to  complete  the  work  extended  on  March 
28,  1944  and  March  27,  1945 ;  and 
Whereas,  the  resolution  was  amended  on  November  13, 
1945 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  13,  1945, 
only  so  far  as  it  has  reference  to  obtaining  permits  and  com- 
|  pletion  of  work,  and  as  to  storage  tanks  and  as  to  face  brick, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  that  in  view  of  statement  by  applicant,  that 
all  plans  have  been  approved  by  the  Department  of 
Housing  and  Buildings  but  no  permits  have  been  ob¬ 
tained  and  no  work  started,  that  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution;  that  four 
new  550  gallon  gasoline  storage  tanks  may  be  installed 
instead  of  two  new  tanks  as  previously  approved,  these 
being  in  addition  to  the  three  existing  tanks ;  that  the 
face  brick  hereinbefore  required,  may  be  white  glazed 
brick  with  blue  glazed  brick  base  and  coping,  except 
that  the  wall  along  Bay  14th.  street  and  the  rear  wall  to 
the  south  may  be  constructed  of  selected  common  brick 
and  painted  of  a  color  to  agree  with  the  white  glazed 
brick  to  be  used  on  the  front  of  the  building.” 


307-46-BZ 

APPLICANT — General  Linen  Supply  &  Laundry  Co.,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  of  new  proposal  on  new  decision — Appli¬ 
cation  (decision  of  the  borough  superintendent)  — 
Application  (decision  of  borough  superintendent) 
under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  local  retail,  C  area,  district  the 
change  of  use  from  shipping,  receiving  and  storage 
of  laundry  and  linen  supplies  to  shipping,  receiving, 
storage  and  light  manufacturing  of  same. 

PREMISES  AFFECTED — 857-867  Myrtle  avenue,  north 
side,  225  feet  east  of  Marcy  avenue  (Block  1747, 
Lots  53  and  58,  inclusive),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Ben  Leone. 

For  Administration :  Samuel  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  ^Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

204-35-SA 

APPLICANT — Rhode  Island  Fittings  Co.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Rhode  Island  Fill  Pipe 
Terminal  for  Fuel  Oil,  (previously  approved  on 
condition). 

APPEARANCES— 

For  Applicant :  John  H.  Patty. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (204-35-SA) 

Whereas,  the  Rhode  Island  Fittings  Co.,  owner,  filed  on 
July  25,  1935,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  appliance  known  as  the 
“Rhode  Island”  Fill  Pipe  Terminal  for  fuel  oil;  and 
Whereas,  this  appliance  was  approved  by  the  Board  on 
November.  13,  1935,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  October  22,  1946 
and  the  applicant  requested  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1935  only  so 
far  as  it  has  reference  to  the  material  from  which  the  pipe 
terminals  are  to  be  constructed,  so  that  as  amended  tbe 
resolution  shall  read : 

'‘Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  the  device  known  as  the  “Rhode 
Island”  fill  pipe  terminal  for  fuel  oil,  on  condition  that 
this  device  shall  be  installed  in  accordance  with  the 
oil  burner  rules  of  the  Board  of  Standards  and  Appeals 
and  shall  comply  with  the  following  requirements  : 

The  fill  pipe  terminal  shall  be  provided  with  at  least 
three  (3)  lugs  on  the  outside,  so  that  the  fill  pipe  ter¬ 
minal  can  be  imbedded  in  concrete  or  masonry  to  prevent 
the  terminal  from  being  loosened  from  the  fill  line  or  in 
lieu  thereof  the  fill  pipe  terminal  shall  be  fastened  to  the 
fill  line  by  means  of  an  Allen  or  similar  set  screw. 

The  outer  flange  of  fill  pipe  terminal  shall  be  provided 
with  letters  no  less  than  y2  inch  in  height  and  raised 
1/16  inch  reading  “Fuel  Oil”  and  with  the  calendar  num¬ 
ber  under  which  the  fill  pipe  terminal  was  submitted  for 
approval  in  smaller  letters. 

The  fill  pipe  terminal  shall  be  of  brass  or  malleable 
iron  or  heavy  cast  gray  iron  cadmium  plated,  with  not 
less  than  10  machine  cut  threads  on  the  nipple  end  and 
with  not  less  than  seven  on  the  seal-cap. 

An  oil-proof  gasket  shall  be  provided,  inserted  in  a 
groove  in  the  nipple  end  of  the  fill  pipe  terminal,  so 
that  it  cannot  readily  be  removed. 

The  entire  body  and  seal  cap  of  the  fill  pipe  terminal 
shall  be  of  certified  malleable  iron  or  brass  and  all  sur¬ 
faces,  including  threads,  shall  be  coated  with  an  extra 
heavy  coating  of  cadmium  plating.  A  screen  of  mesh 
with  %  in.  openings  may  be  provided  to  safeguard 
against  entry  of  foreign  matter  into  the  fill  pipe.” 


Adjourned:  5:00  P.  M. 

Joseph  T.  Doyle,  Chief  Clerk. 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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RULES 


RULES  FOR  THE  TESTING  AND  USE  OF  BLENDED  CEMENTS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEARS,  AUGUST  2,  1940.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  AUGUST  26,  1940. 


(584-39- SR) 

Authority: 

Pursuant  to  the  Authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  Nezv  York,  and  C26-189.0,  Administrative  Build¬ 
ing  Code  (2.2.1. 1),  and  C2 6-312.0,  paragraph  c,  subdivision 
2,  Administrative  Building  Code  (7. 1.1. 7.3)  reading: 
“Nothing  herein  contained  shall  be  construed  to  prohibit 
the  use  of  cements  of  other  types  which  are  approved  by 
the  board  and  are  used  in  accordance  'with  rules  of  the 
board  governing  their  use.” 

1.0  Scope. 

1.1  The  intent  of  these  rules  is  to  provide  a  basis 
for  the  use  of  blended  cements  other  than  Portland 
Cement.  Subject  to  the  restrictions  in  the  approval 
of  the  Board  as  to  each  brand,  such  blended  cements 
may  be  used  as  substitutes  for  Portland  Cement  on 
an  equivalent  weight  basis  where  Portland  Cement  is 
permitted. 

2.0  Blended  Cements. 

2.1  Blended  cements  shall  include  an  intimately 
interground  mixture  of  approved  Portland  Cement 
with  natural  or  artificial  products  composed  of  silica 
and  alumina,  which  shall  be  mixed  with  Portland 
Cement  in  limited  proportions,  (except  as  may  be  other¬ 
wise  provided  for  in  the  Administrative  Code)  and 
which  will  react  in  the  presence  of  water  to  form  a 
hydraulic  cement. 

2.2  Admixtures  to  Portland  Cement  shall  have  a  pre¬ 
vious  record  of  satisfactory  experience. 

2.3  These  rules  shall  not  be  applicable  to  harmless 
materials  used  as  coloring,  waterproofing,  plaster- 
cizing,  and  freezing  preventatives  when  used  as  admix¬ 
tures  to  Portland  Cement  in  quantities  not  in  excess  of 
1%. 


3.0  Manufacture  and  quality  of  Blended  Cements. 

3.1  A  flow  sheet  in  duplicate  showing  the  process  of 
manufacture  and  blending  shall  be  filed  with  the  Board 
as  part  of  any  application  for  approval  which  shall 
include  the  origin  and  the  amount  of  materials  used  and 
proof  as  to  quality  and  uniformity. 

4.0  Available  supply  of  raw  materials. 

4.1  Evidence  shall  be  filed  with  the  Board  showing 
the  potential  supply  of  raw  material  available  to  the 
manufacture. 


5.0  Fineness. 

5.1  The  specific  surface  shall  be  not  less  than  1800 
sq.  cm.  per  gram,  as  determined  by  methods  of  test 
described  in  A.S.T.M.  specifications  C115-38T. 

5.2  The^  residue  shall  not  exceed  15%  by  weight  on 
a  No.  325  standard  sieve. 

6.0  Soundness. 

6.1  A  pat  of  neat  cement  of  normal  consistency  shall 
be  subjected  to  tests  for  soundness  by  the  methods 


outlined  in  A.S.T.M.  specifications  C77-36,  and  when 
so  tested  it  shall  show  no  signs  of  distortion,  crack¬ 
ing,  checking  or  disintegration  when  subjected  to  the 
steam  test,  nor  shall  the  expansion  of  the  pat  be 
greater  than  5mm,  when  molded  in  Le  Chatelier  tongs 
and  stored  in  a  standard  moist  closet  for  24  hours. 

6.2  In  addition  to  these  requirements,  the  expansion 
of  three  1"  x  1"  x  10"  bars  of  neat  cement  of  normal 
consistency  when  subjected  to  the  Autoclave  test, 
A.S.T.M.  tentative  method,  shall  not  have  an  expansion 
in  excess  of  0.75%. 

7.0  Time  of  set. 

7.1  Time  of  setting  shall  be  determined  by  test  de¬ 
scribed  in  A.S.T.M.  Specification  C77-36,  and  the 
mortar  so  tested  shall  not  develop  initial  set  in  less 
than  one  hour  and  final  set  in  more  than  10  hours, 
as  tested  with  Vicat  or  Gillmore  needle. 

8.0  Compressive  strength  for  normal  blended  cements. 

,  8.1  The  average  compressive  strength  of  five  2-inch 
mortar  cubes  composed  of  one  part  of  blended  cement 
and  2.75  parts  graded  Ottawa  sand  by  weight  shall  be 
not  less  than  the  following : 


Age  at  Test 

*  Compressive 

Storage  of  Cubes 

Strength 

7  days 

1  day  in  moist  air,  6 

2200  lbs.  sq.  in. 

days  in  water 

28  days 

1  day  in  moist  air,  27 

3500  lbs.  sq.  in. 

days  in  water 

*  When  tested  in  accordance  with  Fed.  Spec.  SS-C-158. 


8.2  Tensile  Strength. 

The  average  tensile  strength  in  lbs.  sq.  in.  of  not  less 
than  5  mortar  briquets  composed  of  one  part  cement 
and  3  parts  of  Ottawa  sand,  by  weight,  shall  be  equal 
to  or  greater  than  the  following : 


Tensile 

Strength 

Age  at  Test  Storage  of  Briquets  Lbs.  Sq.  In. 


3  days  1  day  in  moist  air,  2  days  175 

in  water 

7  days  1  day  in  moist  air,  6  days  275 

in  water 

28  days  1  day  in  moist  air,  27  days  350 

in  water 


The  average  tensile  strength  of  the  mortar  at  7 
and  28  days  shall  be  higher  than  that  at  3  and  7  days, 
respectively. 

9.0  Blended  cements  having  other  properties. 

9.1  When  approval  of  the  board  is  requested  for  the 
use  of  Blended  Cements  having  high  early  strength, 
sulfate  resistance  or  low  heat  of  hydration,  application 
shall  be  made  to  the  board  for  additional  tests  to  de¬ 
velop  these  properties. 
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Resolution  Affecting  Calendar  Number  333-45-SA. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman , 


i 
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Nezv  Cases  Filed  up  to  December  3,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

926- 46-A — F.D.— Re:  Transportation  of  Fuel  Oil  in  Tank 
Truck  in  New  York  City  (construction  of  tank  not  in  con¬ 
formity  with  Fire  Department  specifications  covering  tank 
trucks),  Decision. 

927- 46-BZ — H.B.M. — 92-94  1st  avenue,  east  side,  97  ft. 
1*4  in.  north  of  East  5th  street  (Block  433,  Lots  5  and  6), 
Borough  of  Manhattan,  Amendment  to  Alt.  1729-46  and 
Alt.  1730-46. 


823-45-A — F.D. — 135  Wooster  street,  west  side,  94  ft. 
north  of  Prince  street  (Block  515,  Lot  36),  Borough  of 
Manhattan,  43104-LC. 


575-32-BZ — H.B.Q. — 242-02  to  242-12  Merrick  boulevard 
and  133-41  to  133-45  242nd  street,  southeast  corner  (Block 
13206  (3645),  Lots  17  and  19),  Rosedale,  Borough  of 
Queens,  N.B.  2029-45. 


84-34-BZ— H.B.B.— 7419-7427  5th  avenue,  and  501-509  Bay 
Ridge  parkway,  northeast  corner  (Block  5931,  Lots  1,  3  and 
4),  Borough  of  Brooklyn,  Alt.  267-46. 


928-46-BZ — H.B.M. — 4353-4361  Broadway,  northwest  cor¬ 
ner  of  West  186th  street  (Block  2180,  Lot  140),  Borough  of 
Manhattan,  Amendment  to  Alt.  1781-46. 


929-46-BZ — H.B.M. — 1016-1024  St.  Nicholas  avenue,  east 
side,  81  ft.  7)4  in.  south  of  West  162nd  street  (Block  2109, 
Lot  81),  Borough  of  Manhattan,  Alt.  1943-46. 


930-46-BZ — H.B.B. — 1738  Nostrand  avenue,  west  side,  80 
ft.  north  of  Clarendon  road  (Block  5173,  Lot  34),  Borough 
of  Brooklyn,  Alt.  4840-46. 


931-46-BZ — H.B.Q. — 61-04  Myrtle  avenue,  south  side,  20 
ft.  east  of  61st  street  (Block  3592,  Lot  3),  Glendale,  Borough 
of  Queens,  Alt.  3152-46. 


932-46-SM — Stop  Fire  Ash  Receptacle,  manufactured  by 
Union  Stop-Fire  Corp,,  Material. 


933-46-BZ — H.B.Bx.- — 1382  Boston  road,  east  side,  280  ft. 
north  of  Union  avenue  (Block  2962,  Lot  13),  Borough  of 
The  Bronx,  Alt.  1050-46. 


934-46-BZ — H.B.M. — 1101  1st  avenue,  west  side,  50  ft. 
5  in.  north  of  East  60th  street  (Block  1435,  Lot  25),  Borough 
of  Manhattan,  Amendment  to  Alt.  1323-40. 


935-46-BZ — H.B.B. — 5217  4th  avenue,  east  side,  20  ft. 
north  of  53rd  street  (Block  807,  Lot  2),  Borough  of  Brook¬ 
lyn,  Alt.  4986-46. 


936-46-BZ — H.B.Q. — 14-77  Clintonville  street,  east  side, 
35.91  ft.  north  of  Cross  Island  parkway  (Block  4717,  part  of 
Lot  4),  Whitestone,  Borough  of  Queens,  Alt.  2033-42. 


937-46-BZ — H.B.B. — 932-934  Madison  street,  south  side, 
49  ft.  10)4  in.  west  of  Broadway  (Block  1484,  Lot  10), 
Borough  of  Brooklyn,  Alt.  4893-46. 


938-46-SM — Lawrence  Ash  Receptacle,  manufactured  by 
Lawrence  Metal  Products  Inc.,  Material. 

Restored  to  Calendar. 

1291-23-S — H.B.M. — 143-145  West  22nd  street,  north  side, 
458  ft.  4  in.  west  of  Avenue  of  The  Americas  (6th  avenue)  ; 
(Block  798,  Lots  19  and  20),  Borough  of  Manhattan,  Amend¬ 
ment  to  Alt.  1982-46. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.»1.B.- -Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Depar’tnent  of  Housing  and  Buildings,  Manhattan;  H.B.Q.. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
ot  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  la  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  .......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Nov. 

Oil  Burner  Rules . Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . .••••: . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . . . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


3,  1946— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

3,  1946— Vol.  31,  No.  36 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

5,  1946— Vol.  31,  No.  45 

19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


26,  1946— Vol.  31,  No.  48 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


DECEMBER  10,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  _  hearing 
Tuesday  morning,  December  10,  1946,  at  10  o’clock  in  Room 
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1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 
gasoline  service  station  (previously  granted  by  the  Board) 
for  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406 A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 
behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 
D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted ;  premises  1450  Unionjiort  road,  north¬ 
west  corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

872-39-BZ — Application  of  Herman  Kron,  applicant,  on  be¬ 
half  of  Paramount  Filling  Stations,  Inc.,  owner,  reopened 
May  28,  1946,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  of  an  office, 
lubritorium  and  auto  laundry  on  an  existing  gasoline  service 
station;  premises  7001-7019  Bay  parkway,  southwest  corner 
of  West  10th  street,  and  1-21  Avenue  O  (Block  6574,  Lot  6), 
Borough  of  Brooklyn. 

742-46-BZ— Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive)  ;  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 

805-46-A — North  side  of  Westchester  avenue,  block  front 
i  between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),-  Borough  of  The  Bronx. 

395-46-BZ — Application,  May  24,  1946,  under  sections  7c, 
7f  and  21  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Tri-Line  Motors,  Inc.,  and  Eckhoff 
Holding  Corp.,  owners  (Tri-Line  Motors,  Inc.,  lessee),  to 
permit  in  a  business  use  district,  the  change  of  occupancy 
from  public  garage  (previously  granted  by  the  Board)  to 
j  repairing  and  servicing  cars,  parts  department,  auto  show- 
l  room,  office,  wheel  alignment,  brake  testing,  gasoline  service 
!  station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars;  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn. 

453-46-BZ — Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

790-46-BZ — Application,  October  18,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Antoine  Ffeuffer,  owner  (Graeber  and  Farb- 
stein,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1701 
2nd  avenue,  northwest  corner  of  East  88th  street  (Block 
1534,  Lot  22),  Borough  of  Manhattan. 

719-46-BZ — Application,  October  1,  1946,  under  section 
21  of  the  zoning  resolution,  of  Irving  Adelsohn,  applicant,  on 
behalf  of  Sophie  and  Morris  Becker,  owners,  to  permit  in  a 
residence  use,  E  area  district,  the  proposed  extension  to  pres¬ 
ent  building,  using  more  than  the  area  permitted;  premises 
1906  East  38th  street,  west  side,  43  ft.  south  of  Fillmore 
avenue  (Block  8504,  Lot  49),  Borough  of  Brooklyn. 


582-46-BZ — Application,  August  12,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Matthew  W.  Del  Gaudio, 
applicant,  on  behalf  of  Metropolitan  Life  Insurance  Co., 
owner,  to  permit  in  a  retail  use  district,  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years;  premises  1925-1949  McGraw 
avenue,  and  1368-1386  Metropolitan  avenue,  northeast  corner 
(Block  3938,  Lot  2)  (formerly  Lot  1),  Borough  of  The 
Bronx. 

609-46-BZ — Application,  August  27,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Abraham  Gelman,  applicant 
and  lessee,  on  behalf  of  1078  Realty  Corp.,  owner,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  1076-1078  Stebbins  avenue,  east  side, 
125  ft.  south  of  East  167th  street  (Block  2691,  part  of  Lots 
70  and  71),  Borough  of  The  Bronx. 

640- 46-BZ — Application,  September  9,  1946,  under  section 
7c  of  the  zoning  resolution,  of  Siegel  and  Green,  applicants, 
on  behalf  of  Puritan  Land  Corp.,  owner  (Utopia  Amuse¬ 
ment  Corp.,  lessee),  to  permit  in  a  residence  and  business  use 
district,  an  emergency  passageway  from  existing  motion  pic¬ 
ture  theatre ;  premises  68-01  to  68-31  Fresh  Meadow  lane, 

175- 02  to  175-18  68th  avenue,  southeast  corner  and  176-01  to 

176- 09  69th  avenue,  northeast  corner  of  Fresh  Meadow  lane 
(Block  6930,  Lots  1,  11  and  15),  Flushing,  Borough  of 
Queens. 

641- 46-A — 68-01  to  68-31  Fresh  Meadow  lane,  175-02  to 
175-18  68th  avenue,  southeast  corner  and  176-01  to  176-09 
69th  avenue,  northeast  corner  of  Fresh  Meadow  lane  (Block 
6930,  Lots  1,  11  and  15),  Flushing,  Borough  of  Queens. 

674- 46-BZ — Application,  September  10,  1946,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  of  William  J.  Burke,  appli¬ 
cant,  on  behalf  of  Fred  Reiner,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  sale  and  display  of  used  cars;  premises 
50-24  to  50-30  Jacobus  street,  west  side,  220  ft.  south  of 
Queens  boulevard  (Block  2450,  Lot  17),  Elmhurst,  Borough 
of  Queens. 

675- 46-BZ — Application,  September  10,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Burke,  Morrison  and 
Green,  applicants,  on  behalf  of  Estate  of  Candita  Guido, 
owner  (Joseph  Guido,  Administrator),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  a  four  (4)  car  garage 
to  a  motor  vehicle  repair  shop;  premises  25-40  to  25-46  27th 
street,  and  25-35  Astoria  boulevard,  northwest  corner  (Block 
861,  Lot  1),  Long  Island  City,  Borough  of  Queens. 

699-46-BZ— -Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

716-46-BZ — Application,  October  1,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  John  Mazza  and  Louis  Pecora,  owners, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  286  Smith  street,  west 
side,  40  ft.  south  of  Sackett  street  (Block  428,  Lot  34), 
Borough  of  Brooklyn. 

> 

783-46-BZ — Application,  October  16,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.^Spindler,  appli¬ 
cant,  on  behalf  of  Sadie  Korodsky,  owner  (Machine  Laun¬ 
dries  Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  791 
East  161st  street,  north  side,  54.84  ft.  east  of  Tinton  avenue 
(Block  2668,  Lot  57),  Borough  of  The  Bronx. 

796-46-BZ — Application,  October  21,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  William  Hionas,  owner  (Samuel  B. 
Wurber,  lessee),  to  permit  in  a  business  use  district,  a  wet 
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wash  laundry,  for  a  term  of  five  (5)  years;  premises  8411 
(8413  displayed)  5th  avenue,  east  side,  86  ft.  1)4  in.  south  of 
84th  street  (Block  6027,  Lot  5),  Borough  of  Brooklyn. 

803-46-BZ — -Application,  October  23,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Trevor  M.  Bahrenburg,  owner  (A1 
Abrahms  and  Nathan  Newman,  lessees),  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of 
five  (5)  years;  premises  168  Rutledge  street,  southeast  cor¬ 
ner  of  Lee  avenue  (Block  2226,  Lot  7),  Borough  of  Brook¬ 
lyn. 

811-46-BZ — Application,  October  18,  1946,  under  section 
21  of  the  zoning  resolution,  of  John  H.  Knubel,  applicant,  on 
behalf  of  Jacris  Holding  Corp.,  owner,  to  permit  in  an  un¬ 
restricted  use,  B  area  district,  the  extension  of  present  build¬ 
ing  on  first  floor,  using  more  than  permitted  area ;  premises 
474  9th  avenue,  east  side,  74  ft.  north  of  West  36th  street 
(Block  760,  Lot  4),  Borough  of  Manhattan. 

836-46-BZ — Application,  October  25,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Daniel  T.  Birdsall,  applicant, 
on  behalf  of  Mrs.  I  Cohen,  owner  (Chester  Davison,  lessee), 
to  permit  in  a  residence  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  1020  East  178th  street, 
south  side,  130.05  ft.  west  of  Boston  Road  (Block  3135, 
Lot  22),  Borough  of  The  Bronx. 

409-46-BZ — -Application,  May  29,  1946,  under  section  7g 
of  the  zoning  resolution,  of  H.  McNabb,  applicant,  on  behalf 
of  Sheffield  Farms  Co.,  Inc.,  owner,  to  permit  in  an  unre¬ 
stricted  use  district,  the  change  in  use  from  stable  to  garage 
for  more  than  five  (5)  motor  vehicles  (on  first  floor),  having 
an  exit  on  same  street  as  a  Public  School,  between  two  inter¬ 
secting  streets  ;  premises  233-243  Herkimer  street,  north  side, 
305  ft.  east  of  New  York  avenue  (Block  1862,  part  of  Lot 
14),  Borough  of  Brooklyn. 

844-46-BZ — -Application,  November  4,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Gennaro  Lubrano,  owner  (Morton  Kaiser,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  521  Henry  street,  east 
side,  80  ft.  south  of  Sackett  street  (Block  338,  Lot  6),  Bor¬ 
ough  of  Brooklyn. 

777-46-BZ — Application,  October  15,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Paul  Friedman,  applicant,  on 
behalf  of  Errera  Bros.,  owner,  to  permit  in  a  local  retail  use 
district,  the  manufacturing  of  wearing  apparel  for  a  stated 
term  of  years;  premises  62  Tompkins  avenue,  west  side,  75 
ft.  north  of  Floyd  avenue  (Block  1739,  Lot  42),  Borough 
of  Brooklyn. 

229-45-A — 302-322  Butler  street,  south  side.  150  ft.  east  of 
3rd  avenue  (3rd  floor)  ;  (Block  413,  Lot  15),  Borough  of 
Brooklyn. 

926-46-A — Re  Transportation  of  fuel  oil  in  tank  truck  in 
in  New  York  City  (construction  of  tank  not  in  conformity 
with  Fire  Department  specifications  covering  tank  trucks). 

737-46-A — 1024-1504  Schenck  avenue,  southwest  corner  of 
Fairfield  avenue  (Blocks  4440,  4441,  4442  and  4452,  Lot  1), 
Borough  of  Brooklyn. 

869-46-A — 5401  1st  avenue,  southeast  corner  of  East  54th 
street  (Block  820,  Lot  1),  Borough  of  Brooklyn. 

477-46-SA — Westinghouse  Laundromat,  Models  B3, 
CMA  and  CMS. 

711-45-SA — Lancaster  Horizontal  Rotary  Oil  Burner, 
Types  WP,  LP,  LPH,  WPH  (reopened  September  17,  1946 
re  amendment  of  resolution  to  include  Types  BWP,  BLP, 
BLPH,  BWPH  and  Blue-Bird). 

728-46-SA — Holland  Paint  Baking  Oven. 


163-46-SM — Masco  Fireproof  Specification  plaster  fire¬ 
proofing  for  columns,  girder  and  steel  joist  floor  systems. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  10,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon ,  December  10,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

892-46-A — North  side  of  Hunter  avenue  244.27  ft.  east 

of  Bay  parkway  (Block  6491,  Lots  13-19  and  Block  6491A. 
Lot  55),  Borough  of  Brooklyn. 

857-46-A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 
streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

907-46-A — 136  12th  street,  south  side,  100  ft,  west  of  3rd 
avenue  (Block  1026,  Lot  30),  Borough  of  Brooklyn. 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

259-46-A — 368-370  Alexander  avenue,  east  side,  25.64  ft. 
south  of  East  143rd  street  (2nd  floor)  ;  (Block  2305,  Lot  6), 
Borough  of  The  Bronx. 

634-44-A — 227-229  East  56th  street,  north  side,  260  ft. 
east  of  3rd  avenue  (Block  1330,  Lot  11),  Borough  of  Man¬ 
hattan  (reopened  November  6,  1946). 

956-40-A — 148-456  Kent  avenue,  northwest  corner  of  South 
10th  street  (9th  floor);  (Block  2143,  part  of  Lot  1),  Bor¬ 
ough  of  Brooklyn  (reopened  October  22,  1946). 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GTVEN  of  a  public  hearing 
Tuesday  morning ,  December  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

461- 46-BZ— Application,  June  21,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

462- 46-A — 52-17  102nd  street  and  101-01  Strong  avenue, 
northeast  corner  (Block  1933,  Lots  41  and  44),  Elmhurst, 
Borough  of  Queens. 

587- 46-BZ — Application,  August  12,  1946,  under  section 
21  of  the  zoning  resolution,  of  O’Connell  &  Mclnerney,  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  118-23  to 
118-33  Metropolitan  avenue,  north  side,  144.14  ft.  east  of 
83rd  avenue  (Block  3329,  Lot  80),  Kew  Gardens,  Borough 
of  Queens. 

588- 46- A— -118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue). 

725-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap- 
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plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Corp.,  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 

667-46-A — 44-16  Queens  boulevard,  southwest  corner  of 
45th  street  (Block  166,  Lot  20),  Long  Island  City,  Borough 
of  Queens. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,. 96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

216-41-BZ — Application  of  Benny  Brandfondrener,  appli¬ 
cant  and  lessee;  Lawyers  Trust  Company,  as  trustee  u/w  of 
\\ .  J.  M.  Donovan,  owner,  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  55  West  169th  street  and  1294-1302  Bos- 
cobel  avenue,  northeast  corner  (Block  2871,  Lots  61  and  65), 
Borough  of  The  Bronx. 

111-46-BZ — Application,  February  19,  1946,  under  section 
7i  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Frank  La  .Lumia,  owner,  to  permit  in  a  business 
use  district,  the  erection  of  a  new  building  to  be  used  as  a 
motor  vehicle  repair  shop;  premises  621-623  Morris  Park 
avenue,  north  side,  185.88  ft.  west  of  Unionport  road  (Block 
4011,  Lot  29),  Borough  of  The  Bronx. 

515-46-BZ — Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Joseph  Lentino,  owner,  to  permit  in  a  residence  use 
district,  the  storage  of  olive  oil  in  two  (2),  two  car  garages; 
premises  193  Bay  41st  street,  east  side,  100  ft.  south  of  Bath 
avenue  (Block  6896,  part  of  Lot  30),  Borough  of  Brooklyn. 

358-46-BZ — Application,  May  15,  1946,  under  section  21 
of  the  zoning  resolution,  of  George  Edward  Beatty,  appli¬ 
cant,  on  behalf  of  Joseph  and  Frank  Carallo,  owners,  to 
permit  in  a  business  use,  C  area  district,  the  extension  of 
present  building  in  the  rear,  to  cover  more  than  the  area 
permitted;  premises  8668  18th  avenue,  west  side,  550  ft. 
.  south  of  86th  street  (Block  6368,  Lot  57),  Borough  of 
Brooklyn. 

362-46-BZ — Application;  April  23,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Irving  Goldberg,  owner,  to  permit  in  a  business 
use  district,  the  change  in  occupancy  from  store  on  first  floor, 
light  manufacturing  on  second  floor,  sale  and  display  of  light 
merchandise,  on  third  and  fourth  floors,  to  store  and  manu¬ 
facturing  on  the  first  floor,  with  manufacturing  on  each  of 
the  upper  floors ;  premises  725  Union  street,  north  side,  69 
ft.  west  of  5th  avenue  (Block  952,  Lot  43),  Borough  of 
Brooklyn. 

1025-39-BZ — Application  of  Colonial  Beacon  Oil  Com¬ 
pany,  applicant,  on  behalf  of  Mill  Road  Holding  Corp., 
owner,  reopened  November  13,  1945,  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium  and  auto  laundry,  for  a  term  of  ten  (10)  years; 
premises  2505  Hylan  boulevard  and  372  New  Dorp  lane, 
southwest  corner  (Block  4221,  Lot  67),  New  Dorp,  Borough 
of  Richmond. 


445-46-BZ — Application,  May  31,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Queens  68th  Corp.,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use,  C  area  district,  the  erection  of  a 
building  to  be  used  for  stores,  using  more  than  the  area  per¬ 
mitted;  premises  102-29  to  102-35  Queens  boulevard,  and 
103-02  to  103-16  68th  avenue,  southeast  corner  (Block  2137, 
Lot  8),  Forest  Hills,  Borough  of  Queens. 

429-46-BZ — Application  of  Lewis  and  Leonard  Associ¬ 
ates  and  N.  J.  Sapienza,  applicants,  on  behalf  of  Seven 
Santini  Bros.  Inc.,  owners  (Santini  Bros.  Inc.  lessee),  re¬ 
opened  October  15,  1946,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  D  area  district,  the 
erection  of  a  building  having  less  than  the  required  rear 
yard;  premises  114-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (Block  2266,  Lots  81  and  82),  Forest 
Hills,  Borough  of  Queens. 

704-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  M.  Martin  Elkind,  ap¬ 
plicant,  on  behalf  of  Robert  Brush  and  Third  Service  Corp., 
owner,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  35-30  64th 
street,  and  63-16  Broadway,  southwest  corner  (Block  1203, 
part  of  Lot  58),  Woodside  of  Queens. 

768-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Joseph  Halpern,  appli¬ 
cant,  on  behalf  of  220-228  Brook  Avenue  Corporation, 
owner  (Launder-Rest,  Inc.,  lessee),  to  permit  in  a  residence 
use  district,  a  wet  wash  laundry,  for  a  period  of  five  (5) 
years ;  premises  220-228  Brook  avenue  (known  as  224  Brook 
avenue)  and  513-521  East  137th  street,  northeast  corner 
(Block  2265,  Lot  17),  Borough  of  The  Bronx. 

853- 46-BZ — Application,  November  8,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Rose  and  Bernard  Weiskopf,  owner,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  3914-3920  10th  avenue, 
and  983  (979  displayed)  40th  street,  northwest  corner  (Block 
5583,  Lot  72),  Borough  of  Brooklyn. 

854- 46-BZ — Application,  November  8,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Angela  Carbone,  owner  (Angela  Ida 
Jaffa  and  Samuel  Levy,  lessees),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  2978  Fulton  street,  south  side,  20  ft.  5  in.  west 
of  Elton  street  (Block  3954,  Lot  24),  Borough  of  Brooklyn. 

804-46-BZ — Application,  October  23,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Fralor  Realty  Co.,  owner  (KBT  Nashomat 
Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  407  East 
6th  street,  north  side,  91  ft.  6  in.  east  of  1st  avenue  (Block 
434,  Lot  54),  Borough  of  Manhattan. 

813- 46-BZ — Application,  October  24,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Jeremiah  Coffey,  owner  (Air.  Thomas  Daly, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  45-10  30th 
avenue,  south  side,  80  ft.  east  of  45th  street  (Block  714, 
Lot  84),  Astoria,  Borough  of  Queens. 

814- 46-BZ — Application,  October  24,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Tonlee  Realty  Corp.,  owner  (David  and  Sam 
Dramer,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  491 
Amsterdam  avenue,  east  side,  52  ft.  2  in.  south  of  West 
84th  street  (Block  1214,  Lot  63),  Borough  of  Alanhattan. 

880-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap- 
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plicant,  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph 
Kraus,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Boston  road,  west  side,  456.66  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of  The  Bronx. 

891-46-BZ — Application,  November  19,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Frank  Polidori,  owner  (Rhoda  Drazen 
and  Hyman  Kasen,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  4124  8th  avenue  and  775  42nd  street,  northwest 
corner  (Block  922,  Lot  42),  Borough  of  Brooklyn. 

801-46-BZ — Application,  October  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Theresa  Romano,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  for  a  term  of  ten  (10)  years;  premises 
72-01  to  72-09  Eliot  avenue,  and  60-71  to  60-77  72nd  street, 
northeast  corner  (Block  2843,  Lots  45  and  52),  Middle 
Village,  Borough  of  Queens. 

842-46-BZ — Application,  November  4,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Aletta  Realty  Corp.,  owner  (Harold 
Lobel,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1575 
Washington  avenue,  west  side,  45.89  ft.  north  of  Claremont 
Parkway  (Block  2904,  Lot  43),  Borough  of  The  Bronx. 

879-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  appli¬ 
cant,  on  behalf  of  Dot  Mort  Holding  Corp.,  owner  (Bert  S. 
Good,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  1702  Madison 
avenue,  east  side,  51.1  ft.  south  of  East  113th  street  (Block 
1618,  Lot  56),  Borough  of  Manhattan. 

908-46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Thomas  Verricchio,  owner  (Clare  Garb 
and  Irving  Harris,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  274  Central  avenue,  south  side,  601  ft.  west  of 
Harmon  street  (Block  3275,  Lot  52),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  17,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  17,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

831-46-A — 540-542  East  Fordham  road,  and  2515  Lorril- 
lard  place,  southwest  corner  (Block  3050,  Lot  36),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  31,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public.  hearing 
Tuesday  morning,  December1  31,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

184-29-BZ — Application  of  H.  M.  Cole,  applicant,  on  be¬ 
half  of  Convey’s  Riding  Club,  Inc.,  owner,  reopened  October 
22,  1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  fifteen 
(15)  years;  premises  42-46  West  66th  street,  south  side,  350 
ft.  east  of  Columbus  avenue  (Block  118,  Lots  48,  49  and 
50),  Borough  of  Manhattan. 


421-46-BZ — Application,  June  11,  1946,  under  section  7h 

of  the  zoning  resolution,  of  Carl  Nirmaier,  applicant,  on  be¬ 
half  of  Catherine  and  John  Muller  and  Mary  Nirmaier, 
owners,  to  permit  in  a  retail  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for  a  term  of 
years;  premises  168-19  91st  avenue,  north  side,  175  ft.  east 
of  168th  street,  and  168-20  90th  avenue  (Block  9800,  Lots  12 
and  35 ) ,  Jamaica,  Borough  of  Queens. 

664-46-BZ — Application,  September  13,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Unexcelled  Laundry  System,  Inc., 
owner,  to  permit  in  an  unrestricted  use,  C  area  district,  the 
extension  of  present  building,  using  more  than  area  per¬ 
mitted;  premises  120-05  to  120-23  Atlantic  avenue,  and  91-62 
121st  street,  northwest  corner  (Block  9352,  Lots  28  and  30), 
Richmond  Hill,  Borough  of  Queens. 

843-46-BZ — Application,  November  4,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Arthur  Weindorf,  applicant, 
on  behalf  of  Isidore  Lorber,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office;  premises  861  East 
169th  street,  northwest  corner  of  Lyman  place  (Block  2970, 
Lot  1),  Borough  of  The  Bronx. 

845- 46-BZ — Application,  November  6,  1946,  under*  section 
7e  of  the  zoning  resolution,  of  Max  Wechsler,  applicant,  on 
behalf  of  151  Lenox  Avenue  Corp.,  owner,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  151  Lenox’  avenue,  west  side,  81  ft. 
31/ i  in.  south  of  West  118th  street  (Block  1902,  Lot  33), 
Borough  of  Manhattan. 

846- 46-BZ — Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Rosoff  Realties,  Ino»,  owner  (Hyman  and 
Samuel  Kopelson,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  1355  Brook  avenue,  and  417  Kindermann  place, 
northwest  corner  (Block  2893,  Lot  81),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  7,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

558-46-A — 4120  Broadway,  northeast  corner  of  West 
174th  street  (cellar)  ;  (Block  2143,  Lot  26),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  14,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th.  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING  % 
TUESDAY  MORNING,  DECEMBER  3,  1946. 

j.I 

1  Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  November  26,  1946, 
were  approved  as  printed  in  Bulletin  No.  49,  Volume  31. 


ZONING  APPLICATIONS 

216-41-BZ 

APPLICANT — Benny  Brandfondrener,  lessee,  Lawyers 
Trust  Company,  as  trustee  u/w  of  W.  J.  M.  Dono¬ 
van,  owner. 

SUBJECT — Application  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  superintendent), 
previously  granted  on  condition,  under  section  7 h 
of  the  zoning  resolution,  for  a  temporary  term  of 
years,  permitting  partly  in  an  unrestricted  use  dis¬ 
trict  and  partly  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 55  West  169th  street  and  1294- 
1302  Boscobel  avenue,  northeast  corner  (Block  2871, 
Lots  61  and  65),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Benny  Brandfondrener. 

For  Opposition:  None. - 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.,  waiving  all  requirements,  except  new 
decision  from  the  borough  superintendent  as  to  use, 
and  to  permit  two  publications  in  the  Bulletin. 


111-46-BZ 

APPLICANT — Henry  Nordheim,  for  Frank  La  Lumia, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  of 
a  new  building  to  be  used  as  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED—  621-623  Morris  Park  avenue, 
north  side,  185.88  ft.  west  of  Unionport  road  (Block 
4011,  Lot  29),  Borough  of  The  Bronx. 
APPEARANCES— 

(For  Applicant :  Henry  Nordheim. 

For  Opposition:  Jack  Rich. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  for  decision. 


358-46-BZ 

APPLICANT — George  Edward  Beatty,  for  Joseph  and 
Frank  Carallo,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  ex¬ 
tension  of  present  building  in  the  rear,  to  cover 
more  than  the  area  permitted. 

PREMISES  AFFECTED — 8668  18th  avenue,  west  side,  550 
ft.  south  of  86th  street  (Block  6368,  Lot  57), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  E.  Beatty. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 


ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  for  further  consideration. 


362-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Irving  Goldberg, 
owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  store  on  first  floor,  light  manufac¬ 
turing  on  second  floor,  sale  and  display  of  light  mer¬ 
chandise  on  third  and  fourth  floors,  to  store  and 
manufacturing  on  the  first  floor,  with  manufacturing 
on  each  of  the  upper  floors. 

PREMISES  AFFECTED — 725  Union  street,  north  side, 
.  69  ft.  west  of  5th  avenue  (Block  952,  Lot  43), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition  Daniel  Katz. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  17,  1946  at 
10  A.  M.  for  further  consideration. 


383-46-BZ 

APPLICANT — Konnoson  and  Konnoson,  for  Frostone 
Corporation,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
erection  of  a  structure  for  manufacturing  purposes, 
using  more  than  the  area  permitted'  and  omitting 
the  required  rear  yard. 

PREMISES  AFFECTED— 202-208  Tillary  street,  south 
side,  91  ft.  east  of  Prince  street  and  67-73  Prince 
street,  east  side,  96  ft.  6  in.  south  of  Tillary  street 
(Block  2050,  Lots  100,  103,  110,  112,  113,  115  and 
118),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  H.  E.  Konnoson. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  for  applicant  to  file  revised  plans. 


515-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Lentino, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  storage  of 
olive  oil  in  two  (2),  two  car  garages. 

PREMISES  AFFECTED — 193  Bay  41st  street,  east  side, 
100  ft.  south  of  Bath  avenue  (Block  6896,  part  of 
Lot  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Joseph  Lentino. 
For  Opposition :  Ira  N.  Hurwitz. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.M.  for  decision. 


612-46-BZ 

APPLICANT — S.  Walter  Katz,  for  Mme.  Louise  Cleaners, 
Dyers,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
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of  the  existing  business  portion  to  include  the  en¬ 
tire  first  floor. 

PREMISES  AFFECTED— 1376  and  1378  York  avenue, 
south  side,  77  ft.  2  in.  east  of  73rd  street  (Block 
1485,  Lots  4  and  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  S.  Walter  Katz. 

For  Opposition:  None. 

For  Administration:  S.  L.  Becker,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  referred-  to  the  en¬ 
gineer  of  the  Board,  to  set  a  new  date  of  hearing. 
Notices  to  be  sent  out  according  to  regular  pro¬ 
cedure. 


719-46-BZ 

APPLICANT — Irving  Adelsohn,  for  Sophie  and  Morris 
Becker,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  E  area  district,  the 
proposed  extension  to  present  building,  using  more 
than  the  area  permitted. 

PREMISES  AFFECTED— 1906  East  38th  street,  west  side, 
43  ft.  south  of  Fillmore  avenue  (Block  8504,  Lot 
49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Adelsohn. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1946  at 
10  A.  M.  for  further  consideration. 


725-46-BZ 

APPLICANT — Glick  and  Gelbman,  for  Roadside  Realty 
Co.,  Inc.,  owner  (Sunnyside  Garden  Corp.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  in  use  from  a  private  sports  arena  to  a 
public  sports  arena. 

PREMISES  AFFECTED — 44-16  Queens  boulevard,  south 
side,  from  44th  to-  45th  streets  (Block  166,  Lot  20), 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES—* 

For  Applicant :  M.  Glick  and  Leon  J.  Shapii  o. 

For  Opposition :  Hugh  I.  [amesco,  B.  Raatz  and 
Theo.  L.  Weed. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  17,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board  and 
decision. 


106-36-BZ 

APPLICANT — Isidore  Cohen,  for  Washton  Realty  Cor¬ 
poration,  John  J.  Leavy  and  Margaret  B.  Leavy, 
owners. 

SUBJECT — Application  reopened  November  13,  1946,  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  superintendent), 
previously  granted  on  condition,  under  section  21  of 
the  zoning  resolution,  for  a  period  of  ten  (10)  years, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  o(  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 4-8  Mangin  street,  east  side, 
75  ft.  north  of  Grand  street  (Block  321,  Lots  29, 
30  and  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Isidore  Cohen. 

For  Opposition:  None. 


For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  . 0 

THE  RESOLUTION  (106-36-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the  erection 
and  maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles,  affecting  premises  4-8  Mangin  street,  east  side,  75 
ft.  nortli  of  Grand  street  (Block  No.  321,  Lot  Nos.  29,  30 
and  31),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  July  7,  1936  on , certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  the  variance,  which  had  expired  by  time  limitation;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  13,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  December  3,  1946  at  10  A.  M.;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  December  3,  1946,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Apeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  7,  1936,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“*  *  *  Granted  under  section  7f  for  a  term  of  ten 
(10)  years  from  the  date  of  this  amended  resolution, 
to  permit  *  *  *  and  that  other  than  as  herein 
amended  the  conditions  of  the  resolution  of  July  7,  1936, 
shall  be  complied  with,  and  that  a  certificate  of  oc¬ 
cupancy  shall  be  obtained.” 


261-36-BZ 

APPLICANT — Steelmaster,  Inc.,  owner. 

SUBJECT — Application  reopened  November  13,  1946,  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7h  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  for  a  term  of  two  (2)  years, 
the  use  of  a  plot  as  a  parking  space  for  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2891-2895  Bailey  avenue,  west 
side,  57  ft.  west  of  West  230th  street  and  60-64 
West  230th  street  (Block  3264,  Lots  82  and  88), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Sidney  Cohen. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF’ BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Cuinee  4 
Negative:  . 0 

THE  RESOLUTION  (261-36-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  use  of  a  plot  of  ground  as  a  parking  space 
for  more  than  five  (5)  motor  vehicles,  affecting  premises 
2891-2895  Bailey  avenue,  west  side,  57  ft.  south  of  West 
230th  street,  and  60-64  West  230th  street  (Block  3264,  Lots 
82  and  88),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  January  5,  1937,  on  certain  conditions,  the  term  of 
the  variance  extended  November  1,  1938,  October  15,  1940, 
October  20,  1942,  and  April  25,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance,  which  had  expired  by  time  limita¬ 
tion;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  13,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  December  3,  1946  at  10  A.  M. ;  and 


1384 


MINUTES 


r 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Hoard  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  5,  1937,  as 
amended  through  April  25,  1944,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“ Granted  tinder  Section  7h  for  a  term  of  two  years 
from  the  date  of  this  amende^,  resolution,  to  permit  the 
premises  under  appeal  to  be  used  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  *  *  and  that  other  than  as  herein  amended 

the  conditions  of  the  resolution  as  last  printed  and 
amended  October  15,  1940,  shall  be  complied  with.” 


413-37-BZ 

APPLICANT — Charles  I.  Friedman,  for  Samuel  Selvin, 
owner  (Angelo  Caruso,  lessee). 

SUBJECT — Application  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  superintendent), 
previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  for  a  temporary  term  of 
years,  permitting  in  a  business  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 50-10  Roosevelt  avenue,  50-07 
Queens  boulevard.  44-20  51st  street  and  44-05  50th 
street  (Block  505,  Lots  6,  12  and  part  of  21),  Sunny- 
side,  Borough  of  Queens. 

!  APPEARANCES — 

For  Applicant:  Charles  I.  Friedman. 

For  Opposition  :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE  TO  EXTEND  TERM  OF  VARIANCE— 
Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (413-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
•  resolution,  permitting  in  a  business  use  district  for  a  tempo- 
i  rary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  50-10  Roosevelt 
avenue,  50-07  Queens  boulevard,  44-20  51st  street  and  44-05 
50th  street  (Block  505,  Lots  6,  12  and  part  of  21)  Sunny- 
|  side,  Borough  of  Queens,  was  granted  by  the  Board  on 
March  11,  1938,  on  certain  conditions,  the  term  of  the  vari- 
|  ance  extended  on  February  10,  1940,  February  10,  1942,  and 
February  23,  1944 ;  and 

r  Whereas,  the  applicant  requested  a  further  extension  of 
,  the  term  of  the  variance,  which  had  expired  by  time  limita- 
.  tion ;  and 

j  Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
1  November  19,  1946,  restored  to  the  calendar  and  set  for 
hearing  on  December  3,  1946  at  10  A:  M. ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in  the 
.  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  2,  1946,  re  Misc.  Applic.  2113-42,  reads: 

“L  The  use  of  these  premises  for  the  storage  and 
parking  of  more  than  five  motor  vehicles  in  a  business 
district  is  contrary  to  Art.  2,  Sec.  4a,  Subdivision  15  of- 
the  zoning  resolution.” 
and 

;  Whereas,  Charles  I.  Friedman,  is  the  present  applicant, 
Samuel  Selvin,  the  new  owner,  and  Angelo  Caruso,  lessee, 
l-  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
[hereby  amend  the  resolution  adopted  on  March  11,  1938,  as 
amended  through  February  23,  1944,  only  so  far  as  it  has 


reference  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  *  *  *  and 
that  other  than  as  herein  amended  the  conditions  of  the 
resolution  adopted  March  11,  1938,  as  amended  February 
23,  1944,  shall  be  complied  with;  and  that  a  new  certifi¬ 
cate  of  occupancy  shall  be  obtained. 


551-46-BZ 

APPLICANT — William  Koppe,  for  Royal  Furniture  Co., 
Inc.,  owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  D  area  district,  the 
extension  of  present  building,  using  more  than  the 
area  permitted. 

PREMISES  AFFECTED— 498-500  East  134th  street,  and 
127  Brook  avenue,  southwest  corner  (Block  2261, 
Lot  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  Koppe. 

For  Opposition :  Hilda  Wilson,  Anna  Wilson,  Fran¬ 
cis  Conlon,  Nellie  Cordon.  Delia  Quinn,  Johanna 
Rullmauer,  Agnes  McHale,  Mary  Walsh, 
Catherine  Butler  and  Christina  Josephson. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (551-46-BZ) 

Whereas,  William  Koppe,  for  Royal  Furniture  Co.,  Inc., 
owner,  filed  July  17,  1946,  an  application  under  sections  7a 
and  21  of  the  zoning  resolution,  to  permit  in  a  residence  use, 
D  area  district,  the  extension  of  present  building,  using  more 
than  the  area  permitted;  premises:  498-500  East  134th  street 
and  127  Brook-  avenue,  southwest  corner  (Block  2261,  Lot 
5),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  19,  1946,  after  due  notice  by  publication  in 
the  Bulletin  and  laid  over  to  December  3,  1946,  for  the 
applicant  to  send  out  proper  notices ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  shows  that  East  134th  street  is  in  a  residence  use, 
D  area  and  Class  1  height  districts ;  Brook  avenue  is  in 
residence  and  business  use,  D  area  and  Class  1  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  12,  1946,  re  Alt.  Applic.  524-46,  reads: 

“1.  New  extension  is  not  permitted  as  plot  is  in  a  D 
district  and  occupied  area  now  exceeds  that  permitted 
in  Sec.  14  of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  90.6  ft.  frontage  by  100  ft.  in  depth  on  which  is  located 
a  building  90.6  ft.  by  100  ft.  in  depth,  5  stories,  65  ft.  in 
height;  that  it  is  proposed  to  cover  the  loading  space  (court) 
with  a  fireproof  roof ;  and 

Whereas,  the  applicant  contends  that  the  primary  pur¬ 
pose  of  covering  this  court  is  to  provide  off  street  loading; 
this  court  is  now  enclosed  on  four  sides  with  brick  walls 
and  only  a  fireproof  roof  is  to  be  erected ;  that  the  Buildings 
C,  D  and  E  are  between  this  loading  space  and  the  side 
and  rear  lot  lines ;  that  the  roof  over  the  loading  space  will 
be  below  the  roof  of  Building  C.  &  E. ;  that  the  loading 
space  is  19  ft.  6  in.  distant  from  the  nearest  lot  line  and  the 
elevation  of  Brown  place  is  above  that  of  Brook  avenue; 
that  objections  2,  3,  4,  5  and  6  will  be  complied  with;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  a,  as  to  extension  of  use,  and  that  the  applicant  had 
substantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution,  as  to  area,  and  was  therefore  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  to  permit  the  construc¬ 
tion  of  the  roof  as  proposed  over  existing  loading  platform, 
marked  “Received  October  4,  1946,”  4  sheets,  on  condition 
that  the  existing  buildings  shall  not  be  increased  in  height  or 
area  and  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  for  construction  inside  the  fire  limits; 
that  all  permits  shall  be  obtained* and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


705-46-BZ 

APPLICANT— Emil  Koeppel,  for  Robalex  Realty  Corp., 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  C  area  district,  the 
erection  of  a  building,  using  more  than  the  area  per¬ 
mitted. 

PREMISES  AFFECTED— 734-736  64th  street,  south  side,- 
260  ft.  east  of  7th  avenue  (Block  5821,  part  of  Lot 
18),  Borough  of  Brooklyn. 

APEARANCES— 

For  Applicant :  Emil  Koeppel,  Dudley  J.  Weiner 
and  Max  Herko. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (705-46-BZ) 

Whereas,  Emil  Koeppel,  for  Robalex  Realty  Corp.,  owner, 
filed  September  26,  1946,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  an  unrestricted  use,  C 
area  district,  the  erection  of  a  building  using  more  than  the 
area  permitted  ;  affecting  premises  734-736  64th  street,  south 
side,  260  ft.  east  of  7th  avenue  (Block  5821,  part  of  Lot  18), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  64th  street  is  in  an  unrestricted  use,  C 
area  and  Class  1)4  height  district;  7th  avenue  is  in  an  un¬ 
restricted  use,  A  and  C  area  and  Class  1)4  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  24,  1946,  re  N.B.  Applic.  7445-46,  reads: 

“1.  Area  of  Bldg,  exceeds  permissible  area  for  C 
zone  and  is  therefore  contrary  to  Art.  IV,  Sect.  13  of 
the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  40  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  wooden  shed  which  is  to  be  demolished ;  that  it  is  proposed 
to  erect  a  building  40  ft.  front  by  100  ft.  in  depth,  one  story, 
16  ft.  in  height,  of  Class  3  construction;  and 
Whereas,  the  applicant  contends  that  the  purpose  of  this 
application  is  to  obtain  a  variation  from  the  zoning  law  to 
occupy  more  than  60%  of  the  lot  as  required;  that  com¬ 
pliance  with  the  letter  of  the  law  would  create  a  great  hard¬ 
ship  in  that  a  building  with  a  depth  of  only  sixty  feet  would 


be  too  small  for  economical  manufacturing  of  products  such 
as  coating ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution,  and  was,  therefore,  entitled  to  relief  as  to  area  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
requirements  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  21  of  the  zoning 
resolution,  to  permit  the  extension  in  area  as  proposed  and 
as  indicated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  September  26,  1946”,  two  sheets,  on  condition  that  the 
building  shall  not  exceed  one  (1)  story  in  height  as  pro¬ 
posed  and  in  all  other  respects  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  any  openings 
to  adjoining  buildings  shall  be  protected  as  required  by  the 
building  code  therefor ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


744-46-BZ 

APPLICANT — Ralph  M.  Rice,  for  Agnes  McNally,  owner 
(William  T.  Scarola,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1019  Hart  street,  nothwest  cor¬ 
ner  of  St.  Nicholas  avenue  (Block  3222,  Lot  31), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ralph  M.  Rice  and  William  T.  Sca¬ 
rola. 

For  Opposition:  Mrs.  M.  Stembaecke,  Mrs.  C. 

Dsiple,  Mrs.  G.  Schneider  and  Mrs.  M.  Wenzel. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . 0 

THE  RESOLUTION  (744-46-BZ) 

Whereas,  Ralph  M.  Rice,  for  Agnes  McNally,  owner, 
William  T.  Scarola,  lessee,  filed  October  4,  1946,  an  applica¬ 
tion  under  section  7e  of  the  zoning  resolution,  to  permit  in 
a  business  use  district,  a  wet  wash  laundry  for  a  term  of  five 
(5)  years,  affecting  premises  1019  Hart  street,  northwest 
corner  of  St.  Nicholas  avenue  (Block  3222,  Lot  31), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Hart  street  is  in  residence  and  business 
use,  C  area  and  Class  1  height  districts ;  St.  Nicholas  ave¬ 
nue  is  in  business  use,  C  area  and  Class  1  height  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  9,  1946,  re  Alt.  Applic.  3902-46,  reads : 

“1.  Proposed  laundry  located  within  a  business  use 
district  is  contrary  to  Art.  2,  Sect.  4a-51  of  the  zoning 
resolution.” 

and  [■  ! 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  18  ft.  frontage  by  75  ft.  3  in.  in  depth,  on  which  is 
located  a  building,  18  ft.  front  by  55  ft.  in  depth,  3  stories, 
32  ft.  in  height,  of  Class  3  construction ;  that  it  is  proposed  to 
install  20  self-service,  automatic  home-type  washing  ma¬ 
chines,  approved  under  Cal.  136-46-SA;  that  a  new  hot  water 
heater  will  be  installed  in  the  cellar;  and 
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Whkreas,  the  applicant  contends  that  the  neighborliood 
affected  hy  this  installation,  if  permitted,  is  generally  oc- 
i  cupied  by  dwellings,  flats,  apartments  and  small  stores ;  that 
the  lessee  has  leased  the  existing  store  space  for  a  period  of 
years  and  contends  that  the  operation  of  a  launderette  ser¬ 
vice  will  be  a  desirable  convenience  for  a  large  number  of 
housekeepers  in  the  vicinity ;  that  the  proposed  work  consists 
of  the  installation  of  20  Bendix  automatic  washing  machines 
on  platforms  with  water,  drain  and  electrical  connections,  a 
new  hot  water  heater  with  oil  burner  in  the  cellar,  new  finish 
flooring,  lighting  and  painting;  that  no  structural  or  other 
alterations  are  contemplated ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  not  more  than  twenty  (20) 
washing  machines  as  proposed  and  as  approved  by  the  Board 
under  Cal.  136-46-SA  shall  be  installed;  that  during  the  term 
of  this  variance  the  premises  shall  be  occupied  for  no  other 
use  and  no  laundry  work  shall  be  done  on  the  premises  other 

Jthan  in  the  twenty  (20)  machines  as  proposed;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  three  (3)  months  from 
the  date  of  this  resolution. 


745-46-BZ 

APPLICANT — Arnold  W.  Lederer,  for  Gussie  Mehlman, 
owner  (Charles  I.  Prince  and  Irving  Groden, 
lessees) . 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 176  Smith  street,  west  side,  50 
ft.  north  of  Warren  street  (Block  390,  Lot  45), 
Borough  of  Brooklyn. 

;  APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer,  Charles  1.  Prince 
and  Irving  Groden. 

For  Opposition:  Mrs.  Louise  Caiozzo. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings.’ 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmativer:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 


“1.  Proposed  wet  wash  laundry  within  a  business  use 
district'  is  contrary  to  Art.  2,  Section  51  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  25  ft.  frontage  by  55  ft.  in  depth,  on  which  is  located 
a  building  25  ft.  front  by  55  ft.  in  depth  (typical  floor, 
25  ft.  by  40  ft.  in  depth),  3  stories,  32  ft.  in  height,  of  class 
3  construction;  that  it  is  proposed  to  install  25  home  type 
self-service  washing  machines  approved  under  Cal.  136-46- 
SA;  that  the  front  cellar  stairs  will  be  enclosed  in  fireproof 
materials;  that  the  rear  interior  stairs  to  the  cellar  will  be 
removed ;  that  new  lally  columns  will  be  installed  in  the  cellar 
to  support  floor;  that  a  new  hot  water  heater  will  be  in¬ 
stalled  ;  and 

Whereas,  the  applicant  contends  that  the  building  is  at 
present  occupied  as  follows  :  cellar — ordinary  use ;  1st  floor — 
vacant  store ;  2nd  and  3rd  floors — one  family  each  floor ; 
that  it  is  proposed  to  install  25  Bendix  standard  home-type 
washing  machines  operated  by  J4  h.p.  motor  and  with  10  lbs. 
capacity ;  that  no  steam  will  be  manufactured  on  the  premises 
and  no  volatile  fluids  will  be  used;  that  there  will  be  no 
noxious  odors  or  excessive  noise  from  the  operation  of  the 
proposed  establishment ;  that  there  are  few  and  inadequate 
sanitary  facilities  in  the  neighborhood  and  this  installation 
will  prove  a  definite  contribution  to  the  public  health  and 
will  lighten  the  burden  of  the  housewives  in  the  vicinity  and 
it  is  requested  that  a  variance  be  granted  for  a  term  of  five 
years  in  which  to  amortize  the  investment  and  for  the  owner 
to  realize  sufficient  income  to  pay  taxes  and  make  such  re¬ 
pairs  as  are  necessary ;  that  no  more  than  three  males  will 
be  employed  who  are  veterans ;  that  the  work  to  be  done 
will  include  the  enclosing  of  the  front  cellar  stairs  in  fire¬ 
proof  materials  and  the  rear  interior  stairs  to  the  cellar  will 
be  removed ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  not  more  than  twenty-five 
(25)  machines  shall  be  installed  as  proposed  and  as  approved 
by  the  Board  under  Cal.  136-46-SA;  that  during  the  term  of 
this  variance  the  premises  shall*  be  used  for  no  other  use 
and  no  laundry  work  shall  be  done  except  in  the  twenty-five 
(25)  washing  machines  as  proposed;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


THE  RESOLUTION  (745-46-BZ) 

Whereas,  Arnold  W.  Lederer  for  Gussie  Mehlman,  owner 
(Charles  I.  Prince  and  Irving  Groden,  lessees)  filed  October 
4,  1946  an  application  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district  a  wet  wash  laundry 
for  a  term  of  five  years,  affecting  premises  176  Smith  street, 
■  west  side,  50  ft.  north  of  Warren  street,  (Block  390,  Lot  45), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and  , 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Smith  street  is  in  a  business  use,  B 
area  and  class  1$4  height  district;  Warren  street  is  in  resi¬ 
dence  and  business  use,  B  area  and  class  1  height  districts; 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  3,  1946  on  Alt.  Applic.  4047-46,  reads : 


757-46-BZ 

APPLICANT — Arthur  Jovis,  for  Jeron  Co.,  Inc.,  owner 
(Nat  Eichel,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 600  East  5th  street,  and  67-71 
Avenue  B,  southeast  corner  (Block  387,  Lot  9), 
Borough  of  Manhattan. 

APPEARANCES— 

.For  Applicant:  Arthur  Jovis. 

For  Opposition :  Samuel  Stein  and  H.  Feigenblatt. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


1387 


MINUTES 


THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (757-46-BZ) 

Whereas,  Arthur  Jovis,  for  Jeron  Company,  Incorpo¬ 
rated,  owner,  Nat  Eichel,  lessee,  filed  October  8,  1946,  an 
application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  a  wet  wash  laundry  for  a 
term  of  five  (5)  years,  affecting  premises  600  East  5th 
street  and  67  to  71  Avenue  B,  southeast  corner  (Block  387, 
Lot  9),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  East  5th  street  is  in  a  business  use,  B 
area  and  Class  1 height  district;  Avenue  B  is  in  a  business 
use,  B  area  and  Class  V/2.  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  30,  1946,  re  Alt.  Applic.  2066-46,  reads : 

“Proposal  to  use  first  floor  of  building  for  wet  wash 
laundry  is  not  permitted  as  per  Sec.  4,  Article  II,  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  72  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  72  ft.  front  by  100  ft.  in  depth,  one  story, 
15  ft.  in  height,  of  Class  3  construction;  that  it  is  proposed 
to  install  30  automatic,  home  type,  self-service  washing 
machines ;  and 

Whereas,  the  applicant  contends  that  it  is  planned  to 
install  30  automatic  Westiiighouse  washing  machines  in  the 
store,  as  an  automatic  self-service  laundry,  known  as  a 
“Laundrymat” ;  that  the  type  of  business  in  relation  to  the 
neighborhood  would  be  a  boon  to  the  housewives  and 
families  in  the  vicinity ;  that  the  intent  of  the  zoning  reso¬ 
lution  in  this  instance  is  to  prevent  the  various  sections  of 
the  city  from  being  damaged  by  the  nature  of  the  business 
carried  on  in  a  business  district ;  that  this  particular  business 
would  raise  rather  than  lower  the  standards  in  the  vicinity ; 
that  it  is  requested  that  the  Board  take  these  facfs  into 
consideration  and  grant  a  variance  subject  to  such  conditions 
as  the  Board  may  deem  necessary ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  }7ears,  to  permit  the  premises  to  be  occu¬ 
pied  as  proposed,  on  condition  that  not  more  than  30  wash¬ 
ing  machines  shall  be  installed,  of  a  type  as  may  be  approved 
by  the  Board ;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use,  and  no  laundry 
work  shall  be  done  other  than  in  the  30  machines  as  pro¬ 
posed  ;  that  such  portable  fire  fighting  appliances  shall  be 
installed  as  the  fire  commissioner  shall  direct ;  that  no  other 
machines  shall  be  installed  except  the  30  washing  machines 
as  proposed ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  3  months  from  the  date  of  th'is  resolution. 


758-46-BZ 

APPLICANT — Arthur  Jovis,  for  Vedo  Realty  Co.,  owner 
(Robert  Natassy,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 2238  2nd  avenue  and  300  East 
115th  street,  southeast  corner  (Block  1686,  Lot 
49),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Arthur  Jovis. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative:  . . 0 

THE  RESOLUTION  (758-46-BZ) 

Whereas,  Arthur  Jovis  for  Vedo  Realty  Company,' 
owner,  (Robert  Natassy,  lessee)  filed  October  8,  1946,  an 
application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  a  wet  wash  laundry  for  'a 
term  of  five  (5)  years,  affecting  premises  2238  2nd  avenue, 
and  300  East  115th  street,  southeast  corner  (Block  1686, 
Lot  49) ,  Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  2nd  avenue  and  East  115th  street  are 
in  a  business  use,  B  area  and  Class  1  /z  height  districts;  and 

Whereas,  the  decision  of  the  borougfi  superintendent 
dated  October  1,  1946  on  Alt.  Applic.  2067-46  reads : 

“Al.  Proposed  laundry  is  in  violation  of  Article 
2,  section  4(a)  subdivision  51  of  the  Zoning  Resolution 
and  is  therefore  not  acceptable.  Note  this  is  a  business 
district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
£f  a  plot,  20  ft.  frontage  by  75  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  75  ft.  in  depth  (typical 
floor,  20  ft.  front  by  41  ft.  in  depth),  4  stories,  45  ft.  in 
height,  of  Class  3  construction;  that  it  is  proposed  to  install 
23  self-service,  home  type  Westinghouse  automatic  wash¬ 
ing  machines ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
in  a  business  district;  that  the  type  of  business  in  relation 
to  the  neighborhood  would  be  a  boon  to  the  housewives  in 
the  vicinity ;  that  the  intent  of  the  zoning  resolution  was 
to  prevent,  in  this  instance,  the  various  sections  of  the  city 
from  being  damaged  by  the  nature  of  the  business  carried 
on  in  business  districts  and  it  is  contended  that  this  particu¬ 
lar  business  would  raise  rather  than  lower  the  standards 
in  the  vicinity ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  (.5)  years,  to  permit  the  premises  to  be 
occupied  as  proposed,  on  condition  that  not  more  than  23 
washing  machines  shall  be  installed,  of  a  type  as  may  be 
approved  by  the  Board ;  that  during  the  term  of  this  vari¬ 
ance  the  premises  shall  be  occupied  for  no  other  use,  and 
no  laundry  work  shall  be  done  other  than  in  the  23  machines 
as  proposed ;  that  such  portable  fire  fighting  appliances  shall 
be  installed  as  the  fire  commissioner  shall  direct ;  that  no 
other  machines  shall  be  installed  except  the  23  washing 
machines  as  proposed ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  3  months  from  the  date  of  this 
resolution. 


770-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Arnost  Janovsky, 
owner  (Thomas  Bia,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubri- 
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torium,  auto  washing,  office  and  sale  of  automotive 
accessories. 

PREMISES  AFFECTED — 2110  Bruckner  boulevard* 

southeast  corner  of  Olmstead  avenue  (Block  3689, 
Lot  1),  Borough  of  The  Bronx. 

'  'APPEARANCES— 

For  Applicant:  Joseph  Hans. 

For  Opposition:  Sidney  Moerman,  John  J.  Duff, 
Eugene  McElrov,  John  R.  McMahon  and 
George  C.  Berner. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

I.  THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

1  THE  RESOLUTION  (770-46-BZ) 

Whereas,  Charles  M.  Spindler  for  Arnost  Janovsky, 
4  owner,  Thomas  Bia.  lessee,  filed  October  14,  1946,  an  ap- 
i  plication  under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubri torium,  auto  washing,  office 
and  sale  of  automotive  accessories  for  a  term  of  ten  (10) 

•  years;  affecting  premises  2110  Bruckner  boulevard,  south- 
1  east  corner  of  Olmstead  avenue  (Block  3689,  Lot  1), 

■  Borough  of  The  Bronx  ;  and 

Whereas,  a  public  hearing  wras  held  on  this  application  by 
the  Bhard  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
>  resolution  show  that  Bruckner  boulevard  is  in  a  business  use, 
C  area  and  Class  height  district;  Olmstead  avenue  is  in 
residence  and  business  use,  C  area  and  Class  1J4  height  dis¬ 
tricts;  Houghton  avenue  is  in  residence  and  business  use, 
C  area  and  Class  1J4  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  3,  1946,  re  N.B.  Applic.  981-46,  reads  j 

“1.  Proposed  use  of  premises  located  in  a  residence 
use  district  for  a  gasoline  service  station,  lubrication, 
auto  washing,  office  and  sale  of  automotive  accessories 
is  contrary  to  Art.  2,  Sec.  3  of  the  Zoning  Resolution.” 

!  and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  190.03  ft.  frontage  by  79.15  ft.  in  depth,  presently 
vacant :  that  it  is  proposed  to  erect  a  building  45  ft.  front 
by  28  ft.  in  depth,  one  story  (13  ft.,  8  in.)  in  height,  of 
Class  3  construction,  to  be  used  as  a  gasoline  service  station, 
lubritorium,  auto  washing,  office  and  accessory  sales ;  and 
Whereas,  the  applicant  contends  that  subject  premises  is 
located  on  one  of  the  principal  traffic  arteries  of  the  Bronx; 
that  it  is  proposed  to  erect  thereon  a  parkway  type  of  service 

•  .  station  designed  to"  harmonize  with  the  adjacent  residential 

buildings;  that  the  proposed  occupant  is  the  operator  of  a 
I  gasoline  station  at  Bruckner  boulevard  and  Zerega  avenue, 
three  blocks  from  subject  site;  that  this  existing  station  has 
been  condemned  for  public  use  due  to  the  construction  of 
the  Cross  Bronx  Expressway  and  title  to  the  present  station 
has  already  been  acquired  by  the  City;  that  since  the  opera- 
,  tor’s  well-established  business  is  being  closed  through  no 
fault  of  his  own,  it  seems  only  just  and  equitable  to  allow 
him  to  re-establish  his  business  in  the  same  neighborhood ; 

1  that  it  is  proposed  to  use  every  available  means  in  the  con¬ 
struction  of  the  service  station  to  insure  the  owners  of  ad¬ 
joining  property  against  any  detrimental  effect  from  the 
proposed  occupancy;  the  site  fronts  on  three  streets  and  the 
only  portion  abutting  on  adjoining  residential  property  is. 
the  easterly  side;  that  it  is  therefore  proposed  to  leave  55 
ft.  at  the  easterly  side  of  the  site  unused,  landscaped  'and 
fenced  off  from  the  service  station  area;  that  this  will  pro¬ 
vide  a  pleasing  and  adequate  buffer  between  the  adjoining 
residences  and  the  proposed  station ;  that  the  proposed  build¬ 
ing  will  be  of  colonial  brick  with  slate  roof  and  set  in  center 
of  the  plot  well  back  from  all  building  lines ;  that  the  gasoline 
pumps,  only  twro  of  which  will  be  installed,  will  be  of  the 


parkway  type  with  brick  pedestals  matching  the  brickwork 
of  the  building;  that  shrubbery  and  planting  will  be  main¬ 
tained  and  only  one  post  standard  bearing  a  gasoline  brand 
sign  will  be  erected;  that  there  will  be  no  vehicular  entrance 
from  Houghton  Avenue;  that  the  use  zone  was  changed  from 
busiifhss  to  residential  and  area  zone  changed  from  C  to  E 
and  the  height  zone  was  changed  from  lj4  to  1  on  April  26, 
1945;  that  in  view  of  foregoing,  it  is  respectfully  requested 
that  this  appeal  be  granted  to  permit  the  temporary  main¬ 
tenance  of  this  service  station  as  proposed;  that  Objections 
2  and  3  will  be  complied  with ;  and 

Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  October  3,  1946  on  N.B.  Applic.  981-46  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


784-46-BZ 

APPLICANT — William  R.  Shirley,  for  Pietro  and  Bice 
Valentini,  owners  (Schillinger  and  Tardino,  lessees). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1224  Liberty  avenue,  south  side, 
60  ft.  4 in.  east  of  Forbell  avenue  (Block  4206, 
Lot  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  R.  Shirley,  Helen  Schil¬ 
linger  and  Francis  Tardino. 

For  Opposition :  Charles  H.  Russell. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
THE  VOTE— 

e  Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative :  .  0 

THE  RESOLUTION  (784-46-BZ) 

Whereas,  William  R.  Shirley  for  Pietro  &  Bice  Valen¬ 
tini,  owners,  Schillinger  and  Tardino,  lessees,  filed  October 
16,  1946,  an  application  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district  a  wet  wash 
laundry  for  a  term  of  five  (5)  years,  affecting  premises 
1224  Liberty  avenue,  south  side,  60  ft.  4%  in.  east  of  Forbell 
avenue  (Block  4206,  Lot  19),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Liberty  avenue  is  in  a  business  use, 
D  area  and  Class  1  height  idstrict ;  Forbell  avenue  is  in 
residence  and  business  use,  D  area  and  Class  1  height  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  4,  1946,  re  Alt.  Applic.  4355-46,  reads : 

“1.  Proposed  wet  wash  laundry  located  within  a 
business  use  district,  is  contrary  to  Art.  2,  Section  4a- 
51  of  the  zoning  resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  1J4  in.  frontage  by  101  ft.  IY,  in.  in  depth, 
on  which  is  located  a  building  20  ft.  1J4  in.  front  by  69  ft. 
in  depth,  2  stories,  25  ft.  in  height,  of  Class  3  construction; 
that  it  is  proposed  to  install  20  self-service  home  type  wash¬ 
ing  machines  (Approved  under  Cal.  136-46-SA)  ;  and 
Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  plot  20  ft.  1Y  in.  by  101  ft.  \Y%  in.  on  which  is 
located  a  building  erected  in  1922,  which  is  occupied  as 
store  and  apartment  on  the  1st  floor,  and  one  apartment  on 
the  second  floor ;  that  it  is  proposed  to  install  20  Bendix 
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washing  machines  in  the  store,  each  machine  operated  by 
a  J4  H.P.  motor,  with  an  individual  capacity  of  10  lbs.  of 
dry  clothes ;  that  each  machine  is  placed  on  a  platform  so 
arranged  as  to  eliminate  vibration  and  sound ;  that  the  retail 
rental  laundry  thus  formed  will  have  a  launderette  franchise 
issued  by  the  Telecoin  Corporation  and  will  have  only  two 
employees  as  the  customers  do  their  own  work ;  that  ordi¬ 
nary  household  soap  powder  will  be  used  and  normal  hot 
water  will  be  provided  by  the  use  of  an  oil  heater  and  cop¬ 
per  coil ;  that  no  steam  will  be  manufactured  on  the  premises 
and  no  obnoxious  odors  or  excessive  noise  will  form  a  part 
of  the  operation;  that  the  launderette  thus  formed  being  a 
self-service  laundry,  will  not  have  any  pick  up  or  delivery 
trucks  as  part  of  the  operation ;  that  there  are  few  and 
inadequate  sanitary  facilities  in  the  neighborhood  and  this 
installation  will  prove  a  definite  contribution  to  public  health 
and  lighten  the  burden  of  the  housewife ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
temporary  term  of  five  (5)  years,  to  permit  the  premises 
to  be  occupied  as  proposed  on  condition  that  not  more  than 
twenty  (20)  washing  machines  as  proposed  and  as  approved 
by  the  Board  under  Cal.  136-46-SA  shall  be  installed;  that 
during  the  term  of  this  variance  the  premises  shall  be  oc¬ 
cupied  for  no  other  use  and  no  laundry  work  shall  be  done 
except  in  the  twenty  (20)  machines  as  proposed ;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 


795-46-BZ 

APPLICANT— William  R.  Shirley,  for  26-32  East  38th 
Street  Corp.,  owner  (Charles  Kaiser,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 1722  3rd  avenue,  west  side,  25 
ft.  11  in.  south  of  East  97th  street  (Block  1624, 
Lot  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  R.  Shirley  and  Charles 
Kaiser. 

For  Opposition :  Edith  L.  Schelberg,  Catherine 
Biggs  and  Mrs.  Elizabeth  Reilly. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (795-46-BZ) 

^  Whereas,  William  R.  Shirley  for  26-32  East  38th  Street 
Corporation,  owner,  Charles  Kaiser,  lessee,  filed  October  21, 
1946,  an  application  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry  for 
a  term  of  five  (5)  years;  premises  1722  3rd  avenue,  west 
side,  25  ft.  11  in.  south  of  East  97th  street  (Block  1624, 
Lot  39),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  3rd  avenue  is  in  a  business  use,  B 


area  and  1 height  district;  East  97th  street  is  in  a  business 
use,  B  area  and  Class  1^2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
October  15,  1946,  re  Alt.  Applic.  2158-46,  reads : 

“1.  Proposed  wet  wash  laundry  is  in  violation  of 
Article  2,  Section  4(a)  subdivision  51  of  the  zoning 
resolution  and  is  therefore  not  acceptable.  Note  this 
is  a  business'  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  80  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  66  ft.  in  depth,  5  stories, 
56  ft.  in  height,  of  class  3  construction,  presently  used  as 
store,  and  apartments;  that  St  is  proposed  to  install  30  self- 
service,  home-type,  washing  machines,  approved  under  Cal. 
136-46-SA ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  30  Bendix  Washing  Machines  in  the  store,  each 
machine  operated  by  a  Jd  H.P.  motor,  each  machine  with 
an  individual  capacity  of  10  lbs.  of  dry  clothes,  each  ma¬ 
chine  to  be  placed  on  a  platform  so  arranged  as  to  eliminate 
vibration  and  sound ;  that  the  retail  rental  laundry  thus 
formed  will  have  a  launderette  franchise  issued  by  the 
Telecoin  Corporation  and  will  have  only  two  employees  as 
the  customers  do  their  own  work ;  that  ordinary  household 
soap  pCwder  will  be  used  and  normal  hot  water  will  be 
provided  by  the  use  of  an  oil  heater  and  copper  coil ;  that 
no  steam  will  be  manufactured  on  the  premises  and  no 
obnoxious  odors  or  excessive  noise  will  form  a  part  of  the 
operation ;  that  there  are  few  and  inadequate  sanitary*  facili¬ 
ties  in  the  neighborhood  and  this  installation  will  prove  a 
definite  contribution  to  public  health  and  lighten  the  burden 
of  the  housewife;  that  it  is  respectfully  requested  a  variance 
be  granted  to  permit  the  lessee  to  operate  the  establishment 
for  a  period  of  five  years  to  enable  him  to  amortize  his 
investment  in  this  venture  and  the  owner  to  realize  sufficient 
income  to  pay  the  taxes  and  repairs  of  building ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed,  on  condition  that  not  more  than  thirty  (30) 
washing  machines  as  proposed  and  as  approved  by  the  Board 
under  Cal.  136-46-SA  shall  be  installed;  that  during  the 
term  of  this  variance  no  other  use  shall  be  made  of  the 
premises  and  no  laundry  work  shall  be  done  except  in  the 
thirty  (30)  machines  as  proposed;  that  such  portable  fire¬ 
fighting  appliances  shall  be  installed  as  the  fire  commissioner 
shall  direct;  that  the  store  front  of  the  building  shall  be 
remodeled  as  proposed  and  the  stoop  entrance  to  the  upper 
stories  shall  be  removed  and  an  entrance  maintained  at  the 
building  line;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 


825-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Roseruth  Realty 
Corp.,  owner  (Harry  Fields,  lessee). 

SUB  TEC  T  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 325  Audubon  avenue,  east  side, 
61.6  ft.  north  of  West  181st  street  (Block  2155,  part 
of  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Ludwig  P.  Bono  and  Harry  Fields. 
For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 
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MINUTES 


(ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (825-46-BZ) 

Whereas,  Ludwig  P.  Bono  for  Roseruth  Realty  Corpora¬ 
tion,  owner,  Harry  Fields,  lessee,  filed  October  29,  1946,  an 
application  under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  district,  a  wet  wash  laundry  for  a  term  of 
five  (5)  years,  affecting  premises  325  Audubon  avenue,  east 
side,  61.6  ft.  north  of  West  181st  street  (Block  2155,  Part  of 
Lot  1 ),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 

Iing,  December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
,  resolution  show  that  Audubon  avenue  is  in  a  business  use, 

*  B  area  and  Class  134  height  district;  West  181st  street  is  in 
a  business  use,  B  area  and  Class  1^4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  29,  1946,  re  Alt.  Applic.  2245-46,  reads : 

“1.  Proposal  to  use  stores  for  wet  wash  laundry  in 
a  business  use  district  is  contrary  to  Sec.  4,  subd.  (51) 
Article  II  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  building,  100  ft.  front  by  100  ft.  in  depth,  one  story,  15  ft. 
in  height,  of  Class  3  construction,  now  used  as  market,  stores, 
and  offices;  that  it  is  proposed  to  install  24  self-service,  in¬ 
dividual  h6me  type  washing  machines,  approved  under  Cal. 
136-46-SA ;  that  it  is  also  proposed  to  construct  a  mezzanine 
for  toilet  facilities;  and 

Whereas,  the  applicant  contends  that  the  self-service 
laundry  will  be  of  the  same  type  used  in  private  homes  and 
apartments ;  that  the  machines  will  have  a  capacity  of  8 
pounds  each  and  there  will  be  no  odors,  noise  or  volatile  and 
inflammable  liquids,  nor  obnoxious  fumes  or  steam  or  power 
used;  that  no  trucks  or  wagons  will  deposit  'or  remove 
clothes ;  that  Audubon  avenue  is  a  complete  business  district 
with  dress  shops,  fur  shops,  butchers,  restaurants,  sign  shops, 
delicatessens,  barber  shops,  etc. ;  that  the  occupant  has  signed 
a  lease  and  is  paying  rent  and  has  committed  himself  to 
undertake  an  expensive  alteration  involving  strengthening  of 
floor  construction,  new  toilet  mezzanine,  spiral  stair,  new 
1  entrance  stair,  etc.;  that  the  proposed  use  is  less  objection¬ 
able  than  many  others  permitted  in  the  business  district; 
f  that  the  installation  would  be  a  benefit  and  convenience  to 
the  neighborhood;  that  the  store  and  the  front  will  be  made 
attractive  by  a  neat  and  dignified  design ;  that  it  is  therefore 
t  respectfully  requested  that  a  variance  of  the  zoning  require¬ 
ments  to  permit  same  for  a  stated  term  of  at  least  five  years 
be  granted;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
i  be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
i  term  of  five  (5)  years,  to  permit  the  premises  to  be  occupied 
as  proposed  on  condition  that  not  more  than  twenty-four 
(24)  machines  of  the  type  as  proposed  and  as  approved  by 
the  Board  under  Cal.  136-46-SA  shall  be  installed;  that  dur¬ 
ing  the  term  of  this  variance  the  premises  shall  be  occupied 
for  no  other  business  and  no  laundry  work  shall  be  done 
,  except  in  the  twenty-four  (24)  machines  as  proposed;  that 
such  portable  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution. 

1 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

229-45-A 

APPLICANT— Brightman  Leather  Co.,  lessee,  for  Butler 
Street  Realty  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 302-322  Butler  street,  south 
side,  150  ft.  east  of  3rd  avenue  (3rd  floor)  ;  (Block 
413,  Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  December  10,  1946  at 
10  A.  M.  No  appearances.  Applicant  to  be  notified. 


667-46-A 

APPLICANT— Glick  and  Gelbman,  for  Roadside  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 44-16  Queens  boulevard,  south¬ 
west  corner  of  45th  street  (Block  166,  Lot  20),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  M.  Glick  and  Leon  J.  Shapiro. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.,  for  inspection  by  Committee  of  Board 
and  decision. 


874-46-A 

APPLICANT — F.  M.  Pauli,  for  Bishop,  McCormick  and 
Bishop,  lessees  (Daniel  W.  Blumenthal,  trustee), 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  tl\e 
fire  commissioner. 

PREMISES  AFFECTED — 211-215  West  61st  street,  north 
side,  400  ft.  east  of  West  End  avenue  (1st  floor)  ; 
(Block  1153,  Lots  17-24  inclusive),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  F.  M.  Pauli. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . .  4 
Negative:  .  0 

THE  RESOLUTION  (874-46-A) 

Whereas,  F.  M.  Pauli  for  Bishop,  McCormick  Bishop, 
lessees ;  Daniel  W.  Blumenthal,  trustee  owner,  filed  Novem¬ 
ber  6,  1946  an  appeal  from  an  order  and  decision  of  the 
fire  commissioner,  affecting  premises  211-215  West  61st 
street,  north  side,  400  ft.  east  of  West  End  avenue  (Block 
1153,  lots  17  to  25),  Borough  of  Manhattan;  and 

Whereas,  Order  46220LC  issued  by  the  first  commissioner 
June  13,  1946  and  repeated  in  a  decision  of  the  fire  commis¬ 
sioner  dated  October  23,  1946  reads : 

“1.  Discontinue  the  maintenance  of  a  storage  garage 
on  these  premises  for  the  reason  that  same  is  in  viola¬ 
tion  of  Section  09-65. 3.” 

and 

Whereas,  the  records  indicate  that  Cal.  No.  6-27-BZ  was 
amended  July  23,  1946  to  permit  the  building  to  be  occupied 
on  any  floor  as  a  storage  garage  and  in  view  of  such  amend¬ 
ment,  the  applicant  withdrew  his  appeal  with  the  under¬ 
standing  that  the  fire  commissioner  would  dismiss  the  order. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 


900-46-A 

APPLICANT — The  Brooklyn  Union  Gas  Co.,  owner. 


MINUTES 


SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Transportation  of  propane  gas  in  semi¬ 
trailer  truck  in  New  York  City  (construction  of 
tank  not  in  conformity  with  Fire  Department  re¬ 
quirements  covering  Tank  Trucks). 

APPEARANCES— 

For  Applicant :  R.  Heeren. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


856-46-A 

APPLICANT — Preferred  Oil  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  fuel  oil  in  tank  truck  in  New 
York  City  (Truck  No.  5)  ;  (Capacity  of  tank  not 
in  conformity  with  Administrative  Code  require¬ 
ments  covering  Tank  Trucks). 

APPEARANCES— 

For  Applicant :  William  Goodwin. 

For  Administration  :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  . .  4 
Negative:  .  0 

THE  RESOLUTION  (856-46-A) 

Whereas,  Preferred  Oil  Company,  Incorporated,  owner, 
filed  November  8,  1946,  an  appeal  from  an  order  of ,  the  fire 
commissioner  relating  to  the  use  of  the  applicant  s  truck 
No.  5,  for  the  transportation  of  No.  2  fuel  oil  in  the  City  of 
New  York;  and 

W^hereas,  Order  48289-LC,  issued  by  the-  fire  commis¬ 
sioner  October  18,  1946,  reads: 

“An  inspection  of  truck  #5  with  a  Scott  tank  mounted 
on  a  Mack  Chassis  #11316202,  for  the  transportation 
of  any  lfquid  product  of  petroleum,  shale  oil  or  coal  tar, 
as  required  by  Section  C19-52.0-a,  Title  C,  Part  1, 
Article  8  of  the  Administrative  Code  of  the  City  of 
New  York,  shows  the  following  requirement  necessary 
before  a  permit  can  be  issued: 

1.  Provide  a  tank  constructed  in  accordance  with  the 
specifications  set  forth  in  Section  5.” 

and 

Whereas,  the  applicant  states  that  the  truck  in  question 
consists  of  its  tank  truck  No.  5,  located  on  a  Mack  1929 
Chassis,  No.  11316202,  New  York  liceffse  No.  225-259,  con¬ 
sisting  of  one  compartment  of  505  gallons  and  two  compart¬ 
ments  of  1529  gallons  combined,  with  a  total  capacity  of 
2,034;  and 

Whereas,  the  applicant  contends  that  the  tank  and  truck 
were  purchased  from  the  Mack  Truck  Company  in  1929  in 
good  faith  ;  that  at  that  time  the  truck  was  constructed  to 
conform  to  all  fire  department  regulations  then  in  force; 
that  it  now  would  entail  considerable  expense  to  make  alter¬ 
ations  to  reduce  the  size  of  the  one  oversize  compartment 
to  600  gallons ;  that  no  useful  service  would  be  served  by 
such  alteration  as  the  compartment  in  question  is  located 
behind  the  cabinet  of  the  truck  and  is  protected  in  the  rear 
by  another  compartment ;  that  the  tank  and  truck  complies 
with  fire  department  regulations  in  all  other  respects;  that 
the  tank  and  truck  will  be  disposed  of  and  replaced  by  new 
equipment  as  soon  as  the  new  equipment  can  be  delivered ; 
and 

Whereas,  the  applicant  stated  that  the  information  previ¬ 
ously  given  is  incorrect  and  that  the  truck  has  three  com¬ 
partments  as  follows:  the  rear  compartment  containing  510 
gallons,  the  center  compartment  containing  1053  gallons  and 
the  front  compartment  containing  510  gallons,  making  a 
total  of  2073  gallons. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  48289-LC  be  and  it  hereby  is  niodified  and  that  the 


appeal  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects  the  truck  shall  comply  with  the  requirements ; 
that  this  variance  shall  be  for  a  term  of  two  (2)  years. 


901-46-A 

APPLICANT — R.  L.  Heeren,  for  The  Brooklyn  Union  Gas 
Co.,  o^ner. 

SUBJECT — Appeal  from  a  decision  of  the  Commissioner  of 
Marine  and  Aviation. 

PREMISES  AFFECTED — 287-473  Maspeth  avenue,  north¬ 
east  corner  of  Varick  street  (Block  2838,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  L.  Heeren  and  W.  M.  Wepfer. 
For  Administration :  Charles  Pekus,  Dept,  of  Ma¬ 
rine  &  Aviation. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative:  .  0 

THE  RESOLUTION  (901-46-A) 

Whereas,  R.  L.  Heeren,  for  The  Brooklyn  Union  Gas 
Company,  owner,  filed  November  15,  1946,  an  application  for 
recommendation  to  the  Commissioner  of  Marine  and  Avia¬ 
tion,  affecting  premises  287-473  Maspeth  avenue,  southeast 
corner  of  Varick  avenue  and  Lombardy  street,  running 
through  to  Newtown  Creek  (Greenpoint  Gas  Works)  ; 
(Block  2838,  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation  dated  October  28,  1946,  reads : 

“I  am  enclosing  for  your  information  copy  of  a  letter 
forwarded  to  this  Department  by  the  Fire  Department 
of  The  City  of  New  York  on  the  subject  matter  of  your 
request  for  a  permit  to  erect  a  steel  tank  30  feet  in 
diameter  and  30  feet  high  for  the  storage  of  crude 
solvent  and  light  oil,  derived  from  the  manufacture  of 
gas,  located  at  your  plant  on  Newtown  Creek  between 
Maspeth  avenue  and  Lombardy  street  Borough  of 
Brooklyn. 

Your  application  of  August  30th,  1946,  filed  in  this 
office  is  therefore  denied.  It  is  suggested  that  an  appeal 
be  made  to  the  Board  of  Standards  and  Appeals  as  stated 
in  the  recommendation  of  the  Fire  Department.” 

and 

Whereas,  the  communication  of  the  Fire  Department 
referred  to  i'n  such  decision  of  the  Commissioner  of  Marine 
and  Aviation,  dated  October  7,  1946,  reads : 

“Papers  transmitted  in  behalf  of  the  Brooklyn  Union 
Gas  Company  relative  to  the  storage  of  crude  solvents 
and  light  oil  at  the  above  premises,  have  been  duly 
considered. 

It  is  suggested  that  since  a  prior  application  for  stor¬ 
age  capacity  was  acted  on  by  the  Board  of  Standards 
and  Appeals  on  July  9,  1946,  the  present  application  also 
be  submitted  to  the  Board  of  Standards  and  Appeals  for 
further  consideration.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  fronting  1781  ft.  on  Lombardy  street,  1997  ft.  on 
Varick  avenue,  2011  ft.  on  Maspeth  avenue,  running  through 
to  Newtown  Creek,  located  in  an  unrestricted  use,  A  area, 
Class  \l/2  height  district,  used  and  occupied  as  a  gas  manu¬ 
facturing  plant  on  which  it  is  proposed  to  erect  a  one-story 
tank  30  ft.  in  height  by  30  ft.  in  diameter  of  steel,  to  be  used 
as  an  oil  tank  to  hold  a  mixture  of  crude  solvent  and  light 
oil  having  a  flash  point  under  46  deg.  F. ;  that  the  plant  is 
equipped  with  an  interior  fire  alarm  system  and  regular 
monthly  fire  drills  will  be  maintained;  that  the  tank  will  be 
connected  to  the  existing  fire-fighting  system  of  the  plant; 
and 

Whereas,  the  applicant  contends  that  it  is  necessary  to 
enrich  the  water  gas  produced  in  the  generators  to  supply 
gas  of  the  heating  value  required  by  law;  that  the  principal 
substance  employed  today  for  such  enrichment  is  heavy 
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petroleum,  such  as  Bunker  C  or  residium  oil ;  that  up  to 
the  present  time  gas  oil  has  been  used  for  enrichment  at 
this  plant  but  due  to  its  scarcity  and  in  order  to  increase 
the  generating  capacity  and  at  the  same  time  reduce  the 
production  costs,  it  is  proposed  to  change  over  to  the  heavy 
oils  for  enrichment ;  that  the  amount  of  tar  produced  from 
these  heavy  oils  is  greater  than  that  of  gas  oil  and  the  tars 
have  a  water  content  of  50%;  that  to  make  this  tar  useful 
as  a  boiler  fuel,  it  must  be  dried  in  a  dehydration  plant  in 
which  process  a  water  vapor  is  yielded  and  a  mixture  of 
1  crude  solvent  and  light  oil  with  a  flashpoint  of  greater  than 

;  46° ;  that  it  is  proposed  to  erect  the  tank  in  question,  having 

a  capacity  of  150,000  gallons  to  store  this  crude  solvent  and 
light  oil ;  that  the  proposed  tank  will  be  enclosed  by  an 
enclosure  capable  of  containing  V/2  times  the  tank  capacity, 
as  indicated  on  plans  filed  with  this  appeal ;  that  the  tank 
will  be  constructed  in  accordance  with  the  Oil  Burner  Rules 
'  of  the  Board  and  will  be  connected  to  the  Fomite  system 
now  in  use  in  the  plant  and  a  flame-resisting  vent  will  be  pro¬ 
vided  on  the  tank  of  a  type  satisfactory  to  the  Fire  Depart- 
-  ment ;  that  the  Company  is  familiar  with  the  measures  to 
be  taken  for  the  handling  of  light  oil  by-products  and  has 
experience  over  the  years  of  operation'of  the  plant;  and 
Whereas,  the  applicant  states  that  the  tar  to  be  stored  in 
the  proposed  tank  will  be  sold  off  the  premises  and  will  be 
loaded  on  barges  by  means  of  an  underground  pipe  line. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  recommend  to  the  Commissioner  of  Marine  and  Avia¬ 
tion  that  the  application  be  granted  as  proposed  and  that  the 
fire  fighting  equipment  and  venting  equipment  shall  be 
;  installed  and  maintained  as  may  be  recommended  by  the 
fire  commissioner;  that  the  location  of  the  tanks,  as  shown 
on  plans  filed  with  this  appeal  marked  “Received  November 
15,  1946”,  8  sheets,  and  the  dike  as  shown  shall  be  main¬ 
tained  in  accordance  with  the  Oil  Burner  Rules  of  the 
Board. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL 

270-38-SA 

APPLICANT — Modesto  Callejo,  owner. 

SUBJECT — Bidoro  Vacuum  Breaker,  Tvpe  D  (reopened 
June  20,  1944). 

APPEARANCES— 

For  Applicant:  Modesto  Callejo. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative  :  .  0 

(  THE  RESOLUTION  (270-38-SA) 

Whereas,  Modesto  Callejo,  owner,  filed  on  April  18, 

1938,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  appliance  known  as  Bidoro 
Vacuum  Breaker,  Type  D  (Plumbing  Device)  ;  and 

Whereas,  this  appliance  was  approved  by  the  Board  on 
July  12,  1938,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  7, 

1939,  to  include  sizes  1%,  1 2,  2J4,  3,  3Z  and  4;  and 
Whereas,  the  applicant  requested  a  further  amendment 

of  the  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  20,  1944;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  No.  270-38-SA  October  7,  1946. 

Subject :  Bidoro  Vacuum  Breaker,  Type  V,  Approval 
of 

Under  date  of  Feb.  7,  1939,  the  Board  of  Standards 
and  Appeals  approved  the  Bidoro  Vacuum  Breaker, 
Type  D.  The  applicant  requested  a  reopening  of  the 


application  and  approval  of  the  Improved  Type  D.  The 
application  was  reopened  June  20,  1944. 

Description 

The  Bidoro  Vacuum  Breaker,  Model  V,  differs  from 
the  original  Type  D  in  the  replacement  of  the  metal 
washer  with  a  fiber  or  composition  rubber  washer. 

Inspection  and  Test 

Tests  were  made  of  the  Improved  Bidoro  Vacuum 
Breaker,  Type  D,  Standards  and  Appeals  Calendar  No. 
270-38-SA  on  September  20th,  1946. 

These  tests  were  conducted  at  the  vacuum  test  bench, 
#30  Vandewater  street,  by  Ormonde  J.  Burke,  Chief, 
Bureau  of  Water  Register,  and  witnessed  by  Mr.  M. 
Callejo,  owner,  Commissioner  Charles  M.  Blum,  repre¬ 
senting  the  Board  of  Standards  and  Appeals,  and  Chief 
Inspectors  James  S.  McCormack  and  Joseph  Halliday, 
representing  the  Department  of  Water  Supply,  Gas  and 
Electricity. 

The  mechanical  principle  of  the  units  tested  are  the 
same  as  that  of  the  Bidoro  Vacuum  Breaker  originally 
approved  under  Cal.  #270-38-SA  in  1938,  the  improve¬ 
ment  consisting  of  the  addition  of  fiber  or  composition 
rubber  washer  to  effect  closure  of  the  air  port  which 
previously  was  metal  to  metal  seat.  The  plunger  con¬ 
struction  is  the  same  as  that  in  the  original  model  ap¬ 
proved,  but  the  water  way  afforded  in  the  original 
model  by  means  of  tappings  by-passing  the  flow  par¬ 
tially  around  the  plunger  chamber  has  been  eliminated 
in  the  design  of  the  units  presented  for  this  test.  /T' ,  1" 
and  1  Zz"  sizes  were  subjected  to  vacuum  test,  ranging 
from  a  maximum  of  29j4"  Hg.  through  critical  vacuums 
of  15"  and  7j4"  without  any  evidence  of  assimilated 
contaminated  water  being  raised  through  submerged 
inlet.  All  three  units  submitted  showed  leakage  through 
the  air  port  upon  the  plunger  seating  under  low  pres¬ 
sures,  but  continual  leakage  did  not  occur  even  when 
attempts  were  made  to  regulate  the  flow  to  a  rate  that 
would  cause  suspension  of  the  plunger.  However, 
sufficient  leakage  does  develop  under  seating  conditions 
to  require  that  the  air  port  outlet  be  piped  to  an  indirect 
waste  in  all  cases. 

Recommendation 

On  the  basis  of  the  foregoing  tests  the  Committee  on 
Tests  recommends  that  the  resolution  of  the  Board 
adopted  July  12,  1938,  as  amended  February  7,  1939,  be 
further  amended  to  include  the  approval  of  the  Bidoro 
Vacuum  Breaker,  Improved  Type  D  in  J4",  1"  and  1J4" 
sizes  for  use  in  New  York  City  when  manufactured 
and  installed  in  accordance  with  this  report  and  the 
approval  of  the  Board  of  J uly  8,  1938  and  February  7, 
1939,  and  provided  that  the  airport  outlet  be  piped  to 
an  indirect  waste  in  all  cases. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer. 

Committee  on  Tests. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  July 
12,  1938  as  amended  February  7,  1939  in  accordance  with  the 
report  of  the  Committee  on  Tests  as  to  an  additional  model. 


598-46-SM 

APPLICANT — W.  A.  Albert,  owner. 

SUBJECT — Safety  Cigarette  and  Ash  Receptacle,  approval 
of. 

APPEARANCES— 

For  Applicant :  William  A.  Albert. 

ACTION  OF  BOARD — Material  approved  in  accordance 
Avith  the  report  of  the  Committee  on  Tests. 
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THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (598-46-SM) 

Whereas,  W.  A.  Albert,  owner,  filed  on  August  19,  1946, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Safety  Cigarette  and  Ash 
Receptacle ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

November  8,  1946. 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  .#  598-46-SM 

Subject:  Safety  .Cigarette  and  Ash  Receptacle. 

W.  A.  Albert  of  New  York  City  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Albert  Safety  Cigarette  and  Ash  Receptacle  under 
the  provisions  of  09-165. 1  of  the  Administrative  Code. 

Description 

This  appliance  is  a  metal  box  approximately  33/2"  x  4 " 
by  1§4"  deep  for  attachment  to  the  back  of  a  theatre  seat. 


As  shown  in  fig.  1  it  is  constructed  in  two  sections,  an 
outer  and  an  inner  section.  The  outer  section  has  a 
movable  cover  which  locks  in  place  to  the  portion  at¬ 
tached  to  the  theatre  seat  and  a  movable  lid  at  the  top 
which  opens  into  the  inner  receptacle  and  is  hinged  with 
a  spring  hinge  so  as  to  close  automatically.  The  inner 
section  or  receptacle  can  be  readily  removed  for  empty¬ 
ing.  The  outer  section  is  attached  to  the  theatre  seat 
by  three  screws  through  holes  on  inside  of  receptacle  on 
the  back  plate.  This  outer  section  is  attached  to  the 
round  portion  at  the  back  of  a  theatre  seat  so  as  not  to 
project  beyond  the  centre  thereof.  The  lock  provided 
for  the  outer  section  prevents  tampering  with  the  ap¬ 


pliance.  The  key  is  retained  in  the  possession  of  the 
theatre  operator. 

Test 

The  appliance  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  of  the  Board  in  the  presence  of  Com¬ 
missioner  Charles  M.  Blum  and  Chief  Engineer  Leslie 
V.  Huber  and  W.  A.  Albert  of  the  manufacturer  and 
was  found  to  operate  as  designed. 

Recommendation 

On  the  basis  of  this  inspection  and  test  the  Com¬ 
mittee  on  Tests  recommends  the  approval  of  the  Albert 
Safety  Cigarette  and  Ash  Receptacle  for  use  in  New 
York  City  when  mounted  on  seats  with  the  back  of  seat 
at  an  angle  of  less  than  90  degrees  with  the  floor,  under 
the  provisions  of  Cl 9-165. 1  Administrative  Code,  pro¬ 
vided  the  device  be  installed  in  accordance  with  this 
report  and  that  it  bear  a  label  or  decalcomania  per¬ 
manently  affixed,  reading :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  598-46-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


660-46-SM 

APPLICANT — Combustion  Control  Corporation,  owner. 
SUBJECT — Fireye  Flame  Failure  Safeguard,  Type  F18T, 
approval  of. 

APPEARANCES— 

For  Applicant :  L.  D.  Sibley. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (660-46-SM) 

W  hereas,  Combustion  Control  Corporation,  owner,  filed 
on  September  11,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Fireye  Flame  Failure  Safeguard,  Type  F18T ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

November  8,  1946. 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  #660-46-SM 

Subject:  Fireye  Flame  Failure  Safeguard  F18T,  Ap¬ 
proval  of. 

The  Combustion  Control  Corp.  of  Cambridge,  Mass, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  Fireye  Flame'  Failure  Safe¬ 
guard  Type  F18T  under  the  provisions  of  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 

Description 

Fireye  Type  hl8T  Flame  Failure  Safeguard  is  de¬ 
signed  to  protect  commercial  and  industrial  oil  burning 
equipment.  It  consists  of  a  phototube,  vacuum  tube 
amplifier  and  relay,  mounted  in  a  dust-tight  aluminum 
housing.  Light  from  the  oil  flame  passes  through  a 
series  of  filters  which  protect  the  phototube  from  com¬ 
bustion  products  and  heat  radiation.  A  series  of  radiat¬ 
ing  fins  and  insulating  spacers  are  provided  between  the 
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•  mounting  plate  and  housing  which  serve  the  purpose  of 
thermally  insulating  the  housing  from  high  boiler  wall 
temperatures.  The  radiating  fins  enable  conducted  heat 
to  be  carried  away  by  convection  currents,  and  serve  to 
dissipate  heat  generated  in  the  heat-absorbing  filter. 

The  first  filter,  located  between  the  first  and  second 
cooling  fin,  is  of  clear  pyrex  and  replaces  the  usual 
pyrex  sight-glass.  It  is  removable  for  cleaning  by 
swinging  out  the  bracket  on  which  it  is  mounted.  An 
air  space  is  provided  between  the  first  fin  and  this  filter, 
so  that  for  installations  on  natural-draft  boilers,  air  may 
be  drawn  in  across  the  clear  filter,  as  an  aid  to  keeping 
it  clean.  This  air  space  does  not  admit  sufficient  air  to 
alter  the  draft* noticeably.  If  the  combustion  chamber 
operates  at  pressures  above  atmospheric,  it  will  be  nec¬ 
essary  to  run  a  line  from  an  air  supply  to  the  %"  pipe 
hole  located  on  the  mounting  plate,  to  prevent  combus¬ 
tion  products  from  condensing  on  the  clear  pyrex  filter. 

A  heat-absorbing  filter  is  located  in  back  of  the  clear 
filter  and  serves  the  purpose  of  removing  heat  radiation 
from  the  light  beam.  For  oil  flames  of  high  intensity, 
this  filter  is  quite  dense  and  highly  absorbent.  Under 
such  conditions  it  may  become  quite  hot  and  is  therefore 
placed  between  two  radiating  fins.  It  is  removable  in 
the  same  manner  as  the  clear  filter,  so  that  it  may  be 
replaced  without  excessive  difficulty  in  case  of  breakage. 

A  pilot  light  is  provided  in  the  side  of  the  housing 
and  is  visible  throughout  an  angle  of  180°.  The  housing 
is  sealed  positively  dust-tight  by  a  gasketed  clear  glass 
.  filter,  directly  in  front  of  the  phototube,  and  is  accessible 
on  removal  of  the  housing  cover. 

A  cover  switch  prevents  unsafe  operation  of  the  con¬ 
trol  by  insuring  that  the  relay  coil  be  deenergized  and 
flame  failure  contacts  3  and  4  are  open  when  the  cover 
is  removed.  A  contact  projects  from  an  insulating  stud 
at  the  center  of  the  terminal  block.  A  spring  located  in 
the  cover  must  make  contact  with  this  stud  and  provide 
an  electrical  path  to  ground  through  the  cover  screws 
before  the  control  will  operate.  It  is  essential,  therefore, 
that  the  cover  be  in  place  and  the  screws  tightened 
before  placing  the  unit  in  service. 

Location  and  Moxinting.  The  F18T  mounting  plate 
is  equipped  with  a  2"  female  pipe  taper  thread,  so  that 
the  control  may  be  screwed  directly  to  a  standard  2" 
pipe  extending  from  the  boiler  wall.  If  the  boiler  wall 
is  of  steel  construction,  the  pipe  is  welded  directly  to 
the  wall,  or  is  screwed  into  a  bolted  angle  flange.  The 
pipe  is  to  be  so  mounted  that  it  permits  a  view  of  the 
bright,  steady  cone  of  flame  at  both  high  and  low  fire. 
It  also  is  mounted  so  that  the  hottest  part  of  the  fire¬ 
brick  is  not  in  the  line  of  sight  when  the  flame  goes  out. 

IViring.  Two  J4"  I.P.S.  threaded  conduit  holes  are 
provided  at  the  rear  of  the  control.  Wiring  terminals 
are  accessible,  from  the  rear  by  removing  the  housing 
cover.  Nine  terminals  are  provided.  Fireye  Type  F18T 
uses  four  of  these,  as  designated  on  the  terminal  dia¬ 
gram.  A  230-volt  line*  is  connected  to  the  terminals 
marked  “line”.  The  relay  contacts  are  closed  under 
normal  flame  conditions.  Contact  capacity  is  l/  horse¬ 
power  or  5  amperes  at  230  volts,  A.C.  These  contacts 
may  be  used  directly  to  control  single-phase  burner 
motors  within  their  rating  to  shut  off  an  oil  valve  or 
operate  a  programming  control,  etc.  When  used  directly 
connected  to  the  burner  motor  or  oil  valve,  a  knee- 
switch.  foot-switch  or  pushbutton  is  used,  so  that  the 
control  contacts  may  be  shorted  for  a  brief  period  until 
combustion  is  established. 

Operation.  Combustion  is  started  by  holding  the  cir¬ 
cuit  to  the  F18T  Control  relay  contacts  while  the  oil 
flame  is  ignited.  When  flame  is  seen,  the  control  relay 
will  close  and  maintain  this  circuit  closed.  If  flame 
failure  occurs,  this  circuit  opens  immediately  and  shuts 
down  the  burner  and  at  the  same  time  the  pilot  light  in 
the  side  of  the  housing  lights  and  indicates  the  failure. 
The  burner  will  not  shut  down  on  a  flickering  flame  or 
should  air  currents  momentarily  diverge  the  flame  from 
,  the  line  of  sight. 


INSPECTION  AND  TEST 

The  appliance  has  been  tested  and  approved  by  the 
Factory  Mutual  Laboratories  Report  #11101,  April  20, 
1046.  It  was  inspected  and  tested  by  the  Committee 
on  Tests  of  the  Board  at  1301  Jefferson  Street,  Hoboken, 
N.  J.  in  the  presence  of  Commissioner  Charles  M.  Blum 
and  Chief  Engineer  Leslie  V.  Huber  of  the  Committee 
on  Tests  and  H.  Whitehouse,  Engineer-in-Charge  and 
J.  Klein,  representing  the  manufacturer.  The  device 
functioned  as  designed  on  each  test  shutting  off  oil 
supply  instantly  when  flame  was  extinguished. 

RECOMMENDATIONS 

On  the  basis  of  the  above  data  the  Committee  on  Tests 
recommends  the  approval  under  the  Oil  Burner  Rules  of 
Fireye  Flame  Failure  Safeguard  F18T  to  supervise  oil 
fired  boilers  and  furnaces  when  installed  and  maintained 
in  accordance  with  this  report  and  with  the  operating 
instructions  of  the  manufacturer  and  in  accordance  with 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals  and  with  the  Requirements  of  the  Electric  Code 
of  the  City  of  New  York,  provided  that  the  device  bears 
a  label  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  under  Cal.  #660-46-SM”,  and  provided  further 
that  the  wiring  of  this  device  shall  be  on  the  same 
circuit  as  the  thermostat  motor  and  ignition. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

688-46-SA 

APPLICANT — John  Ryffel  and  Sons,  owner. 

SUBJECT — Ryco  Gun  Type,  Pressure  Atomizing  Oil 
Burner  and  Thermo  Gun  Type  Pressure  Atomizing 
Oil  Burner,  approval  of. 

APPEARANCES— 

For  Applicant:  Henry  Ryffel. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  6 

THE  RESOLUTION  (688-46-SA) 

Whereas,  John  Ryffel  &  Sons,  owners,  filed  on  September 
20,  1946,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  Ryco  Gun 
Type  Pressure  Atomizing  Oil  Burner  (also  known  as  Thermo 
Gun  Type  Pressure  Atomizing  Oil  Burner;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  #688-46-SA  November  12,  1946. 

Subject :  Ryco  Gun  Type  Pressure  Atomizing  Oil 
Burner  (also  known  as  Thermo  Gun  Type 
Pressure  Atomizing  Oil  Burner) — Approval 
.  of. 

John  Ryffel  and  Sons  filed  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Ryco  Gun  Type  Pressure  Atomizing  Oil  Burner  also 
known  as  the  Thermo  Gun  Type  pressure  atomizing  oil 
burner  under  the  provisions  of  C19-57.0  Administrative 
Code  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals. 
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Description 

This  burner  is  a  gun  type  pressure  atomizing  oil 
burner  and  consists  of  a  blower  housing,  an  electric 
motor  centrifugal  fan,  ignition  transformer,  fuel  pump 
and  nozzle  assembly.  It  is  designed  to  burn  fuel  oil 
not  heavier  than  #3  U.  S.  Dept,  of  Commerce  Standards 
and  has  a  maximum  capacity  of  6  gallons  per  hour. 

The  pump  is  part  of  an  integral  fuel  unit  which  con¬ 
sists  of  a  pump  Webster  single  stage  or  twin  stage  or 
equal,  a  strainer,  a  pressure  regulating  valve  and  an  oil 
by  pass  valve.  The  air  which  the  fan  sets  in  motion  is 
accumulated  and  delivered  to  the  blast  tube  by  the 
blower  housing.  The  blower  housing  is  heavy-cast 
aluminum  and  is  machined  so  that  the  pump  and  motor 
are  maintained  in  proper  alignment.  The  end  cover 
plate  is  cast  a4*iminum  disc,  which  closes  the  end  of  the 
blast  tube  and  is  removable  to  facilitate  to  the  nozzle 
assembly.  The  fan  is  a  Torrington  standard  6"  x  3" 
size.  It  is  built  with  an  inside  hub,  is  of  the  blower 
type  and  is  made  of  either  aluminum  or  cast  steel.  The  - 
transformer,  a  Jefferson  or  equal,  is  a  10,000  volt, 
secondary  grounded  mid-point  ignition  transformer  with 
base  mounted  terminal.  It  is  connected  to  the  electrodes 
by  high  tension  cable  with  Rajah  cage  terminal.  The 
controls  consist  of  Minneapolis-Honeywell  R117  Pro- 
tecto  Relay  or  equal,  Minneapolis-Honeywell  Pressure- 
trol  Type  P404A1  x  OA4  range  0  to  10  lbs.  or  equal 
Minneapolis-Honeywell  Aquastat  #L170A  or  equal  and 
Minneapolis  Honeywell  Room  Thermostat  No.  Til  A  or 
equal. 

Inspection  and  Test 

The  burner  was  inspected  and  tested  at  1669  76th 
street,  Brooklyn.  Present  at  the  test  were  Commissioner 
Charles  M.  Blum  and  Chief  Engineer  Leslie  V.  Huber 
of  the  Committee  on  Tests  and  Henry  Ryffel  of  the 
manufacturers. 

This  burner  was  an  assembly  of  approved  parts  suit¬ 
able  for  use  with  each  other  for  the  service  intended  as 
approved  and  the  burner  as  provided  with  suitable  safe¬ 
guards  to  prevent  abnormal  discharge  of  oil.  The 
burner  as  assembled  was  tested  for  defects  and  proper 
functioning  throughout  its  operating  range  and  was 
found  to  function  properly  as  designed  with  no  flare- 
backs  or  unusual  carbon  deposits.  With  the  oil  cut  off 
the  controls  functioned  in  40  seconds.  All  parts  are  so 
designed  as  to  maintain  alignment  and  to  permit  inter¬ 
changeability.  With  a  stack  temperature  of  485  deg. 
the  COa  content  of  the  flue  gases  was  8%%. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  data  ' 
filed  with  this  application,  the  Committee  on  Tests 
recommends  the  approval  of  the  Ryco  Gun  Type  Oil 
Burner,  also  known  as  the  Thermo  Gun  Type  Oil 
Burner,  for  domestic  and  commercial  installation  with 
fuel  oil  not  heavier  than  #3  U.  S.  Department  of  Com¬ 
merce  standard,  when  installed  in  accordance  with  this 
report  and  the  Oil  Burner  Rules  of  the  Board  of 
Standards  and  Appeals,  provided  the  burner  bears  a 
label,  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York- 
City  under  Cal.  #688-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  approve  this  appliance  in  accordance  with  the  above¬ 
report. 


738-46-SM 

APPLICANT — Paragon  Steel  Tank  Corporation,  owner. 
SUBJECT — Paragon  Steel  Tank  Corp.,  275  Gallon  Fuel  Oil 
Storage  Tank,  approval  of. 

APPEARANCES— 

For  Applicant :  Richard  Mellen. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (738-46-SM) 

Whereas,  Paragon  Steel  Tank  Corporation,  owner,  filed 
on  October  4,  1946,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
Paragon  Steel  Tank  Corporation  275  Gallon  Fuel  Oil  Stor¬ 
age  Tank;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  738-46-SM 

Subject:  Paragon  Steel  Tank  Corp.  275  Gallon  Fuel 
Oil  Storage  Tank,  approval  of. 

November  12,  1946. 

The  Paragon  Steel  Tank  Corporation  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval^  of  the  Paragon  Steel  Tank  Corporation  275 
Gallon  Fuel  Oil  Storage  Tank  under  the  provisions  of 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals. 

Description 

The  tanks  are  constructed  of  No.  10  U.  S.  gauge 
commercial  grade  hot  rolled  steel.  The  heads  are  dished 
of  No.  10  U.  S.  gauge  hot  rolled  steel  with  1 "  weld 
offset.  The  tanks  have  one  lateral  welded  seam  with 
'fi  inch  lap.  The  dimensions  are  63  inches  long,  42 
inches  high  by  26  inches  wide  and  weighing  370  lbs. 
without  plug  and  legs.  The  tanks  are  provided  with 
four  2)4  diameter  holes  on  top  for  2  inch  flanged  steel 
forgings  threaded  to  receive  pipe  connections  and  a  i->4 
inch  feed  coupling  welded  into  head  at  bottom.  There 
are  four  angle  iron  support  lugs  tapped  to  receive  the 
legs.  The  tanks  can  be  set  either  vertical  or  horizontal. 

Inspection  and  Test 

A  sample  tank  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  at  the  plant  of  the  applicant  at  103-40 
99th  street,  Ozone  Park,  Queens.  Present  at  the  test 
were  Commissioner  Charles  M.  Blum  and  Chief  Engi¬ 
neer  Leslie  V.  Huber  of  the  Committee  on  Tests,  E.  I. 
Hutchings,  and  M.  W.  Young  representing  the  applicant. 
The  tank  was  subjected  to  an  hydraulic  test  and  suc¬ 
cessfully  met  the  requirements  of  Rule  10.31  of  the  Oil 
Burner  Rules.  Details  of  construction,  workmanship 
and  protection  of  steel  were  found  to  comply  with  the 
Rules  of  the  Board. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  Paragon  Steel  Tank  Cor¬ 
poration  275  Gallon  Fuel  Oil  Storage  Tank  be  approved 
for  use  in  fuel  oil  installations  in  New  York  City,  when 
constructed  in  conformity  with  the  details  of  this  report 
and  drawings  filed  with  this  application,  but  nothing 
herein  shall  be  deemed  to  waive  any  requirements  of  the 
Oil  Burner  Rules  of  the  Board,  ’it  is  further  recom¬ 
mended  that  all  welding  conform  to  the  Fusion  Yielding 
and  Gas  Cutting  Rules  of  the  Board  and  that  the 
permanent  affixed  plate  required  by  Rule  5.3.2  of  the 
Oil  Burner  Rules,  in  addition  to  the  wording  therein  shall 
have  the  following  wording :  “Approved  by  the  Board 
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of  Standards  and  Appeals  for  Use  in  New  York  City 
under  Cal.  738-46-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


749-46-SA 

L  APPLICANT — Hudson  Products  Co.,  Inc.,  owner. 

SUBJECT — Hudson  Constant  Pressure  Carbonator,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Edward  H.  Gould. 

(  Note: 

Publication  of  the  record  will  appear  in  a  later  issue  of 
the  Bulletin. 

— 


771-46-SA 

APPLICANT — Alan  Ferguson  for  Ferguson  Oil  Burner 
Co.,  owner. 

SUBJECT — Ferguson  Oil  Burner,  Models  1,  2,  3,  4,  5  and 
6,  approval  of. 

I  APPEARANCES— 

For  Applicant:  Alan  Ferguson  and  Walter  A.  Sul¬ 
livan. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 


1  THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


THE  RESOLUTION  (771-46-SA) 

Whereas,  Alan  Ferguson,  and  Ferguson  Oil  Burner  Co., 
owner,  filed  on  October  14,  1946,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  Ferguson  Oil  Burner,  Models  1,  2,  3,  4, 
5  and  6 ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  771-46-SA  November  8,  1946. 

Subject:  Ferguson  Oil  Burner,  Models  1,  2,  3,  4,  5 
and  6,  Approval  of. 

The  Ferguson  Oil  Burner  Company  of  St.  Albans, 
New  York,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Ferguson  Oil 
Burner,  Model  1-6,  under  the  provisions  of  C19-57.0, 
Administrative  Code  and  the  Oil  Burner  Rules  of  the 
r  Board  of  Standards  and  Appeals. 

Description 

This  is  a  mechanical  draft  gun  type  oil  burner  for 
use  with  hot  water  or  steam  boilers  or  warm  air  furnaces 
in  domestic  and  commercial  installations  and  consists 
of  the  following  assembly :  blower  housing  air  tubes,  fan 
motor  and  fuel  unit  and  transformer.  The  burner  is 
designed  for  either  flange  or  pedestal  mounting  and 
the  length  varies  from  12  to  33  inches  as  measured  from 
the  center  of  the  motor  to  the  end  of  the  air  tube  and 
the  capacity  ranges  from  0.6  to  6  gallons  per  hour.  The 
fuel  unit  consists  of  pump,  either  Sundstrand  or  Web¬ 
ster,  having  'a  strainer  and  pressure  regulating  valve. 
The  air  tubes,  motor  ignition  transformer  and  fuel 
unit  are  mounted  in  a  mechanical  cast  iron  blower 


housing.  The  motor  is  a  1/6  to  1/8  H.P.  split  phase  * 
1725  RPM  60  cycle  110  volt,  either  G.  E.,  Ohio,  or 
equal.  The  ignition  transformer  is  10000  volt  secondary 
mid-point  grounded  type.  The  nozzle  is  a  standard 
pressure  atomizing  type  with  either  clean  heat  or 
A.B.C.  90  deg.  spray  angle  for  small  models  and  60 
deg.  angle  for  large  models.  The  fuel  oil  used  is  not 
heavier  than  #3  U.  S.  Department  of  Commerce 
Standard.  The  models  vary  in  size  from  #1  to  #6 
and  are  based  on  fan  size  and  nozzle  capacity.  The 
controls  consist  of  Minneapolis-Honeywell  pressure  tool 
P404,  Stack  switch  R117A,  Thermostat  71  LA,  aqua- 
stat  0.170. 

inspection  and  Test 

A  model  of  the  burner  was  inspected  and  tested  at 
187-43  Tioga  drive,  St.  Albans,  Queens,  in  the  presence 
of  Commissioner  Charles  M.  Blum  and  Chief  Engineer 
Leslie  V.  Huber  of  the  Committee  on  Tests  and  Walter 
A.  Sullivan  and  Alan  Ferguson  representing  the  manu¬ 
facturers.  With  the  oil  supply  cut  off  and  a  cold  com¬ 
bustion  chamber  the  burner  was  put  into  operation  and 
the  controls  functioned  and  shut  the  burner  down  in  72 
seconds.  The  burner  was  then  put  into  normal  operation 
and  during  the  period  of  test  the  controls  functioned 
as  designed.  There  were  no  flare  backs  and  the  flame 
was  clean  and  free  from  soot  and  smoke.  The  com¬ 
bustion  chamber  showed  no  undue  carbon  deposits.  An 
analysis  of  the  flue  gases  with  a  stack  temperature  of 
400°  F.  showed  a  C02  content  in  flue  gases  of  8.5%. 

Recommendations 

On  the  basis  of  the  above  data  the  Committee  on 
Tests  recommends  the  approval  of  the  Ferguson  Oil 
Burner,  Models  1,  2,  3,  4,  5  and  6  for  use  in  domestic 
and  commercial  installations  in  New  York  City  with 
fuel  oil  not  heavier  than  #3  U.  S.  Department  of  Com¬ 
merce  Standards  when  installed  in  accordance  with  this 
report  and  the  Oil  Burner  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  provided  the  burners  have  a  label 
permanently  affixed  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  # 771-46-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE. 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Adjourned:  12:55  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
REGULAR  MEETING- 

TUESDAY  AFTERNOON,  DECEMBER  3,  1946. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

776-46-A 

APPLICANT — Joseph  Schafran,  for  Rednew  Cleaners, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED — 407  West  37th  street,  north 
side,  100  ft.  3  in.  west  of  9th  avenue  (Block  735, 
Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  G.  Goldman. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  . 1 .  0 

THE  RESOLUTION  (776-46-A) 

Whereas,  Joseph  Schafran,  for  Rednew  Cleaners,  Inc., 
owner,  filed  October  16,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises:  407  West 
37th  street,  north  side,  100  ft.  3  in.  west  of  9th  avenue 
(Block  735,  Lot  29),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  30,  1946,  on  Alt.  Applic.  1885-46,  reads : 

“1.  Due  to  proposed  increase  in  height  of  part  of 
bldg.,  the  exits  should  comply  with  Sec.  270  Labor  Law 
for  a  bldg,  erected  after  Oct.  1,  1913. 

2.  Both  floors  should  be  good  for  120#  per  sq.  ft. 
liveload.  Floors  should  be  reinforced  for  same.  Sec. 
7.3.2.3.B.C. 

3.  Provide  two  means  of  egress  from  cellar  to 
street.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  and  3 
stories  (29  ft.  8  in.)  and  25  ft.  2  in.  in  height,  25  ft.  by 
98  ft.  3  in.  in  area  on  1st  floor,  25  ft.  by  93  ft.  3  in.  in 
area  at  typical  floor,  Class  3  construction,  erected  prior  to 
1876,  located  in  an  unrestricted  use,  B  area  and  Class  1)4 
height  district,  used  and  occupied  since  1883  as  follows: 
Cellar,  storage,  2  persons;  1st  floor,  factory  (iron  shop), 
15  persons;  2nd  floor,  apartment  and  wood  working  factory, 
10  persons;  3d  floor,  apartment;  proposed  to  be  used  and 
occupied:  Cellar,  storage  and  boilerroom,  2  persons;  1st 
floor,  factory  (dry  cleaning)  30  persons;  2nd  floor,  factory 
(clothes  pressing)  40  persons ;  that  the  building  is  to  be 
equipped  with  one  3  ft.  8  in.  wide  stairway  constructed  of 
steel  stringers  and  risers  and  cement  threads,  enclosed  in 
partitions  of  wood  studs,  wire  lath  and  kt  in.  cement  plaster 
both  sides,  equipped  with  1-hour  test  fireproof,  self-closing 
doors,  leading  directly  to  the  street  and  provided  with  a 
ladder  and  scuttle  to  the  roof ;  that  adjoining  buildings  on 
both  sides  are  40  anod  42  feet  high,  respectively ;  and 

Whereas,  the  applicant  contends  it  is  proposed  to  level 
out  the  2nd  floor  and  fill  in  with  roof  beams  and  short 
side  walls  between  the  existing  front  and  rear  portions  and 
remove  the  third  floor  entirely;  that  the  building  will  be 
used  throughout  for  one  owner-occupant ;  that  the  solvent 
used  in  cleaning  will  be  of  the  safety  type  with  240°  flash¬ 
point  ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  usable  floor  area  above  the  grade  before  alteration  is 
o,172  sq.  ft.  and  will  be  decreased  to  4912  sq.  ft.  after  the 
alteration ;  that  the  exits  as  proposed  will  be  an  improvement 
over  the  existing  condition  as  the  stairway  enclosure  will 
be  1-hour  stairs  constructed  of  steel  stringers  and  risers 
with  cement  treads  and  3  ft.  8  in.  wide,  with  handrails 
both  _  sides ;  that  the  opening  existing  stair  leading  from 
existing  woodworking  plant  on  2nd  floor  to  the  iron  works 
on  the  1st  floor  will  be  eliminated,  as  will  the  open  wood 
stair  to  the  cellar;  and  contends  as  to  Objection  2,  that  the 
1st  floor  is  of  sufficient  strength  to  support  a  liveload  of 
more  than  120  lbs.  per  square  foot;  that  it  is  proposed  to 
reinforce  the  second  tier  of  beams  to  support  a  liveload 
of  75  lbs.  per  square  foot,  inasmuch  as  only  pressing  of 
clothes  will  be  done  on  this  floor  and  all  machines  "will 
be  arranged  along  the  walls  and  the  center  space  used  for 
passage  and  for  handling  of  light  bundles  of  unpressed 
clothes  and  light  racks  of  pressed  clothes;  that  a  compu¬ 
tation  will  be  filed  with  the  borough  superintendent,  indicat¬ 


ing  the  location  of  machines  and  the  superimposed  loads; 
that  as  to  Objection  3,  the  cellar  is  now  shown  to  be  pro¬ 
vided  with  two  means  of  egress,  consisting  of  an  engineer’s 
exit  to  the  street  by  stationary  iron  ladder  and  an  interior 
enclosed  stair  to  the  first  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1885-46,  objection  1,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  if  the 
building  is  reduced  in  height  to  two  stories,  as  proposed,  it 
shall  comply  in  all  other  respects  with  the  requirements  of 
the  Building  Code  and  Section  271  of  the  Labor  Law  for  a 
building  erected  prior  to  1913;  and  withdrawn  as  to  objec¬ 
tions  2  and  3  to  comply. 


881-46-A 

APPLICANT — Charles  Butler  Associates,  for  Board  of 
Education,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 259  Emerson  place,  northeast 
corner  of  Lafayette  avenue  (Basement)  ;  (Block 
1937,  Lots  1-11  inclusive,  32,  41,  50  and  52),  Borough 
of  ' Brooklyn,  (P.  S.  11). 

APPEARANCES— 

For  Applicant:  Philip  John  Wilkes. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (881-46-A) 

Whereas,  Charles  Butler  'Associates,  for  the  Board  of 
Education  of  the  City  of  New  York,  owner,  filed  November 
8,  1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  259  Emerson  place,  northeast  corner  of 
Lafayette  avenue  (Block  1937,  Lots  1  to  11,  inclusive,  32, 
41,  50  and  52);  (P.  S.  No.  11),  Borough  of  Brooklyn; 
and 

\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  November  4,  1946,  on  N.B.  Applic.  739-45,  reads: 

“8.  Each  boiler  must  be  connected  to  a  separate  flue, 
as  per  Rule  12  of  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  three  stories  (approximately  39  ft.)  in  height;  359 
ft.  by  262  ft.  in  area  at  1st  floor;  359  ft.  by  60  ft.  in  area  at 
typical  floor;  of  Class  1  construction  on  a  lot  370  ft.  by 
267  ft.  in  area,  located  in  a  business  use  and  unrestricted 
use,  B  area  and  Class  V/2  height  district  and  proposed  to 
be  used  as  a  public  school ;  that  the  building  will  be  par¬ 
tially  equipped  with  a  two  source  sprinkler  system  in  such 
spaces  where  required  by  law  and  an  interior  fire  alarm 
system  and  that  fire  drills  will  be  maintained ;  that  there 
will  be  6  interior  stairs,  5  ft.  8  in.  wide  of  fireproof  con¬ 
struction,  equipped  with  hollow  metal  self-closing  doors 
and  leading  from  the  roof  bulkhead,  directly  to  the  street; 
and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
a  medium  temperature  chimney  for  one  boiler  and  a  similar 
chimney  for  two  boilers ;  that  the  breeching  from  one  boiler 
equipped  with  a  fully  automatic  oil  burner  will  be  con¬ 
nected  to  one  chimney  and  the  breeching  from  two  boilers, 
equipped  with  semi-automatic  type  oil  btirners  will  be  con¬ 
nected  to  the  other  chimney;  and  7 

Whereas,  the  applicant  contends  that  if  compliance  with 
Rule  12.1  of  the  Oil  Burner  Rules  were  required,  three  in¬ 
dividual  flues  would  be  necessary;  that  the  boilers  will  be 
at  all  times  under  the  supervision  of  a  competent  and  quali¬ 
fied  operator ;  that  the  estimated  temperature  at  point  of  en- 
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within  10  per  cent.  o£  its  capacity ;  that  eacli  tank  shall  have 


trance  to  the  chimney  is  about  500  degrees;  that  the  boilers 
will  be  operated  simultaneously  at  times. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  739-45,  objection  8,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  in  all  other  respects,  the  Oil  Burner  Rules  of 
the  Board  shall  be  complied  with  and  the  arrangement  shall 
be  as  proposed. 


884-46-A 

APPLICANT — H.  Hollander,  for  Department  of  Water 
Supply,  Gas  and  Electricity,  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — East  side  of  Amsterdam  ave¬ 
nue,  opposite  West  179th  street  (Block  2113,  Lot 
1),  Highbridge  Park,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  H.  R.  Sherman. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (884-46-A) 

Whereas,  H.  Hollander,  for  Department  of  Water- 
Supply,  Gas  and  Electricity,  City  of  New  York,  owner,  filed 
November  13,  1946,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  Amsterdam  avenue,  east  side,  no 
ft.  north  of  proposed  Access  Road  Tunnel  under  West  179th 
;  street  (Block  2113,  part  of  Lot  1),  Borough  of  Manhattan; 
and 

I  Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  30,  1946,  on  Misc.  F.  P.  Applic.  4199-46, 
reads : 

1.  Installation  of  1100  gallon  capacity  for  the  storage 
of  gasoline  is  contrary  to  Sect.  C-19-51  Subd.  A-l- 
Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building- 
will  be  one  story  (22  ft.)  in  height;  76  ft.  6  in.  by  86  ft. 
in  area,  located  in  Highbridge  Park,  used  as  a  pumping- 
station  by  the  Department  of  Water  Supply,  Gas  and  Elec¬ 
tricity  ;  and 

Whereas,  the  applicant  contends  that  this  pumping  station 
will  contain  four  electric  motor  driven  pumps  for  regular 
i  service  and  three  gasoline  engine  driven  pumps  as  stand¬ 
bys  ;  that  it  is  essential  to  store  sufficient  gasoline  to  operate 
the  stand-by  pumps  for  24  hours,  in  the  event  of  emergency  * 
f.  that  this  would  require  three  1100  gallon  tanks  so  that 
one  tank  can  supply  one  engine  without  any  interconnections ; 
t  that  it  is  believed  this  installation  will  be  safer  and  prefer¬ 
able  to  the  installation  of  six  550  gallon  tanks  which  arc 
permitted  under  the  Code,  since  the  latter  arrangement 
would  require  more  complicated  piping ;  that  all  of  the  work 
|  will  comply  with  the  requirements  of  the  Administrative 
[  Code  and  in  addition,  the  tanks  will  be  constructed  in  ac¬ 
cordance  with  the  regulations  for  fuel  oil  storage  tanks ; 
that  it  is  therefore  requested  that  the  Board  vary  the  re¬ 
quirements  of  the  Administrative  Code  so  as  to  permit  the 
installation  as  herein  proposed  and  as  indicated  on  plans 
filed  with  this  appeal. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  F.  P.  Applic.  4199-46,  objection  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  in  all  other  respects  the  require¬ 
ments  of  the  Administrative  Cfide  shall  be  complied  with; 
that  the  steel  of  tanks  shall  be  of  the  gauges  required  for 
tanks  of  similar  capacity  under  the  Oil  Burner  Rules  of 
the  Board;  that  in  addition,  a  float  switch  shall  be  installed 
in  each  tank  with  a  warning  signal  on  the  face  of  the  build¬ 
ing  on  Amsterdam  avenue,  to  operate  when  each  tank  is 


a  separate  fill  line  from  Amsterdam  avenue;  that  the  vent 
lines  from  each  tank  shall  extend  to  a  point  10  feet  above 
the  roof  of  the  proposed  building. 


906-46-A 

APPLICANT — Reinhard  and  Hofmeister,  for  Columbia 
University  in  the  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3020  Broadway,  east  side,  352 
ft.  south  of  West  120th  street  (Block  1973,  Lot  1), 
Havemeyer  Hall,  Columbia  University,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Hofmeister  and  Prof.  J. 
Enrique  Zanetti. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  (ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  o 

THE  RESOLUTION  (906-46-A) 

Whereas,  Reinhard  and  Hofmeister,  for  Columbia  Uni¬ 
versity  in  the  City  of  New  York,  owner,  filed  November  18, 
1946,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent,  affecting  premises  3020  Broadway,  east  side,  352  ft. 
south  of  West  120th  street  (Havemeyer  Hall);  (Block 
1973,  part  of  Lot  1),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  21,  1946,  on  amendment  to  P  &  D  Applic. 
181-46,  reads : 

“Disapproved  with  the  following  objection,  direct 
connection  to  aspirators  are  prohibited  C26-1277.0 
Adm.  Code,  and  contrary  to  Rule  #6  relative  to  sub¬ 
merged  inlets,  adopted  by  the  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  (107  ft.)  in  height,  208  ft.  4  in.  by  83  ft.  4  in.  in 
area,  of  class  1  construction,  erected  in  1896,  located  on  a 
plot  947  ft.  by  775  ft.  in  area,  in  a  residence  and  business 
use,  B  area  and  Class  1J4  height  district  and  used  and 
occupied  since  1896  as  follows:  1st,  2nd  and  3rd  floors— 
laboratories ;  4th  floor — laboratories  and  lecture  room ;  5th 
floor— laboratories  and  offices;  6th  and  7th  floors— labora¬ 
tories  ;  that  the  building  is  equipped  with  a  standpipe  system, 
and  an  interior  fire  alarm  system ;  that  there  are  two  interior 
stairs,  one  3  ft.  8  in.  and  one  5  ft.  in  width,  of  fireproof 
construction,  equipped  with  kalameiu  self-closing  doors  and 
leading  from  the  top  story  to  campus  grade  and  provided 
with  a  ladder  and  scuttle  to  the  roof;  and 
Whereas,  the  applicant  states  that  the  aspirators  in  ques¬ 
tion  will  be  installed  as  follows:  1st  floor — room  110  20 
aspirators;  2nd  floor— room  214,  26  aspirators;  3rd  floor- 
room  315,  4  aspirators;  4th  floor— room  414,  95  aspirators; 
oth  floor  room  ol5,  63  aspirators  and  room  517,  34  aspira¬ 
tors;  6th  floor,  room  609,  27  aspirators;  that  an  approved 
vacuum  breaker  will  be  installed  between  each  aspirator  and 
the  valve  as  indicated  on  detailed  drawing  filed  with  this 
appeal ;  and 

Whereas,  the  applicant  contends  that  this  type  of  aspira¬ 
tor  has  been  in  use  in  chemical  laboratories  for  100  years; 
that  without  it,  filtration  might  take  hours,  whereas  with 
the  aspirator  it  can  be  accomplished  in  a  few  minutes;  that 
between  the  flask  into  which  the  filtration  is  to  be  made  and 
the  pump,  an  empty  bottle  is  inserted  so  that  in  case  the 
vacuum  should  break,  city  water  will  not  suck  back  and 
contaminate  the  liquid  which  is  being  filtered ;  and 
Whereas,  the  Board  deemed  that  Section  C26-1277.0  has 
no  application  to  the  equipment  in  question. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
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acting  on  P.  and  D.  Applic.  181-46,  dated  October  21,  1946, 
be  and  it  hereby  is  )iwdified  and  that  the  appeal  be  and  it 
hereby  is  granted  an  condition  that  an  approved  vacuum 
breaker  shall  be  installed  at  each  aspirator  installation,  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
November  18,  1946.” 


1291-23-S 

APPLICANT — William  O.  Staber,  for  Salvatore  A. 
Barone  and  Provedens  Johnnidas,  owners. 

SUBJECT — Application  for  consideration — reopening  as  to 
new  proposal  and  decision  of  the  borough  superin¬ 
tendent — re  Variation  of  the  Labor  Law,  as  cited  in 
decision  of  the  superintendent  of  biddings  (previ¬ 
ously  granted  on  condition). 

PREMISES  AFFECTED — 143-145  West  22nd  Street,  north 
side,  458  ft.  4  in.  west  of  The  Avenue  of  The 
Americas  (1st  floor)  ;  (Block  798,  Lots  19  and  20), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  O.  Staber. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Flousing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


823-45-A 

APPLICANT — Irving  Berkelhammer,  for  Spector  Wool 
Stock  Corp.,  lessee ;  Strobly  Holding  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Appeal  from  an  order  of 
the  fire  commissioner,  previously  withdrawn. 

PREMISES  AFFECTED — 135  Wooster  street,  west  side, 
94  ft.  north  of  Prince  street  (Block  515,  Lot  36), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  Berkelhammer. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


862-46-A 

APPLICANT — Henry  George  Greene,  for  Rochel  Hesh 
Realty  Co.,  Inc.,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 249  East  28th  street,  north  side, 
154. ft.  10  in.  east  of  8th  avenue  (4th  floor); 
(Block  778,  Lot  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


558-46-A 

APPLICANT — Nat  Brettschneider  for  Broadway  Me¬ 
morial  Chapel,  lessee,  for  Aeonitt  Realty  Co., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 4120  Broadway,  northeast  cor¬ 
ner  of  West  174th  street  (cellar)  ;  (Block  2143, 
Lot  26),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  E.  A.  Rogers. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1947  at 
2  P.  M.  for  additional  information  from  owner. 


831-46-A 

APPLICANT— George  G.  Miljer,  for  Ann  and  Ben  Jacobs, 
owners. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 540-542  East  Fordham  road 
and  2515  Lorrilard  place,  southwest  corner  (Block 
3050,  Lot  36),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  G.  Miller. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
2  P.  M.  for  inspection  by  Committee  of  Board. 


ZONING  APPLICATIONS. 

110-43-BZ 

APPLICANT — Milton  B.  Weissman,  for  Tolind  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  -consideration — reopening  and 
consideration  of  plans  required  by  resolution  of 
11/6/46 — Application  (decision  of  borough  superin¬ 
tendent)  previously  granted  on  condition  under  sec¬ 
tion  7c  of  the  zoning  resolution,  permitting  in 
residence  and  business  use  districts,  the  change  in 
occupancy  from  stores  and  canteen  1st  floor; 
pharmaceutic  and  biological  laboratories  on  2nd 
floor  (previously  granted  by  Board)  to  pharma¬ 
ceutical  and  biological  laboratories  and  store  on 
1st  floor  and  bowling  alleys  on  2nd  floor. 
PREMISES  AFFECTED — 6214-6224  4th  avenue  and  365- 
379  63rd  street,  northwest  corner  (Block  5799,  Lot 
38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  W.,  Freeman  and  Gustave 
Goldman.  • 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  plans 
approved. 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
N  egative  :  .  0 

THE  RESOLUTION  (110-43-BZ) 

Whereas,  this  application  under  section  7a,  7b  and  7c 
of  the  zoning  resolution,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  occupancy  of  the  2nd  story  of  an  existing  build¬ 
ing  from  classrooms  (of  an  annex  to  public  high  school) 
to  a  factory  and  also  to  permit  the  location  of  an  exit  door 
(from  uses  other  than  residence)  located  in  and  adjoining 
a  residential  zone — contrary  to  Section  7 A  of  the  zoning 
resolution,  affecting  premises  6214-6224  4th  avenue  and 
365-379  63rd  street,  northwest  corner  (Block  5799,  Lot  38), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April 
27,  1943,  and  the  resolution  amended  on  June  8,  1943;  and 
Whereas,  an  application  for  consideration  under  section 
7c  of  the  zoning  resolution,  for  a  change  in  use  was  granted 
by  the  Board  on  November  6,  1946,  on  certain  conditons; 
and 

Whereas,  the  applicant  submitted  plans  for  the  Board’s 
approval. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  plans  filed  November  15,  1946  (two 
sheets),  as  complying  in  part  with  the  resolution  adopted 
by  the  Board  November  6,  1946,  but  in  no  way  waiving 
ly  requirements  thereof,  and  adding  thereto : 
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“*  *  *  that  the  fire  wall  now  existing  on  the  first 
story  down  to  the  cellar  shall  be  continued ;  that  the 
fire  wall  where  removed  oh  the  second  story  shall 
terminate  and  be  made  close-fitting  at  the  underneath 
side  of  the  floor  boards  of  the  second  story ;  that  at  all 
times  there  shall  be  a  second  means  of  exit  from  the 
cellar  portion  occupied  by  the  corner  drug  store  to 
reach  the  street  through  the  cellar;  that  the  boilerroom 
in  the  cellar  shall  be  enclosed  in  walls  of  incombustible 
construction  with  fireproof,  self-closing  door  thereto ; 
that  the  cellar  ceiling  of  the  boilerroom  shall  be  made 
to  comply  with  the  requirements  of  the  Building  Code 
therefor;  that  the  sprayed  asbestos  insulation  shall  be 
applied  as  shown  on  such  drawings  and  also  applied  to 
the  entire  rear  wall  of  the  second  story  and  returned 
along  the  side  walls  for  a  distance  not  less  than  25  feet 
except  where  glass  block  is  to  be  installed,” 


602-45-BZ 

APPLICANT — James  Allen  Tuck,  for  United  Grocers  Co., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  and  C 
area  district,  the  extension  of  an  existing  ware¬ 
house,  occupying  more  than  the  prescribed  per¬ 
centage  of  area  of  the  lot. 

PREMISES  AFFECTED— 1630  Cody  avenue,  east  side, 
274  ft.  west  of  Wyckoff  avenue  (Block  3557,  Lot 
28),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Allen  Tuck. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (602-45-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  an  unrestricted  use  C  area  district, 
the  extension  of  an  existing  warehouse,  occupying  more 
than  the  prescribed  percentage  of  area  of  the  lot,  affecting 
premises  1630  Cody  avenue,  east  side,  274  ft.  west  of  Wyc¬ 
koff  avenue  (Block  3557,  Lot  28),  Ridgewood,  Borough  of 
Queens,  was  granted  by  the  Board  on  December  18,  1945, 
on  certain  conditions ;  and 

|  .  Whereas,  the  applicant  requested  an  extension  of  the  time 
in  which  to  obtain  permits  and  complete  the  work. 

‘  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  December  18,  1945, 
only  so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  the  work,  so  that  as  amended,  this  portion  of  the 
|  resolution  shall  read : 

“*  *  *  that  in  view  of  statement  by  applicant  that 
all  plans  have  been  approved  and  permits  obtained  and 
the  operation  partially  completed,  that  all  work  shall  be 
completed  within  one  year  from  the  date  of  this 
amended  resolution  (Alt.  Applic.  1495-45).” 

575-32-B  Z 

APPLICANT — Charles  M.  Spindler,  for  Mary  Cavallaro 
and  Harriet  Sweeney,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Application  (decision  of 
the  borough  superintendent)  reopened  March  19, 
1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  reconstruction 
and  extension  of  existing  gasoline  service  station 


(previously  granted  by  the  Board;  withdrawn  by 
applicant  after  reopening). 

PREMISES  AFFECTED— 242-02  to  242-12  Merrick  boule¬ 
vard  and  133-41  to  133-45  242nd  street,  southeast 
corner  (Block  13206  (3645),  Lots  17  and  19),  Rose- 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


84-34-BZ 

APPLICANT — Adolph  Goldberg,  for  The  Lincoln  Savings 
Bank  of  Brooklyn,  owner. 

SUBJECT- — -Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  sections  21  and  7c  of  the  zoning 
resolution,  permitting  in  a  residence  and  business 
use,  C  area  district,  the  extension  of  present  busi¬ 
ness  building  (previously  granted  by  the  Board) 
to  cover  more  than  area  permitted. 

PREMISES  AFFECTED— 7421-7425  5tli  avenue  and  501- 
509  Bay  Ridge  parkway,  northeast  corner  (Block 
5931,  Lots  1  and  3),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Adolph  Goldberg. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  an<T  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


1180-38-BZ 

APPLICANT — Henry  Nordheim,  for  H.  and  S.  Sonn,  Inc., 
owner  (Morris  Shamis,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 1157  Prospect  avenue,  west 
side,  248  ft.  north  of  East  167th  street  (Block- 
2680,  Lots  50  and  54),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 


Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Guinee  4 


Adjourned  :  3  :00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


333-45-SA 

Note:  In  Bulletin  No.  48,  Vol.  31,  issued  November  26, 
1946,  notation  was  made  of  publication  in  a  subsequent  issue 
of  the  Bulletin — this  resolution  is  now  published  as  follows : 


MINUTES 


333-45-SA 

APPLICANT — Ketcham  Pump  Co.,  (J.  B.  Ketcham, 
owner) . 

SUBJECT — Ketcham  Type  S.V.J.  Models  UH,  UL  and 
ULL  Sewage  Ejector  (heavy  duty,  non-clogging 
sewage  pump),  approval  of. 

APPEARANCES— 

For  Applicant:  Victor  W.  H.  Ruska. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (333-45-SA) 

Whereas,  Ketcham  Pump  Company,  owner,  filed  on  May 

24,  1945,  an  application  with  the  Board  of  Standards  and 

Appeals  for  approval  of  the  appliance  known  as  Ketcham 

Type  S.V.J.  Models  UH,  UL  and  ULL  Sewage  Ejector 

(Heavy  duty  non-clogging  Sewage  Pump)  ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

October  29,  1946. 

Re:  Cal.  #333-45-SA, 

Subject:  Ketcham  Type  S.V.J. '  Models  UH,  UL  and 
ULL  Sewage  Ejector  (Heavy  duty  non-clogging 
Sewage  Pump).  Approval  of. 

The  Ketcham  Pump  Company  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Ketcham  Type  S.V.J.  Models  UH,  UL  and  ULL 
Sewage  Ejector  (Heavy  duty  non-clogging  sewage 
pump)  Fig  1  under  the  provisions  of  C26-178.0.6, 
C26-1315.0  and  C26-1316.0  of  the  Administrative  Build¬ 
ing  Code. 

Ketcham  Non-Clogging  Sen' age  Ejectors 
General  Desorption 

Ketcham  Non-Clogging  Sewage  Ejectors  are  designed 
for  installation  in  locations  where  wastes  from  plumb¬ 
ing  fixtures  cannot  drain  by  gravity  to  the  sewer.  In 
these  locations  the  wastes  of  these  plumbing  fixtures 
drain  by  gravity  to  a  gas  tight  catch  basin  or  receptacle, 
of  cast  iron  or  copper  bearing  steel,  which  is  vented 
to  atmosphere  through  a  3"  vent.  The  wastes  are  then 
pumped  out  of  the  gas  tight  catch  basin  to  the  sewer 
by  means  of  the  Ketcham  non-clogging  sewage  ejector. 
Cycle  of  Operation 

Each  catch  basin  is  provided  with  a  float  switch, 
gas  tight  brass  rod  and  copper  float,  so  designed  that 
then  the  level  of  water,  or  wastes,  or  solids,  in  the 
gas  tight  catch  basin  reach  a  predetermined  level,  the 
float  switch  energizes  an  automatic  starter,  which  starts 
the  motor  and  runs  the  sewage  ejector.  This  discharges 
the  contents  of  the  catch  basin  and  pumps  it  to  the 
sewer.  The  ejector  stops  when  the  level  of  the  liquid 
in  the  catch  basin  is  lowered  to  a  predetermined  level. 

The  sewage  ejector  can  be  installed  either  as  a  single 
pump  or  duplex  pump,  that  is,  one  pump  for  each 
catch  basin  or  two  pumps  for  each  catch  basin. 

The  duplex  ejector  may  be  provided  with  a  mechani¬ 
cal  alternator  float  switch  which  (1)  alternates  the 
operation  of  the  pumps  (2)  starts  the  second  pump  in 
case  the  inflow  is  greater  than  the  capacity  of  one  pumn. 

In  the  installation  of  the  Ketcham  non-clogging 
sewage  ejector  the  drain  lines  from  the  plumbing  fix¬ 
tures  terminate  at  the  inlet  of  the  gas  tight  catch  basin 
Or  sewage  receiver,  and  there  is  no  continuous  connec¬ 
tion  between  the  inflow  and  the  discharge  lines,  which 
means  that  under  no  conditions  can  the  wastes  be 
pumped  or  blown  back  to  the  fixtures  or  discharged 
through  the  vent  by  reverse  flow.  Further,  there  is 
no  water  connection  of  any  kind  to  the  sewage  eiector 
system  for  priming,  for  creating  vacuum,  or  discharge 


pressure.  This  eliminates  the  possibility  of  contamina¬ 
tion  of  city  water  supply. 


General  Design  of  Pumping  Unit 

The  Ketcham  heavy  duty,  non-clogging,  sewage  ejec¬ 
tor  is  a  single  suction  centrifugal  pump  with  Ketcham 
non-clogging  impeller  and  non-clogging  volute,  and 
direct  connected  to  a  motor  of  required  horsepower  and 
speed.  The  entire  assembly  is  made  by  tongue  and 
groove  registers,  guaranteed  to  maintain  accurate  align¬ 
ment. 

The  casing  is  hard,  close  grained,  grey  cast  iron  with 
streamlined  volute  of  uniform  area  at  all  sections,  to 
prevent  clogging. 

The  impeller  is  guaranteed  non-clogging,  enclosed, 
two  vane  type,  with  rounded  contours,  and  will  pass 
solids  only  slightly  smaller  than  the  discharge  orifice 
of  the  pump.  Applicant  states  it  will  pass  any  material 
that  can  pass  through  a  plumbing  fixture. 

Sizes  of  Pumps  Available  • 

The  Ketcham  non-clogging  sewage  ejector  is  made 
in  three  sizes — 4",  5"  and  6"  and  three  models  UH,  UL 
and  ULL,  depending  upon  the  diameter  of  impeller, 
discharge  depending  upon  the  capacity  in  gallons  per 
minute  required.  Each  size  is  constructed  with  varying 
diameter  impellers,  depending  upon  the  head  required  or 
the  difference  in  elevation  between  the  bottom  of  the 
catch  basin  and  the  sewer  line. 

Tests  Conducted  on 

Ketcham  Non-Clogging  Sezuage  Ejectors 
T esting  equipm  ent. 

1.  Concrete  tank  beneath  the  floor  of  the  testing 
laboratory,  provided  with  baffles  to  reduce  turbu¬ 
lence. 

2.  A  venturi  meter  to  determine  capacity  in  gallons 
per  minute. 

3.  A  dynamometer  to  indicate  horsepower  required. 

4.  A  tachometer  to  record  speed. 

5.  A  test  pressure  gauge  for  discharge  pressure. 

6.  A  mercury  column  for  suction. 
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The  results  of  tests  performed  on  4",  Type  SVJ-UH ; 
4",  Type  SVJ-UL;  4",  Type  SVJ-ULL;  5",  Type  SVJ- 
UH  ;  and  6",  Type  SVJ-UH,  at  varying  speeds,  are  as 
follows :  These  tests  were  made  by  Herbert  A.  Strom, 
Mechanical  Engineer. 

Test  No.  1 

4"  discharge,  Type  SVJ-UH,  12"  diameter  impeller, 
3"  sphere,  operating  speed  1150  r.p.m. 


Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

1200 

30 

60% 

15 

15 

900 

40- 

66% 

14 

15 

600 

50 

68% 

12 

15 

300 

60 

57% 

8 

10 

100 

65 

50% 

3.5 

5 

Test  No.  2 

4"  discharge,  Type  SVJ-UH- 
3"  sphere,  operating  speed  1750 
Head 

-9"  diameter  impeller, 
r.p.m. 

G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

850 

40 

50% 

17.5 

20 

*  650 

50 

57% 

14.5 

15 

400 

60 

55% 

11 

15. 

100 

70 

50% 

3.6 

5 

Test  No.  3 

4"  discharge,  Type  SVJ-UH — 9"  diameter  impeller, 
3"  sphere,  operating  speed  1150  r.p.m. 


Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

.  700 

15 

55% 

4.8 

5 

550 

20 

60% 

4.6 

5 

350 

25 

57% 

3.9 

5 

100 

30 

50% 

1.6 

3 

Test  No.  4 

4”  discharge,  Type  SVJ-UL — 7y  diameter  impeller, 
2 Va"  sphere,  operating  speed  1750  r.p,m. 


Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  S 

650 

20 

55% 

6 

7}4 

550 

25 

60% 

5.8 

7y2 

450 

30 

60% 

5.7 

7'A 

350 

35 

60% 

5.2 

7y2 

225 

40 

55% 

4.2 

5 

Test  No.  5 

4"  discharge,  Type  SVJ-UL — 7J4”  diameter  impeller, 
2^ sphere,  operating  speed  1150  r.p.m. 


Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

500 

10 

58% 

2.2 

3 

350 

15 

.  65% 

2.1 

3 

200 

'20 

63% 

1.7 

2 

50 

25 

50% 

.7 

1 

Test  No.  6 

4"  discharge,  Type  SVJ-ULL  casing— 6A"  diameter 
impeller,  2"  sphere,  operating  speed  1750  r.p.m. 


Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size ' 

325 

20 

60% 

2.7 

3 

275 

25 

61% 

2.8 

3 

200 

30 

64% 

2.4 

3 

140 

35 

61% 

2.1 

3 

65 

40 

50% 

1.3 

2 

Test  No.  7 

4"  discharge,  Type  SVJ-ULL  casing— 6"  diameter 
impeller,  2"  sphere,  operating  speed  1750  r.p.m. 


Test  No.  S 


4"  discharge,  Type  SVJ-ULL— 5^"  minimum  diam¬ 
eter  impeller,  2"  sphere,  operating  speed  1750  r.p.m. 


G.P.M. 

Head 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

275 

10 

50% 

1.35 

2 

210 

15 

55% 

1.45 

2 

140 

20 

55% 

1.25 

iy2 

60 

Test  No.  9 

25 

50% 

.8 

IK 

4  discharge,  Type  SVJ-ULL — 6J2"  maximum  diam¬ 
eter  impeller,  2"  sphere,  operating  speed  1150  r.p.m. 


Head 


G.P.M. 

In  Feet  Efficiency 

B.H.P. 

Motor  Size 

200 

10  60% 

.65 

iy2 

100 

Test  No.  10 

15  61% 

.65 

1 

5"  discharge,  Type  SVJ-UH— 

-9"  maximum  size  im- 

peller,  344 

sphere,  operating  speed  1750 
Head 

r.p.m. 

G.P.M. 

In  Feet  Efficiency 

B.H.P. 

Motor  Size 

1400 

30  50% 

21.5 

25 

1025 

40  60% 

17.5 

20  n 

800 

50  63% 

16 

20 

400 

Test  No.  11 

60  53% 

11.5 

15 

5  discharge,  iype  SVJ-UH — 9"  maximum  diameter 
casing,  sphere,  operating  speed  1150  r.p.m. 


Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

900 

10 

50% 

4.6 

5 

750 

15 

60% 

4.75 

5 

450 

20 

60% 

3.8 

5 

200 

Test  No.  12 

25 

50% 

2.6 

3 

5"  discharge,  Type  SVJ-UH— 12"  maximum  size  im¬ 
peller,  3JJ"  sphere,  operating  speed  1150  r.p.m. 


Head 

G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

1600 

30 

66% 

18.4 

20 

1400 

35 

70% 

17.7 

20 

1200 

40 

70% 

17.3 

20 

1000 

45 

70% 

16.3 

20 

750 

50 

69% 

13.7 

15 

550 

55 

65% 

11.8 

15 

300 

Test  No.  13 

60 

55% 

8.25 

10 

5"  discharge,  Type  SVJ-UH— 10"  size  impeller,  3J4" 
sphere,  operating  speed  1150  r.p.m. 


Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

1200 

20 

60% 

10 

10 

920 

25 

64% 

9 

10 

700 

30 

67% 

7.9 

10 

400 

35 

62% 

5.6 

7y 

Test  No.  14 

6"  discharge,  Type 

SVJ-UH- 

-13K" 

diameter  itn- 

peller,  4y 

sphere,  operating  speed  1150 

r.p.m. 

Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

2800 

25 

60% 

29.5 

30 

2300 

35 

67% 

31.1 

40 

1850 

45 

70% 

29 

30 

1400 

55 

70% 

27.5 

30 

900 

Test  No.  15 

65 

66% 

22.5 

25 

Head 


G.P.M. 

In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

300 

15 

50% 

2.25 

3 

235 

20 

57% 

2.1 

3 

175 

25 

60% 

1.85 

2 

100 

30 

55% 

1.35 

.  2 

6  discharge,  Type  SVJ-UH— W/2"  maximum  diam¬ 
eter  impeller,  4%"  sphere,  operating  speed  1150  r.p.m. 
Head 


G.P.M 

1600 

1200 


In  Feet  Efficiency  B.H.P.  Motor  Size 
20  60%  13.5  15 

25  63%  12  15 
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900  30  63%  10.9  IS 

500  35  60%  7.5  10 

Test  No.  16 

6"  discharge,  Type  SVJ-UH — 1 3J4"  diameter  im¬ 
peller,  4 Ya"  sphere,  operating  speed  870  r.p.m. 


G.P.M. 

Head 
In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

2100 

15 

60% 

13.9 

15 

1800 

20 

66% 

13.7 

15 

1500 

25 

70% 

13.6 

15 

G.P.M. 

Head 
In  Feet 

Efficiency 

B.H.P. 

Motor  Size 

1150 

30 

70% 

12.5 

15 

800 

35 

68% 

10.4 

15 

500 

40 

60% 

8.5 

10 

Affidavit 

I,  Herbert  A.  Strom,  Mechanical  Engineer,  do  hereby 
testify  that  I  have  witnessed  the  above  tests,  and  the 
results  are  as  indicated  therein. 

(s)  Herbert  A.  Strom,  M.E. 

(Notarial  Seal 
Franklin  County,  Ohio) 

Sworn  to  before  me  this  26 
day  of  October,  1946. 

(s)  R.  Mulberger 
Notary  Public 

Inspection 

Inspection  and  test  was  made  by  the  Committee  on 
Tests  at  90  Lafayette  Street  of  a  duplex  model  in  the 
presence  of  Commissioner  Charles  M.  Blum  and  Chief 
Engineer  Leslie  V.  Huber  of  the  Committee  on  Tests, 


Herman  B.  Ferguson,  Chief  Plumbing  Inspector,  De¬ 
partment  of  Housing  and  Buildings  and  Victor  Ruska 
representing  the  manufacturer.  The  tank  was  openec 
and  the  pumps  operated.  The  tank  was  found' con¬ 
structed  and  the  pumps  operated  as  designed. 

Recommendation 

On  the  basis  of  the  foregoing  data  and  inspection  the 
Committee  on  Tests  recommends  the  approval  undea 
C26-191.0  Administrative  Building  Code  of  the  Ketchuir 
Type  S.V.J.  Models  UH,  UL  and  ULL  Sewage  Ejectoi 
(Heavy  duty  non-clogging  Sewage  Pump),  Fig.  1,  a; 
meeting  the  requirements  of  C26-1315.0  and  C26-1316.0 
provided  that  all  material  used  shall  comply  with  the 
requirements  herein,  that  all  motors  shall  have  suitable 
controls  and  characteristics  for  the  load  required  anc 
that  all  wiring  shall  meet  the  requirements  of  the  De¬ 
partment  of  Water  Supply,  Gas  and  Electricity,  City  oi 
New  York. 

It  is  further  recommended  that  each  unit  shall  bear  ? 
label  of  metal,  reading:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  undei 
Cal.  # 333-45- S A.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


NOTICE 


THE  BUILDING  LAWS 


[New  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 
VOLUMES,  consisting- of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition  or  removal 
of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW,  the  PLUMB¬ 
ING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING  CODE  OF 
THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  local 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $1.60). 

Checks  for  $3  or  more  must  be  certified. 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Decem¬ 
ber  10,  1946,  Affecting  Calendar  Numbers  53-31-BZ, 

453- 46-BZ,  468-46-BZ,  675-46-BZ,  699-46-BZ,  742-46-BZ, 
790-46-BZ,  395-46-BZ,  409-46-BZ,  582-46-BZ,  609-46-BZ, 

640- 46-BZ,  674-46-BZ,  716-46-BZ,  719-46-BZ,  777-46-BZ, 
783-46-BZ,  796-46-BZ,  803-46-BZ,  811-46-BZ,  836-46-BZ, 
844-46-BZ,  872-39-BZ,  805-46-A,  926-46-A,  229-45-A, 

641- 46-A,  737-46-A,  869-46-A,  163-46-SM,  477-46-SA, 
711-45-SA  and  728-46-SA. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Decem¬ 
ber  10,  1946,  Affecting  Calendar  Numbers  956-40-A, 
634-44-A,  259-46-A,  959-46-A,  967-46-A,  295-34-S, 

636-46-A,  187-35-A,  857-46-A,  892-42-A,  907-46-A, 

177-32-BZ,  28-40-BZ.  234-41-BZ,  293-45-BZ,  296-46-BZ, 

454- 46-BZ,  244-28-BZ,  344-33-BZ,  95-46-BZ,  236-39-SM, 

1016-39-SM  and  440-46-SA. 

Fire  Retarding  Rules  for  Garages,  etc. 


PUBLIC  HEARINGS 

Tuesdays  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Build¬ 
ing,  Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  December  10,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

939-46-SM — General  Products  Manufacturing  Corp.,  2 
inch  Fill  Box  (for  fuel  oil),  manufactured  by  General 
Products  Manufacturing  Corp.,  Material. 


940-46-A — H.B.Q. — 178-02  to  178-10  130th  road,  southeast 
corner  of  178th  place  (Block  12542,  part  of  Lot  18), 
Springfield  Gardens,  Borough  of  Queens,  N.B. 7814-46  and 
N.B.7816-46. 


941-46-A — H.B.Q. — 178-06  and  178-14  130th  road,  south 
side,  33  ft.  and  109  ft.  east  of  178th  place  (Block  12542, 
part  of  Lot  18),  Springfield  Gardens,  Borough  of  Queens, 
N.B. 7815-46  and  N.B.7817-46. 


942-46-A — H.B.Q. — 84-20  72nd  drive,  south  side,  206.41 
ft.  west  of  88th  street  (Block  3810,  formerly  Block 
3837,  Lots  444  and  456,  formerly  Lots  4  and  6),  Glendale, 
Borough  of  Queens,  (Under  section  36,  General  City  Law 
re  building  not  facing  a  legal  street),  Amendment  to 
N.B. 91-45. 


943-46-A — F.D. — 706  West  181st  street  and  4251-4259 
Broadway,  southwest  corner  (Block  2176,  Lot  133),  Bor¬ 
ough  of  Manhattan,  44719-LC. 


944-46-A — H.B.M. — 82  1st  avenue,  southeast  corner  of 
East  5th  street  (Block  432,  Lot  9),  Borough  of  Manhattan, 
Amendment  to  Alt.  247-43. 


945-46-BZ — H.B.B. — 165  Havemeyer  street,  east  side,  100 
ft.  north  of  South  3rd  street  (Block  2421,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  Alt.  5080-46. 


946-46-A — H.B.M. — 628  2nd  avenue,  east  side,  74  ft. 
north  of  East  34th  street  (Block  940,  Lot  4),  Borough 
of  Manhattan,  Amendment  to  Alt.  629-46. 


947-46-BZ — H.B.Q. — 172  Beach  84th  street,  east  side, 
250  ft.  south  of  Rockaway  Beach  boulevard  (Block  619, 
part  of  Lot  26),  Rockaway  Beach,  Borough  of  Queens, 
N.B. 9329-46  and  Alt.  848-46. 


948-46-A — H.B.Q. — 172  Beach  84th  street,  east  side,  250 
ft.  south  of  Rockaway  Beach  boulevard  (Block  619,  part 
of  Lot  26),  Rockaway  Beach,  Borough  of  Queens,  Alt. 
848-46. 


949-46-BZ — H.B.B. — 8415  5th  avenue,  east  side,  87  ft. 
2}4  in.  north  of  85th  street  (Block  6027,  Lot  104),  Borough 
of  Brooklyn,  Alt.  4362-46. 


950-46-BZ — H.B.Bx. — 163  St.  Anns  avenue,  west  side, 
100  ft.  north  of  East  135th  street  (Block  2263,  Lot  42), 
Borough  of  The  Bronx,  Amendment  to  Alt.  1039-46. 


951-46-A — F.D. — 1759  2nd  avenue  and  234-244  East  92nd 
street,  southwest  corner  (Block  1537,  Lot  27),  Borough  of 
Manhattan,  Decision. 


952-46-SM — Keegan  Cinder  and  Cement  Block  Co., 
Cinder  and  Cement  Blocks,  manufactured  by  Richard  F. 
Keegan,  Material. 


953-46-BZ — H.B.B. — 476-480  Howard  avenue,  west  side, 
42  ft.  7y$  in.  south  of  Park  place  (Block  1466,  Lot  38), 
Borough  of  Brooklyn,  Alt.  4894-46. 


954-46-A — F.D. — 215  West  83rd  street,  north  side,  100 
ft.  west  of  Amsterdam  avenue  (Block  1231,  Lot  26),  Bor¬ 
ough  of  Manhattan,  39762-LF. 


955-46-A — F.D. — 87  Bowne  street,  southeast  corner  of 
Imlay  street  (2nd  floor);  (Block  508,  part  of  Lot  1), 
Borough  of  Brooklyn,  Decision. 


956-46-BZ — H.B.B. — 4912  4th  avenue,  west  side,  81  ft. 
south!  of  49th  street  (Block  782,  Lot  40),  Borough  of 
Brooklyn,  Alt.  5034-46. 


957-46-BZ — H.B.B. — 1871  Fulton  street,  north  side,  970 
ft.  east  of  Patchen  avenue  (Block  1698,  Lot  45),  Borough 
of  Brooklyn,  Alt.  4803-46. 


958-46-A — F.D. — 109  Beach  29th  street,  west  side,  100  ft. 
south  of  Lewmay  road  (Block  301,  Lot  46),  Edgemere, 
Borough  of  Queens,  Decision  re  18210-LF,  and  18211-LF. 


959-46-A — H.B.M. — 3-5  West  57th  street,  north  side,  125 
ft.  west  of  5th  avenue  (Block  1273,  Lots  31  and  32),  Bor¬ 
ough  of  Manhattan,  Amendment  to  N.B.48-46. 


960-46-BZ — H.B.Q. — 70-12  51st  avenue,  south  side,  75.08 
ft.  east  of  70th  street  (Block  2459,  part  of  Lot  6),  Wood- 
side,  Borough  of  Queens,  Alt.  3298-46. 


961-46-BZ— H.B.B.— 2926-2948  Avenue  X,  3695-3705  Nos¬ 
trand  avenue,  southeast  corner  and  2402-2412  Haring 
street  (Block  7422,  Lots  2  and  7),  Borough  of  Brooklyn, 
N.B. 1054-45. 


962-46-BZ — H.B.Q. — 73-07  to  73-19  112th  street,  72-76 
to  72-90  113th  street  and  112-01  to  112-31  75th  avenue, 
north  side,  from  112th  to  113th  streets  (Block  2252,  part 
of  Lot  2),  Forest  Hills,  Borough  of  Queens,  N.B. 9583-46. 


963-46-A — H.B.Bx. — 29  3rd  avenue  and  2-14  Stuyvesant 

street,  southeast  corner  (Block  464,  Lots  6,  9,  10,  11  and  12), 
Borough  of  Manhattan,  Alt.  1946-46. 


964-46-BZ — H.B.Q. — 75-16  to  75-24  Rockaway  boulevard 

and  92-02  to  92-14  76th  street,  southwest  corner  (Block  8946, 
Lot  7),  Woodhaven,  Borough  of  Queens,  Alt.  2582-46. 


965-46-SA — Kenmore  Oil  Burner,  Models  S-45410B, 

45418,  45410  and  45413;  Valkeen  or  Tru-Test  Oil  Burner, 
Models  0-45410  and  45413 ;  Aldens  Oil  Burner,  Models 
A-45418,  45410  and  45413 ;  Coast  to  Coast  Oil  Burner, 
Models  C-45418,  45410  and  45413;  Worthmore  Oil  Burner, 
Models  M-45418,  45410  and  45413 ;  Coronado  Oil  Burner, 
Models  G-45410  and  45413;  Hot  Wave  Oil  Burner,  Model 
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W-45410;  and  Preway  Oil  Burner,  Models  P-45418,  45410, 
45413  and  45448,  Appliance. 


966-46-SM — Apex  Flameproof  Powder,  XWX,  manufac- 
factured  by  Apex  Chemical  Co.,  Inc.,  Material. 


967-46-A — H.B.M. — 3-9  East  12th  street,  north  side,  150 
ft.  east  of  5th  avenue  and  6-10  East  13th  street  (ground 
floor  and  roof)  ;  (Block  570,  Lot  8),  Borough  of  Manhattan, 
Amendment  to  Alt.  40-46. 


968-46-SM — Celo  Siding  inch,  for  sheathing  2* l/2  story 

frame  houses),  manufactured  by  Celotex  Corp.,  Material. 


969-46-BZ — H.B.B. — 225-235  Pennsylvania  avenue  and 
2077-2091  Pitkin  avenue,  northeast  corner  (Block  3721,  Lots 

1,  15  and  38),  Borough  of  Brooklyn,  Alt.  3014-46. 


244-28-BZ — H.B.B. — 1602-1606  Kings  Highway  and  1659- 
1671  East  16th  street,  southeast  corner  (Block  6779,  Lots  53 
and  57),  Borough  of  Brooklyn,  Amendment  to  Alt.  3732-44. 


236-39-SM — Wheeling  Corrugating  Co.,  Metal  Lath  and 
Lathing  Accessories,  manufactured  by  Wheeling  Corrugat¬ 
ing  Co.,  Material. 


636-46-A — H.B.B. — 254  -Navy  street,  west  side,  175  ft. 
south  of  Lafayette  avenue  (Block  2086,  Lots  31  and  32), 
Borough  of  Brooklyn,  Spr.  Applic.  6656-46. 


URSIGNATIOIVSi  H.B. — Department  of  Housing  and  Buildings; 
ll.il.R. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
ot  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department;  F.D. — 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


970-46-BZ — H.B.Q. — 609  Woodward  avenue,  north  side, 
75  ft.  west  of  Linden  street  (Block  3392,  Lot  6),  Ridgewood, 
Borough  of  Queens,  Alt.  3276-46. 


971-46-BZ — H.B.M. — 163  West  98th  street,  north  side, 
169  ft.  6  in.  east  of  Amsterdam  avenue  (Block  1853,  Lot  8), 
Borough  of  Manhattan,  Alt.  2538-46. 

•972-46-BZ — H.B.M. — 909-917  Columbus  avenue  and  82 

West  105th  street,  southeast  corner  (Block  1840,  Lot  64), 
Borough  of  Manhattan,  Alt.  2537-46. 

973-46-BZ — H.B,Q. — 100-33  to  100-35  Atlantic  avenue 
and  93-06  to  93-16  102nd  street,  northwest  corner  (Block 
9306,  Lots  64-66),  Richmond  Hill,  Borough  of  Queens, 
NB. 6923 -46. 


974-46-BZ — H.B.B. — 516  Bay  Ridge  parkway,  south  side, 
103  ft.  east  of  5th  avenue  (Block  5942,  Lot  13),  Borough  of 
Brooklyn,  Alt.  2925-46. 


975-46-A — H.B.R. — 158  Blackhorse  avenue,  135  Sussex 
avenue,  northeast  corner  and  southwest  corner  of  Cliffwood 
and  Blackhorse  avenues  (Block  907,  Lot  1),  Dongan  Hills, 
Borough  of  Richmond  (Under  section  35,  General  City  Law 
re  bed  of  mapped  s'treet — Richmond  Parkway),  N.B.295-46 
and  N.B. 305-46. 


976-46-BZ — H.B.Bx. — 638  Fox  street  and  993  Avenue  St. 
John,  southeast  corner  (Block  2683,  Lot  55),  Borough  of 
The  Bronx,  Alt.  1008-46. 


977-46-BZ — H.B.M. — 2370-2372  2nd  avenue,  east  side,  76 
ft.  south  of  East  122nd  street  (Block  1798,  part  of  Lot  55), 
Borough  of  Manhattan,  Amendment  to  Alt.  2173-46. 


RULES 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . ....July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration.  Repair,  Ex¬ 
cavation  for  ana  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on,  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . June 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe. Fireline  Rules . June 

Structural  Alterations,  Reporting. .  .June 

Tank  Trucks,  Fuel  Od,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 
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13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
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10,  1946— Vol.  31,  No.  37 
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18,  1946— Vol.  31,  No.  25 
25,  1946— Vol.  31,  No.  26 

25,  1946— Vol.  31,  No.  26 

17,  1946— Vol.  31,  No.  51 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 
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5,  1946— Vol.  31,  No.  45 

19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


26,  1946— Vol.  31,  No.  48 

7,  1937— Vol.  22,  No.  36 
IS,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Restored  to  Calendar. 

344-33-BZ— H.B.B.— 1048-1072  (1060  displayed)  Ocean 
parkway,  west  side,  380  ft.  south  of  Avenue  J  (Block  5495, 
Lots  870  and  872),  Borough  of  Brooklyn,  Alt..  3817-46. 


1016-39-SM — Gold  Bond  Fibre  Insulation  Board  [}/2  inch 
sheathing  board),  manufactured  by  National  Gypsum  Co., 
Material. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


DECEMBER  17,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GTVEN  of  a  public  hearing 
Tuesday  morning,  December  17,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters: 
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461- 46-BZ— Application,  June  21,  1946,  under  section  7a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

462- 46-A — 52-17  102nd  street  and  101-01  Strong  avenue, 
northeast  corner  (Block  1933,  Lots  41  and  44),  Elmhurst, 
Borough  of  Queens. 

587- 46-BZ — Application,  August  12,  1946,  under  section 
21  of  the  zoning  resolution,  of  O’Connell  &  Mclnerney,  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  118-23  to 
118-33  Metropolitan  avenue,  north  side,  144.14  ft.  east  of 
83rd  avenue  (Block  3329,  Lot  80),  Kew  Gardens,  Borough 
of  Queens. 

588- 46-A — 118-23  to  118-33  Metropolitan  avenue,  north 
side,  144.14  ft.  east  of  83rd  avenue  (Block  3329,  Lot  80), 
Kew  Gardens,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — Metropolitan 
avenue) . 

725-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Glick  and  Gelbman,  ap¬ 
plicants,  on  behalf  of  Roadside  Realty  Co.,  Inc.,  owner 
(Sunnyside  Garden  Corp.,  lessee),  to  permit  in  a  residence 
and  business  use  district,  the  change  of  use  from  private 
sports  arena  to  a  public  sports  arena;  premises  44-16  Queens 
boulevard,  south  side,  from  44th  to  45  streets  (Block  166, 

Lot  20),  Long  Island  City,  Borough  of  Queens. 

667-46-A — 44-16  Queens  boulevard,  southwest  corner  of 
45th  street  (Block  166,  Lot  20),  Long  Island  City,  Borough 
of  Queens. 

383-46-BZ — Application,  May  24,  1946,  under  section  21 
of  the  zoning  resolution,  of  Konnoson  and  Konnoson,  appli¬ 
cants,  on  behalf  of  Frostone  Corporation,  owner,  to  permit  in 
a  residence  use,  D  area  district,  the  erection  of  a  structure 
for  manufacturing  purposes,  using  more  than  the  area  per¬ 
mitted  and  omitting  the  required  rear  yard ;  premises  202-208 
Tillary  street,  south  side,  91  ft.  east  of  Prince  street,  and 
67-73  Prince  street,  east  side,  96  ft.  6  in.  south  of  Tillary 
street  (Block  2050,  Lots  100  to  103,  110,  112,  113  and  115  to 
118),  Borough  of  Brooklyn. 

216-41-BZ — Application  of  Benny  Brandfondrener,  appli¬ 
cant  and  lessee;  Lawyers  Trust  Company,  as  trustee  u/w  of 
W.  J.  M.  Donovan,  owner,  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  st°rage  of  more  than  five  (5)  motor 
vehicles;  premises  55  West  169th  street  and  1294-1302  Bos- 
cobel  avenue,  northeast  corner  (Block  2871,  Lots  61  and  65), 
Borough  of  The  Bronx. 

111-46-BZ— Application,  February  19,  1946,  under  section 
7i  of  the  zoning  resolution,  of  Henry  Nordheim,  applicant,  on 
behalf  of  Frank  La  Lumia,  owner,  to  permit  in  a  business 
use  district,  the  erection  of  a  new  building  to  be  used  as  a 
motor  vehicle  repair  shop;  premises  621-623  Morris  Park 
avenue,  north  side,  185.88  ft.  west  of  Unionport  road  (Block 
4011,  Lot  29),  Borough  of  The  Bronx. 

515-46-BZ — Application,  July  2,  1946,  under  section  7e  of 
the  zoning  resolution,  of  Lama  and  Proskauer,  applicants,  on 
behalf  of  Joseph  Lentino,  owner,  to  permit  in  a  residence  use 
district,  the  storage  of  olive  oil  in  two  (2),  two  car  garages; 
premises  193  Bay  41st  street,  east  side,  100  ft.  south  of  Bath 
avenue  (Block  6896,  part  of  Lot  30),  Borough  of  Brooklyn. 

358-46-BZ — Application,  May  15,  1946,  under  section  21 
of  the  zoning  resolution,  of  George  Edward  Beatty,  appli¬ 
cant,  on  behalf  of  Joseph  and  Frank  Carallo,  owners,  to 
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permit  in  a^ business  use,  C  area  district,  the  extension  of 
present  building  in  the  rear,  to  cover  more  than  the  area 
permitted;  premises  8668  18th  avenue,  west  side,  550  ft. 
south  of  86th  street  (Block  6368,  Lot  57),  Borough  of 
Brooklyn. 

362-46-BZ — Application,  April  23,  1946,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Irving  Goldberg,  owner,  to  permit  in  a  business 
use  district,  the  change  in  occupancy  from  store  on  first  floor, 
light  manufacturing  on  second  floor,  sale  and  display  of  light 
merchandise,  on  third  and  fourth  floors,  to  store  and  manu¬ 
facturing  on  the  first  floor,  with  manufacturing  on  each  of 
the  upper  floors ;  premises  725  Union  street,  north  side,  69 
ft.  west  of  5th  avenue  (Block  952,  Lot  43),  Borough  of 
Brooklyn. 

53-31-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Lester  Jacobs,  owner,  reopened  May  28, 
1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  residence  and  business  use  district,  the  re-erection  of  a 
gasoline  service  station  (previously  granted  by  the  Board) 
for  a  period  of  ten  (10)  years;  premises  301-331  West  230th 
street,  northeast  corner  of  Irwin  avenue  (Block  3406 A, 
Lot  54),  Borough  of  The  Bronx. 

468-46-BZ — Application,  June  21,  1946,  under  section  21 
of  the  zoning  resolution,  of  Alvin  J.  Sander,  applicant,  on 
behalf  of  Jack  Margulis,  owner,  to  permit  in  a  retail  use, 
D  area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted ;  premises  1450  Unionport  road,  north¬ 
west  corner  of  Olmstead  avenne  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

675-46-BZ — Application,  September  10,  1946,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  of  Burke,  Morrison  and 
Green,  applicants,  on  behalf  of  Estate  of  Candita  Guido, 
owner  (Joseph  Guido,  Administrator),  to  permit  in  a  busi¬ 
ness  use  district,  the  conversion  of  a  four  (4)  car  garage 
to  a  motor  vehicle  repair  shop;  premises  25-40  to  25-46  27th 
street,  and  25-35  Astoria  boulevard,  northwest  corner  (Block 
861,  Lot  1),  Long  Island  City,  Borough  of  Queens. 

926-46-A— Re  Transportation  of  fuel  oil  in  tank  truck  in 

in  New  York  City  (construction  of  tank  not  in  conformity 
with  Fire  Department  specifications  covering  tank  trucks). 

1025-39-BZ — Application  of  Colonial  Beacon  Oil  Com¬ 
pany,  applicant,  on  behalf  of  Mill  Road  Holding  Corp., 
owner,  reopened  November  13,  1945,  under  section  7f  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium  and  auto  laundry,  for  a  term  of  ten  (10)  years; 
premises  2505  Hylan  boulevard  and  372  New  Dorp  lane, 
southwest  corner  (Block  4221,  Lot  67),  New  Dorp,  Borough 
of  Richmond. 

445-46-BZ — Application,  May  31,  1946,  under  section  21 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Queens  68th  Corp.,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use,  C  area  district,  the  erection  of  a 
building  to  be  used  for  stores,  using  more  than  the  area  per¬ 
mitted;  premises  102-29  to  102-35  Queens  boulevard,  and 
103-02  to  103-16  68th  avenue,  southeast  corner  (Block  2137, 
Lot  8),  Forest  Hills,  Borough  of  Queens. 

704-46-BZ — Application,  September  25,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  M.  Martin  Elkind,  ap¬ 
plicant,  on  behalf  of  Robert  Brush  and  Third  Service  Corp., 
owner,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  35-30  64th 
street,  and  63-16  Broadway,  southwest  corner  (Block  1203, 
part  of  Lot  58),  Woodside  of  Queens. 

768-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Joseph  Halpern,  appli¬ 
cant,  on  behalf  of  220-228  Brook  Avenue  Corporation, 
owner  (Launder-Best,  Inc.,  lessee),  to  permit  in  a  residence 
use  district,  a  wet  wash  laundry,  for  a  period  of  five  (5) 
years ;  premises  220-228  Brook  avenue  (known  as  224  Brook 
avenue)  and  513-521  East  137th  street,  northeast  corner 
(Block  2265,  Lot  17),  Borough  of  The  Bronx. 
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853- 46-BZ — Application,  November  8,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Rose  and  Bernard  Weiskopf,  owner,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  3914-3920  10th  avenue, 
and  983  (979  displayed)  40th  street,  northwest  corner  (Block 
5583,  Lot  72),  Borough  of  Brooklyn. 

854- 46-BZ — Application,  November  8,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Angela  Carbone,  owner  (Angela  Ida 
Jaffa  and  Samuel  Levy,  lessees),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  2978  Fulton  street,  south  side,  20  ft.  5  in.  west 
of  Elton  street  (Block  3954,  Lot  24),  Borough  of  Brooklyn. 

804-46-BZ — Application,  October  23,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Fralor  Realty  Co.,  owner  (KBT  Nashomat 
Inc.,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  407  East 
6th  street,  north  side,  91  ft.  6  in.  east  of  1st  avenue  (Block 
434,  Lot  54),  Borough  of  Manhattan. 

813- 46-BZ — Application,  October  24,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Jeremiah  Coffey,  owner  (Mr.  Thomas  Daly, 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  45-10  30th 
avenue,  south  side,  80  ft.  east  of  45th  street  (Block  714, 
Lot  £4),  Astoria,  Borough  of  Queens. 

814- 46-BZ — Application,  October  24,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  applicant, 
on  behalf  of  Tonlee  Realty  Corp.,  owner  (David  and  Sam 
Dramer,  lessees),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  491 
Amsterdam  avenue,  east  side,  52  ft.  2  in.  south  of  West 
84th  street  (Block  1214,  Lot  63),  Borough  of  Manhattan. 
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880-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph 
Kraus,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Boston  road,  west  side,  456.66*  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of  The  Bronx. 

891-46-BZ — Application,  November  19,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Frank  Polidori,  owner  (Rhoda  Drazen 
and  Hyman  Kasen,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  4124  8th  avenue  and  775  42nd  street,  northwest 
corner  (Block  922,  Lot  42),  Borough  of  Brooklyn. 

801-46-BZ — Application,  October  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli- 
*  cant,  on  behalf  of  Theresa  Romano,  owner,  to  permit  in  a 
;  business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  for  a  term  of  ten  (10)  years;  premises 
72-01  to  72-09  Eliot  avenue,  and  60-71  to  60-77  72nd  street, 
northeast  corner  (Block  2843,  Lots  45  and  52),  Middle 
l  Village,  Borough  of  Queens. 

842-46-BZ — Application,  November  4,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Charles  M.  Spindler, 
applicant,  on  behalf  of  Aletta  Realty  Corp.,  owner  (Harold 
Lobel,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1575 
Washington  avenue,  west  side,  45.89  ft.  north  of  Claremont 
parkway  (Block  2904,  Lot  43),  Borough  of  The  Bronx. 

879-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Ludwig  P.  Bono,  appli¬ 
cant,  on  behalf  of  Dot  Mort  Holding  Corp.,  owner  (Bert  S. 

|  Good,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
I  laundry,  for  a  term  of  five  (5)  years;  premises  1702  Madison 
avenue,  east  side.  51.1  ft.  south  of  East  113th  street  (Block 
1618,  Lot  56),  Borough  of  Manhattan. 


908-46-BZ — Application,  November  22,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Thomas  Verricchio,  owner  (Clare  Garb 
and  Irving  Harris,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  274  Central  avenue,  south  side,  60  ft.  west  of 
Harmon  street  (Block  3275,  Lot  52),  Borough  of  Brooklyn. 

429-46-BZ — Application  of  Lewis  and  Leonard  Associ¬ 
ates  and  N.  J.  Sapienza,  applicants,  on  behalf  of  Seven 
Santini  Bros.  Inc.,  owners  (Santini  Bros.  Inc.  lessee),  re¬ 
opened  October  15,  1946,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  D  area  district,  the 
erection  of  a  building  having  less  than  the  required  rear 
yard;  premises  114-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (Block  2266,  Lots  81  and  82),  Forest 
Hills,  Borough  of  Queens. 

715-46-A — 114-25  Queens  boulevard,  east  side,  201  ft. 
north  of  77th  avenue  (Block  2266,  Lots  81  and  82),  Forest 
Hills,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  17,  1946,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  17,  1946,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

907-46-A — 136  12th  street,  south  side,  100  ft.  west  of  3rd 
avenue  (Block  1026,  Lot  30),  Borough  of  Brooklyn. 

831-46-A — 540-542  East  ‘Fordham  road,  and  2515  Lorril- 
lard  place,  southwest  corner  (Block  3050,  Lot  36),  Borough 
of  The  Bronx. 

870-46-A— 37-06  36th  street,  west  side,  40  ft.  south  of 
37th  avenue  (ground  floor)  ;  (Block  377,  Lot  13),  Long 
Island  City,  Borough  of  Queens. 

320-46-A — 1604  DeKalb  avenue,  east  side,  142  ft.  1  in. 
south  of  Wyckoff  avenue  (Block  3248,  Lot  26),  Borough  of 
Brookl  yn. 

954-46-A — 215  West  83rd  street,  north  side,  100  ft.  west 
of  Amsterdam  avenue  (Block  1231,  Lot  26),  Borough  of 
Manhattan. 

958-46-A — 109  Beach  29th  street,  west  side,  300  ft.  south 
of  Lewmay  road  (Block  301,  Lot  46),  Edgemere,  Borough 
of  Queens. 

963-46-A — 29  3rd  avenue  and  2-14  Stuyvesant  street, 
southeast  corner  (Block  464,  Lots  6,  9,  10,  11  and  12), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  31,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  31,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

184-29-BZ — Application  of  H.  M.  Cole,  applicant,  on  be¬ 
half  of  Convey’s  Riding  Club,  Inc.,  owner,  reopened  October 
22,  1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  fifteen 
(15)  years;  premises  42-46  West  66th  street,  south  side,  350 
ft.  east  of  Columbus  avenue  (Block  118,  Lots  48,  49  and 
50),  Borough  of  Manhattan. 

421-46-BZ— Application,  June  11,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Carl  Nirmaier,  applicant,  on  be¬ 
half  of  Catherine  and  John  Muller  and  Mary  Nirmaier, 
owners,  to  permit  in  a  retail  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for  a  term  of 
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years;  premises  168-19  91st  avenue,  north  side,  175  ft.  east 
of  168th  street,  and  168-20  90th  avenue  (Block  9800,  Lots  12 
and  35),  Jamaica,  Borough  of  Queens. 

664-46-BZ — Application,  September  13,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Unexcelled  Laundry  System,  Inc., 
owner,  to  permit  in  an  unrestricted  use,  C  area  district,  the 
extension  of  present  building,  using  more  than  area  per¬ 
mitted;  premises  120-05  to  120-23  Atlantic  avenue,  and  91-62 
121st  street,  northwest  corner  (Block  9352,  Lots  28  and  30), 
Richmond  Hill,  Borough  of  Queens. 

843-46-BZ — Application,  November  4,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Arthur  Weindorf,  applicant, 
on  behalf  of  Isidore  Lorber,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office;  premises  861  East 
169th  street,  northwest  corner  of  Lyman  place  (Block  2970, 
Lot  1),  Borough  of  The  Bronx. 

845- 46-BZ — Application,  November  6,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Max  Wechsler,  applicant,  on 
behalf  of  151  Lenox  Avenue  Corp.,  owner,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  151  Lenox  avenue,  west  side,  81  ft. 
3J4  in.  south  of  West  118th  street  (Block  1902,  Lot  33), 
Borough  of  Manhattan. 

846- 46-BZ — Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Rosoff  Realties,  Inc.,  owner  (Hyman  and 
Samuel  Kopelson,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  1355  Brook  avenue,  and  417  Kindermann  place, 
northwest  corner  (Block  2893,  Lot  81),  Borough  of  The 
Bronx. 

497-46-SA — Coating  Materials  Laboratories,  Inc.,  Com¬ 
bined  Agitating  and  Spraying  Unit. 

590-46-SA — Steafn-Pak  Boiler  Burner  Unit,  Models  SPH 
and  SPL. 

733-46-SA — Mar-Coil  Oil  Burner,  Models  3,  6,  12  and  12B. 

754-46-SA — Staff co  Horizontal  Rotary  Oil  Burner,  Models 
5VEA-R  and  6VEA-R,  Sizes  C,  E,  F,  G,  H,  J,  K,  L. 

193-46-SA — Stop-Fire  Fire  Extinguishers,  pressure  type, 
1  quart  and  2)4  quart  capacities. 

559-46-SM — Sinter-Lite  joist. 

10-46-SM — Alabama  Brand  Metal  Lath. 

572-38-SA — Gilbarco  Calcometer  M98  Gasoline  Dispens¬ 
ing  Pump  (reopened  September  10,  1946). 

746-38-SA — Bennett  Pumps  for  Motor  Fuels,  Models  156 
and  375  (reopened  September  10,  1946). 

779-38-SA — M  &  S  Computing  Gasoline  Pumps,  Models 
70  and  70  RA  2,  70  RPA  2-15  and  2-25  and  WMP  2-15  and 
2-25  (reopened  September  10,  1946). 

954-38-SA — National  Pump  Corporation  Gasoline  Pumps, 
Models  A-38,  B-38,  C-38  and  CC-38  (reopened  September  10, 
1946). 

974-39-SA — “Reel  Way”  Gasoline  Pump  with  Hose  Reel 
Attachment  for  Gasoline  Pump  (reopened  September  24, 
1946). 

1326-39-SA — Tokheim  Motor  Fuel  Dispensing  Pump, 
Models  39-HR,  39-DP-HR,  800-S,  800-S-TP,  802-S,  802- 
S-TP  (reopened  September  10,  1946). 

130-40-SA — Neptune  Red  Seal  Computer  or  Non-Com¬ 
puter  Pump,  Model  855  with  or  without  Hose  Reel  ( reopened 
September  10,  1946). 

452-40-SA — Erie  Gasoline  Dispensing  Pump,  Model  77 
and  99  (reopened  September  10,  1946). 


746-46-SA — Coroaire  Consol  Heater  (Gas  Fired)  Model 

85-G. 

806-46-SA — “Bradley”  Automatic  Beverage  Dispensing 

Machine. 

130-46-SM — Armco  Hel-Cor  Pile  Shell. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  January  7,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

344-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Nicholas  Scandore,  owner,  reopened  De¬ 
cember  10,  1946,  for  consideration  as  to  amendment  of  reso¬ 
lution — Application,  previously  granted  on  condition,  under 
sections  7a  and  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
recreation  center ;  premises  1048-1072  ( 1060  displayed)  Ocean 
parkway,  west  side,  380  ft.  south  of  Avenue  J  (Block  5495, 
Lots  870  and  872),  Borough  of  Brooklyn. 

528-46-A — 64-70  Neptune  avenue,  southwest  corner  of 
Brighton  1 1th  street  (Block  7516,  Lot  2371),  Borough  of 
Brooklyn  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street— Cass  place). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  7,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

857-46-A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 

streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

558-46-A — 4120  Broadway,  northeast  corner  of  West 
174th  street  (cellar)  ;  (Block  2143,  Lot  26),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  14,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

742-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive)  ;  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 

805-46-A — North  side  of  Westchester  avenue,  block  front 
between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx. 

453-46-BZ — Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
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used  as  an  automobile  repair  shop;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

699-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens.. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  ,and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borough 
of  Manhattan. 


459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19tli  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

942-46- A — 84-20  72nd  drive,  south  side  of  Right-of-Way, 
206  ft.  west  of  88th  street  (Block  3810,  formerly  Block 
3837,  Lots  444  and  456,  formerly  Lots  4  and  6),  Glendale, 
Borough  of  Queens  (Under  section  36,  General  City  Law 
re  building  must  front  on  legal  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  January  14,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

892-46-A — North  side  of  Hunter  avenue  244.27  ft.  east 

of  Bay  parkway  (Block  6491,  Lots  13-19  and  Block  6491A, 
Lot  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  10,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  December  3, 
1946,  were  approved  as  printed  in  Bulletin  50,  Volume  31. 


ZONING  APPLICATIONS 

53-31-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lester  Jacobs, 
owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
residence  and  business  use  district,  the  re-erection 
of  a  gasoline  service  station  (previously  granted 
by  the  Board),  for  a  period  of  ten  (10)  years. 

PREMISES  AFFECTED— 301-331  West  230th  street, 
northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  None. 

.For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board. 


453-46-BZ 

APPLICANT — Kitzler  and  Nurick,  for  Samuel  Birnbaum, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  erection  of  a  building  accessory,  to  an  existing 
gasoline  service  station,  and  to  be  used  as  an  auto¬ 
mobile  repair  shop. 

PREMISES  AFFECTED— 3437-3445  Ft.  Hamilton  park¬ 
way  and  2-12  Chester  avenue,  southeast  corner 
(Block  5302,  Lot  48),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Henry  Nurick  and  A.  Birnbaum. 
For  Opposition:  G.  Andrew  Filosie  and  J.  Carbone. 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  for  further  consideration;  applicant  to 
file  revised  plans. 


468-46-BZ 

APPLICANT — Alvin  J.  Sander,  for  Jack  Margulis,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin- 
'tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  D  area  district,  the  erection 
of  a  building  using  more  than  the  area  permitted. 
PREMISES  AFFECTED — 1450  Unionport  road,  north¬ 
west  corner  of  Olmstead  avenue  (Block  3933,  Lot 
100),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Alvin  J.  Sander. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board. 


675-46-BZ 

APPLICANT — Burke,  Morrison  and  Green,  for  Estate  of 
Candita  Guido,  owner  (Joseph  Guido,  Administra¬ 
tor). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7 i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  a  four  (4)  car  garage  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 25-40  to  25-46  27th  street,  and 
25-35  Astoria  boulevard,  northwest  corner  (Block 
861,  Lot  1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Fitzsimons  and  Joseph  Fasca. 
For  Opposition:  Lucille  Gioielli,  Hugh  J.  Green, 
Mrs.  Anna  Tayovist,  John  Rizzo  and  Anna 
Evers. 
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For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.  for  inspection  by  Committee  of  Board  and 
decision.  Applicant  to  submit  a  statement  to  the 
Board  in  the  meantime  outlining  in  detail  the  type 
of  work  proposed  to  be  done  in  the  building;  also 
to  inform  the  Board  whether  the  exit  doors  extend¬ 
ing  over  the  sidewalk  have  been  approved  by  the 
Department  of  Housing  and  Buildings. 


699-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Parkway  Super 
Service  Station,  owner. 

SUBJECT- — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
extension  of  present  gasoline  service  station  and  the 
erection  of  an  automobile  showroom,  auto  repair 
shop,  lubritorium,  auto  laundry  and  office. 

PREMISES  AFFECTED— 224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  cor¬ 
ner  and  224-02  to  224-10  143rd  avenue  (Block  13088, 
Lots  44,  52  and  55),  Springfield,  Borough  of 
Queens. 

APPEARANCES— 

•  For  Applicant :  Alfred  A.  Lama  and  Gilbert 
Jackson. 

For  Opposition:  Harold  Klorfein- — Park  Dept., 
Dr.  George  Lehmann,  Adelaide  Sulger,  Clara 
Fischer,  Anna  Lehman,  Wm.  L.  Saunders, 
Saverio  Burone  and  Frederick  Pieterson. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  for  inspection  by  Committee  of  Board  and 
for  decision  without  further  argument.  Applicant 
to  submit  statement  as  to  how  much  property  was 
taken  from  this  lot  by  the  City  for  roadway  widen¬ 
ing  and  as  to  whether  anything  was  done  by  the 
City  or  the  Park  Department  as  to  the  pumps  in 
the  roadway. 


742-46-BZ 

APPLICANT — Glick  and  Gelbman,  for  Lebanon  Hospital 
Association,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  conversion  of  existing  buildings  (vacant)  to 
factory  use. 

PREMISES  AFFECTED — North  side  of  Westchester  ave¬ 
nue,  from  Cauldwell  to  Trinity  avenues  (Buildings 
1-5  inclusive)  ;  (Block  2628,  Lot  1),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  M.  Glick  and  S.  Weiss. 

For  Opposition:  Arnold  Fassler. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  for  inspection  by  Committee  of  Board. 


790-46-BZ 

APPLICANT — William  R.  Shirley,  for  Antoine  Pfeuffer, 
owner  (Graeber  and  Farbstein,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1701  2nd  avenue,  northwest  cor¬ 
ner  of  East  88th  street  (Block  1534,  Lot  22),  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  William  R.  Shirley,  Morris  Farb¬ 
stein  and  Joseph  Graeber. 

For  Opposition:  James  W.  Scott  and  Herman 
Frank. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

ACTION  OF  BOARD — Laid  over  without  date,  pending 
decision  of  the  Appellate  Division. 


395-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Tri-Line  Motors, 
Inc.,  and  Eckhoff  Holding  Corp.,  owners  (Tri-Line 
Motors,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c,  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
change  of  occupancy  from  public  garage' (previously 
granted  by  the  Board)  to  repairing  and  servicing 
cars,  parts  department,  auto  showroom,  office,  wheel 
alignment,  brake  testing,  gasoline  service  station, 
storage  of  more  than  five  (5)  motor  vehicles,  auto 
laundry  and  display  and  sale  of  used  cars. 
PREMISES  AFFECTED— 155-157  Empire  boulevard, 
1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Samuel 
Meisel. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (395-46-BZ) 

Whereas,  Lama  and  Proskauer  for  Tri-Line  Motors, 
Inc.,  and  Eckhoff  Holding  Corporation,  owners,  Tri-Line 
Motors,  Inc.,  lessee,  filed  May  24,  1946,  an  application  under 
sections  7c,  7f  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  change  of  .occupancy  from 
public  garage  (previously  granted  by  the  Board)  to  repair¬ 
ing  and  servicing  of  cars,  parts,  department,  auto  show¬ 
room,  offices,  wheel  alignment,  brake  testing,  gasoline  ser¬ 
vice  station,  storage  of  more  than  five  (5)  cars,  auto  laundry 
and  display  and  sale  of  used  cars:  premises  155-157  Empire 
boulevard,  1727-1749  Bedford  avenue,  northeast  corner  and 
112-122  Sullivan  place  (Block  1307,  Lots  1  and  6),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  November  6,  1946,  after  due  notice  by  publication 
in  the  Bulletin,  and  laid  over  to  November  26,  1946  for 
further  consideration,  but  no  further  hearing  as  full  hearing 
was  given,  and  again  laid  over  to  December  10,  1946;  arid 
Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Empire  boulevard  is  in  a  business 
use,  C  area  and  Class  1%  height  district;  Bedford  avenue 
is  in  a  business  use,  C  area  and  Class  1 l/^  height  district; 
and  Sullivan  place  is  in  residence  and  business  use,  C  area, 
Class  1%  height  districts; 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  24,  1946,  re  Alt.  Applic.  1059-46,  reads : 

“Proposed  use  of  premises  located  within  a  business 
use  district  for  the  following : 

a.  Repair  and  servicing  of  cars,  parts  department, 
auto  showroom,  offices,  wheel  alignment,  brake  testing, 
gasoline  service  station,  storage  of  more  than  five  cars, 
auto  laundry,  display  and  sales  of  used  cars.  Violates 
Art.  II,  Sec.  15a,  Subd.  15-29-46  zoning  resolution. 
Note :  Previous  use  for  a  portion  of  these  premises  was 
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confined  to  garage  for  more  than  5  cars  and  gasoline 
service  station.” 

and 

W  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  160  ft.  frontage  by  200  ft.  in  depth  (irregular), 
on  which  is  located  a  building  50  ft.  front  by  27  ft.  in  depth, 
one  story,  13  ft.  4  in.  in  height,  of  Class  3  construction; 
that  it  is  proposed  to  use  a  portion  of  the  garage  for  auto¬ 
mobile  showroom,  parts  department  and  minor  repairs; 
open  new  door  from  garage  to  gasoline  selling  area  and 
construct  at  the  northerly  end  of  the  gasoline  station  area 
a  one  story  masonry  building  50  ft.  by  27  ft.  (irregular) 
housing  an  office  and  lubritorium  with  two  lifts;  that  on 
Lot  6  it  is  proposed  to  construct  an  automobile  laundry, 
30  ft.  by  50  ft.,  using  as  a  wall  part  of  the  rear  of  the 
public  garage  and  the  balance  of  the  plot  to  be  used  for 
the  display  and  sale  of  used  cars ;  and 
Whereas,  the  applicant  contends  that  the  premises  is 
presently  improved  with  a  public  garage  and  gasoline  sta¬ 
tion,  the  public  garage  occupying  110  ft.  on  Empire  boule¬ 
vard  by  100  ft.  in  depth ;  that  the  gasoline  service  station 
occupies  50  ft.  on  Empire  boulevard  by  100  ft.  in  depth ; 
that  the  balance  of  the  plot  is  vacant;  that  the  public 
garage  and  gasoline  service  station  was  granted  under  Cal. 
No.  592-19-BZ  by  the  Board;  that  the  entire  area  on  the 
northerly  part  of  Empire  boulevard  is  devoted  to  public 
garages;  that  the  northwest  corner  of  Bedford  avenue  and 
Empire  boulevard  in  Block  1306,  Lot  49,  is  improved  with 
a  garage  and  gasoline  service  station,  the  northeast  corner 
of  Sullivan  place  and  Bedford  avenue,  Block  1304,  Lot  1, 
is  improved  with  a  gasoline  service  station,  Block  1302,  Lot 
1,  is  Ebbets  Field;  that  this  new  proi>osal  will  in  no  way 
affect  the  general  surroundings  as  Bedford  avenue  and  Em¬ 
pire  boulevard  are  main  automobile  thoroughfare  and  most 
of  the  property  in  the  affected  area  more  or  less  is  used 
in  conjunction  with  automobiles;  'that  in  view  of  these 
facts,  it  is  respectfully  requested  that  the  application  be 
granted ;  and 

Whereas,  it  appears  that  the  present  garage  building 
having  a  frontage  of  110  ft.  along  Empire  boulevard  and 
50  ft.  easterly  from  Bedford  avenue  was  granted  under  an 
amendment  to  resolution  adopted  under  Calendar  Numbers 
1  592-19-BZ,  786-19-BZ  and  938-19-BZ  and  such  amendment 

was  in  lieu  of  what  was  previously  granted;  and 

Whereas,  it  appears  that  the  existing  gasoline  station  at 
the  corner  of  Empire  boulevard  and  Bedford  avenue,  50  ft. 
by  100  ft.  in  area,  was  never  lawfully  permitted  but  was 
used  as  such  prior  to  1927  in  which  year  a  plan  was  filed 
with  the  Fire  Department  and  disapproved ;  that  the  gaso¬ 
line  pumps  were  originally  installed  and  drew  the  gasoline 
supply  from  three  tanks  installed  within  the  garage,  later 
i  discontinued  and  four  tanks  were  installed  in  the  station 
area  under  permission  granted  in  1932  by  the  Fire  Depart- 
.  ment  without  a  zoning  variance  having  been  obtained  as  pro- 
j  vided  by  law;  that  the  gasoline  station  use  was  at  that  time 
independent  of  the  garage  but  is  now  to  be  combined  there- 
L  with  under  the  same  management ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
j  subdivisions  c  and  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
i  regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  existing  garage  as  permitted  by  the  Board  under 
Cal.  592-19-BZ,  786-19-BZ  and  938-19-BZ  to  be  occupied  as 
a  service  station  as  proposed,  for  servicing  and  minor  re¬ 
pairs  only  and  garage  to  be  occupied  as  a  Ford  agency  and 
rearranged  as  indicated  on  plans  filed  with  this  application 
marked  “Received  May  24,  1946,”  three  sheets,  and  to  occupy 
the  plot  at  the  corner  of  Bedford  avenue  and  Empire  boule¬ 
vard  50  ft.  on  Empire  boulevard  by  100  ft.  on  Bedford 
avenue  as  a  gasoline  service  station,  arranged  as  indicated  on 
such  plans,  on  condition  that  the  pumps  shall  not  be  nearer 
than  15  ft.  to  the  street  line  of  Bedford  avenue ;  that  no  addi- 

i 


tional  gasoline  storage  tanks  shall  be  installed ;  that  the  lubri¬ 
torium  building  shall  comply  with  the  requirements  of  the 
building  code  therefor  and  the  type  of  greasing  equipment 
shall  be  hydraulic;  that  the  accessory  buildings  shall  be  con¬ 
structed  of  masonry  consistent  with  the  masonry  of  the  ad¬ 
joining  garage;  that  the  opening  from  such  gas  station  to 
such  garage  may  be  permitted  as  shown  therein;  that  the 
curb  cuts  shall  be  restricted  to  two  15  ft.  curb  cuts  now  ex¬ 
isting  to  the  garage,  one  curb  cut  not  over  35  ft.  in  width 
from  Empire  boulevard  to  the  gas  station  and  two  curb  cuts 
not  over  30  ft.  in  width  from  Bedford  avenue  to  the  gas  sta¬ 
tion  ;  that  a  block  of  concrete  one  foot  in  height  shall  be  con¬ 
structed  at  the  intersection  as  indicated  which  may  be  seg¬ 
mental  in  shape  extending  not  less  than  10  ft.  along  either 
street  building  line ;  that  where  not  occupied  by  pumps  and 
accessory  buildings  the  surface  of  the  gasoline  service  station 
area  shall  be  paved  with  cement  with  dark  coloring  or  with 
approved  asphalt ;  that  signs  shall  be  restricted  to  a  perma¬ 
nent  sign  attached  to  the  facade  of  the  garage  and  the  il¬ 
luminating  globes  of  the  pumps  but  permitting  a  post 
standard  within  the  building  line  near  the  intersection  of 
Empire  boulevard  and  Bedford  avenue  for  supporting  a 
sign  which  may  be  illuminated  advertising  only  the  brand 
of  gasoline  on  sale  and  permitting  such  sign  to  extend  be¬ 
yond  the  building  line  for  a  distance  of  not  more  than  4  ft. ; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  no  windows 
or  other  openings  shall  be  erected  in  the  rear  or  easterly 
side  lot  line  walls  of  the  garage ;  that  any  windows  in  the 
accessory  building  of  the  gas  station  shall  be  fireproof  and 
self-closing;  and  granted  under  section  7,  subdivision  e,  for 
a  term  of  ten  (10)  years,  to  permit  the  plot,  100  ft.  by  100 
ft.  at  the  corner  of  Bedford  avenue  and  Sullivan  place  to 
be  occupied  for  the  display  and  sale  of  used  motor  vehicles 
and  for  an  auto  laundry  as  indicated  on  such  plans  and  no 
other  uses  on  condition  that  the  auto  laundry  building  shall 
comply  with  the  requirements  of  the  building  code  and 
shall  be  turned  so  that  the  long  distance  of  the  laundry 
shall  be  against  the  lot  line  to  the  east;  that  along  the 
street  line  of  Sullivan  place  there  shall  be  constructed  a 
masonry  wall  of  brick  not  less  than  6  ft.  in  height  con¬ 
tinuously  from  the  side  lot  line  to  Bedford  avenue  except 
that  such  wall  may  be  reduced  to  a  height  of  not  over  4  ft. 
for  the  last  10  ft.  on  Bedford  avenue;  that  a  similar  wall 
shall  be  constructed  from  the  street  line  of  Sullivan  place 
to  the  corner  of  the  building  adjoining  on  lot  10;  that  along 
the  street  line  of  Bedford  avenue  there  shall  be  erected  a 
wrought  iron  or  steel  fence  not  less  than  5  ft.  in  height  on 
a  suitable  masonry  foundation  with  an  opening  to  Bedford 
avenue  not  over  25  ft.  in  width;  that  no  other  buildings 
shall  be  erected  on  this  portion  of  the  premises  except  that 
there  may  be  a  building  used  as  an  office,  as  now  indicated 
at  the  corner,  erected  anywhere  along  the  building  line  of 
Bedford  avenue;  that  this  plot  shall  be  leveled  substantially 
to  the  grade  of  surrounding  streets  and  shall  be  surfaced 
with  clean  gravel  or  steam  cinders  properly  rolled  and 
treated  with  a  binder  to  make  a  reasonably  impervious  sur¬ 
facing  and  to  provide  surface  drainage;  that  all  existing 
structures  including  all  signs  on  such  portion  of  the  premises 
shall  be  removed  and  only  such  signs  shall  be  erected  as 
are  in  accordance  with  the  requirements  of  the  building 
code  therefor;  that  all  signs  now  existing  on  the  roof  of 
the  garage  shall  be  removed  and  only  such  signs  established 
as  are  herein  permitted  and  in  accordance  with  the  require¬ 
ments  of  the  zoning  resolution  except  that  the  existing  Ford 
service  sign  now  extending  beyond  the  building  line  of  the 
garage  may  be  continued ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  ( 1 )  year  from  the  date  of 
this  resolution. 


409-46-BZ 

APPLICANT — H.  McNabb,  for  Sheffield  Farms  Co.,  Inc., 
owner. 

SL1BJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7g  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use  district,  the  change 
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in  use  from  stable  to  garage  for  more  than  five  (5) 
motor  vehicles  (on  first  floor),  having  an  exit  on 
same  street  as  a  Public  School,  between  two  inter- 
secting  streets. 

PREMISES  AFFECTED — 233-243  Herkimer  street,  north 
side,  305  ft.  east  of  New  York  avenue  (Block  1862, 
part  of  Lot  14),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant:  H.  McNabb  and  Edwin  A.  Acker. 
For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  J.  Saunders, 
Board  of  Education. 

,  ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (409-46-BZ) 

Whereas,  H.  McNabb  for  Sheffield  Farms  Co.,  Inc., 
owner,  filed  May  24,  1946,  an  application  under  section  7g 
of  the  zoning  resolution,  to  permit  in  an  unrestricted  use 
district,  the  change  in  use  from  stable  to  garage  for  more 
than  five  (5)  motor  vehicles  (on  first  floor),  having  an  exit 
on  same  street  between  two  intersecting  streets  with  a  public 
school ;  affecting  premises  233-243  Herkimer  street,  north 
side,  305  ft.  east  of  New  York  avenue  (Block  1862,  part  of 
lot  14) ,  Borough  of  Brooklyn ;  and 
Whereas,  on  November  13,  1946,  the  application  was 
withdrawn  without  prejudice  to  rehearing  under  section  7g 
of  the  zoning  resolution ;  and 

Whereas,  the  applicant  has  furnished  consents  for  1,758 
feet  of  frontage,  equalling  54%  of  the  area  deemed  affected, 
and  does  not  include  any  of  his  own  property ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Herkimer  street  is  in  business  and  unre¬ 
stricted  use,  C  area  and  Class  1*4  height  districts;  New 
York  avenue  is  in  a  business  use,  C  area  and  Class  1J4 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  21,  1946,  re  Alt.  Applic.  450-46,  reads : 

“1.  The  change  in  use  from  stable  to  a  garage  for 
more  than  five  motor  vehicles  of  portion  of  a  bldg, 
having  an  exit  on  the  same  street  between  intersecting 
streets  as  a  public  school  is  contrary  to  the  Zoning  Reso¬ 
lution,  Art.  V.,  Sect.  21A.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  107  ft.  frontage  by  100  ft.  in  depth  on  which  is  located 
a  building  107  ft.  front  by  100  ft.  in  depth,  4  stories,  71  ft.  in 
height,  of  Class  one  construction;  that  it  is  proposed  to  use 
the  ground  floor  of  the  stable  for  a  storage  garage ;  and 
Whereas,  the  applicant  contends  that  on  subject  site  is  a 
4-story  and  cellar  stable  and  wagon  storage  for  distributing 
milk  and  milk  products ;  that  this  building,  a  Class  1  fire¬ 
proof  structure  is  directly  connected  with  private  driveway 
at  rear  of  the  Fulton  Street  Milk  Plant,  as  shown  on  draw¬ 
ing  #1  filed  herewith,  both  buildings  are  situated  on  lot  14: 
that  the  ground  floor  wagon  room  of  the  Herkimer  street 
stable  is  used  also  for  loading  route  wagons,  receiving  milk 
from  the  Fulton  street  plant  and  from  trailers  placed  in 
position  for  route  loading  in  the  driveway  between  above 
building  and  the  plant  on  Fulton  street;  that  due  to  chang¬ 
ing  conditions  it  is  found  necessary  to  supplant  a  portion 
of  the  horse-drawn  milk  wagons  with  motor  driven  vehicles 
for  serving  the  more  remote  sections ;  that  at  299-325  Herki¬ 
mer  street  a  one-story  brick  garage  is  maintained  for  motor 
delivery  vehicles  serving  part  of  this  territory,  which  is 
inadequate  to  accommodate  the  increased  needs,  the  only 
immediate  and  practical  solution  is  to  use  the  ground  floor 
of  our  Herkimer  street  stable  for  a  storage  garage;  that 
this  would  not  increase  the  traffic  in  Herkimer  street  but 


would  only  substitute  motor  vehicles  for  horse-drawn 
wagons ;  that  the  straight  line  distance  between  the  most 
westerly  driveway  and  the  nearest  used  gate  in  the  school 
playground  fence  is  more  than  200  feet;  that  the  main 
entrance  to  the  school  is  on  New  York  avenue;  that  the 
activity  of  this  business  is  at  its  height  in  the  A.M.  long 
before  school  hours  and  after  school  closes  in  the  P.M. ; 
that  this  proposed  change  would  not  affect  the  character  of 
the  neighborhood  or  produce  any  hazard  to  pedestrians, 
traffic  or  traffic  regulations ;  and 

Whereas,  the  applicant,  in  compliance  with  section  7g  of 
the  zoning  resolution,  has  filed  54%  consents  of  the  area 
deemed  affected,  which  does  not  include  any  of  his  own 
property. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7g  thereof,  to 
permit  the  change  in  use  from  stable  to  garage,  as  proposed, 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  area;  and,  granted  only  so  long  as  the  building  is 
occupied  by  Sheffield  Farms  Co.,  Inc.  in  connection  with 
adjoining  buildings  now  occupied  by  them,  as  indicated  on 
plans  filed  with  this  application,  marked  “Received  May  29, 
1946”  (4  sheets)  and  “October  14,  1946”  (1  sheet)  and  plot 
plan  filed  December  4,  1946  (1  sheet),  on  condition  that  no 
trucks  shall  be  parked  at  any  time  on  the  side  of  Herkimer 
street  on  which  the  school  is  located ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


582-46-BZ 

APPLICANT — Matthew  W.  Del  Gaudio,  for  Metropolitan 
Life  Insurance  Co.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  retail  use  district,  a  wet  wash  laundry, 
for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 1925-1949  McGraw  avenue, 
and  1368-1386  Metropolitan  avenue,  northeast  cor¬ 
ner  (Block  3938,  Lot  2 — formerly  Lot  1),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  M.  W.  Del  Gaudio  and  Theodore 
Mazza. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (582-46-BZ) 

Whereas,  Matthew  W.  Del  Gaudio,  for  Metropolitan 
Life  Insurance  Company,  owner,  filed  July  12,  1946,  an  ap¬ 
plication  under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  retail  use  district,  a  wet  wash  laundry  for  a  term 
of  five  (5)  years;  premises  1925-1949  McGraw  avenue  and 
1368-1386  Metropolitan  avenue,  northeast  corner  (Block 
3938,  Lot  2 — formerly  Lot  1),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  McGraw  avenue  is  in  residence  and 
retail  use,  D  area  and  Class  1  height  districts ;  Metropolitan 
avenue  is  in  residence  and  retail  use,  D  area  and  Class  1 
height  districts;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  17,  1946,  re  amendment  to  Alt.  Applic.  404-46, 
reads : 

“A-2.  Proposed  alteration  to  install  a  wet  wash 
laundry  in  store  of  present  13  story  and  cellar  fire¬ 
proof  class  “A”  multiple  dwelling  in  a  retail  district  is 
contrary  to  provisions  of  Article  2,  Section  4-A  zoning 
resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  251  ft.  3  in.  frontage  by  460  ft.  in  depth,  on  which 
is  located  a  building  251  ft.  3  in.  front  by  433  ft.  4*4  in. 
deep,  (typical  floor  251  ft.  3  in.  front  by  428  ft.  deep)  13 
stories,  120  ft.  11  in.  in  height,  of  Class  1  construction; 
that  it  is  proposed  to  install  35  approved,  home  type,  self- 
service,  individual  washing  machines  as  approved  under  Cal. 
136-46-SA  in  the  easterly  store  of  the  premises  fronting  on 
Parkchester  road,  giving  access  only  to  parts  of  Park- 
chester ;  and 

Whereas,  the  applicant  contends  that  in  1938  the  prem¬ 
ises  were  zoned  as  within  a  residence,  C,  1J4  district;  that 
on  November  3,  1938,  the  district  was  changed  to  residence 
and  retail,  the  latter,  beginning  100  ft.  north  of  McGraw 
avenue,  on  the  east  side  of  Metropolitan  avenue,  and  extend¬ 
ing  for  a  depth  of  375  ft.  easterly  from  Metropolitan  ave¬ 
nue;  that  on  November  30,  1939,  the  use  district  was 
changed,  limiting  the  retail  district  to  325  ft.  east  of  Metro¬ 
politan  avenue;  that  on  April  26,  1945,  the  area  district 
was  changed  from  “C”  to  “D”  and  the  height  district  from 
\]/A  to  1  ;  that  the  proposed  installation  will  not  affect  any 
property  other  than  that  known  as  “Parkchester”,  and  as, 
although  the  building  within  which  the  installation  is  pro¬ 
posed  faces  also  on  McGraw  avenue,  the  entire  depth  of 
the  building,  plus  the  width  of  McGraw  avenue,  intervenes 
between  the  subject  store  and  the  property  of  any  other 
owner;  that  the  installation  will  be  an  advantage  to  the 
residents  of  Parkchester,  as  it  avoids  congestion  within 
their  apartments,  enables  them  to  have  work  done  at  their 
convenience  at  a  nominal  cost,  and  under  their  supervision ; 
that  the  installation  proposed  does  not  cause  any  noise,  dust, 
odors  or  other  objectionable  features;  that  it  also  avoids 
necessity  of  vehicular  traffic  ordinarily  required  to  pick  up 
and  deliver  laundry;  that  in  addition  to  the  patrol  system 
in  effect  in  Parkchester,  the  subject  store  will  be  in  charge 
of  competent  attendants  to  assist  the  patrons  of  the  pro¬ 
posed  establishment ;  that  the  appearance  of  the  premises 
will  be  in  accordance  with  standard  established  throughout 
Parkchester ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby' is  granted  under  section  7e  thereof,  for  a 
term  of  five  (5)  years,  to  permit  the  premises  to  be  oc¬ 
cupied  as  proposed,  on  condition  that  the  laundry  machines 
shall  be  as  proposed  and  as  approved  by  the  Board  under 
Cal.  136-46-SA;  that  not  more  than  thirty-five  (35)  such 
machines  shall  be  installed;  that  no  laundry  work  shall  be 
done  on  the  premises  other  than  in  the  35  machines  as  pro¬ 
posed  and  no  other  business  shall  be  maintained  on  this  por¬ 
tion  of  the  premises  during  the  term  of  this  variance;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


609-46-BZ 

APPLICANT — Abraham  Gelman,  for  lessee,  for  1078 
Realty  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry',  for  a  term  of  five  (5)  years. 


PREMISES  AFFECTED — 1076-1078  Stebbins  avenue,  east 
side,  125  ft.  south  of  East  167th  street  (Block  2691, 
part  of  Lots  70  and  71),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Abraham  Gelman  and  Robert  Gott¬ 
lieb. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (609-46-BZ) 

Whereas,  Abraham  Gelman,  lessee,  for  1078  Realty  Corp., 
owner,  filed  August  27,  1946,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  business  use  district 
a  wet  wash  laundry  for  a  term  of  five  (5)  years,  affecting 
premises  1076-1078  Stebbins  avenue,  east  side,  125  ft.  south 
of  East  167th  street  (Block  2691,  part  of  lots  70  and  71), 
BorOugh  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1046,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Stebbins  avenue  is  in  residence  and 
business  use,  B  area  and  Class  1J4  height  districts;  East 
167th  street  is  in  a  business  use,  B  area  and  Class  V/2 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  19,  1946  on  Alt.  Applic.  614-46  reads : 

“A-l.  Proposed  conversion  of  existing  store  to  wet 
wash  laundry  use  in  the  6  story  and  cellar  non-fireproof 
class  “A”  Multiple  Dwelling  (N.L.T.)  located  in  a 
Business  Use  Zone  is  contrary  to  Article  2,  Section  4, 
Subdivision  (51)  of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  97  ft.  frontage  by  171  ft.  in  depth,  on  which  is  located 
a  building  97  ft.  frontage  by  110  ft.  in  depth,  6  stories,  62  ft. 
in  height,  of  class  3  construction;  that  it  is  proposed  to  re¬ 
move  the  dividing  partition  between  the  two  northerly  stores 
on  the  first  floor  and  use  the  space  for  twenty  automatic, 
home  type,  self-service  laundry  machines  as  approved  under 
Cal.  No.  136-46-SA ;  and 

Whereas,  the  applicant  contends  that  the  premises  consist 
of  a  six  story  and  cellar  non-fireproof  Class  A  multiple 
dwelling  (new  law  tenement)  ;  that  it  is  proposed  to  remove 
the  dividing  partition  between  the  two  northerly  stores  on 
the  first  floor  and  use  the  space  for  20  Bendix  coin  operated 
automatic  washing  machines ;  that  the  applicant  has  leased 
the  premises  in  question  for  five  years  for  this  proposed  use ; 
that  the  appearance  of  the  store  when  altered  will  be  much 
superior  to  most  of  the  stores  in  the  neighborhood ;  that 
the  machines  are  equipped  with  YA  h.p.  motors  and  are  20" 
in  diameter  and  12"  in  depth  and  are  not  noise  making  or 
obnoxious  and  there  is  no  steam  or  power  plant  in  use ; 
that  there  are  no  trucks  or  wagons  depositing  or  removing 
bundles  of  clothes ;  that  the  store  will  constitute  a  sub¬ 
stantial  benefit  and  convenience  to  the  neighborhood  and 
will  not  harm  the  character  of  the  neighborhood ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7. 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  herebv  is  granted  under  section  7e  thereof,  for  a 
term  of  five  (51  yrears,  to  permit  the  premises  to  be  occu¬ 
pied  as  proposed,  on  condition  that  only  the  number  of  ma¬ 
chines  shall  be  installed  as  proposed  and  as  approved  by  the 
Board  under  Cal.  136-46-SA  :  that  no  other  laundrv  wort- 
shall  be  done  in  this  portion  of  the  premises  except  in  such 
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machines ;  that  during  the  term  of  this  variance,  this  por¬ 
tion  of  the  premises  shall  be  occupied  for  no  other  use  than 
as  herein  permitted;  that  such  portable  fire-fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


640-46-BZ 

APPLICANT — Siegel  and  Green,  for  Puritan  Land  Corp., 
owner  (Utopia  Amusement  Corp.,  lessee). 
SUBJECT — -Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  and  business  use 
district,  an  emergency  passageway  from  existing 
motion  picture  theatre. 

PREMISES  AFFECTED— 68-01  to  68-31  Fresh  Meadow 
lane,  175-02  to  175-18  68th  avenue,  southeast  corner 
and  176-01  to  176-09  69th  avenue,  northeast  corner 
of  Fresh  Meadow  lane  (Block  6930,  Lots  1,  11  and 
15),  Flushing,  Borough  of  Queens. 
APPEARANCES — 

For  Applicant :  Max  Siegel  and  Abraham  Leving- 
son. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 

THE  RESOLUTION  (640-46-BZ) 

Whereas,  Siegel  and  Green,  for  Puritan  Land  Corpora¬ 
tion  owner ;  Utopia  Amusement  Corp.,  lessee,  filed  Septem¬ 
ber  9,  1946,  an  application  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  and  business  use  district 
an  emergency  passageway  from  existing  motion  picture 
theatre;  premises:  68-01  to  68-31  Fresh  Meadow  lane, 
175-02  to  175-18  68th  avenue,  southeast  corner  and  176-01 
to  176-09  69th  avenue  (Block  6930,  Lots  1,  11  and  15), 
Flushing,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Fresh  Meadow  lane  is  in  a  business 
use,  D  area  and  Class  1  height  district ;  68th  avenue  is  in 
residence  and  business  use,  D  area  and  Class  1  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  5,  1946,  re  Alt.  Applic.  1906-45,  reads : 

“2.  Use  of  area  in  residence  district  for  purposes  of 
emergency  passageway  is  contrary  to  Sec.  3  of  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  274.32  ft.  frontage  by  189.78  ft.  in  depth,  irregular, 
on  which  is  located  a  building  219  ft.  front  by  100  ft.  in 
depth,  irregular,  1  story  (32  ft.  and  15  ft.)  in  height,  of 
Class  1  (theatre)  and  Class  3  (stores)  construction;  that 
it  is  proposed  to  alter  the  existing  motion  picture  theatre 
so  as  to  increase  the  seating  capacity  to  956  by  extending 
the  orchestra  floor  to  cover  a  portion  of  lot  II  (entirely 
within  the  business  district)  ;  that  it  is  also  proposed  to 
have  the  emergency  exit  on  a  portion  of  lot  15  (within 
residence  district)  7  feet  wide  alongside  the  auditorium 
leading  to  68th  avenue;  that  no  buildings  are  proposed  in 
residence  zone;  and 

Whereas,  the  applicant  contends  that  the  plot  consists  of 
three  lots  under  single  ownership,  namely  lots  1,  11  and  15; 
lot  1  is  now  developed  with  a  599  seat  motion  picture 
theatre  and  stores,  located  entirely  within  a  business  dis¬ 
trict ;  Lot  11,  being  adjacent  to  Lot  1  on  the  north  is  located 
entirely  within  the  business  district  and  is  vacant  and  un¬ 


improved  except  that  it  is  used  for  emergency  exits  from 
the  existing  theatre;  that  Lot  15  is  adjacent  to  lots  1  and 
11  at  the  east  and  is  vacant  and  unimproved  and  lies  partly 
in  a  residence  and  partly  in  a  business  district ;  that  this 
extension  of  the  building  will  be  entirely  within  the  business 
district  and  conforms  with  all  requirements  of  the  Zoning 
Resolution  as  to  use  and  area ;  that  due  to  the  proposed 
increase  in  capacity  this  theatre  is  required  to  have 
emergency  exit  courts  on  each  side  of  the  auditorium,  in 
accordance  with  C26-731.0  Administrative  Building  Code; 
that  consideration  and  relief  are  respectfully  requested  to 
permit  this  extension  of  use  as  an  exit  court  in  the  residence 
use  district  as  it  can  in  no  way  adversely  affect  the  adjoin¬ 
ing  properties  or  general  neighborhood  and  as  such,  a 
variation  will  be  in  harmony  with  the  general  purpose  and 
intent  of  the  Zoning  Resolution;  that  the  granting  of  this 
variance  will  permit  a  reasonable  use  of  the  owners’  property, 
do  substantial  justice  and  tend  to  serve  a  public  need  by 
the  increase  in  seating  capacity,  by  which  the  public  health, 
safety  and  general  welfare  will  be  further  secured ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  extension  of  use  into  the  more  restricted 
district  as  proposed  and  as  indicated  on  plans  filed  with 
this  application  marked  “Received  September  9,  1946”,  four 
sheets,  on  condition  that  such  extension  shall  be  solely  for 
the  purpose  of  an  exit  court  as  thereon  indicated  to  the 
east  to  meet  the  requirements  of  the  building  code  therefor ; 
except  that  the  exit  court  shall  be  continued  southerly  so 
as  to  permit  two  additional  five  foot  exits  in  the  spaces 
indicated  at  the  lobby  between  the  matron’s  office  and  the 
ladies’  toilet ;  that  such  exit  court  shall  be  paved  as  proposed 
and  shall  be  separated  from  the  balance  of  lot  15  by  means 
of  a  substantial  wrought  iron  fence  or  woven  wire  fence 
of  the  chain  link  type  with  anchored  steel  posts  of  not 
less  than  5  ft.  6  in.  in  height  continuously  from  the  most 
remote  exit  door  to  the  south  through  to  68th  avenue ; 
that  no  additional  lighting  shall  be  installed  in  this  court 
other  than  as  required  under  the  code  for  exit  lighting 
and  no  other  use  shall  be  made  of  this  portion  of  lot  15  other 
than  as  such  exit  court ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified 
by  the  Board  under  Cal.  641-46-A ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  resolution. 


674-46-BZ 

APPLICANT — William  J.  Burke,  for  Fred  Reiner,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  sale  and 
display  of  used  cars. 

PREMISES  AFFECTED — 50-24  to  50-30  Jacobus  street, 
west  side,  220  ft.  south  of  Queens  boulevard  (Block 
2450,  Lot  17),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  Fitzsimons. 

For  Opposition:  Emma  Moore,  Mary  Demesko, 
F.  McCormack,  Alice  J.  King,  Rose  Heine, 
R.  J.  Lynch  and  Anthony  Valento.  ‘ 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (674-46-BZ) 

Whereas,  William  J.  Burke,  for  Fred  Reiner,  owner,  filed 

September  10,  1946,  an  application  under  section  7f  of  the 
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zoning  resolution,  to  permit  in  a  residence  use  district  the 
sale  and  display  of  used  cars;  premises:  50-24  to  50-30 
Jacobus  street,  west  side,  220  ft.  south  of  Queens  boulevard 
(Block  2450,  Lot  17)  Elmhurst,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Jacobus  street  is  in  residence  and  business 
use,  C  area  and  Class  1J4  height  districts;  Queens  boulevard 
is  in  a  business  use,  C  area  and  Class  \l/2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  27,  1946,  re  N.B.  Applic.  6924-46,  reads : 

“L  Proposed  use  of  premises  for  sale  and  display  of 
used  cars  is  contrary  to  Sec.  3  of  the  zoning  resolution. 

Note  premises  is  in  a  residence  district.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  80  ft.  front  by  100  ft.  in  depth,  presently  vacant ;  that 
it  is  proposed  to  erect  a  building  12  ft.  by  9  ft.  one  story 
(11  feet)  in  height,  of  Class  one  construction;  that  the  plot 
will  be  used  for  the  sale  and  display  of  used  cars;  that  it  is 
also  proposed  to  erect  a  3  ft.  high  wood  picket  fence  along 
the  lot  lines ;  and 

Whereas,  the  applicant  contends  that  as  shown  by  photo¬ 
graphs  filed  with  this  application,  none  of  the  streets  is  cut 
through  and  inasmuch  as  this  application  is  for  a  period  of 
two  years,  no  possible  damage  can  occur  to  the  adjoining 
or  surrounding  property  owners;  that  the  entire  front  of 
Queens  boulevard,  Block  2450,  Lots  1,  3,  5,  6,  7  and  9  is 
used  for  used  car  parts ;  that  therefore,  in  view  of  the  fact 
that  the  property  is  undeveloped  in  the  immediate  area,  the 
granting  of  this  application  is  respectfully  requested;  and 

Whereas,  in  1916  this  property  was  zoned  unrestricted 
and  was  changed  to  its  present  residence  designation  on  July 
29,  1940;  the  area  and  height  designations  have  not  been 
changed  since  1916;  and 

Whereas,  the  applicant  corrected  the  basis  of  appeal  to 
read  section  7e ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  variance 
under  section  7e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


716-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  John  Mazza  and 
Louis  Pecora,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
.  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 286  Smith  street,  west  side,  40 
ft.  south  of  Sackett  street  (Block  428,  Lot  34), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:-  Alfred  A.  Lama. 

For  Opposition  :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (716-46-BZ) 

Whereas,  Lama  and  Proskauer  for  John  Mazza  and 
Louis  Pecora,  owners,  filed  October  1,  1946,  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry  for  a  term  of  five 
(5)  years,  premises  286  Smith  street,  west  side,  40  ft.  south 
of  Sackett  street  (Block  428,  Lot  34),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 


by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Smith  street  is  in  a  business  use,  C 
area  and  Class  1-  height  district ;  Sackett  street  is  in  a  busi¬ 
ness  use,  C  area  and  Class  1  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  16,  1946,  re  Alt.  Applic.  3838-46,  reads: 

“1.  Proposed  wet  wash  laundry  located  within  a 
business  use  district,  is  contrary  to  Art.  2,  Sect.  4a-51 
of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  20  ft.  frontage  by  81  ft.  in  depth,  on  which  is  located 
a  building  20  ft.  front  by  51  ft.  in  depth,  three  stories,  32 
ft.  in  height,  of  Class  3  construction,  used  as  store  and  two 
families;  that  it  is  proposed  to  install  23  automatic,  self- 
service  home  type  washing  machines  as  approved  by  the 
Board ;  that  a  terra  cotta  partition  will  be  constructed  in  the 
cellar  to  enclose  a  new  boiler  room  for  a  new  hot  water 
heater ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  in  the  existing  store  23  Westinghouse  automatic  wet 
wash  machines,  to  create  a  laundromat;  that  this  proposed 
use  will  be  odorless  and  noiseless  and  in  no  way  will  inter- 
iere  with  the  general  character  of  the  surroundings,  but  is 
however,  a  use  which  is  desired  in  this  community  as  most 
of  the  people  in  this  area  are  average  wage  earners  and 
cannot  afford  individual  washing  machines ;  that  it  is  there¬ 
fore  respectfully  requested  that  this  application  be  granted 
for  a  term  of  five  (5)  years;  and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  portion  of  the  premises 
indicated  on  plans  submitted  with  this  application,  marked 
“Received  October  15,  1946”  (3  sheets),  on  condition  that 
only  twenty-three  (23)  automatic  washing  machines  as  may 
be  approved  by  the  Board  shall  be  installed;  that  no  laundry 
work  shall  be  done  on  the  premises  other  than  in  such 
machines;  that  during  the  term  of  this  variance  the  premises 
shall  be  occupied  for  no  other  use  than  that  herein  per¬ 
mitted;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  and  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


719-46-BZ 

APPLICANT— Irving  Adelsohn,  for  Sophie  and  Morris 
Becker,  owners. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use,  E  area  district,  the 
proposed  extension  to  present  building,  using  more 
than  the  area  permitted. 

PREMISES  AFFECTED — 1906  East  38th  street,  west  side, 
43  ft.  south  of  Fillmore  avenue  (Block  8504,  Lot 
49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Adelsohn^and  Morris  Becker. 
For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  q 
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THE  RESOLUTION  (7 19-46-BZ) 

Whereas,  Irving  Adelsohn,  for  Sophie  and  Morris  Becker, 
owners,  filed  October  1,  1946,  an  application  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use,  E  area 
district,  the  proposed  extension  to  present  building  using  more 
than  area  permitted :  premises  1906  East  38th  street,  west 
side,  43  ft.  south  of  Fillmore  avenue  (Block  8504,  Lot  49), 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting 
December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  December  10,  1946,  for  further 
consideration;  and 

Whereas,  the  district  maps  accompanying  the  zoning- 
resolution  show  that  East  38th  street  is  in  a  residence  use, 
E  area  and  Class  1  height  district ;  Fillmore  avenue  is  in  a 
residence  use,  E  area  and  Class  1  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  6,  1946,  re  Alt.  Applic.  3325-46,  reads : 

“1.  Proposed  extension  at  rear  basement  and  two 
stories  in  height  violates  Article  IV,  Section  15(c)  zon¬ 
ing  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  42  ft.  frontage  by  45  ft.  7  in.  in  depth,  irregular,  on 
which  is  located  a  building  33  ft.  front  by  17  ft.  in  depth, 
basement  and  two  stories,  27  ft.  in  height,  of  Class  3  con¬ 
struction  ;  that  it  is  proposed  to  extend  the  basement,  first 
and  second  floors  for  13  ft.  4  in.  deep  and  14  ft.  4  in.  wide ; 
that  the  basement  will  also  have  a  room  9  ft.  6  in.  deep  by  9  ft. 
2  in.  in  width;  that  the  1st  floor  will  also  have  a  porch  9  ft. 
6  in.  deep  by  9  ft.  2  in.  in  width ;  that  the  second  floor  will 
have  a  new  room  added  to  the  house,  13  ft.  in  depth  by  13  ft. 

8  in.  in  width ;  that  the  height  of  the  building  will  remain 
the  same,  27  ft.  7  in.  and 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  by  one  family  and  it  is  proposed  to  add  a  basement 
and  2-story  extension  (permissible  on  the  basement  and 
1st  floor  levels)  at  the  rear,  of  Class  3  construction;  that  the 
building  is  too  small  for  the  use  of  the  owner  and  it  is 
therefore  proposed  to  erect  an  extension  to  alleviate  unneces¬ 
sary  hardship ;  that  the  owner  needs  sufficient  bedrooms  to 
accommodate  three  children  and  a  maid ;  that  the  present 
kitchen  is  not  large  enough  and  therefore  a  new  kitchen  will 
be  created  in  the  proposed  extension  at  the  rear  of  the 
1st  floor;  that  as  the  maid’s  room  will  be  located  in  the 
proposed  extension  at  the  rear  of  the  basement,  the  only 
other  possible  location  for  an  additional  child’s  bedroom  con¬ 
venient  to  a  bathroom  is  in  the  proposed  extension  at  the 
rear  of  the  second  floor ;  that  the  proposed  extension  at  the 
second  floor  level  will  not  be  detrimental  to  the  neighborhood 
nor  will  block  ventilation  be  impaired ;  that  the  adjoining 
building  to  the  north  is  a  corner  building  and  the  adjoining 
building  to  the  south  extends  to  a  much  greater  depth  than 
the  proposeed  extension ;  that  the  proposed  extension  com¬ 
plies  with  the  zoning  resolution  on  the  basement  and  1st  floor 
levels  and  the  extension  at  the  2nd  floor  will  extend  only 

9  ft.  7  in.  above  the  18  ft.  level  and  will  In  no  way  affect 
block  ventilation ;  that  the  side  walls  of  the  extension  will 
be  10  ft.  2  in.  and  18  ft.  2  in.  from  the  side  lot  lines  and  so 
the  adjacent  buildings  will  not  be  deprived  of  any  necessary 
light  or  ventilation ;  that  Section  15e  of  the  zoning  resolu¬ 
tion  allows  the  floor  area  of  the  Building  to  be  1.9  times  the 
area  of  the  lot,  whereas  the  floor  area  of  the  building  will  be 
only  1.2  times  the  area  of  the  lot;  that  the  strict  enforce¬ 
ment  of  the  requirements  governing  coverage  would  cause 
practical  difficulties  and  unnecessary  hardship  and  that  the 
granting  of  this  appeal  would  be  in  harmony  with  the  general 
purpose  and  intent  of  the  zoning  resolution  and  would  work 
no  injury  to  block  development,  public  health,  safety  or 
general  welfare  and  should  be  granted  in  the  interest  of 
substantial  justice;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area  on 
the  grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  make  a  variation  in  the  application  of  the  area  district 
requirements  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  21  of  the  zoning 
resolution,  to  permit  the  extension  in  area  as  proposed  and 
as  indicated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  October  1,  1946”,  three  sheets,  on  condition  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
the  zoning  resolution  and  with  all  other  laws,  rules  and 
regulations  applicable  thereto ;  that  the  distance  between  the 
rear  of  the  proposed  extension  and  the  lot  line  shall  be  not 
less  than  1  ft.  in  any  part;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution. 


777-46-BZ 

APPLICANT — Paul  Friedman,  for  Errera  Bros,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  local  retail  use  district,  the  manu¬ 
facturing  of  wearing  apparel  for  a  stated  term  of 
years. 

PREMISES  AFFECTED — 62  Tompkins  avenue,  west  side, 
75  ft.  north  of  Floyd  street  (Block  1739,  Lot  42), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Albert  Errera. 
For  Opposition :  Morris  Rosenberg  and  P.  Rosen¬ 
berg. 

For  Administration:  Samuel  L.  Becker,  Dfep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  . . 0 

THE  RESOLUTION  (777-46-BZ) 

Whereas,  Paul  Friedman,  for  Errera  Bros.,  owner,  filed 
October  15,  1946  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  local  retail  use  district  the 
manufacturing  of  wearing  apparel  for  a  stated  term  of 
years,  affecting  premises  62  Tompkins  avenue,  west  side,  75 
ft.  north  of  Floyd  street  (Block  1739,  lot  42),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  -at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Tompkins  avenue  is  in  a  local  retail 
and  business  use,  C  area  and  class  1  height  district ;  Floyd 
street  is  in  a  residence  and  local  retail  use,  C  area  and  class  1 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  23,  1946  on  Alt.  Applic.  2362-46  reads : 
“1.  Premises  located  in  Local  Retail  Dist.  with  light 
mfg.  (wearing  apparel)  is  contrary  to  Art.  II,  Sec.  4c 
of  the  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25  ft.  frontage  by  100  ft.  in  depth,  on  which  is 
located  a  building  25  ft.  front  by  100  ft.  in  depth,  one  story, 
12  ft.  in  height  of  class  3  construction,  (Plumbing  storage, 
warehouse  and  office)  ;  that  it  is  proposed  to  manufacture 
ladies’  sportswear  and  incidental  office  use  on  premises  with 
30  female  and  10  male  employees  for  a  stated  period  of 
years ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
alter  and  convert  the  existing  one  story  building  from  plumb¬ 
ing  storage  warehouse  and  office  to  light  manufacturing  of 
ladies  sportswear  and  office;  that  in  1916  this  propertv  was 
zoned  as  a  business  district  and  on  December  24,  1945  was 
changed  to  its  present  local  retail  district  designation :  that 
the  premises  consist  of  a  plot  of  ground  having  a  frontage 
of  25  ft.  on  Tompkins  avenue  and  a  depth  of  100  ft.  on 
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which  there  was  constructed  in  1889  a  four  story  frame 
building  having  a  frontage  of  25  ft.  and  a  depth  of  62  ft. 
under  N.  B.  lt>53- 1889  for  occupancy  for  eight  families  and 
two  stores;  that  in  1932  under  Demolition  No.  120- of  1932 
the  upper  three  floors  of  the  building  were  demolished  and 
under  Alt.  Permit  4014  of  1932  the  remaining  one  story 
building  was  extended  6  ft.  in  depth  and  was  occupied  for 
two  families  and  two  stores;  that  under  Alt.  Applic.  1056-37 
the  one  story  structure  was  extended  to  the  entire  depth  of 
the  plot  for  occupancy  as  a  plumbing  storage  warehouse  and 
office;  that  the  present  owners  acquired  the  property  in 
April  1945  for  the  purpose  of  altering  the  building  for  use 
for  the  manufacturing  of  ladies’  sportswear  and  office  inci¬ 
dental  thereto;  that  in  order  to  ascertain  whether  the  pro¬ 
posed  use  complied  with  the  zoning  laws  relating  thereto 
the  district  maps  attached  to  zoning  resolution  were  inspected 
in  the  Department  of  Housing  and  Buildings  and  the  prop¬ 
erty  was  found  erroneously  to  be  located  within  a  business 
use  district  where  the  proposed  occupancy  would  be  a  con¬ 
forming  use;  that  after  the  present  owners  acquired  title 
they  engaged  an  architect  to  file  an  application  for  the  pro¬ 
posed  use  and  also  engaged  a  general  building  contractor  to 
do  the  alteration  work  and  said  work  was  substantially  per¬ 
formed  ;  that  application  was  then  made  for  a  C.O. ;  that 
the  respective  inspectors'  having  jurisdiction  certified  that 
the  work  under  their  jurisdiction  had  been  completed  sub¬ 
stantially  in  accordance  with  the  approved  plan  except  that 
it  was  learned  that  on  December  24,  1945  this  property  was 
included  in  an  area  which  was  changed  from  a  business  use 
district  to  its  present  local  retail  district  designation  ;  that 
examination  of  the  application  filed  by  the  architect  will  show 
that  he  erroneously  represented  to  the  Department  of  Hous¬ 
ing  and  Buildings  that  the  property  was  located  in  a  business 
use  district  instead  of  correctly  representing  it  to  be  in  a 
local  retail  district ;  that  the  application  was  approved  by 
the  Department  of  Housing  and  Buildings  on  the  4th  day 
of  June  1946;  that  the  present  owners  had  installed  their 
machinery,  had  engaged  their  help  and  were  in  the  actual 
process  of  manufacture  when  they  learned  for  the  first  time 
that  the  use  for  which  they  intended  the  building  was  a 
prohibited  use  in  the  district  under  the  newly  amended  use 
district  map ;  that  the  applicant  further  contends  that  this 
is  an  appropriate  case  for  the  Board  to  grant  relief  for  the 
reason  that  a  grant  of  the  proposed  variance  will  harm  no 
one  because  the  nature  of  the  manufacturing  process  will 
not  be  obnoxious  by  reason  of  the  emission  of  any  odors, 
dust  or  noise,  or  by  the  creation  of  any  fire  hazard  to 
nearby  properties ;  that  in  the  rear  of  the  site  is  a  large 
three  story  brick  factory  on  Lot  No.  47  which  fronts  on 
Floyd  avenue  and  across  the  street  on  the  northeast  corner 
of  Tompkins  and  Floyd  avenues  there  is  an  undertaking 
establishment;  that  around  the  corner  in  the  rear  of  lot  10 
of  block  1740  there  is  a  large  poultry  market;  that  it  is 
submitted  that  the  proposed  use  would  not  be  inharmonious 
with  the  development  of  the  neighborhood ;  that  the  large 
v  three  story  factory  building  on  lot  47  has  an  area  of  manu¬ 
facturing  of  approximatelv  11.500  sq.  ft.  on  each  floor,  for 
a  total  of  approximatelv  34.500  sq.  ft.  while  the  instant  plot 
is  only  a  small  one  story  building  with  a  proposed  manufac¬ 
turing  area  of  less  than  2500  sq.  ft. ;  that  a  grant  of  the 
variance  requested  would  not  adversely  affect  the  public 
housing  project,  known  as  Marcv  Houses,  which  is  bounded 
bv  Nostrand  avenue,  Flushing  avenue,  Marcv  avenue  and 
Myrtle  avenue  because  the  instant  site  is  so  removed  from 
the  housing  project  site  that  it  cannot  be  seen  or  heard  or 
otherwise  noticed  from  any  point  of  the  project ;  that  the 
large  three  story  factory  building  on  lot  47  is  nearer  to  the 
housing  project  than  the  site  in  question;  that  a  grant  of 
the  variance  requested  would  do  substantial  iustice  because 
it  would  grant  relief  from  the  hardship  caused  by  the  mutual 
mistake  of  the  representatives  of  the  owners  and  of  the 
Department  of  Housing  and  Buildings  and  would  have  no 
adverse  effect  on  anyone;  that  the  owners  do  not  contend 
that  they  are  entitled  to  relief  merely  because  they,  their 
representatives,  and  the  representatives  of  the  Department 
of  Housing  and  Buildings  were  misled  into  believing  that 


the  property  was  located  in  a  business  use  district ;  that 
they  do  submit,  however,  that  the  manner  in  which  the  mis¬ 
take  was  made  should  make  it  clear  that  they  acted  inno¬ 
cently  and  in  good  faith  and  they  were  not  speculative 
buyers ;  that  in  the  present  case  the  owners  bought  under 
the  mistaken  but  honest  belief  that  the  property  could  be 
used  as  a  small  ladies’  sportswear  factory  and  it  is  signifi¬ 
cant,  therefore,  that  they  paid  a  price  commensurate  with 
the  value  of  their  property  as  such  a  factory;  that  the  limi¬ 
tation  of  the  height  of  the  building  to  one  story  would  confer 
a  benefit  to  adjoining  owners  by  assuring  light  and  air  to 
the  sides  of  the  lots  which  abut  the  present  site ;  that  the 
present  use  of  warehouse  for  which  the  building  at  the  site 
is  approved,  is  a  non-conforming  use  in  a  local  retail  district 
(Section  4-C,  referring  to  Section  4-B  (k) )  ;  that  the  grant¬ 
ing  of  the  variance  would  merely  permit  the  substitution  of 
one  non-conforming  use  for  another  non-conforming  use  in 
the  building;  that  the  proposed  non-conforming  use  entails 
less  traffic  and  much  less  nuisance  than  are  connected  with 
the  conduct  of  a  warehouse;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is.  granted  under  section  7e,  for  a  term  of 
two  (2)  years,  to  permit  the  use  as  proposed  and  as  indicated 
on  plans  filed  with  this  application  marked  “Received 
October  15,  1946,”  five  sheets,  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  any  side  lot 
line  windows  shall  be  fireproof,  steel  sash  and  wire  glass 
and  made  fixed  and  unopenable;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  this  variance  shall 
apply  only  so  long  as  the  use  as  proposed  is  maintained  and 
not  otherwise ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  of  this 
resolution. 


783-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Sadie  Korodsky, 
owner  (Machine  Laundries  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years.  ♦ 
PREMISES  AFFECTED — 791  East  161st  street,  north 
side,  54.84  ft.  east  of  Tinton  avenue  (Block  2668, 
Lot  57),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant;  Joseph  Haus. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (783-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Sadie  Korodsky, 
owner;  Machine  Laundries,  Inc.,  lessee,  filed  October  16, 
1946,  an  application  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash  laundry  for 
a  term  of  five  (5)  years;  premises:  791  East  161st  street, 
north  side,  54.84  ft.  east  of  Tinton  avenue  (Block  2668, 
Lot  57),  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  161st  street  is  in  business  use,  B  area 
and  Class  1)4  height  districts;  Tinton  avenue  is  in  business 
use,  B  area  and  Class  1)4  height  districts;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  1,  1946,  re  Alt.  Applic.  898-46,  reads : 

“1.  The  proposed  use  of  a  wet  wash  laundry  in  a 
Business  District  is  contrary  to  Article  II,  section  4, 
subdivision  51  of  the  Zoning  Resolution  and  is  there¬ 
fore  denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  77.36  ft.  front  by  100  ft.  in  depth,  on  which  is 
located  a  building  77.36  ft.  by  50  ft.  in  depth,  one  story 
(13  feet)  in  height  of  Class  3  construction;  that  it  is  pro¬ 
posed  to  install  thirty-one  standard  household  self-service 
washing  machines,  approved  by  the  Board ;  and 

Whereas,  the  applicant  contends  that  this  neighborhood 
has  few  and  inadequate  sanitary  facilities,  and  consists  pre¬ 
dominantly  of  unheated  old-law  tenements  occupied  by  people 
with  very  limited  incomes ;  that  in  such  a  neighborhood  this 
type  of  self-service  laundry  constitutes  a  distinct  contribu¬ 
tion  to  the  public  health  and  welfare;  that  the  proposed 
installation  is  similar  to  a  number  of  others  recently  granted 
by  the  Board;  that  it  will  consist  of  31  approved  Electric 
wasting  machines,  each  having  a  capacity  of  10  pounds  of 
dry  clothes  and  operated  by  a  fractional  h.p.  motor ;  that 
the  machines  will  be  installed  in  accordance  with  all  rules 
and  regulations  of  all  municipal  departments;  that  only  two 
persons  will  be  employed,  since  the  operation  is  self-service 
with  patrons  doing  their  own  washing ;  that  ordinary  house¬ 
hold  soap  powder  and  hot  water  are  the  only  cleansing 
agents  used  in  the  washing  operation;  no  steam  will  be  used 
and  there  will  be  no  noxious  odors  or  excessive  noise  con¬ 
nected  with  the  operation;  that  the  premises  will  remain  a 
store,  as  at  present  and  no  structural  alterations  are  involved 
in  the  change  of  occupancy;  that  the  use  of  these  premises 
for  the  stated  purpose  can  in  no  way  adversely  affect  the 
character  of  the  neighborhood  or  its  property  values  but 
will  rather  directly  benefit  the  occupants  of  the  surround¬ 
ing  buildings ;  that  in  view  of  these  facts  it  is  requested  this 
appeal  be  granted  to  permit  the  occupancy  as  proposed  for 
a  temporary  term  of  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution  ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof  for 
a  term  of  five  years,  to  permit  the  portion  of  the  premises 
indicated  on  plans  submitted  with  this  application  marked 
“Received  October  16,  1946”  (2  sheets),  on  condition  that 
only  thirty-one  (31)  automatic  washing  machines  as  may 
be  approved  by  the  Board  shall  be  installed ;  that  no  laundry 
work  shall  be  done  on  the  premises  other  than  in  such 
machines ;  that  during  the  term  of  this  variance  the  premises 
shall  be  occupied  for  no  other  use  than  that  herein  per¬ 
mitted  ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  and  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
resolution. 


796-46-BZ 

APPLICANT— William  R.  Shirley,  for  William  Hionas, 
owner  (Samuel  B.  Wurber,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 8411  (8413  displayed)  5th  ave¬ 
nue,  east  side,  86  ft.  1)4  in.  south  of  84th  street 
(Block  6027,  Lot  5),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant  :  William  Shirley. 

For  Opposition:  John  Cincotta  and  Walter  Gott¬ 
lieb. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 

THE  RESOLUTION  (796-46-BZ) 

Whereas,  William  R.  Shirley  for  William  Hionas, 
owner,  Samuel  B.  Wurber,  lessee,  filed  October  21,  1946, 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry  for 
a  term  of  five  (5)  years:  premises  8411  5th  avenue  (8413 
displayed)  east  side,  86  ft.  1)4  in.  south  of  84th  street 
(Block  6027,  Lot  5),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  December  10,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  5th  avenue  is  in  a  business  use,  C 
area  and  Class  1)4  height  district;  84th  street  is  in  a 
residence  and  business  use,  C  area  and  Class  1)4  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  16,  1946,  re  Alt.  Applic.  4488-46,  reads: 

“1.  Proposed  wet  wash  laundry  located  within  a 
business  use  district,  is  contrary  to  Art.  2  Sect.  4a-51  of 
the  zoning  resolution.” 
and  \ 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  21  ft.  5)4  in.  frontage  by  83  ft.  4)4  in.  in  depth, 
irregular,  on  which  is  located  a  building  21  ft.  5)4  in.  front 
by  60  ft.  in  depth,  irregular,  3  stories,  35  ft.  in  height,  of 
Class  3  construction,  presently  used  as  store  and  apartments, 
that  it  is  proposed  to  install  20  self-service,  home  type 
laundry  washing  machines,  approved  under  Cal.  136-46-SA; 
and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  20  Bendix  washing  machines  in  the  store,  each 
machine  operated  by  a  )4  H.P.  motor,  each  machine  with 
an  individual  capacity  of  10  lbs.  of  dry  clothes,  each  ma¬ 
chine  to  be  placed  on  a  platform  so  arranged  as  to  eliminate 
vibration  and  sound ;  that  the  retail  rental  laundry  thus 
formed  will  have  a  launderette  franchise  issued  by  the 
Telecoin  Corporation  and  will  have  only  two  employees  as 
the  customers  do  their  own  work ;  that  ordinary  household 
soap  powder  will  be  used  and  normal  hot  water  will  be 
provided  by  the  use  of  an  oil  heater  and  copper  coil ;  that 
no  steam  will  be  manufactured  on  the  premises  and  no 
obnoxious  odors  or  excessive  noise  will  form  a  part  of  the 
operation ;  that  there  are  few  and  inadequate  sanitary  facili¬ 
ties  in  the  neighborhood  and  this  installation  will  prove  a 
definite  contribution  to  public  health  and  lighten  the  burden 
of  the  housewife;  that  it  is  respectfully  requested  a  variance 
be  granted  to  permit  the  lessee  to  operate  the  establishment 
for  a  period  of  five  years  to  enable  him  to  amortize  his 
investment  in  this  venture  and  the  owner  to  realize  sufficient 
incbme  to  pay  the  taxes  and  repairs  of  building;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby- is  denied. 


803-46-BZ 

APPLICANT — William  R.  Shirley,  for  Trevor  M.  Bahren- 
burg,  owner  (A1  Abrahams  and  Nathan  Newman, 
lessees). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 168  Rutledge  street,  southeast 
corner  of  Lee  avenue  (Block  2226,  Lot  7),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley  and  A1  Abrams. 
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For  Opposition :  T.  V.  Clably  and  Rose  Feldman. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

AC  HON  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (803-46-BZ) 

Whereas,  William  R.  Shirley,  for  Trevor  M.  Bahren- 
burg,  owner;  A1  Abrams  and  Nathan  Newman,  lessees,  filed 
October  23,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry  for  a  term  of  five  (5)  years;  premises:  168 
Rutledge  street,  southeast  corner  of  Lee  avenue  (Block 
2226,  Lot  7),  Borough  pf  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Rutledge  street  is  in  residence  and  business 
use,  B  area  and  Class  \l/2  height  districts;  Lee  avenue  is 
in  a  business  use,  B  area  and  Class  V/2  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  21,  1946,  re  Alt.  Applic.  4536-46,  reads : 

“Proposed  alteration  to  install  a  steam  or  wet  wash 
laundry  in  a  business  district  is  contrary  to  Article  II, 
Section  4  (a)  subdivision  51  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  21  ft.  frontage  by  80  ft.  in  depth,  on  which  is  located 
a  building  21  ft.  by  59  ft.,  6  in.  in  depth,  3  stories  (35  feet) 
in  height,  of  Class  3  construction,  presently  used  as  stores 
and  apartments;  that  it  is  proposed  to  install  twenty-three 
automatic  self-service  home  type  washing  machines,  as  ap¬ 
proved  under  Cal.  No.  136-46-SA ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  23  Bendix  Washing  machines  in  the  store,  each  ma¬ 
chine  operated  by  a  )4  h.p.  motor  and  having  an  individual 
capacity  of  10  lbs.  of  dry  clothes ;  each  machine  is  placed 
on  a  platform  so  arranged  as  to  eliminate  vibration  and 
sound ;  that  the  Retail  Rental  Laundry  thus  formed  will  have 
a  “Launderette”  franchise  issued  by  the  Telecoin  Corp.  and 
will  have  only  two  employees  as  the  customers  do  their  own 
work;  that  ordinary  household  soap  powder  will  be'  used 
and  normal  hot  water  provided  by  the  use  of  an  oil  heater 
and  copper  coil ;  no  steam  will  be  manufactured  on  the 
premises  and  no  obnoxious  odors  or  excessive  noise  will 
form  a  part  of  the  operation;  that  there  will  be  no  pick-up 
trucks  or  delivery  trucks  used  as  part  of  the  operation ; 
that  there  are  few  and  inadequate  sanitary  facilities  in  the 
neighborhood  and  this  installation  will  prove  a  definite  con¬ 
tribution  to  public  health  and  lighten  the  burden  of  the 
housewife;  that  it  is  requested  that  a  variance  be  granted 
for  a  period  of  five  years  to  enable  the  lessees  to  amortize 
their  investment  and  for  the  owner  to  realize  sufficient  in¬ 
come  to  pay  taxes  and  repairs  of  building;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied  as 
proposed  and  as  indicated  on  plans  filed  with  this  application, 
marked  “Received  October  23,  1946,”  (4  sheets),  on  condi¬ 
tion  that  not  more  than  twenty-three  washing  machines,  as 
approved  by  the  Board  under  Cal.  136-46-SA  shall  be 
installed ;  that  no  laundry  work  shall  be  done  other  than  in 
the  machines  themselves ;  that  during  the  term  of  the  vari¬ 
ance,  the  premises  shall  be  occupied  by  no  other  use;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  and  that  all  permits  re¬ 


quired  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


811-46-BZ 

APPLICANT — John  H.  Knubel,  for  Jacris  Holding  Corp., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  an  unrestricted  use,  B  area  district,  the 
extension  of  present  building  on  first  floor,  using 
more  than  permitted  area. 

PREMISES  AFFECTED — 174  9th  avenue,  east  side,  74  ft. 
north  of  West  36th  street  (Block  760,  Lot  4),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  John  H.  Knubel. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (811-46-BZ) 

Whereas,  John  H.  Knubel,  for  Jacris  Holding  Corpora¬ 
tion,  owner,  filed  October  18,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  an  unre¬ 
stricted  use,  B  area  district,  the  extension  of  present  building 
on  first  floor  using  more  than  the  permitted  area ;  premises : 
474  9th  avenue,  east  side,  74  feet  north  of  West  36th  street 
(Block  760,  Lot  4),  Borough  of  Manhattan;  and 

V  hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  10,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  9th  avenue  is  in  an  unrestricted  use,  B  area 
and  Class  \l/2  height  district;  West  36th  street  is  in  an  unre¬ 
stricted  use,  B  area  and  Class  \y2  height  district;  and 

V  hereas,  the  decision  of  the  borough  superintendent  dated 
October  14,  1946,  re  amendment  to  Alt.  Applic.  1697-46, 
reads : 

“A-l.  Proposed  extension  is  contrary  to  Sec.  12(b) 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  24  ft.  8  in.  frontage  by  100  ft.  in  depth  on  which  is 
located  a  building  24  ft.  8  in.  front  by  75  ft.  4  in.  in  depth 
(irregular)  five  stories  (60  feet)  in  height,  of  Class  3 
construction,  now  occupied  as  a  store  on  1st  floor;  apart¬ 
ments  above ;  that  it  is  proposed  to  erect  an  extension  in  the 
rear  24  ft.  by  35  ft.  in  depth  one  story,  12  ft.  in  height,  of 
Class  3  construction,  to  be  used  as  stockroom  by  present 
occupant  of  the  store ;  and 

Whereas,  the  block  in  which  plot  is  located  is  occupied 
by  retail  businesses,  as  are  the  blocks  adjoining;  that  to 
carry  out  the  strict  letter  of  the  provisions  of  the  zoning 
resolution  would  place  a  hardship  on  the  owner  and  in  no 
way  benefit  the  general  purpose  and  intent;  that  public 
health,  safety  and  general  welfare  be  improved  or  secured; 
that  the  erection  of  this  extension  would  in  no  way  be  a  detri¬ 
ment  or  affect  adjoining  property  owners,  as  the  yard  of 
No.  474  9th  avenue  on  which  the  proposed  one-story  exten¬ 
sion  is  to  be  erected  is  now  surrounded  on  three  sides  by 
brick  walls  of  a  much  greater  height  in  some  cases  than  the 
walls  of  the  proposed  one  story  extension ;  that  consequently 
no  adjoining  owner  will  be  deprived  of  light,  air  or  safety 
factors;  that  the  store  floor  of  subject  premises  is  at  present 
occupied  as  a  retail  bottle  store  and  the  occupant  owner 
requires  the  additional  space  for  stock  purposes;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  of  the  zoning 
resolution,  to  permit  the  extension  in  area  as  proposed  and 
as  indicated  on  plans  filed  with  this  application,  marked  “Re¬ 
ceived  October  18,  1946”  (2  sheets),  on  condition  that  the 
proposed  extension  shall  not  exceed  one  story  or  12  feet  in 
height  and  shall  be  used  in  connection  with  the  present  first 
floor,  as  proposed ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  requirements  of  the  zoning 
resolution  and  all  other  laws,  rules  and  regulations  applicable 
thereto ;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 


836-46-BZ 

APPLICANT— Daniel  T.  Birdsall,  for  I.  Cohen,  owner 
(Chester  Davison,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1020  East  178th  street,  south 
side,  130.05  ft.  west  of  Boston  road  (Block  3135, 
Lot  22),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Daniel  T.  Birdsall,  Paul  Friedman 
and  Chester  Davison. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Guinee .  3 

Negative :  Commissioner  Blum  .  1 


THE  RESOLUTION  (836-46-BZ) 

Whereas,  Daniel  T.  Birdsall,  for  Mrs.  I.  Cohen,  owner 
(Chester  Davison,  lessee),  filed  October  25,  1946  an  appli¬ 
cation  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district  a  wet  wash  laundry  for  a  term 
of  five  (5)  years,  affecting  premises,  1020  East  178th  street, 
south  side,  130.05  ft.  west  of  Boston  road  (Block  3135,  lot 
22) ,  Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  178th  street  is  in  residence  and 
business  use,  B  area  and  class  1J4  height  districts ;  Boston 
road  is  in  a  business  use,  B  area  and  class  1)4  height  district ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  24,  1946  on  Alt.  Applic.  895-46  reads : 

“A-2.  Proposed  alteration  to  install  twenty  (20) 
washing  machines  in  store  on  1st  floor  and  accessory 
equipment  in  Multiple  Dwelling  cellar  storage  space, 
(See  Certificate  of  Occupancy  #2666-46)  thereby 
changing  use  of  said  space  to  wet  wash  laundry  in  a 
Residence  District,  is  in  violation  of  Article  2,  Sec.  3 
of  the  Zoning  Resolution. 

Note :  That  this  building  is  a  3  story,  3  family  class 
“A”  Multiple  Dwelling  (Old  Law  Tenement).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  25.08  ft.  frontage  by  123.77  ft.  in  depth,  on  which 
is  located  a  building  25  ft.  frontage  by  68  ft.  in  depth, 
3  stories,  34  ft.  in  height,  of  class  4  construction;  that  it  is 
proposed  to  install  20  self-service,  home  type  automatic 
washing  machines  (approved  under  Cal.  136-46-SA)  ;  and 
Whereas,  the  applicant  contends  that  each  Bendix  ma¬ 
chine  is  operated  by  a  *4  h.p.  motor  with  an  individual 
capacity  of  10  lbs.  of  dry  clothes;  that  the  retail  rental 
laundry  will  have  only  two  employees;  that  no  steam  is 


manufactured  on  the  premises  and  no  volatile  fluids  are 
used  and  there  will  be  no  noxious  odors  or  excessive  noise 
from  operation  of  the  proposed  establishment;  that  the 
machines  will  be  anchored  in  such  a  manner  as  to  eliminate 
excessive  vibration  and  noise;  that  there  are  few  and  inade¬ 
quate  sanitary  facilities  in  the  neighborhood  and  this  instal¬ 
lation  will  prove  a  definite  contribution  to  the  public  health 
and  lighten  the  burden  of  the  housewife;  that  the  store  is 
vacant  at  the  present  time  and  was  formerly  occupied  by  a 
bakery  with  ovens  in  the  basement;  that  the  adjoining 
building  to  the  east  on  lot  23  is  an  existing  legal  factory 
and  from  there  to  the  corner  of  Boston  road  are  stores ;  that 
there  are  several  6  story  apartments  in  this  block  and  on 
the  block  to  the  west ;  that  it  is  requested  that  the  granting 
of  this  variance  will  permit  the  lessee  to  amortize  his  invest¬ 
ment  and  the  owner  to  realize  sufficient  income  to  pay  his 
taxes  and  repair  the  building;  that  if  properly  enclosed,  a 
retail  rental  laundry  situated  as  is  this  proposed  installation, 
near  the  borderline  between  a  residence  and  business  district, 
will  save  the  housewife  the  annoyance  of  carrying  her 
laundry  through  a  business  district ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  five  years,  to  permit  the  premises  to  be  occupied 
as  proposed  and  as  indicated  on  plans  filed  with  this  appli¬ 
cation,  marked  “Received  October  25,  1946,”  (4  sheets), 
on  condition  that  not  more  than  twenty  (20)  washing  ma¬ 
chines,  as  approved  by  the  Board  under  Cal.  136-46-SA  shall 
be  installed ;  that  no  laundry  work  shall  be  done  other  than 
in  the  machines  themselves ;  that  during  the  term  of  the 
variance,  the  premises  shall  be  occupied  by  no  other  use ; 
that  sucb  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  and  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


844-46-BZ 

APPLICANT — Paul  Friedman,  for  Gennaro  Lubrano, 
owner  (Morton  Kaiser,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 521  Henry  street,  east  side,  80 
ft.  south  of  Sackett  street  (Block  338,  Lot  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Morton  Kaiser. 
For  Opposition:  John  Cincotta. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . - .  0 

THE  RESOLUTION  (844-46-BZ) 

Whereas,  Paul  Friedman,  for  Gennaro  Lubrano,  owner, 
filed  November  4,  1946,  an  application  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  business  use  district 
a  wet  wash  laundry  for  a  term  of  five  (5)  years,  premises 
521  Henry  street,  east  side,  80  ft.  south  of  Sackett  street 
(Block  338,  lot  6),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Henry  street  and  Sackett  street  are 
in  a  business  use  C  area  and  class  1  height  district;  and 
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Whereas,  the  decision  of  the  borough  superintendent 
dated  October  21,  1946  on  Alt.  Applic.  3704-46  reads: 

“1.  Proposed  alteration  to  establish  a  steam  or  wet 
wash  laundry  in  a  business  district  is  contrary  to  Article 
II,  section  4  (51)  of  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  92  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  frontage  by  47  ft.  in  depth  (typical 
floor  20  ft.  by  40  ft.  in  depth)  3  stories  and  basement,  36 
ft.  in  height,  of  class  3  construction ;  that  it  is  proposed  to 
alter  the  interior  of  the  basement  and  install  20  individual 
automatic  self-service  home  type  washing  machines,  approved 
under  Cal.  136-46-SA ;  and 

Whereas,  the  applicant  contends  that  the  store  at  the 
basement  is  presently  vacant;  that  it  is  proposed  to  alter 
the  interior  of  the  existing  store  in  the  basement  substan¬ 
tially  as  shown  on  plans  filed  with  this  application;  that 
there  will  be  rib  change  in  the  facade  of  the  building  except 
for  the  sign  at  the  front  of  the  store;  that  the  premises, 
when  altered,  will  be  substantially  similar  in  appearance  to 
the  launderette  store  in  Parkchester;  that  the  machines  are 
home-type  machines  with  a  capacity  of  ten  pounds  each ; 
that  the  machines  are  neither  noisy  nor  obnoxious  and  no 
steam  is  used ;  that  there  will  be  no  trucks  or  wagons 
depositing  or  removing  bundles  of  clothes ;  that  the  pro¬ 
posed  use  is  less  objectionable  than  many  uses  which  are 
permitted  in  business  districts  and  which  conceivably  might 
locate  at  this  site ;  that  the  proposed  use  is  similar  in 
operation  to  an  ordinary  store  use ;  that  the  nature  of  the 
use  is  in  no  way  obnoxious  and  will  harm  no  one;  that 
it  will  permit  beneficial  use  of  this  property  without  adversely 
affecting  the  neighborhood  and  would  confer  a  benefit  and 
convenience  to  the  residents  and  promote  public  health ; 
that  the  installation  will  result  in  an  attractive  store;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  five  (5)  years,  to  permit  the  premises  to 
be  occupied  as  proposed,  on  condition  that  such  use  shall 
be  restricted  to  the  basement  story  as  proposed  and  as 
indicated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  Nov.  4,  1946,”  two  sheets,  on  condition  that  not  more 
than  20  approved  washing  machines  shall  be  installed  as 
proposed  and  as  approved  by  the  Board  under  Cal.  136-46- 
SA  ;  that  no  laundry  work  shall  be  done  other  than  in  the 
20  machines  as  proposed;  that  during  the  term  of  this 
variance  the  portion  of  the  premises  proposed  for  the 
laundry  shall  be  used  for  no  other  use ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  the  basement  floor  shall  be 
sufficiently  reinforced  to  the  satisfaction  of  the  borough 
superintendent ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


872-39-BZ 

APPLICANT — Herman  Kron,  for  Paramount  Filling  Sta¬ 
tions,  Inc.,  owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under¬ 
section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  of  an  office,  lubri- 
torium  and  auto  laundry  on  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED— 7001-7019  Bay  parkway,  south¬ 
west  corner  of  West  10th  street  and  1-21  Avenue  O 
(Block  6574,  Lot  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herman  Kron  and  L.  Weissman. 
For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 


ACTION  .OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (872-39-BZ) 

Whereas,  this  application  under  sections  7h  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  on  part  of  a  lot  used  as  a  gasoline  ser¬ 
vice  station,  affecting  premises  7001-7019  Bay  parkway, 
southwest  corner  of  West  10th  street  and  1-23  Avenue  O 
(Block  6574,  Lot  6),  Borough  of  Brooklyn,  was  withdrawn 
on  February  6,  1940 ;  and 

Whereas,  on  May  19,  1942,  an  application  was  again 
withdrawn  which  was  predicated  under  Sections  7 a  and  7h 
of  the  zoning  resolution,  to  permit  the  extension  of  an  ac¬ 
cessory  building  and  also  the  parking  and  storage  of  more 
than  five  motor  vehicles ;  and 

Whereas,  on  March  7,  1944,  an  application  was  again 
withdrawn,  which  was  predicated  under  sections  7h  and  21 
of  the  zoning  resolution,  to  permit  the  parking  and  storage 
of  more  than  five  motor  vehicles ;  and 

Whereas,  an  application  on  anew  proposal,  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  the  extension 
of  an  existing  gasoline  service  station  and  the  erection  of  an 
office  and  lubritorium,  was  denied  by  the  Board  on  July  17, 
1945 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  business  district  the  erection  of  an 
office,  lubritorium  and  auto  laundry  on  the  existing  gasoline 
service  station ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  28,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  December  10,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Bay  parkway,  Avenue  O  and  West 
10th  street  are  all  in  a  business  use,  C  area  and  Class  1 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  12,  1946,  re  N.B.  Applic.  637-45,  reads : 

“2.  Proposed  structure  for  office,  lubritorium  and 
auto  laundry  on  the  same  lot  as  a  gasoline  service 
station  in  a  Business  Use  District  is  contrary  to  Art. 
II  Sec.  4(a)  46  and  Art.  II  Sec.  6  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  175.32  ft.  frontage  by  235.14  ft.  in  depth  (irregular) 
on  which  is  located  a  gasoline  service  station  and  a  one- 
family  dwelling  (20  feet  3  in.  by  48  ft.  2  in.)  presently 
vacant  and  a  2-car  garage  (19.1  by  29.11  ft.)  ;  that  it  is 
proposed  to  erect  a  building  75  ft.  front  by  28  ft.  in  depth, 
one  story,  15  ft.  in  height,  of  Class  3  construction  to  house 
office,  lubritorium  and  auto  laundry;  and 

Whereas,  the  applicant  contends  that  the  building  shown 
on  plan  and  rendering  herewith  filed  will  be  erected  and 
finished  in  accordance  with  such  plans  or  any  other  method 
this  Board  will  subscribe  or  order;  that  the  business  will 
be  conducted  in  a  fine  clean  manner  so  that  no  complaints 
of  the  neighbors  have  to  be  made  against  the  operation  of 
these  premises ;  that  it  is  felt  the  owner  is  entitled  to  relief 
under  Section  7c  for  the  following  reasons:  that  the  build¬ 
ing  and  gas  station  were  erected  prior  to  1925  and  is  thus 
(the  gas  station)  an  existing  nonconforming  use  and  that 
the  Board  is  entitled  to  permit,  where  premises  are  devoted 
to  a  nonconforming  use,  a  new  building  or  use  in  a  more 
restricted  district  or  in  a  district  against  the  proposed  use 
under  such  conditions  as  will  safeguard  the  character  of  the 
district ;  that  the  applicant  feels  the  owner  is  entitled  to 
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relief  under  section  7c  in  the  event  the  Board  does  not  feel 
inclined  to  recognize  the  hardship  above  set  forth  as  a 
hardship  within  the  meaning  of  the  law,  which  would  entitle 
the  owner  to  relief  and  in  the  event  that  the  Board  feels 
the  proposed  extension  of  use  is  not  strictly  within  the 
purview  of  section  7c,  it  is  requested  that  in  the  event  the 
Board  does  not  see  its  way  clear  to  grant  the  relief  sought 
under  section  7c  or  21,  that  alternative  relief  be  granted  for 
a  stated  term  of  years,  since  the  proposed  extension  of  use 
will  not  otherwise  be  specifically  provided  for;  that  the 
proposed  use  of  these  premises  will  be  in  harmony  with  the 
existing  development  of  the  neighborhood  and  its  conduct 
will  be  such  as  not  to  interfere  with  the  welfare  of  the 
inhabitants ;  that  the  owner  is  willing  to  surround  the  premi¬ 
ses  with  such  safeguards  as  the  Board  may  deem  necessary 
to  protect  the  surrounding  area;  that  as  to  objection  3,  same 
will  be  complied  with ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  for  a 
term  of  ten  (10)  years,  to  permit  the  portion  of  the  premises 
with  a  depth  of  75  ft.  from  Bay  parkway  as  indicated  on 
revised  plans  marked  “Received  December  6,  1946”,  three 
sheets,  to  be  altered  and  remodeled  as  indicated  on  such 
plans,  on  condition  that  no  other  portion  of  the  plot  shall  be 
used  in  connection  with  the  gasoline  service  station  or  any 
uses  in  connection  therewith ;  that  all  existing  buildings  in¬ 
cluding  the  residential  building  now  on  the  premises  shall  be 
removed ;  that  the  premises  shall  be  leveled  substantially  to 
the  grade  of  surrounding  streets  and  the  station  re-arranged 
and  constructed  as  indicated  on  such  plans ;  that  the  acces¬ 
sory  building  shall  be  of  the  design  and  arrangement  as 
indicated  on  such  plans  complying  in  all  respects  with  the 
requirements  of  the  building  code  therefor ;  that  the  facade 
of  the  building  shall  be  constructed  of  face  brick  on  the 
three  exposed  sides;  that  the  roof  shall  be  surfaced  with 
natural  slate  shingles ;  that  any  windows  erected  in  the  rear 
shall  be  fireproof  and  self-closing;  that  the  greasing  equip¬ 
ment  shall  be  of  the  hydraulic  lift  type ;  that  no  cellar  shall 
be  constructed  under  the  building  and  any  heating  equipment 
shall  be  on  the  first  floor  and  of  an  approved  type ;  that 
on  the  southerly,  easterly  and  westerly  walls  where  shown 
there  shall  be  erected  a  substantial  fence  consisting  of  a 
masonry  brick  base  not  less  than  2  ft.  6  in.  high  and  not 
less  than  12  in.  in  thickness,  upon  which  shall  be  erected 
an  ornamental  steel  fence  to  a  total  height  of  not  less  than 
5  ft.  6  in. ;  that  planting  shall  be  maintained  along  such 
fences  as  indicated,  not  less  than  3  ft.  in  width  and  such 
planted  areas  shall  be  protected  with  a  concrete  curb  not 
less  than  6"  high  and  6"  in  width  on  a  proper  foundation ; 
that  pumps  shall  be  of  the  parkway  type  with  brick  pedes¬ 
tals  and  shall  be  erected  substantially  in  the  locations  as 
indicated  but  not  nearer  than  15  ft.  from  the  building  line 
to  the  face  of  the  pump;  that  curb  cuts  shall  be  restricted 
to  three  (3)  curb  cuts  as  indicated  from  Bay  parkway  only, 
30  ft.  in  width  each,  and  no  curb  cut  to  be  nearer  than 

10  ft.  to  the  side  lot  line  to  the  west  as  extended;  that 

where  not  covered  by  the  accessory  building,  pumps  and 
planting,  the  premises  shall  be  surfaced  with  concrete  with 
black  coloring  matter  or  with  asphalt;  that  a  new  sidewalk 
and  curbing  shall  be  constructed  along  Bay  parkway  and 
along  West  10th  street  as  far  as  the  gasoline  station  extends; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  signs  shall 
be  restricted  to  a  permanent  sign  attached  to  the  facade 

of  the  accessory  building  and  the  illuminated  globes  of  the 

pumps  but  permitting  one  post  standard  within  the  building 
line  of  Bay  parkway  for  supporting  a  sign  which  may  be 
illuminated  advertising  only  the  brand  of  gasoline  on  sale 
and  permitting  such  sign  to  extend  beyond  the  building  line 


for  a  distance  of  not  more  than  4  ft. ;  that  the  balance  of 
the  plot  shall  be  used  only  for  a  conforming  use  as  proposed 
in  accordance  with  the  requirements  of  the  zoning  resolu¬ 
tion;  that  complete  working  drawings  showing  also  installa¬ 
tion  of  gasoline  tanks  shall  be  submitted. to  the  Board  for 
approval  before  filing  with  the  Borough  Superintendent ; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

805-46-A 

APPLICANT — Glick  and  Gelbman,  for  Lebanon  Hospital 
Association,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— North  side  of  Westchester 
avenue,  block  front  between  Cauldwell  and  Trinity 
avenues  (entire  Building  #1)  ;  (Block  2628,  Lot  1), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  M.  Glick  and  S.  Weiss. 

For  Opposition :  Arnold  Fassler. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.,  for  inspection  by  Committee  of  Board 
in  connection  with  Cal.  742-46-BZ. 


926-46-A 

APPLICANT — Fred  M.  Schildwachter  and  Sons,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Transportation  of  fuel  oil  in  Tank  Truck 
in  New  York  City  (construction  of  tank  not  in 
conformity  with  Fire  Department  specifications  cov¬ 
ering  Tank  Trucks). 

APPEARANCES— 

For  Applicant :  Fred  M.  Schildwachter. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946  at 
10  A.  M.,  for  further  consideration. 


229-45-A 

APPLICANT — Brightman  Leather  Co.,  lessee,  for  Butler 
Street  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  Ah  FECTED — 302-322  Butler  street,  south- 
side,  150  ft.  east  of  3rd  avenue  (3rd  floor)  ;  (Block 
413,  Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Emanuel  Boskey. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (229-45-A) 

Whereas,  Brightman  Leather  Co.,  Inc.,  lessee,  for  Butler 
Street  Realty  Corp.,  owner,  filed  April  17,  1945  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
302-322  Butler  street,  south  side,  150  ft.  east  of  3rd  avenue, 
3rd  floor  (Block  413,  lot  15),  Borough  of  Brooklyn;  and 
Whereas,  Order  99079-C  issued  by  the  fire  commissioner 
February  27,  1945  reads  : 

Forthwith 

“1.  Surrender  to  the  bearer  Fire  Department  Permit 
#255511,  expiring  August  31,  1945,  and  authorizing  the 
storage  and  use  of  paints,  lacquers,  etc.,  on  above 
premises  as  it  is  revoked  until  the  following  is  com¬ 
plied  with. 


MINUTES 


2.  Provide  that  the  exhaust  fan  control  shall  be 
interconnected  with  the  spray  gun  so  as  to  operate 
simultaneously  and  shall  in  addition,  be  arranged  to 
operate  independently  of  spray  gun.  Rule  3.2,  Spray 
Rules.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  March  26,  1945 ;  and 

Whereas,  the  applicant  states  that  the  building  is  4  stories, 
50  ft.  in  height,  100  ft.  by  50  ft.  in  area,  of  class  3  con¬ 
struction,  erected  prior  to  1900,  located  in  an  unrestricted  use 
B  area  class  ll/2  height  district,  and  used  and  occupied  since 
1914:  1st  floor— tanning,  embossing  and  boiler  room— 15 
persons ;  2nd  floor — leather  finishing  and  office — 22  persons ; 
3rd  floor — leather  decorating — 15  persons;  4th  floor — leather 
tacking— 4  persons ;  that  no  change  in  use  or  occupancy  is 
proposed ;  that  the  building  is  equipped  with  a  ’one  source 
sprinkler  system,  interior  fire  alarm  system  and  fire  drills 
are  not  maintained ;  that  there  are  two  44"  wide  wood  stairs, 
metal  enclosed,  equipped  with  wood  self-closing  doors  and 
leading  direct  to  street  but  not  to  roof ;  that  a  ladder  and 
scuttle  is  provided  to  roof ;  that  there  are  two  fire  escapes 
leading  to  roof  by  stairs  and  to  street  by  ladder  and  to  yard 
by  stairs  with  egress  to  street  through  open  driveway;  that 
windows  and  doors  on  the  course  of  the  fire  escape  are 
fireproof  self-closing;  and 

Whereas,  the  applicant  contends  that  to  comply  with  the 
requirements  for  the  installation  of  a  new  exhaust  fan  con¬ 
trol  would  place  an  undue  hardship  on  the  lessee  due  to  the 
fact  that  the  many  spray  booths,  spray  guns  and  blowers 
which  have  been  installed  in  various  parts  of  the  building 
are  driven  from  a  main  transmission  belt  receiving  its  power 
from  a  steam  engine  located  on  the  premises;  that  there 
are  approximately  30  different  types  of  air  brushes  each  one 
having  its  own  booth  and  exhaust  fan,  all  receiving  air  from 
the  compressor  and  the  exhaust  booths  receiving  the  trans¬ 
mission  power  from  the  main  engine  belt  located  on  the 
ground  floor ;  that  after  consultation  with  electrical  and 
mechanical  authorities  it  is  felt  that  the  layout  at  this  plant 
is  so  different  from  the  ordinary  type  of  sprayer  or  blower 
combination  that  it  probably  is  an  exception  to  the  rule ; 
that  many  of  the  installations  in  the  plant  have  been  in  use 
for  15,  20  and  25  years  and  have  all  been  approved  from 
time  to  time. 

Resolved,  that  the  decision  of  the  fire  commissioner,  acting 
on  Order  99079-C,  be  and  it  hereby  is  modified  and  that 
t  the  appeal  be  and  it  hereby  is  granted  on  condition  that  in 
each  spray  booth  there  shall  be  an  exhaust  fan  connected  to 
the  shaft  driven  machinery  which  will  operate  at  all  times 
1  while  the  spraying  is  in  operation;  that  the  sprinkler  system, 
and  interior  fire  alarm  system  shall  be  maintained  in  accord- 
i  ance  with  the  requirements  therefor. 


641-46-A 

t  .  APPLICANT — Siegel  and  Green,  for  Puritan  Land  Corp., 
owner  (Utopia  Amusement  Corp.,  lessee). 

\  SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 68-01  to  68-31  Fresh  Meadow 
lane,  175-02  to  175-18  68th  avenue,  southeast 
corner  and  176-01  to  176-09  69th  avenue,  northeast 
corner  of  Fresh  Meadow  lane  (Block  6930,  Lots 
1,  11  and  15),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Siegel  and  Abraham  Lev- 
ingson. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . .  0 

THE  RESOLUTION  (641-46-A) 

Whereas,  Siegel  and  Green,  for  Puritan  Land  Corp., 
owner ;  Utopia  Amusement  Corp.,  lessee,  filed  September 


9,  1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises;  68-01  to  68-31  Fresh  Meadow 
Lane,  175-02* to  175-18  68th  avenue,  southeast  corner  and 
176-01  to  176-09  69th  avenue,  northeast  corner  (Block  6930, 
Lots  1,  11  and  15),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  5,  1946,  re  Alt.  Applic.  1906-45,  reads: 

“1.  Courts  or  passageways  for  emergency  use  must 
be  provided  on  each  side  as  required  by  Sec.  12.10.2.1 
B.C.  also  Sec.  12.10.2.2.(8)  B.C.” 

and 

Whereas,  the  applicant  states,  that  the  premises  consist 
of  a  plot  274  ft.  by  189  ft.  and  96  ft.  irregular,  in  area, 
located  in  business  and  residence  use,  D  area,  Class  1  height 
district,  on  which  there  exists  a  one  story  theatre  and 
store  building  15  ft.  and  32  ft.  in  height;  that  the  theatre 
auditorium  portion  as  now  existing  is  137  ft.  in  width  and 
54  ft.  in  depth;  erected  in  1940  and  used  and  occupied  since 
erection  as  a  motion  picture  theatre,  599  seats,  and  retail 
stores  and  proposed  to  be  increased  in  area  to  187  ft.  in 
width  and  54  ft.  in  depth,  as  indicated  on  plans  filed  with 
this  appeal  and  after  alteration  to  be  used  and  occupied 
as  a  motion  picture  theatre,  956  seats,  and  retail  stores ; 
that  it  is  proposed  to  install  a  standpipe  system  in  the 
building,  pursuant  to  Section  C26-746.0,  subdivision  2  of 
the  Administrative  Code ;  and 

Whereas,  the  applicant  contends  that  this  is  an  applica¬ 
tion  for  variation  of  Section  C26-731.0,  to  permit  one  of 
the  emergency  exit  courts  on  the  west  side  to  be  arranged 
as  shown  on  plans  filed  with  this  appeal ;  that  the  east 
exit  court  will  be  arranged  in  full  compliance  with  the 
Administrative  Code;  that  the  theatre  is  now  a  599  seat 
house  but  due  to  its  proposed  increase  in  capacity  to  956 
seats,  emergency  exit  courts  are  required  on  each  side  of 
the  auditorium;  that  to  provide  an  emergency  exit  court 
on  the  west  side  would  be  a  practical  difficulty  and  unneces¬ 
sary  hardship  as  there  are  existing  stores  abutting  this 
wall  of  the  auditorium ;  that  these  stores  are  fully  rented 
and  in  order  to  provide  the  entire  court  it  would  be  neces¬ 
sary  to  demolish  the  rear  of  these  stores ;  that  it  is  proposed 
to  omit  the  portion  of  the  side  emergency  exits  where  the 
existing  stores  occur  and  to  provide  side  emergency  exits 
only  alongside  of  the  new  auditorium  extension ;  that  the 
total  number  of  required  doors  on  this  side  emergency 
exit  will  be  provided,  except  that  these  doors  will  not  be 
spaced  as  required  by  Subdivision  8  of  C26-731.0  of 
Administrative  Building  Code;  that  to  compensate  for  this 
re-location  of  the  emergency  exit  doorways  on  the  west 
wall,  one  additional  emergency  exit  doorway  will  be  pro¬ 
vided  on  the  east  side  of  the  auditorium  adjacent  to  the 
crossover ;  that  in  all  other  respects  the  emergency  exits 
will  comply  fully  with  the  Administrative  Code  require¬ 
ments  ;  that  the  building  is  Class  1  construction  and  limited 
solely  for  the  display  of  motion  pictures  without  a  stage, 
except  for  a  platform  and  without  dressing  rooms  or 
scenery. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1906-45  dated  September  5,  1946,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  exits  on  the  westerly  side 
of  the  auditorium  proposed  to  be  enlarged  shall  be  con¬ 
structed  and  maintained  as  indicated  on  plans  filed  with 
this  appeal,  marked  “Received  September  9,  1946”,  three 
sheets,  provided  that  the  additional  exits  shall  be  con¬ 
structed  on  the  easterly  side  as  indicated  on  plans  filed  with 
building  zone  application  640-46-BZ  and  as  required  by  the 
resolution  adopted  thereunder  this  day ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
the  zoning  resolution  and  all  other  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  640-46-BZ. 


737-46-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York,  owner. 


1425 


MINUTES 


SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent  and  the  fire  commissioner. 

PREMISES  AFFECTED— 1024-1504  Schenck  avenue, 
southwest  corner  of  Fairfield  avenue  (Blocks  4440, 
4441,  4442  and  4452,  Lots  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  S.  H.  Greenhill,  S.  W.  Steffensen, 
and  I.  G.  Brinckerhoffer,  Jr. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  . >. .  0 

THE  RESOLUTION  (737-46-A) 

Whereas,  Department  of  Public  Works,  of  the  City  of 
New  York,  owner,  filed  September  30,  1946  an  appeal  from 
a  decision  of  the  borough  superintendent  and  a  decision  of 
the  fire  commissioner,  affecting  premises  1024-1504  Schenck 
avenue,  west  side,  between  Collins  and  Fairfield  avenues 
(26th  Ward  Sewage  Treatment  Works)  (Blocks  4440,  4441, 
4442  and  4452),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
September  16,  1946  on  amendment  to  N.  B.  Applic.  183-43 
reads : 

“1.  The  storage  of  liquefied  chlorine  in  one  ton 
cylinders  is  deemed  too  hazardous  and  is  denied  in  the 
interest  of  public  safety.  Ch.  19-11  and  Ch.  19.95.0, 
Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
November  19,  1946  reads: 

“Your  application  dated  October  21,  1946,  requesting 
a  permit  for  the  storage  of  46  one  ton  cylinders  for  the 
storage  of  Liquefied  Chlorine  on  above  captioned 
premises,  is  hereby  disapproved  for  the  reason  that  it  is 
still  the  policy  of  this  department  to  consider  the  storage 
of  liquefied  chlorine  in  ton  cylinders  contrary  to  the 
interest  of  public  safety. 

In  the  event,  that  you  have  started  to  store  chlorine 
in  ton  cylinders  on  above  premises,  you  are  hereby 
ordered  as  follows: 

1.  Discontinue  the  storage  and  use  of  liquefied 
chlorine  in  ton  cylinders  on  above  premises  as  such 
storage  is  contrary  to  the  ’interest  of  public  safety. 
C19-11.0,  Administrative  Code.” 

and 

\\  hereas,  the  applicant  contends  that  the  city  is  required 
by  chapters  3  and  4  of  the  Laws  of  1936  to  treat  sewage 
discharging  to  the  waters  of  Jamaica  Bay;  that  chlorine  is 
the  only  known  practical  agent  that  will  produce  an  effluent 
of  high  degree  of  purity;  that  the  State  Board  of  Health 
will  not  grant  a  permit  for  the  erection  and  use  of  this 
sewage  treatment  works  unless  it  is  equipped  to  chlorinate 
its  effluent;  that  on  January  7,  1936  the  Board  permitted  the 
storage  and  use  of  one  ton  chlorine  drums  at  the  Coney 
Island  Sewage  Treatment  plant  and  on  July  14,  1937  the 
fire  commissioner  approved  the  chlorine  facilities  including 
the  use  of  one  ton  drums  for  Paerdegat  Basin,  26th  Ward 
and  Jamaica  temporary  treatment  plants;  that  on  October  10, 
1940  the  fire  commissioner  approved  the  chlorine  facilities 
for  the  permanent  Jamaica  Sewage  Treatment  Works  in¬ 
cluding  the  use  of  one  ton  drums  of  Chlorine,  an  installa¬ 
tion  similar  to  that  involved  in  this  appeal  except  for  the 
additional  safety  precautions  which  it  is  proposed  to  provide 
in  this  26th  Ward  Works;  that  this  appeal  relates  to  the 
permanent  plant  to  be  built  at  the  site  of  the  old  26th  Ward 
Sewage  Treatment  Works  discharging  into  Jamaica  Bay 
through  the  Hendrix  Street  Canal;  that  if  this  appeal  be 
denied  the  Department  would  have  to  resort  to  the  use  of 
150  lb.  chlorine  cylinders  to  meet  the  State  Board  of  Health 
requirements;  that  if  150  lb.  cylinders  were  used,  1 3y3  times 
as  many  of  these  cylinders  would  have  to  be  connected  and 
disconnected  as  with  one  ton  drums;  that  as  most  chlorine 
leaks  occur  at  these  connections,  the  danger  of  a  chlorine 


leak  is  increased  many  times ;  that  during  the  past  7Vi  years 
the  city’s  plans  have  received  and  used  4124  tons  of  chlorine 
in  one  ton  drums  without  any  unfavorable  incidents ;  that 
the  transportation,  storage  and  use  of  chlorine  has  been 
carried  out  by  trained  and  experienced  personnel  in  strict 
conformity  .with  the  safety  regulations  promulgated  by  the 
Interstate  Commerce  Commission,  the  Fire  Department  and 
the  Board ;  that  the  entire  chlorination  plant  will  be  under 
the  constant  .direct  supervision  of  employees  holding  certifi¬ 
cates  of  fitness ;  that  provisions  are  made  for  transportation 
of  the  chlorine  drums  by  convoy  trucks  from  railroad  siding 
to  the  plant  in  strict  accordance  with  Fire  Department 
regulations ;  that  the  chlorine  building  will  be  fireproof, 
located  more  than  150  ft.  from  any  other  building  or 
enclosed  operating  space  on  the  site ;  that  it  will  be  isolated 
from  the  nearest  adjacent  property  by  the  Hendrix  Street 
Canal  and  more  than  150  ft.  in  distance;  that  the  basement 
will  house  the  effluent  water  pumps  in  a  pit,  and  an 
emergency  exhaust  ventilating  system,  including  fan,  caustic 
soda  solution  spray  chamber  and  circulating  pump ;  that  the 
evaporators,  chlorinators,  electric  controls,  office,  toilet,  etc. 
will  be  located  on  the  floor  above  the  basement;  that  the 
chlorine  storage  operating  pits  and  caustic  soda  tanks  are 
in  a  one  story  wing  of  this  building;  that  two  methods  are 
provided  for  the  handling  of  any  chlorine  leak ;  that  the 
first  method  embraces  flooding  the  chlorine  drums  with  a 
caustic  soda  solution  and  the  second  neutralizes  leaking 
chlorine  gas  by  conveying  it  through  a  ventilating  system  to 
a  caustic  soda  spray  chamber;  that  these  systems  may  be 
used  jointly  or  separately;  that  space  for  40  chlorine  drums 
in  storage  and  6  in  operation  is  provided  in  three,  four  foot 
deep  pits  which  may  be  flooded  with  50%  caustic  soda 
solution  through  three  six-inch  pipes  from  three  6,000  gallon 
capacity  storage  tanks  and  by  city  water  through  three 
six-inch  pipes ;  that  the  quick  opening  caustic  soda  and  city 
water  plug  valves  are  operated  from  the  exterior  of  the 
building ;  that  the  pits  and  spray  chamber  will  drain  to  the 
30-inch  main  plant  drain;  that  the  drains  will  normally  be 
closed ;  that  the  storage  and  operating  pit  valves  are  located 
and  operated  outside  the  building;  that  the  drums  will  be 
supported  on  cradles  and  anchored  to  the  floor  except  for 
the  drums  in  the  operating  pit  which  will  be  placed  and 
anchored  on  scale  platforms  on  cradles ;  that  the  scales  will 
be  anchored  to  the  floor ;  that  individual  liquid  chlorine 
lines  will  run  from  each  drum  in  the  operating  pit  to  a 
header  located  in  the  evaporator  room ;  that  each  line  is 
valved  to  permit  isolating  any  operating  drum ;  that  the 
valves  are  located  in  the  evaporator  room ;  that  the 
emergency  exhaust  ventilating  system  will  remove  chlorine 
contaminated  air  from  any  of  the  three  storage  bays  and 
operating  space,  or  from  any  of  the  rooms ;  that  the  fan 
discharges  through  the  spray  chamber  and  stack  to  the 
atmosphere  above  the  building;  that  water  will  be  fed 
automatically  to  the  spray  chamber  pond  by  a  float  controlled 
valve  and  50  per  cent  caustic  soda  solution  will  be  fed 
manually  to  the  pond  from  a  900  gallon  tank  located  over 
the  operating  pit,  by  a  quick  opening  plug  valve  operated 
from  the  exterior  of  the  building;  that  the  spray  chamber 
circulating  pump,  the  exhaust  fan  and  the  normally  closed 
motor-operated  exhaust  duct  dampers  will  all  be  controlled 
individually  from  a  common  panel  located  on  the  exterior 
bf  the  building;  that  adjacent  to  this  panel  will  be  the  glass 
covered  cabinets  containing  four  approved  chlorine  gas 
masks  and  the  wrenches  for  operating  the  caustic  soda  solu¬ 
tion  and  fresh  water  valves;  that  the  chlorine  drums  will 
be  received  at  railroad  sidings  and  transported  from  there  to 
the  plant  in  strict  accordance  with  the  Fire  Department  regu¬ 
lations  in  same  manner  as  chlorine  is  now  being  transported 
to  the  temporary  chlorination  plant  at  the  old  26th  Ward 
Sewage  Treatment  Works;  that  at  the  site,  the  chlorine 
drums  will  be  unloaded  directly  from  the  convoy  trucks  in  a 
paved  area  served  by  three  lines  of  overhead  monorails; 
that  these  will  extend  into  the  chlorine  building  and  over 
the  three  storage  and  operating  pits;  that  forty-four  chlorine 
drums  can  now  be  accommodated  in  the  building,  with  two 
spaces  available  for  future  installation  of  scales  and  connec¬ 
tions  in  the  operating  pit;  that  two  two-ton  electric  hoists 
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will  be  provided  for  the  transfer  of  chlorine  drums  from  the 
trucks  to  the  storage  cradles;  that  each  hoist  will  be  pendant 
1  controlled  and  be  equipped  with  both  an  interlocked  electric 
solenoid  brake  and  an  automatic  mechanical  load  brake;  that 
the  trolleys  will  be  motor-driven  single  track. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  Applic.  183-43,  Objection  1,  and  the  decision 
of  the  fire  commissioner  dated  November  19,  1946,  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  plant  and  equipment  shall  be 
arranged,  installed  and  maintained  substantially  as  proposed 
and  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  September  30,  1946,”  5  sheets,  and  on  the  further 
condition  that  the  requirements  for  a  similar  installation  as 
passed  upon  by  the  Board  under  Cal.  No.  348-4S-A,  shall  be 
complied  with  insofar  as  they  apply,  as  indicated  on  resolu¬ 
tion  adopted  by  the  Board  on  April  21,  1936,  as  amended 
May  4,  1937,  and  that  the  requirements  therein  as  to  the 
number  of  certificates  of  fitness  and  gas  masks  shall  be 
maintained  and  complied  with;  that  the  entire  operation  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner. 


869-46-A 

APPLICANT — The  Permutit  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 5401  1st  avenue,  southeast 
corner  of  East  54th  street  (Block  820,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  Pintz  and  Franklin  B. 
Leslie. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
N egative :  .  0 

THE  RESOLUTION  (869-46-A) 

Whereas,  The  Permutit  Company,  owner,  filed  on 
October  22,  1946  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  5401  First  ave¬ 
nue,  southeast  corner  of  54th  street  (Block  820,  Lot  1), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  3141-LC  issued  by  the  fire  commis¬ 
sioner  June  13,  1946  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  September  20,  1946  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  lacquers  and 
thinners  shows  that  the  following  must  be  done  before 
the  permit  requested  by  you  can  be  issued : 

Forthwith 

1.  Discontinue  the  further  storage  and  use  of  hydrogen 
as  such  creates  a  fire  hazard  and  is  against  the  interest 
of  public  safety.  09-11.0,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories,  35.75  ft.  in  height,  73  ft.  6  in.  by  185  ft.  in  area, 
of  class  3  construction,  located  in  an  unrestricted  use  A 
area  class  2  height  district,  erected  in  1914,  and  used  and 
occupied  since  1945  as  follows:  1st  floor — machine  shop  and 
assembly — 75  persons;  2nd  floor — assembly  of  instruments 
—50  persons;  that  no  change  in  use  or  occupancy  is  pro¬ 
posed;  that  the  building  is  equipped  with  three  4  ft.  wide 
■j  fireproof  stairs,  leading  direct  to  street  and  provided  with 
a  ladder  and  scuttle  to  roof  and  one  exterior  stairs  leading 
to  roof  by  ladder  and  to  yard  by  stairs  with  egress  to 
street  through  yard ;  and 

Whereas,  C.  O.  111838  issued  January  26,  1945  permits 
the  use  of  the  building  on  the  first  floor  as  a  boiler  room, 

I  storage  and  machine  shop  with  an  occupancy  of  100  persons, 
on  the  mezzanine  as  toilets,  on  the  2nd  floor  as  office,  toilet 
room  and  machine  shop  with  an  occupancy  of  120  persons 
l  and  such  certificate  states  that  all  material  stored  is  incom- 
1  bustible ;  and 


Whereas,  the  applicant  contends  that  no  change  has 
been  made  in  the  method  of  use  or  storage  of  hydrogen 
from  that  previously  accepted  and  approved  on  numerous 
occasions  by  the  Fire  Department ;  that  hydrogen  is  used 
on  the  2nd  floor  for  the  testing  and  calibrating  of  gas 
analyzing  .instruments;  that  enforcement  of  the  fire  com¬ 
missioner’s  order  would  work  a  hardship  to  the  extent  that 
the  applicant  would  be  no  longer  able  to  manufacture  the 
gas  analyzing  instruments  which  must  be  tested  and  cali¬ 
brated  with  hydrogen;  that  no  more  than  two  #1A 
cylinders  of  160  cu.  ft.  capacity  each  are  on  the  premises 
at  any  one  time  and  only  one  of  which  is  in  use  at  any 
one  time ;  that  the  cylinder  in  use  is  stored  in  a  locked 
enclosure  ventilated  to  the  roof  and  this  installation  has 
been  inspected  on  previous  occasions  and  approved  by  the 
Division  of  Combustibles  and  permits  issued  permitting 
the  use  of  hydrogen  and  it  is  therefore  requested  that  the 
Board  modify  order  3141-LC  to  permit  the  continued  use 
of  the  hydrogen  as  herein  described;  and 

Whereas,  the  Fire  Department  records  indicate  that  on 
September  30,  1943  inspection  discloses  that  one  cylinder 
of  hydrogen  gas  was  used  on  the  premises ;  that  on  February 
15,  1944  Order  No.  96547  LC  was  issued  by  the  fire  com¬ 
missioner  and  item  3  of  such  order  required  that  a  metal 
cabinet  be  provided  vented  directly  to  the  outer  air  for 
the  storage  of  hydrogen  gas  and  that  item  3  of  the  order 
was  marked,  “Complied  with,  April  17,  1944”  and  permit 
215180  issued  June  12,  1944  permitting  the  storage  of  one 
cylinder  of  hydrogen;  that  permit  #331988  issued  March 
4,  1946  to  expire  May  29,  1946  permitted  the  storage  of 
one  cylinder  of  hydrogen ;  that  inspection  report  dated  May 
14,  1946  recommended  the  discontinuance  of  the  storage 
and  use  of  hydrogen  gas  on  these  premises  as  such  use  is 
deemed  dangerous  and  not  in  the  interest  of  public  safety ; 
that  application  for  permit  was  made  May  14,  1946  and 
Order  3141-LC  was  issued  June  13,  1946  requiring  the  discon¬ 
tinuance  of  the  further  storage  and  use  of  hydrogen  in 
accordance  with  the  recommendation  contained  in  the  in¬ 
spector’s  report  dated  May  14,  1946. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  3141-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  two  cylinders  of  hydrogen,  each  with  a  capacity 
of  160  cu.  ft.  shall  be  on  the  premises  at  any  time;  that 
such  hydrogen  shall  be  stored  as  proposed  and  to  the 
satisfaction  of  the  fire  commissioner,  properly  strapped  in 
place;  that  not  more  than  one  (1)  cylinder  shall  be  drawn 
from  at  any  one  time ;  that  the  cylinder  being  drawn  from 
shall  be  installed  within  the  cabinet  as  proposed  and  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
October  22,  1946,”  3  sheets,  venting  to  the  outer  air  to  the 
side  and  to  the  roof  as  thereon  indicated ;  that  the  'spare 
cylinders  shall  be  located  nearby  and  properly  held  in 
place  by  non-ferrous  iron  metal  straps;  that  the  operator 
shall  hold  a  certificate  of  fitness  and  the  installation  and 
use  shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner. 


MATERIAL  AND  APPLIANCES  SUBMITTED  FOR 

APPROVAL 

163-46-SM 

APPLICANT — Munn  and  Steele,  Inc.,  owner. 

SUBJECT — Masco  Fireproof  Specification  plaster  fire¬ 
proofing  for  columns,  girders  and  steel  joist  floor 
systems,  approval  of. 

APPEARANCES— 

For  Applicant :  Fred  Fowler. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (163-46-SM) 

Whereas,  Munn  and  Steele,  Inc.,  owner,  filed  on  Feb¬ 
ruary  26,  1946,  an  application  with  the  Board  of  Standards 
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and  Appeals  for  approval  of  the  material  known  as  “Masco 
Fireproof  Specification”  plaster  fireproofing  for  columns, 
girders  and  steel  joist  floor  systems;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  163-46-SM 

Subject:  “Masco  Fireproof  Specification”  plaster  fire¬ 
proofing  for  columns,  girders  and  steel  joist  floor 
systems,  approval  of. 

November  14,  1946. 

Munn  and  Steele,  Inc.,  of  Newark,  N.  J.,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  the  approval  of  their  proprietary  mixture  of 
vermiculite  and  gypsum,  as  described  herein,  and  as 
shown  in  Figs.  1,  2,  3a  and  3b  as  a  fireproofing  material 
under  the  mandatory  provisions  of  C26-178.0,b  based 
on  fire  and  hose  stream  tests  as  prescribed  in  Article 
II  of  Chapter  26  of  the  Administrative  Building  Code 
for  such  uses  as  a  material  accorded  a  specific  fire- 
resistive  rating  is  allowed  under  the  pertinent  provisions 
of  the  Administrative  Building  Code. 

General 

The  applicant  proposes  to  subject  specimens  of  col¬ 
umns,  beams  and  steel  joisted  floor  systems,  when  pro¬ 
tected  with  vermiculite  gypsum  plaster  as  herein  de¬ 
scribed,  to  a  fire  test  of  four  hours  duration  so  as  to 
afford  the  Board  a  basis  for  evaluating  the  integrity  of 
the  fireproofing  material  and  to  establish  a  fire-resistive 
rating  f6r  this  fire-resistive  protection  when  applied  to 


columns,  beams  and  girders  and  steel  joisted  floor  panels. 
The  test  was  performed  on  July  25,  1946  and  witnessed 
by  Commissioners  B.  A.  Savage,  C.  M.  Blum  and  Chief 
Engineer  L.  V.  Huber,  representing  the  Committee  on 
Tests  of  the  Board  of  Standards  and  Appeals.  The 
tests  were  performed  under  the  jurisdiction  of  Protexol 
Laboratories  of  Kenilworth,  N.  J.,  their  detailed  report 
of  the  test  (Reference — Test  #134)  is  filed  with  this 
application,  with  pertinent  details  as  follows : 

Description 

Vermiculite  is  an  altered  form  of  Mica,  classified 
chemically  as  aluminum,  magnesium  silicate  and  is 
found  in  deposits  of  various  types,  in  Montana,  Col¬ 
orado,  the  Carolinas,  Africa,  Russia,  South  America 
and  elsewhere.  The  crude  ore  is  pre-dried,  crushed  to 
suitable  size  for  heat  treating  (exfoliation)  and  proc¬ 
essed  by  hammer  mills  to  meet  pre-determined  specifi¬ 
cations  after  which  it  is  passed  through  a  direct  fired 
furnace  at  approximately  2,000  deg.  F.  and  cooled.  The 
discharged  material  is  then  screened  to  sizes  as  required. 
The  exfoliated  vermiculite  is  free  from  organic  matter, 
sterile,  inert,  dielectric  and  incombustible. 

The  aggregate  in  Masco  Fireproof  Specification  plas¬ 
ter  is  sold  under  the  registered  trade  mark,  “Micafil 
Plaster  Aggregate.”  The  column  fill  is  known  as  Mica¬ 
fil  #610  Insulation  Fill. 

Test  Sample 

The  materials  employed  in  the  construction  of  the 
test  assembly  consisted  of  2  “H”  columns,  1  girder,  7 
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bar  joists  (Type  123)  channel  bridging,  wall  anchors, 
channels,  runners,  Steeltex  self-centering  floor  reinforc¬ 
ing  mesh,  tie  wires,  diamond  mesh  expanded  metal  lath, 
High-Rib  lath,  corner  beading,  premixed  Vermiculite- 
gypsum  plaster ;  finishing  lime  and  plaster  of  paris,  port- 
land  cement,  sand  and  gravel  and  #610  Vermiculite 
loose  fill  (Fig.  1). 

The  floor,  girder  and  column  assemblies  were  erected 
in  a  fire  test  structure  having  inside  floor  dimensions  of 
13 '-0"  x  20' -0"  located  at  123-45  Lax  Avenue,  College 
Point,  Borough  of  Queens,  New  York  City. 

The  steel  column  and  girder  assembly  consisted  of  10" 
H  Beams,  9'  long,  rivetted  into  a  3  sec.  15"  I  beam 
20 '8"  long  with  columns  spaced  14 '2"  between  flanges 
of  columns,  girder  resting  on  walls  of  furnace  with  4" 
bearing  on  walls  (Fig.  2,  3a,  3b). 

Seven  Type  123  bar  joists  each  20' 8"  long  having  a 
4"  bearing  on  each  wall  were  installed  2'-0"  o.c.  in  the 
conventional  manner.  Three-arc  welded;  1-expanded 
and  3-resistance  welded  joists  were  used.  The  sub¬ 
mitter  included  the  resistance  welded  type  of  joists  for 
this  test. 

Channel  bridging  and  wall  anchors  were  Type  P-3098 
Wall  Anchors  of  1"  x  %"  flat  iron;  “U”  shaped  chan¬ 
nel  bridging  }4"  x  $4"  on  5'  centers.  At  each  row  of 
bridging  YY  rod  was  butted  tightly  against  the  beam 
and  wired  to  each  joist. 

In  the  floor  assembly  Steeltex  self-centering  floor 
reinforcing  mesh  (3"  x  4"  mesh  12/12  ga.  galvanized 
welded  wire  fabric  was  used  with  corded  paper  backing 
so  suspended  from  the  wire  fabric  as  to  allow  the  con¬ 
crete  to  thoroughly  surround  the  reinforcing  and  pro¬ 
vide  normal  tension  action  for  the  slab,  manufactured 
by  the  Pittsburgh  Steel  Co.)  was  stretched  over  the 
joists  and  secured  to  the  joists  with  Steeltex  Clips. 

A  concrete  slab  composed  of  1-part  portland  cement, 
2J4  parts  sand  and  5-parts  gravel,  ready-mixed  was 
poured  in  place  to  a  thickness  of  l\3/i"  measured  from 
top  flange  of  the  joist,  making  a  centre  span  thickness 
slightly  over  2". 

For  girder  protection,  a  1  Y"  runner  channel  was  in¬ 
stalled  on  supporting  bars  on  3' O'"  centers  and  anchored 
with  the  #18  ga.  tie  wire.  To  these  runners  YY  x  1" 
flat  iron  bent  to  the  shape  of  that  portion  of  the  girder 
projecting  below  the  ceiling  level  and  so  formed  as  to 
keep  the  face  of  the  metal  lath  1"  away  from  any 
portion  of  the  lower  flange  of  the  15"  I  Beam  were 
placed  18"  on  centers  (Fig.  2). 
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For  column  protection,  square  brackets  were  formed 
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nel  irons,  one  in  each  corner  on  18"  centers  with  #18 
ga.  tie  wire  (Fig.  3a,  3b). 
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All  ceilings  were  lathed  with  54"  rib  lath  (painted) 
weighing  3.4  lbs.  per  square  yard  by  tieing  the  lath  to 
the  lower  flange  of  the  bar  joists  with  #18  gauge  tie 
wire  at  each  YY  rib. 

All  furred  columns  and  girder  areas  were  lathed  with 
3.4  painted  diamond  mesh  expanded  metal  lath  tied  with 
#18  gauge  tie  wire  spaced  not  to  exceed  5j4"  o.c.  lapped 
not  less  than  2"  at  joints. 

The  corner  bead  was  “V”  shaped  consisting  of  24  ga. 
steel  with  *4"  diamond  mesh  metal  lath  extending  from 
the  corner  section  which  consisted  of  a  Yi"  diameter 
bead  with  approximately  }4"  of  solid  metal  between  the 
bead  and  mesh.  Corner  beading  was  tied  to  metal  lath 
cage  with  #18  gauge  tie  wires  at  5^4"  centers. 

All  metai  lath  surfaces  were  plastered  to  a  depth  of 
YY  measured  from  the  face  of  the  metal  lath  with  pre¬ 
mixed  Vermiculite-gypsum  plaster  as  follows: 

On  June  17th,  the  entire  ceiling,  girder  protection 
and  columns  were  given  a  conventional  scratch  coat. 
On  June  19th,  this  scratch  coat  was  browned  to  a  total 
thickness  of  YY  measured  from  the  face  of  the  metal 
lath.  The  identical  type  of  premixed  Vermiculite- 
gypsum  plaster  was  used  for  both  coats.  On  June  21st, 
the  white  coat  consisting  of  lime  putty,  gauged  with 
plaster  of  paris  was  applied  to  all  plaster  surface  to  a 
thickness  of  approximately  one-eighth  of  an  inch,  with 
the  exception  of  that  portion  of  the  ceiling  between  the 
girder  and  the  north  wall  which  section  received  no 
white  coat. 

The  premixed  Vermiculite-gypsum  plaster  was  com¬ 
posed  of  expanded  vermiculite  (of  balanced  screen  sizes 
to  produce  a  constant  fire  protective  aggregate  having 
a  density  of  10  pounds  per  cubic  foot)  and  fibered  neat 
gypsum,  factory  blended  and  mixed  in  the  portions  of 
four  parts  of  gypsum  to  one  part  of  vermiculite  by 
weight,  and  packed  in  80  pound  bags. 

The  north-east  column  was  filled  with  loose  Vermicu¬ 
lite  fill  after  the  scratch  coat  had  been  applied  to  the 
metal  lath  to  a  point  within  6"  from  the  junction  of 
the  column  and  the  girder  fireproofing.  It  was  noted 
that  the  keys  on  the  back  of  the  metal  lath  were  so 
close  to  the  flanges  of  the  column  that  there  was  no 
flow  of  this  vermiculite  between  the  keys  and  the  flanges. 

Test  Data  Recording  Equipment 

The  furnace  was  fired  to  follow  the  time-temperature 
curve  prescribed  in  the  Administrative  Building  Code, 
Article  Eleven.  The  temperature  readings  of  the  three 
thermo-couples  numbered  1,  2  and  3  on  switch  #3  are 
required  to  average  within  5%  of  the  time-temperature 
curve. 
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The  floor  assembly  was  loaded  with  loose  sand  equal 
to  40  lbs.  per  square  foot  for  the  duration  of  the  fire 
and  excess  loading  superimposed  as  required.  The  tem¬ 
peratures  of  the  unexposed  surface  were  observed  by 
means  of  five  thermo-couples  placed  as  follows : 

Switch  #2 

Couple  #0  in  the  center  of  the  exposed  floor  surface 

#1  “  “  “  “  “  Northeast  quarter  section 

“  #2  “  “  “  “  “  Northwest 

“  #3  “  “  “  “  “  Southeast 

“  #4  “  “  “  “  “  Southwest 

The  temperature  of  the  underside  of  the  lower  flanges 
of  the  joists  were  recorded  by  five  thermo-couples  as 
follows — starting  from  the  south  side,  using  Switch  #2: 

1 —  Thermo-couple  #11 

2 —  Thermo-couple  #10 

3 —  Thermo-couple  #13 

4 —  Thermo-couple  #12 

5 —  Thermo-couple  #14 

Girder  Assembly — The  girder  assembly  was  tested 
without  applied  load. 

The  thermo-couples  were  placed  in  accordance  with 
Section  C  26-590.b  as  follows  : 

At  a  point  3 '-6"  from  the  west  column  3  thermo¬ 
couples  connected  to  Switch  #3  as  follows : 

Couple  #0  in  the  center  of  the  web 
Couple  #4  in  the  center  of  the  lower  flange 
Couple  #5  on  the  south  edge  of  the  lower  flange 
At  a  point  3 '-6"  from  the  east  column  3  thermo¬ 
couples  connected  to  Switch  #3  as  follows : 

Couple  #6  in  the  center  of  the  web 
Couple  #8  in  the  center  of  the  lower  flange 
Couple  #9  on  the  north  edge  of  the  lower  flange 
Column  Assemblies — The  column  assemblies  were 
tested  without  applied  load. 

The  thermo-couples  were  placed  in  accordance  with 
Section  C  26-593. b  3'-0"  down  from  the  top  of  the 
9'-0"  column  which  is  the  upper  third  point  as  follows: 
On  Switch  #3  the  east  column — 

Couple  #15  center  of  web 
Couple  #10  center  of  west  flange 
Couple  #11  northwest  edge  of  flange 
Couple  #12  center  of  south  flange 
Couple  #13  southeast  edge  of  flange 
On  Switch  #2  the  west  column — 

Couple  #5  center  of  web 
Couple  #6  center  of  west  flange 
Couple  #7  northwest  edge  of  flange 
Couple  #8  center  of  east  flange 
Couple  #9  southeast  edge  of  flange 
This  test  construction  was  erected  by  a  recognized 
general  contractor  and  his  sub-contractors  and  received 
the  conventional  inspections  that  would  be  given  by  an 
architect’s  field  representative. 

Fire  Endurance  Test 

The  two  oil  burners  with  which  the  test  house  was 
equipped  were  lighted  at  12 :45  P.  M.  The  weather 
was  warm  and  humid.  The  temperature  of  the  outside 
air  was  79°  F.  and  there  was  a  light  wind  from  the 
northwest.  For  the  first  part  of  the  test  period  the 
furnace  temperatures  lagged  somewhat  behind  the 
standard.  Inasmuch  as  the  test  chamber  was  practically 
filled  with  billows  of  flame,  opportunity  for  observing 
the  condition  of  the  interior  was  very  limited.  At  7 
minutes  it  was  observed  that  small  areas  of  the  white 
coat  fell  from  the  ceiling  at  both  ends  directly  over  the 
burners.  Also  at  40  minutes  and  at  the  end  of  the  fire 
exposure  the  entire  ceiling  was  in  place  with  a  series 
of  small  cracks  both  lateral  and  longitudinal  in  the  areas 
having  direct  fire  exposure. 

During  the  greater  part  of  the  fire  exposure  period 
water  vapor  escaped  from  the  hollow  floor  space  through 
an  opening  in  the  east  wall  which  was  closed  with  a 
plaster  plug  at  40  minutes,  and  through  a  horizontal 
crack  which  opened  up  all  around  the  test  house  between 
the  under  side  of  the  floor  slab  and  the  top  of  the  walls 


due  to  deflection  of  the  slab.  The  volume  of  the  vapor 
escaping  through  this  crack  increased  during  the  latter 
part  of  the  fire  test  period  corresponding  to  enlargement 
of  the  crack  due  to  increased  deflection  of  the  slab.  At 
the  request  of  the  test  committee  an  effort  was  made 
to  point  up  this  crack  with  wet  plaster  but  without 
lasting  effect. 
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Table  1 

At  the  end  of  three  hours  a  crack  opened  up  across 
the  short  dimension  of  the  slab  at  mid  point  increasing 
to  about  3/16";  at  three  hours,  45  minutes,  wads  of 
cotton  waste  laid  over  this  crack  were  slightly  discolored. 
Wads  of  cotton  waste  were  placed  at  five  separate  points 
adjacent  to  the  couples  on  the  top  surface  of  the  slab. 
No  heat  or  burning  effects  were  observed  at  these  points. 

Because  of  the  nature  of  the  imposed  load,  dry  sand, 
detailed  observations  of  the  top  surface  of  the  slab 
were  impracticable  except  at  certain  predetermined 
locations. 

Deflection  readings  were  taken  on  seven  points  on  the 
top  of  the  slab  at  intervals  of  15  minutes  during  the 
fire  exposure  period,  after  the  hose  stream  test  and  after 
application  of  the  excess  load.  See  table  1  for  deflec¬ 
tion  readings. 

The  fire  test  period  was  extended  for  5  minutes 
beyond  the  4  hour  period  to  compensate  for  the  early 
lag  in  furnace  temperatures. 

Couples  No.  1,  2  and  3,  indicating  furnace  tempera¬ 
tures,  were  made  of  No.  8  wire.  Couples  No.  0,  1,  2, 
3,  4  on  top  of  the  slab,  No.  9  on  the  west  column, 
No.  15  on  east  column  and  No.  14  on  joist  No.  5,  were 
made  of  No.  18  wire  and  all  other  couples  were  made 
of  No.  14  wire.  All  couples  were  iron-constantan  corn- 
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bination.  Readings  were  made  by  using, a  Leeds  & 
Northrup  portable  potentiometer.  See  table  2  for  detail 
readings. 

On  Monday,  July  29th,  the  steel  work  was  exposed 
incidental  to  recovery  of  inside  thermo-couples.  No 
warping  or  distortion  was  observed  and  nothing  to 
indicate  any  difference  in  performance  of  resistance  or 
arc  welded  joists  respectively. 

Hose  Stream  Test 

At  the  conclusion  of  the  fire  endurance  test  the  ceiling 
of  the  sample  was  subjected  to  a  hose  stream  test. 
However,  in  this  case,  with  the  advice  of  the  committee 
on  tests  present,  the  strict  standard  was  modified  to 
some  extent,  but  with  a  resulting  impact  of  the  hose- 
stream  on  the  test  sample  deemed  equal  to  that  required 
of  the  hose  stream. 

The  ceiling  of  the  test  structure  was  but  six  feet  high, 
and  the  access  door  to  the  fire  chamber  was  but  four 
feet  high.  Adherence  to  the  twenty  foot  standard  dis¬ 
tance  therefore  was  impracticable.  Also  there  was  a 
limited  space  in  front  of  the  test  house  within  which  to 
manipulate  the  hose  and  nozzle.  The  hose  stream  was 
therefore  applied  at  a  nozzle  pressure  of  30#  per  square 
inch  by  means  of  a  New  York  City  Fire  Department 
90°  standard  cellar  pipe.  The  inclination  of  the  stream 
was  approximately  40°  from  the  vertical. 

The  stream  was  continued  for  13  minutes,  the  pipe 
being  rotated  within  the  furnace  constantly  during  this 
period  so  as  to  subject  as  much  as  possible  of  the  ceiling 
area  to  the  water. 


The  hose  stream  dislodged  the  plaster  wherever  it 
struck.  Only  portions  of  the  covering  remained  in 
place,  notably  along  the  northerly  side  of  the  ceiling, 
portions  near  the  ends,  and  a  very  narrow  area  close  to 
the  southerly  side.  The  protection  was  also  dislodged 
from  the  tops  of  the  columns,  exposing  the  metal  lath 
wrapping  on  the  sides  facing  the  door  opening.  Other¬ 
wise  the  sample  was  not  affected  by  the  hose  stream. 

Load  Test 

A  static  load  of  dry  sand  was  imposed  on  the  floor 
slab  before  the  fire  test,  amounting  to  slightly  more  than 
40  lbs.  per  square  foot.  Observations  to  determine 
deflection  were  made  at  seven  points  on  the  slab.  Also 
included  is  a  tabulation  of  the  observations  made  at 
15  minute  intervals  during  the  fire  exposure,  after  the 
hose  stream  test  and  before  and  after  the  excess  load 
was  imposed. 

Although  exceptional  care  was  taken  to  avoid  disturb¬ 
ing  the  deflection  scales  during  removal  of  the  original 
sand  load  for  weighing  and  its  replacement,  and  the 
addition  of  the  sand  for  the  excess  load,  it  is  possible 
that  some  of  the  scales  were  moved  slightly  out  of 
l>osition.  This  would  account  for  apparent  irregularities 
in  the  final  readings. 

On  the  day  following  the  fire  test  an  excess  load  of 
75  lbs.  per  square  foot  was  added,  making  the  final  load¬ 
ing  115  lbs.  per  square  foot,  and  final  deflections 
observed  and  recorded.  The  weights  of  initial  and  final 
loads  are  actual  weights. 
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The  total  elapsed  time  of  the  beginning  of  the  fire 
exposure  period  to  the  end  of  the  hose  stream  applica¬ 
tion  was  four  hours,  twenty  minutes  and  five  seconds. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  under  C26- 191.0a  of 
Munn  and  Steele,  Inc.  premixed  material  consisting  of 
approved  fibred  gypsum  and  the  applicant’s  vermiculite 
aggregate  having  a  density  of  10  lbs.  per  cu.  ft.  and  no 
part  retained  on  a  #10  screen,  when  mixed  in  the  pro¬ 
portions  of  four  parts  of  gypsum  and  one  part  of 
vermiculite  by  weight  and  packaged  under  the  name  of 
Masco  Fireproof  Specification  Plaster  as  a  fireproofing 
material  for  uses  and  ratings  as  follows: 

As  a  three-hour  fire-resistive  floor  and  roof  construc¬ 
tion  protection  (Fig.  1)  when  the  assembly  is  con¬ 
structed  of  steel  joists  used  as  provided  in  C26-519.0 
or  solid  rolled  shapes  with  and  without  continuous 
circulation  of  air  provided  in  the  floor  panel  when  pro¬ 
tected  by  J4"  Masco  Fireproof  Specification  Plaster 
and  a  coat  of  white  coat  plaster  except  when 

acoustical  properties  are  also  desired,  in  which  event 
the  neat  plaster  may  be  replaced  by  an  additional  %" 
of  Masco  Fireproof  Specification  Plaster,  and  when  the 
steel  is  covered  by  a  flooring  consisting  of  2"  of  1 :2 ^  :5 
gravel  concrete  over  Pittsburgh  Steel  Company’s  Steel- 
tex  floor  mesh  as  approved  under  Cal.  No.  192-44-SM 
or  a  2 34"  thick  reinforced  precast  approved  concrete 
plank  not  exceeding  4  ft.  on  centers  with  all  edges  thor¬ 
oughly  grouted  in  with  a  1  :1  grout  and  when  used  and 
,  protected  as  provided  in  C26-619.0a. 

As  a  three  hour  protection  for  columns,  beams  and 
girders,  when  constructed  as  shown  in  Fig.  3A  with 
protection  consisting  of  34”  channel  irons  in  the  corners 
held  in  place  by  a  1"  x  J4"  flat  iron.  18"  on  centers,  and 
wrapped  with  a  3.4  lb.  approved  painted  diamond  mesh 
lath  lapped  2"  on  joints  and  tied  with  18  gauge  wire 
over  which  is  applied  34"  thickness  of  applicant’s  plaster 
measured  from  face  of  metal  lath  with  a  scratch  coat 
of  . not  less  than  %"  with  a  brown  coat  of  34”  and  a 
finish  coat  of  neat  gypsum  plaster  of  '34",  the  latter 
to.  be  lime  putty  and  gauging  plaster  of  approved  type 
with  24  gauge  galvanized  corner  beads  of  the  expanded 
metal  type  located  in  the  corners  of  the  columns  and 
the  exposed  edges  of  the  beams  and  girders  and  that 
any  columns  protected  as  hereinbefore  described  and 
except  that  such  columns  be  filled  with  applicant’s  loose 
vermiculite.  of  a  size  that  will  pass  through  #6  mesh 
and  be  retained  on  a  #10  mesh  (Fig.  3B)  and  that  such 
vermiculite  shall  be  compacted  and  filled  tight  and  that 
then  such  a  fire-resistive  protective  column  shall  be  ac¬ 
cepted  as  having  a  fire-resistive  rating  of  four  hours. 

It  is.  further  recommended  that  each  design  filed  in 
the  Building  Department  shall  show  details  of  the  spe¬ 
cific  tvpe  of  protection  for  which  Deoartment  accept¬ 
ance  is  requested  and  that  such  nrotection  be  in  accord¬ 
ance  with  all  the  details  hereinbefore  described  and 
further  that  each  package  or  container  of  Masco  Fire¬ 
proof  Specification  plaster  shall  be  marked,  labeled  or 
tagged,  reading  “Approved  for  use  in  New  York  Citv 
bv  the  Board  of  Standards  and  Appeals  under  Cal. 
163-46-SM”  and  that  each  design  submitted  to  the  De¬ 
partment  of  Housinpr  and  Buildings  shall  carrv  the  same 
wording,  including  the  trade  mark  Micafie  Plaster  Ag¬ 
gregate  for  plaster  and  Micafie  #610  Insulation  Fill 
for  the  column  filling. 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


477-46-SA 

APPLICANT — Westinghouse  Electric  Corp.,  owner. 
SUBJECT — Westinghouse  Laundromat,  Models  B3,  CMA 
and  CMS,  approval  of. 

APPEARANCES— 

For  Applicant :  W.  T.  Baker  and  Wm.  Barnes. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  . .  0 

THE  RESOLUTION  (477-46-SA) 

Whereas,  Westinghouse  Electric  Corporation,  owner, 
filed  on  June  26,  1946,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Westinghouse  Laundromat,  Models  B3,  CMA  and 
CMS;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  No.  477-46-SA 

Subject:  Westinghouse  Laundromat,  Models  B3,  CMA 
and  CMS,  approval  of. 

November  22,  1946. 

The  Westinghouse  Electric  Corporation  of  Pitts¬ 
burgh,  Pa.,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  under  the  mandatory  require¬ 
ments  of  C26-I78.0,b  and  C26-1277.0h  for  the  approval 
of  their  laundry  units,  Models  B3,  CMA  and  CMS 
when  equipped  with  approved  anti-siphon  valve  and 
check  valve,  under  the  requirements  of  the  Adminis¬ 
trative  Building  Co<Je  and  the  Rules  of  the  Board. 
Details  of  the  arrangement  and  connection  of  washing 
machines  to  the  fresh  water  supply  and  drainage  sys¬ 
tems  all  as  shown  on  Fig.  1. 

Tests 

Tests  of  Model  B3  unit  were  made  at  the  Depart¬ 
ment  of  Water  Supply,  Gas  and  Electricity  for  the 
purpose  of  evaluating  the  possibilities  of  water  con¬ 
tamination  through  the*  use  of  a  1"  air  gap  between 
the  tip  of  the  inlet  nozzle  and  the  opening  in  the  tub, 
and  it  was  determined  as  a  result  of  these  tests  that 
this  equipment  when  equipped  with  approved  anti¬ 
siphon  valve  and  check  valve  would  meet  the  require¬ 
ments  of  the  Board’s  Rules  and  C26-1277.0h  of  the 
Administrative  Building  Code,  report  of  the  Depart¬ 
ment  of  Water  Supply,  Gas  and  Electricity,  quoted  in 
part,  as  follows : 

“In  response  to  your  verbal  inquiry  relative  to  in¬ 
stallations  of  the  “Laundromat”  of  the  type  recently 
tested  on  the  vacuum  test  bench,  I  advise  that,  insofar 
as  the  water  supply  is  concerned,  it  is  my  opinion 
that  this  unit  is  acceptable,  provided  it  is  equipped 
with  an  approved  vacuum  breaker  and  check  valve 
in  conformity  with  the  requirements  of  Rule  #11 
governing  submerged  inlets.” 

Description 

Three  models  of  the  Westinghouse  Laundromat  are 
in  production  at  the  present  time,  namely,  Model  B-3, 
CMA,  and  CMS.  Models  CMA  and  CMS  are  similar 
in  every  respect  to  Model  B-3,  except  for  the  addition 
of  coin  meters. 

All  models  are  designed  for  direct  connection  to  a 
plumbing  system  and  adjacent  to  a  drain  outlet.  Hoses 
directly  connect  the  appliance  to  the  normal  water 
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Fig.  1 


piping  system  shut-off  cocks  being  interposed  in  the 
piping  system  and  ahead  of  the  hoses  so  that  connections 
to  the  appliance  may  be  closed  when  the  latter  is  not 
in  use. 

During  operation  with  the  shut-off  cocks  open,  water 
is  admitted  to  the  appliance  through  the  medium  of 
a  double-solenoid-operated  inlet  valve.  The  inlet  valve 
is  thermostatically  controlled  to  permit  wash  water 
ranging  in  temperature  from  105  F.  to  155  F.  The 
operator  chooses  the  wash  temperature  she  desires  by 
adjusting  the  fill  valve  control  knob.  One  solenoid 
controls  the  flow  of  the  mixed-temperature  water  and 
the  second  solenoid  controls  a  cold  water  by-pass  which 
is  open  during  the  rinsing  cycles. 

The  water  is  conveyed  from  the  inlet  valve  to  the 
wash  tub  through  a  flexible  Y*  in.  I.D.  hose  and  a  special 
spray  nozzle  which  extends  into  the  tub  as  presently 
constructed.  The  end  of  the  spray  nozzle  is  located 
6 y?  in.  above  the  normal  water  level  and  approximately 
2>Yi  in.  above  the  normal  soap  suds  level.  At  present, 
there  are  two  overflow  points,  namely,  the  water  level 
control  displacement  chamber  and  the  soap  door,  one 
of  which  is  approximately  1*4  in.  below  and  the  other 
approximately  4 Y*  in.  below  the  tip  of  the  inlet  nozzle. 

When  the  water  in  the  tub  reaches  a  predetermined 
amount,  the  fill  valves  are  closed  by  action  of  a  switch, 
which  in  turn  is  operated  by  means  of  a  displacement 
chamber.  The  displacement  chamber  is  connected  to 
the  sump  off  the  wash  tub  by  means  of  the  Y  in.  I.D. 
flexible  rubber  tube,  so  that  water  flowing  into  the 
tub  passes  on  into  the  displacement  chamber  causing 
it  to  stretch  the  suspension  spring  until  the  fill  valve 
control  switch  is  actuated.  When  the  tub  is  drained 
the  displacement  chamber  also  drains  through  the  con¬ 
necting  tube  mentioned  above. 


The  sequence  of  operations  during  the  complete  wash 
are  controlled  by  an  automatic  timer,  driven  by  a 
synchronous  clock  motor.  The  operator  controls  the 
length  of  the  wash  cycle  by  adjusting  the  timer  knob 
to  the  desired  setting.  The  length  of  the  complete 
wash  cycle,  including  the  maximum  washing  time,  is 
35*4  minutes.  In  addition  to  this,  a  12  minute  “pre¬ 
wash”  is  provided  if  the  operator  desires  to  use  it. 

The  washing  mechanism  is  driven  by  a  *4  hp.  motor, 
rated  at  115  V,  60  cycle,  4.7  amps.  It  is  designed  for 
continuous  duty  with  a  maximum  temperature  rise  of 
40  C.  The  power  is  transmitted  from  the  motor  to 
a  2-speed  transmission  and  from  the  transmission  to 
the  tub  by  means  of  V-belts.  During  the  wash  cycle 
the  tub  rotates  at  47  rpm,  and  during  the  spin  cycle 
it  rotates  at  470  rpm.  A  multiple  disk  clutch  is  built 
into  the  transmission  case  and  is  used  to  change  from 
low  to  high  speed.  The  disk  clutch  is  operated  by 
an  electric  solenoid  which  in  turn  is  controlled  by  the 
timer. 

The  water  is  drained  from  the  tub  by  means  of  a 
centrifugal  pump.  This  pump  has  a  rubber  bladed 
impeller  which  obviates  the  need  of  a  lint  trap,  since 
it  will  pass  practically  all  foreign  matter  which  will 
pass  through  the  perforations  of  the  wash  basket.  The 
drain  hose  is  hooked  into  a  drain  fixture  which  must 
be  about  27  ins.  above  the  floor  in  order  to  prevent 
water  draining  from  the  tub.  This  arrangement 
obviates  the  need  of  a  drain  valve  and  the  resultant 
trouble  with  failure  of  the  valve  to  seat  due  to  foreign 
matter  in  the  drain. 

In  operation,  the  operator  loads  the  machine  with  a 
maximum  of  9  lbs.  of  dry  clothes.  The  fill  valve 
control  knob  is  set  to  the  desired  wash  temperature 
and  the  timer  knob  is  set  for  the  desired  length  of 


1433 


MINUTES 


wash  cycle,  and  the  knob  is  pulled  out  to  start  the 
cycle.  The  machine  then  automatically  fills  with  water 
and  then  the  operator  adds  the  proper  amount  of  soap. 
From  then  on  all  operations  are  automatic  to  complete 
the  wash  cycle — drain,  flush  rinse,  drain,  spin  for  45 
seconds,  deep  rinse  6J4  mins.,  drain,  2nd  flush  rinse 
and  spin  for  4)4  mins. 

In  a  final  report  dated  Nov.  12,  1946  Underwriters’ 
Laboratories,  Inc.  have  found  this  device  to  be  acceptable 
for  listing.  Reference:  File  No.  Electrical  9353, 
Application  No.  46C1884. 

Tooling  is  now  under  way  to  provide  a  minimum 
1-inch  air  gap  between  the  water  inlet  nozzle  and  the 
tub ;  this  includes  a  means  for  preventing  the  soap 
suds  from  working  out  the  tub  opening  in  case  of 
over-soaping.  It  also  includes  a  change  in  the  soap 
door  to  reduce  to  a  minimum  the  soap  overflow  when 
the  machine  is  over-soaped.  It  is  understood  that  until 
these  changes  are  in  production,  vacuum  breakers  and 
check  valves  will  be  included  in  the  installation  to 
meet  the  requirements  of  the  Board’s  Rules  and  Sec¬ 
tion  C-26-1277.0,h.  of  the  Administrative  Building  Code. 

Re  com  m  endations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  »the  temporary  approval  to  permit 
the  use  for  a  period  of  six  (6)  months  of  the  Westing- 
house  Washing  Machines,  Models  B3,  CM  A  and  CMS 
as  meeting  the  requirements  of  Rule  2  of  the  sub¬ 
merged  inlet  rules  adopted  by  the  Board  of  Standards 
and  Appeals  on  February  3,  1939  and  as  amended 
December  28,  1942,  and  as  meeting  the  requirements 
of  C26-1277.0,h  when  connected  as  shown  in  Figue  1, 
for  more  than  one  unit,  provided  that  the  connections 
to  the  waste  line  emptying  into  slop  sinks  shall  be  in 
accordance  with  the  following : 

Maximum  No.  of 

Units  per  Battery  Waste  Line  Diameter 

3  2" 

12  3" 

30  4" 

Slop  Sink  Requirements : 

Water  line  diameter  2"  to  3" — slop  sink  20"  x 
24"  x  16"  deep. 

Water  line  diameter  3)4"  to  4"-^-slop  sink  3'  x 
3'  x  3'. 

All  slop  sinks  to  have  mushroom  strainers  having  a 
diameter  the  same  size  as  the  waterline. 

The  foregoing  table  is  based  upon  there  being  no 
specific  provision  for  this  type  of  equipment  in  C26- 
1291.0  wherein  the  fixture  equivalents  can  be  deter¬ 
mined  from  the  table  contained  therein  for  this  equip¬ 
ment  when  connected  in  batteries  and  in  addition,  the 
discharge  pump  on  each  individual  washing  machine 
unit  greatly  facilitates  the  rate  of  discharge  to  the 
waste  line.  In  all  cases'  the  size  of  the  trap  and  branch 
to  the  soil  stack  from  the  slop  sink  to  be  one  com¬ 
mercial  size  larger  than  the  branch  line  header  connect¬ 
ing  the  battery  units. 

Nothing  in  this  recommendation  shall  be  deemed  to 
permit  use  of  these  appliances  where  not  permitted 
under  the  Zoning  Resolution  unless  duly  authorized. 

It  is  further  recommended  that  each  unit  bear  a 
label  reading  as  follows:  “Approved  in  New  York 
City  by  the  Board  of  Standards  and  Appeals  under 
Cal.  477-46-SA”  and  that  all  installations  in  batteries 
be  submitted  to  the  Department  of  Water  Supply,  Gas 
and  Electricity  and  the  Department  of  Housing  and 
Buildings  for  investigation  in  order  that  the  require¬ 
ments  of  this  approval  be  complied  with. 

This  temporary  approval  is  recommended  with  the 
understanding  that  machines  installed  during  this  term 
may  be  thereafter  continued  if  maintained  in  compliance 
with  the  above  conditions  and  that  the  owner  will  submit 
prior  to  the  termination  of  this  temporary  term,  a  rede¬ 
signed  machine  for  test  and  approval. 


BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance,  for  a  temporary  term  of  six  (6)  months. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  for  a  temporary  term  of 
six  months,  in  accordance  with  the  above  report. 


711-45-SA 

APPLICANT — James  J.  Johnsen,  for  Lancaster  Heat 
Transfer  Company,  owner. 

SUBJECT — Lancaster  Horizontal  Rotary  Oil  Burner,  Types 
WP,  LP,  LPH,  WPH  (reopened  September  17, 
1946  re  amendment  of  resolution  to  include  Tvpes 
BWP,  BLP,  BLPH,  BWPH  and  Blue-Bird). 
APPEARANCES— 

For  Applicant:  A.  A.  Arvintz. 

ACT  TON  OF  BOARD — Resolution  amended  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  . 0 

THE  RESOLUTION  (711-45-SA) 

Whereas,  James  J.  Johnsen,  for  Lancaster  Heat  Transfer 
Company,  owner,  filed  on  November  5,  1945,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Lancaster  Horizontal  Rotary  Oil 
Burner,  Types  WP,  LP,  LPH  and  WPH;  and 
Whereas,  this  appliance  was  approved  by  the  Board  on 
December  18,  1945,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
September  17,  1946  and  restored  to  the  calendar;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

November  1,  1946. 

Cal.  No.  711-45-SA. 

Subject :  Lancaster  Horizontal  Rotary  Oil  Burner,  Tj  pes 
WP,  LP,  LPH,  WPH  and  Blue-Bird — amendment 
to  include  Types  BWP,  BLP,  BLPH,  BWPH  and 
Blue-Bird. 

The  Board  of  Standards  and  Appeals  on  December  18, 

1945,  approved  the  Lancaster  Horizontal  Rotary  Oil 
Burner,  Types  WP,  LP,  LPH  and  WPH,  A  request 
was  made  for  reopening  of  the  application  and  an  amend¬ 
ment  of  the  resolution  to  include  Types  BWP,  BLP, 
BLPH,  BWPH  and  Blue-Bird.  The  application  was 
reopened  and  restored  to  the  calendar  on  September  17, 

1946. 

The  applicant  stated  that  owing  to  the  inability  of 
obtaining  motors  of  3400  RPM,  it  was  necessary  to  re¬ 
arrange  the  assembly  so  as  to  use  motors  of  any  speed 
connected  by  means  of  belts  and  pulleys  to  affect  a 
3400  RPM ;.  that  in  all  other  respects  the  burners  are 
constructed  as  originally  approved. 

The  applicant  also  stated  that  the  burners  are  made  in 
seven  (7)  sizes,  namely  the  Lancaster  Blue-Bird,  as  per 
photographs  submitted,  Lancaster  Nos.  1,  2,  3,  4,  5,  and  6, 
and  are  to  be  constructed  as  originally  approved  with  or 
without  gear  reduction  of  speeds  and  that  belts  and 
pulleys  may  be  used  in  lieu  thereof ;  otherwise  the 
burners  are  to  be  constructed  in  all  other  respects,  as 
originally  approved. 
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MOTOR  &  PULLEY  DATA 


for 


LANCASTER  BURNERS 


Size  Nos.  of  burners 

1 

2 

3 

4 

5 

6 

All  motors  are  to  be  1800  RPM  or  slower. 

Pulley  combinations  on  all  models  not  to 

exceed  the  speed 

of  3400  RPM. 

BWPH  fully  automatic  for  #6  oil  . 

.  Vz  HP 

,H  HP 

1  HP 

V/z  HP 

2  HP 

2  HP 

BWP  fully  automatic  for  #5  or  lighter  oils  .  . 

.  Vz  HP 

iM  HP 

1  HP 

\Vz  HP 

2  HP 

2  HP 

BWP  manual  operation  for  #6  oil  . 

.  Vz  HP 

iH  HP 

1  HP 

l/2  HP 

2  HP 

2  HP 

BLPH  fully  automatic  for  #6  oil  . 

.  Vz  HP 

:H  HP 

1  HP 

\Vz  HP 

2  HP 

2  HP 

BLP  fully  automatic  for  #5  or  lighter  oils  .  .  . 

.  Vz  HP 

1 H  HP 

1  HP 

I/2  HP 

2  HP 

2  HP 

BLP  manual  operation  for  #6  oil  or  lighter  . 

.  Vz  HP 

iH  HP 

1  HP 

I/2  HP 

2  HP 

2  HP 

The  Blue  Bird  Model  is  to  have  a  k$  HI 

5  motor  with  reduction  pulleys  to  affect 

a  speed  not  over 

3400  RPM. 

Inspection  and  Test 

A  sample  of  the  burner  as  rearranged  was  inspected 
and  tested  at  190  Diamond  street,  Brooklyn,  Present  at 
the  test  were  Commissioner  Charles  M.  Blum  and  Chief 
Engineer  Leslie  V.  Huber.  The  burner  was  found  to 
be  constructed  as  originally  approved,  except  for  the 
rearrangement  of  the  motor  assembly.  The  belts  and 
pulleys  provided  were  guarded  by  metallic  guards. 

Recommendation 

On  the  basis  of  the  above  data  and  the  inspection  and 
tests  the  Committee  on  Tests  recommends  the  amend¬ 
ment  of  the  resolution  adopted  December  18,  1945,  to 
include  approval  of  Models  BWP,  BLP,  BLPH, 
BWPH  and  Blue-Bird,  provided  these  models  be  in¬ 
stalled  in  accordance  with  the  original  report  of  the 
Committee  and  as  modified  by  the  report  dated  October 
26,  1946,  and  that  the  provisions  of  the  resolution  of 
December  18,  1945,  be  complied  with. 

BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  18,  1945, 
in  accordance  with  the  above  report. 


728-46-SA 

APPLICANT — Saul  Goldsmith,  for  J.  Holland  and  Sons, 
Inc.,  owner. 

SUBTECT — Holland  Paint  Baking  Oven,  approval  of. 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  of  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (728-46-SA) 

Whereas,  Saul  Goldsmith  for  J.  Holland  and  Sons,  Inc., 
owner,  filed  on  October  3,  1946,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  appli¬ 
ance  knowm  as  the  Holland  Paint  Baking  Oven ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  # 728-46-SA 

Subject:  Holland  Paird  Baking  Oven,  Approval  of 
J.  Holland  and  Sons  of  Brooklyn  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  Holland  Paint  Baking  Oven  under  the  provisions 


of  C26-178.0b  and  Art.  12,  Heating  Appliance  Combus¬ 
tion  and  Chimneys  of  the  Administrative  Building  Code 
and  the  Rules  Covering  the  Use  of  Equipment  for  spray¬ 
ing  of  Paint,  Varnishes,  Lacquers  and  other  Flammable 
Surface  Coatings  and  the  Storage  of  Such  materials. 

Description 

These  ovens  are  designed  for  moderate  processing  in 
the  range  from  100  deg.  F.  to  400  deg.  F.  The  heating 
system  consist  of  a  Despatch  Direct  fired  circulating 
heater  equipped  with  Eclipse  venturi  type  atmospheric 
burners.  The  heating  chamber  is  lined  with  firebrick 
and  is  baffled  by  a  hand  controlled  stainless  steel  baffle 
plate,  regulating  the  position  of  the  baffle  regulates  the 
temperature  in  the  firing  chamber  and  the  temperature 
is  maintained  at  sufficiently  high  level  to  provide  com¬ 
plete  combustion  of  gases.  The  heater  is  insulated  with 
rock  wool.  Recirculation  is  provided  by  a  Vee  belt 
driven  blower  the  size  depending  on  size  of  oven,  the 
load  of  cold  oven,  the  percentage  of  volatiles,  the  tem¬ 
perature  range  and  the  baking  cycle  a  minimum  of 
four  recirculating  changes  per  minute  is  maintained. 
Exhaust  is  provided  to  the  outer  air  through  a  vent 
duct  by  a  separate  motor  driven  blower  designed  to 
exhaust  the  entire  contents  of  the  oven  in  one  minute, 
this  blower  is  inter-connected  to  the  system  through  a 
LO-VAC  switch.  Fresh  air  to  compensate  for  the  ex¬ 
hausted  air  is  admitted  through  the  adjustable  ports 
provided  for  that  purpose  in  the  Dispatch  Heater.  The 
oven  panels  are  made  of  #18  gauge  steel  so  constructed 
(hat  there  is  no  contact  except  a  corner  between  the 
inside  and  outside  sheets  the  space  between  the  inside 
and  outside  sheets  is  filled  with  insulation  of  3"  fibre 
glass.  Sheet  asbestos  is  used  to  provide  continuity  of 
panels  at  the  joints.  Ignition  is  provided  by  Partlow 
Safety  Flame  System  SP411  or  equal  and  ignition  is 
continuous  while  oven  is  in  operation.  An  automatic 
shut  off  is  provided  in  event  of  gas  or  pilot  flame  failure 
through  the  flame  conductivity  principle  of  the  Saf-T- 
Flame  equipment.  Re-ignition  can  be  accomplished  only 
by  manual  means  thus  the  operator  is  notified  in  the 
event  of  any  failure.  Automatic  shut  off  in  the  event 
of  lesser  air  circulation  or  air  circulation  failure  is  pro¬ 
vided  by  two  LO-VAC  switches  mounted  on  the  intake 
side  of  both  recirculating  and  exhaust  blowers,  these  are 
connected  in  series  with  the  Partlow  equipment  and  in 
series  with  each  other.  Temperature  regulation  is  pro¬ 
vided  by  a  Partlow  MR-6KL  regulating  thermometer 
(or  equal)  wired  in  series  with  the  main  burner  solenoid 
valve.  A  remote  control  valve  is  provided  at  a  distance 
from  the  oven.  The  heating  apparatus  is  located  on  top 
of  the  oven.  The  oven  doors  are  provided  with  Brixon 
Explosion  Proof  Spring  Loaded  Locks.  The  ovens  are 
and  are  placed  on  a  4"  T.C.  Block  and  2"  concrete  slab. 

Ovens  are  generally  constructed  of  the  following 
sizes : 

6'  x  6'  x  6'  high  or  smaller 
6'  x  8'  x  7'  high 

8'  x  S'  x  7'  high 
8'  x  10'  x  7'  high 
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8'  x  12'  x  7'  high 
8'  x  16'  x  8'  high 
8'  x  20'  x  8'  high 

Inspection  and  Test 

The  appliance  was  inspected  and  tested  at  the  Peerless 
Lamp  Works  at  600-602  Broadway,  Brooklyn,  where  it 
was  used  for  baking  enamel  on  fluorescent  lamp  parts. 
Present  at  the  test  were  Commissioner  Charles  M.  Blum 
and  Chief  Engineer  Leslie  V.  Huber  of  the  Committee 
on  Tests  and  Saul  Goldsmith  representing  the  manu¬ 
facturers.  The  oven  was  constructed  as  herein  described 
and  the  safety  devices  operated  to  shut  down  the  oven 
as  designed. 

Recommendation 

On  the  basis  of  the  foregoing  data  and  inspection  and 
tests  the  Committee  on  Tests  recommends  the  approval 
under  C26-191-0.a.  of  the  Holland  Paint  Baking  Oven 
provided  the  oven  and  appurtenances  are  installed  in 
accordance  with  the  requirements  of  Article  12  of  the 
Administrative  Building  Code  and  with  the  Rules  of 
the  Board  of  Standards  and  Appeals  provided  further 
that  each  oven  installed  shall  bear  a  label  permanently 
affixed  reading  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal 
#7 28-46-SA”. 

BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

W hereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,-  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Adjourned:  2:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  10,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEAL  FROM  ADMINISTRATIVE  DECISIONS 

956-40-A 

APPLICANT — Theodore  J.  Young,  for  Eggers  and  Hig¬ 
gins  (F.  and  M.  Schaefer  Brewing  Co.,  owner). 
SUBJECT — Application  reopened  October  22,  1946 — re  Ap¬ 
peal  from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED- — 448-456  Kent  avenue,  northwest 
corner  of  South  10th  street  (9th  floor)  ;  (Block 
2143,  part  of  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  B.  Rutkins,  Dario  E.  Cam- 
pioli  and  R.  W.  Schulze. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative:  .  0 

Not  Voting:  Deputy  Chief  Guinee .  1 


THE  RESOLUTION  (956-40-A) 

Whereas,  Eggers  and  Higgins,  for  the  E.  and  M. 
Schaefer  Brewing  Company,  owner,  requested  reopening  of 
this  appeal  affecting  premises  448-456  Kent  avenue,  north¬ 
west  corner  of  South  10th  street  (9th  floor)  ;  (Block  2143, 
part  of  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  reopened  by  the  Board  on 
October  22,  1946,  for  the  purpose  of  considering  a  new  de¬ 
cision  of  the  borough  superintendent;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  16,  1946,  on  N.B.  Applic.  2114-40  and  Misc. 
Applic.  4121-41  reads: 

“1.  Board  of  Standards  and  Appeals  Resolution  Cal. 
No.  956-40-A  not  fully  complied  with.  Provide  a 
sprinkler  system  as  noted  in  this  resolution. 

Const. 

1.  Laboratory  floor  to  be  adequate  for  120  lbs.  per 
sq.  ft.  liveload,  as  per  sect.  7-3-2-3  B.C.  *. 

2.  Masonry  partitions  resting  indirectly  on  cork  is 
contrary  to  sect.  8-4-3-2-9  per  3.  B.C. 

3.  Partitions  lined  with  cork  in  Class  1  construction 
is  contrary  to  sect.  10-9-7-5  B.C. 

4.  Area  of  window  or  skylight  t-o  be  of  of  area 
of  shaft,  as  per  sect.  270/7  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
9  stories  (121  ft.  6  in.)  in  height,  120  ft.  by  88  ft.  6  in. 
in  area,  of  class  1  construction,  on  a  lot  204  ft.  by  366  ft. 
in  area,  located  in  an  unrestricted  use,  A  area  and  Class  2 
height  district  and  proposed  to  be  used  and  occupied  as 
follows:  1st  to  8th  stories — storage  of  beer  in  tanks;  9th 
floor — laboratory  and  offices — 15  persons  ;  that  the  building 
will  be  equipped  with  two  interior  stairs,  of  fireproof  con¬ 
struction,  from  the  roof  bulkhead,  directly  to  the  street, 
one  of  which  will  be  3  ft.  8  in.  in  width  and  the  other  3  ft. 
in  width ;  and 

Whereas,  the  applicant  contends  as  to  objection  1  issued 
by  the  borough  superintendent,  that  at  the  time  the  Board 
granted  permission  for  the  construction  of  the  additional 
(9th)  story,  the  bottom  of  the  combination  house  and  fire 
standpipe  tank  was  not  25  ft.  above  the  hose  outlet  on  the 
new  9th  floor  and  therefore  the  Board  required  that  a 
sprinkler  system  be  installed ;  that  a  new  combination  house 
and  standpipe  tank  has  been  designed  and  plans  for  same 
filed  with  the  borough  superintendent;  that  the  bottom  of 
this  new  tank  will  be  more  than  the  required  25  ft.  above 
the  highest  hose  outlet  on  the  new  9th  story  and  the  stand¬ 
pipe  system  will  be  altered  to  include  a  hose  outlet  with 
125  ft.  of  2 j!  inch  hose  and  a  new  three  way  roof  manifold 
with  necessary  control  valves,  etc.  as  required  by  the  Build¬ 
ing  Department ;  it  is  therefore  requested  that  the  require¬ 
ment  made  by  the  Board  that  a  sprinkler  system  be  installed, 
be  waived;  as  to  construction  objection  1,  that  in  order  to 
conserve  the  present  roof  construction  which  contains  6  inches 
ol  coik  insulation,  it  is  not  possible  to  provide  for  a  liveload 
of  120  lbs.  per  sq.  ft. ;  that  the  present  roof  was  designed 
tor  a  future  total  dead  and  liveload  of  200  lbs.  per  sq.  ft. 
but  there  is  sufficient  strength  in  the  present  beams,  girders 
and  slab  to  support  an  additional  5  lbs.  per  sq.  ft.  or  a 
total  dead  and  liveload  of  205  lbs.  per  sq.  ft. ;  that  the 
columns  have  an  even  greater  capacity  for  the  extra  load, 
as  the  new  framing  over  the  proposed  9th  story  is  sloped 
to  avoid  roof  fill,  whereas  the  original  design  provided  for 
roof  fill ;  that  assuming  a  total  dead  and  liveload  capacity 
of  205  lbs.  per  sq.  ft.,  the  dead  load  of  the  existing  and 
new  construction  would  only  provide  for  a  50  lbs.  per  sq. 
f  t.  liveload ;  that  since  the  proposed  9th  story  space  is  de¬ 
signed  and  arranged  for  normal  office  use  and  general  re¬ 
search  laboratory  work  in  connection  therewith,  a  liveload 
of  50  lbs.  per  sq.  ft.  is  sufficient  for  such  use;  as  to  objec¬ 
tion  2,  that  the  intent  of  the  code  is  to  prevent  the  erection 
ot  masonry  partitions  on  supports  that  could  be  destroyed 
by  fire;  that  in  this  instance  the  partitions  of  masonry  rest 
directly  on  a  reinforced  concrete  slab  which  is  located  over 
fill  on  the  existing  cork  insulation;  that  the  cork  insulation 
is  entirely  enclosed  with  incombustible  material  in  such  a 
manner  that  it  cannot  burn  in  case  of  fire ;  that  it  is  not 
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possible  to  leave  slots  in  the  cork  insulation  and  rest  the 
masonry  partitions  directly  on  the  floor  slab  under  the  cork, 
as  the  space  on  the  8th  floor  below  is  refrigerated  and  the 
cold  conducted  through  the  masonry  would  cause  the  parti¬ 
tions  to  sweat  to  such  a  degree  that  the  proposed  space  might 
not  .be  usable;  that  the  weight  of  the  new  partitions  is 
included  in  the  loading  schedule  and  the  structure  has  the 
proper  strength  to  support  this  load;  as  to  objection  3, 
that  the  cork  insulation  has  been  used  throughout  the  build¬ 
ing  and  is  necessary  for  this  type  of  structure;  that  it  is 
proposed  to  extend  the  cork  insulation  where  required  to  the 
9th  floor;  that  the  cork  is  applied  to  the  fireproof  partition 
.  or  wall  enclosure  with  asphalt  and  the  surface  of  the  cork 
finished  with  a  coat  of  cement  plaster  $4  inch  in  thickness ; 
that  in  no  case  is  there  any  cork  exposed;  as  to  objection  4, 
that  the  bulkhead  for  the  3  ft.  8  in.  required  stairway-  is 
provided  with  windows  three-fourths  of  the  area  of  the 
i  shaft ;  that  the  bulkhead  for  the  3  ft.  open  convenience  stair¬ 
way  is  provided  with  a  window  of  approximately  8  sq.  ft. 
in  area;  that  as  this  stair  is  open  on  each  floor  of  the 
building  which  is  entirely  refrigerated,  a  large  amount  of 
window  area  such  as  three-fourths  of  the  area  of  the  shaft 
would  definitely  interfere  with  the  proper  function  of  the 
spaces  below ;  that  this  stairway  cannot  be  construed  as  a 
completely  enclosed  vertical  shaft  as  called  for  in  section 
270,  subdivision  7,  of  the  Labor  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  29,  1940, 

.  as  amended  through  November  6,  1940  and  December  17, 
1940,  by  adding  thereto: 

“*  *  *  that  in  the  event  the  additional  story  for 

laboratory  purposes  as  hereinbefore  permitted  is  con¬ 
structed  and  used  for  laboratory  and  office  only,  and  a 
standpipe  complying  with  the  requirements  therefor  is 
installed  throughout  the  building  supplied  from  a  roof 
tank  with  a  capacity  of  not  less  than  18,000  gallons 
erected  on  a  platform  not  less  than  25  ft.  above  the 
highest  hose  outlet,  the  requirements  hereinbefore  set 
forth  as  to  installation  of  a  sprinkler  system,  in  addition 
to  the  existing  standpipe  system,  may  be  waived;  and 
as  to  the  additional  objections  of  the  Building  Depart¬ 
ment,  acting  on  N.B.  Application  2114-40,  and  Misc. 
Application  4121-41,  dated  September  16,  1946,  Objec¬ 
tions  1,  2,  3  and  4,  may  be  modified,  on  condition  that 
the  proposed  floor,  or  9th  story,  shall  be  used  for  labora¬ 
tory  and  office  and  with  a  floor  load  of  not  less 
than  50  lbs.  per  superficial  foot ;  that  the  masonry  par¬ 
titions  resting  on  the  cement  floor  over  cork  insulation, 
referred  to  in  Objections  2  and  3,  may  be  accepted  if 
constructed  as  proposed;  as  to  Objection  4,  that  the 
windows  or  skylights  installed  in  the  stairways  leading 
to  the  roof  shall  be  constructed  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  October  2, 
1946,”  9  sheets-,  and  specifically  as  to  such  plans  as  refer 
to  the  proposed  9th  floor  and  the  exit  to  roof  and  hori¬ 
zontal  exits  to  adjojning  buildings.” 


634-44-A 

APPLICANT — Samuel  Roth,  for  Antiquities  Inc.,  owner 
(Richard  Wheehvright,  lessee). 

'  SUBJECT — Application  reopened  November  6.  1946 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 227-229  East  56th  street,  north 
side,  260  ft.  east  of  3rd  avenue  (Block  1330,  Lot 
11),  Borough  of  Manhattan. 

■  APPEARANCES— 

For  Applicant :  Samuel  Roth. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative: . 0 

Absent :  Deputy  Chief  Guinee .  1 


THE  RESOLUTION  (634-44-A) 

Whereas,  Samuel  Roth,  for  Antiquities,  Inc.,  owner 
(Richard  Wheelwright,  lessee),  filed  an  application  for  re¬ 
opening  of  this  appeal,  affecting  premises  227-229  East  56th 
street,  north  side,  260  ft.  east  of  3rd  avenue  (Block  1330, 
Lot  11),  Borough  of  Manhattan,  and  to  permit  the  Board 
to  consider  a  new  decision  of  the  borough  superintendent ; 
and 

Whereas,  this  appeal  was  reopened,  restored  to  the 
calendar  on  November  6,  1946 ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  18,  1946,  acting  on  Alt.  Applic.  1257-44, 
reads : 

“10.  Repeat.  Building  should  comply  with  Sec.  270 
Labor  Law.  Note  that  building  reconstructed  except 
portions  of  side  walls  under  Alt.  286  of  1917. 

(a)  From  every  floor  there  should  be  two  exits 
remote  from  each  other,  one  of  which  on  every  floor 
above  the  ground  floor  should  be  an  interior  or  exterior 
enclosed  stair  and  the  other,  such  a  stair  or  a  horizontal 
exit.  Stairs  should  have  a  min.  width  of  44  in. 

(c)  All  exit  doors  opening  on  stairs  should  have 
minimum  width  of  44  in.  and  should  swing  in  direction 
of  egress  and  should  not  obstruct  passage  or  stairs.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  (74  ft.  11  in.)  in  height;  50  ft.  by  90  ft.  in  area, 
of  fireproof  construction;  erected  1887,  altered  1917;  located 
on  a  lot  50  ft.  by  100  ft.  5  in.  in  area,  in  a  business  use, 
B  area  and  Class  1J4  height  district,  and  used  and  occupied 
since  April,  1944, — cellar,  storage  and  boiler  room ;  mezza¬ 
nine,  office,  3  persons ;  1st  to  6th  stories,  storage,  1  person 
on  each  of  the  1st,  2nd,  4th,  5th  and  6th  stories,  and  10 
persons  on  the  3rd  story,  and  proposed  to  be  used  and 
occupied  as  follows :  cellar,  storage  and  boiler  room,  2 
persons;  mezzanine,  office,  3  persons;  1st  floor,  showroom, 
3  persons ;  2nd  to  6th  floors,  office,  storage  and  factory, 
15  persons  per  floor;  not  more  than  25%  of  total  floor 
area  of  building  to  be  used  as  a  factory  and  such  factory 
to  be  of  the  type  permitted  in  a  business  use  district ; 
that  the  building  is  equipped  with  one  3  ft.  8  in.  wide 
interior  stairs,  enclosed  in  4  in.  terra  cotta  block  parti¬ 
tions,  equipped  with  kalamein  self-closing  doors  and  lead¬ 
ing  from  the  roof  bulkhead,  directly  to  the  street,  and  one 
fire  escape  at  the  rear,  extending  to  the  roof  by  stair  with 
egress'  from  its  termination  to  a  proposed  fireproof  passage 
at  cellar  level,  connecting  to  the  front  stairway  as  indicated 
on  plans  filed  with  this  appeal ;  that  the  adjoining  buildings 
to  the  east  and  west  are  five  stories  in,  height ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1917  as  a  public  garage,  having  one  front  interior 
enclosed  stairway  and  one  rear  exterior  stairway  with 
egress  from  the  termination  of  the  rear  stairway  through 
gate  in  fence  to  adjoining  yard;  that  in  1944,  an  alteration 
application  was  filed  to  change  the  use  to  storage  and  repair 
of  furniture  and  these  existing  exits  and  the  gate  through 
the  fence  to  adjoining  yard  were  approved  by  the  Board ; 
that  it  is  now  proposed  to  change  the  use  of  the  premises 
to  office,  showroom,  storage,  receiving  and  shipping  and 
manufacturing  not  to  exceed  25%  of  the  area  of  the  build¬ 
ing  and  it  is  now  proposed  to  provide  a  new  fireproof 
passageway  not  less  than  3  ft.  8  in.  wide  from  the  termina¬ 
tion  of  the  rear  exterior  stairway  to  the  front  cellar  stairs 
and  thence  up  to  a  lobby  on  the  1st  floor  and  thence  to 
the  street,  as  indicated  on  plans  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1257-44,  Objection  10,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  primary  means  of  exit  shall 
be  maintained  as  proposed,  and  as  shown  on  plans  filed 
with  this  appeal  marked  “Received  December  3,  1946,”  4 
sheets,  and  in  addition,  there  shall  be  a  second  means  of 
exit,  consisting  of  an  exterior  steel  stairway  as  indicated 
on  such  plans,  with  an  exit  through  fireproof  passage  from 
the  cellar  leading  to  the  hallway  of  the  primary  means  of 
exit ;  that  the  building  shall  not  be  increased  in  height  or 
area ;  that  the  number  of  occupants  shall  not  exceed  the 
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number  as  proposed,  and  in  no  event  the  number  permitted 
as  to  the  primary  means  of  exit  only ;  that  unless  required 
to  be  reduced  in  area,  the  freight  elevator  shall  be  posted 
as  approved  by  the  Department  of  Housing  and  Buildings 
as  to  maximum  loading ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  this  resolution 
supersedes  the  resolution  adopted  by  the  Board  under  Cal. 
No.  764-17-A,  adopted  July  3,  1917,  and  resolutions  adopted 
under  this  Cal.  No.  634-44- A,  on  December  19,  1944,  as 
amended  April  10,  1945. 


259-46-A 

APPLICANT — S.  Walter  Katz,  for  Alto  Spring  Metal 
Manufacturing  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 368-370  Alexander  avenue,  east  ■ 
side,  25.64  ft.  south  of  East  143d  street  (2nd  floor)  ; 
(Block  2305,  Lot  6),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Ludwig  Hanuer. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative:  . 0 

Absent :  Deputy  Chief  Guinee  .  1 


THE  RESOLUTION  (259-46-A) 

Whereas,  S.  Walter  Katz,  for  Alto  Spring  Metal  Manu¬ 
facturing  Company,  owner,  filed  September  4,  1946,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  368-370  Alexander  avenue  east  side,  25.64  ft. 
south  of  East  143rd  street  (2nd  floor)  ;  (Block  2305,  Lot  6), 
Borough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
August  15,  1946,  on  amendment  to  Alt.  Applic.  743-45,  reads : 

“2.  As  building  was  erected  after  1913,  the  use  of  a 
counter-balanced  fire  escape  as  a  secQnd  means  of  egress 
does  not  conform  to  Section  270  of  the  Labor  Law,  and 
is  therefore  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(25  ft.)  in  height;  60  ft.  by  105  ft.  5  in.  in  area;  of  Class  1 
construction ;  erected  1916 ;  located  in  an  unrestricted  use, 
B  area  and  Class  1^4  height  district,  and  used  and  occupied 
since  February  1,  1946  as  follows:  cellar,  storage;  1st  floor, 
motor  vehicle  repair  shop,  5  persons ;  2nd  floor,  garage, 

2  persons,  and  proposed  to  be  used  and  occupied :  cellar, 
same;  1st  floor,  same;  2nd  floor,  manufacturing  of  light 
springs,  10  persons ;  that  the  building  is  equipped  with  one 

3  ft.  8  in.  steel  stairs,  enclosed  in  8  in.  brick,  equipped  with 
fireproof  self-closing  doors,  leading  from  the  roof  bulkhead, 
directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  new  counterbalanced  stair  on  the  outside  of  the 
building  from  2nd  floor  to  street  level ;  that  the  factory 
occupancy  on  the  2nd  floor  will  be  limited  to  10  persons; 
that  the  adjoining  building  to  the  north  is  the  same  height 
and  egress  may  be  obtained  thereto,  from  the  roof  of  the 
building  in  question  by  means  of  fireproof  enclosed  stairs ; 
that  the  floor  construction  is  spider  web  and  the  cost  of 
creating  a  stair  well  in  this  type  of  construction  is  tremendous, 
as  the  reinforcing  wire  is  spun  from  all  directions,  forming 
floor  arches  and  columns ;  that  no  combustible  materials  of 
any  kind  will  be  used  in  the  manufacturing  process  on  the 
2nd  floor ;  that  although  not  considered  as  an  exit,  there  is  an 
existing  ramp  from  the  second  floor  to  the  street. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  743-45,  Objection  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  primary  means  of  exit  shall  be  maintained 
in  accordance  with  the  requirements  therefor,  as  indicated  on 


plans  filed  with  this  appeal  marked  “Received  November  21, 
1946,”  4  sheets,  and  “December  4,  1946,”  1  sheet;  that  there 
shall  also  be  installed  at  the  front,  a  balcony  at  the  second 
floor  level,  with  a  counter  balanced  ladder  to  grade,  and  also 
a  ladder  at  the  rear  from  the  first  floor  extension  roof,  for 
access  to  roof  of  the  adjoining  premises  in  the  rear;  that 
within  15  months,  the  existing  gasoline  tank  on  first  floor 
shall  be  removed  or  sealed  to  the  satisfaction  of  the  fire 
commissioner ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 

959-46-A 

APPLICANT— Earl  Harkness,  for  The  Greenwich  Sav¬ 
ings  Bank,  owner. 

SUBJEC1 — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3-5  West  57th  street,  north  side, 
125  feet  west  of  Fifth  avenue  (Block  1273,  Lots  31 
and  32),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Paul  Windels  and  Alfred  W.  Ber- 
gren. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  ^nd  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . . 0 

THE  RESOLUTION  (959-46-A) 

Whereas,  Earl  Harkness,  for  The  Greenwich  Savings 
Bank,  owner,  filed  December  6,  1946,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises :  3-5 
West  57th  street,  north  side,  125  ft.  west  of  Fifth  avenue 
(Block  1273,  Lots  31-32),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  3,  1946,  on  amendment  to  N.B.  Applic. 
48-1946,  reads: 

“7.  Rear  yard  to  begin  at  curb  level.  Sec.  17b  Z.R. 

Denied.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  12  stories  (148  ft.)  in  height,  50  ft.  by  100  ft.  in 
area  at  1st  floor,  on  a  lot  50  ft.  by  100  ft.  in  area,  located 
in  a  restricted  retail  use,  B  area,  and  Class  1J4  height  dis¬ 
tricts  ;  proposed  to  be  occupied  as  follows :  Cellar,  safe  de¬ 
posit  and  machine  rooms,  30  persons;  1st  floor,  bank,  30 
persons;  mezzanine,  storage  and  machine  rooms,  0  persons; 
2nd  floor,  toilets,  lockers,  recreation  and  machine  rooms,  30 
persons ;  3rd  to  12th  floors,  offices,  30  persons  per  floor ;  that 
an  approved  standpipe  system  will  be  installed;  that  there 
will  be  one  3  ft.  8  in.  fireproof  interior  stairs,  equipped  with 
fireproof,  self-closing  doors,  and  one  fire  tower  equipped 
with  4-hour  doors  ;  and 

Whereas,  the  applicant  contends  that  after  the  decision 
of  the  Court  of  Appeals,  holding  invalid  Section  12(b)  of 
the  Zoning  Resolution  to  the  extent  that  it  attempted  to 
limit  ground  coverage  in  B  area  Retail  Districts,  the  owner 
directed  its  architects  to  file  amended  plans  to  extend  the 
building  north  on  the  1st  floor  for  a  depth  of  100  feet  and 
to  the  height  of  one  story  (not  exceeding  23  feet)  ;  that  the 
Dept,  of  Housing  and  Buildings  rejected  the  amended  plans 
because  the  proposed  yard,  which  is  entirely  within  a  re¬ 
stricted  retail  district,  did  not  start  at  curb  level ;  that  the 
Dept,  of  Housing  and  Buildings  relies  on  the  alleged  amend¬ 
ment  of  Building  Zone  Resolution  Section  17(b)  claimed  to 
be  effective  December  2,  1944;  that  it  is  the  applicant’s  con¬ 
tention  that  the  Department’s  position  is  erroneous  and  that 
under  the  authority  of  the  recent  decision  of  the  Court  of 
Appeals  in  431  Fifth  Ave.  Corp.  v.  City,  affirming  the  Appel¬ 
late  Division  in  the  same  case,  Section  17(b)  was  never 
validly  amended  so  far  as  concerns  B  Area  Retail  Districts; 
that  this  case  is  authority  for  the  proposition  that  every 
separable  provision  of  that  amending  resolution  which 
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affected  distinctively  B  area  retail  districts  must  be  viewed 
for  purposes  of  protest,  as  though  it  had  been  separately 
enacted ;  that  the  impact  of  the  amendment  contained  in 
Section  17(b)  affecting  Retail  Districts  in  B  Area  Dis¬ 
tricts  was  different  from  the  impact  of  that  amendment 
affecting  Retail  Districts  in  any  other  area  districts,  be¬ 
cause  of  the  different  dimensions  required  for  yards  in  the 
various  area  districts ;  therefore,  the  amendment  to  Section 
17(h)  was  distinctive  as  affecting  B  Area  Retail  Districts; 
that  it  is  also  clearly  separable;  that  the  Courts  have  found 
that  there  was  a  20 %  protest  and  the  resolution  lacked  a 
unanimous  vote;  it  follows,  therefore,  that  Section  17(h) 
to  the  extent  it  attempted  an  amendment  affecting  retail  use 
districts  in  B  area  districts,  was  not  validly  amended  for 
exactly  the  same  reason  that  led  the  courts  to  declare  in¬ 
valid  the  attempt  to  amend  Section  12(b)  with  respect  to 
the  same  classification  of  districts;  that  it  is,  therefore, 
respectfully  requested  that  the  Board  of  Standards  and 
Appeals  direct  the  Department  of  Housing  and  Buildings 
to  accept  the  amended  plans  and  to  issue  any  and  all  permits 
necessary  to  carry  out  construction  of  this  structure ;  and 

Whereas,  it  is  the  opinion  of  the  Board  that  implicit  in 
the  decision  in  Matter  of  431  Fifth  Avenue  vs.  City  of  New 
York,  as  affirmed  by  the  Court  of  Appeals,  is  the  principle 
that  all  changes  in  the  amendments  to  the  resolution,  effec¬ 
tive  December  2,  1944,  that  applied  distinctively  to  B  area 
Retail  districts  were  not  validly  enacted;  that  since  the 
effect  of  the  amended  Section  17,  subdivision  b,  was  dif- 
k  ferent  in  the  B  area  retail  districts  from  any  other  area 
districts,  the  principle  in  the  above  case  is  clearly  appli¬ 
cable;  that  any  interpretation  of  Section  17,  subdivision  b, 
that  asserts  that  the  Section  requires  a  yard  at  curb  level  in 
a  retail  district  is  not  supported  by  the  language  of  the  Sec¬ 
tion  ;  that  any  such  interpretation  would  not  be  in  accordance 
'  with  court  rulings  to  the  effect  that  restrictions  may  not  be 
read  into  the  law  that  cannot  be  supported  by  its  wording. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  48-46,  Objection  7,  be  and  it  hereby 
is  reversed  and  that  the  appeal  be  and  it  hereby  is  (/ranted. 


967-46-A 

APPLICANT— Max  Abramovitz,  for  Fairchild  Press,  Inc., 
owner. 

j  SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3-9  East  12th  street,  north  side, 
150  ft.  east  of  Fifth  avenue  and  6-10  East  13th 
street  (Block  570,  Lot  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  John  R.  Hayes. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted. 

;  THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (967-46-A) 

Whereas,  Max  Abramovitz,  for  Fairchild  Press,  Inc., 
owner,  filed  December  5,  1946,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  3-9  East  12th 
;  street  north  side,  150  ft.  east  of  5th  avenue,  and  6-10  East 
13th  street  (Block  570,  Lot  8),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  9,  1946,  on  amendment  to  N.B.  Applic. 
4046,  reads: 

“Denied.  Faiella. 

Dec.  9,  1946  Arthur  J.  Benline,  Borough  Supt. 

^Whereas,  the  decision  of  the  borough  superintendent 
dated  December  9,  1946,  is  based  on  amendment  filed  by  the 
applicant  December  6,  1946,  which  amendment  to  N.B. 
;  Applic.  40-46,  reads  as  follows: 

“26.  Respectfully  request  reconsideration  of  this  ob¬ 
jection  as  the  Board  of  Standards  and  Appeals  has 


rendered  an  interpretation  of  Sec.  17(b)  of  the  zoning 
resolution  in  the  case  bearing  calendar  number  820-46-A, 
said  finding  having  been  published  in  Volume  XXXI  of 
the  Bulletin  of  the  Board  of  Standards  and  Appeals 
dated  November-26,  1946,  on  pages  1340  and  1341.  The 
opinion  of  the  Board  in  the  case  above  mentioned  states, 
without  equivocation,  that  a  rear  yard  is  not  required 
by  Sec.  17(b)  of  the  zoning  resolution  to  start  at  curb 
level  when  located  in  a  retail  use,  B  area  district,  the 
point  at  issue  in  objection  #26. 

27.  Respectfully  request  reconsideration  of  this  ob¬ 
jection  as  yard  when  figured  as  starting  at  2nd  floor 
window  sills  (see  answer  to  objection  #26)  complies  in 
all  respects  with  the  requirements  of  Sec.  12  of  the 
zoning  resolution.” 

and 

Whereas,  said  amendment  filed  by  the  applicant  Decem¬ 
ber  6,  1946,  was  a  request  for  reconsideration  of  a  decision 
of  the  borough  superintendent,  dated  November  25,  1946, 
which  decision  reads  as  follows: 

“26.  Occupancy  of  greater  lot  area  than  required 
under  Secs.  12  and  17  not  permitted  in  ground  floor 
in  a  retail  district.  Sec.  17b  zoning  resolution. 

27.  Comply  with  Sec.  12  for  yard  dimension  at  pent¬ 
house.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  12  stories  (145  ft.  6  in.)  in  height;  100  ft.  by  112  ft. 
in  area  at  1st  floor;  100  ft.  by  100  ft.  in  area  at  typical  floor, 
of  Class  1  construction,  on  a  lot  100  ft.  by  206.6  ft.  in  area, 
in  a  retail  and  business  use,  B  area  and  Class  1  height 
district,  to  be  used  and  occupied  as  a  newspaper  printing 
plant  and  for  offices ;  that  the  building  will  be  equipped  with 
a  two  source  sprinkler  system,  a  standpipe  system  and  an 
interior  fire  alarm  system ;  that  there  will  be  one  interior 
stairs  and  one  fire  tower,  each  3  ft.  8  in.  in  width,  of  fire¬ 
proof  construction  from  the  roof  bulkhead,  directly  to  the 
street ;  and 

Whereas,  the  applicant  contends  that  the  borough  super¬ 
intendent  contends  that  a  rear  yard  starting  at  curb  level 
must  be  provided  for  the  triangular  shaped  area  of  128.5 
sq.  ft.  in  the  retail  district  and  for  the  area  immediately 
north  of  this  section  and  extending  to  the  rear  lot  line,  as 
indicated  on  plans  filed  with  this  appeal ;  that  the  Depart¬ 
ment  of  Housing  and  Buildings  is  in  error  in  interpreting 
Section  17(b)  as  effective  December  2,  1944,  to  require  a 
yard  to  start  at  curb  level  in  a  retail  district ;  that  nothing  to 
support  such  a  contention  can  be  found  in  the  wording  of 
this  section  and  therefore  no  assumption  that  a  yard  must 
be  provided  at  curb  level  should  be  invoked ;  that  the 
decision  of  the  Court  of  Appeals  in  the  matter  of  431  Fifth 
Avenue  Corp.  vs.  City  of  New  York  invalidated  amendments 
effective  December  2,  1944,  relating  to  retail  use  B  area 
districts,  therefore  the  amendment  adopted  effective  Decem¬ 
ber  2,  1944,  to  Section  17(b)  referring  to  retail  districts 
when  in  B  area  districts  should  not  be  applied ;  that  Section 
12  contains  only  two  sentences  which  could  be  applied  to  a 
rear  yard  in  a  B  area  retail  and  business  use  district  as 
follows : 

“In  a  B  district  a  rear  yard  at  any  given  height  shall 
be  at  least  three  inches  in  least  dimension  for  each  one 
foot  of  such  height.  The  depth  of  a  rear  yard  at  its 
lowest  level  shall  be  at  least  10%  of  the  depth  of  the 
lot,  but  need  not  exceed  10  ft.  at  such  level.” 
that  both  of  these  requirements  have  been  met,  as  the  lowest 
level  of  yard  in  this  instance  would  be  figured  from  the 
2nd  floor  sills  and  is  at  least  10  ft.  wide  at  that  point  and 
more  than  3  in.  in  width  for  each  one  foot  of  height  from 
sill  level  to  top  of  penthouse  parapet  and  therefore  conforms 
to  the  requirements  of  Section  12 ;  and 

Whereas,  it  is  the  opinion  of  the  Board  that  implicit  in 
the  decision  in  Matter  of  431  Fifth  Avenue  vs.  City  of 
New  York,  as  affirmed  by  the  Court  of  Appeals,  is  the 
principle  that  all  changes  in  the  amendments  to  the  resolution, 
effective  December  2,  1944,  that  applied  distinctively  to  B 
area  Retail  districts  were  not  validly  enacted ;  that  since  the 
effect  of  the  amended  Section  17,  subdivision  b,  was  different 
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in  the  B  area  retail  districts  from  any  other  area  districts, 
■  the  principle  in  the  above  case  is  clearly  applicable ;  that  any 
interpretation  of  Section  17,  subdivision  b,  that  asserts  that 
the  Section  requires  a  yard  at  curb  level  in  a  retail  district 
is  not  supported  by  the  language  of  the  Section ;  that  any 
such  interpretation  would  not  be  in  acocrdance  with  court 
rulings  to  the  effect  that  restrictions  may  not  be  read  into 
the  law  that  cannot  be  supported  by  its  wording. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  Applic.  40-46,  objections  26  and  27  be  and 
it  hereby  is  reversed  and  that  the  appeal  be  and  it  hereby  is 
granted. 

295-34-S 

APPLICANT — Lama  and  Proskauer,  for  46  Crown  Street 
Realty  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED — 44-46  Crown  street,  south  side, 
175  ft.  west  of  Franklin  avenue  (2nd  floor)  ; 
(Block  1190,  Lot  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 

THE  RESOLUTION  (295-34-S) 

Whereas,  this  application  from  a  decision  of  the  com¬ 
missioner  of  buildings,  affecting  premises  44-46  Crown 
street,  south  side,  175.  ft.  west  of  Franklin  avenue  (Block 
1190,  Lot  30),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  December  4,  1934,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  March  26,  1935 
and  the  applicant  requested  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  26,  1935,  by 
adding  thereto : 

“*  *  *  that  in  the  event  the  building  is  increased 

in  area  as  indicated  on  revised  plans  marked  “Received 
November  21,  1946,”  4  sheets,  showing  addition  to  the 
second  story  on  the  west  side,  that  the  requirements 
of  the  resolution  as  to  exits  as  adopted  by  the  Board 
on  March  26,  1935,  may  be  considered  as  still  applicable.” 


636-46-A 

APPLICANT — Industrial  Maintenance  Inc.,  for  Cellucraft 
Mfg.  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent  (previously 
denied) . 

PREMISES  AFFECTED — 254  Navy  street,  west  side,  175 
ft.  south  of  Lafayette  avenue,  2nd  floor,  (Block 
2086,  Lots  31-32),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  A.  Parnell. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  4 
Negative:  .  0 


187-35-A 

APPLICANT — New  York  Dock  Company,  owner. 

SUBJECT — Application  reopened  October  15,  1946 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  515,  part  of  Lot  1),  Bor¬ 
ough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  George  A.  Eweler. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  Tanuary  7,  1947  at 
2  P.  M. 


857-46-A 

APPLICANT — A.  J.  McAllister  for  Sullivan  Dry  Dock 
and  Repair  Corp.,  lessee  (Todd  Shipyards  Corp., 
owner.) 

SUBIECT- — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 738-744  3rd  avenue,  foot  of 
22nd,  23rd  and  24th  streets  (Block  650,  Lot  67), 
Gowanus  Canal,  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  James  F.  McCauley. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  Tanuar}-  7,  1947  at 
2  P.  M. 

892-46-A 

APPLICANT — Otto  J.  Sambach,  for  Semken  Coal  Co., 
Inc.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — North  side  of  Hunter  avenue, 
244.27  ft.  east  of  (Bay)  parkway  (Block  6491, 
Lots  13-19  and  Block  6491A,  Lot  55),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Otto  J.  Sambach. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
2  P.  M.  for  further  consideration. 


907-46- A 

APPLICANT — Piero  Ghiani,  for  Estate  of  M.  Troiano, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 136  12th  street,  south  side,  100 
ft.  west  of  3rd  avenue  (Block  1026,  Lot  30),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Piero  Ghiani. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1946 
at  2  P.  M.  for  an  inspection  by  a  committee  of  the 
Board. 


ZONING  APPLICATIONS 

177-32-BZ 

APPLICANT — J.  G.  L.  Molloy,  for  Rose  Cramer,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
approval  of  plans  as  per  resolution  of  7/9/46;  Ap¬ 
plication  (decision  of  the  borough  superintendent) 
previously  granted  on  condition  under  section  7f 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  office  and  lubritorium. 

PREMISES  AFFECTED — 156-166  West  End  avenue, 
northeast  corner  of  West  67th  street  (Block  1159, 
Lot  1),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy  and  Henry  George 
Greene. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  plans  ap¬ 
proved. 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (177-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  office  and 
lubritorium,  affecting  premises  156-166  West  End  avenue, 
j  northeast  corner  of  West  67th  street  (Block  1159,  Lot  1), 
Borough  of  Manhattan,  was  denied  by  the  Board  on  June 
14,  1932;  and 

Whereas,  J.  G.  L.  Molloy,  for  Rose  Cramer,  owner, 
requested  a  reopening  of  the  application  and  rehearing  under 
section  7f  of  the  zoning  resolution;  and 
Whereas,  on  March  12,  1946,  this  case  was  reopened  and 
restored  to  the  calendar ;  and 
Whereas,  on  July  9,  1946,  this  application  was  granted 
by  the  Board,  under  section  7f  of  the  zoning  resolution,  on 
certain  conditions,  for  a  term  of  ten  years ;  and 

Whereas,  the  applicant  requested  an  approval  of  plans 
in  accordance  with  the  conditions  of  the  resolution  of  July  9, 
1946. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  plans  marked  “Received  September  4,  1946”, 
three  sheets,  as  in  substantial  compliance  with  the  resolution 
adopted  July  9,  1946,  on  condition  that  the  proposed  exterior 
stair  to  the  second  story  shall  be  eliminated ;  that  there 
shall  be  no  occupancy  of  the  second  or  attic  story ;  that  the 
ceiling  of  the  first  story  shall  comply  with  the  requirements 
of  the  building  code  therefor;  that  the  curb  cuts  near  the 
intersection  shall  be  moved  so  that  no  portion  of  the  curb 
cut  is  nearer  than  5  ft.  to  the  intersection  and  that  a  block 
of  concrete,  which  may  be  segmental  in  shape  and  not  less 
than  1  ft.  in  height,  shall  be  constructed  at  the  corner  within 
the  building  line ;  that  the  curb  cut  shown  to  the  north  shall 
also  be  re-located  so  as  to  be  not  nearer  than  5  ft.  to  the 
side  lot  line  as  extended ;  that  a  concrete  curb  shall  be  con¬ 
structed  to  protect  the  planting  between  the  accessory  build¬ 
ing  and  the  northerly  side  wall  and  the  easterly  side'lot  line 
i  wall ;  that  such  curbing  shall  be  not  less  than  6"  by  6"  on  a 
suitable  foundation ;  that  no  cellar  shall  be  constructed  under 
the  accessory  building  and  any  heating  equipment  shall  be 
of  an  approved  type  on  the  first  story;  that  these  require¬ 
ments  are  in  addition  to  the  requirements  adopted  on  Tuly 
9,  1946.  '  ' 


28-40-BZ 

APPLICANT — Reginald  S.  Hardy,  for  42  South  11th 
Avenue  Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — -reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
reconstruction  and  rearrangement  of  existing  gaso¬ 
line  service  station  and  accessory  building. 

PREMISES  AFFECTED — 14-80  Clintonville  street,  west 
side,  1  ft.  north  of  Cross  Island  boulevard  (Block 
4697,  Lots  15  and  18),  Whitestone,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AQTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (28-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  and  rearrangement  of  an  existing  gasoline  service 
station  and  accessory  building,  affecting  premises  14-80 
Clintonville  street,  west  side,  1  ft.  north  of  Cross  Island 
boulevard  (Block  4697,  Lots  15  and  18),  Whitestone,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  May  28,  1940  on 
certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  from  time  to  time,  the  last  such  extension 
having  been  granted  on  December  4,  1945  ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  28,  1940  as  amended 
through  December  4,  1945  only  in  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“in  view  of  the  statement  by  the  applicant  that  all  plans 
have  been  approved  and  all  permits  obtained,  all  work 
shall  be  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  and  that  other  than  as  herein 
amended,  the  conditions  of  the  resolution  of  May  28, 
1940,  shall  be  complied  with  (N.B.  Applic.  8544-39).” 


234-41-BZ 

APPLICANT — Gulf  Oil  Corporation  (lessee),  for  The 
Trustees  of  Columbia  University,  in  the  City  of 
New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  reconstruction  of  a  gasoline  service 
station ;  part  of  premises  is  on  same  street  between 
the  same  intersecting  streets  as  a  school  and  library. 
PREMISES  AFFECTED — 2011-2013  Broadway,  west  side, 
from  West  68th  to  West  69th  streets  (entire  block)  ; 
151-155  West  68th  street  and  166-178  West  69th 
street  (Block  1140,  parts  of  Lots  4,  5,  7,  10,  14,  55 
and  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (234-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  alteration 
and  reconstruction  of  a  gasoline  service  station,  affecting 
premises  2011-2013  Broadway,  west  side,  from  West  68th 
street  to  West  69th  street  (entire  block)  ;  151-155  West  68th 
street  and  166-178  West  69th  street  (Block  1140,  parts  of 
Lots  4,  5,  7,  10,  14,  55  and  58),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  January  13,  1942  on  certain  condi¬ 
tions  ;  and 

Whereas,  plans  were  approved  on  May  4,  1943,  time  ex¬ 
tended  on  January  5,  1943,  resolution  amended  on  Septem¬ 
ber  28,  1943  and  time  further  extended  on  October  24,  1944 
and  October  23,  1945  and  the  applicant  requested  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 


) 


1441 


MINUTES 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  13,  1942  as  amended 
by  approval  of  plans  May  4,  1943  and  other  amendments 
through  October  23,  1945  only  in  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that -all 
plans  have  been  approved  but  no  permits  obtained,  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  amended  resolution 
and  that  other  than  as  herein  amended,  the  conditions 
of  the  resolutions  of  January  13,  1942  and  May  4,  1943, 
shall  be  complied  with.” 


293-45-BZ 

APPLICANT — Colonial  Beacon  Oil  Co.,  new  owner. 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
reconstruction  of  an  existing  gasoline  service  station 
and  the  inclusion  of  a  motor  vehicle  repair  shop 
within  200  feet  of  a  hospital  entrance. 

PREMISES  AFFECTED — 739-747  Albany  avenue  and  600- 
610  Clarkson  avenue,  southeast  corner  (Block  4846, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (293-45-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  of  an  existing  gasoline  service  station  and  motor 
vehicle  repair  shop,  affecting  premises  739-747  Albany  ave¬ 
nue  and  600-610  Clarkson  avenue,  southeast  corner  (Block 
4846,  Lot  1),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  November  20,  1945,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  20,  1945,  only  in 
so  far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution ;  that  prior  to  filing  plans  with  the 
borough  superintendent,  complete  working  drawings 
shall  be  filed  with  the  Board  for  approval.” 


296-46-BZ 

APPLICANT — Wendell  Mischler,  for  Flatbush  Savings 
Bank,  owner. 

SUBJECT- — Application  for  consideration — reopening,  ap¬ 
proval  of  plans— Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  sections  7c  and  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  and  business  use,  C 
area  district,  the  erection  of  a  building  for  com¬ 
mercial  purposes,  occupying  more  than  the  permitted 
area  of  lot  without  providing  a  rear  yard  above  the 
first  floor. 

PREMISES  AFFECTED — 1550  Flatbush  avenue,  west  side, 
85  ft.  4p2  in.  north  of  Germania  place  and  135-143 
Kenilworth  place  (Block  7557,  Lot  6),  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant:  Wendell  Mischler. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  plans 
approved. 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (296-46-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  permitting  in  a  residence  and  business  use 
district  and  C  area  district,  the  erection  of  a  building  for 
commercial  purposes,  occupying  more  than  the  permitted 
area  of  lot  without  providing  a  rear  yard  above  the  first 
floor,  affecting  premises  1550  Flatbush  avenue,  west  side 
85  ft.  A]/2  in.  north  of  Germania  place  and  135-143  Kenil¬ 
worth  place  (Block  7557,  Lot  6),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  July  2,  1946,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  approval  of  plans,  in 
accordance  with  the  conditions  of  the  resolution  of  July  2, 
1946. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  working  drawings  as  filed,  marked  “Received 
November  7,  1946”,  as  in  compliance  with  the  requirements 
of  the  resolution  adopted  by  the  Board  on  July  2,  1946,  only 
in  so  far  as  the  following  plans  are  concerned:  landscape 
plan,  sheets  2  and  6. 


454-46-BZ 

APPLICANT — Kitzler  and  Nurick,  for  Castle  Brothers 
Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  sections  7b  and  7e  of  the  zoning 
resolution,  permitting  in  a  business  and  unrestricted 
use  district,  the  display,  sales  and  storage  of  more 
than  five  motor  vehicles,  for  a  term  of  two  (2) 
years. 

PREMISES  AFFECTED — 54-64  Woods  place,  west  side, 
33  ft.  9  in.  north  of  Snyder  avenue  (Block  5107, 
Lot  24),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (454-46-BZ) 

Whereas,  this  application  under  sections  7b  and  7e  of 
the  zoning  resolution,  permitting  in  a  business  and  unre¬ 
stricted  use  district,  the  display,  sales  and  storage  of  more 
than  five  motor  vehicles,  for  a  term  of  two  (2)  years, 
affecting  premises  54-64  Woods  place,  west  side,  33  ft.  9  in. 
north  of  Snyder  avenue  (Block  5107,  Lot  24),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  September  24,  1946, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  -of  September  24,  1946,  by 
adding  thereto : 

“that  in  the  event  the  owner  desires  to  construct  two 
entrances  from  the  premises  with  curb  cuts  opposite 
as  indicated  on  revised  plans  marked  “Received  Decem¬ 
ber  5,  1946”,  one  sheet,  such  entrances  may  be  per- 
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mitted,  provided  same  are  not  over  12  ft.  in  width  with 
curb  cuts  opposite  not  over  14  ft.  in  width,  all  as  shown 
on  such  plans  and  that  in  all  other  respects,  the  reso¬ 
lution  of  the  Board  adopted  September  24,  1946  shall 
be  complied  with.” 

244-28-BZ 

APPLICANT — William  R.  Bayes,  for  Kings  Highway 

,  Savings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  in  area — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  extending  from 
a  business  use  district,  the  erection  and  maintenance 
of  a  business  building. 

PREMISES  AFFECTED — 1602-1606  Kings  Highway  and 
1659-1671  East  16th  street,  southeast  corner  (Block 
6779,  Lots  53  and  57),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  R.  Bayes. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Comrqissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


344-33-BZ 

APPLICANT — Lama  and  Proskauer,  for  Nicholas  Scan- 
dore,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — new  decision — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7a  and  7c  of 
the  zoning  resolution,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  recrea¬ 
tion  centre. 

PREMISES  AFFECTED— 1048-1072  Ocean  parkway  (1060 
displayed)  west  side,  380  ft.  south  of  Avenue  J 
(1st  floor)  ;  (Block  5495,  Lot  870),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  January  7,  1947 
at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


95-46-BZ 

:  APPLICANT — Bernard  Meyers,  for  H.  Kulemkampf, 
owner  (General  Gummed  Products,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  extension 
of  an  existing  factory. 


PREMISES  AFFECTED— 126-15  89th  avenue,  north  side, 
49  ft.  east  of  126th  street  (Block  9335,  Lot  60), 
Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant :  Bernard  Meyers. 

For  Administration:  Samuel  L.  Becker,  Dept,  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 


MATERIALS  AND  APPLIANCE  SUBMITTED  FOR 

APPROVAL 

236-39-SM 

APPLICANT — Consolidated  Expanded  Metal  Companies, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Metal  and  Lathing 
Accessories,  etc.,  previously  approved  on  condition. 

APPEARANCES— 

For  Applicant:  J.  H.  Dowling. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative: .  0 


1016-39-SM 

APPLICANT- — National  Gypsum  Company  of  Buffalo, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
approval  of  additional  material — Gold  Bond  Fibre 
Insulation  Board,  fibre  plank  and  tile,  fibre  insulation 
lath  and  fibre  sheathing  board,  previously  approved 
on  condition. 

APPEARANCES— 

For  Applicant :  H.  Z.  Jones. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative: .  0 


440-46-SA 

APPLICANT — E.  E.  Billow,  Jr.,  for  Billow  Corp.,  owner 
(James  H.  Merritt,  Agent). 

SUBJECT — Billow  Fuel  Oil  Atomizer,  Class  GRD,  ap¬ 
proval  of. 

APPEARANCES — 

For  Applicant :  E.  E.  Billow,  Jr. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant  inasmuch  as  the  appliance  has  already 
been  approved  under  Calendar  128-27-SA. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee..  4 
Negative: .  0 


Adjourned  :  5  :00  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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RULES 

FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  Aug. 
30,  1917;  Amended  Nov.  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In 

garages,  motor  vehicle  repair  shops  and  oil  selling  stations 
any  material  or  form  of  construction  shall  be  deemed  fire- 
retarding  within  the  meaning  of  Section  C26-254.0,  of  the 
building  code,  that  resists  the  action  of  flame  and  heat 
when  subjected  to  a  continuous  fire  for  one  hour  at  an 
average  temperature  of  seventeen  hundred  (1700)  degrees 
Fahrenheit  without  the  passage  of  flame,  and  with  a  max¬ 
imum  temperature  rise  to  four  hundred  (400)  degrees 
Fahrenheit  on  the  side  away  from  the  fire.  The  point  at 
which  the  temperature  of  a  transmitted  heat  is  measured 
shall  be  protected  from  external  air  and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one 
hundred  (100)  square  feet  and  least  dimension  shall  be  not 
less  than  nine  (9)  feet.  When  in  the  form  of  floor  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  two 
hundred  (200)  square  feet  and  the  least  dimension  shall 
be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredths  (1/200) 
part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 

joisted  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  when  the 
beams  are  protected  on  the  upper  and  under  sides  with  the 
fire-retarding  materials  specified  in  rules  for  floor  and 
ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven  eights  (%)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  (2 1/2) 
inches  of  1  :2 :5  concrete  or  better,  reinforced  with 
not  less  than  one-fourth  (%)  of  one  (1)  per  cent  of 
steel  mesh ; 

(b)  Two  and  one-half  (2]4)  inches  of  1  :2:4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved 
waterproof  paint  or  protected  by  tar  paper  on  the  top 
and  on  the  sides  for  a  distance  of  three  inches  from 
the  top. 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  stations  : 

(a)  One-half  (14)  inch  plaster  boards,  or  three- 
eighths  (j4)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbes¬ 
tos  hoard 'laid  with  tight  staggered  joints  and  nailed  to 
the  beams,  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when  the 


floor  beams  are  more  than  sixteen  (16)  inches  on 
centers ; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(H)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehi¬ 
cle  repair  shops  or  oil  selling  stations  shall  be  attached  to 
wood  floor  beams  and  girders  in  such  manner  as  to  main¬ 
tain  an  air  space  between  the  wood  beams  and  all  wood 

beams  shall  be  seasoned  before  applying  the  protective  coat. 

% 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 

or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three 
(3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 

in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction ;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  in¬ 
jury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground  with 
No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  aceptable  in  fire¬ 
proof  construction ;  except  that  an  air  space  need  not  be 
provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 

vertical  shafts  in  non-fireproof  business  buildings  hereafter, 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  par¬ 
titions  continued  through  the  non-fireproof  floor  construc¬ 
tion,  and  when  unfilled  wood  stud  partitions  are  used,  the 
space  between  the  floor  beams  shall  be  fire-stopped  with 
incombustible  materials.  All  openings  in  such  partitions 
shall  be  protected  with  acepted  metal-covered  fire  doors 
or  windows.  Wherever  necessary  for  protection  against 
mechanical  injury,  the  partition  shall  be  jacketed  to  a  height 
of  five  (5)  feet  on  the  garage  side  with  No.  4  U.  S.  gauge 
metal.  Any  one  of  the  following  forms  of  partitions  shall 
be  accepted  for  the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
(?4)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (7/%)  inch  wood  sheathing,  one-half 
(14)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams ; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eights  (%)  inch  wood  sheathing,  two 
thicknesses  of  one-quarter  (*4)  inch  asbestos  boards 
laid  with  tight  staggered  joints  and  jacketed  with  No. 
16  U.  S.  gauge  metal  on  the  garage  side  to  a  height  of 
five  (5)  feet; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No.  26 
U.  S.  gauge  metal ; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
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the  afternoon — Saturdays  excepted. 


Address  all  communications  to  the  Chairman 
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588-46-A,  667-46-A,  715-46-A  and  926-46-A. 
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A,  963-46-A,  174-46-A,  186-38-S,  517-46-A,  954-46-A, 
320-46-A,  870-46-A,  907-46-A,  958-46-A,  120-39-BZ,  597- 
39-BZ,  446-40-BZ,  586-42-BZ,  630-46-BZ,  267-16-BZ, 
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SM  and  706-45-SM. 

Fire  Drill  Rules. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  con¬ 
nection  with  which  court  proceedings  are  pending  or  in 
progress,  unless  exception  is  granted  by  the  chairman, 
nor  accepted  which  is  not  filed  within  thirty  days  from 
the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  ap¬ 
plication  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by  the 
rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting  his 
appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  ap¬ 
pellant  or  applicant  shall  forward  a  signed  notice  of  ap¬ 
peal  addressed  to  the  administrative  official  either  borough 
superintendent  of  buildings  or  fire  commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  sub¬ 
ject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposi¬ 
tion  of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  December  17,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

978-36-SA — Honeywood  Gun  Type  Pressure  Atomizing 
Burner,  Appliance. 


979-46-BZ — H.B.M. — 5  Greenwich  avenue,  south  side, 
34.4  ft.  west  of  Christopher -street  (Block  593,  Lot  13),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  742-46. 


980-46-A — F.D. — 2638  Park  avenue,  east  side,  75  ft.  north 
of  East  140th  street  (1st  floor)  ;  (Block  2340,  Lot  108), 
Borough  of  The  Bronx,  47874-LC  and  Decision. 


981- 46-BZ — H.B.B. — 39201  5th  avenue,  northwest  corner 
of  40th  street  (Block  709,  Lot  44),  Borough  of  Brooklyn, 
Alt.  5222-46. 

i 

982- 46-A— F.D. — 341-361  Hudson  street,  west  side,  from 
Charlton  street  to  King  street,  91-109  Charlton  street  and 
100-116  King  street  (14th  floor)  ;  (Block  598,  Lot  58),  Bor¬ 
ough  of  Manhattan,  Decision. 


983-46-BZ — H.B.B. — 1923  Mermaid  avenue,  north  side, 
39  ft.  V/2  in.  east  of  West  20th  street  (Block  7019,  Lot  52), 
Borough  of  Brooklyn,  Alt.  4804-46. 


984-46-A — H.B.Q. — 38-77  11th  street,  east  side,  50  ft. 
north  of  40th  street  (2nd  floor)  ;  (Block  473,  Lots  553  and 
554),  Long  Island  City,  Borough  of  Queens,  Alt.  2352-46. 


985-46-SA — Preferred  Horizontal  Oil  Burner,  Appliance. 


986-46-BZ— H.B.Bx. — 232-238  East  163rd  street,  south 
side,  76  ft.  east  of  Sherman  avenue  (Block  2445,  Lot  10), 
Borough  of  The  Bronx,  Alt.  1121-46. 


987-46-BZ — H.B.B. — 5806  Fort  Hamilton  parkway,  north 
side,  36  ft.  9J/&  in.  west  of  58th  street  (Block  5701,  Lot  36), 
Borough  of  Brooklyn,  Alt.  5223-46.  , 


988-46-A — H.B.Bx. — 1660H664  Boone  avenue,  east  side, 
115  ft.  north  of  East  173rd  street  (Block  3015,  Lots  4,  1  and 
45)  ;  (front  building),  Borough  of  The  Bronx,  Amendment 
to  N.B.  909-46. 


989-46-A — F.D. — 240-246  Furman  street,  west  side,  210  ft. 
4  in.  north  of  Montague  street  (Block  199,  part  of  Lot  1), 
Borough  of  Brooklyn,  4634-LC. 


990-46-BZ — H.B.Q. — 35-15  to  35-17  222nd  street,  east 
side,  304  ft.  north  of  37th  avenue  (Block  6192,  Lot  16), 
Bayside,  Borough  of  Queens,  Alt.  3130-46  and  Alt.  3131-46. 


991-46-BZ — H.B.B. — 2183  East  28th  street  and  2801-2811 
Avenue  V,  northeast  corner  (Block  7361,  Lot  58),  N.B. 
2636-46. 


992-46-SM — Hanley  Face,  Claycoat  and  Ceramic  Glazed 
Brick,  manufactured  by  Hanley  Co.,  Material. 


993- 46-BZ — ‘H.B.M. — 61-65  Stanton  street  and  222  Eld- 
ridge  street,  southeast  corner  (Block  416,  Lot  14),  Borough 
of  Manhattan,  Amendment  to  Alt.  1474-46. 

994- 46-A — H.B.M. — 61-65  Stanton  street  and  222  Eld- 
ridge  street,  southeast  corner  (Block  416,  Lot  14),  Borough 
of  Manhattan,  Amendment  to  Alt.  1474-46. 

995- 46-BZ — H.B.Q. — 33-16  Edgemere  avenue,  northeast 
corner  of  Beach  34th  street  (Block  404,  Lot  1),  Edgemere, 
Borough  of  Queens,  Alt.  3181-46. 


996-46-A — H.B.M. — West  side  of  2nd  avenue,  from  East 
92nd  to  East  93rd  streets,  248  East  93rd  street  and  247  East 
92nd  street  (Block  1538,  part  of  Lot  12),  Borough  of  Man¬ 
hattan,  Amendment  to  Alt.  595-46. 


997-46-A — F.D. — 5-17  46th  road,  north  side,  150  ft.  east 
of  5th  street  (Block  27,  Lot  17),  Long  Island  City,  Borough 
of  Queens,  3700-LC  and  Decision. 


998-46-A — H.B.Q. — 112-01  to  112-31  75th  avenue,  north 
side,  from  112th  to  113th  streets,  73-07  to  73-19  112th  street 
and  72-76  to  72-90  113th* street  (Block  2252,  part  of  Lot  2), 
Forest  Hills,  Borough  of  Queens,  N.B.  9583-46. 


999-46-A — H.B.M. — 72  Walker  street,  northwest  corner 
of  Courtlandt  Alley  (Block  196,  Lot  31),  Borough  of  Man¬ 
hattan,  B.N.  2740-46. 


1000-46-A — H.B.M. — 134-136  Charles  street,  south  side, 
131.1  ft.  east  of  Washington  street  (Block  631,  Lot  13), 
Borough  of  Manhattan,  B.N.  2970-46. 


1001-46-A — H.B.Q. — 197-23  47th  avenue,  north  side, 
340.22  ft.  west  of  Francis. Lewis  boulevard  (Block  5555,  Lot 
19),  Bayside,  Borough  of  Queens  (Under  section  35,  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 197th  street),  Alt. 
2777-46. 


1002-46-A — F.D. — Re  Transportation  of  Fuel  Oil  in  Tank 
Trucks  in  New  York  City  (construction  of  tanks  not  in  con¬ 
formity  with  Fire  Department  specifications  covering  Tank- 
Trucks),  48731-LC  and  48732-LC. 


1003-46-BZ — H.B.B. — 862  Broadway,  south  side,  136  ft. 
4 /  in.  east  of  Park  avenue  (Block  1580,  part  of  Lot  38), 
Borough  of  Brooklyn,  Alt.  4532-46. 


1004-46-SM — Minute  Man  Finishing  Hydrate,  manufac¬ 
tured  by  Lee  Lime  Corp.,  Material. 


1005-46-A — H.B.M. — 157-159  West  56th  street,  north 

side,  125  ft.  west  of  7th  avenue  (Block  1009,  Lot  6),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  2110-46. 


1006-46-BZ — H.B.B. — 2840-2862  Atlantic  avenue,  south 
side,  from  Barbey  street  to  Schenck  avenue,  250-272  Barbey 
street  and  181-207  Schenck  avenue  (Block  3964,  Lots  4,  5,  6, 
8  and  23),  Borough  of  Brooklyn,  Alt.  4225-46. 
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1007-46-BZ — H.B.M. — 1591  First  avenue,  west  side,  25  ft. 
south  of  East  83rd  street  (Block  1545,  Lot  29),  Borough  of 
Manhattan,  Alt.  2467-46. 


1008-46-A — H.B.B. — 2840-2862  Atlantic  avenue,  south 
side,  from  Barbey  street  to  Schenck  avenue,  250-272  Barbev 
street  and  181-207  Schenck  avenue  (Buildings  A  and  B,  2nd 
and  3rd  floors)  ;  (Block  3964,  Lots  4,  5,  6,  8  and  23),  Bor¬ 
ough  of  Brooklyn,  Alt.  4225-46. 


1009- 46-SM — Cind-Crete  Products  Co.,  Cinder  and  Con¬ 
crete  Blocks,,  manufactured  by  Cind-Crete  Products  Co., 
Material. 

!  ~ 

1010- 46-SM— E-Z  Glaze  (glazing  compound),  manufac¬ 
tured  by  Lorimer  Paint  Works,  Material. 

1011- 46-BZ — H.B.Q. — 101-62  to  101-70  99th  street  and 
98-19  103rd  avenue,  northwest  corner  (Block  9105,  Lots  33 
and  35),  Ozone  Park,  Borough  of  Queens,  N.B.  9826-46. 


1012-46-SA — Dishamatic  Dishwasher,  Appliance. 


1013- 46-BZ — H.B.R.. — 1  Outerbridge  plaza,  northeast  cor¬ 
ner  of  Pleasant  Plains  boulevard  (Block  7513,  Lot  40), 
Pleasant  Plains,  Borough  of  Richmond,  N.B.  488-46. 
— 

1014- 46-BZ — H.B.B. — 1537  Bergen  street,  north  side,  100 
ft.  east  of  Schenectady  avenue  (Block  1348,  Lot  78),  Bor¬ 
ough  of  Brooklyn,  Alt.  5102-46. 


1015-46-A — H.B.Q. — 259-01  to  259-09  148th  avenue,  north 
side,  40  ft.  and  80  ft.  east  of  259th  street  (Block  13684, 
Lots  36-38),  Rosedale,  Borough  of  Queens,  N.B.  9212-46, 
N.B.  9213-46  and  N.B.  9214-46. 


1016-46-A — F.D. — 108  Greenwich  street,  west  side,  52  ft. 
4p2  in.  south  of  Carlisle  street  (3rd  and  6th  floors)  ;  (Block 
53,  Lot  35),  Borough  of  Manhattan,  44190-LC  and  Decision 


1017- 46-BZ — H.B.B. — 1107  Clarkson  avenue  (1105  dis¬ 
played),  north  side,  60  ft.  east  of  East  95th  street  (Block 
4631,  Lot  55),  Borough  of  Brooklyn,  Alt.  5276-46. 

I  - 

1018- 46-BZ — H.B.Bx. — 782-784  East  152nd  street  and  644 
Wales  avenue,  southeast  corner  (Block  2653,  Lot  65),  Bor¬ 
ough  of  The  Bronx,  Alt.  1134-46. 

1  _ 

1019- 46-BZ — H.B.B. — 223  Schenectady  avenue,  east  side, 
120  ft.  3*4  in.  north  of  St.  Johns  place  (Block  1378,  Lot  7), 
Borough  of  Brooklyn,  Alt.  5172-46. 


1020-46-BZ — H.B.Q. — 64-04  39th  avenue,  south  side,  19  ft. 
east  of  64th  street  (Block  1234,  Lot  81),  Woodside,  Borough 
of  Queens,  Alt.  3374-46. 


1021-46-BZ — H.B.M. — 79-87  Avenue  C  and  654  East  6th 
street,  southwest  corner  (Block  388,  Lot  35),  Borough  of 
Manhattan,  Alt(.  2558-46. 


1022-46-A — H.B.M. — 23  East  64th  street,  north  side,  37 
ft.  wesfof  Madison  avenue  (Block  1379,  Lot  115),  Borough 
of  Manhattan,  Alt.  2198-46. 


1023-46-A — H.B.M. — 25  East  64th  street,  north  side,  20 
ft.  west  of  Madison  avenue  (Block  1379,  Lot  16),  Borough 
of  Manhattan,  Alt.  2197-46. 


1024-46-BZ — H.B.M. — 2695  8th  avenue  and  301-303  West 
143rd  street,  northwest  corner  (Block  2044,  Lot  9),  Borough 
of  Manhattan,  Alt.  2368-46. 


1025- 46-BZ — H.B.Bx. — 7 99  East  150th  street  and  585  Tin- 
ton  avenue,  northwest  corner  (Block  2653,  Lot  53),  Borough 
of  The  Bronx,  Alt.  1141-46. 

1026- 46-SA — Calcinator  (Automatic  Home  Disposal 

Unit),  Appliance. 


1027-46-A — H.B.M. — 133-135  West  100th  street,  north 
side,  325  ft.  west  of  Columbus  avenue  (Block  1855,  Lot  18), 
Borough  of  Manhattan,  Alt.  1659-46. 

Restored  to  Calendar. 

234-37-SA— Volcano  Automatic  Oil  Burner,  Model  J, 
Appliance. 


341-33-SA — Volcano  Automatic  Oil  Burner,  Models  X, 
X-l,  X-2  and  X-3,  Appliance. 


901-42-SM — Onyx  Flameproof  S.P.  Compound,  manu¬ 
factured  by  Onyx  Oil  and  Chemical  Co.,  Material. 


706-45-SM— Flexicore  Floor  and  Roof  Slabs,  manufac¬ 
tured  by  The  Flexicore  Co.,  Inc.,  Material. 


269-37-BZ — H.B.Bx.— 1325  Webster  avenue,  west  side, 
197  ft.  north  of  East  169th  street  (Block  2887,  Lots  177  and 
178),  Borough  of  The  Bronx,  N.B.  1710-25. 


515-29-BZ — H.B.Bx. — 711  Tilden  street,  north  side,  72  ft. 
east  of  Gunhill  road  (Block  4659,  Lot  85),  Borough  of  The 
Bronx,  Alt.  937-46. 


283-42-BZ — H.B.M. — 222-228  East  34th  street,  south  side, 
247  ft.  2  in.  west  of  2nd  avenue  (Block  914,  Lots  46,  47,  48 
and  49),  Borough  of  Manhattan,  Alt.  2277-46. 


267-16-BZ — H.B.R. — 438  Richmond  avenue,  northwest 
corner  of  Burden  avenue  (Block  1101,  Lots  62,  67  and  69), 
Port  Richmond,  Borough  of  Richmond,  Alt.  256-46. 


360-35-BZ — H.B.B. — 2549-2557  Coney  Island  avenue  and 
1001-1011  Gravesend  Neck  road,  northwest  corner  (Block 
7371,  Lots  68  and  70),  Borough  of  Brooklyn,  Alt.  1974-46. 


810-26-BZ — H.B.B. — 2376-2390  McDonald  avenue  and  33- 
49  Village  road,  South,  northwest  corner  (Block  7146,  Lots 
49  and  50),  Borough  of  The  Bronx,  Alt.  679-42. 


i 
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17-37-BZ — H.B.M. — 322-324  West  41st  street,  south  side, 
300  ft.  west  of  8th  avenue  (Block  1031,  Lot  45),  Borough  of 
Manhattan,  Alt.  1712-46. 


DESIGNATIONS:  II. B. — Department  of  Housing  and  Buildings; 
II..:. B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
De;..r'ment  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.K. — Department 
*  ot  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  II.D.— Health  Department;  F.D.— 
Fire  Department,  and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


RULES 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . ;  •  Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  Dec. 
Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 


Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . Dec- 

Fire  resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

. Det. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  .......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . June 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  Nov. 

Oil  Burner  Rules . ....Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . . . Oct. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Nov. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) .  .Sept. 


3,  1946— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 
18,  1946— Vol.  31,  No.  25 

24,  i946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

17,  1946— Vol.  31,  No.  51 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

18,  1946— Vol.  31,  No.  25 

5,  1946— Vol.  31,  No.  45 

19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  38 

8,  1946— Vol.  31,  No.  41 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


26,  1946— Vol.  31,  No.  48 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 
No.  15A. 


DECEMBER  31,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  31,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

184-29-BZ— Application  of  H.  M.  Cole,  applicant,  on  be¬ 
half  of  Convey’s  Riding  Club,  Inc.,  owner,  reopened  October 
22,  1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  fifteen 
(15)  years;  premises  42-46  West  66th  street,  south  side,  350 


ft.  east  of  Columbus  avenue  (Block  118,  Lots  48,  49  and 
50),  Borough  of  Manhattan. 

421-46-BZ — Application,  June  11,  1946,  under  section  7h 

of  the  zoning  resolution,  of  Carl  Nirmaier,  applicant,  on  be¬ 
half  of  Catherine  and  John  Muller  and  Mary  Nirmaier, 
owners,  to  permit  in  a  retail  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for  a  term  of 
years ;  premises  168-19  91st  avenue,  north  side,  175  ft.  east 
of  168th  street,  and  168-20  90th  avenue  (Block  9800,  Lots  12 
and  35),  Jamaica,  Borough  of  Queens. 

664-46-BZ — Application,  September  13,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Unexcelled  Laundry  System,  Inc., 
owner,  to  permit  in  an  unrestricted  use,  C  area  district,  the 
extension  of  present  building,  using  more  than  area  per¬ 
mitted ;  premises  120-05  to  120-23  Atlantic  avenue,  and  91-62 
121st  street,  northwest  corner  (Block  9352,  Lots  28  and  30), 
Richmond  Hill,  Borough  of  Queens. 

843-46-BZ — Application,  November  4,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Arthur  Wemdorf,  applicant, 
on  behalf  of  Isidore  Lorber,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office ;  premises  861  East 
169th  street,  northwest  corner  of  Lyman  place  (Block  2970, 
Lot  1),  Borough  of  The  Bronx. 

845- 46-BZ — Application,  November  6,  1946,  under1  section 

7e  of  the  zoning  resolution,  of  Max  Wechsler,  applicant,  on 
behalf  of  151  Lenox  Avenue  Corp.,  owner,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  151  Lenox  avenue,  west  side,  81  ft. 
3%  in.  south  of  West  118th  street  (Block  1902,  Lot  33), 
Borough  of  Manhattan. 

846- 46-BZ — Application,  November  7,  1946,  under  section 

7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Rosoff  Realties,  Inc.,  owner  (Hyman  and 
Samuel  Kopelson,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  1355  Brook  avenue,  and  417  Kindermann  place, 
northwest  corner  (Block  2893,  Lot  81),  Borough  of  The 
Bronx. 

497-46-SA — Coating  Materials  Laboratories,  Inc.,  Com¬ 
bined  Agitating  and  Spraying  Unit. 

590-46-SA — Steam-Pak  Boiler  Burner  Unit,  Models  SPH 
and  SPL. 

733-46-SA — Mar-Coil  Oil  Burner,  Models  3,  6,  12  and  12B. 

754-46-SA — Staffco  Horizontal  Rotary  Oil  Burner,  Models 
5VEA-R  and  6VEA-R,  Sizes  C,  E,  F,  G,  H,  J,  K,  L. 

193-46-SA — Stop-Fire  Fire  Extinguishers,  pressure  type, 
1  quart  and  2 quart  capacities. 

559-46-SM — Sinter-Lite  joist. 

10-46-SM — Alabama  Brand  Metal  Lath. 

572-38-SA — Gilbarco  Calcometer  M98  Gasoline  Dispens¬ 
ing  Pump  (reopened  September  10,  1946). 

746-38-SA — Bennett  Pumps  for  Motor  Fuels,  Models  156 
and  375  (reopened  September  10,  1946). 

779-38-SA — M  &  S  Computing  Gasoline  Pumps,  Models 
70  and  70  RA  2,  70  RPA  2-15  and  2-25  and  WMP  2-15  and 
2-25  (reopened  September  10,  1946). 

954-38-SA — National  Pump  Corporation  Gasoline  Pumps, 
Models  A-38,  B-38,  C-38  and  CC-38  (reopened  September  10, 
1946). 

974-39-SA — “Reel  Way”  Gasoline  Pump  with  Hose  Reel 
Attachment  for  Gasoline  Pump  (reopened  September  24, 
1946). 
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1326-39-SA — Tokheim  Motor  Fuel  Dispensing  Pump, 
Models  39- HR,  39-DP-HR,  800-S,  800-S-TP,  802-S,  802- 


S-TP  (reopened  September  10,  1946). 

130-40-SA — Neptune  Red  Seal  Computer  or  Non-Com¬ 
puter  Pump,  Model  855  with  or  without  Hose  Reel  (reopened 
September  10,  1946). 

452-40-SA — Erie  Gasoline  Dispensing  Pump,  Model  77 
and  99  (reopened  September'  10,  1946). 

746-46-SA — Coroaire  Consol  Heater  (Gas  Fired)  Model 
j  85-G. 

806-46-SA — “Bradley”  Automatic  Beverage  Dispensing 
Machine. 

130-46-SM — Armco  Hel-Cor  Pile  Shell. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
!  Tuesday  morning,  January  7,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

801-46-BZ — Application,  October  23,  1946,  under  section 
I  7f  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli- 
ir  cant,  on  behalf  of  Theresa  Romano,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  for  a  term  of  ten  (10)  years;  premises 
7  72-01  to  72-09  Eliot  avenue,  and  60-71  to  60-77  72nd  street, 
northeast  corner  (Block  2843,  Lots  45  and  52),  Middle 
;  Village,  Borough  of  Queens. 

344-33-BZ — Application  of  Lama  and  Proskauer,  appli- 
.  cants,  on  behalf  of  Nicholas  Scandore,  owner,  reopened  De- 
,  cember  10,  1946,  for  consideration  as  to  amendment  of  reso- 
:  lution — Application,  previously  granted  on  condition,  under 
!  sections  7a  and  7c  of  the  zoning  resolution,  permitting  in  a 
[  residence  use  district,  the  erection  and  maintenance  of  a 
i  recreation  center ;  premises  1048-1072  (1060  displayed)  Ocean 
parkway,  west  side,  380  ft.  south  of  Avenue  J  (Block  5495, 
Lots  870  and  872),  Borough  of  Brooklyn. 

528-46-A — 64-70  Neptune  avenue,  southwest  corner  of 
j  Brighton  11th  street  (Block  7516,  Lot  2371),  Borough  of 
:  Brooklyn  (Under  section  35,  General  City  Law  re  bed  of 
i  mapped  street — Cass  place). 

320-46- A — 1604  DeKalb  avenue,  east  side,  142  ft.  1  in. 
♦  south  of  Wyckoff  avenue  (Block  3248,  Lot  26),  Borough  of 
'  Brooklyn. 

61-32-BZ — Application  of  Lama  and  Proskauer,  appli- 
J  cants,  on  behalf  of  William  J.  Murphy,  owner,  reopened 
July  23,  1946,  under  section  7f  of  the  zoning  resolution,  to 
f  permit  in  a  business  use  district,  the  erection  and  mainte- 
|  nance  of  a  gasoline  service  station;  premises  64-70  Neptune 
i  avenue;  and  2-10  Brighton  11th  street,  southwest  corner 
(Block  7516,  Lot  2371),  Borough  of  Brooklyn. 

229-29-BZ— Application  of  Julius  S.  Rapson,  applicant, 

:  on  behalf  of  Harry  J.  Hoechle,  owner  (Frank  Carin,  lessee), 
,!  reopened  May  21,  1946,  under  section  7f  and  21  of  the  zoning 
t  resolution,  to  permit  in  a  business  use  district,  the  extension 
and  the  erection  and  maintenance  of  a  new  building  for  an 
l  existing  gasoline  service  station  (previously  granted  by  the 
|  Board),  to  be  used  for  gasoline  sales,  service  station  and 
lj  office ;  premises  245-19  South  Conduit  boulevard,  south  side, 
109  ft.  east  of  Francis  Lewis  boulevard  (Block  13615,  Lot 
i  5),  Rosedale,  Borough  of  Queens. 

616-46-BZ — Application,  August  6,  1946,  under  section  7 a 
of  the  zoning  resolution,  of  Samuel  Gardstein,  applicant,  on 
I  behalf  of  Milton  Greenfield,  owner,  to  permit  in  a  business 
!  use  district,  a  store  window  and  signs  within  intersecting 
I  street  in  residence  district  and  more  than  twenty-five  (25) 
feet  from  such  intersection;  premises  382  Waverly  avenue, 

[ 


west  side,  70  ft.  south  of  Greene  avenue,  and  128-130  Greene 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue  (Block 
1961,  Lot  40  and  Block  1961,  Lots  37  and  38),  Borough  of 
Brooklyn. 

778-46-BZ — Application,  October  14,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Erhard  Djorup,  applicant,  on 
behalf  of  Danjold  Realty  Corp.,  owner  (Soluber  Corp., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  ten  (10)  years;  premises  887-905 
Westchester  avenue  and  882-900  East  162nd  street,  southwest 
corner  (Block  2690,  part  of  Lot  39),  Borough  of  The  Bronx. 

867-46-BZ — Application,  November  6,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Harry  A.  Yarish,  applicant, 
on  behalf  of  Morris  Smeloff,  owner  (Charles  Weiss,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  322  South  3rd  street, 
and  357  Keap  street,  southwest  corner  (Block  2436,  Lot  17), 
Borough  of  Brooklyn. 

886-46-BZ — Application,  November  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Kitzler  and  Nurick, 
applicants,  on  behalf  of  Robert  Savino,  owner  (Leo  Bach 
and  Robert  Savino,  lessees),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  565  5th  avenue,  east  side,  81  ft.  5  in.  south  of  16th 
street  (Block  1048,  Lot  6),  Borough  of  Brooklyn. 

937-46-BZ — Application,  December  3,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Henry  Seibert,  owner  (Thomas  J.  Flana¬ 
gan,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  932-934 
Madison  street,  south  side,  49  ft.  10 in.  west  of  Broadway 
(Block  1484,  Lot  10),  Borough  of  Brooklyn. 

723-46-BZ — Application,  October  2,  1946,  under  section 
7h  of  the  zoning  resolution,  of  William  R.  Altman  and 
Herman  Kron,  applicants,  on  behalf  of  Parkton  Estates  Inc., 
owner  (Abraham  Steinberg,  lessee),  to  permit  in  a  retail  use 
district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  for  a  term  of  years;  premises  145-151  7th 
avenue,  and  158  West  19th  street,  southeast  corner  (Block 
794,  Lots  71-73),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  7,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

857-46-A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 

streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

907-46-A — 136  12th  street,  south  side,  100  ft.  west  of  3rd 
avenue  (Block  1026,  Lot  30),  Borough  of  Brooklyn. 

870-46-A — 37-06  36th  street,  west  side,  40  ft.  south  of 
37th  avenue  (ground  floor)  ;  (Block  377,  Lot  13),  Long 
Island  City,  Borough  of  Queens. 

958-46-A — 109  Beach  29th  street,  west  side,  300  ft.  south 
of  Lewmay  road  (Block  301,  Lot  46),  Edgemere,  Borough 
of  Queens. 

187-35-A — Pier  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 

558-46-A — 4120  Broadway,  northeast  corner  of  West 
174th  street  (cellar)  ;  (Block  2143,  Lot  26),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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JANUARY  14,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  14,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

742-46-BZ — Application,  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman, 
applicants,  on  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use; 
premises  North  side  of  Westchester  avenue,  from  Cauldwell 
to  Trinity  avenues  (Buildings  1-5  inclusive)  ;  (Block  2628, 
Lot  1),  Borough  of  The  Bronx. 

805-46- A — -North  side  of  Westchester  avenue,  block  front 
between  Cauldwell  and  Trinity  avenues  (entire  building 
#1)  ;  (Block  2628,  Lot  1),  Borough  of  The  Bronx. 

453-46-BZ — Application,  June  20,  1946,  under  section  21 
of  the  zoning  resolution,  of  Kitzler  and  Nurick,  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,- to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop ;  premises  3437-3445  Ft. 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

461- 46-BZ — Application,  June  21,  1946,  under  section  7 a 
of  the  zoning  resolution,  of  Alden  B.  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  of  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 
street,  and  101-01  Strong  avenue,  northeast  corner  (Block 
1933,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

462- 46-A — 52-17  102nd  street  and  101-01  Strong  avenue, 
northeast  corner  (Block  1933,  Lots  41  and  44),  Elmhurst, 
Borough  of  Queens. 

587-46-BZ — Application,  August  12,  1946,  under  section 
21  of  the  zoning  resolution,  of  O’Connell  &  Mclnerney,  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building, 
using  more  than  the  area  permitted;  premises  118-23  to 
118-33  Metropolitan  avenue,  north  side,  144.14  ft.  east  of 
83rd  avenue  (Block  3329,  Lot  80),  Kew  Gardens,  Borough 
of  Queens. 

216-41-BZ — Application  of  Benny  Brandfondrener,  appli¬ 
cant  and  lessee;  Lawyers  Trust  Company,  as  trustee  u/w  of 
W.  J.  M.  Donovan,  owner,  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  for  a  temporary  term  of  years,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  55  West  169th  street  and  1294-1302  Bos- 
cobel  avenue,  northeast  corner  (Block  2871,  Lots  61  and  65), 
Borough  of  The  Bronx. 


699-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue,  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  of  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A — 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar)  ;  (Block  848,  Lot  1),  Borougli 
of  Manhattan. 

459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th.  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

942-46- A — 84-20  72nd  drive,  south  side  of  Right-of-Way, 

206  ft.  west  of  88th  street  (Block  3810,  formerly  Block 
38 37,  Lots  444  and  456,  formerly  Lots  4  and  6),  Glendale, 
Borough  of  Queens  (Under  section  36,  General  City  Law 
re  building  must  front  on  legal  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  2  P,  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  January  14,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

892-46- A — North  side  of  Hunter  avenue  244.27  ft.  east 

of  Bay  parkway  (Block  6491,  Lots  13-19  and  Block  6491A, 
Lot  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1947,  10  A.  M. 

NOTICE  IS- HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  21,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

880-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph 
Kraus,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundry,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Boston  road,  west  side,  456.66  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  17,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage 

and  Blum  and  Deputy  Chief  Guinee. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  Tuesday  afternoon,  December  10, 
1946,  were  approved  as  printed  in  Bulletin  51,  Volume  31. 


1025-39-BZ 

APPLICANT— Colonial  Beacon  Oil  Co.,  for  Mill  Road 
Holding  Corp.,  owner. 

SUBJECT — Application  reopened  November  13,  1945 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  lubritorium  and 
auto  laundry,  for  a  term  of  ten  (10)  years. 
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PREMISES  AFFECTED — 2505  Hylaii  boulevard,  and  372 
New  Dorp  lane,  southwest  corner  (Block  4221,  Lot 
67),  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Joseph  Lynch  .and  Alvin  Dalbine. 
For  Opposition :  Anna  Giallo,  Airs.  T.  Fisher,  A. 
L.  Anderson,  Mrs.  J.  H.  McWilliams,  G.  Giallo 
and  Sadie  Monaco. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over,  date  to  be  announced, 
for  inspection  by  Committee  of  Board;  applicant 
to  file  revised  drawings ;  affected  owners  to  be  noti¬ 
fied  of  date  of  hearing. 


216-41-BZ 

APPLICANT — Benny  Brandfondrener,  lessee,  Lawyers 
Trust  Company,  as  trustee  u/w  of  W.  J.  M.  Dono¬ 
van,  owner. 

SUBJECT — Application  reopened  November  19,  1946,  for 
consideration  as  to  extension  of  variance — Applica¬ 
tion  (decision  of  the  borough  superintendent),  pre¬ 
viously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  for  a  temporary  term  of  years, 
permitting  partly  in  an  unrestricted  use  district  and 
partly  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 55  West  169th  street  and  1294- 
1302  Boscobel  avenue,  northeast  corner  (Block  2871, 
Lots  61  and  65),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  S.  Brandfondrener. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  for  new  decision  of  the  borough  superin¬ 
tendent. 


461-46-BZ 

APPLICANT— Alden  B.  MacNeil,  for  E.  J.  Reed  Co., 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent')  under  section  7a  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension  of 
existing  building  and  the  conversion  of  private 
garage  to  boiler  room  in  connection  with  factory 
used  as  dry  cleaning  plant. 

PREMISES  AFFECTED— 52-17  102nd  street  and  101-01 
Strong  avenue,  northeast  corner  (Block  1933,  Lots 
41  and  44),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alden  B.  MacNeil,  William  Robin¬ 
son  and  Mrs.  E.  J.  Reed. 

For  Opposition :  G.  Bonainn,  Donald  J.  Nialozzi, 
Frank  Viglietta,  Therese  Fenco  and  Joseph  Di 
Figlia. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M. ;  applicant  to  file  revised  plans  showing 
all  buildings  on  lot  and  their  uses;  also  a  photograph 
showing  conditions  in  the  rear,  not  indicated  on  filed 
photographs.  Also  for  records  from  Building  and 
Fire  Departments. 


801-46-BZ 

APPLICANT — Charles  M.  Spindler,  for  Theresa  Romano, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7f  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  for  a 
term  of  ten  (10)  years. 


PREMISES  AFFECTED — 72-01  to  72-09  Eliot  avenue,  and 
60-71  to  60-77  72nd  street,  northeast  corner  (Block 
2843,  Lots  45  and  52),  Middle  Village,  Borough  of 
Queens. 

APPEARANCES — 

For  Applicant :  J.  Haus,  H.  Rosenberg  and  Joseph 
Romano. 

For  Opposition :  Peter  Murray,  Rodger  Whelan  and 
M.  Smith. 

For  Administration :.  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

AC  1  ION  OF  BOARD — Laid  Over  to  January  7,  1946  at  10 
A.  M.  for  decision  without  further  argument. 


880-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Kinetta  Holding 
Corp.,  owner  (Joseph  Kraus,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1315-1321  Boston  road,  west 
side,  456.66  ft.  south  of  Jefferson  place  (Block  2934, 
Lot  9),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Mrs.  Kraus. 
For  Opposition :  Moyra  O’Connor,  Helen  I.  Wil¬ 
liams,  Mr.  O’Connor  and  Rhoda  O’Connor. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  21,  1947  at 
10  A.  M.  for  inspection  by  Committee  of  Board. 


111-46-BZ 

APPLICANT — Henry  Nordfieim,  for  Frank  La  Lumia, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  erection 
of  a  new  building  to  be  used  as  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 621-623  Morris  Park  avenue, 
north  side,  185.88  ft.  west  of  Unionport  road  (Block 
4011,  Lot  29),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition:  J.  Rich. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn.  The 
premises  and  surrounding  area  were  inspected  by 
a  committee  of  the  Board. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


362-46-BZ 

APPLICANT — Lama  and  I’roskauer,  for  Irving  Goldberg, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  change  in 
occupancy  from  store  on  first  floor,  light  manufac¬ 
turing  on  second  floor,  sale  and  display  of  light 
merchandise  on  third  and  fourth  floors,  to  store 
and  manufacturing  on  the  first  floor,  with  manufac¬ 
turing  on  each  of  the  upper  floors,  increase  of  area 
for  manufacturing  use  requested  beyond  the  per¬ 
mitted  25%. 

PREMISES  AFFECTED:  725  Union  street,  north  side, 
69  ft.  west  of  5th  avenue  (Block  952,  Lot  43), 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition  :  Mary  Battipaglia. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  •  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative :  .  0 

THE  RESOLUTION  (362-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Irving  Goldberg, 
owner,  filed  April  23,  1946,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  change  in  occupancy  from  store  on  first  floor,  light 
manufacturing  on  2nd  floor,  sale  and  display  of  light  mer¬ 
chandise  on  3rd  and  4th  floors,  to  store  and  manufacturing 
on  the  1st  floor  with  manufacturing  on  each  of  the  upper 
floors,  increase  of  area  for  manufacturing  use  requested 
beyond  the  permitted  25%,  affecting  premises  725  Union 
street,  north  side,  69  ft.  west  of  Fifth  avenue  (Block  952,. 
Lot  43),  Borough  of  Brooklyn;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  which  found  the 
building  not  being  occupied  as  represented  in  that  the  cellar 
was  stated  to  be  used  for  ordinal  storage  and  the  Board 
found  it  being  used  for  manufacturing  and  that  the  exits 
therefrom  were  inadequate,  also  other  conditions  that  make 
the  building  unsafe  for  such  use;  and  therefore,  the  Com¬ 
mittee  recommended  that  the  application  be  withdrawn  until 
all  these  matters  have  been  corrected  and  revised  plans  filed 
with  the  borough  superintendent  if  the  cellar  is  to  be  main¬ 
tained  for  manufacturing  purposes. 

Resolved,  that  this  application  be  and  it  hereby  is  with¬ 
drawn. 


515-46-BZ 

APPLICANT — Lama  and  Proskauer,  for  Joseph  Lentino, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  storage 
of  olive  oil  in  two  (2),  two  car  garages. 
PREMISES  AFFECTED — 193  Bay  41st  street,  east  side, 
100  ft.  south  of  Bath  avenue  (Block  6896,  part  of 
Lot  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Joseph 
Lentino. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . . .  0 

THE  RESOLUTION  (515-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Joseph  Lentino, 
owner,  filed  July  2,  1946,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict  the  storage  of  olive  oil  in  two  2-car  garages;  premises: 
193  Bay  41st  street,  east  side,  100  ft.  south  of  Bath  avenue 
(Block  6896,  part  of  Lot  30),  Borough  of  Brooklyn;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  it  was  found  that 
the  building  is  now  in  use;  an  elevator  is  installed  and  the 
business  use  has  been  extended  into  the  accessory  garage 
on  the  adjoining  plot  where  the  building  is  occupied  by  the 
owner  on  lot  29 ;  that  there  is  a  cellar  under  the  existing 
accessory  garage  as  well  as  a  passageway  into  the  cellar 
and  the  cellar  of  premises  lot  29  and  the  garage  and  cellar 


are  being  used  in  connection  with  the  garage  on  lot  30  for 
business  and  factory  purposes. 

Resolved,  that  this  application  be  and  it  hereby  is  with¬ 
drawn. 

53-31-BZ 

APPLICANT — Lama  and  Proskauer,  for  Lester  Jacobs, 
owner. 

SUBJECT — Application  reopened  May  28,  1946 — Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
section  7f  of  the  zoning  resolution,  to  permit  in  a 
residence  and  business  use  district,  the  re-erection 
of  a  gasoline  service  station  (previously  granted 
by  the  Board),  for  a  period  of  ten  (10)  vears. 
PREMISES  AFFECTED— 301-331  West  230th'  street, 
northeast  corner  of  Irwin  avenue  (Block  3406A, 
Lot  54),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Lester  Jacobs. 
For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative  .  0 

THE  RESOLUTION  (53-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  for  a  term  of 
two  years,  affecting  premises  301-331  West  230th  street, 
northeast  corner  of  Spuyten  Duyvil  road  (Block  3406- A, 
Lot  63  and  part  of  Lots  62  and  64),  Borough  of  The  Bronx, 
was  granted  by  the  Board  on  June  30,  1931,  on  certain  con¬ 
ditions;  and 

Whereas,  the  term  of  the  variance  was  extended  from 
time  to  time,  the  last  such  extension  having  been  granted  on 
June  12,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  the  variance. 

Whereas,  all  of  the  above  action  of  the  Board  had  to 
do  with  a  small  portion  of  this  plot  toward  the  northwest 
corner  and  not  the  entire  block;  and 

Whereas,  the  applicant  states  the  entire  premises  formerly 
consisting  of  several  lots  were  assigned  lot  No.  54  on  March 
10,  1944;  and 

Whereas,  Lama  and  Proskauer  for  Lester  Jacobs,  owner, 
requested  reopening  of  this  application  and  consideration 
under  section  7f  of  the  zoning  resolution,  to  permit  in  a 
residence  and  business  use  district,  the  re'-erection  of  a 
gasoline  service  station  previously  granted  by  the  Board 
for  a  portion  of  the  premises  for  a  period  of  two  (2) 
years,  premises  301  to  331  West  230th  street,  northeast 
corner  of  Irwin  avenue  (Block  3406A,  Lot  54),  Borough  of 
The  Bronx ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  28,  1946  and  restored  to  the  calendar  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  December  17,  1946  for  an  in¬ 
spection  by  a  Committee  of  the  Board. 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  West  230th  street  and  Irwin  avenue  are 
in  a  business  use,  B  area  and  class  1)4  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  19,  1946  on  N.B.  Applic.  233-46  reads: 

“The  re-erection  of  a  gasoline  service  station  approved 
by  the  Board  of  Standards  and  Appeals  under  Cal.  53- 
31-BZ  and  printed  in  Bulletin  52,  Volume  15,  dated  De¬ 
cember  23,  1930,  and  which  was  said  to  have  been 
destroyed  by  vandals  in  1944,  is  partly  in  a  business 
district  and  partly  in  a  residential  district,  and  too,  the 
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proposed  additional  uses,  namely  lubritorium,  auto 
laundry  and  minor  repair  shop  are  contrary  to  Section 
4A  (46)  Article  II  of  Building  Zone  Resolution,  and 
is  therefore  denied.” 

I  and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  212.85  ft.  frontage  by  176.82  ft.  in  depth  (irregu¬ 
lar)  which  is  at  present  vacant;  that  buildings  formerly  on 
plot  have  been  removed  by  the  former  tenant ;  that  it  is  pro¬ 
posed  to  erect  a  building  86  ft.  front  by  34  ft.  in  depth,  1 
story,  13  ft.  4  in.  in  height,  of  Class  3  construction,  to  house 
office,  lubritorium,  auto  laundry  and  minor  repairing;  that 
the  plot  will  be  suitably  landscaped ;  and 

Whereas,  the  applicant  contends  that  the  plot  has  a 
frontage  of  131.41  ft.  on  W.  230th  street,  85.45  ft.  in  a  north¬ 
westerly  direction,  208.90  ft.  on  the  northerly  lot  line  and 
138  ft.  on  the  westerly  lot  line;  that  the  premises  have  been 
1  improved  with  a  gasoline  service  station  on  the  northwest 
portion  of  the  plot  which  wjis  granted  by  the  Board  for  two 
year  periods ;  that  the  office  building  was  erected  under  N.B. 
904-30;  that  the  balance  of  the  plot  was  improved  with  a 
series  of  private  one-car  metal  garages;  that  it  is  the  inten¬ 
tion  of  the  owner  to  construct  a  modern  gasoline  service 
station,  a  building  approximately  86  ft.  front  by  34  ft.  in 
'  depth,  to  house  an  office,  lubritorium,  auto  laundry  and 

minor  repairing  and  the  plot  will  be  suitably  landscaped ; 

(,  that  in  view  of  the  fact  that  the  site  has  been  used  as  a 

gasoline  service  station  and  multiple  private  garages,  the 
new  use  proposal  will  beautify  this  site  and  in  no  way  retard 
the  improvement  of  the  general  area;  that  there  is  a  gaso¬ 
line  station  at  the  southeast  corner  of  230th  street  and  Irwin 
avenue  and  on  Block  3406,  Lot  67  and  on  Block  3406A,  Lot 
100  a  1  story  brick  garage;  and 

I  Whereas,  the  premises  and  surrounding  qrea  were  inspec¬ 
ted  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
i  in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  f  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  Joes 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof  for  a 
term  of  ten  years,  to  permit  a  portion  of  the  premises  known 
as  lot  54,  to  be  occupied  as  proposed  as  a  gasoline  service 
station,  laid  out  substantially  as  indicated  on  plans  filed 
with  this  application,  marked  “Received  May  7,  1946”,  on 
condition  that  all  pumps  shall  be  placed  not  nearer  than  15 
feet  to  the  street  building  line  and  the  accessory  building 
shall  be  designed  of  Colonial  type  with  a  gable  roof  sur¬ 
faced  with  natural  slate  and  arranged  substantially  as  in¬ 
dicated  on  filed  plans ;  that  the  planting  areas  shall  be  main¬ 
tained  with  proper  curbing  as  indicated ;  that  along  the 
interior  lot  line  there  shall  be  erected  a  masonry  base  not 
less  than  2  feet  m  height  with  a  substantial  wrought  iron 
fence  on  such  base  to  a  total  height  of  not  less  than  6  feet, 
running  continuously  from  Irwin  avenue  along  the  rear  lot 
line  and  beginning  along  the  site  lot  line  west  to  230th  street ; 
that  the  balance  of  lot  54  shall  be  occupied  for  conforming 
use  only;  that  complete  working  drawings  shall  be  submit¬ 
ted  for  further  consideration  by  the  Board  within  one  month 
and  after  approval,  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  year. 


358-46-BZ 

APPLICANT— George  Edward  Beatty,  for  Joseph  and 
Frank  Carallo,  owners. 

SUB  1ECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  C  area  district,  the  ex- ' 
tension  of  present  building  in  the  rear,  to  cover  more 
’  than  the  area  permitted. 

PREMISES  AFFECTED — 8668  18th  avenue,  west  side, 
550  ft.  south  of  86th  street  (Block  6368,  Lot  57), 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  George  E.  Beatty. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 

Negative:  .  0 

THE  RESOLUTION  (358-46-BZ) 

Whereas,  George  Edward  Beatty  for  Joseph  and  Frank 
Carallo,  owners,  filed  May  15,  1946,  an  application  under 
section  21  of  the  zoning  resolution,  to  permit  in  a  business 
use,  C  area  district,  the  extension  of  present  building  in  the 
rear  to  cover  more  than  the  area  permitted,  premises  8668 
18th  avenue,  west  side,  550  ft.  south  of  86th  street  (Block 
6368,  Lot  57),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  3,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  to  December  17,  1946  for  further  con¬ 
sideration  ;  and 

V  hereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  18th  avenue  is  in  business  and  un¬ 
restricted  use,  C  area  and  Class  1  height  districts ;  Bonson 
avenue  is  in  residence  and  business  use,  C  area,  Class  1 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
May  9,  1946,  re  Alt.  Applic.  661-46,  reads: 

“1.  Proposed  extension  to  occupy  more  than  60%  of 
the  unoccupied  area  of  the  lot  in  a  C  area  district 
is  contrary  to  Art.  IV,  Sect.  13  of  the  zoning  resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  96  ft.  8  in.  in  depth,  on  which 
is  located  a  building  25  ft.  front  by  57  ft.  2  in.  in  depth, 
2  stories,  23  ft.  in  height,  of  Class  3  construction;  that  it 
is  proposed  to  extend  the  present  building  35  ft.  6  in.  on  the 
1st  floor,  one  story  14  ft.  in  height,  of  Class  3  construction, 
leaving  a  4  ft.  rear  yard ;  that  the  existing  building  will 
have  a  new  metal  and  masonry  front ;  and 

Whereas,  the  applicant  contends  that  this  property  is  on 
18th  avenue,  a  street  which  is  unrestricted  on  one  side,  with 
many  100%  coverages,  backing  up  on  the  B.M.T.  right-of- 
way  ;  that  on  the  same  side  with  the  premises,  which  is 
“C”  area,  there  are  many  examples  of  100%  coverage ;  that 
the  adjoining  premises,  Lot  55,  Block  6368,  has  a  50  ft. 
frontage  and  is  occupied  entirely  by  a  one  and  two  story 
building;  that  to  the  west,  Lot  58,  is  occupied  by  a  cement- 
block  shop  building  for  its  full  width  and  a  21  ft.  depth 
beginning  at  the  rear  lot  line  and  running  toward  the  street 
line ;  that  this  same  lot  has  a  3-story  brick  building  on  the 
front  of  the  lot  for  the  full  width  thereof  and  about  40  ft. 
deep ;  that  east  of  the  site,  there  is  the  two  story  brick  build¬ 
ing  of  the  Jacoby  company  occupying  100%  of  Lot  39, 
which  is  75  ft.  front  by  98  ft.  depth;  that  the  owner  pur¬ 
chased  the  premises  to  house  his  job  printing  business  now 
located  at  8664  18th  avenue;  that  his  present  quarters  are 
inadequate  and  they  are  frame;  that  he  proposes  to  improve 
the  new  quarters  substantially,  adding  space  in  the  rear,  as 
shown,  unifying  occupancy  of  the  main  floor  and  building 
a  fine  modern  metal  and  masonry  front ;  that  this  will  en¬ 
hance  the  tone  of  the  neighborhood ;  that  it  is  therefore 
respectfully  requested  that  the  Board  give  the  owner  con¬ 
sideration  to  the  extent  that  he  may  have  equal  privileges 
with  the  adjoining  and  nearby  owners  in  this  neighborhood; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  extension  of  area  and  was  therefore  en¬ 
titled  to  relief  on  the  grounds  of  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  21  there¬ 
of  to  permit  the  extension  of  the  existing  building  as  pro¬ 
posed  and  indicated  on  plans  filed  with  this  application, 
marked  “Received  May  15,  1946”  (3  sheets),  on  condition 
that  the  extension  shall  not  be  more  than  one  story  in 
height  and  not  nearer  than  4  feet  to  the  rear  property  line 
as  shown ;  that  all  openings  in  the  new  proposed  rear  wall 
shall  be  fixed  fireproof  windows  glazed  with  wire  glass  or 
glass  block  without  opening  therein  as  approved  for  use  in 
exterior  walls  except  for  the  access  door  to  the  rear  yard 
which  shall  be  fireproof  self  closing ;  that  the  second 
means  of  exit  as  proposed  shall  be  as  maybe  approved  by 
the  borough  superintendent ;  that  the  rear  yard  shall  be 
cement  paved  and  drained  with  a  suitable  fence  on  the 
rear  line  and  on  the  side  lot  lines  to  the  extension ;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  ;  that 
such  portable  fire-fighting  appliances  shall  be  installed  as 
the  fire  commissioner  shall  direct ;  and  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  completed  within 
one  year. 


383-46-BZ 

APPLICANT — Konnoson  and  Konnoson,  for  Frostone 
Corporation,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoningfi  resolu¬ 
tion,  to  permit  in  a  residence  use,  D  area  district, 
the  erection  of  a  structure  for  manufacturing  pur¬ 
poses,  using  more  than  the  area  permitted  and 
omitting  the  required  rear  yard. 

PREMISES  AFFECTED— 202-208  Tillary  street,  south 
side,  91  ft.  east  of  Prince  street  and  67-73  Prince 
street,  east  side,  96  ft.  6  in.  south  of  Tillary  street 
(Block  2050,  Lots  100,  103,  110,  112,  113,  115  and 
118),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  N.  E.  Konnoson,  A  Stone,  Herbert 
Gretsch  and  A.  Frost. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (383-46-BZ) 

Whereas,  Konnoson  &  Konnoson,  for  Frostone  Corpora¬ 
tion,  owner,  filed  May  24,  1946,  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  residence  use, 
D  area,  district,  the  erection  of  a  structure  for  manufac¬ 
turing  purposes,  using  more  than  the  permitted  area  and 
omitting  the  required  rear  yard;  premises:  202-208  Tillary 
street,  67-73  Prince  street,  south  side  of  Tillary  street,  90 
feet  east  of  Prince  street,  east  side,  96  feet  6  in.  south  of 
Tillary  street  (Block  2050,  Lots  100  to  103,  110,  112,  113, 
115  to  118),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  2,  1946,  after  due  notice  by  publication  in  the 
Bulletin,  and  laid  over  from  time  to  time  to  December  17, 
1946 ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Tillary  street  is  in  residence  and  busi¬ 
ness  use,  D  area  and  Class  2  height  districts ;  Prince  street 
is  in  residence  and  business  use,  D  area  and  Class  2  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  26,  1946,  re  N.B.  App.  1081-46,  reads: 


“1.  Proposed  structure  for  manufacturing  in  a  Resi¬ 
dential  use  district  is  contrary  to  Art.  II,  Sec.  5  of  the 
Zoning  Resolution. 

2.  Occupied  area  exceeding  55%  of  the  area  of  the 
lot  in  a  ‘D’  area  district  is  contrary  to  Art.  IV,  Sec.  14 
of  the  Zoning  Resolution. 

3.  Provide  rear  yards  as  per  Art.  IV,  Sec.  17  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of 
plot  on  Tillary  street,  79  ft.  frontage  by  150  ft.  in  depth,  ir¬ 
regular,  and  87  ft.,  9  in.  by  170  ft.  in  depth,  irregular  on 
Prince  street;  that  it  is  proposed  to  erect  a  building  79  ft. 
front  by  150  ft.  deep  irregular  on  Tillary  Street ;  83  ft., 
9  in.  by  170  ft.  deep,  irregular,  on  Prince  Street;  typical 
floor  on  Tillary  Street,  69  ft.  by  140  ft.  deep  irregular; 
typical  floor  on  Prince  street  73  ft.,  9  in.  by  160  ft.  deep, 
irregular  in  height,  of  Class  1  construction ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  3-story  and  basement  factory  similar  in  type  and 
construction  to  building  now  on  the  corner  of  Prince  and 
Tillary  streets  in  the  same  block  and  owned  by  the  same 
owners ;  that  the  plot  in  question  was  purchased  in  various 
parcels  in  an  assembling  of  the  plot  by  the  present  owners, 
beginning  in  May,  1929  and  completed  October  15,  1938; 
that  the  land  is  vacant,  the  former  structures  having  been 
demolished  by  the  present  owners ;  that  at  the  time  of  the 
acquisition  of  the  plot  it  was  zoned  in  an  unrestricted 
district ;  that  subsequently  thereto  the  use  district  of  the 
premises  has  been  changed ;  that  in  1939  at  public  hearings 
held  by  the  City  Planning  Commission  the  owners  suggested 
that  they  omit  this  entire  block  from  its  contemplated  area 
for  the  public  housing  plan;  that  in  1940  after  negotiations 
the  New  York  City  'Housing  Authority  with  consent  of 
the  N.  Y.  State  Housing  Commissioner  entered  into  a  writ¬ 
ten  agreement  with  this  owner,  dated  November  25,  1940 
(copy  of  which  is  submitted  herewith)  to:  1.  Exclude  this 
site  from  that  used  for  Fort  Green  Houses;  2,  To  change 
the  $lans  of  the  Housing  Authority  to  exclude  these  premises 
from  the  site  to  be  acquired  for  the  project;  3,  the  struc¬ 
tures  then  on  site  under  appeal  were  to  be  demolished  by 
the  subject  owner;  4,  it  was  agreed  that  the  first  floor  of 
any  new  structures  erected  by  subject  owner  would  cover 
100%  of  the  area  of  site  and  could  be  six  stories  in  height, 
provided  that  above  the  first  story  the  wall  of  any  building 
running  along  the  southerly  and  easterly  boundary  lines  of 
the  premises  would  have  a  10  foot  setback  and  that  the 
building  would  be  of  the  same  general  type  and  construc¬ 
tion  as  present  building  on  corner  lot;  that  the  subject  owner 
waived  any  damages  in  connection  with  the  closing  of  Fleet 
Place  on  which  the  premises  fronted;  that  the  Authority 
granted  to  the  subject  owner  an  easement  in  perpetuity, 
without  cost,  to  them  for  ingress  and  egress  to  the  building 
to  be  erected  by  this  owner  over  the  most  easterly  6  feet 
of  the  Housing  Authority’s  land  in  Fleet  Place  (now  closed) 
immediately  adjoining  the  premises  to  the  east  and  for  a 
depth  of  150  feet;  that  the  Housing  Authority  agreed  to 
consent  to  any  application  to  rez6ne  the  premises  for  a 
manufacturing  use,  which  use,  however,  was  to  be  limited  as 
set  forth  in  the  agreement ; .  that  the  Housing  Authority 
entered  into  the  aforesaid  agreement,  because  otherwise  a 
hardship  and  injustice  would  have  been  visited  upon  this 
subject  owner;  that  the  subject  owner  lias  been  compelled 
to  vacate  great  amounts  of  space  leased  to  them  in  other 
buildings  by  new  owners  who  purchased  them  and  are  now 
hard  pressed  for  factory  and  warehouse  space ;  that  it  was 
exactly  to  meet  such  an  emergency  as  now  exists  that  the 
subject  owner  assembled  the  site  in  question;  that  due  to 
war  conditions  building  operations  could  not  be  commenced 
until  now ;  that  the  premises  are  not  adaptable  for  any  prac¬ 
tical  purpose  other  than  the  erection  of  a  factory  similar 
to  the  owner’s  present  building ;  that  any  attempt  to  make 
any  other  use  in  conformity  with  the  present  zoning  would 
be  impractical,  besides  creating  unnecessary  hardship  on  the 
owners ;  that  the  remainder  of  the  block  affected  is  occupied 
by  Fort  Greene  Houses;  that  a  substantial  area  exists  be- 
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I  — 

tween  the  nearest  of  these  houses  and  the  boundary  lines  of 
the  subject  site;  that  on  Block  134,  opposite  and  facing  the 
premises  on  Prince  street,  are  located  a  1 -story  garage  and 
a  5-story'  concrete  factory  building;  that  to  the  south  of 
this  block  (2049) ,  on  opposite  side  of  Prince  Street,  are  an 
8-story  factory  and  a  7-story  factory ;  that  on  the  south 
.  side  of  Tillary  street,  within  area  affected  (Block  133),  is 
a  7-story  factory ;  that  directly  opposite  to  the  premises,  to 
the  north,  lies  Tillary  street,  147  ft.  wide  and  within  the 
area  affected  on  north  side  of  Tillary  street  the  land  is  all 
vacant;  that  diagonally  opposite  to  the  northwest  (Block 
122)  within  affected  area  are  a  1 -story  factory  fronting 
entire  block  length  between  Gold  and  Prince  street  anil 
fronting  59  ft.  on  Gold  street  and  66  ft.  on  Prince  street; 
that  adjoining  this  building  to  the  north  is  another  factory, 

1  story  in  height ;  that  to  the  west  of  these  buildings  and 
more  obliquely  diagonal  from  premises  in  Block  121  within 
affected  area  is  a  4-story  factory;  that  all  the  territory  of 
entire  neighborhood  other  than  that  occupied  by  Fort  Greene 
Houses  is  definitely  of  an  industrial  nature  with  the  ex¬ 
ception  of  some  dilapidated  structures,  a  great  many  of 
which  are  vacant  and  great  many  condemned ;  that  a  few 
of  these  are  still  occupied  although  they  are  definitely  below 
substandard  and  will  soon  be  marked  for  demolition ;  that  in 
the  block  to  the  west  (134)  on  south  side  of  Tillary  street  are 
a  number  of  old  dilapidated  buildings  which  are  or  will  be 
demolished  in  the  near  future  as  unfit  for  occupancy;  that 
the  building  proposed  to  be  erected  on  the  subject  site  will 
be  consistent  with  the  general  character  of  the  neighborhood 
and  be  an  improvement  of  greater  value  to  the  community 
and  the  City  than  any  other  type  of  improvement  and  will 
house  industry  which  will  probably  constitute  a  convenient 
source  of  employment  for  many  residents  of  the  Fort  Greene 
Houses;  that  a  factory  covering  less  than  the  entire  area  of 
site  would  not  be  practical,  as  the  premises  is  an  inverted 
“L”  shape  and  a  diminution  of  the  floor  area  on  either  side 
would  create  such  hardships  in  manufacturing  processes  as 
to  render  any  other  size  of  building  unfit  and  impractical 
for  manufacturing  purposes  for  any  of  the  owner’s  com¬ 
panies  as  aforesaid ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  extension  of  use  and  area  and  was  therefore 
t  entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution  and  that 
f  the  application  be  and  it  hereby  is  granted  under  section  21 
thereof,  to  permit  the  extension  of  the  existing  building 
into  the  residential  use  district  and  to  cover  the  area  pro- 
!  posed  and  as  indicated  on  plans  filed  with  this  application, 

1  marked  “Received  May  24,  1946’’  (6  sheets),  on  condition 
I  that  the  building  shall  be  constructed  as  an  addition  to  the 
existing  building  and  of  the  height  and  area  indicated  on 
p'lans,  of  Class  1  construction  sprinklered  throughout ;  that 
all  shipping  and  receiving  as  far  as  this  new  building  is 
concerned  shall  be  arranged  for  from  Prince  street  only 
and  any  existing  shipping  from  the  present  corner  building 
shall  not  be  enlarged ;  that  revised  plans  showing  the  pro¬ 
posed  loading  and  shipping  facilities  along  Prince  street 
i  shall  be  filed  for  further  consideration  of  the  Board  before 
same  are  filed  with  the  borough  superintendent ;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  resolution. 


429-46-BZ 


APPLICANT — Lewis  and  Leonard  Associates  and  N.  J. 

Sapienza,  for  Seven  Santini  Bros.  Inc.,  owners 
(Santini  Bros.  Inc.,  lessee). 

SUBJECT — Application  reopened  October  15,  1946 — Ap¬ 
plication  (decision  of  the  borough  superintendent) 
under  section  21  of  the  zoning  resolution,  to  permit 


in  a  retail  use,  D  area  district,  the  erection  of  a 
building  having  less  than  the  required  rear  yard. 
PREMISES  AFFECTED — 114-25  Queens  boulevard,  east 
side,  201  ft.  north  of  77th  avenue  (Block  2266, 
Lots  81  and  82),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  C.  Carey  Mills  and  N.  J.  Sapienza. 
For  Opposition:  Joseph  F.  Confab 
For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
N egati. ve :  . . . . .  0 


THE  RESOLUTION  (429-46-BZ) 

Whereas,  this  application  under  section  14D  of  the  zon¬ 
ing  resolution,  to  permit  in  a  retail  use,  D  area  district  the 
erection  of  a  warehouse  .without  providing  legal  yard  re¬ 
quired  at  grade  level,  premises  114-25  Queens  boulevard, 
east  side,  201  ft.  north  of  77th  avenue  (Block  2266,  Lots 
81  and  82),  Forest  Hills,  Borough  of  Queens,  was  with¬ 
drawn  by  the  Board  on  July  16,  1946,  on  request  of  the 
owner’s  representative;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  retail  use,  D  area  district,  the  erection  of  a  building 
having  less  than  the  required  rear  yard;  and 

Whereas,  on  October  15,  1946  the  Board  reopened  this 
application,  subject  to  the  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  December  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Queens  boulevard  is  in  a  retail  use, 
D  area  and  class  1  height  district ;  77th  avenue  is  in  a 
residence,  retail  and  business  use,  D  area  and  class  1  height 
district;  and 

WherEas,  the  decision  of  the  borough  superintendent 
dated  September  10,  1946  on  N.B.  Applic.  1292-46  reads: 

“2.  Yard  at  1\A' -41/^"  height  is  inadequate  Sec. 
14-D  of  zone  resolution  note  5"  for  each  ft.  of  height 
note  elevator  shaft  walls.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  126.99  ft.  frontage  by  100  ft.  in  depth,  irregular, 
presently  vacant ;  that  it  is  proposed  to  erect  a  building 
126.99  ft.  front  by  100  ft.  in  depth,  irregular;  typical  floor 
126.99  ft.  front  by  55  ft.  in  depth,  10  stories,  111  ft.  6  in. 
in  height,  of  class  1  construction,  to  be  used  as  a  ware¬ 
house  for  household  goods ;  and  requests  a  variance  in 
section  14  regarding  the  height  of  rear  wall  of  freight 
elevator  shaft  only  as  to  the  real;  yard ;  and 

Whereas,  the  applicant  contends  that  section  14  requires 
that  for  every  one  foot  in  height  the  rear  yard  must  be 
five  inches  greater  in  depth ;  that  the  height  of  the  roof 
slab  of  building  at  rear  yard  fulfills  these  requirements; 
that  the  applicant  is  permitted  to  have  a  parapet  wall  four 
feet  above  roof  slab ;  that  it  is  requested  that  he  be  per¬ 
mitted  to  be  allowed  to  erect  the  beams  supporting  the 
elevator  at  the  rear  wall  2  f.t.  6  in.  above  the  high  point 
of  the  parapet  wall ;  that  an  elevation  of  this  condition  is 
shown  on  drawing  #4510-13  filed  with  this  application; 
that  in  section  9,  par.  c,  it  states  “above  the  .height  limit 
at  any  level  for  any  part  of  a  building  a  dormer,  elevator 
bulkhead  or  other  structure  may  be  erected  provided  its 
frontage  length  on  any  given  street  be  not  greater  than 
60  per  cent  of  the  length  of  such  street  frontage  of  such 
part  of  the  building;”  that  no  similar  provision  is  made 
for  elevator  bulkheads  on  rear  walls;  that  this  makes  for 
a  distinct  hardship;  moreover  in  this  present  variance  re¬ 
quest  it  is  asked  that  only,  approximately  20%  of  the  width 
be  allowed  raised  above  height  limit ;  that  the  applicant  has 
offset  the  machinery  penthouse  so  that  this  condition  may 
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be  met ;  that  this,  in  itself,  is  not  wholly  desirable,  but  the 
applicant  is  trying  to  comply  with  the  zoning  requirements 
as  closely  as  possible ;  that  this  height  is  the  minimum 
needed  in  the  shaft  if  the  elevator  is  to  serve  the  top  floor; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  for  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  as  to  area 
on  the  grounds  of  practical  difficulty. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  requirements  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21  of 
the  zoning  resolution,  on  condition  that  the  requirements  of 
the  zoning  resolution  shall  be  complied  with  in  all  other 
respects ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
resolution  as  indicated  on  plans  filed  with  this  application, 
marked  “Received  June  10,  1946,”  one  sheet,  as  to  plot 
plan  and  marked  “Received  September  21,  1946,”  nine 
sheets. 


445-46-BZ 

APPLICANT— Lama  and  Proskauer,  for  Queens  68th 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use,  C  area 
district,  the  erection  of  a  building  to  be  used  for 
stores,  using  more  than  the  area  permitted. 
PREMISES  AFFECTED— 102-29  to  102-35  Queens  boule¬ 
vard,  and  103-02  to  103-16  68th  avenue,  southeast 
corner  (Block  2137,  Lot  8),  Forest  Hills,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Benjamin 
T.  Sherman. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (445-46-BZ) 

Whereas,  Lama  and  Proskauer,  for  Queens  68th  Corpo¬ 
ration,  owner  filed  May  31,  1946,  an  application  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a  residence  and 
business  use,  C  area,  district  the  erection  of  a  building  to  be 
used  for  stores,  using  more  than  the  area  permitted ;  affect¬ 
ing  premises  102-29  to  102-35  Queens  boulevard  and  103-02 
to  103-16  68th  avenue,  southeast  corner,  (Block  2137,  Lot  8), 
Forest  Hills,  Borough  of  Queens ;  and 
Whereas,  under  Cal.  951-40-BZ,  on  December  3,  1940,  the 
Board  granted  on  condition  an  application  (decision  of  the 
borough  superintendent)  under  section  7c  of  the  zoning  res¬ 
olution,  permitting  in  a  business  use  district  extending  into 
a  residence  use  district,  the  erection  of  a  building  to  be  used 
as  office,  auditorium,  banquet  rooms,  clubrooms  and  kitchen ; 
premises:  102-31  Queens  boulevard,  southeast  corner  of  68th 
avenue  (Block  2137,  Lot  8),  Forest  Hills,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1946,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Queens  boulevard  is  in  a  business  use,  C 
area  and  Class  1  height  district;  68th  avenue  is  in  residence 
and  business  use,  C  and  D  area  and  Class  1  height  districts ; 
and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  8,  1946,  re  N.B.  Applic.  3331-46,  reads: 

“1.  The  erection  of  proposed  store,  lying  wholly 
within  the  C  area  portion  of  lot  exceeds  the  area  per¬ 
mitted  by  Art.  IV,  Sec.  13h,  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  62.24  ft.  front  by  118.96  ft.  in  depth,  irregular,  pres¬ 
ently  vacant ;  that  it  is  proposed  to  erect  a  building  63.24  ft. 
front  by  103.96  ft.  in  depth  (irregular)  one  story,  13  ft. 
in  height,  of  Class  3  construction,  to  be  used  as  five  (5) 
stores ;  and 

Whereas,  the  applicant  contends  that  the  property  is  zon¬ 
ed  as  business  100  ft.  east  from  Queens  boulevard  and  the 
balance,  approximately  15  ft.,  is  in  the  residential  zone;  that 
the  proposed  building  will  be  built  wholly  in  the  business  por¬ 
tion  of  the  plot;  that  permission  is  hereby  requested  to  con¬ 
struct  the  building  according  to  the  filed  plans,  as  the  adjoin¬ 
ing  lot,  # 6 ,  occupies  100%  of  the  area  of  the  business 
portion,  as  does  Lot  #1 ;  that  this  proposed  improvement 'will 
in  no  way  effect  the  surrounding  properties ;  that  therefore, 
inasmuch  as  the  balance  of  the'  block  is  already  improved 
with  stores  occupying  the  full  area  is  permitted  prior  to  the 
change  of  law,  December  2,  1944,  the  granting  of  this  appli¬ 
cation  is  respectfully  requested ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  extension  of  area,  and  was  therefore  entitled 
to  relief  on  the  grounds  of  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  thereof,  as  to  ex¬ 
tension  of  area,  to  permit  the  coverage  as  indicated  on  plans 
filed  with  this  application  marked  “Received  November  6, 
1946,”  4  sheets,  on  condition  that  the  building  shall  not  be 
constructed  more  than  one  story  in  height  except  that  upper 
stories  may  be  added  in  compliance  with  the  zoning  resolu¬ 
tion  as  to  coverage ;  that  this  resolution  is  in  complete  sub- 

t'tulion  for  variance  granted  under  calendar  number  951- 
-BZ  and  1019-40-A;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the  date 
of  this  resolution. 


468-46-BZ 

APPLICANT — Alvin  J.  Sander,  for  Jack  Margulis,  owner. 
SUBJEC1 — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  retail  use,  D  area  district,  the  erec¬ 
tion  of  a  building  using  more  than  the  area  per¬ 
mitted. 

PREMISES  AFFECTED — 1450  Unionport  road,  northwest 
corner  of  Olmstead  avenue  (Block  3933,  Lot  100), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alvin  J.  Sander. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (468-46-BZ) 

Whereas,  Alvin  J.  Sander,  for  Jack  Margulis,  owner,  filed 
June  21,  1946  an  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  retail  use,  D  area  district,  the  erec¬ 
tion  of  a  building  using  more  than  the  area  permitted,  prem¬ 
ises,  northwest  corner  of  Olmstead  avenue  and  Unionport 
road  (Block  3933,  lot  100),  Borough  of  The  Bronx;  and 
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here  as,  a  public  hearing  was  held  on  tins  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  13,  1946,  after  due  notice  by  publication  in  the 
.  Bulletin,  laid  over  to  December  10,  1946  and  December  17, 
1946,  for  inspection  by  a  committee  of  the  Board  and  for  ap¬ 
plicant  to  obtain  corrected  decision  from  the  Borough  Su¬ 
perintendent,  and  plot  plan  to  be  corrected;  and 

\\  hereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Olmstead  avenue  and  Unionport  road  are 
in  retail  use,  D  area  class  1)4  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
December  5,  1946  on  N.B.  Applic.  511-46  reads: 

“1.  Structure  cannot  occupy  more  than  70%  of  the 
area  of  the  lot  at  curb  level  in  a  D  area  district  for  cor¬ 
ner  lots,  as  per  Art.  4,  Sec.  14  (c)  Zoning  Resolution.” 
and  ' 

\\  hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  37.59  ft.  frontage  by  37.59  ft.  in  depth  (irregular) 
presently  vacant;  that  it  is  proposed  to  erect  a  building 
'  37.59  ft.  front  on  Unionport  road,  30.05  ft.  front  on  Olm¬ 

stead  avenue  with  average  depth  of  26.29  ft.;  one  story,  12 
ft.  in  height,  of  class  3  construction;  and 
Whereas,  the  applicant  contends  that  said  vacant  land 
measures  on  Olmstead  avenue  side  30.05  ft.  and  37.59  ft.  on 
■  Unionport  road  and  37.58  ft.  at  the  rear  and  its  front  facing 
the  corner  is  15  ft.;  that  to  limit  the  use  of  this  vacant  land 
to  but  75%  of  its  area  is  to  take  away  an  appreciable  amount 
of  said  lot  and  in  effect  to  render  same  unusable  for  building 
or  any  other  purposes ;  that  the  creators  of  the  zoning  reso- 
(  lution  never  intended  it  to  truly  apply  to  this  situation  where 
;  in  good  sense  a  variation  should  be  granted ;  that  to  do  oth¬ 
erwise  would  be  to  create  an  unnecessary  hardship ;  that  if 
the  owner  were  denied  the  right  to  use  more  than  70%  of 
the  land,  and  did  build  thereon,  he  would  without  question 
take  the  30%  from  the  rear  thus  creating  a  space  between 
his  building  and  the  adjoining  building  on  that  small  block; 
that  this  space  would  only  serve  to  collect  refuse  and  garbage 
and  create  a  place  where  small  children  would  gather,  play 
and  endanger  themselves;  that  if  substantial  justice  is  done 
a  variation  should  be  granted  so  that  the  owner  can  use  100% 
of  the  area  for  building  purposes;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  es¬ 
tablished  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  as  to  extension  in  area  and  was,  therefore,  entitled 
to  relief  on  the  grounds  of  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  thereof,  to  permit 
the  extension  of  area  for  the  construction  of  the  building  as 
indicated  on  plans  filed  with  this  application,  marked  “Re- 
.  ceived-June  21,  1946”  (4  sheets),  on  condition  that  the  build¬ 
ing  shall  not  exceed  one  story  in  height;  that  there  shall  be 

Ii  no  windows  or  other  openings  erected  on  the  rear  lot  line ; 
and  that  in  all  other  respects  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 

— 

587-46-BZ 

APPLICANT — O’Connell  and  Mclnerney,  for  Samuel 
Ageloff,  owner. 

I  SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use,  D  area  district,  the 
erection  of  a  building,  using  more  than  the  area 
permitted. 

PREMISES  AFFECTED — 118-23  to  118-33  Metropolitan 
avenue,  north  side,  144.14  ft.  east  of  83rd  avenue 
(Block  3329,  Lot  80),  Kew  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Clarence  F.  Carver  and  Daniel  J. 

I,  O’Connell. 


For  Opposition:  Joseph  Rodell,  Martin  Spoleen  and 
Harold  Sichel. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (587-46-BZ) 

Whereas,  O’Connell  and  Mclnerney,  for  Samuel  Ageloff, 
owner,  filed  August  12,  1946  an  application  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  business  use,  D 
area  district,  the  erection  of  a  building  using  more  than 
the  area  permitted,  premises  118-23  to  118-33  Metropolitan 
avenue,  north  side,  144.14  ft.  east  of  83rd  avenue  (Block 
3329,  Lot  80),  Kew  Gardens,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  26,  1946,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  December  17,  1946  for  inspec¬ 
tion  by  Committee  of  the  Board;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Metropolitan  avenue  is  in  a  business  use, 
D  area  and  class  1)4  height  district;  83rd  avenue  is  in  resi¬ 
dence  and  business  use  D  area  and  class  1.54  height  districts ; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  5,  1946,  re  N.B.  Applic.  3745-46  reads: 

“2.  The  permissible  area  of  lot  occupied  is  in  ex¬ 
cess  of  that  permitted  by  Sec.  14  (c)  of  the  Zone  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  100  ft.  frontage  by  60  ft.  in  depth,  presently 
vacant;  that  it  is  proposed  to  erect  a  building  TOO  ft.  front 
by  60  ft.  in  depth,  1  story,  14  ft.  6  in.  in  height,  of  class 
3  construction,  to  be  used  for  stores  and  bowling  alleys ; 
and 

Whereas,  the  applicant  contends  that  this  is  an  application 
to  allow  the  erection  of  one  story  stores  covering  the  entire 
plot  on  Metropolitan  avenue  which  is  in  a  business  D  zone ; 
that  the  applicant  purchased  in  1939  a  large  plot  of  ground, 
of  which  property  in  question  forms  a  part;  that  the  plot 
he  purchased  is  situated  at  the  northeast  corner  of  Metro¬ 
politan  ayenue  and  83rd  avenue  with  a  frontage  on  83rd 
avenue  of  191.53  ft.  and  a  frontage  on  Metropolitan  ave¬ 
nue  of  244.22  ft.;  that  when  the  applicant  acquired  the  plot 
there  was  a  detached  one  family  house  fronting  on  Metro¬ 
politan  avenue  with  a  frontage  of  about  144  ft.  and  a  front¬ 
age  on  83rd  avenue  of  191.53  ft.  and  on  the  rear  of  the  plot 
was  a  frame  barn;  that  on  the  100  ft.  adjoining  on  the 
east  there  was  a  detached  frame  house  fronting  on  Metro¬ 
politan  avenue  to  the  extent  of  a  little  over  100  ft.;  that 
in  the  rear  of  that  plot  there  was  a  frame  garage ;  that  in 
November  of  1939  the  applicant  started  to  improve  the  whole 
of  said  large  plot  embracing  the  frontages  on  both  streets 
and  on  the  83rd  avenue  frontage  he  built  a  large  six  story 
elevator  apartment  house  and  on  the  Metropolitan  avenue 
frontage  extending  eastward  from  the  corner  of  83rd  ave¬ 
nue  for  about  144  ft.,  he  built  one  story  stores  which  ad¬ 
join  the  plot  in  question  on  the  west;  that  at  the  time  of 
building  the  apartment  house  and  these  one  story  stores, 
the  applicant  contemplated  improving  the  whole  plot  and  it 
was  all  built  upon  at  that  time  with  the  exception  of  the 
100  ft.  on  Metropolitan  avenue  which  is  now  the  subject 
of  this  application  but  it  was  contemplated  at  that  time  to 
also  build  on  this  100  ft.  very  shortly  thereafter;  that  when 
these  one  story  stores  were  built  in  the  early  part  of  1940, 
Metropolitan  avenue  at  this  point  was  in  a  business  D  zone 
and  that  allowed  90%  coverage  of  the  plot  and  at  that  time 
the  population  in  the  neighborhood  was  not  so  large  and 
there  was  not  the  urgent  need  for  more  stores;  that  when 
these  one  story  stores  were  built  the  Building  Department 
approved  the  plans  for  the  erection  of  the  stores  out  to 
the  building  line  of  Metropolitan  avenue  and  these  stores 
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were  so  built;  that  at  the  time  these  stores  adjoining  on  the 
west  were  built,  the  applicant  had  part  of  the  footings  laid 
for  the  stores  which  he  intended  to  build  very  shortly  on 
the  100.  ft.  now  in  question;  that  the  contract  was  let  to 
the  Kingsborough  Construction  Company  which  built  the 
footings  for  the  completed  stores  and  which  also  put  in  part 
of  the  footings  for  one  story  stores  on  this  100  ft.  plot  now 
in  question ;  that  at  the  same  time  party  wall  agreements 
were  made  in  favor  of  the  plot  in  question  affecting  the 
easterly  wall  of  the  taxpayers  that  were  built  at  that  time 
and  also  affecting  the  southerly  wall  of  the  apartment  house 
built  on  the  property  "adjoining  to  the  north,  as  it  was  then 
contemplated  to  build  these  one  story  stores  very  shortly ; 
that  these  party  walls  were  erected  at  greater  cost  than  an 
independent  wall  in  anticipation  of  building  these  stores  and 
additional  expense  was  incurred  in  building  the  footings  at 
the  base  of  these  party  walls ;  that  the  terra  cotta  work  on 
the  completed  taxpayers  to  tbe  west  was  furnished  by  the 
Atlantic  Terra  Cotta  Company  and  at  that  time  the  terra 
cotta  was  ordered  from  the  same  company  for  the  front  of 
the  stores  contemplated  to  be  built  on  this  100  ft.  plot  so  that 
there  would  be  a  similarity  in  the  design  and  frontage  of 
the  whole  row  of  stores ;  that  it  can  thus  be  seen  that  when 
the  property  was  purchased,  it  was  contemplated  to  improve 
the  property  with  one  operation ;  that  after  the  finishing  of 
these  first  taxpayers,  however,  material  became  scarce  and 
economic  conditions  became  such  that  it  was  very  difficult  to 
proceed  with  the  building ;  that  then  the  war  came  along  with 
its  restrictions  on  vital  materials  so  that  the  applicant  was 
unable  to  build  until  after  the  termination  of  the  war ;  that 
in  the  meantime  this  frontage  on  Metropolitan  avenue  was 
affected  by  a  change  in  regulations  for  D  zones  and  without 
some  relief  the  applicant  cannot  build  on  the  plot  as  was 
contemplated ;  that  in  the  taxpayers  which  were  completed 
in  1940  there  are  bowling  alleys  and  the  plan  for  new  build¬ 
ings  contemplates  an  extension  of  the  bowling  alleys  to  this 
proposed  building  as  the  need  for  that  extension  is 
great ;  that  a  lesser  depth  to  the  building  will  not  suffice  as 
the  bowling  alleys  require  the  full  depth  of  the  building 
out  to  the  building  line;  that  one  of  the  objects  of  restrict¬ 
ing  the  area  of  building  for  a  business  D  zone  is  to  pro¬ 
vide  light  and  air ;  that  the  erection  of  these  buildings 
would  not  interfere  in  any  way  with  the  light  and  air  of 
the  surrounding  buildings ;  that  the  applicant  has  secured 
consents  from  the  surrounding  owners  to  the  contemplated 
buildings;  that  the  apartment  adjoining  on  the  southeast 
has  a  blank  wall  with  no  windows  in  it  at  all ;  that  the 
taxpayers  on  the  northwest  have  a  blank  wall,  and  further¬ 
more,  there  is  a  party  wall  agreement  in  favor  of  this  plot ; 
that  the  elevation  of  the  first  floor  of  the  apartment  house 
in  the  rear  is  about  26  ft.  above  the  ground  level  of  the  plot 
in  question  and  the  cellar  windows  in  that  apartment  are 
approximately  20  ft.  above  the  ground  level  where  the  pro¬ 
posed  buildings  would  be  built ;  that  these  contemplated 
buildings  have  a  height  to  the  rear  parapet  of  16  ft.  6  in. 
above  the  curb  so  that  the  cellar  windows  of  the  apartment 
in  the  rear  would  look  out  over  the  roof  of  these  one  story 
stores ;  that  at  the  time  the  completed  taxpayers  were  finished 
there  was  no  immediate  need  for  more  stores  in  the  neigh¬ 
borhood  but  since  the  summer  of  1940  the  population  in  the 
neighborhood  has  increased  so  that  there  is  now  an  urgent 
need  for  these  stores ;  that  this  plot  is  suitable  for  nothing 
but  stores ;  that  it  is  not  economically  sound  to  build  upon 
55%  of  this  plot  and  it  would  entail  a  loss  to  the^applicant 
to  cover  only  that  area  and  if  this  is  not  granted  the  plot 
would  have  to  be  abandoned ;  that  the  plot  in  its  present 
condition  is  an  eyesore  as  water  is  apt  to  settle  there  and 
it  accumulates  rubbish  which  is  tossed  in  there ;  that  in  the 
winter  snow  and  ice  collect  and  it  becomes  a  hazard ;  that 
it  is  contemplated  to  build  really  an  extension  of  the  present 
one  story  stores  to  conform  in  architecture  and  material 
with  a  uniform  front;  that  this  would  be  an  improvement  to 
the  neighborhood  and  a  convenience  for  shopping  and  would 
help  to  extend  the  recreational  facilities  of  the  people .  in 
the  neighborhood  by  extending  the  bowling  alleys  which 
are  extensively  used ;  that  a  doorway  is  contemplated  on  the 


westerly  side  of  these  buildings  to  enter  into  the  taxpayers 
on  the  west ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and  * 

Whereas,  the  Board  deemed  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  Zoning  Resolution  as  to  ex¬ 
tension  of  area  and  is  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  affirmed  and  that  the  application'  be  and 
it  hereby  is  denied. 


675-46-BZ 

APPLICANT — Burke,  Morrison  and  Green,  for  Estate  of 
Candita  Guido,  owner  (Joseph  Guido,  Adminis¬ 
trator). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7i  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  a  four  (4)  car  garage  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 25-40  to  25-46  27th  street  and 
25-35  Astoria  boulevard,  northwest  corner  ( Block 
861,  Lot  1),  Long  Island  City,  Borough  of  Queens, 
APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons  and  Joseph 
Frasca. 

For  Opposition:  John  J.  D’Amato. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (675-46-BZ) 

Whereas,  Burke,  Morrison  and  Green  for  Estate  ol 
-  Candita  Guido,  owner,  (Joseph  Guido,  Administrator),  filed 
September  10,  1946,  an  application  under  section  7i  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  a  four  (4)  car  garageQo  a  motor  vehicle 
repair  shop :  premises  25-40  to  25-46  27th  street  and  25-35 
Astoria  boulevard  (Block  861,  Lot  1)  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  10,  1946,  after  due  notice  by  publication  in 
the  Bulletin,  and  laid  over  to  December  17,  1946  for  in¬ 
spection  by  a  Committee  of  the  Board ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  27th  street  is  in  residence  and  business 
use,  C  area  and  Class  1  height  districts;  Astoria  boulevard 
is  in  a  business  use,  C  area  and  Class  1  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  12,  1946,  re  Alt.  Applic.  1037-46,  reads: 

“1.  The  conversion  of  a  4-car  garage  to  a  motor 
vehicle  repair  shop  in  a  business  district  is  contrary  to 
Art.  2,  Section  4,  Subd.  29  of  the  zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  80  ft.  frontage  by  61.70  ft.  in  depth,  irregular,  on 
which  is  located  a  two  story  building,  1st  floor,  2  stores, 
2nd  floor,  2  families,  and  a  garage  (4  cars)  24  ft.  10  in. 
front  by  51  ft.  in  depth,  one  story,  14  ft.  in  height,  of 
Class  3  construction ;  that  it  is  proposed  to  use  the  present 
4  car  garage  as  an  automobile  repair  shop ;  and 

Whereas,  the  applicant  contends  that  this  4-car  garage 
has  been  leased  out  and  operated  as  a  motor  vehicle  repair 
shop  for  almost  twenty 1  years ;  that  the  present  tenant,  a 
veteran,  purchased  the  business  in  September,  1945,  from  a 
Ludwig  Loos,  who  had  operated  it  as  the  Relay  Motor 
Truck  Service  since  1938,  under  the  impression  that  the 
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use  was  legal ;  that  it  is  proposed  to  use  the  garage  as  a 
motor  vehicle  repair  shop;  that  no  machinery  heavier  than  a 
lA  horse  power  motor  will  be  used ;  that  the  greater  portion 
of  the  work  will  be  done  by  the  use  of  hand  tools ;  that 
there  is  no  noxious  or  offensive  emission  of  odor,  dust, 
smoke,  gas  or  noise;  that  it  is  respectfully  requested  the 

Hoard,  exercising  its  discretion  in  this  matter,  grant  the 

application ;  and 

Whereas,  the  Board  is  in  receipt  of  a  letter  from  the 
applicant,  dated  December  11,  1946,  in  which  he  states  that 
the  tenant  has  pledged  to  do  the  following : 

“The  work  that  will  be  done  by  me  will  be  as  fol¬ 
lows  :  motor  repairs,  such  as  removal  of  cylinder  heads, 
scraping  carbon,  removal  of  pistons  and  rings  and  all 

affiliated  parts,  renewal  of  clutch  and  all  necessary 

parts,  overhauling  of  transmission  and  differentials,  re¬ 
newal  of  broken  springs  and  shackles.  There  has  not 
been  and  will  not  be  any  fender  and  body  repairs,  no 
painting  or  spraying,  or  any  noisy  or  obnoxious  work- 
done  on  premises  or  street,  and  if  permission  is  granted, 
1  will  paint  and  improve  appearance  of  building  to 
satisfaction  of  neighborhood  as  J  have  already  started 
to  do.  All  work  done  by  me  is  by  hand  tools  and  has 
been  satisfactory  to  my  neighbors  as  to  quietness  and 
cleanliness.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  i  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  grnated  under  section  7i  thereof, 
to  permit  the  building  to  be  occupied  as  indicated  on  plans 
filed  with  this  application,  marked  “Received  September  10, 
1946”  (3  sheets),  for  a  term  of  five  years,  as  a  motor 
vehicle  repair  shop,  on  condition  that’ the  type  of  repairing 
shall  not  exceed  the  work  indicated  in  a  letter  received  from 
the  tenant  dated  December  11,  1946;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  all  repair  work  shall 
be  done  within  the  building;  that  there  shall  be  no  acetylene 
welding,  paint  spraying  and  no  use  of  anvil  or  forge;  that 
such  portable  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct ;  and  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  and  that  all  permits  re¬ 
quired  shall  be  obtained  and  all  work  cornpleted  within 
three  months  from  the  date  of  this  resolution. 


704-46-BZ 

APPLICANT — M.  Martin  Elkind,  for  Robert  Brush  and 
Third  Service  Corp.,  owners. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED— 35-30  64th  street,  and  63-16 
Broadway,  southwest  corner  (Block  1203,  part  of 
Lot  58),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Opposition:  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  . ■ .  0 

THE  RESOLUTION  (704-46-BZ) 

Wheresa,  M.  Martin  Elkind  for  Robert  Brush  and  Third 
Service  Corporation,  owner,  filed  September  25,  1946  an  ap¬ 


plication  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  a  wet  wash  laundry  for  a  term  of 
five  (5)  years,  affecting  premises  35-30  64th  street,  and  63-16 
Broadway,  southwest  corner  (Block  1203,  part  of  lot  58), 
Woodside,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  64th  street  is  in  residence  and  business  use, 
B  area  and  class  1 l/2  height  districts;  Broadway  is  in  a  busi¬ 
ness  use,  B  area  and  class  \y2  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  3,  1946  on  Alt.  Applic.  2277-46  reads: 

“L  1  he  proposed  use  of  a  wet  wash  laundry  in  a  bus¬ 
iness  district  is  contrary  to  Art.  II,  sec.  4  (51)  of  the 
Zoning  Resolution.”  ' 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  101.69  ft.  frontage  by  101.65  ft.  in  depth,  on  which  is 
located  a  building  101.69  ft.  frontage  by  101.65  ft.  in  depth, 
1  story,  14  ft.  in  height,  of  class  3  construction,  presently 
used  as  stores ;  that  it  is  proposed  to  convert  the  vacant  store 
into  a  self-service  laundry  using  20  home-type  washing  ma¬ 
chines  approved  by  the  Board  under  Cal.  136-46-SA ;  and 
Whereas,  the  applicant  contends  that  there  will  be  ample 
aisle  space  and  seating  accommodations  for  those  waiting 
for  their  laundry  to  be  washed;  that  although  the  use  is 
designated  as  wet  wash  laundry  there  is  no  resemblance  in 
the  operation  of  this  proposed  installation  to  the  usual  type 
of  commercial  laundry ;  that  there  will  be  no  steam  or  power 
plant  used  and  no  truck  delivery  and  pick-up  of  bundles;  that 
in  the  neighborhood  immediately  surrounding  the  premises 
the  economic  level  of  the  population  is  such  that  it  would 
be  a  boon  to  have  the  use  of  the  type  of  laundry  service  con¬ 
templated  ;  that  the  predominant  type  of  dwelling  is  the  rent¬ 
ed  apartment  and  the  vast  majority  of  these  people  do  not 
have  maids  or  any  other  form  of  help;  that  the  machines 
will  be  Bendix  coin-operated  machines;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  term  of  five  (5)  years,  to 
permit  the  premises  to  be  occupied  as  proposed,  cm  condition 
that  only  laundry  machines  as  proposed  and  as  approved  by 
the  Board  under  Cal.  136-46-SA  shall  be  installed  and  used; 
that  during  the  term  of  this  variance  the  premises  shall  be 
occupied  for  no  other  use,  and  no  laundry  work  shall  be  done 
except  in  the  20  machines  as  proposed  and  as  indicated  on 
plans  filed  with  this  application  marked  “Received  September 
30,  1946,”  2  sheets;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct ; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


725-46-BZ 

APPLICANT — Glick  and  Gelbman,  for  Roadside  Realty 
Co.,  Inc.,  owner  (Sunnyside  Garden  Corp.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  and  business  use  district, 
the  change  in  use  from  a  private  sports  arena  to  a 
public  sports  arena. 

PREMISES  AFFECTED — 44-16  Queens  boulevard,  south 
side,  from  44th  to  45th  streets  (Block  166,  Lot  20), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Michael  Glick  and  Leon  J.  Sha¬ 
piro. 

For  Opposition:  George  A.  Rosen,  Charles  A.  Sil¬ 
ver,  Anna  Tamaszeweig  and  T.  L.  Weed. 
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MINUTES 


For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (725-46-BZ) 

Whereas,  Click  and  Gelbman,  for  Roadside  Realty  Com¬ 
pany,  Inc.,  owner,  Sunnyside  Garden  Corp.,  lessee,  filed  Sep¬ 
tember  24,  1946,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  in  residence  and  business  use 
districts  the  change  of  use  from  private  sports  arena  to  a 
public  sports  arena ;  premises :  44-16  Queens  boulevard,  south 
side,  from  44th  to  45th  streets  (Block  166,  Lot  20),  Long  Is¬ 
land  City,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  6,  1946,  after  due  notice  by  publication  in  the 
Bulletin;  and  laid  over  to  December  17,  1946;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Queens  boulevard  is  in  a  business  use,  B 
area  and  Class  1)4  height  district;  45th  street  is  in  a  business 
use,  B  area  and  Class  1)4  height  district;  44th  street  is  in 
residence  and  business  use,  B  area  and  Class  1)4  height  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  23,  1946,  re  Alt.  Applic.  2260-46,  reads : 

“4.  The  change  in  use  from  private  to  public  sports 
arena  in  a  business  district  extending  partly  into  a  resi¬ 
dence  district  is  prohibited  by  Sec.  3  of  the  Zone  Law 
(not  further  examined).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  200  ft.  frontage  by  200  ft.  in  depth  (irregular)  on 
which  are  located  two  buildings ;  that  Bldg.  #2  is  35  ft.  4 
in.  front  by  74  ft.  8  in.  deep,  3)4  stories,  15  and  35  ft.  in 
height,  Class  3  construction;  that  Bldg.  #1  (premises)  is 
94  ft.  8  in.  front  by  186  ft.  10  in.  deep,  one  story,  44  ft.,  10 
in.  high,  of  Class  3  construction,  average  height  35  ft.,  10  in. ; 
that  it  is  proposed  to  alter  the  interior  of  the  building  in 
basement  and  1st  floor  in  front  and  rearrange  partitions  for 
offices,  dressing  rooms  and  lockers;  that  the  area  section 
will  have  steel  columns  removed,  new  ones  installed  and  new 
beams  constructed  to  replace  old  ones ;  and 

Whereas,  the  applicant  contends  that  originally  built  in 
1915  by  the  Gould  Estate,  this  building  (now  vacant)  is  in¬ 
tended  for  use  as  a  hall  and  sports  arena ;  that  a  small  por¬ 
tion  of  the  main  building  extends  into  the  residential  zone 
on  44th  street  and  as  main  entrance  is  on  Queens  boulevard, 
it  is  hardly  possible  that  affected  property  owners  in  the  res¬ 
idence  zone  will  in  any  way  be  inconvenienced  or  harmed 
by  this  request  if  granted;  that  the  new  rear  exists  will  have 
access  to  the  street  by  a  13  ft.  2  in.  passage  which  leads  to 
45th  street,  as  shown,  which  street  is  business;  that  on  be¬ 
half  of  the  present  owners  of  the  building,  the  Board  is  re¬ 
spectfully  requested  to  grant  this  application,  as  stated,  so 
that  the  building  can  be  used  and  income  derived  therefrom 
to  pay  taxes  and  carrying  charges ;  and 
Whereas,  the  Corporation  states  in  letter  dated  December 
13,  1946  that  it  intends  to  use  the  premises  for  boxing, 
wrestling,  basketball,  meetings  and  other  social  events ;  that 
boxing  and  wrestling,  which  the  Corporation  intends  to 
sponsor  itself,  may  be  staged  only  one  night  each  week;  that 
bonds  of  $5,000  and  $2,000  for  the  benefit  of  the  People  of 
the  State  of  New  York  must  be  posted  with  the  Comptroller 
to  guarantee  strict  compliance  with  the  rules  and  regulations 
of  the  N.  Y.  State  Athletic  Commission;  that  inspectors  and 
deputy  commissioners  are  present  at  each  weekly  contest  to 
enforce  such  compliance ;  that  both  wrestling  and  boxing  are 
over  before  11  :00  P.M. ;  in  fact,  wrestling  has  an  11 :0OP.  M. 
curfew  law  to  prevent  no  time  limit  exhibitions  from  extend¬ 
ing  past  that  hour ;  that  amateur  boxing  is  staged  once  a 
week  under  the  supervision  of  the  AAU  and  invariably  is 
operated  in  conjupction  with  the  church  or  charitable  in¬ 


stitution;  these  bouts  also  eqd  by  11 :00  P.  M.  and  are  super¬ 
vised  by  a  representative  of  the  AAU ;  that  the  game  of 
basketball  has  a  playing  time  from  40  to  48  minutes ;  conse¬ 
quently  two  games  are  usually  staged  in  one  evening  and 
normally  ended  before  11 :00  P.M. ;  that  many  of  these  games 
are  sponsored  by  worthy  organizations;  that  the  above-men¬ 
tioned  sports  will  be  staged  during  the  week  leaving  the 
weekends  for  dances  which  may  be  sponsored  by  social, 
church  or  veteran  post  organizations;  to  date  there  have 
been  three  requests  for  the  use  of  the  hall  for  dances  and  all 
have  been  from  veterans  of  foreign-war  posts;  that  each 
sponsor  of  a  dance  must  obtain  a  license  from  the  Police  De¬ 
partment,  which  strictly  regulates  the  hours  and  operation  of 
each  affair;  that  it  can  readily  be  seen,  therefore,  that  all 
the  events  contemplated  in  the  subject  premises  are  strictly 
regulated  and  licensed  by  the  respective  City,  Municipal  or 
State  Departments  having  jurisdiction  over  same  and  such 
licensing  assures  peaceful  and  orderly  proceedings;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  a  zoning  variance 
under  section  7c  of  the  zoning  resolution,  inasmuch  as  the 
building  has  existed  since  prior  to  1916  (before  zoning)  for 
similar  use  and  extends  into  the  residence  district  on  the 
property  of  the  owner  for  a  very  small  percentage,  approxi¬ 
mately  ;  otherwise  is  located  in  a  business  use  district 
where  the  proposed  use  is  conforming. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building  in 
all  other  respects  shall  comply  with  the  Zoning  Resolution 
and  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  may  be  modified  by  the  Board  under  Cal.  667-46-A; 
that  the  building  shall  not  be  increased  in  height  or  area  and 
tnat  no  additional  building  shall  be  erected  on  the  entire  plot, 
or  uses  extended  as  indicated  on  plans  filed  with  this  applica¬ 
tion,  other  than  the  existing  buildings  now  erected  and  park¬ 
ing  and  storage  under  existing  variance ;  and  that  all  permits 
required  shall  be  obtained  and  all  work  completed  within  one 
year  from  the  date  of  this  resolution. 


768-46-BZ 

APPLICANT — Joseph  Halpern,  for  220-228  Brook  avenue 
Corp.,  owner  (Launder-Best,  Inc.,  lessee). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  a  wet  wash 
laundry,  for  a  period  of  five  (5)  years. 
PREMISES  AFFECTED — 220-228  Brook  avenue  (known 
as  224  Brook  avenue)  and  513-521  East  137th 
street,  northeast  corner  (Block  2265,  Lot  17), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Halpern. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Guinee  .  3 

Negative:  Commissioner  Blum  .  1 


THE  RESOLUTION  (768-46-BZ) 

Whereas,  Joseph  Halpern  for  220  to  228  Brook  Avenue 
Corporation,  owner,  Launder-Best,  Incorporated,  lessee  filed 
September  24,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  a 
wet  wash  laundry  for  a  term  of  five  years  affecting  prem¬ 
ises  220  to  228  Brook  avenue  (224  displayed)  and  513  to 
521  East  137th  street,  northeast  corner  (Block  2265,  Lot  17), 
Borough  of  The  Bronx. 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Brook  avenue  is  in  residence  and  re¬ 
tail  use,  I)  area  and  Class  1  height  districts;  East  137th 
slreet  is  in  residence  and  retail  use,  D  area  and  class  1 
height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  9,  1946,  on  amendment  to  Alt.  Applic.  790-46, 
reads : 

“2.  Proposed  change  of  occupancy  in  a  residence 
district  from  stores  and  public  market  to  stores,  public 
market  and  wet  wash  laundry  is  contrary  to  Section  3, 
of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100  ft.  frontage  by  150  ft.  in  depth,  on  which  is 
located  a  building  100  ft.  front  by  150  ft.  in  depth,  one 
story  and  cellar,  14  ft.  in  height,  of  Class  3  construction, 
presently  used  as  stores  and  public  market ;  that  it  is  pro¬ 
posed  to  use  the  vacant  store  and  install  25  standard,  home 
type,  individual  approved  washing  machines  as  approved 
under  Cal.  136-46-SA  ;  and 

Whereas,  the  applicant  contends  that  the  building  is  a 
one  story  taxpayer  with  a  cellar,  originally  in  a  business  use, 
B  area  and  V/z  height  district;  that  on  April  5,  1939  the 
area  was  changed  to  residential  use  and  1  times  height 
district,  D  area;  that  the  premises  since  erection  and  up  to 
and  including  the  present  time  have  been  used  for  stores 
and  public  market;  that  this  appeal  is  based  on  Section  7e 
of  the  zoning  resolution ;  that  this  store  has  been  vacant  for 
a  long  period  of  time  and  was  last  used  as  a  bakery ;  that 
it  is  proposed  to  install  25  standard  household  (Bendix) 
washing  machines,  each  operated  by  a  h.p.  motor  and 
with  an  individual  capacity  of  10  lbs  of  dry  clothes;  that 
the  machines  will  be  installed  to  conform  to  all  of  the  rules 
and  regulations  required  by  the  various  city  departments ; 
that  only  two  employees  will  be  required  as  this  is  a  dis¬ 
tinctly  self  service  installation  with  the  customer  doing  his 
own  wash ;  that  ordinary  household  soap  and  normal  hot 
water  will  be  used  in  this  operation;  that  no  steam  will  be 
manufactured  on  the  premises  and  no  volatile  fluids  will  be 
used ;  that  there  will  be  no  noxious  odors  nor  excessive 
noise  from  the  operation  of  the  proposed  establishment;  that 
there  are  no  structural  changes  to  be  made  in  order  to  ac¬ 
commodate  this  installation;  that  in  an  area  such  as  this 
one,  where  there  are  few  and  inadequate  sanitary  facilities 
and  which  contain  a  predominance  of  cold  water  flats  and 
where  the  inhabitants  are  limited  in  income,  the  proposed 
installation  will  be  of  marked  assistance  to  public  health 
and  will  lighten  the  burden  of  the  housewife;  that  so  far 
as  the  appearance  and  the  manner  of  conduct  of  the  pro¬ 
posed  establishment  is  concerned,  the  same  will  be  a  dis¬ 
tinct  improvement  of  this  neighborhood  and  it  will  act  as 
an  incentive  to  the  other  businesses  and  business  men  in  the 
neighborhood,  as  respects  sanitation,  orderliness  and  cleanli¬ 
ness;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  term  of  five  (5)  years, 
to  permit  the  premises  to  be  occupied  as  proposed,  on  con¬ 
dition  that  only  laundry  machines  as  proposed  and  as  ap¬ 
proved  bv  the  Board  under  Cal.  136-46-SA  shall  be  installed 
and  used';  that  during  the  term  of  this  variance  the  prem¬ 
ises  shall  be  occupied  for  no  other  use,  and  no  laundry  work 
shall  be  done  except  in  the  25  machines  as  proposed  and  as 
indicated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  September  24,  1946,”  4  sheets  and  store  No.  3;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  all  permits  shall  be 


obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


804-46-BZ 

APPLICANT — William  R.  Shirley,  for  Fralor  Realty  Co., 
owner  (KBT  Nashomat,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent),  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundrv,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 107  East  6th  street,  north  side, 
91  ft.  6  in.  east  of  1st  avenue  (Block  434,  Lot  54), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dcp’t  ol 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  b 

THE  RESOLUTION  (804-46-BZ) 

Whereas,  William  R.  Shirley  for  Fralor  Realty  Co., 
owner  (KBT  Nashomat,  Inc.,  lessee)  filed  October  23,  1946 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district  a  wet  wash  laundry  for  a 
term  of  five  (5)  years,  affecting  premises  407  East  6th 
street,  north  side,  91  ft.  6  in.  east  of  1st  avenue  (Block  434, 
lot  54),  Borough  of  Manhattan;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
December  17,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  6th  street  and  1st  avenue  are  in  a  bus¬ 
iness  use,  B  area  and  class  \  V2  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  18,  1946  on  Alt.  Applic.  2167-46  reads: 

“Al.  The  proposed  ruse  as  a  wet  wash  laundry  of  the 
above  noted  premises  in  a  business  district  is  contrary  to 
the  Zoning  Resolution,  Art.  II,  Sec.  4(a)  (51)  effective 
12/2/44. 

Note  :  This  objection  must  he  removed  before  further 
consideration  can  be  given  plan.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  21  ft.  5  in.  frontage  by  90  ft.  10^2  in.  in  depth,  on 
which  is  located  a  building  21  ft.  5  in.  front  by  50  ft.  in 
depth,  4  stories  and  basement,  48  ft.  in  height,  of  class  3 
construction,  presently  used  as  stores  and  apartments;  that  it 
is  proposed  to  install  20  self-service  automatic,  home-type 
washing  machines,  approved  under  Cal.  136-46-SA;  and 

W  hereas,  the  applicant  contends  that  it  is  proposed  to  in¬ 
stall  20  Bendix  machines,  each  operated  by  a  h.p.  motor 
with  a  capacity  of  10  lbs.  and  each  machine  is  placed  on  a 
platform  so  arranged  as  to  eliminate  vibration  and  sound; 
that  the  retail  rental  laundry  thus  formed  will  have  only  two 
employees  as  the  customers  do  their  own  work ;  that  no 
steam  will  be  manufactured  on  the  premises  and  no  obnoxi¬ 
ous  odors  or  excessive  noise  will  form  a  part  of  the  opera¬ 
tion  ;  that  the  retail  rental  laundry  thus  formed  will  be  a 
self-service  laundry  and  will  not  have  any  pick-up  trucks  or 
delivery  trucks;  that  there  are  few  and  inadequate  sanitary 
facilities  in  the  neighborhood  and  this  installation  will  prove 
a  definite  contribution  to  public  health  and  lighten  the  bur¬ 
den  of  the  housewife;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  zoning  resolution,  and  that  the 
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application  be  and  it  hereby  is  granted  for  a  term  of  five  (5) 
years,  to  permit  the  premises  to  be  occupied  as  proposed,  on 
condition  that  only  laundry  machines  as  proposed  and  as 
approved  by  the  Board  under  Cal.  136-46-SA  shall  be  installed 
and  used;  that  during  the  term  of  this  variance  the  prem¬ 
ises  shall  he  occupied  for  no  other  use,  and  no  laundry  work 
shall  he  done  except  in  the  20  machines  as  proposed  and  as 
indicated  in  plans  filed  with  this  application  marked  “Re¬ 
ceived  October  23,  1946,”  4  sheets;  that  such  portable  fire 
fighting  appliances  shall  be-  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


813-46-BZ 

APPLICANT — William  R.  Shirley,  for  Jeremiah  Coffey, 
owner  (Thomas  Daly,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 45-10  30th  avenue,  south  side, 
80  ft.  east  of  45th  street  (Block  714,  Lot  84), 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  R.  Shirley. 

For  Opposition:  Alvin  Pritchard  and  John  Maie- 
cek. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 

THE  RESOLUTION  (813-46-BZ) 

Whereas,  William  R.  Shirley,  for  Jeremiah  Coffey, 
owner  (Thomas  Daly,  lessee)  filed  October  24,  1946  an  ap¬ 
plication  under  section  7e  of  the  zoning  resolution,  to  per¬ 
mit  in  a  business  use  district  a  wet  wash  laundry  for  a  term 
of  five  (5)  years,  affecting  premises  45-10  30th  avenue, 
south  side,  80  ft.  east  of  45th  street  (Block  714,  Lot  84), 
Astoria,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

W  hereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  30th  avenue  is  in  a  business  use,  B  area 
and  class  1%  height  district ;  45th  street  is  in  a  residence 
and  business  use  B  area  and  class  1)4  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  22,  1946  on  Alt.  Applic.  2917-46  reads: 

“1.  Changing  the  use  of  this  building  from  a  Bar 
&  Grill  and  two  family  dwelling  to  a  Retail  Rental 
Laundry  (wet  wash)  and  two  family  dwelling  in  a 
Business  district  is  contrary  to  Art.  2,  sec.  4,  Sub¬ 
division  51  of  the  Zone  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  20  ft.  frontage  by  79.80  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  55  ft.  in  depth,  3  stories, 
33  ft.  in  height,  of  class  3  construction,  presently  used  as 
a  Bar  and  grill  and  apartments ;  that  it  is  proposed  to  in¬ 
stall  20  self-service  individual  automatic  home- type  wash¬ 
ing  machines,  as  approved  under  Cal.  No.  136-46-SA  ;  and 
Whereas,  the  applicant  contends  that  each  Bendix  ma¬ 
chine  will  be  operated  by  a  J4  h.p.  motor  with  an  individual 
capacity  of  10  lbs.  and  each  machine  is  placed  on  a  plat¬ 
form  so  arranged  as  to  eliminate  vibration  and  sound;  that 
this  retail  rental  laundry  will  have  a  Launderette  franchise 
issued  by  the  Telecoin  Corporation  and  will  have  only  two 
employees ;  that  ordinary  household  soap  powder  will  be 
used  and  normal  hot  water  will  be  provided  by  the  use  of 


an  oil  heater  and  copper  coil ;  that  no  steam  will  be  manu¬ 
factured  on  the  premises  and  no  obnoxious  odors  or  ex¬ 
cessive  noise  will  form  a  part  of  the  operation;  that  there  will 
be  no  pick-up  or  delivery  trucks ;  that  there  are  few  sanitary 
facilities  in  the  neighborhood  and  this  installation  will  prove 
a  definite  contribution  to  the  public  health  and  lighten  the 
burden  of  the  housewife;  it  is  requested  that  this  applica¬ 
tion  be  granted  for  a  term  of  five  years  to  enable  the  ap¬ 
plicant  to  amortize  his  investment  and  the  owner  to  realize 
sufficient  income  to  pay  the  taxes  and  repairs  of  the  build¬ 
ing  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  term  of  five  (5) 
years,  to  permit  the  premises  to  be  occupied  as  proposed,  on 
condition  that  only  laundry  machines  as  proposed  and  as 
approved  by  the  Board  under  Cal.  136-46-SA  shall  be  in¬ 
stalled  and  used;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use,  and  no  laundry 
work  shall  be  done  except  in  the  20  machines  as  proposed 
and  as  indicated  on  plans  filed  with  this  application  marked 
“Received  October  24,  1946,  4  sheets;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  the  existing  sign  overhanging  the 
building  line,  used  by  the  former  occupancy  shall  be  dis¬ 
continued  and  removed;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution. 


814-46-BZ 

APPLICANT — William  R.  Shirley,  for  Tonlee  Realty 
Corp.,  owner  (David  and  Sam  Drainer,  lessees). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 
PREMISES  AFFECTED — 491  Amsterdam  avenue,  east 
side,  52  ft.  2  in.  south  of  West  84t.h  street  (Block 
1214,  Lot  63),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  R.  Shirley. 

For  Opposition  :  R.  Whelan. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  0 

THE  RESOLUTION  (814-46-BZ) 

Whereas,  William  R.  Shirley,  for  Tonlee  Realty  Corpora¬ 
tion,  owner,  David  and  Sam  Drainer,  lessee,  filed  October 
24,  1946,  an  application  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry  for  a  term  of  five  (5)  years,  affecting  premises  491 
Amsterdam  avenue,  east  side,  52  ft.  2  in.  south  of  West 
84th  street  (Block  1214,  Lot  63),  Borough  of  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Amsterdam  avenue  is  in  a  business 
use,  B  area  and  Class  1)4  height  district;  West  84th  street 
is  in  residence  and  business  use,  B  area  and  Class  1)4 
height  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  24,  1946,  re  Alt.  Applic.  2209-46,  reads : 
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“Al.  Proposed  alteration  of  1st  story  store  to  wet 
wash  laundry  in  a  business  district  is  contrary  to  Art. 
2,  Sec.  4a,  Sub.  51  of  the-  N.  Y.  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  25  ft.  frontage  by  90  ft.  10  in.  in  depth,  on  which 
is  located  a  building  25  ft.  front  by  78  ft.  6  in.  in  depth,  5 
stories,  55  ft.  in  height,  of  Class  3  construction,  presently 
used  as  store  and  apartments ;  that  it  is  proposed  to  install 
20  self-service  individual,  home  type  washing  machines,  as 
approved  under  Cal.  No.  136-46-SA;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  20  Bendix  washing  machines  in  the  store,  each  ma¬ 
chine  operated  by  a  14  h.p.  motor,  each  machine  with  an 
individual  capacity  of  10  lbs.  of  dry  clothes;  that  each  ma¬ 
chine  is  placed  on  a  platform'  so  arranged  as  to  eliminate 
vibration  and  sound ;  that  the  retail  rental  laundry  thus 

formed  will  have  a  “launderette”  franchise  issued  by  the 
Telecoin  Corporation  and  will  have  only  two  employees 

as  the  customers  do  their  own  work ;  that  ordinary  house¬ 

hold  soap  powder  will  be  used  and  normal  hot  water  will 
be  provided  by  the  use  of  an  oil  heater  and  copper  coil ; 
that  no  steam  will  be  manufactured  on  the  premises  and 
no  obnoxious  odors  or  excessive  noise  will  form  a  part  of 
the  operation;  that  the  launderette  thus  formed  being  a  self- 
service  laundry,  will  not  have  any  pick-up  or  delivery 

trucks  as  part  of  the  operation ;  that  there  are  few  and  in¬ 
adequate  sanitary  facilities  in  the  neighborhood  and  this 
installation  will  prove  a  definite  contribution  to  public  health 
and  lighten  the  burden  of  the  housewife;  that  it  is  respect¬ 
fully  requested  that  a  variance  be  granted  to  permit  the  lessee 
to  operate  the  establishment  for  a  period  of  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  for  a  term  of  five  (5) 
years,  to  permit  the  premises  to  be  occupied  as  proposed, 
on  condition  that  only  laundry  machines  as  proposed  and  as 
approved  by  the  Board  under  Cal.  136-46-SA  shall  be  in¬ 
stalled  and  used ;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use,  and  no  laundry 
work  shall  be  done  except  in  the  20  machines  as  proposed 
and  as  indicated  on  plans  filed  with  this  application  marked 
“Received  October  24,  1946,”  4  sheets;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


842-46-BZ 

APPLICANT— Charles  M.  Spindler,  for  Aletta  Realty 
Corp.,  owner  (Harold  Lobel,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1575  Washington  avenue,  west 
side,  45.89  ft.  north  of  Claremont  parkway  (Block 
2904,  Lot  43),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  J.  Hans. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  John  -  J.  Saunders 
Board  of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  .  0 


THE  RESOLUTION  (842-46-BZ) 

Whereas,  Charles  M.  Spindler,  for  Aletta  Realty  Corp., 
owner;  Harold  Lobel,  lessee,  filed  November  4,  1946,  an  ap¬ 
plication  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  a  wet  wash  laundry  for  a  term 
of  five  (5)  years,  affecting  premises  1575  Washington  ave¬ 
nue,  west  Side,  45.89  ft.  north  of  Claremont  Parkway  (Block 
2904,  lot  43),  Borough  of  The  Brpnx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  December  17,  1946,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  res¬ 
olution  show  that  Washington  avenue  is  in  a  business  use, 
B  area  and  Class  1 1/2  height  district;  Claremont  Parkway  is 
in  business  and  unrestricted  use,  B  area  and  Class  1^4  height 
districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  25,  1946,  re  Alt.  Applic.  934-46,  reads: 

“Al.  Proposed  alteration  to  install  a  wet  wash  laun¬ 
dry  in  store  of  present  6-story  non-fireproof  Class  “A” 
multiple  dwelling  (New  Law  Tenement)  in  business  dis¬ 
trict  is  contrary  to  Art.  2,  Sec.  4(a)  subdivision  51  Zon¬ 
ing  Resolution  and  rules  and  regulations  of  this  depart¬ 
ment.” 

and 

Whereas,  the  applicant  slates  that  the  premises  consist  of 
a  plot  99.89  ft.  front  by  45.04  ft.  in  depth  on  which  is  lo¬ 
cated  a  building  89.89  ft.  front  by  45.04  ft.  in  depth,  six 
stories  (66  ft.)  in  height,  of  Class  3  construction,  presently 
used  as  stores  and  Class  A  multiple  dwelling  (new  law  tene¬ 
ment)  ;  that  it  is  proposed  to  install  thirty  (30)  standard,  ap¬ 
proved,  individual  self-service  washing  machines  as  tempo¬ 
rarily  approved  under  Cal.  477-46-SA ;  that  no  structural 
changes  will  be  made  in  the  store ;  and 

Whereas,  the  applicant  contends  that  this  neighborhood, 
containing  few  and  inadequate  sanitary  facilities,  consists 
predominately  of  old  tenements  occupied  by  people  with  very 
limited  incomes;  that  this  type  of  self-service  laundry  will 
be  a  distinct  contribution  to  the  public  health  and  welfare 
and  a  boon  to  the  overworked  housewife;  that  the  proposed 
installation  is  similar  to  a  number  of  others  recently  granted 
by  the  Board  and  will  consist  of  thirty  approved  electric 
washing  machines,  each  having  a  capacity  of  10  pounds  of 
dry  clothes,  operated  by  a  fractional  h.p.  motor;  that  these 
machines  will  be  installed  in  accordance  with  all  rules  and 
regulations  of  all  municipal  departments;  that  only  two  per¬ 
sons  will  be  employed,  since  the  operation  is  definitely  self- 
service  with  the  patrons  doing  their  own  washing;  that 
ordinary  household  soap  powder  and  hot  water  are  the  only 
cleansing  agents  used  in  the  washing  operation;  that  there 
will  be  no  steam,  noxious  odors  or  excessive  noise;  that 
the  premises  will  remain  a  store,  as  at  present  and  no  struc¬ 
tural  alterations  are  involved  in  the  change  of  occupancy; 
that  the  proposed  use  can  in  no  way  adversely  affect  the 
character  of  the  neighborhood  or  its  property  values;  that 
in  view  of  these  facts,  it  is  respectfully  requested  a  variation 
be  granted  for  a  term  of  five  years ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  term  of  five  (5)  years,  to 
permit  the  premises  to  be  occupied  as  proposed,  on  condition 
that  only  Westinghouse  laundry  machines  as  proposed  and 
as  temporarily  approved  by  the  Board  under  Cal.  477-46-SA 
shall  be  installed  and  used  ;  that  during  the  term  of  this  vari¬ 
ance  the  premises  shall  be  occupied  for  no  other  use,  and 
no  laundry  work  shall  lie  done  except  in  the  30  machines 
as  proposed  and  as  indicated  on  plans  filed  with  this  applica¬ 
tion  marked  “Received  November  4,  1946,”  2  sheets;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct ;  that  all  permits  shall  be 
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obtained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


853-46-BZ 

AFTLK  ANT — Samuel  Rosenblum,  for  Rose  and  Bernard 
Weiskopf,  owners. 

SUBJECT. — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years 
PREMISES  AFFECTED— 3914-3920  10th  avenue,  and  983 
(979  displayed)  40th  street,  northwest  corner 
(Block  5583,  Lot  72),  Borough  of  Brooklyn 
■APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Dora 
Weiskopf. 

For  Opposition :  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACT  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  q 

THE  RESOLUTION  (853-46-BZ) 

Whereas,  Samuel  Rosenblum,  for  Rose  and  Bernard 
Weiskopf,  owner,  filed  November  8,  1946,  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry  for  a  term  of  five 
(5)  years;  affecting  premises  3914-3920  10th  avenue  and 
983  (979  displayed)  40th  street,  northeast  corner  (Block 
5583,  Lot  72),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
hv  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin  ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolutions  show  that  10th  avenue  is  in  business  and  un¬ 
restricted  use,  C  area  and  Class  1  height  districts;  40th 
street  is  in  business  use,  C  area  and  Class  1  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  14,  1946,  re  Alt.  Applic.  4300-46,  reads  : 

“1.  Proposed  wet  wash  laundry  within  a  business 
use  district  is  contrary  to  Art.  2,  Sect.  40a-5l  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  21  ft.  front  by  95  ft.,  2 y$  in.  in  depth,  on  which 
is  located  a  building  21  ft.  front  by  56  ft.  in  depth,  3  stories, 
30  It.  in  height,  of  Class  3  construction,  present!}'  used  as 
store  and  two-family  dwelling;  that  it  is  proposed  to  install 
twenty-three  (23)  self-service,  automatic,  home-type  wash¬ 
ing  machines  as  temporarily  approved  by  the  Board  under 
Cal.  477-46-SA ;  and 

Whereas,  the  applicant  contends  that  the  proposed  in¬ 
stallation  is  in  a  section  of  the  city  where  there  are  very 
little  facilities  for  modern  automatic  washing  machines  and 
the  proposed  Laundry  will  be  a  boon  to  the  neighorhood  ; 
that  in  operation,  it  will  be  a  self-service  installation ;  that 
none  of  the  characteristics  of  a  wet  wash  laundry  is  present, 
although  it  is  so  classified  under  the  zoning  resolution ;  that 
it  is  conducted  practically  in  the  nature  of  a  retail  store 
wherein  the  customers  help  themselves;  that  there  will  be 
no  odors,  noise  or  volatile  inflammable  oils;  that  on  this 
block  at  the  diagonally  opposite  corner  is  a  gasoline  service 
station  also  cleaning  and  dyeing  establishments  and  other 
uses,  so  that  the  type  of  occupancy  proposed  will  not  be 
detrimental  in  any  way  to  the  neighborhood;  that  there 
are  many  stores  and  factories  within  the  area  of  notifica¬ 
tion  ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  term  of  five  (5) 
years,  to  permit  the  premises  to  be  occupied  as  proposed, 
on  condition  that  only  Westinghouse  laundry  machines  as 
proposed  and  as  temporarily  approved  by  the  Board  under 
Cal.  477-46-SA  shall  be  installed  a^d  used;  that  during  the 
term  of  this  variance  the  premises*  shall  be  occupied  for  no 
other  use,  and  no  laundry  work  shall  be  done  except  in  the 
23  machines  as  proposed  and  as  indicated  on.  plans  filed  with 
this  application  marked  “Received  November  8,  1946,”  2 
sheets ;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


854-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Angela  Carbone, 
owner  (Angela  Ida  Jaffe  and  Samuel  Levy,  lessees). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 2978  Fulton  street,  south  side, 
20  ft.  5  in.  west  of  Elton  street  (Block  3954,  Lot 
24),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and.  Samuel 
Levy. 

For  Opposition:  None. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
_  Housing  and  Buildings. 

A  C  j  I  ON)  OF  BOARD — Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee. .  4 
Negative:  .  o 

THE  RESOLUTION  (854-46-BZ) 

Whereas,  Samuel  Rosenblum,  for  Angela  Carbone, 
owner;  Angela  Ida  Jaffee  and  Samuel  Levy,  lessees,  filed 
November  8,  1946,  an  application  under  section  7e  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  a  wet 
wash  laundry  for  a  term  of  five  years ;  affecting  premises 
2978  Fulton  street,  south  side,  20  ft.  5  in.  west  of  Elton 
street  (Block  3954,  Lot  24),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Fulton  street  is  in  a  business  use,  C 
area  and  Class  1  height  district ;  Elton  street  is  in  residence 
and  business  use,  C  area  and  Class  1  height  districts ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  22,  1946,  re  Alt.  Applic.  4481-46,  reads: 

“1.  Proposed  wet  wash  laundry  located  within  a 
business  use  district  is  contrary  to  Art.  2,  Sect.  4a-51, 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
oi  a  plot  20  ft.  5  in.  front  by  95  ft.  8y$  in.  in  depth  (irregu¬ 
lar)  on  which  is  located  a  building  20  ft.  5  in.  front  by  20 
ft.  5  in.  in  depth  (average)  3  stories,  33  ft.  in  height,  of 
Class  3  construction,  presently  used  as  store  and  for 
i  amilies ;  that  it  is  proposed  to  install  21  self-service,  in¬ 
dividual  home-type  washing  machines,  as  approved  under 
Cal.  136-46- SA ;  and 

Whereas,  the  applicant  contends  that  proposed  use  is 
a  retail  rental  laundry  in  which  customers  bring  their  own 
clothing  and  same  is  inserted  in  an  approved  automatic 
washing  machine  (Bendix)  ;  that  no  steam,  oils,  volatile 
inflammable  liquids  or  obnoxious  odors  will  be  used  in  this 
operation ;  that  there  will  be  no  trucking  of  any  kind ;  that 
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the  premises  are  situated  in  a  neighborhood  where  such  an 
installation  will  be  a  boon  to  the  housewives ;  that  this  sec¬ 
tion  is  developed  with  old  type  homes  in  which  such  modern 
conveniences  do  not  exist ;  that  the  entire  block  and  section 
are  filled  with  stores,  factories,  etc.  and  proposed  installation 
will  not  be  detrimental  in  any  way ;  that  sufficient  aisles  and 
seating  capacity  and  conveniences  for  rest  are  provided  on 
the  interior  for  the  comfort  of  the  customers ;  that  in  view 
of  the  need  in  this  neighborhood  for  this  type  of  installation 
and  the  fact  the  operation  is  similar  to  other  launderettes 
in  the  city,  a  variation  is  requested  to  permit  this  launder¬ 
ette  for  a  period  of  five  years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  term  of  five  (5)  years,  to 
permit  the  premises  to  be  occupied  as  proposed,  on  con- 
dition  that  only  laundry  machines  as  proposed  and  as  ap¬ 
proved  by  the  Board  under  Cal.  136-46-SA  shall  be  in¬ 
stalled  and  used;  that  during  the  term  of  this  variance  the 
premises  shall  be  occupied  for  no  other  use,  and  no  laundry 
work  shall  be  done  except  in  the  21  machines  as  proposed 
and  as  indicated  on  plans  filed  with  this  application  marked 
“Received  November  8,  1946,”  2  sheets;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution. 


879-46-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Dot  Mort  Holding 
Corp.,  owner  (Bert  S.  Good,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  per,mit  in  a  business  use  district,  a  wet  wash  laun¬ 
dry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 1702  Madison  avenue,  east  side, 
51.1  ft.  south  of  East  113th  street  (Block  1618,  Lot 
56),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono. 

For  Opposition :  None. 

For  Administration :  Samuel  L.  Becker  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (879-46-BZ) 

Whereas,  Ludwig  P.  Bono  for  Do  Mort  Holding  Corpo¬ 
ration,  owner,  Bert  S.  Good,  lessee,  filed  November  15,  1946, 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  a  wet  wash  laundry  for  a 
term  of  five  (5)  years;  affecting  premises  1702  Madison 
avenue,  east  side,  51.10  south  of  IJast  113th  street  (Block 
1618,  Lot  56),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  December  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Madison  avenue  is  in  a  business  use, 
B  area  and  Class  \l/i  height  district;  East  113th  street  is 
in  a  business  use,  B  area  and  Class  lj4  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  12,  1946,  re  Alt.  Applic.  2313-46,  reads: 
“A-l.  Proposed  wet  wash  laundry  is  in  violation  of 
Article  2,  Section  4  (a)  Subdivision  51  of  the  zoning 
resolution  and  is  therefore  not  acceptable.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 


of  a  plot,  25  ft.  frontage  by  75  ft.  in  depth,  on  which  is 

located  a  building  25  ft.  frontage  by  60  ft.  in  depth,  5 

stories,  52  ft.  in  height,  of  Class  3  construction  formerly 
used  as  store  and  dwellings  (now  vacant)  ;  that  it  is  pro¬ 
posed  to  install  30  individual,  self-service,  home  type, 

laundry  machines,  as  approved  under  Cal.  No.  136-46-SA; 
and 

Whereas,  the  applicant  contends  that  he  is  applying 

for  a  variation  of  the  zoning  requirements  so  as  to  permit 
the  use  of  this  store  for  the  installation  of  Bendix  wash¬ 
ing  machines;  that  the  operation  to  be  conducted  is  of 
the  nature  of  a  retail  rental  laundry  with  a  self-service 
installation  where  the  customers  do  their  own  washing 
by  inserting  their  garments  in  the  automatic  washing- 
machines  ;  that  there  will  be  no  odors,  no  inflammable  or 
volatile  liquids,  no  noises  or  disturbances  of  any  kind ;  that 
no  trucks  or  wagons  will  deposit  or  remove  the  clothes ; 
that  the  premises  is  in  a  complete  business  district  with 
groceries,  restaurants,  funeral  parlors,  barber  shops,  drug¬ 
stores  and  other  stores  of  a  similar  nature ;  that  the  pro¬ 
posed  launderette  will  be  located  on  the  1st  floor  of  a  five 
story  brick  building  vacant  for  several  years;  that  the 
sanitary  condition  of  this  structure  is  such  as  to  create 
a  menace  to  the  surrounding  buildings;  that  if  this  applica¬ 
tion  is  granted  it  is  proposed  to  repair  the  parapet  walls, 
enclose  present  open  shafts  and  damaged  skylights  and 
roof  with  new  roofing,  also  to  shut  off  the  upper  floors 
of  the  building  and  close  all  windows  above  launderette ; 
that  all  rubbish  and  papers  accumulated  at  every  floor 
constituting  now  a  fire  hazard  will  be  removed  and  premises 
cleaned  throughout ;  that  the  store  will  have  a  complete 
new  front  and  the  interior  j-bearing  partitions  will  be 
removed  and  substituted  by  new  steel  columns  and  girders 
supporting  the  structure  above ;  that  a  complete  new  hot 
water  heating  system  with  electric  and  water  services  will 
be  installed ;  that  it  is  therefore  respectfully  submitted  that 
the  request  for  a  variation  of  the  zoning  requirements  to 
permit  a  launderette  on  the  premises  for  a  stated  term  of 
at  least  five  years  be  granted ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper 
case  in  which  to  exercise  discretion  to  grant  under  section 
7,  subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  for  a  term  of  five  (5)  years, 
to  permit  the  premises  to  be  occupied  as  proposed,  on  condi¬ 
tion  that  only  Bendix  laundry  machines  as  proposed  and 
as  approved  by  the  Board  under  Cal.  136-46-SA,  shall  be 
installed  and  used ;  that  during  the  term  of  this  variance 
the  premises  shall  be  occupied  for  no  other  use,  and  no 
laundry  work  shall  be  done  except  in  the  30  machines  as 
proposed  and  as  indicated  on  plans  filed  with  this  applica¬ 
tion  marked  “Received  November  15,  1946,”  2  sheets;  that 
such  portable  fire  fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  the  occupancy 
as  herein  permitted  shall  not  be  commenced  until  there  is 
compliance  as  to  existing  violations  of  the  Multiple  Dwelling 
Law  and  the  Building  Code ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


891-46-BZ 

APPLICANT — Samuel  Rosenblum,  for  Frank  Polidori, 
owner  (Rhoda  Drazen  and  Hyman  Kasen,  lessfees). 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 4124  8th  avenue  and  775  42nd 
street,  northwest  corner  (Block  922,  Lot  42),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum,  Mrs.  Drazen. 
For  Opposition:  None. 
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For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 
Negative:  . .  0 

THE  RESOLUTION  (891-46-BZ) 

Whereas,  Samuel  Rosenblum,  for  Frank  Polidori,  owner; 
Rhoda  Drazen  and  Hyman  Kasen,  lessees,  filed  November 
19,  1946,  an  application  under  section-  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  a  wet  wash 
laundry  for  a  term  of  five  (5)  years,  affecting  premises 
4124  8th  avenue  and  775  42nd  street,  northwest  corner 
(Block  922,  Lot  92),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  the  regular 
meeting,  December  17,  1946,  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  8th  avenue  is  in  a  business  use,  C  area 
and  Class  1  height  district ;  42nd  street  is  in  residence  and 
business  use,  C  area  and  Class.  1  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  19,  1946,  re  Alt.  Applic.  4833-46,  reads: 

“1.  Proposed  alteration  for  use  of  premises  as  a 
steam  or  wet  wash  laundry  in  a  business  district  is  con¬ 
trary  to  Art.  II,  Sec.  4  (a)  subdivision  51  of  the  Zoning- 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  22  ft.  2  in.  front  by  100  ft.  in  depth,  on  which  is  located 
a  building  22  ft.  2  in.  by  90  ft.  in  depth,  four  stories  (43 
feet)  in  height,  of  Class  3  construction,  presently  used  as 
store  and  Class  A  multiple  dwelling ;  that  it  is  proposed  to 
install  thirty  Westinghouse  automatic,  self-service,  home- 
type  washing  machines  off  a  type  as  temporarily  approved 
by  the  Board  under  Cal.  477-46-SA  ;  and 

Whereas,  the  applicant  contends  that  the  premises  will 
be  used  as  a  laundromat  half-hour  laundry  using  thirty 
automatic  washing  machines  of  approved  type  (Westing- 
house)  ;  that  the  entire  operation  is  self-service,  in  which 
customers  bring  in  their  own  laundry,  insert  same  in  a 
washing  machine  with  a  capacity  of  not  more  than  ten 
pounds ;  that  there  will  be  no  steam  and  no  obnoxious  odors, 
no  volatile  inflammable  oils,  no  trucking  of  any  kind  nor 
anything  of  a  type  that  could  be  construed  as  detrimental ; 
that  the  premises  are  situated  in  a  neighborhood  where  such 
an  installation  will  be  of  immeasurable  benefit ;  that  sufficient 
space  and  seating  capacity  are  provided  on  the  interior  for 
customers  and  every  facility  provided  for  their  care  and 
comfort  while  waiting;  that  at  present,  the  premises  are 
used  for  a  hand  laundry  and  a  gas  heated  mangle  is  used 
for  ironing;  that  this  will  be  discontinued  entirely  and  the 
premises  fitted  up  as  a  Laundromat  and  self-service  retail 
laundry  using  approved  automatic  machines ;  that  in  view 
of  the  need  for  the  facilities  of  this  type  installation,  a 
variation  is  requested  to  permit  this  use  for  a  period  of  five 
years ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
he  and  it  hereby  is  granted  for  a  term  of  five  (5)  years,  to 
permit  the  premises  to  be  occupied  as  proposed,  on  condition 
that  only  Westinghouse  laundry  machines  as  proposed  and 
as  temporarily  approved  by  the  Board  under  Cal.  477-46-SA, 
shall  be  installed  and  used;  that  during  the  term  of  this 
variance  the  premises  shall  be  occupied  for  no  other  use,  and 
no  laundry  work  shall  be  done  except  in  the  30  machines  as 
proposed  and  as  indicated  on  plans  filed  with  this  application 
marked  “Received  November  19,  1946,”  2  sheets;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 


fire  commissioner  shall  direct ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  resolution. 


908-46- BZ 

APPLICANT — Samuel  Rosenblum,  for  Thomas  Verricchio, 
owner  (Clare  Garb  and  Irving  Harris,  lessees). 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED — 274  Central  avenue,  south  side, 
60  ft.  west  of  Harmon  street  (Block  3275,  Lot  52), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Clare  Garb. 
For  Opposition:  Nick  Patitucci. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Guinee .  3 

Negative:  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (908-46-BZ) 

Whereas,  Samuel  Rosenblum  for  Thomas  Verricchio, 
owner,  Clare  Garb  and  Irving  Harris,  lessees,  filed  Novem¬ 
ber  22,  1946,  an  application  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  a  wet  wash 
laundry  for  a  term  of  five  (5)  years,  affecting  premises  274 
Central  avenue,  south  side,  60  ft.  west  of  Harmon  street 
(Block  3275,  Lot  52),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  17,  1946,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Central  avenue  is  in  a  business  use,  C  area 
and  Class  1  height  district,  Harmon  street  is  in  a  residence 
and  business  use,  C  area  and  Class  1  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  21,  1946,  re  Alt.  Applic.  4937-46,  reads: 

“1.  The  proposed  use  of  premises  as  a  wet  wash 
laundry  in  a  business  district  is  contrary  to  Article  2, 
Section  4(a),  subdivision  51  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  20  ft.  frontage  by  80  ft.  in  depth,  on  which  is 
located  a  building  20  ft.  front  by  60  ft.  in  depth,  3  stories, 
35  ft.  in  height,  of  Class  4  construction,  presently  used  as 
store  and  Class  A  multiple  dwelling;  that  it  is  proposed  to 
install  28  Bendix  self-service,  individual  automatic  washing 
machines,  as  approved  under  Cal.  No.  136-46-SA;  and 
Whereas,  the  applicant  contends  that  the  grade  floor  is  to 
be  occupied  as  a  launderette  with  28  Bendix  automatic  wash¬ 
ing  machines  of  an  approved  type ;  that  the  launderette  which 
will  be  similar  to  other  launderettes  will  be  purely  self- 
service  ;  that  the  customers  will  bring  their  own  laundry, 
insert  same  in  the  machine  and  the  entire  operation  will  be 
automatic;  that  there  is  to  be  no  steam  boiler,  no  odors,  no 
noise,  no  volatile  inflammable  oils,  no  trucking,  nothing  of 
that  nature ;  that  ample  provision  madfe  for  seating  capacity 
for  the  care  and  comfort  of  the  patrons  while  waiting  for 
their  clothing  to  be  cleansed;  that  this  section  and  surround¬ 
ing  territory  is  built  up  with  two  and  three  story  structures, 
lacking  such  modern  sanitary  conveniences  as  facilities  for 
the  automatic  washing  of  clothes ;  that  the  launderette  pro¬ 
posed  will  afford  an  opportunity  to  the  residents  to  be 
relieved  of  a  great  deal  of  drudgery;  that  inasmuch  as  this 
will  fill  a  long  felt  want  in  this  section,  and  as  same  is  to  be 
maintained  with  the  highest  standards  in  use,  care  and 
operation,  it  is  respectfully  requested  a  variation  of  the  zon¬ 
ing  resolution  to  permit  such  launderette  for  a  period  of 
five  years  be  granted ;  and 
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W  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe's 
hereby  moke  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof,  for 
a  term  of  five  (5)  years,  to  permit  the  premises  to  be 
occupied  as  proposed,  on  condition  that  only  Bendix  machines 
as  proposed  and  as  approved  under  Cal.  136-46-SA  shall  be 
installed;  that  during  the  term  of  this  variance  the  premises 
shall  be  occupied  for  no  other  use  than  as  herein  permitted 
and  no  laundry  work  shall  be  done  except  in  the  machines 
as  proposed ;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  six 
(6)  months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISION 

462-46-A 

APPLICANT — Aklen  B.  MacNeil,  for  E.  J.  Reed  Co., 
owner.  • 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 52-17  102nd  street  and  101-01 
Strong  avenue,  northeast  corner  (Block  1933,  Lots 
41  and  44),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant  :  Alden  B.  MacNeil  and  William 
Robinson. 

For  Opposition:  Donald  J.  Mullozzi,  Frank  Vigli- 
etto,  Therese  Fluco  and  G.  Bonainn. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1947  at 
10  A.  M.  in  connection  with  Cal.  No.  461-46-BZ. 
Applicant  to  file  revised  plans,  showing  all  buildings 
on  lot  and  their  uses ;  also  a  photograph  showing 
conditions  in  the  rear,  not  indicated  on  filed  photo¬ 
graphs.  Also  for  records  from  Building  and  Fire 
Departments. 


588-46-A 

APPLICANT — O’Connell  and  Mclnernev,  for  Samuel 
Ageloff,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 118-23  to  118-33  Metropolitan 
avenue,  north  sy^,  144.14  ft.  east  of  83rd  avenue 
(Block  3329,  Lot  80),  Kew  Gardens,  Borough  of 
Queens  (under  section  35,  General  City  Law  re  bed 
of  mapped  street — Metropolitan  avenue). 
APPEARANCES— 

Fo'r  Applicant:  Clarence  F.  Corner  and  Daniel  J. 
O’Connell. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD- — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner? 

Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


667 -46- A 

APPLICANT — Click  and  Gelbman,  for  Roadside  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 44-16  Queens  boulevard,  south¬ 
west  corner  of  45th  street  (Block  166,  Lot  20), 
1  -ong  Island  City,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Michael  Click  and  Leon  J.  Shapiro. 

For  Opposition :  George  A.  Rosen,  Charles  A. 
Silver,  Anna  Tamaszeweig  and  T.  L.  Weed. 

For  Administration:  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

A(  TION  OF  ROARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  . . .  0 

THE  RESOLUTION  (667-46- A) 

Whereas,  Click  and  Gelbman  for  Roadside  Realty  Co., 
Inc.,  owner ;  Sunnyside  Garden  Corp.,  lessee,  filed  September 
5,  1946,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises:  44-16  Queens  boulevard,  south¬ 
west  corner  of  45th  street,  Long  Island  City  (Block  166, 
Lot  20),  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  3,  1946,  re  Alt.  Applic.  2260-46,  reads: 

“1.  The  change  in  use  classification  of  a  non-fireproof 
building  exceeding  5,000  sq.  feet  in  area  and  over  20 
ft.  in  height  from  private  tennis  club  to  public  sports 
arena  is  prohibited  by  Sec.  4.2.1  Building  Code. 

2.  Total  street  entrance  and  exit  doorways  as  re¬ 
quired  by  Sec.  12.10.1(c)  of  the  Building  Code  not  pro¬ 
vided. 

3.  Walls,  floors,  ceiling  and  doors  of  lobby  must  be 
of  fireproof  construction.  Sec.  112.10.21  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  41  feet,  121  ft.  4  in.  by  151  ft.  6  in.  in  area,  erected  in 
1915,  located  in  business  and  residence  use,  B  area,  Class 
ljZ  height  districts.,  of  Class  3  construction,  now  vacant, 
formerly  used  and  occupied  as  follows:  Basement,  care¬ 
taker  and  boiler  room,  2  persons;  1st  floor,  private  tennis 
club,  25  persons ;  proposed  to  be  used  and  occupied :  Base¬ 
ment,  kitchen,  boiler  room,  5  persons;  1st  floor,  ball  and 
arena,  2800  persons ;  that  there  are  two  3  ft.  wide  iron  stairs 
with  cement  treads,  enclosed  with  4  in.  block  partitions, 
equipped  with  1-hour  test,  self-closing  doors,  leading  to 
basement ;  and 

Whereas,  the  applicant  contends  that  the  construction  for 
the  proposed  arena  portion  has  steel  trusses  upon  which  rest 
steel  purlins  which  carry  the  skylights  and  the  2  in.  spruce 
plank  and  slate  roofing;  that  there  will  be  no  inflammable 
material  or  decorations  of  any  kind  used  in  this  portion  of 
the  building,  except  the  seats  which  will  be  movable  and  the 
bleacher  stands ;  that  it  is  proposed  to  lay  a  maple  floor  over 
most  of  the  arena  area,  so  that  basketball  games  can  l>e 
played ;  that  all  doors  leading  to  the  arena  portion  are  now 
3-hour  test;  that  it  is  proposed  to  provide  legal  exit's  in 
compliance  with  the  Building  Code  for  the  maximum  of 
2800  persons  to  be  accommodated,  as  indicated  on  plans  filed 
with  this  appeal ;  that  the  main  entrance  to  the  arena  and 
building  will  be  of  fire-retarded  walls  and  ceilings  or  of  any 
other  type  of  construction  suitable  to  the  Board ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  in  connection  with  Cal.  No.  725-46-BZ. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2260-46  be  and  it  hereby  is  modified 
as  to  Objection  1,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  comply  with  the 
requirements  of  the  resolution  adopted  under  Cal.  725-46-BZ 
and  shall  otherwise  comply  with  the  requirements  of  the 
Building  Code  under  Section  C26-618.0,a ;  that  the  columns 
and  main  supporting  roof  girder  shall  be  fireproofed  ;  that 
the  skylights  in  the  roof  shall  be  properly  constructed  in 
compliance  with  the  Building  Code  therefor  and  shall  be 
protected  over  and  under  with  proper  screens  erected  and 
maintained  to  the  satisfaction  of  the  borough  superintendent ; 
and  denied  as  to  objections  2  and  3. 
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715-46-A 

APPLICANT — Lewis  and  Leonard  Associates,  for  Seven 
Santini  Brothers,  Inc.,  owner  (Santini  Brothers, 
Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 114-25  Queens  boulevard,  east 
side,  201  ft.  north  of  77th  avenue  (Block  2266, 
Lots  $1  and  82),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  C.  Corey  Mills  and  N.  J.  Sapienza. 
For  Opposition:  Joseph  F.  Confab 
For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

THE  RESOLUTION  (715-46-A) 

Whereas,  Lewis  &  Leonard  Associates  for  Seven  Santini 
Bros.,  Inc.,  owner,  filed  September  12,  1946  an  appeal 
from  a  decision  of  the  borough  superintendent,  premises 
114-25  Queens  boulevard,  east  side,  201  ft.  north  of  77th 
avenue  (Block  2266,  lots  81  and  82),  Forest  Hills,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  10,  1946  on  N.B.  1292-46  reads : 

“4.  Fire  tower  required  Sec.  5.5.1.  B.C.  building  is 
over  75  ft.  in  height.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  10  stories,  111)4  ft.  in  height,  126.99  ft.  by  100  ft. 
in  area  at  first  floor,  126.99  ft.  by  55  ft.  in  area  at  typical 
floor,  of  class  1  construction,  on  a  lot  126.99  ft.  by  100 
ft.  in  area  in  a  retail  use  D  area  class  1  height  district,  to 
be  used  and  occupied  as  follows  :  cellar — storage — 4  persons ; 
basement — auction  room — 200  persons  ;  1st  floor — loading 
platform,  office,  public  space  and  store — 40  persons;  2nd 
to  10th  floors — household  goods  storage — not  more  than 
six  persons  throughout  the  upper  floors  at  a  time ;  that 
the  building  will  be  equipped  with  a  one  source  sprinkler 
system  and  a  standpipe  system  throughout ;  that  an  interior 
fire  alarm  system  will  be  installed  and  fire  drills  will  not 
be  maintained ;  that  there  will  be  two  3  ft.  8  in.  wide  steel 
fireproof  enclosed  stairs  from  roof  bulkhead  direct  to  street ; 
and 

Whereas,  the  applicant  contends  that  as  the  occupancy 
of  the  entire  building  above  the  first  floor  will  not  at  any 
time  exceed  six,  it  is  requested  that  the  two  interior  stairs 
proposed  be  accepted  in  lieu  of  one  interior  stairs  and  one 
fire  tower ;  that  the  building  is  of  special  single  occupancy 
use  for  household  goods  storage  only,  and  is  completely 
fireproof  and  one  of  the  proposed  interior  stairs  in  lieu 
of  the  fire  tower  will  be  at  the  front  wall  of  the  building- 
leading  directly  to  the  street  giving  easy  access  to  the  fire 
department ;  that  the  4th  to  8th  floors  will  be  broken  up 
into  small  fireproof  compartments  with  Underwriters  doors ; 
that  there  will  be  no  storage  in  the  aisles  and  nothing  to 
burn  in  the  open,  reducing  the  ordinary  fire  hazard  for 
which  fire  towers  are  required  in  buildings  over  75  ft.  in 
height;  that  one  of  the  objections  to  a  fire  tower  is  that 
it  leaves  a  weak  spot  for  burglary  in  that  fire  tower  doors 
are  required  by  the  code  to  be  unlocked  at  all  times  and 
give  access  from  both  sides  and  one  of  the  main  purposes 
of  a  warehouse  is  security  for  household  belongings ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board  in  connection  with  429-46-BZ. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  September  10,  1946  on  N.B.  Applic.  1292-46  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


926-46-A 

APPLICANT — Fred  M.  Schildwachter  and  Sons,  Inc., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Transportation  of  fuel  oil  in  Tank  Truck 
in  New  York  City  (construction  of  tank  not  in 
conformity  with  Fire  Department  specifications  cov¬ 
ering  Tank  Trucks). 

APPEARANCES— 

For  Applicant :  Fred  M.  Schildwachter  and  Walter 
Weper. 

For  Administration :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative :  .  0 

THE  RESOLUTION  (926-46-A) 

Whereas,  Fred  M.  Schildwachter  &  Sons,  Inc.,  owner, 
filed  November  27,  1946  an  appeal  from  a  decision  of  the 
fire  commissioner  relating  to  the  use  of  a  tank  truck  for  the 
transportation  of  Jj6<fuel  oil  within  the  City  of  New  York, 
which  truck  does  not  meet  the  requirements  of  the  fire 
commissioner’s  specifications  therefor;  and. 

Whereas,  the  decision  of  the  fire  commissioner  dated 
November  15,  1946  reads: 

“In  reply  to  your  letter  requesting  a  temporary  permit 
for  a  12  gauge,  4,000'  gallon  tank  truck  pending  com¬ 
pletion  of  a  unit  being  built  according  to  the  Fire  Depart¬ 
ment’s  specifications  for  such  equipment,  please  be  ad¬ 
vised  that  no  such  approval  can  be  granted  since  a  12 
gauge  high  tensile  unit  of  such  capacity  would  not  con¬ 
form  to  the  requirements  of  Section  5  of  the  afore¬ 
said  specifications.” 

and 

Whereas,  the  applicant  contends  that  it  has  a  truck  under 
construction  which  will  comply  with  the  Fire  Department 
specifications  requiring  the  tank  to  be  constructed  of  8  gauge 
high  tensile  steel;  that  this  truck  will  not  be  completed  until 
some  time  in  January  1947 ;  that  in  the  interim  the  truck 
now  in  question  consisting  of  a  4,000  gallon  12  gauge  high 
tensile  steel  tank  has  become  available  and  it  is  requested 
that  the  Board  permit  its  use  during  the  winter  months  until 
such  time  as  the  new  truck  is  delivered  and  placed  in  service ; 
that  the  use  of  the  truck  in  question  is  urgently  needed  for 
the  conduct  of  the  applicant’s  business;  and 

Whereas,  the  owner  furnished  evidence  that  the  tank  is 
constructed  of  special  high  tensile  steel,  12  gauge  in  thick¬ 
ness. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
November  15,  1946,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
tank  in  all  other  respects  shall  comply  with  the  requirements 
therefor  and  that  this  variance  shall  continue  over  a  period" 
of  not  more  than  six  months  from  the  date  of  this  resolution. 


Adjourned:  2:40  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  17,  1946. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Guinee. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

831-46-A 

APPLICANT — George  G.  Miller,  for  Ann  and  Ben  Jacobs, 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED — 540-542  East  Fordham  road  and 
2515  Lorrillard  place,  southwest  corner  (Block  3050, 
Lot  36),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  G.  Miller. 

For  Administration:  Samuel  L.  Becker,  Dep't  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Guinee.  .  4 

THE  RESOLUTION  (831-46-A) 

Whereas,  George  G.  Miller,  for  Ann  and  Ben  Jacobs, 
owners,  filed  October  25,  1946,  an  appeal  from  decisions  of 
the  borough  superintendent,  affecting  premises  540-542  East 
Fordham  road  and  2515  Lorrillard  place,  southwest  corner 
(Block  3050,  Lot  36),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  24,  1946,  acting  on  Alt.  Applic.  875-46, 
reads : 

“4.  Floor  should  be  capable  of  sustaining  120  lb.  live 
load,  7.32.3.’’ 

and 

Whereas,  the  decision  of  the  borough  superintendent  on 
amendment  to  Alt.  Applic.  875-46,  dated  October  2,  1946, 
reads : 

“1.  Structure  does  not  comply  with  Sec.  270  subd. 
3,  4  and  5  of  the  Labor  Law. 

2.  Show  compliance  with  Sec.  272,  subd.  1  and  2  of 
the  Labor  Law. 

3.  Show  compliance  with  Sec.  278,  subd.  1,  3,  5,  8 
and  9  Labor  Law. 

5.  Provide  dressing  rooms  for  female  employees  Sec. 
294,  Labor  Law.”  , 

and 

Whereas,  the  applicant  contends  that  the  building  is  two 
stories  (25  ft.)  in  height,  100  ft.  by  97  ft.  7j4  in.  in  area, 
of  Class  3  construction;  erected  October,  1928,  located  in  a 
business  use,  B  area  and  Class  V/z  height  district  and  used 
and  occupied  since  1944  as  follows:  cellar,  storage;  1st 
floor,  4  stores;  2nd  floor,  clothing  factory  and  club  room, 
90  persons ;  that  no  change  in  use  or  occupancy  is  proposed ; 
that  the  building  is  equipped  with  two  interior  iron  stairs, 
one  enclosed  in  fireproof  partitions,  the  other  in  fire  re¬ 
tarded  partitions,  equipped  with  Kalamein  self-closing  doors : 
that  one  stair  is  5  ft.  6  in.  and  the  other  3  ft.  8  in.  in  width  ; 
that  a  ladder  and  scuttle  to  the  roof  is  provided ;  that  ad¬ 
joining  buildings  are  six  stories  in  height  at  the  south  and 
one  story  in  height  at  the  west ;  and 

Whereas,  Certificate  of  Occupancy  1824,  issued  October 
25,  1928,  on  completion  of  N.B.  Applic.  279-1928  permitted 
the  use  of  the  building  as  an  auto  showroom  and  billiard 
parlor  with  120  lbs.  live  load  on  the  1st  floor  and  100  lbs. 
on  the  2nd  floor ;  and 

Whereas,  under  Cal.  188-33-S,  the  Board  permitted  the 
use  of  a  portion  of  the  second  floor  for  manufacturing ;  and 
Whereas,  under  date  of  October  31,  1944,  Violation  No. 
3164-44  was  issued  for  changing  the  occupancy  from  billiard 
room  to  factory  use  without  obtaining  a  certificate  of  occu¬ 
pancy;  and 

Whereas,  said  violation  is  still  outstanding  as  of  Septem¬ 
ber  26,  1946,  in  the  records  of  the  Department;  and 

Whereas,  the  applicant  contends  that  there. are  two  stairs 
with  direct  access  to  the  street,  connected  by  corridor  3  ft. 
8  in.  clear,  constructed  of  wood  studs,  covered  with  metal 
lath  and  Y  in.  portland  cement,  mortar  on  both  sides  at  the 
second  story;  that  the  main  stairway  facing  Fordham  road 
is  iron,  5  ft.  6  in.  wide,  enclosed  in  4  in.  terra  cotta  blocks 
and  cinder  concrete  arch  for  floor  and  roof ;  that  this  stair 
has  an  intermediate  landing,  treads  are  10  in.  and  risers  7Y 
in.;  that  the  rear  stairway  is  4  ft.  6  in.  clear,  of  iron  con¬ 
struction,  enclosed  in  fire  retarded  partitions;  that  this  stair 
has  an  intermediate  platform ;  that  all  doors  conform  to  the 
Labor  Law;  that  doors  from  factories  swing  out  and  are 


3  ft.  8  in.  in  width ;  that  doors  at  the  entrance  to  the  building 
swing  out  and  consist  of  two  2  ft.  6  in.  doors  at  the  fire¬ 
proof  stairway  and  one  3  ft.  8  in.  wide  door  at  the  fire  re¬ 
tarded  stairway ;  that  all  access  to  exits  are  unobstructed 
and  at  least  3  ft.  in  the  clear;  that  there  is  no  safe  egress 
from  the  roof ;  that  the  number  of  occupants  permitted, 
based  on  the  capacity  of  the  stair  is  90  persons ;  that  toilet 
facilities  are  adequate  for  this  number  of  persons ;  that  dress¬ 
ing  rooms  will  be  constructed,  but  it  is  requested  that  per¬ 
mission  be  granted)  to  erect  these  rooms  with  partitions  6  ft. 
high  in  lieu  of  windows ;  that  the  2nd  floor  is  designed  to 
sustain  a  live  load  of  100  lbs.  per  sq.  ft. ;  that  the  proposed 
factory  use  will  be  of  a  light  nature,  using  no  heavy 
machinery ;  that  it  is  requested  the  Board  accept  this  condi¬ 
tion  on  the  basis  that  the  2nd  floor  will  be  posted  and  the 
posted  load  will  not  be  exceeded ;  and 

Whereas,  the  premises  were  inspected  by  a  cormqittee  of 
the  Board  which  found  that  hazardous  conditions  exist  and 
that  the  proposed  arrangement  will  not  provide  safe  con¬ 
dition. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  875-46  dated  October  2,  1946 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


963-46-A 

APPLICANT — Abraham  Grossman,  for  29  Third  Avenue 
Corp.,  owner  (Angelo  Cerce,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 29  3rd  avenue  and  2-14  Stuy- 
vesant  street,  southeast  corner  (Block  464,  Lots 
6,  9,  10,  11  and  12),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

For  Administration:  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (963-46-A) 

Whereas,  Abraham  Grossman,  for  29  Third  Avenue  Cor¬ 
poration,  owner,  Angelo  Cerce,  lessee,  filed  December  6, 
1946,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent,  affecting  29  Third  avenue  and  2-14  Stuyvesant  street, 
southeast  corner  (Block  464,  Lots  6,  9,  10,  11  and  12), 
Borough  of  Manhattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  11,  1946,  on  Alt.  Applic.  1946-46,  reads: 

“1.  As  building  was  erected  after  October  1,  1913 
construction  of  building  is  required  to  conform  to  Sec. 
270  L.L.  Building  does  not  conform  to  Sec.  270  L.L. 
in  that 

(a)  Two  exits  consisting  of  two  interior  enclosed 
fireproof  stairways  or  an  interior  enclosed  fireproof 
stairway  and  an  exterior  enclosed  fireproof  stairway, 
or  one  such  stairway  and  an  horizontal  exit,  accessible 
from  all  parts  of  floor  area  not  provided  from  second 
floor  and  cellar. 

(b)  Vestibule  and  exit  doors  loading  to  street  not 
equal  to  aggregate  width  of  all  stairways  leading  to 
them. 

(c)  Doors  to  stairs  not  3  ft.  8  in.  wide. 

(d)  All  cellar  stairs  leading  to  stores  and  stairs  from 
1st  to  2nd  floor  not  enclosed  throughout  their  height  by 
enclosures  of  fireproof  materials. 

2.  Live  load  of  2nd  floor  area  to  be  used  for  manu¬ 
facturing  is  required  to  be  120  lbs.  per  sq.  ft.  min. 
Sec.  7.3.2. 3.  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (25  ft.)  in  height;  158  ft.  9l/z  in.  by  50  ft.  irregular 
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in  area,  of  Class  3  construction,  erected  1921,  on  a  lot  158 
ft.  9 in.  by  57  ft.  10J4  in.  irregular  in  area,  in  a  business 
use,  B  area  and  Class  1  height  district  and  used  and 
occupied  since  1923,  cellar,  storage,  1st  floor,  stores,  75  per¬ 
sons  ;  2nd  floor,  offices  and  display  space,  60  persons ;  pro¬ 
posed  to  be  used  and  occupied:  cellar,  storage;  1st  floor, 
stores;  2nd  floor,  offices,  display  space  and  manufacturing 
of  clothing,  50  persons;  that  the  building  is  equipped  with 
one  3  ft.  8  in.  wide  fireproof  stairs  from  the  roof  to  the 
street  and  two  exterior  stairs  at  the  rear,  extending  to  the 
yard  by  stairs  with  egress  to  the  street  through  passageway 
on  the  1st  floor;  that  windows  and  doors  on  the  course 
of  fire  escapes  are  not  fireproof  self-closing;  and 

Whereas,  C.O.  6097  issued  April  5,  1923,  upon  com¬ 
pletion  of  work  under  N.B.  571  of  1921,  permits  the  use 
and  occupancy  of  the  building  as  follows:  cellar,  storage; 
1st  floor,  stores,  75  persons,  120  lb.  live  load;  2nd  floor, 
offices,  60  persons,  60  lb.  live-load ;  and 
Whereas,  the  applicant  contends  as  to  Objection  No.  la, 
that  the  building  is  provided  with  one  3  ft.  8  in.  wide  fire¬ 
proof  enclosed  stairs  from  the  roof  to  the  street  and  two 
4  ft.  wide  exterior  stairways  from  the  2nd  floor  to  grade 
with  egress  from  the  termination  of  the  exterior  stairs  to 
the  street  by  means  of  a  4  ft.  wide  brick  enclosed  passage¬ 
way  from  the  rear  yard  to  the  main  entrance  hall  of  the 
building  and  thence  to  the  street;  that  exits  from  the  cellar 
are  adequate ;  that  the  westerly  portiop  of  the  cellar  to  be 
used  for  storage,  has  egress  directly  to  the  street  and  by 
means  of  a  stairway  at  the  rear  to  the  first  floor  stores 
above,  with  egress  from  such  store  to  the  rear  yard  and 
thence  through  the  above  mentioned  brick  enclosed  passage¬ 
way  to  the  main  hall  and  thence  to  street;  that  as  to  Objec¬ 
tion  No.  lb,  that  the  door  from  the  rear  yard  to  the  1st 
floor  brick  enclosed  passageway  is  3  ft.  wide  and  the  pair 
of  doors  from  the  main  entrance  hall  to  the  vestibule  con¬ 
sists  of  two  2  ft.  4  in.  wide  doors  and  from  the  vestibule 
to  the  street  consist  of  two  2  ft.  8  in.  wide  doors ;  that 
these  door  widths  provide  sufficient  egress  for  the  proposed 
occupancy  of  50  persons  on  the  second  floor;  that  with 
reference  to  Objection  No.  lc,  the  doors  leading  to  the  main 
stairway  on  the  2nd  floor  are  3  ft.  in  width,  fireproof  self¬ 
closing;  that  if  this  stairhall  at  the  second  floor  level  were 
arranged  differently,  one  3  ft.  8  in.  wide  door  would  be 
adequate,  but  the  present  condition,  providing  two  3  ft.  wide 
doors  is  better  than  compliance  with  the  Code  and  it  is 
more  than  adequate  to  accommodate  the  number  of  persons 
occupying  the  second  floor;  that  with  reference  to  Objection 
No.  Id,  the  cellar  stairs  in  question  lead  from  individual 
storage  spaces  through  trap  doors  to  the  stores  which  they 
serve;  that  since  these  spaces  are  used  only  for  storage 
and  in  connection  with  the  stores  above  and  have  no  occu¬ 
pants,  this  condition  should  be  accepted ;  that  the  main 
stairway  is  fireproof  enclosed  on  the  1st  and  2nd  floors 
and  provides  adequate  protection  from  fire ;  that  the  west¬ 
erly  portion  of  the  2nd  floor  has  been  used  for  storage 
with  a  liveload  of  70  lbs.  per  sq.  ft.  and  will  remain  un¬ 
changed;  that  the  easterly  portion  which  it  is  now  proposed 
to  use  for  manufacturing  and  which  is  designed  to  sustain 
a  liveload  of  70  lbs.  per  sq.  ft.  will  not  be  overloaded;  that 
the  machinery  and  equipment  used  will  consist  of  tables 
4  ft.  by  8  ft.  in  area  having  a  weight  of  3  lbs.  per  sq.  ft. ; 
tables  5  ft.  by  5  ft.  in  area  having  a  weight  of  3  lbs.  per 
sq.  ft. ;  pressing  machines  2  ft.  6  in.  by  4  ft.  in  area  having 
a  weight  of  10  lbs.  per  sq.  ft.;  sewing  machine  tables  4  ft. 
by  15  ft.  in  area  having  a  weight  of  5  lbs.  per  sq.  ft. ;  sewing 
machines  1  ft.  6  in.  by  4  ft.  in  area  having  a  weight  of  5 
lbs.  per  sq.  ft. ;  tables  6  ft.  by  37  ft.  in  area  having  a  weight 
of  3  lbs.  per  sq.  ft. ;  and  cutting  tables  4  ft.  by  48  ft.  in  area 
having  a  weight  of  3  lbs.  per  sq.  ft.  all  as  indicated  on  plans 
filed  with  this  appeal ;  that  it  is  proposed  to  post  the  2nd 
floor  for  70  lbs.  per  sq.  ft.  live  load  and  as  the  arrangement 
of  machinerv  proposed  will  not  be  in  excess  of  the  load  for 
which  the  floor  is  designed,  it  is  requested  that  the  Board 
accept  this  condition  and  permit  such  loading  on  condition 
that  it  is  posted  and  not  exceeded. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1946-46,  objection  la,  b,  c,  d,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
exits  shall  be  maintained  as  shown  on  plans  filed  with  this 
application  marked  “Received  December  6,  1946,”  four  sheets, 
and  as  proposed ;  that  the  number  of  persons  occuying  the 
easterly  portion  of  the  second  floor  for  manufacturing  pur¬ 
poses  shall  not  exceed  the  capacity  of  the  primary  means 
of  exit ;  that  the  partitions  separating  this  portion  of  the 
second  floor  from  the  balance  of  the  second  floor  shall  be 
fire-retarded;  as  to  objection  2,  that  the  liveload  shall  be 
not  less  than  70  lbs.  per  superficial  foot  and  shall  be  so 
posted ;  that  such  space  occupied  for  manufacturing  pur¬ 
poses  on  the  second  floor  shall  at  no  time  exceed  such  load¬ 
ing;  that  the  building  shall  not  be  increased  in  height  or 
area ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  within  the  ^pace  proposed  for  factory  work  as 
the  fire  commissioner  shall  direct;  that,  in  addition,  there 
shall  be  erected  on  the  front  of  the  building  toward  the 
easterly  end,  a  balcony  at  sill  level  at  the  second  floor  with 
a  counterbalanced  drop  ladder  to  street ;  that  this  variance 
shall  continue  only  so  long  as  the  conditions  herein  proposed 
and  permitted  shall  be  maintained ;  that  the  building  and 
occupancy  shall  comply  in  all  other  respects  with  all  laws, 
rules  and  regulations  applicable  thereto. 


174-46-A 


APPLICANT— Classic  Products  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — re  Appeal  from  a 
decision  of  the  fire  commissioner  re  Packaging  of 
Combustible  Mixture  known  as  “Repelex”  in  J4  and 
1-gallon  glass  containers  (capacity  of  same  not  in 
conformity  with  Administrative  Code  require¬ 
ments)  ;  previously  granted  for  term.of  six  months. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  reopened  and  term  of 


variance  extended.  _ 

mxjrr  rm'TU'  TO  PPOPEX  AND  EXTEND  TERM  Oh 


VARIANCE—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee 


Negative : 


4 

0 


THE  RESOLUTION  (174-46-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner  re  packaging  of  combustible  mixture  known  as 
“Repelex”  in  and  1  gallon  glass  containers  (capacity  of 
same  not  in  conformity  with  administrative  code  require¬ 
ments),  was  granted  by  the  Board  on  May  28,  1946,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  -the  resolution  of  May  28,  1946  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  this  variance  shall  be  for  a  term  of  six  (6) 
months  from  the  date  of  this  amended  resolution.” 


186-38-S 

APPLICANT— Samuel  Rosenblum,  for  Drake  Bakeries, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — variation  of  the  labor 
law  as  cited  in  orders  of  the  commissioner  of 
buildings  and  decisions  of  the  borough  superin¬ 
tendent  (previously  granted  on  condition.) 

PREMISES  AFFECTED— 71-77  Clinton  avenue,  east  side, 
100  feet  south  of  Park  avenue  and  66-74  Waverly 
avenue  (Block  1888,  Lot  41),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Building. 

Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


517-46-A 

APPLICANT— Henry  C.  Hahn,  for  Y.W.C.A.  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the.  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 113  East  37th  street,  north  side, 
189  ft.  east  of  Park  avenue  (Block  893,  Lot  11), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


954-46-A 

APPLICANT — Stomar  Operating  Co.,  lessee,  for  Brier- 
field  Operating  Corp.,  owner.  • 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 215  West  83rd  street,  north 
side,  100  ft.  west  of  Amsterdam  avenue  (Block 
1231,  Lot  26),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Jacob  Zelenko  and  Paul  Stock- 
hammer. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings  and  Peter  Maher,  Fire 
Dep’t. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


320-46-A 

APPLICANT — Lama  and  Proskauer,  for  I.  Tapman,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  and  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 1604  DeKalb  avenue,  east  side, 
142  ft.  1  in.  south  of  Wyckoff  avenue  (Block  3248, 
Lot  26),  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t  and  Samuel  L.  Becker,  Dep’t  of  Housing 
and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1946  at 
10  A.  M.  at  request  of  applicant’s  representative. 


870-46-A 

APPLICANT — Webster  Blackwell  Realty  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 37-06  36th  street,  west  side, 
40  ft.  south  of  37th  avenue  (ground  floor)  ;  (Block 
377,  Lot  13),  Long  Island  City,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Max  G.  Greenberg. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1947  at 
2  P.  M.  at  request  of  applicant’s  representative. 


907-46- A 

APPLICANT — Piero  Ghiani,  for  Estate  of  M.  Troiano, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 136  12th  street,  south  side,  100 
ft.  west  of  3rd  avenue  (Block  1026,  Lot  30),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Piero  Ghiani. 

For  Administration:  Thomas  A.  Larkin,  Eire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1947  at 
2  P.  M.  for  further  consideration. 


958-46-A 

APPLICANT — Max  Horn,  for  Sacer  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  re  orders  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 109  Beach  29th  street,  west  side, 
300  ft.  south  of  Lewmay  road  (Block  301,  Lot  46), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Israel  C.  Wiese. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1947  at 
2  P.  M.  at  request  of  applicant’s  representative. 


ZONING  APPLICATIONS 

120-39-BZ 

APPLICANT — F.  D.  Koehler  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (decision 
of  the  borough  superintendent  previously  granted 
on  condition  under  section  21  of  the  zoning  reso¬ 
lution  for  a  term  of  two  years,  permitting  in  a 
business  use  district  the  maintenance  of  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 1646  Hylan  boulevard  and  301  - 
309  Seaview  avenue,  northeast  corner  (Block  3379, 
Lot  89),  Dongal  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  W.  E.  Gerke,  Jr. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (120-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  maintenance  of  a  motor  vehicle  repair 
shop  in  part  of  an  existing  building  located  on  a  plot  with 
an  existing  gasoline  service  station,  affecting  premises  1646 
Hylan  boulevard  and  301-309  Seaview  avenue,  northeast 
corner  (Block  3379,  Lot  89),  Dongan  Hills,  Borough  of 
Richmond,  was  granted  by  the  Board  on  February  27,  1940, 
on  certain  conditions  ;  and 

Whereas,  the  term  of  variance  was  extended  by  the 
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Board  on  January  30,  1945,  under  section  7i  of  the  zoning 
resolution  for  a  term  of  two  years,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  27,  1940,  as 
amended  through  January  30,  1945,  only  in  so  far  as  it  lias 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read  : 

“ Granted  under  section  7i  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  maintenance  of  a  motor  vehicle  repair 
shop,  on  condition  *  *  *  and  that  other  than  as 

herein  amended,  the  provisions  of  the  resolution  of 
January  30,  1945  shall  be  complied  with.” 


597-39-BZ 

APPLICANT — Socony-Vacuum  Oil  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
extension  of  an  existing  gasoline  service  station 
and  the  inclusion  of  new  parking  and  storage  of 
more  than  five  motor  vehicles  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 84-04  Parsons  boulevard  and 
152-16  84th  avenue,  southwest  corner  (Block  9751, 
Lots  1  and  5),  lamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Nathan  H.  Gotthoffer. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  to  reopen  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chariman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 

THE  RESOLUTION  (597-39-BZ) 

Whereas,  this  application,  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use  district, 
the  alteration  and  extension  of  an  existing  gasoline  service 
station,  affecting  premises  84-04  Parsons  boulevard  and 
152-16  84th  avenue,  southwest  corner  (Block  9751,  Lot  1), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board  on 
December  12,  1939,  on  certain  conditions;  and  > 

Whereas,  the  resolution  was  amended  on  June  16,  1942 
and  the  applicant  requested  a  further  amendment  of  the 
resolution,  to  permit  on  Lot  5,'  the  inclusion  of  the  parking 
and  storage  of  more  than  five  motor  vehicles;  and 

Whereas,  the  resolution  was  amended  on  December  11, 
1945  and  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  12,  1939,  as 
amended  through  December  11,  1945,  only  in  so  far  as  it 
has  reference  to  obtaining  permits  and  completion  of  the 
work,  so  that  this  portion  of  the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  wdthin  one  (1)  year  from  the  date  of  this 
amended  resolution  (Alt.  Applic.  736-45).” 


446-40-BZ 

APPLICANT — Arthur  H.  Haaren,  for  Kesbec,  Inc.,  owner 
(James  McAllister,  lessee). 

SUBJECT — Application  for  consideration- — reopening  and 
extension  of  term  for  parking — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
the  existing  gasoline  service  station  to  be  occupied 


also  for  the  parking  and  storage  of  motor  vehicles 
and  that  the  adjoining  premises  for  a  frontage  of 
50  ft.  to  the  south  may  also  be  used  for  parking 
and  storage  of  motor  vehicles  for  a  term  of  two 
years  under  section  7h  of  the  zoning  resolution. 
PREMISES  AFFECTED — 4431-4441  Broadway,  wrest  side, 
108  ft.  south  of  West  190th  street  (Block  2180,  Lots 
492  and  494),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  James  McCoker. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TERM  OF 
VARIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 

Negative:  .  0 

THE  RESOLUTION  (446-40-BZ) 

V  hekeas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  tw'o  years,  the  inclusion  of  parking  and  storage  of  more 
than  five  motor  vehicles  on  an  existing  gasoline  service  sta¬ 
tion,  affecting  premises  4431-4441  Broadway,  west  side,  108 
ft.  south  of  West  190th  street  (Block  2180,  Lots  492  and 
494),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
January  21,  1941,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  January 
26,  1943  and  January  3,  1945;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  21,  1941,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  variance,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  *  *  *  and  that  other  than  as 
herein  amended,  the  provisions  of  the  resolution  of 
January  21,  1941  shall  be  complied  with.” 


586-42-BZ 

APPLICANT — Socony-Vacuum  Oil  Company,  Inc.,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  conversion  of  an  accessory  building 
on  an  existing  gasoline  service  station  from  store 
room  to  car  washing  and  lubritorium. 

PREMISES  AFFECTED — 168  Richmond  terrace  and  1-7 
Stuyvesant  place,  southerly  intersection  (Block  12, 
Lot  11),  St.  George,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Nathan  H.  Gotthoffer. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 

THE  RESOLUTION  (586-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  altera¬ 
tion  and  conversion  of  an  accessory  building  on  an  existing 
gasoline  service  station  from  store  room  to  car  washing 
and  lubritorium,  affecting  premises  168  Richmond  terrace 
and  1-7  Stuyvesant  place,  southerly  intersection  (Block  12, 
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Lot  11),  St.  George,  Borough  of  Richmond,  was  granted  by 
the  Board  on  December  1,  1942,  on  certain  conditions;  and 
Whereas,  time  to  complete  the  work  was  extended  on  De¬ 
cember  7,  1943,  and  December  5,  1944,  and  December  11, 
1 945  ;  and  . 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  such  similar  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  1,  1942  as  amended 
through  December  11,  1945,  only  in  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  the  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant’s  repre¬ 
sentative  that  all  permits  have  been  obtained,  all  work 
shall  be  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution.” 


630-46-BZ 

APPLICANT — Henry  C.  Hahn,  for  The  Y.W.C.A.  of  the 
City  of  New  York,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district, 
the  proposed  use  of  a  building  for  offices  for  a 
Y.W.C.A.  Club. 

PREMISES  AFFECTED — 113  East  37th  street,  north 
side,  189  ft.  east  of  Park  avenue  (Block  893,  Lot 
11),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration  r  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 


Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . .  0 


267-16-BZ 

APPLICANT — Cole,  Madsen  and  Milnes,  for  Robert  A. 
Cornell,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  area  and  use — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  permitting  in  business  1  and  residence 
use  districts,  the  extension  of  a  garage  for  more 
than  five  motor  vehicles,  previously  granted  on 
condition. 

PREMISES  AFFECTED — 438  Richmond  avenue,  north¬ 
west  corner  of  Burden  avenue  (Block  1101,  Lots 
62,  67  and  69),  Port  Richmond,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant :  Chester  A.  Cole  and  Kenneth  W. 
Milnes. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


810-26-BZ 

APPLICANT — Lama  and  Proskauer,  for  Meyer  Pinsker, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
considering  of  new  proposal — Application  (decision 
of  the  borough  superintendent)  under  section  7c 
of  the  zoning  resolution,  to  permit  in  residence 
and  business  use,  D  area  district  the  extension  of 
an  existing  business  building  to  occupy  more  than 
permitted  area  (previously  granted  as  to  use). 


PREMISES  AFFECTED — 2371-2396  McDonald  avenue 
and  33-49  Village  Road  South  (Block  7146,  Lots 
49  and  50),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Flousing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and*  Deputy  Chief  Guinee  4 
Negative:  .  0 

515-29-BZ 

APPLICANT — Henry  Nordheim,  for  Nicola  Romano, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  facts— re  Application  (decision 
of  the  borough  superintendent)  under  section  7c, 
7e  and  21  of  the  zoning  resolution,  to  permit  in 
a  residence  use,  C  area  district,  the  change  of 
occupancy  from  dwelling  to  dwelling  and  funeral 
home  (previously  denied  for  2nd  story;  granted 
by  Board  for  first  story). 

PREMISES  AFFECTED — 71  h  Tilden  street,  north  side, 
72  feet  east  of  Gunhill  road  (Block  4659,  Lot  85), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Nicola 
Romano. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  (o 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


360-35-BZ 

APPLICANT — Lama  and  Proskauer,  for  Mary  Guagenti, 
owner;  Henry  Weinstein,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — Application  (deci¬ 
sion  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business 
use,  D  area  district,  the  inclusion  of  auto  repairs 
and  lubritorium  in  an  existing  gasoline  service 
station,  office,  dwelling  and  2-car  garage,  previously 
granted  by  Board. 

PREMISES  AFFECTED — 2549-2557  Coney  Island  avenue 
and  1001-1011  Gravesend  Neck  Road  (Block  7371, 
Lots  68  and  70),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration :  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


17-37-BZ 

APPLICANT — Earl  I.  Gallant,  for  Bank  of  New  York, 
owner;  342  West  41st  Street  Garage,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  decision  (decision  of  the 
borough  superintendent)  under  sections  7e,  7f  and 
21  of  the  zoning  resolution,  to  permit  in  a  retail 
use,  B  area  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles  (previously  granted 
for  transient  parking;  time  limit  expired). 
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PREMISES  AFFECTED— 322-324  West  41st  street,  300 
feet  west  of  8th  Avenue  (Block  1031,  Lot  45), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Earl  I.  Gallant. 

For  Administration:  Samuel  L.  Becker,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  January  14, 
1947  at  10  A.M. 

THE  VOTE  TO  REOPEN—  ; 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


269-37-BZ 

APPLICANT — O.  J.  and  W.  J.  Ivalt,  for  Max  and  August 
E.  Widmaier,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  variance — Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning- 
resolution,  permitting  in  a  business  use  district  the 
conversion  of  occupancy  of  an  existing  building  to 
a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1325  Webster  avenue,  west  side, 
197  ft.  north  of  East  169th  street  (Block  2687,  Lots 
177  and  178),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  J.  Kalt. 

For  Administration :  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  January  14,  1947 
at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


283-42-BZ 

APPLICANT — -Walter  I.  Lansing,  for  Hortense  G.  Bad- 
man,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
rehearing — Application  (decision  of  the  borough 
superintendent)  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  residence  use  B  area  dis¬ 
trict,  the  parking  and  storage  of  more  than  five 
motor  vehicles  (previously  denied). 

PREMISES  AFFECTED— 222-228  East  34th  street,  south 
side,  247  ft.  2  in.  west  of  2nd  avenue  (Block  914, 
Lots  46  to  49,  inc.),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Harry  G.  Frankel. 

For  Administration:  Samuel  L.  Becker,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Guinee  .  3 

Negative:  Chairman  Murdock  .  1 


APPLIANCES  AND  MATERIALS  SUBMITTED  FOR 

APPROVAL 

1268-39-SM 

APPLICANT — Picone  Bros.,  owners. 


SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Picone  Brothers  Con¬ 
crete  and  Cinder  Block,  previously  approved. 
APPEARANCES— 

For  Applicant  >  Joseph  Picone. 

Note:  Publication  of  the  record  will  appear  in  a  later  issue 

of  the  Bulletin. 

341-33-SA 

APPLICANT — Volcano  Burner  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Volcano  Automatic 
Oil  Burner,  Models  E,  EW-1,  EW-l-S  and  EW-2, 
and  Quiet  Flame  Oil  Burner,  previously  approved. 
APPEARANCES— 

For  Applicant :  William  R.  Camerino. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  . . .  0 


234-37-SA 

APPLICANT — Volcano  Burner  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  to  include  Model  J — re  Volcano  Auto¬ 
matic  Oil  Burner,  Models  D,  H  and  K,  approval  of. 
APPEARANCES— 

For  Applicant :  William  R.  Camerino. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative:  .  0 


901-42-SM 

APPLICANT— Onyx  Oil  and  Chemical  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Onyx  Flameproof  S-P 
Compound  (previously  approved). 

APPEARANCES— 

For  Applicant :  Hugh  N.  Mosher. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


706-45-SM 

A PPLlCANT— Flexicore  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Flexicore  Floor  and 
Roof  Slabs  (previously  approved). 
APPEARANCES— 

For  Applicant:  C.  H.  Knudson. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Guinee  4 
Negative :  .  0 


Adjourned:  4:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emergency, 
panic  or  fire  in  the  least  possible  time — by  the  nearest  safe 
means  of  exit — and  the  use  of  fire  appliances  which  shall  be 
provided  for  the  extinguishing  or  retarding  of  fire  and  the 
safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
Labor  Law  in  which  fire  drills  are  required  pursuant  to 
Section  279  thereof  and  in  any  other  building  in  which  such 
drills  are  required  by  the  Fire  Commissioner  pursuant  to  the 
power  conferred  in  section  491  of  the  New  York  City  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
conduct  fire  drills  monthly  and  at  such  other  times  as  the 
Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  positions 
of  the  fire  drill  organization,  as  specified  on  the  accom¬ 
panying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 

Premises  . 

Name  of  concern  . 

Building  No. . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit  . 


SQUAD  MONITORS 
....  Squad  No.  1 . 


“  3 

“  4 

“  5 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
apjxfinted  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain,  to 
leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be 
familiar  with  the  location  of  the  nearest  city  fire  alarm 
box  and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with'  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station, 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the 
EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  11  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 


and  drills  shall  be  conducted  at  least  twice  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill”  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 

The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

-  ' '■  ) 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc., 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills,  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will,  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 


NOTICE 


ELECTRICAL  CODE  ON  SALE 


Copies  of  the  Electrical  Code  of  the  City  of  New  York,  Pocket  Edition — 344  pages,  are  now  on  sale  at  the  Distribution 
Division  of  the  City  Record  Office,  Room  2213,  Municipal  Building,  Manhattan,  N.  Y.  7.  Price  75  cents;  by  mail  85  cents. 
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COURT  DECISION 

Matter  of  Constel  Realty  Corp’n.  (Murdock) — The  Board 
on  July  25,  1946,  under  Cal.  No.  280-41-BZ  (Vol. 
II),  denied  a  variation  as  to  use  and  area  for  a 
building  to_be  used  as  an  automobile  repair  shop  at 
Premises  65-71  Furman  avenue,  N.  S.,  99  ft.  6  in. 
east  of  Bushwick  avenue,  Borough  of  Brooklyn. 
Upon  court  review,  Mr.  Justice  Michael  Walsh,  at 


Special  Term,  Supreme  Court,  upheld  the  decision 
of  the  Board  as  follows  : 

Matter  of  Constel  Realty  Corp’n  (Murdock) — Cross-motions 
are  made,  one  by  the  petitioner  to  review  the  denial  by  the  Board  of 
Standards  and  Appeals  of  its  application  for  a  building  zone  variation; 
the  other  by  the  respondent  board  to  vacate  the  review  order  and 
dismiss  the  petition. 

I  {-!  Cl' he  application  involves  premises  located  at  Nos.  65-71  Furman 
street,  Brooldyn,  near  Bushwick  avenue,  which  are  situated  within  a 
business  use  “C”  area  and  a  “Class  1”  height  district  under  the  New 
York  City  Building  Zone  Resolution  as  amended. 

In  1941  the  owner-petitioner  applied  to  the  Board  of  Standards  and 
Appeals  for  a  variation  under  sections  7i,  7c  and  21  of  the  building 

zone  resolution  so  as  to  permit  in  such  district  the  erection  and  main¬ 
tenance  on  the  property  of  a  motor  vehicle  repair  shop  (Petitioner 

operates  an  automobile  service  agency  across  the  street).  The  appli- 

Uf  Hi  (Ration  was  granted  conditionally  under  section  7i,  the  conditions, 
•among  others,  being  that  all  necessary  permits  be  obtained  and  the 
work  completed  within  one  year  from  July  1,  1941. 

Petitioner  asserts,  that  it  was  unable  “because  of  the  restrictions  and 
limitations  upon  building  construction  and  materials  necessitated  by  the 
war”  to  comply  with  the  conditions,  with  the  result  that  the  variation 
given  automatically  lapsed.  Nothing  further  was  done  until  March 
of  the  present  year,  1946,  when  petitioner  applied  to  the  board  to 
reopen  the  prior  proceeding  and  for  an  extension  of  the  variance. 
Intermediate  the  date  of  the  original  application  and  the  current  one, 
the  building  zone  resolution  was  amended  (December  2,  1944)  reduc¬ 
ing  the  permitted  area  occupancy  of  a  lot  in  a  business  district  from 
90  to  60  per  cent. 

The  board  reopened  the  proceeding  and  accorded  petitioner  a  rehear¬ 
ing  but  denied  the  application.  It  is  of  such  denial  that  this  review  is 
sought. 

Examination  of  the  record  and  the  papers  now  before  the  court 
indicates  that  the  application  is  lacking  in  a  showing  of  any  basis  to 
disturb  the  disposition  made  by  the  Board  of  Standards  and  Appeals. 
No  evidence  whatsoever  was  adduced  to  warrant  a  variation  under 
section  21  (hardship). 

“Before  the  Board  may  exercise  its  discretion  and  grant  a  variance 
upon  the  ground  of  unnecessary  hardship  the  record  must  show  that 
(1)  the  land  in  question  cannot  yield  a  reasonable  return  if  used  only 
for  a  purpose  allowed  in  that  zone;  (2)  that  the  plight  of  the  owner 
is  due  to  unique  circumstances  and  not  to  the  general  conditions  in  the 
neighborhood  which  may  reflect  the  unreasonableness  of  the  zoning 
ordinance  itself;  and  (3)  that  the  use  to  be  authorized  by  the  variance 
will  not  alter  the  essential  character  of  the  locality.”  (Matter  of  Otto 
(Steinhilber),  282  N.  Y.,  71,  76). 

The  owner-petitioner  did  not  offer  such  proof  on  the  original  appli¬ 
cation  and  on  the  present  one  he  expressly  relied  upon  the  original 
presentation  (see  transcript,  vol.  2,  p.  19). 

The  conclusions  asserted  by  petitioner  as  to  the  unavailability  of  its 
property  for  income  producing  purpose  are  without  evidentiary  support. 

The  original  variation  was  granted,  in  fact,  not  under  section  21, 
but  under  pertinent  provisions  of  section  7,  which  clothes  the  Board 
of  Standards  and  Appeals  with  power  “in  appropriate  cases  *  *  * 

and  subject  to  appropriate  conditions  and  safeguards”  to  grant  a 
variance  “in  harmony  with  their”  (i.  e.,  the  use  district)  “general 
purpose  and  intent.” 

The  distinction  between  the  provisions  of  section  7  and  its  sub¬ 
divisions  and  section  21  and  its  subdivisions  and  the  variations  which 
may  be  granted  under  each  is  the  subject  of  comment  in  Matter  of 
Reed  v.  Board  of  Standards  and  Appeals  (255  N.  Y.,  126).  At  page 
135  the  court  pointed  out:  “When  the  application  is  made  under 
section  7  and  the  appropriate  subdivision  thereof  the  field  of  inquiry 
is  restricted.  It  is  not  necessary  to  allege  or  prove  the  facts  required 
when  the  application  is  made  under  section  21  nor  for  the  Board  to 
make  a  decision  thereon.  The  Board  must  in  each  case  act  on  some 
reasonable  basis  in  harmony  with  the  general  purpose  of  the  resolution 
Nothing  more  is  required  (People  ex  rel.  Smith  v.  Walsh,  211  App. 
Div.,  205,  aff’d  240  N.  Y.,  606).  Under  section  7(c)  the  element 
of  ‘public  health,  safety  and  general  welfare’  is  not  emphasized  as  in 
section  21,  although  it  may  well  be  taken  into  consideration.  The 
question  of  hardship  to  the  individual  owner  becomes  a  more  material 
element  in  the  determination  of  the  application.  May  he  be  allowed 
‘under  such  conditions  as  will  safeguard  the  character  of  the  more 
restricted  district’  to  extend  his  ‘existing  or  proposed  building  into  a 

The  variation  may  be  made  to  meet  the 


more  restricted  district?’ 


(Continued  on  page  1482) 
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CALENDAR 


DOCKET 

Nezv  Cases  Filed  up  to  December  24,  1946. 

Cal.  No.  Dept.  Premises  Affected. 

1028- 46-BZ— H.B.Q.— 119-33  to  119-47  Springfield  boule¬ 
vard,  east  side,  111.61  ft.  north  of  120th  avenue  (Block 
42775,  Lot  1),  Springfield,  Borough  of  Queens,  Alt.  3002-46. 

1029- 46-BZ — H.B.Bx.— 823-825  East  169th  street  and  1339- 
1341  Prospect  avenue,  northwest  corner  (Block  2968,  Lot 
8),  Borough  of  The  Bronx,  Alt.  1161-46. 

1030- 46-BZ— H.B.B.— 2412-2414  Church  avenue,  south  side, 
71  ft.  east  of  Bedford  avenue  (Block  5104,  Lot  15),  Bor¬ 
ough  of  Brooklyn,  Alt.  3524-46. 


1031-46-BZ — H.B.Q. — 60-94  Putnam  avenue,  southwest  cor¬ 
ner  of  Fresh  Pond  road  (Block  3531,  Lot  39),  Ridgewood, 
Borough  of  Queens,  Alt.  3410-46. 


1032- 46-BZ — H.B.B. — 168  Riverdale  avenue,  southwest  cor¬ 
ner  of  Bristol  street  (Block  3600,  Lot  134),  Borough  of 
Brooklyn,  Alt.  5342-46. 

■ -  I 

1033- 46-SM — D.T.  Welding  Service,  275  Gallon  Fuel  Oil 
Storage  Tank,  manufactured  by  D.T.  Welding  Service, 
Material. 

1034- 46-A— H.B.B. — 437-447  88th  street,  north  side,  108  ft. 
4  in.  west  of  5th  avenue  (Block  6050,  Lot  45),  Borough  of 
Brooklyn,  Alt.  4862-46. 


1035-46-BZ— H.B.M.— 666-680  1st  avenue,  east  side,  from 
East  38th  street,  to  East  39th  street,  401-427  East  38th 
street  and  400-428  East  39th  street  (Block  970,  Lot  1), 
Borough  of  Manhattan,  Alt.  418-46. 


1036- 46-A— H.B.M.— 666-680  1st  avenue,  east  side,  from 
East  38th  street  to  East  39th  street,  401-427  East  38th  street 
and  400-428  East  39th  street  (Block  970,  Lot  1),  Borough 
of  Manhattan,  Alt.  418-46. 

1037- 46-SM — Sylvestre  OH  Co.,  Inc.,  Obround  Fuel  Oil 
Storage  Tank,  manufactured  by  Sylvestre  Oil  Co.,  Inc., 
Material. 

1038- 46-BZ — H.B.Bx. — 1100  East  177th  street,  between 
projections  of  Devoe  avenue  and  Bronx  Park  avenue  (not 
cut  through)  ;  (Block  3904,  Lot  40),  Borough  of  The 
Bronx,  Amendment  to  Alt'.  417-46. 


1039- 46-BZ — H.B.M. — 9  Lexington  avenue,  and  132  East 
22nd  street,  southeast  corner  (Block  877,  Lot  67),  Borough 
of  Manhattan,  Amendment  to  Alt.  2054-46. 

1040- 46-BZ — H.B.B. — 2465  Atlantic  avenue  and  55-65  Van 
Sinderen  avenue,  northeast  corner  (Block  1576,  Lot  34), 
Borough  of  Brooklyn,  Alt.  1728-46. 

1041- 46-BZ — H.B.M. — East  6th  street  to  East  13th  street 
and  Avenue  D  to  Franklin  D.  Roosevelt  drive  (Jacob  Riis 
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Houses)  ;  (Blocks  362-367,  Lots  1-100),  Borough  of  Man¬ 
hattan,  Amendment  to  N.B.  222-45  to  N.B.  240-45,  inclusive. 


1042-46-BZ — H.B.M. — 157-163  East  72nd  street,  north  side, 
100  ft.  west  of  3rd  avenue  (Block  1407,  Lot  29),  Borough 
of  Manhattan,  Amendment  to  Alt.  2292-46. 


1043- 46-A— F.D.— 176-184  Fulton  street,  20-24  Dey  street 
and  45-51  Church  street,  east  side,  from  Fulton  to  Dey 
streets  (basement)  ;  (Block  80,  Lot  4),  Borough  of  Man¬ 
hattan,  39173-LF  and  Decision. 

1044- 46-BZ— H.B.M.— 501  West  134th  street  and  1500  Am¬ 
sterdam  avenue,  northwest  corner  (Block  1988,  Lot  29), 
Borough  of  Manhattan,  Alt.  2496-46. 

1045- 46-A — F.D.— 33-18  57th  street,  west  side,  120  ft.  south 
of  Northern  boulevard  (Block  1180,  Lot  35),  Woodside, 
Borough  of  Queens,  Decision  re  4006-LC. 

1046- 46-BZ — H.B.Bx. — 3101-3123  3rd  avenue,  467  East 
1 58th  street,  northwest  corner  and  468-470  East  159th  street, 
southwest  corner  of  3rd  avenue  (Block  2380,  Lot  51), 
Borough  of  The  Brorlx,  Alt.  1174-46. 


1047-46-BZ— H.B.B.— 674  5th  avenue,  northwest  corner  of 
20th  street  (Block  640,  Lot  35),  Borough  of  Brooklyn,  Alt. 
5408-46. 


1048- 46-BZ— H.B.B. — 444  6th  avenue  (442  displayed), 
northwest  corner  of  10th  street  (Block  1011,  Lot  46), 
Borough  of  Brooklyn,  Alt.  5401-46. 

1049- 46-SM— Infra  Aluminum  Blankets  (Insulation), 

manufactured  by  Infra  Insulation,  Inc.,  Material. 

1050- 46-BZ— H.B.M.— 228-240  East  41st  street,  east  side, 
101  ft.  west  of  2nd  avenue  (Block  1314,  Lots  29-33), 
Borough  of  Manhattan,  N.B.  101-46. 


1051- 46-BZ— H.B.M.— 252  West  145th  street,  south  side, 
275  ft.  7}4  in.  east  of  8th  avenue  (Block  2030,  Lot  50), 
Borough  of  Manhattan,  Alt.  2425-46. 

1052- 46-BZ — H.B.R. — 2856  Richmond  Terrace,  south  side, 
126  ft.  west  of  Van  Pelt  avenue  (Block  1211,  Lot  99), 
Mariners  Harbor,  Borough  of  Richmond,  N.B.  550-46. 


1053- 46-A — H.B.B. — 17  East  7th  street,  east  side,  222  ft. 
11  y&  in.  south  of  Reeve  place  (1st  floor)  ;  (Block  5278, 
Lot  9),  Borough  of  Brooklyn,  Alt.  5119-46. 

1054- 46-BZ— H.B.Q. — 68-09  Rockaway  Beach  boulevard, 
southwest  corner  of  Beach  68th  street  (Block  361,  Lot  103), 
Arverne,  Borough  of  Queens,  Alt.  3380-46. 


1055-46-A — H.B.Bx. — 549  East  171st  street,  north  side, 
115.32  ft.  west  of  Fulton  avenue  (1st  and  2nd  floors)  ; 
(Block  2928,  Lot  33),  Borough  of  The  Bronx,  Amendment 
to  Alt.  780-46. 


CALENDAR 


IIRSIG.M ATKINS:  H.R. — Department  of  Housing  and  lUiildings; 
ll.aS.lt.  Department  of  Housing  and  Buildings,  Brooklyn;  II.B.M. — 
I  »e;  .1  merit  of  Housing  and  Buildings,  Manhattan;  II.ILit. — De- 
pa iimen t  of  Housing  and  Buildings,  Queens;  H. Il.lt. — Department 
ot  Housing  and  Buildings,  Richmond;  ll.It.llx. — Department  of 
Housing  and  Buildings,  Bronx;  11. D. —  Health  Department;  F.I). 
Fire  Department,  and  M.  and  A.— Dept,  of  Marine  and  Aviation. 


RULES 

I.jisI  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of .  Dec. 

Carbon  Dioxide  Liciuefier,  Rules...  Dec. 

Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units.  Rules  for 
Manufacture,  Testing  and  Use 

of  . Sept. 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  ami  Demolition  of 

Buildings  . . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Exterior  Veneering  Materials,  Rules 

on  . Sept. 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . June 

Fire  Drill  Rules . . . Dec. 

Fire  resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . June 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of. . Apr. 

Frame  Garages,  Ruling  for.  .......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Apr. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . I tlne 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules. . .  Nov. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Sept. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . ;  •  •  • ; . Dec. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 

Smoking  in  Factories,  Rules  for.... Sept. 

Sprinkler,  Rules  . June 

Standpipe  Fireline  Rules . . . June 

Structural  Alterations,  Reporting.  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Sept. 


half  of  Catherine  and  John  Muller  and  Mary  Nirmaier, 
owners,  to  permit  in  a  retail  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  for  a  term  of 
years;  premises  168-19  91st  avenue,  north  side,  175  ft.  east 
of  168th  street,  and  168-20  90th  avenue  (Block  9800,  Lots  12 
and  35),  Jamaica,  Borough  of  Queens. 

664-46-BZ — Application,  September  13,  1946,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  George  Greene, 
applicant,  on  behalf  of  Unexcelled  Laundry  System,  Inc., 
owner,  to  permit  in  an  unrestricted  use,  C  area  district,  the 
extension  of  present  building,  using  more  than  area  per¬ 
mitted;  premises  120-05  to  120-23  Atlantic  avenue,  and  91-62 
121st  street,  northwest  corner  (Block  9352,  Lots  28  and  30), 
Richmond  Hill,  Borough  of  Queens. 

843-46-BZ — Application,  November  4,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Arthur  Weindorf,  applicant, 
on  behalf  of  Isidore  Lorber,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium  and  office;  premises  861  East 
169th  street,  northwest  corner  of  Lyman  place  (Block  2970, 
Lot  1),  Borough  of  The  Bronx. 

845- 46-BZ — Application,  November  6,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Max  Wechsler,  applicant,  on 
behalf  of  151  Lenox  Avenue  Corp.,  owner,  to  permit  in  a 
business  use  district,  a  wet  wash  laundry,  for  a  term  of  five 
(5)  years;  premises  151  Lenox  avenue,  west  side,  81  ft. 
3lA  in.  south  of  West  118th  street  (Block  1902,  Lot  33), 
Borough  of  Manhattan. 

846- 46-BZ — Application,  November  7,  1946,  under  section 
7e  of  the  zoning  resolution,  of  William  R.  Shirley,  appli¬ 
cant,  on  behalf  of  Rosoff  Realties,  Inc.,  owner  (Hyman  and 
Samuel  Kopelson,  lessees),  to  permit  in  a  business  use  dis¬ 
trict,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  1355  Brook  avenue,  and  417  Kindermann  place, 
northwest  corner  (Block  2893,  Lot  81),  Borough  of  The 
Bronx. 

497-46-SA — Coating  Materials  Laboratories,  Inc.,  Com¬ 
bined  Agitating  and  Spraying  Unit. 

590-46-SA — Steam-Pak  Boiler  Burner  Unit,  Models  SPH 
and  SPL. 

733-46-SA — Mar-Coil  Oil  Burner,  Models  3,  6,  12  and  12B. 

754-46-SA— Staffco  Horizontal  Rotary  Oil  Burner,  Models 
5VEA-R  and  6VEA-R,  Sizes  C,  E,  F,  G,  H,  J,  K,  L. 

193-46-SA — Stop-Fire  Fire  Extinguishers,  pressure  type, 
1  quart  and  2J4  quart  capacities. 


3,  1946— Vol.  31,  No.  49 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28.  No.  52A 
13,  1937— Vol.  22,  No.  28 


3,  1946— Vol.  31,  No.  36 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

10,  1946— Vol.  31,  No.  37 
10,  1946— Vol.  31,  No.  37 

18,  1946— Vol.  31,  No.  25 

24,  1946— Vol.  31,  No.  52 

25,  1946— Vol.  31,  No.  26 

17,  1946— Vol.  31,  No.  51 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

23,  1946— Vol.  31,  No.  17 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

31,  1946— Vol.  31,  No.  53 

5,  1946— Vol.  31,  No.  45 

19,  1946— Vol.  31,  No.  47 

17,  1946— Vol.  30,  No.  38 

31,  1946— Vol.  31,  No.  53 

24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


31,  1946— Vol.  31,  No.  53 

7,  1937— Vol.  22,  No.  36 
15,  1946— Vol.  31,  No.  42 
17,  1946— Vol.  30,  No.  38 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

3,  1946— Vol.  31,  No.  36 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  April  10,  1945,  Vol.  30, 

No.  15A. 


DECEMBER  31,  1946,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  31,  1946,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters ; 

184-29-BZ — Application  of  H.  M.  Cole,  applicant,  on  be¬ 
half  of  Convev’s  Riding  Club,  Inc.,  owner,  reopened  October 
22,  1946,  under  section  7f  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  for  a  term  of  fifteen 
(15)  years;  premises  42-46  West  66th  street,  south  side,  350 
ft.  east  of  Columbus  avenue  (Block  118,  Lots  48,  49  and 
50),  Borough  of  Manhattan. 

421-46-BZ — Application,  June  11,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Carl  Nirmaier,  applicant,  on  be- 


559-46-SM — Sinter-Lite  joist. 

10-46-SM — Alabama  Brand  Metal  Lath. 

572-38-SA — Gilbarco  Calcometer  M98  Gasoline  Dispens¬ 
ing  Pump  (reopened  September  10,  1946). 

746-38-SA — Bennett  Pumps  for  Motor  Fuels,  Models  156 
and  375  (reopened  September  10,  1946). 

779-38-SA — M  &  S  Computing  Gasoline  Pumps,  Models 
70  and  70  RA  2,  70  RPA  2-15  and  2-25  and  WMP  2-15  and 
2-25  (reopened  September  10,  1946). 

954-38-SA — National  Pump  Corporation  Gasoline  Pumps, 
Models  A-38,  B-38,  C-38  and  CC-38  (reopened  September  10, 
1946). 

974-39-SA — “Reel  Way”  Gasoline  Pump  with  Hose  Reel 
Attachment  for  Gasoline  Pump  (reopened  September  24, 
1946). 

1326-39-SA — Tokheim  Motor  Fuel  Dispensing  Pump, 
Models  39-HR,  39-DP-HR,  800-S,  800-S-TP,  802-S,  802- 
S-TP  (reopened  September  10,  1946). 
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130-40-SA — Neptune  Red  Seal  Computer  or  Non-Com¬ 
puter  Pump,  Model  855  with  or  without  Hose  Reel  (reopened 
September  10,  1946). 

452-40-SA — Erie  Gasoline  Dispensing  Pump,  Model  77 
and  99  (reopened  September  10,  1946). 

746-46-SA — Coroaire  Consol  Heater  (Gas  Fired)  Model 
85-G. 

806-46-SA — “Bradley”  Automatic  Beverage  Dispensing 
Machine. 

130-46-SM — Armco  Hel-Cor  Pile  Shell. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  7,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

801-46-BZ— Application*  October  23,  1946,  under  section 
7f  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Theresa  Romano,  owner,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  for  a  term  of  ten  (10)  years;  premises 
72-01  to  72-09  Eliot  avenue,  and  60-71  to  60-77  72nd  street, 
northeast  corner  (Block  2843,  Lots  45  and  52),  Middle 
Village,  Borough  of  Queens. 

344-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Nicholas  Scandore,  owner,  reopened  De¬ 
cember  10,  1946,  for  consideration  as  to  amendment  of  reso¬ 
lution — Application,  previously  granted  on  condition,  under 
sections  7a  and  7c  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
recreation  center;  premises  1048-1072  (1060  displayed)  Ocean 
parkway,  west  side,  380  ft.  south  of  Avenue  J  (Block  5495, 
Lots  870  and  872),  Borough  of  Brooklyn. 

528-46-A — 64-70  Neptune  avenue,  southwest  corner  of 
Brighton  11th  street  (Block  7516,  Lot  2371),  Borough  of 
Brooklyn  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Cass  place) . 

320-46-A — 1604  DeKalb  avenue,  east  side,  142  ft.  1  in. 

south  of  Wyckoff  avenue  (Block  3248,  Lot  26),  Borough  of 
Brooklyn. 

61-32-BZ — -Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  William  J.  Murphy,  owner,  reopened 
July  23,  1946,  under  section  7f  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station;  premises  64-70  Neptune 
avenue,  and  2-10  Brighton  11th  street,  southwest  corner 
(Block  7516,  Lot  2371),  Borough  of  Brooklyn. 

229-29-BZ — Application  of  Julius  S.  Rapson,  applicant, 
on  behalf  of  Harry  J.  Hoechle,  owner  (Frank  Carin,  lessee), 
reopened  May  21,  1946,  under  section  7f  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  extension 
and  the  erection  and  maintenance  of  a  new  building  for  an 
existing  gasoline  service  station  (previously  granted  by  the 
Board),  to  be  used  for  gasoline  sales,  service  station  and 
office;  premises  245-19  South  Conduit  boulevard,  south  side, 
109  ft.  east  of  Francis  Lewis  boulevard  (Block  13615,  Lot 
5),  Rosedale,  Borough  of  Queens. 

616-46-BZ — Application,  August  6,  1946,  under  section  7 a 
of  the  zoning  resolution,  of  Samuel  Gardstein,  applicant,  on 
behalf  of  Milton  Greenfield,  owner,  to  permit  in  a  business 
use  district,  a  store 'window  and  signs  within  intersecting 
street  in  residence  district  and  more  than  twenty-five  (25) 
feet  from  such  intersection ;  premises  382  Waverlv  avenue, 
west  side,  70  ft.  south  of  Greene  avenue,  and  128-130  Greene 
avenue,  south  side,  20  ft.  west  of  Waverly  avenue  (Block 
1961,  Lot  40  and  Block  1961,  Lots  37  and  38),  Borough  of 
Brooklyn. 


778-46-BZ — Application,  October  14,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Erhard  Djorup,  applicant,  on 
behalf  of  Danjold  Realty  Corp.,  owner  (Soluber  Corp., 
lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of- ten  (10)  years;  premises  887-905 
Westchester  avenue  and  882-900  East  162nd  street,  southwest 
corner  (Block  2690,  part  of  Lot  39),  Borough  of  The  Bronx. 

867-46-BZ — Application,  November  6,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Harry  A.  Yarish,  applicant, 
on  behalf  of  Morris  Smeloff,  owner  (Charles  Weiss,  lessee), 
to  permit  in  a  business  use  district,  a  wet  wash  laundry,  for 
a  term  of  five  (5)  years;  premises  322  South  3rd  street, 
and  357  Keap  street,  southwest  corner  (Block  2436,  Lot  17), 
Borough  of  Brooklyn. 

886-46-BZ — Application,  November  18,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Kitzler  and  Nurick, 
applicants,  on  behalf  of  Robert  Savino,  owner  (Leo  Bach 
and  Robert  Savino,  lessees),  to  permit  in  a  business  use 
district,  a  wet  wash  laundry,  for  a  term  of  five  (5)  years; 
premises  565  5th  avenue,  east  side,  81  ft.  5  in.  south  of  16th 
street  (Block  1048,  Lot  6),  Borough  of  Brooklyn. 

937-46-BZ — Application,  December  3,  1946,  under  section 
7e  of  the  zoning  resolution,  of  Charles  M.  Spindler,  appli¬ 
cant,  on  behalf  of  Henry  Seibert,  owner  (Thomas  J.  Flana¬ 
gan,  lessee),  to  permit  in  a  business  use  district,  a  wet  wash 
laundry,  for  a  term  of  five  (5)  years;  premises  932-934 
Madison  street,  south  side,  49  ft.  10J4  in.  west  of  Broadway 
(Block  1484,  Lot  10),  Borough  of  Brooklyn. 

723-46-BZ — Application,  October  2,  1946,  under  section 
7h  of  the  zoning  resolution,  of  William  R.  Altman  and 
Herman  Ivron,  applicants,  on  behalf  of  Parkton  Estates  Inc., 
owner  (Abraham  Steinberg,  lessee),  to  permit  in  a  retail  use 
district,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  for  a  term  of  years;  premises  145-151  7th 
avenue,  and  158  West  19th  street,  southeast  corner  (Block 
794,  Lots  71-73),  Borough  of  Manhattan. 

1056-46-A — Re  Labeling  of  package  (metal  container) 
used  for  sale  of  a  combustible  mixture  (Easy  Aid  Chimney 
Soot  Destroyer)  liquid. 

828-46-A — 164-168  Lincoln  avenue,  and  271-275  East  135th 
strjet,  northeast  corner  (Block  2311,  Lots  1  and  2),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  7,  1947,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  7,  1947,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

857-46-A — 738-744  3rd  avenue,  foot  of  22nd,  23rd  and  24th 

streets  (Block  650,  Lot  67),  Gowanus  Canal,  Borough  of 
Brooklyn. 

907-46-A — 136  12th  street,  south  side,  100  ft.  west  of  3rd 

avenue  (Block  1026,  Lot  30),  Borough  of  Brooklyn. 

815-46-A — 223  East  80th  street,  north  side,  327.4  ft.  west 
of  2nd  avenue  (1st  to  6th  floors,  inclusive)  ;  (Block  1526, 
Lot  11),  Borough  of  Manhattan. 

870-46-A — 37-06  36th  street,  west  side,  40  ft.  south  of 

37th  avenue  (ground  floor)  ;  (Block  377,  Lot  13),  Long 
Island  City,  Borough  of  Queens. 

958-46-A — 109  Beach  29th  street,  west  side,  300  ft.  south 
of  Lewmay  road  (Block  301,  Lot  46),  Edgemere,  Borough 
of  Queens. 

187-35-A — Pigr  No.  38,  Clinton  Wharf,  Atlantic  Basin 
(Block  515,  part  of  Lot  1),  Borough  of  Brooklyn  (re¬ 
opened  October  15,  1946). 
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558-46-A — 4120  Broadway,  northeast  corner  of  West 
174th  street  (cellar);  (Block  2143,  Lot  26),  Borough  of 
Manhattan. 

636-46-A— 254  Navy  street,  west  side;  175  ft.  north  o i 
Lafayette  avenue  (2nd  floor);  (Block  2086,  Lots  31  and 
.borough  of  Brooklyn  (reopened  December  10  1946- 
previously  denied).  ’  ’ 

1291-23-S— 143-145  West  22nd  street,  north  side,  458  ft 

/n,n‘,W^o  t  Avenue  of  The  Americas  (6th  avenue)- 
(Block  798,  Lots  19  and  20),  Borough  of  Manhattan  (re¬ 
opened  December  3,  1946).  v 

8?3'4w^T9J  Bo.wery,  west  side,  74  ft.  8  in.  north  of  Hester 
hattan  ^  fl°°r  ’  °ck  239’  Lot  35)>  Borough  of  Man- 

905-46-A— 3-9  West  34th  street,  north  side,  150  ft.  west  of 
6th  fl venile  a/Ad  ^  West  35th  street  (3rd,  4th,  5th  and 
hattan  S  ’  ^B  ock  836>  Lots  26  and  54),  Borough  of  Man- 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  10  A.  M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
^•fsclay  morning  January  14,  1947,  at  10  o’clock  in  Room 
1013,  Municipal  Btnld.ng,  Manhattan,  on  the  following  mat- 

^B^Pplicati°n-  September  18,  1946,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Glick  and  Gelbman 
*  ~P?kcailtS’  0n  •  behalf  of  Lebanon  Hospital  Association, 
owner,  to  permit  in  a  residence  and  business  use  district,  the 
conversion  of  existing  buildings  (vacant)  to  factory  use- 
pretmses  North  side  of  Westchester  avenue,  from  Cauldweli 
o  Irimty  avenues  (Buildings  1-5  inclusive);  (Block  2628 
Lot  1),  Borough  of  The  Bronx.  ’ 

805-46- A— North  side  of  Westchester  avenue,  block  front 

^  Tand  i  Trai,ty  avenues  (entire  building 

tFi)  ,  (Block  2628,  Lot  1),  Borough  of  The  Bronx. 

453-46-BZ— Application,  June  20,  1946,  under  section  21 

nn  tLunmfS^SOlu^n’  °uf  Kitzler  and  Nurick-  applicants, 
on  behalf  of  Samuel  Birnbaum,  owner,  to  permit  in  a  resi¬ 
dence  and  business  use  district,  the  erection  of  a  building 
accessory  to  an  existing  gasoline  service  station,  and  to  be 
used  as  an  automobile  repair  shop;  premises  3437-3445  Ft 
Hamilton  parkway,  and  2-12  Chester  avenue,  southeast 
corner  (Block  5302,  Lot  48),  Borough  of  Brooklyn. 

461- 46-BZ— Application,  June  21,  1946,  under  section  7a 

™  hih  ,Zf°nifnt-  rfS°T}Utl,°nA  of  Alden  B-  MacNeil,  applicant, 
on  behalf  of  E.  J.  Reed  Co.,  owner,  to  permit  in  a  residence 
use  district,  the  extension  of  existing  building  and  the  con¬ 
version  ot  private  garage  to  boiler  room  in  connection  with 
factory  used  as  dry  cleaning  plant;  premises  52-17  102nd 

inn  ind5-°  rAro"?  avenue>  northeast  corner  (Block 
1733,  Lots  41  and  44),  Elmhurst,  Borough  of  Queens. 

462- 46-A— 52-17  102nd  street  and  101-01  Strong  avenue 
northeast  corner  (Block  1933,  Lots  41  and  44),  Elmhurst! 
Borough  of  Queens. 

587-46-BZ— Application,  August  12,  1946,  under  section 
21.  of  the  zoning  resolution,  of  O’Connell  &  Mclnernev  ap¬ 
plicants,  on  behalf  of  Samuel  Ageloff,  owner,  to  permit  in 
a  business  use,  D  area  district,  the  erection  of  a  building 
,  °??re  than  the  area  permitted;  premises  118-23  to 
Jib-33  Metropolitan  avenue,  north  side,  144.14  ft  east  of 

ofQueens116  (B1°Ck  3329’  LOt  80)’  Kew  Gardens’  B°rough 

216-41-BZ— Application  of  Benny  Brandfondrener,  appli- 
cant  and  lessee;  Lawyers  Trust  Company,  as  trustee  u/w  of 
W  .  J.  M.  Donovan,  owner,  reopened  November  19  1946  for 
consideration  as  to  extension  of  variance — Application  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zoning 
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resolution,  for  a  temporary  term  of  years,  permitting  partly 
in  an  unrestricted  use  district  and  partly  in  a  business  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  55  West  169th  street  and  1294-1302  Bos- 
cobel  avenue,  northeast  corner  (Block  2871,  Lots  61  and  65), 
Borough  of  The  Bronx. 

269-37-BZ  Application  of  O.  J.  and  W.  J.  Kalt,  applicants, 
on  behalf  of  Max  Widmaier  and  Auguste  Widmaier 
owners,  reopened  December  17,  1946,  for  consideration  as 
to  extension  of  variance— Application,  previously  granted 
on  condition  under  section  21  of  the  zoning  resolution,  for 
a  term  of  five  (5)  years,  permitting  in  a  business  use  dis¬ 
trict,  the  conversion  of  occupancy  of  an  existing  building 
to  a  motor  vehicle  repair  shop;  premises  1325  Webster  ave- 

TCSt  SAfe’  g.  north  of  East  169th  street  (Block 
2887,  Lots  177  and  178),  Borough  of  The  Bronx. 

17-37-BZ— Application  of  Earl  I.  Gallant,  applicant,  on  be¬ 
half  of  Bank  of  New  York,  owner  (342  West  41st  Street 
Garage, ^Inc.,  lessee),  reopened  December  17,  1946,  under 
section  /h  of  the  zoning  resolution,  to  permit  in  a  retail  use 
district,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  322-324  West  41st  street,  south  side,  300 
ft  west  of  8th  avenue  (Block  1031,  Lot  45),  Borough  of 
Manhattan.  & 

f 1u’^r"^^rA?pkCAtl,°?  Siegel  and  Green,  applicants,  on 
behalf  of  Charles,  Adolph  and  Irwin  Schnurmacher,  owners 
reopened  October  29,  1946,  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
in  occupancy  from  a  garage  for  more  than  five  (5)  motor 
vehicles  (-previously  granted  by  the  Board)  to  storage,  of¬ 
fices  and  loading  space;  premises  610-616  West  153rd  street 
south  side,  150  ft.  west  of  Broadway  (Block  2099,  Lot  40)’ 
Borough  of  Manhattan.  ’ 

84-34-BZ— Application  of  Adolph  Goldberg,  applicant,  on 
behalf  of  The  Lincoln  Savings  Bank  of  New  York,  owner 
reopened  December  3,  1946,  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  and  business  use 
district,  the  extension  of  existing  commercial  building 
(Bank);  (previously  granted  by  the  Board)  using  more 
tfian  the  permitted  area,  and  without  the  required  rear  vard  * 
premises  7419-7427  5th  avenue,  and  501-509  Bay  Ridge  park¬ 
way  (Block  5931,  Lots  1,  3,  and  4),  Borough  of  Brooklyn. 

303-46-BZ  Application,  April  18,  1946,  under  section  7b  of 
the  zoning  resolution,  of  Walter  Eberhart,  applicant,  on 
behalf  ot  Esther  Slater  Kerrigan,  owner  (Unicorn  Press 
lessee),  to  permit  in  a  residence  and  restricted  retail  use 
c  istrict,  the  proposed  use  of  structure  for  commercial  pur- 
poses  from  residence  use ;  premises  53  East  77th  street,  north 
side,  69  ft.  east  of  Madison  avenue  (Block  1392,  Lot  25) 
Borough  of  Manhattan. 

548-46-BZ— Application,  July  16,  1946,  under  section  21  of 
ie  zoning  resolutiorp  of  Lama  and  Proskauer,  applicants,  on  * 
behalf  of  Elemess  Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  use,  C  area  district,  the  extension  of  present  build¬ 
ing,  using  more  than  the  area  permitted ;  premises  24  Chester 
street,  west  side  150  ft.  11*4  in.  south  of  East  New  York 
avenue  (Block  3498,  Lot  39),  Borough  of  Brooklyn. 

822-46-BZ— Application,  October  28,  1946,  under  section  7h 
of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
beha  f  of  Hebig  Realty  and  Building  Co.,  owner  (Eda  Mar¬ 
gin,  lessee),  to  permit  in  a  residence  use  district,  the  park- 
mg  and  storage  of  more  than  five  (5)  motor  vehicles,  for 
a  stated  term^ of  years;  premises  421-423  West  47th  street 

1Mrt??vSldp’  2S°  °f  9th  avenue  (Block  1057-  Lot 

1Z1-32),  Borough  of  Manhattan. 

904-46-BZ— Apphcaiion,  November  18,  1946,  under  section 
J  z?IV?g  solution,  of  Joseph  B.  Lynch,  applicant, 

on  behalf  ot  Haas  Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  laundry  and  lubritorium  for  a  term  of 
ten  (10)  years;  premises  2018-2032  Stillwell  avenue,  and 


CALENDAR 


2551-2561  86th  street,  northwest  corner  (Block  6860,  Lot 
28),  Borough  of  Brooklyn. 

575-32-BZ— Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Mary  Cavallaro  and  Harriet  Sweeney,  owners, 
reopened  December  3,  1946,  under  section  7f  ^  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  recon- 
struction  and  extension  of  existing  gasoline  service  station 
(previously  granted  by  the  Board)  ;  premises  242-02  to 
242-12  Merrick  boulevard  and  133-41  to  133-45  242nd  street, 
southeast  corner  (Block  13206  (  3645),  Lots  17  and  19), 
Rosedale,  Borough  of  Queens. 

699-46-BZ — Application,  September  24,  1946,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros- 
kauer,  applicants,  on  behalf  of  Parkway  Super  Service  Sta¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion’ of  present  gasoline  service  station  and  the  erection  of  an 
automobile  showroom,  auto  repair  shop,  lubritorium,  auto 
laundry  and  office;  premises  224-01  to  224-11  North  Conduit 
avenue  143-01  to  143-17  224th  street,  northeast  corner  and 
224-02  to  224-10  143rd  avenue  (Block  13088,  Lots  44,  52  and 
55),  Springfield,  Borough  of  Queens. 

237-46-A — 56  Pine  street,  north  side,  125  ft.  west  °f  Wil¬ 
liam  street  and  26  Cedar  street  (basement)  ;  (Block  41, 
Lot  19),  Borough  of  Manhattan. 

367-46-A— 119-121  5th  avenue  and  1-3  East  19th  street, 
northeast  corner  (cellar);  (Block  848,  Lot  1),  Borough 
of  Manhattan. 


459-46-A — 1  Park  avenue,  northeast  corner  of  East  32nd 

street  (17th,  18th,  19th  and  20th  floors)  ;  (Block  888,  Lot  1), 
Borough  of  Manhattan. 

304-46-A — 53  East  77th  street,  north  side,  69  ft.  east  of 
Madison  avenue  (Block  1392,  Lot  25),  Borough  of  Man¬ 
hattan. 


/ 

942-46- A — 84-20  72nd  drive,  south  side  of  Right-of-Way, 

206  ft.  west  of  88th  street  (Block  3810,  formerly  Block 
3837,  Lots  444  and  456,  formerly  Lots  4  and  6),  Glendale, 
Borough  of  Queens  (Under  section  36,  General  City  Law 
re  building  must  front  on  legal  street). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  14,  1947,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  Hearing 
Tuesday  afternoon,  January  14,  1947,  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

892-46-A — North  side  of  Hunter  avenue  244.27  ft.  east 

of  Bay  parkway  (Block  6491,  Lots  13-19  and  Block  6491A, 
Lot  55),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  21,  1947,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  21,  1947,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

880-46-BZ — Application,  November  15,  1946,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Samuel  Rosenblum,  ap¬ 
plicant,  on  behalf  of  Kinetta  Holding  Corp.,  owner  (Joseph 
Kraus,  lessee),  to  permit  in  a  business  use  district,  a  wet 
wash  laundrv,  for  a  term  of  five  (5)  years;  premises  1315- 
1321  Boston  road,  west  side,  456.66  ft.  south  of  Jefferson 
place  (Block  2934,  Lot  9),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman, 


(Continued  from  page  1477) 

specific  case  in  order  to  enable  the  owner  to  make  a  reasonable  and 
profitable  use  of  his  property  if  it  can  be  done  without  violence  to  the 
general  zoning  plan  and  without  causing  substantial  inconvenience  to 
the  immediate  neighborhood,  although  the  applicant  has  no  right  to 
insist  upon  a  decision  in  his  favor.”  .  f  . 

Stressing  that  “The  Board  has  a  wide  scope  in  the  exercise  of  its 
discretion  whenever  the  discretion  to  make  variances  is  granted  to  it, 
the  court  in  the  Reed  case  continued  (p.  136)  :  If  such  an  application 

is  denied  the  only  question  for  the  court  is  whether  the  petitioner  has 

been  illeaally  oppressed.”  . 

There  is  here,  as  I  see  it,  no  showing  whatsoever  that  petitioner 
“has  been  illegally  oppressed.”  Petitioner,  it  would  appear,  was  ac¬ 
corded  a  full  and  fair  hearing  and  every  opportunity  to  present  its 
case.  Adequate  reason  for  the  change  in  the.  board  s  attitude  with 
respect  to  the  variance  is  shown  in  the  building  zone  resolution 
change  which  restricted  the  area  occupancy  of  lot  usage  in  business 
zone  districts.  (The  proposed  building  here  would  .  occupy  100  per 
cent  of  the  lot.)  The  board’s  denial  could  be  further  justified  on  many 


grounds,  among  them  being  (1)  that  the  evidence  did  not  show  that 
the  property  could  not  be  used  within  the  existing  limitations  as  to 
use  and  area;  and  (2)  that  the  granting  of  the  application  would  have 
been  unfair  to  and  an  unjustified  discrimination  of  other  property 
owners  who  would  be  affected  by  the  variance.  .. 

In  People  ex  rel.  Healy  v.  Leo  (194  App.  Div.,  9/3)  the  Appellate 
Division  in  this  department  had  under  review  an  order  sustaining  a 
writ  of  certiorari  and  annulling  the  proceedings  of  a  zoning  board  ot 
appeals.  The  application,  as  here,  was  for  a  variance  under  section 
7  and  its  various  subdivisions.  In  reversing  the  Special  lerm  tne 
Appellate  Division  pointed  out  that  “Applications  to  vary  the  zoning 
regulations  in  a  particular  case  are  addressed  largely  to  the  discretion 
of  the  board  of  appeals  which  will  not  be  interfered  with  by  the  court 
except  in  clear  cases  of  abuse  of  such  discretion”  (cases  cited). 

The  facts  as  revealed  show  no  abuse  of  discretion.  The  order  ot 
certiorari  issued  herein  is  vacated,  the  petition  dismissed  and  the 
determination  of  the  board  of  standards  and  appeals  is  affirmed. 
Submit  orders. 

(New  York  Law  Journal,  December  24,  1946,  page  1868) 


NOTICE 


THE  BUILDING  LAWS 


[N  ew  Edition  Now  on  Sale] 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  published  in  FOUR  SEPARATE 
VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  n^lint^^ 

THE  OTY  OF  NEv7 YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW,  various  local 
laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  7,  N.  Y.  The  price  for  the  complete  set  of  four  volumes  is  $6  ($6.15  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  laws,  $1.50  (by  mail  $L60). 

Checks  for  $3  or  more  must  be  certified. 
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RULES  ON  USES  OF  INSULATING  FIBRE  BOARD 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  5,  1939.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 
CHARTER,  MAY  29,  1939,  AMENDED  JUNE  16,  1942,  EFFECTIVE  JULY  6,  1942  AND 

AMENDED  JUNE  8,  1945,  EFFECTIVE  JULY  2,  1945. 


Authority:  (170-39-SR) 

Pursant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York,  and  C-26-189.0,  C-26-462.0,  C-26-458.0, 
sub.  g,  C-26-538.0,  sub.  b,  C-26-541.0,  sub.  a,  C-26-667.0, 
paragraphs  4  and  8,  sub.  c,  C-26-680,  sub.  21,  C-26-541.0, 
C-26-619.0,  and  C-26-721.0,  Administrative  Building  Code. 

Extracts  from  the  Administrative  Building  Code  contained 
herein  in  small  type  have  been  assigned  decimal  rule  num¬ 
bers  for  convenient  reference  only  and  are  not  to  be  con¬ 
strued  as  rules. 

Purpose:  It  is  the  purpose  of  these  rules  to  carry  out  the 
intent  of  Section  C  26-3.0  of  the  Administrative 
Building  Code  and  to  supplement  the  present 
requirements  of  the  Administrative  Building 
Code,  by  including  the  uses  of  insulating  fibre 
board  as  an  acoustical  or  decorative  material, 
when  applied  to  walls' and  ceilings  which  use  is 
specifically  unprovided  for  in  the  Administrative 
Building  Code. 

Rule  1.  Classes  of  Fibre  Board. 

(1)  Wood  Fibre 

(2)  Exploded  Wood  Fibre 

(3)  Balsam  and  Wood  Fibre 

(4)  Western  Wood  Fibre 

(5)  Cane  Fibre  (Bagasse) 

(6)  Pulp  from  waste  papers 

(7)  Straw  Fibre 

(8)  Ground  Wood  Pulp  Fibre 

(9)  Corn  Fibre 

1.1  STRUCTURE  OF  FIBRE  BOARD.  Fibre  boards 
shall  be  manufactured  from  wood  or  other  vege¬ 
table  fibre  by  a  felting  or  molding  process  and 
provided  with  sizing  to  render  water  resistant,  and 
shall  be  subject  to  a  sufficient  drying  temperature 
under  related  humidity  conditions  so  as  to  com¬ 
pletely  destroy  rot-producing  fungi.  No  starch  in¬ 
gredient  shall  be  included  unless  made  toxic  to 
household  vermin  and  with  properties  as  shown  in 
Table  1. 

1.2  The  structure  of  the  board  may  be  either  single  or 
multiple  ply,  if  latter,  the  plies  shall  be  joined 
under  -pressure  by  a  moisture  resisting  cement  or 
other  approved  means.  Surfaces  shall  be  finished 
smooth  and  free  of  coarse  fibres. 

1.3  For  a  plaster  base,  wall  board,  roof  insulation 
boards,  sheathing,  siding,  roof  insulation,  floor  in¬ 
sulation,  acoustical,  interior  finish,  the  fibre  board 
shall  be  homogeneous,  free  from  cracks,  lumps, 
unevenness  and  other  defects. 

1.4  The  surfaces  of  fibre  board  when  used  for  acous¬ 
tical  or  decorative  purposes  shall  be  finished  smooth 
and  flat  and  reasonably  free  from  projecting  coarse 
or  hairy  fibres. 

1.5  Fibre  board  shall  be  approved  by  the  Board. 

1 .6  Fibre  board  treated  to  reduce  and  retard  its  com¬ 
bustibility  may  be  used  in  accordance  with  limita¬ 
tions  as  may  be  approved  by  the  Board. 

Table  I 


Build- 

Plas- 

Roof  In- 

Sheath- 

mg 

ter 

sulation  Interior 

ing 

Board 

Base 

Board  Boards 

Boards 

Max.  thermal  conductivity, 
B.t.u.  per  hr.  per  sq.  ft. 
per  deg.  F.  per  in.  of 
thickness  .  0.36 


14 

14 

7 

10 

14 

125 

0.25 

0.25 

0.15 

0.25 

185 

0.85 

1.25 

1.00 

0.75 

1.75 

175 

100 

150 

175 

5 

5 

10 

10 

5 

,  . 

20 

Y- 

V- 2 

lA 

Yi 

100 

70 

60 

60 

100 

700 

0.38  0.38  0.38  0.42 


Min.  transverse  load  at 
rupture,  each  direction, 

pounds  per  sq.  in.* . 

Deflection  at  rupture,  inch, 

min.**  .  0.25 

Deflection,  inch,  max . 

Min.  tensile  strength,  pounds 

per  sq.  in.***  . 

Water  absorption,  percent 
Moisture  permeability,  time 
of  penetration  through 
the  board,  not  less  than, 

hours  . 

Max.  linear  expansion,  per¬ 
cent  . 

Nail  holding  strength  lb... 

Bond  strength  per  sq.  ft.  of 
bonded  surface  . 

This  requirement  is  based  on  specimens  $4  inch  thick.  For  speci¬ 
mens  of  other  thicknesses,  the  requirement  shall  be  increased  in 
direct  proportion,  that  is,  for  a  thickness  of  1  inch,  it  shall  be 
doubled,  etc. 

**•  This  requirement  is  based  on  specimens  *4  inch  thick.  For  speci¬ 
mens  of  other  thicknesses,  the  requirement  shall  be  decreased  in 
inverse  proportion,  that  is,  for  a  thickness  of  1  inch,  it  shall  be 
halved,  etc. 

***  Tensile  strength  requirements  shall  be  applicable  only  to  thicknesses 
up  to  and  including  1  inch. 

1.7  EDGE  FINISH. 

1.7.1  Building  board  edges  shall  be  square. 

1.7.2  Plaster  base  fibre  boards  shall  have  short 
edges  square  or  fabricated  and  long  edges 
specially  fabricated. 

1.7.3  Yi"  roof  insulation  shall  be  square  edged. 
For  thickness  of  1  inch  and  over,  edges  shall 
be  square  unless  offset  is  specified.  When 
offset  material  is  specified,  the  amount  of 
the  offset  shall  be  1  inch. 

1.7.4  Interior  board  edges  shall  be  either  square, 
or  specially  fabricated. . 

1.7.5  Sheathing  board  edges  shall  be  either  square 
or  specially  fabricated  as  required. 

Rule  2.  Uses  and  Methods  of  Applying 
Fibre  Board. 

2.1  PLASTER  BASE. 

Fibre  board  may  be  used  as  a  plaster  base  or  wall 
board  in  non-fireproof  commercial  structures  not 
more  than  2  stories  in  height  and  in  one  and  two 
family  dwellings  not  exceeding  three  stories  in 
height  and  in  Class  3  multiple  dwellings  for  par¬ 
titions  and  ceilings  where  either  no  fire  resistive 
rating  is  required  or  where  a  fire  resistive  rating 
not  exceeding  y2  hour  is  permitted  and  installed  in 
accordance  with  the  requirements  of  C-26-458,  Ad¬ 
ministrative  Building  Code. 

The  joints  on  walls  and  ceilings  shall  be  broken 
at  least  one  stud  apart,  and  in  no  event  shall  joints 
’  of  fibre  board  lath  be  in  vertical  line,  excepting  in 
the  corners  of  a  room.  The  joints  shall  be  broken  at 
every  other  board  on  the  walls  and  at  right  angles 
to  the  furring  on  ceiling.  Each  length  shall  be 
solidly  nailed  at  every  bearing  not  more  than  6" 
center  to  center  for  walls  and  4"  center  to  center 
.  for  ceilings  and  nailed  to  all  studding  with  V/s"  No. 
13  gauge  blued  or  galvanized  plaster  board  nails, 
with  y%"  heads  for  YY'  board  and  iy  nails  with 


1483 


RULES 


y8"  heads  for  34"  or  1"  board,  and  with  propor¬ 
tionately  longer  nails  for  thicker  fibre  board.  No 
nail  shall  be  driven  closer  than  54  inch  of  the  edge 
of  fibre  board.  All  corners  shall  be  reinforced  with 
standard  metal  corner,  beads.  All  re-entrant  angles 
shall  be  reinforced  with  standard  metal  angle  lath 
strip.  Reinforcement  shall  be  securely  stapled  on 
the  lath.  At  the  juncture  of  frame  and  masonry 
construction,  6"  strip  of  expanded  metal  lath  shall 
be  used. 

2.1.1'  Fibre  board  when  used  as  a  plaster  base  shall 
comply  with  the  requirements  of  the  Adminis¬ 
trative  Building  Code  as  follows  : 

C26-4S8.0.  Combustible  lath.— a.  It  shall  be  unlawful, 
in  the  case  of  structures  exceeding  three  stories  in 
height,  to  apply  combustible  lath  on  wood  studs  more 
than  two  stories  in  advance  of  the  scratch  coat  plastering. 

b.  It  shall  be  unlawful  to  run  combustible  lath 
through  from  room  to  room. 

C26-462.0.  It  shall  be  unlawful  to  wet  fibre  board 
before  plastering. 

2.1.2  “SCRATCH  OR  FIRST  COAT.” 

The  scratch  coat  shall  contain  not  more  than 
by  weight  of  sand  and  *4  calcined  gypsum 
plaster  with  fibres  or  including  other  materials 
and  fibring  so  that  the  setting  time  shall  not  be 
greater  than  four  hours  nor  less  than  1/4 
hours  and  with  a  tensile  strength  of  not  less 
than  75  pounds  per  sq.  ip.  The  scratch  coat 
shall  not  be  less  than  *4"  thick. 

2.1.3  “BROWN  OR  SECOND  COAT.” 

The  brown  coat  shall  contain  not  more  than 
,34  by  weight  of  sand  and  the  remaining  54 
shall  not  contain  less  than  3/5  of  calcined 
gypsum  and  not  more  than  2/5  of  other  mate¬ 
rials,  including  fibring.  The  setting  time  shall 
be  not  more  than  five  hours  nor  less  than  two. 
This  brown  coat  shall  have  a  tensile  strength 
of  not  less  than  50  pounds  per  sq.  in.  and  shall 
be  not  less  than  3/16"  in  thickness. 

2.1.4  “FINISH  COAT.” 

The  finish  coat  shall  be  applied  after  the  ap¬ 
plication  of  the  second  or  brown  coat  has 
become  dry,  and  shall  be  set  in  not  less  than 
20  minutes  nor  more  than  four  hours  and  shall 
have  a  tensile  strength  of  not  less  than  200 
pounds  per  sq.  in.  and  be  not  less  than  1/16 
thick. 

2.1.5  “GROUNDS.” 

Suitable  grounds  shall  be  established  with  each 
thickness  of  fibre  board  so  as  to  insure  a 
minimum  thickness  of  x/i"  plaster.  Fibre  board 
shall  extend  from  floor  to  ceiling  with  grounds 
secured  to  the  framing  members  through  the 
fibre  board. 

.2  FIBRE  BOARD  SHEATHING. 

Fibre  board  when  used  as  a  sheathing  material  shall 
comply  with  the  requirements  of  the  Administrative 
Building  Code  as  follows: 

C26-538.0b.  Approved  fibre  board  sheathing  at  least  one 
half  of  an  inch  in  thickness  and  four  feet,  in  width  may  be 
used  instead  of  wood  sheathing  when  bearing  on  four  studs 
and  fastened  to  each  bearing  with  nails  spaced  six  inches  or 
less  apart,  except  that  where  necessary  for  fitting  around 
ooenings  and  similar  purposes,  the  dimension  of  each  board 
used  for  such  purpose  shall  be  the  maximum  possible  it  such 
board  is  less  than  four  feet  in  width. 

When  fibre  board  is  VY  thick  the  nails  used  shall 
be  1*4"  long  with  44"  head  and  when  the  fibre  board 
is  44"  or  r  the  nails  used  shall  be  2"  long  with  -34" 
head.  Nails  shall  be  driven  not  closer  than  *4  inch 
of  the  edge  of  the  sheathing  board. 

When  using  fibre  board  in  widths  of  2  ft.  in  addition 
to  the  requirements  of  C-26-538.0b,  supplemental 
bracing  of  the  framework  of  the  wood  frame  struc¬ 
ture  shall  be  provided  by  means  of  let-in  diagonal 


braces  of  1"  x  4"’s  sound  and  free  from  knots  at 
all  external  corners  in  the  outside  face  of  the  studs 
at  approximately  45°  and  crossing  at  least  three 
studs,  or  supplemental  bracing  may  be  by  a  series 
of  2"  by  4"  struts  diagonally  cut  and  placed  between 
the  studs  at  an  angle  of  45°  with  the  horizontal  and 
extending  from  sill  to  plate  wherever  possible.  All 
braces  shall  be  securely  nailed  to  each  stud  and  to  sill 
and  plate.  Where  openings  occur  near  the  corners. 
1"  x  4"’s  let-in  knee  braces  in  the  face  of  the  studs 
shall  be  installed  above  and  below  the  openings  at 
approximately  45°,  extending  across  not  less  than 
3  studs.  When  used  over  doorways  and  under  win¬ 
dows,  vertical  and  horizontal  2"  x  4"’s  shall  be  pro¬ 
vided  to  afford  nailing  bases  along  all  edges.  Equiv¬ 
alent  bracing  of  steel  may  be  substituted  for  the 
required  wood  bracing.  The  use  of  fibre  board  as 
roof  sheathing  is  not  permitted  except  as  insulation 
over  or  under  approved  sheathing  material. 


2.3  ASBESTOS  CEMENT  COVERED  FIBRE 
BOARD.  Fibre  board  protected  with  at  least  *4" 
asbestos  cement  and  secured  to  each  face  of  the 
fibre  board  may  be  used  as  _  a  siding  material  in 
Class  4  and  Class  5  construction  and  as  an  interior 
partition  material  in  places  where  no  fire  resistive 
rating  is  required  and  when  approved  by  the  Board. 

2.4  ROOF  STRUCTURES  AND  ROOFING. 

C96-619  0  FORM  AND  FIRE  RESISTIVE  RATINGS  OF 
FLOOR  AND  ROOF  CONSTRUCTION.— a.  Floor  and  roof  con¬ 
struction  between  supporting  beams  in  class  1,  fireproof  structures,  shall 
consist  of  arches  or  slabs  of  incombustible  material  or  assemblies  and 
shall  either  by  itself  or  in  combination  with  its  protective  ceiling  have 
a  fire  resistive  rating  of  at  least  three  hours,  except  as  specifically 
provided  otherwise.  Nothing  in  this  section  shall  prevent  the  application 
of  cork  or  fibre  insulation  board  or  other  combustible  insulation  material 
applied  directlv  to  the  fire  resistive  floor  or  roof  construction  in  cement, 
provided  that  in  the  case  of  floor  construction  such  insulation  is  covered 
by  at  least  one  and  one-half  inch  thickness  of  Portland  cement  concrete 
or  other  equally  fire  resistive  material  of  equal  thickness.  Similar  floor 
and  roof  construction  in  class  2,  fire-protected  structures,  shall  either  bv 
itself  or  in  combination  with  its  protective  ceiling  have  a  fire  resistive 
rating  of  at  least  one  and  one-lialf  hours,  except  as  otherwise  specifically 
provided. 

2.4.1  Insulation  fibre  board  so  applied  shall  be  over  a 
'  screened  concrete  roof  or  floor,  graded  where  nec¬ 
essary,  and  cemented  to  the  arch  with  hot  asphalt 
or  coal  tar  pitch.  Fibre  insulation  board  shall  not 
be  left  exposed  to  the  elements,  nor  shall  it  be  ap¬ 
plied  to  wet  surfaces  of  any  kind. 


C26-680.0  ROOFING, — a.  Material  for  roofing. — 

1.  Roofing  placed  on  any  structure  shall  meet  the  requirements  of 
section  C26-605.0,  except  as  provided  in  section  C26-539.0,  and  sub¬ 
division  b  of  section  C26-680.0. 


2  The  use  of  cork  or  fibre  board  as  roof  insulation  is  lawful  pro¬ 
vided  such  cork  or  fibre  board  is  covered  with  an  approved  type  of  fire 
resistive  roof  covering  applied  directly  thereto. 


2  5  ADDITIONAL  ADMINISTRATIVE  BUILDING 
'  CODE  REQUIREMENTS  PERTAINING  TO  THE 
ttcu  r\  it  ttttdtqt?  pnAPD  APF  A  ^  ‘ROT.T.OWS: 


C26-S41  0  MINOR  WOOD  FRAME  STRUCTURES.— a.  Wood 
frame  shed.— Wood  frame  sheds,  open  on  at  least  one  side,  may  be 
erected  of  wood  or  with  approved  fibre  board  siding,  throughout  the 
city,  but  such  sheds  shall  be  fifteen  feet  or  less  in  height,  shall  cover 
twenty-five  hundred  square  feet  or  less,  shall  be  placed  at  least  tour 
feet  from  ahy  lot  line,  and  shall  be  covered  on  the  sides  and  roof  with 
approved  fire  retarding  material. 


b  Wood  frame  outhouses. — Wooden  outhouses  used  exclusively  for 
domestic  purposes  may  be  constructed  throughout  the  city  to  a  wall 
height  of  eight  feet,  and  may  be  one  hundred  fifty  square  feet  in  area, 
provided  the  roofs  are  covered  with  approved  fire  retarding  materials 
and  the  walls  are  located  at  least  three  feet  from  the  lot  line. 


c.  Wood  frame  builders’  shanties.— One  story  structures  for  the  use 
of  builders  in  connection  with  any  building  operation  for  which  a  permit 
has  been  issued,  may  be  constructed  of  wood,  or  may  be  sheathed  with 
approved  fibre  board,  and  placed  on  the  lot  where  such  building  opera¬ 
tion  is  carried  on  in  any  part  of  the  city,  or  on  adjoining  lots  if  sucli 
structures  do  not  interfere  with  the  safe  occupancy  of  any  structures 
thereon,  or  on  the  sheds  provided  over  the  sidewalks  in  front  of  sucli 
building  operation. 

d.  Wooden  fences. — Wooden  fences  may  be  erected  throughout  the 
city  to  a  maximum  height  of  ten  feet. 

C26-667.0  PERMITTED  USES  OF  WOOD  OR  OTHER  COM¬ 
BUSTIBLE  MATERIALS  IN  CLASS  1,  FIREPROOF  STRL  C- 
TURES,  AND  CLASS  2,  FIRE-PROTECTED  STRUCTURES. 
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4.  Wearing  surfaces. — 

(c.)  Untreated  combustible  insulation  board  in  a  single  layer 
not  to  exceed  one-half  of  an  inch  in  thickness,  when  cemented  or 
attached  directly  to  the  surface  of  an  approved  type  of  tire 
resistive  floor  construction,  may  be  used  elsewhere  than  in  stair 
enclosures  and  corridors  when  covered  by  an  incombustible  wear¬ 
ing  surface  in  accordance  with  the  rules  of  the  board. 


2.5.1  Except  as  provided  in  Section  C26-619.0  wearing 
surface  when  installed  over  fibreboard  shall  be 
of  approved  incombustible  material  bonded  and 
sealed  in  accordance  with  the  terms  of  the  Board’s 
approval  of  the  wearing  surface  material. 

C26-631.0  CONSTRUCTION  OF  FIRE  WALLS 

g.  The  application  of  cork  or  fibre  insulation  board  may  be  permitted 
if  cemented  or  attached  directly  to  the  face  of  the  wall  laid  up  with  no 
intervening  air  spaces  and  protected  as  required  by  the  rules  of  the 

board. 

2.5.2  When  used  on  fire  walls,  fibre  board  shall  be 
protected  by  at  least  W  of  plaster  or  approved 
incombustible  material  of  similar  thickness  with 
joints  filled  or  covered  by  incombustible  batten 
strips. 

GROUP  2— FIRE  PARTITIONS 
C26-633.0  MATERIALS  FOR  FIRE  PARTITIONS 
b.  Where  combustible  insulation  board  is  permitted,  it  shall  be 
applied  directly  to  the  face  of  the  partition  by  cement  or  other  approved 
method,  but  in  no  case  shall  it  be  built  into  the  required  partition 
construction. 

Rule  3.  Uses  of  Fibre  Board  as  Wall  and 
Ceiling  Covering.  Material  Supple¬ 
menting  the  Requirements  of  the 
Administrative  Building  Code. 

3.1  CLASS  1  AND  CLASS  2  CONSTRUCTION. 
In  elsewhere  than  stair  enclosures,  public  hallways 
and  public  spaces,  and  except  in  places  of  assem¬ 
bly  (C26-116.0)  and  in  occupancies  requiring  a 
combustible  permit  from  the  Fire  Commissioner, 
fibreboard  may  be  used  as  an  acoustical  material 
in  ceilings  only  of  area  to  be  covered  and  not  ex¬ 
ceeding  2,000  sq.  ft.  of  fibre  board  in  area  and 
when  such  spaces  are  separated  from  the  re¬ 
mainder  of  the  floor  area  by  fireproof  partitions 
and  fireproof  doors.  Fibreboard,  when  used 
within  such  space  shall  be  applied  by  nailing  or 
approved  adhesives  directly  to  solid  fire-resistive 
material.  When  furring  strips  are  used,  the  strips 
shall  be  of  fireproofed  wood  meeting  the  require¬ 
ments  of  C26-331.0  or  of  approved  incombustible 
materials  and  the  spaces  in  between  the  furring 
strips  and  the  fibre  board  shall  be  densely  filled 
with  approved  incombustible  material.  Fibre  board 
shall  not  be  applied  to  side  and  soffits  of  beams. 
When  fibre  board  is  used  on  a  suspended  ceiling 
system,  all  hangers,  purlins  and  cross  furring  shall 
comply  with  C26-461.0  and  the  fibre  board  shall 
be  applied  directly  to  a  plastered  ceiling  on  ap¬ 
proved  lath  or  over  a  base  of  approved  incom¬ 
bustible  board  at  least  W'  thick  with  all  joints 
adequately  sealed  with  gypsum  plaster  or  other 
approved  material. 

3.2  CLASS  3  CONSTRUCTION. 

In  elsewhere  than  stair  enclosures,  public  hall¬ 
ways,  public  spaces,  and  except  in  places  of  assem¬ 
bly  (C26-116.0)  and  in  occupancies  requiring  a 
combustible  permit  from  the  Fire  Commissioner, 
fibreboard  may  be  used  as  a  decorative,  thermal  or 
acoustical  material  in  areas  of  3,000  sq.  ft.  without 
restriction,  except  that  there  shall  be  an  under 
surfacing  of  plaster,  plasterboard  or  other  back¬ 
ing,  satisfactory  to  the  Borough  Superintendent 
and  except  that  in  places  of  assembly  (C26-116.0) 
fibreboard  may  be  used  in  areas  not  exceeding 
3,000  sq.  ft.  but  not  more  than  50%  of  the  area  of 
any  floor  provided  the  ceiling  construction  meets 
the  requirements  of  C26-669.0  and  the  walls  sur¬ 
rounding  the  space  and  opening  protective  assem¬ 


blies  therein  shall  be  fireproof  and  when  used 
within  such  space  shall  be  applied  by  nailing  or 
approved  adhesives  directly  to  solid  fire-resistive 
material  and  when  furring  strips  are  used,  the 
spaces  in  between  the  fibre  board  and  the  furring 
strips  shall  be  densely  filled  with  incombustible 
material. 

3.3  CLASS  4  CONSTRUCTION. 

The  use  of  fibreboard  as  a  decorative,  thermal  or 
acoustical  material  shall  be  permitted  without  re¬ 
striction  except  when  specifically  prohibited  by 
the  Administrative  Building  Code  or  the  Board’s 
rules.  When  fibreboard  is  used  as  exterior  sur¬ 
facing,  it  shall  be  protected  from  the  elements. 

3.4  CLASS  5  CONSTRUCTION. 

The  use  of  fibreboard  as  a  decorative,  thermal  or 
acoustical  material  shall  not  be  permitted  except 
within  spaces  not  exceeding  2,000  sq.  ft.  in  area, 
in  elsewhere  than  stair  enclosures,  public  hall¬ 
ways,  public  spaces,  kitchens  or  cooking  spaces 
and  except  in  places  of  assembly  (C26-116.0)  and 
in  occupancies  requiring  a  combustible  permit 
from  the  Fire  Commissioner  when  separated 
from  the  rest  of  the  floor  space  by  fireproof  par¬ 
titions  and  opening  protective  assemblies.  Fibre- 
board  when  used  within  such  space  shall  be  ap¬ 
plied  by  nailing  or  approved  adhesives  directly 
to  solid  fire-resistive  material.  When  furring 
strips  are  used,  the  spaces  in  between  the  fibre- 
board  and  the  furring  strips  shall  be  densely  filled 
with  incombustible  material.  Fibreboard  may  be 
used  as  an  interior  insulation  material  when  pro¬ 
tected  by  at  least  y%"  of  plaster  or  of  approved 
incombustible  board  of  similar  thickness  and  the 
joints  filled  or  covered  with  incombustible  batten 
strips. 

3.5  CLASS  6  CONSTRUCTION. 

In  elsewhere  than  stair  enclosures,  public  hall¬ 
ways  and  public  spaces,  and  except  in  places  of 
assembly  (C26-116.0)  and  in  occupancies  requir¬ 
ing  a  combustible  permit  from  the  Fire  Commis¬ 
sioner  the  use  of  fibreboard  as  a  decorative,  ther¬ 
mal  or  acoustical  material  may  be  permitted  in 
spaces  not  exceeding  2,000  sq.  ft.  in  area  when 
separated  from  the  remainder  of  the  floor  space 
by  fireproof  partitions  and  opening  protective  as¬ 
semblies.  Fibreboard  when  used  within  such 
space  shall  be  applied  by  nailing  or  approved  ad¬ 
hesives  directly  to  solid  fire-resistive  material. 
When  furring  strips  are  used,  the  spaces  in  be¬ 
tween  the  fibreboard  and  the  furring  strips  shall 
be  denselv  filled  with  incombustible  material. 

3.6  LABOR  LAW. 

The  use  of  fibreboard  as  a  decorative,  thermal 
and  acoustical  material  shall  be  prohibited  except 
within  spaces  designated  as  non-manufacturing 
area  and  only  when  separated  from  the  rest  of 
the  floor  space  by  fireproof  partitions  and  opening 
protective  assemblies,  except  that  in  factories 
four  stories  or  less  in  height,  fibreboard  may  be 
used  elsewhere  than  stair  enclosures  and  public 
hallways  and  public  spaces  as  permitted  under 
the  Labor  Law. 

3.7  MULTIPLE  DWELLING  LAW. 

The  use  of  fibreboard  shall  be  prohibited  in 
kitchens  and  cooking  spaces  in  class  3  construc¬ 
tion  and  elsewhere  as  provided  in  Rule  3.2,  ex¬ 
cept  as  a  plaster  base,  when  the  area  of  floor  par¬ 
titions  shall  not  exceed  15%  of  the  entire  partition 
area  to  be  plastered  of  any  floor.  Fibreboard 
may  be  used  on  the  top  floor  ceiling  as  a  plaster 
base  without  restriction  as  ‘to  area. 

In  old  law  tenements  and  converted  dwellings 
the  use  of  fibreboard  as  a  decorative,  thermal  and 
acoustical  material  may  be  permitted  elsewhere 
than  in  stair  enclosures,  public  hallways,  public 
spaces,  kitchens,  cooking  spaces  and  in  cellars. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  INFLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  C19-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  of  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  or  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 


the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable'  paints,  varnishes,  lacquers  or  any  ouici 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures,  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 
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2.9  The  term  “CERTIFICATE  OF  FITNESS”  when- 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  09-14. 0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12.0  and  09-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to^  the  adminis¬ 
trative  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with.l" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  §4"  unsanded  gypsum 
plaster  or  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  draining 


system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 
opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
closing. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
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gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute ; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 


tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade- 

•  quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of 
solvent  is  left  for  evapo¬ 
ration.  A  space  between 
such  ventilating  section 
and  the  drying  section 
shall  be  maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall  be 
separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4.3.2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary,  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 
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4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  '20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (J/i") 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiva¬ 
lent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact,  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  fluor¬ 
escent  light  or  other  electrical  equipment  shall 


be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  tor  use 
in  explosive  atmosphere  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  .  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4.3.2.1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4.5.2. 1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  .stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
'breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with 
explosion-proof  interlocking  switch 
precluding  the  removal  of  the  plug 
when  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en- 
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gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall.be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  o/  lighted  cigars,  ciga¬ 
rettes,  matches,  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  'in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip,  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 


5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinets  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  doors  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides, _  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  adminstrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capac¬ 
ity,  designed,  constructed  and  approved  for 
tffis  specific  purpose  by  the  Board  of  Stand- 
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ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Ride  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
C19-1 13.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  C19-152.0  of  the  Administrative  Code,  “ Any  per¬ 
son  who  shall  wilfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents: 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently ; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 


and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  Installa¬ 
tions. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray 
Rooms,  Dip  and  Immersing  Rooms,  New 
Drying  Equipment,  and  Material  Storage 
Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electrical  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1015,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 


ADOPTED  BY  THE  BOARD  OF  STANDARDS  AI 
ACCORDANCE  WITH  SECTION  666,  PARAGRAPH  2, 
1939,  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE 

1946,  EFFECTIVE 

(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26- 1268.0, c, 4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules.  All  hose  coupling  outlets  and  serrated  tip  outlets 
for  hose  connections  within  buildings  are  deemed  to  be 
submerged  inlets,  and  shall  be  independently  protected 
with  an  approved  vacuum  breaker.  Outside  hose  coupling 
outlets  for  garden  or  sidewalk  use  and  hose  connections 
on  fire  fighting  equipment  are  excepted. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied  through 
such  preheating  device  and  having  an  independent  cold 
water  supply  line  shall  have  the  cold  water  supply  line 
equipped  with  a  vacuum  breaker  and  check  valve  located 
at  least  four  inches  above  the  highest  elevation  of  the 
boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches  above 
the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273.0, d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 

Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 


ID  APPEALS  FEBRUARY  3,  1939,  EFFECTIVE  IN 
DF  THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27, 
DECEMBER  28,  1942,  AS  AMENDED  SEPTEMBER  10, 
OCTOBER  7,  1946. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  lattef  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 

Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26- 1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 

Rule  13.  Steam  Tables. 

Steam  tables  used  exclusively  for  the  warming  of  food 
stuffs  and  provided  with  a  water  supply  inlet  elevation  at 
least  one  inch  above  the  overflow  outlet,  the  area  of  which 
is  at  least  four  times  that  of  the  water  supply  piping, 
shall  be  equipped  with  an  approved  horizontal  swing  check 
valve  in  the  water  supply  piping. 

Where  elevation  of  the  water  supply  piping  inlet  is  less 
than  one  inch  above  the  overflow  outlet,  or  when  the  area 
of  the  overflow  outlet  is  less  than  four  times  that  of  water 
supply  piping,  the  water  supply  piping  shall  be  equipped 
with  an  approved  vacuum  breaker  located  at  least  four 
inches  above  the  maximum  overflow  level  of  the  fixture. 
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